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No.  1 


For  Hydro  Electric  Power 
Development  and  Qeneral 
Water  Worlds  Purposes. 


Illustration  shows  final  adjust- 
ment of  Bands  and  Sills  on  one  of 
onr  continuous  Stave  Pipes  installed 
for  Power  development.   This  Wood  Pipe 
operates  under  a  head  ranging  from  30  ft.  at 
dam  lo  400  ft.  near  entrance  to  Power  House 
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BY  WAY  OF  CONTRAST— 


COMPARISON  of  the  foundry  buildings 
illustrated  above  proves  that  Daylight 
and  V entilation  are  two  important  factors  to 
be  considered  when  planning  the  erection  of 
a  modern  foundry  building. 

Daylight  is  essential  to  good  workmanship. 
Workers  labor  under  a  handicap  in  dingy, 
poorly  lighted  foundries  like  the  one  in  the 
upper  picture.  Note  how  the  modern  foun- 
dry below  is  flooded  with  daylight  admitted 


through  window  walls  of  Lumina  Solid  Steel 
Windows. 

The  health  of  your  employees  demands 
fresh  air  and  A'entilation.  Lack  of  it  deadens 
their  productive  abilities.  The  extra  large 
ventilators  in  Lumina  Solid  Steel  Windows 
provide  for  efficient  ventilation. 

Let  us  show  you  why  it  will  be  to  your  ad- 
vantage to  specify  window  walls  of  Lumina 
Solid  Steel  Windows  for  that  new  building. 


o 


SOLID  STEEL  WINDOWS 


CANADIAN  METAL  WINDOW  COMPANY,  Limited 

1 36  ConfederationXif  e  Building,  Toronto,  Ontario    Representing  Canadian  Detroit  Steel  Products,  Ltd.,  Windsor,  Ontario 
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To  Do  It  Quickly,  Thoroughly  and  Economically 
Select  Your  Equipment  from  the 

LONDON  LINE 


It  is  a  line  of  "Modern  facilities"  constructed  according  to 
the  best  principles  of  manufacture  and  designed  to  give  the 
utmost  service  in  saving  time,  labor  and  money.  For  dur- 
ability under  conditions  of  constant  hard  usage,  the  London 
Line  of  Contractors'  Machinery  has  proved  itself  superior  to 
others  by  actual  performance  on  jobs  throughout  the  Do- 


minion. 


■ 

- 

London  Combination  Mixers 

Two  machines  in  one.  It  mixes  any  kind  of  concrete  or  mortar  and 
does  any  kind  of  hoisting  at  the  same  time. 

Built  in  two  sizes.  No.  4  mixing  capacity  4  cu.  yds.  per  hour. 
Hoisting  drum  capacity  1690  lbs.  on  single  line.  No  6  mixing  capacity 
6  cu.  yds.  per  hour.  Hoisting  drum  capacity  2000  lbs.  on  single  line. 
Suitable  for  any  kind  of  work  within  its  capacity,  and  enables  any  con- 
tractor who  has  both  mixing  and  hoisting  on  the  same  job  to  save  money. 


London  Adjustable  Concrete  Block  Machine 

Makes  blocks  for  all  widths  of  walls  from  3  in.  to  12  in.  Makes 
blocks  in  any  design. 

All  sizes  of  blocks  made  on  the  same  adjustable  mould  and  on  the 
one  width  of  pallet. 

Any  size  core  opening  can  be  made  in  the  block,  thus  meeting  every 
architectural  requirement. 


LkONOONj 

London  Hoisting  Engines 

are  built  in  seven  sizes  and  are  suitable  for  all  kinds  of  hoisting  or  pull- 
ing. Novo  dust  and  frost  proof  engines  are  used  exclusively,  which 
makes  a  handy,  serviceable,  and  dependable  outfit.  These  engines  have 
many  advantages  over  steam. 


London  Tile  and  Sewer  Pipe  Molds 

Built  in  all  sizes,  4  in.  to  10  ft.  in  diameter.  [  Meets  every  engi- 
neering requirement.  No  other  moulds  on  the  market'  can  compare 
in  workmanship  or  design. 

There  are  large  profits  in  the  manufacture  of  Tile  and  Sewer 
Pipe.  Make  your  own  pipe  and  save  money.  Send  for  catalogue  No. 
2-B. 


We  manufacture  a  full  line  of  concrete  working  machinery,   Contractors'   Pumps,  gasoline 
operated  hoisting  engines,  and  contractors'  outfits.    Let  us  know  your  requirements. 

London  Concrete  Machinery  Co.,  Limited 

  LONDON,  ONTARIO   

■lllllllllllllllllllllllllllllllllllllllll^  World's  Largest  Manufacturers  of  Concrete  Machinery 
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Blake -Marsden 

Patent  High  Grade 

Stone  Breakers 


ORE 
CRUSHERS 


Municipal 
Crushing 

and 
Screening 
Plants 


ALL  TYPES 


Over  30,000  Blake-Marsden  Stone  Breakers 

in  Use 


WRITE  FOR  PARTICVLARS 


SAM'L  OSBORN  <canADA,  LIMITED 

MONTREAL 

Branches  and  Stock:  TORONTO  WINNIPEG  VANCOUVER 
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Increase  your  YARDAGE— DECREASE  your  Costs 


Buy  Bucyrus  Shovels 

THEY  NEVER  FAIL  TO  DO  IT 


We  sell  all 
Bucyrus  Products 
Steam  Shovels 
Electric  Shovels 
Dragline 

Excavators 
Trench 

Excavators 
Wrecking  Cranes 
Unloading  Plows 
Dredges 
Pile  Drivers 

New  and 
Second-hand 
Contractors' 

Equipment 
of  all  kinds 


We  represent 
Western  Wheeled 

Scraper  Co. 
and  sell  all  their 
products 

Air  Dump  Cars 
Dump  Wagons 
Elevating 

Graders 
Scrapers,  Etc. 


Locomotives 
(all  kinds) 
Freight  Cars 
(all  kinds) 
New  and 

Second-hand 


WORKING  DIMENSIONS  BUCYRUS  REVOLVING  SHOVELS 


Capacity  oi  Dipper  (level  full) 


14- B 

2/3  cu.  yd. 


Trac.  Cat. 

Dumping  Radius   21'-  6"  21'-  6" 

Height  of  Dump   11'- 2"  11'- 11" 

Maximum  Width  of  Level  Floor  . .  . .  34'-  0"  34'-  0" 

Dig  Below  Wheels                                    3'-  2"  2'-  5" 

Width  of  Cut  at  8  Feet   47'-  0"  47'-  0" 

Height  Dipper  Will  Cut   16'- 6"  17'- 3" 


18-B 

%  cu.  yd. 


Trac. 
23'-  5" 
11'-  10" 
37'-  0" 
3'-  3" 
51'-  0" 
18'-  0" 


Cat. 
23'-  5" 
12'-  2" 
37'-  0" 

2'-  11" 
51'-  0" 
18'-  4" 


35- B 
1/4  cu.  yd. 


Trac. 
30'-  6" 


17' 

45' 
5' 
65' 
25' 


Cat. 
30'-  6" 
17'-  0" 
45'-  0" 
5'-  3" 
65'-  0" 
24'-  10" 


Mechanical  Shovels  built  by  BUCYRUS  COMPANY,  South  Milwaukee,  Wis.,  are  unsurpassed,  and  thous- 
ands of  contractors  are  ready  to  testify  that  in  WORKING  RANGE,  ECONOMY,  SIMPLICITY,  STRENGTH 
MOBILITY  and  EFFICIENCY, 

BUCYRUS  SHOVELS  HAVE  NO  EQUAL. 

CATERPILLAR  TRACTION  helped  to  win  the  war.    Have  you  yet  used  it  to  help  you  win  profits?    Let  us 
show  you  I  dw  it  can  be  done. 


Before  purcl 
facts  and  figures 
without  equal. 


Canadian 

285  Beaver 


sing  a  shovel  write  to  us;  practical  shovel  experts  on  our  staff  will  gladly  place  before  you 
demonstrating  how  BUCYRUS  SHOVELS  cut   down  your  costs  and   increase   your  yardage 


E  lUipment     CO.      Limited    Representatives  for  Eastern  Canada 
ial1  Hill  Montreal  Bucyrus  Company,  South  Milwaukee,  Wis. 

Western  Wheeled  Scraper  Co.,  Aurora,  111. 
Branch!    St.  Catharines,  Ont.  In  Eastern  Canada 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Clialmers,  Ltd. 

Air  Washing  Plants 

Spray    Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoists 

Canadian  Ingei  soli-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 

Canadian  Allis-Clialmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 
Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Convey.ors 

Hooker  &  McKechnie 

Ash  Hoists 

Canadian  Link- Belt  Co. 

Asphalt 

Asphalt  Association 
Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Beam  Spans 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Belting   (Transmission,  Elevator, 

Conveyor,  Rubber) 
Dunlop  Tire  &  Rubber  Goods  Co. 
Goodyear  Tire  &  Rubber  Goods 

Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 

Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 

Boilers 

Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Inglis  Company,  John 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Eiass  Goods 

Dunlop  Tire  &  Rubber  Goods  Co. 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 

Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co.  ' 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 


Buckets 

Canadian  Link-Belt  Co. 
Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  II. 
Manitoba  Bridge  &  Iron  Works 

Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 

Buckets — Steel 

Brown  Hoisting  Machinery  Co. 
Canadian  Link-Belt  Co. 
McKinnon  Steel  Company 
Marsh  Engineering  Works,  Ltd. 

Building  Materials 
Robertson  Co.,  H.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cars— Steel  Body 

Marsh  Engineering  Works,  Ltd. 
Mackinnon  Steel  Co. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co..  Ltd. 

Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  &  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
National  Equipment  Company 
Chains 

McKinnon  Columbus  Chain  Co. 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Booker  &  McKechnie 
Coal  Handling  Apparatus 

Beatty  &  Sons,  M. 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London   Concrete  Machinery  Co. 

St.  Clair  Bros. 
Concrete  Culvert  Pipe 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

American  Cement  Machine  Co. 

Hopkins  &  Co.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limitea 

St.  Clair  Bros. 


Concrete  Sewer  Pipe 

Dominion  Concrete  Company 

Conduits 

Conduits    Company,  Limited 
Orpen  Conduit  Company 

Contractors 
Anglins  Limited 
Archibald  &  Holmes 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Miller  &  Son.  Roger 

Contractors'  Plant  &  Supplies 

Hall  Engine  Company 

Beatty  &  Sons,  M. 

Boving  Hydraulic  &  Engineeiing 

Company 
Biown    Hoisting    &  Machinery 

Company 
Canadian   Allis-Chalmers  Ltd. 
Canadian  Link  Belt  Co. 
Dake  Engineering  Works,  Ltd.  , 
Hamilton  Bridge  Works  Co. 
Hepburn  Ltd.,  John  T. 
Manitoba  Bridge  &  Iron  Works 
Mansfield  Engineering  Co. 
Marsh  Engineering  Works,  Lt<L 
S'esscnwein  Bros. 

Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 

Conveying  Appliances 

Brown  Hoisting  Machinery  Co. 

Cooling  Equipment 

Spray  Engineering  Co. 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Corrugated  Iron 

Pedlar  People  Limited  *  I 
Corrugated  Roofing 

Asbestos    Mfg.  Company 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Bovingr  Hydraulic  &  Engineering 
Company 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Northern    Crane  Works 
Creosote  Oils 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada   Crushed  Stone  Corpori- 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Culverts 

Pedlar  People  Limited 
Damp   Proof  Coating 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil   Company,  Ltd. 

Soneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd 
Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 

Hepburn  Ltd.,  John  T. 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Marsh   Engineering  Works,  Ltd 

National  Equipment  Company 

Northern  Crane  Works 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineerinj 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll  Rand  Co. 


Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  II. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 

Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario  Wind    Engine   &  Pump 

Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.  B. 

Elevators 

Northern  Crane  Works 
Turnbull  Elevator  Company 

Enameled  Brick 

American  Enameled   Brick  & 
Tile  Company 

Engines 

Canadian   Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
Kobb   Engineering  Works 
Waterous  Engine  Works  Co. 

Engineers  (Civil  and  Mechanical) 
Archibald  &  Holmes 
Chipman  &  Power 
Dominion  Engineering  &  Inspec- 
tion Company 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Wynne-Roberts,  R.  O. 

Excavators 

Ball  Engine  Company 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 

Expanded  Heads 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 

Fans 

Canadian  Blower  and  Forge  Co. 
Sheldon  Limited 

Faucets 

Wallaceburg  Brass  &  Iron  Mtg. 
Co 

Fireproofing 
Asbestos  Mfg.  Company 

Fireproof  Doors  and  Windows 
Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Roberson-Oleson  Limied 
Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Canidian  Welding  Works 

Demis  Wire  &  Iron  Works  Co 

McGregor  &  Mclntyre 
Fire  Iroection  Appliances 

DurJop  Tire  &  Rubber  Goods  Co. 
Fitting 

Craie  Limited 

Flag  3oles 

Ma  Kinnon  Steel  Company 
Oniario  Wind   Engine  &  Pump 

Company 
Mc)regor  &  Mclntyre' 

Floorng  Materials 

Armstrong  Cork  Company 
Imerial  Oil  Company 
SoTieborn  Sons,  Inc.,  L. 

Forgs 

Caadian  Blower  and  Forge  Co. 
Forgngs,    Steel  &  Iron 

Mnitoba  Bridge  &  Iron  Works 
(Continued  on  pi|?e  S> 
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Engineering  firms  in  the  States 
show  a  preference  for  the  ERIE 


The  ERIE  Shovel  has  proved  its  worth  on  a 
great  variety  of  work:  Street  and  road  grading; 
cellar  excavation;  trench  digging,  etc.;  quarrying 
rock,  excavating  sand  or  gravel.  It  also  serves  as 
a  locomotive  crane,  handling  a  clam-shell,  drag- 
line or  orange-peel  bucket. 

For  any  of  these  purposes,  the  ERIE  is  especi- 
ally valuable  because  of  its  speed  and  rugged  dur- 
ability. There  is  good  evidence  that  the  ERIE 
Shovel  is  the  favorite  among  engineering  firms  in 
the  States,  for  during  1918  and  1919  there  were 
more  ERIE  Shovels  sold  than  all  other  makes  of 
24  cubic  yard  steam  shovels  combined. 

Experienced  users  are  particularly  enthusiastic 
over  the  ERIE  Shovel,  as  the  following  letters  in- 
dicate : 

"I  have  used  revolving  shovels  of  nearly  every  make, 
but  in  my  opinion  there  are  none  made  as  good  as  the 
ERIE.  It  is  faster  than  any  other  shovel  on  the  market. 
It  will  work  longer  and  turn  out  a  greater  yardage  each 


day,  with  less  repairs  and  adjustments  than  any  other 
shovel  I  know  of." — J.  L.  Punderson,  General  Superin- 
tendent, Hunkin-Conkey  Construction  Co.,  Cumberland, 
Md.    (Home  address:  Cleveland,  O.) 

Another : 

"We  have  tried  all  makes  of  steam  shovels,  but  now 
uscthe  reliable  ERIE  exclusively.  The  ERIE  is  ever  so 
much  better  built  than  any  other  full-swing  shovel  on  the 
market  today,  and  besides  it  is  more  speedy." — C.  E. 
Moellering,  President,  Moellering  Construction  Co.,  Fort 
Wayne,  Indiana. 

The  above  letters  are  typical  of  very  many  in  our 
files.  There  are  now  900  ERIES  in  service.  18 
recently  shipped  to  England. 

We  would  like  to  send  you  a  bulletin  showing 
just  what  the  ERIE  can  do.  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa.,  U.  S.  A. 

Builders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes ; 
ERIE  Railway  Ditchers;   BALL  Engines. 


CD  I  I? Revolving 
■Ml  I  r  Shovels 
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Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis  Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario   Wind    Engine    &  Pump 

Company 
Osborn  Canada  Ltd.,  Samuel 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown     Hoisting     &  Machinery 
Company 

Gravel 

Sand  &  Supplies  Ltd. 


Gypsum 

Robertson  Co., 


H.  H. 


Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Pand  Co. 
Osborn  Canada  Ltd.,  Samuel 

Hauling  Contractors 

Contractors   Transport  Co. 

Heating  Apparatus 

Dunham  Company,  C.  A. 

Canadian  Blower  and  Forge  Co. 

Modern  Heating  &  Engineering 
Company. 

Montreal  Machine  Shop,  Ltd. 
Heat  Insulating  Materials 

Armstrong   Cork  Company 
Heating  Systems  (Steam  Traps) 

Dunham  Company,  C.  A. 
Hoists,  Electric 

Canadian  Link-Belt  Co. 

Northern   Crane  Works 


Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Brown   Hoisting  Machinery  Co. 
Hopkins  &  Company,  F.  II. 
London  Concrete  Machinery  Co. 
Marsh   Engineering  Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams   Machinery  Co.,   A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian    Allis-Chambers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd." 

Hose 

Can.    Consolidated    Rubber  Co., 
Ltd. 

Dunlop  Tire  &  Rubber  Goods  Co. 

Hydrants 

Canada  Iron  Foundries 
Kerr   Engine  Company 
Gartshore-Thompson  Pipe  Co. 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  T.td. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 

Laboratories 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Company 

Insulation  (Asbestos) 
Asbestos  Mfg.  Company 

Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 
Spielman   Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada  Limited 

Insulating  Bricks 

Armstrong  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton  Uridge  Works  Co. 

Northern  Crane  Works 
Joist  Hangers 

Canadian  W  elding  Works 
Hamilton  liiidge  Works  Co. 

Kilns 

Canadian  lilower  and  Forge  Co. 
McKinnon  Steel  Company 

Lead  Pencils 

American  I. cad  Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Linabestos  Wallboard 

Asbestos  Mfg.  Company 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Hall  Engine  Company 

Brown    Hoisting    &  Machinery 

Company 
Lumber  (Asbestos) 

Asbestos  Mfg.  Company 
Machinery  Insulation 

Armstrong  Cork  Company 
Metal  Lath 

Canadian  Metal  Window  Co. 

Pedlar  People  l  imited 

Trussed  Concrete  Co.,  Ltd. 
Metallic  Roofing 

Pedlar  People  Limited 
Motors 

Canadian  General  Electric  Co. 

Motor  Trucks 

Ford  Motor  Company 

Nozzles 

Spray  Engineering  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 


Hamilton  Bridge  Works  Co. 
Imperial  Oil  Company,  Ltd. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 

Ornamental  Iron 

Canadian  Welding  Works 
Dennis  Wire  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Packing 

Dunlop  Tire  &  Rubber  Goods  Co. 
Paint  (Heated  Surfaces) 
Ric-Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Company,  F.  H. 
Spielman  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett   Company,  Ltd. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons  Inc.,  L. 
Spielman   Agencies  Regd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Paint  Spraying  Equipment 
Spray  Engineering  Co. 

Park  Sprinklers 

Spray   Engineering  Co. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Company,  Limited 
Carey  Company,  Philip 
Dominion  Tar  &  Chemical  Co. 
Imperial   Oil  Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Pipe   (Concrete,   Iron   &  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thompson  Pipe  Co. 
National  Iron  Works  • 
(Continued  on  page  10) 


Repairing  of  Contractors'  Plant 

Does  your  Plant  or  Equipment  need  over-hauling, 
repairing  or  rebuilding  this  Spring?  We  can 
do  the  work  for  you  promptly,  just  the  way  you 
you  want  it  done  and  at  reasonable  rates. 


HOISTS  Repaired  or  Rebuilt. 

CARS  supplied  with  new  wheels,  axles,  b^xes, 
or  bodies. 

DERRICK  IRONS  Repaired  or  Replaced 

BUCKETS  repaired  and   worn  portion*  re- 
placed. 

Marsh  Engineering  Works,  Ld. 

Established  1846 

BELLEVILLE,  ONTARIO 
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ridgesVbducts 

and  * 

Similar  Engineering 
Structures  use- 


Vertical  Section 

through 
Expansion  Pier 


EXPANSION 
JOINT 


CAREY  Elastite  Expansion  Joint  is  preferred  as  a 
means  to  absorb  that  very  small — but  very  certain 
and  very  dangerous — expansion  in  long  stretches  of  concrete  work. 

Wherever  it  is  put  it  stays.  It  can  be  placed  vertically  as  has 
been  done  in  the  divided  piers  of  the  Jefferson  Avenue  Viaduct, 
St.  Louis,  designed  by  Charles  W.  Martin. 

It  will  not  melt  or  run  or  leak  out  and  leave  an  unguarded  crack 
in  hot  weather,  nor  become  brittle  in  cold  weather. 

It  provides  the  necessary  easement  between  the  unit  members  of  any 
structure.  It  can  be  placed  wherever  such  easement  is  required.  It  func- 
tions equally  as  well  under  contraction  as  under  expansion  movements. 

It  is  the  asphalt  saturated  wool  felt  wall  on  either  side  that  holds 
this  mass  of  tempered  asphalt  compound  in  place  under  all  conditions 
and  makes  it  easy  to  handle  without  breakage  or  loss. 

Elastite  is  used  in  the  Yale  Bowl,  New  Haven,  Connecticut;  Park 
Avenue  Viaduct,  Cincinnati;  Columbia  Avenue  Bridge,  St.  Louis; 
Linden  Bridge,  Linden  Heights,  Ohio;  Wabash  River  Bridge  at 
Wabash,  Indiana,  and  in  new  concrete  structures  in  all  parts  of 
the  country. 

Write  for  details. 

Elastite  Dept. 

THE  PHILIP  CAREY  COMPANY 

TORONTO,  ONT. 

The  Wm.  Rutherford  &  Sons  Co.,  Limited,   Montreal,  Que. 


to 
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Pipe  Covering  (Underground) 

Ric-Wil  Company 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 

Realty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  IngersollRand  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Engincring  Works,  Ltd. 

Pipe  Covering  (Magnesia,  Asbestos, 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb   Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Waterous  Engine  Works  Co. 


Road  Material 

Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 
Pedlar   People  Limited 

Rubber  Goods 

Barrett  Company,  Limited 

Road  Oil 

Imperial  Oil  Company,  Ltd. 

Pneumatic  Machinery 

Canadian  Ingersoll  Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 

Goldie  &  McCulloch  Co. 

Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American   Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis   Company,  John 

Ontario   Wind   Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian   Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Rails 

Sesenwein  Bros. 

Railway  Supplies 
Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  J. 
Hopkins  &  Company,  F.  H. 


Reinforcements,  Concrete  and  Steel 

Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 

Company 

Ripging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Sand 

Sand  &  Supplies  Ltd. 
Sash 

Trussed  Concrete  Steel  Co. 

Scaffold  Machines 

Drummond  &  Reeve,  Ltd. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 

Sheeting 

Barrett   Company,  Limited 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  Co. 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Roberton-Olsen  Limited 
Robertson  Co.,  H.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Slates 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Pedlar  People  Limited 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 

Steel 

Burlington  Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Steel  &  Coal  Co. 
Steel   Company   of   Can.,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Burlington   Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art  Metal  Company 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 
Page-Hersey  Iron,  Tube  &  Lead 
Company  - 


Steel   Floor  Construction  

Robb  Engineering  Works 

Steel  Plate  Construction 

Hamilton   Bridge  Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh   Engineering  Works,  Ltd. 
Waterous  Engine  Works,  Co. 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &  Radiation.  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 

Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Tron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Worts 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 
Tron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Tneersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Tnglis.  John 

Manitoba  Bridge  &  Tron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Enuipment  Company 
Ontario   Wind   Engine   &  Pump 

Company 
T?obb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Dominion  Tar  &  Chemical  Co. 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Roht.  W. 
Milton  Hersey  Company 


Tile  Moulds 

London  Concrete  Machinery  e»o. 

Towers 

Can.  Chicago  Bridge  &  Iron  Co 
Hamilton  Bridge  Works  Co. 


Transformers 

Canadian  General  Eelectric  Co. 


Turnbuckles 

Dominion  Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Dominion  Salvage  &  Wrecking 

Company 
Gartshore-Thompson   Pipe  Co. 
McAvity  &  Sons,  Ltd. 

Ventilators 

Robertson  Co.,  EL  H. 


Ventilating    &    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 


Varnishes — Insulating 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Wall  Ties 

Gait  Art  Metal  Company 

Wallboard  (Asbestos,  Linabestos) 

Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Water  Tapping  Machines 
Mueller  Mfg.  Company,  M. 

Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian   Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 

Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 

Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine   &  Pump 

Company 


Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canadian  Welding  Works 
Canada  Wiee  &  Iron  Goods  Co. 


Wire  Rope 

Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 


Wood  Pipe 

Canadian  Pipe  Company 
Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver  Wood   Pipe   &  Tank 
Company 


Wood  Tanks 

Pacific  Coast   Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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YOU  CAN  TRUST  GRIFFITHS'  PRODUCTS 

The  "Ferrodor"  Paint 
and  "Arriston"  Enamel 

Used  on  this  flying  boat 
afford  Perfect  Protection 


For  Bridges,  Towers,  Steel  Tanks, 
Chimneys,  etc. — anything  exposed 
to  the  wind  and  weather  — 
"Ferrodor "  Paint  is  ideal. 


Made  in  London,  England,  by 

GRIFFITHS  BROS.  &  COMPANY 

(Contractors    to    H.    M.    Imperial    and    Overseas  Governments) 
STOCKED  BY 

SPIELMAN  AGENCIES,  (Regd.) 

Sole  Canadian  Agents: 

Read  Bldg.,  St.  Alexander  St.,  MONTREAL 


THE  PHOENIX   CORK  FLYING  BOAT 
Designed  and  Built  by  the  Phoenix  Dynamo 
Manufacturing  Co.,   Ltd.,  Thornbury,  Bradford. 

Span    of    Wings    85  ft.  6  in. 

Chord   of   Wings    9  ft.  0  in. 

Length    48  ft.  8  in. 

Maximum   Height    20  ft.  0  in. 


One  of  these  Machines  was  moored  out  at  Brough, 
near  Hull,  England,  for  three  days  and  nights,  dur- 
ing snowstorms,   heavy  rain,   and   a  wind  of  30  to 

50  miles  an  hour. 
It  is  a  striking  testimony  to  the  excellence  of  design 
that   she  outrode    them    all,    being  safely  brought 
ashore  at  10  p.m. 


Dundas 

Crushed 

Stone 


When  you  want  to  be  sure  of  hav- 
ing permanent  roads  that  will  wear 
without  repairs  —  use  Dundas 
Crushed  Stone.  We  can  refer  you  to 
many  Engineers  and  Contractors 
who  specify  this  stone  for  all  their 
road  work.  Their  practical  exper- 
ience has  shown  that  Dundas  Stone 
will  always  make  a  first-class  job. 

Write  for  Information 


Canada  Crushed  Stone  Corporation,  Limited 


DUNDAS, 


ONTARIO 


Toronto  Office:  Room  409  McKinnon  Bldg.,  Toronto 

Phone  Adelaide  5784 
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am 


and  "Cameron"  Service  are  Saving  Time  and  Money  for 
Users  in  Mines,  Mills,  and  on  Construction  Jobs 

All  Over  the  World 


Cameron  service  may  truly  be  said  to  be  measured  in  generations  rather  than  in  years.  Many  Cam- 
eron Steam  Pumps  have  been  known  to  outlast  the  buildings  in  which  they  were  housed.  In  some 
cases  when  the  buildings  have  been  torn  down  the  same  old  "Cameron"  has  been  found  still  in  har- 
ness and  still  fit  for  service.  Cameron  Steam  Pumps  are  makers  of  pump  history  and  in  this  respect 
Cameron  Centrifugals  are  no  whit  less  important. 

As  a  starter  towards  obtaining  "Cameron  Service"  ask  our  nearest  branch 
for  the  Cameron  bulletins. 


CANADIAN  INGERSOLL-RAND  CO.,  LTD. 


Sydney,  N.  S. 
Cobalt,  Ont. 


Sherbrooke,  Que. 
Winnipeg,  Man. 


Montreal,  Que. 
Nelson,  B.  C. 


Toronto,  Ont. 
Vancouver,  B.C. 
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No  Building  Complete 


without 


Shinn-Flat 

Lightning  Protection 


Contractors  planning  buildings  of  any 
size  or  importance  should  never  consider 
their  plans  complete  until  Shinn-Flat 
Lightning  Rods  have  been  specified. 
There  need  never  be  any  losses  from 
lightning.  The  Shinn-Flat  System  is 
100  per  cent,  efficient.  Many  builders 
find  Shinn-Flat  agency  works  in  very 
profitably  with  their  other  operations. 
Write   for  agency  proposition. 


'  Put  Shinn-Flat  on  everything  you 
build." 


Shinn  Mfg.  Co.  of  Canada,  Ltd. 

Box  69A,  GUELPH,  ONT. 


Tenders 
Wanted 


should  be  advertised  for  in  the  "Tenders  and  For 
Sale  Department"  of  the  CONTRACT  RECORD 
AND  ENGINEERING  REVIEW.  This  paper 
is  the  "Tender  Ad."  medium  of  Canada  and 
always  brings  bids  from  the  reliable  contractors 
and  supply  houses.  File  your  plans  for  any  work 
on  which  you  are  inviting  bids  in  our  offices  at 
Toronto,  Montreal,  Winnipeg  or  Vancouver. 

Contract  Record 

and  Engineering  Review 
TORONTO       m  ONTARIO 


Puze  Ulaat  'Undezweac 


O.V.  (Ottawa  Valley)  brand  has  been  worn  for 
fifteen  years  by  Canada's  nation  builders— on 
railroads,  farms  and  the  Empire's  battlefields; 
in  mines  and  in  construction  camps.  Made 
for  warmth  and  durability,  in  medium  and 
heavy  weights,  in  combinations  and  two 
piece  suits.  Guarantee  with  every  garment. 
Moderate  prices. 

Sold  throughout  the  wholesale  trade  onhj. 
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Specifications  cannot 
command,  but — 

When  the  Dunham  Radiator  Trap  is  speci- 
fied there  is  only  one  legitimate  reason  why 
you  may  hesitate  to  use  it;  its  extra  cost. 

The  measure  of  value  of  the  Dunham  Radi- 
ator Trap  is  not  its  first  cost,  but  its  per- 
fect service,  long  life  and  absence  of  repair 
charges.  Without  superior  merit,  the  Dun- 
ham Radiator  Trap  could  not  continue  to 
be  specified  and  used  regardless  of  its  extra 
cost.  Use  it  always:  it  has  been  standard 
since  1903. 

C.  A.  DUNHAM  CO.  Ltd.,  Toronto,  Ont. 

HALIFAX  VANCOUVER  WINNIPEG 

OTTAWA  MONTREAL  CALGARY 

London:  64  Regent  House,  Regent  Street,  W.  1. 


Nova  Scotia  Steel  &  Coal  Company,  Ltd. 

Beg  To  Announce 

That  their  new  steam-hydraulic  forge  shop  is  now  in  opera- 
tion, as  also  is  their  recently  installed  "Harmet"  fluid  com- 
pression-plant. 

These  improvements  bring  " Scotia's"  equipment  abreast 
of  the  best  foreign  forges. 

They  are  accordingly  open  to  supply  forgings  of  all  shapes 
and  sizes.  Made  of  ordinary  or  fluid  compressed  open- 
hearth  steel,  and  satisfying  the  most  severe  specifications. 

For  Prices  and  Particulars  Apply  to 

Head  Office  -  -  New  Glasgow,  N.  S. 


The  first  thermostatic   disc  radiator  trap. 


HUNHfiM 

■Cheating  service 
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BROWNHOIST 


Locomotive   Cranes  and  Buckets 

are  used  in  all  parts  of  the  world.  They 
are  strongly  built  as  the  users  will  tell 
you.  And  they  will  give  continuous 
service,  day  and  night,  if  necessary.  The 
Brownhoist  may  cost  more,  but  is 
worth  it. 


Write  for  Catalog  K 


Speeding  construction— As  a  pile  driver 

In  building  the  new  addition  for  the  Pierce-Arrow 
Motor  Car  Company,  the  Stone  and  Webster  Corpora- 
tion needed  a  fast,  dependable  crane.  Experience  has 
taught  them  what  a  great  time  and  labor  saver  a  Brown- 
hoist  can  be  on  almost  every  kind  of  construction  job. 

The  above  picture  shows  the  Brownhoist 'driving 
piles  at  the  Pierce-Arrow  plant.  The  crane  boiler  will 
supply  all  the  steam  you  can  use  and  will  do  the  job  in  a 
time  and  way  that  will  surprise  you. 

And  when  it  is  through,  the  Brownhoist  is  ready  to 
take  on  your  other  jobs ;  handling  forms,  structural 
steel  or  possibly  switching  cars  and  doing  some  bucket  work. 
But  you  may  be  sure  it  will  be  busy,  as  it  is  a  rule  that  the 
Brownhoist  soon  becomes  indispenable  on  the  construction 
jobs  where  it  is  used. 


The  Brown  Hoisting  Machinery  Company 


40  Years  in  Crane  Business 

Engineers  and  Manufacturers  of  Heavy  Dock  Machinery 
Bridge  Cranes,  etc.,  as  well  as  Smaller  Cranes  and  Hoists. 


CLEVELAND,  OHIO,  U.  S.  A. 


Branch  Offices  in  New  York,  Pittsburgh,  Chicago  and  San  Francisco 
European  Rep.,  H.  E.  Hayes,  12  Rue  de  Phalsbourg,  Paris 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation  

American  Cemcit  Machine  Co.  .  .  . 
American  Enameled   Brick  and  Tile 

Company  

American  Lead  Pencil  Company 

American  Well  Works   

Anglin-Norcross  Limited  

Archibald  &  Holmes  

Armstrong  Cork  Company   

Asbestos  Manufacturing  Company.. 

Asphalt  Association,  The  

Asphalt  and  Supply  Co  

Ault  &  Wiborg  Co.  

Auto  Road  Construction  Co  


06 
20 


23 


17 
04 


64 
21 


Baines  &  David  

Ball  Engine  Company  ..   

Barber,  Frank   ,  

Barrett  Company  

Bates  &  Innes  

Beatty  &  Sons,  Ltd..  M  

Booker  &  McKechnie   

Boving    Hydraulic    &  Engineering 

Company  

Brantford  Roofing  Company  ». 

Britncll  Company,  Limited   

Brodies,  Limited   

Brown  Hoisting  Machinery  Co  

Burlington  Steel  Company   

Canada  Cement  Company   

Canada  Crushed  Stone  Corporation 

Canada  Iron  Foundries,  Limited  .  .  . 

Canada  Wire  &  Cable  Co  

Canada  Wire  and  Iron  Goods  Co.. 

Canadian  Allis-Chalmers  

Canadian  Blower  and  Forge  Co.  .  .  . 

Canadian  Chicago  Bridge  and  Iron 
Company  

Canadian   Consolidated   Rubber  Co. 

Canadian  Des  Moines  Steel  Co.  .  .  . 

Canadian  Engineering  &  Contract- 
ing Company  

Canadian  Equipment  Co  

Canadian  General  Electric  Co  

Canadian  Ingersoll-Rand  Co  

Canadian  Inspection  and  Testing 
Laboratories  

Canadian  Link-Belt  Co  

Canadian  Metal  Window  Co  

Canadian  Pipe  Company,  Ltd  

Canadian  Steel  Foundries  

Canadian  Surety  Company   

Canadian   Welding  Works   

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co.  .  . 

Chipman  and   Power,  Ltd  

Colwell  Sand  &  Gravel  Co  

Conduits  Company,  Limited  \ 

Consumers  Gas  Co  

Contractors  Transport  Co  

Cook,  A.  D  

Crane  Limited   

Crushed  Stone,  Limited  


Dake  Engine  Company   

Dennis  Wire  and  Iron  Company 

Dept.  of  Public  Works   

Dominion  Concrete  Company  .  . 


53 
7 
72 
01 
13 
00 

.->o 
67 


15 


18 
1  1 

71 

58 
07 
22 
65 

71 

63 


5 
22 
12 


74 
54 

9 

72 

04 
65 
59 
73 
64 
73 


73 
67 
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Dominion   Engineering  and  Inspec- 
tion Company   72 

Dominion   Iron  &  Steel  Company.. 

Dominion  Tar  &  Chemical  Co   56 

Dominion    Wire    Rope    Co   70 

Dunham    Company,    C.    A   14 

Dunlop  Tire  &  Rubber  Goods  Co. 


Engineering   &   Machine   Works  of 
Canada,  Limited  


Ford  Motor  Company 
Frost  Steel  &  Wire  Co. 


Gait  Art  Metal  Company   02 

Gartshore,  John  J   04 

Gartshorc-Thompson  Pipe  &  Foun- 
dry Company   59 

Gent  Company   72 

Goklie  &  McCulloch  Co  

Goodvear  Tire  &  Rubber  Co  


Hamilton  Bridge  Works 
Hamilton  Co.,  Wm.  .  . . 
Hepburn,  John  T. 


  62 

Holmes  &  Sons,  Fred    72 

Hopkins  &  Compa"v.  F.  H   76 

Hunt  &  Company,  Robert  W   72 


Ideal  Concrete  Machinery  Co  

Imperial  Oil  Limited  

Inglis  Company,  John    51 


James  &  Company,  E.  A. 


Kerr  Engine  Company,  Ltd. 


72 


66 


Lea,  R.  S.  &  W.  S   72 

London  Concrete  Machinery  Co.  ...  3 
London  &  Lancashire  Guarantee  & 

Accident  Company   54 


MacKinnon  Steel  Co  

MacLean  Daily  Reports   59 

Manitoba  Bridge  &  Iron  Company 

Maritime  Bridge  Works  Co   71 

Marsh  Engineering  Works    8 

McAllister  &  Taylor   72 

McAvity  &  Sons,  T  

McGovern,  T.  J   67 

McGregor  &  Mclntyre   71 

McKinnon  Columbus  Chain  Co.  ...  67 

Metal  Shingle  &  Siding  Co  

Miller  &  Sons,  Roger  ...   

Milton  Hersey  Company   72 

Modern  Heating  &  Engineering  Co.  63 

Montreal  Machine  Shop   58 

Morris  Crane  &  Hoist  Co.,  Herbert  73 


Morrison  &  Co.,  T.  A   72 

Mussens  Limited   59 

National  Conduit  Company  ... 

National  P-quipment  Co  

National   Iron   Corporation    fcg 

Northern  Crane  Works,  Ltd   0:5 

Nova  Scotia  Steel  and  Coal  Co.  ...  14 


Ontario  Wind  Engine  and  Pump  Co.  57 

Ormsby  Company,  Ltd.,  A.  B  

Osborn  Canada  Ltd.,  Samuel   4 


Pacific  Coast  Pipe  Company   1 

Page- Hersey    Company    09 

Pedlar  People   

Power  and  Son   54 

Pratt  &  Letchworth   74 

Prest-O-Lite  Company   


Reid  &  Brown  Structural  Steel  and 

Iron  Works   72 

Ric-wiL  Company   

Robb  Engineering  Works   19 

Robertson  Co.,  H.  H  

Roberton-Olscn,  Ltd  


Sessenwein  Bros  

Scully,  A.  A   57 

Schultz  Bros   72 

Shtnn  M  fg.  Co.  •.   13 

Sonneborn  Sons,  L.,  Inc   75 

Spielman  Agencies    11 

Spray  Engineering  Company  

Standard  Steel  Construction  Co.  ...  19 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   71 

Steel  Company  of  Canada  

Steel  &  Radiation   57 

Sterling  Engine  Company   57 

St.  Clair  Bros   24 


Thompson  Bros   72 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 
Toronto  Steel  Construction  Co.  ...  56 

Toronto  Testing  Laboratory   72 

Trades  &  Labor  Branch,  Dept.  of 

Public  Works  

Trussed  Concrete  Steel  Company  .  .  19 
Turnbull  Elevator  Company   71 


United  States  Fidelity  &  Guaranty 
Company   54 


Vancouver   Wood    Pipe   and  Tank 

Company   63 

Vitrified  Clay  Pipe  Co  


Waterous  Engine  Works  Company  24 
Williams  Machinery  Co.,  Ltd.,  A.  R.  73 
Wynne  Roberts,  R.  0   72 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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CALL  OR  WRITE  US 

In  connection  with  your 

Building  Programme 

for  1920 


We  Handle  Building  Construction 
of  Every  Description 


ARCHIBALD  &  HOLMES  LIMITED 

ENGINEERS  AND  BUILDERS 

306  CONTINENTAL  LIFE  BLDG.,  TORONTO 
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The  Concrete 
Drivewat) 


An  Important 
Plink  in  the 
Transportation  Facilities 
of  anij  Factonj 


Mndholes  in  a  roadway  that 
serves  a  factory  may  be  a  serious 
menace   to   that   plant's  output. 
No  business  man  can  see  trucks 
or  wagons   "stuck  in    the  mud" 
within  a  few  feet  of  the  receiving  door  or  load- 
ing platform,  without   realizing   the  tremen- 
dous   loss    of    valuable  time  thus  involved. 
Sometimes  one  stalled  truck  will  block  the 
driveway  so  effectually  that  all  shipping  must 
be  suspended  until  the  road  is  cleared.  Some- 
times a  truck  has  to  restrict  its  load  to  half 
its  proper  capacity — the  motive  power  being 
unable  to  move  a  full  load  in  a  badly  rutted 
roadway. 

To  maintain  full  efficiency  in  a  Driveway,  it  must  be  available  for  use  every  working  day  in 
the  year — in  any  season — in  any  weather.  That  may  be  accomplished  by  paving  it  with  CON- 
CRETE. 

Concrete  pavement — on  an  industrial  driveway,-  a  city  street,  or  a  country  road — costs  less  to 
build  than  any  other  type  equally  permanent.  But  it  is  the  low  maintenance  cost  of  Concrete 
that  especially  recommends  it  to  far-sighted  executives  and  to  the  modern  engineer. 

We  will  gladly  co-operate  with  anyone  interested  in  Concrete  industrial 
driveway  pavement  in  advising  as  to  specifications  and  details  of  construction. 

CANADA  CEMENT  COMPANY  LIMITED 

5  Herald  Building,  MONTREAL 


Montreal 


SPECIFY 
CANADA 
CEMENT 
UNIFORMLY 
RELIABLE 


Sales  Offices 
Toronto  Winnipeg 


Calgary 


CANADA  CEMENT 

CONCRETE 

FOR  PERMANENCE 


We  maintain  a  Ser- 
vice department  to 
co-operate  with  En- 
gineers— in  all  lines 
of  work  for  which 
Concrete  is  adapted. 
Our  Library  is  com- 
prehensive and  is  at 
the  disposal  of  the 
Engineers  of  Can- 
ada at  all  times 
without  charge. 
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ECONOMY 


TIERING 
MACHINES 

Combining  absolute 
stability  and  rigidity 
with  complete  safety 
these  machines  pro- 
vide the  ideal  way 
for  lifting  and  tier- 
ing units  of  bulk 
and  weight.  The 
name  of  the  machine 
and  the  true  des- 
cription of  its  opera- 
tion is  "Economy." 

Let  us  send  you  par- 
ticulars of  power  and 
hand  machines,  also 
our  barrel  storage 
steel  racks. 


Standard  Steel 
Construction  Co.  Limited 

Port  Robinson,  Ontario 


— , 


ruscori 


The  demand  for  big- 
ger production  requires 
top-notch  efficiency  in 
man  and  machine. 

Truscon  Steel  Sash 
is  the  solution  to  day- 
light and  ventilation 
problems.  Flooded  with 
daylight,  more  and  bet- 
ter work  can  be  done. 
Proper  ventilation  as- 
sures healthful  work- 
ing conditions.  Deep- 
breathing,  clear-headed 
workers  produce  more. 

Truscon  representa- 
tives will  give  personal 
service  to  architects, 
engineers  and  contrac- 
tors and  co-operate 
with  them  fully. 


Trussed  Concrete  Steel  Co. 

of  Canada!,  Limited 

WALKERVILOE,  ONTARIOij 

Montreal         t  .ronto         Winni|  eg         Calgary  ||  Vancouver 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


Water  tube,  return  tubu- 
l  a  r,  improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 


Montreal  Office— Phone  Westmount  6800 


Toronto  Office — 20  Victoria  Street 
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$245  BUYS 

THIS  HALF-BAG 
LOW  CHARGER 

WITH  NOVO  ENGINE 

Just  one  of  the 
many  real  bargains 
in  this  book. 


ATlOtfSPRKEMAKER 

Construction  Machinery 

Write  for  your  copy  today 
with  new  1920  prices 

Don't  Wait.  Place  your  order  this 
winter  and  get  our  special  winter 
proposition. 

Write  or  Wire 

Zhe  American  Cement  Machine  Cq  Inc. 
eokuk  Iow< 


THE  300,000  MR  ELECTRIC  CITY 


\ 


Pavers— High  I   Branch  offices — warehouses  in  all  principal  cities 


Hyatt  Bearing  Carts. 

Hoists 
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Keeping*  Road 
Repairs  at  a 
Minimum 


THE 


IMPROVED 


PERMANENT 


PAVEMENT 


Reduction  of  road  maintenance  cost  is  one  of  the  biggest  problems  of  municipali- 
ties. The  constant  hard  wear  of  present  day  traffic  on  road  surfaces  means  immense 
bills  to  be  paid  out  of  the  taxpayer's  pocket. 

The  Improved  WILLITE  Permanent  Pavement 

has  been  adopted  by  many  municipalities  as  a  solution  to  the  problem  of  road  main- 
tenance costs  and  has  proved  to  be  the  most  economical  in  laying — the  most  durable 
in  wear — the  most  resilient  in  taking  heavy  weights — and  the  ideal  paving  for  smooth- 
ness and  cleanliness. 

A  two-inch  Willite  surface  on  any  ordinary  macadam  road  or  on  other  types  of 
substantial  foundation  will  make  an  absolutely  permanent  highway.  We  shall  be 
pleased  to  send  further  information  to  municipalities,  councils,  engineers  and  con- 
tractors. 


LAY  IT  TODAY 
USE  IT  TOMORROW 

Willite  is  laid  with  the  least  trouble  and  delay. 
And  is  in  perfect  condition  to  receive  the 
heaviest  traffic  the  day  after  it  is  laid. 


Qrn  drudwn  Qr.  limited. 

LICENSEE 

20  ERIE  AVENUE,  NIAGARA  FALLS,  ONTARIO 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

tm~  (LARGE  STOCK  ON  HAND) 


Write  us  for    Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE      -  ONTARIO 
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Vertical,  Triple 

and  Compound 


Marine  Engines 


Capacities  from 
200  I.H.P  to  3,500  I.H.P. 


Deck  Machinery  and  Ship  Auxiliaries. 

Condensers  Marine  Boilers  Steering  Engines 


Independent  or 
"Built-in"  types. 


"Scotch''  or  Water  Tube,        Automatic  Combined  Hand  &  Steam 
any  size,  delivered  at  Tidewater.      &  Screw  Gear  Types  with  Telemotor. 


Edwards  Air  Pumps.       Feed  and  Bilge  Pumps.       Circulating  Pumps 


The  eight  {!       Hand}  8  ^  x  10  Cargo  Winches  shown'Jn  above  cut  may  be  shipped  immediately  from 

our  Montreal  Works. 

CANADIAN  ALUS-CHALMERS.  LIMITED 

Head  Office:  -  TORONTO 

Branch  Offices:  Montreal,  Quebec,  Halifax,  Sydney,  St.  John,  Ottawa,  Hamilton,  London,  Windsor,  Cobalt,  South 
Porcupine,  Winnipeg,  Calgary,  Edmonton,  Nelson,  Vancouver,  and  Victoria. 
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BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

American     Highway     Engineers'     Handbook,     by     Arthur  H. 

nianchard.     1st   edition  just   published  by   John   Wiley  & 

Sons.  Inc.     1658  pages.     Price  $5.00. 
Centrifugal   Pumps,  by   R.    L.    Daugherty.     Published   in  1915 

by    McG  raw-Hill    Hook   Company.     190   pages,  illustrated. 

Price  $2.00. 

"Concrete-Steel  Construction."  Part  1 — Buildings.  Second 
edition,  recently  published.  A  treatise  upon  the  elementary 
principles  of  design  and  execution  of  reinforced  concrete 
work  in  buildings,  by  Henry  T.  Eddy  and  C.  A.  P.  Turner, 
4 1 1  pages,  illustrated.     Price,  $10.00. 

"Handbook  of  Cost  Data  for  Contractors  and  Engineers."  Re- 
ference book,  giving  methods  of  construction  and  actual 
costs  of  materials  and  labor  on  numerous  engineering  works, 
by  Halbert  P.  Gillette.  Second  edition,  revised  1918. 
Published  bv  McGraw-Hill  Hook  Company.  1854  pages, 
illustrated.     Price,  $5.00. 

"Highway  Inspectors'  Handbook."  by  Prevost  Hubbard.  First 
edition,  just  published  by  John  Wiley  &  Sons.  372  pages, 
Illustrated.     Price,  $2.50. 

"Hand  Book  of  Hydraulics,"  by  Horace  Williams  King.  1st 
edition  just  published  by  McGraw-Hill  Book  Co.,  Inc. 
4'_'4  pages. 

History    of    Bridge    Engineering,    by    Henry    Gratton  Tyrrell, 

C.E.    480  pages,  illustrated.     Price  $5.00. 
Locks  and  Builders'  Hardware,  by  Henry  R.  Towne.  Published 

in  1904  by  John  Wiley  &  Sons.    1,110  pages,  illustrated. 

Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.  First  edition,  just  published  by  the  McGraw-Hill 
Book  Co.    271  pages,  illustrated.     Price  $2.50. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.    295  pages,  illustrated.   Price  $1.25. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Book  Company.    387  pages.    Price  $4.00. 

Relief  from  Floods.  The  Fundamentals  of  Flood  Prevention, 
Flood  Protection  and  the  means  of  determining  proper 
remedies.  By  John  W.  Alvord  and  Charles  B.  Burdock. 
First  edition  just  published,  by  McGraw-Hill  Book  Com- 
pany, Inc.    175  pages,  illustrated.    Price  $2.00. 

Steel  Bridge  Designing,  by  Melville  B.  Wells.  C.E.  Published 
by  Myron  C.  Clark  Publishing  Company  in  1913.  200 
pages,  illustrated.     Price  $2.00. 

The  Highway  Engineers'  Handbook,  by  Wilson  G.  Harger,  C. 
E..  and  Edmund  A.  Bonney.  Third  edition,  entirely  re- 
vised, enlarged  and  reset.  Recently  published  by  Mc- 
Graw-Hill Book  Co.     986  pages,  $4.00. 

Trautwine,  The  Civil  Engineer's  Handbook.  20th  edition, 
1919.  1 576  pages,  12s0  illustrations,  thumb-index  and 
gilt  edges.     Price  $6.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.    Price  $2.00. 

"Use  of  Water  in  Irrigation,"  by  Samuel  Fortier.  Second  edi- 
tion. Published  by  McGraw-Hill  Book  Company,  1916.  325 
pages,  illustrated.     Price  $2.00. 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.    843  pages,  illustrated.     Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  Company.  4S5  pages,  illustrated.  Price 
$5.00. 

Waterworks  Engineering.  A  Practical  Treatise  on  the  Con- 
struction of  Waterworks  for  the  use  of  Engineers  and 
Students  in  Engineering,  by  Fred.  C.  Uren,  M.  Inst.  C. 
E.  I.  With  numerous  plates  and  186  illustrations.  Pub- 
lished by  Castle  Litho  Limited,  Bristol,  England,  in  1914. 
268  pages.     Price  $3.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$6.00. 
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No.  9 — Confidence 

Architects  can  specify  "American" 
Enameled  Brick  with  entire  confi- 
dence for  both  exterior  and  interior 
use.  It  is  fire-proof  and  durable 
because  of  the  hard  glazes  we  use 
and  the  "stiff  mud"  process  of  man- 
ufacture. There  is  no  "spalling"  or 
"peeling"  with  "American"  Enam- 
eled llrick — an  advantage  that  is  as 
highly  appreciated  by  his  clients  as 
by  the  architect. 

Send  for  data  or  see  "Sweet's." 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and  Fire  Brick, 
52  Vanderbilt  Ave.,  New  York  City. 

Representatives  in  all  principal  Canadian  Cities. 


Ideas  and  Suggestions 
for  House  Trim 

Read  the  articles  on  the 
above  subject  by  W.  H. 
Shaw  now  running  in  the 
Canadian  Woodworker. 
Subscription  price  of  this 
publication,  100  pages 
monthly,  One  Dollar  a 
year. 

Order  from 

WOODWORKER    PUBLISHING   CO.,  LIMITED 
343  Adelaide  St.  West,  Toronto 


24 


THE  CONTRACT  RECORD 


January  7,  1920 


Where  Little  Things  Are  Big. 


A  TIP  FOR  CONTRACTORS 


THE  ST.  CLAIR  CONCRETE  CART 


Think  what  this 
cart  can  do. 
Inadequate  methods 
of  carrying  concrete 
from  the  mixer  to 
the  joh,  causes  un- 
necessary labor,  ex- 
tra expense,  and  a 
great  loss  of  time. 

These  carts  are  pay- 
ing for  themselves 
on  every  job  they 
are  put  on. 


The  only  cart  man- 
ufactured which 
dumps  the  load  by 
merely  releasing  a 
clip  on  the  side  of 
the  bowl. 

Bowl  turns  over, 
legs  and  frame  re- 
maining stationary. 

Does  away  with 
the  dissatisfaction  of 
having  to  tip  load 
out  of  cart  by  main 
force. 


Manufactured  in  Canada  by  St.  Clair  Bros. 


ST.  CLAIR  BROS. 


Gait,  Ont,  Canada 


WATEROUS  PLATE  WORK 

Think  of  "Waterous"  when  you 
want  quotations  on 

Steel  Tanks,  Steel  Bins,  Pressure 
Tanks,  Air  Reservoirs,  Dumping 
Skips,  Steel  Chutes,  Steel 
Buckets,  Rock  Screens 

We  can  save  you  money  on  this 
work.  A  special  department  in 
our  boiler  shops  builds  nothing 
else.  We  turn  out  the  work  right 
up  to  specifications. 

Keeping  down  costs  and  turning 
out  an  honest,  dependable  job  at 
a  reasonable  price  is  where  we 
excel. 

IT  LASTS  LONGER  IF 
"WATEROUS  BUILT." 

Waterous  Engine  Works 

Company,  Limited 

BRANTFORD        -  CAN. 
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Quebec  Organization  Aims  to  Prevent 
Labor  Troubles 


THE  Catholic  and  National  Workers'  Syndicate 
has  been  organized  with  a  view  to  preventing 
labor  troubles  in  the  building  trades  of  the 
Province  of  Quebec.  Montreal,  in  particular, 
was  the  scene  in  1919  of  many  labor  disputes  which 
interrupted  building  operations  and  resulted  in  losses 
to  employers  and  men.  The  idea  of  the  Syndicate  is 
to  secure  more  amicable  relations,  and  to  make  agree- 
ments which  will  obviate  strikes  and  threats  of 
strikes,  and  which  will  be  fair  to  all  parties. 

Abbe  Edmour  Hebert,  director  of  social  service 
for  the  parish  of  L'Enfant  Jesus,  is  the  moving  spirit 
of  the  organization  in  its  application  to  industrial 
conditions  in  Montreal.  Working  on  behalf  of  em- 
ployees he  has,  we  are  informed,  drafted  agreements 
which  are  acceptable  to  them  and  to  the  employers, 
and  which  are  now  operative  in  a  number  of  indus- 
trial establishments  in  Montreal.  Whether  it  will 
be  possible  to  devise  a  scheme  along  lines  similar  to 
those  which  these  firms  have  in  operation  to  embrace 
all  the  building  trades  and  their  mechanics  is  another 
matter. 

A  draft  of  an  agreement  has  been  submitted  to 


Abbe  Hebert  by  the  Master  Plumbers'  Association 
for  the  working  of  their  trades,  and  he  has  signified 
his  approval  of  it.  and  hopes  to  secure  the  assent  of 
the  journeymen  plumbers  and  steamfitters  to  its 
items.  The  Builders'  Exchange  have  invited  Abbe 
Hebert  to  meet  a  committee  of  theirs  composed  of 
two  representatives  from  each  of  the  trades  included 
with  the  Exchange  to  discuss  hours,  wages  and  work- 
ing conditions  for  the  season  of  1920.  The  two  most 
important  principles  that  underlie  the  agreements  put 
forward  by  the  Catholic  and  National  Workers'  Syn- 
dicate are  full  and  free  recognition  of  the  "open  shop" 
and  the  classification  of  workers  in  the  matter  of 
wages  according  to  their  skill  and  experience. 


Builders  in  Municipal  Councils  Will 
Exert  Good  Influence 

AMONG  the  men  running  for  municipal  honors 
at  the  New  Year's  elections  in  Toronto,  there 
were  four  connected  with  the  building  trades. 
Mr.  Samuel  McBride,  who  gave  Mr.  T.  L. 
Church  a  close  run  for  the  mayorality,  is  a  wholesale 
lumber  dealer;  Mr.  Jas.  Phinnemore,  who  was  elected 
alderman  in  Ward  5,  is  a  painter  and  decorator;  F.  R. 
Maxwell,  who  was  elected  in  Ward  8,  is  a  plumber,  as 
if  also  Mr.  Louis  Legrow,  one  of  the  candidates  in 
Ward  4. 

A  meeting  was  called  in  the  Builders'  Exchange 
on  the  evening  of  the  30th,  when  these  four  gentle- 
men told  the  members  something  of  the  platforms  on 
which  they  were  appealing  to  the  electors.  Mr.  Gan- 
der was  in  the  chair.  Mr.  W.  E.  Dillon  spoke  a  word 
for  Messrs.  Phinnemore  and  Maxwell,  making  refer- 
ence to  the  good  work  they  had  done  on  the  Joint  In- 
dustrial Council  of  the  Toronto  Building  Trades. 

It  is  fortunate  for  the  building  men  of  Toronto 
that  they  have  two  men  from  their  ranks,  Messrs. 
Phinnemore  and  Maxwell,  elected  to  the  city  council, 
and  it  is,  we  are  sure,  equally  fortunate  for  the  rate- 
payers in  general.  Much  of  the  discussion,  in  Toronto 
and  other  municipal  councils,  regarding  matters  con- 
nected with  the  building  trades,  has  shown  a  wpeful 
ignorance  of  actual  conditions  and  a  complete  lack  of 
appreciation  of  builders'  problems.  Messrs.  Maxwell 
and  Phinnemore,  as  men  with  practical  experience, 
will  have  a  sound  viewpoint  and  should  exercise  a 
wholesome  influence  upon  the  attitude  of  the  city 
council  towards  matters  connected  with  contracting 
and  construction  work. 


Montreal  City  Improvement  League 
Discusses  Housing 

AT  the  annual  meeting  of  the  Montreal  City  Im- 
provement League  the  formation  of  a  com- 
pany to  operate  under  the  Quebec  Housing 
Law,  together  with  proposed  amendments  to 
the  Act,  was  discussed.  A  communication  was  read 
from  Mr.  E.  R.  Decary,  chairman  of  the  City  Admin- 
istrative Commission,  in  which  he  stated  that  the 
Housing  Law  was  not  drafted  in  such  a  way  that  it 
would  be  advantageous  to  the  City  of  Montreal.  Mr. 
Decary  also  stated  that  certain  amendments  had  been 
sent  to  Quebec,  and  that  recently  he  had  added  a  few 
more,  and  hoped  that  if  the  necessary  changes  in  the 
law  were  made,  steps  would  be  taken  at  the  begin- 


THE  CONTRACT  RECORD 


January  7,  1928 


ning  of  next  spring  to  take  advantage  of  the  Provin- 
cial Government's  offer. 

The  report  of  the  president,  Mr.  F.  W.  Stewart, 
stated  that  the  work  of  applying  the  law  to  a  city  the 
size  of  Montreal  had  not  been  easy,  but  by  co-oper- 
ation, he  believed  they  had  arrived  at  a  satisfactory 
set  of  amendments  to  the  provincial  I  lousing  Law 
which  would  be  presented  to  the  Quebec  Legislature 
within  a  few  days.  These  would  safeguard  the  inter- 
ests of  the  individual  lot  owners  of  the  working  and 
low-salaried  classes,  as  contemplated  by  the  spirit  of 
the  Housing  Act,  while  in  addition  to  this  individual 
building  there  would  be  encouraged  the  erection  by 
CO-operative  effort  of  community  centres  on  the  gar- 
den city  plan  of  England. 

Mr.  John  Baillic,  who  presided  in  the  absence  of 
Mr.  F.  W.  Stewart,  criticized  the  scheme  stating  that 
he  believed  that,  while  the  law  would  be  advantageous 
to  smaller  towns,  it  would  not  be  practicable  in  a  city 
the  size  of  Montreal. 

Mr.  A.  S.  Clarson  stated  that  if  the  scheme  h  id 
succeeded  in  large  cities  like  Manche  ster  and*  Bir- 
mingham, he  did  not  see  why  it  would  not  be  suc- 
cessful in  Montreal. 


Association  to  Urge  Wage  Payments 
Based  on  Production 


BELIEF  that  the  time  has  come  when  some  ef- 
fective action  should  be  taken  to  stop  the  gen- 
eral tendency  toward  the  curtailment  of  out- 
put, is  responsible  for  the  formation  of  the 
Open  Shop  Association  of  San  Antonio,  which  was 
organized  a  short  time  ago.  It  includes  all  employers 
of  labor — contractors,  manufacturers,  hotel  keepers, 
and  merchants. 

Since  the  pre-war  days,  the  local  wage  scales  have 
been  greatly  advanced,  just  as  in  all  other  sections. 
With  higher  pay  came  less  production  in  many  in- 
stances, and  when  still  greater  demands  were  made 
by  the  unions  in  some  of  the  building  trades,  it  was 
felt  that  a  decisive  stand  should  be  taken  to  protect 
the  public  against  an  unjustified  increase  in  wages. 
Accordingly,  for  the  first  time  in  the  history  of  the 
city,  the  contractors  of  San  Antonio  organized  an  as- 
sociation, which  after  a  thorough  study  of  the  mat- 
ter adopted  a  resolution  stating  that  "there  is  no  just 
reason  for  an  increase  in  carpenters'  wages  at  the 
present  time." 

Ready  to  Pay  for  Efficiency 

Contractors  were  not  opposed  to  paying  wages 
higher  than  those  called  for  by  the  old  scale — that 
was  shown  by  the  fact  that  even  then  many  first 
class  carpenters  were  receiving  more  pay  because  they 
earned  it.  But  they  were  unwilling  to  grant  an  in- 
crease affecting  all  carpenters  alike,  irrespective  of 
their  ability  and  output.  The  general  decrease  in  pro- 
duction within  the  last  two  or  three  years  was  brought 
out  in  the  resolution  referred  to  above,  in  these  words : 

"The  average  daily  records  of  all  the  general  con- 
tractors show  that  the  output  of  the  average  car- 
penter at  $6.00  a  day  is  approximately  50  per  cent, 
less  than  his  output  when  he  was  receiving  but  $4.00 
a  day ;  in  other  words,  the  average  carpenter  in  Tidy. 
1917,  at  $4.00  a  day,  actually  placed  from  800  to  1,000 
board  feet  of  lumber  a  day,  while  at  the  present  time 


at  $6.00  a  day  the  average  daily  output  per  man  is 
only  from  400  to  750  board  feet." 

Later,  the  bricklayers  and  plasterers  were  called 
out  in  an  attempt  to  force  the  contractors  to  sign  an 
agreement  to  employ  union  men  exclusively,  but 
work  was  soon  resumed  on  an  open-shop  basis.  As 
a  result,  on  one  job  the  production  was  increased 
about  30  per  cent.,  while  the  payroll  was  lessened. 

Organize  Open-Shop  Association 

[n  order  to  cope  with  the  labor  situation  in  an 
adequate  manner  an  open-shop  association  was 
formed,  in  which  all  classes  of  employers  united. 
Already  the  movement  has  spread  to  several  other 
Texas  cities,  and  if  this  propaganda  should  be  cir- 
culated throughout  the  entire  country,  we  are  confi- 
dent the  present  unrest  would  soon  be  over. 


Business  Papers  Represent  Excellent 
Advertising  Medium 

It  is  not  to  be  thought  that  the  irade  papers 
exaggerate  their  importance  as  advertising  mediums, 
or  depreciate  other  mediums.  Nor  is  it  asserted  that 
the  trade  papers  have  lifted  themselves  above  the  level 
of  other  classes  of  advertising  mediums. 

But  it  is  manifest  that  they  have  advanced  far 
towards  the  goal  of  100  percent  advertising  efficiency 
in  their  particular,  and  peculiar,  field. 

Beginning,  not  so  many  years  ag ),  further  down 
the  scale  of  efficiency  in  their  field  than  almost  any 
other  advertising  medium,  their  publishers  wrere  not 
long  in  awakening  to  their  true  position,  and  setting 
themselves  earnestly  at  the  task  of  business-like  re- 
organization and  specific  progress. 

Rightly,  these  publishers  have  endeavored  to 
make  their  papers  useful  to  the  particular  lines  of 
business  they  represent,  and  to  as  completely  as  pos- 
sible cover  those  lines.  This  policy  has  been  so 
persistently  and  intelligently  pushed  that  now  the 
high-class  trade  paper  is  about  as  near  to  being  a  100 
percent  advertising  medium  as  it  is  humanly  possible 
to  expect. 

Editorially,  these  papers  have  become  wonderfully 
effective  as  records  of  progress,  exponents  of  methods 
and  processes,  proponents  of  new  tested  methods, 
suggestors  of  merchandising  plans,  advisors  as  to 
financial  as  well  as  manufacturing  and  selling  policies 
— mediums  of  exchange  for  whatever  is-  progressive 
and  vital  in  all  lines  affecting  their  readers 

The  trade  papers  have  shown  a  degree,  of  wisdom 
in  perfecting  themselves  as  advertising  mediums  quite 
unique,  and  also  very  astute  and  courageous.  Thev 
have  pursued  a  policy  of  restricting  their  circulation 
to  their  specific  fields  to  concerns  and  individuals 
directly  interesting  to  their  potential  advertisers. 

The  cost  of  producing  a  really  good  trade  pa;>er 
is  several  times  its  subscription  price,  making  its 
production  a  charge  upon  advertising  income,  and 
consequently  creating  an  automatic  obligation  to  the 
advertisers.  This  is  recognized  by  the  publishers  by 
their  policy  of  securing  as  readers  as  nearly  all  of  the 
men  who  have  to  do  with  purchasing  and  consumption 
as  is  possible,  and  refraining  from  attempts  to  spread 
circulation  beyond  those  classes.  They  do  not  ret  tse 
to  accept  subscriptions  from  people  whose  interest 
may  be  purely  technical,  or  educational,  but  their 
efforts  do  not  run  in  that  direction. 

The  high-class  trade  paper  of  to-day  is  more  near!"-' 
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Canada's  Engineers — Marcel  Pequegnat 


Mr.  Marcel  Pequegnat,  who  has  just  been  appointed 
superintendent  of  the  Water  Commission  of  Kitchener, 
Ont.,  succeeding  Mr.  Henry  Hymmen,  resigned,  is  a 
native  of  Kitchener.  His  technical  training  was  ob- 
tained at  the  School  of  Practical  Science,  Toronto, 
from  which  he  graduated  in  1908,  carrying  off  the  T. 
Kennard  Thomson  prize  in  civil  engineering.  Another 
year  of  college  gave  him  the  degree  of  B.A.Sc.  with 
honors.  In  1910  Mr.  Pequegnat  was  resident  engineer 
in  charge  of  pavements  in  Kitchener.  He  also  obtain- 
ed, the  same  year,  his  Ontario  Land  Surveyor's  cer- 
tificate, being  articled  to  Mr.  H.  Johnston,  of  Kitchen- 
er. He  was  also  awarded,  the  following  year,  the  Do- 
minion Land  Surveyor's  certificate,  and,  for  a  time, 
was  under  contract  with  the  Dominion  Government 
for  township  survey  work  in  Manitoba.  In  1912  he 
became  resident  engineer  with  the  Water  Commission 
of  Kitchener  in  charge  of  reservoirs,  etc. 

In  addition  to  his  outside  work,  Mr.  Pequegnat 
worked  hard  to  keep  in  touch  with  the  "School,"  for 
during  the  winters  of  1909-13  he  acted  as  instructor  in 
drawing  there,  and  it  was  not  until  the  latter  year  that 
he  found  it  necessary  to  confine  himself  entirely  to 
his  practical  engineering  work.  His  appointment,  in 
that  year,  to  the  position  of  assistant  city  engineer  of 
Kitchener,  demanded  all  his  time  and  forced  him  to  re- 
linquish his  university  connection.  In  his  capacity  as 
assistant  city  engineer  during  the  next  four  years  he 
gained  valuable  experience  in  every  phase  of  municipal 
work. 

Following  the  outbreak  of  war,  Kitchener's  muni- 
cipal work  gradually  narrowed  down  the  same  as  with 
most  other  municipalities,  and  during  the  years  1917- 
18,  Mr.  Pequegnat  turned  to  actuarial  work.    He  kept 


in  touch  with  engineering  activities,  however,  and  with 
his  native  city,  and  in  consequence  when  the  need  arose 
for  a  superintendent,  Kitchener's  Water  Commission 
knew  where  to  lay  hands  on  the  right  man.  May  the 
New  Year  bring  him  continued  success  in  his  new 
work. 


Mr.  Marcel  Pequegnat 


a  perfect  advertising  medium  than  any  publication'  in 
any  other  field.  It  is  nearly  a  perfect  advertising  me- 
dium, in  respect  to  its  circulation  and  in  respect  to  its 
suggestive  and  advisory  service  to  its  readers  and  ad- 
vertisers. If  it  were  possihle  accurately  to  estimate 
advertising  returns,  it  would  undoubtedly  be  found 
that  returns  from  trade-paper  advertising  run  to 
higher  percentages  than  do  those  in  any  other  class  t 
mediums. 

It  is  not  to  be  forgotten  that  the  trade-paper  held 
is  different  from  the  field  of  any  other  class  of  adver- 
tising mediums.  It  is  definitely  known — delimited 
as  we  may  say.  The  trade-paper  publishers  are  able 
definitely  to  appeal  to  about  every  individual  in  their 
potential  fields.  Their  congregations  are  within 
known  bounds.  They  know  how  man}-  possible  rj-i-i- 
ers  there  are  of  them,  and  it  is  not  difficult  to  locate 
them  all. 

The  business  interests  of  all  possible  readers  of 
a,given  trade-paper  are  almost  identical.  The  work 
of  the  editors  can  be  sharply  focussed  The  work  of 
the  publishers  is  laid  out  for  them.  They  have  that 
great  advantage  over  publishers  of  any  other  class  of 
mediums ;  and  they  surely  have  utilized  that  advan- 
tage to  the  full. 


Program  of  Convention  of  Canadian  National 
Clay  Products  Association 

The  preliminary  program  of  the  18th  annual  con- 
vention of  the  Canadian  National  Clay  Products  As- 
sociation has  just  been  issued.  The  convention  is 
being  held  at  the  Prince  George  Hotel,  Toronto,  on 


January  20,  21  and  22.  Among  the  papers  which  will 
be  read  are  the  following: 

Field  Tile  by  F.  L.  Ferguson,  B.S.A.,  Ontario  Agri- 
cultural College,  Guelph. 

Stones  in  Brick  Clay  by  Joseph  Keele,  B.Sc,  Chief 
Engineer  Ceramic  Division,  Mines  Branch,  Ottawa. 

Firing  Clay  Products  in  Dressier  Continuous  Muf- 
fle Kiln  by  Conrad  Dressier  of  American  Dressier  Tun- 
nel Kilns,  Inc.,  New  York.  Illustrated  by  lantern 
slides. 

Pyrometers  for  Tile,  Brick  and  Sewer  Pipe  Fac- 
tories by  Wm.  Printz,  Brown  Instrument  Co.,  Phila- 
delphia. 

•Pottery  Possibilities  in  Canada  by  Millard  F.  Gib- 
son, Manager  National  Fireproofing  Co.,  Toronto. 

Burning  Common  Brick  in  Producer  Gas  Fire  Kiln 
by  George  Cutbush,  Don  Valley  Brick  Works,  Tod- 
morden.  . 

Power  Transmission  and  Material  Conveying  by 
a  representative  of  the  Goodyear  Tire  &  Rubber,  Ltd., 
New  Toronto. 

Manufacture  of  Floor  Tile,  Roofing  Tile,  Sanitary 
Cove,  etc.,  by  William  Robertson  of  the  Ontario  Pro- 
vincial Clay  Products  Plant  at  Mimico. 

Modern  Methods  in  Soft  Mud  Brick  Manu  facture 
by  William  Burgess. 

It  is-  expected  that  papers  will  be  read  by  D.  C. 
Merkley,  Ottawa;  H.  H.  Hallatt,  Tilbury;  Edward 
Cornhill,  Chatham,  and  others. 

Visits  will  be  made  during  the  convention  to  sev- 
eral plants  west  of  Toronto,  where  many  new  and 
valuable  features  are  to  be  seen.  Visitors  will  be 
taken  by  special  motor  cars.  Full  announcement  will 
be  made  in  the  final  program. 
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High  Level  Bridge  at  Tansley,  Ont. 

Structure  Eliminates  \6]/2  Per  Gent  Grade  Through  Deep  Ravine 
— Bridge  Comprises  Five  Latticed  Girder  Spans  of  108  feet 
Each   on   Concrete   Piers — Girders    Placed   Without  Falsework 

 By  A.  W.  Connor,  B.A..C.E.*  


THE  county  of  Halton  has  just  built  a  high- 
level  bridge  on  Dundas  St.  at  Tansley,  Ont., 
over  the  Twelve  Mile  Creek.  Dundas  St.  has 
recently  been  made  a  part  of  the  provincial 
county  road  system  between  Toronto  and  Hamilton. 
When  the  Sixteen  Mile  Creek  is  also  crossed  by  a 
high-level  structure,  Dundas  St.  will  be  a  leading  road 
between  Toronto  and  Hamilton,  being  a  continuation 
of  the  Eaton  Road  via  Cooksville. 

The  Tansley  Ravine  is  about  650  feet  wide  and 
120  feet  deep,  and  is  crossed  by  a  90  foot  steel  bridge 
about  25  feet  above  the  stream,  the  approaches  making 
a  detour  down  the  sides  of  the  hills.    These  approaches 


quired  as  shale  appears  on  all  banks  and  cuts  within 
a  few  feet  of  the  surface,  and  on  the  river  banks. 
The  river  is  small  and  shallow,  as  shown  in  the  illus- 
trations, but  in  time  of  freshet  fills  the  whole  valley 
to  a  depth  of  10  to  12  feet.  It  empties  into  the  lake 
at  Bronte  about  4  miles  south. 

Old  Railway  Girders  Used 

Tenders  were  opened  on  June  20th,  1917,  but  the 
prices  were  considered  too  high  by  the  Council  and 
action  was  deferred.  A  proposition  to  use  old  I.C.R. 
deck  latticed  girders  that  had  recently  been  replaced 
by  heavier  structures  was  submitted  by  Norman  Mc- 


The  Tansley  Bridge  over  the 
12-Mile  Creek,  at  Tansley,  Ont., 
is  a  high  level  structure,  com- 
prising five  deck  latticed  gird- 
er, spans  of  108  i'eet,  supported 
on  concrete  piers  and  abut- 
ments. The  structure  elimin- 
inates  dangerous  16J/2  per  cent, 
grades  and  an  old  bridge  too 
light  for  modern  traffic.  This 
illustration  shows  the  four  piers 
and  west  abutment.  One  tower 
for  the  cableway  is  seen  just 
above  the  abutment. 


are  dangerous  and  practically  impassible  in  bad  weath- 
er, being  on  a  curve  and  grade  as  high  as  l6l/2%. 
The  steel  structure  built  in  1885  is  badly  rusted  and 
is  also  too  light  for  the  traffic.  In  March  1917  the 
writer  was  instructed  to  strengthen  this  bridge,  but 
the  day  tenders  were  being  opened  a  section  of  the  old 
abutment  fell  out.  The  council  then  decided  to  build 
a  new  high  level  structure  from  the  centre  line  of 
Dundas  St.  on  the  east  to  a  point  about  43  ft.  south  of 
Dundas  St.  on  the  west  in  order  to  shorten  the 
structure  by  avoiding  the  cut  made  by  the  present 
road.  On  the  east  the  new  structure  was  to  follow  an 
old  cut  leading  to  a  previous  wooden  bridge  built 
about  90  years  ago.  The  writer  prepared  plans  and 
specifications  for  several  designs  using  steel  arch,  steel 
truss  superstructures  with  concrete  substructure  and 
with  reinforced  concrete  arch  and  precast  concrete 
beam  and  trestle  construction.  On  account  of  war 
time  prices,  plans  were  also  made  for  a  crossing  at  an 
intermediate  level  and  on  the  line  of  Dundas  without 
the  deviation  required  for  the  higher  level. 

Very    little    preliminary    investigation    was  re- 

*Of  Bowman  and  Connor,  Civil  Engineers,  Toronto. 


Leod  Ltd.  of  Toronto.  On  being  favorably  considered, 
plans  and  specifications  for  the  structure  now  com- 
pleted were  prepared  and  the  contract  was  awarded 
to  Norman  McLeod  Ltd.  in  August  1917. 

As  shown  in  the  photographs,  the  superstructure 
consists  of  five  deck  latticed  girders  of  108'  span,  13'  6" 
centre  to  centre  with  concrete  floor  beams  across  them 
and  a  concrete  floor  slab  20'  wide  clear  of  curbs.  The 
curbs  are  12"  high  and  the  concrete  panel  railing  4' 
high.  The  substructure  consists  of  concrete  abutments 
and  reinforced  slab  and  counterfort  wing  walls  and 
four  concrete  piers.  The  floor  of  the  bridge  is  about 
98'  above  low  water  level  and  about  20'  below  the 
level  of  Dundas  St.  on  the  west  side.  This  cut  will 
have  a  maximum  depth  of  about  6'  and  be  on  a  grade 
of  5%.  This  approach  reaches  the  line  of  Dundas  St. 
by  a  reverse  curve  of  253'  radius.  The  old  cut  on  the 
east  side  was  utilized  and  filled  to  the  new  grade  of 
5%.  The  maximum  depth  of  fill  was  35'.  Some  of  the 
grading  and  macadamizing  of  the  approaches  will  not 
be  completed  until  spring  but  the  bridge  is  now  open 
for  traffic.  The  total  length  of  the  structure  is  542.5' 
and  with  approaches  1450'.    It  was  designed  for  Class 
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One  of  the  interesting  features 
of  the  construction  of  the  Tans- 
ley  Bridge  was  the  method  of 
launching  the  latticed  girders 
without  false  work.  A  pilot 
60  ft.  long  was  used  to  carry 
the  girders  across  the  gap.  It 
was  handled  by  the  cableway 
and  bolted  to  the  girders  just 
as  soon  as  they  were  out  far 
enough  to  allow  the  pilot  to 
reach  the  pier.  When  the  gird- 
ers were  in  their  proper  longi- 
tudinal position,  they  were 
jacked  down  onto  the  piers. 


C.  loading  of  the  Ontario  Department  of  Highways 
(20  ton  concentrated  load.) 

Contractor's  Plant 

The  contractor's  plant  consisted  of  a  Florry  5-ton 
steel  cable  way  about  1000'  long  on  wooden  towers 
operated  from  the  west  bank.  The  mixer  was  a  steam 
driven  1-yard  Smith  mixer  with  overhead  bins  fed 
with  a  clam  shell  bucket  and  discharging  into  1-yard 
hopper  bottom  buckets  under  the  cable  way.  The 
mixer  and  storage  ground  for  concrete  materials  was 
immediately  below  the  higher  ground  forming  the 
approach  to  the  original  bridge.  The  clam  shell  der- 
rick, cement  shed,  tool  house  and  office  were  located 
here.  The  materials  were  teamed  to  this  point  down 
the  old  roadway  from  Tansley  station  about  a  quarter 
mile  away. 

It  was  found  impossible  to  get  suitable  local  grav- 
el. Crushed  stone  was  supplied  by  the  Canada  Crush- 
ed Stone  Corporation  of  Dundas,  sand  by  the  Maple 
Sand  &  Gravel  Co.,  cement  by  the  National  Portland 
Cement  Co.  of  Durham,  structural  steel  by  McGregor 
&  Mclntyre  of  Toronto  and  reinforcing  steel  by  the 
Trussed  Concrete  Steel  Co.,  of  Walkerville. 


The  excavation  was  begun  in  1917  at  the  West 
abutment,  the  excavated  material  being  conveyed  by 
the  cable  way  to  fill  up  the  deep  cut  on  the  east  side. 
No  difficulty  with  water  was  encountered  except  in 
pier  4  in  the  river  and  pier  5  on  the  east  bank.  A 
cofferdam  of  bags  filled  with  earth  and  fill  was  con- 
structed for  pier  4,  which  it  was  found  necessary  to 
excavate  to  15'  below  water  level,  before  hard  shale 
was  reached.  The  steel  railway  girders  were  unloaded 
at  Tansley  Station.  The  girders  were  108'  long,  9'  8" 
deep  back  to  back  of  channels  and  weighed  about  20 
tons  each.  The  chords  consisted  of  two  12"  channels 
and  24"  cover  plates.  The  web  members  consisted  of 
a  double  system  of  angles  and  bars  forming  5'  panels. 
Samples  of  damaged  members  of  girders  that  had 
been  subjected  to  similar  service  show  satisfactory 
strength,  Under  a  uniform  live  load  of  100  lbs.  per 
square  foot,  the  maximum  stress  per  square  inch  was 
found  to  be  13,100  lbs. 

Girders  Placed  Without  Falsework 

The  girders  were  brought  down  to  the  site  lying 
flat  on  house  moving  trucks  placed  at  about  the  quarter 
points.    They  were  moved  by  a  team  with  block  and 


This  illustration  shows  the 
bridge  with  the  latticed  girders 
in  position  and  the  form  work 
for  the  deck  in  progress.  A 
20-ft.  roadway  makes  this  bridge 
sufficiently  wide  for  all  traffic 
requirements. 


6 


THE  CONTRACT  RECORD 


January  7,  L980 


tackle.  They  were  then  set  tip  on  the  west  hank  and 
the  new  hrace  frames  and  laterals  assembled  and 
riveted. 

The  lower  part  of  the  piers  was  10'  x  20'  without 
hatter  and  the  upper  half  was  battered  to  (7  x  16'  8" 
with  large  openings  as  shown.  The  upper  half  of  the 
pier  was  cast  in  three  sections,  breaking  above  the 
struts.  The  piers  were  reinforced  against  temperature 
stresses  only,  except  the  struts  and  knee  braces  which 
were  heavily  reinforced  against  wind  stress.  The 
launching  of  the  girders,  without  falsework,  was  the 
most  interesting  feature  of  the  work.  A  pilot  or  pair 
of  triangular  trusses  60'  long  with  cross  bracing  was 
used  to  carry  the  girders  across  the  opening.  It  was 
bolted  on  to  the  end  of  the  girders  and  securely  tied 
to  the  shoe  plates.  The  pilot  was  handled  by  the 
cable  way  and  connected  as  soon  as  the  girders  w  ere 
out  far  enough  to  allow  the  pilot  to  reach  the  pier, 

A  pair  of  steel  30  ton  rollers  were  placed  on  the 
forward  pier  to  reduce  friction  or  strain  on  the  pier-.. 


was  taken  on  a  4"  strip  of  steel  and  afterwards 
grouted  in. 

Deck  of  Concrete 

As  soon  as  the  last  of  the  girders  had  passed  over 
the  west  span,  the  form  work  for  the  deck  was  com- 
menced.The  deck  consisted  of  reinforced  concrete 
floor  beams  on  panel  points  5  ft.  c.  to  c.  with  a  7y/' 
slab.  The  girders  were  placed  at  13'  6"  centres  and 
the  deck  was  20'  clear  of  curbs.  The  curbs  were  12" 
high  and  10*/>"  thick  and  cast  along  with  the  deck 
leaving  a  chace  on  top  to  take  the  concrete  precast 
panels  of  the  railing;  these  panels  were  2y2"  thick. 
Reinforcing  rods  for  the  posts  were  left  projecting. 
The  panels  were  brought  up  by  cable  way  and  set  up 
in  position  and  forms  for  posts  and  upper  rails  clamped 
around  them  and  then  concreted.  At  the  ends  of  the 
girders  expansion  was  provided  for  by  the  panels  and 
rails  sliding  in  slots  in  the  posts.  On  the  floor  a 
steel  plate  with  two  angles  was  used. 

The  bridge  has  recently  been  opened  for  traffic. 


The  girders  were  moved  on  greased  rails,  with  shoe 
plates  bolted  under  the  girders  and  plank  between  to 
take  up  the  bearing  of  the  rivet  heads.  The  motive 
power  was  supplied  by  the  carriage  of  the  cable  way 
with  a  series  of  blocks  and  tackle.  The  first  girder 
was  pulled  from  the  west  abutment  by  passing  a  steel 
cable  around  same  through  the  weep  holes,  the  others 
being  pulled  from  the  forward  end  of  the  last  girder 
placed.  The  girders  were  moved  down  the  slope  to 
the  west  abutment  on  a  timber  skidway  and  rails.  On 
account  of  the  proximity  of  the  cable  tower  to  the 
west  abutment,  and  also  to  avoid  damaging  the 
ballast  wall,  a  timber  bent  on  concrete  foundation  was 
built  about  6'  in  front  of  the  abutment  on  which  to 
balance  the  first  girder  and  also  to  turn  it  into  the 
line  of  the  bridge.  The  pier  was  built  up  about  6' 
high  with  12"  x  12"  timbers,  the  girders  being  moved 
on  a  slope  of  4'.  When  the  girder  was  moved 
out  to  its  position  it  was  jacked  down  to  its 
final  level.  The  next  girder  was  then  brought 
down  and  run  out  over  those  in  place  and  in  similiar 
manner  j-acked  down.  The  illustrations  will  show 
this  operation  in  various  stages.  In  order  to  give  an 
even  bearing  of  the  masonry  plates  under  the  uncertain 
camber  of  the  girders  under  load,  temporary  bearing 


The  work  was  done  on  a  cost  and  percentage  basis 
and  cost  about  $110,000. 

Mr.  J.  F.  Little  is  warden  of  Halton  Co.  and  Mr. 
Chas.  Readhead  ,  Chairman  of  Bridge  Committee. 
Mr.  A.  S.  Forster  was  warden  in  1918  and  Mr.  Read- 
head  in  1917.  The  Department  of  Highways  are 
paying  60%  of  the  cost.  Mr.  W.  A.  McLean  appoint- 
ed Mr.  A.  Sedgewick  and  latterly  Mr.  Jas.  A.  Bell  to 
represent  the  department.  Norman  McLeod  Ltd.  were 
the  contractors,  A.  W.  Connor  the  engineer  in  charge 
for  the  county  and  R.  F.  Smith,  resident  engineer. 


The  Court  of  Appeal,  Montreal,  has  issued  an  in- 
junction restraining  the  construction  of  a  balcony 
overhanging  on  a  street  at  St.  Johns,  P.  Q.  The 
Court  held  that  the  absence  of  a  municipal  building 
by-law  on  the  subject  was  no  justification  for  an  en- 
croachment on  the  sidewalk,  particularly,  as  in  the 
present  case,  where  the  authorization  of  the  munici- 
pality is  refused. 


Building  operations  in  Quebec  city  during  the  year  1919 
involved  an  expenditure  in  the  neighborhood  of  $2,000,000. 
which  is  approximately  double  the  total  for  the  year  1918. 
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New  Government  Office  Building  at  Ottawa 

General  Features  of  Design  and  Construction  of  Nine- 
Storey  Block,  Accommodating  Government  Departments 


WHILE  the  influenza  epidemic  and  unsettled 
labor  conditions  impeded  the  work  greatly, 
the  Hunter  Building,  Ottawa's  new  Govern- 
ment office  building,  was  completed  within 
the  contract  time,  and  one  floor  was  occupied  early 
in  August — a  little  over  a  year  after  erection  of  the 
steel  superstructure  was  begun.  The  new  building 
houses  four  branches  of  the  Government  which  at 
present  are  occupying  scattered  offices  in  different 
parts  of  the  city — the  Department  of  Public  Works, 
the  Department  of  Naval  Service,  the  Department  of 
Marine,  and  the  Civil  Service  Commission. 

The  big,  new  nine-storey  block,  located  on  the 
corner  bounded  by  Queen,  O'Connor  and  Albert 
streets,  is  strictly  utilitarian.  It  boasts  no  "frills," 
but  is  eminently  suitable  for  the  purpose  it  is  to 
serve. 

Possessing  few  unusual  or  novel  structural  or  en- 
gineering features,  the  principal  interest  attached  to 
its  erection  has  been  the  fact  that  the  contractors 
have  been  able  to  so  well  fulfil  their  contract  with 
respect  to  the  time  clause.  Influenza  and  a  succession 
of  strikes  have  hampered  the  construction  practically 
since  the  outset.  Shortly  after  the  work  was  well 
under  way,  a  two-week  strike  of  the  Ottawa  building 
trades  disrupted  Bate-McMahon's  organization,  while 
local  and  other  strikes  have  very  seriously  delayed 
receipt  of  needed  materials. 

The  building  cost  approximately  $1,450.000 — the 
building  itself  $1,100,000.  and  the  steel  super-struc- 
ture, which  was  erected  by  the  Dominion  Bridge 
Company,  $330,000.  It  has 'a  frontage  of  198  feet  on 
O'Connor  street,  and  of  150  feet  on  Queen  and  Albert 
streets,  with  a  light  well  95  feet  by  48  feet.  Actual 
office  floor  space,  exclusive  of  corridors,  etc.,  is  16,400 
square  feet  per  floor. 

The  framework  is  of  skeleton  steel  construction 
encased  in  concrete  and  carried  on  steel  columns 
from  the  foundation  rock.  All  of  the  steel  work  is 
encased  in  a  two-inch  coating  of  concrete. 

General  Features  of  Design 

The  exterior  construction  comprises  a  Stanstead 
granite  base  to  approximately  the  ground  floor  level, 
Manitoba  limestone  from  the  Tyndall  Quarries  for 
the  main  and  first  floors,  and  Milton  faced  tapestry 
brick  for  the  remaining  seven  stories,  with  stone 
trimmings.  The  brick  is  backed  with  interlocking 
terra  cotta  tile  supplied  by  the  National  Fire  Proofing 
Company. 

There  are  three  main  entrances  to  the  building, 
one  on  each  of  the  streets  on  which  it  is  located. 
The  main  entrance  halls,  on  the  ground  floor,  have 
Mississquoi  marble  wainscotting  and  marble  floors, 
while  all  other  halls  and  corridors  have  seven-foot 
cement  dadoes  finished  with  white  vitrolite  enamel 
and  terrazzo  floors.  At  the  entrances  are  located  the 
elevator  shafts,  each  containing  two  elevators,  of 
which  four  of  the  total  number  are  of  the  traction 
type,  with  a  speed  of  500  feet,  and  two  of  the  drum 
type,  with  a  speed  of  250  feet.  One  car  of  each  pair 


will  be  used  as  an  express,  and  the  other  as  a  local 
car. 

Partitions  are  of  gypsum,  faced  wfth  hard  wall 
plaster,  and  office  floors  are  three-quarter  inch  mas- 
tic on  four-inch  concrete  slabs. 

Two  hydrants  are  located  on  every  floor,  and  two 
lire-proof,  enclosed  stairways,  with  hollow  metal 
doors,  are  located  diagonally  opposite  each  other  at 
the  two  ends  of  the  building.  On  each  floor  are  also 
located  branches  of  a  vacuum  cleaning  system,  by 
,  which  all  cleaning  will  be  done. 

W  hile  a  section  of  the  basement  will  be  used  for 
offices  and  for  storage  of  documents,  etc.,  it  will  be 
chiefly  occupied  by  the  heating  and  electrical  instal- 
lation, etc..  with  the  boiler  room  located  six  feet  be- 
low the  level  of  the  basement  proper.  Four  Leonard 
boilers,  16  feet  long  and  72  inches  in  diameter,  stoked 
by  a  Gault  sprinkler  stoker,  will  heat  the  building, 
while  ventilating  will  be  done  by  the  Plenum  system, 
air  being  driven  into  the  corridors  by  multi-blade 
fans  delivering  25,000  A.P.M.  at  70  degrees. 

Crushed  Nepean  Sandstone  for  Concrete 

An  interesting  feature  of  the  construction  of  the 
building  was  the  fact  that  it  served  to  demonstrate 
that,  with  the  proper  facilities,  crushed  Nepean  sand- 


The  Hunter  Building,  at  Ottawa,  houses  four  government  departments 

stone  is  more  suitable  than  limestone  for  concrete 
mix.  While  this  sandstone  had  been  rejected  for  other 
Ottawa  office  buildings,  laboratory  tests  showed  it  to 
be  higher  than  limestone  for  both  tensile  and  com- 
pressive strength.  Run  of  crusher  was  used  in  the 
mix,  and  no  sand  was  required.  A  sample  briquette  of 
the  screenings  showed  higher  than  Ottawa  River 
sand.  However,  only  a  comparatively  small  quantity 
of  Nepean  sandstone  wras  used,  owing  to  the  fact 
that  available  facilities  did  not  permit  of  economical 
extraction. 

The  concrete  was  run  in  from  two  towers,  located 
on  opposite  sides   of    the    building.    The  mix  was 
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1  :2Yz  :S;  and  1  :2  :4.  Smith  and  Rex  chain-drive 
mixers  of  half-yard  capacity  were  used. 

The  building  was  designed  under  the  supervision 
of  the  Chief  Architect.  Richard  C.  Wright,  of  the  De- 
partment of  Public  Works,  with  A.  J.  Barclay  as 
architect  in  charge.  This  branch  of  the  Public  Works 
Department  occupies  the  entire  top  floor  of  the  build- 
ing, approximately  half  of  which  will  be  used  as  a 
drafting  room. 

The  general  contract  was  executed  by  Rate,  Mc- 


Mahon  and  Company,  with  A.  Macdonald  as  superin- 
tendent in  charge  of  the  work.  Sub-contractors  includ- 
ed :  W.  G.  Edge,  Ltd.,  heating  and  ventilation;  A.  A. 
(iiddings  &  Co.,  lighting;  Otis-Fensom  Elevator  Co., 
Ltd.,  elevators;  Ornamental  Jron  Co.,  ornamental 
iron;  McFarlane  and  Douglas,  sheet  metal;  Canadian 
II.  \\ .  Johns-Manville  Co.,  Ltd.,  mastic  floors;  Jas. 
Walker,  marble,  terrazzo,  and  hardware;  Peter  Bax- 
ter, plaster. 


Present  Conditions  in  the  Waterworks  Field 

Utility  Charges  Have  Not  Increased  Like  Cost  of 
Giving  Service — Delay  in  Waterworks  Improvements 


IN  its  report  submitted  at  the  recent  convention  of  1 
the  American  Society   of    Municipal  Improve- 
ments,  the   Committee   on    Water   Supply,  of 
which  Mr.  Geo.  G.  Earl  is  chairman,  gives  a 
summary  of  present  conditions    in    the  waterworks 
field.    An  abstract  of  the  report  follows : 

Within  the  last  few  years  all  material  and  labor 
recpiired  for  the  construction,  maintenance  and  oper- 
ation of  waterworks  systems  have  advanced  very 
greatly  in  cost;  and  in  addition,  it  is  the  general  ex- 
perience that  the  amount  of  labor  output  per  man  in 
most  occupations  has  decreased,  all  resulting  in  a  very 
much  higher  cost  per  output  of  service  than  existed 
before  the  war,  which  has  left  in  its  wake  many  prob- 
lems of  readjustment  and  reorganization.  These  in- 
creased costs  exist  not  only  in  water  supply  systems 
but  in  all  public  utilities. 

Public  utilities  generally  are  a  most  important  fac- 
tor in  our  daily  lives,  ministering  directly  to  our  com- 
fort and  convenience  and  effecting  our  health.  Every- 
one of  them  is  essential,  and  rather  than  eliminate  any 
of  them,  we  could  afford  to  pay  for  the  services  which 
they  render  a  great  deal  more  than  their  present  cost. 

Returns  for  Public  Utility  Service  are  Inadequate 

Utility  charges  have  not  increased,  because  of  con- 
tract or  other  legal  limitations,  or  because  of  public 
opposition,  in  anything  like  the  proportion  that  the 
cost  of  the  service  which  they  render  has  increased. 
Many  of  them  which  are  privately  owned  are  in  the 
hands  of  receivers ;  many  others  are  struggling  for 
their  lives,  and  very  few  of  them  are  in  a  position  to 
extend  and  maintain  their  services  as  they  would  be 
if  they  could  always  be  assured  of  adequate  return  for 
the  service  which  they  render. 

Years  ago,  public  utility  corporations  working 
under  franchises  of  various  kinds  wrere  regarded  as 
splendid  investments,  and  companies  obtaining  such 
franchises  often  took  advantage  of  their  opportuni- 
ties to  over-capitalize  such  enterprises  and  to  exploit 
the  public,  either  directly  in  rates  or  indirectly  by  the 
sale  of  securities  at  fictitious  values  based  upon  the 
anticipation  of  earning  power  in  excess  of  that  which 
has  finally  been  allowed.  Because  communities  have 
retained  their  police  powers  and  their  taxing  powers 
and  have  established  authoritative  bodies  for  the  gov- 
ernment of  rates  charged,  and  the  establishment  of 
regulations  concerning  utility  enterprises  much  hope 
of  gross  public  exploitation  in  rates  has  disappeared, 
and  capital  is  not  now  to  any  great  extent  seeking 


utility  enterprises,  since  there  is  no  longer  a  gambling 
chance  of  excessive  profit  in  them,  and,  at  present,  no 
assurance  of  even  a  fair  return.  As  a  general  thing, 
the  bodies  created  for  the  supervision  and  regulation 
of  utility  enterprises  intend  to  treat  them  fairly,  but 
there  are  so  many  complicating  conditions,  due  to 
existing  contract  rates,  to  franchise  conditions,  to 
valuations  and  taxations,  and  to  various  legal  compli- 
cations, and  finally  to  a  general  public  sentiment  based 
on  the  assumption  that  private  utility  corporations 
have  been  exploiting  the  public,  for  essential  readjust- 
ment to  be  made  promptly  or  adequately,  and  even  in 
the 'case  of  municipally  owned  utilities,  there  is  al- 
ways the  desire  on  the  part  of  the  public  to  avoid  rate 
increases,  and  because  of  this  public  desire,  public 
authorities  avoid  or  delay  rate  increases,  or  are  for- 
bidden by  law  to  make  them,  and  find  themselves  often 
in  just  as  difficult  situations  as  private  corporations. 

The  fact  is  that  neither  publicly  owned  nor  pri- 
vately owned  utilities  can  be  conducted  to  best  ad- 
vantage until  the  public,  as  a  whole,  grasps  the  idea^ 
that  every  service  must  earn  its  cost  and  that  the 
recipient  of  every  item  of  service  should  always  pay 
the  full  average  cost  of  the  items  of  service  which  he 
absorbs,  leaving  no  portion  of  said  cost  to  be  carried 
by  any  who  do  not  receive  a  service  of  some  character 
from  said  utility.  Once  this  idea  is  generally  ad- 
mitted, it  will  be  easy  to  induce  capital  to  invest  in 
privately  owned  public  utilities  and  to  maintain  them 
as  well  as  publicly  owned  utilities  up  to  any  standard 
of  service  which  the  public  desires  and  is  willing  to 
pay  for. 

Study  Needed  for  Proper  Classification  of  Service  of 

Utilities 

Much  more  careful  study  than  is  usually  given  is 
needed  for  the  proper  classification  of  the  actual  items 
of  service  which  utilities  perform,  and  there  is  a  wide 
scope  of  discretion  or  option  as  to  the  basic  of  such 
classifications,  especially  in  publicly  owned  utilities. 
For  instance,  cities  now  are  tending  to  a  great  scat- 
tering of  population  in  surrounding  suburbs,  the  cost 
of  a  water  service  for  the  well  built  portion  of  the  city 
for  adequate  domestic  and  fire  supply  for  its  whole 
population  will  be  met  by  a  certain  definite  service 
charge  per  meter,  and  price  per  1000  gal.  of  water 
supplied  and  tax  on  assessed  values  for  surplus  capa- 
city for  fire  protection  and  increased  demand,  but  if 
you  extend  your  system  to  double  the  mileage  of 
mains  required  to  give  adequate  service  to  the  reason- 
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ably  well  built  portion  of  the  city  in  order  to  give 
possibly  one-fifth  as  many  scattered  premises  the  same 
character  of  domestic  supply  and  fire  protection,  it  is 
obvious  that  your  rates  per  these  various  units  must 
be  higher  for  all,  or  else  that  you  must  have  two  or 
more  rates,  the  one  covering  the  actual  cost  for  the 
well  built  sections  of  the  city,  and  the  others  the  very 
much  higher  costs,  due  to  the  scattering  of  population 
in  outlying  areas. 

Because  of  the  great  tendency  to  scatter  popula- 
tion, leaving  much  unused  property  sandwiched  be- 
tween occasional  improved  areas,  the  actual  cost  of  all 
municipal  improvements  and  utilities  is  enormously 
increased,  and  property  in  the  well  built  and  thor- 
oughly served  sections  of  many  cities  is  allowed  to 
depreciate  in  value  and  usefulness.  More  carefully 
and  justly  arranged  schedules  of  utility  rates  and 
schemes  of  taxation  for  municipal  improvements 
based  always  upon  the  idea  that  every  beneficiary  of 
every  service  should  pay  as  far  as  possible  the  cost 
of  such  service,  and  that  the  service  should  only  go 
to  those  who  do  pay  their  share  of  its  cost,  would  tend 
strongly  toward  the  checking  of  premature  develop- 
ment of  outlying  and  unnecessary  areas,  and  thus  al- 
low the  more  consistent  and  thorough  development 
of  all  services  within  such  areas  as  are  actually  re- 
quired for  the  comfortable  accommodation  of  the 
whole  population. 

Undue  Delay  in  Waterworks  Improvements 

For  several  years  now  conditions  have  precluded 
anything  more  than  the  most  essential  extensions  and 
developments  of  water  supply  systems,  and  to-day  the 
cost  of  material  and  labor  for  improvements  is  in 
many  cases  out  of  all  proportion  to  the  rates  which 
are  charged  for  service,  with  the  result  that  exten- 
sions and  improvements  which  the  growth  and  de- 
velopment of  our  cities  really  require  are  being  unduly 
delayed. 

Such  delays  often  show  no  obvious  depreciation  of 
service  up  to  a  certain  maximum  or  breaking  point, 
and  the  people  who  are  getting  all  the  service  they 
desire  are  always  skeptical  of  the  necessity  for  im- 
provements, of  which  the  plant  management  is  pain- 
fully aware.  Eventually,  however,  a  big  fire,  with 
inadequate  water  supply  to  provide  proper  fire  pro- 
tection, or  a  general  increase  in  insurance  rates,  or 
deterioration  in  the  character  of  the  water,  because  of 
the  overload  imposed  upon  the  purification  system, 
and  possibly  an  outbreak  of  typhoid  brings  the  public 
to  attention,  and  it  is  found  that  large  expenditure  in 
improvements  are  a  few  years  past  due  and  will  re- 
quire that  many  years  to  complete  in  the  face  of  a 
depreciation  service  due  to  the  further  increasing  de- 
mand while  the  improvements  are  in  progress. 

Water  works  especially,  and  other  public  utilities 
as  well,  are  essential,  economical  and  vital  factors  in 
public  comfort,  well  being  and  health  that  it  pays  to 
keep  them  up  to  the  maximum  state  of  efficiency 
which  the  community  which  they  serve  can  afford  to 
pay  for,  and  that  both  public  owned  and  privately 
owned  utilities  must  fail  in  service,  and  eventually 
cease  to  serve  at  all,  if  they  are  not  sufficiently  com- 
pensated for  the  service  which  they  render,  to  permit 
them  to  pay  living  wages  to  the  large  number  of  em- 
ployees who  are  engaged  in  their  service,  to  provide 
generally  better  conditions  of  employment  and  com- 
pensation for  their  employees  than  they  have  hereto- 
fore, and  to  earn  their  reasonable  interest  and  depre- 
ciation and  operating  costs. 


Conditions  since  1913  have  changed  enormously,  a 
new  price  level  has  been  reached  and  is  tending  to- 
ward stabilization  on  a  much  higher  level  than  then 
existed.  Labor,  especially,  is  and  will  remain  higher ; 
improved  methods  of  production  or  building  and 
economies  or  substitutions,  it  is  reasonable  to  hope, 
will,  in  some  degree,  lower  the  general  cost  of  living 
from  its  present  scale,  and  the  cost  of  utility  develop- 
ment as  well,  but  if  anything  is  manifest,  it  is  the  com- 
mon belief  that  the  average  man  must,  in  the  future, 
obtain  a  better  opportunity  and  a  better  share  in  the 
comforts,  luxuries  and  security  of  life  for  the  service 
which  he  renders  than  heretofore,  and  if  this  is  to  be 
obtained  general  wages,  relatively,  must  remain 
higher  than  heretofore.  It  is  essential  that  all  avail- 
able human  effort  be  devoted  economically  to  the  pro- 
duction, transportation  and  distribution  of  those 
tilings  which  we  all  need  and  desire  in  order  that  the 
maximum  amount  thereof  may  be  available  for  gen- 
eral use.  To  the  attainment  of  this  end,  efficient  pub- 
lic utilities  of  all  kinds,  earning  and  guaranteed  to 
each,  the  full  cost  of  the  adequate  services  which  they 
are  required  to  render,  and  paying  a  fair  wage  to  those 
engaged  in  their  work,  are  vital,  and  since  we  are  a 
democracy  in  which  the  voice  of  the  majority  must 
dominate  it  is  essential  that  the  voice  be  tuned  to  de- 
mand a  square  deal  all  around,  and  nothing  will  tend 
more  in  that  direction  than  a  general  effort  to  deter- 
mine the  actual  items  of  service  which  public  utilities 
render,  and  their  cost,  aggregating  the  whole  cost  of 
the  service ;  to  whom  they  are  rendered,  and  see  to  it 
that  every  item  of  such  service  is  paid  for  in  full  by  its 
recipient.  Failure  to  reach  this  result,  as  nearly  as  is 
humanly  possible,  means  the  exploitation  of  some  for 
the  benefit  of  others  with  incessant  contention  and  a 
depreciated  service. 

Pollution  of  Public  Supplies  by  Entrance  of  Water 
from  Fire  Protection  Systems 

In  Appendix  4  of  the  report  of  the  Committee  on 
Fire  Protection  to  the  American  Waterworks  Asso- 
ciation at  the  1919  convention  of  the  Association,  there 
is  a  summary  of  cases  in  which  the  public  water  sup- 
plies are  believed  to  have  been  polluted  by  the  en- 
trance of  water  from  other  sources  of  supply,  usually 
through  fire  protection  systems  to  particular  plants 
which  have  been  connected  with  the  public  water  sup- 
ply, and  also  with  other  sources  of  supply,  in  such 
manner  as  to  permit  of  the  possibility  of  the  water 
from  other  sources  finding  its  way  into  the  general 
distribution  system. 

Many  cases  of  this  kind  are  recorded  which  are 
known  or  believed  to  have  caused  considerable  out- 
breaks of  typhoid  or  dysentery,  or  both. 

In  the  body  of  the  report  of  this  same  Committee 
is  a  discussion  as  to  the  regulations  variously  adopted 
to  prevent  pollution  of  this  character.  The  least  pre- 
caution suggested  is  that  wherever  dual  sources  of 
supply  are  used,  one  of  which  is  from  the  general  city 
supply  the  connection  with  the  city  supply  should  be 
made  with  two  successive  especially  well  designed 
check  gates  to  prevent  the  possibility  of  any  back  flow, 
said  check  gates  to  be  placed  in  a  position  where  they 
are  easily  accessible  for  inspection  and  repair  and  to 
be  so  arranged  that  they  can  be  cut  off  from  pressure 
in  either  or  both  directions  by  positive  valves  on  either 
side  of  them,  so  that  each  can  be  independently  tested 
for  tightness  against  back  flow  by  means  of  proper 
pressure  gage  and  tap  connections,  and  that  such  tests 
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for  tightness  should  be  made  at  frequent  intervals. 
There  are  many,  however,  who  advocate  that  no  such 
dual  connections  should  exist,  but  that  if  the  city  sup- 
ply is  to  he  utilized  at  all,  in  connection  with  other 
sources  of  supply,  it  should  be  drawn  into  supply  tanks 
through  pipe  connections  discharging  freely  into  the 
top  of  tanks  with  no  physical  connection  whatever  be- 
tween the  city  supply  and  other  sources  of  supply. 

There  is  considerable  sentiment  even  that  no  pos- 
sibly polluted  supply  should  be  piped  into  or  used  for 
any  purpose  about  any  plant,  because  there  is  always 
the  danger  that  cross  connections  may  be  made  some- 
where inside  of  the  plant  inadvertently  or  that  em- 
ployees or  others  about  the  plant  may  use  water  from 
the  wrong  source. 

It  is  quite  possible  that  the  difference  between 
local  conditions  in  different  localities  would  fully  war- 
rant the  above  noted  divergence  of  views,  for  instance, 
if  the  source  or  sources  of  secondary  supply  were  just 
as  attractive  in  appearance  or  taste  as  the  city  sup- 
ply, but  known  to  be  dangerously  polluted,  the  most 
extreme  precautions  would  probably  be  warranted, 
whereas,  if  the  source  or  sources  of  secondary  supply 
were  a  highly  colored  or  very  muddy  water  so  that 
it  would  be  at  once  noticeable  as  compared  with  the 
city  supply,  even  in  a  very  small  admixture  therewith, 
and  especially  if  said  secondary  sources  of  supply 
were  not  polluted  and,  therefore,  not  dangerous  to 
public  health,  it  would  appear  that  it  would  be  a  great 
hardship  and  most  uneconomical  to  prohibit  their  use 
for  such  uses  as  they  may  be  even  better  adapted  for 
than  the  city  supply,  or  to  condemn  those  who  use 
them  to  the  repumping  of  the  city  water  whenever 
they  desire  to  use  the  two  waters  together  or  inter- 
changeably under  a  pressure  not  greater  than  the  city 
pressure  as  is  often  the  case  in  a  fire  protection  sys- 
tem or  in  plants  in  which  arrangements  for  dual 
sources  of  supply  for  other  uses  are  found  desirable. 


Results  of  Experiments  on  Activated 
Sludge  Sewage  Disposal  at 
Milwaukee 

RESULTS  of  sewage  experiments  with  fine 
screens,  activation  tanks  and  Dorr  thickeners 
at  the  testing  station  of  the  Sewerage  Com- 
mission of  Milwaukee  are  recorded  in  the  an- 
nual report  for  1918,  reference  to  which  is  made  in 
Engineering  News-Record.  Experiments  with  fine 
screens  indicated  that  whereas  the  volume  of  liquor 
treated  per  square  foot  of  fine  screen  wet  area  in- 
creased with  increasing  losses  of  head,  the  pounds  of 
screenings  removed  per  million  gallons  treated  de- 
creased. The  screen  used  resembled  the  Hamburg" 
type  but  the  screenings  are  swept  off  by  a  system  of 
revolving  brushes.  It  is  made  of  38  bronze  plates,  32 
x  18  in.,  each  plate  having  28  per  cent,  of  open  space 
in  the  form  of  slots  %  in.  wide.  The  screens  were 
made  by  the  Chain  Belt  Co.  and  installed  for  two  pur- 
poses :  To  protect  the  aeration  tanks  from  the  coarse 
debris,  which  has  proved  to  be  a  serious  detriment  in 
previous  experiments,  and  to  get  data  on  the  relative 
volumes  passed,  quantity  of  suspended  matter  re- 
moved and  losses  of  head  developed  by  slots  of  several 
sizes. 

The  screened  effluent  passes  into  aeration  or  acti- 
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vation  tanks  having  liquid  areas  of  284  sq.  ft.  and 
containing  filtros  plates  guaranteed  by  the  maker  to 
pass,  when  dry,  10  cu.  ft.  of  air  per  minute  under  a 
pressure  equal  to  2  in.  of  water.  One  of  the  15-ft. 
tanks  had  64  plates  and  the  other  48.  The  two  10-ft. 
tanks  were  similarly  equipped.  Erom  experiments  in 
1916  and  1617,  standards  of  90  per  cent,  removal  of 
bacteria,  95  per  cent,  of  suspended  matter  and  72  hours 
of  stability  of  effluent  were  adopted.  The  activated- 
sludge  tanks  were  found  to  be  able  to  meet  these 
standards,  at  rates  of  7,000,000  gal.  per  acre  daily.  The 
1918  experiments  were  for  the  purpose  of  doubling  the 
rate.  Both  15  and  10-ft.  tanks,  running  at  the  high 
rate,  met  the  standard  with  a  margin  to  spare,  99  per 
cent,  plus  of  the  suspended  matter  being  removed,  95 
per  cent,  plus  of  the  bacteria  and  the  stability  was 
120  plus  and  105  plus  in  the  15-ft.  tanks  and  100  plus 
and  95  plus  in  the  10-ft.  tanks.  The  screens  enabled 
the  rate  to  be  increased  to  16,500,000  gallons. 

Settling  tanks  equipped  with  Dorr  thickeners  re- 
ceived the  mixed  liquors  discharged  by  the  aeration 
tanks.  Important  features  in  these  tanks  are  as  fol- 
lows: (1)  Power-driven  mechanical  scrapers  which 
travel  over  the  surfaces  of  the  slightly  cone-shaped 
tank  bottoms  and  force  the  heavy,  settled  sludge  out 
through  a  central  drain;  (2)  air  lifts  which  raise  the 
heavy  discharged  sludge  to  measuring  devices  or  "tip- 
ping trays;"  (3)  weir  troughs  by  which  the  purified 
sewage  is  drained  off  from  the  surfaces  of  the  tanks 
and  discharged  into  measuring  boxes. 

The  thickeners  were  installed  to  serve  as  settling 
basins  for  separating  purified  sewage  from  sludge, 
and  to  condense  the  sludge.  As  the  effluent  contained 
less  than  5  p.p.m.  of  suspended  matter  and  the  sludge, 
at  times,  contained  less  than  98.5  per  cent,  of  moisture 
the  thickeners  were  considered  to  have  given  good 
service. 

The  aeration  tank  effluents  entering  the  thickeners 
were  applied  at  an  approximate  rate  of  1,000  gal.  per 
square  foot  of  surface  area  daily.  At  this  rate,  the 
tanks  contained  a  layer  of  heavy  sludge  at  the  bot- 
tom of  from  2  ft.  to  3  ft.  thick,  and  the  top  of  the 
sludge  blanket  was  about  8  ft.  above  the  bottom.  The 
scrapers  made  one  revolution  in  four  minutes  and 
moved  the  sludge  from  the  outer  edge  to  the  center  in 
ten  minutes. 

Analyses  of  the  sludge  discharged  show  that  it 
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varied  in  moisture  from  97  to  99.5  per  cent.  The  mois- 
ture content  is  affected  to  a  large  degree  by  the  quan- 
tity and  character  of  the  sludge  in  the  mixed  liquor?, 
which  enter  the  tanks  and  by  the  manner  in  which  the 
sludge  is  drawn  off. 

W  hen  the  aeration  tanks  contain  much  sludge,  as, 
for  instance,  25  to  30  per  cent,  (on  one-half  hour  set- 
tling), the  moisture  in  the  sludge  escaping  from  the 
thickeners  will  range  between  97  and  98  per  cent.; 
when  the  aeration  tanks  contain  15  per  cent,  or  less 
of  sludge,  the  thickeners  will  discharge  sludges  with 
99  to  99.5  per  cent,  of  water.  If  the  sludge  is  drawn 
off  rapidly,  top  water  breaks  through  and  raises  the 
moisture  by  dilution.  If  the  sludge  is  drawn  off 
slowly  and  continuously,  a  layer  of  thick  sludge  2  to 
3  ft.  deep  remains  on  the  bottom  all  of  the  time  and 
prevents  top  water  from  breaking  through. 

When  sludge  is  drawn  off  continuously  at  a  rate 
of  13  per  cent,  of  the  sewage  flow,  the  sludge  will 
carry  98  per  cent,  (or  less)  of  moisture.  When  the 
sludge  is  drawn  off  continuously  at  a  rate  of  from 
18  to  20  per  cent,  of  the  sewage  flow,  the  sludge  will 
carry  98.5  per  cent,  of  moisture.  When  the  sludge  is 
drawn  off  continuously  at  a  rate  of  from  30  to  35  per 
cent,  of  the  sewage  flow,  the  sludge  will  carry  99  per 
cent,  (or  more)  of  moisture,  but  when  the  sludge  is 
drawn  off  at  a  rate  of  50  per  cent,  of  the  sewage  flow, 
the  sludge  will  carry  99.5  per  cent,  or  more  of  water. 

Sooty  air  on  Jones  Island  clogged  the  filtros  plates. 
Most  of  it  was  removed  by  filtering  through  a  layer 
of  12-oz.  duck  then  through  a  layer  of  canton  flannel 
and  finally  by  passing  through  a  Nash  hydro-turbo 
blower. 

Aeration  by  perforated  black  iron  pipes  was  not  a 
success,  the  holes  in  the  pipes  of  the  grids  filling  with 
rust  within  two  days.  Filtros  plates  set  in  iron  con- 
tainers and  fed  by  black  iron  pipe  lines  were  covered 
with  sufficient  rust  in  a  few  months  to  shut  off  the 
air.  It  is  concluded  that  galvanized  iron  or  some 
non-corrosive  metal  should  be  used  to  deliver  air  to 
the  filtros  plates. 

T.  Chalkley  Hatton  is  chief  engineer  of  the  com- 
mission and  W.  R.  Copeland  chief  chemist. 


Believes  in  Co-Partnership  Housing 

Editor.  Contract  Record  : — 

I  have  read  with  much  interest  the  article  describ- 
ing the  housing  development  at  W'alkerville,  Ont. 
The  architects  and  others  responsible  for  such  a 
development  have  certainly  proven  their  deep  know- 
ledge of  the  problem  to  be  solved.  I  am  sorry  to  say, 
however,  that,  in  this  as  well  as  in  many  other  de- 
scriptions, cost  prices  in  detail  and  rents  charged,  etc., 
are  not  given.  Such  information  would  be  very  valu- 
able to  housing  reformers.  May  I  say  also  that  I 
strongly  believe  that  the  English  co-partnership  sys- 
tem could  be  worked  out  just  as  well  in  this  country, 
if  properly  explained  and  understood.  It  assures  mo- 
bility of  labor  and  takes  away  from  the  mind  of  the 
employee  all  idea  of  paternalism  from  his  employer. 
I  strongly  believe  that  any  model  development  should 
be  worked  out  both  ways,  giving  the  choice  to  the 
tenant  to  buy  his  own  house  or  to  invest  in  the  un- 
dertaking shares  to  the  amount  of  the  house  he  lives 
in. 

Yours  very  truly, 

Emile  Nadeau, 

Director  of  Housing  for  Ouebec. 
Quebec,  Dec.  23.  1919. 


Peckover's  Limited,  New  Steel  Jobbers, 
to  Establish  Large  Warehouse  in 
Toronto 

ANNOUNCEMENT  is  made  of  the  formation 
of  a  new  warehousing,  jobbing  and  import- 
ing company  in  Toronto  under  the  name  of 
Peckover's  Limited.  For  the  present  tem- 
porary premises  at  the  foot  of  Market  Street  have  been 
adapted  to  steel  warehousing.  They  have  been  for- 
tunate in  mill  deliveries,  for  already  over  a  thousand 
tons  are  on  the  way  in  the  line  of  iron  and  steel  bars, 
nickel  steel,  tool  steel,  galvanized  black  and  automo- 
bile sheets,  plates,  structurals,  boiler  tubes,  etc. 

The  new  premises,  which  will  be  ready  as  soon 
as  possible  in  1920,  give  Peckover's  Limited  a  splendid 
site  of  three  acres  at  the  foot  of  Spadina  Avenue, 
which  is  in  the  heart  of  business  Toronto  and  only 
three  or  four  blocks  from  the  railway  freight  sheds. 
Besides  a  splendid  dock  they  are  on  three  lines,  the 
C.P.R.,  G.T.R.  and  C.N.R.  In  this  way  they  can  get 
water  delivery  from  Algoma,  Hamilton,  or  the  mills 
in  Xova  Scotia,  as  well  as  from  U.S.  points,  and  some 
day  from  Europe. 

The  principals  in  the  new  company  are  C.  R.  Peck- 
over,  of  the  firm  of  Baines  &  Peckover,  and  J.  G.  Near, 
for  the  past  eighteen  years  with  the  Drummond-Mc- 
Call  Co.,  of  Montreal  and  Toronto. 

Mr  C.  R.  Peckover  has  been  in  the  steel  business 
in  Canada  for  a  long  time.  He  first  started  at  the 
study  of  steel  in  Scranton,  coming  to  Canada  about 
23  years  ago  to  the  Rice  Lewis  Co.,  for  a  year.  It  was 
then  that  he  went  into  business  with  Mr.  Baines  as 
agents  for  the  London  Rolling  Mills  and  for  the  Lon- 
don Bolt  and  Hinge  Works.  The  firm  of  Baines  & 
Peckover  developed  to  huge  proportions,  Mr.  Peck- 
over enjoying  the  confidence  of  a  large  clientele  on 
account  of  his  intimate  knowledge  of  the  steel  business. 
Mr.  Peckover  has  been  a  traveller  as  well  as  a  suc- 
cessful steel  merchant,  having  visited  nearly  all  the 
large  steel  mills  and  best  conducted  warehouses  in 
America  and  Europe,  looking  for  information  and  ideas. 

J.  G.  Near  is  a  Toronto  boy,  going  from  school  to 
the  Drummond-McCall  business  some  18  years  ago. 
Mr.  Near  had  much  to  do  with  the  development  of  the 
Drummond-McCall  warhouse  department,  having 
charge  of  that  work  for  some  years,  and  latterly  in 
charge  of  all  sales.  He  is  well  known  to  the  industrial 
interests  of  Ontario  particularly. 

The  new  warehouse  at  the  Spadina  avenue  prop- 
erty will  be  a  model  one  in  every  particular,  with 
installations  of  electric  cranes,  shears,  saws,  etc.,  for 
the  most  rapid  handling  and  cutting  of  steel  to  length 
or  shape  desired.  The  building  will  be  200  feet  wide 
by  600  feet  long.  Round  bars  will  be  carried  up  to 
18  in.  diameter,  I-beams  up  to  24  in.,  UM  plates  to  72 
in.  wide,  with  a  full  stock  of  angles,  channels,  tees, 
merchant  bars,  sheets  and  sheared  plate  advancing  in 
6  in.  widths,  and  a  heavy  stock  of  boiler  tubes  1  in.  to 
4  in. 

Associated  with  Peckover's  Limited  will  be  Steel 
Working  Limited,  with  a  full  equipment  of  fabricating 
shop  machinery,  which  will  be  in  operation  in  January, 
under  a  competent  and  long-experienced  staff  in  office 
and  shop. 

The  old  firm  of  Baines  &  Peckover  is  dissolved. 
The  new  firm  of  Peckover's  Limited  is  capitalized  at 
half  a  million,  with  $300,000  paid-up  capital. 
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General  Features  of  Asphalt  Macadam  Roads 

Recommended  Methods  of  Construction  to  Ensure 
Good   Service  —  Attention   to   Details   is  Essential 


1~VIE  term  asphalt  macadam  is  used  to  designate 
a  highway  having'  a  wearing  course  of  ma- 
cadam coated  and  filled  with  asphalt  applied 
hy  the  penetration  method  after  the  broken 
stone  or  similar  material  has  been  placed  on  the  sub- 
grade  or  foundation.  The  asphalt  macadam  pavement 
is  ordinarily  laid  upon  a  broken  stone  foundation  but 
both  Telford  and  concrete  foundations  may  often  be 
used  to  advantage.  Frequently  an  old  existing  pave- 
ment can  be  made  to  serve  both  as  a  satisfactory  and 
economical  foundation. 

Some  important  recommendations  in  regard  to 
asphalt  macadam  pavements  are  made  in  a  brochure 
recently  issued  by  the  Asphalt  Association,  from 
which  the  matter  that  follows  is  abstracted. 

Attention  to  Details  Essential 

The  purpose  of  this  brochure  is  not  to  present 
complete  specifications  for  asphalt  macadam  pave- 
ments but  to  call  attention  to  the  important  details  of 
construction  by  suggesting ,  sound  methods  and  to 
point  out  faulty  practice  which  should  be  avoided  and 
which  has  been  responsible  for  much  unsatisfactory 
work  in  the  past.  It  has  been  frequently  noted  that 
the  best  asphalt  macadam  laid  by  an  engineer  or  con- 
tractor is  his  first.  When  this  is  so  it  is  due  to  the 
fact  that  owing  to  his  lack  of  familiarity  with  such 
work  he  at  first  pays  careful  attention  to  the  details 
of  construction.  The  work  apparently  proves  to  be 
so  simple  and  the  finished  pavement  so  satisfactory 
that  in  subsequent  jobs  he  is  apt  to  slight  or  lose  sight 
of  details  which  he  may  consider  to  be  of  minor  im- 
portance but  which  have  a  great  deal  to  do  with  the 
ultimate  satisfactory  life  of  the  pavement.  Neglect 
of  certain  of  these  details  may  not  appear  in  the  newly 
completed  pavement  and  resulting  defects  may  not 
develop  for  a  year  or  more,  at  which  time  the  true 
causes  will  not  likely  be  understood.  In  order  to  ob- 
tain a  pavement  which  is  uniform  and  will  wear  uni- 
formly it  is  necessary  that  each  square  yard  be  con- 
structed as  nearly  like  every  other  square  yard  as 
possible.  Owing  to  the  rapidity  of  asphalt  macadam 
construction  the  opportunity  for  variation  is  so  great 
that  too  much  emphasis  cannot  be  placed  upon  this 
fact.  The  first  rule  to  observe,  therefore,  is :  con- 
struct an  asphalt  macadam  by  the  square  yard  and 
not  by  the  mile. 

Foundations 

An  existing  macadam  or  Telford  makes  an  excel- 
lent foundation  for  asphalt  macadam  pavements  pro- 
vided it  is  sufficiently  thick  and  well  drained  to  afford 
adequate  support.  Broken  stone  foundations  for  or- 
dinary traffic  should  seldom  be  less  than  six  inches 
thick  and  for  heavy  traffic  should  run  from  8  to  12 
inches  in  thickness.  If;  therefore,  an  old  broken  stone 
road  is  to  be  utilized  as  a  foundation,  test  holes  should 
first  be  dug  at  frequent  intervals  to  ascertain  its  thick- 
ness, taking  into  account  the  fact  that  some  of  the 
broken  stone  has  been  forced  into  the  sub-grade. 

Old  gravel  roads  may  sometimes  be  utilized  as 
foundations  but  gravel  carrying  a  high  percentage  of 


clay  cannot  be  depended  upon  to  support  heavy  loads 
during  the  early  spring  north  of  the  frost  line,  or  in 
localities  where  the  sub-grade  is  likely  to  be  wet  for 
considerable  periods.  Old  brick,  block  and  concrete 
pavements  make  satisfactory  foundations  provided  all 
bad  depressions  are  first  patched  with  either  hot  or 
cold-mix  asphaltic  concrete. 

In  the  construction  of  new  broken  stone  founda- 
tions it  is  preferable  that  the  voids  should  be  filled 
with  screenings  so  as  to  produce  maximum  stability. 
In  fact  the  closer  such  a  foundation  approaches  the 
condition  of  a  finished  well  bonded  macadam  the  more 
satisfactory  will  it  be.  In  order  to  secure  this  con- 
dition it  is  desirable,  when  conditions  permit,  to  com- 
plete the  foundation  considerably  in  advance  of  lay- 
ing the  asphalt  macadam  and  allow  it  to  take  traffic 
until  thoroughly  seasoned.  During  such  period  it 
should  be  carefully  maintained  so  that  it  will  have  a 
smooth  well  bonded  surface  upon  which  the  pavement 
proper  may  be  laid. 

Under  severe  sub-grade  or  traffic  conditions  where 
the  advisability  of  a  slab  foundation  for  other  types 
of  pavement  is  apparent  no  exception  should  be  made 
in  connection  with  the  asphalt  macadam.  As  the  ser- 
viceability and  economic  value  of  this  type  become 
more  fully  recognized  it  is  quite  probable  that  the  use 
of  concrete  foundations  for  asphalt  macadam  will  be 
more  widely  adopted  for  highways  subjected  to  heavy 
truck  traffic. 

General  Features  of  Asphalt  Macadam  Construction 

The  asphalt  macadam  is  laid  upon  the  prepared 
foundation  in  a  single  course  of  large  size  broken 
stone  of  about  the  same  dimensions  and  grade  as  in 
ordinary  macadam  construction.  A  wider  range  in 
types  of  rock  may  however  be  allowed  owing  to  the 
fact  that  the  natural  cementing  value  of  the  rock  may 
be  ignored.  After  rolling  the  layer  of  coarse  stone, 
hot  asphalt  cement  is  applied  in  such  quantity  as  not 
merely  to  cover  the  surface  but  to  flow  into  the  voids 
between  the  stone  fragments  and  thus  penetrate  the 
entire  wearing  course.  Application  of  the  asphalt 
cement  may  be  made  either  with  hand  pouring  pots 
or  mechanical  distributors  as  later  described.  After 
such  application  the  surface  voids  are  filled  by  spread- 
ing and  rolling  in  a  thin  layer  of  stone  chips.  All 
surplus  of  stone  chips  and  dust  is  then  broomed  off 
of  the  surface  and  a  second  application  or  seal  coat 
of  asphalt  cement  is  made,  covered  with  stone  chips 
and  the  pavement  completed  by  rolling. 

Spreading  and  Compacting  the  Coarse  Broken  Stone 

Before  laying  the  pavement  all  excess  dirt  and  fine 
material  shoidd  be  swept  from  the  surface  of  the  foun- 
dation. This  will  not  only  promote  a  closer  bond 
between  pavement  and  foundation  but  will  tend  to 
prevent  the  broken  stone  from  becoming  coated  with 
dust  and  thus  interfere  with  the  adhesion  of  the  as- 
phalt cement  to  the  surface  of  individual  fragments. 
As  the  completed  thickness  of  the  pavement  is  usually 
made  from  two  to  three  inches  the  broken  stone 
should  all  pass  a  two  inch  ring.  Wide  variations  in  size, 


January  7,  1920 


THE  CONTRACT  RECORD 


13 


particularly  running  to  small  sizes,  result  in  the  forma- 
tion of  spots  which  are  so  dense  that  uniform  penetra- 
tion of  the  asphalt  will  be  hindered  or  entirely  pre- 
vented. Such  spots  although  not  discernible  in  the 
newly  finished  pavement  will  ravel  and  disintegrate 
under  traffic  long  before  the  pavement  has  attained  its 
normal  life.  For  this  reason  the  size  of  broken  stone 
should  be  carefully  inspected  as  to  suitability. 

The  broken  stone  should  be  shoveled  and  not 
dumped  in  place  upon  the  foundation.  The  practice 
of  dumping  loads  where  the  stone  is  required  and 
spreading  or  flattening  out  the  piles  not  only  results 
in  segregation  of  fine  material  thus  hindering  proper 
penetration  of  the  asphalt  at  spots,  but  also  makes  it 
impossible  to  uniformly  compact  the  wearing  course. 

After  being  spread  uniformly  over  the  foundation 
to  the  desired  thickness,  usually  about  3  inches  loose, 
the  broken  stone  should  be  dry  rolled  until  the  frag- 
ments have  firmly  interlocked.  A  ten  to  twelve  ton 
three-wheel  roller  is  usually  satisfactory  for  this  pur- 
pose and  should  be  operated  exactly  as  in  macadam 
construction.  The  extent  of  rolling  is  a  most  im- 
portant consideration  and  should  be  carefully  watched. 
If  the  stone  is  not  thoroughly  keyed  together  before 
the  asphalt  cement  is  applied  it  is  practically  impos- 
sible to  properly  consolidate  the  pavement  for  heavy 
traffic  after  the  pavement  has  chilled  or  set.  The  re- 
sult will  be  a  wearing  course  which  will  develop 
waves  and  ruts  in  the  course  of  time.  On  the  other 
hand,  if  the  broken  stone  is  over  rolled,  dust  begins 
to  accumulate  on  the  surface  of  the  fragments  and 
tends  to  prevent  proper  adhesion  of  the  asphalt. 
Tbere  is  also  danger  of  filling  the  voids  with  fine  ma- 
terial produced  by  crushing  the  larger  fragments 
under  the  roller  and  thus  preventing  uniform  pene- 
tration of  the  asphalt. 

Manipulation  of  the  Asphalt  Cement 

kThe  first  application  of  hot  asphalt  cement  should 
be  made  as  soon  as  possible  after  the  coarse  broken 
stone  has  been  compacted.  No  asphalt  should  be  ap- 
plied unless  the  entire  depth  of  coarse  stone  is  thor- 
oughly dry  and  after  a  rain  sufficient  time  should  be 
allowed  for  drying  out.  The  broken  stone  surface 
should  be  clean  and  uniform  in  texture  and  should  be 
free  from  all  ruts,  bumps  or  depressions. 

Before  application,  the  asphalt  cement  should  be 
heated  to  a  temperaturs  between  275  and  350  degrees 
F,  which  will  render  it  sufficiently  fluid  to  penetrate 
the  wearing  course  before  congealing  provided  the 
weather  is  not  cold.  If  heated  above  350  degrees  F. 
for  an  appreciable  length  of  time  the  asphalt  will 
harden  and  may  be  otherwise  injured  by  coking  or 
burning.  If  heated  lower  than  275  degrees  F.  proper 
penetration  will  be  hindered  or  prevented  and  an  ex- 
cess will  remain  near  the  surface  and  cause  bleeding 
in  hot  weather.  Application  of  the  asphalt  should  not 
be  made  in  cold  weather  and  the  air  temperature  at 
time  of  application  should  preferably  be  not  less  than 
65  degrees  F. 

The  proper  normal  consistency  of  asphalt  cement 
will  vary  somewhat  with  climatic  and  traffic  condi- 
tions, also  with  the  kind  of  rock  which  is  used.  Because 
of  the  relative  ease  of  application  in  cool  weather  a 
strong  tendency  exists  to  use  a  softer  asphalt  than 
is  altogether  desirable.  Such  practice  is  apt  to  pro- 
duce a  wavy  road  under  concentrated  motor  traffic. 
Tn  the  asphalt  macadam,  resistance  to  downward  dis- 
placement of  the  fragments  of  broken  stone  is  mainly 


dependent  upon  their  interlocking  while  the  bond  pro- 
duced by  the  asphalt  cement  creates  sufficient  resist- 
ance to  prevent  upward  displacement  and  consequent 
ravelling.  Horizontal  displacement  or  shoving  is  pre- 
vented mainly  by  frictional  resistance  and  the  use  of 
a  very  soft  asphalt  cement  materially  reduces  such 
resistance.  The  same  effect  is  produced  by  the  use 
of  an    excessive  amount  of  asphalt. 

Uniformity  in  rate  of  application  of  the  asphalt 
cement  and  its  depth  of  penetration  into  the  pave- 
ment are  equally  important  and  should  receive  just  as 
close  attention  as  the  proper  proportioning  and  thor- 
ough combination  of  concrete.  Proper  and  uniform 
distribution  can  only  be  secured  by  the  use  of  suit- 
able methods. 

Hand  Pouring 

In  spite  of  the  general  impression  to  the  contrary 
excellent  results  may  be  obtained  by  applying  the  as- 
phalt with  hand  pouring  pots.  It  is  necessary  how- 
ever  that  the  pots  be  properly  designed  and  that  at 
all  times  the  spouts  be  kept  open  for  their  full  width. 
Two  types  of  pots  should  be  used,  one  with  a  slotted 
spout  not  less  than  eight  inches  wide  and  the  other 
with  a  one-half  inch  nozzle.  In  the  former,  the  slot 
should  be  horizontal  so  that  the  operator  walking  di- 
rectly across  the  road  may  carry  it  in  one  hand  and 
apply  the  asphalt  for  a  full  width  of  eight  inches.  The 
pot  with  small  nozzle  should  be  used  only  to  touch 
up  spots  or  narrow  strips  that  may  be  occasionally 
missed  with  the  wider  spout.  Great  care  should  be 
taken  that  there  is  no  overlapping  but  that  each  strip 
poured  makes  a  neat  joint  with  the  preceding  strip. 

It  is  not  ordinarily  advisable  to  pour  the  strips  at 
right  angles  to  the  centre  line  of  the  road  as  such 
practice  repeated  with  the  seal  coat  is  more  apt  to 
develop  a  wa-diboardy  appearance  in  the  finished  road 
after  it  has  been  subjected  to  traffic.  A  better  method 
is  to  pour  the  asphalt  diagonally  across  the  road  and, 
when  seal  coating,  to  cross  the  pouring  lines  of  the 
first  application. 

As  an  aid  to  uniform  distribution,  alternating' the 
direction  of  pouring  on  each  succeeding  trip  is  de- 
sirable. Before  pouring,  the  pot  should  be  gauged 
so  that  during  application  it  will  be  emptied  on  one  or 
two  trips  across  the  road.  Tims  a  three  gallon  charge 
will  cover  a  width  8  inches  Avide  and  25  feet  long  if 
applied  at  the  rate  of  a  little  over  1.6  gallons  per 
square  yard.  If  the  road  is  say  twenty  feet  wide  the 
angle  of  application  for  a  three  gallon  charge  is  ascer- 
tained by  measuring  off  25  feet  diagonally  across  the 
road,  from  side  to  side.  A  constant  check  should  be 
kept  on  distances  and  until  the  pourer  becomes  ex- 
perienced a  string  should  be  stretched  to  guide  each 
trip.  With  a  little  practice  the  pourer  will  soon  learn 
to  keep  the  rate  of  distribution  uniform  by  walking 
somewhat  faster  when  the  pot  is  full  than  when  it 
is  nearly  emptied. 

Mechanical  Distribution 

Excellent  results  may  be  obtained  with  mechanical 
distributors  provided  they  are  properly  designed  and 
operated.  Their  general  features  of  importance  have 
been  well  covered  in  specifications  adopted  in  1917 
by  the  American  Society  for  Municipal  Improvements, 
as  follows : 

"The  pressure  distributor  employed  shall  be  so 
designed  and  operated  as  to  distribute  the  bituminous 
materials  specified  uniformly  under  a  pressure  of  not 
less  than  20  lb.  nor  more  than  75  lb.  per  sq.  in.  in 
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the  amount  and  between  the  limits  of  temperature 
specified.  It  shall  be  supplied  with  an  accurate  sta- 
tionary thermometer  in  the  tank  containing-  the  bitu- 
minous material  and  with  an  accurate  pressure  gauge 
so  located  as  to  be  easily  observed  by  the  engineer 
while  walking'  beside  the  distributor.  It  shall  be  so 
operated  that,  at  the  termination  of  each  run  the 
bituminous  material  will  be  at  once  shut  off.  It  shall 
be  so  designed  that  the  normal  width  of  application 
shall  be  not  less  than  6  ft.  and  so  that  it  will  be  pos- 
sible on  either  side  of  the  machine  to  apply  widths  of 
not  more  than  2  ft.  The  distributor  shall  be  provided 
with  wheels  having  tires,  each  of  which  shall  not  be 
less  than  18  in.  in  width,  the  allowed  maximum  pres- 
sure per  sq.  in.  of  tire  being  dependent  upon  the  fol- 
lowing relationship  between  the  aforesaid  pressure 
and  the  diameter  of  the  wheel :  For  a  2  ft.  diameter 
wheel,  250  lb.  shall  be  the  maximum  pressure  per 
lineal  in.  of  width  of  tire  per  wheel,  an  additional  pres- 
sure of  20  lb.  per  in.  being  allowed  for  additional  3 
in.  in  diameter." 

In  operating  a  mechanical  distributor  it  is  very 
important  that  applications  should  not  overlap  at 
either  the  sides  or  ends  and  that  at  the  completion  of 
an  application  the  pipes  and  nozzle  should  not  be  al- 
lowed to  drain  onto  the  road  and  thus  produce  fat 
spots.  In  some  cases  it  may  be  helpful  to  place  strips 
of  building  paper  along  the  ends  and  inner  edge  of  a 
proposed  application  to  prevent  overlapping  of  the 
asphalt  during  passage  of  the  distributor. 

It  should  be  remembered  that  the  covering  capa- 
city of  a  large  mechanical  distributor  is  greater  than 
the  rolling  capacity  of  a  single  roller  and  the  natural 
desire  to  use  a  distributor  to  its  maximum  capacity 
should  not  be  allowed  to  handicap  the  construction 
of  the  road  through  under-rolling. 

Filling  Surface  Voids 

Immediately  after  the  first  application  of  asphalt 
has  been  made,  and  progressing  with  it,  a  thin  uni- 
form layer  of  small  size  broken  stone  should  be  spread 
over  the  surface  in  such  quantity  as  to  fill  the  sur- 
face voids.  The  road  should  then  be  rolled  with  the 
addition  of  more  broken  stone  if  necessary  until  the 
surface  is  tight  and  thoroughly  bonded. 

It  should  be  broadcasted  with  a  wide  side  swing 
of  the  shovel  in  order  to  distribute  it  uniformly  in  a 
very  thin  layer.  The  use  of  an  excessive  amount  is 
not  only  wasteful  but  will  result  in  caking  on  the 
surface  and  in  the  formation  of  an  excessive  amount 
of  stone  dust  under  the  roller.  After  the  road  has 
been  thoroughly  rolled  it  should  be  carefully  broomed 
to  clean  the  surface  and  remove  all  fine  material 
which  is  not  firmly  held  in  place  by  the  asphalt.  The 
road  is  then  ready  for  the  application  of  the  seal  coat. 

Application  of  Seal  Coat  and  Cover 

The  second  application  or  seal  coat  of  asphalt  is 
made  in  exactly  the  same  manner  as  described  for  the 
first  application  except  that  the  quantity  is  less.  From 
0.5  to  0.75  gallon  per  square  yard  will  ordinarily  be 
required.  The  same  grade  of  asphalt  should  be  used 
as  in  the  first  application. 

Immediately  after  the  asphalt  is  applied  it  should 
be  covered  with  a  uniform  layer  of  small  size  broken 
stone  such  as  used  after  the  first  application.  The 
road  should  then  be  rolled  until  the  surface  is  smooth 
and  uniform.  In  general  the  amount  of  cover  should 
be  kept  to  the  minimum  required  to  blot  up  the  ex- 
cess asphalt  and  prevent  it  from  sticking  to  the  wheels 


of  the  vehicles.  The  mat  so  produced  should  not  ex- 
ceed a  thickness  of  l/i  inch  and  should  preferably  be 
about  y  inch.  The  broken  stone  should  be  broad- 
casted over  the  road  so  as  to  make  the  cover  as  thin 
as  possible  and  as  rolling  progresses  additional  stone 
should  be  spread  where  its  need  is  indicated. 

Maintenance 

Ordinarily  maintenance  of  a  properly  designed  and 
properly  constructed  asphalt  macadam  pavement  will 
consist  only  in  the  rejuvenation  of  the  seal  coat  or 
mat  or  its  renewal  as  it  is  worn  away.  Unless  traffic 
is  exceedingly  heavy  or  a  large  amount  of  dirt  has 
been  brought  onto  the  road  and  ground  into  the  sur- 
face no  treatment  should  be  necessary  for  a  period  of 
about  5  years.  A  very  light  cold  surface  treatment 
with  road  oil  at  the  rate  of  from  0.2  to  0.25  gallon 
per  square  yard,  followed  by  a  light  cover  of  stone 
chips  will  serve  to  rejuvenate  an  old  seal  coat  which 
has  not  worn  badly  or  become  broken.  The  use  of 
an  excess  of  such  oil  should  be  carefully  avoided  first 
because  it  may  soften  the  underlying  asphalt  to  too 
great  an  extent  and  second  because  the  cover  required 
to  blot  it  up  will  create  too  thick  a  mat  which  is  likely 
to  shove  under  traffic.  In  no  case  should  the  total 
thickness  of  the  old  seal  coat  and  new  material  ex- 
ceed inch. 

Such  renewal  ma}'  be  made  by  surface  treatment 
with  a  cut-back  asphalt  or  a  very  heavy  grade  of  road 
oil  after  the  road  has  been  carefully  swept  to  remove 
dust  and  all  loose  material.  The  same  general  method 
should  be  used  and  the  same  precautions  observed 
as  in  the  application  of  the  original  seal  coat. 

If  for  any  reason  breaks  or  scaling  should  occur  in 
the  seal  coat  it  should  be  promptly  repaired  by  thor- 
oughly brooming  and  cleaning  all  such  weak  spots. 
Cut-back  asphalt  or  a  very  heavy  grade  of  road  oil 
may  be  hand  poured  over  the  exposed  surface  at^  a 
rate  not  to  exceed  0.5  gallon  per  square  yard.  Cover 
should  then  be  applied  in  sufficient  quality  to  blot  up 
all  excess  and  bring  the  patches  flush  with  the  sur- 
rounding area  after  rolling  or  tamping.  An  excel- 
lent method  is  also  to  spread  and  compact  a  mixture 
of  stone  chips  and  emulsified  asphalt  over  the  broken' 
areas. 

By  maintaining  the  seal  coat,  breaks  or  disinte- 
gration of  the  pavement  proper  will  be  prevented  and 
the  life  of  the  pavement  continued  indefinitely.  If, 
however,  through  faulty  design  or  construction  breaks 
occur,  they  should  be  promptly  repaired.  When  pos- 
sible the  cause  of  such  breaks  should  first  be  ascer- 
tained in  order  to  apply  the  proper  remedy. 

Bumps  may  sometimes  be  remedied  by  cutting 
them  off  with  a  hot  shovel  but  in  general  patches 
should  be  made  for  both  bumps  and  depressions  in 
the  pavement  proper.  This  may  be  done  by  cutting 
out  the  defective  areas  so  as  to  produce  excavations 
with  approximately  vertical  sides  for  the  entire  thick- 
ness of  top  course.  The  excavations  should  then  be 
thoroughly  cleaned  after  which  they  are  filled  either 
with  broken  stone  of  the  same  size  and  quality  as  used 
in  original  construction  or  with  an  asphaltic  concrete. 
If  the  first  method  is  used  the  stone  should  be  firmly 
interlocked  by  tamping  after  which  melted  asphalt  is 
hand  poured  and  the  patch  finished  as  described  for 
the  original  construction  of  the  pavement,  seal  coat 
also  being  applied.  In  the  second  case  unless  facilities 
are. readily  available  for  the  use  of  a  hot-mix  it  will 


January  7,  1920 


THE   CONTRACT  RECORD 


15 


be  found  convenient  to  patch  with  a  mixture  of  broken 
stone  and  emulsified  asphalt. 

Emulsified  asphalt  patching  mixtures  are  usually 
prepared  on  a  mixing-board  or  platform  but  some- 
times an  ordinary  concrete  batch  mixer  is  used.  The 
mix  is  proportioned  by  volume,  the  proper  amount  of 
asphalt  being  dependent  upon  the  character  and  grad- 
ing of  the  mineral  aggregate. 

After  the  mix  has  been  prepared  it  should  be  laid 
in  the  clean  hole  and  tamped  or  rolled  flush  with  the 
surrounding  area.  The  patch  should  then  be  sanded 
or  covered  with  a  light  dressing  of  stone  chips,  after 
which  it  should  be  allowed  to  set  up  for  a  short  while 
before  being  subjected  to  traffic. 


For  patching  shallow  ruts  and  depressions  a  mix- 
ture of  emulsified  asphalt  and  small  size  broken  stone 
is  sometimes  used  without  first  cutting  out  a  hole. 
Care  should  be  exercised,  if  this  method  is  followed, 
that  the  old  surface  is  first  very  thoroughly  cleaned. 
While  somewhat  more  costly  it  is  safer  to  cut  out  the 
old  surface  as  concentrated  traffic  is  apt  to  squeeze 
the  patching  mixture  out  of  a  depression  with  cup 
shaped  or  rounded  sides.  If  the  maintenance  of  an 
old  asphalt  macadam  pavement  has  been  neglected 
to  the  extent  that  it  is  so  badly  broken  up  or  out  of 
shape  as  to  need  resurfacing  it  should  either  be  re- 
moved or  scarified  and  reshaped  to  form  a  foundation 
for  a  new  pavement. 


Sliding  Forms  for  Concrete  Construction 

System  of  Building  Monolithic  Walls  by  Moving 
Forms  Continually  Upwards  as  Concrete  is  Placed 


THE  term  "sliding  forms"  is  used  to  designate 
that  system  of  building  monolithic  concrete 
walls  wherein  the  forms  are  moved  continually 
upward  as  concrete  is  placed.  Such  forms  in- 
clude not  only  the  forms  proper,  between  which  the 
concrete  is  placed,  but  the  apparatus  necessary  to  lift 
them.  The  forms  proper  are  usually  of  wood  and  in 
general  consist  of  inner  and  outer  sections,  4  feet  high, 
held  apart  the  thickness  of  the  wall  by  yokes.  The 
yokes  are  supported  and  lifted  by  means  of  jacks  which 
in  turn  derive  their  support  from  vertical  rods  or  pipes 
embedded  in  the  concrete. 

An  accompanying  diagram  illustrates  the  usual  ar- 
rangement and  principle  of  sliding  forms.  The  main 
objects  to  be  attained  are  to  produce  a  truly  monolithic 
structure,  that  is,  one  without  construction  seams,  and 
to  effect  economy  of  form  material.  Obviously  this  re- 
quires continuous  placing  of  concrete  24  hours  daily. 
In  the  operation  of  raising  the  forms  it  is  essential 
that  they  be  moved  upward  at  a  steady  and  uniform 
rate,  so  that  the  concrete  will  not  adhere  to  them  and 
thus  be  carried  with  the  forms  when  they  are  jacked 
up.  It  is  essential  to  producing  walls  truly  vertical  and 
of  the  same  thickness  at  all  points  that  the  forms 
be  kept  in  exact  horizontal  and  vertical  relation  to  each 
other.  These  requirements  indicate  that  although  the 
system  is  quite  simple,  experience  and  constant 
watchfulness  are  necessary  to  obtain  the  best  results. 
It  is  also  evident  that  the  system  of  jacking  up  forms 
must  permit  of  positive  control  on  the  part  of  the  op- 
erator and  that  no  slipping  of  the  jack  on  its  support 
shall  take  place. 

Construction  of  Forms 

The  forms  are  usually  made  up  of  an  upper  and 
lower  wale,  consisting  of  2-inch  planks  with  broken 
butt  joints.  In  circular  concrete  construction,  one 
edge  of  these  planks  is  cut  to  a  radius  of  the  wall 
surface  plus  or  minus  the  thickness  of  the  sheathing. 
Thus-  there  is  an  inside  and  an  outside  pair  of  wales 
cut  to  segments  proper  for  the  curve  of  the  outside 
and  inside  of  the  wall,  respectively.  To  these  built 
up  wales,  1-inch  sheathing  about  4  feet  long  is  nailed, 
usually  with  triangular  bracing  between  the  wales 
to  give  the  forms  required  rigidity.  The  yokes  are 
attached  at  intervals  to  these  forms  and  may  be  en- 
tirely of  wood,  although  the  head  piece  is  often  made 


of  steel  plates  so  as  to  insure  little  variation  in  the 
separation  of  forms  and  to  give  a  rigid  yoke  mem- 
ber to  take  the  lifting  action  of  the  jacks. 

Jacks  for  Lifting  Forms 

Jacks  used  are  of  several  different  types,  some  of 
which  are  patented.    Two  types  are  common.  Both 
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Sketch  illustrating  essential  features  of  sliding 
forms  for  concrete  construction 

of  these  work  on  the  jackscrew  principle.  A  common 
type  of  jack  consists  of  a  hollow  screw  fitted  at  its 
top  with  a  turning-  head  and  at  its  bottom  with  a 
device  commonly  known  as  a  clutch,  or  "dogs,"  fox 
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gripping  a  vertical  jack  rod  which  is  embedded  in  the 
concrete.  The  jack  rod  passes  up  through  the  centre 
of  the  jack,  which,  in  turn,  passes  through  the  thread- 
ed head  piece  of  the  yoke.  By  turning  the  turning 
head  with  a  bar,  the  yoke  is  caused  to  move  up,  tak- 
ing the  forms  with  it.  Successive  turnings  of  the  jacks 
through  the  same  angle  will  thus  cause  every  portion 
of  the  forms  to  move  the  same  distance.  A  strict  regu- 
lation of  the  amount  of  turning  which  each  turning 
head  is  given  is  absolutely  necessary  to  correct  oper- 
ation of  the  forms. 

Another  type  of  jack  consists  of  a  threaded  rod 
fitted  with  a  collar  which  bears  on  a  l'l-inch  pipe 
embedded  in  the  concrete.  The  threaded  rod  passes 
through  the  head  piece  of  the  yoke  and  is  fitted  with 
a  turning  head.  The  pipe  is  made  in  3-foot  lengths, 
cut  square  at  the  ends  and  without  threads.  The 
lower  end  of  the  threaded  jack  rod  extends  down 
through  the  30-foot  length  of  pipe  and  6  inches  into 
the  pipe  below.  This  keeps  all  of  the  3-foot  lengths  of 


pipe  in  line,  while  the  collar  bearing  on  the  top  of 
the  uppermost  pipe  furnishes  a  positive  support  to 
the  jack.  When  the  forms  have  been  raised  the  full 
distance  of  their  travel  for  one  position  of  the  jacks, 
the  clutch  is  released,  the  jack  moved  up  and  a  short 
length  of  rod  or  pipe,  as  the  case  may  be,  placed  on 
to]>  of  and  in  line  with  those  already  embedded  in 
the  wall.  The  clutch  then  engages  the  rod  and  the 
work  proceeds.  When  rods  are  used,  the  successive 
short  lengths  are  connected  by  sleeves. 

Sliding  forms  have  been  used  for  a  considerable 
variety  of  structures.  These  include  standpipes,  water 
tanks,  grain  tanks,  grain  elevators,  mills  and  chim- 
neys. They  are  also  adapted  to  the  construction  of 
hollow  concrete  piers  and  warehouse  walls,  although 
so  far  but  little  used  in  such  construction.  When 
such  forms  are  used  by  experienced  contractors  on 
the  latter  class  of  structures,  window  openings  can 
easily  be  provided  for  and  cross  beams  from  one  wall 
to  another  be  built  without  special  difficulty. 


Methods  of  Repairing  Timber  Bridges 

Practice  of  Railways  in  Replacing  Pile  Bents  and  Renewing 
Timbers,  Stringers  and  Ties — Gang  and  Material  Distribution 


AT  the  recent  annual  convention  of  the  Ameri- 
can Railway  Bridge  and  Building  Associa- 
tion a  resume  of  the  present  practice  of  rail- 
ways in  repairing  timber  bridges  was  given 
in  a  committee  report  last  month.  An  abstract  of  this 
report  is  given  herewith  : 

Gang  and  Material  Distribution  in  Repairing  Timber 

Bridges 

In  general,  gangs  for  timber  bridge  work  consist 
of  a  foreman,  an  assistant  foreman  and  6  or  8  men, 
as  follows :  Two  first-class  carpenters,  two  assistant 
carpenters  and  two  to  four  laborers.  Variations  from 
the  above  are  made  as  the  work  demands  or  in  ac- 
cordance with  the  kind  of  men  available. 

The  distribution  of  material  depends  on  the  quan- 
tity to  be  handled  and  traffic  conditions.  Where  ma- 
terial is  ordered  from  the  mill,  cars  may  be  consigned 
to  the  station  nearest  the  bridge  site  for  unloading  or 
redistribution  by  one  of  the  methods  mentioned  be- 
low. When  shipped  from  .the  storehouse,  the  use  of 
company  service  cars  may  be  found  convenient.  These 
can  be  held  under  load  and  shipped  from  point  to  point 
as  the  work  progresses.  For  unloading  use  may  be 
made  of  a  special  work  train  or,  where  the  quantity  of 
material  does  not  justify  this  expense,  recourse  may 
be  had  to  a  local  freight  train.  When  two  or  more 
cars  are  to  be  unloaded  it  may  sometimes  be  found 
economical  to  distribute  the  unloading  by  local  freight 
train  over  several  days.  Small  quantities  are  handled 
by  motor  trailer  or  push  car. 

There  does  not  seem  to  be  uniformity  of  practice 
in  the  use  of  second-hand  material  in  any  given  part 
of  the  bridge.  It  would  appear  to  be  the  best  policy  to 
use  second-hand  material  only  for  blocking  and  help- 
ers on  important  lines,  but  it  might  be  used  somewhat 
more  generally  on  light  traffic  lines  in  bridges,  the 
life  of  which  will  not  be  greater  than  the  life  of  the 
material. 

Where  one-third  or  less  of  the  piles  in  a  bent  are 


in  bad  shape  satisfactory  repairs  can  usually  be  made 
by  cutting  oft*  in  solid  material  at  or  below  the  ground 
line,  and  setting  in  a  post  on  this  foundation.  Such 
a  post  will  have  a  better  appearance  if  it  is  of  the 
same  shape  as  adjacent  piles.  It  should  be  spliced  to 
the  foundation  pile  with  four  3-in.  scabs  bolted 
through,  drifted  through  the  cap  at  the  top  and  well 
bolted  to  the  bracing.  It  should  have  an  identifying 
mark  as  a  helper.  Posts  are  sometimes  put  in  on 
blocking  between  piles.  A  weak  pile  may  thus  be  re- 
lieved of  some  of  its  load  and  at  the  same  time  the 
benefit  of  its  stiffness  be  retained.  A  repair  of  this 
kind  is  an  obstruction,  if  placed  in  a  stream,  and  is 
unsightly  in  any  situation.  In  cases  of  settlement,  or 
where  piles  are  decayed  far  below  the  ground  line,  it 
may  be  necessary  to  drive  a  new  pile  alongside  the 
old  one  and  spring  it  under  the  cap.  When  entire 
bents  are  to  be  removed,  in  most  cases  the  pile  may 
be  cut  off  at  sound  timber  below  the  ground  line  and 
a  frame  bent  erected  on  this  solid  foundation.  The 
bent  should  be  framed  without  a  cap,  set  up  and  made 
ready  to  slip  in  as  soon  as  the  piles  are  cut  off.  When 
conditions  require  it  an  entire  new  bent  may  be  driven 
alongside  the  old  bent,  the  new  piles  sawed  off,  the 
old  piles  cut  out  and  the  new  bent  pulled  into  place. 
Some  roads  restrict  the  height  at  which  frame  bents 
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shall  be  used  in  this  manner  to  10  ft.  In  renewing 
caps  it  is  first  necessary  to  pull  the  stringer  bolts  to 
clear  the  cap.  Then  jack  up  the  deck  1  or  2  in.  (jacks 
may  be  supported  on  the  ground  or  on  sash  timbers 
bolted  to  the  piles  for  the  purpose),  raise  the  old  cap 
to  give  room  to  cut  off  the  drift  bolts  with  a  hack  saw. 
When  this  is  done,  roll  off  the  cap.  The  new  cap 
having  previously  been  framed  and  a  hand  line  at- 
tached about  its  center,  let  it  down  over  the  side  of 
the  deck  and  swing  it  into  place.  Drift  it  to  the  piles, 
lower  the  deck  and  redrive  the  stringer  drift  bolts. 
When  a  scaffold  is  necessary  for  this  work  it  may  be 
hung  from  the  ties  with  staging  hooks  carried  regu- 
larly in  the  outfit  for  this  purpose.  An  old  cap  may 
also  be  removed  readily  by  cutting  it  into  three  or 
four  pieces  and  splitting  it  out.  This  gives  easy  ac- 
cess to  the  drift  bolts  in  the  tops  of  the  piles. 

Renewing  Stringers,  Ties,  Etc. 

The  renewal  of  an  outside  stringer  is  quite  simple, 
as  it  is  only  necessary  to  withdraw  the  bolts,  jack  up 
the  rail  and  ties  about  2  in.,  turn  down  the  stringer 
to  be  removed,  shove  it  out  on  the  caps,  drop  the  new 
stringer  previously  framed  on  the  caps  and  raise  it  up 
and  bolt  it.  To  renew  the  middle  stringer  in  a  chord 
the  method  is  similar  but  with  broken  joints  it  is  ne- 
cessary to  remove  the  bolts  extending  over  four  pan- 
els. After  raising  the  track,  the  two  outside  stringers 
are  laid  down,  the  weak  center  stringer  removed,  the 
new  one  placed  and  the  balance  of  the  chord  reas- 
sembled. When  it  is  necessary  to  renew  an  inside 
stringer,  it  may  be  done  in  single  panel  lengths  from 
the  inside  as  described  above,  the  new  stringer  being 
handled  with  lines  through  the  deck.  In  renewing  an 
inside  stringer  extending  over  two  panels,  it  is  neces- 
sary to  take  up  the  guard  rail  and  shift  the  ties,  either 
along  the  track  or  to  one  side.  It  is  then  possible  to 
drop  the  new  stringer  vertically  into  place.  This 
method  may  also  be  followed  with  center  stringers. 
Some  prefer  to  raise  the  track  a  little  more  than  the 
width  of  the  stringer,  roll  the  old  stringer  over  to  its 
side  and  raise  and  work  it  over  the  chord  and  on  to 
the  caps.  The  new  stringer  is  placed  by  reversing 
this  operation. 

A  method  of  strengthening  the  chord  involving 
much  less  labor  consists  in  adding  an  additional 
stringer  on  either  side  of  the  existing  chord.  It  is  not, 
however,  good  practice  to  leave  partly  decayed  tim- 
ber in  a  bridge  because  of  the  fire  risk. 

Isolated  Ties 

In  renewing  isolated  ties,  remove  the  adjacent  deck 
bolts  and  pick  up  the  track  about  6  in.  Place  a  4-in. 
stick  about  10  ft.  long  across  the  stringers  on  each 
side  of  the  tie.  These  may  be  held  in  place  by  wedg- 
ing under  the  rail  or  other  means  and  should  project 
on  the  side  toward  which  the  tie  is  to  be  moved.  Rol- 
lers are  slipped  under  the  tie  and  it  is  rolled  out  until 
it  clears  the  rail,  when  it  can  be  lifted  up  on  to  the 
track  and  disposed  of.  Where  a  number  of  ties  are  to 
be  renewed,  put  in  all  the  new  ties  in  one  place  and 
spot  in  the  good  second-hand  ties  where  needed.  In 
such  cases  it  is  usually  necessary  to  take  up  the  guard 
timbers  where  the  new  ties  are  put  in.  Another 
method  is  to  raise  one  rail  higher  than  the  other,  slip 
the  ties  out  to  clear  the  low  rail  and  then  back  and 
over  the  low  rail. 

It  is  usual  to  lay  guard  timbers  in  position  and 
mark  the  location  of  the  ties.    The  daps  are  then  cut 


in  them,  either  on  the  bridge  or  the  bank,  and  the  tim- 
ber placed  in  final  position.  It  is  the  practice  of  one 
road  reporting  to  this  committee,  where  more  than 
50  ft.  of  guard  timber  is  to  be  replaced,  to  measure  the 
tie  spacing  on  the  bridge  and  dap  the  timbers  in  the 
shop. 

Method  of  Renewing  Bridge  Timbers 

The  year's  program  for  timber  bridge  work  hav- 
ing been  determined,  it  is  usual  to  do  all  the  driving 
in  advance  and  let  the  pile  driver  crew  return  later  to 
place  the  timber,  or  have  this  work  handled  by  other 
crews.  A  minimum  of  pile  driver  and  work  train  ser- 
vice is  thus  secured.  After  locating  the  bents  to  the 
best  advantage  relative  to  the  waterway  and  clear  of 
existing  bents,  and  marking  their  location' on  the  rail, 
the  guard  timbers  are  taken  up,  the  ties  are  shifted 
to  clear  the  new  bents  and  driving  is  started.  It  is 
usual  to  work  backward  on  a  bridge.  The  work  will 
proceed  more  rapidly  if  piles  are  distributed  on  the 
ground  in  advance.  After  driving  the  piles,  the  ties 
are  re-spaced  as  well  as  is  possible  and  guard  tim- 
bers are  relaid,  cutting  out  the  spacers  where  neces- 
sary. 

When  the  bridge  crew  arrives  at  a  bridge  where 
the  piles  have  been  driven  as  above,  the  first  step  is 
to  straighten  and  line  up  the  tiles.  This  may  be  done 
with  jacks  and  steamboat  ratchets  and  the  piles  should 
be  held  in  position.  If  badly  out  of  line,  this  work 
should  be  done  with  the  pile  driver  before  it  is  moved 
from  the  job.  After  marking  the  grade,  usually  ob- 
tainable from  the  track,  and  attaching  a  guide  board 
the  piles  are  cut  off.  The  stringers  and  deck  are  then 
raised  about  2  in.  on  the  old  caps  to  permit  the  plac- 
ing of  new  caps.  The  cap  is  brought  in,  swung  off 
the  deck  on  to  the  top  of  the  piles  and  drifted  in  place. 
Sway  bracing  is  next  put  on  and  bolted  up.  With 
high  bents,  say  over  20  ft.,  some  longitudinal  bracing 
should  be  put  on  as  the  stringers  are  placed. 

As  soon  a's  two  or  more  caps  are  in  place  measure- 
ments for  the  length  of  the  stringers  are  obtained  and 
the  framing  of  stringers  can  be  started.  This  should 
be  done  on  a  level  stretch  of  ground  as  near  the  bridge 
as  possible  and  consists  in  cutting  to  length,  sizing  to 
depth  over  the  caps,  and  boring  for  drift  bolts  .where 
they  are  used.  Holes  may  also  be  bored  through  one 
line  of  stringers  in  each  chord  for  packing  bolts. 

Methods  of  assembling  stringers  into  chords  are 
varied.  In  most  cases  one  chord  is  changed  out  com- 
pletely before  the  other  one  is  disturbed. 

Changing  Old  Ties 

In  renewing  a  bridge,  when  the  old  ties  are  in  bad 
shape  about  one-half  thg  new  ties  are  put  in  between 
the  old  ones  before  placing  the  stringers.  This  gives 
a  more  substantial  deck  to  work  from.  The  remainder 
of  the  new  ties  are  put  on  after  the  stringers  are 
changed.  Ordinarily  ties  are  put  in  between  the  old 
ties  or  in  groups  as  traffic  permits,  after  the  new 
stringers  are  in.  Some  roads  defer  this  work  until  all 
the  heavy  timber  released  is  picked  up  to  avoid  scar- 
ring up  the  new  deck. 

Every  bridge  gang  should  have  a  sufficient  supply 
of  the  ordinary  tools  of  good  quality.  Where  special 
tools  have  been  tried  out  and  proven  advantageous, 
gangs  should  be  supplied  with  them.  There  can  be 
no  argument  about  the  desirability  of  labor-saving  de- 
vices at  the  present  time,  not  only  as  a  means  for  re- 
ducing the  amount  of  labor  but  for  keeping  the  men 
employed  better  satisfied. 
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Paving  Brick  Manufacturers  Propose  Lugless 
Brick,  Standard  Sand  Cushion  for  Bitum- 
inous Fillers  and  Four-Inch  Base 

Tl  I  E  National  Paving  Brick  Manufacturers'  As- 
sociation has  adopted  new  specifications  for 
standard  vitrified  paving  brick  that  contain 
two  new  features.  The  first  is  that  the  brick 
"shall  be  wire-cut  and  shall  have  square  edges,"  and 
the  second  provides  for  a  reduction  from  the  standard 
3</>  x  4  x  8/>-in.  brick  to  3  x  4  x  X</>  in.  While  the 
language  of  the  specifications  with  reference  to  the 
kind  of  brick  specifies  that  they  "shall  be  wire-cut 
and  shall  have  square  edges,"  the  association  explains 
that  its  intent  is  a  standard  plain— that  is,  a  lugless, 
brick. 

In  the  specifications  covering  the  laying  of  pave- 
ments', the  association  recommends  that  sand  cush- 
ions be  made  standard  for  bituminous  fillers,  a  cem- 
ent-sand bed,  however,  being  retained  for  use  with 
cement  fillers.  Recommendation  is  also  made  that  the 
minimum  depth  of  concrete  base  be  reduced  from  C 
to  4  in. 

These  four  recommendations,  two  relating  to  the 
brick  itself,  one  to  the  type  of  cushion,  and  the 
fourth  to  the  base,  were  presented  by  the  association 
to  the  Brick  Committee  of  the  American  Society  for 
Municipal  Improvements  at  its  New  Orleans  conven- 
tion Nov.  13.  The  proposed  specifications,  however, 
.  were  not  acted  upon  by  the  committee  or,  at  least, 
were  not  reported  out  to  the  floor  of  the  convention. 

In  presenting  the  matter  to  the  American  Societv 
of  Municipal  Improvements,  the  association  gave  the 
following  reasons  for  the  recommended  change: 

"1.  Economy  in  manufacturing  costs  by  eliminat- 
ing higher  cost  incident  to  producing  many  varieties 
of  the  same  article. 

"2.  Insuring  the  production  of  the  highest  possible 
percentage  of  No.  1  brick,  uniformly  and  thoroughly 
vitrified  beyond  all  service  requirements. 

"3.  Convenience,  by  affording  a  uniform  brick 
available  from  any  and  all  manufacturers. 

''4.  Providing  a  larger  possible  measure  of  econo- 
my in  brick  pavement  construction  by  reducing  the 
weight  of  brick  per  square  yard  approximately  25  per 
cent.,  when  laid  flat." 

Need  for  standardization  is  due,  says  the  associa- 
tion, to  the  following  facts: 

"The  paving-brick  industry  is  now  producing  more 
than  12  different  styles  of  brick  for  street  and  high- 
way surfaces. 

"The  capacity  of  the  industry  is  approximately 
3,250,000  tons  annually.  Coal,  consumption  amounts 
in  round  numbers  to  6,000,000  tons  in  a  year. 

"Even  a  comparatively  slight  relative  economy 
applied  to  these  figures  means  much  in  absolute  value. 

The  need  for  utmost  economy,  as  measured  by  the 
lowest  possible  production  costs,  is  vital  as  a  national 
service.  This  applies  to  all  industries,  paving  brick 
included." 

Added  service  value  can  be  secured,  says  the  asso- 
ciation, because  "careful  grading  of  product  to  meet  , 
the  standards  of  quality  for  street  surfaces  leaves  off 
grade  material,"  inasmuch  "as  the  percentage  of  off- 
grade  material  is  reduced  by  a  larger  proportion  of 
No.  1,  manufacturing  costs  are  lowered." 

Added  reasons  for  the  proposition  of  changes  in 
specifications  are,  says  the  association,  that  the  "size 
and  character  of  standard  brick  we  propose  to  the 


society  is  the  one  that  lends  itself  to  uniformity  in 
structure  and  vitrification  with  minimum  weight. 
W  hile  standardization  of  product  is  conceded  to  be 
essential,  it  naturally  should  not  be  accomplished  at 
the  cost  of  loss  in  service  value,  It  should,  and 
in  this  instance  will,  bring  added  service  value. 

"  fhe  convenience  to  buyers  of  being  able  to  se- 
cure the  same  size  and  character  of  product  from 
any  manufacturer  is  evident  on  the  face  of  it. 

"Reduction  in  weight  per  square  yard  wherever 
transportation  and  handling  are  invoked  is  a  readily 
recognized  advantage  in  aiding  more  economical  con- 
struction." 

Continuing,  the  association  proposes  "that  it  clear- 
ly be  stated  in  the  specifications  of  the  society  that 
sand  is  preferred  as  a  cushion  material,  jointly  with 
granulated  slag  and  stone  screenings  (as  representa- 
tive of  the  same  type  of  cushion)  when  bituminous 
fillers  are  used. 

"This  recommendation  is  in  effect  a  positive  state- 
ment that  would  define  the  usefulness  of  sand  as  a 
cushion  material,  lest  the  fact  that  general  usage  of 
the  sand  cushion  and  cement  grout  filler  has  been 
abandoned  be  construed  as  discriminating  against 
sand  cushions. 

"It  opens  the  door  to  the  next  logical  recommend- 
ation, that  a  specification  be  admitted  for  the  cement- 
sand  bed  to  accompany  the  use  of  cement  filler. 

"fhe  amendments  are  proposed  in  accord  with 
general  practice  now  prevailing  in  all  sections  of  the 
country. 

"The  proposed  reduction  in  the  minimum  depth  of 
concrete  base  for  brick  pavements  is  made,  believing 
that  it  is  the  desire  of  the  society  to  place  its  speci- 
fications at  the  services  of  engineers  in  all  communi- 
ties, large  and  small. 

"Without  question,  there  are  streets  in  cities  that 
logically  require  bases  as  deep  as  6  in.  when  con- 
crete is  used. 

"But  there  are  many  more  conditions  where  4  in. 
is  quite  sufficient  for  all  requirements.  Using  6  in. 
would  then  be  an  extravagance. 

Must  we  not  think  in  terms  of  the  combined  sub- 
grade  and  artificial  foundations?  May  we  not  say 
that  first  attention  should  be  paid  to  secure  a  thor- 
oughly well  drained  and  stable  subsoil  ? 

"With  that  assured,  the  function  of  the  base  is 
more  to  distribute  loads  than  to  support  loads. 

"If  for  no  other  reason,  the  fact  that  4-in.  bases 
are  now  and  have  been  for  many  years  in  actual  ser- 
vice, without  the  slightest  question  as  to  adequacy, 
would  supply  all  the  evidence  needed  in  support  of 
this  recommendation.  After  all,  we  are  merely  speak- 
ing of  minimum  depth." 


Mr.  John  J.  Downey,  buildng  contractor,  of  398  Sun- 
nyside  Avenue,  Toronto,  died  recently  from  pneumonia  af- 
ter an  illness  of  about  a  week.  The  late  Mr.  Downey  was 
born  in  Dixie,  Ont.,  coming  to  Toronto  in  1901,  and  from 
that  time  until  shortly  before  his  death  had  been  engaged 
in  the  construction  business  here. 


The  annual  conference  of  the  Association  of 
Canadian  Building  and  Construction  Industries 
will  be  held  January  27  to  30  at  the  Chateau 
Laurier,  Ottawa. 
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Comfortable  Homes  for  Workmen 

THE    accompanying    sketches    show    a  type  of 
seven-roomed  house  that    the  Westinghouse 
Electric  &  Manufacturing  Company  are  build- 
ing for  their  employees  in  East  Pittsburgh,  Pa. 
At  present  forty-eight  houses  are  under  construction, 
but  that  number  will  likely  be  increased. 

In  designing  these  homes  an  effort  has  been  made 
to  do  away  with  features  that  have  outlived  their  use- 
fulness. The  parlor  and  centre  hall,  so  common  in 
many  houses,  are  missing,  and  in  their  stead  is  found 
a  large,  comfortable  living  room  with  a  large  fire- 
place. Eliminating  the  centre  hall  effects  a  consider- 
able saving  in  space. 

The  dining  room,  which  adjoins  the  kitchen,  is 
provided  with  a  large  china  closet,  while  in  the  kit- 
chen a  built-in  sink  and  cupboard  is  included.  Having 
the  kitchen  and  dining  room  adjoining  lessens  the 


number  of  steps  and  aids  materially  in  decreasing  the 
labor  of  housekeeping. 

A  grade  entrance  is  provided  at  the  side,  which 
while  serving  the  kitchen,  gives  admittance  to  the 
basement,  and  enables  ashes,  etc.,  to  be  removed  from 
the  cellar  without  having  to  carry  them  throirgh  the 
kitchen. 

On  the  second  floor  four  bedrooms  are  arranged, 
each  with  a  roomy  clothes  closet.  A  commodious  linen 
closet  for  bed  clothes,  etc.,  is  constructed  off  the 
hall. 

It  may  be  of  interest  to  know  that  the  Westing- 
house  Company  is  one  of  the  pioneers  in  building 
houses  for  its  employees,  having  constructed  a  num- 
ber of  homes  for  their  workmen  ten  years  ago.  In 
addition  they  own  a  large  number  of  apartment  houses. 
T.  1'.  Gaylord,  vice-president  of  the  company,  is  in 
charge  of  the  building  programme. 
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Organized  Accident  Prevention* 

OF  all  the  questions  that  arise  between  employer 
and  employee  there  is  none  perhaps  in  which 
we  find  such  common  ground  and  such  good 
v  understanding  as  in  the  matter  of  compen- 
sation for  injury.  It  is  true  that  there  were  a  num- 
ber of  companies  in  Ontario  who,  before  the  Compen- 
sation Act  was  put  into  force,  did  not  fully  appreciate 
the  importance  of  compensation,  but  there  were  many 
who  did.  I  well  remember  sitting  round  the  council 
table  of  the  Manufacturers'  Association  with  a  group 
of  manufacturer  at  the  time  the  Compensation  Act 
was  first  under  consideration,  and  am  able  to  say  that 
the  Act  as  finally  adopted  is  very  similar  to  the  skele- 
ton act  which  was  worked  out  by  the  employers  at 
that  time.  There  were,  of  course,  a  number  of  conten- 
tious features  when  it  came  to  the  working  out  of  the 
detail  of  the  Act,  but  in  principle  there  was  unanimity 
of  feeling  from  the  beginning  between  the  employer 
and  employees  who  were  making  representations  be- 
fore the  Commission  on  this  subject. 

If  what  I  am  going  to  say  is  to  be  effective,  then 
I  must  be  practical  and,  to  make  it  so,  I  must  deal 
with  concrete  cases  within  my  own  knowledge,  so  you 
will  have  to  excuse  me  if  I  refer  more  or  less  to  the 
company  I  represent  in  speaking  on  this  subject.  I 
was  asked  to  speak  on  the  prevention  of  accidents 
from  the  manufacturers'  standpoint. 

Worker  Entitled  to  Compensation 

Long  before  there  was  a  Compensation  Act  our 
company  recognized  the  fact  that  the  worker  was  en- 
titled to  compensation  for  injuries,  and  that,  what- 
ever the  expense,  it  was  just  as  legitimate  a  part  of 
the  cost  of  our  goods  as  the  wages  we  paid.  For 
twenty  years  before  the  Compensation  Act  came  into 
force  we  never  had  a  compensation  dispute  with  one 
of  our  employees,  for  the  simple  reason  that  our  treat- 
ment was  very  much  more  generous  than  the  treat- 
ment under  the  Compensation  Act.  Throughout  that 
entire  period  we  paid  full  wages  to  any  man  injured 
for  the  time  he  was  off,  which  is  very  considerably 
more  than  the  Act  allows.  If  a  person  were  killed 
we  always  paid  $2,500  to  his  dependents,  without  any 
question.  That  I  do  not  consider  as  safe  as  the  system 
in  force  under  the  Compensation  Act  of  paying  an 
annuity.  We  also  paid  the  hospital  and  doctor's  ex- 
penses. We  did  not  feel  in  doing  this  that  we  were 
doing  any  more  than  we  were  justly  entitled  to  do. 
We  also  felt  that  it  was  worth  while  from  a  human 
standpoint,  because  we  wanted  to  get  the  men  back  as 
quickly  as  possible  into  their  places.  We  were  able 
to  do  all  this  without  undue  burden,  because  we  had 
no  expense  in  connection  with  litigation.  As  a  matter 
of  fact,  our  compensation  through  the  Compensation 
Board  was  very  much  higher  than  our  payments 
under  the  old  system.  Of  course,  that  is  accounted 
for  to  some  extent  by  the  new  conditions  and  the  fact 
that  we  had  a  number  of  new  hands  in  our  factory. 
If  you"  have  people  coming  and  going  frequently  you 
are  sure  to  have  more  accidents  than  you  would  have 
with  experienced  workmen.  We  have  found  that  no 
matter  what  you  do  in  the  matter  of  safety  appli- 
ances, it  is  very  difficult  to  get  them  used  in  the  way 
you  intended.  For  years  we  have  periodically  brought 
in  Safety  experts  to  go  through  our  various  shops  and 

"Rxtract  of  address  before  the  Ontario  Safety  League  by  Thomas 
Kindley,  president  and  general  manager  of  the  Massey-Harris  Co.,  Ltd. 


to  criticize  what  we  had  and  to  suggest  new  appli- 
ances. We  have  permanent  committees  in  each  fac- 
tory, called  "Safety  First  Committees,"  whose  duty  it 
is  to  make  a  survey  of  the  situation  from  time  to  time 
and  try  and  keep  the  appliances  up  to  date. 


Secretary  of  A. G. B.C. I.  Reports  Optimism 
Among  Builders  in  the  West 

The  acting  secretary  of  the  Association  of  Can- 
adian Building  and  Construction  Industries,  Mr.  J.  C. 
Keilly,  has  just  returned  from  a  trip  across  the  west- 
ern part  of  Canada.  He  reports  a  general  feeling  of 
optimism  among  the  builders  in  the  various  cities 
visited  regarding  the  opportunities  for  the  coming 
year.  Even  in  the  districts  which  suffered  heavily 
from  the  drought  there  seems  to  be  considerable 
building  in  prospect.  Everywhere  the  feeling  was 
expressed  that  if  materials  in  sufficient  quantities  and 
at  the  right  prices  could  be  obtained  and  the  labor 
situation  cleared  up  that  the  coming  season  should  be 
a  banner  one. 

While  in  Winnipeg,  as  reported  in  our  last  week's 
issue,  Mr.  keilly  was  the  guest  of  the  Exchange  at 
their  annual  banquet,  some  160  being  present.  He  al- 
so addressed  the  Exchanges  in  Regina,  Saskatoon  and 
Moose  Jaw,  and  visited-  the  builders  in  Vancouver 
and  Victoria.  In  Calgary  a  new  Builders'  Associa- 
tion has  been  formed  and  is  doing  splendid  work ; 
and  in  Edmonton,  an  association  is  just  being  or- 
ganized. 

The  Annual  Conference  of  the  Association  is  to 
be  held  at  the  Chateau  Laurier,  Ottawa,  January  27th 
to  the  30th,  and  it  is  anticipated  that  a  strong  Western 
delegation  will  be  present. 


Proposal  to  Group  Engineering  Departments 
of  St.  John,  N.B.,  Under  One  Head 

A  proposal  that  the  several  divisions  of  the  engi- 
neering department  be  brought  under  one  head  is  be- 
ing considered  by  the  city  council  of  St.  John,  N.  B. 
The  object  is  to  effect  increased  co-operation  and  to 
achieve  a  greater  degree  of  efficiency.  It  is  proposed 
to  have  all  the  engineers  in  the  city  service  located  in 
the  same  building  where  they  would  have  ready  ac- 
cess to  the  drafting  room  and  the  laboratory.  In  ad- 
dition, it  would  then  be  possible  for  the  engineer  who 
was  not  very  busy  to  help  out  his  colleague  who  was 
laboring  under  a  heavy  pressure  of  work.  This  would 
tend  to  relieve  undue  strain  and  would  serve  to  give 
the  men  of  one  division  a  general  knowledge  of  the 
working  of  other  divisions. 


How  Maj.-Gen.  Loomis  Won  Honors 

In  the  London  Gazette  particulars  are  given  of 
the  services  for  which  Major-General  F.  O.  W.  Loom- 
is,  of  D.  S.  Loomis  &  Sons,  general  contractors, 
Montreal,  was  awarded  a  bar  to  the  D.  S.  O.  The 
bar  was  given  for  "great  gallantry  and  brilliant  lead- 
ership during  the  operations  southeast  of  Amiens. 
He  made  reconnaissances  under  heavy  fire,  personally 
superintending  the  disposition  of  troops  and  encour- 
aging all  by  his  coolness  and  ability.  The  results 
achieved  by  the  brigade  were  of  an  outstanding  na- 
ture."      .  . 
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Hints  for  the  Contractor 

That  May  Save  Him  Time  and  Money — We  Will  Pay  for  All  Accepted  Items — 

Send  One  In 


Economical  Equipment  Keeps  Aggregates 
Clean  on  Road  Job 

LABOR  conditions  this  season  have  made  it  ne- 
cessary for  the  highway  contractor  to  employ 
as  many  labor-saving  devices  as  possible. 
While  the  equipment  descrihed  in  this  article 
from  Concrete  Highway  Magazine  might  he  improved 
upon  in  some  details,  it  nevertheless  is  an  example  of 
what  any  contractor  may  accomplish  without  incur- 
ring much  expense  for  his  outfit. 

On  a  contract  on  the  Transit  Road,  Erie  County, 
N.  Y.,  known  as  Repair  Contract  1199,  two  miles  of 
old  water-hound  macadam  are  being  resurfaced  with 
6  inches  of  reinforced  concrete.  The  contractors, 
Wing  &  M unger,  of  Holley,  N.  Y.,  devised  a  time- 
saving  method  of  handling  aggregates  on  this  work. 
Time-saving  was  important  because  the  road  is  the 
main  route  between  Buffalo  and  Lockport,  making  it 
imperative  that  the  road  be  closed  no  longer  than  ab- 
solutely necessary. 

A  bin  was  built  at  the  railroad  siding  so  that  a 
motor  truck  with  flat  top  body  carrying  ten  material 
boxes  could  pass  under  the  bin.  These  boxes  were 
made  of  2-inch  material  and  were  2  feet  square,  inside 
measurement,' and  2  feet  6  inches  deep.  With  allow- 
ance for  the  space  occupied  by  2  by  4-inch  uprights  at 
each  corner,  the  boxes  held  exactly  the  correct  amount 
of  material  for  a  batch  of  concrete.  A  horizontal  bar 
of  iron  passed  through  each  box  and  projected  4  inches 
on  each  side.  This  bar  was  slightly  above  the  center 
of  gravity,  making  it  easy  to  tip  the  box  and  empty 
the  aggregates  into  the  mixer  skip.  Ten  of  these 
boxes,  five  to  a  row,  made  a  truck  load. 

When  being  loaded  at  the  bin,  each  box  on  one 
side  received  its  quota  of  sand,  and  at  the  other  end 
of  the  bin,  its  quota  of  crushed  stone  from  the  small 
tiers  or  grates  at  the  bottom  of  the  hooper.  The 
truck  then  turned  around  and  passed  under  the  bin 
again  to  permit  filling  the  boxes  in  the  other  row.  Al- 
though one  man  could  handle  the  filling  of  the  boxes, 
it  proved  easier  to  have  a  second  man  watch  the  quan- 
tities which  went  into  each  box  and  signal  the  oper- 
ator when  to  stop. 

A  small  derrick  with  4  by  4-inch  mast  and  boom 
built  up  with  2  by  6-inch  material  was  fixed  to  the 
mixer  so  as  not  to  interfere  with  its  mechanism.  A 
J/j-inch  cable  was  used,  at  the  end  of  which  there  was 
hung  a  bridle  that  fitted  over  the  ends  of  the  iron  rods 
in  the  box.  The  cable  was  so  adjusted  to  the  winch 
on  the  mixer  that  as  the  skip  was  lowered  to  the 
ground,  its  weight  was  sufficient  to  raise  the  material 
box  about  15  inches  above  the  truck.  Since  the  mixer 
was  kept  on  one  side  of  the  grade  and  the  truck  with 
the  material  box  on  the  other,  the  tilt  of  the  mixer, 
due  to  the  crown  of  the  road,  was  enough  to  swing 
the  material  box  around  over  the  skip  by  gravity.  The 
men  at  the  skip  then  tipped  the  box  and  while  they 
added  the  cement,  a  "tag  line"  operated  from  the 
truck  pulled  the  empty  box  back.    As  the  skip  was 


lifted,  the  box  was  lowered  into  place  and  the  bridle 
attached  to  the  next  one.  One  man  on  the  truck 
handled  the  bridle  and  broom  very  easily. 

At  the  mixer  the  operator,  a  fireman,  two  men  to 
handle  the  material  boxes,  three  to  spread  the  con- 
crete and  two  to  do  the  finishing  made  a  crew  suffi- 
cient to  produce  an  average  of  300  feet  of  16-foot  pave- 
ment per  day. 

An  improvement  on  the  foregoing  outfit  might  be 
made  by  using  a  platform  alongside  the  mixer  the 
same  height  as  the  truck,  equipped  with  rollers.  The 
truck  bed  also  should  have  rollers.  This  platform 
could  be  moved  with  the  road  roller  as  often  as  the 
mixer  moved  ahead.  Ecwer  trucks  might  then  be 
used  and  the  boxes  rolled  onto  the  platform,  permit- 
ting one  truck  to  make  more  trips  per  day. 

The  equipment,  as  described,  has  proved  satisfac- 
tory both  from  an  economical  standpoint  and  from 
the  fact  that  no  foreign  matter  could  get  into  the 
aggregates. 


Dredge   Scows  to  be    Emptied  Let  Down 
Niagara  River  on  Lines 

DREDGED  excavation  from  the  bed  of  the 
Welland  River,  which  forms  the  first  stretch 
of  the  new  Queenstown-Chippawa  power 
canal  around  Niagara  Falls  being  built  by 
the  Ontario  Hydro-electric  Power  Commission  is  be- 
ing dumped  from  scows  in  the  Niagara  River  about 
a  mile  and  a  half  above  the  brink  of  the  Canadian 
falls.  As  the  current  is  very  swift  here,  and  the  dan- 
ger of  a  scow  getting  away  is  great,  the  scows  are 
let  down  the  river  from  a  fixed  crib  in  the  Niagara 
River  just  off  the  mouth  of  the  Welland  River.  This 
consists  of  a  pile  crib,  and  attached  to  it  is  a  scow 
carrying  hauling  machinery  ;  that  is,  an  ordinary  hoist- 
ing engine  with  about  2500  ft.  of  line.  The  operations 
are  described  in  Engineering  News-Record  as  fol- 
lows : 

The  scows  are  brought  by  the  tugs  to  the  crib  and 
attached  there  to  the  hoisting  line.  They  are  then  let 
down  the  river  with  an  attending  tug,  or  some- 
times two,  which,  for  the  first  thousand  feet, 
act  merely  as  guides.  After  that  length  of  line  is 
paid  out,  it  commences  to  drag  on  the  bottom 
and  the  tug  has  to  exert  some  slight  pull  on  the  filled 
scow.  At  the  end  of  the  2500  feet  of  line  the  scow  is 
dumped,  and  is  then  hauled  back  by  the  line  to  the 
fixed  hoist,  where  the  tug  picks  it  up  and  takes  it 
back  up  the  river  to  the  dredge. 

About  a  year  ago  a  scow  on  the  other  side  of  the 
river,  with  five  men  aboard,  got  loose  and  washed 
down  to  the  brink  of  the  Canadian  falls.  Three  of  the 
men  jumped  overboard  and  were  lost.  Two  of  them, 
however,  remained  aboard  and  when  the  scow  caught 
on  a  projecting  rock  almost  at  the  brink  of  the  falls 
were  rescued  by  a  lifeline  shot  out  from  the  adjoining 
Ontario  power  development  power  house.    This  ac- 
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Canada's  Contractors    W.  E.  Dillon 


Mr.  W.  E.  Dillon,  sheet  metal  and  roofing  contract- 
or, Toronto,  was  born  at  Port  Perry,  Ontario  County, 
Ont.,  in  the  year  1866,  where  he  lived  till  he  was  eight- 
een years  of  age.  He  then  went  to  Orangeville  and 
served  his  time  there  during  the  next  three  years  with 
Johnson  Bros.  When  he  was  twenty-one,  he  came 
from  Orangeville  to  Toronto  and  for  some  time  worked 
with  John  Douglas,  shortly  afterwards  going  into  busi- 
ness in  partnership  with  Mr.  Tucker,  under  the  firm 
name  of  Tucker  and  Dillon.  After  eight  years  this 
partnership  was  dissolved,  and  for  the  next  two  years 
Mr.  Dillon  was  superintendent  of  contracts  for  the 
Metallic  Roofing  Company.  In  1905  he  went  into  busi- 
ness for  himself  and  the  following  year  formed  a  joint 
stock  company,  taking  in  four  of  his  employees,  under 
the  name  of  W.  E.  Dillon  &  Co.,  Ltd.  This  firm  has 
done  work  in  connection  with  a  large  number  of  im- 
portant buildings,  including  the  St.  Lawrence  Market, 
Toronto;  the  Horticultural  Building  and  the  Grand 
Stand  at  the  Canadian  National  Exhibition  Grounds; 
Central  Technical  School,  Toronto;  the  Parliament 
Building,  Ottawa;  Ontario  Government  Library  Build- 
ing; General  Motors  plant  at  Oshawa;  Royal  Con- 
naught  Hotel,  Hamilton;  Ontario  Government  House; 
General  Hospital  and  Sick  Children's  Hospital,  Tor- 
onto; Whitby  Asylum;  Guelph  Prison  Farm  buildings. 

Mr.  Dillon  has  been  very  active  in  Builders'  Ex- 
change work  for  the  past  five  years.  He  was  president 
of  the  Toronto  Builders'  Exchange  in  1918  and  is  on 
the  Executive  of  the  Provincial  Builders'  &  Supply  As- 
sociation, as  a  member  of  the  Legal  Committee.  He  is 
also  a  member  of  the  National  Council  of  the  Asso- 
ciation of  Canadian  Building  and  Construction  Indus- 


tries. There  are  few  contractors  who  work  as  con- 
sistently, or  as  effectively,  as  Mr.  Dillon,  in  the  inter- 
ests of  the  profession. 


Mr.  W.  E.  Dillon 


cident,  however,  led  the  engineers  of  the  Ontario 
Hydro-electric  Power  Commission  to  consider  some 
safe  method  of  controlling  the  unloaded  scows. 


When  Most  Accidents  Occur 

Some  interesting  facts  in  regard  to  safety  work 
have  been  gleaned  from  the  Safety  Committee's  ex- 
perience in  connection  with  the  large  plants  of  the 
General  Electric  Company  industries  on  the  other  side 
of  the  line.  The  tabulated  data  shows  that  more  acci- 
dents occur  on  Monday  than  on  any  other  day  of  the 
week  and  that  the  most  careful  age  is  found  to  be  37. 
Other  striking  incidents  are  that  the  ages  showing 
most  accidents  in  proportion  to  the  number  of  em- 
ployees are  between  22  and  26.  and  50  years  and  over. 
The  hour  showing  most  accidents  is  from  9  to  10  a.m. 
Fifty  per  cent,  of  the  accidents  occur  to  new  employ- 
ees or  those  who  have  been  less  than  six  months  in 
one  position.  Contrary  to  general  belief,  the  foreign- 
born  employees  are  quick  in  acquiring  the  safety  hab- 
it, if  taught.  More  accidents  occur  in  the  hot  season 
than  in  the  cold.  Over  80  per  cent,  of  the  accidents 
are  due  to  carelessness.  The  average  woman  on  the 
same  kind  of  work  meets  with  an  accident  only  one- 
third  as  frequently  as  the  average  man. 


Electrolytic  Process  of  Sewage  Disposal 

The  relatively  new  electrolytic  process  for  the 
purification  and  disposal  of  sewage  is  attracting  con- 
siderable attention  and  appears  to  offer  many  advan- 
tages over  other  systems  now  in  use,  and  plants  now 
in  operation  are  giving  perfect  satisfaction.  Others 


are  under  construction.  The  fact  that  the  plant  can 
be  located  anywhere  in  the  city  limits  without  giving 
offence  eliminates  the  necessity  for  the  installation  of 
long  trunk  sewers  and  is  an  important  feature. 


Equal  Representation  on  Montreal 
Builders'  Exchange 

Following  upon  the  change  made  in  the  by-laws, 
the  three  sections  composing  the  Montreal  Builders' 
Exchange  must  meet  this  month  and  nominate  mem- 
bers for  election  to  the  Board  of  Directors  of  the 
Exchange  for  1920.  These  three  sections  are  gen- 
eral contractors,  trade  contractors  and  supply  dealers. 
The  intention  is  to  give  each  of  the  three  classes  equal 
representation.  The  annual  meeting  of  the  Exchange 
will  probably  be  held  on  February  16. 


Baines  &  David,  Ltd.,  New  Name  of 
Old  Concern 

Baines  &  David,  Limited,  iron  and  steel  merchants, 
Toronto,  are  carrying  on  without  interruption  the 
business  of  the  firm  of  Baines  &  Peckovf  r.  which  has 
been  dissolved.  Baines  &  David  arc  continuing  in 
the  same  premises  as  occupied  by  the  old  concern, 
98-116  Esplanade  East  and  warehouse  at  the  Eastern 
Harbor  Terminals.  Mr  R.  A.  Raines  and  Mr.  W.  M. 
David  have  both  been  connecU  d  v  ith  the  -teel  business 
nearly  all  their  lives.  Mr.  Baines  founded  the  business 
in  1894  and  has  been  with  it  since.  Mr*  David  has 
been  with  the  firm  since  1906  and  for  some  years  has 
been  sales  manager.  Under  the  reorganization  the 
firm  will  continue  the  same  vigorous  business  policy 
which  it  has  maintained  in  the  past. 
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Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


The  electors  of  Kitchener  carried  the  Hydro  by-law  by 
a  majority  of  767. 

The  electors  of  Kitchener  defeated  a  by-law  to  abolish 
the  Water  Commission. 

The  electors  of  London,  Ont..  voted  $100,000  on  Jan.  1 
for  a  waterworks  reservoir. 

Tl)e  ratepayers  of  Hamilton  on  New  Year's  Day  passed, 
by  a  large  majority,  the  by-law  in  connection  with  the  Hy- 
dro Radial  scheme  to  connect  Hamilton  with  Guelph. 

All  the  by-laws  submitted  to  the  electors  of  Hamilton 
on  New  Year's  Day  were  carried,  these  including:  building 
an  overflow  sewer;  construction  of  Mountain  highways;  cer- 
tain improvements  to  their  parks;  construction  of  an  ath- 
letic field. 

Superintendent  Williams  of  the  London  Division  of  the 
C.  1'.  K.  announced  recently  that  it  is  planned  to  spend  half 
a  million  dollars  on  improvements  on  Western  Ontario  lines 
next  summer.  An  automatic  block  system  for  the  main 
line  is  one  of  the  principal  expenditures. 

Permit  was  issued  recently  to  the  Canadian  Amusement 
Company,  Montreal,  for  the  construction  of  a  10-storey 
building  on  Major  street,  between  St.  Alexander  and  Bleury 
streets,  at  a  cost  of  $12(5, 000.  The  dimensions  of  the  build- 
ing which  will  be  of  cement  and  brick  construction,  are  64 
ft.  x  42  ft. 

Waterloo  County,  Ont.,  plans  to  build  a  concrete  road 
from  Gait  to  Hespeler  and  to  the  county  line  between  Gnelph 
and  Hespeler  as  part  of  the  Provincial  county  highway  sys- 
tem, and  has  asked  Wellington  County  officials  to  consider 
the  construction  of  their  portion  of  the  road  from  Ciuelph  to 
meet  it. 

The  Gait,  Ont.,  ratepayers  have  passed  a  by-law  to  raise 
$30,000,  by  debentures,  to  install  a  central  heating  plant  on 
the  hospital  grounds,  to  heat  the  general  hospital,  isolation 
and  maternity  hospitals  and  nurses'  cottage.  By  a  majority 
of  956,  only  73  voting  against,  Gait  also  passed  the  Hydro 
Radial  by-law. 

The  Guelph  Housing  Commission  has  taken  over  the 
contract  of  the  Ontario  Co-operative  Building  Society  who 
have  thirty  houses  under  construction  at  Guejph,  Ont.,  of 
which  number  only  three  have  been  completed.  The  So- 
ciety's accounts  were  in  a  very  complicated  state  and  the 
Commission  deemed  it  advisable  to  assume  the  contract. 

The  White  Valley  Irrigation  Company,  at  Yernon,  B.  C, 
has  been  granted  a  further  loan  of  $70,000,  in  addition  to  the 
$44,000  previously  received,  by  the  provincial  government, 
to  finance  certain  improvements  and  repairs  to  the  company's 
water  system.  The  work  will  be  carried  out  with  all  pos- 
sible haste  so  that  water  users  under  this  system  may  be 
assured  of  an  ample  supply  next  summer. 

The  Winnipeg  Housing  Commission  will  shortly  call 
for  tenders  for  the  construction  of  fifty  residences  in  the 
Fort  Rouge  and  west  end  districts,  according  to  a  recent 
statement  of  the  Commission's  secretary.  This  will  be  but 
the  first  step  in  the  Commission's  program  which  provides 
for  the  erection  of  300  houses  before  next  Autumn.  The 
estimated  cost  of  the  first  batch  is  $185,000. 

By-laws  authorizing  the  expenditure  of  approximately 
$1,500,000  on  roads  were  passed  by  various  municipalities 
throughout  the  province  of  Manitoba  recently.  The  total 
mileage  of  roads  to  be  built  is  1,004,  of  permanent  gravel 
construction  with  culvert  and  bridge  structures  where  re- 


quired. The  only  road  building  by-law  turned  down  was  in 
the  municipality  of  Westburne.  calling  for  $103, 000  for  the 
construction  of  90  miles  of  improved  road. 

The  contractors,  Messrs.  Lester  Cain  and  J.  E.  Jenkin- 
son,  are  rushing  operations  in  order  to  have  the  new  school 
at  Port  Arthur,  Ont..  completed  by  the  specified  date  which 
is  January  1.  1920.  The  site  of  the  new  school,  which  is 
bounded  by  Red  River  Road,  Pine  Street  and  Madeline 
Street,  is  ideal,  being  practically  the  highest  point  of  land 
in  Port  Arthur.  The  new  school  contains  seven  classrooms 
of  uniform  size,  a  larger  room  for  the  kindergarten,  prin- 
cipal's room,  teachers'  room  and  library.  Tapestry  brick  is 
used  in  the  construction,  while  foundation  is  of  reinforced 
concrete  to  grade  and  Bedford  and  Indiana  stone  above 
grade.  The  interior  woodwork  for  doors,  bases,  etc.,  will 
be  of  Georgia  Pine  throughout  and  the  floors  are  finished 
with  Marbleoid.  The  building  is  practically  fireproof 
throughout. 


Personal 

Mr.  Geo.  J.  Guy,  chairman  of  the  Hamilton  Harbor 
Commission,  has  been  appointed  vice-chairman  of  the  Cana- 
dian Deep  Waterways  and  Power  Association. 

Mr.  E.  J.  Smith,  formerly  Secretary-Treasurer  of  Jas.  A. 
Wickett,  Ltd.,  general  contractors,  Toronto,  recently  left 
that  position  to  become  associated  with  Wells  &  Gray. 

Mr.  Henry  Hymmen,  who,  for  the  past  nineteen  years, 
has  been  superintendent  of  the  Kitchener,  Ont.,  waterworks, 
has  resigned  this  position  in  order  to  become  manager  of 
the  plant  of  the  Dominion  Products  Co.,  Guelph,  Ont. 

Mr.  Lewis  D.  Walker  is  leaving  the  engineering  staff  of 
the  British-American  Nickel  Corporation,  Deschenes,  Que., 
which  he  joined  last  March  on  his  return  from  overseas,  to 
take  a  position  at  waterworks  engineer  and  inspector  for 
the  Canadian  Fire  Underwriters'  Association,  Toronto. 

Mr.  J.  Campbell  Brady,  of  the  British  Columbia  public 
works  department,  has  been  promoted  to  the  rank  of  dis- 
trict engineer  and  will  be  in  charge  of  No.  6'district,  with 
jurisdiction  over  Cranbrook,  Fernie  and  Columbia  ridings. 

Mr.  Pierre  Charton,  of  Charton  and  Beique,  civil  en- 
gineers, Montreal,  has  been  awarded  the  Croix  de  Guerre 
and  been  mentioned  in  the  orders  of  the  day,  for  his  con- 
duct at  the  front  during  the  war.  Mr.  Beique  is  a  natural- 
ized Canadian,  being  of  French  birth,  and  volunteered  for 
duty  with  the  French  Army.  He  distinguished  himself  while 
commander  of  the  6th  Regiment  of  Engineers,  and  as  liaison 
officer  between  the  Railway  Sappers  and  British  Army. 

Mr.  Marcel  Pequegnat,  former  assistant  city  engineer  of 
Kitchener,  Ont.,  has  been  appointed  superintendent  of  the 
Water  Commission  to  succeed  Mr.  Henry  Hymmen  who 
resigned  recently.  Mr.  Pequegnat  has  been  in  close  touch 
with  the  affairs  of  the  Commission  for  some  time  in  the 
capacity  of  advising  and  consulting  engineer  and  is  there- 
fore especially  qualified  to  fill  the  position.  Mr.  Pequegnat 
was  for  several  years  demonstrator  at  the  School  of  Prac- 
tical Science,  Toronto. 


Obituary 

Mr.  Alexander  Bourgeois,  engineer,  of  Ottawa,  Ont., 
died  recently  at  the  age  of  59  years.  Mr.  Bourgeois  was 
born  in  Joliette,  Que.,  and  took  up  residence  in  Ottawa  at 
the  age  of  13.  He  had  been  employed  in  the  Public  Works 
Department  for  the  past  28  years. 

After  but  a  week's  illness,  Mr.  Oscar  Beaudry,  contrac- 
tor, of  Montreal,  died  in  that  city  recently  from  congestion 
of  the  lungs.  Mr.  Beaudry,  who  was  56  years  of  age,  was 
well  known  in  Ottawa,  having  lived  in  that  city  all  his  life 
until  three  years  ago  when  he  took  up  residence  in  Mon- 
treal. 


Contracts  Department 


News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Chatham,  Ont. 

By-law  passed  authorizing-  the  carry- 
ing out  of  the  Thames  River  proposi- 
tion including  4  miles  22  in.  wooden 
pipe,  pumping  station,  rapid  sand  gra- 
vity niters  and  elevated  tank,  at  an  esti- 
mated cost  of  $300,000  for  City;  clerk, 
W.  G.  Merritt.  Engineers,  E.  A.  James 
Co.,  Excelsior  Life  Bldg.,  Toronto. 

Foxwarren,  Man. 

By-law  for  roads  throughout  Munici- 
pality of  Ellice  passed.  Tenders  will  be 
called.     Clerk,  H.  Denham,  Foxwarren. 

Guelph,  Ont. 

Tenders  received  until  Jan.  19th  by  F. 
McArthur,  engineer  for  City,  for  the 
manufacture  and  delivery  f.o.b.  cars, 
of  approximately  the  following  quanti- 
ties of  wood  pipe,  to  be  used  in  the  con- 
struction of  a  water  supply  conduit: 
1,500  ft.  of  8  in.,  1,500  ft.  of  12  in.  and 
15,000  ft.  of  24  in 

Hamilton,  Ont. 

By-law  passed  approving  of  construc- 
tion of  storm  over-flow  sewers  to  cost 
$850,000  for  City.    Clerk,  S.  H.  Kent. 

Ratepayers  have  passed  by-law  ap- 
proving of  improvements  to  highways 
costing  $50,000  for  City.  Clerk,  S.  H. 
Kent. 

Kitchener,  Ont. 

Waterloo  County  Council  plans  to 
build  a  concrete  road  from  Gait  to  Hes- 
peler  and  to  the  borders  of  Waterloo 
County  between  Guelph  and  Hespeler  as 
part  of  provincial  county  highway  sys- 
tem. Wellington  County  officials  are 
asked  to  consider  construction  of  their 
portion  of  the  road  from  Guelph  to 
meet  it.  Clerk  for  Waterloo  County,  S. 
Cassel,  Kitchener. 

London,  Ont. 

By-law  passed  authorizing  expenditure 
of  $100,000  on  construction  of  reservoir 
and  mains,  total  cost  $500,000,  for  City. 

Oshawa,  Ont. 

Gore,  Nasmith  &  Storrie,  engineers, 
409  Confederation  Life  Bldg.,  Toronto, 
will  report  on  additions  to  the  sewage 
system  and  the  construction  of  a  sewage 
disposal  plant  for  Town.  Clerk,  Thos. 
Morris,  Oshawa. 

Penticton,  B.  C. 

By-law  will  be  submitted  in  January 
for  new  domestic  water  reservoir  for 
equalizing  and  fire  protection  purposes 
at  cost  of  $12,000  and  for  extension  of 
water  mains  to  cost  $23,000,  for  Town. 
Address  town  clerk. 

Russell,  Man. 

By-law  for  roads  throughout  Munici- 
pality passed.  Tenders  will  be  called. 
Clerk,  A.  B.  Callin,  Russell. 

Scarboro,  Ont. 

By-law  passed  re  construction  of  Wa- 
ter system  to  cost  $300,000  for  Scarboro 


Township;  clerk,  W.  D.  Annis,  Scar- 
boro. Engineers,  E.  A.  James  Co.,  Ex- 
celsior Life  Bldg.,  Toronto. 

St.  Martin  De  Beauce,  Que. 

Municipality  plans  to  gravel  Front  Rd. 
Sec.-treas.,  E.  E.  Poulin,  Bolduc,  Que. 

St.  Sylvestre,  Que. 

Town  plaas  gravelling  of  roads.  Sec.- 
treas.,  J.  A.  Payeur. 

St.  Vital,  Man. 

Municipality  of  St.  Vital  plans  con- 
crete paving  on  St.  Ann  Rd.  Tenders 
will  be  called. 

Thedford,  Ont. 

Lambton  County  Council  plan  road 
improvements  to  cost  $20,000,  also  pur- 
chase of  stone  crushing  and  road  build- 
ing equipment.  Chairman,  John  B. 
Woodhall.  Thedford. 

Toronto,  Ont. 

Tenders  received  until  Jan.  20th  by 
Mayor  T.  L.  Church  on  construction  of 
following  sewers  for  City:  Dufferin  St., 
relief  sewer,  Boultbee  Ave.,  relief  sewer, 
Sterling  Rd.,  relief  sewer,  Chaplin  Cres.. 
Duplex  Ave.  and  Lawton  Ave. 

Railroads,  Bridges  and  Wharves 

Calgary,  Alta. 

City  engineer.  Mr.  Craig,  is  prepar- 
ing plans  for  $207,000  bridge  ' to  cross 
Bow  River.  Work  will  be  done  by  day 
labor;  tenders  will  be  called  for  12,000 
barrels  of  cement  and  the  necessary 
structural  steel.  City  Commissioner,  Mr. 
Graves. 

Granby,  Que. 

Montreal  &  Southern  Counties  Rly. 
Co.  will  build  bridge  over  Yamaska 
River  for  use  of  cars,  vehicles,  etc. 
Owner,  City  Council;  secy.-treas.,  Ar- 
thur Monty. 

Prairie  Siding,  Ont. 

Townships  of  Tilbury  East,  Raleigh 
and  Dover  have  petitioned  Dominion 
Government  to  erect  steel  bridge  cost- 
ing $200,000  over  Thames  River. 

Vancouver,  B.  C. 

Consolidated  American  Terminal  As- 
sociation, 1950-50  Church  St.,  New  York, 
plan  to  erect  railway  and  marine  ex- 
change building  to  cost  $50,000,000; 
president,  A.  P.  Gillies.  Expert  Service 
Terminals  report  by  Barclay,  Parsons  & 
Klapp  Co.,  60  Wall  St.,  New  York. 

CONTRACTS  AWARDED 

Acton,  Ont. 

Trafalgar  Township  Council  awarded 
general  contract  for  $120,000  bridge  to 
span  16  Mile  creek  at  Acton,  Ont.,  to 
Norman  McLeod  Ltd.,  Kent  Bldg.,  To- 
ronto. 

Ottawa,  Ont. 

Maritime  Bridge  Co.,  New  Glasgow, 
N.  S.,  have  general  contract  for  pontoon 
pipes  for  Dominion  Dept.  Public  Works. 

Victoria,  B.  C. 

Robertson  &  Partners,  522  Metropoli- 


tan Bldg.,  Vancouver,  have  general  con- 
tract for  round  house  costing  $30,000  for 
Canadian  National  Rly.,  head  office,  To- 
ronto. Contract  includes  erection  of 
round  house,  turn  table  and  machine 
shops. 

Public  Buildings,  Churches 
and  Schools 

Calgary,  Alta. 

Tenders  received  until  Feb.  5th  by  R. 
C.  Desrochers,  Ottawa,  for  post  office 
for  Dominion  Dept.  Public  Works.  Spe- 
cifications with  Chief  Architect,  Ottawa, 
Resident  Architect,  care  Receiver  Gen- 
eral's Bldg.,  Calgary,  and  Builders  Ex- 
changes, Winnipeg,  Toronto  and  Mon- 
treal, Post  Office,  Brandon  and  Winni- 
peg. 

Clinton,  Ont. 

Town  plans  erection  of  school  to  cost 
$75,000.    Mayor,  A.  T.  Cooper. 

Herbert,  Sask. 

By-law  re  erection  of  union  hospital  to 
cost  $40,000  for  Town  of  Herbert  and 
adjoining  municipalities  will  be  submit- 
ted April  first.  Plans  with  Provincial 
Govt.,  Regina. 

Montreal,  Que. 

L.  E.  Gingras,  1281  Berri  St.,  is  alter- 
ing building  for  dance  hall  at  cost  of  $5,- 
000.  Work  done  by  day  labor  under  su- 
pervision of  architect,  P.  L.  W.  Dupre, 
15  St.  Lawrence  Blvd. 

Ottawa,  Ont. 

Dominion  Govt.  Dept.  R.  N.  W.  M. 
Police)  plan  to  erect  barracks.  Minister, 
N.  W.  Rowell;  commissioner,  Mr.  Perry. 

Perth,  Ont. 

By-law  for  erection  of  memorial  hos- 
pital to  cost  $75,000  for  Town  will  be 
submitted  on  Jan.  12th.  Clerk,  John  A. 
Kerr. 

Toronto,  Ont. 

By-law  re  erection  of  live  stock  arena 
to  cost  $800,000  for  City  passed.  Mayor, 
T.  L.  Church,  City  Hall. 

W.  W.  Pearse,  sec.-treas.,  155  College 
St.,  calls  for  tenders  until  Jan.  22nd  on 
all  trades  for  addition  to  Earl  Grey 
School,  also  addition  to  Wilkinson  St. 
School  for  Bd.  of  Education. 

Vercheres,  Que. 

R.  C.  School  Commissioners  plan  erec- 
tion of  school  to  cost  $50,000.  Presi- 
dent, M.  Beaudry;  probable  architect,  P. 
L.  W.  Dupre,  15  St.  Lawrence  Blvd., 
Montreal. 

Windermere,  Ont. 

The  Windermere  Golf  &  Country 
Club  Ltd.  have  been  incorporated  and 
have  secured  144  acres  with  buildings 
which  they  plan  to  alter.  An  18  hole 
course  will  be  laid  out.  Sec.-treas.,  J. 
Stanley  Livingstone,  45  Scott  St.,  To- 
ronto. 
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Winnipeg,  Man. 

Tenders  for  school  received  until  Jan. 
31st  by  secretary  of  Blairholm  School 
District  No.  1949,  care  Provincial  Dept. 
of  Education,  Winnipeg.  Specifications 
at  Dept. 

CONTRACTS  AWARDED 
Cap  De  La  Madeleine,  Que. 

U.  W.  Rousseau  has  general  contract 
for  school  costing  $84,400  for  R.  C. 
Commission. 

Halifax,  N.  S. 

Repairs  to  isolation  hospital  costing 
$6,625  for  City:  Electrical  work.  Farqu- 
har  Bros.,  Barrington  St.;  plumbing.  X. 
Bay,  care  general  contractor,  Ralph  E. 
Ward,  222  Oxford  St.;  plastering,  E. 
McMillan,  care  Mr.  Ward;  painting,  J. 
Southwell,  care  Mr.  Ward. 

L'Islet,  Que. 

J.  A.  T.  Dionne.  14  St.-  Joseph  St., 
Quebec,  has  general  contract  for  college 
costing  $30,000  for  School  Bd.;  president. 
Rev.  E.  Dionne. 

Toronto,  Ont. 

Addition  to  school  costing  $175,000  for 
Bd.  of  Education:  Carpentry,  $25,000,  C. 
F.  Till,  103  Bay  St.;  ornamental  iron, 
$1,985,  Canadian  Ornamental  Iron  Co., 
88  River  St.;  blackboards.  J.  G.  Gibson 
Marble  &  Granite  Co.,  52  Winchester 
St.;  asphaltic  floors.  Construction  Sup- 
ply Co.,  Harbour  Commission  Bldg.: 
plastering,  R.  C.  Dancy,  57  Kendall  Ave. 

Public  hall  costing  $25,000,  architect, 
J.  A.  Thatcher,  37  Cowan  Ave.:  Ma- 
sonry, C.  O.  Waters,  569  Shaw  St.;  car- 
pentry, F.  J.  L.  Murphy,  24  Ontario  St. 

Windsor,  Ont. 

Sam  Dinsmore,  7  Royal  Bank  Bldg., 
has  general  contract  for.  school  costing 
$400,000  for  Bd.  of  Education. 


Business  Buildings  and  Indus- 
trial Plants 

Arnprior,  Ont. 

Griffith  McNaughton  Ltd.  are  having 
plans  prepared  for  remodelment  of 
building  for  factory. 

Burt  Station,  Ont. 

Calder  Pulp  &  Timber  Co.  are  erect- 
ing rossing  plant;  cost,  $35,000.  Supt. 
John  D.  Roche,  P.  O.  Box  43,  Cochrane, 
Ont.;  sec.-treas.,  Chas.  Miller,  Buch. 
Ont. 

Charlottetown,  P.  E.  I. 

C.  B.  Chappell  &  Hunter,  architects, 
Des  Brisay  Blk.,  are  preparing  plans  for 
store  and  office  building  costing  $25,000 
for  G.  J.  Rogers,  230  Prince  St.  Owner 
will  call  for  tenders  on  Jan.  31st  for 
roofing,  plumbing,  heating  and  electrical 
work. 

Clinton,  Ont. 

J.  J.  Merner,  Seaforth,  Ont.,  plans  to 
erect  flax  mill;  cost,  $28,000.  Prices 
wanted  on  machinery. 

Edmonton,  Ont. 

Cockshutt  Plow  Co.,  Gariepy  Block, 
plan  to  erect  warehouse;  prices  wanted 
on  all  materials. 

Edmonton,  Alta. 

J.  J.  McLaughlin,  Bottling  Works, 
9641  102A  Ave.,  Edmonton,  plan  erec- 
tion of  warehouse.  Prices  wanted  on  all 
materials. 

Goderich,  Ont. 

L.  R.  Steel  Co.,  Royal   Bank  Bldg., 


Toronto,  have  leased  large  store  and  will 
remodel  and  instal  equipment  for  de- 
partmental store.  Work  will  be  done  by 
Construction  Department  of  Owner  in 
Buffalo. 

Haileybury,  Ont. 

Temple  Association  plan  to  erect  busi- 
ness block  containing  two  stores,  as- 
sembly hall,  lodge  rooms,  office  suites; 
cost,  $35,000.  Interested,  J.  T.  Leish- 
man,  58  Main  St. 

Hartland,  N.  B. 

Hartland  Clothing  Co.  plan  to  erect 
factory,  cost,  $8,000.  Manager,  R.  W. 
Cameron. 

London,  Ont. 

Erection  of  hotel  to  cost  $500,000  is 
planned.  Interested.  Geo.  M.  Reid,  395 
Clarence  St. 

Montreal,  Que. 

J.  Melville  Miller,  architect,  364  Dor- 
chester St.  W.,  is  preparing  plans  for 
alterations  to  office  building  for  Fair- 
banks Gosselin  &  Co.,  86  St.  Francis 
Xavier  St. 

Ottawa,  Ont." 

W.  Smith,  11  Howe  Ave.,  Neurachel, 
New  York,  U.  S.  A.,  wants  prices  at 
once  on  motor  and  heavy  electrical 
equipment  for  steam  laundry. 

Peterboro,  Ont. 

Citizens  have  passed  by-law  granting 
the  Canadian  Aladdin  Co.,  C.  P.  R.  Bldg.. 
Toronto,  certain,  privileges  on  the  erec- 
tion of  their  factory  to  cost  $75,000. 

Quebec,  Que. 

P.  L.  Lortie,  138  Bridge  St..  will  erect 
garage  costing  $25,000  by  day  labor. 

St.  John,  N.  B. 

Erection  of  hotel  is  planned.  Inter- 
ested. Percy  Thompson,  care  Wm.  Thom- 
son Co.,  22  King  St.,  Chairman  of  Build- 
ing Committee. 

St.  Thomas,  Ont. 

Transcanada  Theatres  Ltd.,  Montreal, 
Que.,  plan  to  remodel  building  for  thea- 
tre. Manager.  John  R.  Minhinnick, 
Grand  Opera  House,  London,  Ont. 

Tara,  Ont. 

R..  P.  Lochead  has  purchased  site  and 
plans  to  erect  store. 

Toronto,  Ont. 

Nut  Krust  Ltd.,  head  office,  10  Front 
St.  E.,  Toronto,  plan  to  open  stores  in 
Stratford.  Lindsay,  London  and  Toron- 
to (Bloor  and  Bathurst).  Will  remodel 
stores  to  suit  their  needs.  Manager,  H. 
F.  Williams. 

Kelly-Springfield  Tire  Co.,  Seventh 
Ave.  at  57th  St.,  New  York,  N.  Y.,  plan 
to  erect  factory  in  Canada,  but  have  not 
decided  on  location.  Vice-President,  C. 
A.  Brown. 

I.  T.  S.  Rubber  Co.  of  Canada,  22  Mu- 
lock  Ave.,  are  building  addition  to  fac- 
tory costing  $15,000  and  are  supervising 
construction.  Smaller  trades  will  be 
let.    Supt,  L.  S.  O'Dell. 

W.  D.  Beath  &  Son,  386  Symington 
Ave.,  will  make  alterations  to  office  and 
warehouse.  Engineer,  A.  W.  Harkness, 
Confederation  Life  Bldg. 

Kling  Bros.,  125  Queen  W.,  are  put- 
ting in  foundation  for  $40,000  factory. 
They  will  let  contract  for  superstructure 
later.  Architect,  B.  Swartz,  336  Dundas 
W. 

W.  C.  Locke,  general  contractor,  2139 
Gerrard  St.  E.,  calls  for  tenders  on  steam 
heating,  felt  and  gravel  roofing,  electric 
lighting,  plumbing,  lime  and  sand  plas- 


tering for  factory  costing  $15,000  for  J. 
H.  Locke,  616  St.  Clarens  Ave. 

A.  E.  Furniss  &  Co.,  64  Woodycrest 
Ave.,  are  erecting  three  stores  and  apart- 
ments and  are  carrying  out  masonry  and 
carpentry.  Plumbing,  heating,  plaster- 
ing, painting  and  electrical  work  will  be 
let. 

H.  Burnsides,  48  Woodycrest  Ave., 
will  call  for  tenders  shortly  on  all  trades 
for  public  garage  costing  $20,000. 

Tenders  called  until  Jan.  12th  for  con- 
crete, masonry,  carpentry,  roofing,  heat- 
ing, plumbing,  painting  and  electrical 
work  for  factory  for  W.  J.  Haire,  484 
College  St. 

Teagle  &  Son,  310  Davenport  Rd., 
have  general  contract  for  alterations  and 
additions  to  bank  for  Canadian  Bank  of 
Commerce,  23  King  W. 

Fruit  store,  stable  and  apartments 
costing  $7,500  for  Vito  Jenard,  303  Ron- 
cesvalles  Ave.:  General  contract,  carpen- 
try, Joe  Richichi,  117  Coleman,  who 
wants  prices  on  glass  and  lets  heating, 
painting  and  electrical  work;  roofing, 
Danforth  Roofers,  8  Barrington  Ave.; 
plumbing  let,  name  withheld. 

Five  stores  and  apartments  costing 
$5,000  each  for  F.  Taylor,  1150  Daven- 
port Rd.:  Masonry,  T.  Bergham,  105 
McRobert  Ave.;  roofing,  Harris  &  Mar- 
son,  81a  Parkway  Ave.;  electrical  work, 

B.  C.  Taylor,  25  Marchmond  Rd.;  plumb- 
ing, J.  Kerney,  1128  Davenport  Rd.;  hot 
air  heating,  T.  B.  Davison,  350  Howland 
Ave.;  hot  water  heating,  J.  G.  Jackson, 
142  Quebec  Ave.;  plastering,  A.  J.  Mad- 
den, 1139  Dufferin  St.;  painting,  T.  Art- 
ridge,  care  general  contractor,  W.  G. 
McLean,  986  St.  Clarens  Ave.,  who  car- 
ries out  carpentry. 

Walkerville,  Ont. 

Eclipse  Machine  Co.,  Elmira,  N.  Y., 
U.S.A.,  have  purchased  factory  and  plan 
to  remodel  it.    General  Manager,  John 

C.  Ferguson. 

Wiarton,  Ont. 

Plans  will  be  prepared  for  dry  kiln  to 
cost  $5,000  for  Wiarton  Furniture  Co.; 
manager,  C.  Hill.  Prices  wanted  on 
steam  heating  equipment.  Erection  of 
chair  factory  costing  $25,000  is  also 
planned. 

CONTRACTS  AWARDED 
Coleman,  Alta. 

Roberts  &  Schaefer  Co.,  Chicago,  have 
general  contract  for  tipple  costing  $75,- 
000  for  McGillivray  Creek  Coal  &  Coke 
Co.,  Coleman,  Alta. 

Hamilton,  Ont. 

Adam  Clarke,  17  Main  St.  W.,  has 
plumbing  for  factory  costing  $8,000  for 
Canadian  Carbonate  Co.,  head  office,  220 
Chabot  St.,  Montreal.  W.  H.  Cooper, 
Clyde  Block,  Hamilton,  carries  out  ma- 
sonry, carpentry,  roofing  and  painting  in 
addition  to  general  contract. 

Montreal,  Que. 

Canada  Electric  Co.,  250  Beaver  Hall 
Hill,  has  electrical  work  for  office  build- 
ing costing  $100,000  for  Marcil  Trust 
Co.,  136  St.  James  St. 

Phoenix  Bridge  &  Ironworks  Ltd.,  83 
Colborne  St.,  have  structural  steel  work 
for  factory  costing  $75,000  for  Dominion 
Oil  Cloth  Co.,  1192  St.  Catherine  St. 

Addition  to  factory  costing  $10,000  for 
Berliner  Gram-O-phone  Co.,  St.  An- 
toine  and  Lenoir  Sts.:  Roofing,  Johns- 
Manville  Ltd.,  450  St.  Tames  St.;  sky- 
lights, Geo.  W.  Reed  &  Co.,  37  St.  An- 
toine  St. 

(Continued  on  page  52) 


CITY  OF  GUELPH 


Scaled  tenders,  addressed  to  the  City  Man- 
ager,  Guelph,  Ontario,  will  be  received  up  until 
noon,  Monday,  January  19th,  1920,  for  the  manu- 
facture and  delivery  F.O.B.  Cars,  Guelph,  of 
approximately  the  following  quantities  of  Wood 
Pipe,  to  he  used  in  the  construction  of  a  water 
supply  conduit.  Fifteen  Hundred  (1500')  feet 
of  S",  fifteen  hundred  (1500')  feet  of  12"  and 
fifteen  thousand  (l.r),000')  feet  of  24". 

Information  will  be  furnished  prospective  bid- 
ders on  application  to  the  City  Engineer. 
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McARTHUR, 

City  Engineer. 


WANTED — Superintendent  for  Stone  Quarry. 
Experience  necessary.  Apply  Hox  102,  Contract 
Record,   Toronto.  1 


Equipment  Wanted 

We  are  in  the  market  for  screening  equip- 
ment, conveyors,  screens,  etc.,  also  motors, 
standard  gauge  and  36  in.  gauge  locomotives 
and  4  cu.  yd., side  dump  cars  for  same.  What 
have  you  to  'offer?  Apply  Hox  10<i,  Contract 
Record,  Toronto,  Out.  1 


WANTED 


Austin  Cube  Mixer,  cu.  yd.  or  H  cu.  yd. 
Also  Austin  Excavator. 

State  lowest  cash  price,  capacity,  condition, 
and  full  information. 

Hox   -No.   104,   Contract  Record,  Toronto.  1 


To  Rent 


Stone  yard,  centrally  situated  in  Ottawa,  with 
railway  siding.  Containing  two  blade  Anderson 
circular  Diamond  saws  and  planer,  !'/•  ton  trav- 
elling crane  and  derrick  for  loading  and  unload- 
ing cars.  Also  Pollard  single  blade  Diamond 
saw  and  an  S  x  12  Gang  saw.  If  not  rented  this 
machinery  may  be  sold  separately. 

WRIGHT  &  CO., 
1  250  St.  Catharine  St.,  Ottawa. 


FOR  SALE 
Sand  and  Gravel  Pit 


On  Railway  Siding,  capacity  50  cars.  Situ- 
ated on  C.  P.  R.  Gravel,  concrete,  fine,  brick, 
asphalt,  moulding  and  silica  sand,  about  200 
acres.  Height  of  the  bank  75  ft.  The  only  pit 
which  can  control  Montreal  market.  Operating 
at  present  time. 

Address  P.  O.  Box  255,  Joliette,  P.Q.  1 


Miscellaneous 

Montreal,  Que. 

City  wants  prices  at  once  on  three  tons 
piere  white  lead  in  oil  (in  25  lbs.  Irons 
Gov't.  Standard),  5,000  ft.  rough  pine 
No.  E— I  in.  x  10  in.  x  12  ft.  up,  also  300 
lbs.  Murasco  white.  Purchasing  Supt., 
L.  Pion. 

Speculative  builder  wants  catalogues, 
prices  and  date  of  delivery  on  kalamein 
doors  and  windows.    Address  Speculative 


Builders,  care  I).  S.  Lawson,  119  Board 
of  Trade  Bldg.,  Montreal. 
Ottawa,  Ont. 

Calvin  Presbyterian  Church,  Sunny- 
side  Ave.,  plan  to  install  pipe  organ. 
Pastor,  Rev.  Orr  Bennett. 

Quarryville,  N.  B. 

Miraniichi  Quarry  Co.,  Quarryville,  N. 
B.,  want  to  purchase  second-hand 
Crude  Oil  Engine  about  50  h.p.  or  two 
engines  that  will  give  that  power. 

CONTRACTS  AWARDED 

St.  John,  N.  B. 

Fegles  Construction  Co.,  Fort  Wil- 
liam, Out.,  have  general  contract  for 
grain  conveyor  equipment  for  Dominion 
Dept.  Public  Works. 


Fires 

Beamsville,  Ont. 

Fire  estroyed  car  barns;  loss,  $75,000. 
Owner,  Hamilton,  Grimsby  &  Beams- 
ville Electric  Rly.  Co.,  Terminal  Sta- 
tion, Hamilton. 

Chambly  Canton,  Que. 

Fire  damaged  two  shoe  factories;  loss 
$100,000.  Owners,  Bennett  Ltd.,  59  St. 
Henry  St.,  Montreal,  will  repair  at  once. 

Edmonton,  Alta. 

Fire  destroyed  two  grain  elevators; 
loss,  $150,000.  Owners,  Western  Canada 
Flour  Mills  Co.,  will  likely  rebuild. 

Halifax,  N.  S. 

Fire  destroyed  warehouse  and  oil  sta- 
tion; loss  on  buildings,  15,000.  loss  on 
stock.  $85,000.  Owner.  Canadian  Oil  Co., 
local  manager.  R.  T.  Ellis,  Upper  Water 
St..  will  rebuild. 

Moncton,  N.  B. 

Fire  destroyed  car  barns;  loss.  $40,- 
000.  Owner,  Moncton  Tramway,  Electric 
&  Gas  Co. 

Quebec,  Que. 

Fire  destroyed  factory;  loss,  $20,000. 
Owners,  Messrs.  Maranda  &  Labres- 
que. 

St.  John,  N.  B. 

Fire  destroyed  stores;  loss,  $15,000. 
Owners,  Jacobson  Bros,  and  Jacob  Per- 
chanok,  will  rebuild  at  once. 

Three  Rivers,  Que. 

Fire  destroyed  hotel;  loss,  $16,000. 
Owner,  Eddy  Martin,  St.  Georges  St. 

Woodstock,  Ont. 

Fire  destroyed  machine  shop;  loss, 
$25,000.  Temporary  building  will  be 
erected  at  once;  prices  wanted  on  ma- 
chinery and  equipment.  Owner,  McKin- 
ney  Lumber  Co. 


Three  Planning  Commissions  in  One 
City 

City-planning  problems  in  Pittsburgh 
are  at  present  being  dealt  with  by  three 
different  bodies,  in  addition  to  the  city 
department  of  public  works  and  the 
county  engineer's  office.  There  is  a 
city  planning  commission  of  nine  mem- 


bers, appointed  by  the  mayor;  a  county 
planning  commission  of  some  25,  ap- 
pointed by  the  county  commissioners; 
and  a  volunteer  citizens'  planning  com- 
mission, which  has  recently  been  organ- 
ized and  has  engaged  a  consulting  en- 
gineer to  carry  on  its  studies.  The  act- 
ual official  authority  of  the  former  two 
bodies  is  small,  as  the  city  commission 
has  no  other  definite  authority  than  the 
approval  of  lot  subdivisions,  and  the 
county  commission  is  purely  advisory, 
on  subjects  referred  to  it  by  the  county 
board.  The  citizens'  body  is  entirely 
unofficial  and  will  presumably  aim  to 
accomplish  results  by  guiding  and  shap- 
ing public  opinion. 


Federal  and  Provincial  Housing  Aid  in 
Canada 

Housing  acts  have  ben  passed  by  a 
number  of  Canadian  provinces  to  take 
advantage  of  a  $25.0()0.000  Dominion  ap- 
propriation. Nova  Scotia,  Quebec,  On- 
tario. Manitoba.  Saskatchewan,  Alberta 
and  British  Columbia  are  included  in  the 
list.  The  applications  for  loans  made  by. 
47  municipalities  aggregated  $10,000,000. 


Iron  Ore  Output  Decreases 

Complete  statistics  of  iron-ore  mining 
in  1918,  compiled  by  Ernest  F.  Burchard 
of  the  United  States  Geological  Survey, 
show  a  decrease  of  4.7  per  cent,  in  out- 
put, but  an  increase  of  2.6  per  cent,  in 
value,  as  compared  with  1917  figures. 
The  quantity  of  ore  shipped  from  mines 
in  1918  was  72,021,202  gross  tons,  valued 
at  $244,308,147,  an  average  price  at  the 
mine  for  the  whole  United  States  of 
$3.39,  as  compared  with  an  average 
price  of  $3.15  in  1917. 


Ottawa  Conference  of  A.  C. 
B.  C.  I.  Changed  to 
Feb.  2-3-4 

The  dates  of  the  Ottawa  conference 
of  the  Association  of  Canadian  Building 
and  Construction  Industries  have  been 
changed  from  Jan.  27-30  to  Monday, 
Tuesday  and  Wednesday,  Feb.  2,  3  and 
4.  This  change  in  date  was  thought 
wise  owing  to  the  fact  that  the  former 
date  clashed  with  that  of  the  convention 
of  the  Engineering  Institute  of  Canada, 
and  a  number  of  construction  men  are 
members  of  both  organizations.  It  is 
hoped,  therefore,  that  the  change  will 
help  both  conventions.  The  A.C.B.C.I. 
will  meet  in  the  Chateau  Laurier,  and 
President  Anglin  and  the  Council  of  the 
Association  are  very  anxious  to  have  a 
representative  gathering  of  Canadian 
builders  and  contractors.  The  heartier 
the  co-operation  and  the  fuller  the  suc- 
cess of  the  Conference,  the  greater  will 
be  the  benefits  to  the  men  of  the  build- 
ing and  construction  industries.  Re- 
member the  dates — Feb.  2,  3  and  4,  and 
the  place — Chateau  Laurier,  Ottawa. 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 


WRITE  FOR  PRICES  AND  SPECIFICATIONS 

THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative: 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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Business  Buildings  and  Indus- 
trial Plants 

(Continued  from  page  49) 

Ottawa,  Ont. 

Taylor  &  Lackey,  90  Powell  Ave.,  have 
general  contract  for  dairy  building  for 
Dominion  Dept.  Public  Works. 

E.  Black  &  Co.,  7  McLean  St.,  have 
general  contract  for  factory  costing  $60,- 
000  to  $75,000  for  Dominion  Loose  Leaf 
Co.,  174  Wellington  St. 

Sanford,  Man. 

M.  Healy,  Swift  Current,  Sask.,  has 
general  contract  for  bank  costing  $4,000 
for  Union  Bank  of  Canada,  address  local 
manager. 

Toronto,  Ont. 

Thompson  Bros.,  Kyric  Bldg.,  have 
masonry  on  addition  of  new  mill  room 
and  dry  kiln  room  to  warehouse  for 
Otto  Higel  Co.,  080  King  St.  W. 

Office  building  costing  $20,000  for  A. 
D.  Waste  &  Bishop,  488  Spadina  Ave.: 
Steam  heating,  A.  Rawlings,  1187  Dover- 
court  Rd.;  plastering,  Taylor  &  Nes- 
bitt,  18  Havelock  St. 

Two  stores  and  apartments  costing 
$6,500  each  for  High  Park  Taylors,  3032 
Dundas  W. :  Tinsmithing  and  roofing, 
Superior  Roofing  Co.,  11  Fermanagh 
Ave.;  electrical  work,  Atlas  Electric  Co., 
3180  Dundas  W.  Tenders  called  for  plas- 
tering, painting,  plumbing  and  heating. 

Nine  stores  and  apartments  costing 
$4,000  each  for  S.  T.  Burgess,  care  Su- 
perintendent, W.  H.  Howard,  96  Lang- 
ford  Ave.:  Plumbing,  J.  T.  Bowes,  45 
Harcourt  Ave.;  heating,  Toronto  Fur- 
nace Co.,  Ill  King  St.  E. 

Four  stores  and  apartments  costing 
$5,000  each  for  Geo.  Davies,  39  Boon 
Ave.:  Roofing.  City  Roofing  Co.,  1036 
St.  Clarens  Ave.;  plastering,  W.  Law,  50 
Innis  Ave.  Owner  carries  out  plumbing 
and  heating  and  calls  tenders  on  paint- 
ing and  electrical  work. 

Undertaker  parlor,  chapel,  etc.,  for 
Maurice  R.  Nash.  1153  St.  Clair  Ave.  W.: 
Masonry,  G.  H.  Huckle,  18  Mackay  Ave.; 
carpentry,  E.  Rosser,  194  Boon  Ave.; 
roofing,  Hines  &  Marshall,  519  Salem 
AVe.;  plastering,  F.  Morrette,  1395  Lans- 
downe  Ave.  Plumbing  and  heating  let, 
name  withheld. 

Canada  Realty  Co.,  Kent  Bldg.,  have 
general  contract  and  will  let  sub  trades 
for  factory  costing  $40,000  for  Fielder 
Paper  Box  Co.,  208  Victoria  St. 

Factory  costing  $60,000  for  Soren 
Bros.,  549  King  St.  W.:  Masonry,  To- 
ronto Bricklayer  Co.,  211  Bellwoods 
Ave.;  carpentry,  Kamin  &  Gold,  1078 
Queen  St.  W. 

Four  stores  and  apartments  costing 
$6,000  each  for  A.  E.  Furniss  &  Co.,  64 
Woodycrest  Ave.:  Roofing,  Howard  & 
Turvill,  45  Lewis;  plumbing  and  heat- 
ing, H.  J.  Derrick,  47  Woolfrey  Ave. 

Two  stores  costing  $5,000  for  F.  E. 
Taylor,  2190  Gerrard  St.  E.:  Masonry, 
Geo.  Mitchell,  52  Coleridge  Ave.;  car- 
pentry, W.  S.  Gorman,  46  Malvern  Ave.; 
electrical  work,  Ed.  Taylor,  25^  Nor- 
wood Ave.;  plumbing,  Ernest  Emmott, 
51  Danforth  Ave.;  plastering,  W.  Page, 
care  owner;  roofing,  Danforth  Roofers, 
8  Barrington  Ave. 

Ramsden  &  Roxborough,  27  Welling- 
ton E.,  have  electrical  work  for  ware- 
house and  manufacturing  building  cost- 
ing $140,000  for  H.  Greisman,  240  Rich- 
mond W. 

N.  Swanston,  130  Ferrier,  has  plumb- 
ing and  Geo.  Mathewson,  734  Queen  St. 


E.,  has  heating  for  store  and  apartments 
costing  $5,000  for  Geo.  J.  Smith,  1001 
Queen  St.  E. 

Building  costing  $250,000  for  Adams 
Furniture  Co.,  26  Queen  W.:  Roofing, 
Douglas  Bros.,  124  Adelaide  W.;  paint- 
ing, Fred  G.  Roberts  Co.,  106  Wells  St.; 
electrical  work,  Ramsden  &  Roxborough, 
27  Wellington  E. 


Residences 

Brampton,  Ont. 

W.  Breden  Galbraith,  architect,  Ex- 
celsior Life  Bldg..  Toronto,  is  prepar- 
ing plans  for  residence  for  R.  Blaine 
Jr.,  Brampton.    Owner  takes  tenders. 

Cardigan,  P.  E.  I. 

Tenders  called  for  plumbing  and  heat- 
ing for  residence  costing  $30,000  for  Mrs. 
J.  P.  McNicholl,  care  architect,  C.  B. 
Chappell  &  Hunter,  Des  Brisay  Blk., 
Charlottetown.  Roofing  and  electrical 
work  will  be  let;  information  wanted  re 
roofing  tile. 

Kingsville,  Ont. 

Archibald  Dryburg  plans  to  erect  resi- 
dence. 

London,  Ont. 

P.  Murphy,  405  Dundas  St.,  plans  to 
remodel  three  residences  into  apart- 
ment suites. 

Montreal,  Que. 

Roberts  &  Wilder,  325  Bleury  St.,  are 
erecting  residences  costing  $10,000  and 
are  carrying  out  excavating  work  and 
masonry. 

Electrical  work,  plumbing  and  heating 
will  be  let  for  four  residences  costing  $5,- 
000  each  for  Z.  Trudeau,  283  Northcliffe 
Ave. 

Ottawa,  Ont. 

A.  J.  James,  74  Second  Ave.,  plans  to 
erect  residence. 

Harry  Morrison,  Euclid  Ave.,  and  W. 
H.  Lee,  57  Glen  Ave.,  each  plan  to  erect 
residences. 

Arch  Davidson,  Grosvenor  Ave., 
plans  to  erect  residences  costing  $5,000 
each;  private  plans. 

Caleb  Brookes,  520  Driveway  W., 
plans  to  erect  residence  in  spring. 

J.  A.  Verdon,  166  Hinton  Ave.,  has 
purchased  site  for  residence  and  plans  to 
build  in  spring. 

Wesley  Davidson,  69  Grosvenor  Ave., 
plans  to  erect  residences;  private  plans. 

Tenders  called  for  plumbing,  heating, 
plastering,  painting  and  electrical  work 
on  alteration  of  residence  into  apart- 
ment house  costing  $7,000  for  W.  Rus- 
sell White,  205  Fifth  Ave. 

John  W.  Wakeley,  594  Driveway 
West,  has  plans  and  calls  for  tenders 
on  apartment  house  costing  $25,000.  Ar- 
chitect, Fred  Booth,  112  Metcalfe  St. 

Plumbing,  heating,  plastering,  paint- 
ing and  electrical  work  will  be  let  for 
apartments  costing  $18,000  for  J.  A. 
Barrett,  53  Breezehill  Ave.  Architect,  R. 
E.  Coyles,  506  Metcalfe  St. 

P.  J.  Nolan,  Wellington  &  Booth 
Sts.,  plans  alterations  to  apartments. 

St.  Charles,  Man. 

E.  Manby,  589  Home  St.,  Winnipeg, 
plans  to  erect  residence;  cost,  $4,500.  In- 
terested in  plans  and  prices  on  materials. 

St.  Joachim,  Ont. 

Chas.  Adams  plans  to  erect  residence 
costing  $3,000. 

Toronto,  Ont. 

Hillcrest  Building    Co.,    453  Kendal 


Ave.,  are  erecting  one  pair  of  residences 
costing  $6,000  each  and  are  carrying  out 
masonry  and  carpentry.  Trades  will  be 
let. 

Tenders  called  on  plumbing,  heating, 
plastering,  painting  and  electrical  work 
for  residence  costing  $0,500  for  A.  R. 
Price,  65  Hepbourne  St. 

F.  R.  Fry,  72  Windermere  Ave.,  is 
erecting  residence  costing  $5,000  and  is 
supervising  work.  Plumbing,  heating, 
plastering  and  electrical  work  will  be 
let. 

W.  Breden  Galbraith,  architect,  Ex- 
celsior Life  Bldg.,  calls  for  tenders  on 
all  trades  for  residence  and  garage  cost- 
ing $20,000  for  Meyer  Brenner,  321  Ken- 
dal Ave. 

Tenders  called  by  W.  Breden  Gal- 
braith, Excelsior  Life  Bldg.,  on  tile  roof 
for  residence  and  garage  costing  $20,- 
000  for  Allen  Neilson,    323  Gladstone 

Ave. 

H.  W.  Manning,  321  Kendal  Ave.,  is 
erecting  residence  and  will  let  plumbing 
heating,  plastering,  painting  and  electri- 
cal work. 

Jas.  Bodie,  456  Pape  Ave.,  has  plans 
drawn  for  two  bungalows  costing  $5,000 
each.  Tenders  called  on  all  trades. 

Geo.  Drury,  54  Iona  Ave.,  is  erecting 
four  residences  costing  $5,000  each  and 
is  carrying  out  masonry  and  carpentry. 
Plumbing,  heating,  plastering,  painting, 
and  electrical  work  will  be  let. 

L.  Clair,  111  Nassau  St.,  is  erecting 
residence  costing  $5,500  and  is  carrying 
out  masonry  and  carpentry.  Plumbing, 
heating,  plastering,  painting  and  elec- 
trical work  will  be  let. 

W.  H.  Hughes,  24  Dunedin  St.,  is 
erecting  one  pair  of  residences  costing 
$3,500  each.  Smaller  trades  will  be  let. 

Plans  are  drawn  for  bungalow  costing 
$7,500  for  O.  H.  Moore,  135  Tyndall 
Ave.  Trades  will  be  let  and  prices  on 
material  required. 

H.  Addison  Johnston,  404  Lake  Front, 
is  erecting  bungalow  costing  $6,500; 
regular  staff  employed. 

I.  Broadway,  433  Kingston  Rd.,  is 
erecting  one  pair  of  residences  costing 
$4,000  each  and  is  carrying  out  mason- 
ry and  carpentry.  Tenders  called  on 
plumbing,  heating,  plastering,  painting 
and  electrical  work. 

Walkerton,  Ont. 

Clarence  Smith,  care  Smith  &  McCon- 
nell,  plans  to  erect  residence  costing  $4,- 
000. 

Whitby,  Ont. 

Herbert  Pringle,  architect,  is  prepar- 
ing plans-  for  residence  for  Francis  Mc- 
Intyre. 

CONTRACTS  AWARDED 
Halifax,  N.  S. 

Residence  costing  $5,000  for  A.  Gra- 
ham, care  R.  P.  Bradley  &  Son,  gen- 
eral contractors,  90  Willow  St.:  Plumb- 
ing and  heating,  Sullivan  &  Danboise, 
21  Bilby  St.;  electrical  work,  H.  E.  Red- 
mond, 65  Chebucto  Rd. 

Montreal,  Que. 

Residence  costing  $7,500  for  J.  P. 
Tremblay,  293  Prudhomme  Ave.:  Elec- 
trical work,  J.  A.  St.  Amour,  2171  St. 
Denis  St.;  plumbing  and  heating,  L.  P. 
Ducharne  &  Co.,  1995  St.  James  St. 

Napanee,  Ont. 

W.  J.  Jewell,  General  Contractor,  is 
arranging  to  build  residence  costing 
$8,000  for  Fred  Toverner.  Prices  want- 
ed on  car  of  2  in.  x  4  in.,  2  in.  x  10  in., 
2  ft.  x  6  in.    Hemlock,  including  10  M. 
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Baines  &  David,  Limited 

Toronto 

IRON  AND  STEEL  MERCHANTS 

Bars,  Angles,  Channels,  Beams, 
Shafting, — Screw  Stock, 

Cold  Drawn  Flats,  Squares,  Hexagons, 
Black  and  Galvanized  Sheets,  Plates, 
Box  Strapping,  Bolts,  Nuts,  Washers. 
Wire  Rope       Guy  Wire 

REINFORCING  STEEL 

Rounds,  Squares,  Square  Twisted  and  Deformed. 
Modern  equipment  for  bending  to  shape  ready 
for  placing.     Competent  engineers  employed. 

EXPANDED  METAL 

A  full  range  of  all  sizes  and  sections  carried  in 

stock. 


OFFICE:  STEEL  YARD: 

98  Esplanade  Eastern  Harbor  Terminals 

Telephone  Adelaide  6540 
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T.  and  (i.  Sheathing1,  Hardwood  Floor- 
ing, Shingles  and  Lath. 

New  Westminster,  B.  C. 

City  has  awarded  contracts  for  resi- 
dences under  housing  scheme  as  fol- 
lows: $2,850,  owner,  Leslie  O'Connor, 
general  contractor,  J.  W.  Hetherington; 
$:J,87.'),  owner,  W.  Mathews,  general  con- 
tractor, I).  Lightbody;  $-,850,  owner, 
Samuel  Harris,  general  contractor,  D, 
Lightbody;  $3,000,  owner,  W.  H.  Rogers, 

general  contractor,  James  &  Hayman. 
Address  owners  and  contractors  care 
City  Clerk. 

Powell  River,  B.  C. 

Geo.  Churchill  &  Sou  have  general 
contract  for  cottages  costing  $38,000  For 
1'owell  River  Co.,  Powell  River. 

Quebec,  Que. 

Joseph  Blais,  101  St.  Ignace  St.,  has 
general  contract  for  residence  costing 
$12,000  for  Chs.  O.  Lacroix,  Cartier  Ave. 

Telfordville,  Alta. 

Jack  Campbell,  I'emherton  Hill, -have 
general  contract  for  residence  costing 
$7,000  for  Ed.  Campbell,  Telfordville. 

Toronto,  Ont. 

Three  pair  residences  costing  $15,000 
for  F.  E.  Taylor,  IH'JO  Gcrrard  E.:  Mas- 
onry, Geo.  Mitchell,  52  Coleridge  Ave.; 
carpentry  and  roofing,  W.  S.  Gorman, 
40  Malvern  St.;  electrical  work,  Ed. 
Taylor,  25J4  Norwood  Ave.;  plumbing, 
Ernest  Emmott,  51  Amroth  Ave.;  heat- 
ing, J.  C.  McFadden,  :522  Danforth  Ave.; 
plastering,  W.  Page,  care  owner. 

Chas.  Barnard,  89  Woodbine  Ave.,  is 
erecting  two  residences  costing  $4,000 
each.  All  work  being  done  by  day  labor 
except  heating  and  plumbing,  which  the 
A.  J.  Wise  Heating  Co.,  Vaughan  Rd., 
are  carrying  out. 

Two  residences  costing  $4,500  each 
for  T.  Edmonds,  1248  Shaw  St.:  Elec- 
trical work,  B.  C.  Taylor,  25  March- 
mont  Rd.;  plumbing,  Arthur  Key,  54 
Arlington  Ave.;  heating,  Gurney  Foun- 
dry Co.,  King  St.  W.;  plastering,  R. 
Cudmore,  26  Bird  Ave. 

Residence  and  garage  costing  $8,500 
for  John  H.  Henderson,  80  Westminster 
Ave.:  Roofing,  Wardell  Bros.,  102  Es- 
sex Ave.;  electrical  work,  A.  T.  Brookes, 
66  Frizzell  Ave.;  plumbing  and  plaster- 
ing, let,  name  withheld;  steam  heating, 
R.  C.  Mansell,  85  Quebec  Ave. 

One  pair  of  residences  for  Allen  G. 
Love,  561  Shaw  St.:  Masonry,  Andy  T. 
Graham,  994  Dundas  W.;  carpentry,  J. 
Scott,  care  owner.  Tenders  called  for 
plastering,  plumbing,  heating,  painting 
and  electrical  work. 

Four  bungalows  costing  $5,000  each 
for  J.  Fogarty,  173  Carlaw  Ave.:  Elec- 
trical work,  N.  McLeod,  690  Danforth 
Ave.;  plumbing,  O.  Pritchard,  92  Red- 
wood; heating,  Mr.  Nelson,  care  general 
contractor,  Wm.  Pendleton.  615  Green- 
wood Ave.;  plastering,  G.  T.  Pritchard, 
98  Dawes  Rd. 

Thirty-three  residences  costing  $5,200 
to  $6,000  each  for  Fauver  &  Robb,  42 
Riverdale  Ave.:  Electrical  work,  River- 
dale  Electric  Co.,  240  Broadview  Ave.; 
plumbing,  A.  D.  McClay,  60  First  Ave.; 
heating,  Peerless  Furnace  Co.,  548  Col- 
lege St. 

Geo.  Plowman,  14  Hammersmith  Ave., 
is  erecting  three  residences  costing  $19,- 
000  and  is  carrying  out  carpentry  and 
roofing:  Masonry,  E.  J.  Sewell,  169 
Scarboro  Rd.;  Electrical  work,  Fred  W. 
Palmer,  96  Bellefair  Ave.;  plumbing,  W. 
E.    Manners,   2326   Queen   E.;  heating, 


Howard  Furnace  Co.,  371  Yonge  St.; 
plastering,  1-'.  Wylie,  care  owner;  paint- 
ing, Geo.  Lilley,  981  Logan  Ave. 

Residence  costing  $13,000  for  J.  A. 
Kitchen,  680  St.  Clair  Ave.  W.:  Elec- 
trical work,  Jack  Forsey,  5  Wychwood 
Ave.;  plumbing,  W.  Thomson.  38  Good- 
wood; heating,  R.  Steeu,  18  Frankish; 
plastering,  A.  li.  Roye,  147  Ascot. 

Residence  and  garage  costing  $10,500 
lor  John  Vokes,  878  Dupont  St.:  Car- 
pentry anil  roofing,  J.  II.  Fowler,  1550 
Bathurst  St.;  electrical  work,  E.  A. 
Drury,  164  Oakwood  Ave.;  plumbing, 
W.  G.  Mimms,  380  Concord  Ave.; 
plastering,  W.  Smith,  235  McRoberts 
Ave.,  Fairbanks  1'.  O. 

G.  \V.  Hudson.  2  19  Glendonwynne 
Ave.,  has  general  contract,  masonry  and 
carpentry  for  two  bungalows  costing 
$6,000  each  lor  \Y.  F.  Tnwnc,  254  Jar- 
vis  St.  Plumbing,  heating,  plastering, 
painting  and  electrical  work  will  be 
let. 


Power  Plants,  Electricity  and 
Telephones 

Laurel,  Ont. 

Amaranth  Township  Council  will  se- 
cure estimates  as  soon  as  possible  for 
line  through  Township  with  power  and 
lighting  systems  at  Laurel  and  Walde- 
mar.  Clerk.   Elijah   Hamilton,  Laurel. 

Ripley,  Ont. 

By-law  re  construction  of  hydro  sys- 
tem for  power  distribution  and  lighting 
to  cost  $10,000  for  Township  will  be  sub- 
mitted in  February.  Clerk,  Angus  Mar- 
tyn,  Ripley. 

Toronto,  Ont. 

Toronto  passed  by-law  granting  $4,- 
328,665  as  her  share  of  cost  in  construc- 
tion of  Hydro  radials  in  Ontario  for 
Hydro  Electric  Power  Commission  of 
Ontario,  190  University  Ave.,  Toronto. 

CONTRACTS  AWARDED 

Halifax,  N.  S. 

Chas.  B.  Naylor.  174  South  St.,  has 
plumbing  for  telephone  building  costing 
$35,000  for  Maritime  Telephone  Co., 
North  St.  Heating,  painting,  glazing 
and  electrical  work  not  let.  Architect,  A. 
R.  Cobb,  Tramway  Bldg. 

Nokomis,  Sask. 

The  Canadian  Fairbanks  Morse  Co. 
have  supplied  the  Town  with  two  en- 
gines, 15  and  25  h.  p.  and  other  appar- 
atus on  the  construction  of  electric  light 
plant  costing  $21,000. 


Incorporations 

Toronto,  Ont. 

Harris  Wood  Products  Co.,  head  of- 
fice, 164  Bay  St.,  have  been  incorporated 
with  capital  of  $100,000  and  will  manu- 
facture ready  made  houses,  etc.  Will 
either  buy  or  build  plant.  Wood  work- 
ing machinery  required. 


Miscellaneous 

Gait,  Ont. 

By-law  passed  approving  of  construc- 
tion of  heating  plant  to  cost  $30,000  for 
City.  Clerk,  J.  McCartney. 

Guelph,  Ont. 

By-law  passed  authorizing  construc- 
tion of  gas  holder,  etc.,  costing  $75,000 
for  City.  Clerk,  T.  J.  Moore. 

Hamilton,  Ont. 

By-law  passed  approving  of  construc- 


tion of  stadium  for  City.  Engineer,  John 
R.  Heddle. 

Peterboro,  Ont. 

By-law  authorizing  purchase  of  River- 
side Athletic  Ground  for  park  passed. 
Clerk,  S.  R.  Armstrong. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
Branches:  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Su  ccession  Duty  Bonds, 
also   Bonds  for  Special  Purposes 


THE 

Canadian  Surety  Co. 

Specialists  in 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile,   Burglary,   Plate  Glass 
INSURANCE 

Head  Office:  26  Wellington  Street  E. 

Toronto,  Ont.  Phone  M.  2609  -1840 

Branch  Offices: 
Montreal   Trust    Bldg.,    Montreal,  Que. 
90S  Paris  Bldg.,  Winnipeg,  Man. 
Representatives  in  all  Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 


Power  &  Son, 

Architects  and  Building  Surveyors 


Merchants  Rank  Chambers, 

Kingston,  Canada 


You  may  know  you  can 
complete  any  contract  you 
undertake,  but  modern 
business  methods  require 
security  that  you  can — - 
Business  men  prefer  our 
bond. 


Inttrd  &iat*fl  Jfftiirlttg  $c 
(guaranty  (Hampang 

Resources  Over  -  -  $20,000,000 
Canadian  Securities     -  $1,162,000 

Htad  Offic, 
36  Toronto  St.  -  TORONTO 

Branch  Offica 
P.ris  Building     ■  WINNIPEG 
112  Si.  Junes  S«.  -  MONTREAL 

ARTHUR  E.  KIRRPATRICK, 

SiONBVW.  BAND,  Am.  £wnfM«wr 
w   R  KIRCFATRICX. 
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BARS  BENT  TO  SHAPE  FOR  BEAMS,  STIRRUPS,  ETC. 

PROMPT  SHIPMENT 


6 
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The  Arctic  Water  Meter 


A  PRACTICAL 
FOR  ALL 


WATER  METER 
SEASONS 


The  top  casing  is  made  of  bronze  with  a  cast  iron, 
breakable  bottom  plate,  strong  enough  to  resist  any 
unusual  pressure,  but  designed  to  break  when  ex- 
posed to  the  excessive  strain  imposed  by  freezing. 

When  the  water  freezes  the  abided  pressure  of  the 
expanded  ice  breaks  the  lugs  from  the  bottom  of  the 
plate  allowing  the  disc  chamber  and  intermediate 
to  move  freely  with  the  expanding  ice,  the  chamber 
sections  separating  and  relieving  the  working  parts 
of  the  meter  from  any  damage. 

Made  in  ffi,  %"  x  and  1"  sizes. 

Send  for  booklet  and  further  particulars. 
Canadian  Sales  Agents 

Booker  &  McKechnie 

285  Beaver  Hall  Hill,  Montreal 


ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 

Manufacturers  and  Erectors 


Head  Office- 
95  King  Street  East 
TORONTO 


Works- 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.     SAULT  STE.  MARIE,  ONT. 

SALES  OFFICE:  TsTIO  sT^  VTTsT* 

400  McKinnon  Building  M  M  1UKUW1U 
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SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel 
Tanks  and  substructures 
for  factory  sprinkler  sys- 
tems and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work. 

Send  us  your  blue  prints 
for  estimates. 


Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Limited 

Toronto       Montreal       Winnipeg  Calgary 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 

Air  Compressors  Locomotives 


Boilers 
Buckets 
Cars 

Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—280] 
Yard*  and  Shops — New  Toronto,  Canada 


THE  ENGINES/REFINEMENT 

firtes(  boats  t/tat /Yoai 

STERLING  COMMERCIAL  ENGINES 

operate  at  speeds  of  800  to  1400  R.P.M.  for  centrifugal  sanitary 
service  or  "Booster"  pumps. 


Model  KC2.  17  2.",  HI'..  I  cylinder  Sterling,  direct  connected  to 
Kingsford  Single  stage  turbine  sanitary  pump,  suction  12",  discharge 
10".  total  head  30  ft.,  speed  1200  R.P.M.    Installed  at  St.  Johns,  Que. 

Our  commercial  catalog  (on  request)  lists  the  remarkable  advance- 
ments of  Sterlings  as  marine  engines.  The  commercial  motor  is  just 
as  dependable  and  efficient  at  high  speeds  as  the  marine  engine. 

STERLING  ENGINE  CO.    Dept.  C-9     Buffalo,  N.  Y. 

12  to  300  II. P.  Marine  and  Stationary  Engines  for  pump  and 
electric  generator  drives. 


W 


Absolutely 
Satisfactory  " 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 


58 


THE  CONTRACT  RECORD 


January  7,  1S20 


WIRE 
ROPE 


Made  in 
Canada 


Transmission  and  Haul- 
age Rope,  Hoisting  Rope, 
Flexible  Hoisting  Rope, 
Mooring  Lines, 
Drilling  Cables, 
Sash,  Cord, 
Tiller  Rope, 
Rope  Slings,  etc. 
Let  us  quote  you. 


Toronto 

Canada 

Phone  Belmont  2300 


District  Offices  and 
Warehouses : 

674   Barrington  St. 
HALIFAX,  N.S. 

592  Notre  Dame  Ave. 

W.,  WINNIPEG 
143    Beaver   Hall  Hill 
MONTREAL 

738-llth  Ave.  West 
CALGARY,  ALTA. 

358  Water  St. 

VANCOUVER 


Economic  Heaters 


The  Essence 
of  Fuel 
Conservation 

Suitable  for 
Community  Heating 


Economic  Heaters  double  the  effici- 
ency of  the  hot  water  system.  They 
have  been  repeatedly  tested  out  and 
in  every  case  have  proved  our  claims. 
Our  guarantee  covers  twenty  years. 
If  after  installation  any  Economic 
Heater  does  not  give  entire  satisfac- 
tion, we  will  remove  it  and  stand  all 
expenses.  Let  us  show  you  why  the 
Economic  gives  such  service. 


The  Montreal  Machine  Shop 

LIMITED 

481  Ontario  Street  East  ~  ~  MONTREAL 
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STEAM 


ROAD  ROLLERS 

MADE  IN  CANADA 

Offered  to  you  with  our  Guarantee 

10      —       12%      —      15  tons 

MUSSENS  LIMITED 


MONTREAL    QUEBEC— Pruneau  &  Co. 
WINNIPEG 

VANCOUVER  TORONTO-c°nfederation  Lifc  Bi«g 


A  High  Pressure 
Single-stage  Cen- 
trifugal Pump, 
Adaptable  for 
Power  Plants 


tn  addition  to  its  efficiency  i^^^^^^HH^^HH^HH 

and  ruggedness  this  pump 

possesses  a  number  of  notable  features,  among  which  is 
horizontally  split  shell,  making  it  possible  to  remove 
impellers  and  shaft  without  breaking  suction  and  dis- 
charge connections.  Another  feature  is  the  double  suc- 
tion design  of  the  impellers  which  overcomes  end  thrust. 
Impellers  are  of  enclosed  type  and  made  of  cast  iron 
or  bronze  according  to  requirements.  Another  import- 
ant advantage  is  the  use  of  labrynth  wearing  rings,  re- 
ducing to  a  minimum  the  leakage  from  discharge  to 
suction  chambers. 

This  pump  is  built  in  capacities  of  75  to  100,000  g.p.m. 
and  for  total  heads  up  to  200  ft.  When  furnished  with 
motor  and  direct-connected  by  flexible  shaft  coupling,  as 
illustrated,  it  is  known  as  our  Type  DSMD,  and  when 
furnished  with  motor  base  without  motor  it  is  called 
Type  DSMB. 

Ask  for  Catalog  149  describing  50  styles 

THE  AMERICAN  WELL  WORKS 

Gen.   Works  &   Works.  Aurora,  111. 
Chicago   Office,   First  Nat.   Bank  Bldg. 
Calgary,  Edmonton,  Montreal,  Chatham,  Vancouver,  Winnipeg 


We  make  a  specialty  of 
unloading  cars  of 

SAND,  GRAVEL,  CRUSHED  STONE 
COAL,     CEMENT    AND  BRICK 

Get  our  Prices 

Contractors  Transport  Company 

Main  4570         401  Lumsden  Bldg.,  Toronto 


MACLEAN    DAILY  REPORTS 

are  helping  scores  of  progressive 
firms  to  a  solution  of  the  ever 
present  problem  of  how  to  sell 
more  at  a  REDUCED  SALES 
COST.  They  are  to  the  business 
man  what  the  compass  is  to  the 
mariner. 
Rates  and  samples  on  request. 

MacLean  Daily  Reports  Ltd. 

345  Adelaide  St.  West,  Toronto. 


J.  G.  AlUn,  President 


James  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  CO. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 


HAMILTON,  ONT. 


so 
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There  is  No  Standing  Still 

Factories,  office  buildings,  school  buildings,  residences,  pave- 
ments, sewers,  water  works  systems,  roads,  bridges,  the  develop- 
ment of  our  railroads — these,  and  other  important  building  and 
construction  work,  are  in  progress  and  contemplated.  The  outlook 
in  the  Canadian  construction  field  is  indeed  bright. 

•Every  municipality — every  province — as  well  as  many  private 
enterprises,  have  plans  made  which  will  mean  the  spending  of 
many  millions  of  dollars.  Canada  cannot  remain  still — CANADA 
MUST  AND  WILL  GO  AHEAD. 

The  success  of  the  Victory  Loan  shows  there  is  sufficient 
money  in  Canada  to  finance  all  legitimate  undertakings. 


The  Contract  Record  &  Engineering  Review 

reaches  the  men  responsible  for  doing  big  things  in  the  engineer- 
ing, contracting  and  municipal  fields. 

Millions  of  dollars  of  material,  equipment,  and  machinery 
will  be  purchased  for  use  in  building  and  construction  in  the 
early  spring. 

An  advertisement  in  the  CONTRACT  RECORD  &  ENGI- 
NEERING REVIEW  reaches  the  executives  with  the  buying 
power. 

Let  us  tell  you  more  about  the  CONTRACT  RECORD  and 
the  field  it  covers. 


,    | .  M  ESTABLISHED  IB86  ^ 

(ontract  Record 

^>  Engineering  Review 

347  Adelaide  Street  West,  TORONTO 
Branches : 


MONTREAL. 
NEW  YORK. 


WINNIPEG. 
CHICAGO. 


VANCOUVER,  B.C. 
LONDON,  ENG. 
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Tarvia  Drives  in  Ottawa 

WHEN  some  years  ago  the  Ottawa  Improve- 
ment Commission  undertook  the  reconstruc- 
tion and  improvement  of  many  of  the  Capitol's  im- 
portant drives  and  roads,  it  turned  to  Tarvia  as  the 
most  satisfactory  and  economical  material  for  its 
purpose. 

Several  of  the  principal  driveways  of  the  Capitol, 
originally  waterhound  macadam,  were  first  resur- 
faced with  "Tarvia-X"  which  has  ever  since  been 
maintained  in  prime  condition  with  "Tarvia-B." 
Other  macadam  roads  not  so  badly  worn,  received 
merely  the  "Tarvia-B"  treatment.  The  results  in 
both  cases  have  been  entirely  satisfactory. 

A  Tarvia-surfaced  street  or  road  is  firm  and  tough 
and  slightly  resilient — just  the  qualities  that  are 
needed  to  hold  a  road  together  under  modern  auto- 
mobile traffic.  It  is  thoroughly  waterproof,  too,  and 
saves  the  road,  not  only  from  mud  and  dust,  but 


from  washing  out  in  autumn  rains  and  from  break- 
ing up  in  the  spring  thaws. 

Tarvia  is,  in  fact,  one  of  the  road  engineer's  best 
friends,  for  it  helps  him  to  secure  roads  of  great 
durability  and  to  preserve  them  at  moderate  cost.. 

There  is  a  grade  of  Tarvia  and  a  method  of  appli- 
cation to  meet  practically  every  road  condition.  If 
you  are  facing  some  special  problem,  why  not  put 
it  up  to  our  Service  Department? 

Illustrated  booklets  free  on  request. 


Preserves  Roads-Prevents  Dust 


Special  Service  Department 

This  company  has  a  corps  of  trained  engineers 
and  chemists  who  have  given  years  of  study  to 
modern  road  problems.  The  advice  of  these 
men  may  be  had  for  the  asking  by  any  one 
interested. 

If  you  will  write  to  the  nearest  office  regarding 
road  problems  and  conditions  in  your  vicinity, 
the  matter  will  be  given  prompt  attention 


MONTREAL  TORONTO 
WINNIPEG  VANCOUVER 
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r«m^n^ST.  JOHN,  N.B.    HALIFAX,  N.S.I 
IT  Company  SYDNEY,  N.s.  | 
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Architectural  Sheet  Metal 
Building  Material 


INCLUDING 


Embossed  Steel  Ceilings  and  Interior 
Decorations,  Galvanized  Cornices,  Sky- 
lights, Ventilators,  Finials,  Roofing,  Wall 
Ties,  Expanded  Steel  Lath,  etc. 


Send  for  our  Catalogue  and  Prices 


THE  GALT  ART  METAL  CO.,  LIMITED 


GALT, 


ONTARIO 


Electric  Derricks 

up  to  6  ton  capacity  and  70  ft. 
booms.  For  Stone  Yards, 
Quarries,    Stock   Yards,  etc. 


Mould  Sander  for 
Soft  Mud  Brick 

Strongly  made  of  the  best  material. 
Repairs  a  Specialty 

Also  Pumps,  Contr  actor  sf  Machinery,  Brick  Machinery,  Grey  Iron 
Castings  and  Gear  Cutting.  Write  for  particulars  and  prices 

JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt    Deliveries.        Attractive  Prices. 


Address  your  inquiries  to 

CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 
CHATHAM,  ONT.      275  Inshes  Ave. 

Associated  with 

PITTSBURGH-DES  MOINES  STEEL  CO. 

42  Church  St.  945  Curry  Bldg. 

New  York  City  Pittsburgh.  Pa. 

Des    Moines,    Iowa,    938    Tuttle  Street 


CRANES 


Heavy  Mill 
Crane 
Patented 


Made 
Canada 


Electric  and  Hand  Traveling  Cranes 
Electric  and  Air  Hoists 

NORTHERN    CRANE   WORKS,  LTD. 

WALKERVILLE,  ONT. 


THE  STEAM  IS  DRAWN 
 THE  BOILERS  — 


OFF 


into  the  heater,  heats  the  water  passing  through 
the  heater  and  keeps  up  a  constant  circulation 
of  hot  water  in  the  pipes— efficiently  heating  the 
building  and  supplying  hot  water  at  all  times  for 
the  faucets. 

The  Modern  Heater 

has  shown  a  reduction  of  25  in  coal  consump- 
tion. This  has  been  proven  by  tests.  We  will 
demonstrate  it  to  you. 

Write  for  interesting  booklet  on  heating  systems. 

Modern  Heating  &  Engineering  Co.  Limited 

83  Bleury  Street,  Montreal,  Que. 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling— Positively  LEAK  PROOF. 
We  are  the  originators  of  the  BORED  OUT  Wood  Sleeve  Coupling. 
Write  for  Illustrated  Catalogue. 

850  Hastings  St.  W.      VANCOUVER,  B.C 


National  Iron  Corporation 


LIMITED 


Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


<;-! 
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"Galvaduct"  and  "Loricated" 

Conduits 

for  Interior  Construction 

Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letter*  Patent 

Toronto      -  Canada 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 

TORONTO 


Montreal 


mnipeg 


Radiators  in  a  Boiler  Room! 


ADIATORS  in  the  average  boiler  room  would  be 
about  as  useful  as  an  ice  machine  in  the  Arctic 
Circle.  Hut  up  in  Lubec,  Maine,  where  they  still  bave 
"old-fashioned  winters,"  tbe  American  Can  Company 
found  it  necessary  to  beat  the  fire  room  after  the 
boiler  settings  were  insulated  with  Nonpareil  Insu- 
lating Brick.    Their  letter  tells  the  story  : 

''With  reference  to  Nonpareil  Insulating  Brick,  which  were 
used  in  the  outer  walls  of  our  hoiler  settings,  would  advise  that 
we  have  found  them  to  be  a  very  efficient  insulator. 

"There  is  not  sufficient  radiation  from  our  boilers  to  warm 
the  boiler  room  comfortably  in  the  winter  time,  and  we  found 
it  necessary  to  install  steam  coils  in  order  to  make  the  fire  rooms 
comfortable  for  our  men  to  work  in." 

To  reduce  the  large  loss  of  heat  through  the  brick  work  of 
boiler  settings,  furnace,  ovens  and  other  high  temperature  equip- 
ment is  the  function  of  Nonpareil  Brick.  And  they  do  it,  too, 
because  they   are  ten   times  better  nonconductors   of  heat  than 


fire  brick  or  common  brick.  One  4TA  inch  course  of  Nonpareil 
Brick  built  in  the  boiler  settings  walls  and  over  the  steam  drums 
will  make  them  as  heat  proof  as  would  45  inches  additional  of 
ordinary  brick  work 


Nonpareil  Insulating  Brick  are  the  ideal  heat  insulating  material  for  high 
temperature  equipment — easy  to  handle,  convenient  in  form,  strong  in 
structure  and  reasonable  in  price.  Wouldn't  you  like  to  have  further 
information  and  a  sample?     They  are  yours  for  the  asking. 

Armstrong  Cork  &  Insulation  Company,  Ltd.,  505  McGii!  Building  Montreal,  Que.,  Canada. 

Nonpareil  Insulating  Brick 

For  Boiler  Settings,  Furnaces,  Etc. 


T>  4  ¥|   O   New  and  Relaying 
Xvxa.1I— *0  Switches,  Turntables,  Etc. 

Carried  in  Stock 

Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


CRANE 

FLANGED  FITTINGS 

CRANE 

LIMITED 

MEAD  OFFICE  &  WORKS 

1280  ST  PATRICK  ST 

MONTREAL 

BRANCHES: 

Vancouver,     Calgary,     Winnipeg,  Toronto. 
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Built  for  Service 


The  Canadian  Radial  Drill  is  designed  particularly 
for  work  in  structural  shops.     For  seaming  and  counter- 
sinking large  surfaces  such  as  structural  shapes,  boilers,  plates,  long 
beams,  etc. 

SPECIFICATIONS 

Spindle  2-3/16"  diameter  No.  2  or  3  Morse  Taper  Spindle  travel  syi". 
AH  gears  acccurately  cut  and  fitted. 
Carriage  wheels  equipped  with  roller  bearings. 
It"  x  14"  Tight  and  loose  pulleys  or  single  pulley  for  belt 
drive  to  motor,  or  direct  connected  to  motor 
15  ft.  Beam  will  drill  to  13'  6"  center. 
12  ft.  Beam  will  drill  to  10'  6"  center 
7  ft.  Beam  will  drill  to 
5'  6"  center. 

L  Write  Dept.  12  fot 

literature. 

CANADIAN  BLOWER  & 

FORGE  CO.,  LIMITED 
KITCHENER,  ONT. 


For  the  New  Home 

Not  only  does  this  Radiantfire  give  you 
heat  at  a  lower  cost,  but  the  original  ex- 
pense of  installing  is  far  less.  No  ex- 
pensive chimney  is  needed,  no  built-in 
mantel.  Any  small  pipe  or  flue  connec- 
tion will  do,  and  the  mantel  can  be 
placed  on  any  wall. 

Cost  of  Average  Fireplace 

Cost  of  Chimney  $150  to  $200 

Cost  of  Mantel  $  50  to  $100 

Cost  of  Coal  Basket,  Andirons 

and  Equipment   $  25  to  $  50 

Cost  of  Radiantfire  Installation 

Cost  of  Flue  $10  to  $  15 

Cost  of  Mantel  $50  to  $100 

Cost  of  Radiantfire  $30  to  $  60 

It  is  to  the  Contractor's  or  Architect's  interest  as  well  as  the  prospective  buyer  to  have  adequate 
piping  installed  to  take  care  of  auxiliary  heating. 

May  we  assist  you?    Our  building  inspection  service  is  entirely  free. 

Phone  Adelaide  2180 


THE  CONSUMERS'  GAS  COMPANY  OF  TORONTO 


66 


THE  CONTRACT  RECORD 


January  7,  1920 


Works  at  Walkervllle.  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


T  . 


Si 


11MITED 


VALVE-  HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


Algoma 

Structural  Steel — Merchant  Bars 


Blooms,  Billets  and  Slabs 


Concrete  Reinforcing  Bars 


Shafting — Pulleys — Hangers 
Iron,  Brass  and  Bronze  Castings 


STEEL  RAILS— OP*"  Hearth  Quality 
All  Sections — 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 


Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 


Basic 


Foundry 
Spiegel 


Bessemer 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 
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Save  Coal  and  Power 

Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 

BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


CHAIN 

Crane,  Dredge,  Conveyor, 
"Hercules"  Steam  Shovel, 
Anchor,  Sling  Chains, 
Common  Coil  Chain. 

Write  for  our  Catalogue 

McKinnon  Columbus  Chain 

LIMITED 

ST.  CATHARINES        -  ONTARIO 


For  Sale 
Industrial  and  Contractors' 
Equipment 

1  Type  0  Thew  on  standard  truck  %  yard  dipper. 

1  Model  50  Marion  steam  shovel  with  iy2  yard  bucket. 

1  Type  O  Thew  on  standard  trucks,  1%  dipper. 

1  Beatty  Revolving  Crane  17'  4"  gauge,  114  yd.  clam  shell  bucket, 
equipped  with  55  ft.  steel  frame  skeleton  boom. 

Hoisting  engines  with  swingers,  Locomotive  Cranes,  Erie  Revolv- 
ing Steam  Shovels,  Rails,  Cars,  Air  Compressors,  Boilers,  etc. 
Advise  what  equipment  you  have  for  sale. 

T.  J.  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  5185.    Nights,  Park.  6906. 


Steel  Lavatory  Partitions 

are  in  every  way 
superior  to  wood, 
being  indestruct- 
ible, non  -  mark- 
able,  hygienic, 
washable,  will  not 
warp,  rot,  split  or 
absorb  dampness. 

We  sell  these 
in  great  volume 
each  year  and 
can  fill  orders 
very  promptly. 
Let  us  send  fold- 
e  r  s  illustrating 
our  complete 

range  of  steel  equipment,  marketed  throughout  the  Do- 
minion under  the  well-known  name  of 

nCNNISTEEl 

mm    Made  in  Canada  mmk 

Steel  Lockers,  Steel  Cabinets,  Steel  Bins,  Steel 
Shelving  (standardized),  Steel  Tote  Boxes,  Steel 
Partitions,  Steel  Racks,  Steel  Tool  Stands. 

We  also  manufacture  Ornamental  Bronze,  Iron 
and  Wire  Work,  General  Builders'  Ironwork  of 
all  kinds  and  Iron  Fence  in  many  designs. 


Halifax 
Montreal 
Ottawa 
Toronto 


The  Dennis  Wire  and  Iron 
Works  Co.  Limited 
London 

CANADA 


Hamilton 
Winnipeg 
Calgary 
Vancouver 


Concrete  Bonding 
Locker*  for  Clothes 
Iron  Stairways 


Wire  Screening 
for  all  purposes 

|       CANADA  WIRE  &  IRON  GOOD'S  CO.  HAMILTON 


Wire 
Cloth 


Perforated 
Metals 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME,  AND  BRICK 

Cement— delivered  in  5-barrel  lots,  $3.30  per  bbl.  j 
with  bags,  $4.10;  car  lots,  $2.45  on  the  track, 
with  pkgs.,  $3.25;  5c  per  bbl.  discount  20 
days. 

Lime — in  bulk— grey  C9c,  white  79c  per  100 
lbs.,  delivered,  if  not  less  than  2,000  lb.  lots. 
At  the  warehouse,  grey  63c,  white  73c, 
$14.60  ton.  Hydrated  lime,  $17.25  per  ton 
delivered;  $16.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$26  to  $28;  buff,  $26  to  $28;  No.  2,  $24  to 
$27 ;  common  red  stock  brick,  $21 ;  grey, 
$21  ;  wire-cut  brick  for  foundation  work,  $18. 
Milton  Rug  brick,  $30  to  $35;  Eatonia  brick, 
$45;  sand  lime  brick,  $16.25,  f.o.b.  car  at 
King  Edward  siding,  $14  f.o.b.  car  or  wagon 
at  plant.  Paving  brick,  imported,  $55  per  M. 
f.o.b.  Toronto.  Enameled  brick,  Tiffany, 
f.o.b.  cars,  about  $140  per  thousand.  Sun- 
Tex  face  brick,  $25  at  plant,  $31  delivered 
in  city.  Denison  interlocking  hollow  tile, 
manufacturers   not   quoting  prices. 

Fire  brick— delivered— Savage,  $75  per  M. ;  S. 
Crown,  $70;  W.  W.,  $60.  Fire  clay,  $15  per 
ton;  chimney  tops,  $7.50  each. 

Flue  lining — delivered — list  price — 8'A  x  8V2  in., 
60c  per  ft. ;  8A  x  13  in.,  90c  per  ft.  Dis- 
counts, 45  per  cent,  off  list. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.90;  1  in.,  $2.10;  H 
in.,  $2.10;  crusher  rock,  $2;  rubble  stone, 
in  car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.35  per  ton. 

Gravel — Pit  run,  $1.35  per  ton;  screened,  $1.50 
per  ton. 

LUMBER  (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock — 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long.  $53;  10  and  16  ft.,  $55 ;  2  x  12  in.,  12 
and  14  ft.,  $54;  10  and  16  ft.,  $56;  1x4  in., 
and  1  x  6  in.,  T.  and  G.,  $56;  No.  2,  $4 
less  than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $55; 
1x6  in.,  $57;  1  x  8  in.,  $60 ;  1  x  10  in.,  $65; 

1  x  12,  $65.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $66;  1  x  6  in.,  $70;  1  x  8,  $76;  1  x  10 
$80;  1  x  12,  $85;  2  x  4  in.,  10  to  16  ft.  long, 
common,  rough,  $58;  2x6,  $60;  2x8,  $62; 

2  x  10,  $66;  2  x  12,  $70.  No.  1  flooring,  $70; 
No.  1  V  or  beaded  sheathing,  4  in.,  $72. 
Pine  trim,  4  in.,  casing,  $3.50  per  100  ft. ; 
5  in.  ditto,  $4;  8  in.,  pine  base,  $7.50;  4  in. 
pine  window  stool,  $5.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $58;  1  x  6  and  2  x  6,  $60 ;  1  x 
8  and  2  x  8,  $62 ;  1  x  10  and  2  x  10,  $66; 
1  x  12  and  2  x  12,  $70. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $68  ;  12  x  18,  12  x  20,  14  x  18, 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$73.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $9.00;  XX  B.  C,  $8.00; 
N.  B.  extras.  $9.00;  N.  B.  clears,  $8.00;  No. 
1  W.  pine  lath,  $14;  No.  2  W.  pine  lath, 
$13;  M.  R.  spruce  lath,  $12.50. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $4.25  base ;  twisted  and  de- 
formed, $4.25. 

Shapes — 35  lbs.  and  over,  per  yard,  $3.95  per  100 
lbs.;  under  35  lbs.  per  yard,  $4.15  per  100 
lbs. 

Plates — 6  ins.  to  60  ins.  wide,  $4.10;  over  60  ins., 
$4.20.  Tank  and  boiler  plates — 'A  in.  and 
over  and  under  36  ins.,  $4.50.  Gauge  plates 
—No.  10,  $5.55;  No.  12,  $5.60;  No.  14,  $5.65 
per  100  lbs.  Black  American  Bessemer  Plates 
— dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $3.80  per  100  lbs. 

Rivets — Button    and    cone    head — Y\"    to  1J4" 

diam.,  up  to  5"  long,  $6.75. 


EXTRAS    FOR    SHAPES   AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  leftover  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and' 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  l/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  l/10c 
per  lb.  for  Angles  under  6  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
$1.60. 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized   iron — dealers   not  quoting  prices. 
Cast-iron   pipe — Standard     prices,     carload  lots, 

f.o.b.  works,  4  in.,  $74;  6  in.  and  up  $72. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices,  with  discounts  as  be- 
low, fob.  factory — 4  in.,  30c  per  ft.;  6  in., 
45c;  8  in.,  70c;  9  in.,  90c;  10  in.,  $1.05;  12 
in..  $1.35;  15  in..  $1.80;  18  in.,  $2.50;  20  in.. 
$3;  22  in.,  $4;  24  in.,  $4.50.  Discounts— 38 
per  cent,  off  list. 

Tile  wall  coping — delivered — 8  or  9  in.  wall,  50c 
per  ft.;  12  in.  or  13  in.  wall,  75c  per  ft.; 
18  in.  wall,  $1.50  per  ft.  ;  carried  in  6,  12, 
18  and  24  in.  lengths.  Discount  45  per  cent, 
off  list. 

PAINTS  AND  OILS. 

Prices,  delivered. 
White  lead — ground  in  oil,    less  than   ton  lots, 

$17.70  per  100  lbs.  ;  ton  lots,  $17.35  per  100 

lbs. 

Boiled  Linseed  Oil— in  bbls.,  $2.70  per  gal.  of  9 
lbs.;  red  lead,  dry,  $17  per  100  lbs.;  Pure 
putty  in  bulk,  $8.45  per  100  lbs.  ;  in  100  lb. 
drums.  $9.30;  in  25-lb.  tins,  $9.55  per  100 
lbs. ;  steel  sash  putty,  in  25-lb.  tins,  $9.80  per 
100  lbs.;  turpentine,  in  bbls.,  $2.50  per  Imp. 
gal.,  based  on  southern  gauge.  Turpentine 
and  oil  in  less  than  barrel  lots,  15c  extra 
per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2c  per  lb.; 
black,  in  bbls.,  6c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
25c ;  ultra  blue,  dry,  in  bulk,  25c ;  green, 
French  permanent,  dry,  20c ;  ochre,  French, 
dry,  12c;  red  Venetian,  dry,  0c ;  sienna,  It- 
alian, dry,  15c ;  umber,  Turkey,  dry,  \2Y2c. 

SUNDRIES 

Hard-wall    Plaster— $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.30;  delivered  in 

5  barrel  lots,  $4.50  at  warehouse,  $4.30. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — in.  and  1  in., 
45c  per  lb. ;  in  700-foot  coils,  42^c.  Lath 
yarn,  40c  per  lb. ;  in  full  coils,  33c. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK. 
Cement — $3.10    steam    car    load    lots,  including 

sacks,  less  5  per  cent,  for  cash. 
Lime — Hydrated,  $20  per  ton;  lump,  $15. 
Brick— No.   1   pressed,    $23.00;    No.   2  pressed, 

$20.00;  red  rustic,  $19.75;  vertical,  $21.00; 

plastic,  $16. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot);  not  reinforced,  8-in. 
26;  9-in,  30c;  10-in.  34c;  12-in.  40c;  16-in. 
60c;  18-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24-in.  $1.20;  30-in.  $1.60;  36-in.  $2.20; 
42-in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.15;  %-xn.  $2.40;  3/£-in. 

$2.75  per  ton,  delivered. 
Sand — $1.10  pe  rton,  car  load,  on  railway  cars. 
Gravel — $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 
Steel  angles — 3  in.  x  3  in.  and  up,  $4.75;  1  in. 

x  1  in.  x  XA  in-i  25c  extra;  ^  in.  x  ^  in. 
%  in.  50  cents  extra.    Boiler  plates — %  in. 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$5  70;  under  36  in.  diameter,  $6.15.  Reams 
and  channels — Under  85  lb».,  yer  yd.,  $650; 
35  lbs.  per  yard  and  over,  $5.28,  f.o.b.  Mont 
treal,  net  cash.  Corrugated  iron — 26  gauge, 
$9.00;  28  gauge,  $825  per  100  sq.  ft.,  sub- 
ject to  change  without  notice.  Copper  bear- 
ing sheets — Keystone  black,  28  U.  S.  gauge, 
$0.75  per  100  lbs.  nominal.  Cast  iron  pipes, 
standard  prices,  car  load  lots,  $73  for  6  in. 
and  larger,  and  $76  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  80c;  fl  in.,  46c:  8 
in..  70c;  9  in.,  85c;  10  in.,  81.06:  12  in.,  81.86; 
15  in.,  (1.80;  18  in.,  $2.60;  20  in.,  $3;  22  in., 
$4;  24  in.,  $4.60;  27  in.,  $6.50;  30  in.,  87.20. 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  66c, 
72c,  84c,  $1.08.  $1  44.  82.00,  $2.40,  $8.20. 
$3  60,  $5.20,  $5.75.  One-eighth  bend*  (4  in. 
to  30  in.),  $1.20,  $1.80,  $2.80  $3.60.  84  20, 
$6.40.  $7.20,  $10,  $12,  $16,  $18,  $26.  $28; 
%,  $120,  $1.80,  $3.16,  $4.05,  84.76,  $6.10. 
$14.40,  $20,  $24,  $32,  $36.  $52,  $57.60.  Double 
collar,  foe.  $1  35.  $2.10.  $2  66.  83.16.  84  00. 
$5.40;  slant  1  foot  long  tide  (4  in.  to  16 
in  ).  90c.  $1.35.  $2.10,  $2.55.  $3.16.  $4  06, 
$5.40.  Single  branch  (6  in.  to  9  in  ),  3  ft., 
$2.25,  $3  60,  $4.25;  2  and  2'A  ft.  (4  in.  to  30 
in.).  $1.35.  $1.80.  $3.15.  $3  85.  $4.75.  $610, 
$8.10.  $11.25.  $13  60,  $18.  $20.25,  $32  60.  $36. 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.),  $1.80,  $2.70,  $4.90,  $6.30.  $7.35.  $10.80, 
$14.40,  $20,  $24.  $32.  $36.  $45.60,  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  in.  to 
15  in.),  $3.  $4.  $7,  $9.  $10  50.  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in  ),  $3.  $4,  $7,    $9.    $10.60,  $18. 

These  prices  are  subject  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  50-58  per  cent,  for 
car  load  lots  f.o.b.  Montreal. 

SUNDRIES 

Har<4  wall  plaster — $17  per  ton.  Plaster  of  Paris 
•*3  IB  per  bbl  .  both  le««  5  ">fr  cent,  for  ra«h 
Rope — Best  Manilla,  31c  basis  per  pound; 
Beaver  Manilla,  26c  basis;  sisal  rope,  2254c 
basis;  lath  yarn.  22J4c.  Boiled  linseed  oil — 
in  barrels.  $2.50  per  gal.  of  9  lbs.  Raw  lin- 
seed oil  in  barrels,  $2.52;^  per  gal. 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in   quantity  of  50,000  or  over, 

$15.00;  carload  lots,  less  than  50,000,  $16.00: 
selected  builders  for  veneering  work,  carload 
lots,  $19.00;  "Citadel"  rustic  face  brick,  $25 

to  $30. 

Baker  oven  tile,  15"  x  8'A"  x  2'A",  $25  per  100. 

"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 
splits,  7c  per  superf.  ft. ;  12  x  9  x  3,  solid, 
10c. ;  12  x  8  x  4,  11c. ;  12  x  8  x  6,  18c. 


bags 


HALIFAX  PRICES 

Cement — $3.60  per   barrel   in   carload  lots, 
returnable  in  good  condition  at  15c. 

Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 
$2.85  per  bbl.  in  less  than  car  lots. 

Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 
$3.50  per  bbl.  less  than  car  lots. 

Sand — $1.75  per  ton  f.o.b.  cars. 

Gravel — $1.75  per  ton  f.o.b.  cars. 

Stock   Brick — $19.50  per  thousand  delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply.  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet :  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 14j4c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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Illustration  shows  a 
Ditching  Dredge  suc- 
cessfully used  for  dig- 
ging drains  under 
conditions  in  which  no 
other  type  of  machine 
would  work. 

Our  experience  in 
special  plant  for  diffi- 
cult jobs  is  large  and 
is  wholly  at  your  ser- 
vice. 

Write  us  to-day  about 
your  particular  prob- 
lem. 


Aeents  - 
H  E.  Plant,  Montreal.  Que. 
E.  Leonard  A  Sons.  St.  John.  N.B. 
R.  Hamilton  &  Co. .  Vancouver. 
Kelly-Powell.  Ltd.  Wlnnloesr 
Harvard  Turnbull  &  Co.,  Toronto 


Dredges. 
Hoisting 

Engines 
Electric  Hoists 
Clamshell 

Buckets 
Steel  Derricks 
Derrick  Irons 
Cargo  Winches 
Anchor 

Windlasses 
Belt  Hoists,  Etc. 


M.  Beatty  &  Sons,  Limited, 


WELLAND 
ONT. 


PffiH  COATING 


Bell  and  Spigot 
Steel  Pipe 


Dipped  while  Hot  in  Special  Refined  Bituminous  Com- 
pound and  then  spirally  wound  with  Hessian  Cloth 

Made  in  sizes  from  2  inches  to  10  inches  inside  diameter  with 
different  thicknesses  for  various  pressures. 

For  use  in  Water  Works,  Irrigation  Systems,  Mines  and  Mining, 
Natural  and  Artificial  Gas  Transmission  Lines,  Engineering  Work 
and  wherever  a  lead  joint  is  suitable. 

Absolutely  free  from  blow-holes,  flaws  and  cracks 

MADE  IN  CANADA  BY 

PAGE-HERSEY  IRON,  TUBE  &  LEAD  CO.,  LTD. 

Head  Office— 100  Church  St.,  TORONTO,  ONT. 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS-<;ontinned 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.     (All  prices  include  bags). 

Lime — Wliite  or  grey,  in  bulk,  55c  per  bushel; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  00c 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — l^jin.  to  2-in.,  $3.65  per  yard; 
M-to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble  stone,    $20.00   per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER   (BUILDING  MATERIAL) 
(Including  delivery) 

(5  per  cent,  discount  for  cash) 
Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $84; 
4  in.  No.  1  and  2  E.G.  Fir,  $84;  4  in.  No. 
3  E.G.  Fir,  $78;  4  in.  Flat  G.  Fir,  $62;  4 
in.  No.  4  (Shiplap  Grade),  $50;  4  in.  No.  2 
Common  Pine,  $55;  4  in.  No.  3  Pine  or 
Spruce,  $50;  6  in.  No.  1  and  2  E.G.  Fir, 
$84;  6  in.  No.  3  Flat  Fir,  $65;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $54;  6  in.  No.  2  Com- 
mon Pine,  $60;  6  in.  No.  3  Pine  or  Spruce. 
$55;  2  x  6  No.  1  Common,  $52;. 
For  selected  lengths,  add,  Pine,  $1.25:  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $2.50;  for  lyi,  lyi  or  2  inch,  add 
$5. 

Birch  and  Maple  Flooring— Clear   (First  Grade) 

—13/16  x  1/i  in.  to  2yi  in.  face,  $135;  ys 

x  lyi  in.  and  lyi  in.  face,  $100. 
No.  1   (Second  Grade)— 13/16  x  15-4  in.  to  2\i 

in.  face,  $125;  fjj  x  lyi  in.  and  lyi  in-  face, 

$90. 

No.  2  Factory— 13/16  x  lyi  in.  to  2yi  in.  face, 
$105.00. 

Selected  White — 13/16  x  lyi  in.  to  254  in.  face. 
$160. 

DIMENSION  TIMBERS,  No.  1 

6  x  10  to  12  x  12,  up  to  32  ft.  long.  $65;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $66:  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $67;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $6S.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  lyi  in.  to  2yi  in.  face,  $245;  H 

x  lyi  in.  and  lyi  in.  face,  $195. 
No.  1  (Selects)— 13/16  x  lyi  in.  to  2%  in.  face, 

$190;  ^  x  lyi  in.  and  lyi  in.  face,  $165. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  lyi  in.  to  2!4  in.  face,  $180;  H 
x  lyi  in.  and  2  in.  face,  $145. 


No.  1  (Selects)— 13/16  x  lyi  in.  to  2'A  in.  face, 
$100;  H  x  lyi  in.  and  lyi  in.  face,  $115. 

STEEL  AND  IRON 

Bteel — Round  bars,  stiuare  twisted,  $4.75  to  $5 
per  100  lbs.;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe— Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  0  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  G2c ;  12  in. ,72c ;  15  in.. 
$1.20;   18  in.,  $1.70;  20  in.,  $2.10;  24  in.. 

$2.75. 

Plaster  of  Paris,  $1  in  paper  bags;  $1.45  in 
jute  bags. 

Plasterers'    Hair — 90c   per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hardwall— Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 

Mixed  Paint— Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal.;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 

$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than   ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,   LIME.   AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra:  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white.  $9.00  per  bbl.  of 
300  lbs.;  superfine,  white.  $9.50  per  bbl.: 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house; $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver ;  pressed  red  brick,  f.  o.  b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house: $33  in  car  lots;  tapestrv  brfek.  $45  at 
warehouse:  impervious  brick.  $50  f.o.b.  build- 
ings: fire  brick.  $50  in  car  lots.  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan 

titles. 


LUMBER    (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
dices  subject  to  frequent  change.     Mills  operai 
ing  on  an  open  market. 

Dimension  timber— I )ouglas  fir — 8  x  8,  $21);  10  x 
10,  $29;  10  x  12.  $29;  10  x  14,  $29.60;  12  x 
12,  $29;  14  x  14,  $29.0u ;  14  x  16,  $30.50;  « 
x  10,  $29.50;  6  x  12,  $30;  8  x  10,  $30 ;  8  x  12. 
$29.50;  10  x  16,  $31;  12  x  16,  $31;  16  x  ltt. 
*33ti.5u;  0  x  14,  $31  ;  h  x  14,  *:{|  ;  1-'  ,\  IH,  , 
18  x  20,  $33;  14  x  20,  $32.50;  10  x  18,  $32.50; 
16  x  20.  $33  50;  18  x  18,  $32.50;  20  x  20, 
$32  50;  24  x  24,  33. 

Fir  Flooring — 1  x  3  edge  grain,  $48;  1x4,  $48, 
1  x  4  Hal  grain,  $35;  No.  1  and  2,  1  Men 
clear  fir  double  dressed,  $46;  No.  1  and  2, 
lyi  and  lyi  inch  fir  double  dressed  $46; 
2-inch  fir  double  dressed  $46;  fir  lath,  $2.25; 
spruce  lath,  $3.50;  cedar  lath,  $3.50;  B.  C. 
cedar  shingles,  XX.  $2.00;  XXX,  $3.00; 
XX  XXX,  $3.60. 

STEEL   AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  base;  twist 

cd  and  deformed,  $7.50  base;  structural  «er 
tions,  $7.00. 

Galvanized  iron — 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 20  gauge,  6,  7  and  8  ft.  sheets 

$11.76;  9  and  10  ft.  sheets,  $11.90  per  square 
Itlack  steel  sheets,  24  gauge,  $10.35  per  I"" 
lbs. 

Steel  angles — $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams— $9.00  per  100  lbs.,  de 
pending  on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  $9.00. 

SEWER  PIPE. 

Sewer  pipe — Vancouver  prices  f.o.b.    warehouse ; 

4-in.,  17c  per  ft. ;  6-in.,  25c  per  ft. ;  8-in.,  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15  in.. 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.: 

24-in..  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van 

couver,  bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— H  in.,  39c  base;   yi  in.,  29yic; 

ii  in.,  40c;   yi  in.,  40c;  second  grade,  33c 

base;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  t 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4..5. 

Raw  linseed   oil — In  bbls.,  $2.10  per   gal. ;  red 

lead,   dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk,  Standard,  $6.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Here's  a  Suggestion — 

Did  you  ever  try  keeping  a  file  of  your  back 
copies  of  the  Contract  Record?  Try  it. 
Start  with  this  issue.  There  are  many  articles 
that  are  worth  keeping,  as  they  offer  valuable 
suggestions  that  will  help  you  in  your  business. 
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CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limited 
BRIDGEBURG,  ONTARIO 

ELEVATED  STEEL  TANKS  FOR 
MUNICIPAL,  ROAD  &  FACTORY 
SERVICE 

All  Classes  of  Heavy 
Plate  Metal  Work 

Sales  Offices:— 
Bridgeburg.  Ontario.  1 30  Janet  Street 

Chicago,    Illinois,   2104   Old   Colony  Building 
New   York,   N.   Y.,  30  Church  Street 
Shops:— Bridgeburg,  Ont. 
B-iilt  for  C.P.R.  Montreal   Chicago,  111.  Greenville.  Pa. 


The  Maritime  Bridge 

Company,  Limited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  ot 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 

Office  and  Plant: 

New  Glasgow.  Nova  Scotia 


Standard 
Wires  and  Cables 

include  a  complete  line  of  bare 
and  insulated  electrical  conduc- 
tors for  all  classes  of  service,  al- 
so cable  accessories.  We  also 
supply  copper,  and  brass 
tubes  and  rods,  extruded  brass 
shapes,  etc.  We  are  in  a  posi- 
tion to  serve  all  users  of  these 
products  to  good  advantage. 
Write  our  nearest  office. 
Standard  Underground  Cable  Co.  of  Canada 

Limited 
Hamilton,  Ont. 

Montreal  Toronto  Hamilton  Seattle 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5.000  Tons  in  Stock  of 
Beams.  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


Canada  Iron  Foundries,  Limited 


CAST  iffl&lffi&tVE 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Casting's 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Willis  Chipman,   M.   Eng.    Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Ahoc. 
Seo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 

Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals   of   Works   and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
It  Toronto  Street  -  TORONTO.  CAN. 
Water  Supply  and  Purification;  Sewerage 
Svstems;  Municipal  and  Trade  Waste 
Ttiaposal  Plants:  Incinerators;  Pavements; 
Pridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.,  LTD. 

"Faraday  Works" 

LEICESTER   —  ENGLAND 

Manufacturing 
Electrical  Engineers 

CABLES:  "LODESTONE,  LEICESTER 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemist? 
HEAD  OFFICE  AND  LABORATORIES 
320  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto,  Winnipeg  &  Vancouver 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 


123  Bay  St. 


Main  4472 


TORONTO 


T.  S.  Griffith!    N.  H.  Manning    L.  J.  Rogers 

CANADIAN  INSPECTION  and 
TESTING  COMPANY 

Inspecting,  Testing 
Metallurgical  ft  Chemical  Engineers 

Mill,  Shop  and  Field  inspection  of  bridges 
and  structural  work.  Mill  inspection  of 
rails  and  track  supplies.  Foundry  inspec- 
tion of  castings,  pipes,  etc.,  expert  exam- 
ination and  reports. 

Our  Physical,  Chemical  and  Cement  Lab- 
oratories are  fully  equipped  to  undertake 
all  kinds  of  tests. 

Principal  Offices  and  Laboratories 

MONTREAL    and  TORONTO 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply;  Sewerage  and  Drainage:  Water 
Purification:  Disposal  of  Sewage  and  Refuse  ; 
Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 

New  Birks  Bldg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
President 


Charles  Warnock 
Vice-President  &Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  Inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories  : 
McGUl  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


McAllister  &taylor 

ENGINEERS  ft  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
37  Sun  Life  Bldg.,   HAMILTON,  ONT. 
Harbor    Improvements    and  Dredging 
Dams,   Piledriving,  Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


J.  P.  Anglin,  B.Sc. 
President 


H.  J.  Gross, 
Vice-Pres.  &  Treas. 


C.  D.  Harrington,  B.Sc, 
Vice-Pres.  &  Mgr. 

Anglin-Norgross 

LIMiTED 

Contracting  Engineers  and  Builders 

65  Victoria  Street,  -  Montreal. 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 83  Esplanade  E,  TORONTO 
Phones— Main  904  and  905 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc 


Silica  Pressed  Bricks 

In  Grey  or  Natural  Color 
For   Prompt  Shipment 

Samples  submitted  on 
request 

Schultz  Bros.,  Co.,  Ltd. 

BRANTFORD 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  &  Inspectors 

PAVING 
Designed,  Superintended,  Inspected. 
Chas    A    Mullen.  Director. 
CEMENT  &  SAND 
Tested   Physically,  Chemically. 
Emmanuel  Mavaut,  Director 
MONTREAL  WINNIPEG 


TESTING 


PIT 


The  Toronto  Testing  Laboratory 

Limited 
160  Bay  Street,  Toronto 


Crushed 

Stone 
Steel  and 
Wood 
Water  Pipe 


TamcC 
c 
o 


Cut  Stone 
Sand 
Brick 
204  St.  Jam*s  St. 


T.  A.  Morrison  &  Co.,  ^montoeal 


J.  B.  Thomson  T.  Thomson 

THOMSON  BROS. 

Masonry  and  Concrete  Contractors 

Office  413  Ryrie  Bldg.  Phone  Main  2453 

Night  and  Holiday  Phones, 
J.  B.  Thomson,  P.  538. 

W.  R.  Thomson.  P.  8302. 
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Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones.  Office  North  j  j>64   Evenings.  North  2107 


WE  NEED  THE  SPACE 
OCCUPIED  BY 

Model  30  Marion  Shovel,  Revolv- 
ing, Extra  Long  Boom  and 
Dipper  Stick. 

15  Ton  Waterous  Road  Roller. 
20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 
25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 
50  Assorted  Two-Wheel  Dirt  Scrapers. 
1  yd.,  iy2  yd.  and  2  yd.  Clam  Shell  Buckets. 
8  x  12—3  drum  Hoisting  Engine  for  Clam. 

7  x  12 — 3  drum  Hoisting  Engine  for  Clam. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

6Y2  x  8  Double  drum  Hoist  with  Boiler. 
4}4  x  6  Single  Drum  Builder's  Hoist. 
No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 

The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality- 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


DAKF  swinging 

UM.ri.IL,  ENGINES 


INSURE 
Speed  Durahdity 
Economy 

Contractors  everywhere 
recognize  that  Dake  swing- 
ers save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:   A.   R.  Williams  Machinery  Company,  Limited. 


Water  Supply 
from 
Deep  Wells 

is  obtained  at  a  min- 
imum cost  by  use  of 
our  deep  well  pumps. 


Write  for  Bulletin  26 
explaining  the  use  of 
Cook's  Patent  Brass 
Tube  Well  Strainer. 


A.  D.  COOK 

Lawrenceburg,  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES,  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS: 
NIAGARA  FALLS 


ONT. 
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HIGH  GRADE 

MALLEABLE  CASTINGS 

FOR  ALL  PURPOSES 
Capacity  2,500  Tons  per  Month 


2£  PRATT  £S  LETCH  WORTH 
COMPANY.  LIMITED 

Transportation  Building,  Montreal 

Works:    Brantford,  Ontario 


Toronto 
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No  More  Leaky  Roofs 

Keep  your  Roofs  watertight 
for  ten  years.    One  coat  of 

STORMTIGHT 


saves  the  cost  of  tearing  up 
old  worn  material  —  saves 
the  cost  of  a  new  roof. 

Permanent  Protection 
No  Repairs  No  Repainting 


Write  for  Literature 

MANUFACTURED  BY 

L.  Sonneborn  Sons  Inc.  x$£$r*  New  York 

DISTRIBUTED  BY 

N.  J-.  Dinnen  &  Co.,  Ltd.,  Winnipeg,  Man.  Chapman  &  Flinn,  Ltd.,  Amherst,  N.S. 

John  B.  Keeble  &  Co.,  Toronto,  Ont.,  and  Lon-  E.  F.  Stevens,  Halifax,  N.S. 

don,  Ont.  Sumner  Company,  Moncton,  N.B. 

The  Western  Supply  &  Equipment  Co.,  Calgary,  Shaw  &  Mason,  Ltd.,  Sydney,  N.S. 

Edmonton,  Lethbridge,  Alta.  Spencer  Bros.  &  Turner,  Ltd.,  Truro,  N.S. 
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"DOMINION"  Wire  Rope 


or 


Elevators,  Dredges,  Lumbering, 
Mining,  Oil-Weil  Drilling, 

Suspension  Bridges,  Stump  Pulling, 
Cranes,  Derricks,  etc. 

SHIPS'  RIGGING 
The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


Efficient  Equipment 

Enables  the  construction  and 
upkeep  of 

GOOD  ROADS 

"Reliance"  Crushers 
"Ransome"  Concrete  Mixers 


Sprinklers, 
Flushers,  Sweepers 


Horse  and     ¥^      1 1 

Steam  KOllerS 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 

Telephone  Main  3420 


Vol.  34 


Toronto,  January  14,  1920 


No.  2 
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GLASS  BENDERS 


TO  THE  TRADE 


THE  TORONTO  PLATE  GLASS 
IMPORTING  COMPANY 


LIMITED 


GLASS  IMPORTERS  AND  MANUFACTURERS 

91-113  DON  ROADWAY,  TORONTO 
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Wire  Wound  Wood  Pipe  and  C.  I.  Specials 

Our  Pipe  and  Tanks  are  manufactured  from  the  best  grade  of 
B.  G.  Douglas  Fir  in  the  finest  factory  in  Canada.  Complete 

installations  our  Specialty. 

Write  for  Illustrated  Catalogue  Let  us  Solve  your  Problems 


Canadian  Pipe  Company,  Ltd. 

550  Pacific  St.,  VANCOUVER,  B.  C. 
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Eliminating  Unnecessary 
Waste  in  Manufacturing 


In  most  every  manufacturing  plant,  there  are  a  thousand  little 
holes  that  soon  become  expensive  leaks  in  the  efficiency  of  manufactur- 
ing equipment,  time,  labor  and  materials. 

The  average  manufacturer  does  not  realize  that  these  leaks  exist, 
or  that  a  part  of  his  profits  is  running  away  and  forming  a  stream  of 
lost  dollars. 

Dominion  Friction  Surface  Belting 

for  many  years  has  helped  manufacturers  to  eliminate  a  large  part  of 
the  unnecessary  waste  in  manufacturing  by  plugging  the  leaks. 

For  fifty  years  we  have  manufactured  belting  and  our  experts  are 
conversant  with  every  phase  of  transmission.  Many  of  Canada's  largest 
manufacturers  find  this  service  so  profitable  that  they  Jiave  made  our 
engineers  responsible  for  the  efficiency  of  all  their  belting  equipment. 

We  are  ready  to  show  you,  without  charge,  how  unnecessary  waste 
in  your  factory  may  be  eliminated. 

Address  the  nearest  Service  Branch. 


Makers  of 

Dominion  Hose,  Packing  and 
Industrial  Rubber  Goods  and 
Dominion  Tires,  the  GOOD 
Tires  for  every  purpose. 


Service  Branches 

Halifax,  London, 

St.  John,  Kitchener, 

Quebec,  North  Bay, 

Montreal,  Fort  William, 

Ottawa,  Winnipeg, 

Toronto,  Brandon, 

Hamilton,  Regina, 


Saskatoon, 

Edmonton, 

Calgary, 

Lethbridge, 

Vancouver, 

Victoria. 
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The 


LONDON  LINE 


OF  CONCRETE 
MACHINERY 


Will  Solve  Every 
Problem  of 
Concrete 
Construction 


London  Concrete  Mixer 

No.  4  or  No.  (i,  portable  and  made  in  two  sizes, 
suitable  for  small  jobs,  requiring  a  capacity  up 
to  CO  cu.  yards  per  day. 


London  Heavy  Duty  Hoisting  Machines 

Suitable  for  all  kinds  of  Hoisting  or 
Pulling. 


Records  of  performance 
in  the  contracting  field 
have  given  the  London 
Line  first  place.  When 
work  has  to  he  hastened 
and  quality  maintained, 
the  superior  facilities, 
thorough  construction,  and 
rugged  design  of  the  Lon- 
don equipment  enable  it 
to  stand  up  under  the  se- 
verest strain  of  accelerat- 
ed speed  and  constant 
hard  usage.  It  will  solve 
your  contracting  prob- 
lems as  it  has  done  others. 
The  London  Concrete 
Line  includes,  Concrete 
Mixers,  Contractors' 
Pumps,  Gasoline  Hoist- 
ing Engines,  Concrete 
Block  and  Brick  Mach- 
ines, Tile  Machines,  Con- 
crete Cars. 

We  are  also  Canadian 
Distributors  for  the  Novo 
Engines,  Air  Compress- 
ors and  Outfits. 


Catalogues  for  any 
of  these  lines 
will  be  mailed 
on  request. 


London  Concrete  Mixer 
A  machine  with  a  reputation  for  thorough  and  rapid  work. 
Will  run   for  years  without  repairs. 


London  Concrete  Mixers 

equipped  with  Novo  Dust  Proof  Gasoline  Engines 
covered  with  steel  house. 


The  London  Concrete  Cart 

One  of  the  latest  additions  to  the  London 
Line,   but  already   in  extensive  use.  An 
essential  part  of  every  contractor's 
equipment. 


London  Diaphragm  Pumps 

Equipped  with  l'/2  H.P.  Novo  Gasoline  Engine. 
Suitable  for  pumping  sewers  or  any  kind  of  work 
where  lift  is  not  over  25  ft. 


THE  LONDON  CONCRETE  MACHINERY  CO.,  LIMITED 

LONDON,  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery 
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Duplex  Steam  Boiler  Feed  Boilers 

The  Duplex  Steam  Boiler  Feed  Pumps  described  have  been  designed  with  the  idea  of  making'  them 
more  compact  and  accessible  than  any  pumps  hitherto  offered  for  this  service. 

These  new  standard  pumps  can  be  fur- 
nished in  sizes  to  give  any  quantity  of 
water  desired  up  to  1.666  Imperial  or  2,000 
U.  S.  gallons  per  minute  against  a  working 
pressure  of  150  lbs.  per  square  inch,  with  a 
steam  pressure  of  approximately  100  lbs. 
per  square  inch. 

Pockets  for  square  head  bolts  have  been 
substituted  for  studs  wherever  possible, 
This  construction  admits  of  quicker  dis- 
mantling or  assembling  of  pump  parts. 

Valves  of  large  area  are  being  used  in 
water  end,  thus  easing  work  on  pump  and 
ensuring  long  life  for  valves  themselves. 
An  open  type  of  stretcher  has  been  adopt- 
ed to  make  parts  more  accessible. 

A  small,  flexible  hydraulic  packing  is  used  in  water  piston.    This  makes  a  better  contact  with 
cylinder  walls  and  reduces  slip  to  a  minimum. 

The  piston  rod  stuffing  boxes  have  been  equipped  with  a  smaller  and  more  flexible  packing,  thus 
reducing  the  diameter  of  stuffing  box,  which  is  provided  with  a  cast  iron  hexagonal  packing  nut. 

The  parts  in  the  steam  cylinder  have  been  located  so  as  to  assure  a  full  stroke  under  all  conditions 
and  the  valve  motion  is  designed  to  give  constant  and  steady  speed. 


DUPLEX  BOILER  FEED  PUMP 


Above  illustration  shows  Pumps  in  stock  at  our  Davenport  Works,  Toronto,  for  immediate  shipment. 
FOR  PRICES  APPLY  TO  ANY  OF  OUR  OFFICES  LISTED  BELOW. 

ASK  FOR  BULLETIN  2005. 

CANADIAN  ALLIS-CHALMERS 


Head  Office, 


Toronto 


LIMITED 


Branch  Offices:    Montreal,   Quebec,   Halifax,   Sydney,   St.  John,  Ottawa,  Hamilton,  London,  Windsor,  Cobalt,  South  Porcupine,  Winnipeg, 

Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 
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The  following  regulations  apply  to  all  advertisers: — Eighth  page,  every  issue,  three  headings; 
quarter  page,  six  headings;  half  page,  twelve  headings;     full     page,    twenty-four  headings. 


Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Air  Washing  Plants 

Spray   Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoists  „  _  _ 

Canadian  Ingersoll-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works  " 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Conveyors 

Hooker  &  McKechnie 

Ash  Hoists 

Canadian  Link-Belt  Co. 

Asphalt 

Asphalt  Association 
Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Beam  Spans 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Belting   (Transmission,  Elevator, 

Conveyor,  Rubber) 
Dunlop  Tire  &  Rubber  Goods  Co. 
Goodyear  Tire  &  Rubber  Goods 

Company 


Blast  Hole  Drills 
Hopkins  &  Co., 


F.  H. 


Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 

Boilers 

Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Inglis  Company,  John 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Brass  Goods 

Dunlop  Tire  &  Rubber  Goods  Co. 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 


Buckets 

Canadian  Link-Belt  Co. 
Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 

Buckets— Steel 

Brown  Hoisting  Machinery  Co. 
Canadian  Link-Belt  Co. 
McKinnon  Steel  Company 
Marsh  Engineering  Works,  Ltd. 

Building  Materials 
Robertson  Co.,  H.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cars — Steel  Body 

Marsh  Engineering  Works,  Ltd. 
Mackinnon   Steel  Co. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co..  Ltd. 

Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian   Ingersoll-Rand  Co. 

National  Equipment  Company 
Chains 

McKinnon  Columbus  Chain  Co. 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Booker  &  McKechnie 
Coal  Handling  Apparatus 

Beatty  &  Sons,  M. 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co. 

St.  Clair  Bros. 
Concrete  Culvert  Pipe 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

American  Cement  Machine  Co. 

Hopkins  &  Co.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limitea 

St.  Clair  Bros. 


Concrete  Sewer  Pipe 

Dominion  Concrete  Company 

Conduits 

Conduits    Company,  Limited 
Orpen  Conduit  Company 

Contractors 
Anglins  Limited 
Archibald  &  Holmes 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Miller  &  Son.  Roger 

Contractors'  Plant  &  Supplies 

Ball  Engine  Company 

Beatty  &  Sons,  M. 

Boving  Hydraulic  &  Engineering 

Company 
Brown     Hoisting     &  Machinery 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Link  Belt  Co. 
Dakc  Engineering  Works,  Ltd. 
Hamilton  Bridge  Works  Co. 
Hepburn  Ltd.,  John  T. 
Manitoba  Bridge  &  Iron  Works 
Mansfield  Engineering  Co. 
Marsh  Engineering  Works,  Ltd. 
S'essenwein  Bros. 

Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 

Conveying  Appliances 

Brown  Hoisting  Machinery  Co. 

Cooling  Equipment 

Spray  Engineering  Co. 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Corrugated  Iron 

Pedlar  People  Limited 
Corrugated  Roofing 

Asbestos    Mfg.  Company 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co 

Canadian  Link-Belt  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Company,  F.'  H. 

Maritime  Bridge  Company 

Northern    Crane  Works 
Creosote  Oils 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada  Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ingersoll-Rand  Co 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Culverts 

Pedlar  People  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil   Company,  Ltd. 

Soneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 

Hepburn  Ltd.,  John  T. 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Marsh   Engineering  Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 


Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 
Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario   Wind   Engine   &  Pump 

Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 
Elevator  Doors 

Ormsby  Company,  A.  B. 

Elevators 

Northern  Crane  Works 
Turnbull  Elevator  Company 

Enameled  Brick 

American  Enameled   Brick  & 
Tile  Company 

Engines 

Canadian    Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 

E"Pn"rs  {CiviI  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Wynne-Roberts,  R.  O. 
Excavators 

Ball  Engine  Company 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 
Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Heads 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co. 
Sheldon  Limited 

Faucets 

Wallaceburg  Brass  &  Iron  Mfg. 
Co. 

Fireproofing 

Asbestos  Mfg.  Company 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Pedlar  People  Limited 

Roberson-Oleson  Limied 

Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Canadian  Welding  Works 

Dennis  Wire  &  Iron  Works  Co. 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 
Fittings 

Crane  Limited 
Flag  Poles 

MacKinnon  Steel  Company 

Ontario   Wind    Engine   &  Pump 
Company 

McGregor  &  Mclntyre 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 
Sonneborn   Sons,  Inc.,  I>. 

Forges 

Canadian  Blower  and  Forge  Co. 
Forgings,    Steel   &  Iron 

Manitoba  Bridge  &  Iron  Works 
(Continued  on  page  8) 


January  14,  1920 


THE   CONTRACT  RECORD 


7 


TRENCH  MACHINE.  (26  ft.  dipper 
stick)  Digging  from  200  to  300  cu.  yards 
a  day  in  16  foot  trench  cut.  One  of  two 
Eries  owned  by  Miller  Bros.,  Youngstown, 
Ohio. 


ing  more  than  «  «»■-  -; j  Ver. 
•Erie- 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of  work  shown 
by  these  photos  can  be  handled  by  every 
Type-B  ERIE  Shovel.  Every  machine 
is  built  to  receive  the  attachments  for 
the  special  work.  It  takes  only  a  few 
hours  to  change  the  ERIE  steam-shovel 
over  to  locomotive  crane  service,  or  to 
trench  digger,  or  high  lift  machine. 

You  can  always  find  work  for  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 


RAILROAD 

Erie  Ditchers 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE.  Write  for  a  copy  of 
Bulletin. 


Ball  Engine  Co.,  Erie,  Pa. 


3 


Builders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditcher;   BALL  Engines. 


Involving 
Shovels 


PILE  DRIVING  equipment 
breaking  up  concrete  so  that  the 
pieces  will  go  into  dump  wagons 
When  the  shovel  tore  up  the  concrete 
without  breaking,  the  pieces  were  too 
large  One  of  two  Enes  owned  by 
Lennane  Bros.,  Detroit. 


QUARRY  WORK  is: 
what  makes  the  strong- 
est boosters  for  the 
Erie,  because  she  is 
built  to  stand  rock 
digging.  "Stronger 
construction  at  every 
point  of  wear  and 
strain."  Just  ask  the 
owners  of  this  Erie— 
Tarbox  &  McCall, 
Findlay,  Oftio. 


STKEET  GRADING^ 

A^k  the  owner  of  tins 
Chas  Ippolito.  Orange,  K.  I. 

RAILROAD  WORK,  loading 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgh. 
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Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis  Chalmers  Ltd. 
London  Concrete   Machinery  Co. 
Ontario   Wind   Engine   &  Pump 

Company 
Osborn  Canada  Ltd.,  Samuel 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown    Hoisting    &  Machinery 
Company 
Gravel 

Sand  &  Supplies  Ltd. 

Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  AllisChalmei  s  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 

Hauling  Contractors 

Contractors   Transport  Co. 

Heating  Apparatus 

Dunham  Company,  C.  A. 

Canadian  Blower  and  Forge  Co. 

Modern   Heating  &  Engineering 
Company. 

Montreal  Machine  Shop,  Ltd. 
Heat  Insulating  Materials 

Armstrong   Cork  Company 
Heating  Systems  (Steam  Traps) 

Dunham  Company,  C.  A. 
Hoists,  Electric 

Canadian  Link-Belt  Co. 

Northern  Crane  Works 


Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Brown   Hoisting  Machinery  Co. 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Marsh    Engineering   Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams   Machinery   Co.,   A.  R 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian    AllisChambers  Ltd. 
Hopkins  &  Company.  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Can.    Consolidated    Rubber  Co., 
Ltd. 

Dunlop  Tire  &  Rubber  Goods  Co 

Hydrants 

Canada  Iron  Foundries 
Kerr    Engine  Company 
Gartshorc-Thompson  Pipe  Co. 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Hopkins  &   Company,   F.  H. 
McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 

Laboratories 
Hunt  &  Co.,  Robt.  W. 
Milton  ITersey  Company 

Insulation  (Asbestos) 
Asbestos  Mfg.  Company 

Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 
Spielmnn    Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada  Limited 

Insulating  Bricks 

Armstrong  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton   Bridge  Works  Co. 

Northern   Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 

Hamilton  Birdge  Works  Co. 

Kilns 

Canadian  Blower  and  Forge  Co. 
McKinnon  Steel  Company 

Lead  Pencils 
American  Lead   Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis  Chalmers  Ltd. 

Linabestos  Wallboard 

Asbestos  Mfg.  Company 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 

Locomotive  Cranes 

Ball  Engine  Company 

Brown     Hoisting     &  Machinery 

Company 
Lumber  (Asbestos) 

Asbestos  Mfg.  Company 
Machinery  Insulation 

Armstrong  Cork  Company 

Metal  Lath 

Canadian   Metal   Window  Co. 

Pedlar  People  Limited 

Trussed  Concrete  Co.,  Ltd. 
Metallic  Roofing 

Pedlar  People  Limited 
Motors 

Canadian   General  Electric  Co. 

Motor  Trucks 

Ford  Motor  Company 

Nozzles 

Spray  Engineering  Co. 

Oil  Tanks  . 

Boving  Hydraulic  &  Engineering 
Company 


Hamilton  Bridge  Works  Co. 
Imperial  Oil  Company,  Ltd. 
McKinnon  Steel  Company 
Maiitime  Bridge  Company 

Ornamental  Iron 

Canadian  Welding  Works 
Dennis  Wire  Iron  Works  Co. 

Ornamental  Moulds 

Ideal   Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Packing 

Dunlop  Tire  &  Rubber  Goods  Co. 
Paint  (Heated  Surfaces) 

Ric-Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Company,  F.  H. 
Spielman  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett   Company,  Ltd. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonncborn  Sons  Inc.,  L. 
Spielman  Agencies  Regd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Paint  Spraying  Equipment 
Spray  Engineering  Co. 

Park  Sprinklers 

Spray   Engineering  Co. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett   Company,  Limited 
Carey  Company,  Philip 
Dominion  Tar  &  Chemical  Co. 
Imperial   Oil  Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Pipe   (Concrete,   Iron   &  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
■  Gartshore  Thompson  Pipe  Co. 
National  Iron  Works 

(Continued  on  page  10) 


ORDER  EARLY  TO  GET  EARLY  DELIVERY 

DELAYS  ARE  DANGEROUS 

SMALL  CARS 

We  catalogue  a  great  many  types  of 
Small  Cars,  in  a  large  range  of  sizes. 
We  are  also  prepared  to  build  to  or- 
der any  kind  of  small  car  you  want, 
and  in  any  quantity  from  one  up. 


HOISTS 

We  build  any  kind  of  Hoist  you 
want,  and  for  any  purpose.  We 
offer  you  a  choice  of  either 
Steam,  Electric  or  Gasoline 
Power,  and  a  range  of  7  sizes, 
from  10  Horse  Power  up  to  50 
H.P.  Let  our  Engineering  Staff 
assist  you  with  your  Hoisting 
Problems. 

BUCKETS 

We  offer  a  large  variety  of  styles 
and  sizes  of  Steel  Buckets,  either 
Tipping  or  Bottom  Dumping. 
Our  Prices  are  right,  and  we 
guarantee  satisfaction  as  to  both 
material  and  workmanship. 


Double  Drum  Electric  Hoist,  with  geared 
Boom  Swinger,  for  general  purpose  der 
rick  work.  Made  in  7  sizes,  and  with 
either  one,  two,  three  or  four  drums. 


FLOOR  WINCHES 
Made   in    a    large   range   of   sizes   to  lift 
from  1500  lbs.  up  to  any  weight  that  can 
be    lifted   by   hand    power.      Strong,  safe 
and  compact. 


CAR  IRONS 

For  Repairing  your  Small  Cars. 

Best  chilled  wheels,  made  of  special 
charcoal  iron,  steel  axles.  Any  kind 
of  bearing  or  grease  box  you  prefer. 
We  supply  complete  sets,  any  size 
wheels  and  axles,  and  for  any  gauge 
track.  Roller  Bearings  also  fitted  in 
car  wheels  if  desired. 

Let  us  send  you  our  catalogue  of 
Hoists,  Cars,  Buckets,  Derricks,  etc. 
It  will  repay  you. 


Marsh  Engineering  Works,  Limited, 


Established 
1846 


Belleville,  Ontario,  Canada 


Sales  Agents  :    MUSSENS,  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver. 
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Sand  and  Gravel  Plants  and  Accessories 


Comi 


fashing  plant.  Dull  inclined  Conical  Screens  and  Drag  Line  Excavator  Bucket  in  operation.  Our  catalog  No.  17 
illustrates  and  describes  some  of  the  many  plants  we  have  designed.     Send  for  a  copy. 


AUTOMATIC  SAND  SEPARATOR 
We  were  the  first  to  design  a  mechanically- 
acting  separator  and  through  successful  im- 
provements, have  developed  a  perfectly  practical 
and  thoroughly  reliable  machine. 


LOCOMOTIVE  CRANB  DELIVERING  TO 
BELT  CONVEYOR 
The  belt  conveyor  is  fed  by  the  standard 
Link-Belt  crane  shown  equipped  with  grab- 
bucket  used  for  excavating  sand  and  gravel. 


Canadian 
Link-Belt  Company 
Limited 

WELLINGTON    &   PETER  STS. 
TORONTO 


CONTRACTOR'S  EQUIPMENT 
Continuous  bucket  elevator,  centrifugal  ele- 
vator, and  cement  bag  elevator.    Catalog  No.  213. 


CONTINUOUS  ELEVATOR  BUCKETS 
Our  catalog  No.  213  fully.illustrates  and  de- 
senbesour  many  types  of  Elevators  and  Convey- 
ors for  Sand,  Stone  and  Gravel. 


248 


WAGON  LOADER 

Loads  a  ton  of  loose  material, — sand,  stone, 
gravel,  etc.,  a  minute.    Catalog  No.  350. 
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Pipe  Covering  (Underground) 

Ric-Wil  Company 

Pencils  (Lead) 
American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Magnesia,  Asbestos, 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb  Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Waterous  Engin»  Works  Co. 


Road  Material 

Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 
Pedlar   People  Limited 

Rubber  Goods 

Barrett  Company,  Limited 

Road  Oil 

Imperial  Oil  Company,  Ltd. 

Pneumatic  Machinery 

Canadian  Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Ontario  Wind   Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian   Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Ralls 

Sesenwein  Bros. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  J. 
Hopkins  &  Company,  F.  H. 


Reinforcements,  Concrete  and  Steel 

Haines  &  David  Ltd. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Sand 

Sand  &  Supplies  Ltd. 
Sash 

Trussed  Concrete  Steel  Co. 

Scaffold  Machines 

Drummond  &  Reeve,  Ltd. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 

Sheeting 

Barrett    Company,  Limited 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  Co. 
Beatty  &  S'ons,  M. 
Hopkins  &  Company,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Roberton-Olsen  Limited 
Robertson  Co.,  H.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Slates 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Canadian   Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Pedlar  People  Limited 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 

Steel 

Burlington  Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Steel  &  Coal  Co. 
Steel   Company   of    Can.,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Burlington   Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art   Metal  Company 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 
Page-Hersey  Iron,  Tube  &  Lead 
Company 


Steel   Floor  Construction  

Robb   Engineering  Works 

Steel  Plate  Construction 

Hamilton   Bridge  Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh   Engineering   Works,  Ltd. 
Waterous  Engine  Works,  Co. 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &   Radiation,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Tron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton   Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Reid  &  Brown  Structural  Steel  & 
Tron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Tron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario   Wind    Engine   &  Pump 

Company 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Dominion  Tar  &  Chemical  Co. 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 


Tile  Moulds 

London  Concrete  Machinery  tso. 

Towers 

Can.  Chicago  Bridge  &  Iron  Co 
Hamilton  Bridge  Works  Co. 


Transformers 

Canadian  General  Eelectric  Co. 

Turnbuckles 

Dominion  Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Dominion  Salvage  &  Wrecking 

Company 
Gartshore-Thompson    Pipe  Co. 
McAvity  &  Sons,  Ltd. 

Ventilators 

Robertson  Co.,  H.  H. 


Ventilating    &    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 


Varnishes — Insulating 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Wall  Ties 

Gait  Art  Metal  Company 

Wallboard   (Asbestos,  Linabestos) 

Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  S'ons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Water  Tapping  Machines 
Mueller  Mfg.  Company,  M. 

Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 

Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 

Well  Drilling  Plants 
American  Well  Works 
Ontario   Wind   Engine   &  Pump 
Company 


Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wiee  &  Iron  Goods  Co. 


Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 


Wood  Pipe 

Canadian  Pipe  Company 
Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver  Wood   Pipe  &  Tank 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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The  HAMILTON  BRIDGE  WORKS  CO.,  Ltd. 

Hamilton,  Ontario 


Don  Section,  Bloor  Street  Viaduct 


Manufacturers  of  Steel  Structures  of  all  classes 
particularly  BRIDGES  and  BUILDINGS. 

Estimates  gladly  submitted 


Robb  Power  Plants 


Engines 

Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 

Boilers 

Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 

Montreal  Office— Phone  Westmount  6800  Toronto  Office— 20  Victoria  Street 
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Good  roads  movement  is  just  one 
long  boost  for  the  Keystone  Model  4 

Roadmaking  is  ''pie"  for  the  Keystone  Excavator  Model  4. 
Its  powerful  bucket,  with  14  foot  working  travel  on  an  18 
foot  boom,  means  a  half  yard  dug  and  lifted  with  every  thrust. 
Has  the  punch — eats  up  old  macadam,  cemented  gravel, 
shale— no  need  to  favor  it.  32  h.p.  steam  engine.  It  travels, 
two  speeds.  With  different  scoops  the  Keystone  digs  ditches 
and  cellars,  excavates  hills,  unloads  cars,  etc.  It  is  just  the 
strong,  light,  versatile  machine  Canada  needs.  Just  now 
you  can  buy  right  from  stock. 

Sole  Licensees  and  Builders  for  Canada 

Engineering  &  Machine  Works  of  Canada,  Limited 

ST.  CATHARINES,  ONT. 
Eastern  Sales  Office:  Hall  Machinery  Company,  Sherbrooke,  Que. 

KEYSTONE 

EXCAVATOR  M?1 
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The  Standard  Of  Excellence 


Two  photographs  showing 
(1)  Machine  used  for  digging 
trench;  (2)  Vitrified  Clay 
Pipe  being  laid;  (3)  Filling 
in  the  trench  by  tractor 
power. 


A 


GOOD  PRODUCT  needs  no  recommendation;  its  recogni- 
tion is  universal;  its  partisans  legion. 


The  uniform  high  qualities  of  Vitrified  Clay  Pipe  have  placed 
it  in  the  lead  of  all  underground  conveyors  of  sewage  and  waste. 
Its  many  advantages  are  utilized  every  day  by  engineers  and 
contractors  in  thousands  of  communities. 

The  two  illustrations  show  work  done  recently  in  Sarnia  by 
the  Webster  Construction  Co.,  of  London,  Ont.  Vitrified  Clay 
Pipe  was  used  throughout  and  Mr.  Webster,  who  supervised  the 
work  in  person  and  who  is  seen  above  near  the  engine,  states: 

"We  would  like  to  compliment  the  quality  of  the  pipe  and 
to  add  that  we  have  used  Vitrified  Clay  Pipe  in  large  quantities 
for  the  past  six  years  and  have  found  it  of  a  uniform  standard  of 
excellence  hard  to  obtain  in  other  products." 

Vitrified  Clay  Pipe  (salt  glazed)  gives  lasting  service.  It  is 
in  constant  demand  and  continuous  use  the  world  over.  It 
insures  perfect  sanitation,  economical  cost  of  construction  and  a 
remarkable  degree  of  permanency. 

Mr.  Webster  concluded  with  a  reference  to  "unusually  good 
service  on  deliveries" — which,  by  the  way,  is  an  important 
feature  in  favor  of  using  Vitrified  Clay  Pipe.  Being  a  staple 
product  there  are  always  large  supplies  on  hand  for  emergency. 


Write  for  quotations  and  other  particulars 
Vitrified  Clay  Pipe  Publicity  Bureau, 
8  Colborne  Street,  Toronto,  Ontario; 
St.  Johns,  P.Q.  New  Glasgow,  N.S. 
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IN  this  day  of  science  and  practical  efficiency, 
the  construction  of  factory  buildings  has  be- 
come the  subject  of  the  most  highly  trained 
thought  and  effort.  Where  once  mere  shelter 
from  the  elements,  a  working  temperature,  and 
low  building  expense  were  the  chief  requisites 
sought,  now  there  stand  out  four  great  fea- 
tures, namely:  Maximum  daylight,  proper 
ventilation,  fire  protection  and  permanency. 
Experience  has  proved  that  to  obtain  these 


Trussed  Concrete  Steel  Co.  of  Canada,  Limited 

Walkerville,  Ontario 

Montreal  Toronto  Winnipeg  Calgary  Vancouver 

Warehouses  at  Toronto,  Winnipeg  and  Calgary 


The  Robert  Simpson  Co.,  Regina 


Send  for 
Descriptive 
Catalogue 
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features  in  full  measure,  concrete  and  steel  construc- 
tion are  necessary.  And  to  secure  the  most  daylight, 
wider  expanses  of  glass  windows  are  required-best  made 
possible  by  the  use  of  Truscon  Steel  Sash.  Through  Trus- 
con  Steel  Sash  all  the  advantages  of  perfect  ventilation, 
excellent  lighting,  fire  protection,  and  permanency 
are  gained  without  any  sacrifice  of  structural  dignity. 
In  fact,  Canada's  best  buildings,  in  point  of  beauty 
and  utility,  are  all  equipped  with  Truscon  Steel  Sash. 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation   67 

American  Cement  Machine  Co.  ... 
American  Enameled  Brick  and  Tile 

Company   19 

American   Lead   Pencil  Company  .. 

American  Well  Works   

Anglin-Norcross  Limited   72 

Archibald  &  Holmes  

Armstrong  Cork  Company   


Asbestos  Manufacturing  Company..  17 

Asphalt  Association,  The  

Asphalt  and  Supply  Co   64 

Ault  &  Wihorg  Co.  ...   .   66 

Auto  Road  Construction  Co   21 

Baines  &  David  

Ball  Engine  Company   7 

Barber,  Frank    "2 

Barrett  Company  

Bates  &  limes  

Beatty  &  Sons,  Ltd.,  M   58 

Booker  &  McKcchnie   

Boving     Hydraulic    &  Engineering 

Company  

Brantford  Roofing  Company  

Britnell  Company,  Limited    73 

Brodies,  Limited   62 

Brown  Hoisting  Machinery  Co  

Burlington  Steel  Company    55 

Canada  Cement   Company    18 

Canada  Crushed  Stone  Corporation 
Canada  Iron  Foundries,  Limited  ...  71 

Canada  Wire  &  Cable  Co  

Canada  Wire  and  Iron  Goods  Co.. 

Canadian  Allis-Chalmers   5 

Canadian  Blower  and  Forge  Co.  .  .  . 
Canadian  Chicago  Bridge  and  Iron 

Company   71 

Canadian   Consolidated   Rubber   Co.  3 
Canadian  Des  Moines  Steel  Co.  .  .  .  66 
Canadian   Engineering  &  Contract- 
ing Company   65 

Canadian  Equipment  Co  

Canadian  General  Electric  Co   5 

Canadian  Ingersoll-Rand  Co  

Canadian    Inspection    and  Testing 

Laboratories    72 

Canadian  Link-Belt  Co.   9 

Canadian  Metal  Window  Co  

Canadian  Pipe  Company,  Ltd   2 

Canadian  Steel  Foundries   74 

Canadian  Surety  Company   .  54 

Canadian   Welding   Works    19 

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co.  .  . 

Chip  man  and   Power,   Ltd   72 

Colwell  Sand  and  Gravel  Co  

Conduits  Company,  Limited   66 

Consumers  Gas  Co   65 

Contractors  Transport  Co   63 

Cook,  A.  D   73 

Concrete  Pipe  &  Products  Co.   .  .  .  54 

Crane  Limited    69 

Crushed  Stone,  Limited   73 

Dake  Engine  Company   73 

Dennis  Wire  and  Iron  Company  .  .  . 


Dept.  of  Public  Works  

Dominion  Concrete  Company   60 

Dominion   Engineering  and  Inspec- 
tion Company   72 

Dominion  Iron  &  Steel  Company..  20 

Dominion  Tar  &  Chemical  Co   62 

Dominion   Wire   Rope  Co   76 

Dunham   Company,  C.  A  

Dunlop  Tire  &  Rubber  Goods  Co. 

Engineering  &  Machine  Works  of 

Canada,   Limited    12 

Ford  Motor  Company   

Frost  Steel  &  Wire  Co   58 

Gait  Art  Metal  Company   57 

Gartshore,  John  J  

(iartshore-Thompson  Pipe  &  Foun- 
dry Company   63 

(lent  Company   72 

Goldie  &  MeCulloch  Co  

Goodyear  Tire  &  Rubber  Co   56 

Gore,  Nasmith  &  Storrie   54 

Hamilton  Bridge  Works   11 

Hamilton  Co.,  Win   22 

Hepburn,  John  T   74 

Holmes  &  Sons,  Fred    72 

Hopkins  &  Company,  F.  H   76 

Hunt  &  Company,  Robert  W   72 

Ideal  Concrete  Machinery  Co   62 

Imperial  Oil  Limited  

Inglis  Company,  John    53 

James  &  Company,  E.  A   72 

Kerr  Engine  Company,  Ltd   67 

Lea,  R.  S.  &  W.  S.  . . .    72 

London  Concrete  Machinery  Co.  ...  4 
London  &  Lancashire  Guarantee  & 

Accident  Company   54 

MacKinnon  Steel  Co.  ...    64 

MacLean  Daily  Reports   63 

Manitoba  Bridge  &  Iron  Company 

Maritime  Bridge  Works  Co.   71 

Marsh  Engineering  Works    8 

McAllister  &  Taylor   72 

McAvity  &  Sons,  T   59 

McGovern,  T.  J   69 

McGregor  &  Mclntyre    71 

McKinnon  Columbus  Chain  Co.  .  . . 

Metal  Shingle  &  Siding  Co  

Miller  &  Sons,  Roger   22 

Milton  Hersey  Company   72 

Modern  Heating  &  Engineering  Co.  66 

Montreal  Machine  Shop   69 

Morris  Crane  &  Hoist  Co.,  Herbert  73 


Morrison  &  Co.,  T.  A   72 

Mussens  Limited   63 

National  Conduit  Company    57 

National  Equipment  Co  

National  Iron  Corporation    62 

Northern  Crane  Works,  Ltd   66 

Nova  Scotia  Steel  and  Coal  Co.  .  . . 

Ontario  Wind  Engine  and  Pump  Co.  61 

Ormsby  Company,  Ltd.,  A.  B   24 

Osborn  Canada  Ltd.,  Samuel  

Pacific  Coast  Pipe  Company   65 

Page-Hersey  Company    61 

Pedlar  People   

Power  and  Son  

Pratt  &  Letchworth   74 

Prcst-O-Litc  Company   

Reld  &  Brown  Structural  Steel  and 

Iron  Works   72 

Ric-wiL   Company    65 

Robb  Engineering  Works   li 

Robertson  Co.,  H.  H  

Roberton-Olsen,  Ltd   63 

Scssenwein  Bros   65 

Scully,  A.  A   69 

Schultz  Bros   72 

Shinn  Mfg.  Co  

Sonneborn  Sons,  L.,  Inc.  

Spielman  Agencies  

Spray  Engineering  Company   65 

Standard  Steel  Construction  Co.  ...  22 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   71 

Steel  Company  of  Canada  

Steel  &  Radiation   73 

Sterling  Engine  Company  

St.  Clair  Bros   21 

Thompson  Bros   72 

Tiffin  Wagon  Company   19 

Toronto  Plate  Glass  Importing  Co.  1 

Toronto  Steel  Construction  Co.  ...  60 

Toronto  Testing  Laboratory   72 

Trades  &  Labor  Branch,   Dept.  of 

Public  Works  

Trussed  Concrete  Steel  Company.  14-15 

Turnbull  Elevator  Company   75 


United  States  Fidelity  &  Guaranty 

Company  

Vancouver   Wood   Pipe   and  Tank 


Company  

Vitrified  Clay  Pipe  Co   13 

Waterous  Engine  Works  Company 

Wells  &  Gray   23 

Williams  Machinery  Co.,  Ltd.,  A.  R.  73 

Wynne  Roberts,  R.  0   72 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.  Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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R.  C.  Church  now  under  construction  at  Lachine.    L'eglise  des  Saints  Anges  Gardiens. 

Architects,  Messrs.  Viau  &  Venne 


Now  being  roofed  with 

"  ASBESTOSL ATE  " 

We  have  a  long  list  of  churches  covered  with  "Asbesto- 
slate"  and  giving  absolute  satisfaction. 

It  is  very  important  in  the  case  of  large  buildings  to 
choose  the  "Best  Roof  Obtainable,"  so  as  to  avoid  expensive 
repair  costs,  painting,  etc. 

"ASBESTOSLATE"  is  the  most  economical  roof  in  the 
long  run  and  even  the  first  cost  is  very  little  more  than 
wooden  shingle  or  other  inflammable  roofs. 


Illustrated  catalog  sent  on  request. 

Asbestos  Manufacturing  Co.,  Limited 

SALES  OFFICES 

708,  709,  710  Drummond  Building 
MONTREAL  -  CANADA 

Factory:  Lachine,  P.Q. 
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The  Concrete 
Drivewatj 


OU5TKJAC  ROADWAY  LEADING  TO  PLANT  OF 
MYALL  &  SONS  CONSTRUCTION  COMPANY  LIMITED 


An  Important 
link  in  the 
Transportation  facilities 

of  arnj  Factoinj 

i 


Mudholcs  in  a  roadway  that 
serves  a  factory  may  be  a  serious 
menace   to   that   plant's  output. 
No  business  man  can  see  trucks 
or  wagons   "stuck  in   the  mud" 
within  a  few  feet  of  the  receiving  door  or  load- 
ing platform,  without   realizing   the  tremen- 
dous   loss    of    valuable  time  thus  involved. 
Sometimes  one  stalled  truck  will  block  the 
driveway  so  effectually  that  all  shipping  must 
be  suspended  until  the  road  is  cleared.  .Some- 
times a  truck  has  to  restrict  its  load  to  half 
its  proper  capacity — the  motive  power  being 
unable  to  move  a  full  load  in  a  badly  rutted 
roadway. 

To  maintain  full  efficiency  in  a  Driveway,  it  must  be  available  for  use  every  working  day  in 
the  year — in  any  season — in  any  weather.  That  may  be  accomplished  by  paving  it  with  CON- 
CRETE. 

Concrete  pavement — on  an  industrial  driveway,  a  city  street,  or  a  country  road — costs  less  to 
build  than  any  other  type  equally  permanent.  But  it  is  the  low  maintenance  cost  of  Concrete 
that  especially  recommends  it  to  far-sighted  executives  and  to  the  modern  engineer. 

We  will  gladly  co-operate  with  anyone  interested  in  Concrete  industrial 
driveway  pavement  in  advising  as  to  specifications  and  details  of  construction. 

CANADA  CEMENT  COMPANY  LIMITED 


5  Herald  Building, 


MONTREAL 


Montreal 


SPECIFY 
CANADA 
CEMENT 
UNIFORMLY 
RELIABLE 


Sales  Offices 
Toronto  Winnipeg 


CANADA  CEMENT 

CONCRETE 

FOR  PERMANENCE 


Calgary 

We  maintain  a  Ser- 
vice department  to 
co-operate  with  En- 
gineers— in  all  lines 
of  work  for  which 
Concrete  is  adapted. 
Our  Library  is  com- 
prehensive and  is  at 
the  disposal  of  the 
Engineers  of  Can- 
ada at  all  times 
without  charge. 
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The  "CANWELD"  Concrete  Buggy 


The  most  durable  and  serviceable  concrete  buggy  made. 
It  is  constructed  throughout  of  wrought  iron  and  steel 
(no  cast  iron  is  used).  Is  mounted  on  a  pair  of  strong 
36  inch  wheels,  with  wide  rims,  running  smoothly  on 
a  rigid  axle,  the  whole  well  balanced. 
Capacity  6  cu.  ft. 

Consult  us  first  when  in  the  market  for  concrete 
buggies. 

Prompt  shipment  from  stock. 

Canadian  Welding  Works  Limited 

Architectural  lion  Works. 
Steel  Tank  Manufacturers.  Welding  Engineers. 

134  Queen  Street,  Montreal. 


No.  10— Designs 

Much  delay  is  saved  by  the  use  of 
stock  designs  of  moulded  brick.  The 
designs  of  our  Enameled  Biick  are 
chosen  to  reduce  manufacturing  dif- 
ficulties and  delays  to  a  minimum, 
yet  they  afford  a  scope  and  variety 
of  choice  that  no  other  manufacturer 
can  equal.  Composite  mouldings 
may  thus  readily  be  made  up  and 
orders  filled  promptly. 

Send  for  Data 
See  Sweets   Catalogue  L.S.A. 
or 

Specification  Data  Canada 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and  Fire  Brick, 

52  Vanderbilt  Ave.,  New  York  City. 

Representatives  in  all  principal  Canadian  Cities. 


Why? 

TIFFIN 


MOTOR 
TRUCKS 


Makers  also  of 

Tiffin  Street 
Sprinklers  and 
Street  Flushers 


Because  they  live 
longer  under 
hard  service. 

—and  cost  less  to 
operate. 

—and  give  super- 
ior service  dur- 
ing their  entire 
life. 

Because  Tiffin  Trucks  are  rightly  designed  and 
honestly  built,  these  claims  can  be  proven. 

V/2  to  6  ton  capacities  with  any  type  of  body. 

The  TIFFIN  WAGON  CO.,  TIFFIN,  Ohio 


^0 
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BASIC  open  Hearth 

Steel 

Rails 

Billets 

Rods 

Bars 

Standard  and  Special  Sections 

12  lbs.  to  100  lbs.  per  lineal  yard 


"Domsteer  Wire  Products 

Wire  Nails 

Wire 

Bright,  Annealed,  and  Galvanized,  Nail 
and  Rivet  Wire  ;  Oiled  and  Annealed,  Plain, 
Barb,  and  Coil  Spring,  Etc. 

Coke  Oven  By-Products 

Sulphate  of  Ammonia,  Benzol,  Toluol, 
Xylol,  Solvent  Naptha,  Napthalene,  Etc. 
Sulphuric  Acid. 


m 


Sir 


Hi 


General  Sales  Offices:  112  St.  James  St.  Montreal,  P.Q. 
Head  Office  and  Works :  Sydney,  N.S. 

Sales  Offices  :  Sydney,  St.  John,  Montreal,  Paris,  London 
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What  More 
Could  You 
Want  for  a 
Road  ?— 


THE  IMPROVED 

WILLITE 

Permanent  Pavement 


Long  wear;  little  or  no  maintenance  costs;  no  disintegration  or  abrasion; 
resiliency  to  distribute  enormous  weights;  inexpensive  to  build;  resist- 
ance to  frost,  dust  or  water;  cleanliness,  sanitariness,  smoothness  and 
absolute  permanence.  This  is  Willite — the  Permanent  Pavement  and 
a  Canadian  owned  product  for  building  or  resurfacing  city  streets  and 
rural  roads  in  the  Dominion. 

Willite  combines  every  feature  contributing  to  perfect  road  building  and 
surfacing.    Let  us  tell  you  more  about  Willite. 

Municipalities,  councils,  engineers  and  contractors  will  be  gladly  fur- 
nished with  full  particulars. 

Better  let  your  proposed  pavement  be  permanent — use  Willite. 


THE 


IMPROVED 


PERMANENT 


LICENSEE 


PAVEMENT 


20  ERIE  AVENUE,  NIAGARA  FALLS 
ONTARIO 


Where  Little  Things  Are  Big. 


A  TIP  FOR  CONTRACTORS 


Think  what  this 
cart  can  do. 
Inadecmate  methods 
of  carrying  concrete 
from  the  mixer  to 
the  job,  causes  un- 
necessary labor,  ex- 
tra expense,  and  a 
great  loss  of  time. 

These  carts  are  pay- 
ing for  themselves 
on  every  job  they 
are  put  on. 


THE  ST.  CLAIR  CONCRETE  CART 


Manufactured  in  Canada  by  St.  Clair  Bros. 


The  only  cart  man- 
ufactured which 
dumps  the  load  by 
merely  releasing  a 
clip  on  the  side  of 
the  bowl. 

Bowl  turns  •  over, 
legs  and  frame  re- 
maining stationary. 

Does  away  with 
the  dissatisfaction  of 
having  to  tip  load 
out  of  cart  by  main 
force. 


ST.  CLAIR  BROS. 


Gait,  Ont.,  Canada 


THE  CONTRACT  RECORD 


January  14,  1920 


Steel  Plate  Work 


Steel  Tanks 
Stand  Pipes 
Smoke  Stacks 
Boiler  Breachings 
Riveted  Steel 

Pipe 
Steel  Bins 
Hoppers 


Structural  Steel 
Work 


Send  us  your  speci- 
fications 


Quality  &  Service 


William  Hamilton  Co. 

Limited 

Peterborough,  Canada 


STEELWORK 

FOR  EVERY  PURPOSE 


We  manufacture  and 
erect — 

GIRDERS, 
COLUMNS, 
TRUSSES, 
etc. 

STEEL 
BUILDINGS 
and 

BRIDGES 

Bars,  angles,  plates, 
beams,  channels,  rivets, 
bolts,  etc.,  in  stock  for 

immediate  shipment. 
A  post  card  will  bring 

Saugeen   River   Bridge,  216  ft.  you  Our  monthly  Stock 

Span,    16  ft.    Roadway,    Built  and  i;_f  hv  r(,*,irn  mail 

erected   by   us  for   Bruce   County.  Ust         return  mau- 
Frank  Barber,  Engineer. 

Standard   Steel  Construction  Co. 

LIMITED 

PORT  ROBINSON,  ONTARIO 


ROGER  MILLER  &  SONS  LIMITED 

ENGINEERS  AND  CONTRACTORS 

For  many  years  it  has  been  our 
business  to  advise  on,  plan  and 
execute  all  kinds  of  engineering 
and  contracting,  including 

Docks 
Harbors 
Breakwaters 
Canals 
Industrial 
Plants 


We  shall  be  pleased  to  discuss 
with  you  any  constructional 
work  you  may  be  contemplat- 
ing, and  give  you  the  benefit  of 
our  long  and  varied  experience. 


Concrete  Cribs  under  construction  for  the  P.E.I.  Car  Ferry  Terminals  at 
Port  Borden,   Prince  Edward  Island. 


Head  Office:    Lumsden  Building,  TORONTO 
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Holmes  Foundry  Building,  Sarnia,  Ont. 

H.  M.  Lane  Co.,  Wells  &  Gray  Ltd., 

Architects  Contractors 


Plant  recently  completed  for 
Holmes  Foundry  Co.  We  have 
the  organization  and  equipment 
to  carry  on  Industrial  buildings 
of  all  kinds  in  the  quickest  pos- 
sible time. 

Wells  &  Gray  Limited 

ENGINEERS  &  CONTRACTORS 


Branch  Office  : 

Bank  of  Commerce  Bldg., 

WINDSOR,  ONT. 


Head  Office: 

701  Confederation  Life  Bldg., 
TORONTO. 


Registry  Office,  Toronto — Charles  S.  Cobb,  Architect 

Any  Skylight  Gives  Light — but  the 

NON  PAREIL  SKYLIGHT 

is  leak-proof  absolutely 


Valuable  records  to  be  stored  in  this  building,  made  it  most 
essential  that  the  architect  look  for  absolutely  the  best  in 
Skylight  construction.    The   logical   answer  was  The 
Non-pareil.    Since   installation   there  has  not  been  a 
broken  light  nor  a  single  leak.     There  can't  be — 
note  the  cut  of  the  Bar.    The  Glass  rests  on  a  lead 
cushion  below  (see  No.  5)  and  the  contact  of  the 
cap  is  with  a  lead  strip  above  (see  No.  4).  The 
glass  rests  on  these  bars  in  such  a  way  as  to 
allow  complete  expansion 
and    contraction,   and  in 
this    way    diminishes  all 
possibility     of  breakage 
from  this  cause. 


There  are  three  gutters 
inside  (note  5,  6  and  7). 
There  can  be  no  possible 
leaks  from  above  nor  from 
condensation,  100  per  cent 
strong;   last  indefinitely — easily 
erected,  every  part  fits. 
A  First-Cost,  Last-Cost  Skylight  Positively 


1 — eH 

Rl      '  Mm/ 

M           fir  1 

The  Metal  Shingle  &  Siding  Co.,  Limited 

Preston,  Toronto,  MONTREAL,  Winnipeg,  Calgary,  Saskatoon 
Associated  with  the  A.  B.  Ormsby  Company,  Limited,  TORONTO 
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Convention  of  Provincial  Builders'  and 
Supply  Association  of  Ontario 

A MEETING  of  the  executive  of  the  Provincial 
Builders'  &  Supply  Association  of  Ontario 
was  held  at  the  Builders'  Exchange  Rooms. 
Toronto,  on  Jan.  6  to  make  arrangements  in 
connection  with  the  programme  of  their  coming  annual 
convention.  The  convention  is  to  be  held  in  Toronto, 
at  the  King  Edward  Hotel,  Tuesday,  Wednesday  and 
Thursday,  Feb.  10,  11  and  12,  and  there  is  a  wide-open 
invitation  to  every  man  in  the  Province  connected 
with  the  building  and  construction  industries  to  attend. 
The  secretary,  Mr.  Wright,  is  sending  invitations  to 
every  exchange  and  builders'  association  in  the  Pro- 
vince asking  that  as  many  of  their  members  as  possible 
come  to  the  convention.  He  is  also  getting  in  touch, 
as  far  as  possible,  with  the  trade  in  towns  where  ex- 
changes do  not  exist  in  an  effort  to  get  the  men  who 
are  as  yet  members  of  no  organization  to  come  and 
see  what  organization  is  doing  and  can  do  for  the 
building  and  construction  industry. 

A  general  convention  and  entertainment  commit- 
tee, consisting  of  Messrs.  P.  L.  Fraser,  W.  E.  Dillon 
and  Chas.  T.  Penn,  has  also  been  appointed,  to  see 
to  it  that  those  attending  the  convention  will  have  an 


interesting  and  enjoyable,  as  well  as  a  profitable, 
time.  It  is  proposed  to  have  a  mid-day  luncheon  each 
day,  followed  by  an  address  by  some  prominent  speak- 
er, on  a  topic  of  interest  to  the  trade.  There  will  also 
be  a  big  dinner,  probably  on  the  second  evening  of  the 
convention.  These  are  merely  some  of  the  entertain- 
ment features.  Subjects  of  vital  interest  and  import- 
ance to  the  building  and  construction  industries  will 
be  brought  before  the  convention.  Committees  will 
be  selected  to  discuss  many  of  them  and  introduce 
them  for  the  consideration  of  the  general  assembly. 
Chairmen  have  already  been  appointed  for  a  number 
of  committees,  as  follows :  Resolutions  Committee, 
R-  Marson,  Stratford;  Committee  on  Joint  Industrial 
Council  of  the  Building  Trades,  N.  Gibbs,  Sarnia ; 
Technical  education  and  apprenticeship,  E.  R.  Dennis, 
London  ;  Universal  building  by-laws  for  Ontario,  C. 
F.  Till,  Toronto;  International  agreements,  H.  Hay- 
man, London;  Organization,  membership  and  pub- 
licity, P.  L.  Fraser,  Toronto';  Legal  affairs,  Mr.  Norton, 
Sarnia;  Lien  Law,  W.  E.  Dillon,  Toronto;  Work- 
men's Compensation  Act,  Geo.  Gander,  Toronto ; 
Code  of  Ethics,  M.  F.  Gibson,  Toronto. 

Many  other  important  matters  besides  the  above 
will  be  brought  up  for  discussion,  and  President  Elgie 
and  his  executive  feel  confident  that  the  convention 
will  be  the  most  profitable  and  enjoyable  in  the  his- 
tory of  the  Association.  It  will  be  worth  your  while 
to  attend  Remember  the  dates,  Feb.  10-11-12,  and 
the  place,  King  Edward  Hotel,  Toronto. 


Engineers  and  Architects  Urge  Improved 
Contract  Forms 


CONTRACT  forms  generally  accepted  as  stand- 
ard are  greatly  needed  at  the  present  time 
in  order  to  stabilize  practice  in  letting  and 
carrying  on    construction    work.    Not  only 
must  these  forms  be  absolutely  fair  in  fact,  but  they 
must  be  recognized  as  such,  and  brought  into  general 
use  if  their  full  value  is  to  be  gained. 

For  these  reasons,  engineers  and  architects  as 
well  as  contractors  are  expressing  much  interest  in  the 
work  being  done  by  the  Committee  of  Contracts  of 
the  Associated  General  Contractors  of  America,  which 
intends  later  to  present  definite  recommendations  to 
the  Association  concerning  contract  forms. 

The  results  of  this  study  would  then  be  placed 
before  the  technical  societies  for  suggestions  and  ap- 
proval. Comments  of  much  value  have  already  been 
received  from  many  engineers  and  architects-  The 
following  conclusion  is  quoted  from  a  letter  received 
from  J.  Edwin  Hopkins,  of  the  McCormick  Company, 
Inc.,  architects  .and  engineers  and  printed  in  the  news- 
letter of  the  Associated  General  Contractors. 

"I  am  inclined  to  believe  that  if  your  Association 
can  arive  at  a  conscientiously  prepared  contract  form, 
absolutely  fair  and  protecting  the  interests  of  the 
owner,  the  contractor,  and  the  architects  or  engineers 
who  act  as  agents  for  the  owner,  much  misunderstand- 
ing and  friction  would  be  eliminated  and  those  of 
inexperience  or  ulterior  motives  controlled  thereby. 
You  will  agree  with  me  that  there  are  a  number  of 
incompetent  men  practising  the  profession  and  oper- 
ating in  the  sphere  of  the  contracting  world,  respect- 
ively, who  are  suffering  from  a  lack  of  experience, 
shoddy  methods,  and  wilful  mal-practice,  and  that 
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equitable  contract  forms,  generally  recognized,  would 
very  effectively  remove  much  of  the  opportunity  now 
offered  these  men  for  harm." 

Find  Many  Poor  Building  Contracts 

In  explaining  the  interest  of  his  linn  in  the  matter 
of  contracts,  Mr.  Hopkins  states  that  they  are  con- 
fronted with  many  types  of  building  contracts  that  are 
found  to  be  lax,  incomplete,  or  extremely  partial  as 
they  refer  to  the  owner,  the  contractor  and  the  archi- 
tect. Often  these  contracts  are  advanced  by  local  con- 
tractors who  apparently  are  not  familiar  with,  or  air 
unwilling  to  accept  documents  in  more  general  use. 
Mr.  Hopkins'  letter  continued  as  follows: 

"This  organization  has  been  accustomed  to  using 
the  uniform  contract  as  originally  adopted  by  the  Na- 
tional Association  of  Builders  and  the  American  In 
.  stitute  of  Architects,  but  since  the  status  of  this  con- 
tract has  been  superseded  in  many  states  and  cases  by 
the  documents  of  the  American  Institute  of  Architects, 
we  have  attempted  to  use  these  documents,  and  even 
in  this  case  there  is  some  confusion  on  the  part  of  the 
contractors  in  the  smaller  cities  in  various  states,  due 
to  their  unfamiliarity  with  the  A.  I.  A.  forms. 

"1  have  read  with  interest  the  article  on  'Scrap 
Book  Contracts,'  which,  of  course,  do  not  work  to 
the  best  interest  of  those  governed  by  such  documents, 
and  many  times  cause  confusion,  friction,  and  ultim- 
ately litigation.  This  article  in.  my  estimation  applies 
not  alone  to  young  engineers  fresh  from  college,  but 
also  to  young  ambitious  contractors  who  many  times 
present  rather  difficult  and  unintelligent  proposals  and 
contracts  to  owners,  particularly  in  the  case  where 
the  architects  or  engineers  controlling  certain  opera- 
tions are  unable  to  guide  the  closing  of  contracts,  by 
reason  of  their  great  distance  from  the  seat  of  opera- 
tion. 

Both  Engineers  and  Contractors  at  Fault 

"Please  understand  that  1  also  consider  the  docu- 
ments of  the  American  Institute  of  Architects  an  ad- 
mirable medium  governing  the  procedure  of  building 
operations  and  have  used  them  in  a  number  of  cases, 
but  to  be  frank  with  you,  I  find  that  when  these  forms 
are  submitted  to  contractors  in  the  smaller  cities  and 
towns  throughout  the  country,  they  invariably  are 
skeptical  and  take  exception  to  these  documents,  pre- 
ferring to  use  their  own  local  forms  which  in  instances 
such  as  ours  can  hardly  apply  intelligently-  For  this 
reason,  I  am  exceedingly  interested  in  the  considera- 
tion that  your  Committee  of  Contracts  is  giving  to 
this  matter,  for  undoubtedly  you  can  strike  a  happy 
medium  and  possibly  in  a  briefer  form,  which  would 
eliminate  any  feeling  of  doubt  or  suspicion  in  the 
preliminary  procedure  of  a  building  operation. 

"I  write  you  at  length  because  of  certain  unfor- 
tunate experiences  which  have  occurred  in  my  activities 
for  this  company  in  the  states  of  Michigan,  Georgia, 
Rhode  Island,  Kentucky,  New  York,  and  Maine  where 
both  the  owner  and  contractor  have  materially  been 
affected  by  a  lack  of  mutual  understanding  as  to  the 
proper  contract  to  govern  their  building  operations. 

"This  organization  has  always  adopted  the  attitude 
that  the  owner  and  contractor  stand  on  the  same  level 
and  in  our  handling  any  work  we  know  absolutely  no 
partiality  to  either  the  one  or  the  other,  and  in  cases 
where  we  find  an  attempt  on  the  part  of  the  owner  to 
take  advantage  of  the  contractor,  we  protect  the  con- 
tractor, and  vice  versa. 

"You  make  mention  of  cost  plus  contracts  which 
during  the    present  time    seem  to  be  finding  favor 


amongst  general  contractors.  We  have  been  compelled 
to  use  such  contracts,  but  in  doing  so,  we  prefer  to  in- 
clude either  a  participation  clause  or  profit  sharing 
clause,  the  idea  of  which  is  to  offer  an  incentive  to  all 
parties  concerned  to  give  closer  co-operation  on  the 
work." 

"In  other  words,  and  under  present  day  conditions, 
we  find  that  if  a  contract  is  entered  into  between 
owner  and  contractor  on  the  basis  of  a  conscientious 
guarantee  price,  plus  the  contractor's  legitimate  per- 
centage of  profit,  a  further  beneficial  step  is  to  state 
in  the  contract  that  if  the  total  cost  of  the  work  exceeds 
such  guarantee  price,  the  contractor  is  to  share  the 
loss  or  excess  with  the  owner  on  any  basis  that  is 
mutually  agreed  upon,  whether  it  be  half  and  half, 
one-third  and  two-thirds,  or  some  other  division. 

"In  like  manner  any  saving  that  can  be  affected 
which  would  nominally  be  a  profit  would  be  shared 
between  the  contractor  and  the  owner  on  the  same- 
basis." 


Report  Gives  Timely  Study  of  Development 
of  Our  Resources 

STUDENTS   of   Canada's   resources   and   of  the 
problems  associated  with  their  efficient  devel-  ' 
opment  will  find  a  serviceable  addition  to  the 
literature  on  this  subject  in  the  tenth  annual 
report  of  the  Commission  of  Conservation. 

A  concise  review  of  the  year's  work  is  furnished 
by  Mr.  James  White,  Assistant  to  Chairman.  A 
series  of  unusually  informative  contributions  includes 
"Housing,  Town  Planning  and  Municipal  Government" 
by  Mr.  Thus.  Adams;  "Medicine  in  War"  by  Dr.  C.  A. 
Hodgetts;  discussions  on  various  phases  of  forest 
conservation  by  Mr.  Clyde  Leavitt,  Dr.  C.  D.  Howe 
and  Mr.  Roland  D.  Craig;  and  of  agricultural  inves- 
tigations by  Mr-  F.  C.  Nunnick.  Particularly  timely 
studies  of  the  water-power  and  fuel  situations  in 
Canada  are  presented  by  Messrs.  Arthur  V.  Wrhite 
and  Leo.  G.  Denis. 

The  publication  will  not  disappoint  the  very  wide 
circle  of  readers  to  whom  it  affords  an  instructive 
annual  resume  of  problems  and  progress  in  respect 
to  the  intelligent  use  and  study  of  our  natural  re- 
sources. 


Employers  of  Engineers  Urged  to  Adopt 
Salary  Schedule 

THE  Toronto  Branch  of  the  Engineering  Insti- 
tute of  Canada  has  sent  a  copy  of  the  salary 
schedule  as  recently  adopted  by  the  branch 
to  all  employers  of  engineers  in  the  Toronto 
district  accompanied  by  the  following  letter:  ^ 

"The  Toronto  Branch  of  the  Engineering  Insti- 
tute of  Canada  send  you  herewith  minimum  salary 
schedule  adopted  and  recommended  by  them  for  1920 
and  respectfully  urge  its  acceptance  by  you  for  the 
engineering  staff  in  your  employ  in  this  district. 

"The  rates  shown  are  based  upon  pre-war  con- 
ditions, no  allowance  being  made  for  the  present 
abnormal  cost  of  living. 

"If  from  its  condensed  nature  the  bearing  of  the 
above  classification  upon  your  organization  is  not 
apparent,  we  shall  be  very  glad  to  render  any  service 
desired. 
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Canada's  Engineers 


Mr.  George  A.  McCarthy,  the  subject  of  our  bio- 
graphical sketch  this  week,  has  long  been  prominent 
in  engineering  work  in  Canada,  latterly  as  the  engi- 
neer in  charge  of  the  railway  and  bridge  section  of  the 
Toronto  Department  of  Works.  From  his  sixteenth 
year  he  has  been  engaged  in  engineering  work,  chiefly 
in  connection  with  railway  development.  Mr.  McCarthy 
was  born  in  Moncton,  N.B.,  in  1871,  and  from  1887 
to  1894  was  employed  in  the  engineering  department 
of  the  Intercolonial  Railway  at  Moncton,  under  the 
chief  engineer,  P.  S.  Archibald.  While  in  the  service 
of  this  company  he  worked  up  through  all  junior  en- 
gineering positions  concerned  with  the  location,  main- 
tenance and  construction  of  railways.  He  then  en- 
tered McGill  University,  and  in  1898  received  the  de- 
gree of  Bachelor  of  Applied  Science  in  civil  engineer- 
ing. Following  his  graduation  he  was  engaged  until 
1900  on  the  Lake  Superior  Division  of  the  C.  P.  R., 
in  charge  of  a  party  on  track  centering  and  general 
maintenance  between  Fort  William  and  Cartier.  The 
East  called  him  again  in  1900  and  he  went  to  Fort 
Hood,  C.B.,  as  engineer  and  acting  manager  of  the 
Port  Hood  Coal  Co.  His  work  in  this  connection  in- 
cluded the  opening  up  of  an  abandoned  coal  mine  and 
the  building  of  a  loading  pier.  The  following  year  he 
became  locating  engineer  and  later  was  in  charge  of 
the  office  at  Sault  Ste.  Marie,  under  the  chief  engineer 
of  the  Algoma  Central  Railway  Co.  From  1901  to 
1905,  Mr.  McCarthy  served  as  principal  assistant  engi- 
neer on  the  construction  of  the  Hydro-electric  de- 
velopment of  the  Canadian  Niagara  Power  Co.  at 
Niagara  Falls,  Ont.  He  held  the  position  of  chief 
engineer  of  the  Temiskaming  and  Northern  Ontario 
Railway  Commission  from  1905  till  1909,  when  he 
moved  again  to  become  western  manager  of  the  con- 
sulting engineering  firm  of  Smith,  Kerry  and  Chace 
(now  Kerry  &  Chace),  Toronto,  in  charge  of  hydro- 
electric development  at  Horse-shoe  Falls  on  the  Bow 
River,  with  transmission  lines  to  Calgary  and  Exshaw. 
This  project  was  carried  out  by  the  Calgary  Power  Co. 
A  general  miscellaneous  engineering  business  was  also 
handled,  which  called  for  Mr.  McCarthy's  residence 
at  Calgary,  Vancouver  and  Boise,  Idaho.  In  1913  he 
became  resident  engineer  on  the  hydro-electric  de- 
velopment at  Belden  on  the  Feather  River,  California, 
for  the  Oro  Development  Co.  of  San  Francisco;  for 
financial  reasons  operations  had  to  be  suspended  before 
this  work  was  very  far  advanced  and  Mr.  McCarthy 


G.  A.  McCarthy 

came  to  Toronto  to  take  charge  of  the  railway  and 
bridge  section  of  the  Department  of  Public  Works, 
which  position  he  has  since  occupied  with  splendid  suc- 
cess. 

Mr.  McCarthy  is  a  member  of  the  Engineering  In- 
stitute of  Canada,  a  member  of  the  American  Society 
of  Civil  Engineers,  a  member  of  the  American  Insti- 


Mr.   Ceo.  A.  McCarthy 


tute  of  Electrical  Engineers,  and  a  member  of  the 
American  Railway  Engineering  Association.  In  1916 
he  was  chairman  of  the  Toronto  Branch  of  the  Engi- 
neering Institute  of  Canada,  and  is  at  present  a  mem- 
ber of  Council  of  the  parent  society.  During  the  war 
Mr.  McCarthy  did  exceedingly  valuable  work  as  chair- 
man of  the  Inventions  Committee  of  the  Joint  Com- 
mittee of  Technical  Organizations,  which  drew  a 
special  recognition  from  the  British  Government,  and 
in  1918-19  was  chairman  of  that  body. 


"See  pages  to  for  classification 

of  engineers  employed  by  yon. 

"This  schedule  is  being  forwarded  to  all  employers 
of  engineers  in  this  district  " 

This  procedure  is  in  accordance  with  the  action 
taken  at  a  meeting  of  the  Executive  Committee  held 
on  Dec.  15th,  when  the  following  motion  was  carried: 

Moved  and  Seconded. — That  copies  of  the  salary 
schedules  as  adopted  by  the  Toronto  Branch  be  for- 
warded to  all  employers  of  engineers  in  this  district, 
with  covering  letter  to  be  drafted  by  a  committee 
composed  of  the  Chairman,  Mr.  Harkness,  and  Messrs. 
Chipman,  McCarthy  and  Professor  Gillespie.  And 
that  the  Council  and  other  Branches  be  notified  of 
our  action. 


Board  of  Commerce  Declares  Building 
Materials  are  Necessaries  of  Life 

THE  Board  of  Commerce,  in  a  judgment  issued 
recently  and  signed  by  Judge  Robson,  Chair- 
man, and  Commissioners  O'Connor  and  Mur- 
doch declares   that    building  materials  of  all 
kinds,  plumbing  fixtures  and  building  hardware,  are 
necessaries  of  life  under  Part  Two  of  the  Combines 
and  Fair  Prices  Act.  The  order  reads : 


"It  is  hereby  declared  that  building  materials  of 
all  kinds  ordinarily  or  necessarily  used  in  the  con- 
struction or  sanitary  completion  of  houses  for  homes, 
including  plumbing  fixtures  and  building  hardware, 
are  necesaries  of  life  under  Part  Two  of  the  Combines 
and  Fair  Prices  Act.  This  special  regulation  is  made 
pursuant  to  Section  16  of  said  Act. 

"It  is  further  ordered  that  prior  to  March  31,  1920. 
all  dealers  within  Canada  in  such  building  materials 
do  deliver  to  the  Secretary  of  the  Board  of  Commerce 
of  Canada  at  Ottawa,  a  statement  showing  the  cost 
to  them  of  each  article  or  class  of  building  material 
being  sold  or  being  offered  for  sale,  with  their  selling 
price  thereof  to  a  contractor  or  other  individual  for 
use  in  the  building  of  houses,  and  stating  the  dates 
as  of  which  such  cost  and  selling  price  is  reported. 

"And  it  is  declared  that  any  dealer  or  dealers  hold- 
ing or  offering  for  sale  within  Canada  such  building 
materials  will  hereafter  be  deemed  to  have  committed 
an  offence  under  the  Combines  and  Fair  Prices  Act, 
1919,  if  an  unfair  profit  is  made  by  them  or  him  in 
the  sale  of  such  building  materials." 


Pruneau  &  Co.  Ltd.,  Quebec,  has  been  incorpor- 
ated with  a  capital  of  $90,000  to  acquire  the  business 
of  Pruneau  &  Co.  Regd.,  sellers  of  building  supplies. 
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Simpson  Mail  Order  Building  at  Halifax 

Constructed  Rapidly  Under  Cost-Plus-Fixed-Fee  Form 
of  Contract  in  Spite  of  Labor  and  Weather  Difficulties 


By  F.  A.  Wells 


THE  new  Mail  Order  Building  at  Halifax,  Nova 
Scotia,  just  completed  by  Wells  Brothers  Con- 
struction Co.  Ltd.  for  The  Robert  Simpson 
Co.  Ltd.,  Toronto,  is  not  only  a  structure 
creditable  to  the  owners  for  their  determination  to 
erect  more  than  a  mere  utilitarian  warehouse  but  an 
excellent  example  of  the  economy  of  time  and  money 
possible  under  the  fixed-fee  contract. 

Decision  to  build  was  made  in  the  middle  of  June, 
1919  and,  following  a  conference  with  the  architect, 
N.  Max  Dunning  and  the  builder  who  had  success- 
fully handled  previous  construction  for  the  owners  at 
Regina,  Sask.,  and  later  at  Toronto,  a  contract  was 
made  on  June  23,  with  the  understanding  that  abso- 
lutely no  effort  would  be  spared  to  have  the  structure 
ready  for  occupancy  before  the  year  ended.  The 
promise  was  made  good.  Liebermann,  Klein  &  I  fein 
were  retained  as  engineers. 

Past  work  had  been  done  under  a  fixed-fee  con- 
tract which  had  worked  out  so  satisfactorily  to  the 
owner  that  it  was  again  adopted.  In  fact  it  was  the 
only  possible  basis  because  of  the  vital  necessity  that 
work  start  long  before  finished  plans  could  be  ready. 

The  site  was  two-thirds  covered  with  a  virgin 
pine  forest.  Prior  to  the  receipt  of  foundation  plans, 
which  arrived  on  July  25,  the  site  had  been  cleared 
and  general  excavation  carried  as  far  as  possible. 

One-Half  of  Proposed  Unit 

The  present  building,  one-half  of  the  proposed  unit, 
is  200  by  100  feet  in  plan,  sprinklcred,  and  of  five 
storeys  with  a  mezzanine  between  the  second  and 
third  floors.  It  is  of  flat  slab  construction  with  9-inch 
floors  and  24  ft.  1  in.  square  panels.  The  distinguish- 
ing feature  of  the  building  is  the  large  expanse  of  glass 
obtained  by  holding  the  round  exterior  columns  back 
of  the  wall  line  and  making  steel  sash  continuous  over 
six  panels.    This  gives  much  additional  light  and  a 

*Vice-presklent  and  secretary.  Wells  Bros.  Construction  Company 
of  Canada,  Ltd. 


much  more  effective  external  appearance  than  where 
all  structural  members  are  all  exposed.  The  typical 
floor  height  is  12  feet  9  inches  except  for  second  storey 
which  is  18  feet  9  inches  to  accommodate  the  mez- 
zanine The  interior  of  the  building  is  smoothed  and 
brushed  for  cold  water  paint,  floors  are  finished  ce- 
ment and  the  stairs  are  of  steel  with  cement  tread. 
Stair  wells  and  elevator  shafts  are  enclosed  in  brick. 

In  addition  there  is  a  62  by  52-ft.  power  house 
connected  with  the  main  building  by  a  tunnel  through 
rock,  a  90-ft.  radial  brick  chimney  and  a  concrete 
septic  tank  located  200  feet  from  the  building  to  take 
care  of  sewerage.  The  power  house  is  designed  to 
take  care  of  the  second  unit  and  ecpiipped  with  two 
110-horse  power  boilers  with  provision  for  a  third. 
The  main  building  is  heated  by  hot  water  under 
forced  circulation,  a  heat  exchange  being  installed  in 
the  power  house. 

Labor  Difficulties 

Montreal  was  the  closest  market  for  steel  and  ce- 
ment, and  Cheltenham,  Out.,  for  face  brick,  only  red 
face  brick  being  produced  at  any  nearer  point.  This 
added  a  freight  charge  of  $13.25  per  thousand  to  an 
$18.00  brick.  Prism  glass  for  the  upper  two  rows  of 
lights  was  ordered  through  a  Canadian  house  from 
stock  in  England  and  numerous  cables  urged  prompt 
shipment. 

The  labor  situation  was  very  difficult.  There  was 
considerable  other  masonry  work  in  the  vicinity  and 
about  one-half  of  the  bricklayers  were  brought  from 
Montreal. 

Many  practical  difficulties  were  encountered  such 
as  the  necessity  for  blasting  for  a  tunnel  beneath  the 
first  floor  slab  as  well  as  for  tunnels  to  the  power 
house  and  to  a  water  main  at  one  corner  of  the  pro- 
perty. The  rock  was  full  of  water  bearing  seams, 
necessitating  almost  constant  pumping,  and  had  to  be 
blasted  with  small  charges  to  avoid  structural  dam- 


A  construction  view  of  the  Hal- 
ifax mail  order  building  of  the 
Robert  Simpson  Co.  It  mea- 
sures 200  by  100  ft.  and  is  of 
fiat  slab  reinforced  concrete  con- 
struction. Building  was  erect- 
ed complete  in  six  months. 


January  14.  1920 


THE   CONTRACT  RECORD 


2  g 


One  feature  of  the  design  of 
the  Simpson  mail  order  build- 
ing is  the  excellent  lighting  ob- 
tained by  keeping  exterior  col- 
umns back  from  the  wall  line 
and  making  steel  sash  continu- 
ous over  six  bays. 


age.  Trenches  were  in  some  cases  10  feet  deep,  due 
to  surface  inequalities. 

Due  to  the  urgent  need  for  speed,  work  was  at  all 
times  prosecuted  to  a  point  where  further  progress 
must  await  receipt  of  essential  materials.  The  first 
reinforcing  steel  arrived  on  August  18  and  the  first 
slah  was  poured  on  the  third  day  following.  The 
roof  slab  was  finished  on  October  4.  Out  of  38  week 
days  during  which  concrete  was  being  poured  in  foun- 
dations and  superstructure,  rain  occurred  on  16  days. 

The  expectation  of  difficulties  was  fully  realized 
but  the  structure  was  ready  for  full  occupancy  when 
needed,  just  six  months  after  the  contract  was  signed. 
On  December  20  the  last  passenger  elevator  was  in 
operation  and  only  some  details  of  the  steam  heating 
and  decorating  subcontract  remained  to  be  com- 
pleted. 

Work  without  Finished  Plans 

Manifestly  no  contractor  could  guarantee  the  cost 
of  such  an  operation  nor  give  an  absolute  time  for 
completion,  but  the  fortunate  relationship  under  the 
fixed-fee  contract  gave  ,  incentive  to  the  builder  to 
make  every  possible  effort  to  do  the  work  on  time 
and  to  hold  to  the  lowest  possible  net  cost.  In  being- 
able  to  start  work  without  finished  plans  and  to  pro- 
ceed as  fast  as  details  were  ready  (a  procedure  per- 
missible only  under  the  fixed-fee  plan),  fully  six* 
weeks  were  saved. 


Toronto  To  Seek  Readjustment  of  Town 
Planning  Zone 

THE  Assessment  Department  announces  that 
Toronto  will  shortly  apply  to  the  Ontario  Rail- 
way and  Municipal  Board  for  confirmation  of 
plans  of  subdivisions  outside  the  city,  covering 
24,000  acres.  These  are  situated  within  the  five-mile 
limit,  which  the  Town  Planning  Act  enables  Toronto 
to  control.  An  even  more  impotant  announcement  is 
that  the  city  will  ask  the  board  to  set  new  boundaries 
for  the  town-planning  zone,  and  also  change  the  zones 
of  various  municipalities  inside  Toronto's  zone.  This 
proposition  will,  of  course,  be  first  submitted  to  the 
municipalities  concerned. 

So  little  has  been  said  about  Toronto's  town  plan- 
ning scheme  that  few  citizens  are  even  aware  that 
there  is  one.  Under  the  statutes,  the  city  controls 
sub-divisions    within    five  miles  of  its  limits,  while 


towns  and  villages  control  subdivisions  in  the  coun- 
try within  three  miles  of  their  limits.  The  result  is 
that  there  are  tracts  of  land  which  cannot  be  sub- 
divided and  registered  without  the  consent  of  as 
many  as  four  different  municipalities.  Mimico  and 
Xew  Toronto,  for  instance,  have  a  say  as  to  land 
within  their  three-mile  limit  which  is  also  within  the 
five-mile  limit  of  Toronto.  A  movement  is  now  on 
Foot  to  limit  the  juisdiction  of  the  various  municipali- 
ties so  that  there  will  be  no  conflict  of  authority.  Un- 
der the  Act  passed  in  1918.  the  zones  may  be  altered 
if  the  Railway  Board  consents,  and  it  is  understood 
that  Toronto  will  not  only  seek  an  extension  of  her 
own  zone,  but  a  readjustment  of  various  others. 


Montreal  Branch,  E.  I.  C,  to  Entertain 
Guests  at  General  Meeting 

The  following  letter  has  been  sent  to  each  mem- 
ber of  the  Montreal  Branch  of  the  Engineering  Insti- 
tute of  Canada  by  the  secretary  of  the  branch.  It  is 
in  reference  to  the  annual  and  professional  meeting 
of  the  Institute : 

The  Council  of  The  Engineering  Institute  of  Can- 
ada has  authorized  the  Montreal  Branch  to  hold  a  Pro- 
fessional meeting  in  conjunction  with  the  Annual 
Meeting  of  The  Institute,  on  January  27,  28  and  29, 
1920.  In  former  years  when  the  Annual  Meeting  of 
The  Institute  was  held  in  this  city  it  was  customary 
for  the  Montreal  members  to  entertain  the  out-of-town 
members  to  a  certain  extent.  This  year,  however, 
the  Montreal  Branch  has  the  privilege,  for. the  first 
time  since  its  formation,  of  acting  as  host  for  the  meet- 
ing, and  great  efforts  are  already  under  way  in  order 
to  make  the  meeting  an  unqualified  success  and  at- 
tractive in  every  way  to  out-of-town  members  as  well 
as  to  the  members  of  the  Montreal  Branch. 

With  this  end  in  view,  in  addition  to  the  business 
and  technical  part  of  the  programme,  a  social  pro- 
gramme is  being  prepared.  It  is  proposed  to  hold  at 
least  one  Luncheon  (in  addition  to  that  at  which  the 
Northern  Electric  Company  will  be  the  host);  a  Re- 
ception, at  which  there  will  be  cards,  dancing,  music 
and  supper ;  and  a  Smoking  Concert,  which  will  com- 
pare favorably  with  any  theatre  entertainment  and 
have  the  added  advantage  of  sociability,  all  in  addition 
to  the  regular  Annual  Dinner. 
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In  order  that  this  programme  may  he  successfully 
carried  out  every  memher  of  the  Montreal  Branch  is 
being  invited  to  subscribe  to  the  Annual-Professional 
Meeting  fund,  as  it  is  felt  that  every  member  is  de- 
sirous of  lending-  a  helping  hand  for  the  proper  enter- 
tainment of  our  guests.  Will  you,  therefore,  kindly 
send  your  contribution  to  the  undersigned  at  your 
earliest  convenience. 

For  your  guidance  it  might  be  stated  that  the  the 


meeting  of  the  Branch  held  on  December  18th  the 
members  present  indicated  the  amounts  of  the  sub- 
scriptions, large  and  small,  they  were  willing  to  make, 
and  the  average  contribution  from  each  Member,  As- 
sociate Member,  Associate,  Junior  or  Student  present 
amounted  to  approximately  $7.00. 

Frederick  B.  Brown, 
Secretary-Treasurer, 
260  St.  James  Street,  Montreal. 


Steel  Bascule   Bridge  Over   Welland  River 

Highway  Structure  Required  at  Chippawa,  Ont.,  as 
Result  of  New  Flow  Channel  for  Power  Development 


IN  connection  with  the  (Jueenston-Chippawa  de- 
velopment of  the  Hydro-electric  Power  Com- 
mission of  Ontario  at  Niagara  Falls,  a  great 
deal  of  bridge  building  -approximating  $1,500,- 
000  in  value — is  entailed.  This  extensive  programme 
has  been  required  on  account  of  the  necessity  of  car- 
rying a  number  of  railways  and  highways  over  the 
new  flow  channel,  comprising  a  13-mile  canal  from 
Chippawa,  about  two  miles  above  Xiagara  Falls  at 
the  mouth  of  the  Welland  River,  to  Queenston,  about 
a  mile  above  the  Lake  Ontario  end  of  the  Niagara 
River.  For  railway  purposes,  three  reinforced  con- 
crete arches  are  needed,  one  for  the  Niagara,  St. 
Catharines  and  Toronto  Railway  (electric),  one  for 
the  Wabash  Railroad,  and  one  for  the  Grand  Trunk 
and  Michigan  Central  Railroads.  Besides  these  two 
steel  railway  bridges  and  a  number  of  highway  and 
foot  bridges  are  required  to  carry  the  various  roads 
across  the  canal.  Two  of  the  big  arches  have  been 
completed  and  work  is  proceeding  or  will  proceed 
shortly  on  all  the  other  structures. 

One  of  the  large  highway  bridges  involved  on 
account  of  this  power  development  will  be  located  in 
the  village  of  Chippawa  at  the  point  where  the  boule- 
vard of  the  Queen  Victoria  Niagara  Falls  Park  Com- 
mission crosses  the  Welland  River.  This  stream  is 
being  widened  and  deepened  to  serve  as  a  portion  of 
the  flow  channel  and  on  this  account  the  existing 
bridge  has  to  be  replaced.  The  structure  heretofore 
serving  the  demands  of  traffic  on  the  boulevard  is 
quite  inadequate  as  it  is  of  timber  truss  construction 
with  only  a  10-foot  roadway,  and  its  replacement 
would  have  been  necessitated  in  the  near  future  in 
any  case. 

One  Bascule  and  Two  Fixed  Spans 

The  Hydro-electric  Power  Commission,  through 
its  railway  engineering  department,  has  prepared  de- 
signs for  a  new  structure  at  this  point,  the  general 
features  of  which  are  illustrated  in  the  drawings  here- 
with- On  account  of  the  navigability  of  the  channel 
and  its  connection  with  Port  Robinson  on  the  Welland 
Ship  Canal,  it  was  necessary  to  incorporate  in  the 
design  a  movable  span,  as  the  clearance  between  deck 
and  water  level  is  very  low.  For  this  reason  the 
bridge  will  consist  of  a  100  ft.  steel  bascule  span  and 
two  fixed  75  ft.  steel  approach  spans,  carried  on  rein- 
forced concrete  piers  and  abutments.  The  trusses  are 
of  the  through  pony  Pratt  type,  12  ft.  in  depth.  In 
one  approach  span  and  the  bascule  span  they  are 
placed  at  29  ft.  centres,  but  in  the  approach  span  next 
the  trunnion  end  of  the  bascule  span  they  are  at  32  ft. 


2'_.  in.  centres,  the  extra  spacing  being  arranged  to 
allow  the  short  arm  of  the  bascule  span,  carrying  the 
counterweight  to  fit  between  the  approach  trusses 
when  the  bridge  is  in  its  open  position. 

The  movable  span  is  a  Strauss  trunnion,  single- 
leaf  bascule  design,  with  a  vertical  overhead  concrete 
counterweight.  The  trunnions  are  secured  to  the  top 
chord  and  mounted,  as  is  usual  in  this  type  of  bridge, 
in  journal  bearings  supported  by  vertical  trunnion 
posts,  anchored  to  the  pier.  The  span  is  to  be  electric- 
ally operated  with  a  hand  emergency  control. 

The  roadway  is  24  ft.  in  the  clear,  the  deck  on  the 
approach  spans  consisting  of  a  7y>  in.  concrete  slab- 
On  the  bascule  portion,  a  4  in.  plank  base  with  wood 
block  wearing  surface  is  employed  to  keep  the  weight 
of  the  span  at  a  minimum.  Two  6  ft.  cantilevered 
•sidewalks  are  provided  for,  although  one  only  will  be 
built  at  present.  A  4  in.  concrete  slab  is  used,  except 
for  2  in.  plank  on  the  bascule  span.  The  fixed  spans 
are  placed  on  a  3  per  cent,  grade  toward  the  bascule 
span. 

Piers  in  Thirty  Feet  of  Water 

The  piers  and  abutments,  of  the  type  shown  in  the 
drawings,  are  carried  down  to  rock,  which  is  <S  ft. 
below  the  proposed  bottom  of  the  channel.  They  are 
placed  in  30  ft.  of  water  by  means  of  caissons  built 
on  shore  and  floated  to  place.  Their  construction  is 
being  carried  out  by  the  Commission's  forces. 

The  bridge  is  designed  for  class  "C"  loading  as 
laid  down  in  the  general  specifications  for  steel  high- 
way bridges  by  the  Department  of  Public  Highways 
of  Ontario.  Bridges  of  this  character  are  classed  as 
suitable  for  main  travelled  or  county  roads-  They 
have  to  sustain  a  concentrated  live  load  of  20  tons 
on  two  axles  at  10  ft.  centres  and  6  ft.  guage,  two- 
thirds  of  the  load  to  be  carried  on  the  rear  axle.  The 
uniform  live  loading  is  considered  as  135  lbs.  per 
square  foot  of  floor  space. 

The  cost  of  the  structure  is  being  borne  by  the 
Hydro-electric  Commission  and  the  Provincial  Gov- 
ernment. The  substructure  is  being  built  by  the  con- 
struction forces  of  the  Commission,  but  the  steel  work 
has  been  let  by  contract  to  the  Hamilton  Bridge 
Works  Co.,  Ltd.,  of  Hamilton,  Ont.,  who  must  supply 
and  erect  the  superstructure  ready  for  operation  by 
July  1,  1920.  The  engineering  is  under  the  supervis- 
ion of  the  railway  department  of  the  Hydro-electric 
Power  Commission.  The  chief  engineer  for  the  Com- 
mission is  F.  A.  Gaby,  and  the  railway  engineer  is 
T.  U.  Fairlie. 
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Details  of  Rushbrooke  St.  School  at 
Verdun,  P.  Q.,  Recently  Completed 

THE  Rushbrooke  St.  School,  Verdun,    for  the 
Protestant   School  Trustees,  was  completed 
recently  at  a  cost  of  $95,000.    The  building 
has  accommodation  for  about  400  pupils,  and 
provision  has  been  made  for  additional  wings  if  ne- 
cessary. 

The  exterior  construction  is  of  concrete,  with  a 
certain  amount  of  ornamentation.  The  spaces  be- 
tween the  columns  and  beams  are  filled  in  with  brick, 
the  side  and  rear  walls  being  of  the  same  material 
The  window  sashes  throughout  are  of  wood.  In  the 
interior  the  walls  have  a  backing  of  terra  cotta,  plas- 
tered. The  partitions  between  the  class  rooms  are  of 
terra  cotta,  with  a  plaster  finish.  The  floors  are  of 
hardwood. 

The  building  consists  of  a  basement  and  three 
floors.  On  the  ground  floor  there  are  two  playrooms, 
one  for  boys  and  the  other  for  girls,  with  lavatories 
adjoining,  also  teachers'  rooms.  The  first  and  second 
floors  each  provide  accommodation  for  five  class 
rooms,  with  separate  cloak  rooms ;  on  the  second  floor 
there  are  also  rooms  for  assistant  teachers.  The  class 
and  other  rooms  are  situated  on  each  side  of  central 
corridors. 

There  is  a  central  entrance,  the  floors  being  reached 
by  a  stairway  which  is  disconnected  from  the  corri- 
dors by  fire-resisting  screens.  A  fire  alarm  system 
is  installed ;  this  consists  of  gongs  in  each  corridor, 
controlled  by  a  push  button  in  each  room. 

At  present  the  building  is  heated  by  furnaces,  but 
provision  has  been  made  for  a  heating  and  ventilat- 
ing system,  to  be  installed  when  the  additional  wings 
are  built. 

The  building  was  designed  by  Mr.  D.  J.  Spence, 
architect,  Montreal.     The  general  contractors  were 


Messrs.  Archambault  and  Leclair,  while  the  contract 
for  plumbing  and  heating  was  awarded  to  Mr  Thos. 
O'Connell,  Montreal. 


Power  Situation  in  Canada  Improved 
by  Remedying  Faulty  Conditions 

By  Leo  C.  Denis' 

WHILE,  on  the  whole,  the  power  situation  in 
Canada  is  fairly  satisfactory,  there  are 
numerous  problems  which  require  author- 
itative consideration  and  action  ;  moreover, 
numerous  faulty  existing  conditions  could  be  much 
improved  by  following  proper  technical  advice.  One 
or  two  of  the  latter  instances  may  be  briefly  referred 
to  here. 

Although  the  great  bulk  of  our  power  is  obtained 
from  large,  up-to-date  plants,  where  conditions  are 
efficient  and  satisfactory,  there  are  many  small  plants, 
both  water-power  and  steam,  where  conditions  fall  far 
short  of  what  they  should  be.  Small,  inefficient  steam- 
plants  should  be  eliminated  and  replaced  as  far  as 
possible  by  electric  energy.  Small  water-power  plants 
offer  a  different  aspect ;  they  each  possess  inherent 
energy  which,  if  not  fully  utilized,  is  lost  to  the 
community.  Individually,  they  may  not  seem  impor- 
tant, but,  in  the  aggregate,  the  loss  is  considerable. 
In  eastern  Canada  alone,  including  Ontario,  Quebec 
and  the  Maritime  Provinces,  there  are  no  less  than 
some  1,025  water-power  plants  of  200  h.p.  and  under; 
moreover,  these  are  practically  all  situated  in  the  more 
thickly  populated  portions  of  the  provinces  where 
power  is  most  valuable.  In  many  instances,  greater 
efficiency  might  be  obtained  from  these  plants,  each 
site  furnishing  an  individual  problem  and  involving 
a  study  to  ascertain  what  may  be  accomplished  in  the 
way  of  betterment    of  operating    conditions.  Else- 

*Hydro-electric  Engineer,  Commission  of  Conservation,  in  Tenth  An- 
nual Report. 
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where,  we  have  had  demonstrations  that  such  better- 
ment is,  in  many  instances,  easily  attainable. 

Increasing  Efficiency  of  Some  Plants 

Among  the  many  improvements  which  can  increase 
the  efficiency  and  output  of  a  small  plant  are:  Increase 
of  head  and  pondage ;  repairing  or  replacing  leaky 
dams,  works,  conduits,  etc. ;  scraping  and  cleaning 
water-wheel  runners ;  cleaning  out  or  deepening  tail- 
race  ;  replacing  or  re-aligning  all  bearings  to  reduce 
friction ;  eliminating  all  counter-shafts,  belting  and 
gearing,  replacing  same  by  direct  drive. 

In  connection  with  the  proposed  improvement  of 
water-power  plants  recommended  by  the  Legislature 
of  Massachusetts,  the  consulting  engineer  states  that 
the  average  efficiency  of  the  wheels  at  present  in 
use,  most  of  which  were  installed  some  time  ago,  is 
probably  about  65  per  cent.  The  advance  in  the  art 
of  hydraulic  turbine  design  and  installation  in  the  last 
decade  has  been  very  marked,  and  efficiencies  of  85 
to  90  per  cent,  are  now  attainable,  which  means  that 
an  additional  20  to  25  per  cent,  of  the  total  power  can 
be  utilized,  and  that  the  power  obtained  with  the 
same  amount  of  water  when  used  inefficiently  can  be 
increased  by  from  30  to  38  per  cent. 

An  example  of  the  great  benefit  obtained  by  over- 
hauling medium  sized  plants  was  recently  noted  in 
the  province  of  Quebec.  A  municipality  which  had 
two  hydro-electric  plants,  with  a  total  capacity  of 
2,900  h.p.,  prior  to  reconstruction,  increased  the  capac- 
ity of  one  plant  by  50  per  cent-  and  the  other  by  127 
per  cent-  Among  the  various  changes  made  were  the 
replacing  of  too  small  and  inefficient  turbines  in  one 
place,  turbines  of  old  design  and  inefficient  in  another, 
replacing  a  wasteful  crib  dam  by  one  of  concrete  and 
reducing  transmission  line  losses. 

Power  Supply  for  Middle  West 

Another  question  worthy  of  attention  is  that  of 
adequate  electric  supply  for  Saskatchewan  and  adjac- 
ent portions  of  Manitoba  and  Alberta.  The  southern 
portion  of  this  section  of  Canada  is  practically  desti- 
tute of  water-powers,  and,  thus  far,  the  supply  of 
electric  energy  has  been  largely  restricted  to  the  prin- 
cipal centres.  Electric  energy  should  be  available  in 
community  centres  for  both  domestic  and  local  indus- 
trial purposes,  to  facilitate  the  promotion  of  such 
industries  as  go  hand-in-hand  with  agricultural  de- 
velopment. The  present  need  and  the  requirements 
of  the  near  future  seem  to  indicate  the  desirability  of 
comprehensive  systems  supplied  from  proportionately 
large  steam-turbine  plants.  After  a  detail  study  of  the 
demand  at  the  present  time  and  in  the  near  future,  a 
fairly  definite  plan  should  be  worked  out  along  the 
lines  just  mentioned.  The  installation  should  be 
developed  to  meet  the  demands  of  the  market  and 
should  be  developed  with  a  view  to  interconnecting  the 
various  systems  later  on.  Although  the  actual  present 
demand  may  make  this  appear  a  rather  optimistic 
suggestion,  there  is  no  doubt  that  our  Middle  West 
will  continue  to  develop  with  increasing  rapidity,  and 
we  should  be  prepared  to  deal  with  the  situation 
should  it  arise. 

Interconnection  of  Services 

The  great  economy  of  interconnected  electric  sys- 
tems is  becoming  more  and  more  apparent,  and,  while 
some  of  the  examples  given  involve  very  large  under- 
takings, they  serve  to  illustrate  the  point.  Some  of 
the  advantages  of  interconnection  are :  Improvement 


in  load  factor,  increased  reliability  of  service,  reduction 
of  the  necessary  reserve  machinery,  and  the  net  result 
is  to  improve  the  efficiency  of  the  system.  Electrical 
World  of  July  27,  1918,  states  that  interconnection  of 
energy  supply  systems  is  a  matter  of  economic  import- 
ance. It  is  one  of  the  first  steps  toward  increasing 
territorial  load  factor,  and  thus  realizing  the  utmost 
reserve  capacity  in  existing  plants.  Nor  is  it  neces- 
sary to  wait  for  the  perfection  of  an  elaborate  plan 
before  making  a  beginning.  The  same  journal  of  Sept. 
14th,  1918,  further  states  that  the  advantages  of  an 
interconnected  system  over  a  number  of  small  plants 
operating  independently  are  readily  appreciated.  It 
cites,  as  a  striking  example,  a  portion  of  the  state  of 
Wisconsin,  where  on  account  of  the  greater  diversity 
factor  permitting  increased  peak  loads,  the  total  daily 
output  of  a  plant  has  been  increased  to  three  times 
what  it  was  before  interconnection. 

In  the  United  States,  just  previous  to  the  armistice, 
every  effort  was  made  to  obtain  additional  electric 
power,  and,  in  practically  every  case,  interchange  of 
energy  or  interconnection  of  systems  was  given  pre- 
cedence over  all  other  means- 

As  a  solution  for  more  power  with  less  coal,  several 
companies  in  the  New  England  States  have  planned 
interconnection  which,  it  is  estimated,  would  save 
70,000  tons  of  coal  yearly  and  increase  the)  generating 
capacity  by  about  50,000  k.w.  The  17  plants  involved 
represent  200,000  k.w.  total  capacity,  while  the  coal 
consumption  would  be  reduced  from  2.38  lbs.  per  kw.h. 
to  1.93  lbs.  per  kw.h. 

With  regard  to  greater  economies  in  power  pro- 
duction, the  Ministry  of  Reconstruction  for  Great 
Britain  recommended  the  grouping  of  some  600  smaller 
systems  into  16  districts,  each  to  be  supplied  from 
large  super-power  plants  replacing  existing  inefficient 
plants,  and  capable  of  supplying  a  comprehensive 
electric  power  distribution  system. 

The  Electric  Power  and  Supply  Committee  of  the 
British  Board  of  Trade  has  recommended  that  existing 
systems  generating  electricity  separately  for  small 
areas  be  abolished  and  that  the  United  Kingdom  be 
divided  into  districts  for  the  economical  supply  of 
electricity. 

A  committee  has  been  formed  in  connection  with 
the  proposed  electric  supply  of  the  devasted  regions 
of  France  and,  as,  in  most  cases,  all  apparatus  prev- 
iously operated  has  been  destroyed,  it  will  so  plan 
the  reconstruction  that  the  many  small  plants  will 
now  be  replaced  by  fewer  large  generating  systems. 

Water  Storage  Reservoirs 

One  other  question  should  probably  be  mentioned ; 
that  of  water  conservation  reservoirs  in  connection 
with  the  full  utilization  of  our  water-power  resources. 
The  Commission  of  Conservation  has  always  taken 
a  particular  interest  in  this  aspect  of  power  develop- 
ment, and  it  is  gratifying  to  note  the  rapid  advance 
made  during  recent  years  in  Canada-  Of  our  hydro- 
electric developments  alone,  59  plants  report  the 
successful  operation  of  this  method  by  providing  for 
increased  flow  at  low-water  periods.  Many  difficult- 
ies encountered  in  the  early  years  in  connection  with 
efficient  operation  seem  to  have  been  overcome  by 
careful  observation  and  study  of  conditions  from  year 
to  year.  By  carefully  regulating  its  release  from  con- 
servation reservoirs,  water  is  successfully  conveyed 
over  long  distances  .to  the  power  plant  with  a  min- 
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imum  of  loss.  Both  federal  and  provincial  govern- 
ments are  doing  excellent  work,  while  numerous 
smaller  private  undertakings  are  also  in  evidence,  and 
government  encouragement  and  help,  wherever  eco- 
nomically feasible,  cannot,  be  tod  strongly  advocated. 

Co-ordinated  Operation 

Another  point,  closely  allied  to  water-flow  regula- 
tion, is  that  of  co-ordination  in  the  operation  of 
hydraulic  plants,  situated  at  short  distances  from  each 
other  on  the  same  river,  so  as  to  avoid  interference. 
It  will  soon  become  a  serious  problem  in  connection 
with  the  full  production  of  our  water-power  plants. 
So  far,  possibly  only  one  or  two  of  the  most  advantage- 


ous water-power  sites  have  been  developed  and  utilized 
on  each  of  our  various  rivers,  and,  even  including  out 
largest  streams,  these  sites  were  far  enough  apart  or 
had  intervening  compensating  basins  so  that  irregular 
operation  would  not  interfere.  The  increasing  number 
of  sites  utilized  on  each  river  is  bringing  them  closer 
together,  and  when  the  plants  are  not  operated  directly 
by  the  same  interests  only  strict  and  well  denned 
regulation  will  avoid  litigation  and  inefficient  use  of 
the  full  possibilities.  It  is  apparent  that  such  regula- 
tions should  immediately  he  put  into  force  in  all 
provinces,  thus  ensuring  the  co-ordinate  operation  of 
water-power  plants  situated  at  different  elevationson 
the  same  river. 


Special  Services  for  Concrete  Construction 

Mr.  F.  G.  Engholm  Emphasizes  the  Need  of  Specialists 
if  the  Use  of  Reinforced  Concrete  is  Not  to  be  Abused 


ON  Thursday,  Jan.  8,  a  general  meeting  of  the 
Toronto  Branch  of  the  Engineering  Institute 
of  Canada  was  held  at  the  Engineers'  Club 
Rooms.  The  meeting  was  addressed  by  Mr. 
F.  G.  Engholm  of  P.  G.  Kngholm  &  Partners,  Cana- 
dian Licensees  for  the  Hennihique  system  of  reinforced 
concrete  construction.  The  topic  of  Mr.  Fngholm's 
lecture  was  "Reinforced  Concrete  Construction."  A 
number  of  features  not  commonly  realized  were  em- 
phasized and  a  large  number  of  slides  were  used  to 
illustrate  some  of  the  speaker's  main  points. 

In  introducing  his  lecture  Mr.  Engholm  pointed 
out  that  the  order  of  the  day  at  the  present  moment  is 
service  at  a  price  and  a  keen  price.  The  commercial 
competition  of  the  present  day  is  not  merely  a  mat- 
ter of  individual  effort ;  it  is  now  a  matter  of  national 
importance  and  the  nation  conducting  its  affairs  so 
as  to  take  advantage  of,  and  facilitate,  the  quick  de- 
velopment of  engineering  science  is  going  to  hold  a 
big  advantage  over  a  nation  which  stagnates  and  pro- 
vides no  machinery  by  which  engineering  science  can 
be  developed.  The  speaker  stated  that  reinforced  con- 
crete was  a  material  of  construction  which  offered  such 
advantages  compared  to  other  materials  that  it  was 
entitled  to  the  first  place  in  the  consideration  of  the 
commercial  world  of  to-day.  He  felt  that  Canada  was 
stagnating  as  far  as  reinforced  concrete  was  concerned. 
There  was  no  machinery  in  Canada  by  which  engineer- 
ing science  could  develop,  he  declared,  and  we  had  no 
reason  to  be  particularly  proud  of  our  development. 
We  were  tied  up  with  a  lack  of  proper  understanding 
and  hampered  by  ill-advised  by-laws. 

Speaking  of  recent  developments  in  reinforced  con- 
crete construction,  Mr.  Engholm  referred  to  a  new 
cement  that  is  shortly  to  put  on  the  market.  It  is 
made  by  mixing  a  chemical  with  the  clinker  before 
grinding  and  shows  an  increase  in  strength  of  more 
than  25  per  cent,  over  ordinary  cement.  A  new  type 
of  aggregate  has  also  been  developed.  This  is  made 
by  fusing  clay  by  a  special  process  and  concrete  using 
this  fused  clay  in  the  proportion  of  1  :3  has  shown  a 
strength  of  3,380  lbs.  per  square  inch  in  seven  days 
and  4,350  lbs.  per  square  inch  at  28  days.  As  the 
weight  of  concrete  made  with  this  aggregate  is  less 
than  106  lbs.  per  cubic  foot  a  great  economy  is  ob- 
tained through  the  reduction  of  the  dead  weight  of 


a  structure.  In  regard  to  steel,  it  was  pointed  out 
that  by  physically  developing  ordinary  mild  steel  the 
stress  of  the  yield  point  and  the  ultimate  stress  are 
increased.  The  ultimate  strength  of  such  steel  is 
about  85,000  lbs.  to  95,000  lbs.  per  square  inch  and 
the  stress  of  the  yield  point  is  about  55,000  lbs.  per 
square  inch.  It  is  possible  to  stress  this  steel  to  22,000 
per  square  inch  and  yet  have  the  same  factor  of  safety 
as  ordinary  mild  steel  at  16,000  lbs.  per  square  inch. 

Mr.  Engholm  pointed  out  the  fallacy  of  existing 
specifications  by  stating  that  were  a  bridge  or  a  build- 
ing designed,  taking  the  fullest  advantage  of  these 
new  developments  and  having  a  safety  factor  of  10, 
the  structure  would  not  pass  either  the  Ontario  Rail- 
ways and  Municipal  Board  specifications  nor  the 
city  of  Toronto  by-laws,  in  spite  of  the  fact  that  steel 
structures  can  be  built  under  these  regulations  and 
still  have  only  a  factor  of  safety  of  four.  In  spite  of 
this  increase  in  strength  by  2x/2  times,  the  structures 
of  concrete  would  be  considerably  cheaper  than  those 
of  steel. 

In  reference  to  cost,  Mr.  Engholm  stated  that  con- 
crete structures  can  be  built  to-day  for  lOj/2  cents 
per  cu.  ft.  In  1912  and  1915  typical  buildings  cost  6.2 
and  7.5  cents  respectively.  This  low  advance  in  cost 
is  due  to  the  mechanical  handling  of  the  material  and 
re-using  of  the  form  work. 

Mr.  Engholm  declared  that  there  was  something 
wrong  in  the  situation  with  regard  to  the  way  in 
which  concrete  buildings  are  controlled,  a  number  of 
reasons  for  which  were  assigned  by  him.  "Rein- 
forced concrete,"  he  stated,  "is  a  building  material 
which  is  manufactured  on  the  site  and  the  manufac- 
turer is  the  contractor.  The  only  component  part 
which  is  a  finished  manufactured  product  is  the  ce- 
ment and  the  commercial  power  of  the  vested  in- 
terests is  small  compared  to  the  commercial  power 
of  the  manufacturing  interests  of  other  building 
materials  such  as  structural  steel,  terra  cotta,  brick, 
timber,  etc.  Apart  from  the  cement  manufac- 
turers no  one  possesses  any  real  power  or  is  able 
to  provide  the  necessary  funds  to  push  reinforced 
concrete  as  other  materials  have  been  pushed,  and 
business  people  who  are  not  cognizant  of  the  real  situ- 
ation do  not  see  reinforced  concrete  in  its  true  light. 

"If  an  architect  or  engineer   employs  reinforced 
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concrete,  it  pays  him  to  employ  experts  on  account  of 
the  specialized  nature  of  the  work  of  design.  In  do- 
ing this,  however,  he  has  to  obtain  permission  from 
his  client,  which  reflects  sometimes  on  his  own  ability. 
This,  of  course,  is  due  to  entire  lack  of  understanding. 
If  a  specialist  is  employed,  a  tremendous  saving  can 
be  effected  and  the  actual  cost  of  such  special  service 
is  negligible  when  compared  with  the  saving  it  is  pos- 
sible to  effect  over  other  materials  of  construction  or 
when  inexperienced  engineers  are  employed  to  pre- 
pare the  designs. 

"Reinforced  concrete  recpiires  thorough  inspection 
and  expert  supervision  in  order  to  check  up  the  manu- 
facture of  the  materials  in  all  its  stages.  Again  the 
cost  of  this  expert  supervision  is  negligible  compared 
to  the  results  obtained,  but  all  this  comes  under  the 
head  of  special  service  and  any  money  expended 
thereon  is  looked  upon  by  the  owner  from  an  entirely 
wrong  viewpoint.  He  does  not  appreciate  that  he  gets 
full  value  for  such  expenditure  and  looks  to  his  engi- 
neer or  architect  to  supply  such  special  service  for 
nothing.  When  this  difficulty  is  fully  appreciated  by 
businessmen,  there  will  be  a  considerable  increase  in 
the  use  of  reinforced  concrete. 

"The  difficulty  of  providing  this  special  engineer- 
ing service  has  led  to  great  abuse  of  concrete.  In  the 
age  of  the  deformed  bar,  the  market  was  flooded  with 
special  sections  of  steel  bars  which,  like  medicine, 
were  supposed  to  do  all  sorts  of  things.  The  notches 
or  deformations  did  not  make  any  particular  differ- 
ence other  than  increasing  the  difficulty  of  handling 
and  bending  and  disturbing  the  continuity  of  the  fibres 
in 'the  bar.  Much  unscrupulous  competition  was  in- 
dulged in  and  many  unsafe  structures  were  built. 
Hence  the  rigid  by-laws  and  prejudice  against  rein- 
forced concrete  construction. 

"Very  few  engineers  and  architects,  let  alone  the 
business  man.  appreciate  the  vast  amount  of  detail 
work  that  is  absolutely  essential  in  first-class  concrete 
vonstruction.  Where  special  engineering  service  is 
not  provided  for,  this  detail  work  is  always  muddled 
and  it  ends  in  the  contractor  using  his  own  judgment 
and  leaving  everything  to  chance.  It  is  the  frequency 
of  poorly  engineered  reinforced  concrete  structures 
that  has  created  the  prejudice  against  the  material. 

"Through  the  efforts  of  the  American  Bureau  of 
Standards  and  the  Emergency  Fleet  Corporation,  com- 
prehensive tests  have  been  conducted  which  have 
shown  up  many  fallacies  and  have  definitely  proven 
that  many  by-laws  fall  wide  of  their  mark  in  the  con- 
trol of  stresses.  For  example,  if  ships  were  to  be  made 
of  concrete  and  comply  with  any  existing  by-laws  or 
regulations,  it  would  be  necessarv  to  have  shells  at 
least  15  in.  thick  instead  of  the  4  in.  section  finally 
adopted." 

Mr.  Engholm  made  some  extended  reference  to  the 
tests  of  the  Emergency  Fleet  Corporation.  These 
tests  have  proven  that  the  shear  values  ordinarily  ac- 
cepted are  absurdly  small  and  are  not  borne  out  by  the 
results  of  actual  tests.  It  is  pointed  out  that  values 
as  hieh  as  2.500  lbs.  per  square  inch  have  been  re- 
corded at  failure,  with  a  concrete  having  a  compres- 
sive ultimate  strength  of  4,000  lbs.  per  square  inch. 
Arbitrary  restrictions  of  by-laws  and  specifications 
limiting  the  shear  stress  under  similar  conditions  to 
such  values  as  160  or  120  lbs.  per  square  inch  are 
utter  fallacy.  It  has  been  the  practice  of  the  speaker's 
concern  to  design  reinforced  concrete  structures  with 
steel  taking  the  entire  shear  stresses  and  shear  on  the 


concrete  works  out  to  values  up  to  400  lbs.  per  square 
inch  in  ordinary  mixtures  and  500  lbs.  in  richer  mix- 
tures. The  all-important  thing  in  the  reliability  of 
concrete  structures,  especially  against  any  unforeseen 
forces,  it  was  pointed  out,  is  that  the  steel  should  take 
all  the  shear. 

"It  is  possible,"  stated  Mr.  Engholm,  "that  many 
millions  of  dollars  can  be  saved  in  building  and  engi- 
neering construction  throughout  Canada  by  the  proper 
revision  of  by-laws  throughout  the  various  cities.  An 
excellent  opportunity  exists  at  the  present  time  for 
the  formation  of  a  special  committee  of  reinforced 
concrete  engineers  to  study  the  experimental  data  of 
the  Emergency  Fleet  Corporation  and  the  U.  S.  Bureau 
of  Standards  and  to  make  proper  recommendations 
for  changes  in  city  by-laws.  In  these  days,  when 
costs  of  construction  have  risen  almost  out  of  sight 
and  when  millions  of  dollars  of  work  is  being  held  up 
on  accoant  of  this,  the  manufacturing  business  in  Can- 
ada suffers  severely  from  the  situation. 

"In  adopting  these  high  stresses  it  must  be  real- 
ized that  ihe  public  should  be  absolutely  safeguarded. 
Under  existing  conditions  it  is  not  safeguarded  be- 
cause there  is  no  reliable  provision  for  construction 
in  reinforced  concrete  by  experts — anybody  can  do  it. 
It  should  be  up  to  the  owner  to  provide  adequate  in- 
spection and  there  should  be  regulations  accordingly. 
The  provision  of  reliable  supervision  for  reinforced 
concrete  design  would  tend  to  make  great  headway 
towards  the  best  structures." 


A  twenty  per  cent,  contribution  to  roads  and 
bridges  account  of  the  townships  of  Ontario  will  prob- 
ably be  provided  for  in  legislation  to  be  submitted 
to  the  Legislature  at  the  coming  session.  Hon.  F.  C. 
Biggs,  Minister  of  Public  Works  and  Highways,  now 
has  the  matter  under  consideration  in  connection  with 
the  general  policy  of  aggressive  highway  construction 
this  coming  season.  The  definite  amount  to  be  given 
the  townships  has  not  been  fixed,  but  it  is  stated 
that  one-fifth  of  the  expenditure  made  by  the  town- 
ships is  the  sum  tentatively  favored  by  the  Minister. 


OTTAWA    CONFERENCE    OF    A.  C.  B.  C.  I 
CHANGED  TO  FEB.  2-3-4 

The  dates  of  the  Ottawa  Conference  of  the 
Association  of  Canadian  Building  and  Construc- 
tion Industries  have  been  changed  from  Jan.  27-30 
to  Monday,  Tuesday  and  Wednesday,  Feb.  2,  3 
and  4.  This  change  in  date  was  thought  wise 
owing  to  the  fact  that  the  former  dates  clashed 
with  those  of  the  convention  of  the  Engineering 
Institute  of  Canada,  and  a  number  of  construc- 
tion men  are  members  of  both  organizations. 
Tt  is  hoped,  therefore,  that  the  change  will  help 
both  conventions.  The  A. C. B.C. I.  will  meet  in 
the  Chateau  Laurier,  and  President  Anglin  and 
the  Council  of  the  Association  are  very  anxious 
to  have  a  representative  gathering  of  Canadian 
builders  and  contractors.  The  heartier  the  co- 
operation and  the  fuller  the  success  ol  the  Con- 
ference, the  greater  will  be  the  benefits  to  the 
men  of  the  building  and  construction  industries. 
Remember  the  dates — Feb.  2,  3  and  4,  and  the 
place — Chateau   Laurier,  Ottawa. 
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The  Manufacture  of  Portland  Cement 

Processes  by  Which  Cement  is  Made  are  Described 
in  Paper  Read  at  the  Montreal  Electrical  Luncheon 

 By  H.  S.  Van  Scoyoc'  > 


THE  invention  of  portland  cement  and  subse- 
quent overcoming  of  the  prejudice  and  criticism 
that  greet  the  presentation  of  a  material  that 
vitally  affects  a  standard  practice  in  engineering 
and  construction,  opened  up  possibilities  for  its  utiliz- 
ation that  are  as  yet  unlimited.  Each  succeeding  year 
marks  its  adoption  for  some  new  use  as  a  component 
part  of  concrete,  a  material  that  is  today  recognized 
as  the  building  material  which  will  best  meet  the 
varied  situations  and  conditions  demanded  by  complex 
industrial  activities. 

Many  of  the  greatest  engineering  works  of  modern 
times  could  never  have  been  carried  out  without  the 
use  of  portland  cement  concrete.  It  is  now  used  in 
substitution  for  stone,  brickwork,  timber,  steel  and 
iron  work  on  account  of  qualities  it  possesses  which 
the  other  materials  mentioned  do  not  have  to  the  same 
degree,  namely  flexibility  in  construction  and  perman- 
ence with  low  repair  cost  under  changing  climatic 
conditions,  chemical  action,  action  of  fire  and  mech- 
anical wear  and  tear. 

It  is  interesting  to  note  that  the  ancients  recognized 
the  value  of  all  the  materials  mentioned  for  various 
purposes,  concrete  as  well  as  the  others.  It  was  not, 
however,  the  concrete  of  today,  the  essential  difference 
being  the  fact  that  hydraulic  lime  was  the  cementing 
material  and  not  the  cement  of  modern  times.  The 
history  of  the  development  of  portland  cement  is, 
however,  closely  associated  with  that  of  hydraulic 
lime  for  it  was  the  endeavor  to  obtain  a  satisfactory 
hydraulic  lime,  in  the  first  portion  of  the  19th  century 
that  resulted  in  the  invention  of  portland  cement. 

Manufacture  of  Cement 

Portland  cement  may  be  divided  into  classes, 
according  to  the  method  of  manufacture,  which  are  as 
follows : 

1.  Wet  process,  2.  Semi-wet  process,  3.  Dry 
process. 

In  the  wet  process  the  raw  materials  are  intimately 
mixed,  ground,  and  fed  (in  the  form  of  a  slurry  con- 
taining sufficient  water  to  make  it  of  a  fluid  consist- 
ency) into  the  rotary  kilns.  In  the  semi-wet  process 
raw  materials  are  ground,  mixed,  and  burned  in  the 
dry  state. 

Because  of  the  fact  that  the  larger  portion  of 
portland  cement  manufactured  in  Canada  to-day  is 
made  by  plants  using  the  dry  process,  the  description 
of  the  process  of  manufacture  will  be  confined  to  an 
account  of  this  method. 

The  manufacture  of  portland  cement  itself  is 
divided  into  five  processes  as  follows: 

1.  Mining  and  quarrying  of  raw  materials,  2. 
Drying  and  grinding,  3.  Proportioning  and  mixing, 
4-  Burning  the  mixed  materials  to  incipient  fusion,  5. 
Grinding  the  clinker  thus  burned  to  an  extremely  fine 
powder,  meanwhile  adding  the  proper  proportion  of 
gypsum,  the  resulting  powder  being  known  as  portland 
cement. 

The  raw  materials  for  the  greater  part  of  the 
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portland  cement  made  in  Canada  today  are;  (a) 
Limestone  and  clay,  shale  or  slag;  (b)  Cement  rock 
and  pure  limestone. 

Quarrying  Raw  Materials 

The  method  of  quarrying  the  rocks  usually  follows 
that  customary  in  all  quarry  operations.  The  rock  is 
dislodged  from  the  quarry  face  by  means  of  an  explo- 
sive and  then  loaded  into  side  dump  cars  or  aerial  trams 
by  either  steam  shovel  or  manual  labor,  preferably  the 
former.  The  stone  is  then  conveyed  to  the  stone 
house,  where  it  is  crushed  to  comparatively  small 
sizes  and  then  transported  to  storage-bins  before  be- 
ing mixed  with  the  other  ingredients.  While  in  stor- 
age the  stone  may  be  sampled  and  analyzed.  Another 
method  used  is  to  pass  the  limestone,  shale  of  cement 
rock  through  crushers  and  ball  mills,  or  other  pre- 
liminary grinders,  from  which  it  is  conveyed  to 
storage-bins.  Tube  mills  which  are  used  further  on  in 
the  process  are  similiar  in  general  to  the  ball  mills. 

Shale,  which  for  practical  purposes  may  be  looked 
upon  as  solidified  clay,  is  excavated,  dried,  ground, 
and  then  conveyed  to  the  storage-bins. 

After  raw  materials  have  been  drawn  from  their 
respective  bins  and  accurately  proportioned  by  weigh- 
ing, they  are  delivered  to  a  screw  conveyer  {which 
completes  the  mixing  and  delivers  the  combined 
material  to  the  tube  mills.  The  tube  mills  are  revol- 
ving cylinders  half  full  of  flint  pebbles  or  steel  slugs 
which  reduce  the  material  continually  being  fed  into 
practically  the  fineness  of  finished  cement. 

All  the  tube  mills  deliver  to  the  same  conveyer, 
which  results  in  an  uniform  product  of  the  raw 
material  mill  as  a  whole.  At  frequent  intervals 
samples  are  taken  from  the  belt  and  delivered  to  a 
sample  can  which  is  collected  at  stated  intervals. 
These  samples  are  taken  to  the  laboratory  where 
tests  are  made  to  determine  their  composition. 

Treatment  in  The  Kiln 

From  the  tube  mills  the  material  is  fed  to  the  kilns 
through  a  system  of  conveyors.  The  kilns  themselves 
are  from  6  to  8  feet  in  diameter  and  form  60  to  200 
feet  long,  125  feet  being  the  average  length-  They 
are  lined  with  firebrick  and  revolve  at  about  the  rate 
of  one  revolution  per  minute.  It  is  estimated  that 
a  particle  of  raw  material  takes  about  an  hour  to 
traverse  the  entire  distance  from  the  feed  to  the  outlet. 
Powdered  bituminous  coal,  crude  oil,  or  gas  is  used  as 
fuel,  powdered  coal  being  the  most  general.  It  is 
blown  into  the  kiln  at  the  end  opposite  that  at  which 
the  raw  materials  enter. 

The  raw  material  entering  as  a  powder  is  gradually 
brought  to  the  point  of  incipient  fusion  at  a  temperature 
of  2,500  to  3,000  degrees  Fahrenheit,  producing  clinkers 
varying  in  size  from  %  inch  up  to  about  \y2  inches 
in  diameter.  It  may  also  be  mentioned  that  the 
clinker  is  red  hot  when  discharged,  but  is  soon  cooled 
by  sprays  of  water  or  cold-air  blasts  which  are  played 
over  the  elevator  and  also  upon  the  clinker  when 
delivered  to  the  storage  piles. 

From  the  kiln,  the     clinker  may  go  (a)  to  the 
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clinker  storage  pile  for  later  grinding,  or  (b)  directly 
to  the  grinding  department. 

Gypsum  to  Retard  Setting 

Either  before  or  after  the  preliminary  grinding  of 
the  clinker  by  jaw  crusher  it  is  usual  to  add  gypsum, 
either  by  hand  or  automatically,  in  order  to  retard 
the  setting  time  of  the  cement.  Were  gypsum  not 
added,  the  cement  would  harden  quickly  and  develop 
little  strength.  Approximately  two  pounds  of  gypsum 
are  added  to  every  100  lbs.  of  clinker.  This  is  con- 
trolled by  the  chemist  from  analysis  of  the  finished 
cement  and  from  the  setting  determinations  made 
hourly  in  the  physical  laboratory. 

After  the  gypsum  has  been  added,  the  material  is 
delivered  to  the  tube  mills,  which  complete  the  grind- 
ing. These  tube  mills  are  similiar  to  those  which  grind 
the  raw  material,  and  are  also  half  full  of  flint  pebbles, 
or  steel  slugs  which  rotate  and  grind  one  against  the 
other,  reducing  the  cement  to  the  fineness  with  which 
everyone  is  familiar.  There  are  also  special  grinding 
machines  which  supplement  the  tube  mills.  Ere- 
quent  samples  are  taken  of  the  finished  product. 
It  is  customary  to  make  up  test  pats  every  hour  and 
briquettes  twice  a  day,  while  in  the  chemical  laboratory 
complete  analyses  are  continually  being  made  of  the 
finished  product,  as  well  as  of  the  raw  materials  which 
enter  into  its  composition- 

The  bins  used  for  storage  are  similiar  to  those  used 
in  storing  grain.  The  material  is  deposited  in  these 
bins  by  means  of  a  conveyor  belt  with  a  tripping 
mechanism  which  can  be  run  from  one  end  of  the 
house  to  the  other.  The  cement  is  drawn  out  from 
below  through  holes  in  the  floor,  delivering  to  screw 
conveyors  underneath.  A  peculiarity  noted  in  drawing 
cement  or  other  material  is  that  when  drawing  is 
started,  the  cement  comes  as  an  average  of  the  entire 
bin.  If,  for  example,  only  one  hole  is  opened  below 
the  bin,  the  top  surface  will  "cave"  slightly  after  the 
drawing  is  continued  for  a  short  time,  and  from  then 
on  small  portions  are  observed  to  fold  in  from  the 
outside  of  the  crater,  indicating  that  an  average  of 
the  entire  stock  is  being  delivered  below.  From  each 
of  the  tunnels  conveyors  carry  the  cement  to  large 
elevators,  which  raise  it  finally  to  large  hoppers  above 
the  packing  floor,  on  which  are  installed  packing 
machines.  A  cement  sack  may  be  filled  (when  packing 
machines  are  used)  through  the  bottom,  and  not 
through  the  top.  The  bags  are  tied  previous  to  filling, 
and  a  valve  may  be  discovered  by  careful  inspection 
of  any  of  the  standard  sacks  used  today.  Every  mod- 
ern cement  manufacturer  employs  a  packing  machine 
for  filling  sacks.  As  sacks  are  filled  a  conveyor  belt 
running  the  entire  length  of  the  packing  room  unloads 
them  within  a  few  feet  of  the  car,  ready  for  shipment. 


Building  permits  issued  in  Toronto  during  1919 
represented  an  expenditure  of  $19,819,436,  as  com- 
pared with  $8,535,331  for  1918.  There  were  9,709 
buildings  erected,  exceeding  the  1918  figure  by  5,356. 
The  record  includes:  four  apartments,  $135,000;  2,692 
brick  front  and  roughcast  dwellings,  $603,210  ;  71 
frame  dwellings,  $113,100:  38  factories.  $1,959,563; 
2.593  garages,  $1,158,959  ;  22  offices,  $148,450;  3  schools, 
$285,000;  235  stores,  $1,598,550;  6  theatres,  $701,000; 
23  warehouses,  $898,693. 


The  City  of  Montreal  has  appointed  J.  Emile  Va- 
nier,  civil  engineer,  as  its  arbitrator  in  the  case  of  the 
La  Salle  Bridge  contracts. 


Building  Permits  for  November  Greatly 
Exceed  Those  of  a  Year  Ago 


CTIVITY  in  the  building  trades  as  indicated 
by  the  value  of  building  permits  in  35  cities 
showed  a  decrease  during  November  as  com- 


pared with  the  preceding  month,  the  total 
value  of  building  permits  falling  from  $9,469,567  in 
October  to  $6,936,438  in  November,  a  decrease  of  $2,- 
533,129  or  26.8  per  cent.  New  Brunswick  and  British 
Columbia  were  the  only  provinces  to  record  consider- 
able increases  in  this  comparison. 

As  compared  with  the  corresponding  month  in 
1918.  there  was  an  increase  of  190.6  per  cent.,  the  value 
for  November,  1918,  being  $2,387,045.  In  this  com- 
parison all  the  provinces,  except  Nova  Scotia,  record- 
ed substantial  increases.  A  substantial  increase  in 
activity  in  the  building  trades  during  1919  as 
compared  with  1918  is  indicated  by  the  large  increase 
in  the  value  of  the  building  permits  issued,  the  pre- 
liminarv  figures  for  eleven  months  in  1919  beino- 
$71,757,564  as  against  $35,192,012  in  1918. 

Of. the  large  cities,  Toronto,  Edmonton  and  Van- 
couver recorded  increases  in  November,  both  as  com- 
pared with  October,  1919,  and  with  November,  1918. 
Montreal  and  Winnipeg  showed  declines  in  compari- 
son with  October  of  1919  and  increases  over  Novem- 
ber, 1918. 

Estimated  Cost  of  Building  Work  as  Indicated  by  Building  Permits 
Issued  in  Thirty-five  Cities 


November,  1919,  compared 


City 

November. 

with  November. 

1918. 

November, 

] 

ncrease  * 

Decrease  t 

1919 

1918 

Amount 

Per  rent 

$244,795 

$345,597 

t 

$100,802 

t 

29.17 

224.210 

326.907 

T 

102,697 

t 

31.41 

20,585 

18,690 

1,895 

* 

10.14 

New  Brunswick  .  . 

27R  930 

* 

2S3  f>80 

♦1.01S  40 

52.430 

22,550 

* 

29,880 

* 

132.51 

.  226,500 

2,500 

* 

224,000 

5,960.00 

1,218,407 

635,375 

* 

583,032 

* 

91.75 

Montreal- 

Maisonneuve. 

.  890.864 

339,475 

551,389 

* 

162.42 

171.378 

69,050 

102,328 

* 

148.19 

Sherbrooke  .    . . 

5.000 

10.000 

t 

5,000 

t 

50.00 

Three  Rivers   .  . 

.  124,875 

209.600 

t 

84,725 

t 

40.42 

Westmount 

26,290 

7,250 

19,040 

262.62 

Ontario  

.  4.123.791 

1.138.P64 

2,991.127 

* 

264.98 

194.945 

129,945 

* 

65,000 

50.02 

Fort   William  . 

4.700 

525 

4,175 

795.24 

20.325 

5,830 

# 

14,495 

* 

248.63 

.  525.140 

356,000 

169,140 

* 

47.51 

12,793 

18,355 

t 

5,562 

t 

30.30 

86,690 

1,265 

* 

85,425 

*6.752.96 

".  109,960 

110,690 

t 

730 

t 

.66 

Ottawa  

264,550 

41,600 

* 

222,950 

* 

535.94 

Peterborough   .  . 

4.940 

2.532 

2.408 

95.10 

Port  Arthur    .  . 

10,968 

3,240 

* 

7,728 

* 

238.52 

10,805 

1,153 

* 

9,652 

837.12 

St.  Catharines  . 

44,035 

13,319 

* 

30,716 

230.62 

St.    Thomas    .  . 

6,610 

9,025 

t 

2,415 

t 

26.76 

2,536,045 

396,385 

2,139,660 

539.79 

291,285 

42,800 

248,485 

* 

580.57 

316,400 

60.096 

* 

256,304 

426.49 

Brandon  

7,000 

17,046 

t 

10.046 

t 

58.93 

Winnipeg   .  . 

309,400 

43,050 

266,350 

618.70 

Saskatchewan 

201,995 

41,400 

* 

160,595 

'  * 

387.91 

Moose  Jaw 

8,200 

3,200 

5,000 

156.25 

173,359 

29,850 

143,500 

480.74 

20,445 

8,350 

12,095 

* 

144.85 

Alberta  

139,205 

61,100 

* 

78,105 

127.83 

Calgary  

56,000 

42,500 

13,500 

# 

31.76 

Edmonton  . 

83,205 

18,600 

64,605 

347.34 

British  Columbia  . 

412.915 

85,763 

* 

327,152 

* 

381.46 

New  Westminster 

10.200 

3,800 

6,400 

* 

168.42 

Vancouver   .    .  .  . 

.  387.530 

70,798 

316,732 

447.37 

15,185 

11,165 

* 

4,020 

36.01 

Total— (35  Cities)  . 

$6,936,438 

$2,387,045 

*$4,549,393 

* 

190.59 

The  dates  of  the  Ottawa  conference  of  the 
Association  of  Canadian  Building  and  Construc- 
tion Industries  has  been  changed  to  February 
2,  S  and  4. 
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Definitions  in  Connection  With  Asphalt 

As  Much  Confusion  Exists  Regarding  Terms  Relating  to 
Highway  Work,  Their  Meanings  are  Discussed  Herewith 


SOME  confusion  exists  in  the  popular  mind,  and 
to  some  extent  among  highway  engineers,  in 
connection  w  ith  terms  relating  to  highway  work 
in  which  asphalt  is  used.  To  many,  asphalt 
has  always  been  surrounded  with  a  certain  sort  of 
mystery  that  has  been  heightened  rather  than  clarified 
by  various  scientific  or  highly  technical  reports  which 
have  been  published  from  time  to  time  The  Asphalt 
Association  has  published  ;i  brochure,  the  purpose  of 
which  is  to  set  forth  in  plain  language  the  meaning 
of  certain  terms  in  order  to  prevent- their  inadvertent 
misuse.  In  general,  involved  technical  definitions 
will  not  be  discussed,  although  a  number  of  such  have 
been  widely  adopted  as  standard. 

The  Terms  Bitumen  and  Asphalt 

The  word  bitumen  was  at  one  time  applied  only  to 
certain  naturally  occurring  materials  of  more  or  lc>s 
solid  consistency  which  were  black  and  sticky,  and 
which  were  usually  associated  with  rock  or  clay 
deposits.  In  connection  with  highway  work  this  term 
now  includes  that  portion  of  petroleum  asphalt  and 
tar  products,  whether  crude  or  refined,  which  is  soluble 
in*  a  liquid  chemical  substance  known  as  carbon  di- 
sulphide.  The  term  bituminous  material  is  even  broad- 
er in  its  scope  and  is  applied  both  to  bitumen  and 
materials  containing  bitumen.  The  amount  of  bitumen 
in  a  bituminous  material,  as  determined  by  its  solubil- 
ity in  carbon  disulphide,  is  frequently  reported  as 
total  bitumen  in  connection  with  laboratory  tests. 

Asphalt  is  a  semi-solid  or  solid  sticky  product 
formed  by  the  partial  evaporation  or  distillation  of 
certain  petroleums.  If  the  asphalt  has  been  produced 
by  natural  agencies  it  is  called  native  asphalt  and 
often  occurs  mixed  with  considerable  quantities  of 
water,  gas,  vegetable  matter  and  earth  or  clay.  If, 
on  the  other  hand,  the  asphalt  is  directly  manufactured 
from  petroleum,  it  is  sometimes  called  petroleum 
asphalt  and  is  practically  pure  bitumen.  When  asphalt 
occurs  impregnating  a  porous  rock  such  as  sand  stone 
or  limestone,  it  is  called  rock  asphalt.  This  material 
contains  only  a  limited  amount  of  bitumen  and  is 
mostly  rock. 

Terms  Relating  to  the  Preparation  of  Asphalt 

The  term  asphalt  cement,  ("A.  C")  is  applied  to 
an  asphalt  which  is  of  suitable  consistency  for  direct 
use  in  highway  work.  If  the  asphalt  is  too  hard  for 
direct  use  but  is  otherwise  suitable  it  is  called  refined 
asphalt  ("R.  A.")-  When  an  asphalt  is  manufactured 
from  petroleum  it  is  usually  made  direct  into  an  A.  C, 
although  it  may,  if  desired,  be  turned  out  as  R.  A. 
Crude  native  asphalt  is  almost  invariably  subjected  to 
a  refining  process  in  order  to  remove  the  vegetable  and 
mineral  impurities  as  completely  as  possible.  The 
refined  product  is  then  an  R.  A.  which  may  still  con- 
tain an  appreciable  amount  of  impurities.  Before  use 
in  highway  work  all  R.  A.,  whether  produced  from 
native  asphalt  or  directly  from  petroleum,  must  be 
softened  to  suitable  consistency  by  combining  it  with 
a  flux.    Flux  or  flux  oil  is  a  non-volatile  liquid  pro- 


duced from  petroleum  by  distilling  off  the  lighter  and 
more  volatile  constituents.  It  may  be  mixed  with 
melted  R.  A.  in  proper  proportions  to  form  an  absolute- 
ly homogeneous  fluxed  asphalt  of  A.  C.  of  any  desired 
consistency-  The  fluxing  process  is  usually  conducted 
at  a  paving  plant  in  the  manufacture  of  paving  com- 
positions. 

Sometimes  an  A.  C.  of  suitable  consistency  for 
a  given  purpose  is  thinned  to  fluid  consistency  with  a 
volatile  petroleum  distillate  such  as  gasoline.  The 
resulting  product  is  called  cut-back  asphalt  and 
upon  exposure  will  rapidly  become  an  A.  C.  through 
evaporation  of  the  light  solvent.  An  A.  C.  may  also 
be  thinned  to  fluid  consistency  by  the  addition  of 
water  provided  an  emulsifying  agent  such  as  soap 
is  present  in  the  mixture.  W  hen  combined  with  water 
in  this  manner  the  product  is  called  emulsified  asphalt. 
The  term  liquid  asphalt  is  sometimes  applied  to  a  fluid 
petroleum  product  or  road  oil  which  is  highly  asphaltic 
in  character  and  possesses  the  property  of  adhesiveness 
or  stickiness  to  a  marked  degree.  An  asphaltic  petro- 
leum is  one  which  contains  a  considerable  amount  of 
asphalt  dissolved  in  the  lighter  oils  present  and  from 
which  asphalt  may  be  readily  manufactured  by  evapor- 
ation or  distillation  to  remove  these  light  oils. 
Certain  asphaltic  petroleums  are  quite  siifiiliar  to 
cut-hack  asphalt,  in  which  case  they  are  sometimes 
called  malthas. 

Terms  Relating  to  the  Physical  Properties  of  Asphalts 

The  hardness  of  an  asphalt  is  expressed  as  pene- 
tration, which  is  a  measure  of  the  depth  to  which  a 
standard  needle  will  penetrate  it  at  a  standard 
temperature  during  a  definite  period  of  time  when 
the  needle  is  loaded  with  a  known  weight.  Unless 
otherwise  indicated,  weight  and  time  factors  are 
understood  to  be  25  degrees  Centigrade  (77  degrees 
Fahrenheit).  100  grams.  5  seconds.  The  depth  of 
penetration  is  expressed  in  units-  Thus  a  50  penetra- 
tion asphalt  is  one  in  which  the  standard  needle  pen- 
etrates to  a  depth  of  50  units.  Asphalt  of  100  penetra- 
tion is  a  softer  grade  because  under  the  same  con- 
ditions of  test  the  needle  will  penetrate  it  for  a  depth 
of  100  units.  Thus  the  softer  the  asphalt  the  higher 
its  penetration,  and  the  harder  the  asphalt  the  lower 
its  penetration  becomes. 

The  ductility  of  an  asphalt  is  expressed  as  a  mea- 
sure of  the  distance  which  a  standard  briquet  of  the 
asphalt  will  stretch  without  breaking,  at  a  standard 
temperature,  when  the  ends  of  the  briquet  are  pulled 
apart  at  a  definite  rate  of  speed.  The  temperature  is 
usually  specified  as  25  degrees  Centigrade  (77  degrees 
Fahrenheit)  and  the  rate  of  speed  is  5  centimetres  per 
minute.  Ductility  is  then  expressed  as  the  minimum 
number  of  centimetres  which  the  test  specimen  will 
stretch  without  breaking.  Thus  a  ductility  of  40 
means  that  the  briquet  will  not  break  until  pulled 
apart  for  a  distance  of  40  centimetres. 

The  melting  point  of  an  asphalt  is  that  temperature 
at  which  it  softens  sufficiently  to  flow  as  determined 
by  an  arbitrary  method.    Upon  being  subjected  to 
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a  rising  temperature  there  is  no  critical  point  at  which 
asphalt  suddenly  changes  from  a  solid  to  a  liquid,  as 
it  gradually  becomes  softer  and  softer.  The  melting 
point  test  is  ordinarly  made  by  first  moulding  the 
asphalt  in  a  circular  brass  ring  which  is  suspended 
under  water  beside  a  thermometer.  A  standard  steel 
ball  is  placed  upon  the  upper  surface  of  the  test 
specimen  and  the  temperature  of  the  water  is  then 
raised  at  a  standard  rate.  The  temperature  at  which 
the  steel  ball  forces  the  asphalt  one  inch  below  the 
brass  ring  is  expressed  as  the  melting  point.  Other 
methods  have  also  been  devised  which,  for  identically 
the  same  asphalt,  will  show  a  different  melting  point. 
It  is  therefore  important  that  the  exact  method  of 
testing  be  known  in  connection  with  any  statement 
of  the  melting  point  of  an  asphalt. 

The  flash  point  of  an  asphalt  is  that  temperature 
at  which  it  evolves  vapors  which  ignite  upon  contact 
with  a  flame-  This  temperature  is  and  should  be 
higher  than  any  to  which  the  asphalt  should  be  heated 
during  its  application  in  highway  work. 

The  loss  by  volatilization  of  an  asphalt  is  the  per- 
cent, by  weight  which  it  loses  when  a  sample  is  heated 
and  maintained  at  a  temperature  of  163  degrees 
Centigrade  (325  degrees  Fahrenheit)  for  a  period  of 
5  hours  under  standard  conditions  of  test. 

Pavements  and  Foundations 

Highways  in  which  asphalt  is  used  are  almost 
invariably  composed  of  two  or  more  courses.  The 
upper  or  wearing  course  is  called  the  pavement  pro- 
vided it  has  a  substantial  thickness,  usually  of  one  or 
more  inches.  When  asphalt  is  used  in  the  superficial 
treatment  of  any  pavements  to  produce,  with  a 
subsequent  application  of  stone  chips,  sand,  etc.,  a 
thin  blanket  course,  such  superficial  course  is  called  an 
asphalt  carpet  or  asphalt  seal  coat. 

The  bottom  course  of  a  highway  which  is  laid 
upon  the  sub-grade,  is  ordinarily  called  the  foundation 
or  base  and  if  courses  are  placed  between  the  founda- 
tion and  pavement  they  are  called  intermediate  courses. 
When  sub-grade  conditions  are  particularly  bad  a 
course  is  sometimes  placed  below  what  would  ordin- 
arily be  considered  the  foundation,  in  which  case  it 
is  termed  a  sub-base. 

Asphalt  pavements  are  laid  upon  a  variety  of 
foundations  or  intermediate  courses  which  may  or 
may  not  be  of  the  same  type  as  the  pavement  proper 
The  most  common  types  of  foundation  are  broken 
stone  or  macadam  foundation,,  the  Telford  foundation, 
the  cement  concrete  foundation,  and  the  bituminous 
concrete  foundation.  Asphalt  pavements  are  frequent- 
ly laid  upon  old  pavements  such  as  macadam,  cement 
concrete,  brick  or  stone  block,  in  which  case  the  old 
highway  structure  as  it  exists  is  usually  referred  to 
as  foundation. 

Classes  of  Asphalt  Pavements 
The  asphalt  macadam  pavement  is  a  broken  stone 
pavement  laid  in  a  manner  similiar  to  ordinary 
macadam,  except  that  the  broken  stone  of  the  wearing- 
course  is  coated  and  filled  with  asphalt  applied  by 
the  pouring  or  penetration  method  after  the  stone 
has  been  placed  on  the  road.  Such  application 
may  be  made  with  hand  pouring  pots  or  by  mechanical 
pressure  distributors.  No  macadam  pavement  which 
has  merely  been  surface  treated  with  asphaltic  road 
oil.  cut-back  asphalt,  or  asphalt  emulsion  should  be 
called  an  asphalt  macadam.    Such  indiscriminate  use 


of  the  term  is  not  only  misleading  but  places  a  rela- 
tively high  and  permanent  type  of  construction  in  the 
same  class  with  waterbound  macadam  which  is  tempor- 
arily maintained  by  surface  treatment. 

An  asphalt  concrete  pavement  is  one  composed 
of  a  mixture  of  asphalt  with  broken  stone,  broken 
slag,  or  gravel  and  often  with  sand  and  mineral  filler 
as  well.  The  term  concrete  presupposes  a  me- 
chanical mixture  prepared  before  laying.  When 
the  aggregate  of  asphaltic  concrete  is  composed 
of  single  commercial  size  of  broken  stone  such 
as  used  in  the  wearing  course  of  macadam,  the 
resulting  pavement  has  sometimes  been  erroneously 
referred  to  as  asphalt  macadam-  Such  practice  should 
be  discouraged  as  the  asphalt  macadam  is  always 
constructed  by  the  penetration  method.  There  are  a 
number  of  patented  pavements  belonging  to  the 
asphaltic  concrete  class,  such  as  "Bitulithic,"  "Warren- 
its,"  "Bitoslag,"  "Amieste,"  "Filbertine,"  etc.  An  un- 
patented pavement,  known  as  the  "Topeka,"  type,  is 
an  asphaltic  concrete  in  which  the  individual  particles 
of  the  mineral  aggregate  range  in  size  from  one-half 
inch  in  diameter  to  dust. 

The  asphalt  block  pavement  is  one  constructed 
of  blocks  composed  of  a  dense  asphaltic  concrete  which 
lias  been  subjected  to  heavy  compression  during  the 
process  of  moulding.  Such  blocks  are  laid  in  regular 
courses  as  in  the  case  of  a  brick  pavement. 

The  sheet-asphalt  pavement  is  composed  of  a 
mechanical  mixture  of  asphalt  with  a  carefully  graded 
sand  and  a  mineral  filler  such  as  limestone  dust. 
The  mixture  is  often  called  sheet-asphalt  topping  or 
surface  mixture  and  is  usually  laid  on  an  intermediate 
course  of  asphaltic  concrete  known  as  the  binder  or 
binder  course.  In  some  localities  asphalt  is  mixed 
with  local  sand  which  does  not  meet  the  standard 
grading  requirements  for  sheet  asphalt.  A  pavement 
constructed  of  such  a  mixture  is  greately  inferior  to 
sheet  asphalt  and  is  usually  called  an  asphalt  sand 
pavement. 

A  rock  asphalt  pavement  is  one  in  which  the  wear- 
ing course  is  constructed  of  natural  rock  asphalt  which 
is  usually  crushed  or  pulverized  first  and  in  which 
is  sometimes  incorporated  additional  asphalt  or  flux 
oil. 

An  asphalt-earth  pavement  is  one  composed  of  a 
mechanical  mixture  of  asphalt  with  finely  divided 
earthv  material  such  as  clay.  The  "National  Pave- 
ment," which  is  patented,  belongs  to  this  class. 

The  term  asphalt  seal  coat  is  often  employed  in 
connection  with  the  use  of  asphalt  in  the  surface 
treatment  of  asphalt  macadam  and  certain  asphaltic 
concrete  pavements,  either  during  or  after  construc- 
tion. In  such  cases  the  asphalt  serves  to  fill  the  sur- 
face voids  in  the  pavement  and  when  covered  with 
stone  chips,  fine  gravel  or  sand  produces  as  asphalt 
carpet  or  mat  which  protects  the  underlying  pave- 
ment. 

Asphalt  Fillers 

Asphalt  fillers  are  prepared  for  filling  joints  and 
cracks  in  brick,  stone  block  and  cement  concrete  pave- 
ments.   There  are  three  general  types  of  asphalt  filler- 

The  poured  joint  filler  is  a  specially  prepared  as- 
phalt which  may  be  heated  and  poured  into  joints  or 
cracks. 

The  asphalt-grout  filler  is  a  mechanical  mixture  of 
asphalt  and  fine  sand  which  while  hot  may  be  poured 
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over  the  pavement  surface  and  broomed  or  squeegeed 
into  the  joints. 

The  prepared  joint  filler  may  consist  either  of 
specially  prepared  asphalt  in  the  form  of  premoulded 
strips,  which  are  inserted  in  the  joints,  or  they  may 
be  premouldcd  mixtures  of  asphalt  with  such  sub- 
stances as  limestone  dust,  silica  or  shoddy  dust. 
Sometimes  the  filler  strips  are  reinforced  with  fabric 
and  sometimes  they  consist  of  one  or  more  layers. 
Premoulded  expansion  joints  reinforced  or  armored 
with  metal  are  also  manufactured. 

Asphalts  are  quite  different  from  tars,  both  in  their 


physical  and  chemical  properties.  This  fact  should 
be  clearly  understood  in  order  to  prevent  confusion 
in  the  common  use  of  the  word  bituminous,  which  is 
applied  to  pavements  and  products  which  may  con- 
tain either  asphalt  or  tar.  Thus  a  bituminous  ma- 
cadam pavement  may  be  either  an  asphalt  macadam 
or  a  tar  macadam  and  a  bituminous  filler  may  be 
either  an  asphalt  filler  or  a  tar  filler.  Therefore,  when- 
ever it  is  desired  to  identify  a  product  or  pavement 
with  the  material  used,  the  term  bituminous  should 
be  replaced  with  the  term  asphalt  or  tar  as  the  case 
may  be. 


Causes   of  Construction   Labor's  Instability 

Several  Contractors  Give  Their  Opinions  Regard- 
ing  the   Difficulties  Confronting  Users  of  Labor 


IN  a  series  of  articles  recording  interviews  with 
contractors,  Engineering  News-Record  aims  to 
analyze  the  instability  of  construction  labor. 
Contractors  have  been  having  serious  difficulties 
with  construction  labor  and  the  settlement  of  the 
question  is  confronting  all  users  of  such  labor.  The 
analysis  referred  to  is  made  with  the  idea  of  collecting 
suggestions  as  to  corrective  measures  that  may  cry- 
stallize into  some  concrete  plan  for  the  solution  of  the 
problem.  An  abstract  of  these  interviews  is  made 
herewith  to  indicate  what  is  regarded  as  the  cause  of 
the  instability  that  is  besetting  construction  labor. 

What  is  the  matter  with  labor,  specialized  and 
common  ;  union  and  non-union?  What  of  its  demands 
for  higher  wages  and  shorter  hours?  Are  they  equit- 
able? Why  does  labor  continue  its  radical  requests? 
What  can  be  done  to  stabilize  the  situation? 

These  and  other  pertinent  questions  revolve  daily 
in  the  minds  of  contractors  whose  business  demands 
employment  of  large  bodies  of  skilled  mechanics  and 
common  laborers.  In  the  following  conversation  over- 
heard while  a  passenger  on  a  train  passing  through 
a  small  Hudson  Valley  town,  William  J.  Morrissey, 
an  executive  of  MacArthur  Bros.  Co.,  New  York  City, 
finds  the  best  analysis  of  the  laborer's  state  of  mind. 
The  train  had  stopped.  Several  laborer's  of  foreign 
extraction,  came  into  the  smoking  car. 

"How  much  are  you  getting?"  queried  the  first 
laborer. 

"Forty-five  cents  an  hour,"  was  the  answer. 
"I'm  getting  56^4  cents,"  was  the  first  laborer's 
comment. 

"You're  both  pikers,"  came  from  a  third.  I'm 
getting  60  cents  an  hour,  but  I  am  no  common  laborer, 
I'm  a  material  handler." 

Labor's  Erroneous  Ideas  of  Contractors'  Profits 

The  laborer,  according  to  views  which  Mr.  Morris- 
sey expressed  has  acquired  a  nervousness  due  to  a  con- 
dition existing  during  the  war  emergency.  The  war 
created  a  labor  shortage.  It  also  gave  rise  to  a  gener- 
al, though,  as  Mr.  Morrissey  asserts,  an  erroneous  idea 
that  the  contractor  was  making  huge  profits  from  war 
construction.  The  laborer's  idea  of  a  cost-plus-per- 
centage, fixed  fee,  or  sliding-scale  contract  was  a  gold 
mine  for  the  contractor,  and,  jealous  of  the  fancied 
immense  profits  he  was  aiding  to  secure  for  the  con- 
tractor, the  laborer  set  about  to  get  his  "slice."  Such 


men  in  labor  circles  were  known  as  "gold  diggers." 
The  results  were  the  demands  for  increased  wages. 
The  labor  shortage  made  him  confident  of  being 
guaranteed  steady  employment,  interrupted  only  by  the 
few  days  of  drifting  from  one  job  to  another,  in  the 
hope  that  he  might  get  more.  He  felt  independent  of 
any  particular  contractor  for  his  livlihood,  and  this, 
coupled  with  the  feeling  that  every  time  he  raised  a 
hand  he  was  making  large  profits  for  the  contractor, 
sowed  the  seed  of  the  instability  now  generally  felt. 

Replying  to  the  question  as  to  whether  labor 
received  more  wages  now  than  it  was  reasonably 
entitled  to,  Mr.  Morrissey  said  it  was  perfect  equity 
for  the  wages  to  increase  proportionately  to  the  cost 
of  living.  In  his  opinion  labor's  increase  had  generally 
equalled  the  increased  cost  of  living,  but  where  the 
large  employer  of  common  labor  is  now  losing  is 
through  the  decreased  efficiency  of  labor's  eflforts. 
The  endless  shifting  about  of  common  labor  on  war- 
time construction  he  believes  has  so  impaired  the 
efficiency  of  a  laborer's  effort  that  while  the  wages  now 
paid  approximate  the  same  in  actual  purchasable  value 
as  pre-war  wages,  the  value  of  his  labor  is  way  under 
pre-war  efficiency.  "If  the  cost  of  living  has  in  "the 
past  few  years  advanced  75  per  cent.,  then  wages 
should  have  advanced  accordingly,"  says  Mr.  Mor- 
rissey. "But  it  is  obviously  wrong  that  such  an 
advance  in  living  costs  should  bring  labor  100  per  cent, 
increase  in  wages,  or  that  it  should  give  but  50  per 
cent,  efficient  service  with  a  75  per  cent,  wage  in- 
crease." 

No  Longer  A  Common  Laborer. 

Another  thing  the  matter  with  labor  is  the  fact 
that  the  common  laborer  no  longer  wishes  to  be 
thought  of  merely  as  a  common  laborer.  Pre-war 
construction  never  knew  such  minute  classification  as 
now  obtains.  During  the  war  a  man  who  never  did 
anything  but  handle  a  pick  or  shovel  dropped  that 
pick  or  shovel  and  went  into  some  shipyard  or  to 
some  other  centre  of  construction  where  his  otherwise 
common  labor  was  rewarded  with  a  title  of  classifica- 
tion. The  minute  he  felt  himself  no  longer  a  common 
laborer  he  considered  his  efforts  worth  greater  com- 
pensation. So  intesified  became  that  system  of  labor 
classification  that  the  common  laborer  almost  ceased 
to  exist.  To  use  Mr.  Morrissey's  summation  of  the 
situation  :    "The  minute  you  put  a  pair  of  rubber  boots 


January  14,  1920 


THE  CONTRACT  RECORD 


41 


on  a  man  he  is  no  longer  a  laborer  but  a  trench  digger, 
sewer  man,  or  what  not,  and  as  such  demands  more 
money." 

Mr.  Morrissey  freely  admits  the  equity  of  the 
principals  of  labor  unionization,  though  there  are 
union  activities  in  the  building  trades  for  which  he 
finds  censure.  Unions,  seeing  the  labor  shortage 
during  the  war,  recruited  their  forces  from  all  classes, 
the  following  incident  serving  to  illustrate  not  an 
uncommon  practice  :  A  certain  tailor  was  recommend- 
ed to  Mr.  Morrissey  for  a  job.  His  qualifications  for 
building  construction  were  a  desire  to  take  advantage 
of  high  wages,  thereby  bettering  his  financial  condition, 
and  a  fancy  that  he  could  use  a  skilled  workman's 
tools.  His  case  came  direct  to  Mr.  Morrissey,  who 
would  not  employ  him  because  he  was  not  a  skilled 
mechanic.  Had  that  tailor  gone  to  an  unprincipled 
union  business  agent,  as  unskilled  workmen  seeking 
better  employment  often  did,  paid  his  union  initiation 
fee,  bought  himself  a  second-hand  set  of  tools,  he 
would  probably  have  secured  employment  as  a  skilled 
mechanic.  Such  a  business  agent  would  tell  the 
steward  of  the  particular  trade  the  situation,  he  would 
tell  the  foreman,  who  would  tell  the  other  workmen  on 
the  job  to  protect  the  newly  acquired  union  "skilled" 
mechanic.  Given  such  protection  the  tailor-mechanic 
would,  nine  times  out  of  ten,  have  gone  undiscovered, 
unless  his  work  happened  to  be  personally  inspected 
by  the  superintendent.  Such  cases  did  happen  where 
unions  were  not  particular  in  picking  skilled  labor. 
The  emergency  was  present.  The  demand  for  skilled 
building  mechanics  was  great,  and  the  end  justified 
the  means,  in  the  union  man's  estimate  of  the  situation. 
Because  of  the  inclusion  in  their  ranks  of  such  unskilled 
"skilled"  mechanics,  the  other  workmen  frequently 
adjusted  their  efforts  to  those  of  the  newcomer,  a  fact 
that  in  no  small  measure  contributed  to  the  general  fall 
in  the  efficiency  of  labor's  efforts. 

Laborer    Not    Amenable    to    Former    Methods  of 
Treatment. 

Mr.  Morrissey  finds  that,  because  of  the  labor 
shortage,  the  common  laborer  is  no  longer  amenable 
to  the  treatment  that  he  was  best  managed  by  years 
ago.  He  is  a  great  believer  in  the  old  system  of  "the 
big  boss"  knowing  all  his  workmen  personally  in  so 
far  as  is  possible,  yet  he  is  not  now  so  sure  that  to  go 
out  onto  a  job,  greeting  this  and  that  workman  with 
a  smile  and  calling  his  first  name,  is  the  best  way  to 
treat  the  workman.  In  some  cases  such  treatment 
now  makes  the  superintendent  appear  "soft."  Neither 
do  "gruff  and  hard"  tactics  secure  best  results.  All 
of  which  is  resolved  into  the  assertion  that  in  the 
treatment  of  workmen  the  superintendent  has  as 
diverse  cases  to  study  as  he  has  workmen  employed. 
Since  most  of  his  common  labor  is  foreign  the  task  is 
doubly  severe,  though  increasingly  interesting. 

Admitting,  then,  the  general  instability  of  labor, 
its  often  excessive  demands,  the  volatility  of  its  temper, 
and  its  low  percentage  of  efficiency,  what  remedial 
measures  are  possible?  To  this  question  Mr.  Mor- 
rissey suggests  that  up  to  a  certain  point,  granting 
that  the  standard  local  scale  of  wages  is  being  paid, 
you  can  satisfy  labor  through  the  supply  of  comfortable 
living  quarters,  attractive  meals  and  places  in  which 
to  serve  them,  sanitary  camps,  and  divers  wholesome 
amusements.  Extensive  installation  of  such  aids  to 
comfort  for  the  laborer  is  only  possible  on  large  jobs 
where  the    construction    is  to    be  carried    on  for  a 


considerable  length  of  time.  Short  jobs,  though 
isolated,  would  not  warrant  large  expense  along  such 
lines.  Mr.  Morrissey  believes  in  the  mental  healing 
effect  of  comfortable  sleeping  quarters,  proper  bathing 
and  sanitary  facilities,  good  food  well  cooked,  and 
wholesome  entertainment.  These  can  be  provided 
within  the  confines  of  a  large  isolated  job,  so  that  the 
nearest  village  with  its  usual  cheap  amusement  halls 
and  saloons  has  no  attraction  for  the  laborer.  If  the 
laborer  is  a  church  member  he  usually  finds  a  church 
of  his  denomination  nearby,  even  in  remote  places. 
If  the  scale  of  wages  paid  is  the  standard  local  one, 
with  the  provisions  of  good  quarters,  clean,  palatable 
food,  sanitary  conditions  throughout  the  camp,  com- 
fortable mess  halls,  showers,  pool  and  billiard  halls, 
moving  picture  theatres,  and  reading  and  writing 
rooms,  you  have  done  about  all  you  can  toward  still- 
ing labor's  restless  spirit,  thinks  Mr.  Morrissey. 

Increased  Production 

Increased  production  by  the  greater  use  of  labor 
saving  machinery  is  regarded  as  a  palliative  by  E.  S. 
Skillin.  vice-president  of  the  Snare  and  Triest  Co., 
New  York. 

If  there  were  two  men  for  every  job  instead  of 
two  jobs  for  every  man,  labor's  restlessness  would 
be  materially  quieted.  The  labor  shortage  is  largely 
responsible  for  the  difficulties  in  dealing  with  the  vari- 
ous Questions  arising  between  employer  and  employees. 
Mr.  Skillin  thoroughly  believes  that  many  questions 
concerning  the  present  labor  situation  would  clear 
should  there  suddenly  become  available  more  men 
than  iobs  to  put  them  on. 

"There  has  been  little  or  no  immigration  into  the 
United  States  during  the  past  five  years,"  says  Mr. 
Skillin.  "Before  that  time  an  annual  influx  of 
approximately  300,000  foreigners  gave  us  plenty  of 
common  labor.  At  the  outbreak  of  the  war  many  of 
these  men  were  called  to  serve  in  the  armies  in  their 
respective  countries.  The  ranks  of  labor  began  to  be 
depleted  at  that  time,  and  when  the  United  States 
entered  the  war  many  of  our  own  men  were  mobil- 
ized. The  shortage  of  labor  was  felt  considerably, 
even  while  the  war  was  in  progress,  but  it  is  now 
becoming  daily  more  acute,  due  to  the  departure  from 
this  country  of  men  of  foreign  birth  who  are  returning 
to  their  European  homes.  Emigration  from  this 
country  now  amounts  approximately  10,000  per  month, 
or  a  greater  number  than  were  counted  as  immigrants 
during  the  pre-war  period." 

With  this  decrease  in  the  number  of  laborers  and 
building-trades  men  available  goes  a  marked  fall  in 
the  efficiency  of  workmen  in  general. 

Few  Recruits  in  The  Building  Trades. 

Another  reason  why  there  is  such  a  labor  shortage, 
particularly  among  building  tradesmen,  is  due  to  the 
fact,  says  Mr.  Skillin,  that  comparatively  few  young 
men,  either  of  American  or  foreign  parentage,  are 
entering  the  building  trades. 

Contributing  to  the  instability  of  labor  is  the  un- 
certainty as  to  what  living  costs  will  be  from  month 
to  month.  Superintendents  of  the  Snare  and  Triest 
Co.,  in  talking  with  their  men,  have  tried  to  impress 
upon  them  the  dignity  of  the  contracts  with  their 
employers.  The  contractor  has  indicated  to  the  labor 
leader  that  when  he  cannot  rely  upon  his  contracts  for 
labor  the  resulting  conditions  militate  considerably 
against  bidding  for  contract  work.    The  reply  to  the 
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contractor  has  always  been  the  same,  "If  yon  will 
guarantee  us  that  the  cost  of  living  will  not  increase 
during  the  life  of  the  contract  we  will  guarantee  that 
no  wage  increase  will  he  demanded."  The  guarantee 
naturally  cannot  be  given,  and  the  prices  of  labor  and 
of  materials  produced  by  labor  remain  indeterminate. 

Mr.  Skillin  does  not  believe  in  the  efficacy  of  any 
scheme  admitting  the  laborer  to  constant  share  in  the 
profits  tht  he  may  aid  his  employer  in  securing.  "Such 
a  scheme  may  be  applicable  to  organized  industry, 
where  personnel  is  a  constant  factor,"  states  Mr. 
Skillin.  "In  contract  work  but  a  small  percentage  of 
your  working  forces  ever  approach  a  constant  figure. 
With  the  labor  turnover  SO  great  and  with  the  adjust- 
ment of  your  working  forces  to  each  individual  job,  it 
it  obvious  that  a  system  whereby  the  laborer  shares  in 
the  profit  or  loss  of  a  contract  job  is  not  feasible." 

Several  possibilities  present  themselves  to  Mr. 
Skillin  as  solutions  of  the  shortage  of  labor  which,  if 
corrected,  would,  in  his  judgement,  solve  many  in- 
cidental difficulties.  In  order  to  reverse  the  present 
condition,  so  that,  instead  of  there  being  two  jobs  for 
each  man,  there  will  be  two  men  for  every  job,  there 
is  but  one  alternative  if  the  Federal  restriction  upon 
the  importation  of  foreign  labor  continues — increased 
production.. 

Evidently,  then,  the  shortage  of  labor  demands  ex- 
tensive use  of  labor-saving  machinery  on  construction 
work,  in  order  to  secure  that  increased  production. 
The  acomplishment  of  such  a  task  is  further  hampered 
bv  labor's  almost  universal  demand  for  shorter  hours 
of  emolovment. 

Mr.  Skillih's  answer  to  the  question,  "What  is  the 
matter  with  labor?"  is,  therefore,  "Decrease  the  neces- 
sity for  it." 

Sensational  News  Responsible  for  Unrest 

At  the  door  of  the  "unprincipled  newspaper," 
which  with  sensational  scare  heads  tells  its  story  of 
strike,  murder  and  riot,  Harry  Blenderman.  assistant 
to  the  manager,  Fred  T.  Ley  Co.,  Inc.,  New  York  City, 
lays  the  responsibility  for  the  fomentation  of  a  great 
part  of  the  present  industrial  disorder.  Such  papers, 
he  says,  so  lacking  in  any  moral  responsibility,  have 
invested  the  otherwise  sane  and  industrious  laborer 
with  a  belligerent  spirit. 

One  strike,  properly  advertised,  is,  in  the  judge- 
ment of  Mr.  Blenderman.  strong  enough  to  damage 
materially  all  industry.  One  gang  of  laborers,  seeing 
another  gang  making  demands,  decides  that  it  will  do 
the  same.  A  succession  of  strikes  and  riots  is  inevit- 
able therefore,  when  newspapers  feature  all  lurid 
details.  So  continuously  are  his  elemental  emotions 
played  upon  that  the  laborer  has  been  encouraged  to 
assume  a  fighting  attitude.  "Once  he  has  tasted  blood 
he  cannot  be  satisfied  except  with  blood." 

Through  his  taste  for  power  corning  to  him  as  a 
result  of  the  labor  shortage  created  by  the  war  ;  through 
the  activities  of  a  few  conscienceless  firebrands  who 
have  continually  preached  thee  exploitation  of  labor  by 
capital,  and  through  the  conscious  or  unconscious 
encouragement  offered  his  excessive  demands  by  a 
sensational  press,  the  laborer  has  himself  become  con- 
scienceless, and  is  fast  losing  all  desire  to  share  either 
industrial  or  social  responsibility. 

Intoxicated  By  Prosperity. 

The  laborer,  then,  "intoxicated  by  his  prosperity," 
observes  Mr.    Blenderman,    is  actuated    by  a  single 


motive — to  get  all  he  can  out  of  his  employer,  The 
sane,  industrious  building  mechanic  of  former  years, 
possessed  of  the  proper  balance  of  public,  private  and 
industrial  responsibility;  has  been  relegated  to  the 
hack  ground.  He  has  been  superseded  by  the  young- 
er and  irresponsible  mechanic.  This  newer  type 
shrinks  at  the  suggestion  of  any  scheme  which  will 
make  him  share  in  the  lean  as  well  as  the  fat  construc- 
tion cycles.  His  attitude  takes  into  account  neither 
the  brains  behind  business  organization  nor  the  ad- 
ministrative ability  underlying  successful  management. 

Mr.  Blendermen  emphasizes  the  fact,  expressed 
previously,  that  there  is  a  decided  shortage  of  con- 
struction labor.  He  heartily  endorses  the  plan  permit- 
ting restricted  immigration.  The  need  for  foreign  la- 
bor, he  asserts,  is  urgent.  But  he  offers  corrective  mea- 
sures yet  unmentioned.  The  first  of  these  would  be 
to  purge  the  "yellow"  press  and  to  eliminate  publica- 
tion designed  to  propagate  disorder  and  unrest  through 
misstatement  and  poisonous  insinuation.  His  second 
corrective  suggestion  is  that  the  union  laborer  he  made 
legally,  individually  responsible  so  that  he  will  be 
forced  to  live  up  to  contracts  he  signs  for  the  supply 
of  his  labor. 

Make  Laborer  Legally  Responsible  for  Contract 

Conditions  now  exist  whereby  demands  made  by 
labor  in  excess  of  the  contract  price  must  be  borne  by 
the  contractor.  Mr.  Blendermen  believes  it  possible 
to  effect  legislation  whereby  the  laborer  will  be  held 
as  legally  responsible  when  he  signs  his  name  to  a 
labor  contract  as  the  contractor  is  legally  responsible 
for  agreements  he  enters  into.  Why  such  legislation 
has  so  far  been  avoided  Mr.  Blendermen  explains  by 
the  fact  that  politicians  generally,  realizing  from  what 
sources  come  the  greatest  number  of  votes,  are  not 
anxious  to  do  anything  that  will  defeat  their  political 
desires. 

That  there  is  a  shortage  of  labor,  which  threatens 
further  to  complicate  matters  should  the  amount  of 
construction  materially  increase,  contractors  generally 
agree  to.  One  thing  to  be  avoided,  states  Mr.  Blen- 
dermen, is  contractors  bidding  against  one  another 
for  different  classes  of  labor.  This  state  of  affairs  is 
liable  to  exist,  he  declares,  in  the  event  that  the  con- 
struction program  materially  increases,  and  in  the  event 
that  the  utmost  in  co-operation  is  not  sought  by  the 
contractors. 

Should  the  construction  program  increase  to  such 
an  extent  that  it  will  force  such  a  condition,  Mr.  Blen- 
dermen suggests  a  pro-rating  of  work  over  a  stated 
period  of  time  or  a  slight  slowing  up  of  all  work.  A 
slacking  up  in.  or  a  cessation  of,  the  construction  pro- 
gram is  not  at  all  desired,  but  is  accepted  as  an  alter- 
native in  the  event  that  contractors  get  to  bidding 
against  each  other,  thereby  causing  another  sharp 
inclination  upward  in  the  price  of  construction  labor. 

No  Fear  of  Unemployment. 

One  reason  why  labor  is  so  hard  to  handle  at 
present,  a  reason  heretofore  unmentioned,  Mr.  Blender- 
men says,  is  the  fact  that  during  the  war  building 
mechanics  learned  other  trades  to  which  they  can 
turn  their  hands  in  the  event  that  employers  discharge 
them.  The  laborer  is  now  so  versatile  that  he  has  no 
fear  of  unemployment  if  locked  out  by  his  employer, 
or  should  he  strike  while  working  at  his  chosen  trade. 
Mr  Blendermen  also  states  that  though  a  close  com- 
bination of  the  largest  contractors  might  initiate  some 
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action  whereby  the  building  mechanic  could  he  brought 
to  a  partial  realization  of  his  dependence  upon  organ- 
ized industry,  the  percentage  of  small  uncontrolled 
builders  would  be  so  large  as  seriously  to  militate 
against  any  plan  conceived  to  return  the  lahor  to  a 
reasonable  basis. 

Mr.  Blendermen  has  the  advantage  of  being  able 
to  look  at  the  labor  situation  from  both  angles — that 
of  the  employee  and  of  the  employer — because  of  his 
former  service  as  a  union  stone  mason  and  his  present 
responsibilities  as  a  company  executive.  He  has 
served  his  time  in  setting  brick  in  the  wall,  and  is 
unusually  familiar  with  labor  conditions  from  within 
the  ranks  of  labor.  He  earnestly  asserts  that  he  has 
no  quarrel  with  labor.  On  the  contrary,  he  has  its 
interest  at  heart  though  his  patience  is  worn  out  by 
the  increasingly  unreasonable  demands  that  a  certain 
radical  element  enforces  the  majority  to  make.  View- 
ing the  situation,  then,  from  the  double  viewpoint  of 
the  employer  and  former  employee,  he  asserts  that  in 
many  instances  labor  is  demanding  even  more  than 
it  itself  expects  to  gain. 

Agreeing  that  corrective  measures  are  to  be  found 
in  welfare  work,  increase  in  the  use  of  construction 
machinery,  and  restrictive  immigration  legislation, 
Mr.  Blendermen  adds  his  suggestions:  Purge  the 
newspapers;  control  construction,  if  necessary  even 
to  cessation  of  building;  let  contractors  organizations 
show  the  greatest  co-operation  in  dealing  with  the 
labor  situation,  and  make  the  individual  laborer 
legally  responsible  for  wage  contracts. 

Administration  to  Blame  For  Infirm  Labor  Policy. 

An  administration  supported  in  its  treatment  of 
industrial  questions  by  academic  theorists  and  .pre- 
disposed, if  not  foresworn,  to  champion  the  various 
demands  of  organized  labor,  early  in  its  incumbency 
planted  the  mustard  seed  of  the  present  industrial 
and  social  turmoil,  believes  F.  J.  Maclsaac,  member  of 
the  firm  of  Smith,  Hauser  &  Maclsaac,  New  York  City 
and  past-president  of  the  General  Contractors  Associa- 
tion. And  not  until  a  firmer  hand  is  laid  upon  the 
throttle  controlling  social  and  industrial  life  can  the 
county  expect  anything  but  abnormality  in  these 
matters. 

A  survey  of  the  administration's  acts,  Mr.  Isaac 
believes,  will  bear  out  his  judgement  that  the  adminis- 
tration possesses  this  inclination,  and  reasons  ior  such 
a  belief  he  holds  to  be  too  self-evident  to  need  either 
explanation  or  elaboration. 

Since  such  industrial  disorder  does  exist  and  since 
the  question  is  one  not  for  prophylactic  treatment,  but 
for  therapeutic  attention,  he  makes  his  diagnosis  and 
finds  industrial  and  social  America  suffering  from  a 
peculiar  complication  of  ailments. 

Industry  is  Underfed. 

The  first  point  is  that  industrial  America  is  under- 
fed;  that  is,  the  workmen  to  man  its  industrial  plants 
and  to  do  its  construction  work  are  inadequate  in  num- 
ber to  the  needs  Of  a  healthy,  growing  nation. 

As  a  partial  relief  for  this  disorder,  immigration  is 
proposed.  However,  Mr.  Maclsaac  is  not  certain  that 
such  a  remedy  should  at  this  time  be  applied,  because 
of  the  danger  involved  in  further  affecting  the  health 
of  the  patient  with  the  poison  of  radicalism.  Admitting 
that  the  shortage  of  labor  is  America's  present  consti- 
tutional difficulty,  he  turns  to  a  consideration  of  other 


remedies.  He  finds  that  America's  blood  pressure  is 
abnormal  because  of  the  universality  of  strikes,  riots, 
and  general  social  discontent.  This  ailment  is  trace- 
able to  the  first  failure  of  the  administration  to  cope 
with  the  labor  situation,  and  has  been  aggravated  by 
the  shortage  of  labor.  Until  different  administrative 
methods  are  applied,  then,  and  until  something  be  done 
to  overcome  the  constitutional  disorder,  there  is  little 
help  offered  the  patient  in  correction  of  this  trouble. 

Some  good  has  been  done,  Mr.  Maclsaac  believes, 
in  the  making  of  wage  contracts  between  employers' 
associations  and  those  representing  the  several  build- 
ing trades,  such  as  the  contracts  entered  into  recently 
in  Chicago  and  New  York.  However,  he  does  not 
believe  that  such  contralts  will  be  binding  under  cer- 
tain circumstances.  He  maintains  that  the  law  of 
supply  and  demand  is  the  supreme  power  affecting 
construction  and  labor,  and  will  operate  as  truly  in 
construction  work  as  in  the  regulation  of  the  price 
of  any  household  commodity.  For  instance,  should 
legislation  be  passed  whereby  railroads,  upon  their 
return  to  private  management,  would  be  able  to  ex- 
pend considerable  amounts  on  road  betterment,  all 
common  labor  would  easily  be  absorbed  by  them, 
paralyzing  general  construction  work. 

Then,  again,  if '  architects,  builders  and  investors 
assume  that  the  signing  of  contracts  between  the 
Building  Trades  Employers'  Association  and  the 
Building  Trades  Council  of  New  York  City  guaran- 
tees stability  in  wages  and  hours  of  employment,  Mr. 
Maclsaac  predicts  the  greatest  building  boom  that 
New  York  City  has  ever  seen.  Inasmuch  as  the 
general  building  program  is  several  years  behind 
schedule,  the  sudden  stability  given  wages,  hours  of 
employment,  and  the  general  labor  situation,  would 
result  in  the  almost  immediate  release  of  extensive 
capital,  particularly  that  for  housing  propositions. 

In  either  case — if  the  railroads  suddenly  began 
extensive  betterment  programs,  or  if  the  general  build- 
ing industry  were  suddenly  stabilized — contractors 
would  immediately  begin  bidding  against  one  another 
for  the  available  supply  of  labor.  In  this  competitive 
bidding  contractors  most  capable  of  offering  attractive 
wages  in  excess  of  those  named  in  existing  con- 
tracts, would  secure  the  services  of  such  labor-  It  is 
Mr.  Maclsaac's  statement  that  in  Chicago  now,  only 
a  few  months  after  the  signing  by  building  trades 
employers  and  unions  representing  them  of  a  three 
contract  naming  fixed  wages  and  hours  of  employment, 
contractors  have  paid,  for  some  classes  of  labor,  from 
10  to  25c  an  hour  more  than  the  scale  specified  in  that 
contract.  He  also  asserts  that  this  bidding  among 
contractors  for  labor  exists  in  New  York  even  now, 
though  the  condition,  is  not  so  serious  at  the  present 
time  as  it  threatens  to  be. 


Plans  and  specifications  for  the  proposed  Mount 
Pleasant  carline  in  Toronto  have  been  completed  and 
contracts  are  to  be  let  within  the  next  five  or  six 
weeks.  The  work  will  involve:  (1)  widening  the  pave- 
ment on,  St.  Clair  Ave.  east  of  Yonge  St.  and  installing 
new  walks,  besides  permanent  double  tracks  and  pave- 
ment in  the  centre  of  the  street,  which  has  also  to  be 
graded;  (2)  grading  Mount  Pleasant  Rd.  and  instal- 
ling a  temporary  ballast  line  with  overhead  wires,  etc. ; 
(3)  laying  concrete  walks  on  various  sections  of 
Mount  Pleasant  Rd. ;  (4)  constructing  certain  bridges 
and  trestles. 
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Hints  for  the  Contractor 

That  May  Save  Him  Time  and  Money — We  Will  Pay  for  All  Accepted  Items 

Send  One  In 


A-Frame  with  15-Part  Line  Used  for  Pulling 
Steel  Sheet  Piles 

STEEL  sheet  piles  of  the  Lackawanna  type  are  be- 
ing pulled  from  about  an  average  40-ft.  penetra- 
tion with  a  specially  devised  A-frame  rig,  on  the 
Queenston-Chippawa  power  canal  of  the  Ontario 
1  Iydro-electric  Power  Commission.  One  of  the  bridges 
here  is  to  carry  an  interurban  electric  railway  across 
the  canal,  but  it  was  built  inside  a  sheeted  excavation 
before  the  canal  was  dug.  Now  that  the  bridge  is 
finished,  the  piles  are  being  pulled  before  the  canal 
has  been  dug  up  to  the  bridge  walls. 

The  rig,  as  described  in  Engineering  News-Record, 
comprises  a  heavy  A-frame  held  by  guy  lines  in 
slightly  inclined  position  over  the  piles  to  be  pulled, 
and  carrying  from  the  specially  designed  headframe  the 
two-block  16-part  line,  at  the  bottom  block  of  which 
is  attached  the  pile-pulling  grip.  The  frame  is  made 
up  by  12  x  14-in.  sticks  heavily  braced  at  the  bottom 
and  about  10  ft-  from  the  bottom.  The  headpiece  is 
a  6  x  1-in.  steel  plate  bent  over  the  curved  top,  as 


36'  'long. 


Details  of  A-frame  pile  puller  in  Niagara  Falls  power  canal 

shown  in  the  sketch  herewith,  and  with  interior  loops 
made  by  cutting  the  plate  as  shown  in  the  sketch  and 
bending  over  and  riveting  down  on  the  top.  In  these 
loops  are  hung  wrapped  cables  which  carry  the 
top  blocks.  Just  below  the  top  band  the  guy  lines  are 
wound  three  or  four  times  around  the  frame. 

The  superintendent  in  charge  of  the  job  states  that 
the  rig  would  be  more  effective  if  the  frame  were  more 


thoroughly  braced,  both  with  crossbraces  and  with  a 
heavy  wedge  block  in  the  crotch,  and  also  that  there 
should  be  hardwood  blocks  tacked  onto  the  outside 
of  the  frame  sticks  underneath  the  guy-line  binding. 

In  the  first  efforts  to  pull,  an  ordinary  clevis  was 
used  with  a  pin  through  a  hole  cut  by  a  gas  flame  in 
the  top  of  the  sheet  pile.  This  soon  pulled  out  the 
pile  web,  so  the  grip  shown  in  the  accompanying 
sketch  was  devised.  This  consists  of  two  3-ft.  plates  6 
in.  wide,  hanging  from  the  lower  block,  with  two  2^2- 
in.  holes  through  which  the  pile  is  gripped  by  keyed 
pins  passing  also  through  holes  cut  by  a  gas  flame  in 
the  top  of  the  pile  to  be  pulled.  This  jaw  gives  a  long, 
frictional  grip  on  the  pile;  this  has  proved  very  ef- 
fective. 

The  work  is  in  charge  of  J.  B.  Goodwin,  who  is 
works  engineer,  with  A.  C.  D.  Blanchard,  the  chief 
field  engineer. 


Concrete  Highway  Grade  Crossings 

MAINTENANCE  of  ordinary  highway  grade 
crossings  is  an  item  of  considerable  and  in- 
creasing expense.  Most  of  this  maintenance 
expense  is  due  to  loosening  and  destruction 
of  the  planks  by  traffic,  the  necessity  of  replacing  and 
respjking  planks  to  the  ties,  and  the  decay  resulting 
from  the  contact  of  the  wood  planks  and  ties  where 
they  are  subject  to  alternative  wetting  and  drying. 
In  view  of  the  present  high  cost  of  lumber  and  labor, 
any  type  of  construction  which  will  reduce  this  ex- 
pense is  highly  desirable. 

Precast  concrete  slabs  or  planks,  or  cast-in-place 
monolithic  concrete,  offers  a  remedy.  By  replacing 
the  wood  planks  with  precast  concrete  the  destruction 
of  ties  due  to  respiking  and  decay  is  practically 
eliminated  and  the  cost  of  renewals  is  greatly  reduced. 
Monolithic  concrete  crossings  save  the  total  cost  of 
renewing  crossing  planks,  ties  and  spikes,  as  well  as 
the  labor  involved  in  repair  of  the  wood  plank  type  of 
crossing.  Either  the  precast  or  monolithic  concrete 
types  will  not  only  greatly  reduce  renewal  and  main- 
tenance expense,  but  will  also  reduce  interference  with 
traffic  and  accident  liability  since  the  concrete  itself 
will  not  require  replacement  or  repairs  over  long 
periods  of  use. 

Designs  of  some  types  of  concrete  crossings  which 
have  already  been  in  successful  use  for  some  years  are 
here  shown. 

The  precast  slab  shown  in  Figure  1  provides  for 
the  use  of  precast  concrete  slabs  laid  directly  on  sawed 
track  ties  or  on  strips  nailed  to  the  ties.  The  only 
preparation  of  the  track  to  receive  the  slabs  consists 
in  tamping  the  ties  thoroughly  and,  if  strips  are  re- 
quired, nailing  these  to  the  ties.  Experience  has 
demonstrated  that  the  weight  of  the  slabs  is  sufficient 
to  hold  them  in  place,  but  where  it  is  thought  necessary 
they  may  be  anchored  by  some  means  of  screw  bolts 
passing  through  malleable  cast  iron  sockets  provided 
for  this  purpose,  as  shown  on  Figure  2.    The  slabs  are 
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reinforced  with  steel  bars  or  mesh  and  are  provided 
with  metal  protection  at  the  edges  and  with  metal 
handling  sockets  to  facilitate  placing  or  removing  slabs. 

In  railroad  crossings  at  a  manufacturing  plant  in 
Buffington,  Ind.,  the  slabs  are  reinforced  with  ^-inch 
round  steel  bars.    These  bars  should  be  spaced  not 


I      Cestftrr-  A&C 


Pl  an 

Fig.  1 — Suggested  design  for  precast  concrete  slab  crossing 

more  than  6  inches  apart  and  should  be  used  at  both 
top  and  bottom  of  the  slab. 

The  precast  plank  type  has  been  in  successful  use 
for  several  years.  This  type  replaces  the  wood  plank- 
ing with  planks  made  of  concrete.  The  concrete 
planks  are  about  9  inches  wide  and  six  to  eight  feet 
long,  and  the  thickness  is  the  same  as  the  rail  depth. 
They  are  reinforced  with  wire  mesh,  expanded  metal, 
or  bars.  If  mesh  or  expanded  metal  is  used,  the 
heavier  metal  should  extend  lengthwise  in  the  plank. 
Bars  should  be  J^-inch  rods  and  should  be  placed  at 
each  corner  of  the  plank  about  1%  inches  from  the 
face. 

Before  the  planks  are  placed  the  ties  are  thorough- 
ly tamped  to  a  firm  bearing  and  sand  or  cinders  tamped 
between  them  to  furnish  uniform  support  for  the 
planks.  These  crossings  present  a  much  better  ap- 
pearance than  the  wood  plank  crossing  commonly 
used,  and  are  not  subject  to  decay  and  subsequent 
high  cost  of  maintenance. 

The  solid  or  cast-in-place  concrete  type  is  shown 
in  Figure  3  and  replaces  not  only  the  usual  crossing 
planks,  but  ballast  and  ties  as  well.  In  this  type  the 
concrete  is  deposited  in  place  except  for  that  portion 
outside  the  rails  which  consists  of  precast  slabs  prov- 
ided with  sockets  to  make  removal  of  the  slabs  easy 
when  rail  renewals  are  necessary.  Gutters  are  pro- 
vided for  draining  the  water  from  around  the  rail. 

The  concrete  should  be  mixed  in  the  proportions 
of  1  part  cement,  2  parts  sand  and  3  parts  stone  or 
pebbles.  Care  should  be  taken  to  secure  clean 
aggregates  and  the  pebbles  or  crushed  stone  should  be 
hard  and  durable.  The  concrete  should  be  cured  by 
covering  with  moist  sand  or  earth  and  kept  moist  for 


about  ten  days  in  order  to  secure  maximum  strength 
and  durability. 

A  supply  of  sand  and  pebbles  or  stone  for  the  solid 
or  cast-in-place  crossing  is  often  available  near  the 
crossing.  The  slabs  for  the  precast  types  can  be 
manufactured  at  points  convenient  to  the  supply  of 
aggregates.  Common  labor,  under  competent  super- 
vision, is  all  that  is  necessary  for  doing  the  work  and 
the  planks  or  slabs  may  be  cast  during  the  winter  or 
rainy  seasons  when  maintenance  men  would  other- 
wise be  idle. 

It  is  estimated  that  the  yearly  saving  in  main- 
tenance effected  by  the  concrete  slab  or  concrete  plank 
types  will  pay  for  their  installation  in  two  years  and 
that  the  saving  in  maintenance  effected  by  the  mono- 
lithic type  shown  in  Figure  3  will  pay  for  its 
installation  in  about  three  years. 

The  advantages  that  may  be  expected  from  the  use 
of  concrete  crossings  instead  of  the  usual  type  are 
enumerated  as  follows  in  a  bulletin  issued  by  the  Poit- 
land  Cement  Association. 

1.  Saving  in  maintenance  and  renewals  of  cros- 
sings sufficient  to  equal  the  cost  of  installing  concrete 
in  from  two  to  three  years. 

2.  Utilization  of  labor  during  the  winter  season 
in  precasting  slabs  or  planks,  thus  retaining  it  in  profit- 
able employment  and  making  it  available  for  the. 
maintenance  season. 

3.  Reasonable  first  cost. 

4.  Less  damage  to  track  ties  because  spiking  is 
not  required. 

5.  Less  interference  with  traffic  on  both  railways 
and  highways  and  less  liability  to  accident  because  of 
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Fig.  2 — Suggested  design  for  solid  concrete  crossing,  obviating  the 
use  of  ties  and  ballast 

freedom  from  presence  of  repair  and  renewal  gangs 
and  from  torn-up  condition  of  crossing. 
6.    Better  appearance. 


The  dates  of  the  Ottawa  conference  of  the 
Association  of  Canadian  Building  and  Construc- 
tion Industries  has  been  changed  to  February 
2,  3  and  4. 
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Canada's  Contractors— T.  R.  Wright 


Mr.  T.  R.  Wright,  of  London,  Ont.,  Secretary 
of  the  Provincial  Builders'  and  Supply  Association 
of  Ontario,  is  one  of  the  old-hands  at  the  building 
game.  He  was  born  in  1856,  in  the  Township  of 
Kitley,  Leeds  County,  Ont.  At  the  age  of  seven- 
teen he  went  to  Smith's  Falls  to  learn  the  trade  of 
carriage  building,  which  he  followed  for  nine  years. 
In  the  spring  of  1882,  he  went  to  Winnipeg,  then  a 
city  of  15,000,  where  he  worked  as  carpenter.  After 
remaining  there  for  two  years,  he  went  to  Minne- 
apolis, where  he  was  employed  in  the  cabinet  shop 
of  the  Chicago,  Milwaukee  &  St.  Paul  Ry.  Return- 
ing to  Canada  two  years  later,  he  entered  the  em- 
ploy of  the  G.  T.  R.  in  the  Coach  Department,  at 
London.  In  March  1896,  he  went  into  the  building 
business  in  partnership  with  A.  J.  Humphrey,  the 
firm's  name  being  Humphrey  and  Wright.  This 
firm  built  the  London  Street  Railway  office  and  car 
barns,  when  that  system  was  changed  from  horse 
to  electrical  operation.  Other  buildings  they  erected 
were  the  Chelsea  school  and  Presbyterian  Church 
at  London  Junction,  the  Methodist  Church  at  Glen- 
dale  and  the  Pathological  Institute  for  the  London 
Medical  School.  Eight  years  after  the  formation  of 
the  partnership,  Mr.  Humphrey  died,  and  the  busi- 
ness has  since  been  carried  on  by  Mr.  Wright. 

Mr.  Wright  has  been  a  member  of  the  London 
Builders'  Exchange  for  over  20  years.  He  was  its 
President  for  two  years.  When  the  Provincial 
Builders'  &  Supply  Association  was  formed,  he  was 
appointed  one  of  the  Board  of  Directors.  He  also 
held  the  office  of  president  of  that  organization  for 


two  years,  and  when  Mr.  Coon  resigned  as  secre- 
tary, he  was  appointed  to  fill  the  vacancy.  He  has 
always  taken  a  deep  interest    in    the  building  in- 


Mr.  T.   R.  Wright 

dustry  of  the  Province,  and  as  secretary  of  the  Pro- 
vincial Association  has  contributed  much  earnest 
effort  toward  raising  its  status  and  increasing  its 
usefulness. 


Building  Permits  in  Montreal 

Permits  for  the  erection  of  over  ten  million  dollar>' 
worth  of  buildings  have  been  issued  in  Montreal  dur- 
ing the  past  year.  This  constitutes  a  record,  and  is 
an  indication  that  the  growth  of  Montreal  is  proceed- 
ing at  a  rapid  rate.  The  figures  for  the  different 
months  are  as  follows : 

Permits  Value 


January   38  $  60,154 

February   78  151,740 

March   102  ■  228,208 

April                                          ...  238  446,740 

May   272  1,269,435 

June   204  731,417 

July   270  1,484,999 

August   ...   "  ...   239  1,541,243 

September   223  1,050,476 

October                                      ...  238  1,519,992 

November   155  890,854 

December   66  658,401 


Total   2,133  $10,033,901 


Personal 

Sir  Wm.  Hearst,  late  Premier  of  Ontario,  is  recom- 
mended for  appointment  to  the  International  Joint  Commis- 
sion, succeeding  Hon.  P.  B.  Mignault,  K.C.,  who  was  re- 
cently named  a  judge  of  the  Supreme  Court  of  Canada. 

Mr.  Kay  R.  Knight,  M.E.I.C.,  lias  been  appointed  To- 


ronto manager  and  engineer  representative  of  Francis 
Hankin  &  Co..  Ltd.,  Montreal.  He  has  recently  been  chief 
engineer  of  the  Canadian  Incinerator  and  Furnace  Co., 
Ltd.,  Toronto. 

Mr.  John  A.  Wilson,  of  Vancouver,  has  been  appointed 
acting  inspector  of  dykes,  under  the  British  Columbia  Dept. 
of  Public  Works,  with  jurisdiction  over  the  lower  Fraser 
district.  Mr.  Wilson  served  with  an  infantry  battalion  and 
afterwards  with  the  Royal  Engineers  during  the  war. 

Mr.  A.  C.  Mitchell  has  been  promoted  to  the  position 
of  assistant-manager  of  the  staff  of  the  Toronto  Harbor 
Commission.  Mr.  F.  Rockwell  becomes  superintendent  of 
construction,  and  Mr.  N.  R.  Nichol,  engineer  of  construc- 
tion. 

Mr.  A.  D.  Swan,  of  Montreal,  consulting  engineer  on 
the  Vancouver  Harbor  development,  is  now  in  that  city, 
where  he  will  supervise  the  construction  of  the  new  pier 
which  is  to  be  built  as  part  of  Vancouver's  harbor  develop- 
ment. 

Mr.  Allan  Latornell  succeeds  Mr.  W.  R.  Worthington 
as  engineer  in  charge  of  the  sewer  section  of  the  Depart- 
ment of  Works  of  the  City  of  Toronto.  Mr.  Latornell  is  a 
graduate  of  the  University  of  Toronto  in  engineering,  and 
has  been  connected  with  the  Toronto  sewer  section  in  vari- 
ous capacities  since  1907.  The  resignation  of  Mr.  Worthing- 
ton was  noted  in  the  Contract  Record  of  Dec.  10. 

Mr.  Andrew  H.  Harkness,  consulting  engineer,  of  To- 
ronto, and  formerly  of  the  firm  of  Harkness  and  Oxley, 
has  entered   into   partnership  with   Messrs.  T.   L.  Loudon 
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and  C.  S.  L.  Hertzberg,  under  the  name  of  Harkness,  Lou- 
don and  Hertzberg.  Messrs.  Loudon  and  Hertzberg  were 
formerly  associated  with  the  firm  of  James,  Loudon  and 
Hertzberg.  Mr.  Harkness  is  a  graduate  of  the  School  of 
Practical  Science,  of  Toronto,  and  is  widely  experienced  in 
structural  engineering.  For  the  past  year  he  has  been  chair- 
man of  the  Toronto  Branch  of  the  E.  I.  C. 

Mr.  F.  R.  Gray,  city  engineer  of  Hamilton,  Ont.,  has  re- 
signed that  position  to  enter  business  life. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


The  year  1919  was  a  record  building  year  in  Sarnia, 
Out.,  the  building  permit  figures  being  424,  valued  at  $646,- 
956. 

Port  Arthur's  building  permits  for  the  year  1919  repre- 
sent a  total  of  $1,708,845,  as  compared  with  $610,527  for 
1918. 

In  Moose  Jaw.  Sask.,  for  the  past  year  the  building 
permits  show  a  total  value  of  $590,865,  as  compared  with 
$567,645  in  1918. 

Quebec  City's  building  permit  figures  for  1919  are  682 
permits,  at  a  value  of  $2,133,716,  as  compared  with  538  per- 
mits in  1918  at  a  value  of  $904,375. 

Reports  are  current  that  Handley  Page,  Ltd.,  the  Bri- 
tish firm  airplane  manufacturers,  are  planning  to  locate  a 
branch  factory  in  Canada. 

It  is  stated  that  Toronto's  new  Union  Station  will  be 
ready  for  occupation  on  or  about  May  1,  if  labor  and  ma- 
terial delivery  troubles  do  not  interfere. 

There  were  234  building  permits  issued  in  Niagara 
Falls,  Out.,  during  1919,  at  a  value  of  $876,889,  as  compared 
with  105  permits  in  1918,  at  a  value  of  $356,716. 

Building  permits  issued  in  Vancouver  last  year  show  a 
large  increase  over  19J8.  The  figures  are,  respectively,  1,222 
permits  valued  at  $2,266,639,  and  829  valued  at  $1,440,384. 

The  question  of  a  greater  water  scheme  for  southern 
Saskatchewan  through  the  use  of  a  pipe  line  from  the  Sas- 
katchewan River  is  to  be  discussed  in  the  Provincial  Legis- 
lature . 

Regina's  building  permit  figures  for  1919  exceed  those 
for  any  year  since  1914.  The  total  for  last  year  was  $1,696,- 
520,  as  compared  with  $1,006,000  for  1918.  In  1914  the  total 
was  $1,765,875. 

A  new  record  in  value  of  building  permits  has  been  set 
in  Brantford,  Ont.,  during  the  past  year.  The  total  reached 
is  $1,173,580,  which  slightly  exceeds  the  figure  reached  in 
1912,  which  was  $1,168,105. 

It  is  announced  that  the  Canada  Cement  Co.  will  short- 
ly resume  the  manufacture  of  cement  at  their  Lakefield 
plant,  which  was  shut  down  shortly  after  the  outbreak  of 
war. 

The  value  of  building  permits  issued  in  St.  Thomas, 
Ont.,  during  1919  reached  a  total  of  $250,000,  which  exceeds 
the  totals  for  each  of  the  three  years  previous  by  $100,000 
or  more. 

Building  permits  isued  in  Gait,  Ont.,  during  1919 
reached  a  total  of  125,  valued  at  $332,101,  which  is  about 
double  last  year's  figure.  Forty-four  new  houses  were  built 
at  a  cost  of  $90,000. 

A  million-dollar  hotel  is  projected  in  Windsor,  Ont.  A 
hotel  company  has  been  organized  to  carry  on  the  under- 


taking and  already,  it  is  said,  half  of  the  required  capital 
has  been  subscribed. 

The  Halifax  Housing  Co.,  Ltd.,  has  had  plans  prepared 
for  the  construction  of  forty  houses  to  be  erected  in  Halifax, 
X.S.,  on  the  Ardmore  property,  North  and  Oxford  streets. 
Tenders  have  been  called. 

Building  permits  issued  in  Regina,  Sask.,  during  1919, 
reached  an  approimate  value  of  $1,600,000,  much  the  largest 
figure  of  any  year  since  the  outbreak  of  war,  and  exceeding 
the  1918  figure  by  more  than  half  a  million. 

It  is  announced  that  the  firm  of  Cluett-Peabody  will 
invest  $150,000  in  a  new  plant.  A  new  factory  will  be  built 
in  Sherbrooke,  Que.,  a  subsidiary  plant  is  being  built  at  St. 
Johns,  and  a  third  site  has  been  secured  in  the  north-east 
section  of  Montreal. 

Mr.  Geoffrey  Porter.  Hydro-electric  engineer,  of  the 
Dominion  Government,  has  been  visiting  points  in  the  Ok- 
anagan  district,  in  British  Columbia,  investigating  the 
situation  with  regard  to  the  possibility  of  power  develop- 
ment at  Shuswap  Falls. 

The  value  of  the  construction  work  carried  out  by  the 
Dominion  Steel  Corporation  in  Cape  Breton  during  the  past 
year  is  stated  to  be  about  $15,000,000.  The  work  undertaken 
includes  the  erection  of  a  plate  mill  and  power  house,  ex- 
tending the  benzol  plant,  increasing  the  capacity  of  reser- 
voirs and  alterations  to  the  Sydney  and  Louisburg  Railway 
lines. 

That  the  Welland  Canal  contracts  will  come  up  for 
consideration  again  shortly  is  stated  in  political  circles. 
During  the  war  the  works  were  suspended.  They  were  then 
resumed  for  a  short  time  on  a  cost-plus  basis.  It  has  now 
to  be  decided  whether  the  balance  of  the  work  will  be  let 
on  a  lump  sum  or  percentage  basis.  There  are  four  sections 
upon  which  nothing  has  yet  been  done. 

During  the  month  of  December  there  were  44  building 
building  permits  issued  in  Hamilton,  Ont.,  representing  an 
outlay  of  $180,750.  Eleven  of  these  permits  were  for  brick 
dwellings,  costing  $32,500,  nine  were  for  frame  dwellings 
costing  $12,300;  two  for  brick  stores,  costing  $8,000;  three 
for  factories  and  additions  costing  $115,000;  thirteen  for 
garages,  and  six  for  alterations  and  additions. 

Additions  to  Winnipeg's  water  main  system  costing 
$95,700  will  be  started  as  soon  as  the  season  opens  up.  Six 
new  mains  are  to  be  installed  to  take  care  of  the  extra 
volume  from  the  McPhillips  Street  pumping  station,  as  a 
result  of  the  closing  of  three  stations,  following  the  com- 
pletion of  the  Shoal  Lake  aqueduct.  Alterations  are  recom- 
mended for  the  McPhillips  station,  involving  an  expendi- 
ture of  $22,000,  which  will  include  the  installation  of  a  new 
high  pressure  pump  with  a  capacity  of  10,000.000  gallons 
per  day.  Alterations  at  the  high  pressure  station  are  also 
proposed,  and  the  laying  of  a  new  main  across  the  Assini- 
boine  river,  near  the  centre  gate. 

The  Dominion  Canning  Co.  are  building  a  new  plant  at 
Strathroy,  Ont.  The  contract  was  let  in  two  parts:  Mr. 
W.  I.  Taylor,  of  Woodstock,  was  awarded  the  contract  to 
build  the  warehouse,  which  was  completed  last  October, 
and  the  Green  Lumber  Co.  of  St.  Thomas  are  erecting 
the  factory  building.  This  latter  contract  was  commenced 
on  Oct.  15,  and  is  to  be  ready  for  the  installation  of  the 
machinery  by  March.  The  buildings  are  three  storeys  high, 
with  basements,  built  of  concrete  and  red  press  bricks,  with 
Barrett  Specification  roof.  The  total  cost  of  the  construc- 
tion work  will  be  $150,000.  The  company  is  also  erecting  a 
building,  60  x  160  ft.  in  plan,  at  Herwood,  Ont.,  by  day  labor- 
Still  further  expansion  is  planned  by  the  company  through 
the  enlargement  of  their  Bellriver  factory.  Thomas  Wooster 
of  Aylmer,  Ont.,  is  architect  for  this  work. 


Contracts  Department 


News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Amherstburg,  Ont. 

Town  plans  construction  of  pavement 
on  Front  Rd.  Mayor,  Dr.  Park. 

Bancroft,  Ont. 

By-law  passed  authorizing  construc- 
tion of  concrete  sidewalks  for  Town; 
cost,  $5,000.    Clerk,  T.  F.  Kavanagh. 

Chatham,  Ont. 

Tenders  will  be  called  for  dredging 
and  improving  drain  for  East  Tilbury 
Township.  Engineer,  Geo.  A  .McCubbin, 
Chatham. 

Dresden,  Ont. 

By-law  passed  authorizing  construc- 
tion of  waterworks  system,  mains  and 
tanks  costing  $16,000  for  Town.  Clerk, 
J.  T.  Bridgcwatcr.  Prices  wanted  on  ele- 
vated steel  tank,  two  pumps,  motor  and 
gasoline  engine. 

Elm  Creek,  Man. 

By-law  passed  for  construction  of 
roads  to  cost  $186,000  for  Municipality 
of  Grey;  clerk,  O.  T.  Soole,  Elm  Creek. 
Tenders  will  he  called  in  April. 

Exeter,  Ont. 

Town  contemplates  drainage  work. 
Will  shortly  consider  purchase  of  tile. 
Chairman,  Louis  Day. 

Kincardine,  Ont. 

By-law  passed  authorizing  construc- 
tion of  extension  to  waterworks  for 
Town;  cost,  $9,000.  Clerk,  John  H. 
Scougall. 

Lucan,  Ont. 

Town  plans  to  construct  roadway  16 
ft.  wide;  cost,  $8,000.    Clerk,  L.  Gibson. 

Lunenburg,  N.  S. 

Town  plans  to  construct  permanent 
streets  and  sidewalks.  Mayor,  William 
Duff. 

Milverton,  Ont. 

By-law  passed  authorizing  construc- 
tion of  waterworks  system  costing  $50,- 
000  for  Town;  clerk,  W.  D.  Weir,  Mil- 
verton. Engineers,  E.  A.  James  Co., 
Excelsior  Life  Bldg.,  Toronto. 

Montreal,  Que. 

Federal  Zinc  &  Lead  Co.,  120  St. 
James  St.,  Montreal,  are  applying  to 
Provincial  Gov't,  for  permission  to  con- 
struct road  from  Cacetapedia  to  Berry 
Mountain,  Que. 

Ottawa,  Ont. 

Ottawa  Improvement  Commission,  53 
Queen  St.,  plan  Echo  Drive  from  Bank 
to  Nicholas  St.  Chairman.  Sir  Henry 
Egan;  engineer,  Alex.  Stuart;  clerk, 
Wm.  Kearns. 

Ridgetown,  Ont. 

Town  will  shortly  consider  paving- 
program  for  1920.   Clerk,  D.  Cochrane. 

Sarnia,  Ont. 

By-law  passed  authorizing  purchase 
of  asphalt  paving  plant  for  City.  Clerk, 
Jas.  D.  Stewart. 


Tiverton,  Ont. 

Bruce  County  Council  plans  to  make 
road  improvements;  cost,  $44,000.  Chair- 
man, F.  E.  Coombc,  Kincardine. 

Toronto,  Ont. 

City  plans  extension  of  Terauley  St.; 
cost,  $1,000,000.  Mayor,  T.  L  Church; 
works  commissioner,  R.  C.  Harris. 

Tupperville,  Ont. 

Townships  of  Dover  &  Chatham  plan 
to  construct  Little  Hear  Creek  Drain; 
cost,  $150,000.  Clerk,  A.  McArthur.  Tup- 
perville. Work  includes  19  miles  of 
dredging  and  several  bridges.  Tenders 
will  be  called  shortly. 
Waterford,  Ont. 

Town  plans  to  construct  permanent 
roadway.  Reeve,  Dr.  R.  H.  Teeter. 

Woodstock,  Ont. 

By-law  passed  authorizing  construc- 
tion of  sewer  and  activated  sludge  to 
cost  $110,000  for  City.  Clerk,  John  Mor- 
rison. 

CONTRACTS  AWARDED 
Winnipeg,  Man. 

Carter-Ualls-Aldinger  Co.,  Union  Hank 
Bldg.,  have  general  contract  for  roads 
and  sidewalks  for  Dominion  Govt. 


Railroads,  Bridges  and  Wharves 

Brantford,  Ont. 

By-law  passed  authorizing  construc- 
tion of  bridge  costing  $211,000  for  City. 
Engineer,  T.  Harry  Jones. 

Charleswood,  Man. 

By-law  passed  authorizing  construc- 
tion of  bridge  costing  $38,000  for  Muni- 
cipality of  Charleswood  and  Assiniboia. 
Secy.-treas.,  A.  B.  Blakely,  Charleswood. 

Digby;  N.  S. 

Dominion  Atlantic  Rly.,  Kentville,  N. 
S.,  plans  to  erect  station.  General  Man- 
ager, Geo.  Graham. 
Fredericton  Junction,  N.  B. 

C.  P.  Rly.,  head  office,  Montreal,  Que., 
plan  to  erect  station,  brick  and  stone 
construction,  to  cost  $50,000. 

Guelph,  Ont. 

Plans  are  in  progress  for  bridge  for 
County  of  Wellington  and  City  of 
Guelph;  clerk  for  Guelph,  T.  J.  Moore. 
Engineers,  Bowman  &  Connor,  34  Vic- 
toria St.  Tenders  will  be  called  the  end 
of  Jan. 

Hamilton,  Ont. 

By-law  passed  authorizing  Ontario  Hy- 
dro Commission,  University  Ave.,  To- 
ronto, to  construct  hydro  radial  connect- 
ing Hamilton,  Gait,  Kitchener  and  El- 
mira,  with  a  branch  line  from  Gait  to 
Guelph. 

Kentville,  N.  S. 

Dominion  Atlantic  Rly.,  Kentville,  plan 
to  erect  railroad  shops.  General  Mana- 
ger, Geo.  A.  Graham. 

Kinburn,  Ont. 

Fitzroy  Township  plans  to  construct 
bridge.  Clerk,  Wm.  Boyles,  Kinburn. 


Louiseville,  Ont. 

New  tenders  will  be  called  about  Feb. 
1st  for  extension  to  steel  bridge  and  re- 
pairs to  west  piers  for  City;  cost,  $8,- 
000.  Engineer,  Ivan  Vallee,  Public 
Works  Dept.,  Pari.  Bldgs.,  Quebec; 
clerk,  L.  D.  Caron,  Louiseville. 

Port  Credit,  Ont. 

Ontario  Hydro  Commission,  Univer- 
sity Ave.,  Toronto,  will  start  work  on 
hydro  radial  line  from  Port  Credit  to 
St.  Catharines. 

Sandwich,  Ont. 

By-law  passed  authorizing  Ontario 
Hydro  Commission,  University  Ave.,  To- 
ronto, to  take  over  from  the  Detroit 
United  Rly.  electric  railway  connecting 
Sandwich,    Windsor  and  Amherstburg. 

Simcoe,  Ont. 

By-law  passed  authorizing  construc- 
tion of  five  bridges  for  Town;  cost,  $70,- 
ooo.    Clerk,  W.  C.  McCall. 

St.  Louis  De  France,  Que. 

C.  P.  Rly.,  head  office,  Montreal,  plan 
to  construct  railroad  from  Piles  Junc- 
tion to  S.  H.  Giroux  Lime  Quarry  (five 
miles);  cost,  $125,000.  Supt,  Mr.  T.  La- 
voie.  Three  River.4;  engineer,  Mr.  Har- 
per, Montreal. 

Toronto,  Ont. 

Tenders  received  by  T.  L.  Church, 
City  Hall,  until  Jan.  17th  for  construc- 
tion and  equipment  of  Mt.  Pleasant  car 
line:  cost,  $750,000.  Plans  with  Works 
Dept.,  Room  313,  City  Hall. 

Vancouver,  B.  C. 

Vancouver  Harbor  Bd.  will  have  plans 
for  first  unit  of  Harbor  Improvement 
scheme  completed  at  once  and  will  award 
contracts  as  quickly  as  possible.  Total 
cost,  $5,000,000.  Secy.,  Harvey,  Major 
A.  R.  McKenzie,  member  of  Bd.;  con- 
sulting engineer,  A.  D.  Swan,  Montreal. 


Public  Buildings,  Churches 
and  Schools 

Brantford,  Ont. 

By-laws  passed  authorizing  the  follow- 
ing: alteration  of  building  for  isolation 
hospital  and  nurses'  home  to  cost  $87,- 
000,  also  construction  of  extension  to 
general  hospital  at  cost  of  $78,000  for 
Brantford  General  Hospital  Board; 
construction  of  staff  residence  costing 
$20,000  for  Brant  Sanitarium  Bd.  City 
Clerk,  H.  F.  Leonard. 

Chatham,  Ont. 

S.  G.  Kinsey,  architect,  Eberts  Blk., 
Fifth  St..  Chatham,  is  preparing  plans 
for  Church  to  be  erected  at  Chatham 
Township  for  Presbyterian  Congregation. 

Crinan,  Ont. 

School  Bd.  plans  to  erect  school  cost- 
ing $7,000.  Inspector,  J.  A.  Taylor. 

Drumheller,  Alta. 

Drumheller  Public  School  Bd.  plans  to 
erect  school.    Address  secretary. 
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Edmonton,  Alta. 

Provincial  Govt,  of  Alta.  have  purch- 
ased site  for  home  for  feeble  minded, 
and  will  erect  building  at  once. 

Fredericton,  N.  B. 

University  of  New  Brunswick  plan  to 
erect  war  memorial  hall;  cost,  $75,000. 
Chancellor,  Mr.  Jones. 

Hanna,  Alta. 

By-law  passed  authorizing  construc- 
tion of  municipal  hospital  costing  $55,- 
000  for  Municipal  hospital  Bd.,  address 
secy..  Hanna,  Alta. 

Harrow,  Ont. 

Colchester  South  Township  plan  to  re- 
model present  township  hall  or  to  erect 
new  one.  Address  J.  H.  Madill,  Har- 
row. 

Ingersoll,  Ont. 

M.  J.  Comiskey.  secy.-treas.,  has  plans 
and  is  receiving  tenders  for  separate 
school  costing  $20,000  for  Separate 
School  Board. 

London,  Ont. 

Cronyn  Memorial  Church  plan  to 
erect  parish  hall  costing  $100,000.  Pas- 
tor. Quentin  W  arner.  440  William  St. 

Bd.  of  Education  plans  to  erect  school; 
cost.  $90,000.  Chairman,  H.  Hayman,  848 
Dufferin  St. 

By-law  granting  $300,000  for  construc- 
tion of  university  buildings  defeated. 
Money  being  raised  from  other  sources 
and  work  will  go  ahead  when  it  is  se- 
cured. Owner,  Western  University;  to- 
tal COSt,  $1,000,000. 

Long  Branch,  Ont. 

Long  Branch  Anglican  Church  plan  to 
erect  church.  Pastor,  Rev.  H.  O.  Tre- 
mayne,  Mimico,  Ont. 

Midland,  Ont. 

By-law  passed  granting  $30,000  for 
construction  of  addition  to  hospital  for 
Hospital  Bd.;  secy.,  Geo.  B.  Frank. 

Montreal,  Que. 

County  Club  of  Montreal  plan  to  make 
improvements  to  club  house;  cost,  $10,- 
000.  President,  A.  D.  Huff;  secy.-ireas., 
W.  P.  Harlow,  165  Hutchison  St. 

Y.M.C.A.,  127  Drummond  St.,  plan  to 
erect  Y.M.C.A.  building.  President, 
Dr.  F.  D.  Adams. 

A.  R.  Dufresne,  general  contractor, 
614  Adam  Ave.,  Mais,  will  let  sub  trades 
shortly  for  church  costing  $30,000  for 
Methodist  Congregation;  in  charge,  Mr. 
James  L.  Waldie,  4169  Dorchester  St.  W. 

Cook  &  Leitch.  general  contractors. 
55  St.  Francois  Xavier  St.,  want  prices 
on  all  sub  trades  for  sailors  hostel  cost- 
ing $16,000  for  Montreal  Sailors  Insti- 
tute, 6  Place  Royale. 

Ottawa,  Ont. 

Kings  Daughters  Guild,  Laurier  Ave., 
plan  to  erect  addition  to  building;  cost, 
$50,000.    President,  Mrs.  Asa  Gordon. 

Perth,  Ont. 

By-law  passed  authorizing  erection  of 
memorial  hospital  to  cost  $75,000  for 
iown;  clerk,  John  A.  Kerr. 

Prince  Rupert,  B.  C. 

Tenders  will  be  called  in  February  or 
March  for  school  for  Prince  Rupert 
School  Bd.;  chairman,  Dr.  W.  T.  Kerign. 
Architect,  G.  W.  Potter,  Prince  Rupert. 

Quebec,  Que. 

G.  W.  V.  A.,  51  Garden  St.,  plans  to 
erect  memorial  building  or  club  house. 
President,  Capt.  Chs.  Grefford,  76  La- 
fayette St. 


Ripley,  Ont. 

Town  plans  to  remodel  school;  clerk, 
Angus  Martyn.  Work  will  comprise  in- 
stallation of  new  heating  system  and 
new  sanitary  equipment,  also  interior 
alterations. 

River  Glade,  N.  B. 

R.  C.  Desrochers.  secretary.  Ottawa, 
calls  for  tenders  until  noon  Jan.  1st  on 
alterations  and  addition  to  service  build- 
ing and  infirmary  for  Dominion  Dept. 
Public  Works.  Plans  at  offices  of  Chief 
Architect,  Dept.  Public  Works.,  Otta- 
wa, the  Supt.  of  Military  Hospitals,  St. 
John.  N.  B..  the  Caretaker,  Pub.  Bldg.. 
Moncton,  N.  B.,  and  the  Overseer  of 
Dom.  Bldgs.,  Central  Post  Office,  Mon- 
treal, Que. 

Stettler,  Alta. 

By-law  passed  authorizing  construction 
of  municipal  hospital  to  cost  $45,000  for 
Stettler  Municipal  Hospital,  address 
Geo.  Wells.  Stettler,  Alta.,  or  E.  B.  Nash, 
Erskine,  Alta. 

St.  Stephen,  N.  B. 

School  Bd.  plans  to  erect  addition  to 
school;  cost,  $90,000.  Chairman,  N. 
Marks  Mills:  architect,  F.  Xeil  Brodie, 
42  Princess  St.,  St.  John,  N.  B. 

Toronto,  Ont. 

W.  W.  Pearse.  Business  Administra- 
tor, 155  College  St.,  has  recommended 
to  the  Bd.  of  Education  that  additions  be 
added  to  the  following  schools:  Balmy 
Beach,  Kew  Beach,  Kimberley,  Gledhill, 
Williamson  Rd.,  Kitchener,  Roden,  Les- 
lie, Morse,  Dufferin,  Winchester,  Rose 
Ave,  John  Fisher,  Huron,  Brown,  Hill- 
crest,  Humewood,  Earlscourt,  Hughes, 
Dewson,  Manning,  Ryerson,  Queen  Vic- 
toria, Parkdale,  Howard,  Fern,  Runny- 
mede  and  Annette. 

B.  Swartz,  architect,  336  Dundas  St. 
W.,  calls  for  tenders  on  all  trades  for 
alterations  to  animal  hospital  for  J.  A. 
Campbell,  8  Edward  St. 

Work  will  start  shortly  on  addition  \  j 
Pearson  Hall,  186  Beverley  St.  Archi- 
tect, John  M.  Lyle,  19  Avondale  Rd. 

Woodbine  Yacht  Club  plan  to  erect 
club  house.  Commodore,  H.  Stuart;  rear 
Commodore,  H.  L.  Judges,  155  Silver 
Birch  Ave. 

Wallaceburg,  Ont. 

Bd.  of  Education  plant  to  erect  school; 
cost,  $50,000.  Secy.,  H.  A.  Stonehouse. 

Westville,  N.  S. 

Westville  Town  Council  plan  to  erect 
memorial  building.  Mayor,  James  Saun- 
ders. 

Wingham,  Man. 

Tenders  will  be  called  Feb.  1st  for  con- 
solidated school  costing  $20,000  for 
School  District  No.  1921;  secy.,  O.  I. 
Baragar,  Elm  Creek.  Architect,  E.  D. 
Tuttle,  705  McArthur  Bldg.,  Winnipeg. 

Winnipeg,  Man. 

Winnipeg  Hospital  Commission  plan 
to  erect  hospital  addition.  Chairman,  Al- 
derman A.  fl.  Pulford. 

CONTRACTS  AWARDED 

Aubert  Gallion,  Que. 

School  Bd.  of  St.  Georges  has  awarded 
general  contract  for  one  school  at  $3,- 
000  to  Hormisdas  Poulin,  St.  Georges, 
Que.,  and  general  contract  for  a  second 
school  at  $3,000  to  Joseph  Gilbert,  St. 
Georges,  Que. 

Cap  De  La  Madeleine,  Que. 

Wilbred  Rousseau  has  general  contract 
for  school  costing  $88,000  for  School  Bd. 


Chatham,  Ont. 

Alteration  of  building  for  club  costing 
$10,000  for  W.  W.  Scane:  Carpentry, 
Thos.  McKie,  159  Gray  St.;  plumbing 
and  heating,  Jno.  W.  Draper,  4  Fifth  Ave. 

Granby,  Que. 

Tenders  will  be  called  about  Jan.  31st 
by  architect,  Alcide  Chausse,  72  Notre 
Dame  St.  E.,  Montreal,  for  plumbing, 
heating  and  ventilating  on  convent  cost- 
ing $135,000  for  Sisters  of  Presentation, 
St.  Hyacinthe,  Que.  U.  Boileau.  Gen- 
eral contractor,  312  Fabre  St.,  carries  out 
excavating  and  masonry  and  lets  bal- 
ance of  trades. 

Ottawa,  Ont. 

W.  G.  Edge  Co.,  Motor  Bldg.,  Sparks 
St.,  have  general  contract  on  plumbing 
work  for  fixtures  for  Ottawa  School  Bd. 

Robertsonville,  Que. 

F.  X.  Lambert,  Ste.  Anne  de  la  Poca- 
tiere,  has  general  contract  for  school 
costing  $12,000  for  School  Bd. 

St.  Christophe,  Que. 

Edmond    Verville,    R.    R.    No.    1,  St. 
Christophe,     has     general   contract  for 
school  costing  $8,000  for  Municipality. 
St.  John,  N.  B. 

Diet  kitchen  costing  $10,000  for  Gen- 
eral Hospital  Bd.:  Plumbing  and  heat- 
ing, F.  S.  Walker,  Church  St.;  masonry, 
J.  Sproul,  281  Princess  St.;  carpentry,  J. 
II.  Wilkes,  33  Waterloo  St.;  tiling.  The 
Nonneman  Tiling  Co.,  38  Sydney  St. 

Toronto,  Ont. 

Alterations  of  church  for  St.  Thomas 
Anglican  Church,  381  Huron  St.:  Mas- 
onry, Wm.  Edwards,  337  Rusholme  Rd.; 
carpentry,  S.  R.  Hughes,  79  Portland  St.; 
plastering,  E.  J.  Curry,  68  Kendal  Ave.; 
roofing  and  sheet  metal,  G.  M.  Bryan, 
573  Yonge  St. 

Verdun,  Que. 

Addition  to  school  costing  $100,000  for 
Protestant  School  Commission:  Steel 
sash,  Trussed  Concrete  Steel  Co.  of 
Canada,  285  Beaver  Hall  Hill,  Montreal; 
sash  and  doors,  carpentry  and  millwork, 
J.  A.  Lamarche,  2382  St.  Lawrence  Blvd., 
Montreal. 


Business  Buildings  and  Indus- 
trial Plants 

Arnprior,  Ont. 

Tenders  will  be  called  the  end  of 
Jan.  for  clothing  and  hosiery  factory 
costing  $5,000  for  Climax  Clothing  Co., 
Arnprior.  Architects,  Richards  &  Abra, 
126  Sparks  St.,  Ottawa. 

Bear  River,  N.  S. 

Clarke  Bros,  are  erecting  pump  mill 
by  day  labor.  Modern  equipment  will  be 
installed. 

Brockville,  Ont. 

J.  G.  Gardiner,  W.  McH.  L.  Gardiner 
&  Geo.  Purkis  plan  to  erect  foundry  for 
manufacture  of  castings  for  pulp  and 
paper  machinery. 

Chatham,  Ont. 

J.  Methven,  architect,  Victoria  Blk., 
Fifth  Ave.,  has  plans  and  calls  for  ten- 
ders until  Jan.  17th  on  remodelment  of 
stores  for  Chas.  Austin  Co.,  King  St. 

Courtenay,  B.  C. 

Tenders  will  be  called  for  bank  cost- 
ing $20,000  for  Bank  of  Commerce.  Ar- 
chitect, Wm.  F.  Gardiner,  705  Vancouver 
Block,  Vancouver. 

(Continued  on  page  51) 


Tenders  Wanted 


Kor  the  whole  building  or  for  the  different  trades 
in  connection  with  the  erection  of  a  four-roomed 
school  in  Ingersoll.  Highest  or  lowest  tender 
not  necessarily  accepted.  Plans  and  specifications 
may  be  seen  at  M.  J.  Clear's  Garage,  King  St., 
1  ngersoll. 

Tenders  close  January  20th,  at  8  o'clock  p.m. 


TENDERS 

For  the  Construction  and  Equip- 
ment of  the  St.  Clair  Avenue- 
Mount  Pleasant  Road 
Street  Railway  Line 


Tenders  will  be  received,  through  registered 
post  only,  addressed  to  the  Chairman  of  the 
Hoard,  City  Hall,  Toronto,  up  to  noon  on  Tues- 
day, February  17th,  1920,  for  the  construction 
and  equipment  of  the  St.  Clair  Avenue-Mount 
Pleasant  Road  Street  Railway  Line. 

Envelopes  containing  tenders  must  be  plainly 
marked  on  the  outside  as  to  contents.  Specifi- 
cations, including  forms  of  tender,  may  be  obtain- 
ed upon  application  at  Room  313,  Department 
of  Works,  City  Hall,  on  payment  of  ten  dollars 
($10.00),  this  sum  to  be  refunded  upon  return 
of  plans  in  good  condition.  Bidders  must  fill  in 
all  blanks  provided  in  the  form  of  tender  and 
comply  strictly  with  the  conditions  of  the  City 
By-law  as  to  deposits  and  sureties,  all  as  set  out 
in  specification  and  form  of  tender..  The  lowest 
or  any  tender  not  necessarily  accepted. 

T.  L.  CHURCH,  Mayor, 
2  Chairman,   Board  of  Control. 


Brick  Plant  For  Sale 


The  plant  of  the  Silicate  Brick  Co.  of  Ottawa, 
Ltd.  Two  Babcock  &  Wilcox  Boilers.  95  and  115 
H.P.  Two  Komnick  Rotary  Presses,  capacity 
20,000    each.      Brick    Cars,    Retorts,  Turntables, 

etc. 

Particulars  and  prices  on  application. 

SILICATE  BRICK  COMPANY, 
Echo  Drive, 

2  Ottawa,  Ont. 


Locomotive  Wanted 

A  gasoline  or  crude  oil  locomotive,  new  or  sec- 
ond hand,  first  class  condition,  36"  gauge,  pre- 
ferably geared,  sizes  8  to  16  tons.  Address  P. 
A.  Beique,  516  Transportation  Building,  Mont- 
real. 2 


Late  News  Items 

Aylmer,  Que. 

Town  plans  paving  work  on  Main  St.; 
cost,  $20,000.  Mayor,  Mr.  Therien.  Work 
by  day  labor. 

Grand  Mere,  Que. 

City  Council  and  Laurentide  Co.  plan 
to  construct  aqueduct  costing  $200,000. 
Mayor,  I'.  C.  Nault;  manager  of  Com- 
pany, Geo.  Cahoon,  Sr. 


Kincardine,  Ont. 

By-law  passed  authorizing  remodel- 
ment  of  electric  system  to  cost  $40, (too 
for  Town;  mayor,  Mr.  Hunter. 

Listowel,  Ont. 

By-law  passed  authorizing  construc- 
tion of  addition  to  factory  costing  $10,- 
000  for  Listowel  I'iano  Factory;  man- 
ager, E.  C.  Thornton. 

London,  Ont. 

Brig.  C.  M.  Miller,  architect,  20  Al- 
bert St.,  Toronto,  will  prepare  plans 
for  addition  to  hospital  costing  $25,000 
for  Salvation  Army;  adjt.,  \Y.  I'".  Martin, 
S.  A.  Citadel,  Clarence  St. 

Quebec,  Que. 

Chateau  Frontenac,  St.  Louis  St.,  are 
making  alterations  to  building  by  day 
labor;  cost,  $40,000.  Manager,  F.  Mac- 
Mahon,  St.  Louis  St. 

L  H.  Peters  Ltd.,  10  Ste.  Angele  St., 
have  general  contract  for  addition  to 
store  costing  $23,000  for  Herman  Young 
Co.,  115  Bridge  St. 

Shawinigan  Falls,  Que. 

Canadian  Belgo  Pulp  &  Paper  Co. 
plan  extension  to  paper  mills;  cost,  $1,- 
000.000.  Manager,  H.  Biermans;  secy.- 
treas.,  Chs.  Lebrun.  Architect,  Mr. 
Stadler. 

Thedford  Mines,  Que. 

J.  \Y.  Gregoire,  architect,  191 A  Wel- 
lington St.,  Sherbrooke,  Que.,  is  pre- 
paring plans  for  residence  costing  $30,- 
000  for  Leonard  Demiers. 

Toronto,  Ont. 

Upper  Canada  College,  Deer  Park, 
plan  to  erect  school  buildings  costing 
$500,000;  Principal,  W.  I.  Grant.  Build- 
ings comprise  preparatory  school,  prin- 
cipal's residence  and  science  laboratory. 


Incorporations 


Montreal,  Que. 

Kel-Ola  Co.  have  been  incorporated 
with  capital  of  $200,000  to  manufacture 
soft  drinks.  May  erest  new  factory  or 
purchase  building  and  remodel.  Inter- 
ested, Felix  W.  Hackett,  120  St.  James 
St. 


Relation  Between  Water-Supply  and 
Goiter 

An  apparent  connection  between  goit- 
er and  water-supply  in  various  parts  of 
the  world  is  traced  by  Mayo  Tolman, 
chief  engineer,  West  Virginia  State  De- 
partment of  Health,  Charleston,  W.  Ya., 
writing  in  the  American  Journal  of 
Public  Health,  July,  1919. 

Goiter,  which  manifests  itself  as  an 
enlargement  of  the  thyroid  gland,  shows 
high  endemicity  in  Switzerland,  parts  of 
France,  and  in  regions  in  every  contin- 
ent. In  North  America  the  main  ende- 
mic centres  are  in  parts  of  New  Hamp- 
shire, New  York,  the  Blue  Ridge  Moun- 
tains of  Virginia,  nearly  all  of  West 
Y'irginia,  the  region  about  the  Great 
Lakes,  and  Edmonton,  Alberta.  Recent 
studies  by  Mr.  Tolman  indicate  that 
there  are  12,000  cases  in  West  Virginia, 
while   in    Broxton    County   a  house-to- 


house  survey  showed  1148  cases,  or  1  to 
every  20  inhabitants. 

The  cause  of  the  disease  is  most 
generally  attributed  to  the  character  of 
the  drinking  water.  Efforts  to  connect 
the  disease  with  various  inorganic  im- 
purities in  the  waters  of  the  region  have 
not  been  successful^  Mr.  Tolman  states. 
The  relation  seems  to  be  with  the  geo- 
logical ages  of  the  rocks  of  the  regions. 
"Apparently,"  Mr.  Tolman  says,  "vol- 
canic formations,  the  crystalline  rocks 
of  the  Archaic  period  and  all  deposits 
laid  down  in  fresh  water  are  free  from 
the  goiter-producing  characteristic."  In 
the  United  States  the  greatest  endemi- 
city is  found  in  paleozoic  areas.  In  West 
Virginia  water  from  the  coal  measures 
seems  to  cause  the  disease,  while  in  the 
same  valleys  people  taking  water  from 
higher  in  the  mountains,  above  the  coal 
measures,  have  less  goiter  as  the  eleva- 
tion increases.  Two  paragraphs  from 
the  end  of  Mr.  Tolman's  paper  may  be 
quoted  in  conclusion: 

This  association  of  goiter  with  cer- 
tain geologic  time  would  indicate  that 
the  disease  is  not  caused  by  a  living 
organism,  but  is  due  to  some  substance 
derived  from  marine  animals  in  past 
time.  What  this  substance  is  is  not 
known,  but  experiments  indicate  that  it 
is  not  retained  by  a  Berkefeld,  and  that 
its  goiter-producing  property  is  destroy- 
ed by  heating  to  70  deg.  C.  It  is,  of 
course,  possible  that  goiter  is  a  defi- 
ciency disease,  that  the  marine  animals 
of  geologic  time  used  a  certain  substance 
in  the  water  that  is  essential  to  animal 
economy.  This  theory  is  severely  shaken, 
however,  by  the  fact  that  heat  evidently 
destroys  the  goiter-producing  element, 
but  nevertheless  it  should  not  be  entire- 
ly abandoned  at  the  present  stage  of  our 
knowledge. 

Goiter  presents  phases  that  should  be 
of  interest  to  health  offices  in  those  areas 
in  which  it  occurs,  and  it  is  to  be  hoped 
that  the  disease  will  be  given  more  study 
in  order  that  its  cause  may  be  definitely 
determined,  for  without  accurate  know- 
ledge of  the  cause  of  a  disease  any  mea- 
sures to  combat  it  may  be  hit-or-miss. 
There  can  be  little  doubt  that  the  effici- 
ency of  a  community  is  lowered  by  en- 
demic goiter,  and  consequently  the 
spread  of  the  disease  should  be  preve  . 
ed. 


Tests  on  Heartwood  and  Sapwood 

No  effect  upon  the  mechanical  pro- 
perties of  wood  due  to  its  change  from 
sapwood  into  heartwood  was  noticed 
as  a  result  of  300,000  tests  which  have 
been  made  at  the  Forest  Products  Lab- 
oratory, Madison,  Wis.  What  differ- 
ences there  are  in  the  strength  between 
heartwood  and  sapwood  can  usually  be 
explained  by  the  growth  and  density  of 
the  wood.  Differences  between  heart- 
wood  and  sapwood,  other  than  mechan- 
ical properties,  are  due  chiefly  to  the 
fact  that  the  sapwood  of  most  American 
species  is  considerably  less  resistant  to 
decay  than  heartwood,  and,  used  without 
preservative  treatment  in  situations  fav- 
oring decay  sapwood  is  likely  to  have 
much  shorter  life  than  heartwood. 


January  14,  1920 

Business  Buildings  and  Indus- 
trial Plants 

(Continued  from  page  49) 
Drumheller,  Alta. 

Messrs.  Skinner  &  to.  will  erect  bowl- 
ing alley. 

Edmonton,  Alta. 

North  West  Biscuit  Co.,  9629  10o  A 
Ave.,  plan  addition  to  biscuit  factory. 
Manager,  Mr.  Shaw. 

Forest,  Ont. 

U.  F.  O.  will  remodel  business  blocK 
for  general  store.  Manager,  M.  J.  Roche. 

Goderich,  Ont. 

By-law  passed  granting  certain  conces- 
sions to  Dominion  Road  Machinery  Go. 
on  the  erection  of  extension  to  factory 
costing  $15,000. 

Granby,  Que.  , 

Mcide  Chausse.  architect,  <2  .Notre 
Dame  St.  E..  will  call  tenders  about  Jan. 
1st  for  structure,  cork  insulation  and  re- 
frigeration machinery  for  cold  storage 
warehouse  costing  $500,000  for  Place 
Viger  Cold  Storage  Co.,  care  architect. 

Hamilton,  Ont. 

F  W  Warren,  architect.  Bank  ot 
Hamilton  Bldg.,  supervises  the  erection 
of  stores  and  apartments  costing  $200,- 
000  for  East  End  Markets  Ltd  Barton 
&  Ottawa  Sts.,  and  let  sub  trades.  Elec- 
trical engineer.  V.  K.  Stallord,  27  Sun 
Life  Bldg.  Architect  has  plans  and  calls 
for  tenders  on  electrical  work. 

Leamington,  Ont. 

Plans  will  be  prepared  lor  three  green- 
houses, one  warehouse  and  extension  to 
main  warehouse  for  Rock  City  lobocco 
Co.  Cost,  $50,000.  . 

Murray  Tyhurst  is  having  plans  pre- 
pared .or  business  block- costing  $20,000: 
Ground  floor,  garage,  second  Moor,  dance 
hall,  third  floor,  lodge  rooms. 

Lowe  Farm,  Man. 

C  E.  Anderson  plans  to  erect  store 
costing  $15,000. 

Lucknow,  Ont.  . 

Loeau  &  Cutt,  Blyth,  Out.,  will  re 
model  building  for  flax  mill  and  instal 
machinery;  cost,  $7,000. 

MBv3 Ew  passed  granting  certain  con- 
cisions to  Copeland  Shoepack -Co.  on 
the  erection  of  addition  to  their  plant, 
cost,  $10,000. 

Montreal,  Que.  Q. 

]  E.  Hebert,  99  Jeanne  Mance  St., 
plans  to  erect  public  garage  and  has  ap- 

"^Ses^pinning  Co., 

™Ao  Perectt0  ^StA^SSSA 
c*Sstin°  $200,000.  Canadian  Company  now 
in  process  of  organization 

Hutchison  &  Wood,  architects  2  Place 
D'Armes,  are  preparing  plans  to r  a ddi 
tion  to  plant  for  Dominion  Oilcloth  & 
Linoleum  Co.,  U2  St.  Catherine  St  E 

Kenneth  G.  Rea.  285  Beaver  Ha  1  Hill, 
has  been  appointed  architect  and  is  pre 
paring  plans  for  addition  to  plant  to 
McClary  Mfg.  Co.,  23  Wellington  St., 
manager,  J.  C.  Newman. 

Cluett  Peabody  &  Co.,  275  Craig  sr., 
plan  to  make  alterations  to  factory. 
Manager,  T.  C.  Stone. 


THE  CONTRACT  RECORD 


New  Brunswick,  Province  of 

Howard  Smith  Paper  Mills  Co.,  138 
McGill  St..  Montreal.  Que.,  plan  to  erect 
pulp  and  paper  mill.  Have  submitted  pro- 
position to  Provincial  Gov  t. 


Ottawa,  Ont. 

J.  Angus  McKenzie.  229  Clemow  Ave., 
will  remodel  building  for  manufacture 
of  tents  and  clothes.  Machinery  required 

Taylor  &  Lackey,  general  contractors, 
90  Powell  Ave.,  call  for  tenders  on  plumb- 
ing, heating  and  electrical  work  for  dairy 
building  costing  $30,000  for  Dominion 
Dept.  Public  Works. 

Peace  River,  Alta. 

Messrs.  E.  Krause  and  Jos.  Hawson 
will  erect  flour  mill  and  grain  elevator 
and  will  carry  out  all  work. 

Prescott,  Ont. 

Ross  &  McDonald,  architects,  1  Bel- 
mont St.,  Montreal,  are  preparing  plans 
for  alterations  to  plant  for  Newell  Mfg. 
Co. 

Quebec,  Que. 

Vredenburg-Kennedy  Co.,  171  Madison 
Ave.,  New  York,  U.  S.  A.,  are  seeking 
desirable  location  for  100  ton  Sulphite 
and  Sulphate  Mill  in  the  Province  of 
Quebec,  where  water  power  and  pulp 
wood  are  available. 

St.  John,  Que. 

Vandevveghe  Ltd.,  213  St.  Paul  St.  W., 
Montreal,  are  making  alterations  to  plant 
at  cost  of  $5,000. 

Toronto,  Ont. 

Collins  Mfg.  Co.,  327  Symington  Ave., 
are  considering  erection  of  warehouse  to 
rent  and  also  .of  erection  of  addition  ro 
their  premises  on  Symington  Ave. 

John  M.  Lyle,  architect,  19  Avondale 
Rd.,  is  preparing  plans  for  alteration  of 
theatre  into  bank  for  Bank  of  Toronto, 
Bay  and  King  Sts. 

Hydro-Electric  Power  Commission  of 
Ontario,  University  Ave.,  is  having  plans 
prepared  by  engineering  staff  for  office 
building.   Chairman,  Sir  Adam  Beck. 

C.  N.  Rlys.,  1  Toronto  St.,  will  re- 
model restaurant  for  office  building. 

Day  Sign  Co.,  149  Victoria  St.,  will 
make  alterations  to  building. 

Orsiny  Construction  Co.,  709  Lumsden 
Bldg.,  are  erecting  two  stores  and  apart- 
ments. Roofing,  plumbing,  plastering, 
heating,  painting  and  electrical  work  will 
be  let. 

All  sub  trades  will  be  let  for  ware- 
house costing  $200,000  for  General  Build- 
ers Corporation  (Yolles  &  Rotenberg), 
606  Kent  Bldg. 

John  D.  Ivey  Co.,  74  Wellington  W., 
plan  to  erect  addition  to  warehouse. 

B.  Swartz,  architect,  336  Dundas  St. 
Wr.,  is  preparing  plans  for  stores  and 
apartments  to  cost  $40,000. 

Arthur  Sande,  Consulting  Engineer, 
313-15  Lister  Bldg.,  Hamilton,  has  plans 
and  calls  for  tenders  until  Jan.  15  on 
plant  to  cost  $100,000  for  Ontario  Oakoal 
Co.,  33  Scott  St. 

Abrams  Bros.,  34-36  St.  Andrews  St., 
are  erecting  six  stores  and  apartments 
costing  $20,000,  and  are  supervising  all 
work.  Architect,  B.  Swartz,  336  Dundas 
St.  W. 

M.  Pari,  137  Terauley  St..  will  let  all 
trades  for  warehouse  costing  $25,000. 

Vancouver,  B.  C. 

The  Thomas  Watt  Co.  will  erect  fac- 
tory addition  costing  $15,000. 

Tenders  wijl  be  called  in  May  for 
Bank  for  Merchants'  Bank  of  Canada 
Manager,  G.  N.  Stacy. 

Chas.  E.  Royal  and  Associates  in  Em- 
press Stock  Co.  plan  to  erect  theatre 
costing  $300,000. 

Tenders  will  be  called  immediately  tor 
theatre  costing  $500,000  for  Regal  Film 
Ltd.,  Toronto  and  Winnipeg.  Local  ag- 
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cut   J    F.  Muir,  Dominion  Theatre.  Ar- 
chitect, Thos.  Lamb  of  New  York. 

Aubeneau  &  Rascaul,  London  Grill, 
plan  to  erect  cafe  to  cost  $75,000. 

Wiarton,  Ont. 

Wiarton  Furniture  Co.  have  purchased 
factory  and  will  remodel  for  manufacture 
of  chairs.  Manager,  C.  Hill. 

Winnipeg,  Man. 

Winnipeg  Grain  Exchange  plan  to 
erect  addition  to  exchange.  Secy.,  C.  N. 
Bell. 

CONTRACTS  AWARDED 

Arnprior,  Ont. 

Ross-Meagher  Co.,  Central  Chambers, 
Elgin  St.,  Ottawa,  have  general  contract 
and  fittings  for  remodelment  of  bank  for 
Bank  of  Ottawa,  head  office,  Ottawa. 

Brampton,  Ont. 

Manufacturing  building  costing  $25,000 
for  Universal  Batteries  Ltd.:  Steel,  Do- 
minion Bridge  Co.,  Imperial  Life  Bldg., 
Toronto;  plumbing  and  heating,  Bramp- 
ton Hardware  Co.,  Brampton.  . 

Dundas,  Ont. 

Frid  Construction  Co.,  Clyde  Bldg., 
Hamilton,  have  general  contract  and  let 
sub  trades  for  garage  costing  $25,000  for 
Martin  Jerome,  Dundas;  steel  girders, 
Hamilton  Bridge  Works,  Barton  &  Bay 
Sts.,  Hamilton;  steel  sash,  Steel  &  Radi- 
ation Co.,  Fraser  Ave.,  Toronto. 

Hamilton,  Ont. 

Geo.  Congdon,  31  Inchbury  St.,  has 
general  contract,  masonry  and  carpentry 
for  alterations  to  office  costing  $8,000  for 
E.  T.  Wright  &  Co.,  48  Cathcart  St. 
Heating,  plumbing,  plastering  and  elec- 
trical work  will  be  let. 

Jack  Bros.,  14  Wellington  St.  S.,  are 
rewiring  building  and  want  prices  on 
electric  fixtures,  etc.,  for  Royal  Markets 
Ltd.,  James  St.  N.  Electrical  engineer, 
V.  K.  Stalford,  27  Sun  Life  Bldg. 

W.  A.  Smith,  122  Dunsmore  Rd.,  has 
general  contract  and  masonry  for  addi- 
tion to  factory  costing  $16,000  for  Burke 
Bros.,  Mulberry  St.;  manager,  T.  A. 
Burke.  Owners  will  let  sub  trades. 

The  Orsiny     Construction     Co.,  709' 
Lumsden  Bldg.,  Toronto,  have  excavat- 
ing  work    for    scores,  and  apartments 
costing  $200,000  for  East  End  Markets 
Ltd.,  Barton  and  Ottawa  Sts. 

Canadian  Engineering  &  Construction 
Co.,  Bank  of  Hamilton  Bldg.,  have  gen- 
eral contract  for  factory  costing  $30,000 
for  MacPherson  Mfg.  Co.,  Earl  St. 
Prices  wanted  on  four  car  loads  of  lum- 
ber, 2  x  10  ft.  5  in.  or  2  x  8  ft.  5  in. 

Montreal,  Que. 

Warehouse  and  offices  costing  $15,000 
for  De  Laval  Co.,  21  St.  Peters  St.:  Roof- 
ing, Canada  Roofing  Co.,  452  St.  Andre 
St.;  electrical  work,  Edwin  Hodge,  23 
Dicelle  Ave.,  St.  Laurent,  Que.;  plumb- 
ing and  heating,  T.  Latourelle  &  Fils,  6 
Craig  St.  W.  F.  A.  Grothe,  6  Cuthbert 
St.,  carries  out  painting  and  glazing  in 
addition  to  general  contract. 

St.  John,  N.  B. 

MacKinnon  Steel  Co.,  Sherbrooke, 
Que.,  have  contract  for  steel  on  grain 
conveyor  equipment  for  Dominion  Dept. 
Public  Works. 

J.  Flood  &  Sons,  109  Princess  St., 
have  general  contract  for  repairing  of 
business  block  to  cost  $15,000  for  Roger 
Owen,  England;  agent,  G.  O.  D.  Otty,  51 
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Canterbury  St.  Plumbing,  heating,  paint- 
ing and  electrical  work  will  be  let. 

Three  Rivers,  Que. 

Dominion  Bridge  Co.,  Dominion  Sta- 
tion, Lachine,  have  contract  for  steel  on 
garage  costing  $40,000  for  Argall  Ltd. 

Toronto,  Ont. 

St.  Clair  Wrecking  Co.,  1360  Dufferin 
St.,  are  wrecking  buildings  for  the  erec- 
tion of  factory  to  cost  $25,000  for  Field- 
er Paper  Box  Co.,  208  Victoria  Ave. 

Store  and  apartments  costing  $0,500 
for  Geo.  Brown,  6:59  Annette  St.:  Mas- 
onry, C.  H.  Bentley,  :ih  Corbett  Ave.; 
rooting,  D.  W.  Hall,  244  High  Park 
Ave.;  plumbing,  W.  S.  Fraser,  367  Win- 
dermere Ave.;  heating,  A.  W.  McGilv- 
ray,  367  Windermere  Ave.;  plastering, 
John  Brodd,  .'S.'i  McMurray  St.;  painting, 
T.  Wilby,  care  owner.  Ern.  Bentley, 
general  contractor,  83  Gilmour  Ave., 
carries  out  carpentry. 

Alterations  to  office  and  warehouse 
for  W.  D.  Beath  &  Son  Ltd.,  386  Sym- 
ington Ave.:  Concrete  floors,  Bert  E. 
Brobyn,  275  St.  Helens  Ave.;  plumbing, 
Purdy  Mansell  Ltd.,  (il!  Albert  St. 

Manufacturing  building  costing  $1 50,- 
000  for  Willards  Chocolates  Ltd.,  443 
Wellington  St.  W.:  Cut  stone,  Geo.  Oak- 
ley &  Son  Ltd.,  278  Booth  Ave.;  sash, 
Henry  Hope  &  Sons  Ltd.,  I'eterboro, 
Ont.;  steel,  Hepburn  &  Disher  Ltd.,  71 
Van  Home  St.;  steel  doors,  A.  B.  Orms- 
by  Co.,  48  Abel  St.;  kalamein  doors, 
Feather  &  Roadhouse,  11  Foster  Place; 
roofing  and  mastic  floors,  Carmichael 
Waterproofing  Co.,  !)18  Palmerston  Ave.; 
elevators,  Turnbull  Elevator  Mfg.  Co., 
126  John  St. 

Manufacturing  plant  costing  $400,000 
for  Presto-Lite  Co.,  120  Elm  St.:  Sash, 
A.  B.  Ormsby  Co.,  48  Abel  St.;  elevator, 
Otis-Fensom  Elevator  Co.,  50  Bay  St.: 
roofing,  Carmichael  Waterproofing  Co., 
918  Palmerston  Ave.;  plumbing  and 
heating,  Sheppard  &  Abbott,  119  Harbord 
St. 

W.  T.  Joy,  86  High  Park  Ave.,  has 
general  contract  and  will  handle  all 
trades  for  addition  to  bakery  costing 
$25,000  for  Bowles  Lunch  Ltd.,  head  of- 
fice, 149  Yonge  St.  Architects,  Harris  & 
Merritt,  53  Yonge  St. 

Ontario  Wrecking  &  Construction  Co  , 
1348  Dufferin  St.,  have  contract  for  wreck- 
ing buildings  on  the  construction  of  fac- 
tory to  cost  $150,000  for  Murray  Print- 
ing Co.,  care  L.  E.  Dowling,  general 
contractor,  167  Yonge  St. 

Public  garage  and  two  stores  costing 
$35,000  for  C.  Gardiner,  Maples  Ltd.,  250 
Van  Home  St.:  Steel,  Hepburn  &  Dish- 
er Ltd.,  71  Van  Home  St.;  roofing,  Rut- 
ledge,  Pursley  &  King,  639  St.  Clarens 
Ave. 

Garage  costing  $25,000  for  Willys- 
Overland  Ltd.,  Weston  Rd.:  Steel  sash, 
Steel  &  Radiation  Ltd.,  Eraser  Ave.  Own- 
ers carry  out  heating. 

Store  and  apartments  costing  $6,000 
for  J.  J.  Lucas,  1035  Gerrard  E. :  General 
contract,  carpentry,  painting,  H.  Moore, 
6  Cedarvale  Ave.;  masonry,  Geo.  Mit- 
chell, 52  Coleridge  Ave.;  steel,  McGre- 
gor &  Mclntyre  Ltd.,  1139  Shaw  St.; 
plumbing,  W.  M.  Adams,  103  East  Lynn 
Ave.;  heating,  W.  J.  Merrill,  862  King- 
ston Rd.  Tenders  called  on  roofing, 
plastering,  electrical  work,  glass,  etc. 

Vancouver,  B.  C. 

Baynes  &  Horie,  836  Howe  St.,  have 


general  contract  'for  factory  for  Canadian 
Carbonate  Co. 

Woodstock,  Ont. 

Addition  to  textile  plant  for  Harvey 
Knitting  Co.,  Wilson  St.:  Brick  and 
masonry,  W.  J.  Dayton;  electrical  work, 
Davison  &  Mclnnes,  Dundas  St.;  car- 
pentry, Mc Kinney  Lumber  Co.,  Ingersoll 
Ave. 


Residences 

Acton,  Ont. 

Jeremiah  Bell  and  R.  A.  Storey  arc 
preparing  plans  for  four  residences  cost- 
ing $12,000. 

Belwood,  Ont. 

A.  Petrie,  R.R.  No.  1,  Belwood,  Ont.. 
plans  to  erect  residence  costing  $4,500 
in  S/>uth   Garafraxa  Township. 

Fort  Saskatchewan,  Alta. 

Plans  are  in  progress  for  residence 
costing  $4,000  for  A.  Sutherland.  Owner 
will  buy  materials  and  let  sub  trades. 

F"rank  Walker  is  having  plans  pre- 
pared for  residence  costing  $4,000;  will 
bay  material  and  let  sub  trades. 

Halifax,  N.  S. 

A*.  R.  Cobb,  architect.  Tramway  Bldg.. 
is  preparing  plans  for  twelve  residences 
costing  $60,000  for  Halifax  Housing  Co.. 
Prince  and  Hollis  Sts.;  manager,  A.  H. 
Minshull. 

Rev.  E.  E.  Daley,  299  Brunswick  St.. 
will  erect  residence  costing  $8,500  by  day 
labor., 

Canadian  Construction  Co.  will  erect 
residence  costing  $7,000  by  day  labor. 
Manager,  W.  L.  Young,  Simpson  Bldg. 

Kentville,  N.  S. 

R.  T.  Caldwell  plans  to  erect  residence 
costing  $7,000. 

Mt.  Dennis,  Ont. 

Wm.  Codd.  2  Aleco  St.,  is  erecting  five 
residences  costing  $2,500  each  and  is  su- 
pervising all  work. 

Montreal,  Que. 

John  H.  Hand,  4865  Sherbrooke  St. 
W.,  has  purchased  site  for  residence; 
work  may  be  done  by  day  labor. 

Greenfield  Land  &  Construction  Co., 
83  Craig  St.  W.,  are  erecting  two  cot- 
tages costing  $3,500  each  and  are  carry- 
ing out  painting  and  glazing  work. 
Prices  wanted  on  sub  trades  at  once. 
Manager,  C.  C.  Brandt. 

North  London,  Ont. 

E.  H.  Johnston,  Market  Lane,  Lon- 
don, plans  to  erect  residence. 

Ottawa,  Ont. 

P.  J.  Nolan,  673  Wellington  St..  plans 
to  erect  three  additional  apartments  to 
present  building. 

Earl  Wilson,  410  Riverdale  Ave.,  plans 
to  erect  residence. 

Fleming  &  Wiggans,  47  Roseberry 
Ave.,  plan  to  erect  residence  in  the 
spring. 

Port  Perry,  Ont. 

W.  U.  Carnegie  plans  to  erect  resi- 
dences. 

Sydney,  N.  S. 

R.  C.  Bulley,  Alexandra  Rd.,  is  erect- 
ing residence  costing  $5,000. 

Toronto,  Ont. 

John  Mcintosh,  121/-  Blong  Ave.,  is 
erecting  two  residences  costing  $3,500 
each,  and  is  carrying  out  masonry  and 
carpentry.  Smaller  trades  will  be  let. 


Mrs.  John  McConkey,  131  Fairview 
Ave.,  wants  tenders  on  plumbing,  plas- 
tering, hot  water  heating,  painting  and 
electrical  work  for  residence  costing  $10,- 
000.    Supt.,  John  McConkey. 

Thos.  Lewis,  329  Davenport  Rd.,  wants 
prices  on  plumbing,  heating,  painting, 
plastering  and  electrical  work,  also  on 
furnace,  plumbing,  hardware,  interior 
trimming  and  flooring  for  two  residences 
costing  $6,500  each. 

H.  R.  Welton,  24  Adelaide  St.  E.,  is 
erecting  seven  residences  costing  $1,500 
each  by  day  labor. 

H.  Grange,  121  Margueretta  St.,  is 
erecting  one  pair  of  residences  costing 
$4,500  each  and  is  carrying  out  masonry 
and  carpentry.  Plumbing,  heating,  plas- 
tering and  electrical  work  will  be  let. 

H.  R.  Welton.  24  Adelaide  St.  E.,  is 
erecting  nine  residences  costing  $1,500 
each  and  is  carrying  out  work  by  day 
labor. 

A.  Hanison,  6  Sammon  Ave.,  is  erect- 
ing one  pair  of  residences  costing  $2,500 
each  and  is  supervising  all  work. 

A.  E.  Bannister,  450  Main  St.,  is  erect- 
ing two  residences  costing  $6,500  and  is 
carrying  out  masonry  and  carpentry. 
Plumbing,  heating,  plastering,  painting 
and  electrical  work  will  be  let. 

Robt.  Aspinall,  1284  Shaw  St.,  is  erect- 
ing two  residences  costing  $6,000  each 
and  is  carrying  out  masonry  and  carpen- 
try. Plumbing,  heating,  plastering,  paint- 
ing and  electrical  work  will  be  let. 

Plumbing,  heating,  plastering,  paint- 
ing and  electrical  work  will  be  let  for 
five  residences  and  one  garage  costing 
$7,000  each  for  J.  Buie,  42  Appleton  Ave. 

Jas.  Murray,  19  Roseheath  Ave.,  is 
erecting  one  pair  residences  costing  $3.- 
500  each  and  is  carrying  out  masonry  and 
carpentry.  Plumbing,  heating,  plaster- 
ing, painting  and  electrical  work  will  be 
let. 

W.  M.  Mclllmurray,  70  Lyall  Ave.,  is 
receiving  tenders  for  roofing,  plumbing, 
heating,  plastering,  painting  and  elec- 
trical work  for  four  family  apartment. 

Tenders  called  on  roofing,  plumbing, 
plastering,  painting  and  electrical  work 
for  residence  for  Robt.  Hughes,  371 
Yonge  St. 

Trenton,  Ont. 

Geo.  Noves  plans  to  erect  residence 
costing  $4,000. 

Windsor,  Ont. 

Peter  Osterhout.  23  Pitt  St.  E.,  is 
erecting  four  residences  costing  $2,000 
each.  Plumbing,  painting,  heating  and 
plastering  will  be  let. 

Winnipeg,  Man. 

G.  K.  W.  Watson,  care  Hawkins  & 
Watson,  904  Electric  Railway  Cham- 
bers, plans  to  erect  frame  and  stucco 
residence.    Prices  wanted. 

CONTRACTS  AWARDED 

Brantford,  Ont. 

Residence  costing  $8,000  for  Jno.  Mc- 
Graw  &  Sons,  5  King  St.:  Heating  and 
plumbing,  Chas.  Taylor  &  Co.,  10-12  Dal- 
house  St.;  plastering,  Hewson  &  Potter, 
127  Erie  Ave.;  painting,  Frank  McQuil- 
lan, 106  Queen  St. 

Ottawa,  Ont. 

Two  residences  costing  $4,500  each  for 
W.  H.  Lee,  57  Glen  Ave.:  Electrical 
work,  E.  Headley,  645  Echo  Drive; 
plumbing,  Gervin  &  Hodgins,  Bank  and 
Sunnyside;  heating,    Capital  Hardware 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 

WRITE  FOR  PRICES  AND  SPECIFICATIONS 


THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative : 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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Co.,  845  Bank  St.;  plastering,  Patterson 
Bros.,  Rosedale  Ave. 

Sydney,  N.  S. 

Residence  costing  $:>,<)<><>  for  Hugh  M. 
Ross:  Plastering,  H.  M.  Israel,  120  Union 
St.;  plumbing  and  heating,  U.  G.  Hagen 
&  Co.,  452 1,  George  St. 

Telfordville,  Alta. 

Oscar  Anderson,  Warburg,  Alta.,  has 
general  contract  for  residence  costing 
$4,000  for  I.  Hopwood,  Telfordville. 

Toronto,  Ont. 

Residence  costing  $,5000  for  Chas.  H. 
Bentley,  :*8  Corbett  Ave.:  Plumbing,  W. 
Ss  Fraser,  367  Windermere  Ave.;  heat- 
ing, A.  W.  McGilvray,  .3095  Dundas  St. 
W.;  plastering,  John  Brodd,  33  McMur- 
ray  St.;  painting,  E.  Wilby,  care  owner. 

Residence  costing  $0,000  for  \V.  T. 
Graham,  :t  Indian  Grove:  Electrical  work, 
A.  G.  McLeish,  579  Keele  St.;  plumbing 
and  heating,  Kelly  &  Cracknell,  1729 
Bloor  St.  W.;  plastering,  Win.  Kay,  1307 
Ossington  Ave. 

Two  bungalows  costing  $5,000  each 
for  S.  G.  Smith.  92  Pacific  Ave.:  Elec- 
trical work,  Albert  E.  Dollery,  508  Os- 
sington Ave.;  plumbing,  Lowrie  Bros., 
282  Lippincott  St.;  heating,  Peace  Foun- 
dry Co.,  118  King  E. 

Four  bungalows  costing  $0,000  each 
for  W.  T.  Graham,  3  Indian  Grove: 
Electrical  work,  A.  G.  McLeish.  579 
Keele  St.;  plumbing  and  heating,  Kelly 
&  Cracknell,  1729  Bloor  St.  W.;  plaster- 
ing, Wm.  Kay,  1367  Ossington  Ave.; 
painting,  owner. 

J.  Turner  &  Sons,  Clinton  St.,  have 
general  contract  and  carpentry  for  al- 
teration of  residence  into  duplex  for 
Miss  M.  Bailey,  207  Close  Ave.  Plumb- 
ing, plastering,  painting,  heating  and  elec- 
trical work  will  be  let. 

Thirteen  residences  costing  $4,000  to 
$5,000  each  for  Cairns  Bros..  12  Don- 
lands  Ave.:  Electrical  work,  E.  R.  Tay- 
lor, 25J/2  Norwood  Ave.;  plumbing,  A.  T. 
Stevens,  516  Yonge  St.;  heating,  Roy 
Lapier,  3  Audley  Ave. 


Power  Plants,  Electricity  and 
Telephones 

Alness,  Alta. 

Provincial  Gov't,  plans  telephone  ex- 
tensions of  about  16  miles.  Address.  Mr. 
Pierce,  Dept.  of  Telephones,  Pari.  Bldgs.. 
Edmonton,  or  W.  H.  Gillner,  Alness, 
Alta. 

Centralia,  Ont. 

Town  plans  to  instal  hydro  and  will 
secure  estimates.  Chairman,  W.  Par- 
sons; clerk,  T.  Willis. 

Crediton,  Ont. 

Municipality  plans  hydro  system,  street 
lighting,  etc.;  cost,  $8,000.  Engineer. 
Mr.  Doerr,  will  carry  out  work  by  day 
labor. 

Fergus,  Ont. 

Town  Council  will  consider  question 
of  installation  of  additional  equipment 
for  hydro  system  and  the  securing  of 
more  power.'    Chairman,  G.  C.  Templin. 

Kentville,  N.  S. 

Kentville  Electric  Commission  plan 
electric  lighting  system. 

Norwood,  Ont. 

By-law  passed    authorizing  construc- 


tion of  Hydro  system  for  Town.  Reeve, 
B.  W.  Squire. 

Teeswater,  Ont. 

By-law  passed  authorizing  construc- 
tion of  hydro  system  to  cost  $16,000  for 
Town;  chairman,  Mr.  Flint,  Ontario  Hy- 
dro Commission.  Work  will  be  done  by 
Hydro  Electric  Commission. 

CONTRACTS  AWARDED 

Mount  Hamilton,  Ont. 

Culley  &  Brey,  King  St.  W.,  have  elec- 
trical work  on  transformer  house  cost- 
ing $4,000  for  Mountain  Sanitorium ; 
electrical  engineer,  V.  K.  Stalford,  27 
Sun  Life  Bldg.,  Hamilton. 


Miscellaneous 

Edmonton,  Alta. 

Edmonton  Exhibition  Association  plan 
to  erect  new  grand  stand.  President,  J. 
R.  Mcintosh,  526  Tegler  Blk..  Edmon- 
ton. 

Merriton,  Ont. 

By-law  passed  authorizing  construc- 
tion of  public  recreation  grounds  for 
town;  clerk,  R.  Clark. 

Mt.  Hamilton,  Ont. 

By-law  passed  authorizing  purchase  of 
equipment  and  construction  of  municipal 
quarry  for  Barton  Township.  Clerk.  F. 
G.  F.  Bryant,  Concession  St.,  Mt.  Ham- 
ilton. 

Napanee,  Ont. 

Town  plans  to  erect  bathing  pavilion. 
Address  councillor  Paul. 

Ottawa,  Ont. 

By-law  passed  authorizing  construc- 
tion of  playgrounds  to  cost  $50,000  for 
City.  Superintendent  of  Playgrounds 
W.  J.  Neale,  63  Second  Ave. 

Perth,  Ont. 

By-law  passed  authorizing  construc- 
tion of  public  park  for  Town.  Clerk. 
John  A.  Kerr. 

Sumas  Lake,  B.  C. 

Tenders  will  be  called  soon  on  land 
reclamation  scheme  to  cost  $1,500,000 
for  Land  Settlement  Bd..  Provincial 
Gov't,  and  others,  care  Sumas  Dyking  & 
Drainage  Commission.  Engineer.  F.  M. 
Sinclair,  care  Land  Settlement  Bd. 

CONTRACTS  AWARDED 

Penticton,  B.  C. 

Metal  flumes  for  Provincial  Dept. 
Lands:  Wood  pipe.  Pacific  Coast  Pipe 
Co.,  1557  Granville  St.,  Vancouver;  steel 
pipe.  Dominion  Bridge  Co.,  Winnipeg; 
steel  flume.  Engineering  Corporation, 
Rogers  Bldg.,  Vancouver. 


Fires 

Abbey,  Sask. 

Fire  destroyed  store  buildings;  loss, 
$40,000.  Owners.  Cuthbertson  &  Thomp- 
son, general  store,  Gillespie  Estate,  emp- 
ty store  building,  Ganies  &  Co.,  general 
store  and  post  office.  Will  likely  rebuild. 

Compton,  Que. 

Fire  destroyed  residence,  barn  and 
stable;  loss,  $15,000.  Owner,  Theophile 
Lemieux. 

Glace  Bay,  N.  S. 

Fire  destroyed  residence;  loss,  $4,600. 
Owner,  Levis  Marshall,  Commercial  St. 


Irvine,  Alta. 

Fire  destroyed  school.  Owner,  Irvine 
School  Bd.,  address  secy.    Will  rebuild. 

Montreal,  Que. 

Fire  destroyed  garage;  loss,  $175,000. 
Owner,  Eastern  Garage  Co.,  7K9  Berri 
St.,  plan  to  rebuild.  Manager,  N.  F. 
Lavoie. 

North  Sydney,  N.  S. 

Fire  destroyed  residence;  loss,  $8,000. 
Owner,  M.  W.  Graham,  Queen  St. 

Ottawa,  Ont. 

Fire  destroyed  store  and  office;  loss. 
$6,000.  Owner,  Trustees  of  Mattheman 
Estate,  Elgin  St. 

Quebec,  Que. 

Fire  destroyed  residence;  loss,  $9,000. 
Owner,  J.  T.  Lavallee. 

Toronto,  Ont. 

Fire  destroyed  store;  loss.  $6,000.  Own- 
ers, J.  S.  Simmons  &  Sons,,  350  Yonge 
St.,  will  rebuild. 

Fire  destroyed  garage;  loss,  $10,000. 
Owner,  Creightons  Garage,  1244  Dundas 
St. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 

Branches:  Montreal.  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also   Bonds  for  Special  Purposes 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
TRY  OUR  SILLS  AND  CORNICE 


WILLIAM  GORE        WILLIAM  STORRIE 

M.E.I.C.,  M.INST,  C.E..  M.E.I.C.,  A.M.INST.  C.E. 

M.AMER.  W.  W.ASSOC.  M.  AMER.  W.  W.  ASSOC. 

GEORGE  G.  NASMITH,  C.M.G. 


GORE,  NASMITH  &  STORRIE 

CONSULTING   ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building.  TORONTO. 


THE 

Canadian  Surety  Co. 

Specialists  in 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile.   Burglary,    Plate  Glass 
INSURANCE. 

Head  Office  :  26  Wellington  Street  E. 

Toronto,  Ont.  Phone  M.  2609--1840 

Branch  Offices; 
Montreal   Trust    Bldg.,   Montreal,  Que. 
908  Paris  Bldg.,  Winnipeg,  Man. 
Representatives  in  all  Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 
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Burlington  Steel 
Co.,  Ltd. 

Hamilton,  Canada 

STEEL  BARS 

For 

Concrete  Reinforcing 


THE  MOST  IMPORTANT  FACTOR  IN 
CONCRETE  REINFORCEMENT  IS  THE 
TENSILE  STRENGTH  AND  ELASTIC 
LIMIT  OF  THE  REINFORCING  BAR. 

OTHER  THINGS  BEING  EQUAL, 
STEEL  HAVING  THE  HIGHEST  ELAS- 
TIC LIMIT,  OR  YIELD  POINT,  WILL  BE 
THE  MOST  SATISFACTORY  FOR  REIN- 
FORCEMENT. WHEN  UNDER  STRAIN, 
AS  SOON  AS  THE  ELASTIC  LIMIT  OF 
ANY  REINFORCING  BAR  IS  REACHED, 
THE  METAL  STRETCHES,  RAPIDLY 
DECREASING  IN  SECTION,  DRAWING 
LOOSE  FROM  THE  CONCRETE,  AND 
DESTROYING  THE  MONOLITHIC  BOND 
EXISTING  BEFORE  THIS  POINT  IS 
REACHED.  THEREFORE,  THE  SAFETY 
OF  THE  ENTIRE  CONSTRUCTION  IS  IN 
DIRECT  PROPORTION  TO  THE  ELAS- 
TIC LIMIT  OF  THE  STEEL  USED. 

THE  ELASTIC  LIMIT  OF  RAIL  CAR- 
BON STEEL  IS  50,000  TO  60,000  POUNDS 
PER  SQUARE  INCH,  EITHER  TWISTED 


OR  PLAIN,  AS  COMPARED  WITH  AN 
ELASTIC  LIMIT  OF  25,000  TO  30,000 
POUNDS  IN  SOFT  STEEL. 

THAT'S  WHY  RAIL  CARBON  STEEL, 
WITH  ITS  80,000  POUNDS  MINIMUM 
TENSILE  STRENGTH,  IS  RECOMMEND- 
ED AS  BEING  FAR  SUPERIOR  FOR  ALL 
KINDS  OF  REINFORCED  CONCRETE 
WORK. 

AT  OUR  HAMILTON,  ONT.,  WORKS 
WE  BUY  SELECT  RAILS,  AND  ROLL 
THEM  INTO  RAIL  CARBON  STEEL  RE- 
INFORCING BARS  IN  A  PLANT  WHICH 
IS  THE  EMBODIMENT  OF  THE  LATEST 
THOUGHT  AND  PRACTICE. 

THESE  BARS  CAN  BE  SUPPLIED 
FROM  STOCK  IN  VARIOUS  SIZES, 
LENGTHS.  AND  SHAPES.  WE  CAN 
ALSO  ROLL  SPECIAL  SHAPES  AND 
SIZES  TO  FIT  YOUR  PARTICULAR  RE- 
QUIREMENTS. 


Bars  bent  to  shape  for  Beams 
Stirrups,  Etc. 

Prompt  Shipment 


56 


THE  CONTRACT  RECORD 


January  14,  1920 


SECTION  OF  STEAM  HOSE  SHOWING  THE  EFFECTS 
OF  "WIRE -WINDING  UNDER  PRESSURE . 

SECTION  OF  GOODYEAR.  .STEAM  HOSE  UN[DER_ 
THE  SAME  PRE5SURJE. 


Goodyear  has  made  Wire- Winding 
on  Steam  Hose  Unnecessary 


THAT  the  expansion  of  steam  in' 
steam  hose  had  to  be  controlled  by 
wire-winding  has  been  long  taken  for 
granted  by  industry.  Of  course,  the 
wire  became  bent  and  the  hose  choked 
up;  it  became  too  hot  to  handle;  it  was 
inconvenient  to  cut  into  shorter  lengths; 
the  wire  cut  through  the  cover.  But 
it  had  always  been  so.  And  wire- 
winding  seemed  essential  to  protect 
hose  from  rough  usage  and  from  pres- 
sure bursts. 

The  illustration  shows  what  wire-winding  does 
to  steam  hose.  Under  the  heat  and  pressure  of 
use,  the  hose  expands  faster  than  the  wire. 
Bulges  and  blisters  form.  The  tube  cracks  and 
the  fabric  is  weakened. 

Goodyear  has  made  wire-winding  on  steam 
hose  unnecessary.     Goodyear  has  developed  a 


hose  fabric  strong  enough  to  control  steam 
under  high  pressure — tough  enough  to  insure 
long  service  without  special  winding  or  covering. 
Add  an  inner  tube  of  special  compound  to  resist 
heat  and  a  tough  cover — there  you  have  the  story 
of  very  long  service  and  very  low  final  cost. 

The  high  quality  of  Goodyear  Steam  Hose— 
the  unusual  construction,  developed  solely  to 
meet  the  severe  conditions  under  which  steam 
hose  is  used — are  but  samples  of  what  you  will 
find  in  all  Goodyear  Industrial  Hose. 

Goodyear  has  scientifically  developed  a  hose 
for  every  industrial  use.  Samples  of  this  hose, 
and  the  advice  of  a  trained  technical  man,  are 
yours  for  the  asking — without  obligation.  Phone, 
wire  or  write  the  nearest  branch. 

The  Goodyear  Tire  &  Rubber  Co. 
of  Canada,  Limited 

Branches— Halifax,  St.  John,  Quebec,  Montreal,  Ottawa, 
Toronto,  Hamilton,  London,  Winnipeg. 
Regina,  Saskatoon,  Calgary,  Edmonton, 
V ancouver.    Service  stocks  in  other  rititj. 


GOOD 


MADE  t^lN  CANADA 


INDUSTRIAL  HOSE 
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Architectural  Sheet  Metal 
Building  Material 

  INCLUDING   

Embossed  Steel  Ceilings  and  Interior 
Decorations,  Galvanized  Cornices,  Sky- 
lights, Ventilators,  Finials,  Roofing,  Wall 
Ties,  Expanded  Steel  Lath,  etc. 

Send  for  our  Catalogue  and  Prices 

THE  GALT  ART  METAL  CO.,  LIMITED 

GALT,  ONTARIO 


Toronto 
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CONCRETE 


RE-INFORCING 


MATERIALS 


SPIRALS  WIRE  MESH 

Round  Bars  Straightened  and  Cut 
Prompt  Estimates    Quick  Service 

Frost  Steel  &  Wire  Co.  Limited,  Hamilton 


Illustration  shows  a 
Ditching  Dredge  suc- 
cessfully used  for  dig- 
ging drains  under 
conditions  in  which  no 
other  type  of  machine 
would  work. 

Our  experience  in 
special  plant  for  diffi- 
cult jobs  is  large  and 
is  wholly  at  your  ser- 
vice. 

Write  us  to-day  about 
your  particular  prob- 
lem. 


Agents  - 
H  E.  Plant,  Montreal,  Que. 
E.  Leonard  &  Sons.  St.  John.  N.B. 
R.  Hamilton  &  Co..  Vancouver. 
Kelly-Powell.  Ltd.  Winnipeg 
Harvard  Turnbull  &  Co.,  Toronto 


BEATTY 


99 


Dredges, 
Hoisting 

Engines 
Electric  Hoists 
Clamshell 

Buckets 
Steel  Derricks 
Derrick  Irons 
Cargo  Winches 
Anchor 

Windlasses 
Belt  Hoists,  Etc. 


M.  Beatty  &Sons,  Limited, 


WELLAND 
ONT. 
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III. 


"McAVITY" 
BRASS  VALVES 

SCREWED  AND  FLANGED 
ALL  SIZES 
BRASS  AND  IRON 

SUITABLE  FOR  STEAM, 
WATER,  AIR,  GAS  or  OIL 


11  Standard 


"  McAvity  " 
Improved  Jenkins' 
Disc 


"World" 
Double  Taper  Seat 

EVERY  VALVE  IS  GUARANTEED  OF  THE  BEST 
WORKMANSHIP  AND  ABSOLUTELY  TIGHT 
BEFORE  LEAVING  THE  FACTORY 


Established  1834 


Incorporated  1907 


T.  McAVITY  &  SONS,  Ltd. 

Brass,  Iron  and  Steel  Founders,  Machine  Shops,  etc. 

St.  John,  N.B. 

Canada 

Branches  at:  WINNIPEG  VANCOUVER 

MONTREAL      CALGARY  TORONTO 

EDMONTON  S^IMilS    LONDON,  England    DURBAN,  South  Africa 


in 
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ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office— 
95  King  Street  East 
TORONTO 


Works— 
Cor.  Munition  and 
Commissioner  Streets 

TORONTO 


Tenders 
Wanted 


should  be  advertised  for  in  the  "Tenders  and  For 
Sale  Department"  of  the  CONTRACT  RECORD 
'AND  ENGINEERING  REVIEW.  This  paper 
is  the  "Tender  Ad."  medium  of  Canada  and 
always  brings  bids  from  the  reliable  contractors 
and  supply  houses.  File  your  plans  for  any  work 
on  which  you  are  inviting  bids  in  our  offices  at 
Toronto,  Montreal,  Winnipeg  or  Vancouver. 

Contract  Record 

and  Engineering  Review 
TORONTO       m  ONTARIO 


Write  us  for    Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE      -  ONTARIO 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

gm-  (LARGE  STOCK  ON  HAND) 


January  14,  1920 


THE  CO  N T R  ACT  RECOR D 


61 


Ideas  and  Suggestions 
for  House  Trim 

Read  the  articles  on  the 
above  subject  by  W.  H.' 
Shaw  now  running  in  the 
Canadian  Woodworker. 
Subscription  price  of  this 
publication,  100  pages 
monthly,  One  Dollar  a 
year. 

Order  from 

WOODWORKER    PUBLISHING   CO.,  LIMITED 
343  Adelaide  St.  West,  Toronto 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel 
Tanks  and  substructures 
for  factory  sprinkler  sys- 
tems and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work. 

Send  us  your  blue  prints 
for  estimates. 


Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Limited 

Toronto       Montreal      Winnipeg  Calgary 


COATING 


i  Bell  and  Spigot 
Steel  Pipe 

Dipped  while  Hot  in  Special  Refined  Bituminous  Com- 
pound and  then  spirally  wound  with  Hessian  Cloth 


Made  in  sizes  from  2  inches  to  io  inches  inside  diameter  with 
different  thicknesses  for  various  pressures. 

For  use  in  Water  Works,  Irrigation  Systems,  Mines  and  Mining, 
Natural  and  Artificial  Gas  Transmission  Lines,  Engineering  Work 
and  wherever  a  lead  joint  is  suitable. 

Absolutely  free  from  blow-holes,  flaws  and  cracks 

MADE  IN  CANADA  BY 

PAGE-HERSEY  IRON,  TUBE  &  LEAD  CO.,  LTD. 

Head  Office— 100  Church  St.,  TORONTO,  ONT. 
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Windsor   Street,  Montreal. 

These  granite  blocks  have  been  down  for  27  years 
without  attention  or  repair. 

Supplied  to  the  city  of  Montreal  by  Brodie's  Ltd. 

All  stock  sizes  of  granite  paving  blocks  for 
immediate  shipment. 

BRODIE'S  LIMITED 

128  Bleury  Street  -  MONTREAL 


Liberal  Profits  and  a  Sure  Demand 


awaits  the  man  who  begins  the 
manufacture  of  Ideal  Concrete 
Building  Units  in  any  community. 
No  previous  experience  necessary, 
and  but  a  very  small  capital. 


The  Product  "Ideal"  Block  Machine 

Ideal  Concrete  Machinery  Company,  Limited 

Lock  Drawer  250  WINDSOR,  ONT. 


National  Iron  Corporation 


LIMITED 


Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  In  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 


SYDNEY,  NOVA  SCOTIA.     SAULT  STE.  MARIE,  ONT. 


SALES  OFFICE: 

400  McKinnon  Building 


TORONTO 
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INTERNATIONAL  JAW  CRUSHERS 

Open  Hearth  Steel  Frame 

The  Crusher  that  Stands  Up  to  the  Work 
ELEVATORS,  SCREENS,  BINS 


MUSSENS  LIMITED 


MONTREAL    QUEBEC— Pruneau  &  Co. 
WINNIPEG 

VANCOUVER  TORONTO-Confederation  Life  Bldg. 


Safeguard  your 
Plants  and  Pro- 
perty against  loss 
or  damage  by 
fire  by  installing 
Fire-proof  Doors 
of  approved 
make. 


Our  plant  is.  equipped  with  special  cutting  dies  for 
manufacturing  these  doors. 

We  also  specialize  in  Kalamein  Doors,  Windows  and 
Mouldings,  Steel  Doors,  etc.  Roberton  Patent  Lock 
Metal  Weather-stripping  for  Doors  and  Windows — 
Saves  20  per  cent,  of  your  fuel  consumption. 

Give  us  a  call — we  can  save  you  money. 

ROBERTON-OLSEN 

LIMITED,  INC. 
Head  Office  &  Factory:    Ft.  of  Cherry  St.,  Toronto 
Phone  Adelaide  4093 

Agents  at  Vancouver,  Medicine  Hat,  Ottawa,  Kingston, 
Montreal,  Halifax. 


J.  G.  Allan,  President 


We  make  a  specialty  of 
unloading  cars  of 

SAND,  GRAVEL,  CRUSHED  STONE 
COAL,     CEMENT    AND  BRICK 

Get  our  Prices 

Contractors  Transport  Company 

Main  4570         401  Lumsden  Bldg.,  Toronto 


MacLean  Daily  Reports  give  the 
vital  facts  needed  by  your  sales 
department,  a  sure  aid  to  a 
hustling  salesman  and  a  check  up- 
on the  indolent.  Aimless  effort 
boosts  the  selling  expense — re- 
duced to  a  minimum  by  the  care- 
Ful  use  of  MacLean  Daily  Reports. 

Rates  and  samples  on  request. 

MacLean  Daily  Reports  Ltd. 

345  Adelaide  St.  West,  Toronto. 


James  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturer*  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 


HAMILTON,  ONT. 
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For  Good  Roads- 


Fluxphalte  will  save  many  dollars  every  year  in  road  repairs.  For  macadam 
roads  it  will  make  a  perfect  surface  covering  that  will  not  dust  or  wear.  The  surface 
will  be  like  an  asphalt  pavement.      Makes  an  ideal  roadway  on  macadam  foundation. 

Write  for  illustrated  book  and  further  details 


30m  CftNAHfiH  AGENTS  F©RTHE  HUMCM  EAGLE  OIL  C?  Lin 


OfiTRBAL 


STEEL  CRANE  RUNWAYS 


Among  the  many  forms  of  structural  steel  work  we 
fabricate  and  erect  are  crane  runways.  The  accom- 
panying picture  shows  a  crane  runway  we  have  just 
completed  for  the  Davie  Shipbuilding  and  Repairing 
Company. 


Our  experience  in  this  work  enables  us  to  advise 
on  and  plan  structural  steel  equipment  suited  to  your 
individual  requirements.  On  any  such  project  you 
may  have  in  mind,  we  shall  be  pleased  to  give  advice 
and  estimates. 


MacKINNON  STEEL  CO.  LIMITED 


Montreal  Office — 404  New  Birks  Building 


SHERBROOKE,  QUE. 
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Railway  and  Track  Supplies 

For  Lumber  and  Contractors' 
requirements 

Rails,  Locomotives,  Accessories, 
Cars,  Lion  Brand  Babbitt  Metal 

Correspondence  solicited 

Sessenwein  Bros.,  Montreal 


Willi1""  Milium 


SIM 

Ric-wir 
METHOD  msA 

It  is  a  clean-cut,  complete  and  practical  method  of  pipe 
insulation.  The  kind  that  highly  trained  technical  men  and 
practical  operating  engineers 
both  approve.  Bulletin  No.  1 
explains  Ric-wiL  simplicity 
and  other  features. 
Write  for  it  to-day. 


IlllllIllllllllllllllllllUUIUV 


"  Spraco  Paint  Gun  the  best  of  any 
we  have  tried  in  Two  Years." 

That's  what  a  concern  says  who  has 
used  Spraco  Equipment  for  painting 
Watertown  Arsenal;  buildings  of  N.Y.N.H. 
Hartford  RR.  factory  ceilings  of  steel  and 
wood  and  also  steel  bridges  at  Woon- 
socket  and  Chicopee.  This  concern  states 
further:  "Between  Spraco  and  the  hand 
brush  method  there  is  no  comparison.  The 
paint  gun  can  be  adjusted  to  apply  at  one 
operation  the  equivalent  of  two  ordinary 
coats  of  paint." 

Spray  Engineering  Co. 

93  Federal  St.  Boston,  Mass.  U.S.A. 

Rudel-Helnap  Machinery   Co.   Ltd.,  Shaughnessy 
Bldg.,  137  McGill  St.,  Montreal. 
20  Adelaide  St.  W.,  Toronto. 


Canadian  Engineering  &  Contracting  Co. 


Limited 


Bridges,  Roadways 
Reinforced  Concrete  Bldgs. 
Foundations  a  Specialty 


Bank  of  Hamilton  Bldg.,  Hamilton,  Ont. 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 


1551  Granville  Street 


Vancouver,  B.  C. 
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Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Piompt    Deliveries.        Atti  active  Prices. 


Address  your  inquiries  to 

CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 

CHATHAM,  ONT.      275  Inshes  Ave. 

Associated  with 
PITTS  BURG  II -DES  MOINES  STEEL  CO. 
42  Church   St.  945  Curry  Bldg. 


New  York  City 
Des    Moines,  Iowa, 


938 


Pittsburgh,  Pa. 
Tuttle  Street 


Electric  Cranes 


Light  Electric 
Hoist  Crane 


MADE  IN  CANADA 


Electric  and  Hand 
Travelling  Crane* 

Electric  and  Air 
Hoists 


NORTHERN  CRANE  WORKS,  LTD. 

WALKER VILLE.  ONT. 


Let 

us 

help 

you 

cut 

down 

fuel 

expenses 


The  Modern  Heater 


Attached  to  any  hot  water  system  this 
heater  cuts  down  the  consumption  of  fuel  by  25 
per  cent. 

The  steam  is  drawn  off  the  boilers  into  the 
heater,  which  is  generally  placed  in  the  centre 
of  the  heating  circuit.  The  steam  heats  the 
water,  which  passes  through  the  heater;  thus  a 
constant  circulation  of  heat  is  kept  up  through- 
out the  building. 

Tests  have  proven  that  THE  MODERN 
HEATER  reduces  fuel  bills  25  per  cent. 


Write  for  interesting  booklet  on  heating  appliances 


Modern  Heating  &  Engineering  Co.  Limited 


83  Bleury  Street,  Montreal,  Que. 


"Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letter!  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 
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1IMITED 


BffiKtSkHSEi 

VALVE-HYDRANT  MANUFACTURERS 

WALKERVI LLE ,  ONT. 


Algoma 

Structural  Steel — Merchant  Bars 


Blooms,  Billets  and  Slabs 


Concrete  Reinforcing  Bars 
Shafting — Pulleys  —  Hangers 
Iron,  Brass  and  Bronze  Castings 

STEEL  RAILS— Open  Hearth  Quality 
All  Sections— 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 


Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 


Basic 


Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         .  Ontario 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME,  AND  BRICK 

Cement— delivered  in  5-barrel  lots,  $3.30  per  bbl.  ; 
with  bags,  $4.10;  car  lots,  $2.45  on  the  track, 
with  pkgs.,  $3.25;  5c  per  bbl.  discount  20 
days. 

Lime— in  bulk— grey  69c,  white  79c  per  100 
lbs.,  delivered,  if  not  less  than  2,000  lb.  lots. 
At  the  warehouse,  grey  03c,  white  73c, 
$14.00  ton.  Hydrated  lime,  $17.25  per  ton 
delivered ;  $16.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$26  to  $28;  buff,  $26  to  $28;  No.  2,  $24  to 
$27 ;  common  red  stock  brick,  $21 ;  grey, 
$21  ;  wire-cut  brick  for  foundation  work,  $18. 
Milton  Rug  brick,  $30  to  $35;  Eatonia  brick, 
$45;  sand  lime  brick,  $16.25,  f.o.b.  car  at 
King  Edward  siding,  $14  f.o.b.  car  or  wagon 
at  plant.  Paving  brick,  imported,  $55  per  M. 
f.o.b.  Toronto.  Enameled  brick,  Tiffany, 
f  o.b.  cars,  about  $140  per  thousand.  Sun- 
Tex  face  brick,  $25  at  plant,  $31  delivered 
in  city.  Denison  interlocking  hollow  tile, 
manufacturers   not   quoting  prices. 

Fire  brick— delivered— Savage,  $75  per  M. ;  S. 
Crown,  $70;  W.  W.,  $00.  Fire  clay,  $15  per 
ton;  chimney  tops,  $7.50  each. 

Flue  lining — delivered — list  price — S'/3  x  8Vi  in., 
60c  per  ft. ;  8/j  x  13  in.,  90c  per  ft.  Dis- 
counts, 45  per  cent,  off  list. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.90;  1  in.,  $2.10;  U 
in.,  $2.10;  crusher  rock,  $2;  rubble  stone, 
in  car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.35  per  ton. 

Gravel — Pit  run,  $1.35  per  ton;  screened,  $1.50 
per  ton. 

LUMBER  (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $53;  10  and  16  ft.,  $55 ;  2  x  12  in.,  12 
and  14  ft.,  $54;  10  and  16  ft.,  $56;  1  x  4  in., 
and  1x6  in.,  T.  and  G.,  $56;  No.  2,  $4 
less  than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $55; 
1x6  in.,  $57;  1  x  8  in.,  $60;  1  x  10  in.,  $65; 

1  x  12,  $65.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $66;  1  x  6  in.,  $70 ;  1  x  8,  $76;  1  x  10 
$80;  1  x  12,  $85;  2  x  4  in.,  10  to  16  ft.  long, 
common,  rough,  $58 ;  2  x  6,  $60 :  2  x  8,  $62; 

2  x  10,  $66;  2  x  12,  $70.  No.  1  flooring,  $70; 
No.  1  V  or  beaded  sheathing,  4  in.,  $72. 
Pine  trim,  4  in.,  casing,  $3.50  per  100  ft. ; 
5  in.  ditto,  $4;  8  in.,  pine  base,  $7.50;  4  in. 
pine  window  stool,  $5.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $58;  1  x  6  and  2  x  6,  $60;  1  x 
8  and  2  x  8,  $62 ;  1  x  10  and  2  x  10,  $66; 
1  x  12  and  2  x  12,  $70. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $68;  12  x  18,  12  x  20,  14  x  18, 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$73.  These  prices  apply  to  lengths  up  to  32 
ft;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C.,  $9.00;  XX  B.  C,  $8.00; 
N.  B.  extras,  $9.00;  N.  B.  clears,  $8.00;  No. 
1  W.  pine  lath,  $14;  No.  2  W.  pine  lath, 
$13;  M.  R.  spruce  lath,  $12.50. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $4.25  base ;  twisted  and  de- 
formed, $4.25. 

Shapes — 35  lbs.  and  over,  per  yard,  $3.95  per  100 
lbs. ;  under  35  lbs.  per  yard,  $4.15  per  100 
lbs. 

Plates — 6  ins.  to  60  ins.  wide,  $4.10;  over  60  ins., 
$4.20.  Tank  and  boiler  plates — %  in.  and 
over  and  under  36  ins.,  $4.50.  Gauge  plates 
—No.  10,  $5.55;  No.  12,  $5.60;  No.  14,  $5.65 
per  100  lbs.  Black  American  Bessemer  Plates 
— dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $3.80  per  100  lbs. 

Rivets — Button  and  cone  head — Yn"  to  1J4" 
diam.,  up  to  5"  long,  $6.75. 


EXTRAS    FOR    SHAPES    AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  l/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  l/10c 
per  lb.  for  Angles  under  6  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
$1.50. 

Note :  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized   iron — dealers   not  quoting  prices. 
Cast-iron   pipe — Standard     prices,     carload  lots, 

f.o.b.  works,  4  in.,  $74;  C  in.  and  up  $72. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices,  with  discounts  as  be- 
low, fob.  factory — 4  in.,  30c  per  ft.;  6  in., 
45c;  8  in.,  70C;  9  in.,  90c;  10  in..  $1.05;  12 
in.,  $1-85;  15  in..  $1.80;  1«  in.,  $2.50;  20  in.. 
$3;  22  in.,  $4;  24  in.,  $4.50.  Discounts— 38 
per  cent,  off  list. 

Tile  wall  coping — delivered — 8  or  9  in.  wall,  50c 
per  ft.;  12  in.  or  13  in.  wall,  75c  per  ft.; 
18  in.  wall.  $1.50  per  ft.;  carried  in  6,  12, 
18  and  24  in.  lengths.  Discount  45  per  cent, 
off  list. 

PAINTS  AND  OILS. 

Prices,  delivered. 
White  lead — ground  in  oil,    less  than   ton  lots, 
$17.70  per  100  lbs.  ;  ton  lots,  $17.35  per  100 

lbs. 

Boiled  Linseed  Oil— in  bbls.,  $2.70  per  gal.  of  9 
lbs.  ;  red  lead,  dry,  $17  per  100  lbs. ;  Pure 
putty  in  bulk,  $8.45  per  100  lbs. ;  in  100  lb. 
drums,  $9.30;  in  25-lb.  tins,  $9.55  per  100 
lbs. ;  steel  sash  putty,  in  25-lb.  tins,  $9.80  per 
100  lbs.;  turpentine,  in  bbls.,  $2.50  per  Imp. 
gal.,  based  on  southern  gauge.  Turpentine 
and  oil  in  less  than  barrel  lots,  15c  extra 
per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2c  per  lb.; 
black,  in  bbls.,  6c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb.  ;  lamp  black,  dry,  in  1  lb.  papers, 
25c;  ultra  blue,  dry,  in  bulk,  25c;  green, 
French  permanent,  dry,  20c;  ochre,  French, 
dry,  12c. ;  red  Venetian,  dry,  6c ;  sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  12j4c. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.30;  delivered  in 

5  barrel  lots,  $4.50  at  warehouse,  $4.30. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  42'Ac.  Lath 
yarn,  40c  per  lb. ;  in  full  coils,  33c. 


MONTREAL  PRICES 

CEMENT.  LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton;  lump,  $15. 
Brick — No.    1   pressed,    $24.75;    No.   2  pressed, 

$21.75;  red  rustic,  $21.75;  vertical,  $23.00; 

plastic,  $17.50. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot):  not  reinforced,  8-in. 
26;  9-in,  30c;  10-in.  34c;  12-in.  40c;  15-in. 
60c;  18-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24-in.  $1.20:  30-in.  $1.60;  36-in.  $2.20; 
42-in.  $3;  48-in.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.25;  M-in.  $2.00;  ^-in. 

$2.25  per  ton,  •  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  3  in.  and  up,  $4.75;  1  In. 

x  1  in.  x  J/i  in.,  25c  extra:   H  in.  x  H  in. 

5i  in.,  75  cents  extra.     Boiler  plates — 54  in. 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$5  70;  under  36  in.  diameter,  $6.15.  Beams 

and  channels— Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $5.26,  f.o.b.  Mont 

treal,  net  cash.  Corrugated  iron — 26  gauge, 
$9.00  ,  28  gauge,  $8.25  per  100  sq.  ft.,  sub- 
ject to  change  without  notice.  Copper  bear- 
ing sheets — Keystone  black,  28  U.  S.  gauge, 

$7.25  per  100  lbs.  nominal.  Cast  iron  pipes, 
standard  prices,  car  load  lots,  $80  for  6  in. 
and  larger,  and  $83  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in..  80c;  8  in.,  45c:  8 
in.,  70c;  9  in.,  85c;  10  in.,  $1.06:  12  in.,  $185; 
15  in.,  $1.80;  18  in.,  $2.60;  20  in.,  $8;  22  in., 
$4;  24  in.,  $4.60;  27  in.,  $6  60;  80  in.,  $7.20 
Channel  pipe  (4  in.  to  80  in.)  24c,  86c,  65c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $8.20. 
$3.60,  $5.20,  $5.76.  One-eighth  bends  (4  in. 
to  30  in  ),  $1.20,  $180,  $2.80  $3.60,  $4  20, 
$5  40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28; 
y4,  $1.20,  $1.80,  $3.16,  $4.05,  $4.76,  $610. 
$14.40,  $20,  $24,  $32,  $36.  $52,  $67  60.  Double 
rollar.  »Oc.  $1  85.  $2.10.  $2  66.  $3.16.  $4  06. 
$5  40;  slant  1  foot  long  tide  (4  in.  to  16 
in  ).  90c.  $1.85.  $2.10,  $2.56.  $3.15.  $4  06, 
$5.40.  Single  branch  (8  in.  to  9  in.),  8  ft., 
$2.26,  $3  60,  $4.26;  2  and  2W  ft.  (4  in.  to  30 
in  ).  $1.35.  $1.80.  $3  15,  $3.85.  $4.75,  $6  10, 
$8.10.  $11.25,  $13  60,  $18,  $20.25,  $32.50.  $36. 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.),  $1.80,  $2.70,  $4.90.  $6.30.  $7.85,  $10.80, 
$1440.  $20,  $24.  $32.  $36.  $45.50,  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  In.  to 
15  in  ).  $3,  $4.  $7.  $9,  $10  60.  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  In.),  $3.  $4,  $7.    $9.    $10.50,  $18\ 

These  prices  are  subject  to  a  discount  of  80 
per  cent,  for  less  than  car  load  lott  delivered, 
and  a  discount  of  from  50-58  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster  -$22.50  per  ton.  Plaster  of 
Paris  $4.30  per  bbl.,  both  less5%  for  cash. 
Rope — Best  Manilla,  31c  basis  per  pound; 
Beaver  Manilla,  26c  basis:  sisal  rope,  22V5c 
basis;  lath  varn,  22l4c.  Boiled  linseed  oil — 
in  barrels.  $2.45  per  gal.  of  9  lbs.  Raw  lin- 
seed oil  in  barrels,  $2.42 54  per  gal.  . 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50,000  or  over, 

$15.00;  carload  lots,  less  than  50,000,  $16.00: 
selected  builders  for  veneering  work,  carload 
lots,  $19.00;  "Citadel"  rustic  face  brick,  $25 

to  $30. 

Baker  oven  tile,  15"  x  8'A"  x  2^",  $25  per  100. 

"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 
splits,  7c  per  superf.  ft. ;  12  x  9  x  3,  solid, 
10c. ;  12  x  8  x  4,  11c. ;  12  x  8  x  6,  18c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel   in   carload  lots,  bags 

returnable  in  good  condition  at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock   Brick — $19.50  per  thousand   delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet ;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 14^c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — in  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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CRANE  MALLEABLE  FITTINGS 


CRANE 

LIMITED 

MEAD  OFFICE  S  WORKS 
1280  ST  PATRICK  ST 


BRANCHES: 


MONTREAL 

Vancouver,     Calgary,     Winnipeg.  Toronto. 


For  Sale 

Industrial  and  Contractors' 
Equipment 

1 — Brown  Hoist  Locomotive  Crane,  S-wheel,  .'{5  ft.   Boom.  Just 

overhauled.     Immediate  shipment. 
4 — .'Mi  in.  Cauge  14  to  IS  Locomotives. 
M — I  yd.  2-way  K  &  J  Dump  Cars,  30  in.  Cauge. 
1 — '/2  yd.   Smith  Concrete  Mixer. 
1 — y±   yd.   Smith  Concrete  Mixer. 
1— V*   yd.  Clam  Shell  Bucket. 
1—1  'A  yd.  Clam  Shell  Bucket. 

T.  J.  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  5185.    Nights,  Park.  6906. 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 


Air  Compressors 
Boilers 
Buckets 
Cars 

Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Locomotives 
Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—2801 
Yards  and  Shop*— New  Toronto,  Canada 


The  Economic  Heater 


It  is  particularly  adapted  for  large  industrial  buildings,  Hospitals, 
Laundries,  ect.  Tests  have  proven  that  it  shows  a  great  saving  in 
fuel  consumption. 

The  "Economic  Heater"  defies  competition  from  any  other  heater 
in  open  test. 

This  Heater  requires  little  space  and  no  tanks,  and  can  easily  be 
attached  to  any  steam  heating  system. 

We  will  demonstrate  what  the  Economic  Heater  can  do,  free 
of  charge. 

ENQUIRIES  SOLICITED 

The  Montreal  Machine  Shop 

LIMITED 

481  Ontario  Street  East  -  -  MONTREAL 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  busliel ; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone— 1^5-in.  to  2-in.,  $3.65  per  yard; 
$4 -to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble  stone,   $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER   (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $84; 
4  in.  No.  1  and  2  E.G.  Fir,  $84;  4  in.  No. 
3  E.G.  Fir,  $78;  4  in.  Flat  G.  Fir,  $62;  4 
in.  No.  4  (Shiplap  Grade),  $50;  4  in.  No.  2 
Common  Pine,  $55;  4  in.  No.  3  Pine  or 
Spruce,  $50;  6  in.  No.  1  and  2  E.G.  Fir, 
$84;  6  in.  No.  3  Flat  Fir,  $65;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $54;  6  in.  No.  2  Com- 
mon Pine,  $60;  6  in.  No.  3  Pine  or  Spruce, 
$55;  2  x  6  No.  1  Common,  $52;. 

For  selected  lengths,  add,  Pine,  $1.25;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $2.50;  for  1J4,  lyi  or  2  inch,  add 
$5. 

Birch  and  Maple  Flooring — Clear   (First  Grade) 

— 13/16  x  1>A  in.  to  2yi  in.  face,  $135;  H 

x  lyi  in.  and  lyi  in.  face,  $100. 
No.  1   (Second  Grade)— 13/16  x  lyi  in.  to  2}* 

in.  face,  $125;  H  x  lyi  in.  and  lyi  in.  face, 

$90. 

No.  2  Factory— 13/16  x  lyi  in.  to  2ft  in.  face, 
$105.00. 

Selected  White — 13/16  x  lyi  in.  to  2'A  in.  face, 
$160. 

DIMENSION  TIMBERS,  No.  1 

6  x  10  to  12  x  12,  up  to  32  ft.  long,  $65 ;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $66;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $67;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $68.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  lyi  in.  to  2'A  in.  face,  $245;  yi 

x  lyi  in.  and  lyi  in.  face,  $195. 
No.  1  (Selects)— 13/16  x  lyi  in.  to  2J4  in.  face, 

$190;  M  x  lyi  in.  and  lyi,  in.  face,  $165. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  lyi  in.  to  2'A  in.  face,  $180;  ys 
x  lyi  in.  and  2  in.  face,  $145. 


No.  1  (Selects)— 13/10  x  lyi  in.  to  2'A  in.  face, 
$100;  H  x  lyi  in.  and  lyi  in.  face,  $115. 

STEEL  AND  IRON 

Bteel— Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs. ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  6  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  02c;  12  in. ,72c;  15  in., 
$1.20;   18  in.,  $1.70;  20  in.,  $2.10;  24  in.. 

$2.75. 

Plaster  of  Paris,  $1  in  paper  bags;  $1.45  in 
jute  bags. 

Plasterers'    Hair — 90c   per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  GO  in.,  72  in.,  $38  per  M. 

Hardwall— Nos.  1  and  2  and  Wood  Fibre  in 
paper,  S8c  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 
Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 
Mixed  Paint— Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal. ;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;   Pure,  $8.45;  Turpentine,  in  bbls., 

$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than   ton    lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,   LIME.   AND  BRICK 

Cement— Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs.;  superfine,  white,  $9.50  per  bbl.; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house ;  $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house ;  $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan- 
tities. 


LUMBER   (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.     Mills  operat 
ing  on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $29;  10  z 
10,  $29;  10  x  12,  $29;  10  x  14,  $29.50;  12  x 
12,  $29;  14  x  14.  $29.50;  14  x  16,  $30.50;  6 
x  10,  $29.60;  6  x  12,  $30;  8  x  10,  $30;  8  x  12. 
$29.50;  10  x  16,  $31;  12  x  16,  $31;  16  x  16, 
$30.50;  ti  x  14,  $31  ;  h  x  14.  $:',!  ;  12  x  IX,  $.»2  ; 
18  x  20,  $33;  14  x  20,  $32.50;  16  x  18,  $32.50; 
16  x  20.  $33  50;  18  x  18,  $32.50;  20  x  20. 
$32.50;  24  x  24,  33. 

Fir  Flooring— 1  x  3  edge  grain,  $48;  1x4,  $48; 
1  x  4  Hat  grain,  $35;'  No.  1  and  2,  1  inch 
clear  fir  double  dressed,  $46;  No.  1  and  2, 
l'A  and  lyi  inch  fir  double  dressed  $46; 
2-inch  fir  double  dressed  $46;  fir  lath,  $2.25; 
spruce  lath,  $3.50;  cedar  lath,  $3.50;  B.  C. 
cedar  shingles,  XX,  $2.00;  XXX,  $3.00: 
XXXXX.  $3.60. 

STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  base;  twist- 
ed and  deformed,  $7.50  base;  structural  sec 
tions,  $7.00. 

Galvanized  iron — 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets. 

$11.75;  9  and  10  ft.  sheets,  $11.90  per  square. 
Hlack  steel  sheets,  24  gauge,  $10.35  per  100 
lbs. 

Steel  angles — $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams— $9.00  per  100  lbs.,  de- 
pending on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  $9.00. 

SEWER  PIPE. 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 

4-in.,  17c  per  ft. ;  6-in..  25c  per  ft. :  8-in.,  35c 
ft.;  10-in.,  45c  ft.;  12 -in.,  55c  ft.;  15-in., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20  in..  $1.56  ft.; 

24-in.,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van 

couver,  bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— H  in.,  39c  base;   yi  in.,  39^c; 

yi  in.,  40c;   'A  in-,  40c;  second  grade,  33c 

base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  t 

lbs. 

Mixed  Paint — Per  gal.,  $4.05  to  $4..5. 

Raw  linseed   oil — In  bbls.,   $2.10  per   gal.;  red 

lead,  dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk,  Standard,  $6.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Here's  a  Suggestion — 

Did  you  ever  try  keeping  a  file  of  your  back 
copies  of  the  Contract  Record?  Try  it. 
Start  with  this  issue.  There  are  many  articles 
that  are  worth  keeping,  as  they  offer  valuable 
suggestions  that  will  help  you  in  your  business. 
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CANADIAN 
CHICAGO  BRIDGE  &  IRON  CO. 

Limited 
BR1DGEBURG.  ONTARIO 

ELEVATED  STEEL  TANKS  FOR 
MUNICIPAL,  ROAD  &  FACTORY 
SERVICE 

All  Classes  of  Heavy 
Plate  Metal  Work 

Sales  Offices:— 
Bridgeburg.  Ontario.  1 30  Janet  Street 

Chicago,   Illinois,  2104  Old   Colony  Building 
New   York,  N.   Y.,  30  Church  Street 
Shops:  — Bridgeburg,  Ont. 
Built  for  C. P. R. Montreal   Chloago,  111.  Greenville,  Pa. 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  ot 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow.  Nova  Scotia 


Standard 
Wires  and  Cables 

include  a  complete  line  of  bare 
and  insulated  electrical  conduc- 
tors for  all  classes  of  service,  al- 
so cable  accessories.  We  also 
supply  copper,  and  brass 
tubes  and  rods,  extruded  brass 
shapes,  etc.  We  are  in  a  posi- 
tion to  serve  all  users  of  these 
products  to  good  advantage. 
Write  our  nearest  office. 
Standard  Underground  Cable  Co.  of  Canada 

Limited 
Hamilton,  Ont. 

Montreal  Toronto  Hamilton  Seattle 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  11,000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 

Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1618. 


Canada  Iron  Foundries,  Limited 


CAST  IRON  PIPE 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Willis  Chipman,   M.   Eng.   Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Alloc. 
5eo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 

Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals   of   Works   and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
tt  Toronto  Street  -  TORONTO.  CAN. 
Water  Supply  and  Purification ;  Sewerage 
Systems ;  Municipal  and  Trade  Waste 
Disposal  Plants:  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.  LTD. 

"Faraday  Works" 
LEICESTER,  ENGLAND 

Electric  Clocks 

Cable*  :  "Lodestone,  Leicester 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  <$■  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto,  Winnipeg  &  Vancouver 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 
Main  4472  TORONTO 


T.  8.  Griffiths    N.  H.  Manning    L.  J.  Rogers 

CANADIAN  INSPECTION  and 
TESTING  COMPANY 

Inspecting,  Testing 
Metallurgical  tt  Chemical  Engineers 

Mill,  Shop  and  Field  inspection  of  bridges 
snd  structural  work.  Mill  inspection  of 
rails  and  track  supplies.  Foundry  inspec- 
tion of  castings,  pipes,  etc.,  expert  exam- 
ination and  reports. 

Our  Physical,  Chemical  and  Cement  Lab- 
oratories are  fully  equipped  to  undertake 
all  kinds  of  tests. 

Principal  Offices  and  Laboratories 

MONTREAL    and  TORONTO 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 
Purification;  Disposal  of  Sewage  and  Refuse  : 
Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
Now  Birka  Bldg.  Tolopbon. 
MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
President 


Charles  Warnock 
Vice-President  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineer*, 
Chemist*  and  Metallurgists 

Expert  Inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories: 
McGUI  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


McAllister  &taylor 

ENGINEERS  ft  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
87  Sun  Life  Bldg.,  HAMILTON,  ONT. 
Harbor    Improvements    and  Dredging 
Dams,  Piledriving,  Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


J.  P.  Anglin,  B.Sc. 
President 


H.  J.  Gross, 
Vice-Pres.  &  Treas. 


C.  D.  Harrington,  B.Sc. 
Vice-Pres.  &  Mgr. 

Anclin-Norcross 

LIMITED 

Contracting  Engineers  and  Builder* 

65  Victoria  Street,  -  Montreal. 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  A  ngles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E.  TORONTO 
Phones— Main  904  and  905 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


Silica  Pressed  Bricks 

In  Grey  or  Natural  Color 
For   Prompt  Shipment 

Samples  submitted  on 
request 

Schultz  Bros.  Co.  Ltd. 

BRANTFORD 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  &  Inspectors 

PAVING 
Designed,  Superintended,  Inspected. 
Chas    A.   Mullen,  Director. 
CEMENT  &  SAND 
Tested   Physically,  Chemically. 
Emmanuel  Mavaut,  Director 
MONTREAL  WINNIPEG 


TESTING 


m 


The  Toronto  Testing  Laboratory 

Limited 
160  Bay  Street,  Toronto 


Crushed 

Stone 
Steel  and 
Wood 
Water  Pipe 


TamcC 
c 
o 


Cut  Stone 
Sand 


Brick 


T.  A.  Morrison  &  Co.,  "ttftfrSa 


J.  B.  Thomson  T.  Thomson 

THOMSON  BROS. 

Masonry  and  Concrete  Contractors 

Office  413  Ryrie  Bldg.  Phone  Main  2458 

Night  and  Holiday  Phones, 
J.  B.  Thomson,  P.  638. 

W.  R.  Thomson,  P.  8302. 
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Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Pbones.  Office  North  |^64   Evenings.  North  2107 


WE  NEED  THE  SPACE 
OCCUPIED  BY 

Model  30  Marion  Shovel,  Revolv- 
ing, Extra  Long  Boom  and 
Dipper  Stick. 

15  Ton  Waterous  Road  Roller. 
20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 
25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 
50  Assorted  Two-Wheel  Dirt  Scrapers. 
1  yd.,  iy2  yd.  and  2  yd.  Clam  Shell  Buckets. 
8  x  12 — 3  drum  Hoisting  Engine  for  Clam. 

7  x  12 — 3  drum  Hoisting  Engine  for  Clam. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

6x/2  x  8  Double  drum  Hoist  with  Boiler. 
434  x  6  Single  Drum  Builder's  Hoist. 
No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 

The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


n 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS: 
NIAGARA  FALLS 


ONT. 


"  Absolutely 

Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 


HAKF  swinging 

L7/\JVC  ENGINES 


INSURE 
Speed  'Durability 
Economy 

Contractors  everywhere 
recognize   that   Dake  swing- 
••<«...••"  ers    save    them    time,  labor 

and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:  A.   R.  Williams  Machinery  Company,  Limited. 
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We  make  only 

MALLEABLE  CASTINGS 

Our  products  are  of  the  highest  grade,  and  have  acquired  a 
reputation  to  correspond.  If,  therefore,  you  are  wanting  such 
castings  for  any  purpose  whatsoever,  you  will  do  wisely  in 
sending  us  your  enquiries. 

2S  PRATT  JSS  LETCH  WORTH 
COMPANY,  LIMITED 

Transportation  Building,  Montreal 

Works  :    Brantf or d,  Ontario 


Hydrants 
and  Valves 


Material  and 
Workmanship 
Second  to  None 

Supplied  to  the 
City  of  Toronto 
and  York  Twp. 


Scotch  Derricks 

Hand  and  Power  from  y2  ton  to  6  ton 
capacity. 

Contractors'  Machinery,  Brick 
Machinery,  Grey  Iron  Castings, 
and  Gear  Cutting 


JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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Turnbull  Elevator 


.inline 


MANUFACTURING  CO  TORONTO  s 

■ 


SAFETY 
FIRST 


then 


efficiency 
durability 
appearance 

These  are  the  governing 
factors  in  the  construction 
of  every  Turnbull  Elevator. 
Whether  it  is  our  heavy 
freight  lift,  our  passenger 
elevator,  or  the  small  resi- 
dence installation,  the  same 
care  in  workmanship  and 
quality  of  materials  is  per- 
sisted in  with  utmost  vigi- 
lance. 

No  installation  is  too  large 
or  too  small,  nor  is  any  ele- 
vator problem  too  knotty  to 
be  solved  with  satisfaction 
by  the  Turnbull  Company. 

We  will  be  pleased  indeed  to  prepare  plans  and  suggestions  with  esti- 
mates for  proposed  work,  without  charge  or  obligation.  If  you  are  interest- 
ed in  elevators  do  not  fail  to  investigate  the  merits  of  TURNBULL  Elevators 
and  learn  why  they  are  second  to  none  in  the  Dominion. 

Write  for  technical  descriptions. 

Turnbull  Elevator  Manufacturing  Co. 


126  John  Street,  TORONTO,  Ontario 


Montreal  Office 


202  Mappin  &  Webb,  Building 
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You  Can  Save  Money 

by  using 


our 


Wire  Rope 


MADE  IN  CANADA 

The  Dominion  Wire  Rope  Company,  Limited 


MONTREAL 


TORONTO 


WINNIPEG 


For  Road  Repairs 

COMBINE 

Rapidity,  Efficiency 

and  Lack  of  Waste 


Wl 


th 


Low  Cost 

by  using 


"RANSOME"  Bantam  Concrete  Mixers 


Do  You  Know  That 


We  are  HEADQUARTERS  for 

General  Marine  Supplies? 

Winches,  Windlasses,  Lamps, 

Rigging  Screws,  Shackles,  Blocks, 

"SHIPMATE"  RANGES 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Cm  11  1  +         1  •  C  /t  Head  Office 

t'H'HflpWlWrfeW  MONTREAL 
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NATIONAL  IRON  CORPORATION,  LIMITED 

Head  Office,  Works  and  Docks :-TORONTO 


Every  Size  of  Cast  Iron  Pipe  for  Water,  Gas,  Culvert  or  Sewer,  Carried  in  Stock  at 


Lake  or  Rail  Shipments     MONTREAL,  TORONTO  and  PORT  ARTHUR 
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The  Tee  Bar  Mullion 

is  a  standard  Luniina  section  used  to 
join  two  or  more  units  of  sash  in  an 
opening. 

Weather  resistance  is  assured  because 
of  the  wide  flat  contact  against  the  ver- 
tical muntion  bar  of  the  sash — a  lap  of 
one  inch. 

The  strength  of  the  T-Bar  mullion 
provides  adequate  protection  against 
sagging  or  distortion.  The  stem  of  the 
mullion  may  be  turned  in  or  out.  The 
latter  method  is  recommended  as  it 
gives  greater  thickness. 

Erection  is  made  easy — just  place  the 
sash  side  by  side  and  bolt  the  mullion 
between  as  shown  in  the  drawing.  Slot- 
ted holes  in  the  mullion  bar  permit 
slight  adjustment. 


Let  Your  Walls 
Light  Your  Garage 

THE  natural  daylight  that  comes  in  through  the 
walls  of  shining  glass  and  thin  bars  of  the  modern 
garage  illustrated  abrjve  naturally  re-acts  most  favor- 
ably upon  the  employees.  Their  efficiency  is  increased. 
They  work  faster  and  with  greater  accuracy. 

Besides  admitting  a  maximum  of  energy-producing 
daylight,  Luniina  Solid  Steel  Windows — 

— Make  your  garage  fire  resistant.  Because  they 
are  made  up  of  solid  steel  bars  and  cannot  burn. 

— Have  sufficiently  large  ventilators  to  carry  off 
the  fumes  and  gases  which  collect  in  garages 
from  running  motois. 

— Reduce  artificial  lighting  bills  to  a  minimum. 

Considered  from  all  angles,  Lumina  Solid-  Steel 
Windows  are  the  most  economical  of  all  wall  materials. 

Our  new  Lumina  Catalog  contains  complete  de- 
tails and  information.    May  we  send  you  a  copy? 


o 


mimnm 


SOLID  STEEL  WINDOWS 

Canadian  Metal  Window  Company,  Limited 

136  Confederation  Life  Building,  Toronto,  Canada 

Representing  Canadian  Detroit  Steel  Products,  Ltd.,  Windsor,  Ont. 
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A  Big  Factor  in  Efficiency 


The 


LONDON 

Concrete 
Mixer 


With  so  much  to  its  credit  in  actual 
performance  throughout  the  prac- 
tical field,  the  London  Concrete 
Mixer  is  regarded  as  a  big  and  im- 
portant factor  in  the  development  of 
concrete  construction  to  its  present 
efficiency.  A  great  many  of  these 
London  Mixers  have  been  used,  and 
have  invariably  made  good  in  hast- 
ening construction,  improving  the 
quality  of  w  ork,  and  at"  the  same 
time  keeping  operating  expenses 
down  to  a  minimum. 

These  objects  have  been  at- 
tained by  the  many  exclusive 
features  embodied  in  the  de- 
sign of  the  London  Concrete 
Mixers,  as  well  as  by  an  ad- 
herence to  a  high  standard  of 
material  and  workmanship  in 
their  construction. 

The  accomplish- 
ments of  these 
mixers  during 
1019  warrant 
their  choice  on 
all  your  concrete 
johs  during  1920. 


London  Concrete 
Mixers  were  se- 
lected for  the 
construction  o  f 
the  new  Welland 
Canal,  Winnipeg 
Waterways,  and 
on  the  Niagara 
Falls  Power  De- 
velopment. 


London  Concrete  Mixer  No. 
30.  Capacity  45  cu.  ft.  per 
batch,  40  cu.  yds.  per  hour. 


We  manufacture  a  full  line  of  Concrete  Machinery,  Contractors'  Pumps,  Hoisting  Engines  and 
Contractors'   Outfits.     Send  for  catalogue,   stating  requirements. 

THE  LONDON  CONCRETE  MACHINERY  CO.  LIMITED 


LONDON 


ONTARIO 


World's  Largest  Manufacturers  of  Concrete  Machinery 
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J  FINNEY 

PUMPS 


Double 
Acting 

No.  1  300  gall,  per  min. 
No.  2  1,200  gall,  per  min. 
No.  3  3,000  gall,  per  min. 

  Finney  Patent  Hand  Pump,   

SAMI OSBORN  (c«*>  Limited 

MONTREAL 

Branches  and  Stock :  TORONTO  WINNIPEG  VANCOUVER 


Fanuary  21.  u»20 
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Increase  your  YARDAGE— DECREASE  your  Costs 

Buy  Bucyrus  Shovels 

THEY  NEVER  FAIL  TO  DO  IT 


We  sell  all 
Bucyrus  Products 
Steam  Shovels 
Electric  Shovels 
Dragline 

Excavators 
Trench 

Excavators 
Wrecking  Cranes 
Unloading  Plows 
Dredges 
Pile  Drivers 

New  and 
Second-hand 
Contractors' 
Equipment 
of  all  kinds 


We  represent 
Western  Wheeled 

Scraper  Co. 
and  sell  all  their 
products 

Air  Dump  Cars 
Dump  Wagons 
Elevating 

Graders 
Scrapers,  Etc. 


Locomotives 
(all  kinds) 
Freight  Cars 
(all  kinds) 
New  and 

Second-hand 


WORKING  DIMENSIONS  BUCYRUS  REVOLVING  SHOVELS 


Capacity  of  Dipper   (level  full) 


14-B 

2/3  cu.  yd. 


Trac.  Cat. 

Dumping  Radius   21'-  6"  21'-  6" 

Height  of  Dump   11'- 2"  11'- 11" 

Maximum  Width  of  Level  Floor  . .  . .  34'-  0"  34'-  0" 

Dig  Below  Wheels   3'- 2"  2'- 5" 

Width  of  Cut  at  8  Feet   47'-  0"  47'-  0" 

Height  Dipper  Will  Cut   16'- 6"  17'- 3" 


1S-B 

%  cu.  yd. 


Trac. 
23'-  5" 
11'- 10" 
37'-  0" 
3'-  3" 
51'-  0" 
18'-  0" 


Cat. 
23'-  5" 
12'-  2" 
37'-  0" 
2'- 11" 
51'-  0" 
18'-  4" 


35-B 
lyi  cu.  yd. 


Trac. 
30'-  6" 
17'-  3" 
45'-  0" 

5'-  1" 
65'-  0" 
25'-  0" 


Cat. 
30'-  6" 
17'-  0" 
45'-  0" 
5'-  3" 
65'-  0" 
24'- 10" 


Mechanical  Shovels  built  by  BUCYRUS  COMPANY,  South  Milwaukee,  Wis.,  are  unsurpassed,  and  thous- 
ands of  contractors  are  ready  to  testify  that  in  WORKING  RANGE,  ECONOMY,  SIMPLICITY,  STRENGTH, 
MOBILITY  and  EFFICIENCY, 

BUCYRUS  SHOVELS  HAVE  NO  EQUAL. 

CATERPILLAR  TRACTION  helped  to  win  the  war.    Have  you  yet  used  it  to  help  you  win  profits?    Let  us 
show  you  how  it  can  be  done. 

Before  purchasing  a  shovel  write  to  us;  practical  shovel  experts  on  our  staff  will  gladly  place  before  you 
facts  and  figures  demonstrating  how  BUCYRUS  SHOVELS  cut  down  your  costs  and  increase  your  yardage 
without  equal. 

Canadian    Equipment    CO.      Limited    Representatives  for  Eastern  Canada 

r  Bucyrus  Company,  bouth  Milwaukee,  Wis. 

285  Beaver  Hall  Hill       -       Montreal  Western  Wheeled  Scraper  Co.,  Aurora,  111. 

Branch  :    St.  Catharines,  Ont.  In  Eastern  Canada 
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Acetylene  Gas 

The  Prest-OLile  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian 

Allis-Chalmers,  Ltd. 

Air  Washing  Plants 

Spray    Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoists  .  _ 

Canadian  Ingersoll-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 

Canadian  Ailis  Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &.  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Conveyors 

Booker  &  McKechnie 

Ash  Hoists 

Canadian  Link- Belt  Co. 

Asphalt 

Asphalt  Association 
Asphalt  &.  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Beam  Spans 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Belting    (Transmission,  Elevator, 

Conveyor,  Rubber) 
Dunlop  Tire  &  Rubber  Goods  Co. 
Goodyear  Tire  &  Rubber  Goods 

Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 

Boilers 

Beatty  &  Sons,  M. 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Ingersoll-Rand  Co. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

Mussens  Limited 

Robb   Engineering  Works 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 

Asbestos   Mfg.  Company 

Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Btass  Goods 

Dunlop  Tire  &  Rubber  Goods  Co. 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 


Buckets 

Canadian  Link-Belt  Co. 
Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  liiidge  &  Iron  Works 

Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 

Buckets— Steel 

Brown  Hoisting  Machinery  Co. 
Canadian  Link-Belt  Co. 
McKinnon  Steel  Company 
Marsh  Engineering  Works,  Ltd. 

Building  Materials 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cars — Steel  Body 

Marsh  Engineering  Woiks,  Ltd. 
Mackinnon  Steel  Co. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works.  Ltd 

Robb   Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co..  Ltd. 

Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  &  Forge  Co. 
Canadian    Ingersoll-Rand  Co. 
National  Equipment  Company 
Chains 

McKinnon  Columbus  Chain  Co. 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Booker  &  McKechnie 
Coal  Handling  Apparatus 

Beatty  &  Sons,  M. 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co. 

St.  Clair  Bros. 
Concrete  Culvert  Pipe 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

American  Cement  Machine  Co. 

Hopkins  &  Co.,  F.  H. 

Ideal   Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  T.imitea 

St.  Clair  Bros. 


Concrete  Sewer  Pipe 

Dominion  Concrete  Company 

Conduits 

Conduits    Company,  Limited 
Orpen  Conduit  Company 

Contractors 

Angiitis  Limited 
Archibald  &  Holmes 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Miller  &  Son,  Roger 

Contractors'  Plant  &  Supplies 

Ball  Engine  Company 

Beatty  &  Sons.  M. 

Boving  Hydraulic  &  Enginecting 

Company 
Brown     Hoisting     &  Machinery 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Link  Belt  Co. 
Dake  Engineering  Works,  Ltd. 
Hamilton  Bridge  Works  Co. 
Hepburn  Ltd.,  John  T. 
Manitoba  Bridge  &  Iron  Woiks 
Mansfield  Engineering  Co. 
Marsh  Engineciing  Works,  Ltd. 
S'essenwein  Bros. 

Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 

Conveying  Appliances 

Brown  Hoisting  Machinery  Co. 

Cooling  Equipment 

Spray  Engineering  Co. 

Core  Drills 

Canadian   Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Corrugated  Iron 

Pedlar  People  Limited 
Corrugated  Roofing 

Asbestos    Mfg.  Company 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Northern    Crane  Works 
Creosote  Oils 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada   Crushed  Stone  Corpora- 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Culverts 

Pedlar  People  Limited 
Damp   Proof  Coating 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil   Company,  Ltd. 

Soneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 

Hepburn  Ltd.,  John  T. 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Marsh   Engineering  Works,  Ltd. 

National  Equipment  Company 

Northern  "Crane  Works 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 


Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 

Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario   Wind   Engine   &  Pump 

Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 
Elevator  Doors 

Otmsby  Company,  A.  B. 

Elevators 

Northern  Crane  Works 
Turnbull  Elevator  Company 

Enameled  Brick 

American  Enameled   Brick  & 
Tile  Company 

Engines 

Canadian    Allis-Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Robb   Engineering  Works 

Waterous  Engine  Works  Co. 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Wynne-Roberts,  R.  O. 
Excavators 

Ball  Engine  Company 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 
Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Heads 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co. 
Sheldon  Limited 

Faucets 

Wallaceburg  Brass  &  Iron  Mtg. 
Co. 

Fireproofing 

Asbestos  Mfg.  Company 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Pedlar  People  Limited 

Roberson-Oleson  Limied 

Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Canadian  Welding  Works 

Dennis  Wire  &  Iron  Works  Co. 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 
Fittings 

Crane  Limited 

Flag  Poles 

MacKinnon  Steel  Company 
Ontario   Wind   Engine   &  Pump 

Company 
McGregor  &  Mclntyre 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial   Oil  Company 
Sonneborn   Sons,  Inc.,  L. 

Forges 

Canadian  Blower  and  Forge  Co. 
Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 
(Continued  on  page  8) 
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TRENCH  MACHINE.  (26  ft.  dipper 
stick)  Digging  from  200  to  300  cu.  yards 
a  day  in  16  foot  trench  cut.  One  of  two 
Eries  owned  by  Miller  Bros.,  Youngstown, 
Ohio. 


—CLAM  SHbu ^  ««y--0-ai 
ing  more  than  400  tons 

Erie 


RAILROAD    DITCHER.     One  of  ten 

Erie  Ditchers*  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of  work  shown 
by  these  photos  can  be  handled  by 
every  Type-B  Erie  Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  Erie 
Steam  Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for  the 
Erie— it  earns  you  a  steady  profit  on 
practically  every  job. 

We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE.  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

Builders  of  ERTE  Steam,  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


ERIE 


He  vol  vi  rig 
Shovels 


LOADING  MIXER,  when  the 
harvest  season  took  all  tne  labor.  Re- 
placed a  mixercrew  of  18men,  loading 
into  a  wood  hopper.  One  of  the  two 
Eries  owned  by  Hanlon  &  Okes, 
Minncappi;' 


PILE  DRIVING  equipmentp7 
breaking  up  concrete  so  that  the' 
pieces  will  go  into  dump  wagons 
When  the  shovel  tore  up  the  concrete 
without  breaking,  the  pieces  were  too 
large  One  of  two  Eries  owned  by 
Lennane  Bros.,  Detroit. 


QUARRY  WORK  is 
what  makes  the  strong- 
est boosters  for  the 
Erie,  because  She  is 
built  to  stand  rock 
digging.  "Stronger 
construction  at  every 
point  of  wear  and 
strain."  Just  ask  the 
owners  of  this  Erie- 
Tarbox  &  McCall, 
Findlay,  Ohio. 


It  isn't  quite  as  smooth  „. 

Orange.  «.  J. 

RAILROAD  WORK,  loading 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgt 
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Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Clialmers  Ltd. 
London  Concrete   Machinery  Co. 
Ontario   Wind    Engine    &  Pump 

Company 
Osborn  Canada  Ltd.,  Samuel 

Generators 

Canadian   General   Electric  Co. 

Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown     Hoisting     &  Machinery 
Company 
Gravel 

Sand  &  Supplies  Ltd. 

Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmei  s  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 

Hauling  Contractors 

Contractors   Transport  Co. 

Heating  Apparatus 

Dunham  Company,  C.  A. 

Canadian   Blower  and  Forge  Co. 

Modern   Heating  •  &  Engineering 
Company. 

Montreal  Machine  Shop,  Ltd. 
Heat  Insulating  Materials 

Armstrong   Cork  Company 
Heating  Systems  (Steam  Traps) 

Dunham  Company,  C.  A. 
Hoists,  Electric 

Canadian  Link-Belt  Co. 

Northern   Crane  Works 


Hoisting  Apparatus 

lieatty  &  Sons,  M. 
.  Brown  Hoisting  Machinery  Co. 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Marsh   Engineering   Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams   Machinery   Co.,   A.  P.. 

Hoisting  Engines 

Beatty   &   Sons,  M. 
Canadian    Allis-Chambers  Ltd. 
Hopkins  &  Company.  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Can.    Consolidated    Rubber  Co., 
Ltd. 

Dunlop  Tire  &  Rubber  Goods  Co 

Hydrants 
Canada  Tron  Foundries 
Kerr    Engine  Company 
Gai  tshoi  e-Thompson  Pipe  Co. 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd 
Hopkins  &   Company,   F.  II. 
McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
,  Laboratories 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Company 

Insulation  (Asbestos) 
Asbestos  Mfg.  Company 

Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 
Spielman   Agencies  Regd. 
Standard  Underground  Cable  Co 
of  Canada  Limited 

Insulating  Bricks 

Armstrong  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton   Bridge   Works  Co. 

Northern   Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 

Hamilton  Birdge  Works  Co. 

Kilns 

Canadian  Blower  and  Forge  Co. 
McKinnon  Steel  Company 

Lead  Pencils 

American    Lead    Pencil  Company 

"Lidgerwood"  Hoists 

Canadian   Allis  Chalmers  Ltd. 

Linabestos  Wallboard 

Asbestos  Mfg.  Company 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Scssenwein  Bros. 
Locomotive  Cranes 

Hall  Engine  Company 

Brown    Hoisting    &  Machinery 

Company 
Lumber  (Asbestos) 

Asbestos  Mfg.  Company 
Machinery  Insulation 

Armstrong  Cork  Company 
Metal  Lath 

Canadian  Metal  Window  Co. 

Pedlar  People  Limited 

Trussed  Concrete  Co.,  Ltfl. 
Metallic  Roofing 

Pedlar  People  Limited 
Motors 

Canadian   General   Electric  Co. 

Motor  Trucks 

Ford  Motor  Corrmany 

Nozzles 

Spray  Engineering  Co. 

Oil  Tanks" 

Boving  Hydraulic  &  Engineering 
Company 


Hamilton  Bridge  Works  Co. 
Imperial  Oil  Company,  Ltd. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 

Ornamental  Iron 

Canadian  Welding  Works 
Dennis  Wire  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Packing 

Dunlop  Tire  &  Rubber  Goods  Co. 
Paint  (Heated  Surfaces) 

Ric-Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Company.  F.  H. 
Spielman  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett   Company,  Ltd. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons  Inc.,  L. 
Spielman  Agencies  Regd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Paint  Spraying  Equipment 
Spray  Engineering  Co. 

Park  Sprinklers 

Spray   Engineering  Co. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett   Company,  Limited 
Carey  Company,  Philip 
Dominion  Tar  &  Chemical  Co. 
Imperial   Oil   Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Pipe    (Concrete,   Iron   &  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thompson  Pipe  Co. 
National  Iron  Works 

(Continued  on  page  10) 


Steel  Plate  Work 

OF  ALL  SORTS 

Boilers — For  heat  or  for  power  purposes,  any  style 
you  want.  Government  inspected  and  approved. 

Smokestacks,  smoke  pipes  and  smoke  breeching. 

Steel  Flumes — For  water  power. 

Steel  Pipes — Any  size,  for  any  purpose. 

Steel  Tanks — Any*size  or  style,  for  air,  water,  gas,  oils, 
gasoline,  acids,  etc. 

Storage,  Tanks — For  any  class  of  material. 

Boot  Tanks — For  protecting  machinery. 

Steam  Jacket  Kettles — For  heating  or  cooking  any  ma- 
terial. 

Scale  Hoppers  and  Scale  Bins. 

Steel  Buckets — The  right  size  and  style  to  do  your 
work. 

Steel  Body  Dump  Cars — Any  design  or  size  you  prefer. 


CASTINGS 


For  New  Work 
or  Repair  Work 


Machinery  Repairs 

Patterns  made  to  your  specifications  to  repair  any 
kind  of  machine. 

Parts  For  New  Machines 

We  are  open  to  make  the  castings  for  new  mach- 
inery, and  can  also  do  the  machining  and  assembl- 
ing, if  you  are  not  equipped  for  this  work. 

Gears,  Pinions,  Racks,  etc. 

Thousands  of  patterns  to  choose  from,  and  con- 
stantly making  more. 

Ship  Work 

Any  kind  of  castings  required  on  ships,  or  in  the 
construction  of  ships. 

Cast  Iron  Floor  Plates 

Any  size  or  thickness,  and  either  checkered  or 
smooth. 

Sewer  and  Gutter  Castings 

All  sorts  and  sizes. 

Car  Wheels,  Chilled  or  Unchilled 

All  sizes«up  to  24  in.  diameter,  and  the  right  weight 
for  your  work. 


Let  us  figure  on  your  needs 

MARSH  ENGINEERING  WORKS  LIMITED,  E',S*d  BELLEVILLE,  ONT. 

Sales  Agents  :    MUSSENS,  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver. 
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Robertson  Process  Metal 

Saves  Its  Cost  in  Paint  and  Repairs 

A  metal  that  does  not  rust,  a  metal  that  needs  no  paint- 
ing, a  metal  that  resists  the  action  of  gases,  smoke,  fumes, 
condensation  and  the  most  severe  of  weather  conditions  is 
a  metal  that  should  be  familiar  to  every  plant  official, 
engineer  and  architect.  Robertson  Process  Metal  is  just 
such  a  building  material.  It  is  a  three-time  protected  metal, 
(1)  Asphalt,  (2)  Asbestos,  (3)  Water-proofing. 

These  impervious  coatings  are  thoroughly  incorporated  and 
imbedded  into  the  surface  of  special  annealed  steel.  Each  one 
protects  the  other  and  together  they  form  a  corrosion-proof, 
lust-proof  and  weather-proof  building  material  of  great  eco- 
nomical value  in  industrial  construction  of  all  kinds. 

Robertson  Process  Metal  is  produced  in  flat,  corrugated, 
beaded  and  mansard  sheets  for  roofing  and  siding.  Ridge- 
caps,  flashing,  gutters,  down-spouts  and  building  trim  in 
general  can  be  obtained  in  this  enduring  material.  Send  for 
technical  bulletins. 

H.  H.  ROBERTSON  COMPANY,  Limited 

Sarnia,  Ontario 
Branch  Offices:    Toronto,  Montreal,  Vancouver 


\ 


£0  i?, 

1 


ROBERTSONS) 
.  PROCESS  M 

BUILDING  PRODUCTS  &  HIGHWAY  MATERIALS 
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Pipe  Covering  (Underground) 

Ric-Wil  Company 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wive  &  Iron  Goods  Co. 

Pile  Driving  Machinery 

Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Magnesia,  Asbestos, 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb  Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Waterous  Engin"  Works  Co. 


Road  Material 

Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 
Pedlar   People  Limited 

Rubber  Goods 
Barrett  Company,  Limited 

Road  Oil 

Imperial  Oil   Company,  Ltd. 

Pneumatic  Machinery 

Canadian   Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCuIloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis   Company,  John 

Ontario   Wind    Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian   Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Rails 

Sesenwein  Bros. 

Railway  Supplies 
Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  J. 
Hopkins  &  Company,  F.  H. 


Reinforcements,  Concrete  and  Steei 

Balnea  &  David  Ltd. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 

Company 

Rigging  Screws 

Hopkins  &  Company,  F.  II. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Sand 

Sand  &  Supplies  Ltd. 
Sash 

Trussed  Concrete  Steel  Co. 

Scaffold  Machines 

Drummond  &  Reeve,  Ltd. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 

Sheeting 

Barrett   Company,  Limited 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  U. 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Roberton-Olsen  Limited 
Robertson  Co.,  H.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Slates 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Canadian   Blower   &   Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Pedlar  People  Limited 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 

Steel 

Burlington  Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Steel  &  Coal  Co. 
Steel  Company   of   Can.,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Burlington   Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art  Metal  Company 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 
Page-Hersey  Iron,  Tube  &  Lead 
Company 


Steel   Floor  Construction  

Robb   Engineering  Works 

Steel  Plate  Construction 

Hamilton    Bridge   Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh   Engineering   Works.  Ltd. 
Waterous  Engine  Works,  Co. 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &   Radiation.  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Tron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton   Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Worfts 
Maritime  Bridge  Company 
Reid  &  Rrown  Structural  Steel  & 
Tron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian    Tngersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Tron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Fnuipment  Company 
Ontario   Wind   Engine   &  Pump 

Company 
T?obb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Dominion  Tar  &  Chemical  Co. 

Testing  and  Inspecting  Bureau 
Hunt  &  Companv,  Robt.  W. 
Milton  Hersey  Company 

Tile  Moulds 

London  Concrete  Machinery  t?o. 

Towers 

Can.  Chicaeo  Bridee  &  Iron  Co 
Hamilton   Bridge  Works  Co. 


Transformers 

Canadian  General  Eelectric  Co. 

Turnbuckles 

Dominion   Wire   Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Dominion  Salvage  &  Wrecking 

Company 
Gartshore-Thompson   Pipe  Co. 
McAvity  &  Sons,  Ltd. 

Ventilators 

Robertson  Co..  EL  H. 

Ventilating    &    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 

Varnishes — Insulating 
Standard  Underground  Cable  Co 
of  Canada,  Limited 

Wall  Ties 

Gait  Art  Metal  Company 

Wallboard   (Asbestos,  Linabestos) 

Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Water  Tapping  Machines 
Mueller  Mfg.  Company,  M. 

Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  AlHs-Chalmera  Ltd. 

Hamilton  Company,  Wm. 

Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 

Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 

Well   Drilling  .  Plants 
American  Well  Works 
Ontario   Wind   Engine   &  Pump 

Company 


Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canadian  Welding  Works 
Canada  Wiee  &  Iron  Goods  Co. 


Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 


Wood  Pipe 

Canadian  Pipe  Company 
Morrison  &  Co..  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver  Wood   Pipe   &  Tank 
Company 


Wood  Tanks 

Pacific  Coast   Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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"Perfect  Protection" 

afforded 

All  Structural  Materials 

either  of  Wood  or  Metal — by  the  use  of 

"Ferrodor"  Paint 

"You  Can  Trust  Griffiths'  Products" 

When  other  paints  have  perished  and  washed  off,  blistered,  cracked  or  in  any  way  failed  to  stand 
up  under  all  conditions,  *'lrerrodor"  will  remain  firm  and  sound,  looking  nearly  as  well  as  the  day  it 
was  applied.  That  is  why  it  is  more  economical  than  any  other  paint.  That  is  why  it  has  been 
chosen  by  the  War  Office,  the  British  Admiralty  and  (hundreds  of  engineers  and  builders  all  over  the 
world. 

"Ferrodor"  will  give  your  work  an  enduring  reputation  for  resistance  to  weather  and  elements  no 
matter  of  what  material  or  under  what  conditions. 

Made  in  London,  England,  bv  Griffiths  Bros.  &  Company 

(Contractors  to  H.  M.  Imperial  and  Overseas  Governments) 

STOCKED  BY 

SPIELMAN  AGENCIES  (Regd.)  ViSTSS&t  Montreal 


DUNDAS  STONE 


Crushed  Stone 

Dundas  Crushed  Stone  has  the  big  advantage  of  being  a  tried 
and  proven  material.  In  miles  of  roadway  throughout  the  province 
Dundas  Stone  is  making  good.  We  can  give  you  much  valuable 
information  in  this  connection,  if  you  are  interested  in  good  roads. 

Write  to-day 

Canada  Crushed  Stone  Corporation,  Limited 

DUNDAS,  -  -  ONTARIO 

Toronto  Office:  Room  409  McKinnon  Bldg.,  Toronto 

Phone  Adelaide  5784 
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BAINES  &  DAVID,  LIMITED 

TORONTO 


IRON  AND  STEEL  MERCHANTS 


Bars,  Angles,  Channels,  Beams,  Shafting, — Screw 
Stock,  Cold  Drawn  Flats,  Squares,  Hexagons,  Black 
and    Galvanized    Sheets,  Plates,  Box  Strapping, 

Wire  Rope       Guy  Wire 


Bolts,  Nuts,  Washers 
REINFORCING  STEEL 

Rounds,  Squares,  Square  Twisted  and  Deformed. 
Modern  equipment  for  bending  to  shape  ready 
for   placing.      Competent   engineers  employed. 

OFFICE  : 
98  Esplanade 


EXPANDED  METAL 

A  full  range  of  all  sizes  and  sections  carried  in 
stock. 


STEEL  YARD: 

Eastern  Harbor  Terminals 


Telephone  Adelaide  6540 


Where  Little  Things  Are  Big. 


A  TIP  FOR  CONTRACTORS 


THE  ST.  CLAIR  CONCRETE  CART 


Think  what  this 
cart  can  do. 
Inadequate  methods 
of  carrying  concrete 
from  the  mixer  to 
the  job,  causes  un- 
necessary labor,  ex- 
tra expense,  and  a 
great  loss  of  time. 

These  carts  are  pay- 
ing for  themselves 
on  every  job  they 
are  put  on. 


The  only  cart  man- 
ufactured which 
dumps  the  load  by 
merely  releasing  a 
clip  on  the  side  of 
the  bowl. 

Bowl  turns  over, 
legs  and  frame  re- 
maining stationary. 

Does  away  with 
the  dissatisfaction  of 
having  to  tip  load 
out  of  cart  by  main 
force. 


Manufactured  in  Canada  by  St.  Clair  Bros. 


ST.  CLAIR  BROS. 


Gait,  Ont,  Canada 
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'Jackhamer  Sinker"  "Type  DDR-13' 
Dry  Patter  . 


THE  PACEMAKER 

While  our  well-known  "Jackhamer''  has  met  with  remarkable 
success  for  dee])  down  hole  drilling  in  addition  to  the  lighter 
work  for  which  it  was  designed,  the  increasing  demand  for  a 
larger  tool  suitable  for  heavy  sinking  work  has  induced  lis 
to  bring  out  the  "Jackhamer  Sinker,"  which  will  drill  down 
holes  of  comparatively  large  diameter  to  a  depth  ot  12  teet 
or  more  with  ease. 

This  drill,  which  has  been  making  some  wonderful  drilling 
records,  is.  like  the  "Jackhamer,"  of  all  steel  construction,  and 
possesses  the  same  good  qualities,  such  as  simplicity,  auto- 
matic rotation,  hole  blowing  attachment,  automatic  lubrica- 
tion, and  a  handy  steel  holder  and  puller.  The  "Jackhamer 
Sinker"  can  be  used  wet  or  dry  and  mounted  or  unmounted 
as  desired. 

Bulletins  U.C.-205,  describing  this  handy  drill, 
will  be  sent  on  request. 

Are  You  Giving  Your  Men  All  the 
Sharp  Steel  They  Need? 


Sharp  steel,  and  plenty  of  it  means 
more  work 

The  bits  and  shanks  made  in  the  Leyner  are 
true  to  form  ;  correctly  gauged  and  will  enable 
the  drill  operator  to  do  the  most  effective 
work. 

The  Leyner  Sharpener  not  only  forges  all 
kinds  of  bits  and  shanks  all  kinds  of  steel,  but 
can  also  be  used  to  forge  bolts,  spikes,  etc., 
which  are  useful  on  the  contract  job. 

The  Leyner  is  compact,  requires  no  founda- 
tion, can  be  installed  anywhere,  and  will  handle 
steels  of  any  shape,  length  or  size.  A  single 
handle  controls  all  operations,  and  as  all  lost 
motion  is  eliminated  and  the  operator  can  see 
what  he  is  doing,  the  work  is  turned  out  so 
rapidly  that  the  blacksmith  has  plenty  of  time 
to  give  to  other  odd  jobs  which  may  come 
along. 

If  you  are  not  "Leynerizing"  your  steels  our  near- 
est branch  will  be  glad  to  send  you  bulletins  and 
other  information  on  request. 


CANADIAN  INGERSOLL-RAND  CO.,  LIMITED 


Sydney,  N.  S. 
Cobalt,  Ont. 


Sherbrooke,  Que. 
Winnipeg,  Man. 


Montreal,  Que.  Toronto,  Ont. 
Nelson,  B.  C.      Vancouver,  B.C. 
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Lubricants 


For  Manufacturing, 
Mining   and  Milling 

Cylinder  Oils 

Imperial  Valve  Oil 
Imperial  Cylinder  Oil 
Imperial  Capitol  Cylinder  OH 
Imperial  Beaver  Cylinder  Oil 
Imperial  20th  Century  Cylin- 
der Oil 

ENGINE  OILS 

Imperial  Kearsarge  Engine  Oil 
Imperial  Solar  Red  Engine  Oil 
Imperial  Atlantic  Red  Engine 
OH 

Imperial   Junior   Red  Engine 
Oil 

Imperial  Bayonne  Engine  Oil 
Imperial  Renown  Engine  and 

Dynamo  Oil 
Imperial  Standard  Gas  Engine 

Oil 

Imperial  Ario  Compressor  Oil 

Refrigerating  Machine 
Oil 

Imperial  Polar  Machine  Oil 


Increased  Production  Capacity 


A LARGER,  steadier  volume  of  production,  lower 
operating   costs,   smaller   depreciation  charges, 
fewer  expensive  repair  bills— all  can  be  obtained 
by  the  thorough,  systematic  lubrication  of  your  power 
equipment. 

But  this  is  only  possible  when  the  proper  lubricants  are 
used— lubricants  best  suited  to  the  individual  require- 
ments of  each  mechanical  operation  and  each  service 
condition. 

Imperial  Lubricants  are  carefully  formulated,  tested  and 
graded.  They  offer  a  "just  right"  lubricant  for  every 
lubrication  requirement.  Uniform  and  dependable, 
they  are  recommended  by  experts  everywhere. 

Your  automobile  and  motor  truck,  too,  will  give  better 
service  if  you  choose  your  motor  lubricants  from  the 
Imperial  Polarine  line.  Imperial  Kerosene  Tractor  and 
other  farm  lubricants  are  meeting  farm  lubrication  needs 
perfectly;  and  Imperial  Household  Lubricant  has  a 
hundred  uses  in  your  home. 

Imperial  Lubrication  Engineers  will  gladly  advise  you  on 
anything  relating  to  lubrication.  Write  to  us  at  56 
Church  St.,  Toronto,  or  any  of  our  branch  offices. 


OIL  LIMITED 

Power  -  Heat  \  Light  ♦  Lubrication 


BRANCHES  IN  ALL  CITIES 


BROWNHOIST 


Cranes  and  Hoists 

are  used  in  all  parts  of  the  world.  They 
have  been  doing  good  service  for  years. 
There  are  40  years'  experience  in  solv- 
ing.  material-handling  problems  back  of 
every  Brownhoist  Crane  and  Hoist  to- 
day. If  you  have  any  difficulty  in  handl- 
ing materials,  just  write  us  about  it. 
Our  experienced  engineers  can  help  you. 

Write  for  Catalogs 


It  pays  to  buy  good  cranes 

Your  cranes  and  hoists  are  probably  subjected  to  more 
severe  service  than  any  other  equipment  in  your  plant. 
For  when  a  load  is  placed  on  the  crane  hook  and  the  hoist 
line  drawn  taut  there  is  often  a  check  of  several  tons  sud- 
denly placed  on  the  crane  mechanism.  These  sudden 
strains  are  a  severe  test  on  any  machinery.  But  the  loads 
must  be  lifted,  for  that  is  the  work  of  the  crane  or  hoist. 

Your  investment  in  cranes  and  hoists  pays  biggest  returns 
when  the  best  quality  material  and  workmanship  are  used. 
Our  40  years'  experience  on  many  types  of  cranes  has 
taught  us  this.  And  so  the  Brownhoist  trademark  is  a 
guarantee  of  the  highest  quality  wre  can  put  into  a  Brown- 
hoist product.  With  this  goes  a  corresponding  degree  of 
dependability,  of  course.  The  Brownhoist  may  cost  more 
but  is  worth  it. 


The  Brown  Hoisting  Machinery  Company 


40  Years  in  Crane  Business 

Engineers  and  Manufacturers  of  Heavy  Dock  Machinery 
Bridge  Cranes,  etc.,  as  well  as  Smaller  Cranes  and  Hoists. 


CLEVELAND,  OHIO,  U.  S.  A. 

Branch  Offices  in  New  York,  Pittsburgh,  Chicago  and  San  Francisco 
European  Rep.,  H.  E.  Hayes,  12  Rue  de  Phalsbourg,  Paris 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation   66 

American  Cement  Machine  Co,  ... 
American  Enameled  Brick  and  Tile 

Company   IN 

American   Lead  Pencil  Company   .  . 

American  Well  Works    .V.) 

Anglin-Norcross  Limited  .  .    72 

Armstrong  Cork  Company   '.   64 

Asbestos  Manufacturing  Company.. 

Asphalt  Association,  The  .  '  

Asphalt  and  Supply  Co  

Ault  &  Wihorg  Co   64 

Auto  Road  Construction  Co   21 

Baines  &  David   l- 

Ball  Engine  Company   7 

Barber,  Frank   72 

Barrett  Company   57 

Bates  &  Iniies  

Beatty  &  Sons,  Ltd.,  M   67 

Booker  &  McKechnie    50 

Boving    Hydraulic    &  Engineering 

Company  .  v   67 

Brant.ford  Roofing  Company  •••  ■•• 

Bntnell   Company,   Limited    7:! 

Brodies,  Limited  <  . . 

Brown  Hoisting  Machinery  Co.  ....  I"> 

Burlington  Steel   Company    55 


Canada  Cement  Company   

Canada  Crushed  Stone  Corporation 

Canada  Iron  Foundries,  Limited  .  .  . 

Canada  Wire  &  Cable  Co  

Canada  Wire  and  Iron  Goods  Co.. 

Canadian  AUis-Chalmers  

Canadian  Blower  and  Forge  Co.  .  . . 

Canadian  Chicago  Bridge  and  Iron 
Company  

Canadian   Consolidated   Rubber  Co. 

Canadian  Dcs  Moines  Steel  Co.  .  .  . 

Canadian  Engineering  &  Contract- 
ing Company  

Canadian  Equipment  Co  

Canadian  General  Electric   

Canadian  Ingersoll-Rand  Co  

Canadian  Inspection  and  Testing 
Laboratories   

Canadian  Johns-Manville  

Canadian  Link-Belt  Co  

Canadian  Metal  Window  Co  

Canadian  Pipe  Company,  Ltd  

Canadian  Steel  Foundries  ..•  

Canadian  Surety  Company  

Canadian  Welding  -Works   

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co.  .  . 

Chipman  and   Power,  Ltd.   ...  ... 

Colwell  Sand  and  Gravel  Co  

Conduits  Company,  Limited   

Consumers  Gas  Co  

Contractors  Transport   Co.  ... 

Cook,  A.  D  

Concrete  Pipe  &  Products  Co.   .  .  . 

Crane  Limited   

Crushed  Stone,  Limited  


1 1 

71 
58 
67 


20 


63 


5 
22 
13 

72 
17 


74 
54 
65 


64 

59 
73 
54 
64 


Dept.  of  Public  Works  

Dominion  Concrete  Company   21 

Dominion  Engineering  and  Inspec- 
tion Company   72 

Dominion   Iron  &  Steel  Company.. 

Dominion  Tar  &  Chemical  Co   56 

Dominion  Wire  Rope  Co   76 

Dunham   Company,   C.   A.  ....... 

Dunlop  Tire  &  Rubber  Goods  Co. 


Engineering   &    Machine   Works  of 
Canada,  Limited   

Ford   Motor  Company    00 

Fovle,  W.  &  G   54 

Frost  Steel  &  Wire  Co  


Morrison  &  Co.,  T 
Mussens  Limited  . 


Gait  Art  Metal  Company  

Gartshore,  John  J  

Gartshore-Thompson  Pipe  &  Foun- 
dry Company  

Geut  Company  

Goldie  &  McCulloch  Co.  .  

Goodyear  Tire  &  Rubber  Co  

Gore,  Nasmith  &  Storrie  

Grant,  J.  A  


Hamilton  Bridge  Works  ... 

1  lamilton  Co.,  Wm  

Hepburn,  John  T  

Holmes  &  Sons,  Fred   

Hopkins  &  Company.  F.  H. 
Hunt  &  Company,  Robert  W. 
Hyncs,  W.  J  


02 
04 


59 


54 
20 


62 
72 
76 


Ideal  Concrete  Machinery  Co  

Imperial  Oil  Limited   14 

Inglis  Company,  John    53 

James  &  Company,  E.  A   72 


Kerr  Engine  Company,  Ltd. 


66 


Dake  Engine  Company    ...  73 

Dennis  Wire  and  Iron  Company  .  . .  67 


Lea,  R.  S.  &  W.  S.  . . .    72 

London  Concrete  Machinery  Co.  ...  3 

London  &  Lancashire  Guarantee  & 

.  Accident  Company   54 


MacKinnon  Steel  Co  

MacLean  Daily  Reports   59 

Manitoba  Bridge  &  Iron  Company 

Maritime  Bridge  Works  Co   71 

Marsh  Engineering  Works    8 

McAllister  &  Taylor   72 

McAvity  &  Sons,  T  

McGovern,  T.  J   67 

McGregor  &  Mclntyre    71 

McKinnon  Columbus  Chain  Co.  ...  67 

Metal  Shingle  &  Siding  Co  

Miller  &  Sons,  Roger  

Milton  Hersey  Company   72 

Modern  Heating  &  Engineering  Co.  63 

Montreal  Machine  Shop    58 

Morris  Crane  &  Hoist  Co.,  Herbert  73 


National  Conduit  Company   .  .  . 

National   Equipment  Co  

National  Iron  Corporation  ... 
Northern  Crane  Works,  Ltd.  .  . 
N'ova  Scotia  Steel  and  Coal  Co. 


59 

74 

1 

63 


Ontario  Wind  Engine  and  Pump  Co.  61 

Ormsby  Company,  Ltd.,  A.  B  

Osborn  Canada  Ltd.,  Samuel   4 


Pacific  Coast  Pipe  Company  . 
Page-Hersey  Company   ...  . 

Pedlar  People  

Portland  Cement  Association 

Power  and  Son  

Pratt  &  Letchworth  

Prest-O-Lite   Company    ...  . 


63 
67 

20 

74 
18 


Reid  &  Brown  Structural  Steel  and 

Iron  Works   72 

Ric-wiL  Company   

Robb  Engineering  Works   19 

Robertson  Co.,  H.  H   9. 

Roberton-Olsen,  Ltd  

Scully,  A.  A   61 

Schultz  Bros   72 

Sessenwein  Bros  

Shinn  Mfg.  Co  

Sonneborn  Sons,  L.,  Inc   75 

Spielman  Agencies   11 

Spray  Engineering  Company  

Standard  Steel  Construction  Co.  ...  19 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   71 

Steel  Company  of  Canada  

Steel  &  Radiation   61 

Sterling  Engine  Company   61 

St.  Clair  Bros  12 

Thompson  Bros   72 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 
Toronto  Steel  Construction  Co.  ...  56 

Toronto  Testing  Laboratory   72 

Trades  &  Labor  Branch,   Dept.  of 

Public  Works  

Trussed  Concrete  Steel  Company. 
Turnbull  Elevator  Company  


19 


United  States  Fidelity  &  Guaranty 
Company   54 

Vancouver   Wood    Pipe    and  Tank 

Company   63 

Vitrified   Clay  Pipe  Co  

Waterous  Engine  Works  Company 

Wells  &  Gray  

Wettlaufer  Bros   24 

Williams  Machinery  Co.,  Ltd.,  A.  R.  73 
Wynne  Roberts,  R.  0   72 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.  Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Boiling  Water  three  inches  under  the  ice! 


THERE  is  nothing  new  in  the 
idea  of  covering  pipes  so  that 
some  of  the  heat  in  them  may  bo 
saved. 

But  the  exact  science  of  main- 
taining temperature  of  fluids  in 
pipes  and  other  containers  pass- 
ing through  a  medium  of  different 
temperature  is  of  comparatively 
recent  origin. 

To  know  the  value  of  heat  sav- 
ing materials  and  the  correct  man- 
ner to  use  them  n  the  basis  of 
the  science  of  insulation.  And  it 
is  to  this  knowledge,  combined 
with  years  of  manufacturing  skill, 
laboratory  research  and  the  ap- 
plication of  our  products,  that 
Johns-Manville  insulation  owes 
its  position  today — in  fact,  it  is  the 


mother  business  of  this  Company. 

For  instance — it  is  doubtful  if, 
twenty-five  years  ago,  the  condi- 
tions shown  here  and  described 
in  the  column  to  the  right  could 
have  been  met  efficiently.  Now 
such  a  problem  is  simply  a  matter 
of  engineering  calculation,  based 
on  materials  whose  efficiency  is 
accurately  known  in  advance. 

Accurately  known  because 
Johns-Manville  insulating  materi- 
als are  the  result  of  the  most 
careful  study  of  all  materials  and 
methods  for  heat  saving.  No 
Johns-Manville  insulating  materi- 
al is  advocated  for  use  until  it 
has  proven  with  exactitude  to  be 
the  most  efficient  for  the  purpose. 


THE  two  steam  lines  are  each  2 193 
feet  long,  running  cross-country 
on  overhead  supports  —  all  exposed 
to  weather  the  entire  distance. 

Despite  the  fact  that  the  initial 
gauge  pressure  is  160  lbs.  and  the 
superheat  94°,  so  little  heat  escapes 
thatsnowand  ice  lieon  the  pipe  line 
— unmelted. 

The  picture  above  will  give  you  a 
good  idea  of  how  this  remarkable  heat 
saving  was  secured  —  and  by  these 
standard  Johns-Manville  materials: 
Asbesto- Sponge  Felted  Sectional 
Insulation,  lVz"  thick,  was  first  ap- 
plied to  the  pipes  and  wired  on  with- 
out canvas. 

Johns-Manville  Hair  Insulation, 

1  /»"  thick,  was  then  wrapped  around 
the  Asbesto- Sponge — and  finally 

3 -Ply  Johns-Manville  Asbestos 
Weather- Proof  Felt  was  wired  on 
over  the  hair  insulation  to  make  an 
absolutely  weather-proof  jacket. 

You  will  note  that  these  are  all 
standard  Johns-Manville  Insulations, 
included  in  the  list  below: 

Asbesto-  Sponge  Felted,  857c  Mag- 
nesia, Asbestocel,  Zero  Insulation, 
Anti-Sweat  Insulation,  Ammonia 
Insulation,  Underground  Steam 
Conduit  and  Insulating  Cements. 

CANADIAN  JOHNS-MANVILLE 
CO.,  LIMITED 

Montreal,    Toronto,  Vancouver, 
Winnipeg,    Hamilton,  London, 
Ottawa 


Johns-Manville 

Serves  in  Conservation 


Through  — 

Asbestos 

and  its  allied  products 
INSULATION 

that  keept  the  heal  where  it  belorutt 

CEMENTS 

that  mike  better  •till  Irak  proof 

ROOFINGS 
that  cut  down  fire  nth 
PACKINGS 
that  ta*e  power  watte 

LININGS 
that  make  braket  tafe  . 


F1JLB 
PREVENTION 
PRODUCTS 


IS 
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OxvAcetylene  Velding  and'  Cutting 


This  One  Repair  Saved  the 
Cost  of  a  Welding  Outfit 

In  thousands  of  Machine  Shops,  Mines,  Railroad  Shops 
ami  Factories,,  hoth  in  Canada  and  the  United  States,  the 
adoption  of  the  Prest-O-Lite  Process  of  Oxy-Acetylcne 
Welding  has  made  possihle  many  important  improvements 
and  economies  in  manufacturing  and  repair  work. 

Leading  manufacturers  are  increasing  their  output  and 
making  .stronger,  neater  products  at  less  cost. 

On  repair  work  alone,  one  Prest-O-Lite  welding  opera- 
lion  frequently  pays  for  the  outfit  by  avoiding  a  replace- 
ment or  preventing  a  tie-up. 


employs  both  gases  (acetylene  and  oxygen)  in  portable 
cylinders.  Prest-O-Lite  Dissolved  Acetylene  is  backed  by 
Prest-O-Lite  Service,  which  insures  prompt  exchange  of  full 
cylinders  for  empty  ones.  Provides  dry,  purified  gas,  in- 
suring better  welds,  quicker  work  and  lower  operating  cost. 

Apparatus  consists  of  an  equal  pressure  blow  pipe, 
automatic  regulators  and  gauges,  and  all  necessary  equip- 
ment. Adaptable  for  oxy-acetylene  cutting  by  the  addition 
of  special  cutting  blow  pipe. 

Thorough  instructions  are  furnished  free  to  every  user 
of  Prest-O-Lite  Dissolved  Acetylene.  Any  average  work- 
man who  understands  metals  can  learn  the  welding  process 
quickly  and  easily. 

We  will  gladly  send  illustrated  literature  and  interest- 
ing data  showing  actual  instances  of  savings  made  by 
others.  It  may  suggest  valuable  ideas  to  you.  Write  for  it. 

Address  Department  C-105 

PREST-O-LITE  COMPANY 
OF  CANADA,  LIMITED 

Prest-O-Lite  Building, 
Cor.   Elm   Street  and   Centre  Avenue 
TORONTO 
Plants  at: 
TORONTO.  Ont. 
SHAWINIGAN  FALLS,  P.Q. 
MERRITTON,  ONT.  ST.  BONIFACE.  Man. 


Worlds  Largest  Makers  of  Dissolved  Acetylene 


No.  11— Color 

In  addition  to  the  WHITE  and 
Standard  COLORS,  we  offer  a 
large  variety  of  practical 
MOTTLES  to  meet  require- 
ments of  discriminating  Ar- 
chitects. 

Se:  Sweets  Catalogue,  U.S.A. 
or 

Specification  Data,  Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and   Fire  Brick, 

52  Vanderbilt  Ave.,  New  York  City. 

Representatives  in  all  principal  Canadian  Cities. 


Ideas  and  Suggestions 
for  House  Trim 

Read  the  articles  on  the 
above  subject  by  W.  H. 
Shaw  now  running  in  the 
Canadian  Woodworker. 
Subscription  price  of  this 
publication,  100  pages 
monthly,  One  Dollar  a 
year. 

Order  from 

WOODWORKER    PUBLISHING   CO.,  LIMITED 
343  Adelaide  St.  West,  Toronto 
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Tiering  Machines 
and  Barrel   Storage  Racks 

ECONOMY 

Simple 
Safe 
Sure 

and 

Speedy 

It  is  locked  to  the 
floor,  yet  easily  port- 
able when  desired. 
The  ECONOMY 
makes  the  pay  roll 
smaller  while  increas- 
ing efficiency.  Let  us  send  you  particulars  of  power  or  hand  ma- 
chines, also  our  barrel  storage  steel  racks. 

Standard  Steel 
Construction  Co.  Limited 

Port  Robinson,  Ontario. 


B  u\"  L.  D  l'  W^G 
P  R  O  D  U CTS 


HY-RIB 


Iruscon  Hy-Rib  is  a  steel  sheathing,  being  a 
combined  unit  of  forms,  reinforcement,  lath  and 
channels  for  making  concrete  walls,  ceilings, 
roofs  and  Moors.  It  is  stiffened  by  deep,  rigid 
ribs,  is  formed  from  a  single  sheet  of  steel,  and 
eliminates  the  necessity  for  centering  and  studs 
in  concrete  construction. 

Truscon  Hy-Rib  is  made  in  two  sizes:  Y&"  Hy- 
Rib  has  six  ribs  y&"  high,  the  sheet  being  20" 
wide;'  15/1(3"  Hy-Rib  has  seven  ribs  15/16"  high, 
the  sheet  being  24"  wide. 
Large  illustrated  Hy-Rib  book  free  on  request 

Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 
WALKERVILLE,  ONTARIO 

Montreal       Toronto       Winnipeg       Calgary  Vancouver 

Distributing  Agen's  Everywhere. 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 


Montreal  Office— Phone  Westmount  6800 


Toronto  Office— 20  Victoria  Street 


:><> 
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National  Conference 


on 


Concrete  House 
Construction 

February   17-18-19,  1920 

Auditorium  Hotel,  Chicago,  Illinois 

COME  to  help  plan  a 
solution  of  our 
national  hous- 
ing situation. 

COME  to  see  and  hear 
how  concrete 
houses  will  help 
in  this  solution. 

COME  to  tell  about  the  concrete  houses  you 
have  designed  or  built. 

RESERVE  THESE  DATES 

Write  the  Secretary,  111  West  Washington  St:, 
Chicago,  for  Program 


NO  TIOE  ! 


We  beg  to  announce  that  the 
firm  of  Grant  &  Home,  doing 
business  in  the  Maritime  Pr<>\  - 
inces  as  Engineers,  Contractors 
and  Shipbuilders,  with  Head 
Office  at  St.  John,  N.  B.,  has 
been  taken  over  by,  and  will 
be  continued  under  the  name 
of  J.  A.  Grant  &  Go.  Ltd., 
Head  Office  at  St.  John,  N.  B. 
This  change  will  be  effective 
from  January  1st,  1920. 


J.  A.  Grant  &  Co.,  Ltd. 

ST.  JOHN,  N.B. 


STEEL  f.r  PERMANENCE 


The  All  Steel  Elevated  Water  Tank  is  the  most 
economical  installation  for  Automatic  Sprinkler  Sys- 
tems for  fire  protection,  general  mill  supply,  or  Muni- 
cipal Water  Works  systems. 

Its  first  cost  is  not  excessive,  the  maintenance  ex- 
pense is  very  low,  and  there  is  no  danger  of  leakage, 
falling  ice.  or  possibility  of  the  tank  bursting  or  catch- 
ing fire. 

Hundreds  of  our  All  Steel  Elevated  Water  Tanks 
now  in  service  throughout  Canada  bear  witness  to 
these  facts. 

Our  Product  is  Made  in  Canada 

Write  us  for  Plans,  Specifications  and  Estimates. 
Oar  Catalogue  No.  16  mailed  on  request. 


CANADIAN  CHICAGO  BRIDGE  &  IRON  CO.  Ltd. 

Bridgeburg,  -  Ontario 
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The  Road  of  Endurance 


The  wear  and  tear  of  heavy  and  rapidly  moving-  traffic  makes  endurance  the  first  requsite  of  modern 
road  construction.  Willite,  the  Improved  Permanent  Pavement,  possesses  in  the  highest  degree  the 
material  and  qualities  that  resist  hard  wear  and  insure  permanence,  and  wherever  Willite  has  been 
laid,  it  has  proved  superior  to  other  road  materials  as  a  wear-proof  pavement  and  surfacing. 


WILLITE 

Wears  Longest,  is 
Most  Economical  to 
Build,  and  Costs 
Least  in  Repairs 


THE 


IMPROVED 


PERMANENT 


WILLITE 

Can  be  Laid 
Today  and 
Used  Tomorrow 


PAVEMENT 


Improved  Willite  Permanent  Pavement,  is  a  Canadian 
owned  product  and  is  highly  recommended  for  build- 
ing or  re-surfacing  city  streets  and  rural  roads  in  the 
Dominion.  It  is  distinctly  in  a  class  by  itself  and  is 
guaranteed  by  approved  bonds. 


Willite  is  composed  of  mineral  salts  and  the  finest 
grade  of  refined  Mexican  asphalt,  selected  sand  or 
finely  divided  earth,  fine  grit,  powdered  limestone,  etc., 
all  heated  to  350  degs.  F.  and  scientifically  laid  and 
rolled  while  hot. 


Municipalities,  councils,  engi- 
neers and  contractors  who  de- 
sire to  lay  Willite  will  be  glad- 
ly furnished  with  full  particu- 
lars. 
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itffaffiad;  QmJrudivn  Qr.  cQmvted. 

LICENSEE 

ERIE  AVENUE,  NIAGARA  FALLS,  ONTARIO 


Write  us  for    Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE  ONTARIO 


Sewers 

and 

Culverts 

built  from 

Our  Concrete 

give  maximum  service 
at  minimum  cost 

im~  (LARGE  STOCK  ON  HAND) 
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Contractors'  Equipment 


Canadian  Allis-Chalmers,  Limited 

70-C  Steam  Shovel 

We  have  two  of  the  above  shovels  in 
stock,  also  a  number  of  Concrete  Mixers, 
Pumps,  Rock  Drills,  Lidgerwood  Hoist- 
ing Engines,  Rock  Crushers,  etc. 

Our  nearest  District  Office  will  be  pleased 
to  furnish  you  with  our  latest  Stock  List 


CANADIAN  ALLIS-CHALMERS 

Head  Office,        ■  Toronto 


Branch  Offices:   Montreal,  Quebec,  Halifax,  Sydney,  St.  John,  Ottawa,  Hamilton,  London,  Windsor,  Cobalt,  South  Porcupine,  Winnipeg, 

Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 
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ill  i ; 


CANADA  CEMENT 

CONCRETE; 

FOR  PERMANENCE] 


WHERE  GRADES  ARE 
HEAVY— CONCRETE 
IS  SATISFACTORY 

ROAD-BUILDING   in   many  parts  of   Canada   calls   for  materials 
suitable  for  grades.    Our  hills  are  frequent  and  steep.    Our  climate 
is  such  that  for  several  months  in  the  year  a  road  tends  to  develop 
a  slippery  condition  that  is  dangerous  alike  for  motor-driven  and  horse-driven 
vehicles. 

The  even  yet  gritty  surface  of  Concrete  always  provides  a  good  footing — 
it  is  well-nigh  skid-proof,  even  in  wet  weather.  There  is  no  tire-slipping 
forward  or  sidewise — no  waste  power  in  traction. 

Possibly  the  heaviest  grade  on  which  Concrete  is  used  in  Canada  is  in 
Shawinigan  Falls,  Quebec,  a  12',i  grade.  The  road  shown  is  in  the 
Suburban  area  adjoining  Brantford,  Ont. ;  Major  Alan  Mair,  Jackson 
County,  Engineer.     It  is  on  a  7%  grade. 

CANADA  CEMENT  COMPANY  LIMITED 

HERALD    BUILDING  MONTREAL 
Salt's  Offices  at  Montreal    Toronto    Winnipeg  Calgary 


Specify 
Canada 
Cement 

Uniformly 
Reliable 


CANADA  CEMENT 

CONCRETE 

FOR  PERMANENCE 


We  maintain  a  Service 
Department  to  co-op- 
erate with  Engineers 
— in  all  lines  of  work 
for  which  Concrete  is 
adapted.  Our  Library 
is  comprehensive  and 
is  at  the  disposal  of 
the  Engineers  of  Can- 
ada at  all  times  with- 
out charge. 
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Mr.  Contractor 


ARE  YOU  USING  ONE 
OF  OUR  HEART  SHAPE 
MIXERS? 


OVER 
5000 
IN  USE 


If  not,  you  are  overlooking  something  very  important,  meaning  much 
money  to  you.    Put  one  of  our  famous  mixers  on  your  job  and  your  con- 
crete will  be  mixed  quick  and  right.    Get  in  touch  with  us.    Our  prices 
are  very  attractive.    You  will  be  sure  of  a  mixer  you  can  rely  on  and 
one  that  will  last  for  years.    Our  Machines  arc  made  in  Canada. 

We  Manufacture: 
Crushers,    Rolls,    Hoists,  Screens, 
Road  Pavers,  Derricks,  Brick,  Block, 
Tile,  Sewer  Pipe  Machines,  etc. 


Famous  Heart  Shape  Mixer 


We  equip  complete  Plants  for  the  manu- 
facture of  Brick,  Block,  Tile,  Sewer 
Pipe,  Cement  Products. 


Write  for 
Our  Latest 
Catalog 
and 

Special  Offers 


6  Brick  Machine 


Gasoline  Hoist  on  Skids 


Wettlaufer  Bros.,  Limited,  178  Spadina  Ave.,  Toronto,  Ont. 


No.  2  Tile  Machine 


IIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIII1IIIIIIIIIIM 

WATEROUS  PLATE  WORK 


l!lllllllllllllllllll!lllllllll!llllllllllllllli 

Think  of  "Waterous"  when  you 
want  quotations  on 

Steel  Tanks,  Steel  Bins,  Pressure 
Tanks,  Air  Reservoirs,  Dumping 
Skips,  Steel  Chutes,  Steel 
Buckets,  Rock  Screens 

We  can  save  you  money  on  this 
work.  A  special  department  in 
our  boiler  shops  builds  nothing 
else.  We  turn  out  the  work  right 
up  to  specifications. 

Keeping  down  costs  and  turning 
out  an  honest,  dependable  job  at 
a  reasonable  price  is  where  we 
excel. 

IT  LASTS  LONGER  IF 
"WATEROUS  BUILT." 

Waterous  Engine  Works 

Company,  Limited 

BRANTFORD        -  CAN. 

IIIIIHIIIillllHIIIII^ 
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.                                   j               esTAMJSMto  rwa  iii  operation.    And  that's  the  project  that  has  to  he 

f  \         A             f%M                                    I  oarried  out  at  the  Conference,  which  means  that  men 

*                      *V      VI  \*  -  General  Contractors  Must   Get  Together  to 

^  Engineering  ReVieW  Safeguard  Their  Interests 

A  National  Journal  for  the  Construction  Interests  of  Canada,  ^f^HE  general  contractor,  though  a  comparatively 

,  .      .  ...  .     „    .    m  _   ri__J  .  ,  I        recent  arrival  on  the  construction  held,  has 

reaching  Architects,  Engineers,  Contractors,  ,                   ,,               .  ,       ,  ' 

•  ■    ,  r\cc  •  i  come  to  be    generally    considered  the  most 

Municipal  Officials,  etc.  .    b      .      J.      .    ,               1T     ....  , 

important  factor  in  the  industry,     lie  filled 

Published  Each  Wednesday  by  a  want  that  had  been  keenly  felt  for  many  years — 

HUGH  G.   MACLEAN    LIMITED  that  °*  a  co-ordinating  organization  to  bring  about 

.„,,,.,,.  .  ".   ,                      '■      r^-  co-operation  and  synchronism  in  the  operations  of 

THOMAS  S.  \()L  \G,  Managing  Director  „    £          .               *  ,                                   r    ,        ,  . 

all  the  trades  engaged  on  a  construction  undertaking. 
MEAD  OFFICE   -  :i47  Adelaide  Street  West.  TORONTO  jj    fiHed  another  want  much  to  the  satisfaction  of  the 
lelephone  A.  2700  ,   .             -j-                    c    i      i  i                    i  •  i 
  architect,  by  providing  a  pair  of  shoulders  upon  which 

y,1NC        MONTREAL    -       it'.)  Board  of  Trade  Bldg.  the  burden    of    complete    responsibility    might  be 

WINNIPEG     -     -     -    Electric  Ry.  Chambers  placed.    The  owner,  too,  was  not  slow  to  realize  the 

*  BL        VANCOl'VER     -     -     -     -    Winch  Building  advantage  of  having  a  "goat,"  financially  liable  for 

/fH       NEW  YokK     -----     309  Broadway  any  defects  in  his  building  or  for  any  delay  in  its 

CHICAGO     -     -     -    Hi:!  Gt.  Northern  Bldg.  completion.     Hence     the     general     contractor  was 

TSS»      LONDON,  ENG.     -     -    10  Regent  Street  S.W.  welcomed  with  open  arms,  and  as  to  the  "warmth" 

 —   of  his  subsequent  treatment,  not  many  contractors 

SUBSCRIPTION  RATES  will  disagree. 
Canada  and  Great  Britain,  $2.00.    U.  S.  and  Foreign,  $3.00.  However,  the  general  contractor  is  here  to  stay. 
 Single  copies  10  cents.   He  is  filling  an  important  place  in  the  development 

Authorized  by  the   Postmaster   General  for   Canada,  for  transmission  of   industry,  and   the      general      Contracting  business 

as  second  class  matter                    • "                       P  «,„«:,.„  a.  itself  has  developed  with   surprising  rapidity.  But 

Entered  as  second  class  matter  July  18th,  1914.  at  the   Postoffice  at  f                         .    r           &         1  ,  .J 

Buffalo.  N.Y..  under  the  Act  of  Congress  of  March  3,  18.9.   despite  its  continued  growth  in  Canada  and  the  many 

t7~i  Zl                                      xn,n                       No  ■*  interests  which  Canadian  general  contractors  have  in 

Vol.  35                         January  zi,  19^0                               ■>  .                         .  0 

 ■  ~  common,  it  has  as  yet  gamed  little  or  no  homogeneity 

Principal  Contents                    paee  as  an  industry.    In  good  times  Canadian  contractors 

Editorial                                                                     49  have  made  money,  because  it  was  almost  impossible 

Canada's  Engineers— J.  B.  Carswell                                   51  to  do  otherwise,  such  was  Hie  demand  for  the  services 

Rapid  Sand  Filtration  Plant  at  Hawkesbury                     52  they  could  render;  in  bad  times,  they  have  cut  each 

Elevating  the  Status  of  Reinforced  Concrete                     55  others'  throats;  at  all  times  they  have  been  "used" 

\nnual  Meeting  of  E.  I.  C                                           60  hy  the  architect  and  the  owner.    There  has,  as  a  matter 

Montreal  Builders'  Exchange                                           60  of  fact,  been  no  stability  in  the  business.  "Mushroom" 

Batiscan  Bridge  Links  Montreal  and  Quebec   62  concerns  have  sprung  up  overnight  in  times  of  pros- 
Sewage  Disposal  is  Many-Sided  Problem                          64  penty  when  general   contracting  appeared   to  be  a 

Late  Registration  Lost  Privilege   66  very  lucrative  proposition,  only  to  arrive  in  the  bank- 
Hints  for  the  Contractor                                             68  ruptcy  courts  as  soon  as  the  demand  slackened. 

,r  .  .    n     .     ..•  „  <                                                 70  The  business  has,  in  the  past,  been  characterized 

Mainly  Constructional                                                          '«  '              •  ' 

  by  recklessness,  and  recklessness  produces  graft,  for  it 

A  C.B.C.L  Conference  Will  Mean  Much  jf  human  nature,for  f  man,  to  try       save  himself 

wit/*,  v.  ky  any  means  when  he  is  being  forced  to  the  wall. 

for  the  Industry's  Future  The  status  of  the  whole  industry  has  been  lowered 

—   as  a  result,  and  legitimate  general  contractors  who 

THE  Conference  of  the  Association  of  Canadian  are  seeking  to  run  their  business  on  sound  principles 
Building  and  Construction  Industries,  to  be  have  suffered  with  the  rest.  Some  few  of  them  have 
held  at  the  Chateau  Laurier,  Ottawa,  on  been  making  their  grievances  known,  but  most  of 
Monday,  Tuesday  and  Wednesday,  Feb.  2-  them  have  been  taking  it  stoically,  as  if  there  were 
3-4,  is  an  event  of  the  greatest  importance  to  the  no  redress  possible.  Up  to  the  present,  in  Canada, 
contractors  of  Canada.  If  successful,  it  will  result  they  do  not  appear  to  have  realized,  as  a  body  of 
in  the  completion  of  an  effective  organization  which  business  men,  that  there  is  any  means  by  which  these 
will  provide  the  machinery  for  building  up  the  status,  unfavorable  conditions  can  be  combatted  and  such 
the  influence  and  the  prosperity  of  the  great  industry  recognition  obtained  for  contracting,  as  it  deserves 
to  which  they  belong.  If  a  failure,  it  will  involve  as  a  pioneer  industry  in  national  commercial  devel- 
a  large  and  unjustifiable  waste  of  time,  energy  and  opment.  But  there  is  a  weapon  which  general  con- 
money.  But  there  can  be  no  question  of  failure  if  tractors  can  forge  for  themselves  and  use  against 
the  construction  men  of  this  Dominion  will  come  these  inimical  conditions.  That  is  the  weapon  of 
together  in  a  spirit  of  co-operation  and  prepared  to  organization.  And  there  is  munition,  with  which 
act.  It  is  action  that  counts.  Plans  and  specifications  they  can  disperse  many  of  their  industry's  foes.  That 
are  only  valuable  when  they  are  worked  into  a  munition  is  propaganda.  Here  is  the  burden  of  the 
building,  and  so  discussion  is  of  no  avail  until  it  whole  matter.  The  general  contractors  of  Canada 
results  in  definite  action.  We  want — not  plans,  nor  must  get  together.  They  must  organize;  they  must 
drawings,  nor  specifications — but  a  complete  plant —  co-operate;  they  must  reach   an   understanding  on 
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ethical  principles  of  doing  business;  they  must  be 
strong  enough  to  hold  labor  to  its  agreements  and 
to  deal  with  delinquent  members  in  their  own  ranks; 
they  must  seek  to  establish  some  uniformity  of 
operating  conditions,  at  least  locally. 

At  the  present  time  Owing  to  the  faet  that  the 
general  contractors  in  most  localities  are  simply 
"ganging  their  ain  gait,"  the  wage  rale  has  been 
more  uncertain  than  the  weather.  In  an  interview 
with  a  representative  of  the  Contract  Record  recently, 
Mr.  Holmes,  of  Archibald  &  Holmes,  Toronto,  laid 
emphasis  on  this  point.  The  trouble  most  frequently 
arose,  he  said,  where  a  contractor  was  working  on  a 
cost-plus  job  and  the  owner  wanted  it  completed  in 
a  hurry.  Jf  the  owner  decided  the  work  was  not 
progressing  fast  enough  to  suit  him,  he  would  urge 
the  contractor  to  get  more  men  and  would  instruct 
him  to  raise  the  wage  rate,  perhaps  10  cents  an  hour, 
in  order  to  do  so.  If  the  contractor  followed  the 
suggestion  and  increased  the  wages — as  very  often  he 
would,  thus  keeping  on  friendly  terms  with  the 
owner  and  putting  money  in  his  own  pocket — the 
residt  was  that  the  other  contractors  in  the  locality 
had  to  grant  an  equal  increase  in  order  to  hold  their 
men,  though  most  of  them  would  be  working  on  a 
lump-sum  contract,  for  which  they  had  figured  on 
the  lower  rate.  Mr.  Holmes  was  very  strongly  of 
the  opinion  that  the  contractors  should  get  together 
and  bind  themselves  not  to  make  any  change  in  the 
wage  rate  during  the  season,  unless  by  mutual  consent. 
This  would  be  to  the  advantage  of  all,  as  the  raising 
of  wages  did  not  increase  the  number  of  workmen 
by  a  single  man,  but  simply  disorganized  the  business 
for  the  whole  trade. 

This  is  one  specific  condition  which  Canadian 
contractors  require  organization  to  remove.  There  is 
another  almost  ludicrous  situation,  in  which  the  general 
contractors  are  making  themselves  the  "goats."  Some 
firms  of  architects,  when  conditions  are  favorable, 
are  actually  going  into  the  general  contracting  bus- 
iness, with  the  help  of  the  general  contractors 
themselves.  These  firms  call  for  unit  prices  from 
the  general  contractors  and  also  call  bids  from  the 
sub-contractors.  With  all  these  figures  before  them 
which  have  been  prepared  at  considerable  expense, 
they  proceed  to  make  up  a  conglomerate  bid,  picking 
out  the  lowest  figures  on  each  trade,  and  get  some 
general  contractor  in  as  a  sub-contractor,  with  the 
provision  that  his  plant  shall  be  available  for  use  on 
the  job  as  long  as  required.  The  net  result  is  that 
after  the  general  contractors  have  done  his  estimating 
and  figuring  for  him,  the  architect,  who  has  but  a 
small  organization  to  maintain  and  little  or  no  financial 
responsibility,  undertakes  the  general  contract  him- 
self and  gets  credit  from  the  owner  for  saving  the 
general  contractor's  profit  on  the  work. 

Who  can  blame  the  architect  or  the  owner  if  they 
can  get  away  with  it?  As  long  as  the  general  con- 
tractors will  submit  them  unit  bids,  free  of  charge, 
there  is  no  reason  why  they  should  not  accept  them. 
But  it  is  time  the  general  contractors  woke  up  to 
their  own  interests  and  refused  to  allow  the  architect 
to  use  their  cost-keeping  organization  in  this  way. 
Another  point  which  they  could  settle  if  they  got 
together  and  organized ! 

The  time  for  organization  is  right  now.  Within 
the  next  few  weeks,  the  convention  of  the  Associa- 
tion of  Canadian  Building  and  Construction  Industries 
at  Ottawa  will  give  the  contractors  the  opportunity 


they  need.  Let  them  get  together  at  that  time  and 
form  their  own  organization,  as  a  branch  of  the 
A.C.B.C.I.,  or  in  affiliation  with  it.  There  is  this  point 
to  remember,  that  local  associations  in  the  various 
cities  and  towns  of  Canada  must  be  the  basis  of  their 
organization.  These  local  associations  should  Bend 
representatives  to  compose  provincial  executives,  and 
the  provincial  executives  can  in  turn  elect  members 
to  a  Dominion  council.  Such  provincial  and  Domin- 
ion bodies  are  very  desirable,  for  there  are  very  many 
problems  which  affect  the  contractors  of  Canada  as  a 
whole,  while  others  affect  the  individual  provinces. 
Hut  when  all  is  said  and  done,  the  local  organization 
is  the  most  important ;  it  can  do  the  most  work,  and 
the  average  general  contractor  will  find  more  benefit 
from  it  than  from  the  so-called  "parent"  organizations. 
Let  the  general  contractors  start  to  build  there,  from 
the  bottom  up,  and  let  them  draw  up  their  plans  at 
the  A. C. B.C. I.  convention  in  Ottawa,  Feb.  2-3-4. 

Local  Exchange  is  Proper  Basis  of  Organiza- 
tion in  Building  Industry 

AT  the  coming  Ottawa  conference  of  the  Asso- 
ciation of  Canadian  Building  and  Construc- 
tion Industries,  the  dates  of  which  have 
been  changed  to  Feb.  2-3-4 — as  previously 
announced— it  is  expected  that  there  will  be  a  very 
representative  gathering  of  contractors  in  every  line 
of  business,  building  supply  men,  manufacturers  of 
structural  materials,  and  others  connected  with  the 
industry,  from  all  parts  of  the  country.  The  Asso- 
ciation is  as  yet  only  in  its  preliminary  shape — in 
contracting  terms,  sketch  plans  have  been  drawn 
and  the  material  is  on  the  ground,  but  there  lies 
ahead  the  task  of  drawing  up  the  detailed  plans  and 
completing  the  structure.  The  construction  men  who 
attend  the  conference  must  come  prepared  to  carry 
out  this  work.  Vague  and  hazy  ideas  will  clog  the 
discussion  and  delay  the  reaching  of  conclusions. 
Every  man  should  have  a  "solitaire"  session  before- 
hand, weigh  the  matter  pro  and  con,  and  come  to 
the  conference  with  definite  ideas  as  to  the  form  the 
organization  should  take,  its  objects  and  its  executive 
machinery.  He  will  thus  have  a  criterion  with  which 
to  compare  the  proposals  brought  forward  by  others, 
and  a  criterion  is  as  valuable  in  working  out  a  scheme 
of  organization,  as  a  plumb  line  is  in  erecting  a 
building. 

The  plan  which  the  Contract  Record  has  been 
advocating  is  the  "local-unit"  or  "district"  scheme  of 
organization.  In  this  scheme  the  local  exchange  is  the 
basis  of  the  whole  organization.  That  is  where  the 
interest  of  nearly  every  contractor  centres — in  his 
own  exchange.  Through  it  he  can  obtain  more 
direct  and  more  apparent  benefits  than  through  any 
broader  association,  but  that  does  not  mean  that  the 
work  of  organization  should  stop  there.  We  cannot 
build  up  a  homogeneous  and  influential  industry  with- 
out a  Dominion-wide  organization.  Canada,  however, 
is  a  big  country  and  from  a  local  unit  to  a  Federal 
Council  is  too  long  a  step.  There  must  be  intermediate 
bodies  to  hold  together  the  district  exchanges,  else 
they  will  fall  apart,  and  the  logical  division  of  the 
Dominion  for  the  purposes  of  organization  along 
these  lines  is,  we  believe,  by  provinces.  That  there 
is  valuable  and  important  work  for  a  provincial 
executive  to  do  is  apparent,  inasmuch  as  there  are 
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Canada's  Engineers — B.  Carswell 


Some  ten  years  ago  Mr.  John  B.  Carswell  arrived 
in  Canada  from  Scotland,  and  took  up  a  position  in 
the  engineering  department  of  the  Grand  Trunk  Rail- 
way in  Montreal.  In  Scotland  he  had  spent  seven 
years  training  as  a  civil  engineer  as  a  pupil  with  J. 
B.  Brodie,  a  well-known  consulting  engineer  in  Glas- 
gow. His  apprenticeship  was  spent  on  the  installa- 
tion of  water  works  and  drainage  schemes,  and  on 
dock  work  on  the  west  coast  of  Scotland.  After  his 
apprenticeship  he  graduated  from  Glasgow  University 
as  Bachelor  of  Science  in  Engineering. 

Returning  to  Scotland  after  a  summer  spent  on 
railway  work  in  Canada,  he  spent  another  winter  in 
the  Jas.  Watt  Laboratories  at  Glasgow  University, 
and  next  year  he  returned  to  Montreal  to  take  charge 
of  the  construction  of  the  Birks  Building,  one  of  the 
first  ten-storey  reinforced  concrete  buildings  in  Mon- 
treal. Next  year  he  joined  the  firm  of  Ross  and  Mac- 
donald,  architects,  and  after  spending  two  years  as 
business  manager  of  their  head  office,  in  Montreal,  he 
came  to  Toronto  as  their  Ontario  representative.  He 
served  in  this  capacity  for  five  years,  during  which 
period  he  handled,  among  others,  such  well-known 
buildings  as  the  Central  Technical  School,  the  Royal 
Bank  building,  and  the  Toronto  Union  Station. 

While  acting  as  resident  architect  on  the  station 
work  he  was  asked  by  the  Director  of  Aviation  to 
take  over  the  supervision  of  the  construction  of  the 
Canadian  Aeroplane  plant,  and  shortly  afterwards  he 
was  appointed  chief  engineer  of  the  Aviation  Depart- 
ment of  the  Imperial  Munitions  Board. 

In  this  capacity  Mr.  Carswell  spent  two  years  on 
the  design  and  construction  of  all  the  Royal  Air  Force 
Barracks,  repair  parks  and  flying  fields  throughout  On- 
tario. He  organized  a  construction  force  with  depart- 
ments covering  plumbing,  heating,  electrical  work, 
telephone  work,  road  building,  and  building  construc- 
tion. This  work  was  scattered  over  a  two  hundred 
mile  radius  and  construction  camps  had  to  be  main- 
tained, entailing  a  large  commissary  department  to 
feed  and  house  the  men.  This  construction  force,  at 
times,  numbered  over  two  thousand  men  and  the  ex- 


penditure was  over  four  hundred  thousand  dollars  per 
month. 

At  the  close  of  this  work  Mr.  Carswell,  with  two 
of  his  former  associates,  formed  the  Carswell  Con- 
struction Company,  which  is  now  operating  a  general 


J.  B.  Carswell 

contracting  business  in  an  extensive  way  in  Toronto 
and  neighborhood. 

Mr.  Carswell  is  an  Associate  Member  of  the  In- 
stitution of  Civil  Engineers  and  of  the  Engineering 
Institute  of  Canada,  and  is  a  well  known  member  of 
the  Engineers'  Club  in  Toronto. 


varying  conditions  in  each  individual  province.  There 
are  provincial  governments  to  deal  with,  provincial 
labor  bodies,  and  provincial  organizations  represent- 
ing manufacturers  and  supply  men.  Besides  there 
are  many  practical  problems  of  the  industry,  such  as 
availability  of  materials,  transportation  facilities,  fuel 
supply  and  so  on,  which  affect  some  of  the  provinces 
differently  from  others,  and  some  phases  of  these 
problems  can  best  be  handled  by  a  provincial  body. 

Therefore,  it  will  be  seen  that  to  achieve  a  complete, 
flexible  and  workable  organization,  we  must  have 
these  three  links— the  district  or  local  exchange,  the 
provincial  executive  and  the  Dominion  executive. 
The  local  exchanges  deal  with  matters  which  affect 
the  trade  in  one  particular  town,  city  or  district,  and 
they  elect  representatives  to  the  Provincial  executive, 
which  handles  provincial  affairs,  and  in  turn  elects 
representatives  to  a  federal  council.  It  is  really 
unnecessary,  under  this  scheme,  to  have  more  than 
one  representative  from  each  province  on  the  Dominion 
executive,  and  on  this  account  there  is  a  huge  saving 
in  time  and  money,  as  compared  with  an  unwieldy 
Dominion  Association  with  an  individual  membership 
extending  all  over  the  country,  who,  when  any  matter 
of  importance  arises,  must  all  be  called  together  to 
discuss  it  or  else  must  leave  the  matter  entirely  to 
the  decision  of  an  bureaucratic  executive.    The  scheme 


we  have  suggested,  however,  is  essentially  democratic. 
If  any  question  comes  up  which  demands  attention 
by  the  Federal  executive,  every  local  unit  has  the 
means,  through  its  representative,  of  expressing  its 
views  or  making  a  protest.  Voting  powers  of  repres- 
entatives should  be  in  proportion  to  the  numerical 
strength  of  the  exchanges  they  represent,  and  pro- 
vincial executive  meetings  should  be  called  upon 
request  of  a  given  number  of  "locals"  in  each  province, 
as  may  be  determined  at  the  Conference.  Similarly 
a  Federal  executive  meeting  should  be  compulsory 
upon  petition  of  a  determined  number  of  Provincial 
representatives. 

There  is  a  very  definite  need  for  a  Dominion 
organization,  but  we  do  not  believe  it  can  be  held 
together  for  long  through  any  other  scheme  than 
the  one  suggested.  The  individual  member  will  soon 
lose  interest  in  a  Dominion  Association,  with  head- 
quarters a  thousand  miles  away,  unless  he  is  kept  in 
touch  with  it  through  the  local  organization.  We 
hope  our  readers  will  give  the  proposal  their  careful 
consideration. 


The  second  annual  aeronautical  exposition  under 
the  auspices  of  the  Manufacturers  Aircraft  Associa- 
tion, Inc.,  will  be  held  in  New  York  on  March  6-13 
inclusive. 
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Rapid  Sand  Filtration  Plant  at  Hawkesbury 

Detailed  Description  of  Plant  for  Purification  of  the 
Water  Supply  of  Ontario  Town  on  the  Ottawa  River 

 By  J.  O.  Meadows*  


AFTER  investigating  the  water  supply  of 
Hawkesbury,  Out.,  the  Provincial  Board  of 
Health  of  Ontario  ordered  the  municipality 
to  construct  a  filtration  plant  for  the  puri- 
fication of  the  public  water  supply.  Hawkesbury 
located  on  the  Ottawa  River  about  50  miles  west  of 
Montreal ;  its  population  is  about  5,500  and  its  chief 
industry  is  the  manufacture  of  pulp  and  lumber. 

The  Ottawa  River  at  Hawkesbury  is  not  a  highly 
polluted  stream  but  it  receives  the  sewage  of  the 
municipalities  located  above  and  a  certain  amount 
of  pollution  is  present  in  the  llawkesbury  supply  at 
all  times.  This  pollution  reaches  its  maximum  when 
the  river  is  at  its  low  stages  because,  at  such  times, 
the  sewage  entering  the  stream  receives  less  dilution. 
The  new  purification  plant  adjoins  the  old  pump- 


Barrett  specification  20-year  guaranteed  roofing.  The 
ceiling  is  sheathed  with  3  in.  T.  &  G.  sheathing. 

Low  Lift  Pumps 

The  low  lift  pumps  consist  of  two  direct  connected 
Allis  Chalmers  centrifugal  pumps,  each  having  a 
capacity  of  750  gals,  per  minute  against  a  head  of 
30  ft.  One  pump  is  driven  by  an  electric  motor  and 
the  second  by  a  steam  turbine.  The  motor  driven 
pump  will  serve  as  the  regular  pumping  unit,  the 
steam  turbine  driven  pump  only  being  used  when 
the  regular  unit  is  out  of  service.  The  low  lift  pumps 
take  their  water  from  the  intake  well  through  a 
10  in.  suction  and  discharge  into  the  inlet  chamber 
of  the  coagulation  basin  through  an  8  in.  cast  iron 
discharge  line.    The  discharge  of  the  low  lift  pumps 


Fig.  1 — Rapid  sand  gravity  filtration  plant  at  Hawkesbury,  Ont. — location  plan  on  the  right  and  plan  of  operating,  floor  on  the  left. 


ing  station,  the  west  wall  of  the  pumping  station 
being  also  the  east  wall  of  the  filtration  plant.  A 
passageway  connects  the  two  stations  and  makes  it 
possible  for  the  same  staff  to  operate  both  the  purifi- 
cation plant  and  the  pumping  station. 

The  filter  plant  consists  of  several  distinct  and 
related  parts,  viz.,  low  lift  pumps,  coagulation  basin, 
chemical  solution  tanks  and  chemical  feeding  devices, 
filters,  pipe  gallery,  operating  floor,  chemical  storage, 
and  clear  water  basin.  The  coagulation  basin,  clear 
water  basin,  filters  and  chemical  storage  tanks  are 
constructed  of  reinforced  concrete.  The  concrete 
used  where  watertightness  was  required  was  composed 
of  one  part  cement,  two  of  sand  and  four  of  crushed 
stone.  No  waterproofing  material  was  used  to 
secure  a  tight  job.  The  super-structure  over  the 
filters,  operating  floor,  and  chemical  tanks  is  of  brick, 
the  15  in.  wall  being  laid  with  a  2  in.  air  space.  The 
roof  is  supported  on  15  in.  I-beams  and  covered  with 

'Sanitary   engineer,   Montreal   Water  and   Power  Company. 


is '  regulated  by  a  double  disk  valve  actuated  by  a 
30  in.  float.  This  regulating  valve  is  located  on  the 
discharge  line.  A  stem  connected  with  the  valve 
disks  passes  through  two  stuffing  boxes  and  connects 
with  the  float,  the  float  chamber  of  which  is  connected 
with  the  coagulation  basin  by  a  lj^  in.  line,  thus 
maintaining  the  same  water  level  in  the  float  chamber 
as  obtains  in  the  coagulation  basin. 

Chemical  Solution  Tanks 

The  two  chemical  solution  storage  tanks,  each  with 
a  capacity  of  620  gals,  are  constructed  of  reinforced 
concrete  and  located  on  the  operating  floor  level. 
The  inside  of  these  tanks  is  protected  with  Everlastic 
cement  paint  and  each  tank  is  provided  with  a  dis- 
solving tray,  shut  off  valve,  motor  driven  agitator, 
depth  gauge  and  alum  solution  filter.  The  piping  and 
fittings  in  connection  with  the  alum  solution  tanks 
an  of  acid  proof  bronze  or  lead.  Drain  outlets  are 
also  provided  from  each  tank. 

The  alum  solution    from    the    storage  tanks  is 
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Sectional  plan  of  nitration  plant 


measured  through  lead-lined  orifice  boxes  and  is 
applied  to  the  raw  water  in  the  discharge  line  from 
the  low  lift  pumps.  A  secondary  coagulation  treat- 
ment is  also  provided  to  the  already  treated  water 
directly  in  front  of  the  outlet  of  each  section  of  the 
coagulation  basin. 

Coagulation  Basin 

The  coagulation  basin  is  in  two  sections,  each 
section  being  40  ft.  long  by  18  ft.  wide  by  16}/>  ft. 
deep.  A  storage  or  retention  period  of  3}4  hours  is 
provided  by  the  basin  when  the  filter  plant  is  operated 
at  its  rated  capacity  of  1,000,000  gals,  per  day.  The 
alum-treated  water  enters  the  basin  from  the  inlel 
chamber,  passes  down  toward  the  bottom  of  the 
basin  and  under  the  baffle  placed  near  the  inlet  end 
of  the  basin  and  then  flows  to  the  outlet  flumeway. 
Each  section  of  the  basin  is  provided  with  two  14  in. 
diam.  sluice  gates  into  the  outlet  flume  and  one  6  in. 
drain.  The  end  of  each  drain  line  is  located  in  a 
sump  and  the  control  valves  are  located  in  the  dry 
or  overflow  chamber  adjoining  the  inlet  chamber.  An 
8  in.  drain  line  leads  from  the  dry  chamber  to  the 
bank  of  the  river  where  it  connects  with  the  10  in. 
sewer  line  from  the  filters. 

The  three  filter  units  each  have  a  filtering  capacity 
of  240  gals,  per  minute.    The  strainer  system  of  each 


filter  consists  of  the  0  in.  manifold,  the  lateral  pipes 
and  strainer  valves.  The  manifold  pipe  is  provided 
with  2  in.  connections  on  each  side  spaced  10*4  iti. 
apart,  into  which  are  placed  the  cast  iron  lateral 
pipes.  The  lateral  pipes  are  drilled  and  tapped  on  one 
line  every  6  in.,  to  receive  the  composition  metal 
strainer  valves.  After  installation  the  manifold  system 
was  imbedded  in  concrete  to  the  top  of  the  lateral 
pipes. 

On  top  of  the  manifold  system  is  placed  9  in.  of 
graded  gravel,  varying  in  size  from  1  in.  to  %  in. 
Directly  above  the  gravel  is  located  the  air  manifold 
system  which  consists  of  the  2l/z  in.  air  pipe  drilled 
and  tapped  every  4  in.  on  botb  sides  to  receive  the 
Y%  in.  brass  air  tubes.  These  air  tubes  are  slotted 
on  alternate  sides  every  2y2  in.  and  are  connected  at 
both  ends  with  the  air  pipe.  The  27  in.  of  filtering 
medium  is  placed  on  top  of  the  gravel  and  air  manifold 
system.  The  filtering  medium  consists  of  two  parts 
filter  sand  and  one  part  crushed  marble,  the  marble 
being  of  the  same  size  as  the  sand. 

Each  filter  is  provided  with  two  10  in.  special 
design  cast  iron  wash  water  gutters  equipped  with 
concrete  sand  catchers  and  air  vents.  At  the  inlet 
end  of  the  filter  the  gutters  are  attached  to  the  two 
10  in.  hydraulic  influent  gates  and  at  the  outlet  end, 
to  special  wall  castings  in  the  breast  wall  of  the 
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Fig.  3 — Sectional  elevation  on  line  D-D   (Fig.  2) 


54 


THE   CONTRACT  RECORD 


January  21,  1920 


sewer  sum]).  The  lips  of  the  gutters  arc  planed  to 
a  true  line  and  are  placed  level  with  respect  to  each 
other  in  the  same  filter  unit. 

Each  tiller  unit  is  equipped  with  the  necessary 
filter  piping,  loss  of  head  gauge,  and  rate  controller. 


Fig.  4 — Section  on  lint-  C-C  (Fig.  2) 


The  rate  controller  is  of  the  Venturi  type  and  each 
controller  is  so  arranged  that  it  can  operate  separately 
or  in  series  with  the  other  controllers,  control  in  the 
latter  case  being  provided  by  the  master  controller. 

The  filter  bed  is  washed  with  air  and  water  simul- 
taneously, as  the  air  and  wash  water  arc  supplied 
through  sepcratc  manifold  systems.  In  washing  the 
filter  the  air  is  shut  off  about  one  minute  before  the 
wash  is  completed  to  allow  the  wash  water  to  level 
the  filtering  medium. 

Pipe  Gallery  and  Clear  Water  Basin 

The  pipe  gallery  is  located  on  the  ground  floor 
and  in  front  of  the  front  wall  of  the  filters.  In  it  is 
located  all  the  necessary  piping,  valves,  loss  of  head 
tubes,  and  rate  controllers.  Adjoining  the  pipe 
gallery  is  the  chemical  storage  room  where  sufficient 
space  is  available  for  the  storage  of  a  car  load  of 
filter  alum. 

The  clear  water  basin  is  located  below  the  filters 
and  pipe  gallery  and  has  a  capacity  of  about  50,000 
gals.  On  the  side  of  the  clear  water  basin  adjacent 
to  the  pumping  station  is  located  a  sump  in  which  is 
placed  the  end  of  the  suction  line  to  the  high  lift 
pumps.  Also  at  this  point  the  chlorine  is  supplied 
to  the  filtered  water  to  effect  sterilization.  A  clear 
water  depth  gauge  with  high  and  lowr  water  alarm 
is  also  provided. 

Auxiliary  Mechanical  Equipment 

The  motor  driven  air  blower  is  located  in  the 
pumping  station  and  is  controlled  from  the  filter 
operating  floor. 

Water  for  washing  the  filters  is  taken  from  the 
12  in.  line  to  the  100,000  gal.  service  tank,  through 
a  6  in.  cast  iron  pipe  connecting  with  the  wash  water 
line  to  each  filter. 

A  Wallace  and  Tiernan  manual  control  pulsometer 
type  chlorine  control  apparatus  is  provided  to  chlor- 
inate the  filtered  water  as  it  passes  from  the  clear 
water  basin  to  the  high  lift  pumps. 

Filter  Test 

Work  on  the  filter  plant  was  started  in  September 
1918  and  completed  in  June  1919.  On  August  4th  and 
5th.  an  efficiency  test  was  run  on  the  plant  and  the 


following  table  is  a  summary  of  the  bacteriological 
results  obtained  at  that  time. 


Summary  Table 


Raw   . . , 

Settled 

Filtered 


No.  of  Samples 

4 
4 
12 


Bacteria  per  C.C. 
20  cleg.  C. 

1670 
95 
30 


An  agreement  between  the  town  of  Hawkcsbury 
and  the  engineer  provides  for  operating  supervision 
of  the  filter  plant  for  one  year  after  the  completion 
of  the  work.  The  filter  operators  have  been  trained 
to  take  the  necessary  records  and  data  cards  have 
been  provided  for  their  use.  Two  or  more  series 
of  water  samples  are  taken  each  month  for  analyses 
and  a  close  check  is  kept  on  the  operation  of  the  plant. 

Cost  and  Personnel 

The  cost  of  the  filter  plant  including  the  low  lift 
pumping  equipment  was  $49,100.  The  contract  was 
awarded  to  Archambault  &  LeClair  of  Montreal,  with 
the  Norwood  Engineering  Co.  of  Cowansville,  Que., 
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Fig.  5 — Upper:  Section  on  line  A-A.     Lower:  Section  on  line  B-B. 

as  sub-contractors  for  the  filter  equipment.  Jas.  O. 
Meadows,  sanitary  engineer  of  Montreal  acted  as 
engineer  for  the  town,  with  Victor  Belanger  as 
resident  engineer. 

Report  of  Hydrometric  Surveys 

The  Department  of  the  Interior,  Ottawa,  has  is- 
sued a  report  of  the  hydrometric  surveys  in  the  pro- 
vinces of  Alberta  and  Saskatchewan  for  the  year  ended 
September  30,  1917.  The  report  has  been  prepared 
under  the  direction  of  F.  H.  Peters,  commissioner  of 
irrigation,  by  P.  M.  Saunders,  chief  hydrometric  engi- 
neer, assisted  by  G.  R.  Elliott  and  V.  A.  Newhall,  di- 
visional hydrometric  engineers.  The  hydrometric  sur- 
vey operations  in  Alberta  and  Saskatchewan  are  car- 
ried on  by  the  Reclamation  Service  of  the  Department 
of  the  Interior. 


The  U.  S.  Federal  Board  for  Vocational  Educa- 
tion has  distributed  volume  two  of  its  third  annual 
report  entitled  "Vocational  Rehabilitation." 
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Elevating  the  Status  of  Reinforced  Concrete 

Construction  of  Concrete  Buildings  on  Wrong  Basis — Employment 
of  Specialists  the  Remedy  —  Tests  Prove  Fallacy  of  Building 
Ordinances  which,  as  they  Exist,  are  Prejudicial  to  Concrete 

 —  By  F.  G.  Engholm*  ■ 


THERE  is  something  wrong  with  regard  to  the 
way  in  which  reinforced  concrete  buildings 
are  controlled,  and  1  will  endeavor  to  explain 
the  reason.  Reinforced  concrete  is  a  building 
material  which  is  manufactured  on  the  site,  and  tin- 
manufacturer  is  the  contractor.  Considering  the 
Component  parts  of  reinforced  concrete — cement,  sand, 
stone,  steel  and  forinwork — the  only  one  which  is  a 
finished  manufactured  product  is  the  cement.  The 
sand  and  stone  are  raw  materials  having  a  very  low- 


Secondly,  it  is  comparatively  easy  for  an  architect 
or  an  engineer  to  design  in  steel,  timber,  etc.,  and 
superintend  the  construction.  The  calculation  and 
construction  is  simple,  and  he  is  able  to  do  the  work 
himself.  In  the  case  'of  structural  steel,  the  shop 
drawings  are  invariably  prepared  and  paid  for  by  the 
fabricating  works,  and  the  engineer  or  architect  is 
relieved  of  that  responsibility.  If  the  architect  or 
engineer  employs  reinforced  concrete  he  does  so  only 
at  considerably     increased     trouble     to     himself  and 


An   excellent   example   of  what   may   be  accomplished  with   reinforced  concrete — the  Royal  Liver  building,   Liverpool,  Eng. 

Spans  range  up  to  60  feet 


bulk  cost  compared  to  any  manufactured  product. 
The  lumber  used  in  the  formwork  is  rough  material 
and  the  steel  is  in  the  form  of  ordinary  round  rods 
which  bear  a  very  low  cost  of  manufacture,  so  low, 
in  fact,  that  they  might  be  classed,  comparatively 
speaking,  as  raw  material.  The  commercial  power  of 
vested  interests  in  the  manufacture  of  cement,  sand, 
stone  and  reinforcing  steel  is  small  compared  to  the 
commercial  power  of  the  manufacturing  interests  of 
other  building  materials,  such  as  structural  steel,  terra 
cotta  tile,  brick,  timber,  etc.  Apart  from  the  cement 
manufacturers,  no  one  possesses  any  real  power  or 
is  able  to  provide  the  necessary  funds  to  advertise  and 
push  reinforced  concrete  as  other  materials  have  been 
pushed.  Business  people  who  have  the  power  of 
placing  contracts  have  very  little  information  on  the 
subject.  

*Of  F.  G.  Engholm  &  Partners,  civil  engineers.  Toronto,  before 
Toronto  Branch,  E.I.C. 


corresponding  increase,  in  the  expenses.  It  pays  him 
to  employ  reinforced  concrete  specialists,  but  in  so 
doing  he  has  to  obtain  permission  from  his  employers 
or  clients,  and  this  reflects  sometimes  upon  his  own 
ability  in  the  eyes  of  the  client  or  employer.  This, 
of  course,  is  due  to  entire  lack  of  understanding. 

A  reinforced  concrete  engineer  who  has  made  a 
life  study  of  the  work  and  employs  an  expert  staff 
to  do  the  work,  can  save  tremendously  compared  with 
the  efforts  of  anyone  who  is  not  familiar  to  any  high 
degree  with  the  subject.  The  actual  cost  of  special 
engineering  service  in  connection  with  reinforced 
concrete  construction  is  absolutely  negligible  compared 
to  the  saving  it  is  possible  to  effect  over  other  materials 
of  construction  and  the  employment  of  engineers  to 
design  reinforced  concrete  structures  who  lack 
practical  experience. 

Thirdly,  as  I  explained  before,  reinforced  concrete 
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The  La  Salle  bridge,  Montreal, 
is  another  splendid  example  of 
reinforced  concrete  work.  This 
construction  view  shows  the 
plant   for   placing  concrete. 


is  manufactured  on  the  site.  Now,  in  the  process  of 
manufacturing  a  material,  the  work  of  manufacture 
is  thoroughly  inspected  and  material  is  tested  at  the 
various  stages  of  production  with  minute  care,  so  that 
any  error  is  corrected  in  the  process  of  manufacture. 
Reinforced  concrete  is  no  exception,  and  it  is 
absolutely  essential  to  check  up  the  manufacture  of 
the  material  in  all  its  stages  by  expert  supervision. 
Again,  the  cost  of  this  expert  supervision  is  absolutely 
negligible  compared  to  the  results  obtained,  but  all 
this  comes  under  the  heading  of  expert  or  special 
service,  and  any  money  expended  therori  sticks  out 
over  and  above  the  contract  price  and  is  looked  upon 
by  the  owner  from  an  entirely  wrong  point  of  view. 
He  does  not  appreciate  that  he  is  getting  full  value 
for  such  an  expenditure,  and  looks  to  his  engineer 
or  architect  to  supply  such  special  service  for  nothing. 
I  believe,  when  this  difficulty  is  fully  appreciated  and 
understood  by  business  men,  there  will  be  considerable 
increase  in  the  use  of  reinforced  concrete  as  a  material 
of  construction. 

Unscrupulous  Competition  in  Designing 
The  difficulty  of  providing  this  special  engineering- 
service  has  led  to  great  abuse  of  reinforced  concrete 
as  a  material  of  construction.    In   the  age  of  the 


deformed  bar  the  market  was  Hooded  with  special 
sections  of  steel  bars  which,  like  a  quack  medicine, 
were  supposed  to  do  all  kinds  of  things.  In  the  early 
days  there  was,  of  course,  a  big  difference  between 
the  cost  of  reinforced  concrete  structures  and  other 
forms  of  construction,  and  contractors  tendered  on  a 
reinforced  concrete  scheme  as  an  alternative  method 
of  construction  on  any  job  the)'  were  able  to,  and 
large  profits  were  made.  Engineers,  seeing  this 
difference  in  price,  sought  a  means  of  attaching  their 
name  to  some  special  bar  with  a  few  notches  in  it, 
or  bumps  on  it,  to  establish  an  engineering  practice 
in  which  designs  and  engineering  service  were  supplied 
"free  of  charge"  if  this  particular  form  of  steel  rein- 
forcement was  specified.  Much  unscrupulous  com- 
petition was  indulged  in  by  these  engineers  competing 
among  themselves  for  work  and  many  unsafe  structures 
were  built,  and  trouble  occurred.  Hence  the  rigid 
by-laws  and  the  prejudice  against  Reinforced  Concrete 
construction  on  the  ground  that  it  is  not  safe.  I 
am  glad  to  say  that  this  condition  is  coming  to  an 
end  and  the  situation  is  being  more  fully  understood. 

Notwithstanding  these  and  other  obstacles  rein- 
forced concrete  has  made  great  headway,  and  has 
proven  itself,  when  properly  designed  and  constructed, 


The  design  of  reinforcing  re- 
quires fine  detailing.  This  il- 
lustration of  the  curtain  wall 
reinforcement  of  the  La  Salle 
bridge,  Montreal,  indicates  the 
necessity  of  employing  special- 
ist service  for  concrete  design. 
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to  possess  the  highest  ideals  in  efficiency  and  perman- 
ence of  any  form  of  construction  known  to  engineering 
science  at  the  present  day. 

Tests  Show  Up  Fallacies 

The  U  nited  States  Bureau  of  Standards,  together 
with  the  Emergency  Fleet  Corporation,  have  heen 
conducting  the  most  comprehensive  tests  on  reinforced 
concrete  that  exist  at  the  present  day.  They  have 
shown  up  many  fallacies,  and  have  definitely  proved 
that  various  by-laws  have  fallen  very  wide  of  the 
mark  in  the  control  of  stresses,  etc. 

The  fact  was  that  if  ships  were  to  he  made  of 
reinforced  concrete  and  were  to  comply  with  any  of 
the  existing  by-laws  and  regulations  for  reinforced 
concrete  it  would  be  necessary  for  them  to  have 
shells  at  least  15  in.  thick  as  compared  witli  4  in. 
finally  adopted.  Tests  of  large  reinforced  concrete 
beams  were  started  to  make  certain  that  no  mistake 
was  being  made  in  using  the  4  in.  shell.  These  first 
tests  were  made  on: —  (a)  Beams  4  feet  4  inches  deep 
and  18  feet  6  inches  long;  (b)  one  beam  10  feet  deep 
and  22  feet  long;  and  (c)  specimen  ship  frames  of 
full-size  cross-section  and  -20  feet  span.  The  frames 
were  cut  off  at  a  point  corresponding  to  the  point  of 
inflection  or  4  feet  6  inches  above  the  top  of  the  keel. 


Test  of  beams  in  which  span  is  greater  in  proportion  to  depth  than  other 
beams  tested.     Note  diagonal  cracks  still  maintain  an  angle  of  45  degs. 


The  tests  were  made  in  the  10,000 ,000-pound  testing 
machine  at  the  Bureau  of  Standards,  Pittsburgh. 

For  the  beams  the  load  was  applied  at  the  centre 
of  the  span  upon  the  upper  flange.  The  beams  were 
supported  at  each  end  on  a  steel  plate  girder.  The 
beam  10  feet  deep  was  first  loaded  forty  times  with 
f>40,000  pounds,  which  was  four  times  as  much  as  the 
maximum  which  the  Standards  of  the  Joint  Committee 
on  Concrete  and  Reinforced  Concrete  would  have 
allowed  as  its  working  load.  The  widest  crack  at  the 
first  application  of  this  load  was  thirteen  one- 
thousandths  of  an  inch,  and  with  forty  repetitions  of 
the  load  there  was  no  appreciable  increase  in  widths 
of  cracks.  The  beam  was  then  inverted  and  load  w.as 
applied  in  the  opposite  direction,  causing  failure  a: 
1,363,000  pounds  or  nine  times  as  much  as  the  Joint 
Committee  standards  for  reinforced  concrete  design 
would  have  allowed  as  a  working  load. 

To  about  the  middle  of  1919  over  600  beams  and 
ship  frames  were  tested.  These  beams  varied  in 
depth  from  18  in.  to  10  feet  and  in  lengths  varying  up 
to  20  feet.  The  tests  involved  over  20  items  of 
interest  including  bond,  shear,  etc. 

Investigation  of  Shear 

Owing  to  the  limited  space  it  will  be  impossible 
to  give  anything  approaching  a  comprehensive  descrip- 
tion of  the  tests.  I  shall  take  up  just  one  particular 
point,  namely,  investigation  of  the  shear. 

A  certain  number  of  beams  were  made  with  webs 
reinforced  against  shear  in  various  ways.    In  some, 


vertical  stirrups  alone  were  employed.  In  some, 
diagonal  stirrups  sloping  upwards  towards  the  supports 
were  employed.  In  some,  diagonals  in  both  directions 
sloping  both  upward  and  downward  towards  the 
supports  crossing  each  other  at  an  angle  of  about  JO 
degrees,  were  employed.  In  others,  horizontal  bars 
were  also  used. 

The  main  tension  and  compression  members  cf 
this  series  of  beams  were  made  strong  in  proportion 
to  the  webs  in  order  to  ensure  a  failure  by  shear.  'The 
web  thickness  varied  from  3  in.  to  8  in.,  the  main 
members  projecting  about  6  in.  on  either  side  of  the 
web. 

In  order  to  overcome  the  discrepancies  which 
might  result  from  the  fact  that  the  main  members 
composed  a  rigid  frame  around  the  web,  one  series 
of  beams  without  the  webs  was  tested,  and  from 
the  results  obtained  it  was  possible  to  deduce  very 
closely  the  true  shear  value  of  the  web. 
•  The  failures  were  practically  all  shear  failures  as 
designed,  and  the  diagonal  cracks,  no  matter  what 
the  relation  of  depth  to  length,  were  inclined  as 
shown  in  the  illustrations,  at  an  angle  of  about  45 
degrees.  The  cracks  were  actually  very  minute  in 
width  so  that  it  has  been  necessary  to  paint  them 


Shows  typical  failure  of  the  concrete  by  diagonal  compression  in  beam 
where  shear  steel  is  provided  in  excess.     Note  number  and  equal 
distribution  of  cracks 

that  they  may  show  up  properly  in  the  photographs. 
With  the  high  percentage  of  web  reinforcement  the 
diagonal  cracks  were  finer  and  uniformly  distributed 
over  quite  a  wide  area,  while,  with  smaller  percent- 
ages of  web  reinforcement,  the  cracks  were  fewer 
and  further  apart,  and  at  the  same  time  wider. 

It  was  found  that  the  shear  carried  was  dependent 
upon  two  things :  firstly,  the  amount  of  shear  reinforce- 
ment, and  secondly,  the  diagonal  compression  strength 
of  the  concrete,  values  as  high  as  2,500  lbs.  per  square 
inch  being  recorded  at  failure,  with  a  concrete  having 
an  ultimate  strength  in  straight  compression  of  about 
4,000  lbs.  per  square  inch. 

It  can  easily  be  seen  that  if  all  the  shear  is  taken 
by  the  steel  the  only  limitations  to  the  ultimate 
strength  of  the  member  are  the  amount  of  shear 
reinforcement  and  the  diagonal  compressive  strength 
of  the  concrete  in  the  web. 

The  arbitrary  restrictions  of  the  various  by-laws, 
Ontario  Railway  &  Municipal  Board  specifications, 
etc.,  limiting  the  shear  stress  under  these  conditions 
to  such  values  as  100  or  120  lbs.  per  square  inch  are 
utter  fallacy. 

Text  Book  Theories  at  Fault 

The  tests  carried  out  by  the  Emergency  Flee: 
Corporation  have  distinctly  shown  that  text  book 
theories  are  largely  at  fault.  Many  people  have  the 
opinion  that  because  they  see  something  in  print  in 
a  text  book  they  think  it  must  be  absolutely  authentic 
and  unquestionable.    This  point  of  view  is  entirely 
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wrong.*  I  know  of  one  case  in  particular.  Two  men 
wrote  a  U'.xi  hook  on  reinforced  cotter  'te  about  as 
big'  as  a  family  Bible,  but  1  do  no1  think  that  either 
of  them  had  actually  carried  out  or  been  responsible  for 
carrying  put,  designing  or  supervising  any  reinforced 
concrete  work  at  all.  They  were  clever  mathematic- 
ians and  very  good  hands  with  the  scissors  and  paste. 
One,  generally  speaking',  finds  on  investigation  thai 
the  writers  of  text  books  on  reinforced  concrete  con- 
struction have  usually  been  responsible  for  only  very 
few  jobs.  Other  writers,  of  course,  we  at  once  realize 
have  had  most  creditable  experience,  and  we  highly 
value  their  works.  Of  course,  a  large  number  of 
men  who  happen  to  be  iu  possession  of  a  >S5  text  book 
on  reinforced  concrete  consider  themselves  highly 
qualified  reinforced  concrete  engineers  by  virtue  of 
this  text  book  and  one  often  comes  across  a  consider- 
able amount  of  work  carried  out  by  such  people. 
Hence  more  prejudice  against  reinforced  concrete. 

The  results  of  the  Emergency  Fleet  Corporation, 
and  United  States  Bureau  of  Standards'  tests  are  ftol 
new.  It  has  been  1  I ennebicpie  practice  since  the 
beginning  practically  to  design  reinforced  concrete 
structures  in  which  the  steel  takes  the  entire  shear 
stresses  in  beams,  Hoor  slabs,  etc.  The  shear  of  the 
concrete  works  out  to  values  up  to  300  lbs.  per  square 
inch.  The  all-important  thing  in  the  reliability  of 
any  reinforced  concrete  structures,  especially  against 


Shows   diagonal  tension   failure  where   steel  provided  is  insufficient. 
Note  the  small  number  of  cracks 

any  unforseen  forces,  is  that  the  steel  should  take  all 
the  shear.  Take  the  Edison  factory,  for  instance. 
In  such  a  factory,  bearing  such  a  name,  one  would 
naturally  expect  to  rind  very  high-class  engineering- 
shown  in  design  of  all  work  in  connection  therewith. 
This  building  was  designed  in  1907.  but  the  reinforce- 
ment was  of  the  crudest  nature.  The  column  reinforce- 
ment consisted  of  four  single  rods  with  absolutely  no 
horizontal  ties  whatsoever  throughout  the  whole 
length  of  the  column.  There  were  other  equally  crude 
methods  displayed  in  other  parts  of  the  structure. 

There  is  no  secret  in  any  way  now  existing  about 
reinforced  concrete.  The  experimental  work  of  the 
United  States  Bureau  of  Standards  and  the  Emergency 
Fleet  Corporation  is  public  property  and  open  for 
the  benefit  of  the  world  at  large.  Experiments  have 
been  conducted  by  independent  parties  and  are 
absolutely  unquestionable  in  their  authenticity,  and 
can  be  accepted  without  any  qualms  whatsoever.  It 
is  possible  that  millions  of  dollars  can  be  saved  in 
building  and  engineering  construction  throughout 
Canada  by  the  proper  revision  of  by-laws  throughout 
the  various  cities  with  regard  to  reinforced  concrete 
construction.  An  excellent  opportunity  exists  at  the 
present  time  for  the  formation  of  a  special  committee 
of  reinforced  concrete  engineers  to  study  the  experi- 
mental data  of  the  Emergency  Fleet  Corporation  and 
United  States  Bureau  of  Standards  and  to  make 
proper  recommendations    to    the    various  cities  for 


changes  in  the  various  by-laws.  BusinejNS  men  should 
be  made  acquainted  with  these  changes  and  become 
familiar  with  the  saving  such  changes  would  involve 
in  construction  so  that  they  can  definitely  demand 
that  the  building  codes  be  revised.  Jn  these  days, 
when  the  cost  of  construction  has  almost  risen  out  of 
sight,  and  where  millions  of  dollars'  worth  of  work 
is  being  held  up  because  of  this  high  cost  and  the 
manufacturing  business  in  Canada  is  suffering  severely 
from  the  situation,  there  is  an  urgent  call  for  immediate 
action. 

1  am  giving  herewith  a  table  showing  the  stresses 
dete  nnmed  by  the  various  authorities  as  shown.  In 
the  last  column  1  am  showing  what  1  consider  good 
values  which  would  serve  the  public  in  the  best 
manner  possible  to  give  combination  of  high  efficiency 
and  safety. 

Low  Stresses  are  no  Protection 

It  niUSt  be  realized  that  in  reinforced  concrete  low 
stresses  do  not  serve  a  particularly  useful  purpose  to 
protect  the  public  against  poor  workmanship.  Design- 
ers are  forced  to  design  along  certain  lines  in  order 
to  achieve  the"  most  econoniical  results  and  yet  pass 
the  by-laws.  The  general  tendency  of  these  by-laws 
is  to  call  for  work  with  a  large  amount  of  concrete  and 
small  amount  of  steel,  having  -exceptionally  heavy 
deadweight  of  structure.  This  does  not  necessarily 
protect  the  public  because,  for  instance,  if  concrete 
is  entirely  relied  upon  to  take  compression  and  shear 
stress,  and  if  by  any  manner  of  means  any  reversal  of 
stress  takes  place,  it  would  tend  to  introduce  tension 
into  a  member  instead  of  compression,  and  the  struc- 
ture would  collapse  if  no  steel  were  used  at  this 
particular  point.  If  the  designer  used  Jess  concrete 
and  put  some  steel  in  at  this  particular  point  the 
structure  would  resist  successfully  considerable 
reversal  of  stress,  and  no  trouble  would  arise.  The 
designer  would  undoubtedly  prefer  to  do  this,  but  he 
would  get  little  or  no  credit  for  such  method  of 
construction.  So  that  under  the  existing  conditions 
the  public  are  not  necessarily  safeguarded  by  low 
stresses. 

I  am  of  the  opinion  that  the  arbitrary  values  for 
the  bending  moment  in  continuous  and  semi-contin- 
uous beams  should  be  entirely  abolished  and  the 
bending  moments  used  should  be  those  which  are  the 
maximum  that  actually  can  occur  in  the  structure. 
The  arbitrary  values  given  by  the  City  of  Toronto, 
the- Joint  Committee,  U.  S.  A.,  and  the  Ontario  Railway 
&  Municipal  Board  are  as  follows  : 

Arbitrary  Bending  Moments 

Semi-Continuous  Continuous 
Centre     Support        Centre  Support 
Tor.  Citv  Bv-laws,  Original  +wl=/9  — wl79  —  wlVlO+wlYlO 
Concession  +wl7l0— wlVlO— wl7l2+wl7l2 
Joint  Committee  U.S.A....  +wl7l0— wl7l0— wl7l2+wl7l2 
Ont.  Ry.  &  Mun.  Board..  +wl7l0— wl7l0— wl7l2+wl7l2 
The  Ontario  Railway  and  Municipal  Board  gives  wl78 
in  column  2  if  there  are  only  two  spans. 

Special  attention  should  be  given  to  the  revision 
of  the  arbitrary  restrictions  defining: 

1.  Load  distribution  in  reinforced  concrete; 

2.  Distribution  of  stress  such  as  the  amount 
of  slab  acting  as  compression  member  in  T  beams; 

3.  Impact. 

4.  Provision  of  proper  reinforcement  to  take 

shear. 

5.  Anchorage   of   reinforcement,  particularly 
shear  reinforcement. 

The  above  should     all  be  properly     revised  for 
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Tables  of  Permitted  and  Suggested  Stresses 
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Compression  in  Beams 

GOO 

650 

650 

600 

750 

600 

750 

1  Direct  Compression  

450 

450 

600 

500 

500 

(i()0 

.  Shear  in  Concrete   

40 

40 

60 

40 

40 

50 

Diagonal  Compression   .  .  . 

100 

150 

100 

180 

150 

120 

250 

^•Hooped  cols.  lim.  concrete 

stress .  . 

650 

698 

800 

f  Compression  in  Beams  .  .  . 

750 

812 

812 

675 

938 

650 

1000 

Direct  Compression  

562 

562 

675 

625 

550 

700 

Shear  in  Concrete   

50 

50 

67 

50 

45 

60 

Diagonal  Compression   .  .  . 

125 

18? 

125 

202 

188 

120 

375 

Hooped  cols.  lim.  concrete 

stress .  . 

812 

870 

900 

-Compression  in  Beams  ... 
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975 

750 

1125 
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650 

1250 

Direct  Compression  

562 
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750 

750 

1000 

550 

800 

50 

60 

75 

60 

50 

45 

70 

Diagonal  Compression   .  .  . 

125 

187 

150 

225 

225 

500 

120 

500 

1  Hooped  cols.  lim.  concrete 

stress .  . 

1000 

1045 

1000 

With  granite  or  trap-rock  concrete,  10%  higher  stress  values  are  allowed  for  columns  U,  4  and  7.  The  stress  in 
steel  allowed  16,IHK>  lhs.  per  square  inch  for  columns  1.  2,  4.  5  and  7,  but  for  some  peculiar  reason  the  Ontario 
Railway  &  Municipal  Hoard,  column  0.  will  only  allow  15,000  lbs.  per  square  inch  for  the  steel.  This  steel  is  exactly 
the  same  steel  for  which  they  allow  10,000  lbs.  when  used  in  steel  structure.  I  cannot  explain  why  there  should  be 
such   discrimination  against  reinforced  concrete. 


reinforced  concrete,  taking  into  account  the  monolithic 
nature  of  the  material. 

The  only  real  solution  for  the  safety  of  the  public 
is  that  it  should  be  made  compulsory  to  employ  :i 
properly  cpialified  reinforced  concrete  engineer  to  be 
made  responsible  for  the  design  and  supervision  of 
construction  on  the  site.  He  should  be  independent 
of  the  contractor,  and  he  should  not  be  interested  in 
the  merchanting  of  materials  in  any  way.  He  should 
be  permitted  to  design  the  work  without  any  outside 
competition.  It  is  essential  that  he  should  have  had 
considerable  experience  in  the  design  and  supervision 
of  reinforced  concrete  construction  and  that  he  should 
be  thoroughly  familiar  with  the  experimental  work 
and  teachings  of  the  Emergency  Fleet  Corporation 
and  the  United  States  Bureau  of  Standards'  tests. 

For  the  information  about  the  tests  referred  to 
above,  the  author  is  indebted  to  Messrs.  Lord  and 
Slater,  of  Chicago,  who  permitted  the  release  of  the 
data.  More  complete  details  of  the  tests  are  to  be 
incorporated  in  a  paper  by  Messrs.  Lord  and  Slater. 


Town  Manager  for  Kipawa 

Under  a  Bill  introduced  into  the  Quebec  Legis- 
lature, the  model  town  of  Kipawa  will  be  incorporated. 
There  is  to  be  a  town  manager  and  such  other  officials 
as  the  manager  may  deem  necessary.  The  manager 
is  to  be  appointed  by  the  majority  owners  of  the 


property.  Provision  is  made  for  the  appointment 
of  a  board  whose  duty  it  shall  be  to  regulate  and 
control  and  locate  all  buildings,  to  lay  out  the  town, 
to  inspect  plumbing,  electrical  instalments,  etc.,  to  con- 
trol and  regulate  localities  where  hospitals  and  schools 
may  be  built ;  to  set  aside  areas  where  fruit  or  vegetable 
growing  may  be  permitted  and  to  regulate  the  same, 
and  to  prohibit  such  fruit  and  vegetable  gardens 
elsewhere,  and  to  do  all  other  things  for  building  up 
a  model  city.  Another  bill  in  the  same  connection, 
provides  for  the  incorporation  of  the  Kipawa  Housing 
Company  with  a  capital  stock  of  $200,000. 

The  Town  Council  of  Grand  Mere,  P.  Q.,  have 
accepted  an  offer  made  by  the  Laurentide  Company, 
Limited,  to  spend  for  the  welfare  of  the  town,  the 
sum  of  $50,000  per  annum  for  twelve  years,  of  which 
$40,000  will  be  spent  on  permanent  improvements 
and  $10,000  for  administration.  Of  the  total  sum, 
$200,000  will  be  spent  on  a  new  water  works  system, 
which  will  be  commenced  in  the  spring.  It  is  expected 
that  the  work  will  take  about  eighteen  months,  and 
when  completed  will  remain  the  property  of  the  town. 
One  of  the  conditions  of  the  agreement  between  the 
Company  and  the  town  Council  is  that  a  town 
manager  is  to  be  appointed  by  the  Company  and  the 
town  council,  his  salary  being  paid  by  the  Company. 
Messrs.  R.  S.  and  \V.  S.  Lea,  Montreal,  are  the 
consulting  engineers. 
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Annual  Meeting  of  E.I.C. 

Combined  Business  and  Professional  Meeting  on 
Jan.  27,  28  and  29  — Papers  Cover 
Wide  Range  of  Topics 


THE  annual  business  and  professional  meeting 
of  the  Engineering  Institute  of  C  anada  will 
be  held  at  the  Institute  Quarters,  Mansfield 
street,  on  January  27,  28  and  29. 
It  is  expected  that  the  convention  will  he  the  larg- 
est and  most  representative  that  has  ever  been  held 
and  it  is  hoped  that  it  may  assist  in  giving  the  public 
a  more  comprehensive  view  of  the  essential  work 
achieved  by  the  members  of  the  engineering  profes- 
sion hi  building  up  the  prosperity  of  Canada. 

It  has  been  felt  that  heretofore  the  work  of  the 
members  of  the  engineering  profession  has  not  ap- 
peared before  the  public  in  its  true  perspective,  and 
an  endeavor  is  therefore  to  he  made  to  acquaint  the 
public  with  the  scope  and  importance  of  the  work 
done  by  the  engineers  in  developing  the  natural  re- 
sources of  the  country. 

On  Tuesday,  Jan.  27,  the  opening  day,  the  retiring 
president,  Colonel  Leonard  of  St.  Catharines,  will  de- 
liver his  valedictory  address,  lie  will  he  followed  by 
the  incoming  president,  Mr.  K.  A.  Ross,  who  will 
make  a  formal  opening"  presidential  address  to  the 
members. 

Wednesday,  Jan.  28,  will  be  'devoted  to  the  read- 
ing of  various  papers,  dealing  with  the  engineering 
problems  connected  with  the  greater  development  of 
Canada.  Qn  Thursday,  Jan.  29,  a  discussion  of  the 
various  papers  read  will  occur  and  other  papers  will 
also  he  read.  This  will  conclude  the  professional  pro- 
gramme of  the  convention. 

The  social  programme  will  consist  of  many  func- 
tions to  take  place  at  the  Windsor  Hotel,  where  the 
members  of  the  Montreal  branch  of  the  association 
will  be  the  hosts  of  the  visitors.  Chief  among  these 
will  be  the  annual  dinner  and  "smoker."  In  addition 
to  these  a  special  list  of  entertainments  have  been 
prepared  for  the  ladies  who  will  accompany  the  visit- 
ing members  and  will  consist  of  dinners,  receptions, 
teas  and  dances.  A  special  ladies'  committee  has  been 
organized  to  undertake  this  part  of  the  convention 
work. 

The  following  list  gives  the  programme  of  papers 
for  the  professional  meeting: 

"The  Training  of  the  Chemical  Engineer"  by  Dr.' 
H.  E.  Ruttan,  M.A.,  M.D.,  Sc.D..  F.R.S..  Professor  of 
Chemistry  and  Director  of  the  Chemical  Laboratories, 
McGill  University. 

"The  Importance  of  Physics  in  Engineering  Edu- 
cation" by  Dr.  A.  S.  Eve,  D.Sc,  C.B.E.,  F.R.S.,  Mac- 
donal  Professor  of  Physics,  McGill  University. 

"The    Forests    of    Quebec"    by    G.    S.  Piche, 

A.  M. E.I.C,  Chief  of  Forests  Service,  Quebec  Lands 
and  Forests  Department. 

"Quebec's  Water  Power  Policy  and  the  work  of 
the  Ouebec  Streams  Commission"  by  Oliver  Lefebvre, 

B.  A.Sc,  C.E.,  A.M.E.I.C.,  Chief  Engineer,  Quebec 
Streams  Commission. 

"  The  Operation  of  the  Quebec  Public  Health  Act" 
by  Theo.   J.   Lafreniere,    B.A.Sc,  C.E.,  M.Sc,  Chief 


Sanitary  Engineer  to  the  Superior  Hoard  of  Health 
of  the  Province  of  Quebec. 

"Quebec  Highways"  by  Alex.  Fraser,  B.A.Sc, 
C.K..  A.M. ETC.,  Assistant  Chief  Engineer,  Quebec 
Department  of  Roads. 

"The  Pulp  and  Paper  Industry''  by  Ferd.  van 
Bruyssel,  C.E..  D.P.S. 

"The  Policy  of  the  Canadian  Air  Board"  by  Col- 
onel C.  M.  Biggar. 

In  addition  to  these  pafers  it  is  expected  that 
there  will  he  an  address  at  the  luncheon  on  January 
17lh,  by  Mr.  I-'..  \Y.  James,  Assistant  Chief  Engineer, 
Bureau  of  Public  Roads,  Washington,  entitled  "Mod- 
ern Highways  Problem." 


Montreal  Builders'  Exchange 

Object  to  (jiving  Certified  Cheques  and  Com- 
plain About  Removal  of  Contractors' 
Signs — Finances  Satisfactory 


IN  the  ordinary  course  of  events,  the  January  8th 
meeting  of  the  Board  of  Directors  of  the  Montreal 
Builder's  Exchange  should  have  been  the  last 
of  the  year  before  the  annual  meeting  but  on 
account  of  the  absence  abroad  of  President  W.  M. 
Irving,  the  Directors  unanimously  agreed  to  defer 
this  till  his  return  to  Montreal.  According  to  the  by- 
laws the  annual  meeting  should  this  year  be  held  on 
Jan.  26th  hut  by  the  generous  agreement  of  the  Board 
this  has  been  deferred  to  a  date  when  it  is  expected 
he  will  he  able  to  preside.  It  is  anticipated  that 
President  Trving  will  return  early  in  February,  and 
as  soon  thereafter  as  possible  the  annual  general 
meeting  will  he  held.  The  next  meeting  of  the  Board, 
it  was  resolved,  is  to  be  held  on  Feb.  9.  At  the 
January  8th.  meeting.  Past  President  J.  P.  Anglin, 
and  Vice  President  J,  K.  McNutt  acted  as  chairmen. 

Committee  Reports 

Mr.  J.  P.  Anglin  for  the  City  Building  By-Laws 
Committee  reported  that  all  the  recommendations 
nut  forward  by  his  Committee  on  behalf  of  the 
Exchange  bad  been  adopted  by  the  General  Com- 
mittee and  forwarded  to  the  city  hall.  It  was  unan- 
imqusly  agreed  to  continue  this  committee 
fj.  P. 'Anglin,  K.  D.  Church,  E.  B.  Evans)so  that 
its  members  might  follow  up  this  matter  and  co- 
operate with  other  bodies  in  having  the  proposed 
building'  by-laws  become  operative  at  as  early  a  date 
as  possible. 

Mr.  R.  F.  Dykes  in  submitting  a  draft  copy  of  a 
standard  constitution  and  by-laws  for  the  use  of  the 
section  and  sub-sections  of  the  Exchange  recommended 
that  it  be  submitted  to  the  latter  for  their  suggestions 
before  being  adopted  by  the  Board,  and  this  was 
unanimously  agreed  to.  The  chairman  of  the  General 
Contractors'  Section,  K.  D.  Church,  reported  progress 
in  the  drafting  of  a  standard  progress  estimate  sheet 
for  the  use  of  the  members. 

The  secretary  submitted  a  communication  from  one 
of  the  members  stating:  "It  has  been  the  habit  of 
some  engineers  and  architects  tjo  require  certified 
cheques,  when  calling  for  tenders.  We  have  had 
several  experiences  latelv  which  have  led  us  to  a 
decision  not  to  give  certified  cheques  on  such  private 
work,  and  f  understand  that  the  general  contractors 
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of  Toronto  have  taken  similar  steps  on  this  point." 
The  Board  unanimously  agreed  that  this  was  <-i 
vicious  practice,  and  remitted  the  letter  to  the 
General  and  Trade  Contractors'  Sections.  One 
director  suggested  that  members  should  refuse  to 
give  prices  to  architects  who  demand  certified  cheques 
for  private  work. 

Removal  of  Contractor's  Signs 

City  by-law  270,  section  4,  seems  capable  of 
various  interpretations.  It  reads,  "no  person  shall 
place  or  affix  or  suffer  to  remain  affixed  upon  any 
shop,  store  or  other  building,  in  the  city  any  sign 
or  show-card  projecting  from  the  walls  or  front  of 
such  store,  shop  or  building,  and  extending  more 
than  six  inches  over  the  sidewalk."  One  of  the 
members  complained  by  letter  that  a  campaign  is 
being  carried  on  at  the  present  time  by  the  road 
department,  at  the  city  hall,  against  contractor's 
signs  and  noted  that  several  contractors  have  been 
obliged  to  remove  their  signs.  In  the  ease  of  this 
member,  he  had  constructed  a  covered  way  over  the 
sidewalk  with  an  office  on  top  of  the  covered  way  : 
the  sign  was  on  his  office  as  is  usual  under  these 
circumstances.  It  was  remarked  that  as  the  practice 
has  been  going  on  for  years  and  was  not  confined  to 
building  contractors,  it  seemed  strange  that  its  legality 
or  otherwise  should  be  questioned  now.  It  was  agreed 
that  Messrs.  J.  P.  Anglin,  K.  D.  Church,  and  John  C. 
Watson  should  interview  Chairman  Decary  of  the 
Administrative  Commission  and  have  the  matter 
cleared  up. 

The  secretary  in  submitting  his  usual  monthly 
financial  statement  reported  that  the  Exchange  had 
ended  1919  with  no  liabilities  whatever,  and  a  sub- 
stantial credit  balance.  This  was  the  first  time  this 
had  occured  since  1897  when  the  Exchange  was 
instituted.  The  number  of  members  in  arrears  at 
this  date  was  also  the  smallest  on  record.  He  further 
reported  that  the  various  sections  and  sub-sections 
were  all  in  a  sound  financial  condition,  and  were  free 
of  any  financial  obligation  to  the  Exchange.  Further 
details  of  this  and  of  the  large  increase  in  member- 
ship that  had  taken  place  during'  1919  would  be 
submitted  to  the  general  meeting  which  this  year  will 
be  held  about  February  16. 


Sir  John  Willison  Comments  on  Ontario's 
Housing  Legislation 

Editor,  Contract  Record  ; — 

Those  of  us  who  were  associated  with  the  Ontario 
Housing  Committee  are  more  than  satisfied  with  the 
legislation  put  through  the  assembly  by  the  Hearst 
Government  and  with  the  results  obtained.  Nearly 
100  municipalities  in  Ontario  are  now  committed  to 
housing  projects  controlled  by  municipal  commissions 
and  approved  by  the  Ontario  Housing  Department. 
A  great  proportion  of  these  houses  to  be  erected  will 
not  cost  more  than  $3,500.  In  many  cases  indeed 
they  will  not  cost  as  much  while  the  annual  payment 
required  to  obtain  ownership  over  a  20  year  period 
will  not  exceed  the  present  average  annual  rental  for 
similar  houses.  In  the  other  Provinces  the  public 
credits  have  not  been  used  as  freely  as  in  Ontario 
but  next  season  probably  building  will  be  general 
over  the  Dominion. 

It  is  stated  that  of  all  the  municipalities  building 
under  the  Ontario  Act,  Ottawa's  layout  is  the  most 


attractive  while  Hamilton  has  secured  the  best  class 
of  houses  for  the  money  expended.  But  all  the 
Commissions  have  been  active  and  efficient  and  the 
net  result  will  be  to  improve  the  character  of  housing 
all  over  the  Province  and  to  add  greatly  to  the 
number  of  people  who  will  own  their  own  homes  in 
surroundings  often  as  attractive  as  those  with  ample 
means  enjoy.  Private  builders  will  never  again  be 
content  to  construct  long  rows  of  houses  of  a  common 
type  in  narrow  streets,  for  henceforth  they  will  be 
unsaleable,  as  jerry  building  in  the  future  will  be 
an  offence  which  no  community  in  Ontario  will 
tolerate.  It  is  satisfactory  to  know  that  the  many 
projects  entered  into  by  municipalities  under  the 
Hearst  legislation  will  be  approved  by  the  Drury 
Government  and  the  necessary  credit  provided, 

J.  S.  Willison 
President,  Canadian   Reconstruction  Association. 
Toronto,  Jan.  9,  1920. 


Municipally  Owned  Asphalt  Plants 

We  are  indebted  to  the  Milton  Hersey  Co.,  Ltd. 
for  the  information  that  the  following  Canadian 
municipalities  now  own  asphalt  paving-  plants: 
Charlottetown,  P.  E.  I.;  Hamilton  Ont. ;  Kingston, 
Out.;  Montreal,  Que..  (3  plants);  Ottawa,  Ont.;  Sher- 
brooke.  Que.;  Toronto,  Ont.;  Victoria,  B,  C. 


Remember  the  Dates  of  the 
A.G.B.G.I.  Conference 

The  following  letter  has  been  sent  by  Mr.  J. 
P.  Anglin,  president  of  the  Association  of  Cana- 
dian Building  and  Construction  Industries,  to  the 
builders,  contractors  and  supply-men  of  Canada, 
confirming  the  announcements  made  in  previous 
issues  of  the  Contract  Record  regarding  the 
change  in  the  dates  of  the  conference: 
To  the  builders,  contractors  and  supply-men  of 
Canada : — 

In  order  to  avoid  conflicting  with  the  annual 
meeting  of  the  Engineering  Institute  of  Canada, 
we  have  decided,  after  consulting  with  members 
of  our  National  Council  throughout  the  Domin- 
ion, to  alter  the  dates  previously  set  for  our  Sec- 
ond General  Conference. 

We  shall  now  meet  on  MONDAY,  TUES- 
DAY and  WEDNESDAY,  the  SECOND, 
THIRD  and  FOURTH  of  FEBRUARY. 

Sessions  will  be  held  in  the  Chateau  Laurier, 
Ottawa,  commencing  10  a.m.,  Monday,  Feb.  2nd. 

In  view  of  the  importance  of  the  problems 
which  face  the  building  and  construction  indus- 
tries of  Canada  this  season,  we  earnestly  urge 
you  to  attend  this  Conference. 

It  will  be  advisable  for  you  to  make  your  own 
hotel  reservations  early,  in  order  to  obtain  ac- 
commodation. 

Please  advise  our  Secretary,  on  receipt  of  this 
notice,  that  you  intend  to  be  present. 

Remember  the  dates — Monday,  Tuesday,  Wed- 
nesday, Feb.  2,  3,  4. 

Yours  very  truly, 

J.  P.  Anglin, 

President. 
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Batiscan  Bridge  Links  Montreal  and  Quebec 

Quebec  Government  Plans  Erection  of  1211  ft.  Structure 
Over  the  Batiscan  River  to  Dispense  with   Hand  Ferry 


By  F.  B.  Painchaud" 


I K  spanning  of  the  Batiscan  Fiver  m  the 
province  of  Quebec  will  close  the  gap  which 
has  existed  up  to  now  in  the  provincial 
automobile  road  linking  Montreal  to  Quebec 
city.  The  construction  of  the  bridge  which  the 
Quebec  government  contemplates  erecting  at  this  spot 
will  do  away  with  the  old  hand-operated  ferry  which 
is  actually  the  only  means  of  communication  between 
both  shores  (except  in  winter  when  the  river  becomes 
frozen  )  and  which  sometimes  has  to  suspend  tempor- 
arily its  trips  when  a  strong  breeze  prevails  or  when 
a  high  tide  Hoods  the  low  part  of  the  road  on  the 
north-east  shore.  Many  an  automobilist  who 
remembers  on-  such  occasions  either  having  been 
delayed  for  several  hours  or  having  travelled  to  the 
nearest  bridge  at  Ste.  Genevieve,  some  six  miles  up- 
stream and  thus  lengthening  his  itinerary  by  about 
twelve  miles,  will  be  pleased  to  see  the  contract  for 
this  work  awarded. 

Location  and  Description 

The  bridge  is  located  in  the  municipality  of  Si. 
ITancois-Xavier  de  Batiscan,  Province  of  Quebec,  and 
crosses  the  Batiscan  quite  close  to  its  mouth  where 
it  flows  into  the  St. Lawrence  River  and  about  half 
a  mile  downstream  from  the  Canadian  Pacific  Kailwa\ 
bridge.  The  superstructure  comprises  seven  spans,  viz. 
six  steel  through  truss  spans,  189  ft.  c.  to  c.  of  bearings 
and  one  steel  through  plate-girder  bascule  channel 
span  of  the  Strauss  type,  62  feet  c.  to  c.  of  bearings  : 
the  latter  is  necessary  on  account  of  the  navigability 
of  the  Batiscan  for  small  vessels.  The  superstructure 
rests  on  six  plain  concrete  piers  and  two  abutments, 

'Assistant  to  Chief  Engineer,  Department  of  Public  Works  and 
Labor,  Quebec. 


carried  on  wooden  piles  and  with  the  edges  on  the 
up-stream  side  protected  by  steel  plates  against  the 
impact  of  ice  and  logs. 

The  height  of  the  piers  varies  from  25  ft.  to  37  ft. 
4  in.,  and  their  top  width  is  six  feet,  except  piers  no. 
4  and  5,  for  the  bascule  span,  which  are  respectively 
seven  and  eight   feet   wide.    The   total   length  from 


The  relation  of  the  Batiscan  river  crossing  to  the  Montreal-Quebec 

highway 

face  to  face  of  abutments  is  1211  feet.  A  reinforced 
concrete  slab  7j/-  inches  thick  at  the  crown  and  6 
inches  at  the  curb  will  extend  over  the  entire  length 
of  the  six  fixed  spans;  but  the  bascule  span  is  to  be 
floored  with  4  in.  planking  covered  with  a  wooden 
wearing  surface  1  V.  inch  thick  to  minimize  its  weight. 
■  On  account  of  the  high  cost  of  material  and  labor 
the  bridge  was  designed  as  narrow  as  possible,  a  clear 
width  of  18  feet  between  wheel-guards  being  adopted. 
No  sidewalks  are  deemed  necessary  as  the  local  traffic 
is  not  great. 

Built  High  to  Escape  Floods 

The  surface  of  the  floor  will  be  at  elevation  40.2 
referred  to  Steckel's  datum  or  34.22  feet  above  mean 
sea  level.    This  elevation,  which  may  seem  rather 
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great  when  compared" to  the  ordinary  high  water  and 
the  adjacent  country,  was  based  upon  the  mean  level 
of  the  floods  of  1865.  1885,  1896  which  were  caused 
most  probably  by  the  ice  jam  which  used  to  form 
across  the  St.  Lawrence  sonue  distance  above  Quebec. 
Respecting  this  matter  it  might  be  of  interest  to  recall 
that  a  certain  number  of  years  ago  the  St.  Lawrence 
river  used  to  freeze  right  across  from  Quebec  to  Levis, 
on  the  opposite  .shore,  and  the  writer  personally 
remembers  Having  walked  over  such  a  natural  ice 
bridge  some  twenty-three  years  ago.  Nowadays,  the 
ferrv  boats  which  ply  between  Quebec  and  Levis  all 
winter  greatly  prevent  the  river  from  freezing  across 
and  the  ice-breakers  which  get  busy  at  the  end  of 
winter  cutting  away  the  ice  above  Quebec  keep  the 
jam  previously  alluded  to  from  forming  and  thus 
prevent  the  inundations  of  the  past.  Should,  however, 
these  ice-breakers  fail  for  some  reason  or  other  to 
perform  their  work,  it  is  believed  that  sTich  floods  as 
those  of  1865,  1885,  and  1896  might  happen  again  and 
for  this  reason  the  bridge  was  made  as  high  as  possible 
to  be  out  of  reach  of  the  water. 

Specifications  and  Data 

The  superstructure  is  designed  in  accordance  with 
the  requirements  of  the  1 1>  1 S  specifications  of  the 
Provincial  Department  of  Public  Works  and  Labor 
and  of  the  Kngineering  Institute  of  Canada,  for  a 
uniform  live  load  of  83  pounds  per  square  foot  of 
floor  for  the  fixed  spans  and  100  pounds  for  the  bascule 
span  without  impact,  while  the  floor  members  are 
proportioned  to  carry  a  15  ton  motor  truck  with  wheels 
()  feet  apart  and  axles  10  feet  apart,  the  rear  axle 
bearing  two  thirds  of  the  entire  load  to  which  an 
impact  of  30#  is  added.  The  trusses  for  the  fixed 
spans  will  be  of  the  rivetted  Pratt  type  with  curved 
top-chords  and  subdivided  panels  or  "Petit  Truss". 
The  permissible  unit  tensile  stress  for  the  steel  will 
be  taken  at  16.000  lbs.  per  square  in.  of  net  section. 

The  movable  span  is  designed  for  hand  operation 
for  the  present  as  no  electric  power  is  now  available 
in  Batiscan  but  the  specifications  require  that  the 


The  bridge  over  Batiscan  river  will  dispense  with  f:rry.  heretofore  the 

only  m  ans  cf  crossing 

machinery  be  so  arranged  as  to  permit  of  its  con- 
version to  electric  operation  in  the  future. 

The  mixture  specified  for  the  concrete  is  1  :2y2  :5 
for  piers  and  abutments  except  pier  No.  5,  bearing 
the  bascule,  which  requires  a  1  :2 :4  mixture.  A 
1  :\l/2 :3  mixture  is  used  for  the  reinforced  concrete 
floor  slab. 

Under  the  Control  of  The  Provincial  Government 

As  the  local  traffic  of  Batiscan  does  not,  in  the  opin- 
ion of  the  municipal  council,  warrant  the  construction 
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of  such  an  expensive  bridge  and  as  it  furthermore  de- 
prives the  municipality  of  the  revenue  coming  from  the 
ferry,  the  government  had  to  take  under  its  charge  the 
construction  of  this  link  in  the  Ouebec-Montreal 
highway;  consequently  tenders  were  called  for  by  the 
Department  of  Public  Works  and  Labor  which  were 
opened  on  the  18th  of  November.  The  bidders  were 
required  to  submit  a  lump  sum  for  the  whole  work 
and  also  separate  prices  for  each  of  the  following 
items:  (a)  Superstructure,  (b)  Substructure,  (c) 
Approaches,  (d)  Reinforced  concrete  slab  for  fixed 
Spans,  (e)  Royalty  for  bascule  span.  The  government 
reserved  the  right  to  award  if  it  wished,  the  super- 


structure and  substructure  to  seperate  bidders.  Eleven 
bids  were  received,  four  from  steel  companies  for 
the  superstructure  and  seven  from  general  contractors, 
the  lowest  bidder  for  the  superstructure  being  the 
McKinnon  Steel  Co.,'  of  Sherbrooke.  at  $104,800  and 
Jos.  Gosselin  Ltd..  of  Lexis,  for  the  substructure, 
approaches,  and  concrete  floor  at  $82,828.60. 

The  provincial  government  is  now  awaiting  the 
approval  of  the  plans  by  the  federal  government  of 
Canada  before  letting  the  contract  because  this 
approval  is  required  according  to  the  law  on  account 
of  the  navigability  of  the  Batiscan  river. 


Sewage  Disposal  is  Many-Sided  Problem 

Purification  Methods  Discussed — Production  of  Satisfac- 
tory Effluent — Disposal  of  Sludge — Future  Developments 

  By  Arthur  J.  Martin'  


BECAUSE  the  problem  of  sewage  disposal  is  so 
complex  and  many-sided,  the  task  of  the  sew- 
age works  engineer  and  the  sewage  works 
manager  is  by  no  means  an  easy  one.  When 
sewage  first  began  to  be  dealt  with  the  sewage  farm 
manager  grew  crops  with  it  and  was  expected  to  make 
his  farm  pay.  Chemical  precipitation  followed  and 
attention  was  paid  to  the  production  of  saleable 
sludge.  The  foul  condition  of  our  rivers  attracted 
considerable  notice,  and  standards  of  impurity  began 
to  be  laid  down.  Mr.  Cameron,  of  Exeter,  next  came 
forward  with  the  septic  tank,  which  was  followed 
by  the  contact  bed  and  the  trickling  filter  systems, 
when  much  was  heard  of  the  anaerobes  and  the  aero- 
bes, whilst  Mr.  Scott-Moncrieff  insisted  on  the  im- 
portance of  high  nitrification.  Just  as  engineers  and 
managers  were  settling  down  to  sedimentation  or 
septic  tanks  and  bacterial  filters  as  the  standard  meth- 
ods of  purification,  Professor  Fowler  and  Dr.  Ardern 
and  their  colleagues  bomb-shelled  the  camp  with  the 
activated  sludge  process.  Purification'  by  electrical 
agency  has  been  introduced  by  Mr.  C.  P.  Landreth 
at  Easton,  Pennsylvania,  comparatively  recently,  but 
the  cost  is  too  high  for  general  adoption ;  whilst  the 
Miles  acid  process — with  sulphurous  anhydride — has 
been  also  recently  tested  at  New  Haven.  Connecticut. 
It  is,  however,  costly  to  operate,  but  it  conserves 
the  fixed  nitrogen  and  the  grease,  so  much  of  which 
is  destroyed  by  bacterial  treatment. 

Points  Requiring  Consideration 

The  successful  purification  of  sewage  depends  no 
less  on  the  selection  of  the  process  than  on  the  care 
with  which  the  details  are  worked  out.  Points  in 
current  practice  which  require  more  consideration  arc 
as  follows:  Why,  in  continuous  flow  sedimentation 
tanks,  should  the  sewage  be  retained  in  the  tanks 
for  a  given  number  of  hours?  If  septic  action  be 
aimed  at,  one  could  understand  the  object-,  but  where 
it  is  only  to  separate  the  solids  from  the  liquid  and 
to  deliver  the  sewage  in  a  fresh  condition,  would  it 
not  be  better  to  make  the  tanks  as  small  as  possible 
and  rely  rather  on  correctness  of  form  than  on  a  pro- 
longed retention  of  the  sewage?  Why,  too,  are  tanks 

"President  of  the  Association  of  Managers  of  Sewage  Disposal  Works, 
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and  grit  chambers  so  generally  made  rectangular?  For 
continuous  flow  circular  tanks,  where  the  sewage  en- 
ters in  the  centre,  afford  the  best  conditions  for  the 
speedy  settlement  of  the  sewage.  Inadequate  pains 
are  taken  to  secure  the  settlement  of  suspended  mat- 
ter between  the  sedimentation  tank  and  the  filter,  and 
sludge  valves  are  frequently  found  placed  at  the  wrong 
end  of  sedimentation  tanks — that  is.  the  inlet  end. 

Attention  was  drawn  some  fifteen  years  ago,  chief- 
ly through  the  work  of  Dr.  Travis,  to  the  presence  of 
collodial  matter  in  certain  tank  effluents.  It  would 
be  interesting  to  know  if  any  of  our  members  had 
been  troubled  by  colloids,  and  if  so,  what  means  do 
they  employ  to  get  rid  of  them.  Whilst  ordinary  brick 
are  considered  good  enough  for  waterworks  filters, 
it  is  somewhat  singular  that  an  expensive  stoneware 
floor  should  be  required  for  a  filter  dealing  with  sew- 
age. ' 

Believes  in  Contact  Beds 

I  am  one  of  those  who  have  maintained  through 
good  and  evil  report  their  faith  in  contact  beds.  The 
sweeping  condemnation  passed  upon  them  was  not, 
in  my  opinion,  suggested  by  facts.  It  was  stated  that 
certain  results  could  not  be  obtained  by  contact  fil- 
tration. Yet  these  results  were  actually  obtained. 
We  were  told  the  contact  bed  was  wrong  in  prin- 
ciple. Yet  the  same  objection  appertains  to  the  acti- 
vated sludge  process.  The  disfavor  into  which  the 
contact  bed  has  fallen  is  largely  due,  I  believe,  to  the 
failure  to  recognize  the  essential  conditions  under 
which  it  works.  In  the  case  of  one  group  of  beds 
which  I  measured  only  three-quarters  of  the  effluent 
which  went  into  them  at  their  first  filling  was  dis- 
charged, no  less  than  25  per  cent,  of  it  being  retained 
by  the  filtering  material.  The  liquid  so  retained  was 
just  15  per  cent.  of.  the  cubic  contents  of  the  beds, 
or  nearly  one-half  of  their  normal  working  capacity, 
taken  at  33  per  cent,  of  the  whole.  As  time  goes  on 
the  amount  of  tank  effluent  dealt  with  at  each  filling 
diminishes,  while  that  held  in  the  interstices  of  the 
filtering  medium  increases,  so  that  when  a  bed  has 
been  long  in  use  the  volume  of  liquid  permanently 
held  up  in  it  may  he.  not  far  short  of  that  which  it 
receives  at  each  filling.  The  liquid  so  held  up  by  the 
bed,  surrounded  as  it  is  by  air,  is  under  the  best  con- 
ditions for  purification,  and  the  work  goes  on  unin- 
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terruptedly  during  the  whole  period  that  the  bed  is 
supposed  to  be  at  rest.  Not  only  so,  but  the  oxygen 
dissolved  in  the  retained  liquid  and  the  nitrates  form- 
ed in  it  aid  materially  in  the  purification  of  the  next 
dose  of  tank  effluent. 

I  do  not  wish  to  claim  for  the  contact  bed  more 
than  its  due,  but  I  do  claim  that,  given  the  same  con- 
sideration as  regards  bed  material,  drainage,  aeration, 
and  mode  of  working  which  is  bestowed  on  a  trickling 
filter,  the  contact  bed  is  a  valuable  instrument  for  the 
purification  of  sewage.  Where  the  available  fall  is 
too  little  for  a  trickling  filter  or  where  the  spraying 
of  tank  effluent  is  likely  to  be  objected  to,  a  well- 
designed  group  of  contact  heds  will  often  save  the 
situation. 

The  Activated  Sludge  Process 

The  activated  sludge  process  is  the  most  promis- 
ing novelty  for  the  purification  of  sewage  which  we 
have  had  for  many  a  long  year.  The  idea  of  purifying 
sewage  by  blowing  air  through  it  was  not  new.  It 
was  put  forward  many  years  ago  by  Colonel  Waring, 
in  America,  and  by  our  own  honorary  member,  Mr. 
Lowcock,  in  this  country.  But  nothing  came  of  it  at 
the  time.  The  direct  oxidation  of  sewage  is  far  too 
long  an  operation  to  be  effected  within  the  brief  period 
during  which  the  air  remains  in  contact  with  the 
liquid.  The  distinguishing  feature  of  the  new  process 
was  the  introduction  of  an  army  of  organisms 
capable  of  seizing  on  the  air  on  its  way  through  the 
sewage  and  by  their  life  operations  bringing  about 
the  changes  which  direct  oxidation  was  powerless  to 
effect. 

Most  of  us  can  recall  the  time  when  the  continu- 
ous production  of  a  satisfactory  effluent  was  an  anx- 
ious and  difficult  task,  absorbing  all  the  energies  of  a 
sewage  works  manager.  Those  days,  happily,  have 
long  since  gone  by.  Unless  he  is  hampered  by  inade- 
quate capacitv  in  his  works,  or  by  the  unregulated 
discharge  of  trade  wastes  of  unusual  malignity,  a 
manager  can  turn  out  with  ease  and  certainty  an  ef- 
fluent which  will  not  injure  the  stream  into  which  it 
flows.  An  exception  might  be  made  in  the  case  of 
water  in  which  oysters  are  re-laid,  but  even  in  such 
cases  he  has  in  chlorine  an  agent  which  can  be  relied 
on  to  prevent  the  conveyance  of  disease  germs  by  the 
effluent.  Had  chlorination  been  available  a  few  years 
sooner  certain  seaside  towns  might  have  been  saved 
the  cost  of  the  exceedingly  expensive  works  which 
they  have  had  to  lay  down.  But  it  should  always  be 
borne  in  mind  that  the  best  and  most  effective  precau- 
tions which  can  be  taken  against  contamination  by 
the  dry-weather  sewage  will  be  of  little  avail  if  any 
storm  water  from  the  sewers  is  allowed  to  escape  un- 
treated. The  sanitarian  is  notoriously  wasteful.  He 
delights  in  destruction.  But  in  no  direction,  probably, 
does  he  give  his  destructive  proclivities  freer  play 
than  in  his  dealings  with  sewage.  For  sewage  con- 
tains a  vast  amount  of  fertilizing  matter.  As  long  ago 
as  1898  we  were  warned  by  Sir  William  Crookes  that 
the  question  of  maintaining  the  productiveness  of  our 
fields  might  soon  become  an  exceedingly  grave  one. 
The  past  five  years  have  shown  us  with  startling  viv- 
idness the  precarious  position  of  our  food  supply. 
We  draw  heavily  year  by  year  upon  the  fertility  of 
our  soil,  and  year  by  year  we  squander  plant  food 
to  the  value  of  a  score  of  millions  of  pounds.  Before 
the  war  we  were  spending  £15,000,000  per  annum 
on  manure  from  South  America,  but  the  supplies  are 
fast  becoming  exhausted,  and  freights  have  risen  by 
leaps  and  bounds.    Ambitious  schemes  for  the  fixa- 


tion of  atmosphere  nitrogen  are  in  the  air.  and  mean- 
while a  vast  amount  of  fixed  nitrogen  is  being  dissi- 
pated into  the  atmosphere  or  poured  away  into  our 
rivers  and  streams. 

Sludge  Must  be  Disposed  of 

But  although  the  anxieties  of  the  sewage  works 
manager  with  regard  to  the  quality  of  his  effluent  have 
more  or  less  disappeared,  it  does  not  follow  that  he 
is  at  the  end  of  his  difficulties.  We  have  no  sooner 
vanquished  the  sewage  problem,  when  our  enemy 
again  confronts  us  in  the  form  of  sludge.  We  may 
compel  it  to  do  our  bidding,  as  in  the  activated  sludge 
process,  but  sooner  or  later  we  must  dispose  of  it,  and 
unless  we  do  so  promptly  it  will  accumulate  in  por- 
tentous quantities,  and  be  an  ever-present  nightmare 
on  the  chest  of  the  unfortunate  manager.  The  diffi- 
culty is  aggravated  by  the  enormous  proportion  of 
water  which  swells  the  mass  of  the  sludge,  and  which 
ranges  from  nine  times  the  weight  of  the  dry  solid  in 
the  case  of  a  well-digested  septic  sludge  to  forty  or 
fifty  times  in  that  of  the  activated  material.  The  crux 
of  the  sludge  problem  is  generally  held  to  be  in  the 
removal  of  the  surplus  moisture,  so  as  to  reduce  the 
bulk  of  the  sludge  and  bring  it  into  a  manageable 
condition.  This  can  be  done  by  pressing,  but  the  pro- 
cess is  costly,  and  further  expense  has  generally  to 
be  incurred  in  the  disposal  of  the  pressed  sludge. 

Using  Sludge  to  Press  Itself 

Some  observations  which  T  made  many  years  ago 
on  septic  tanks  at  Exeter  and  elsewhere  seem  to  point 
to  the  possibility  of  employing  the  sludge  to  press 
itself.  It  is  heavier  than  water,  and  when  immersed 
in  water  each  particle  exerts  on  those  below  a  pres- 
sure due  to  this  difference  in  weight.  The  lower  lay- 
er- are  thus  compressed,  and  a  part  of  the  contained 
water  displaced.  An  examination  made  at  Exeter  in 
December,  1900,  of  a  septic  tank  which  had  been  in 
continuous  use  for  four  years  showed  a  depth  of 
sludge  of  about  4  ft.,  the  percentage  of  moisture  be- 
ing, for  the  upper  layer,  89  per  cent.,  at  mid-depth 
84  per  cent.,  and  at  the  bottom  80  per  cent.  The  com- 
parative dryness  of  a  well-digested  and  compressed 
sludge  is  well  shown  by  its  consistency  (resembling 
that  of  a  tough  mortar),  when  forced  through  the 
cleansing  valves  of  a  tank  by  the  pressure  of  the  sew- 
age ;  while  if  it  is  not  drawn  off  regularly  it  some- 
times becomes  so  compact  that  it  refuses  to  move. 

Such  being  the  effect  of  compression  in  the  com- 
paratively shallow  layer  of  sludge  on  the  floor  of  a 
tank,  it  seems  reasonable  to  expect  that  with  a  greater 
depth  still  more  satisfactory  results  would  be  ob- 
tained. I  have  little  doubt  that  septic  sludge,  if  run 
or  Dumped  into  a  shaft,  which  may  easily  be  20  ft., 
30  ft.,  or  even  40  ft.  deep,  would  speedily  become  con- 
solidated, a  large  proportion  of  the  water  which  it 
contained  rising  to  the  top  of  the  shaft,  and  that  in  a 
comparatively  short  time  the  bottom  layers  might  be 
forced  out  in  a  perfectly  manageable  condition. 

Sludge  as  a  Fertilizer 

While  indicating  the  possibility  of  freeing  sludge 
in  this  wav  from  a  large  proportion  of  its  superfluous 
moisture,  T  am  by  no  means  sure  that  this  would  not 
be  a  step  in  the  wrong  direction.  For  the  drying  of 
sludge  is  merely  a  preliminary  to  its  removal,  and  in 
no  way  solves  the  problem  of  its  ultimate  disposal. 
I  cannot  help  thinking  that  the  proper  destination  of 
sludge  is  the  land,  and  if  it  can  be  applied  to  land 
within  a  reasonable  distance,  it  is  surely  better  to 
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keep  enough  moisture  in  it  to  enable  it  to  be  forced 
through  pipes  (either  by  gravitation  or  by  pumping) 
than  to  reduce  it  to  a  condition  in  which  it  must  be 
carried.  Apart  from  this  consideration,  it  was  show  n 
by  Dr.  J.  A.  Voelcker,  in  his  report  of  March,  1908, 
to  the  Royal  Commission  on  Sewage  Disposal,  that 
a  moist  sludge  is  more  valuable  as  a  manure  than  a 
drier  one. 

In  the  disposal  of  sewage  the  avoidance  of  pollu- 
tion must  COthe  first,  and  if  it  is  a  matter  of  choosing 

between  adequate  purification  and  crop  production  it 
is  the  crops  and  not  the  purification  which  must  give 
way.  But  I  am  not  convinced  that  these  two  desi- 
derata cannot  be  reconciled.  W  hen  our  local  authori- 
ties, quite  properly,  took  the  disposal  of  their  sewage 
into  their  own  hands,  they  had  to  buy  land  for  the 
purpose.  The  acquisition  of  land  for  sewage  disposal 
is  a  very  costly  business,  and  they,  naturally,  as  a  rule, 
bought  no  more  than  they  could  help.  This  land  had. 
therefore,  to  be  used  to  its  fullest  capacity  for  puri- 
fication purposes,  and  the  question  of  cropping  had. 
necessarily,  to  go  to  the  wall.  Hut  w  ith  fertilizers  a,t 
their  present  prices,  and  the  need  for  an  increased  pro- 
duction of  food  staring  us  in  the  face,  ought  we  not 
to  look  into  the  matter  anew  ,  and  see  if  a  way  cannot 
be  devised  for  turning  our  sewage  to  useful  account 
without  detriment  to  its  purification? 

There  must  be  within  a  short  distance  of  many  of 
our  sewaee  works  hundreds  of  thousands  of  acres  of 
land  which  would  benefit  greatly  from  an  occasional 
application  of  sewage,  tank  or  filtered  effluent,  qr 
sludge.  Apart  from  the  gain  to  the  crops,  the  puri- 
fication works,  especially  the  filters,  would  benefit 
not  a  little  from  the  partial  or  total  rest  which  they 
would  thus  obtain. 

The  Future 

T  venture  to  think  that  none  will  quarrel  with  my 
description  of  the  sewaee  problem  as  a  manv-sided 
one.  And  when  Ave  consider  the  many  phases  through 
Which  it  has  alreadv  passed,  it  is  hard  to  believe  that 
we  have  yet  reached  finality,  or  that  the  future  has  no 
more  surorises  in  store  for  us. 

Such  being  the  position,  it  would  seem  to  be  wise 
to  exercise  strict  moderation  in  our  expenditure  on 
works  of  sewage  disposal.  The  present  need  must, 
of  course,  be  met ;  and  due  provision  should  be  made 
for  the  requirements  of  the  immediate  future.  But 
we  are  not  iustified  in  spending  large  sums  of  money 
in  anticipation  of  more  distant  needs  when  it  is  all 
but  certain  that  before  those  needs  arise  more  efifective 
or  more  economical  methods  will  be  available.  At  the 
oresent  moment,  howrever.  there  is  little  danger  of  ex- 
travagant schemes  being  set  on  foot.  It  is  more  likelv 
that  urgently-needed  work  will  be  held  up  through 
the  excessive  cost  of  labor  and  materials.  In  some 
cases,  I  believe,  the  cost  of  a  complete  scheme  of  sew- 
erage and  sewage  disposal  would  actually  exceed  the 
borrowing  powers  of  the  authoritv  concerned.  But 
ought  a  local  authority  to  be  permitted  to  perpetuate 
unsanitary  conditions  in  a  populous  area  by  defer- 
ring badlv-needed  works  of  sewerage  merely  because 
it  cannot  afford  the  additional  .expense  of  laying  down 
purification  works? 

Need  of  a  Testing  Station 

Under  normal  conditions  the  amount  of  money 
spent  every  year  on  works  of  sewage  disposal  is  very 
considerable.  There  are  many  available  methods  for 
the  engineer  to  choose  from.    He  needs  reliable  in- 


formation to  guide  his  choice-.  And  when  he  has  se- 
lected his  process  he  requires  reliable  data  upon 
which  to  design  his  works.  There  are,  doubtless, 
some  adventurous  souls  quite  willing  to  experiment 

with  new  processes  at  the  expense  and  risk  of  their 
clients.  Hut  the  great  body  of  engineers  are  conser- 
vative, and  are  not  disposed  to  gamble  with  their 
clients'  money  and  their  own  reputations  by  the  adop- 
tion of  methods  with  regard  to  which  there  is  the 
least  uncertainty.  And  so  in  default  of  reliable  infor- 
mation concerning  new  processes,  large  sums  of  money 
are  spent  on  lines  which  are  admittedly  not  up-to-date, 
but  which  have,  at  all  events,  stood  the  test  of  time. 
A  central  testing  station,  at  which  new  processes, 
precipitauts,  filtering  materials,  distributors,  and  all 
the  other  paraphernalia  of  sewage  disposal,  may  be 
judged  on  their  merits,  is  urgently  needed. 

The  Massachusetts  State  Board  of  Health  has  for 
many  years  maintained  such  a  station,  the  results  of 
which  have  been  freely  given  to  the  world.  It  is  not 
creditable  to  this  great  and  wealthy  country,  to  which 
the  question  of  rivers'  pollution  is  more  vital,  prob- 
ably, than  to  any  other,  that  it  should  lag  so  far  be- 
hind a  little  State  with  a  population  only  half  that  of 
Our  own  county  of  Lancashire.  If  for  any  reason  the 
Ministry  of  Health  do  not  see  their  way  to  take  the 
matter  up.  the  Engineering  Standards  Committee, 
which  \\;\<  rendered  such  valuable  service  in  other  di- 
rections, might  fitly  undertake  the  duty,  in  which 
case  the  Government  should  recognize  the  national 
importance  of  the  work  by  aiding  it  with  a  substan- 
tial grant. 


Late  Registration  Lost  Privilege 

Important  Court  Ruling  in  Appeal  Case 
Defines  Rights  of  Architects  and 
Exercise  of  Privileges 


A RULING  under  the  law  governing  registra- 
tion rights  of  architects'  privileges  against 
newly-constructed  buildings :  the  drawing  of 
a  distinction  between  contracts  actually 
completed  and  contracts  v  alidly  abandoned  at  the  will 
of  the  proprietor :  and  suggestions  for  amendment  of 
the  existing  law  as  contained  in  a  judgment  of  the 
Court  of  Appeal  maintaining  the  appeal  of  George 
\Y.  Cook  from  a  judgment  of  the  Superior  Court, 
which  had  declared  that  a  property  now  in  his  pos- 
ses-ion, and  situated  in  St.  Antoine  Ward,  Montreal, 
was  affected  bv  an  architect's  privilege  in  favor  of  John 
S.  Archibald  for  a  sum  of  $7,851. 

The  action,  as  entered  in  the  Superior  Court,  by 
Archibald,  was  directed  ;  against  James  Maher,  as 
defendant,  and  was  based  on  articles  2013,  and 
following,  of  the  Civil  Code,  as  amended  by  the 
statute,  7,  George  "Y..  chapter  52: 

Property  Reverted 

On  October  8,  19.12,  appellant  sold  the  property  in 
question  to  Maher  for  $110,000.  A  cash  payment  of 
$20,000  was  made  on  account,  and  Cook  held  a  first 
mortgage  on  the  -property,  for  the  balance.  It  was 
decided  by  .Maher.  to  construct  a  ten-story  building 
on  the  property?  according  to  -plans  which  were  pre- 
pared by  Archibald.  On.  January-.  17,  1913,  the 
builder's  contract  was  awarded  to  C.  R.  Deakin,  for 
$192,500.  the  building  to  be  read}'  for  occupation,  on 
September  1'5.  following.    In  May.  however,  financial 
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difficulties  resulted  in  the  building  operations  being 
suspended.  In  March,  1914,  the  building  project  was 
abandoned,  and  the  property  ceded  back  to  Cook,  win. 
duly  registered  tbe  title. 

On  April  13,  1^17,  Archibald  registered  bis  arch- 
itect's privilege  against  tbe  property  for  tbe  balance 
of  payment  due  to  him  for  preparing  tbe  plans.  Cook 
objected  on  tbe  ground  tbat  Archibald's  registration 
was  too  late ;  but  tbe  latter  insisted  tbat  tbe  con- 
struction work  was  not  abandoned  but  was  suspended, 
and  he  claimed  his  registration  was  valid  in  the  light 
of  the  law,  which  allowed  the  architect  to  register 
his  privilege  within  thirty  days  of  the  completion  of 
the  work  for  which  he  had  prepared  the  plans. 

The  court  of  first  instance  upheld  Archibald's  claim 
on  two  grounds:  First,  tbat  there  was  an  irregularity 
in  the  deed  under  which  the  property  was  ceded  back 
from  Maher  to  Cook  ;  and,  secondly,  because  Archibald 
had  the  right  to  establish,  and  did  establish,  bis  priv- 
ilege "before  tbe  expiration  of  thirty  days  after  tbe 
end  of  tbe  work." 

The  Governing  Law 
Mr.  Justice  Carrol,  in  delivering  tbe  court's 
unanimous  judgment,  maintaining  the  appeal  and 
dismissing  Archibald's  action  with  costs,  said  it  would 
not  be  necessary  to  discuss  tbe  question  of  law  raised 
on  the  first  point  of  the  judgment  appealed  from,  as 
respondent  did  not  take  up  any  position  upon  it. 
Passing  then  to  a  discussion  of  tbe  law  as  it  was  to 
be  applied  to  the  respondent's  privilege  claim,  and 
assuming  that  an  architect  bad  a  privilege  pending 
the  duration  of  the  works  without  registering  bis 
claim.  Justice  Carrol  said  :  "It  is  none  tbe  less  certain 
that  once  the  works  are  completed  he  must  register  his 
privilege  within  thirty  days  of  tbe  date  upon  which 
the  building  is  ready  for  tbe  use  for  which  it  was 
destined.  The  amendment  effected  by  the  statute  7, 
George  Y.,  chapter  52.  article  2013F.  has  not  in  this 
respect  changed  tbe  rights,  of  tbe  architect:  but  the 
proprietor  is  master,  and  if  he  so  desires  he  may  put 
an  end  to  his  contract  with-  the  builder.  That  is 
decreed  by  Article  1691  of  the  Civil  Code.  Naturally, 
in  such  an  event,  if  tbe  parties  affected  do  not  come 
to  an  understanding,  the  proprietor  will  be  obliged 
to  pav  damages  according  to  the  circumstances  of  the 
case.'  Can  the  proprietor  agree  with  the  contractor 
to  put  an  end  to  the  contract  on  conditions  entered 
into  between  tbe  two  parties?  Our  article  1691, 
differs  from  the  corresponding  article  of  tbe  Code 
Napoleon  (1794),  in  the  sense  that,  under  our  law,  the 
proprietor  is  obliged,  if  it  is  the  case  of  the  exercise 
of  his  own  will,  to  pay  damages  according  to  the 
circumstances  of  the  case,  whereas  in  France  the 
proprietor  is  compelled  to  indemnify  tbe  contractor 
for  all  expenses,  for  all  his  labor,  and  for  all  the  profits 
he  may  have  gained  from  the  enterprise.  That  dis- 
position of  the  law  is  exorbitant  of  the  common  law. 
As  a  general  rule  it  is  not  permitted  to  put  an  end 
to  a  contract  at  will,  but  this  extraordinary  dispos- 
ition is  based  on  equity. 

The  Law  of  Equity 
"As  a  matter  of  fact,  after  the  commencement  of 
the  works,  the  proprietor  may  find  himself  in  financial 
difficulties,  or  he  may  realize  that  the  enterprise  is  not 
likely  to  bring  him  the  profits  he  had  calculated  upon 
in  the  first  instance.  It  would  be  unjust  to  force 
him  to  continue  a  work  which  would  result  in  his  ruin. 
I  believe,  however,  that  our  article  in  no  event  allows 
a  scrutin'v  of  the  motives  of  the  proprietor.    He  may 


end  the  contract  by  mere  caprice,  provided  that  be 
pays,  tbe  damages  which  are  allowed  by  tbe  circum- 
stances of  the  case.  It  belongs  to  the  court  to  estimate 
those  damages  according  to  the  good  or  bad  faith  of 
the  proprietor. 

"In  this  case  conditions  made  by  the  contractor 
for  the  continuation  of  the  works  were  not  fulfilled, 
and  the  contract  was  ended  on  March,  1914.  The 
architect  had  thirty  days  counting  from  the  date 
just  named  to  register  his  privilege.  He  did  not 
register  it  until  1917,  after  the  property  had  passed 
back  into  the  hands  of  the  first  vendor.  It  is  true 
that  under  Article  2013  of  the  Code  he  has  a  right  to 
register  the  privilege  within  thirty  days  of  the  date 
on  which  the  construction  is  completed  for  the  use 
to  which  it  was  destined,  but  that  article  has  in  view 
an  "executed  contract,''  and  not  a  contract  which 
has  been  ended  either  by  the  will  of  the  parties  to  the 
contract  or  by  the  will  of  the  proprietor,  as  the  law 
of  the  article  I  have  already  cited  permits. 

Suggested  Amendment 

"  This  case  suggests  an  amendment  which  it  would 
be  very  important  to  introduce  into  our  Civil  Code. 
Hefore  the  Anger  law,  the  privileges  of  architects, 
builders,  workmen,  and  furnishers  of  materials  had  to 
be  registered  before  the  works  commenced.  A  clause 
was  drawn  up  establishing  the  condition  of  the  place, 
and  after  the  completion  of  the  works  a  second 
clause  was  drafted  establishing  their  value.  The 
principle  of  our  legislation  is  that  all  real  rights  must 
be  registered.  Flowever,  the  privileges  I  have  just 
mentioned  exist,  under  the  new  legislation,  without 
registration,  whereas  the  old  law  exacted  publicity. 
Under  the  new  legislation  the  work  of  the  construction 
of  a  building  may  last  two  or  three  years,  and  during 
that  time  a  crowd  of  privileges  will  exist  without 
registration,  so  that  the  property  may  in  a  way  be 
considered  out  of  the  market,  for  no  buyer  or  lender 
will  transact  business  with  the  proprietor  for  fear 
there  are  privileges  existing  on  the  property  which 
do  not  appear  in  the  registration  office.  They  would 
not  run  the  risk  of  advancing  money  on  a  surety  so 
fragile.  It  seems  to  me,  therefore,  that  an  amendment 
might  be  introduced  into  the  existing  law,  which 
would  conserve  the  privileges  which  already  exist 
without  sacrificing  the  credit  of  the  proprietor.  It 
would  be  necessary  only  to  modify  the  mode  of  pub- 
licity if  the  ancient  mode  appeared  defective.  So 
that  anybody  could  go  to  the  registration  office  and 
transact  business,  knowing  if  any  privilege  of  any 
kind  affected  the  property. 

"In  this  case  now  in  appeal  I  am  of  opinion  to 
reverse  the  judgment  a  quo  and  dismiss  the.  action, 
with  costs." 

Registration  Was  Tardy 

Mr.  Justice  Greenshields :  "If  an  architect  knows 
that  the  construction  of  a  building  for  which  he  has 
prepared  plans  and  specifications  has  been  abandoned, 
either  owing  to  the  impossibility  of  the  proprietor  to 
construct  it,  and  knows  that  it  never  will  be  con- 
structed, I  do  not  believe  that  architect  may  wait  for 
four  years  until  the  property  has  passed,  for  value, 
into  the  possession  of  an  innocent  third  party,  and 
then  make  known,  by  registration,  a  claim  against 
that  property,  the  existence  of  which  the  innocent 
holder  had  no  notice.  I  have  no  doubt  the  respondent 
at  one  time  had  a  privilege  upon  tbe  property  for 
something;  but  I  have  no  doubt  that  he  lost  that 
privilege  by  his  tardy  registration." 
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Hints  for  the  Contractor 

That  May  Save  Him  Time  and  Money — We  Will  Pay  for  All  Accepted  Items 

Send  One  In 


A  140-Ft.  Concreting  Tower  Raised  into  Place 
in  One  Piece 

POSSIBLE  interference  of  guy  lines  with  the  ex- 
cavating and    piledriving   operations    in  the 
construction  of  a  marine  way  for  the  Carnegie 
Steel  Co.  at  Coal  Valley,  Perm.,  forced  the 
contractor  to  raise  complete  in  one  piece  the  140-t't. 
wooden  concreting  tower  which  w  as  required  in  sub- 
sequent concreting  work. 

A  permanent  foundation  for  the  tower  was  built 
in  its  proper  place,  made  up  mainly  of  two  long  tim- 
bers laid  on  the  ground  and  anchored  firmly  with  a 
spacing  equal  to  the  width  of  the  tower.  Two  more 
timbers  were  laid  across  these  and  bolted  to  the  first 
two  to  serve  as  the  horizontal  legs  which  were  used 
in  the  tower  in  place  of  guys.  The  tower  was  then 
built  up  horizontally  and  laid  along  a  line  normal  to 
the  shore  line,  with  its  base  tight  against  the  founda- 
tion timbers,  which  were  used  also  as  a  heel  of  the 
raising.  To  stiffen  the  tower  in  the  raising  operation 
steel  cables  were  trussed  along  the  lower  side. 

A  heavy  ginpole  50  ft.  high  was  then  set  up  at 
the  shore  end  of  the  tower,  and  lines  were  rigged 
with  block  and  fall  to  the  top  of  the  tower.  When 
the  time  came  for  raising,  two  derrick  hoats  with 
75-ft.  booms  were  set  at  the  shore  line,  and  boomed 
up  as  high  as  possible. 

The  fall  lines  from  these  derricks  were  made  fast 
to  a  timber  that  was  placed  near  the  top  of  the  tower 
so  as  to  distribute  the  strain.  The  tower  -was  first 
raised  by  means  of  the  ginpole  until  it  had  made  an 
angle  of  about  20°  with  the  horizontal,  when  the  der- 
rick boats  took  the  strain.  Block  and  falls  from  the 
ginpole  were  then  cut  loose,  and  the  tower  was  raised 
to  its  vertical  position  by  the  derrick  boats.  During 
the  raising,  the  guys  which  had  been  made  fast  to 
the  top  of  the  tower  while  lying  dow  n  were  paid  out 
from  snubbing  posts  and  kept  tight  enough  to  hold 
the  tower  in  line  in  the  line  of  the  derricks.  Exactly 
35  min.  elapsed  from  the  time  when  the  tower  left  its 
horizontal  position  until  it  was  erect  in  place. 

The  work  was  done  from  the  Pittsburgh  office  of 
the  Foundation  Co.,  of  which  H.  B.  Kelsey  is  district 
manager. 


Keeping  Scrap  Gleaned  Up  Saves  Money 

SA.LVAGE  of  all  discarded  materials,  says  J.  \Y. 
Radford,  makes  workmen  more  careful  of  ma- 
chinery and  economical  of  repair  parts.  Mr. 
Radford,  who  is  superintending  the  construc- 
tion of  about  5,000,000  cu.  yd.  of  levees  by  walking 
draglines  in  the  Inter-River  Drainage  District  in  Mis- 
souri, believes  that  it  is  economy  for  the  contractor 
to  keep  scraps  of  iron,  such  as  broken  machinery  part-, 
cleaned  up  and  disposed  of,  and  not  allow  these  to  be 
thrown  away  along  the  right-of-way  of  the  work.  It 
is  his  opinion  that  a  failure  to  salvage  broken  parts 
tends  to  carelessness,  on  the  part  of  the  workmen, 
with  machinery  and  repair  parts.    Tt  is  not  uncommon 


to  walk  along  work  where  a  dragline  or  dredge  has 
passed  and  find  broken  parts  left  to  rust.  A  wornout 
bucket  discarded  on  top  of  a  spoil  tank  is  not  an  un- 
usual sight.  Mr.  Radford  thinks  it  better  to  collect 
this  scrap-iron  and  haul  it  where  it  may  be  sold  or 
otherwise  disposed  of,  even  though  doing  so  appar- 
ently costs  more  than  to  throw  it  away.  A  teamster 
can  do  this  work  at  odd  times,  when  he  would  be  do- 
ing little  work  of  any  sort,  and  thus  it  really  costs 
very  little.  The  profit  comes  in  the  spirit  which  is 
instilled  into  the  employees  who  go  about  their  work 
with  more  care  and  appreciation  of  the  value  of  the 
machines  they  are  operating. 


Charging  Off  Depreciation  on  Contractors' 
Equipment 

INSTEAD  of  the  straight-line  method  of  estimat- 
ing depreciation  on  equipment,  whereby  a  con- 
stant percentage  of  the  first  cost,  dependent  upon 
the  probable  length  of  life  of  the  machine,  is 
charged  off  each  year,  another  plan  of  estimating  de- 
preciation was  contained  some  time  ago  in  a  news 
letter  of  the  Associated  General  Contractors  of 
America.  This  plan  was  submitted  by  one  of  the  asso- 
ciation's members. 

According  to  this  contractor's  method,  the  per- 
centage charged  oft  annually  is  based  on  the  book 
value  of  the  piece  of  equipment,  so  that  normally  the 
depreciation  becomes  less  and  less  year  by  year,  and 
the  machine  is  always  valued  at  some  figure,  until 
scrapped.  However,  the  percentage  adopted  for  any 
particular  year  will  vary  with  the  usage  to  w  hich  the 
equipment  has  been  subjected,  and  one  year  it  may 
be  30  per  cent,  and  the  next  20  per  cent.  For  exaniple, 
a  concrete  mixer  worth  $3,000  new  might  be  carried 
on  the  contractor's  books  at  $2,100  after  a  year  of 
hard  service,  and  $1,680  a  year  later  if  it  was  not 
used  extensively  the  second  year.  By  this  method 
the  greatest  depreciation  is  considered  to  occur  dur- 
ing the  first  year  if  the  rate  of  usage  of  the  mixer  be 
constant. 

This  is  consistent  with  the  fact  that  when  a  new 
machine  is  used  it  immediately  becomes  second-hand 
equipment  and  usually  loses  considerable  value  if  put 
up  for  sale. 

There  are  advocates  of  this  method  of  handling 
depreciation,  on  the  ground  that  the  depreciation 
charge  plus  the  cost  of  repairs  should  be  a  constant 
value  for  each  year  that  the  equipment  is  in  use,  and, 
since  repairs  become  heavier  as  the  equipment  be- 
comes older,  deprecation  should  decrease  correspond- 
ingly. For  the  purpose  of  computing  rental  charges, 
however,  difficulties  are  brought  in  by  the  assumption 
of  a  variable  depreciation  rate,  since  it  is  the  average 
annual  depreciation,  after  all,  that  would  ordinarily  be 
considered  in  fixing  rentals. 

Tn  most  cases  where  equipment  is  rented,  the  work 
is  on  a  cost-plus  basis  and  the  fixed  fee  or  percentage 
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paid  the  contractor  docs  not  depend  upon  the  rental 
of  the  equipment. 

However,  on  sonic  cost-plus  work  the  rental 
charges  are  included  in  the  sum  on  which  the  per- 
centage is  paid,  and  in  such  cases  the  rental  rates 
quoted  are  reduced  sufficiently  to  bring  in  approxi- 
mately the  same  sum  as  when  the  profit  fee  is  inde- 
pendent of  the  charges  for  use  of  equipment. 

On  lump-sum  contracts,  no  attempt  is  made  to 
carry  equipment  rentals  on  the  payroll  for  the  job. 
All  charges  against  plant  are  handled  in  a  separate 
account,  and  the  proper  share  of  the  annual  deprecia- 
tion is  charged  to  each  contract. 

Rental  of  equipment  is  paid  for  each  calendar  day 
between  the  date  when  the  equipment  is  loaded  at  the 
storehouse  of  the  contractor  and  the  date  that  it  is 
loaded  for  return.  Transportation  charges  both  ways 
and  all  current  repairs  are  also  included  in  the  sum 
paid  to  the  contractor  for  the  use  of  equipment.  Small 
tools,  when  new,  are  charged  to  the  job  and  then  taken 
back  at  a  fair  valuation  when  the  contract  has  been 
completed. 


Senator  J.  I*.  H.  Casgrain  has  been  appointed 
third  arbitrator  in  the  controversy  over  the  La  Salle 
Bridge.  Montreal.  The  two  other  arbitrators  are;  for 
the  city,  Mr.  J.  Emile  Vanier,  C.  E. ;  for  Messrs.  Pion, 


Grothe  and  O'Sullivan,  Mr.  F.  C.  Laberge,  C.E.  There 
is  a  dispute  as  to  the  damages,  if  any,  to  be  paid  to 
Messrs.  Pion,  Grothe  and  O'Sullivan  for  the  con- 
struction of  the  bridge.  The  contractors  did  not 
carry  out  the  whole  of  the  work,  which  was  completed 
by  the  city. 


Sixteen  Storey  Hotel  Permitted  in  Montreal 

BV  a  majority  of  three,  the  Montreal  City  Council 
have  adopted  a  resolution  favoring  the  build- 
ing of  a  sixteen  story  hotel,  recently  referred 
to  in  our  columns.  This  action  was  taken 
'Hi  the  recommendation  of  a  committee  of  the  council 
who  suggested  that  the  administrative  commission  be 
requested  to  amend  the  by-law  regarding  buildings 
to  allow  the  erection  of  buildings  over  ten  stories  in 
height.  The  chief  argument  in  favor  of  the  recom- 
mendation was  that  the  cost  of  land  in  the  city  is 
so  high  that  it  is  impossible  to  erect  a  ten  story  hotel 
and  secure  an  adequate  return  on  the  capital. 
Against  this  it  was  argued  that  large  buildings  would 
lead  to  a  congestion  of  traffic,  and  that  they  would 
involve  greater  expense  in  affording  water  service  and 
fire  protection;  further,  that  the  trend  of  opinion  in 
cities  where  these  sky-scrapers  were  erected  was  now 
against  the  construction  of  such  high  buildings. 


Type  of  Bridge  Used  in  Quebec  Province  for  Light  Traffic 


Bridge  near  Moulin  Naud,  on  the  Jacquot  River,  at  Ste.  Christine,  County  of  Portneuf.    A  free  span  of  67  ft.  4  in.    This  bridge  was  built 

1918.    It  is  in  a  remote  district  with  only  light  traffic. 
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Report  on  Coal  Production 

Canada's  production  of  coal  and  coke  during  the 
calendar  year  1918  is  covered  in  a  report  issued  by 
the  Mines  Branch  of  the  Dominion  Department  of 
Mines.  It  is  by  John  McLcish,  chief  of  the  Division 
of  Mineral  Resources  and  Statistics. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


Building  permits  issued  in  Prince  RuperJ  during  1910 
approximate  $360,000  in  value. 

The  water  commission  of  St.  Thomas,  Out.,  will  spend 
$50,000  for  new  pumping  station  equipment. 

The  Housing  Commission  of  Qvyerj  Sound.  Ont.,  will 
ask  the  Provincial  Government  to  provide  them  with  $200,- 
000  in  order  to  carry  on  housing  operations. 

The  City  Council  of  W  indsor.  Out.,  has  gone  on  re- 
cord as  Favoring  the  new  million  dollar  hotel  to  he  built 
there,  and  has  granted  a  fixed  assessment  of  $100,000  for 
ten  years.  ■ 

It  is  stated  that  a  highway  bridge,  costing  some  $200,- 
000,  will  he1  built  over  the  St.  John  river,  between  Edmund- 
ston,  N..BI,  and  Madawaska.  Maine.  This  new  structure 
will  connect  new  highway's  recently  built  in  Quebec.  New 
Brunswick  and  the  State  of  Maine. 

In  the  report  of  the  general  manager  of  the  Toronto 
Board  of  Education,  in  regard  to  a  building  policy  for  the 
coming  year,  it  is  recommended  that  seventy-five  additional 
class  rooms  be  provided,  divided  amo:ii>  28  schools  of  the 
city,  at  an  aproximate  cost  of  from  $1,200,000  to  $1,500,000. 

It  is  reported  that  the  Ontario  Government  proposes 
to  solve  the  Provincial  Highway  controversy  by  c  instruct- 
ing two  roads  between  London  and  Windsor — one  along 
the  Longwoods  road  through  Chatham,  thence  through 
Raleigh  township  to  Tilbury  and  on  to  Windsor:  the  other 
following  the  Talbot   road  through   St.  Thomas. 

The  High  School  Board,  of  Sault  Ster  Marie,  Ont..  ;ha-a 
asked  the  city  council  for  $300,000  for  building  purposes 
during  the  coming  season.  It  is  planned  to  build  an  ex- 
tension to  the  High  School  costing  $190,000.  and  to  bnild  ;t 
technical  school  costing  $222. ."»00.  The  Provincial  Govern- 
ment has  agreed  to  contribute  to  the  cost  of  the,  technical 
school 

In  Vancouver  during  the  past  year  there  were  461 
building  permits  issued,  representing  -  an  ^estimated  value 
of  $1,297,171,  which  is  an  increase  of  more  than  $1,000,000 
over  the  1918  total.  The  report  of  the  building  inspector, 
Mr.  James  Hughes,  shows  that  permits"  were  taken  out  For 
288  dwellings,  live  factories,  five  public  buildings  and  161! 
garages. 

Building  permits  issued  in  Regina,  Sask.,  during  1919* 
reached  an  approximate  value  of  •  $l.f>99,020,  distributed'  as 
follows:  Xew  dwellings,  $5M9,870.;  warehouses,  fatc'tories, 
etc.,  $:?07,:!00;  public  garages,  offices  and  .stores,  $133,900: 
theatres,  schools,  etc.,  $516,300;  apartments  and  terraces, 
$99,000;  private  garages,  $9,73");  stables,  $4,200:  removals 
and  alterations,  $57,015;  miscellaneous,  $22,700;  total,  $1.- 
699,020. 

Building  operations  are  to  be  commenced  next  month 
in  connection  with  the  two-million  dollar  addition  to  the 
King  Edward  Hotel  in  Toronto.  The  new  building  is  to  be 
16  storeys -in  height  and  contain  500  rooms.  Its  equipment 
will   be   very  elaborate  and   complete.    Six   passenger  ele- 


vators   will    be   installed   and   on   the   top   lloor    will   be  ar 

rangetnenti  [or  a  combination  roof  garden,  convention  am. 
banquet  hall  with  a  capacity  for  2,000  people.  The  laying 

out  of  the  siie  will  involve  the  widening  of  Leader  Lane. 

At  a  recent  meeting  of  the  Guelph  Builders'  Exchange, 
communications  were  read  from  several  of  the  trades  un- 
ions intimating  -that  demands  would  be  made  in  the  near 
future  for  higher  wages  and  shorter  hours.  A  letter  was 
also  read  from  the  Ottawa  Exchange,  suggesting  that  ac- 
tion he  take  u  with  a  view  to  standardizing  the  wage  scale 
throughout  the  province,  thus  preventing  men  from  jump- 
ing from  one  town  to  another.  No  action  was  taken  by 
the  Guelph  Exchange  on  this  suggestion.  The  Exchange 
proposes  to  hold  a  banquet  in  the  near  future,  and  a  spe- 
cial committee,  with  A.  W.  Reynolds  as  chairman,  has 
been  appointed  to  make  the  necessary  arrangements 

The  report  of  the  Building  Inspector  for  York  Town- 
ship. Out.,  regarding  the  work  carried  out  during  1919 
shows  the  following  figures:  1.49S  dwellings,  estimated, 
cost.  $3,333,300;  787  additions  and  alterations.  estimated 
cost.  $29:;. 465;  52  stores,  estimated  cost,  $152,800;  2  schools, 
estimated  cost,  $232,000;  353  garages,  estimated  cost.  $k:j,- 
100:  t  store  houses,  estimated  cost,  $58,300;  1  bank,  esti- 
mated cost,  $19,000;  2  apartment  houses,  cost,  $:!2,000;  .i  coal 
sheds,  estimated  cost,  $12,500;  1 6  stables,  estimated  cost  8,960; 
ated  cost.  $1,100:  1  church,  estimated  cost.  $8,000;  1  hall. 
2  workshops,  estimated  cost,  $4,800;  2  greenhouses,  estim- 
ated cost.  $1,100;  1  church,  estimated  cost,  $8,000;  J  hal., 
estimated  cost,  $1,000;  :!  removal  of  buildings,  estimated 
cost.  $800;  total,  $4,241,125.  The  total  number  of  permits  is- 
sued was  2.186.  In  the  month  of  December  alone  the  value 
of  the  buildings  for  which  permits  were  issued  was  $143,- 
150,  the  number  of  permits  issued  being  45. 


Personal 


C.  H.  Scheman,  general  sales  manager  for  Canada, 
Canadian  Chicago  Bridge  &  Iron  Co..  Chicago,  has  opened 
Jtn  office  at  260  St.  James  St.,  Montreal. 

The  report  regarding  the  resignation  of  Mr.  E.  R  Gray- 
as  City  Engineer  of  Hamilton.  Ont..  was  in  error.  Mr.  Gray 
does  not  intend  to  resign,  but  has  been  given  two  weeks 
leave  of  absence  for  the  study  of  asphalt  paving  in  Toronto 
and  Detroit. 

Mr.  W.  G.  Swan  has  been  appointed  chief  engineer  in 
connection  with  the  Vancouver  Harbor  Improvement  by 
the  Vancouver  Harbor  Commissioners.  M|r.  Swan  is  'a 
me^nber  of  the  Engineering  Institute  of  Canada  and  holds 
the  degree  of  B.  A.  Sc.  and  C.  E.  of  the  Faculty  of  Ap- 
plied Science  and  Engineering  of  the  University  of  To- 
ronto, where  he  also  acted  for  two  years  as  demonstrator 
and  lecturer  on  mechanics  of  building  materials.  In  1903 
Mr.  Swan  was  hydrographic  engineer  for  the  Dominion 
government,  and  the  following  year  joined  the  engineering 
staff  of  the  Canadian  Northern  Railway,  working  his  way 
up  through  the  various  engineering^  capacities — residence, 
bridge,  divisional,  terminal — to  the  position  of  district  en- 
gineer. Mr.  Swan  was  also  in  charge  of  the  Pacific  Coast 
'•Mainland  terminals  for  three  years  previous  to  the  war. 
during  which  time  he  designed  and  superintended  the  con- 
struction of  the  Port  Mann  wharves.  The  reclamation  of 
False  Creek  Mud  Flats  was  another  undertaking  of  which 
he  had  charge.  Mr.  Swan  was  in  the  army  for  three  and  a 
half  years  and  saw  two  years'  service  in  France. 


Obituary 

Mr.  William  Ross,  general  superintendent  of  the  Phoe- 
nix Bridge  and  Iron  Works,  Montreal,  died  very  suddenly 
on  the  11th  inst.  Mr.  Ross'  death  is  believed  to  have  been 
due  to  heart  failure,  which  took  him  just  as  he  had  left 

his  office.   He  was  69  years  of  age. 
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Waterworks,  Sewerage  and 
Roadways 

Almonte,  Ont. 

By-law  passed  authorizing  construc- 
tion of  permanent  pavements  for  Town; 
cost,  $20,000.  Clerk,  T.  J.  Kirkland.  Also 
by-law  passed  for  construction  of  con- 
crete sidewalks. 

Courtright,  Ont. 

By-law  passed  authorizing  construc- 
tion of  waterworks  system  for  Village. 
Reeve,  J.  W.  James;  clerk,  R.  G.  Stew- 
art. 

Fonthill,  Ont. 

Village  Council  will  consider  con- 
struction of  waterworks  system  despite 
defeat  of  by-law.  Councillors.  Albert 
Learn,  Thompson  Allen  and  W.  A.  How- 
ell. 

Grand  Mere,  Que. 

R.  &  S.  W.  Lea,  Engineers,  10  Lath- 
cart  St.,  Montreal,  will  submit  report 
shortly  on  waterworks  system  to  cost 
$200,000  for  City  Council  and  Laurentide 
Co.  Mayor,  P.  C.  Neault;  manager  of 
Company,  Geo.  Cahoon,  Sr. 

Raymond,  Alta. 

Ellison  Milling  Co.  has  applied  for 
by-law  to  be  submitted  authorizing  con- 
struction of  pipe  lines  from  mill  through 
Town  for  conducting  water  for  heating 
and  other  domestic  purposes.  Manager, 
Geo.  W.  Green;  Mayor,  Mr.  Pack. 

St.  Sophie,  Que. 

Provincial  Dept.  Highways  plans  to 
repair  roadway  from  Theford  Mines  to 
Plessisville.  Engineer,  Ivan  Vallee, 
Roads  Dept.,  Pari.  Bldgs.,  Quebec. 

Tillsonburg,  Ont. 

By-law  passed  authorizing  paving  of 
market  square  for  Town;  cost,  $5,000  to 
$8,000.    Clerk,  A.  E.  Raynes. 

Toronto,  Ont. 

New  tenders  received  until  Feb.  10th 
for  supply  and  installation  of  one  or 
more  16-20  million  imperial  gallon  centri- 
fugal pumps  for  Bd.  of  Control.  Chair- 
man, T.  L.  Church,  City  Hall. 

Windsor,  Ont. 

Utilities  Commission  has  been  ap- 
pointed to  control  waterworks  and  sew- 
erage system  of  Windsor,  Walkerville, 
Ojibway,  Sandwich,  Ford  City,  Sand- 
wich East  and  Sandwich  West.  Wind- 
sor and  Walkerville  supply  will  be  in- 
creased to  serve  other  points  with  fil- 
tered water.  Cost  of  extension  to  wa- 
terworks system  to  cost  $500,000. 

Wroxeter,  Ont. 

By-law  passed  authorizing  construc- 
tion of  cement  walks  to  cost  $5,000  for 
Town.  Councillor,  G.  A.  Lackie.  Ten- 
ders will  be  called  about  the  end  of 
March. 


CONTRACTS  AWARDED 
St.  Clothilde,  Que. 

O.  S.  Faucher  has  general  contract  for 
macadamizing  road  for  Municipality; 
cost,  $23,000. 

St.  Thomas,  Ont. 

City  has  awarded  following  contracts: 
Electrical  pumping  equipment  at  $23,000, 
Goldie  &  McCulloch  Co.,  64  West  Main 
St.  S.,  Gait,  Ont.;  auxiliary  gasoline  en- 
gine system,  at  $4,000,  Arthur  Leitch  & 
Co.,  Kent  Bldg.,  Toronto. 

Winnipeg,  Man. 

Canada  Iron  Corporation,  147  Banna- 
tyne  Ave.,  have  general  contract  on  cast 
iron  water  pipes  for  City;  cost,  $7,512. 


Railroads,  Bridges  and  Wharves 

Allenford,  Ont. 

Amabel  Township  Council  plan  to 
erect  bridge  and  will  ask  Provincial  Gov- 
ernment to  grant  part  of  cost.  Clerk, 
G.  C.  Wain,  Allenford. 

Aylmer,  Que. 

C.  P.  Rly.,  head  office,  Montreal,  Que., 
have  plans  drawn  for  station.  Work 
will  start  shortly. 

Edmonton,  Alta. 

Canadian  National  Rlys.  plan  to  erect 
station,  sub-way  and  repair  shop;  cost, 
$1,000,000.  Architect,  C.  N.  R.  Archi- 
tect, Winnipeg. 

London  District,  Ont. 

C.  P.  Rly.,  head  office,  Montreal,  Que., 
plan  to  make  repairs  to  bridge.  Work 
will  be  done  by  Company's  own  men. 
Supt,  Mr.  Williams,  C.  P.  R.  offices, 
London. 

London,  Ont. 

C.  P.  Rly.,  head  office,  Montreal,  Que., 
plan  to  construct  double  tracking  from 
Guelph  Junction  part  way  to  London. 
Supt.,  Mr.  Williams,  C.  P.  R.  offices, 
London.  Company  will  employ  its  own 
rhen. 

Quebec,  Que. 

L'Islet  County  Council  is  applying  to 
Hon.  Mr.  Galipeault,  Minister  of  Public 
Works,  for  sum  of  money  to  construct 
branch  railway,  twenty-five  miles,  from 
Lac  Frontiere  to  St.  Pamphile,  Que. 

Saskatoon,  Sask. 

C.  N.  R.,  head  office,  Toronto,  Ont., 
plans  to  build  new  steel  superstructure 
over  Saskatchewan  River,  and  to  add 
driveway  on  either  side.  General  man- 
ager, A.  E.  Warren,  Winnipeg. 

Shenacadie,  N.  S. 

R.  C.  Desrochers,  secretary,  Ottawa, 
calls  for  tenders  until  noon  Feb.  9th  on 
wharf  for  Dominion  Dept.  Public  Work:,. 
Plans  at  Dept.,  Ottawa,  offices  of  Dis- 
trict Engineers,  North  Sydney,  N.  S., 
Halifax,  N.  S.,  and  at  P.  O.,  Shenacadie, 
N.  S. 


Springbrook,  Ont. 

By-law  passed  authorizing  construc- 
tion of  concrete  bridges  for  Rawdon 
Township;  cost,  $9,000.  Clerk,  W.  F. 
Bateman,  Springbrook. 

Tatlock,  Ont. 

Darling  Township  plans  to  rebuild  two 
bridges  and  make  alterations  to  present 
structure.  Clerk,  Thos.  D.  King,  Tat- 
lock, Ont. 

Teeswater,  Ont. 

C.  P.  Rly.,  head  office,  Montreal,  Que., 
plan  to  erect  station.  Supt.,  Mr.  Wil- 
liams, C.  P.  Rly.  offices,  London,  Ont. 

William  Head,  B.  C. 

R.  C.  Desrochers,  secretary,  Ottawa, 
calls  for  tenders  until  Feb.  9th  on  re- 
pairs to  the  coal  wharf  at  the  Quaran- 
tine Station,  William  Head,  for  Domin- 
ion Dept.  Public  Works.  Specifications 
obtained  at  office  of  District  Engineer, 
Victoria,  B.  C,  and  Post  Office,  Van- 
couver. 

CONTRACTS  AWARDED 
Agassiz-Rosedale,  B.  C. 

W.  Greenlees,  407  Cordova  St.  W., 
Vancouver,  has  general  contract  for  ferry 
landings  costing  $11,875  for  provincial 
Dept.  Public  Works. 


Public  Buildings,  Churches 
and  Schools 

Alport,  Ont. 

Monck  Township  Council  plans  to 
erect  addition  to  Township  hall.  Clerk, 
R.  H.  Bickmore,  Alport. 

Aneroid,  Sask. 

Church,  costing  $20,000  for  Union 
Congregation,  pastor,  Rev.  M.  Meech,  is 
in  process  of  erection.  Basement  is  com- 
pleted and  it  is  planned  to  have  super- 
structure finished  this  year. 

Bon  Secours,  Que. 

School  Bd.  plans  to  erect  school. 
Secy.-treas.,  Michel  Moreau. 

Calgary,  Alta. 

Tenders  have  been  extended  to  March 
5th  for  erection  of  post  office  for  Do- 
minion Dept.  Public  Works.  '  Sec'y.,  R. 
C.  Desrochers,  Ottawa;  Supt.  Architect, 
J.  M.  Stevenson,  (Dowler  &  Stevenson), 
Calgary. 

Cap  De  La  Madeleine,  Que. 

Plans  are  prepared  for  club  house 
costing  $10,000  for  St.  Maurice  Paper 
Co.;  manager,  T.  R.  Ward.  Tenders  will 
be  called  soon. 

Carleton  Place,  Ont. 

By-law  passed  authorizing  construc- 
tion of  school  for  Bd.  of  Education;  cost 
$24,000.    Secy.,  A.  R.  Peden. 

Champlain,  Que. 

R.  C.  Congregation  will  have  repairs 
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made  to  church  damaged  by  explosion; 
loss,  $8,000. 

Cloudslee,  Ont. 

School  Bd.  plans  to  erect  school  cost- 
ing $5,000.  Chairman,  Jos.  Grassley, 
Cloudslee  via  Thessalon. 

Colonsay,  Sask. 

R.  M.  Thompson,  architect,  Hank  of 
Nova  Scotia  Bldg.,  Saskatoon,  is  pre- 
paring plans  for  hospital  costing  $550,- 
ooo  for  Municipal  Hospital  Bd.  Address 
secretary,  Colonsay,  Sask. 

Essondale,  B.  C. 

Tenders  will  be  called  about  Feb.  1st 
un  industrial  home  costing  $75,000  for 
Provincial  Dept.  Public  Works.  Provin- 
cial Architect,  Mr.  Whittaker. 

Grand  Mere,  Que. 

Jules  Caron,  architect,  69  St.  Francois 
Xavicr  St.,  Three  Rivers,  will  prepare 
plans  for  academy  costing  $175,000  for 
R.  C.  Commission.  President,  Dr.  A. 
Ferron;  secy.,  Auguste  Desilets. 

Halifax,  N.  S. 

Bd.  of  Fircwards  plan  to  erect  fire  sta- 
tion.   Chairman,  F.  W.  Hoyt. 

Heaslip,  Ont. 

By-fay  passed  authorizing  construction 
of  township  hall  costing  $10,000  for  Ev- 
anturel  Township  Council;  clerk,  .1-  H, 
Kerr,  Heaslip. 

Hull,  Que. 

School  Bd.  plans  to  erect  school;  cost, 
$60,000. 

Chas.  Brodeur,  architect.  Motel  l)c- 
ville,  is  preparing  plans  for  technical 
college  costing  $150,000  for  Hull  Tech- 
nical School  Commission.  President. 
Romeo  Lafond.  Tenders  will  lie  called 
in  March. 

Inverness,  Que. 

Erection  of  school  is  planned  by 
School  B.d.    Sec.-treas.,  Geo.  Pelleticr. 

Kingston,  Ont. 

R.  C.  Desrochers,  secretary,  Ottawa, 
calls  for  tenders  until  noon  Jan.  26th  on 
alterations  and  addition  to  Mowat  Sani- 
torium  for  Dominion  Dept.  Public 
Works.  Plans  at  offices  of  Chief  Archi- 
tect, Dept.  Public  Bldgs..  Ottawa,  Supt. 
Dominion  Bldgs.,  Postal  Station  "F," 
Toronto,  and  Resident  Architect,  Mer- 
chants Bank  Chambers,  Kingston. 

Louiseville,  Que. 

P.  Levesque,  architect,  115  St.  John 
St.,  Quebec,  has  plans  and  calls  for  ten- 
ders until  Jan.  22nd  on  alterations  to 
church  for  Parish  Council;  curate,  Rev. 
N.  Tessier. 

Manley,  Ont. 

Tenders  for  school  costing  $7,000  for 
School  Bd.  will  be  called  about  March 
15th.  Trustee,  John  Murray,  Manley 
via  Seaforth,  Ont. 

Montreal,  Que. 

R.  C.  Desrochers,  secretary,  Ottawa, 
calls  for  tenders  until  Feb.  2nd  on  alter- 
ations and  addition  to  post  office  for  Do- 
minion Dept.  Public  Works.  Plans  with 
Chief  Architect,  Dept.  Public  Works,  Ot- 
tawa, and  Montreal  Post  Office. 

Congregation  Shaar  Hashomayim 
plan  to  erect  synagogue;  site  purchased. 
President,  Lyon  Cohen,  25  Rosemonl 
Ave. 

Legislature  is  being  petitioned  to  es- 
tablish a  French  hospital.    Interested,  J. 


A.  Beaudry,  200  Mentana  St.;  Louis  A. 
I  (erdt,  335  Mountain  St. 

Moose  Jaw,  Sask. 

Moose  Jaw  School  lid.,  address  secy., 
plans  to  erect  school  costing  $150,000  and 
also  to  build  addition  to  present  school. 
Architect,  R.  J.  liunyard.  Moose  Jaw. 

Norton,  N.  B. 

School  Bd.  will  shortly  call  for  ten- 
ders for  school  to  cost  $10,000. 

North  Sydney,  N.  S. 

G.  W.  V.  A.  plan  to  erect  memorial 
building.  Chairman  of  Executive,  T.  A. 
Nicholson. 

Ottawa,  Ont. 

Christ  Church  Cathedral  plan  to  re- 
decorate church  and  re-arrange  lighting 
system.  Rector's  Warden,  J.  E.  Mc- 
Phcrson,  Bell  Telephone  Co.,  Queen  St. 

Calvin  Presbyterian  Church  plans  to 
re-decorate  church.  Minister,  Rev.  Orr 
Bennett. 

Parish  of  Cacouma,  Que. 

School  Bd.  plans  to  erect  school.  Secy.- 
treas.,  Louis  Laindon. 

Pine  Bluff,  Alta. 

Tenders  called  for  school  for  Three 
Lakes  School  District  No.  3866.  Plans 
with  Dept.  of  Education  and  with  secy., 
Thomas  Smart,  Pine  Bluff. 

Portage  La  Prairie,  Man. 

R.  C.  Desrochers,  secretary,  Ottawa, 
calls  for  tenders  until  Jan.  26th  on  al- 
terations and  addition  to  post  office  for 
Dominion  Dept.  Public  Works.  Specifi- 
cations obtained  from  Chief  Architect, 
Dept.  Public  Works,  Ottawa,  Caretaker, 
Public  Bldg.,  Portage  La  Prairie,  Man., 
and  Resident  Architect,  Lindsay  Bldg., 
Winnipeg,  Man. 

Port  Elgin,  Ont. 

Trustees  S.  S.  No.  5  of  Saugeen  Town- 
ship plan  to  erect  school  costing  $8,000. 
Sec,  A.  Bell.  Port  Elgin  P.  ()..  Ont. 
Trustees,  A.  Brunton  and  A.  McDiarmid, 
Port  Elgin  P.  O. 

Regina,  Sask. 

City  plans  to  erect  police  station;  cost, 
$45,000.    Address  clerk,  G.  Beach. 

Buildings  Committee  has  been  in- 
structed by  Public  School  Bd.  to  _pre- 
pare  plans'  for  school  to  cost  $125,000 
and  also  for  alterations  to  school  to  cost 
$5,000.  Chairman.  B.  Mclnnis.  Regina. 
The  Committee  is  also  preparing  plans 
and  by-law  for  school  costing  $175,000. 

Riviere  Du  Loup,  Que. 

Tenders  will  be  called  about  the  end 
of  February  for  Presbytery  for  R.  C. 
Parish;  curate.  Rev.  A.  Roy.  Architect, 
Oscar  Beaule,  21  D'Aiguillon  St.,  Que- 
bec. 

Roblin,  Man. 

Goose  Lake  School  District,  address" 
I.  L.  Mitchell,  Roblin,  Man.,  plans  to 
erect  school;  cost,  $33,000.    Architect,  E. 
D.  Cuttle,  705  McArthur  Bldg.,  Winni- 
peg. 

Saskatoon,  Sask. 

Plans  are  prepared  for  normal  school 
for  Provincial  Dept.  Public  Works.  Ten- 
ders will  be  called  in  February  or  early 
in  March. 

St.  Alexandre,  Que. 

School    Bd.    plans    to    erect  school. 
Sec.-treas.,  Eusebe  Landry. 


St.  Elzear,  Que. 

School  Bd.  plans  erection  of  school. 
Secy.-treas.,  J.  A.  Drouin. 

St.  Joyite,  Que. 

Two  schools  will  be  erected  by  school 
Bd.    Secy.-treas.,  Georges  Drury. 

Ste.  Perpetue,  Que. 

School  will  be  erected  by  School  Bd. 

Secy.-treas.,  G.  St.  Pierre. 

St.  Urbain,  Que. 

School  Bd.  plans  to  erect  school.  Secy.- 
treas.,  Fidelc  Girard. 

Sunderland,  Ont. 

Trustees  S.  S.  No.  5  will  erect  school 
this  summer.  Secy.,  Frank  Doble,  Sun- 
derland.   An  architect  will  be  chosen. 

Sydney  Mines,  N.  S. 

G.  W.  V.  A.  plans  to  erect  club  rooms, 
etc..  costing  $20,000.  President,  Dr.  N. 
McDonald;  treas.,  T.  Nicholson. 

Toronto,  Ont. 

St.  Clair  Ave.  Methodist  Church,  7*5 
St.  (  lair  \\\.  plans  to  build  addition  to 

church . 

University  of  Toronto  has  secured  site 
for  women's  building.  Secy,  of  Bldg. 
Committee,  Mrs.  E.  A.  Bott,  325  Huron 

St. 

Waterhole,  Alta. 

Waterhole  Agricultural  Society  plans 
to  erect  hall,  frame  construction.  Ad- 
dress secy.,  Waterhole  Agricultural  So- 
ciety. 

Westville,  N.  S. 

R.  C.  Corporation  of  Antigonish  are 
erecting  church  costing  $40,000.  Priest, 
Rev.  Alex.  MacKenzie,  wants  prices  at 
once  on  steel  windows,  frames  and 
sashes,  gothic  groins  for  ceiling  effects, 
silent  and  durable  flooring,  doors  and 
electrical  fixtures.  Architect,  B.  J.  Pat- 
tison,  care  Ross  &  McDonald,  Young 
St.,  Halifax. 

Woodstock,  Ont. 

Sproatt  &  Rolph,  architects,  36  North 
St.,  Toronto,  are  preparing  plans  for  ad- 
dition to  hospital  for  Woodstock  Hos- 
pital, Brant  St.  Work  will  be  awarded 
on  cost  plus  basis. 

CONTRACTS  AWARDED 
Cap  De  La  Madeleine,  Que. 

J.  H.  Giroux,  27  Plaisante  St.,  Three 
Rivers,  has  masonry  on  church  costing 
$60,000  for  Parish  of  Holy  St.  Famille, 
and  also  on  church  and  presbytery  foun- 
dation costing $25,000  for  R.  C.  Church; 
curate,  Mr.  Fusey. 

Chamberlain,  Sask. 

Waterman  Waterbury  Co.  have  gen- 
eral contract  and  are  supplying  mater- 
ial on  school  costing  $11,500  for  School 
District  No.  2264.  Secy.-treas.,  Thos. 
Yates,  Chamberlain. 

Montreal,  Que. 

J.  C.  Brunet  &  Co.,  223  St.  Lawrence 
Blvd.,  have  general  contract  on  repairs 
to  furnace  room  for  Mont  St.  Louis  Col- 
lege. 

Mount  Hamilton,  Ont. 

Stuart  Bros.,  3  Hyde  Park  Ave.,  have 
general  contract  for  Sunday  School  cost- 
ing $18,000  for  Mount  Hamilton  Metho- 
dist Church. 

Sacre  Coeur  De  Marie,  Que. 

Albert  Langelier,  St.  Victor  de  Tring, 
Que.,    has    general   contract    for  two 
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schools  costing  $2,500  each  for  School 
Bd. 

St.  Phillippe  De  Neri,  Que. 

F.  X.  Lambert,  St.  Anne  de  la  Poca- 
tiere,  has  general  contract  for  presbytery 
costing  $17,500  for  R.  C.  Congregation; 
curate.  Eng.  Pelletier. 

Windsor,  Ont. 

School  costing  $400,000  for  Bd.  of  Edu- 
cation: Brick,  Chick  Contracting  Co., 
351  McDougall  Ave.,  Windsor;  plumb- 
ing, heating  and  ventilating,  W.  J.  Mc- 
Guire  Co.,  91  Jarvis  St.,  Toronto. 


Business  Buildings  and  Indus- 
trial Plants 

Banff,  Alta. 

Banff  Springs  Hotel  plan  additions  to 
hotel.    Manager,  A.  Bcnaglia. 

Brantford,  Ont. 

Bluebird  Mfg.  Co.  of  Canada  will  oc- 
cupy plant  No.  1  of  Motor  Trucks  Ltd. 
and  will  alter  to  suit  requirements. 
President  and  General  Manager,  J.  B. 
Detwiller,  47  Chestnut  Ave. 

Cornwall,  Ont. 

Imperial  Oil  Ltd.,  50  Church  St.,  To- 
ronto, plan  to  erect  warehouse  and  are 
seeking  site.  Town  will  be  asked  to 
grant  certain  concessions. 

Halifax,  N.  S. 

S.  P.  Dumaresq,  architect,  Royal 
Bank  Bldg.,  George  St.,  Halifax,  is  pre- 
paring plans  for  warehouse  for  Crane 
Co.,  St.  Patrick  St.,  Montreal,  Que. 

Davis  &  Fraser,  Barrington  St.,  plan 
to  build  addition  to  warehouse.  Man- 
ager, A.  J.  Davis. 

Leamington,  Ont. 

Work  will  start  shortly  on  erection  of 
store  for  H.  Lindon;  cost.  $15,000.  Ar- 
chitect, W.  W.  Link,  Talbot  W.  Mas- 
onry, steel,  roofing,  plumbing,  heating, 
plastering,  painting  and  electrical  work 
will  be  let. 

Melfort,  Sask. 

Imperial  Oil  Co.  have  secured  site  and 
plan  to  erect  frame  warehouse  in  the 
early  spring.    Address  local  agent. 

Montreal,  Que. 

H.  P.  Labelle  &  Co.,  149  St.  Cather- 
ine St.  E.,  plan  to  build  ten  storey  addi- 
tion to  furniture  building. 

Remodelment  of  business  block  be- 
longing to  Armstrong  Estate  into  sales- 
rooms, offices,  etc.,  is  planned.  Manager, 
Edgar  M.  Armstrong,  44  Bank  of  Ot- 
tawa Bldg.,  St.  James  St. 

Negotiations  re  erection  of  hotel  to 
cost  $3,250,000  for  Syndicate  are  still 
proceeding.  City  Council  has  given  ap- 
proval, but  Administrative  Commission 
has  yet  to  approve  plan  for  revising 
building  by-law.  Interested,  F.  Wilson 
Fairman,  232  St.  James  St. 

Niagara  Falls,  Ont, 

Plans  are  in  progress  for  extension  to 
motion  picture  theatre  for  Queen  St. 
Theatre  Co.  Tenders  will  be  called 
shortly  by  manager,  Mr.  A.  A.  Huttel- 
mayer. 

Owen  Sound,  Ont. 

L.  R.  Steel  Co.,  Royal  Bank  Bldg.,  To- 
ronto and  Buffalo,  N.  Y.,  will  extensively 
remodel  two  stores  into  one.  Work  will 
be  by  day  labor    under    supervision  of 


Construction  Dept.  of  Company  in  Buf- 
falo. 

Peace  River,  Alta. 

Hudson  Bay  Co.  plan  to  build  addi- 
tion to  store. 

Port  Arthur,  Ont. 

Xukol  Fuel  Co.,  88  Bay  St.,  Toronto, 
plan  to  locate  a  briquetting  plant  in  Port 
Arthur  or  Fort  William. 

Red  Cliff,  Alta. 

Red  Cliff  Glass  Works  have  resumed 
work  on  the  erection  of  addition  to  glass 
plant. 

Regina,  Sask. 

Transeanada  Theatre  Co.  plans  to 
erect  theatre;  cost.  $250,000.  Address 
Vice-President,  R.  J.  Lydiatt,  Calgary, 
Alta. 

Regina  Trading  Co.  plan  to  erect  store 
costing  $200,000.    Manager,  A.  F.  Little. 

Rideau  Ferry,  Ont. 

Canadian  National  Rlys.,  1  Toronto 
St.,  Toronto.,  plan  to  erect  a  summer 
hotel  at  Rideau  Ferry  or  Garret's  Rest. 

St.  Hyacinthe,  Que. 

J.  A.  Ostiguy,  70  St.  Simon  St.,  will 
erect  warehouse  and  store  in  March  by 
day  labor;  cost,  $40,000. 

Sydenham,  Ont. 

Bowes  Co.,  58  Wellington  St.  E.,  To- 
ronto, have  secured  site  and  will  erect 
concrete  creamery;  cost,  $100,000. 

Thessalon,  Ont. 

W.  Asam,  care  J.  S.  Dobie,  will  have 
plans  prepared  for  basket  factory  costing 
$10,000. 

Tillsonburg,  Ont. 

Town  plans  to  erect  hydro  building. 
Clerk,  A.  F.  Raynes. 

Toronto,  Ont. 

Mr.  O'Neil,  manager,  King  Edward 
Hotel,  is  receiving  tenders  for  the  wreck- 
ing of  Catto's  Store  and  surrounding 
buildings  to  make  way  for  the  erection 
of  addition  to  hotel  costing  $2,000,000 
for  United  Hotels  Ltd. 

Sheppard  &  McGill,  foot  of  Drayton 
Ave.,  are  erecting  lumber  mill;  work  by 
time  and  material.    Cost,  $6,500. 

Plans  are  drawn  for  fourteen  stores 
and  apartments  costing  $84,000  for  F.  T. 
Burgess,  36  Langley  Ave.  Various 
trades  will  be  let.  Supt.,  W.  H.  Howard, 
98  Langford  Ave. 

Bank  of  Toronto,  King  and  Bay  Sts., 
has  purchased  site  for  bank  and  may 
build  this  summer. 

Canadian  Wood  Products  Ltd.,  1000 
Gerrard  E.,  have  secured  a  number  of 
hangars  and  want  tenders  for  erecting 
and  covering  them  with  metal.  Man- 
ager, Mr.  A.  M.  Dunn. 

Harold  S.  Kaplan,  architect,  75  Mac- 
Donald  Ave.,  is  preparing  plans  for 
stores  and  apartments. 

J.  C.  McFadden,  322  Danforth  Ave., 
will  start  work  on  addition  and  alter- 
ations to  store.  Work  will  be  by  day 
labor. 

C.  E.  Pickard,  59  Sherwood  Ave.,  has 
plans  drawn  for  storage  warehouse  cost- 
ing $7,500.    All  trades  will  be  let. 

H.  G.  Shaw,  24  Mercer  St.,  is  erecting 
addition  to  factory;  cost,  $5,000.  All 
trades  except  carpentry  will  be  let. 

F.  S.  Baker,  Bank  of  Hamilton  Bldg., 
has  been  appointed  architect  on  altera- 


tions to  building  costing  $20,000  for 
Brouse,  Mitchell  &  Co.,  71  Bay  St. 

Union  Bank  of  Canada,  53  King  W., 
plan  to  erect  bank. 

Vancouver,  B.  C. 

Sharp  &  Thompson,  architects,  904  Lon- 
don Bldg.,  Vancouver,  are  preparing 
plans  for  alterations  to  bank  for  Mot- 
ion's Bank,  address  local  manager. 

Gillingham  &  Korner,  architects,  422 
Richards  St.,  will  prepare  plans  for  the- 
atre costing  $400,000  for  Chas.  E.  Royal 
&  Associates  in  Empress  Stock  Co.  Ten- 
ders will  be  called  about  April  1st. 

Waterford,  Ont. 

W.  Tole  has  leased  old  Anglican 
Church  and  will  remodel  and  instal  ma- 
chinery for  glove  factory. 

Windsor,  Ont. 

City  has  granted  the  Border  Cities 
Hotel  Co.  a  fixed  assessment  of  $100,000 
for  ten  years  on  the  erection  of  hotel  to 
cost  $1,000,000.  President,  H.  H. 
Walker,  Walkerville;  secy.,  F.  L.  Ho- 
well, 17  Ouellette  Ave.,  Windsor. 
Messrs.  Esenwein  &  Johnson,  of  Buffalo, 
will  probably  be  retained  as  architects. 

CONTRACTS  AWARDED 
Brantford,  Ont. 

P.  H.  Secord  &  Sons,  13:!  Nelson  St., 
have  general  contract  for  extension  to 
factory  costing  $40,000  for  Dominion 
Steel  Products  Co.,  Morrell  St. 

Hamilton,  Ont. 

Store  and  residence  costing  $5,000  for 
Henry  Dunham,  18  Grosvenor  Ave.: 
Electrical  work,  Fred.  Thornton,  26  Hil- 
da Ave.;  plumbing,  J.  Kerr,  27  Sherman 
N.;  heating,  McClary  Mfg.  Co.,  York 
St.;  plastering,  John  Moore,  447  Bed- 
ford Rd. 

Factory  costing  $70,000  for  National 
Paper  Goods  Co.,  114  Queen  St.  N.: 
General  contract,  Stuart  &  Sinclair,  17 
Jackson  St.  E.;  roofing,  John  E.  Riddell 
&  Son,  14  Ferguson  Ave.  Plumbing, 
heating  and  electrical  work  will  be  let. 

Mitchell  &  Riddell,  46  Head  St.,  have 
general  contract  for  alterations  to  store 
costing  $10,000  for  Shannon  &  Grant, 
James  and  Rebecca  Sts.  Architect,  Mc- 
Phie  &  Kelly,  Bank  of  Hamilton  Bldg. 

Office  and  factory  costing  $100,000  for 
Spectator  Printing  Co.,  James  St.  S.: 
Roofing,  John  E.  Riddell  &  Son,  14  Fer- 
guson Ave.  N.;  painting,  Goodale  & 
Laidlaw,  24  Hunter  E.  Plumbing  and 
heating  will  be  let. 

Montreal,  Que. 

factory,  warehouse  and  cold  storage 
building  costing  $120,000  for  Holt  Ren- 
frew &  Co,  401  St.  Catherine  St.  W.: 
Refrigerating  machinery,  Linde  Cana- 
dian Refrigeration  Co,  Youville  Sq.;  in- 
sulation, Canadian  Corkboard  Co,  17 
Adelaide  St.   E,  Toronto. 

Church  Ross  Co,  10  Cathcart  St, 
have  general  contract,  masonry  and  car- 
pentry and  let  sub  trades  for  extension 
to  plant  costing  $22,000  for  Dominion 
Glass  Co,  285  Beaver  Hall  Hill. 

Ottawa,  Ont. 

Theatre  costing  $200,000  for  Loews 
Syndicate,  New  York  City,  and  189 
Yonge  St.,  Toronto:  Architectural 
iron.  Architectural  Bronze  &  Iron 
Works,  Lansdowne  Ave,  Toronto;  roof- 
ing and  galvanized  iron,  McFarlane  & 
Douglas,  212  Slater  St,  Ottawa;  plumb- 
ing and  heating,  W.  J.  McGuire  &  Co 


Notice  to  Lumber  Dealers  Notice  to  Contractors 


The  Public  Works  Department,  Ontario,  re- 
quire 1(50,000  feet  dimension  Timber.  For  par- 
ticulars apply  to  H.  F.  McNaughton,  Secretary, 
Public  Works  Department,  Parliament  Buildings, 
Toronto. 

Public  Works  Department,  Ontario. 

Toronto,  January  10th,  1020.  8 


TENDERS 
for  the  Construction  of 
Harbor  Head  Walls 


Sealed  tenders  will  be  received  until  February 
6th,  1920.  at  12  o'clock  noon,  addressed  to  the 
Toronto  Harbor  Commissioners.  Harbor  Com- 
mission Building?,  Toronto,  Out.,  and  marked 
"Tenders  for  Harbor  Head  Walls."  All  informa- 
tion may  be  obtained  by  applying  to  the  above 
address.  Tenders  received  after  the  time  above 
named  will  not  be  considered,  and  the  Commis- 
sioners reserve  the  right  to  reject  any  or  all  ten- 
ders received. 

E.  L.  COUSINS, 
3-4  Chief  Engineer  and  Manager. 


Notice  to  Road  Equipment 
Manufacturers  and  Dealers 


Sealed  tenders,  marked  "Tender  for  roadmak- 
ing  equipment,"  will  be  received  by  the  under- 
signed until  twelve  o'clock  noon  on  Monday, 
February  2nd,  1920,  for  the  supply  in  lots  as 
directed,  f.o.b.  railway  stations  in  Southern  On- 
tario, of  the  following  roadbuilding  equipment. 
Tenders  must  be  accompanied  by  complete  in- 
formation and  description  respecting  the  design 
and  quality  of  equipment  proposed  to  be  sup- 
plied. 

Two  J4-yard  steam  shovels  (traction  or 
caterpillar  tread,  price  to  be  submit- 
ted). 

Forty  railway  breaker  plows. 
Forty  heavy  land  plows. 
Three  Hundred  No.  2  drag  scrapers  with 
runners,    to    weigh    approximately  05 
pounds  each. 
One  hundred  No.  2  wheel  scrapers. 
Six  4-horse  graders. 
Delivery  on  above  equipment  to  be  complete 
on  or  before  May  1st,  1020. 

Tenders  to  be  enclosed  in  tender  envelopes 
supplied  by  the  Department. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

w.  a.  McLean, 

Deputy  Minister  of  Public  Highways. 
Department  of  Public  Highways. 

Toronto,  January  10th,  1020.  3 


FOR  SALE 

Grey  Stock  Brick  Plant,  in  thriving  city  in 
Western  Ontario,  doing  good  business,  and  has 
equipment  to  turn  out  24,000  brick  per  day. 
Owner  retiring.  Apply  Box  110,  Contract  Re- 
cord, Toronto.  3-6 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Filling  Long  Grass  Swamp"  will  be  received 
by  the  undersigned  until  twelve  o'clock  noon  on 
Monday,  February  9th,  1920,  for  the  clearing, 
grubbing,  earthwork,  rock  work,  construction  of 
concrete  structures,  building  of  guard  rail  and 
other  necessary  work  on  the  Provincial  Highway 
in  the  Township  of  Pittsburgh  at  a  point  about 
five  miles  east  of  the  City  of  Kingston. 

Plans,  Specifications  and  Forms  of  Tender  may 
be  seen  on  and  after  Monday,  January  20th, 
1020,  at  the  office  of  the  Resident  Engineer, 
Gananoquc,  at  the  office  of  the  City  Engineer, 
Kingston,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  Five  Hundred  Dollars, 
payable  to  the  Minister  of  Public  Works  and 
Highways,  Ontario,  must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
(if  the  amount  of  the  tender  will  be  required 
when  the  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Public  Highways. 
Department  of  Public  Highways, 
Toronto,  Ont.,  Jan.  19,  1020.  3 


Township  Engineer  Wanted 

WANTED — By  Corporation  of  the  Township 
of  Charlottenburgh,  a  qualified  Township  Engi- 
neer. State  salary  when  employed.  Tenders  to 
be  in  noon,  February  16th,  1920. 

GEORGE  A.  WATSON, 

Township  Clerk, 
3.4  Williamstown,  Ont. 


FOR  SALE 

Complete 

Road  Making 
Outfit 

12  ton  Steam  Roller 

10  x  20  Jaw  Crusher,  on  wheels 

with  folding  elevator,  screen 

and  15  ton  bin 
Portable  Engine  and  Boiler 
Steel  Sprinkler,  315  gals. 
Road  Grader,  Case  No.  2 
Steel  Beam  Pick  Plow 

ALL  PRACTICALLY  NEW 

Eastern  Equipment  Co.,Ltd. 
I  34  Montreal 


CIVIL  ENGINEER  DESIRES  RESPONS- 
IBLE POSITION  with  engineering  or  contract- 
ing firm,  ten  years  practical  experience,  water, 
power,  drainage,  sewerage,  sewage  disposal,  roads, 
pavements,  etc.,  competent  instrument  man, 
draftsman  and  estimator.  At  present  engaged 
as  City  Engineer.  For  further  particulars  apply 
Box   110,   Contract   Record,  Toronto.  3-6 


FOR  SALE 

Planing  Mill  and  Contracting 
Business 
in  Busy  Town  of  Oshawa 


Brick  ami  frame  building.  Two  storeys,  14,- 
0(tO  ft.   floor  surface.     Motor  and  steam  power. 

Plenty  of  yard  room  for  lumber.  Well  equip- 
ped with  machinery.  Railway  siding  to  shop. 
Right  in  business  section  of  town. 

Good  reasons  for  selling,  and  will  sell  cheap, 
whole  or  part  cash.     Balance  can  be  arranged. 

Write  for  particulars  to  Box  120,  Contract 
Record,  Toronto.  3 


On  What  Shall  Committees  Work? 

Now  that  the  season  for  engineering 
society  activity  has  arrived,  attention  to 
very  definite,  constructive  lines  of  work 
hy  capable  committees  is  decidedly  in 
order.  The  Duluth  Engineers'  Club  has 
acted  on  this  principle  in  its  assignments, 
as  is  indicated  by  the  following  subjects 
for  special  committees:  Employment; 
engineering  unity;  promotion  of  the 
Babcock  good  roads  amendment  of  the 
state  constitution;  civic  relations;  study 
and  recommendation  of  action  on  pro- 
posed legislation,  with  subcommittees  on 
patent  office,  mining  on  the  public  do- 
main, national  budget  for  the  United 
States  Government,  national  scientific 
research  and  national  water-power  legis- 
lation; dye  legislation;  forest-fire  men- 
ace. Perhaps  of  the  most  significance, 
in  that  it  is  specific  concerning  an  indi- 
vidual engineer,  is  a  committee  to  ob- 
tain the  appointment  of  W.  H.  Hoyt  to 
membership  on  the  Board  of  Regents 
of  the  University  of  Minnesota. 


Tile  and  Concrete  Flat-Slab  Floor 
Being  Tested 

The  United  States  Bureau  of  Stand- 
ards is  now  conducting  a  test  on  a 
specially  built  floor  structure  of  the  type 
known  as  Schuster  system,  which  is  a 
girderless  floor  in  which  the  slab  proper 
is  made  up  of  two-day  hollow-tile  floor 
construction.  Reinforced-concrete  beams, 
running  in  both  directions  are  made  by 
pouring  concrete  in  the  openings  left 
between  square  tile,  spaced  uniformly 
across  the  slabs.  The  substructure  has 
6  panels  16  x  16  ft.,  6  panels  16  x  19 
ft.  3  in.,  and  6  panels  16  x  22  ft.  6  in. 
Control  cylinders  have  been  poured 
which  will  be  tested  at  intervals  so  as 
to  determine  when  the  concrete  attains 
a  strength  of  2,000  lb.  per  square  inch 
in  compression.  As  soon  as  possible 
after  this  date  the  load  tests  of  the  slabs 
and  strain-gage  readings  during  loading 
will  be  taken. 
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Business  Buildings  and  Indus- 
trial Plants 

(Continued  from  page  49) 

332  Craig  St.  W.,  Montreal,  Que.;  plas- 
tering, Peter  B.  Jones,  263  St.  James 
St.,  Montreal,  Que.;  marble,  Italian  Mo- 
saic &  Marble  Co.,  Crown  Bldg.,  To- 
ronta. 

Quebec,  Que. 

Alex.  Fackney,  107  St.  Joachim  St.,  has 
general  contract  tor  garage  costing  $">,- 
000  for  Frontenac  Realty  Co. 

Quinlan  &  Robertson,  First  Ave.,  Li- 
motlou,  has  general  contract  for  addition 
to  hotel  costing  $2,000,000  for  C.  P.  Rly., 
head  office,  Montreal,  Que. 

St.  John,  N.  B. 

Crant  &  Home,  Bank  B.  X.  A.  Bldg., 
St.  John,  have  contract  for  building 
gram  conveyors  for  Dominion  Dept. 
I'ublic  Works.  ' 

Ice  cream  factory  and  dairy  costing 
(13,000  for  Lancaster  Dairy  Co.:  Mas- 
onry, H.-O.  Clark,  1(50  Charlotte  St.  W.; 
carpentry,  Jas.  H.  McDonald,  220  Duke 
St. 

Toronto,  Ont. 

The  St.  Clair  Wrecking  Co.,  1360  Duf- 
ferin  St.,  is  wrecking  buildings  for  the 
erection  of  warehouse  to  cost  $200,000  for 
General  Builders  Corp.,  606  Kent  Bldg. 

Alterations  to  bank  costing  $18,000  for 
Canadian  Bank  of.  Commerce,  23  King 
W.:  Carpentry,  Simpson  Planing  Mill 
Co.,  ft.  of  Spadina  Ave.;  plumbing  and 
heating,  R.  Jordan,  37  Hazelton  Ave. 

Factory  costing  $10,000  for  J.  Peacock, 
187  King  St.  E.:  Masonry,  M.  Manley, 
1058  College  St.  Owner  will  let  steel, 
roofing,  plumbing,  heating,  plastering, 
painting  and  electrical  work. 

Warehouse  costing  $90,000  for  Dale 
Furniture  Co.,  308  Yonge  St.:  Plumbing, 
Purdy  Mansell  Ltd.,  65  Albert  St.;  roof- 
ing, W.  T.  Stewart,  110  Church  St. 

Two  stores  and  apartments  costing 
$6,000  each  for  Lee  Chung,  2457  Yonge 
St.:  Heating,  Acme  Hardware  Co.,  2425 
Yonge  St.;  plastering,  R.  Alexander,  148 
Castlefield  Ave. 

T.  E.  Essery,  60  Shuter  St.,  has  gen- 
eral contract  for  warehouse  for  S.  B. 
Beare  Ltd.,  54  Wolseley  St. 

Alterations  and  additions  to  bank  for 
Canadian  Bank  of  Commerce,  23  King 
W.:  Steel,  Hepburn  &  Disher  Ltd.,  71 
Van  Home  St.;  carpentry,  Simpson 
Planing  Mill  Co.,  ft.  of  Spadina  Ave.; 
plumbing  and  heating,  R.  Jordan,  37 
Hazelton  Ave.;  electrical  work,  Richard- 
son &  Croft,  79  King  E.:  plastering,  T. 
Gander  &  Son,  251  Gladstone  Ave. 

Vancouver,  B.  C. 

Hodgson,  King  &  Marble,  508  London 
Bldg.,  Vancouver,  have  general  contract 
'  for  alterations  to  plant  costing  $15,000 
for  Martin-Senour  Co.,  Powell  St. 

Foundation  Co.  of  Victoria  are  archi- 
tects and  general  contractors  on  garage 
and  service  station  costing  $30,000  for 
Mr.  Richard  Marpole,  Assistant  Execu- 
tive Agent,  C.P.R.,  Vancouver.  Roof- 
ing, plumbing,  painting,  plastering,  and 
electrical  work  not  yet  let. 

Victoria,  B.  C. 

A.  McKinnon,  2608  Olympia  Ave.,  has 
general  contract  for  five  stores  for  J. 
Boscowitz,  Union  Club. 

Winnipeg,  Man. 

Sutherland.  Construction    Co.,  Merch- 


ants Bank  Bldg.,  have  general  contract 
for  factory  addition  costing  $66,000  for 
Simons  Ltd  Architect,  J.  D.  Atchison, 
Boyd  Bldg. 

J.  McDiarmid  Co.,  Nokomis  Bldg., 
have  general  contract  on  repairs  and  al- 
terations to  show  room  costing  $7,000 
for  McLaughlin  Motor  Co.:  Electrical 
work,  Levy  Electrical  Co.,  493  Portage 
Ave. 


Residences 

Brantford,  Ont. 

F.  C.  Bodley,  architect,  1*08  West  St., 
is  preparing  plans  for  staff  residence 
costing  $20,000  for  Brant  Sanitarium  Bd., 
and  will  call  for  tenders  in  one  week. 

Fort  Maiden,  Ont. 

Robt.  Jones,  Amherstburg,  Ont.,  has 
purchased  site  and  will  prepare  plans  for 
residence  to  cost  $3,500. 

Halifax,  N.  S. 

Butler  Bros.,  Jacob  St.,  are  alterating 
residence  into  apartment  house;  cost, 
$25,000. 

Gray,  Sask. 

Tif  Lafoy  plans  to  erect  residence, 
frame  construction;  cost,  $5,000. 

Montreal,  Que. 

Ovila  Labelle,  419  Addington  Ave.,  is 
erecting  two  residences  costing  $6,000 
each,  and  is  carrying  out  masonry  and 
electrical  work.  Balance  of  sub  trades 
may  be  let. 

Art.  Laquerre,  1685  Des  Erables,  is 
erecting  residence  and  is  carrying  out 
masonry  and  carpentry.  Sub  trades  will 
be  let;  materials  required. 

John  H.  Hand,  4865  Sherbrooke  St. 
W.,  has  purchased  site  for  residences 
and  plans  to  build  this  spring. 

Construction  Ltd.,  22  Howard  Ave., 
are  erecting  four  residences  costing  $6,- 
000  each.  Sub  trades  may  be  let;  mater- 
ial will  be  bought  as  required. 

James  E.  Wilder,  325  Bleury  St.,  has 
purchased  site  for  residence  and  plans 
to  erect  in  spring. 

Nap.  Taillon,  535  Charlevoix  St.,  plans 
to  erect  residence.  Tenders  for  sub 
trades  will  be  called  shortly. 

Nobleford,  Alta. 

W.  LeRoy  Luchia  plans  to  erect  resi- 
dence and  barn  for  farm. 

Norton,  N.  B. 

Rev.  T.  O'Brine  is  erecting  residence 
costing  $6,000  by  day  labor. 

Ottawa,  Ont. 

Private  plans  will  be  prepared  for  .resi- 
dence costing  $12,000  for  McLeod  McAl- 
lister, Glen  Ave.  Erection  of  residence 
on  Grove  Ave.  is  also  planned. 

Owen  Sound,  Ont. 

Owen  Sound  Housing  Commission 
plans  to  erect  residences;  cost,  $200,000. 
Chairman,  J.  A.  Mindinec,  care  North 
American  Furniture  Co.;  secy.,  J.  A. 
Simpson,  care  Merchants  Bank. 

Saskatoon,  Sask. 

W.  J.  Bell  plans  to  build  number  of 
residences  to  cost  $5,000  each. 

Thorburn,  N.  S. 

N.  S.  Steel  &  Coal  Co.,  New  Glasgow, 
N.S..  plans  to  erect  100  workmen's  resi- 
dences; cost,  $200,000. 

Toronto,  Ont. 

Tenders  called  for  roofing,  plumbing, 


heating,  plastering,  painting  and  electri- 
cal work  on  two  bungalows  and  garage 
costing  $7,500  each  for  Ed.  Taylor,  162 
Delaware  Ave. 

Wm.  Butler,  101  Wroxeter  Ave.,  is 
erecting  six  residences  costing  $3,000 
each  and  is  supervising  work. 

John  Lucas,  200  Gillard  Ave.,  has 
plans  drawn  for  two  duplex  residences 
casting  $10,000  each.  Work  will  start  in 
early  spring. 

E.  Taylor,  162  Delaware  Ave.,  is  erect- 
ing bungalow  costing  $7,000  and  is  car- 
rying out  masonry  and  carpentry. 
Smaller  trades  will  be  let. 

Jas.  J.  Kehoe,  245  Macl'herson  Ave., 
plans  to  erect  either  residence  or  fac- 
tory; has  site. 

By-law  passed  authorizing  erection  of 
apartment  house  for  A.  Robt.  Doherty, 
56  St.  Andrews  Gardens. 

Tenders  called  on  plumbing,  heating, 
plastering,  painting  and  electrical  work 
for  residence  costing  $9,000  for  F.  Gren- 
ville  Smith,  325   Kendal  Ave. 

C.  Lurie  Wrecking  &  Salvage  Co.,  260 
Van  Home  St.,  will  erect  seven  resi- 
dences by  day  labor;  cost,  $12,000.  Own- 
ers purchase  materials. 

J.  Ewing,  1625  Bloor  St.  W.,  will  erect 
two  bungalows  this  spring;  cost,  $6,500 
each. 

A.  A.  Yeo,  5  Copeland  Ave.,  will  erect 
two  residences  costing  $4,000  each,  and 
will  carry  out  masonry  and  carpentry. 
Smaller  trades  will  be  let. 

Harry  Reid,  348  Yonge  St.,  has  plans 
drawn  for  residence  costing  $5,500  and 
will  carry  out  masonry  and  carpentry. 
Smaller  trades  will  be  let. 

Walkerton,  Ont. 

Alex.  Haas  contemplates  erection  of 
residence  to  cost  $5,000  and  is  preparing 
plans. 

Woodville,  Ont. 

T.  Morrow  is  erecting  bungalow  cost- 
ing $4,500.  Plumbing,  heating,  plaster- 
ing, painting  and  electrical  work  "will  be 
let. 

Wyecombe,  Ont. 

K.  Penn,  Wyecombe  via  Delhi  P.  O., 
plans  to  erect  residence  costing  $3,200. 

CONTRACTS  AWARDED 
Brockville,  Ont. 

Residence  costing  $8,500  for  E.  J.  Bar- 
ker, Chicago,  111.:  General  contract,  mas- 
onry, steel,  carpentry,  roofing,  Fred 
Clow,  378  King  W.,  Brockville; , plumb- 
ing, John  Semple,  Brockville.  Architect, 
A.  Stuart  Allaster,  King  St.,  Brockville. 

Cap  De  La  Madeleine,  Que. 

J.  A.  Roy,  St.  Lawrence  St.,  is  starting- 
work  on  two  residences  costing  $5,000 
each  and  five  residences  costing  $4,000 
each,  for  all  of  which  plumbing,  plaster- 
ing, painting  and  electrical  work  will  be 
let.  Standard  Paint  Co.,  52  Victoria  Sq., 
Montreal,  have  contract  for  asphalt 
shingles. 

Hamilton,  Ont. 

Howard  Bros.,  154  Rosslyn  N.,  are 
erecting  residence  costing  $6,500:  Plumb- 
ing, J.  Kerr,  27  Sherman  N. 

Two  residences  costing  $3,000  each 
for  W.  E.  Louden,  39  Lottridge  St.: 
Masonry,  Walter  Smith,  102  Rosslyn 
N.;  electrical  work,  H.  W.  Langford,  316 
King  E. ;  plumbing,  P.  J.  Smith,  106  Ken- 
sington N.;  heating,  Jas.  Dow,  102  Ross- 
lyn N. 

Leamington,  Ont. 

W.  W.  Link  &  Co.,  Talbot  W.,  has 
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general  contract  and  will  lei  masonry, 
roofing,  plumbing,  heating,  plastering, 
painting  and  electrical  work  for  residence 

costing  $3,600  for  II.  |.  W  ilson,  Pardab 
Ave. 

Montreal,  Que. 

Residence  costing  $7,500  for  Thos.  Mc- 
I'rearty,  0:34  Madison  Ave.:  Roofing, 
Richardson  Simard  &  Co.,  745  Clarke 
St.;  electrical  work,  Vincent  &  Say  Elec- 
tric Co.,  351  Union  Ave.;  plumbing  and 
heating,  John  Colford,  508A  Guy  St. 

Four  residences  costing  $5,000  each 
for  Z.  Trudeau,  283  Northcliffe  Ave.: 
Flcctrical  work,  J.  A.  St.  Amour,  2171 
St.  Denis  St.;  plumbing  and  heating,  F. 
Ducharine  &  Co.,  1905  St.  James  St. 

IF  C.  Johnston  &  Co.,  200  St.  James 
St.,  is  carrying  out  carpentry,  plastering, 
painting  and  glazing  in  addition  to  gen- 
*  eral  contract  for  residence  costing  $80,- 
000  for  W.  S.  Atwood,  2:35  Metcalfe  Ave. 
Plumbing,  heating,  roofing  and  electrical 
work  will  he  let. 

Toronto,  Ont. 

Jas.  Gordon,  22  Pretoria  Ave.,  has  gen- 
eral contract  and  carpentry  and  will  lei 
masonry,  roofing,  plumbing,  heating, 
plastering,  painting  and  electrical  work 
for  two  residences  for  Michael  llealey, 
].">:!  George  St. 

Contracts  awarded  for  residence  for  IF 
W.  Manning,  321  Kendal  Ave.:  Plumb- 
ing, Robt.  Jordan,  37  Hazelton  Ave.; 
heating.  Peerless  Furnace  Co.,  548  Col- 
lege St.;  plastering,  W.  J.  Porter,  105 
Balliol  St. 

Alteration  of  residence  into  duplex: 
Masonry,  S.  Pollock,  32  Westminster 
Ave.;  plumbing,  Walter  D.  Butts,  33 
Gwynne  Ave.;  heating,  Frank  Legett, 
108  Clinton  St.;  plastering,  John  Boyce 
&  Son,  247  Grace  St.  J.  Turner  &  Sons, 
181  Clinton  St.,  carry  out  carpentry, 
roofing,  and  painting,  in  addition  to  gen- 
eral contract. 

Residence  costing  $7,000  for  T.  J.  Ma- 
dill,  100  Albertus  Ave.:  Masonry,  Wal- 
ton &  Spittal,  105  Albertus  Ave.;  elec- 
trical work,  Gordon  Ft.  Amour,  21  Fern- 
dale  Ave.;  plumbing,  W.  R.  Willis,  189 
Broadway  Ave.;  hot  air  heating,  Pease 
Heating  Co.,  118  King  E. ;  plastering, 
W.  T.  Porter,  105  Balliol  St.  Owner  car- 
ries out  carpentry  and  roofing. 

Two  residences  costing  $3,000  each 
for  J.  Ewing,  1625  Bloor  St.  W.:  Mas- 
onry, W.  Edwards,  337  Rusholme  Rd.: 
electrical  work,  Geo.  Armstrong,  1217 
College  St.;  plumbing  and  heating,  T. 
Maxwell,  125  Lindsay  Ave.;  plastering, 
John  S.  Traill,  46  Dovercourt  Rd.  Own- 
er carries  out  carpentry  and  roofing. 

W.  D.  Deeth  &  Sons  Ltd.,  Grove  Ave., 
have  general  contract,  masonry,  roofing 
and  carpentry  for  two  residences  cost- 
ing $5,000  each  for  House  &  Apart- 
ments Co.,  11  Oakmount  Rd.  Balance  of 
trades  will  be  let. 

J.  W.  Little,  63  Peterborough  Ave., 
has  general  contract  and  will  let  smaller 
trades  for  residence  costing  $6,500  for 
Mrs.  A.  Medlock,  801  Shaw  St. 

Alex.  Campbell,  1251  King  St.  W.,  has 
general  contract  on  alterations  to  resi- 
dence for  Dr.  Angus  Campbell,  880  Col- 
lege St. 

Vancouver,  B.  C. 

Wise  &  Watson,  5999  Balsam  St., 
South  Vancouver,  have  general  contract 
for  residence  costing  $15,000  for  Thos. 
11.  White,  Div.  Engineer,  C.  N.  Rlys., 


Vancouver.  Architects,  McKenzie  Si 
Bow,  :!:.':.'  Winch  Bldg. 

Windsor,  Ont. 

Moore  Bros.,  140  Janette  Ave.,  have 
general  contract  and  will  let  sub  trades 
for  residence  and  store  costing  $6,000 
for  Ernest  Gignac,  59  Bruce  Ave.,  ami 
residence  costing  $7,000  for  Jno.  Lands. 

Power  Plants,  Electricity  and 
Telephones 

Almonte,  Ont. 

By-law  passed  authorizing  borrowing 
of  $25,000  for  construction  of  extension 
to  electric  light  and  power  plant.  Elec- 
trical equipment,  generator,  exciter, 
switch  board,  etc.,  will  be  purchased  an  I 
new  machinery  installed.  Clerk,  J.  T. 
Kirkland. 

Alvinston,  Ont. 

Town  will  secure  estimate  for  hydro 
system.  Clerk,  John  Irving. 

Birch  Hills,  Sask. 

Plans  are  in  progress  for  telephone  of- 
fice to  cost  $o,o()o  for  Rural  Telephone 
Co.,  Birch  Hills;  secy.,  C.  E.  F.  Brooks. 

Clinton,  Ont. 

Goderich  Township  plans  Hydro  sys- 
tem and  will  secure  estimates.  Clerk, 
Adam  Cant  el  on,  Clinton.  Ont. 

Dinsmore,  Sask. 

Dinsmore  Rural  Telephone  Co.  plans 
telephone  system  to  cost  $16,500.  Secy.- 
treas.,  R.  H.  Poppelwell. 

Grand  Prairie,  Alta. 

Grand  Prairie  Electric  Light  Co.  plans 
to  make  extensions  to  plant  and  to  pur- 
chase additional  machinery  as  present 
plant  has  not  sufficient  power  to  supply 
needs  of  town. 

Marmora,  Ont. 

By-law  passed  authorizing  construc- 
tion of  hydro  system  for  Town;  cost, 
$14,000.  Engineer,  Mr.  Her,  Ontario  Hy- 
dro Commission;  Town  Clerk,  H.  W. 
Sabine. 

Priceville,  Ont. 

By-law  passed  authorizing  construc- 
tion of  hydro  system  and  purchase  of 
necessary  equipment;  cost,  $6,000.  Clerk, 
W.  J.  Bellamy,  Flesherton. 

St.  Raphael,  Que. 

Flans  have  been  revised  and  tenders 
will  be  received  until  Jan.  30th  for  water 
wheel  generators  6  ft.  wood  stave  pen- 
stock 7,000  ft.  long,  concrete  dam  and 
transmission  line  16  miles  long.  Poles 
and  wire  will  be  required.  Tenders  for 
construction  of  power  house  and  other 
buildings  will  be  called  later.  Owner,  La 
Corporation  d'Energie  de  Montmagny; 
president,  Maurice  Rousseau.  Montmag- 
ny. Engineers,  Gauvin  &  Lessard,  147 
Mountain  Hill,  Quebec. 

St.  Sylvestre,  Que. 

Town  plans  installation  of  electric 
lighting  system.  Poles  and  wires  will 
be  required.  Secy.-treas.,  J.  A.  Payeur. 

Thedfond,  Ont. 

By-law  passed  authorizing  construction 
of  hydro  system  costing  $12,000  for 
Town.  Clerk,  W.  Brooks. 

Winnipeg,  Man. 

Tenders  received  by  chairman  Fire. 
Water,  Light  &  Power  Committee,  till 
February  9th  for  supply  and  delivery  of 
incandescent  street  lighting  equipment 


complete  lor  City.  Specifications,  etc..  al 
City  Light  &  Power  Office,  54  King  St.. 
Winnipeg,    City  C  lerk,  C.  J.  Brown. 

CONTRACTS  AWARDED 
Turtleford,  Sask. 

T.  J).  Rourke,  Regina,  has  general 
contract  for  telephone  system  costing 
$46,000  for  Turtleford  Rural  Telephone 
Co.  Secy.-treas.,  John  F.  lieevcrs,  Tur- 
tleford. 

Winnipeg,  Man. 

Newman  &  McDonald,  Winnipeg,  care 
city  clerk,  C.  J.  Brown,  has  general  con- 
tract on  the  erection  of  steel  towers  for 

City. 


Fires 

Actinolite,  Ont. 

Jas.  Lowry,  Actinolite  via  Tweed,  Out., 
will  rebuild  general  store  destroyed  by 
lire,  cost,  $8,000. 

Cap  De  La  Madeleine,  Que. 

Fire  destroyed  boarding  house;  loss, 
$7,000.  Owner,  St.  Maurice  Paper  Co., 
will  rebuild  at  once. 

Coleman,  Alta. 

Fire  destroyed  store;  loss,  $5,000.  Own- 
er, Albert  Knowles. 

Fairview,  N.  S. 

F'ire  destroyed  warehouse;  loss,  $60,- 
000.  Owners,  Canadian  Oil  Companies 
Ltd.,  Excelsior  Life  Bldg.,  Toronto,  will 
rebuild.   Manager,  Mr.  Littlefield. 

Halifax,  N.  S. 

Fire  destroyed  factory;  loss,  $100,000. 
Owner,  Richmond  Paper  Co.,  Hollis  St.; 
manager,  Win.  McT.  Orr. 

Hatton,  Alta. 

F'ire  destroyed  general  stores;  loss, 
$30,000.  Owners,  Fred  Maier  and  A.  & 
J.  Janke,  Hatton,  will  probably  rebuild. 

Lotbiniere,  Que. 

Fire  destroyed  saw  mill  building;  loss, 
$5,000.  Owners,  Messrs.  Auger  &  Les- 
lerc,  will  rebuild  at  once. 

Ottawa,  Ont. 

Fire  destroyed  stores  and  storerooms; 
loss,  $50,000.  Owners.  J.  S.  Ewart  and 
Gwyn  Osier,  400  Wilbrod  St. 

Quebec,  Que. 

Products  "B.  O."  Ltd.,  120  St.  Dom- 
inique St.,  will  rebuild  factory  destroyed 
by  fire;  cost,  $30,000.  Manager,  J.  A. 
Lesage,  631  St.  John  St. 

Shawinigan  Falls,  Que. 

Fire  destroyed  residence;  loss,  $4,000. 
Jos.  Marineau,  St.  Marc  de  Shawinigan, 
owner,  will  rebuild  at  once. 

South  Bittern  Lake,  Alta. 

Fire  destroyed  public  school.  Owner. 
South  Bittern  Lake  School  District, 
plans  to  rebuild.  Address  secy,  or  Mr. 
Ditmore,  South  Bittern  Lake. 

St.  Leonard  De  Nicolet,  Que. 

Fire  destroyed  church;  loss.  $45,000. 
Owner,  Parish  Congregation,  may  re- 
build to  cost  $45,000.  Curate,  Rev.  B. 
Prince. 

St.  Mathieu  De  Laprairie,  Que. 

Fire  destroyed  residence;  loss.  $5,000. 
Owner,  Wilfrid  Cedillot. 

St.  Marc  Des  Carrieres,  Que. 

Fire    destroyed    residence    and  bank; 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 

WRITE  FOR  PRICES  AND  SPECIFICATIONS 


THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative: 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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loss,  $12,000.  Owner,  Narcisse  Naud, 
may  rebuild  to  cost  $12,000. 

Welland,  Ont. 

Fire  destroyed  factory;  loss,  $20,000. 
Owner,  Welland  Iron  &  Brass  Mf«.  (*<>■ 

West  Wawanosh,  Ont. 

I' ire  destroyed  residence:  loss,  $3,500. 
Owner,  Harry  Fowler*  R.  R.  No.  1,  Au- 
burn, Out.,  plans  lo  rebuild  in  spring. 


Miscellaneous 

Canning,  N.  S. 

If.  A.  Andrews  Construction  Co.,  Roy 
Bldg.,  Halifax,  N.  S.,  is  constructing 
rink  and  is  Carrying  out  general  contract; 
cost,  $9,800. 

Grand  Mere,  Que. 

Laurentide  Ott.  are  erecting  stables  by 
day  labor;  cost,  $5,000.  Manager,  Geo. 
Cahoon,  Sr.  Architect,  Mr.  Wardell, 
care  Co. 

Montreal,  Que. 

The  Asbestos  Manufacturing  Co., 
Drummond  Building,  are  in  the  market 
for  one  triplex  pump  and  accumulator 
for  2500  lbs.  pressure,  also  an  hydraulic 
press. 

Ottawa,  Ont. 

City  contemplates  purchase  of  follow- 
ing and  will  have  specifications  prepar- 
ed." Asphalt  fdler  and  500  tons  of  stone 
dust  (limestone);  supply  of  50,000  brick; 
supply  of  special  pipe  castings;  40,000 
bags  of  cement;  motor,  about  75  h.p. 
for  use  at  asphalt  plant;  150,000  tons  of 
broken  stone;  brass  work  for  house  ser- 
vices (curb  cocks,  couplings,  service 
post  screws,  etc.,)  about  1,500.  Prices 
and  designs  wanted  at  once  on  oil  pump 
for  road  oil  purposes  by  Deputy  en- 
gineer, F.  C.  Askwith.  Commissioner  of 
works,  A.  F.  McCallum;  mayor,  Harold 
Fisher. 

Regina,  Sask. 

Martin  Lord,  architect,  City  Hall,  has 
plans  prepared  for  municipal  boat  house 
for  City;  cost,  $25,000. 

.Seaforth,  Ont. 

By-law  passed  authorizing  construc- 
tion of  soldiers'  monument  for  Town. 
Clerk,  John  A.  Wilson. 

St.  Johns,  Que. 

St.  Johns  Electric  Co.,  Richelieu  St., 
plans  to  install  iron  standards  on  Rich- 
elieu and  St.  James  Sts.;  cost,  $18,000. 
Manager,  C.  W.  Cowan. 

CONTRACTS  AWARDED 
Kentville,  N.  S. 

E.  S.  Congdon  has  general  contract 
for  amusement  building  costing  $15,000 
for  H.  R.  Symonds,  Kentville. 


Late  News  Items 

Belleville,  Ont. 

Bd.  of  Education  have  asked  the  City 
Council  for  $250,000  for  a  Collegiate  In- 
stitute. Chairman,  Sites,  Bldgs.  &  Re- 
pairs, Arthur  McGee. 

Brockville,  Ont. 

Canadian  Contractors  &  Builders  Ltd. 
are  architects  and  general  contractors 
on  the  erection  of  addition  to  factory 
costing  $35,000  for  Office  Furniture  & 
Supply  Co.;  manager,  H.  Bowes. 

Duart,  Ont. 

Kent  County  Tobacco  Growers  plan 
to  erect  a  number  of  tobacco  driers  in 


various  parts  of  the  county;  cost.  $10.- 
000.  Secy.,  J.  1!.  Poets,  Duart. 

Listowel,  Ont. 

J.  Gabe!  plans  to  rebuild  stoic  destroy- 
ed by  lire;  cost,  $1 7.000. 

Montreal,  Que. 

Plans  are  in  progress  for  remodelment 
of  building  for  bank  for  Royal  Bank  of 
Canada,  147  St.  James  St.  General  man- 
ager, ('.  1-"..  N'eill;  manager  of  Bank  Pre- 
mises, I-.  P.  Snider. 

Napanee,  Ont. 

W.  1).  Midnier  is  organizing  company 
to  erect  new  mills  for  manufacturing 
wood  products,  hardwood  (louring,  etc.; 
cost,  $50,000. 

Regina,  Sask. 

I' rank  P.  Martin,  architect,  Imperial 
Bank  Bldg.,  Saskatoon,  is  preparing 
plans  for  church  costing  $20,000  for 
Church  of  Christ,  Saskatoon. 

Sarnia,  Ont. 

\Y.  X.  McKachren  &  Sons,  general 
contractors,  Royal  Bank  Bldg.,  Toronto, 
will  co-operate  with  a  syndicate  of  local 
business  men  and  the  C  hamber  of  Com- 
merce on  the  erection  of  GOO  workmen's 
residences . 

Saskatoon,  Sask. 

Bv-law  passed  authorizing  construc- 
tion of  hospital  to  cost  $270,000  for  City. 
Chairman  Hospital  Bd.,  J.  H.  Anderson; 
city  commissioner,  C.  J.  Vorath. 

Frank  Martin,  architect,  Imperial 
Bank  Block,  is  preparing  plans  for  dye 
works  costing  $25,000  for  Parisian  Dye 
Works. 

Scarboro,  Ont. 

Plans  will  be  submitted  to  Scarboro 
Township  Council  involving  the  follow- 
ing expenditures  for  new  sewage  system: 
Trunk  sewers,  $594,000;  lateral,  $430,000; 
relief,  $20,000;  pumps,  $6,600;  treatment 
works,  $200,000.  Clerk,  W.  D.  Annis, 
Scarboro,  Ont.  Engineer,  R.  O.  Wynne- 
Roberts,  40  Jarvis  St.,  Toronto. 

Strathroy,  Ont. 

Andrews  Wire  Co.  plan  to  make  ex- 
tension to  factory;  cost,  $20,000.  By-law 
may  be  submitted  by  Council  to  grant 
loan  to  Company. 

Timmins,  Ont. 

Plans  are  in  progress  and  tenders  will 
be  called  about  April  1st  for  church  cost- 
ing $50,000  for  Catholic  Congregation: 
priest,  Father  Mr.  Therriault. 

Toronto,  Ont. 

Toronto  Housing  Commission,  Temple 
Bldg.,  will  confer  with  Bd.  of  Control 
and  Health  Dept.  on  the  question  of 
erecting  1,000  houses  this  year.  Secy,  to 
Commission,  W.  Swaine. 

Toronto  Labour    &    Lyceum  Assoc. 


plan  to  erect  modern  labor  temple  with 
committee  rooms,  assembly  halls,  offices, 
etc.;  cost.  $125,000.  Secy  .  Mr.  Franklin, 
208  Spadina  Ave. 


Concrete  Pipe  &  Products 
Company,  Limited 
HAMILTON 
TRY  OUR  SILLS  AND  CORNICE 


WILLIAM  GORE        WILLIAM  STORRIE 

M  E. I.C.,  M.INST.  C.E..  M.E.I.C..  A.M.INST.  C.E. 

M.AMER.  W.  W.ASSOC.  M     AMER.  W    W.  ASSOC. 

GEORGE  G.  NASMITH,  C.M.G. 

PH.D.    D  SC..  O.-P.H. 

GORE,  NASMITH  &  STORRIE 

CONSULTING   ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


BOOKS 

on  Building,  Engineering:  and  all  Technical 
Subjects,  Second  hand  at  half  prices.  New  at 
lowest  prices.  Stale  wants  and  send  for  Cata- 
logue  No.   28,   post  free. 

WE  HAVE  THE  BOOKS  YOU  WANT. 
Books  Bought.  Best  Prices  Given. 

W   &  G    FOYLE,  LTD.. 
121-125.   Charing   Cross   Road,   London,  Eng. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
branches:  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also   Bonds  for  Special  Purposes 


THE 


r 


3ur  Bond  on  a  contract  is  a 
letter  of  credit.  It  increases 
your  financial  resources  and 
assures  your  client  that  you 
have  gained  our  complete 
confidence. 


Inttfi.  £taUa  3Fti»*litg  & 
(guaranty  (Enmpanu 


Resources  Over  - 
Canadian  Securities 


$20,000,000 
$1,162,000 


Head  O0Kt 
36  Toronto  St.  -  TORONTO 

Branch  Offim 
Paris  Building      •  WINNIPEG 
112  St.  Junes  St.  -  MONTREAL 

ARTHUR  E.  K1RIKA TRICK. 

Cnmi  Uavtt  f'r  Ctwadt 
SIDNEY  w.  BAND,  Aft.  Gtml  *wnr 
W    R.  KIKKI'A  TKICk 


Canadian  Surety  Co. 

Specialists  in 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile,   Burglary,   Plate  Glass 
INSURANCE. 

Head  Office  :  26  Wellington  Street  E. 

Toronto,  Ont.  Phone  M.  2609--1840 

Branch  Offices; 
Montreal   Trust    Bldg.,   Montreal,  Que. 
908  Paris  Bldg.,  Winnipeg,  Man. 
Representatives  in  all  Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 
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The  Arctic  Water  Meter 


A  PRACTICAL 
FOR  ALL 


WATER  METER 
SEASONS 


The  top  casing  is  inado  of  bronze  with  a  cast  iron, 
hrcakable  bottom  plate,  strong  enough  to"  resist  any 
unusual  pressure,  but  designed  to  break  when  ex- 
posed to  the  excessive  strain  imposed  by  freezing. 

When  the  water  freezes  the  added  pressure  of  the 
expanded  ice  breaks  the  lugs  from  the  bottom  of  the 
plate  allowing  the  disc  chamber  and  intermediate 
to  move  freely  with  the  expanding  ice,  the  chamber 
sections  separating  and  relieving  the  working  parts 
of  the  meter  from  any  damage. 

Made  in  H".  Ys"  *  M".  ¥\"  and  1"  sizes. 
Send  for  booklet  and  further  particulars. 

Canadian  Sales  Agents 

Booker  &  McKechnie 

285  Beaver  Hall  Hill,  Montreal 


ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Ottice- 
95  King  Street  East 
TORONTO 


Works- 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.     SAULT  STE.  MARIE,  ONT. 

SALES  OFFICE:  TADHMTH 

400  McKinnon  Building  *  M  1  UKVJIN  1  U 
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Cover  Your  Plant  with 
20-Year  Guaranty  Roof- 

Of  course  your  plant  and  its  contents 
are  insured. 

But  did  you  know  that  you  could  have 
your  roof  insured  against  maintenance 
expense  for  twenty  years  without  pay- 
ing a  single  premium? 

This  is  how  it  is  done : 

On  all  Barrett  Specification  Roofs  of 
fifty  squares  or  more,  in  cities  of  25,000 
or  more,  and  in  smaller  places  where 
our  Inspection  Service  is  available,  we 
offer  a  20- Year  Surety  Bond  issued  by 
one  of  the  largest  Fidelity  and  Guar- 
anty Companies,  provided  the  job  is 
done  by  a  roofing  contractor  satisfac- 
tory to  us  and  constructed  under  our 
supervision. 

This  bond  exempts  building  owners 
from  all  repair  and  maintenance  ex- 
pense for  a  period  of  twenty  years. 

We  know,  through  long  experience, 
that  a  roof  constructed  strictly  accord- 


Iiarrt  tt  20*  Year  Specification  Roof  on  nlant  of  The 
Paquet  Company,  Ltd.,  Quebec  City,  Que.  Roofing 
Contractor:    Eugene    Kalardeau,    Quebec    City,  Que. 


ing  to  The  Barrett  Specification  will,  in 
most  cases,  last  nearer  thirty  years. 

The  principal  architects,  engineers,  and 
roofing  contractors  throughout  the 
country  are  familiar  with  the  plan  and 
are  cooperating  with  us. 

If  you  will  consult  your  architect,  en- 
gineer or  roofing  contractor  about  your 
roofing  needs  we  are  sure  they  will  re- 
commend a  Barrett  Specification  Roof, 
because  today  it  is  the  standard  cover- 
ing for  permanent  structures  of  all 
kinds. 

If  you  wish  any  further  information 
regarding  this  Guaranty,  a  line  to  our 
nearest  office  will  bring  it. 

A  copy  of  The  Barrett  20-Year  Specification, 
with  roofing  diagrams,  sent  free  on  request. 


The 


Company 


LIMITED 

MONTREAL      TORONTO       WINNIPEG  VANVOUVER 
ST.  John,  N.B.      HALIFAX,  N.S.      SYDNEY,  N.S. 
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Wire 

OF  TESTED  STEEL 


Rope 


Specializing  on  the  production  of  wire 
rope  we  give  close  attention  to  every  factor 
that,  makes  for  its  reliability  under  all  con- 
ditions of  strain  and  constant  use.  Both  in 
material  and  structure  our  steel  wire  rope  is 
subjected  to  rigid  tests  before  pronounced 
fit  to  leave  our  factory. 

We  manufacture  steel  wire  rope  for  hoist- 
ing, haulage  and  transmission,  drilling 
:ables,  wire  rope  slings,  etc.  Plain  or  gal- 
vanized, steel  or  hemp  cores;  S.M.S.  cruci- 
ble steel,  plough  or  extra  plough  steel. 

Let  us  quote  you  on  your  requirements. 
Prompt  shipment  assured. 


Canada  Wire  &  Cable  Company  Limited 


C74  Harrington  St., 
Halifax,  N.  S. 


District   Offices   and   Warehouses:    TORONTO    Phone  Belmont  2300 
143  Beaver  Hall  Hill  592  Notre  Dame  Ave  738-llth  Ave.   West  368  Water  St. 

Montreal.  Que.  W.,   Winnipeg,   Man  Calgary.  Alta.  Vancouver,  B.C. 


The  Economic  Heater 

It  is  particularly  adapted  for  large  industrial  buildings,  Hospitals, 
Laundries,  etc.  Tests  have  proven  that  it  shows  a  great  saving  in 
fuel  consumption. 

The  "Economic  Heater"  defies  competition  from  any  other  heater 
in  open  test. 

This  Heater  requires  little  space  and  no  tanks,  and  can  easily  be 
attached  to  any  steam  heating  system. 

We  will  demonstrate  what  the  Economic  Heater  can  do,  free 
of  charge. 

ENQUIRIES  SOLICITED 

The  Montreal  Machine  Shop 


LIMITED 


481  Ontario  Street  East 


MONTREAL 
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Cut  Your  Costs 

for  loading  and  unloading  Coal,  Stone, 
Cement  and  other  bulky  material. 

"B.G."  Portable  Conveyors  and  Loaders 

MIJSSFWs  I IMITFH        Q0EBEC "pruneau  &  Co 

lflUlJlJLilllJ   Lillfil  I  LtU  VANCOUVER  TORONTO- Confederation  Life  Bldg. 


Meet  Every  Power  Plant 
Requirement 


Fifty  standard  types  of  cen 
trifugal  pumps  regularly 
built  and  special  designs  as 
wanted.  Also  a  complete 
line  of  deep  well  plunger 
pumps.     Write  for  catalogs. 

THE    AMERICAN  WEIL 
WORKS 

Gen    Offices  &  Works, 
Aurora,  111. 
Chicago  Office: 
First  National  Bank  Bldg. 
Calgary  Edmonton  Montreal 
Chatham  Vancouver 
Winnipeg 


We  make  a  specialty  of 
unloading  cars  of 

SAND,  GRAVEL,  CRUSHED  STONE 
COAL,     CEMENT     AND  BRICK 

Get  our  Prices 

Contractors  Transport  Company 

Main  4570         401  Lumsden  Bldg.,  Toronto 


Advertising  tells  the  buyer  where 
you  are — MacLean  Reports  TELL 
YOU  WHERE  THE  BUYER  IS. 
They  put  you  in  touch  with  the 
right  job  at  the  right  time. 
Rates  and  samples  on  request. 

MacLean  Daily  Reports  Ltd. 

345  Adelaide  St.  West,  Toronto. 


J.  G.  Allan,  President 


James  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  CO. 


LIMITED 


Manufacturer*  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


1TO 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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Announcement 

Prices  effective  January  12,  1920 

Runabout  $  710 

Touring  740 

Goupe-/w/(v  equipped  1050 
Sedan— fully  equipped  1250 
Chassis  675 
One-Ton  Truck  Chassis  750 


Prices  are  f.o.b.  Ford,  Ont.,  and  do  not 
include  War  Tax 


Electric  Starting  and  Lighting  Equipment  is  supplied  on  Sedan  and 
Coupe  at  prices  quoted.  On  Runabout  and  Touring  this  equip- 
ment is  optional  at  an  additional  cost  of  $100,  exclusive  of  War  Tax 


Ford  Motor  Company  of  Canada,  Limited 

FORD        -  ONTARIO 


January  21,  l'J20 
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SPRINKLER 
TANKS 

AND 

TOWERS 

Wc  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel 
Tanks  and  substructures 
for  factory  sprinkler  sys- 
tems and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work. 

Send  us  your  blue  prints 
for  estimates. 


Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Limited 

Toronto       Montreal       Winnipeg  Calgary 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 

Air  Compressors 
Boilers 
Buckets 
Cars 
Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Locomotives 
Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—280] 
Yard*  and  Shop* — New  Toronto,  Canada 


THE  ENGINE'/REFINEMEN] 

Jortfc 

finest  boats  tA'at/Yoat 

STERLING  COMMERCIAL  ENGINES 

have  been  known  to  operate  for  a  week  or  even  two  weeks 
continuously  at  top  speed  (1400  R.P.M.)  and  under  full 
load  during  an  emergency.  As  the  primary  source  of 
power  for  centrifugal  pump  or  electric  generator  drives, 
these  engines  are  remarkable  in  their  ability  to  deliver  a 
steady  stream  of  power,  instantly,  at  high  speed,  when- 
ever emergency  requires. 


Model  FC.  100  H  P..  4-cylinder  Sterling  direct  connected  to  McGowan 
2-stage  Turbine  Sanitary  Pump,  capacity  500  G.P.M.,  at  Laval  De 
Rapids,  Quebec. 
CATALOG  ON  REQUEST. 

STERLING  ENGINE  CO.     Dept.  C-9     Buffalo,  N.  Y. 

12  to  300  H  P.  Marine  and  Stationary  Engines  operating  at  speeds  of 
400  to  1400  R.P.M. 


"  Absolutely 
Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 
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Architectural  Sheet  Metal 
Building  Material 


INCLUDING 


Embossed  Steel  Ceilings  and  Interior 
Decorations,  Galvanized  Cornices,  Sky- 
lights, Ventilators,  Finials,  Roofing,  Wall 
Ties,  Expanded  Steel  Lath,  etc. 


Send  for  our  Catalogue  and  Prices 

THE  GALT  ART  METAL  CO.,  LIMITED 

GALT,  ONTARIO 


Contractors'  Machinery,  Brick  DI  TIV/IPQ 

Machinery,  Grey  Iron  Castings,  »  wlVlI  O 

and  Gear  Cutting  Duplex  Boiler  Feed  and  Vacuum 

REPAIRS 


Scotch  Derricks 

Hand  and  Power  from  ]/2  ton  to  6  ton 
capacity. 

JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Piompt    Deliveries.        Attractive  Prices. 


Address  your  inquiries  to 

CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 

CHATHAM,  ONT.      275  Inshes  Ave. 

Associated  with 
PITTS  BURGH- DES  MOINES  STEEL  CO. 
42  Church   St.  945  Curry  Wdg. 


New  York  City 
Des    Moines.  Iowa. 


Pittsburgh,  Pa. 
Tuttle  Street 


Electric  Cranes 


Electric 
and  Hand 
Traveling 

Cranes 

Electric 
and  Air 
Hoists 


Patent  Type  E  Crane  Trolley 
Made  in  Canada 


NORTHERN  CRANE  WORKS,  LTD. 

WALKER VILLE,  ONT, 


Architects — Include  in  Your  Plans  This 

Perfect  Heating  System 

One  of  the  first  essentials  of  a  modern  building  is  reliable  heating.  To  attain 
the  best  results  for  quick  circulation  throughout  the  pipes  and  radiators  of  the  build- 
ing, with  a  means  of  regulating  it  to  the  desired  temperature,  hot  water  can  be  used 
at  a  considerable  saving  of  expense  by  the  attachment  of 

 THE  


MODERN  HEATER 


to  any  kind  of  boiler 

It  heats  the  water  by  steam  drawn  off  from  the  boilers,  the  water  passing 
through  its  coiled  pipes  where  it  acquires  the  necessary  heat  in  a  remarkably  short 
time,  and  circulates  rapidly  through  the  beating  apparatus  of  the  building.  It  has 
been  established  that  the  MODERN  HEATER  saves  25  per  cent.  fuel.  It  is  adapt- 
able to  any  steam  heating  device  or  hot  water  system.  It  requires  neither  care  nor 
upkeep. 

Let  us  help  you  with  plans  and  specifications. 


Modern  Heating  &  Engineering  Co.  Limited 

83  Bleury  Street,  Montreal,  Que. 


Write  for  Booklet 
on  Modern  Heating 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire-Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Siloc,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling— Po*ltively  LEAK  PROOF. 
We  are  the  originators  of  the  BORED  OUT  Wood  Sleeve  Coupling. 
Write  for  Illustrated  Catalogue. 

850  Hastings  St.  W.      VANCOUVER,  B.C. 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street     -     Vancouver,  B.  C. 


'I  ll  E  C<  >NTRAC  I'  \<  E<  ORD 


l;niii;ny    1 ,  1  **:?<» 


'Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturer!  under  Canadian  and  U.  S.  Letter*  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  (or  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


Radiators  in  a  Boiler  Room! 


AJDIATORS  in  the  average  boiler  room  would  be 
about  as  useful  as  an  ice  machine  in  the  .Arctic 
Circle.  Hut  up  in  Lube-C,  Maine,  where  thev  still  have 
"old-fashioned  winters."  the  American  Can  Company 
found  it  necessary  to  heat  the  lire  room  after  the 
boiler  setting's  were  insulated  with  Nonpareil  Insu- 
lating Brick.    Their  letter  tells  the  story  : 

"With  reference  to  Nonpareil  Insulating  Uriel;,  which  were 
used  in  the  outer  walls  of  our  hoiler  settings,  would  advise  that 
we  have  found  them  to  he  a  very  efficient  insulator. 

"There  is  not  sufficient  radiation  from  our  boilers  to  warm 
the  boiler  room  comfortably  in  the  winter  time,  and  we  found 
it  necessary  to  install  steam  coils  in  order  to  make  the  fire  rooms 
comfortable  for  our  men  to  work  in." 

To    reduce   the   large   loss   of   heat   through    the   brick    work  of 
■  hoiler  settings,  furnace,  ovens  and  other  high  temperature  equip 
ment  is  the  function  of  Nonpareil   Brick.     And  they  do  it,  too, 
because   they   are  ten    times   better   nonconductors  of   heat  than 


fire  brick  or  common  brick.  One  4' 5  inch  course  of  Nonpareil 
Brick  built  in  the  boiler  settings  walls  and  over  the  steam  drums 
will  make  them  as  heat-proof  as  would  45  inches  additional  of 

ordinary  brick  work- 


Nonpareil  Insulating  Brick  are  the  ideal  heat  insulating  material  for  high 
temperature  equipment — easy  to  handle,  convenient  in  form,  strong  in 
structure  and  reasonable  in  price.  Wouldn't  you  like  to  have  further 
information  and  a  sample?     They  are  yours  for  the  asking. 

Armstrong  Cork  &  Insulation  Company,  Ltd.,  505  McGiii  Building  Montreal,  Que.,  Canada. 

Nonpareil  Insulating  Brick 

For  Boiler  Settings,  Furnaces,  Etc. 


r\  i  TT   Q  New  and  Relaying 

l\  AX  1 1         Switches, Turntables, Etc. 

Carried  in  Stock 

Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


CRANE  VALVES 


CRANE 

LIMITED 

MEAD  OFFICE  £  WORKS 
I280  ST.  PATRICK  ST 


BRANCHES: 


MONTREAL 
Vancouver,     Calgary,    Winnipeg,  Toronto. 
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Tenders 
Wanted 


should  be  advertised  for  in  the  "Tenders  and  For 
Sale  Department"  of  the  CONTRACT  RECORD 
AND  ENGINEERING  REVIEW.  This  paper 
is  the  "Tender  Ad."  medium  of  Canada  and 
always  brings  bids  from  the  reliable  contractors 
and  supply  houses.  File  your  plans  for  any  work 
on  which  you  are  inviting  bids  in  our  offices  at 
Toronto,  Montreal,  Winnipeg  or  Vancouver. 

Contract  Record 

and  Engineering  Review 
TORONTO       -  ONTARIO 


The  "CANWELD"  Concrete  Buggy 


The  most  durable  and  serviceable  concrete  buggy  made. 
It  is  constructed  throughout  of  wrought  iron  and  steel 
(no  cast  iron  is  used).  Is  mounted  on  a  pair  of  strong 
36  inch  wheels,  with  wide  rims,  running  smoothly  on 
a  rigid  axle,  the  whole  well  balanced. 
Capacity  6  cu.  ft. 

Consult  us  first  when  in  the  market  for  concrete 
buggies. 

Prompt  shipment  from  stock. 

Canadian  Welding  Works  Limited 

Architectural  Iron  Works. 
Steel  Tank   Manufacturers.  Welding  Engineers. 

134  Queen  Street,  Montreal. 


Built  for  Service 


IK 


■■1 


The  Canadian  Radial  Drill  is  designed  particularly 
.  for  work  in  structural  shops.     For  seaming  and  counter- 
sinking large  surfaces  such  as  structural  shapes,  boilers,  plates, 
beams,  etc. 

SPECIFICATIONS 

Spindle  2-3/16"  diameter  No.  2  or  3  Morse  Taper  Spindle  travel  sy2". 
All  gears  acccurately  cut  and  fitted. 
Carriage  wheels  equipped  with  roller  bearings. 
It"  x  14"  Tight  and  loose  pulleys  or  single  pulley  for  belt 
drive  to  motor,  or  direct  connected  to  motor 
15  ft.  Beam  will  drill  to  13'  6"  center. 
12  ft.  Beam  will  drill  to  10'  6"  center 
7  ft.  Beam  will  drill  to 
5'  6"  center. 


'mm 

mm 


Write  Dept.  12  foi 
literature. 


CANADIAN  BLOWER  & 

FORGE  CO..  LIMITED 
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Works  at  Walkervlllo.  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see 


IIMITED 


VALVE-  HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


Algoma 

Structural  Steel— Merchant  Bars 


Blooms.  Billets  and  Slabs 


Concrete  Reinforcing  Bars 
Shafting — Pulleys  —  Hangers 
Iron,  Brass  and  Bronze  Castings 

STEEL  RAILS— Open  Hearth  Quality 
All  Sections— 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 


Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 


Basic 


Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         •  Ontario 
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Save  Coal  and  Power 

Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 

BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


CHAIN 

Crane,  Dredge,  Conveyor, 
"Hercules"  Steam  Shovel, 
Anchor,  Sling  Chains, 
Common  Coil  Chain. 

Write  for  our  Catalogue 

McKinnon  Columbus  Chain 

LIMITED 

ST.  CATHARINES        -  ONTARIO 


For  Sale 
Industrial  and  Contractors' 
Equipment 

1 — Brown  Hoist  Locomotive  Crane,  8-wheel,  35  ft.  Boom.  Just 

overhauled.     Immediate  shipment.  , 
4 — 36  in.  Gauge  14  to  18  Locomotives. 
10 — 4  yd.  2-way  K  &  J  Dump  Cars,  36  in.  Gauge. 
1 — '/i  yd.  Smith  Concrete  Mixer. 
1 — K  yd.  Smith  Concrete  Mixer. 
1 — H  yd.  Clam  Shell  Bucket. 
1—1 H  yd.  Clam  Shell  Bucket. 

T.  J.  McGOVERN 

Room  505,  Luimden  Bldg.,  TORONTO,  Ont. 

Phone  Main  5185.    Nights,  Park.  6936. 


We  Make  Everything 
in  Wirework 


With  an  experience  of  over  a  half- 
century  we  have  acquired  the 
special  knowledge  and  skill  de- 
manded by  wire-working. 
Two  large  plants  at  your  dis- 
posal, turning  out  great  quanti- 
ties of : 

Wire  Screens,  Wire  Window 
Guards,  Wire  Partitions,  Wire 
Mats,  Wire  Machinery  Guards. 
Wire  Panels,  Wire  Racks,  Wire 
Baskets,  Wire  Doors,  Wired 
Railing,  Wire  Signs,  Garden 
Goods,  etc. 


Wire  Guard 
(Channel  Iron 
frame) 


We  Also  Make 

Steel  Lockers,  Shelving,  Bins,  Cabinets,  Stools, 
Chairs,  Etc.    Ornamental  Iron  and  Bronze. 
General  Builders'  Ironwork. 

Write  for  Folders 


Halifax 
Montreal 
Ottawa 
Toronto 


The  Dennis  Wire  and  iron 

...  Hamilton 

Works  Co.  Limited  Winnipeg 
London  Caigary 

Canada  Vancouver 


Perforated 
Metals 


CANADA  WIRE  &  IRON  GOODS  CO.  HAMILTON 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME.  AND  BRICK 

Cement— delivered  in  5-barrel  lots,  $3.30  per  bbl.  ; 
with  bags.  $4.10;  car  lots,  $2.45  on  the  track, 
with  pkgs.,  $3.25;  5c  per  bbl.  discount  20 
days. 

Lime— in    bulk— grey    69c,    white  79c    per  100 
lbs.,  delivered,  if  not  less  than  2.000  lb.  lots. 
'  At    the    warehouse,    grey    G3c,    white  73c, 
$14.00  ton.     Hydrated  lime,  $17.25  per  ton 
delivered ;  $16.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$26  to  $28;  huff,  $26  to  $28;  No.  2,  $24  to 
$27;  common  red  stock  brick,  $21;  grey, 
$21  ;  wire-cut  brick  for  foundation  work.  $18. 
Milton  Rug  brick.  $30  to  $35;  Eatonia  brick, 
$45;  sand  lime  brick,  $16.25,  f.o.b.  car  at 
King  Edward  siding,  $14  f.o.b.  car  or  wagon 
at  plant.  Paving  brick,  imported,  $55  per  M. 
f.o.b.  Toronto.  Enameled  brick.  Tiffany, 
f.o.b.  cars,  about  $140  per  thousand.  Sun- 
Tex  face  brick,  $25  at  plant,  $31  delivered 
in  city.  Denison  interlocking  hollow  tile, 
manufacturers   not  quoting  prices. 

Fire  brick— delivered— Savage,  $75  per  M.  ;  S. 
Crown,  $70;  W.  W.,  $00.  Fire  clay,  $15  per 
ton  ;  chimney  tops,  $7.50  each. 

Flue  lining — delivered — list  price — 854  x  8 V5  in., 
60c  per  ft.;  8yi  x  13  in..  90c  per  ft.  Dis- 
counts, 45  per  cent,  off  list. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.90;  1  in.,  $2.10;  H 
in.,  $2.10;  crusher  rock,  $2;  rubble  stone, 
in  car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.35  per  ton. 

Gravel — Pit  run,  $1.35  per  ton;  screened,  $1.50 
per  ton. 

LUMBER   (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long.  $53;  10  and  16  ft.,  $55 ;  2  x  12  in.,  12 
and  14  ft.,  $54;  10  and  16  ft.,  $56 ;  1  x  4  in., 
and  1x6  in.,  T.  and  G.,  $56;  No.  2,  $4 
less  than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $55; 
1x6  in.,  $57;  1  x  8  in.,  $60;  1  x  10  in.,  $65: 

1  x  12,  $65.  Shelving,  rough,  1x4  in.  and 
5  in.,  $66:  1  x  6  in.,  $70 ;  1  x  8,  $76;  1  x  10 
$80;  1  x  12,  $85;  2  x  4  in.,  10  to  16  ft.  long, 
common,  rough.  $58;  2  x  6,  $60 :  2  x  8,  $62 ; 

2  x  10,  $66;  2  x  12,  $70.  No.  1  flooring,  $70; 
No.  1  V  or  beaded  sheathing,  4  in.,  $72. 
Pine  trim,  4  in.,  casing,  $3.50  per  100  ft. ; 
5  in.  ditto,  $4;  8  in.,  pine  base,  $7.50;  4  in. 
pine  window  stool,  $5.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $58;  1  x  6  and  2  x  6,  $60;  1  x 
8  and  2  x  8,  $62 ;  1  x  10  and  2  x  10,  $66; 
1  x  12  and  2  x  12,  $70. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $68;  12  x  18,  12  x  20,  14  x  18, 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$73.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft,  $3  per  M.  extra;  36  to  40 
ft,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $9.00;  XX  B.  C,  $8.00; 
N.  B.  extras.  $9.00;  N.  B.  clears,  $8.00;  No. 
1  W.  pine  lath,  $14;  No.  2  W.  pine  lath, 
$13;  M.  R.  spruce  lath,  $12.50. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $4.25  base;  twisted  and  de- 
formed, $4.25. 

Shapes — 35  lbs.  and  over,  per  yard,  $3.95  per  100 
lbs. ;  under  35  lbs.  per  yard,  $4.15  per  100 
lbs. 

Plates — 6  ins.  to  60  ins.  wide,  $4.10;  over  60  ins., 
$4.20.  Tank  and  boiler  plates — J4  in-  and 
over  and  under  36  ins.,  $4.50.  Gauge  plates 
—No.  10,  $5.55;  No.  12,  $5.60;  No.  14,  $5.65 
per  100  lbs.  Black  American  Bessemer  Plates 
— dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $3.80  per  100  lbs. 

Rivets — Button    and    cone    head — M"    to  1J4" 

diam.,  up  to  5"  long,  $6.75. 


EXTRAS    FOR    SHAPES    AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  l/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  l/10c 
per  lb.  for  Angles  under  6  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
11.80 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized   iron — dealers   not   quoting  prices. 
Cast-iron  pipe — Standard     prices,     carload  lots, 

f.o.b.  works,  4  in.,  $74  ;  0  in.  and  up  $72. 


SEWER  PIPE 
Sewer  pipe — Toronto  prices,  with  discounts  as  he 

low,  fob.   factory — 4  in.,  30c  per  ft.;  6  in. 

45c;  8  in..  70c;  9  in..  90c;  10  in  .  $105;  12 

in..  $1  35;  15  in..  $1.80:  18  in.,  $2.50;  20  in.. 

$3;  22  in.,  $4;  24  in.,  $4.50.     Discounts— 38 

per  cent,  off  list. 
Tile  wall  coping — delivered — 8  or  9  in.  wall,  50c 

per  ft  ;  12  in.  or  13  in.  wall.  75c  per  ft. ; 

18  in.  wall,  $1.50  per  ft;  carried  in  6,  12, 

18  and  24  in.  lengths.     Discount  45  per  cent. 

off  list. 

PAINTS  AND  OILS. 

Prices,  delivered. 
White  lead — ground  in  oil,    less  than   ton  lots, 
$17.70  per  100  lbs.;  ton  lots,  $17.35  per  100 

lbs. 

Boiled  Linseed  Oil — in  bbls.,  $2.70  per  gal.  of  9 
lbs. ;  red  lead.  dry.  $17  per  100  lbs. ;  Pure 
puttv  in  bulk,  $8.45  per  100  lbs.;  in  100  lb. 
drums,  $9.30;  in  25-lb.  tins,  $9.55  per  100 
lbs. ;  steel  sash  putty,  in  25-lb.  tins,  $9.80  per 
100  lbs.:  turpentine,  in  bbls.,  $2.50  per  Imp. 
gal.,  based  on  southern  gauge.  Turpentine 
and  oil  in  less  than  barrel  lots,  15c  extra 
per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2c  per  lb. ; 
black,  in  bbls.,  6c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb.  ;  lamp  black,  dry,  in  1  lb.  papers, 
25c ;  ultra  blue,  dry,  in  bulk,  25c ;  green, 
French  permanent,  dry,  20c;  ochre,  French, 
dry,  12c;  red  Venetian,  dry,  6c;  sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  12}4c. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.30;  delivered  in 

5  barrel  lots,  $4.50  at  warehouse,  $4.30. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  42j4c.  Lath 
yarn,  40c  per  lb. ;  in  full  coils,  33c. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton ;  lump,  $15. 
Brick — No.    1   pressed,   $24.75;    No.   2  pressed, 

$21.75;  red  rustic,  $21.75;  vertical,  $23.00; 

plastic,  $17.50. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot):  not  reinforced,  8-in. 
26;  9-in,  30c;  10-in.  34c;  12-in.  40c;  15-in. 
60c;  18-in.  74c.  Reinforced,  18-in.  90c;  21- 
in.  $1;  24-in.  $1.20:  30-in.  $1.60;  36-in.  $2.20; 
42-in.  $3;  48-Jn.  $4.20. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.75;  #-in.  $2.00;  H-in. 

$2.25  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.20  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles— 3  in.  x  3  in.  and  up,  $4.75;  1  In. 

x  1  in.  x  \i  in.,  25c  extra:  Vt  in.  x  H  in. 

%  in.,  75  cents  extra.     Boiler  plates — TA  in. 


thick  and  thicker,  $5  'in  Circular  platet — 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  $6.15.  Beams 

and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
SB  Ibi.  per  yard  and  over,  $6  25.  f.o.b.  Mont 

treal,  net  cash.  Corrugated  iron — 26  gauge. 
$9.00;  28  gauge,  $8.25  per  100  sq.  ft,  aub- 
ject  to  change  without  notice.  Copper  bear- 
ing sheets — Keystone  black,  28  U.  S.  gauge, 

$7.25  per  100  lbs.  nominal.  Cast  iron  pipes, 
standard  prices,  car  load  lots,  $80  for  6  in. 
and  larger,  and  $83  for  4  in.  • 

SEWER  PIPE 

Straight  pipe  (per  foot)— 4  in.,  80c;  6  in.,  48c:  8 
in..  70c ;  9  in.,  86c;  10  in.,  $1.06:  12  in..  $1  86; 

15  in.,  $1.80;  18  in.,  $2.60;  20  in.,  $8;  22  In.. 
$4;  24  in.,  $4  60;  27  in.,  $6  60;  30  in.,  $7  20 
Channel  pipe  (4  in.  to  80  in.)  24c.  36c,  66c, 
72c,  84c,  $1.08,  $1.44,  $2.00.  $2.40.  $3.20. 
$3  60,  $5  20,  $6.76.  One-eighth  bends  (4  In. 
to  30  In.),  $1.20,  $1.80.  $2.80  $3.00.  $4  20. 
$6  40,  $7.20,  $10,  $12.  $10.  $18.  $20,  $28; 
H.  $120,  $180.  $3.16.  $4  06,  $47B,  $0  10. 
$14  40,  $20,  $24,  $32,  $80,  $52.  $57  00.  Double 
rollar.  JHtc.  $186.  $2  10.  $2  66.  $3  16.  $4  05. 
$5.40;  slant  1  foot  long  tide  (4  in.  to  IB 
in  ).  90c.  $1.35.  $2.10.  $2.66.  $3.16.  $4  06, 
$5  40.  Single  branch  (0  In.  to  9  In.),  8  ft. 
$2.25,  $3  60.  $4  25;  2  and  2V$  ft.  (4  In.  to  SO 
In.),  $1.35.  $1  W).  $316.  $8RB.  $4.75.  $0  10. 
$8  10.  $11.25.  $13  60,  $18  $20.25.  $82  60.  $36. 
Single  square*  (4  in.  to  80  In.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  In.  to 
30  in.),  $1.80,  $2  70,  $4  90.  $0  30.  $7  SB.  $10.80, 
$1440.  $20.  $24.  $32.  $30.  $45.60,  $6040. 
Syphon,  cesspool,  and  buchan  trap  (4  In.  to 

16  In.),  $3.  $4,  $7.  $9.  $10  60.  $18.  Double 
syphon,  running  trap,  and  hand  bote  trap  (4 
in.  to  12  in  ),  $3.  $4,  $7.    $9.    $10.60.  $18. 

These  prices  are  aubiect  to  a  discount  of  80 
per  cent,  for  ten  than  car  load  lota  delivered, 
and  a  d!«<-nnnt  of  f'om  50  58  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  ?4  30  nrr  bbl..  both  less  5%  for  cash. 
Rope — Best  Manilla,  31c  basis  per  pound; 
Beaver  Manilla.  26c  basis:  sisal  rope,  2254c 
basis:  lath  varn.  22yic.  Boiled  linseed  oil — 
in  barrels.  $2.45  per  gal.  of  9  lbs.  Raw  lin- 
seed oil  in  barrels,  $2. 42V*  per  gal. 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  .  of  50,000  or  over, 

$15.00;  carload  lots,  less  than  50,000,  $10.00: 
selected  builders  for  veneering  work,  carload 
lots,  $19.00;  "Citadel"  rustic  face  brick,  $25 

to  $30. 

Baker  oven  tile,  15"  x  S'A"  x  2'A",  $25  per  100. 

"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 
splits,  7c  per  superf.  ft ;  12  x  9  x  3,  solid, 
10c. ;  12  x  8  x  4,  11c. ;  12  x  8  x  6,  18c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel  in  carload  lots,  bags 

returnable  in  good  condition  at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock   Brick — $19.50  per  thousand   delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 14}4c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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Illustration  shows  a 
Ditching  Dredge  suc- 
cessfully used  for  dig- 
ging drains  under 
conditions  in  which  no 
other  type  of  machine 
would  work. 

Our  experience  in 
special  plant  for  diffi- 
cult jobs  is  large  and 
is  wholly  at  your  ser- 
vice. 

Write  us  to-day  about 
your  particular  prob- 
lem. 


Agents  - 
H  E.  PUot,  Montreal,  Que. 
P..  Leonard  &  Sons.  St.  John.  N.B. 
R.  Hamilton  &  Co..  Vancouver. 
Kelly-Powell.  Ltd.  Winnipeg 
Harvard  Turnbull  &  Co..  Toronto 


Dredges, 
Hoisting 

Engines 
Electric  Hoists 
Clamshell 

Buckets 
Steel  Derricks 
Derrick  Irons 
Cargo  Winches 
Anchor 

Windlasses 
Belt  Hoists,  Etc. 


M.  Beatty  &  Sons,  Limited, 


WELLAND 
ONT. 


fe   P^H  COATING 


Bell  and  Spigot 
Steel  Pipe 

Dipped  while  Hot  in  Special  Refined  Bituminous  Com- 
pound and  then  spirally  wound  with  Hessian  Cloth 


Made  in  sizes  from  2  inches  to  10  inches  inside  diameter  with 
different  thicknesses  for  various  pressures. 

For  use  in  Water  Works,  Irrigation  Systems,  Mines  and  Mining, 
Natural  and  Artificial  Gas  Transmission  Lines,  Engineering  Work 
and  wherever  a  lead  joint  is  suitable. 

Absolutely  free  from  blow-holes,  flaws  and  cracks 

MADE  IN  CANADA  BY 

PAGE-HERSEY  IRON,  TUBE  &  LEAD  CO.,  LTD. 

Head  Office— 100  Church  St.,  TORONTO,  ONT. 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continned 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  -00  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — \</i-in.  to  2-in.,  $3.65  per  yard; 
ii-to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble stone,   $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER   (BUILDING  MATERIAL) 
(Including  delivery) 

(5  per  cent,  discount  (or  cash) 
Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $84; 
4  in.  No.  1  and  2  E.G.  Fir,  $84;  4  in.  No. 
3  E.G.  Fir,  $78;  4  in.  Flat  G.  Fir,  $62;  4 
in.  No.  4  (Shiplap  Grade),  $50;  4  in.  No.  2 
Common  Pine,  $55;  4  in.  No.  3  Pine  or 
Spruce,  $50;  6  in.  No.  1  and  2  E.G.  Fir, 
$84;  6  in.  No.  3  Flat  Fir,  $65;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $54;  6  in.  No.  2  Com- 
mon Pine,  $60;  6  in.  No.  3  Pine  or  Spruce, 
$55;  2  x  6  No.  1  Common,  $52;. 
For  selected  lengths,  add,  Pine,  $1.25;  for  se- 
lected lengths,  add.  Fir,  $5;  for  dressing  2 
sides,  add  $2.50;  for  1%,  or  2  inch,  add 
$5. 

Birch  and  Maple   Flooring — Clear   (First  Grade) 

— 13/16  x  l'/i  in.  to  2)4  in.  face,  $135;  H 

x  lyi  in.  and  1)4  in.  face,  $100. 
No.  1   (Second  Grade)— 13/16  x  lyi  in.  to  2)4 

in.  face,  $125;  }i  x  lyi  in.  and  1)4  in.  face, 

$90. 

No.  2  Factory— 13/16  x  l'/3  in.  to  2'/i  in.  face, 
$105.00. 

Selected  White — 13/16  x  1 J4  in.  to  2J4  in.  face, 
$160. 

DIMENSION  TIMBERS,  No.  1 

6  x  10  to  12  x  12,  up  to  32  ft.  long,  $65 ;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $66;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $07 ;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $68.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  lyi  in.  to  2'A  in.  face,  $245;  H 

x  lyi  in.  and  1)4  in.  face,  $195. 
No.  1  (Selects)— 13/16  x  lyi  in.  to  2%  in.  face, 

$190;  H  x  lyi  in.  and  1H  in.  face,  $165. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  lyi  in.  to  2%  in.  face,  $180;  H 
x  1J^  in.  and  2  in.  face,  $145. 


No.  1  (Selects)— 13/10  x  lyi  in.  to  2'A  in.  face, 
$100;  H  x  l'/i  in.  and  lyi  in.  face,  $115. 

STEEL  AND  IRON 

Bteel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs.  ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  0  in.,  30c;  8  in.,  45c; 
8  in.,  52c;  10  in.,  02c;  12  in. ,72c;  15  in., 
$1.20;   18  in.,  $1.70;  20  in.,  $2.10;  24  in.. 

$2.75. 

Plaster  of  Paris,  $1  in  paper  bags;  $1.45  in 
jute  bags. 

Plasterers'    Hair — 90c   per  bushel. 

Mortar  Color— $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hard  wall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 

Mixed   Paint — Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal.;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.  ;  Pure,  $8.45 ;  Turpentine,  in  bbls., 

$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16  90;  less 
than    ton    lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,   LIME,   AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keen*  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs.;  superfine,  white,  $9.50  per  bbl.; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house; $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver ;  pressed  red  brick,  f.  o.  b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house ;  fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan- 
tities. 


LUMBER    (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Pried  subject  to  frequent  change.     Mills  operat 
ing  on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $29;  10  a 
10,  $29;  10  x  12,  $29;  10  x  14,  $29.50;  12  x 
12,  $29;  14  x  14,  $29.50;  14  x  16,  $30.50;  « 
x  10,  $29.50;  0  x  12,  $30;  8  x  10,  $30;  8  x  12, 
$29.50;  10  x  10,  $31;  12  x  16,  $31;  16  x  ltt, 
$30.50;  0  x  14,  $:il  :  S  x  14,  $31  ;  12  x  18,  $32; 
18  x  20,  $33;  14  x  20,  $32.50;  16  x  18,  $32.50; 
16  x  20.  $33  50;  18  x  18,  $32.50;  20  x  20, 
$32.50;  24  x  24  ,  33. 

Fir  Flooring— 1  x  3  edge  grain,  $48;  1x4,  $48; 
1x4  Hat  grain,  $35;  No.  1  and  2,  1  inch 
clear  fir  double  dressed,  $46;  No.  1  and  2, 
1%  and  1 ' ;  inch  fir  double  dressed  $46; 
2-inch  fir  double  dressed  $46;  fir  lath,  $2.25; 
spruce  lath,  $3.50;  cedar  lath,  $3.50;  B.  C. 
cedar  shingles,  XX,  $2.00;  XXX,  $3.00; 
XXXXX,  $3  60. 

STEEL   AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  base;  twist- 
ed and  deformed,  $7.50  base ;  structural  sec 
tions,  $7.00. 

Galvanized  iron— 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft  sheets. 

$11.75;  9  and  10  ft.  sheets,  $11.90  per  square 
Mlack  steel  sheets,  24  gauge,  $10.35  per  100 
lbs. 

Steel  angles — $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $9.00  per  100  lbs.,  de 
pending  on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  $9.00. 

SEWER  PIPE. 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 

4-in.,  17c  per  ft. ;  6  in.,  25c  per  ft. :  8-in..  35c 
ft.;  10-in..  45c  ft.;  12-in.,  55c  ft:  15  in., 
$1.10  ft.;  18-in.,  $1.80  ft;  20-ln..  $1.65  ft; 

24  in.,  $2  30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van 

couver,  bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— H  in.,  39c  base;   yi  in.,  39}4c; 

ii  in.,  40c;   \i  in.,  40c;  second  grade,  S3c 

base;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.18  per  gal.  of  t 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4,5. 

Raw  linseed   oil — In  bbls.,  $2.10  per   gal. ;  red 

lead,  dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk.  Standard,  $6.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1  45 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Here's  a  Suggestion — 

Did  you  ever  try  keeping  a  file  of  your  back 
copies  of  the  Contract  Record?  Try  it. 
Start  with  this  issue.  There  are  many  articles 
that  are  worth  keeping,  as  they  offer  valuable 
suggestions  that  will  help  you  in  your  business. 
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Contractors  Plasterers 

Modelling 
Relief  Decorations 
Designing 

W.  J.  HYNES,  LIMITED 

858  DUPONT  ST.  TORONTO 

PHONE  HILLCREST  1750 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  ot 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


1>  T&MWJ&Msf, 
IS©  33  ©MIT 


D¥  supplying  our  customers  with  electric  wires  and 
cables  and  cable  accessories  of  the  highest  quality. 
Standard  has  come  to  mean  to  them  real  economy— 
that  is  maximum  durability  at  a  reasonable  price.  Ask 
our  customers  and  then  write  our  nearest  office  about 
your  requirements. 

Standard   Underground  Cable  Co. 
of  Canada,  Limited 

Hamilton,  Ont. 

Montreal.  Que.  1  oronto,  Ont.  Seattle,  Wash. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18.000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5.000  Tons  in  Stock  of 

Beams.  Column  Sections,  Angles.  Tees.   Plates,  Bars. 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614 — 1615— 1618. 


Canada  Iron  Foundries,  Limited 


CAST  IRON  PIPE 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Willis  Chipman,  M.  Eng.  Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 

Seo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 

Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals   of    Works   and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
II  Toronto  Street  -  TORONTO.  CAN. 
Water  Supply  and  Purification;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
Disposal  Plants;  Incinerators;  Pavements; 
bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.,  Ltd. 

"FARADAY  WORKS- 
LEICESTER     -  ENGLAND 

INTERPHONES 

Cables:  "Lodestone,  Leicester" 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto,  Winnipeg  &  Vancouver 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 


123  Bay  St. 


Main  4472 


TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 

Inspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point   of    manufacture,   and    Testing  in 
our  own  Laboratories. 
The   most    up-to-date    commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal   Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 
Purification;  Disposal  of  Sewage  and  Refuse  : 
Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 
MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridget  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


Robert  W.  Hunt 
President 


Charles  Warnock 
Vice-President  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inapecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment 

Report*  on  Properties  and  Processes 

Head  Office  and  Laboratories  : 
McGUl  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


McAllister  &taylor 

ENGINEERS  ft  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E 
17  Sun  Life  Bldg.,  HAMILTON,  ONT. 
Harbor    Improvements   and  Dredging 
Dams,  Piledriving,  Concrete  Work  and 
Excavation.    Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


J.  P.  Anglin,  B.Sc. 
President 


H.  J.  Gross, 
Vice-Pres.  &  Treas. 


C.  D.  Harrington,  B.Sc, 
Vice-Pres.  &  Mgr. 

Anclin-Noroross 

LIMITED 

Contracting  Engineers  and  Builder* 

65  Victoria  Street,  -  Montreal. 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E,  TORONTO 
Phones— Main  904  and  90S 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


Silica  Pressed  Bricks 

In  Grey  or  Natural  Color 
For  Prompt  Shipment 

Samples  submitted  on 
request 

Schultz  Bro  .  Co.  Ltd. 

BRANTFORD 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  &  Inspectors 

PAVING 
Designed,  Superintended,  Inspected. 
Chas.   A.  Mullen.  Director. 

CEMENT  &  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


The  Toronto  Testing  Laboratory 

Limited 
160  Bay  Street,  Toronto 


Crushed 

Stone 
Steel  and 
Wood 
Water  Pipe 


TamcO 

c 
o 


T.  A.  Morrison  &  Co.,  20momtreal 


Cut  Stone 
Sand 
Brick 

204  St.  J«m«»  St. 


J.  B.  Thomson 


T.  Thomson 


THOMSON  BROS. 

Masonry  and  Concrete  Contractors 

Office  418  Ryrie  Bldg.  Phone  Main  2453 

Night  and  Holiday  Phones, 
J.  B.  Thomson,  P.  638. 

W.  R.  Thomson.  P.  8302. 
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Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Pbones.  Office  North  fgjj    Evenings.  North  2107 

>  005 


WE  NEED  THE  SPACE 
OCCUPIED  BY 

Model  30  Marion  Shovel,  Revolv- 
ing, Extra  Long  Boom  and 
Dipper  Stick. 

15  Ton  Waterous  Road  Roller. 
20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 
25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 
50  Assorted  Two-Wheel  Dirt  Scrapers. 
1  yd.,  iy2  yd.  and  2  yd.  Clam  Shell  Buckets. 
8  x  12 — 3  drum  Hoisting  Engine  for  Clam. 

7  x  12 — 3  drum  Hoisting  Engine  for  Clam. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

6%  x  8  Double  drum  Hoist  with  Boiler. 
4^4  x  6  Single  Drum  Builder's  Hoist. 
No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 

The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


DAK*F  SWINGING 
urtnL  ENGINES 


INSURE 
Speed  'Durability 
Economy 

Contractors  everywhere 
recognize  that  Dake  swing- 
ers save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  (or  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:   A.   R.   Williams  Machinery  Company,  Limited. 


Water  Supply 

from 

Deep  Wells 

is  obtained  at  a  mini- 
mum cost  by  use  of  our 
deep  well  pumps. 


Write  for 
Bulletin  26 
explaining 
the  use  of 
Cook's 
Patent 
Brass  Tube 
Well 
Strainer 


A.  D.  COOK 

Lawrenceburg,  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES,  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS 
NIAGARA  FALLS 


ONT. 
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We  make  only 

MALLEABLE  CASTINGS 

Our  products  are  of  the  highest  grade,  and  have  acquired  a 
reputation  to  correspond.  If,  therefore,  you  are  wanting  such 
castings  for  any  purpose  whatsoever,  you  will  do  wisely  in 
sending  us  your  enquiries. 


™  PRATT  £g  LETCH  WORTH 
COMPANY,  LIMITED 


Transportation  Building,  Montreal 

Works :    Brantford,  Ontario 


Made  in  Canada 


Toronto 
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No  More  Leaky  Roofs 

Keep  your  Roofs  watertight 
for  ten  years.    One  coat  of 

ST0RMT1GHT 

saves  the  cost  of  tearing  up 
old  worn  material  —  saves 
the  cost  of  a  new  roof. 

Permanent  Protection 
No  Repairs  No  Repainting 

Write  for  Literature 

MANUFACTURED  BY 

L.  Sonneborn  Sons  Inc.  ™ret  New  York 

DISTRIBUTED  BY 


N.  J.  Dinnen  &  Co.,  Ltd.,  Winnipeg,  Man. 

John  B.  Keeble  &  Co.,  Toronto,  Ont.,  and  Lon- 
don, Ont. 

The  Western  Supply  &  Equipment  Co.,  Calgary, 
Edmonton,  Lethbridge,  Alta. 


Chapman  &  Flinn,  Ltd.,  Amherst,  N.S. 
E.  F.  Stevens,  Halifax,  N.S. 
Sumner  Company,  Moncton,  N.B. 
Shaw  &  Mason,  Ltd.,  Sydney,  N.S. 
Spencer  Bros.  &  Turner,  Ltd.,  Truro,  N.S. 


THE  CONTRACT  RECORD 


January  21,  1920 


Increase  Your  Efficiency 

in  Wire  Rope  Service 

By  ordering  "Made  in  Canada"  Rope 
from  our  Warehouses  in 


Montreal 


Winnipeg 


Toronto 


The  DOMINION  WIRE  ROPE  CO.,  Limited,  MONTREAL 


"Marion" 


Steam 
Shovels  & 
Ditchers 


"  Industrial  "  Cranes 
are  the  most  efficient 
manufactured.  If  you 
wish  "Reliability  "— 
install  an  "Industrial 
Works." 


'Andrews" 


Drill  and  Tool  Steel 


We  supply  "Marion" 
Shovelsforall  classes 
of  work  —  to  Rail- 
roads —  Mines — Con- 
tractors. All  sizes — 
All  styles. 


]    Industrial  Works 

Locomotive 
Coaling  & 
Wrecking 
Cranes 

"Ransome" 

Concrete  Mixers 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 

Tdeprone  Mam  3420 
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IMPERIAll  ASPHAliT 

Proved  through  the  Ages 

EVERYWHERE  asphalt  is  the  popular  choice.  There  is  an  asphalt  that  will  give  all  the 
advantages  desired  at  moderate  cost  on  every  type  of  road,  whether  city  and  town  streets, 
interurban  highways  or  country  roads. 

Hot-Mix  Asphalt  made  with  Imperial  Paving  Asphalt  is  ideal  for  city  streets  and  pro- 
vincial highways.  It  stands  up  under  great  stress,  resists  the  ceaseless  grind  of  heavy  traffic 
and  gives  a  traction  surface  unequalled  for  cleanliness,  permanence  and  economy  of  maintenance. 

Imperial  Asphalt  Binders  are  specially  prepared  for  Penetration  Asphalt  Macadam.  The 
uniform  appearance  and  lasting  qualities  of  this'  type  recommend  it  for  towns,  interurban  high- 
ways and  country  roads. 

Imperial  Liquid  Asphalts  are  for  country  roads  and  less-traveled  streets.  They  prevent 
dust  on  macadam,  gravel  and  earth  roads  and  form  an  elastic  asphaltic  film  coat  on  the  sur- 
face of  the  gravel  and  macadam  roads  which  increases  their  traffic -carrying  capacity  many 
times  and  greatly  lengthens  their  life. 

AU  Imperjal  Asphalts  are  produced  in  our  Montreal  East  Refinery  from  the  best  Mexican 
asphaltum  crudes.  They  can  be  delivered  anywhere  in  Canada  in  specially  equipped  tank  cars 
.or  in  packages. 

ROAD  ENGINEERING  DEPARTMEN 

Imperial  Oil  Limited  -  -  -  Toronto,  Ontario 


Alphabetical  Index  to  Advertisers,  Page  16       Classified  Directory  to  Advertisements,  Page  6 


THE  CONTRACT  RECORD 


January  28,  1980 


Wire  Wound  Wood  Pipe  and  C.  I.  Specials 

Our  Pipe  and  Tanks  are  manufactured  from  the  best  grade  of 
B.  C.  Douglas  Fir  in  the  finest  factory  in  Canada.  Complete 

installations  our  Specialty. 

Write  for  Illustrated  Catalogue  Let  us  Solve  your  Problems 

Canadian  Pipe  Company,  Ltd. 

550  Pacific  St.,  VANCOUVER,  B.  C. 
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H.  M.  Lane  Co.,  Architects 


Holmes  Foundry   Building,   Sarnia,  Ont. 


Wells  &  Gray  Ltd.,  Contractors 


\\ 7  HERE  Sash  that  weather  properly  is 
™  "  wanted,  where  continuous  sash  that 
give  ventilation  without  letting  in  the  elements 
is  needed,  where  service  that  will  not  hold  up 
your  schedule  is  essential,  specify  The 
Ormsby-Lupton  Sash. 

We  satisfy  our  customers  absolutely.  If 
you  have  not  used  Ormsby-Lupton  Sash,  you 
are  the  loser.     Let  us  quote. 

THE  A.  B.  ORMSBY  COMPANY,  LIMITED 

Associated  with  the  Metal  Shingle  and  Siding  Company,  Limited 

Factorie*  at  Toronto,  Montreal,  Wi  nipeg,  Saskatoon  Calgary 

AGENTS: 

MARITIME  PROVINCES:  F.  A.  Gillis  &  Co.,  Halifax,  N.S. 
BRITISH  COLUMBIA:  A.  T.  Chambers,  Vancouver,  B.  C. 
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LONDON 


The  Line 
of  Modern^ 
Contracting 
Facilities 


In  planning 
your  share 
of  the  big 
construc- 
tional ac- 
tivities of 
1920',  you 
should  con- 
sider the 
advantages 
of  the  Lon- 
don Line  of 

contracting  equipment.  Its  facilities  are 
unequalled  in  labor-saving,  and  in  quality 
and  quantity  of  output. 

For  many  years  we  have  concentrated  on 
the  problems  of  the  contracting  field,  and 
have  developed  and  perfected  a  line  of  con- 
crete and  other  contracting  machinery  that 
stands  first  in  actual  accomplishment,  and 
which  embodies  every  facility  for  modern 
requirements. 


London  Tile  and  Sewer  Pipe  Molds 

Built  in  all  sizes.  4  in.  to  10  ft.  in  diameter.  Meets  every  engineer- 
ing requirement.  No  other  moulds  on  the  market  can  compare  in  work- 
manship or  design. 

There  are  large  profits  in  the  manufacture  of  Tile  and  Sewer  Pipe. 
Make  your  own  pipe  and  save  money.     Send  for  catalogue  No.  £-B. 


London  Hoisting  Engines 

are  built  in  seven  sizes  and  are  suitable  for  all  kinds  of  hoisting  or  pull- 
ing. Novo  dust  and  frost  proof  engines  are  used  exclusively,  whiclt 
makes  a  handy,  serviceable,  and  dependable  outfit.     These  engines  have 

many  advantages  over  steam. 


London  Adjustable  Concrete 
Block  Machine 

Makes  blocks  for  all  widths  of  walls  from  3  in.  to 
12  in.     Makes  blocks  in  any  design. 

All  sizes  of  blocks  made  on  the  same  adjustable 
mould  and  on  the  one  width  of  pallet. 

Any  size  core  opening  can  be  made  in  the  block, 
thus    meeting    every    architectural  requirement. 


We  manufacture 
a  full  line  of  con- 
crete working  ma- 
chinery, Contrac- 
tors' Pumps, 
Gasoline  Operat- 
ed Hoisting  En- 
gines, and  Con- 
tractors' Outfits. 
Let  us  know  your 
requirements. 


London  Diaphragm  Pumps 

Equipped  with  llA  H.P.  Novo  Gasoline  Engine. 
Suitable  for  pumping  sewers  or  any  kind  of  work 
where  lift  is  not  over  25  ft. 


London  Concrete  Machinery  Co.,  Limited 

LONDON,  ONTARIO 


I  World's  Largest  Manufacturers  of  Concrete  Machinery 


lllllllllllllll!' 
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McKiernan-Terry  Pile  Hammers 


FOR  PILE  DRIVING  &  PILE  PULLING 

These  Pile  Hammers  are  built  in  different  sizes  and  are  known 
as  the  No.  1,  2,  3,  5,  6,  7,  8,  and  9,  and  vary  in  weight  from  145  to  8100 
lbs.  They  are  especially  adapted  for  driving  sheet  piling  for  founda- 
tion work,  etc.  They  pull  piling  as  well  as  drive  it,  and  hence  are 
known  as  "DOUBLE  DUTY"  Pile  Hammers.  Special  bulletins  des- 
cribing these  will  be  sent  on  application.  Our  Hammers  can  be  oper- 
ated with  either  steam  or  compressed  air,  and  in  changing  from  one 
pov/er  to  the  other,  no  adjustments  of  the  valve  or  other  parts  are 
necessary.  Any  further  information  as  to  prices  and  specifications  can 
be  secured  by  communicating  with  any  of  our  sales  offices  as  mention- 
ed below.  We  have  in  stock  for  immediate  shipment  the  following: 


Tlie  Xo.  1  Pile  Hammer,  owing  to  its  light 
weight,  is  readily  handled  and  operated  by 
one  man  and  without  the  use  of  a  block  and 
fall. 

The  Xo.  3  Tile  Hammer  is  a  heavier  machine 
and  is  usually  suspended  and  operate  1  from 
a  block  and  fall  or  differential  pulley, 
though,  owing  to  its  short  length,  it  is  some- 
times steadied  by  hand  when  the  driving  con- 
ditions warrant  it.  When  a  block  and  fall  is 
used  it  is  as  a  rule  desirable  that  a  rope  block 
instead  of  a  chain  block  be  used  with  ham- 
mer, for,  under,  favorable  conditions,  the  chain 
block  cannot  always  be  lowered  as  fast  as  the 
hammer  will  drive  the  sheet  piling. 
The  Xos.  5,  7  and  9  heavy  duty  hammers 
have  been  designed  and  built  for  driving 
heavy  steel  and  wood  sheet  pilings,  concrete 
and  wooden  piles. 


No.  3  Hammer— 1  in  stock  CALGARY 

No.  5       "       —3  "     "  TORONTO 

No.  7       "       —3  " 

No.  8       "       —2  "  " 


CANADIAN  ALLIS-CHALMERS 


Head  Office, 


Toronto 


LIMITED 


Branch  Offices:  Montreal,  Quebec,  Halifax,  Sydney,  St.  John,  Ottawa,  Hamilton,   London,  Windsor,  Cobalt,   South  Porcupine,  Winnipeg, 

Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 
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The  following  regulations  apply  to  all  advertisers: — Eighth  page,  every  issue,  three  headings; 
quarter  page,  six  headings;   half  page,  twelve  headings;     full     page,    twenty-four  headings. 


Acetylene  Gas 

The  Prest  O  Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll  Rand  Co  ,  Ltd. 
Canadian  Allis  Chalmers,  Ltd. 

Air  Washing  Plants 

Spray    Engineering  Co. 

Aluminium 

Spielman   Agencies  Regd. 

Air  Hoists 

Canadian  Ingeisoll  Rand  to. 
Noithein  Ciane  Woiks. 

Architectural  Iron  Works 

Canadian  Allis  Chalmers  Ltd. 
Canadian  Wilding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Conveyors 

Hooker  &  McKechnie 

Ash  Hoists 

Canadian  Link-Belt  Co. 

Asphalt 

Asphalt  Association 
Asphalt  &  Supply  Company 
linpei  ial  Oil  Company,  Ltd. 
Robertson  Co.,  II.  H. 

Beam  Spans 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Belting   (Transmission,  Elevator, 

Conveyor,  Rubber) 
Dunlop  Tire  &  Rubber  Goods  Co. 
Goodyear  Tire  &  Rubber  Goods 

Company 


Blast  Hole  Drills 

Hopkins  &  Co.,  F. 


H. 


Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 

Boilers 

Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Inglis  Company,  John 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Brass  Goods 

Dunlop  Tire  &  Rubber  Goods  Co. 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 


Buckets 
Canadian  Link  licit  Co. 
Beatty  &  Sons,  M. 
Hopkins  He  Co.,  F.  H. 
Manitoba  Bridge  &  lion  Woiks 

Buckets   (Drag  Line) 

Brown  Hoisting  Machineiy  Co 

Buckets— Steel 

Biown  Hoisting  Machinery  Co. 
Canadian  Link-Belt  Co. 
McKinnon  Steel  Company 
Marsh  Engineering  Works,  Ltd. 

Building  Materials 

Robertson  Co.,  H.  II. 

Trussed  Concrete  Steel  Co.,  Ltd 

Cable 

Dominion  Wiie  Hope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cable  Terminals 

Standard  Under  ground  Cable  Co. 
of  Canada,  Limited 

Cars — Steel  Body 

Marsh  Engineering  Woiks,  Ltd. 
Mackinnon   Steel  Co. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co..  Ltd. 

Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian    Ingersoll-Rand  Co. 

National  Equipment  Company 
Chains 

McKinnon  Columbus  Chain  Co. 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Booker  &  McKechnie 
Coal  Handling  Apparatus 

Beatty  &  Sons,  M. 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co. 

St.  Clair  Bros. 
Concrete  Culvert  Pipe 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

American  Cement  Machine  Co. 

Hopkins  &  Co.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limitea 

St.  Clair  Bros. 


Concrete  Sewer  Pipe 

Dominion  Concrete  Company 

Conduits 

Conduits    Company,    Limit'-. I 
Orpen  Conduit  Company 

Contractors 

Anglins  Limited 
Archibald  &  Holmes 
McKinnon  Steel  Company 
Maiitime  Bridge  Company 
Miller  &  Son,  Roger 

Contractors'  Plant  &  Supplies 

Kail  Engine  Company 

Beatty   &   Sons.  M. 

lloving  Hydraulic  &  Engineering 

Company 
Brown     Hoisting     &  Machineiy 

Company 
Canadian   Allis -Chalmers  Ltd. 
Canadian  Link  Belt  Co. 
Dake  Engineering  Woiks,  Ltd. 
Hamilton  Bridge  Works  Co. 
Hepburn  Ltd  ,  John  T. 
Manitoba  Bridge  &  Iron  Woiks 
Mansfield   Engineeiing  Co. 
Maish  Engineeiing  Works,  Ltd. 
S'essenwein  Bros. 

Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 

Conveying  Appliances 

I'.rown  Hoisting  Machinery  Co. 

Cooling  Equipment 

Spray  Engineeiing  Co. 

Core  Drills 

Canadian  Allis  Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Corrugated  Iron 

Pedlar  People  Limited 
Corrugated  Roofing 

Asbestos    Mfg.  Company 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Northern    Crane  Works 
Creosote  Oils 

'    Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada   Crushed  Stone  Corpora 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Culverts 

Pedlar  People  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Soneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 

Hepburn  Ltd.,  John  T. 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Marsh   Engineering  Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 


Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 
Maritime  Biidgc  Company 
Marsh  Engineeiing  Works,  Ltd. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 

Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario   Wind    Engine   &  Pump 

Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Oimsby  Company,  A.  B. 

Elevators 

Northern   Crane  Works 
Turnbull  Elevator  Company 

Enameled  Brick 

American  Enameled  Brick  & 
Tile  Company 

Engines 

Canadian   Allis  Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co. 

Hopkins  4  Company,  F.  H. 

Inglis  Company,  John 

Uohh   Engineering  Works 

Waterous  Engine  Works  Co. 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co..  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Wynne-Roberts,  R.  O.. 
Excavators 

Ball  Engine  Company 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 
Exhaust  Heads . 

Canadian  Blower  and  Forge  Co 
Expanded  Heads 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co 
Sheldon  Limited 

Faucets 

Wallaceburg  Brass  &  Iron  Mtg. 

Co. 

Fireproofing 

Asbestos  Mfg.  Company 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Pedlar  People  Limited 

Roberson-Oleson  Limied 

Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Canadian  Welding  Works 

Dennis  Wire  &  Iron  Works  Co 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 
Fittings 

Crane  Limited 

Flag  Poles 

MacKinnon  Steel  Company 
Ontario   Wind   Engine  &  Pump 

Company 
McGregor  &  Mclntyre 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 
Sonneborn  Sons,  Inc.,  L. 

Forges 

Canadian  Blower  and  Forge  Co. 
Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 
(Continued  on  p»ir»  8) 
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TRENCH   MACHINE.     (2G  ft.  dipper 

stick)  Digging  from  200  to  300  cu.  yards 
a  day  in  16  foot  trench  cut.  One  of  two 
Eries  owned  bv  Miller  Tiros..  Voungstown, 

Ohio. 


RAILROAD   DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


PILE  DRIVING  equipment 
breaking  up  concrete  so  that  the 
pieces  will  go  into  dump  wagons 
When  the  shovel  tore  up  the  concrete,1 
without  breaking,  the  pieces  were  too 
large  One  of  two  Eries  owned  by 
Lennane  Bros.,  Detroit. 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of j  work  shown 
by  i  these  photos  can  be  handled  by 
every  Type-B  ^ERIE" Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the, special  work.  It  takes 
only  a  few  hours  to  change  the  ERIE 
Steam  :Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 

We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE.  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

liuilders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


Revolving 
Shovels 


QUARRY  WORK  is 
what  makes  thestrong- 
est  boosters  for  the 
Erie,  because  she  is 
built  to  stand  rock 
digging.  "Stronger 
construction  at  every 
point  of  wear  and 
strain  "  Just  ask  the 
owners  of  this  Erie- 
Tarbox  &  McCall, 
Findlay,  Onio. 


STREET  G  RAD  IN 

RAILROAD  WORK,  loading 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgh. 


i,-*.  J^l    r    -  


8 


THE  CONTRACT  RECORD 


January  28,  1920 


CLASSIFIED    INDEX    TO    ADVERTISEMENTS— Continued 


Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario   Wind    Engine   &  Pump 

Company 
Osborn  Canada  Ltd.,  Samuel 

Generators 

Canadian   General   Electric  Co. 

Glass 

Toronto  Plate  Glass  Tmpfg.  Co. 

Governors 

Roving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown     Hoisting     &  Machinery 
Company 
Gravel 

Sand  &  Supplies  Ltd. 

Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  \  Canada  Ltd.,  Samuel 

Hauling  Contractors 

Contractors  Transport  Co. 

Heating  Apparatus 

Dunham  Company,  C.  A. 

Canadian  Blower  and  Forge  Co. 

Modern    Heating   &  Engineering 
Company. 

Montreal  Machine  Shop,  Ltd. 
Heat  Insulating  Materials 

Armstrong   Cork  Company 
Heating  Systems  (Steam  Traps) 

Dunham  Company,  C.  A. 

Hoists,  Electric 

Canadian  Link-Belt  Co. 
Northern   Crane  Works 


Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Brown   Hoisting  Machinery  Co. 
Hopkins  &  Company,  F.  H. 
London   Concrete  Machinery  Co. 
Marsh   Engineering   Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams    Machinery   Co.,    A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian    Allis-Chambers  Ltd. 
Hopkins  &  Company,  F.  II. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Can.    Consolidated    Rubber  Co., 
Ltd. 

Dunlop  Tire  &  Rubber  Goods  Co 

Hydrants 

Canada  Iron  Foundries 
Kerr    Engine  Company 
Gartshore-Thompson  Pipe  Co. 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd 
Hopkins   &   Company,   F.  IL 
McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 

Laboratories 
Hunt  &  Co.,  Robt.  W. 
Milton  Ilersey  Company 

Insulation  (Asbestos) 
Asbestos  Mfg.  Company 

Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 
Spielman   Agencies  Regd. 
Standard  Underground  Cable  Co 
of  Canada  Limited 

Insulating  Bricks 

Armstrong  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton    Bridge   Works  Co. 

Northern   Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 

Hamilton  Birdge  Works  Co. 

Kilns 

Canadian  Blower  and  Forge  Co. 
McKinnon  Steel  Company 

Lead  Pencils 

American   Lead   Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Linabestos  Wallboard 

Asbestos  Mfg.  Company 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown     Hoisting     &  Machinery 

Company 
Lumber  (Asbestos) 

Asbestos  Mfg.  Company 
Machinery  Insulation 

Armstrong  Cork  Company 

Metal  Lath 

Canadian  Metal  Window  Co. 

Pedlar  People  Limited 

Trussed  Concrete  Co.,  Ltd. 
Metallic  Roofing 

Pedlar  People  Limited 
Motors 

Canadian   General   Electric  Co. 

Motor  Trucks 

Ford  Motor  Company 

Nozzles 

Spray  Engineering  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 


Hamilton  Bridge  Works  Co. 
Imperial  Oil  Company,  Ltd. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 

Ornamental  Iron 

Canadian  Welding  Works 
Dennis  Wire  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Packing 

Dunlop  Tire  &  Rubber  Goods  Co. 
Paint  (Heated  Surfaces) 

Ric-Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Company,  F.  H. 
Spielman  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett   Company,  Ltd. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons  Inc.,  L. 
Spielman   Agencies  Regd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Paint  Spraying  Equipment 

Spray  Engineering  Co. 

Park  Sprinklers 

Spray   Engineering  Co.  . 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett   Company,  Limited 
Carey  Company,  Philip 
Dominion  Tar  &  Chemical  Co. 
Imperial   Oil  Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Pipe   (Concrete,   Iron   &  Wood) 
Boving  Hydraulic  Si  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thompson  Pipe  Co. 
National  Tron  Works 

(Continued  on  page  10) 


A  MARSH  HOIST 


IS  MADE  THE 
RIGHT  SIZE 


FOR  YOUR  WORK 


We  build  any  of  our  Hoists  in  7  sizes,  and  give  you 

CHOICE  OF  STEAM,  ELECTRIC  OR  GASOLINE  POWER 


10  H  P.  to  lift  2600  lbs.  on  a  single  line. 

15  H  P.  to  lift  4000  lbs.  on  a  single  line. 

20  H  P.  to  lift  5500  lbs.  on  a  single  line. 

25  H.P.  to  lift  7000  lbs.  on  a  single  line. 


32  H  P.  to  lift  8000  lbs.  on  a  single  line. 
40  H.P.  to  lift  10000  lbs.  on  a  single  line. 
50  H.P.  to  lift  12500  lbs.  on  a  single  line. 


Single  Drum  Hoist                                               Double  Drum  Hoist  Three  Drum  Hoist 

The  standard    machine    for    Derrick    Work,  The  standard  general  purpose  Hoist.    Used  in  For  operating  any  kind  of  a  Mechanical 

where  the  boom  is  raised  by  hand,  for  Pile  a  multitude  of  ways  too  numerous  to  mention.  Bucket,  and  for  many  other  purposes. 

Driving,  for  Dock  Work,  etc.                       Made  for  Electric  or  Gasoline  Power.  Made  also  for  Electric  or  Gasoline  Power. 
Made  for  Electric  or  Gasoline  Power. 

Send  for  our  Catalogue  of  Hoists,  Cars,  Buckets,  Derricks,  etc, 

MARSH  ENGINEERING  WORKS  LIMITED,  E'Sshed  BELLEVILLE,  0NT. 

Sales  Agents  :    MUSSENS,  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver. 
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BUILDI  N  G 
PRODUCTS 


No.  12 — Durability 

The  utmost  lasting  quality  is  assur- 
ed by  our  methods  of  manufacture. 
Our  "stiff  mud"  process  combined 
with  hurtling  designed  to  secure  the 
closest  possible  bond  between  body 
and  glace,  result  in  a  brick  that  is 
not  only  fireproof  but  cannot  either 
peel  or  spall.  '"American"  Enamel- 
ed Brick  is  thoroughly  sanitary  and 
equally  adaptable  for  interior  and 
exterior  use. 

See  Sweets  Catalogue,  U.S.A. 
or 

Specification  Data,  Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of   Enameled  and   Fire  Brick, 

52  Vanderbilt  Ave.,  New  York  City. 

Representatives  in  all  principal  Canadian  Cities 


TRUSCON 
CORNER  BEADS 

Protection  to  plastered  corners  to 
prevent  abrasion,  chipping  and  mar- 
ring.    Galvanized  after  forming. 

Lengths  6,  7,  8,  9  and  10  feet. 

Trussed  Concrete  Steel  Co. 

of  C*nada,  Limited 

WALKER VILLE,  ONTARIO 

Montreal    Toronto    Winnipeg    Calgary  Vancouver 


STEEL  for  PERMANENCE 


The  All  Steel  Elevated  Water  Tank  is  the  most 
economical  installation  for  Automatic  Sprinkler  Sys- 
tems for  fire  protection,  general  mill  supply,  or  Muni- 
cipal Water  WTorks  systems. 

Its  first  cost  is  not  excessive,  the  maintenance  ex- 
pense is  very  low,  and  there  is  no  danger  of  leakage, 
falling  ice,  or  possibility  of  the  tank  bursting  or  catch- 
ing fire. 

Hundreds  of  our  All  Steel  Elevated  Water  Tanks 
now  in  service  throughout  Canada  bear  witness  to 
these  facts. 

Our  Product  is  Made  in  Canada 

Write  us  for  Plans,  Specifications  and  Estimates. 
Our  Catalogue  No.  16  mailed  on  request. 


CANADIAN  CHICAGO  BRIDGE  &  IRON  CO.  Ltd. 

Bridgeburg,  -  Ontario 


JO 
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Pipe  Covering  (Underground) 

Kic-Wil  Company 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis  Chalmers  Ltd. 
Canadian  Iiigcrsoll  Rand  Co. 
Hopkins  &  Company,  F.  IL 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Magnesia,  Asbestos, 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Dritnell  &  Company 

Power  Engines 

Robb   Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Road  Machinery 

Hopkins  &  Company,  F.  II. 
Manitoba  Rridge  &  Iron  Works 
Waterous  Engin-  Works  Co. 


Road  Material 

Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofuig  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 
Pedlar   People  Limited 

Rubber  Goods 

Barrett  Company,  Limited 

Road  Oil 

Imperial  Oil   Company,  Ltd. 

Pneumatic  Machinery 

Canadian   Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis   Company,  John 

Ontario   Wind   Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian   Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Rails 

Sesenwein  Bros. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  olhn  J. 
Hopkins  &  Company,  F.  H. 


Reinforcements,  Concrete  and  Steei 

Bainei  ,<t  David  Ltd. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  II. 

Riveted  Spans 
McKinnon  Steel  Company 

Road  Asphalt 
Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Sand 

Sand  &  Supplies  Ltd. 
Sash 

Trussed  Concrete  Steel  Co. 

Scaffold  Machines 

Drummond  &  Reeve,  Ltd. 

Screens 

Canada  Wiie  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 

Sheeting 

Barrett   Company,  Limited 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  Co. 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  II. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Roberton-Olsen  Limited 
Robertson  Co.,  H.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Slates 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Pedlar  People  Limited 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 

Steel 

Burlington  Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Steel  &  Coal  Co. 
Steel   Company   of   Can.,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Kurlington   Steel  Company 
Hopkins  &  Company,  F.  II. 
Maritime  Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art   Metal  Company 

Steel  Pipe 
Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 
Page-Hersey  Iron,  Tube  &  Lead 
Company 


Steel    Floor  Construction  

Robb   Engineering  Works 

Steel  Plate  Construction 

Hamilton   Bridge  Works  Co. 

Hamilton  Company.  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering  Woiks,  Ltd. 
Waterous  Engine  Works,  Co. 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &  Radiation,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton   Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario   Wind   Engine   &  Pump 

Company 
Rnhb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Dominion  Tar  &  Chemical  Co. 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 

Tile  Moulds 

London  Concrete  Machinery  e»o 

Towers 

Can.  Chicago  Bridge  &  Iron  Co 
Hamilton  Bridge  Works  Co. 


Transformers 

Canadian  General  Eelectric  Co. 

Turnbuckles 

Dominion  Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Dominion  Salvage  &  Wrecking 

Company 
Gartshore-Thompson   Pipe  Co. 
McAvity  &  Sons,  Ltd. 

Ventilators  . 

Robertson  Co.,  H.  H. 

Ventilating    &    Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 

Varnishes — Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 

Wall  Ties 

Gait  Art  Metal  Company 

Wallboard   (Asbestos,  Linabestos) 

Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonncborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Water  Tapping  Machines 
Mueller  Mfg.  Company,  M 

Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis  Chalmers  Ltd. 

Hamilton  Company,  Wm. 

Welding  Apparatus 

Prest-O  Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 

Well   Drilling  Plants 
American  Well  Works 
Ontario   Wind   Engine   &  Pump 
Company 


Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 

Canadian  Welding  Works 
Canada  Wiee  &  Iron  Goods  Co. 


Wire  Rope 

Baincs  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 


Wood  Pipe 

Canadian   Pipe  Company 
Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tank 
Company 


Wood  Tanks 

Pacific  Coast   Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 
Company 
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The  HAMILTON  BRIDGE  WORKS  CO.,  Ltd. 

Hamilton,  Ontario 


Don  Section,  Bloor  Street  Viaduct 


Manufacturers  of  Steel  Structures  of  all  classes 
particularly  BRIDGES  and  BUILDINGS. 

Estimates  gladly  submitted 



Robb  Power  Plants 


Engines 

Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 

Boilers 

Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 

Montreal  Office — Phone  Westmount  6800  Toronto  Office— 20  Victoria  Street 
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The  vast  wave  of  "Good  Roads"  movements — 
ride  it  on  a  Keystone  Excavator 

In  plain  English  we  mean  this,  Mr.  Contractor — if  you  are 
alive  to  the  wonderful  impetus  the  good  roads  movement  is 
getting  in  every  part  of  the  country,  you  are  thinking  right 
now  how  you  can  cash  in  on  it.  And  we  say  that  this  fast- 
working,  ioo-man  power,  Traction  Excavator,  the  Keystone 
Model  4,  is  the  one  best  bet  for  road  work — in  fact  for 
practically  every  type  of  excavation  work.  It  travels.  It 
digs.   It  has  the  punch.   You  can  buy  it  right  now  from  stock. 

Sole  Licensees  and  Builders  for  Canada 

Engineering  &  Machine  Works  of  Canada,  Limited 

ST.  CATHARINES,  ONT. 
Eastern  Sales  Office:  Hall  Machinery  Company,  Sherbrooke,  Que. 

KEYSTONE 

EXCAVATOR  M?" 
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Vitrified  Clay  Pipe  being  delivered  ready  Preparing  a  trench.    Mr.  R.  J.  McClelland, 

for  laying  in  Kingston,  Ont.  City  Engineer,  in  the  foreground. 


A  Time  Saver 


ONE  big  problem  every  contrac- 
tor has  to  face  today  is  the  dif- 
ficulty of  securing  supplies  on 
time.  Yet,  how  vital  this  is  for  the 
successful  completion  of  every  under- 
taking. This  delay  is  avoided  where 
Vitrified  Clay  Pipe  is  specified  for 
drainage  and  sanitation  work. 

Vitrified  Clay  Pipe  is  a  time  saver. 
Immediate  delivery  is  assured.  Large 
stocks  in  all  standard  sizes  on  hand 
at  all  times.  Special  sizes  on  short 
notice. 

Proof  of  availability  and  quick  de- 
livery was  given  recently  when  the 
city  of  Kingston,  Ontario,  called  for 
a  rush  shipment.  By  virtue  of  a  com- 
plete stock  always  ready,  the  emerg- 
ency was  met  with  complete  satisfac- 
tion and  the  work  proceeded  smooth- 


ly without  the  slightest  interruption. 

Of  course,  Vitrified  Clay  Pipe  has 
other  qualities  to  recommend  it  and 
the  "Limestone  City"  Engineer,  Mr. 
R.  J.  McClelland,  knows  them.  He 
has  laid  many  miles  of  this  pipe  and 
continues  to  use  it  because  it  gives 
the  very  best  of  satisfaction. 

Vitrified  Clay  Pipe  saves  time  and 
money  for  the  contractor  and  for 
those  who  pay  the  bills,  too.  It  is  easy 
to  lay  but  very  efficient.  Once  down 
and  properly  laid,  it  is  down  to  stay 
as  it  is  practically  everlasting. 

The  permanence  of  Vitrified  Clay 
Pipe  with  the  complete  sanitation  it 
affords  and  its  economy  of  construc- 
tion renders  it  the  first  choice  of 
the  world's  best  engineers  and  con- 
tractors. 


For  full  information  including  quotations,  write  to 
Vitrified  Clay  Pipe  Publicity  Bureau, 
8  Colborne  Street,    Toronto,  Ontario. 

St.  Johns,  P.Q.  New  Glasgow,  N.S. 
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Steel  Plate  Work 


Steel  Tanks 
Stand  Pipes 
Smoke  Stacks 
Boiler  Breachings 
Riveted  Steel 

Pipe 
Steel  Bins 
Hoppers 

Structural  Steel 
Work 


Send  us  your  speci- 
fications 


William  Hamilton  Co. 

Limited 

Peterborough,  Canada 


STEELWORK 

FOR  EVERY  PURPOSE 


mi 


Saugcen   River   Bridge,   215  ft. 
Span,    16  ft.    Roadway,    Built  and 
erected    by    us   for    Bruce  County. 
Frank  Barber,  Engineer. 


We  manufacture  and 
erect — 

GIRDERS, 
COLUMNS, 
TRUSSES, 
etc. 

STEEL 

BUILDINGS 

and 

BRIDGES 

Bars,  angles,  plates, 
beams,  channels,  rivets, 
bolts,  etc.,  in  stock  for 

immediate  shipment. 
A  post  card  will  bring 
you  our  monthly  stock 
list  by  return  mail. 


Standard   Steel  Construction  Co. 

LIMITED 

PORT  ROBINSON.  ONTARIO 


ROGER  MILLER  &  SONS  LIMITED 

ENGINEERS  AND  CONTRACTORS 

For  many  years  it  has  been  our 
business  to  advise  on,  plan  and 
execute  all  kinds  of  engineering 
and  contracting,  including 

Docks 
Harbors 
Breakwaters 

Canals 
Industrial 
Plants 

We  shall  be  pleased  to  discuss 
with  you  any  constructional 
work  you  may  be  contemplat- 
ing, and  give  you  the  benefit  of 
our  long  and  varied  experience. 

Head  Office:    Lumsden  Building,  TORONTO 


Concrete  Cribs  under  construction  for  the  P.E.I.  Car  Ferry  Terminals  at 
Port   Borden,   Prince  Edward   Island.  .  ■ 
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Holmes  Foundry  Haild'uig,  Stirnin.  Ont. 

H.  M.  Lane  Co.,  Wells  &  Gray  Ltd., 

Architects  Contractors 


Plant  recently  completed  for 
Holmes  Foundry  Co.  We  have 
the  organization  and  equipment 
to  carry  on  Industrial  buildings 
of  all  kinds  in  the  quickest  pos- 
sible time. 

Wells  &  Gray  Limited 

ENGINEERS  &  CONTRACTORS 


Branch  Office  : 

Bank  of  Commerce  Bldg., 

WINDSOR,  ONT. 


Head  Office: 

701  Confederation  Life  Bldg., 
TORONTO. 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation   07 

American  Cement  Machine  Co.  .  .  . 
American  Enameled  Brick  and  Tile 

Company   'J 

American  Lead  Pencil  Company  .  . 

American  Well  Works   

Anglin-Norcross  Limited   72 

Armstrong  Cork  Company   

Asbestos  Manufacturing  Company..  17 

Asphalt  Association,  The  

Asphalt  and  Supply  Co   19 

Ault  &  Wiborg  Co   06 

Auto  Road  Construction  Co   91 

Haines  &  David  

Hall  Engine  Company   7 

Barber,  Frank   ~~ 

Harrctt  Company  

Hates  &  Inncs   01 

Hooker  &  McKechnie   

Boving    Hydraulic    &  Engineering 

Company  

Hrantford  Roofing  Company  

Hritncll  Company,  Limited    73 

Brodies,  Limited   02 

Brown  Hoisting  Machinery  Co.  ... 
Burlington  Steel  Company    55 


Canada  Cement  Company    18 

Canada  Crushed  Stone  Corporation. 
Canada  Iron  Foundries,  Limited  71 

Canada  Wire  &  Cable  Co  

Canada  Wire  and  Iron  Goods  Co.. 

Canadian  Allis-Chalmcrs   5 

Canadian  Blower  and  Forge  Co.  .  . 
Canadian  Chicago  Bridge  and  Iron 

Company   9 

Canadian   Consolidated   Rubber  Co. 
Canadian  Des  Moines  Steel  Co.  ...  00 
Canadian   Engineering  &  Contract- 
ing Company   05 

Canadian  Equipment  Co  

Canadian  General  Electric    5 

Canadian  Ingersoll-Rand  Co  

Canadian    Inspection    and  Testing 

Laboratories    72 

Canadian  Johns-Manville  

Canadian  Link-Belt  Co  

Canadian  Metal  Window  Co.  ■  

Canadian  Pipe  Company,  Ltd   2 

Canadian  Steel  Foundries   74 

Canadian  Surety  Company    54 

Canadian  Welding  Works   

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co.  . . 

Chipman  and  Power,  Ltd   72 

Colwell  Sand  and  Gravel  Co  

Conduits  Company,  Limited    00 

Consumers  Gas  Company  

Contractors  Transport   Co   03 

Cook,  A.  D  

Concrete  Pipe  &  Products  Co.   .  ..  54 

Crane  Limited    09 

Crushed  Stone,  Limited   73 

Dake  Engine  Company   73 

Dennis  Wire  and  Iron  Company  ... 
Dept.  of  Public  Works   71 


Dominion  Concrete  Company  

Dominion   Engineering  and  Inspec- 
tion Company  

Dominion  Iron  &  Steel  Company.. 

Dominion  Tar  &  Chemical  Co  

Dominion  Wire   Rope  Co  

Dunham   Company,   C.  A  

Dun  lop  Tire  &   Rubber  Goods  Co. 


50 
72 

to 

02 
76 


[-engineering  &   Machine   Works  of 
Canada,   Limited    IS 

Ford  Motor  Coinpanv   

Foyle,  W.  &  G   54 

Frost  Steel  &  Wire  Co   58 

Gait  Art  Metal  Company   57 

Gartshore,  John  J  

Gartshorc-Thompson  Pipe  &  Foun- 
dry Company   S3 

Gent  Company   72 

Goldie  &  McCulloch  Co  

Goodyear  Tire  &  Rubber  Co  

Gore,  Nasmith  &  Storrie   72 


Grant,  J.  A   04 

Hamilton  Bridge  Works   11 

Hamilton  Co.,  Wm   14 

Hepburn,  John  T   74 

Holmes  &  Sons,  Fred    72 

Hopkins  &  Company,  F.  H   76 

Hunt  &  Company,  Robert  W   72 

Hynes,  W.  J  

Ideal  Concrete  Machinery  Co   02 

Imperial  Oil  Limited   1 

Inglis  Company,  John   53 

James  &  Company,  E.  A   72 


Kerr  Engine  Company,  Ltd. 


67 


Lea,  R.  S.  &  W.  S.  .  . .    72 

London  Concrete  Machinery  Co.  ...  4 
London  &  Lancashire  Guarantee  & 

Accident  Company   54 

MacKi  nnon  Steel  Co   19 

MacLean  Daily  Reports   03 

Manitoba  Bridge  &  Iron  Company  22 

Maritime  Bridge  Works  Co   71 

Marsh   Engineering  Works    8 

.McAllister  &  Taylor   72 

McAvity  &  Sons,  T  

McGovern,  T.  J   69 

McGregor  &  Mclntyre    71 

McKinnon  Columbus  Chain  Co.  . . . 

Metal  Shingle  &  Siding  Co  '. .  3 

Miller  &  Sons,  Roger   14 

Milton  Hersey  Company   72 

Modern  Heating  &  Engineering  Co.  00 

Montreal  Machine  Shop   09 

Morris  Crane  &  Hoist  Co.,  Herbert  73 


Morrison  &  Co.,  T.  A   72 

Mussens  Limited   63 


National  Conduit  Company  .  . . 

National  Equipment  Co  , 

National  Iron  Corporation    62 

Northern  Crane  Works,  Ltd   66 

Nova  Scotia  Steel  and  Coal  Co. 


Ontario  W  ind  Engine  and  Pump  Co.  59 

Ormsby  Company,  Ltd.,  A.  B   3 

Osborn  Canada  Ltd.,  Samuel  


Pacific  Coast  Pipe  Company   65 

Page- Hersey  Company  •   59 

Pannill   Door  Co   64 

Pedlar  People   

Power  and  Son  

I'ratt  &  Letchworth   74 

Prest-O-Lite  Company    61 

Keid  &  Brown  Structural  Steel  and 

I  rem  Works     54 

Ric-wiL  Company    0.1 

Robb  Engineering  Works   11 

Robertson  Co,  H.  H   03 

Roberton-Olsen,  Ltd   03 

Scully,  A.  A   69 

Schultz  Bros   72 

Sesscnwcin  Bros   65 

Shinn  Mfg.  Company   ..."   64 

Sonneborn  Sons  L.,  Inc  

Spiclman  Agencies    56 

Spray  Engineering  Company   65 

Standard  Steel  Construction  Co.  ...  14 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   71 

Steel  &  Radiation   73 

Sterling  Engine  Company  

St.  Clair  Bros   21 

Thompson  Bros   72 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 
Toronto  Steel  Construction  Co.  ...  56 

Toronto  Testing  Laboratory   72 

Trades  &  Labor  Branch,  Dept.  of 

Public  Works  

Trussed  Concrete  Steel  Company..  9 

Turnbull  Elevator  Company   75 

• 

United  States  Fidelity  &  Guaranty 

Company   

Vancouver   Wood    Pipe   and  Tank 

Company  

Vitrified  Clay  Pipe  Co   13 

Waterous  Engine  Works  Company 

Wells  &  Gray   15 

Wettlaufer  Bros  

Williams  Machinery  Co.,  Ltd.,  A.  R.  73 
Wynne  Roberts,  R.  0   72 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Roofed  with 


55 


"  ASBESTOSLATE 

The  Permanent  Roof 

Requires  no  paint,  repairs  or  other  treatment. 

"ASBESTOSLATE"  is  absolutely  the  most 
economical  roof  in  the  long  run. 

The  first  cost  is  very  little  more  than  inflam- 
mable roofings.    Samples  and  prices  on  request. 


/^:::=::::5x      Asbestos  Manufacturing  Co.,  Limited 

//    TRADE  MARK  \\ 


ASBESTOS 
SHINGLES 


SALES  OFFICES 

708,  709,  710  Drummond  Building 
MONTREAL  -  CANADA 

Factory:  Lachine,  P.Q. 
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SHEEHY  &  SONS,  PETERBORO.  Contractors,  T.  HARRY  JONES,  City  Engineer 


ICANADA  CCMENTj 

CONCRETE! 

|  FOR  PERMANENCE! 


CONCRETE 


A  SATISFACTORY  PAVEMENT  for  CITY  STREETS 


BRANTFORD.    Ontario,    with  approxi- 
mately 100,000   square   yards   of  Con- 
crete Paving,  some  of  it  ten  years  old. 
has  had  enough  experience  to  be  able  to  en- 
dorse this  type  as  satisfactory  for  City  Streets. 

The  illustrations  show  streets  paved  with 
Concrete  in  1919 — in  the  lower  picture.  West 
Street,  with  the  Alexander  Graham  Bell  Me- 
morial in  the  centre  background — in  the  small- 
er picture  inset.  Park  Avenue. 

For  these  two  streets,  Concrete, was  select- 
ed, because  the  people  of  Brantford  have  ob- 
tained from   Concrete   pavements  previously 


laid,  that  satisfaction  which  warrants  them  in 

regarding  it  as  a  satisfactory  pavement. 

They  have  found  that  extremes  of  heat  and 
cold  and  the  natural 'wear  of  traffic  have  no 
appreciable  effect  on  Concrete.  They  appreci- 
ate the  importance  of  its  hard  non-absorbent 
surface- — so  even  and  so  true  that  it  is  econ- 
omically kept  in  a  clean  and  sanitary  condi- 
tion. They  know  it  to  be  a  Safety  First  pave- 
ment, offering  a  sure  foothold  for  horses  and 
preventing  the  skidding  of  motor  cars.  In 
short,  they  are  proving  the  truth  of  our  claim 
that  Concrete  gives  the  greatest  return  for  the 
monev  invested. 


CANADA  CEMENT  COMPANY  LIMITED 

5  Herald  Building  MONTREAL 
Sales  Office*  at  Montreal  Toronto  Winnipeg  Calgary 
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Ideal  Surface  for  Macadam  Roads 

Macadam  roads  dust  on  the  surface  so  that  constant  repairs  and  attention  are 
necessary.  Use  Fluxphalte.  It  binds  the  surface  perfectly  making  a  roadway 
like  asphalt  pavement.  Wears  for  years  longer  and  saves  great  expense  in 
low  upkeep  of  road.     Write  for  illustrated  booklet  and  further  particulars. 


phal* 


SOLE  CANADIAN  MEITO  F0RTH1  HIHCffflf  EAGLE  OIL  C?  bivmgD 

hOMB  ©F  imm  BUILDING  -  MOffifEBffl* 


MacKINNON  STEEL  TANKS 


We  make  steel  tanks  of  all  kinds  and  sizes  to  any  specification  desired.  They  are  made  to  give 
permanent  satisfaction  and  represent  thorough  workmanship  upon  correct  principles  of  construction. 

For  all  structural  steel  requirements  we  will  be  pleased  to  furnish  particulars  upon  request.  Our 
organization  and  facilities  for  steel  construction  are  at  your  disposal. 

Let  us  give  you  an  estimate. 

MacKINNON  STEEL  CO.  LIMITED 


Montreal  Office — 404  New  Birks  Building 


SHERBROOKE,  QUE. 
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BASIC  open  Hearth 

Steel 

Rails 

Billets 

Rods 

Bars 

Standard  and  Special  Sections 

12  lbs.  to  100  lbs.  per  lineal  yard 

"Domsteel"  Wire  Products 

Wire  Nails 

Wire 

Bright,  Annealed,  and  Galvanized,  Nail 
and  Rivet  Wire  ;  Oiled  and  Annealed,  Plain, 
Barb,  and  Coil  Spring,  Etc. 

Coke  Oven  By-Products 

Sulphate  of  Ammonia,  Benzol,  Toluol, 
Xylol,  Solvent  Naptha,  Napthalene,  Etc. 
Sulphuric  Acid. 


i  5  m 


Effi 


;  >f 

1mm 


General  Sales  Offices:  112  St.  James  St.  Montreal,  P.Q. 
Head  Office  and  Works:  Sydney,  N.S. 

Sales  Offices :  Sydney,  St.  John,  Montreal,  Paris,  London 


m 
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The  Paving  for  the  Modern  City 

The  Improved  Willite  Permanent  Pavement  is  the  logical  selec- 
tion of  municipalities  and  engineers  because  it  represents  the  ut- 
most value  in  long  wear,  economical  and  convenient  laying,  small 
cost  of  maintenance,  proof  against  abrasion  or  disintegration,  and 
ability  to  stand  up  under  the  strain  of  constant  heavy  traffic. 


THE 


IMPROVED 


PERMANENT 


PAVEMENT 


You  Can  Lay  it  To-day 
and  Use  it  Tomorrow 

Willite  is  laid  with  the  least 
trouble  and  delay.  And  is  in  per- 
fect condition  to  receive  the 
heaviest  traffic  the  day  after  it  is 
laid. 


A  2-inch  Willite  surface  on  any  ordinary  mac- 
adam road  or  on  other  types  of  substantial  foun- 
dation, will  make  an  absolutely  permanent  high- 
way. 

The  citizens  of  Niagara  Falls,  Ont.,  and  other 
municipalities  where  Willite  is  laid,  are  enthusi- 
astic over  this  permanent  highway. 

Municipalities,  councils,  engineers  and  contrac- 
tors who  desire  to  lay  Willite  will  be  gladly  fur- 
nished with  full  particulars. 


LICENSEE 

20  ERIE  AVENUE,  NIAGARA  FALLS,  ONTARIO 


A  TIP 

Where  Little  Things  Are  Big. 

FOR  CONTRACTORS 

THE  ST.  CLAIR  CONCRETE  CART 

Think      what  this 
cart  can  do. 
Inadequate  methods 
of  carrying  concrete 
from    the    mixer  to 
the  job,  causes  un- 
necessary labor,  ex- 
tra expense,    and  a 
great  loss  of  time. 

These  carts  are  pay- 
ing   for  themselves 
on   every    job  they 
are  put  on. 

The  only  cart  man- 
ufactured which 
dumps  the  load  by 
merely    releasing  a 
clip  on  the  side  of 
the  bowl. 

Bowl    turns  over, 
legs  and  frame  re- 
maining stationary. 

Does   away  with 
t lie  dissatisfaction  of 
having   to   tip  load 
out  of  cart  by  main 
force. 

Manufactured  in  Canada  by  St.  Clair  Bros. 

ST.  CLAIR  BROS.      -      Gait,  Ont.,  Canada 

I'll  E  CONTRACT  'K  !•"(()  k  I  > 
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Manitoba  Bridge 

Products  of  Quality 


backed 


by 


Efficient  Service 


STEEL  STRUCTURES 

BUILDINGS— Offices,  Warehouses  and  Industrial 
Plants,  etc. 

BRIDGES — Railway,  Highway,  Swing  and  Bas- 
cule, etc. 

CRANES— Electric  and  Hand  Power,  Travelling, 
etc. 

TOWERS — Transmission  Poles  and  Towers,  etc. 
PLATE  &  TANK  CONSTRUCTION 

PLATE  WORK— AH  kinds. 
Boilers  and  Riveted  Pipe. 

STEEL  TANKS— All  kinds. 

Water  Supply  Tanks  and  Towers,  Steel  Stand 
Pipes,  Smoke  Stacks,  Penstocks,  Bins  and  Hop- 
pers, etc. 

FORGINGS 

Heavy  and  Light,  Marine,  Locomotive  and  General 
Forgings. 

ELEVATOR  &  POWER  TRANSMISSION 
MACHINERY 

Complete  Equipment  for  Grain  Elevators,  etc. 
BOLTS,  NUTS,  WASHERS,  SPIKES, 
RIVETS,  ETC. 
UPSET  RODS 

Recent  installation  of  Hydraulic  Upsetting.  Equip- 
ment capable  of  Upsetting  Rods  up  to  4  in. 
diameter. 

POLE  LINE  HARDWARE 
PLAIN  AND  GALVANIZED 
CASTINGS 

Grey  Iron,  Semi-steel  and  Chilled  and  Electric  Steel. 

MINING  EQUIPMENT 
Mine  Cars,  Melting  Pots,  Screens,  etc. 
COAL  AND  COKE  HANDLING  EQUIPMENT 

RAILWAY  EQUIPMENT 
Turntables,  Frogs  and  Switches,  Snow  Plows,  Brake 
Shoes,  etc. 


SHIPBUILDING 

Ship  Bolts  and  Spikes,  Plain  and  Galvanized.  Gen- 
eral Forgings,  Tanks,  Tail  Shafts,  Propellors, 
Fastenings,  etc, 

CONTRACTORS'  SUPPLIES 

Derricks,  Buckets,  Dump  Cars,  Post  Caps  and  Bases, 
Hoisting  Equipment,  Skips,  etc. 

REINFORCING  STEEL 

Plain  Rounds,  Squares  and  Twisted,  Bent  to  Specifi- 
cations for  Beams,  Stirrups,  etc. 

MISCELLANEOUS 

Equipment  for  Rolling  Mills,  Pulp  and  Paper  Mills, 
Oil  Refineries,  Saw  Mills,  Packing  Houses, 
Stables,  Jails. 

Tank  and  Silo  Rods  and  Lugs,  Galvanized  Pump 
Rods,  Survey  Stakes,  etc.,  etc. 

Ornamental  Iron  Work,  Fire  Escapes,  Fences,  etc. 

GALVANIZING  PLANT 

Customs  Galvanizing. 

Lengths  up  to  21  feet.  Capacity  about  10  tons  per 
day. 

ROAD  BUILDING  AND  EARTH  HANDLING 
EQUIPMENT 

Cast  Iron  Culvert  Pipe,  Gravel  Screening  Plants, 
Road  Drags  and  Levellers,  Steel  Dr5g  Scrapers, 
Reinforcing  Steel  for  Concrete  Work,  Highway 
Bridges,  Catch  Basin  Covers,  Sewer  Manhole 
Covers,  etc.,  etc. 

CONSULTING,  CONTRACTING  AND 
GENERAL  ENGINEERING  AND 
MACHINE  WORK 

GENERAL  ELECTRICAL  WORK— Rewinding 
Armatures,  etc. 


Iron  Works  Limited 


WINNIPEG 


CANADA 
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Organized  Co-operation  Will  Harmonize 
the  Construction  Industries 

IF  the  building  and  construction  men  of  Canada  have 
any  belief  in  organization,  let  them  organize  now. 
There  is  no  time  like  the  present  and  the  coming 
conference  of  the  Association  of  Canadian  Build- 
ing &  Construction  Industries  presents  the  opportunity 
which  they  require.  The  Association,  thought  it  has 
not  reached  its  final  form  of  organization,  represents  a 
large  expenditure  of  time,  energy  and  money.  In  it, 
the  contractors  and  supply  men  of  Canada  have  the 
construction  plant  and  building  materials  out  of  which 
they  may  erect  an  edifice  worthy  of  the  great  industry 
to  which  they  belong.  If  they  refuse  to  use  it  they 
scrap  a  valuable  outfit,  and  all  the  effort  and  expense 
which  have  been  used  in  bringing  the  Association  to 
its  present  stage  will  be  wasted— and  waste  m  these 
days  is  criminal. 

Some  seem  to  think  organization  talk  is  all  piffle. 
And  yet  they  live  by  organization.  The  human  body 
is  an  organization, 'in  which  if  any  of  the  members 


refuse  to  co-operate,  serious  trouble  results  for  the 
individual.  Civilization  itself  is  an  organized  co- 
operative society,  and  each  one  of  us  every  day  depends 
on  the  co-operation  of  thousands,  or  hundreds  of 
thousands,  of  men  and  women,  for  our  food,  for  our 
clothing  and  for  the  countless  comforts  and  conven- 
iences which  have  come  to  be  regarded  as  necessities 
of  life.  A  one  day's  strike  of  all  these  people,  on 
whose  co-operation  we  depend,  would  bring  us  to 
the  verge  of  famine  and  starvation.  If,  then,  organized 
co-operation  is  the  basis  of  civilization,  it  follows  that 
the  higher  the  organization  and  the  closer  the  co- 
operation, the  more  efficient  will  our  civilization  be. 
This  organized  co-operation  will  harmonize  our  indus- 
tries, decrease  their  troubles  and  increase  their  pro- 
duction and  their  profits.  Then  let  us  not  fall  behind. 
Let  us  have  it  to  the  fullest  extent  in  the  building 
and  construction  industries.  It  will  mean  some  effort ; 
a  big  flywheel  takes  considerable  energy  to  start,  but 
once  it  gets  going — .  And  that's  what  the  A. C. B.C.I, 
will  mean  to  us,  once  it  is  properly  organized  and  set 
in  motion. 

Lack  of  Town  Planning  Scheme  Will 
Handicap  Montreal's  Development 


TOWN  planning  and  the  general  well  being  of 
the  community  from  the  health  point  of  view 
were  the  main  topics  of  discussion  at  a  recent 
session  of  the  Social  Service  Council  Congress 
in  .Montreal. 

Col.  John  Amyot,  M.D.,  C.M.G.,  Deputy  Minister 
of  Health  for  Canada,  presided  over  the  session,  and 
in  his  opening  remarks  showed  the  character  of  the 
work  of  that  department,  which  came  into  existence 
last  June.  Among  matters  under  its  supervision  was 
that  of  foods  and  drugs. 

In  speaking  on  town  planning  and  community 
development,  Mr.  Thomas  Adams  urged  that  there 
should  be  applied  to  our  social  and  industrial  organ- 
ization the  same  degree  of  science  and  thought  that 
had  been  so  successfully  applied  to  the  processes  of 
manufacture.  Commenting  upon  Montreal,  he  said : 
'"Here  we  have  a  city  of  nearly  700,000  inhabitants, 
with  an  area  of  32,155  acres,  grown  since  1891  from 
219,600  inhabitants  and  8,166  acres.  Its  area  has  grown 
more  rapidly  than  its  population.  In  the  not  far  dis- 
tant future  it  will  have  two  million  inhabitants,  cov- 
ering at  least  three  times  the  present  territory,  and 
will  be  wrestling 'with  the  curing  of  evils  that  we  can 
prevent  without  cost  to-day  by  the  exercise  of  fore- 
sight. One  thing  makes  it  uncertain  that  Montreal 
will  grow  much  further  unless  it  is  planned.  Manu- 
facturers are  either  leaving  Montreal,  or  ceasing  to 
come  within  its  boundaries  to  the  degree  that  they 
have  in  the  past.  Modern  convenience  of  transporta- 
tion and  power  distribution  have  greatly  accelerated 
that  movement,  but  it  began  because  of  land  specula- 
tion and  want  of  planning,  with  consequent  high  taxes, 
congestion  and  bad  housing.  Montreal  is  probably 
the  only  city  of  its  size  on  this  continent  that  has  no 
city  planning  policy  or  project.  It  will  have  to  com- 
pete in  the  future  with  the  cities  of  Boston,  New  York 
and  Chicago,  which  are  being  comprehensively  plan- 
ned ;  also  with  the  cities  of  Britain  and  France,  which 
are  compelled  to  prepare  plans  under  state  legislation 
in  the  next  few  years.  If  the  novernments,  provincial 
and  municipal,  were  prepared  to  place  themselves  <>: 
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the  same  level  as  the  best  manufacturers  wt  should 
have  a  community  development  thai  would  be  years 
in  advance  of  what  we  have  now." 

Dr.  \\  .  II.  Athcrton  put  forward  a  resolution  'n 
favor  of  asking  the  Quebec  Legislature  to  go  forward 
with  town  planning  projects,  but  on  the  suggestion  of 
the  secretary,  Rev.  T.  \\  .  Dav  idson,  this  was  with- 
drawn on  a  promise  that  it  would  be  dealt  with  by 
the  Quebec  Provincial  Social  Service  Council. 

Ontario's  Highway  Policy  Outlined  at 
Motor  League  Meeting 

AMONG  the  speakers  at  the  recent  annual  din- 
ner of  the  Ontario  Motor  League  were  Hon. 
F.  C.  Biggs,  the  new  Minister  of  Public 
Works  and  Highways  for  the  Province  of 
Ontario,  and  Mr.  A.  \V.  Campbell,  Dominion  High- 
ways Commissioner.  The  burden  of  Mr.  Biggs'  mes- 
sage was  "good  roads  for  everybody,"  and  his  remarks 
were  very  favorably  received  by  the  "motorists.  "Only 
conditions  over  which  we  have  no  control  will  retard 
the  making  of  first-class  roads  in  this  province,"  he 
declared,  "but  you  don't  only  want  roads  for  motor- 
ists. You  want  roads  for  everybody.  You  want  pro- 
duction from  the  farms,  and  also  roads  for  the  delivery 
and  distribution  of  your  manufactured  goods  through- 
out this  Province."  The  speaker  was  convinced  that 
the  road  policy  for  Ontario  should  be  one  fairly  and 
squarely  balanced  for  ev  ery  ratepayer,  be  he  large  or 
small.  "I  have  tried,"  he  said,  "to  work  out  a  road 
policy  for  Ontario  which  will  play  fairly  with  and 
bear  fairly  on  all  the  different  sections  and  classes  of 
the  people.  The  late  government  laid  out  422  miles 
for  provincial  aid  and  called  them  provincial  high- 
ways. I  think  this  is  a  first  class  idea,  but  1  do  not 
think  they  went  far  enough,  because  under  my  plan 
I'd  like  to  increase  this  to  1,600  miles. 

Patrol  System 

"What  I  would  like  to  see  instituted  in  this  Pro- 
vince is  a  patrol  system  on  every  country  rord,  with 
piles  of  material  of  different  natures,  different  sizes, 
at  convenient  distances  along  these  country  roads  and 
along  the  Provincial  highways,  so  that  when  depres- 
sions come  in  the  road  they  will  be  immediately  ar- 
rested and  filled." 

The  Minister  believed  that  good  roads  would  prove 
a  factor  in  reducing  the  high  cost  of  living,  but  they 
didn't  want  trunk  roads  alone,  but  also  feeders  and 
good  feeders.  The  three  outstanding  essentials  for 
rural  development  were:  better  educationrl  facilities, 
good  roads  and  development  of  the  Hydro  power  and 
light  service.  In  regard  to  the  Hydro  radials,  the 
speaker  said  they  should  be  very  careful  in  regard  to 
duplication  with  existing  railways. 

A  point  emphasized  by  Mr.  Biggs  in  connection 
with  the  Provincial  highways  programme  was  that 
they  did  not  want  to  make  any  more  detours  than  was 
absolutely  necessary.  He  did  not  want  to  see  traffic 
crowded  out  on  township  roads  or  county  roads  and 
these  roads  all  torn  to  pieces,  while  the  government 
was  trying  to  build  its  provincial  highways. 

The  speaker  also  made  reference  to  the  evil  of  glar- 
ing headlights  and  declared  that  a  solution  must  be 
found  for  it  in  the  Province  of  Ontario. : 

Mr.  A.  W.  Cr.mpbell,  Dominion  Highways  Com- 


missioner, dwelt  on  the  need  of  concentrated  attention 
upon  highway  improvement  work,  as  related  to  effi- 
ciency in  transportation.  "  There  can  be  no  doubt 
about  it,"  he  said,  "that  the  question  of  road  construc- 
tion is  one  that  is  not  receiving  all  over  Canada  the 
amount  of  careful  thought  which  it  really  involves." 
Canada  had  an  automobile  population  of  300,000,  val- 
ued at  $300,000,000,  s  nd  he  estimated  that  good  roads 
might  save  motorists  $70,000,000  a  year.  However, 
every  province  was  taking  a  very  enthusiastic  interest 
in  the  question  of  road  improvement  and  all  of  them 
were  trying,  as  Ontario  was,  to  devise  a  somewhat 
genera  1  plan  which  would  single  out  the  important 
roads  and  classify  the  less  important  ones.  With  the 
completion  of  some  such  nation-wide  plan,  it  should 
be  possible  eventually,  with  Dominion  assistance,  to 
reach  almost  any  place  in  Canada  over  well-improved 
roads. 

As  to  the  class  of  roads  to  be  built,  it  would  be 
wasteful  to  build  a  concrete  road  on  a  back-township 
line,  but  it  might  be  just  as  wasteful  to  construct  on 
a  heavy  traffic  highway  a  road  such  as  was  suitable 
for  a  back-township. 

The  motor  truck,  the  speaker  pointed  out,  was  fast 
developing,  and  he  believed  its  use  in  connection  with 
the  handling  of  farm  products  would  be  one  of  the 
most  useful  developments  in  connection  with  the  in- 
dustry. 

Road  Development  in  Northern  Ontario 

Hon.  Beniah  Bowman,  Minister  of  Lands  and  For- 
ests, spoke  of  some  of  the  "Good  Roads"  plans  in  Nor- 
thern Ontario.  He  said  that  by  July,  1921,  they  hoped 
to  have  the  trunk  road  from  Sudbury  to  the  Soo  com- 
pleted, and  also  to  have  the  road  from  Toronto  to 
North  Bry  to  Sudbury  in  fairly  good  shape.  He  ex- 
pected, too,  that  they  would  have  the  roads  on  Mani- 
toulin  Island  in  better  condition  in  a  short  time. 
"They  were  trying,"  he  declared,  "to  get  roads  through- 
out Northern  Ontario  so  it  would  be  possible  to  go  in  a 
motor  anywhere  in  that  country.  The  problem,  how- 
ever, was  complicated,  and  there  were  many  demands 
from  the  settlers  where  they  had  no  roads  at  all. 

Mr.  S".  L.  Squire,  President  of  the  Canadian  Good 
Roads  Association,  emphasized  the  fact  that  some 
rords  must  receive  a  much  larger  share  of  the  expendi- 
ture and  attention  than  others,  due  to  their  greater 
importance.  Twenty  per  cent,  of  the  roads  in  Ontario, 
he  said,  carried  80  per  cent,  of  the  traffic.  Conse- 
quently it  would  be  equitable  to  spend  many  times 
the  amount  on  these  than  on  the  roads  on  which  the 
traffic  was  light. 

Mr.  Squire  also  extended  an  invitation  to  those 
present  to  attend  the  annual  Good  Roads  Congress, 
which  is  to  be  held  in  Winnipeg  the  first  week  in 
June. 


Hon.  F.  C.  Biggs.  Ontario's  new  Minister  of  Public 
Works  and  Highways,  states  that  trucks  and  crushers 
are  on  the  ground  ready  to  start  work  on  the  Brant- 
ford-Hamilton  section  of  the  Provincial  Highway  as 
soon  as  the  frost  is  out  of  the  ground.  The  road  will 
be  resurfaced  with  macadam,  he  states,  and  it  is  ex- 
pected that  by  the  fall  the  twenty-five  miles  of  road- 
way will  have  been  completed-  The  highway  between 
Brantford  and  Paris  and  on  to  London,  is  to  receive 
the  same  treatment,  but  the  Minister  does  not  state 
when  it  will  be  done. 


January  28,  1920 


THE  CONTRACT  RECORP 


73 


Canada's  Engineers— Dr.  Geo.  G.  Nasmith 


Dr.  Geo.  G.  Nasmith,  one  of  the  three  members  of 
the  recently  organized  firm  of  consulting  engineers, 
Gore,  Nasmith  &  Storrie,  Toronto,  was  born  on  the 
last  day  of  the  year  1877,  in  Toronto.  After  passing 
through  public  school,  he  attended  the  Jarvis  Col- 
legiate Institute,  then  known  as  the  "Old  Grammar 
School,"  from  which  he  graduated  in  1896.  He  then 
entered  the  University  of  Toronto,  where  he  took  up 
the  natural  science  course,  specializing  in  geology, 
chemistry  and  mineralogy,  and  from  1900  to  1902  took 
a  post-graduate  course  in  science  and  physiological 
chemistry.  Having  obtained  his  Ph.D.  and  M.A.  de- 
grees, Dr.  Nasmith,  in  1902,  joined  the  staff  of  the 
Ontario  Board  of  Health  as  a  chemist  under  Dr. 
Amyot.  During  the  next  eight  years,  he  wrote  some 
of  the  papers  which  brought  his  name  into  prominence 
in  the  scientific  world.  Among  the  subjects  he  dealt 
with  were  coal  gas  poisoning  and  water  sterilization. 
A  paper  of  his  on  water  sterilization  was  reproduced 
in  the  Royal  Army  Medical  Journal,  and  the  method 
recommended  has  since  been  adopted  in  many  places 
throughout  the  world.  In  1910,  Dr.  Nasmith  was  ap- 
pointed director  of  the  laboratories  of  the  Health  De- 
partment of  the  City  of  Toronto,  and  in  this  capacity 
introduced  chlorination  of  the  water  supply  at  the  time 
of  the  break  in  the  intake  in  1911,  as  a  result  reducing 
the  typhoid  death  rate  from  42  to  20  per  100,000 — a 
figure  which  has  since  been  reduced  to  2  per  100,000. 
Dr.  Nasmith  was  also  chiefly  instrumental  in  bringing 
about  the  elimination  of  excess  water  from  the  milk 
supply  of  the  city  of  Toronto.  Another  of  his  achieve- 
ments is  the  invention  of  the  brush  trickling  filter  for 
sewage  disposal  plants.  In  1914  Dr.  Nasmith  went  to 
Valcartier  as  head  of  the  Hydrological  Corps,  in  charge 
of  water  supply,  and  then  went  overseas  as  sanitary 
adviser  to  the  first  Canadian  Expeditionary  Force.  His 
portable  filtration  and  sterilization  unit  was  adopted  by 
the  British  War  Office,  and  he  was  sent  to  France  with 
the  rank  of  colonel,  in  charge  of  the  Canadian  Mobile 
Laboratories  attached  to  the  First  British  Army.  It 
was  Dr.  Nasmith  who  discovered,  at  the  second  battle 
of  Ypres  that  the  gas  being  used  by  the  enemy  was 


chlorine,  and  he  produced  an  antidote  and  devised  a 
gas  mask.  For  these  and  other  services,  he  was  in- 
vested with  the  Companionship  of  St.  Michael  and  St. 
George.  Returning  to  Canada  in  1917,  the  honorary 
degree  of  D.Sc.  was  conferred  upon  him,  and  last  year 


Dr.  Geo.  G.  Nasmith 


he  obtained  the  degree  of  D.P.H.  at  the  University  of 
Toronto.  Dr.  Nasmith's  resignation  from  the  service 
of  the  City  of  Toronto  took  effect  at  the  end  of  last 
year.  He  has  now  taken  up  his  new  responsibilities 
with  the  firm  of  Gore,  Nasmith  and  Storrie,  and  is 
working  upon  a  solution  of  the  sewage  sludge  problem. 


Architects  of  Quebec  Discuss 
High  Buildings 

AMONG  the  important  matters  discussed  at  the 
twenty-ninth  annual  meeting  of  the  Arch- 
itects of  the  Province  of  Quebec,  rt  Quebec, 
was  tbe  projected  construction  of  a  sixteen- 
story  hotel  in  Montreal.  A  resolution  was  passed  and 
forwarded  to  the  Private  Bills  Committee  of  the  Pro- 
vincial Legislature,  also  to  the  Board  of  Commissioners 
of  the  City  of  Montreal, .  in  which  the  Association 
placed  itsself  on  record  as  being  unanimously  opposed 
to  the  erection  of  a  sixteen-story  building.  One  of  the 
principal  arguments  advanced  in  the  resolution  is 
that  the  average  street  in  Montreal  is  not  more  than 
66  feet  in  width,  while  the  by-laws  at  present  limit 
the  height  of  buildings  to  130  teet  or  about  10  storeys, 
which  is  practically  twice  the  width  of  the  average 
street  and  the  architects  contend  that  it  would  not  be 
wise  to  go  beyond  this. 

A  lecture  was  also  delivered  by  Mr.  I.  G  Smith, 
Dominion  Fire  Commissioner,  in  which  he  quoted 
statistics  to  show  that  in  1918,  Canada  had  sustained 
a  fire  loss  of  eight  dollars  per  capita  against  forty 
five  cents  in  England,  thirty-nine  cents  in  France  and 
fourteen  cents  in  Belgium.  He  suggested  as  a  remedy, 
a  better  education  of  the  people  in  fire  prevention,  also 


the  remodelling  of  the  building  by-laws  throughout 
the  country. 

Later  a  delegation  of  architects  waited  on  Hon.  A. 
( uilipeault,  Minister  of  Public  Works,  urging  the 
Government  to  revise  the  by-laws  regulating  the  con- 
struction of  public  buildings.  It  was  also  suggested 
that  in  future,  all  public  buildings  of  any  importance 
be  built  of  fire-proof  or  at  least  slow-burning  materials. 

The  election  of  officers  resulted  as  follows :  Pres- 
ident— Mr.  Norman  McVicar;  1st  vice-president — Mr. 
Eugene  Payette ;  2nd  vice  president — Mr.  L.  Auger ; 
secretary — Mr.  Joseph  Perrault ;  treasurer — Mr  Mel- 
ville Miller ;  councillors — Messrs.  A.  Champagne, 
C.  McDougall,  H.  Racine,  Prof.  R.  Traquair,  Ernest 
Cormier ;  delegates  to  the  Royal  Architectural  In- 
stitute of  Canada — Messrs.  A.  Chausse,  J.  Perrault, 
Prof.  R.  Traquair,  Jos.  P.  Ouellet,  and  J.  S.  Archibald. 


Visitors  will  get  a  hearty  welcome  at  the 
convention  of  the  Provincial  Builders'  &  Supply 
Association  at  the  King  Edward  Hotel,  Toron- 
to, Feb.  10-11-12.  Come  whether  you  are  an  Ex- 
change member  or  not  ? 
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Front  Street  Bridge  at  Thorold,  Ont. 

Steel  Railway  Span  Erected  Amid  Difficulties  Owing  to 
Need  of  Maintaining  Traffic  Over  and  Under  Structure 

—  By  W.  C.  MacKinnon'   ■  .  


DURING  the  past  summer  the  Niagara,  St. 
Catharines  &  Toronto  Railway,  a  part  of  the 
Canadian  National  Railway  system,  replaced 
the  old  pin-connected  truss  span  over  Front 
street  in  the  town  of  Thorold,  Out.,  by  a  modern 
rivetted  truss  span.  The  design  of  the  bridge  was 
much  complicated  by  the  heavy  skew  and  by  the 
necessity  of  keeping  the  grade  at  its  old  elevation, 
making  use  of  the  existing  piers,  and  at  the  same 
time  avoiding  any  reduction  in  the  clearance  over  the 
roadway.  With  this  latter  object  in  view,  it  was 
found  advisable  to  place  the  floor  system  beneath 
the  bottom  chords.  The  end  floorbeams  were  sup- 
ported on  ordinary  pier  members  at  21  ft.  5^6  in. 
centres  on  the  skew.  These  floorbeams  carry  the  main 
trusses  on  cantilevered  ends  at  24  ft.  Sji  in.  centres, 
'also  measured  on  the  skew,  and  are  so  close  to  the 
base  of  rail  that  it  was  found  necessary  to  fan  the 
two  end  panels  of  ties. 

The  erection  was  a  very  difficult  proposition  owing 
to  the  need  of  maintaining  frequent  traffic  over  the 
bridge,  and  not  blocking  the  surface  roadway  traffic 
which  was  heavy.  It  was  further  complicated  by  the 
existence  of  electrically  charged  wires  on  both  lines. 
Owing  to  the  tracks  of  the  street  railway  running 
so  close  to  the  bridge,  it  was  found  impossible  to 
safely  maintain  this  service  and  it  was  thought  best 


'Assistant  Engineer,  Dominion   Undue  Company. 


to  stop  the  cars  at  the  foot  of  Regent  street  during 
erection,  instead  of  running  them  on  into  Thorold 
which  was  only  about  two  hundred  yards  awav.  The 
section  of  track  in  temporary  disuse  in  this  way  was 
used  for  unloading  material  at  the  site  and  was  very 
convenient,  the  material  cars  being  switched  on  to  the 
street  car  line  at  Thorold  station. 

Traveller  on  Top  Chord 

\\  ith  a  view  to  minimum  inconvenience  both  to 
railway  and  street  traffic,  2nd  to  maximum  safety  of' life 
and  property  during  the  work,  it  was  decided  after 
a  thorough  study  of  the  difficulties  to  be  overcome 
to  use  an  overhead  traveller,  running  on  the  top 
chords  of  the  new  span.  It  was  thus  not  necessary 
to  make  any  use  of  the  tn  cks,  everything  being  at 
all  times  clear  from  the  rails  to  the  trolley  wire.  The 
traveller  was  built  of  timber,  on  four  trucks  with 
two  wheels  per  truck,  and  equipped  with  two  40  ft. 
booms  of  10  in.  by  10  in.  yellow  pine.  It  was  erected 
on  a  tower  at  the  Thorold  end  of  the  bridge,  and  on 
;.  level  with  the  new  top  chord,  ready  to  begin 
work  before  any  steel  in  the  old  bridge  was  disturbed. 
It  was  decided  that  sufficient  time  could  be  secured 
between  trains  to  remove  a  complete  panel  of  stringers 
and  a  floorbeam  of  the  old  bridge  and  replace  with 
a  corresponding  panel  of  new  steel  with  ties  framed 
in  place  in  one  operation.    A  switchman  was  placed 


VJelland  Canal 


Plan  view  of  Front  Street  Bridge  at  Thorold.  Ont. 
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Erection  methods  on  Front  Street  Bridge.  Thorold.  Ont. 


at  either  end  of  the  bridge  to  shut  off  the  current 
while  this  work  was  going  on.  The  truss  members 
and  bracing  were  then  tilled  in,  the  traveller  moved 
ahead  and  made  ready  for  removing  the  next  section 
of  floor. 

The  new  bridge  was  designed  by  Lt.-Col.  C.  N. 
Monsarrat,  consulting  engineer.  Dept.  Public  Works, 


Ottawa,  for  the  Canadian  National  Railways;  Mr.  \Y. 
P.  Chapman,  Bridge  Engineer.  The  chief  dimensions 
of  the  span  are :  c.  to  c.  of  end  bearings  132  ft.  0^4 •  m  '• 
width  c.  to  c.  of  trusses  17  ft.  in.;  height  c.  to  c.  of 
trusses  28  ft.  The  fabrication  and  erection  was 
undertaken  and  successfully  crrried  out  by  the  Domin- 
ion Bridge  Co..  Ltd.  with  Mr.  E.  S.  Houck  as  foreman 
in  the  field. 


Eastview  Gets  Water  Supply  from  Ottawa 

$65,000,  Spent  to  Lay  Mains  Connecting  to  Capital 
City's  System  —  Sewage  Disposal  Scheme  to  Follow 


THE  town  of  Eastview  lies  adjacent  to  and  on 
the  east  fide  of  the  city  of  Ottawa,  from  which 
it  is  divided,  on  the  west  side  by  the  Rideau 
River  and  on  the  south  side   by  Ueechwood 
Avenue,  the  north  side  of  the  street  being  in  ( )ttawa 
and  the  south  side  in  Eastview.  The  town  was  incor- 
•  porated  some  ten  years  ago.  with  an  area  of  700  acres, 
and  it  now  has  a  population  of  almost  5,000. 

Until  this  year  the  town  had  no  water  supply, 
being  dependent  on  private  wells,  and  has  had  to  de- 
pend for  fire  protection  on  a  Lafranc  twin  chemical 
engine.  The  town  council  from  time  to  time  have 
considered  a  water  supply,  but  knowing  that  eventu- 
ally Eastview  would  be  annexed  to  the  City  of  Ot- 
tawa they  have  always  been  shy  of  sinking  a  large 
sum  of  money  in  a  water  system,  which,  when  annex- 
ation came  about,  would,  in  all  probability,  be  scrap- 
ped. They  had  approached  the  Ottawa  Board  of  Con- 
trol on  several  occasions  regarding  an  extension  of  the 
Ottawa  mains  into  Eastview.  but  had  always  met 
with  the  reply  that  Ottawa  could  handle  no  more  than 
they  had.  until  the  city  overland  main  was  completed. 

City  System  Extended 

As  this  overland  water  main  was  completed  last 
winter,  the  Eastview  council  thought  it  an  opportune 
time  to  again  press  their  request  on  the  city.  This 
was  done  earlv  last  summer  and  an  agreement  was 
entered  into  between  the  city  and  the  town,  whereby 
the  city  agreed  to  supply  the  town  with  water,  with 
a  minimum  supply  of  twelve  million  gallons  for  $2,- 
000,  and  16  cents  per  thousand  gallons  for  all  used  in 
excess  of  the  twelve  million.  In  addition  thereto  the 
city  stipulated  that  all  the  water  mains  in  Eastview 
were  to  be  laid  by  them  under  the  superintendence  of 


the  city  commissioner  of  works,  and  all  material  and 
fixtures  to  be  the  same  as  those  used  in  the  city's 
system,  so  that  in  the  event  of  Eastview  being  annex- 
ed at  any  time,  the  Eastview  system  would  automa- 
tically fit  in  with  the  city's  system. 

As  a  start  this  year,  it  was  decided  to  instal  a  12- 
inch  water  main  through  the  heart  of  Eastview, 
which  would  act  as  a  feeder  for  the  whole  town,  and 
which  could  be  tapped  in  future  years  for  the  side- 
streets  as  required. 

The  city  of  Ottawa  has  a  fifteen-inch  main  on 
Beechwood  Avenue  and  a  fifteen-inch  main  running 
down  to  the  easterly  end  of  Rideau  street  to  the  edge 
of  the  Rideau  river.  The  suggested  route  for  the  East- 
view  main  was  from  the  corner  of  Beechwood  Avenue 
and  McKay  street,  connecting  a  twelve-inch  main 
there  with  the  city's  fifteen  inch  main,  running  down 
McKay  street  to  Catharine  street,  along  Catharine 
Street  to  Marier  Avenue,  along  Marier  Avenue  to 
the  Montreal  Road  and  along  the  Montreal  Road  to 
the  east  side  of  the  Rideau  River,  and  then  taking  it 
under  the  river  and  joining  on  to  the  fifteen  inch  Ot- 
tawa main  at  the  foot  of  Rideau  Street.  Meters  were 
to  be  installed  at  the  two  places  where  the  city's 
mains  were  tapped. 

Estimates  of  Cost 

The  total  length  of  this  main  was  8,800  feet  and 
along  the  route  were  some  160  residences,  which  could 
be  served  with  water  and  from  which  the  town, 
through  water  rates,  could  derive  a  source  of  revenue 
to  offset  the  annual  payment  of  $2,000  to  the  city  of 
Ottawa. 

For  fire  protection  it  was  decided  to  install  fifteen 
3-way  hydrants  along  the  route,  which  number  will 
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be  augmented  on  the  side  streets  as  they,  in  future 
years,  get  their  extensions. 

The  estimate  for  this  work  was: 

Excavation  and  Refilling. 

Kock — 1,800  cu.  yds.  at  $4.:>0  per  en.  yd.  $8,100.00 
Earth— 7,000  cu.  yds.  at  $1.50  per  cu.  yd.  10,500.00 


$18,000.00 

Cast  Iron  Pipe. 

8,800  lineal  feet  of  £  t.  pipe  at  $:t.7()  ft.  32*660.00 
Labor,  laying  C.  I.  pipe  at  25  cents  per 

ft.  (including  pig  lead)   8,300.00 

Hydrants. 

15  three-way  standard  lire  hydrants,  in- 
stalled with  valves  at  $175,00  ..   ..  2,625.00 
Valves. 

8  standard  12  in.  gate  valves,  installed 

complete  at  $150.00    1,200.00 

Cast  Iron  Specials. 

1(i  single  brandies  at  $80.00  each   $480.00 

0  double  branches  at  $40.00  each   240.00 

Bends,  sleeves,  ■  reducers,  etc   280.00 


$  1,000.00 

Lead  Services. 

170  service  connections  to  houses  could 

lie  installed  at  $40.00  each   6,800.00 


$65,085.00 

The  town  proceeded  to  issue  debentures  to  pa}  for 
the  work  under  the  provisions  of  "The  Public  I'tili- 
ties  Act,"  and  the  work  was  started  late  in  July,  and 
is  now  completed. 

The  twelve  inch  main  was  laid  at  a  depth  of  6  ft. 
6  in.,  along  the  whole  route  and  though  no  rock  was 
met  with,  the  whole  distance,  however,  was  a  hard 
slate  shale  and  proved  had  digging.  In  no  spot  along 
the  whole  route  was  the  excavating  easy. 

In  spite  of  this,  under  the  ahle  superintendence  of 
the  city's  commissioner  of  works  and  his  assistants 
the  whole  system  was  installed  in  three  months  and 
at  a  figure  considerably  below  the  estimate. 

There  is  no  doubt  that,  this  year,  the  water  sys- 
tem will  be  further  extended  throughout  the  town,  as 
already  numerous  applications  are  coming  in  from  side 
streets  for  water  service. 

Eastview  has  no  sewerage  system,  but  now  that 
the  water  service  has  been  brought  into  the  town, 
sewerage  disposal  must  become  a  very  live  question 
shortly. 


Report  on  Metal  Production 

Report  on  the  production  of  copper,  gold,  lead, 
nickel,  silver,  zinc  and  other  metals  in  Canada  during 
the  calendar  year  1918  has  been  published  by  the 
Mines  Branch  of  the  Dominion  Department  of  Mines. 
It  has  been  compiled  by  Arthur  Buisson,  B.Sc,  min- 
ing engineer  of  the  Division  of  Mineral  Resources  and 
Statisticc. 


Municipalities  and  county  councils  would  be 
well  advised  in  placing  their  contracts  as  early 
as  possible  this  year  so  that  sufficient  time  may- 
be at  the  disposal  of  contractors  to  enable  them 
to  make  necessary  arrangements  as  to  plant  and 
material  to  carry  out  the  work  before  the  end 
of  the  season.  Too  often  road  committees  post- 
pone the  letting  of  their  highways  till  well  into 
the  summer,  with  the  result  that  not  only  do 
they  pay  more,  but  it  is  often  impossible  to  get 
a  sufficient  supply  of  stone,  labor  and  cars. 


Trade  Unions  and  Engineers 

Opinion  of  the  Author  is  That  Engineers  Can 
Profitably  Adopt  Some  Features  of  Trades 
and  Industrial  Unions 

 By  Chas.  A.  Mullen*   

IN  expressing  an  opinion  on  the  subject  of  "Trade 
Unionism  and  Engineers,"  my  own  thought  is 
that  we  really  need  more  than  a  "trade  union." 
Our  engineering  societies  can,  and  I  believe  they 
w  ill,  gradually  develop  into  that  general  form  of  or- 
ganization :  even  though  under  some  more  euphonious 
name,  and  probably  with  loud  protestations  to  the 
contrary.  But  I  also  think  that  wherever  an  "indus- 
trial union"  or  "industrial  council"  operates  in  the 
industrial  unit  in  which  an  engineer  is  employed,  he 
should  become  a  member  of,such  industrial  union  or 
council,  and  learn  to  associate  in  a  business  way  with 
the  shop  stewardsand  other  "menials"  who  are  our 
partners  in  industrial  production. 

We  might,  and  with  profit  to  ourselves,  occasionally 
sit  down  at  a  table  and  drink  a  glass  of  "remembrance 
beer"  with  a  real  'labor  leader"  of  the  type  common 
to  the  A.  F.  of  L.  Some  think  it  more  appropriate  to 
pronounce  the  "L"  with  a  cockney  accent.  Or  we 
might  even  dine  with  one  of  these  nefarious  "foreign 
agitators,"— possibly  English  or  Scotch  as  at  Winni- 
peg,—and  absorb  more  than  the  bill-of-fare.  It  would 
do  us  no  good,  professionally  and  otherwise,  to  know 
what  these  men  are  thinking;  for  the  superb  ignorance 
of  most  of  us  professionals  upon  a  great  many  subjects 
outside  of  that  for  which  we  have  a  special  training 
is  truly  marvelous-  We  are  sometimes  worse  than 
ignorant  ;  we  are  grossly  misinformed  through  the 
daily  press. 

Engineers  are  But  Laborers 

The  sooner  we  engineers,  and  other  professionals 
for  that  matter,  come  down  from  our  self-erected  " 
mental  pedestals  and  recognize  the  fact  that  we  are 
but  laborers  in  the  common  vineyard,  along  with  the 
rest  of  struggling,  sweating  humanity, 'the  better  it 
will  be  both  for  us  as  a  group  of  professionals  and  for 
the  community  at  large.  If  we  are  such  superior 
humans  as  some  would  have  us  believe,  why,  may  I 
ask,  is  it  so  seldom  recognized  on  the  payroll?  The 
"boss"  always  seems  to  be  perfectly  willing  to  give  us 
all  the  "recognition"  we  could  possibly  ask — anywhere 
else.  Engineers  working  for  industrial  firms  have  a 
particularly  hard  time  gaining  that  form  of  "recogni- 
tion" which  the  butcher  and  baker  will  accept,  but 
consulting  engineers  also  have  a  hard  time  securing 
fees  commensurate  with  the  services  which  they  render. 

There  is  no  definite  line  of  demarkation  between 
mental  and  manual  labor,  the  work  of  brain  or  brawn. 
It  requires  a  certain  amount  of  manual  labor  on  the 
part  of  the  best  engineers  in  order  that  they  may  apply 
their  mental  attainments,  and  the  efficient  handling  of 
the  busy  end  of  a  shovel  requires  a  certain  amount  of 
mental  labor.  The  work  of  some  professionals  suffers 
materially  because  of  the  lack  of  that  amount  of  manual 
labor  which  is  requisite  to  make  it  most  effective,  and 
vice  versa.  The  first  bridge  engineer  probably  both 
mentally  designed  and  physically  constructed  his  own 

'Consulting    engineer    and    director    of    paving    department.  Milton 
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bridge  by  cutting  clown  a  tree  so  it  would  fall  across 
|  stream. 

Two  instances  will  fully  illustrate  my  point.  One, 
a  waterworks  engineer,  a  brilliant  technician,  who 
re-designed  an  re-built  the  waterworks  of  a  city  of 
about  one  hundred  thousand  inhabitants  at  the  time  I 
was  its  Commissioner  of  Public  Works.  This  man 
was  on  the  job,  both  mentally  and  physically,  all  the 
time  the  work  was  in  progress,  and  it  was  done  just 
as  he  wanted  it  and  at  a  low  cost.  What  he  accomp- 
lished certainly  could  not  have  been  achieved  by  an 
armchair  engineer  who  was  afraid  of  the  other  end  of 
the  job. 

Another  instance  is  that  of  two  concrete  mixers 
of  the  continuous  type  which  I  was  operating  in  1907, 
as  a  contractor,  at  two  different  points  on  the  same 
street.  One  was  manned  entirely  by  a  poor  grade  of 
Italian  labor,  and  the  men  shovelled  into  the  sand  and 
stone  hoppers  of  the  mixer  without  apparent  rhyme 
or  reason.  The  result  was  hoppers  that  were  some- 
times full  and  sometimes  empty,  and  a  very  unsatis- 
factory product  in  the  finished  concrete  was  secured 
despite  all  the  foreman  could  possibly  do. 

The  other  continuous  concrete  mixer  was  manned 
by  a  group  of  Austrian  laborers,  who  soon  proved 
their  superiority  as  such  by  organizing  themselves 
into  a  shovelling  brigade,  each  man  in  his  place,  and 
all  operating  in  unison  to  the  notes  of  a  "chanty.'' 
They  would  shovel  so  many  "beats"  then  rest  so  many, 
then  again  shovel  so  many  ;  and  the  shovelling  and 
resting  periods  were  so  arranged  that  the  hoppers 
would  get  low  but  never  empty  This  performance 
went  forward  all  through  the  day,  with  both  rhyme 
and  reason  which  were  very  apparent  in  the  quality 
and  quantity  of  concrete  mixture  produced.  Some 
brains  at  the  busy  end  of  these  shovels;  for  fewer 
shovels  produced  more  concrete  of  a  superior  quality 

"Trade"  Unions  and  "Industrial"  Unions 

It  might  be  stated  that  the  "trade"  unions  cut 
through  the  industries  along  "craft"  or  "professional" 
lines.  That  is,  a'll  the  carpenters  are  in  one  organiza- 
tion, no  matter  whether  they  are  building  country 
bungalows,  laying  factory  floors  or  erecting  Avooden 
forms  for  concrete  bridges.  This  form  of  union  or- 
ganization has  the  better  opportunity,  if  it  will  but  use 
it.  to  produce,  by  education,  a  very  high  grade  of  car- 
penters, men  with  whom  their  trade  is  a  profession 
and  who  are  really  craftsmen.  By  some,  it  is  not 
thought  to  be  good  fighting  formation  when  a  strike 
becomes  necessary,  either  for  the  men  themselves  or 
for  the  public  at  large  ;  for  the  many  small  strikes 
which  it  usually  engenders  keep  industry  in  a  turmoil 
without  anyone  except  those  directly  concerned  know- 
ing much  of  what  it  is  all  about. 

The  other  form  of  labor  organizations,  the  "indus- 
trial" unions,  do  not  cut  through  the  industries,  but 
co-ordinate  with  the  industry  in  which  they  are  formed 
and  are  intended  to  include  all  the  employees  in  that 
industry.  They  do  not  offer  the  same  educational 
opportunities  as  do  the  "trade"  or  "craft"  or  "pro- 
fessional" unions;  but  it  seems  to  me  that  they  do 
promise  to  finally  bring  about  a  certain  harmony  in 
industry  which  i's  likely  to  be  of  great  benefit  to  the 
w  orkmen  and  to  the  public  as  well.  Under  this  form 
of  organization,  fewer  strikes  occur,  and,  when  they 
do,  not  one  "trade"  but  the  entire  "industry"  goes  out, 
the  issue  is  more  clearly  joined,  and  in  such  a  way 
that  everyone  is  likely  to  know  the  cause  of  the  trouble. 


There  is  at  present  a  very  decided  trend  in  labor 
circles  away  from  the  "trade"  and  towards  the  "indus- 
trial" method  of  dealing  with  difficulties  between  em- 
ployer and  employe,  even  when  the  men  are  organized 
along  "craft"  lines,  and  1  think  this  trend  is  in  the 
right  direction  for  the  good  of  the  employer,  the  em- 
ploye and  the  public.  There  certainly  has  been  much 
to  regret  in  the  past  working  out  of  the  "craft"  form 
of  organization,  some  of  the  leaders  of  which  were 
altogether  too  "crafty"  :  and  nothing  is  more  aggravat- 
ing than  the  inability  of  an  employer  to  keep  peace  in  » 
his  own  shop,  or  of  the  combined  employers  of  an 
industry  to  keep  peace  in  their  own  industry,  because 
he  or  his  representatives  cannot  get  into  direct  contact 
with  his  own  men  and  their  directly  selected  repres- 
entatives, without  dealing  through  some  professional 
"labor  leader."  The  "*hop  steward"  is  much  nearer  to 
the  employer,  and  much  more  likely  to  understand 
his  side  of  the  case,  than  is  the  old  time  "professional" 
labor  leader  who  has  particularly  cursed  the  American 
labor  movement. 

Labor  "Councils" 

There  are  also  many  labor  "councils"  organized 
on  both  the  "trades"  and  the  "industrial"  basis,  and 
one  may  fairly  well  judge  the  thought  of  the  organ- 
ization by  the  adjectiv  es  which  it  uses.  Such  councils 
may  cover  a  nation,  a  province,  a  city,  an  industry,  or 
merely  one  plant,  but  their  real  object  is  always  to 
bring  together  the  trades  in  some  district,  large  or 
small,  for  some  form  of  concerted  "industrial"  action. 
The  largest  part  of  the  labor  movement  now  seems  to 
be  floating  around  in  a  sort  of  no-man's  land  between 
the  two  types  of  organized  endeavor;  and  recently, 
purely  "craft"  unions,  such  as  those  of  the  building 
trades,  have,  through  their  central  "councils,"  organ- 
ized and  called  "industrial"  strikes,  or  entered  into 
"industrial"  agreements  which  promise  to  provide  a 
fairly  stable  and  productive  peace. 

Engineers  certainly  need  careful  organization 
along  both  "trade"  and  "industrial"  lines.  In  the 
labor  World,  most  workmen  are  in  favor  of  one  type 
of  union  or  the  other;  I  am  in  favor  of  both.  It  seems 
to  me  the  "trade"union  should  be  principally  a  mutual 
benefit  and  educational  or  "professional"  centre,  while 
the  "industrial"  union  should  be,  for  the  present  at 
least,  primarily  the  "arm"  for  use  when  "arguing"  with 
the  "boss,"  if  anyone  wants  to  put  it  that  way ;  that 
is,  the  "economic"  union,  which  is  the  only  medium 
with  which  the  workers  can  meet  the  employers' 
"economic"  unions  for  the  purpose  of  "collective 
bargaining"  which  we  are  told  is  to  solve  the  Labor- 
Capital  problem.  The  co-organization  of  the  two  is 
no  more  impossible  or  impracticable  than  the  cross- 
indexing  of  a  library ;  and,  given  the  desire  to  do  it, 
probably  presents  no  more  real  difficulties. 

Join  Both  Unions 

I  think  every  engineer  should  be  a  member  of 
his  proper  engineering  society,  and  that  all  the  en- 
gineering societies  should  be  closely  federated  into  a 
sort  of  central  engineering  council,  as  has  already  been 
done  to  some  extent.  They  should  have  the  same, 
and  no  more,  legal  recognition  and  protection  that 
labor  unions  may  have  ;  for  what  we  ask  for  ourselves 
we  should  willingly  grant  to  others.  And  every 
engineer  should,  I  think,  also  become  a  respected 
member  of  whatever  labor  organization  prevails  in  his 
industry.  For  instance,  the  .members  of  the  city 
engineering  department  should  be  members  of  what- 
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ever  union  Formation!  exists  among  the  city  employees, 
whether  it  is  in  a  Straight  industrial  form  or  a  "craft" 
form  with  a  central  municipal  industrial  labor  "council" 
upon  which  the  "crafts"  are  all  represented.  I'ossibly 
there  would  he  less  trouble  with  municipal  strikes  if 
such  were  the  case,  for  out  of  mutual  understanding 
frequently  grows  agreement. 

If  some  of  us  who  consider  ourselves  "free,  inde- 
pendent, professional  engineers"  would  not  dare  join 
a  real  "trade  union"  or  a  real  "industrial  union," 
for  fear  of  being  ignominiously  "fired"  by  the  "hoss," 
just  as  the  office  hoy  might  he,  at  least  we  could 
Study  such  organizations,  form  independent  and  scien- 
titic  opinions,  and  acquire  a  sympathetic  understanding 
of  them.  It  is  time  we  stopped  pining  to  he  the 
"Little  Brother  of  the  Rich"  and  aspired  to  he  worthy 
to  become  the  Big  Brother  of  tin-  Boor. 

Engineers  as  Menials 

Besides,  where  are  we  to  stand  when  this  much 
talked  of  "democracy  in  industry"  or  "co-operation 
between  Capital  and  Labor"  is  brought  about,  and 
Capital  sits  on  one  side  of  the  Directors'  table  with 
Labor  on  the  other,  as  per  the  "Whitley"  and  some  of 
the  other  even  more  promising  schemes  for  securing 
that  degree  of  harmony  which  is  necessary  if  we  are 
ever  to  have  the  "increased  production"  which  the 
Directors  of  the  American  Association  of  Fngineers 
think  so  desirable?  Are  we  engineers  to  be  the  only 
"menials"  remaining  in  the  industrial  family,  supplicat- 
ing for  crumbs  from  the  festive  board,  while  the  brick- 
layers, plumbers,  miners,  trainmen,  and  so  forth,  all 
become  principals? 

And  if  the  "law  of  supply  and  demand,"  which  the 
Directors  of  the  American  Association  hold  in  such 
reverence  that  they  expect  it,  unaided,  to  cure  all  the 
engineers'  ills,  should  be  tardy  in  necessitating  the 
services  of  some  of  us  engineers,  are  we  to  sit  idly 
by  and  see  our  wives  and  children  want,  are  we  to  go 
out  and  compete  for  the  jobs  of  our  fellow  engineers 
and  thereby  run  down  the  level  of  our  "rewards"  still 
further  or  what  ?  The  "law  of  supply  and  demand"  is 
one  of  the  fetishes  of  the  times,  which  our  experience 
during  the  war  should  have  destroyed,  but  apparently 
has  not.  This  obvious,  natural  law  has  never  been 
handled  scientifically  for  the  benefit  of  the  public,  but 
has  been  left  free  to  lumber  around  our  industrial 
structure  hurting  or  helping  whom  it  may,  except 
when  the  "monopolists"  have  deliberately  prevented  it 
from  working,  to  the  public's  injury  and  to  their  gain. 

"Recognition"  Not  Pay 

The  engineer  is  a  workman,  nothing  else,  and  I 
have  sometimes  noticed  that  those  who  think  they 
are  something  different  are  usually  the  engineers  who 
"work"  the  hardest  for  the  least  pa)-.  Our  natural 
interest,  as  engineers,  is  with  those  who  "work"  in 
industry,  not  with  those  who  "own"  industry-  The 
most  of  us  "own"  nothing  but  our  education  and 
skill  and  native  ability  as  engineers,  and  we  very 
frequently  "owe"  someone  for  the  education.  Those  of 
us  who  "own"  something  apart  from  our  profession, 
and  I  may  include  myself  amongst  the  number,  should 
not  confuse  our  interests  as  "owners"  with  our 
interests  as  "working"  engineers.  The  sooner  we 
wake  up  to  the  fact  that  as  a  professional  group  we 
are  primarily  "workmen,"  and  act  accordingly,  the 
sooner  we  will  be  able  to  provide  our  wives  and  chil- 
dren with  those  superior  luxuries  enjoyed  to-day  by 
the  wives  and    children    of  bricklayers,  machinists, 


tailors,  plumbers,  and  other  "workers"  who  do  not 
accept  "recognition"  as  part  payment  for  the  services 
they  render. 

All  Do  Some  Wrong 

To  s(ly  that  some  of  the  things  "labor  unions" 
stand  for  and  do  wrong,  does  not  seem  to  me  to  be  a 
valid  argument  against  engineers  having  or  belonging 
to  "labor  unions."  What  other  organization  is  there 
that  does  not  at  times  do  things  which  some  of  us 
think  arc  wrong?  Certainly  do  not  the  governments 
at  Ottawa  or  Washington,  which  are  unions,  or  rather 
councils  of  unions,  of  w  hich  all  of  us  are  supposed  to 
be  members,  and  for  the  actions  of  which  each  of  us 
is  at  least  to  some  extent  responsible.  If,  as  I  main- 
tain, w  e  are  but  "labor,"  we  should  take  our  place  with 
Labor.  Certainly  no  one  w  ill  contend  that,  as  engine- 
ers, we  are  Capital  any  more  than  is  our  aristocratic 
friend,  the  neighborhood  plumber,  unless  it  is  merely 
in  a  matter  of  degree.  Had  we  not  neglected  to  take 
our  place  with  Labor,  we  might  have  led  the  way  to 
better  understandings  of  industry  than  have  prevailed 
and  to  better  lines  of  industrial  action  than  those  which 
have  sometimes  been  followed  and  of  which  we  may 
rightly  disapprove. 

The  human  race  advances  slowly  :  and,  apparently, 
seldom  until  its  stomach  prompts  the  march.  Prob- 
ably the  II.  C.  of  L.  will  do  for  us  engineers 
what  nothing  else  ever  has;  set  us  moving  together 
in  our  own  interests;  which,  in  the  end,  I  believe  will 
be  very  greatly  for  the  benefit  of  everybody.  There 
was  never  a  time  in  the  world's  history  when  the  ser- 
vices of  good,  conscientious  engineers  were  more  neces- 
sary. If  we  could  but  apply  to  the  "politics"  governing 
our  engineering  projects  that  trained,  straight  thinking 
which  we  now  apply  to  the  "brick  and  mortar"  part 
of  those  problems,  I  think  there  Would  soon  be.  a 
happier  and  better  world  for  us  all  to  live  in.  To-day. 
w  e  are  too  frequently  but  the  creatures  of  "politicians" 
and  "profiteers,"  doing  their  bidding;  or,  at  any  rate, 
practising  our  professions  very  largely  by  their  leave. 
The  order  should  be  reversed  But  there  is  no  one 
going  to  do  this  reversing  for  us  ;  we  must  do  it  our- 
selves. 


Francis  Hankin  &  Co.  Limited.  Coristine  Building, 
Montreal,  announce  that  Mr.  Ray  R.  Knight,  M.EI.C., 
has  just  been  appointed  their  Toronto  manager  and 
representative  engineer,  with  offices  at  609  Temple 
Building.  Mr.  Knight  came  to  Canada  from  Eng- 
land in  1911,  and  occupied  the  position  of  chief  de- 
signing engineer  in  the  Sewer  Department  of  the  City 
of  Toronto  until  February  1913,  when  he  left  to  take 
up  duties  as  city  engineer  of  Fort  William,  wdiich  post 
he  held  until  December  1916.  He  then  obtained  a 
commission  in  the  Canadian  Engineers,  and  was  re- 
tained at  the  Engineering  Training  Depot,  St.  John, 
Quebec,  as  instructor.  He  was  promoted  to  the  rank 
of  captain.  For  the  past  fourteen  months  he  has  been 
engaged  as  chief  engineer  for  the  Canadian  Incinerator 
and  Furnace  Co.  Ltd.  of  Toronto. 


Ontario  men!  The  convention  of  the  Provin- 
cial Builders'  and  Supply  Association  is  your 
convention  of  the  Provincial  Builders'  &  Supply 
dates,  Feb.  10,  11,  12,  and  the  place.  King  Ed- 
ward Hotel,  Toronto. 
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Eighteenth  Annual  Convention  of  Canadian 
National  Clay  Products  Association 

Representatives  of  Clayworking  Industries  Exchange  Experiences  and  Discuss 
Matters  of  Interest — Review  of  Proceedings  and  Abstracts  of  Some  of  the  Papers 


CO-OPERATION  was  the  theme  of  the  address 
of  President  Win.  Burgess  of  the  Canadian 
National  Clay  Products  Association  which  met 
in  Toronto  for  a  3-day  convention  on  January 
20,  21,  and  22.  In  starting  the  proceedings  of  this 
convention,  Mr.  Burgess  urged  clay  workers  to  get 
in  touch  more  than  ever  with  all  new  methods  and 
devices  in  view  of  the  great  changes  which  are  going 
on  in  the  industrial  conditions  of  the  country.  "It 
will  require  the  full  effort  of  every  clay  worker  to 
protect  his  own  interests,"  stated  Mr.  Burgess.  "We, 
as  burnt-day  manufacturers,  cannot  afford  to  pass 
unnoticed  these  changes  in  industrial  conditions.  I 
think  brick  manufacturers  have  been  somewhat  slow  in 
taking  advantage  of  the  benefits  of  getting  together 
and  working  co-operatively.  However,  I  am  glad  to 
report  that  I  can  see  some  improvement  in  this  re- 
spect. As  never  before,  the  present  is  a  time  of  co- 
operation and  by  meeting  oftener,  we  are  enabled  to 
discuss  problems  of  every  nature  and  decide  how 
best  to  overcome  our  troubles  and  difficulties.  My 
personal  experience  in  attending  conventions  has 
proven  such  a  course  to  be  profitable  to  myself  and  the 
company  1  represent.  Mingling  with  brother  brick- 
makers  and  hearing  papers  and  discussions  by  other 
clay  workers  with  experience  in  various  lines,  gives 
us  many  new  and  profitable  ideas." 

It  was  with  this  spirit  of  co-operation  in  great 
evidence  that  the  18th  annual  meeting  of  the  Clay 
Products  Association  convened.  Registration  of 
members  was  large  and  an  early  indication  was  given 
that  they  were  assembled  to  get  the  most  out  of  each 
other's  experience  and  in  turn  to  give  as  much  as 
possible  for  the  benefit  of  clay  workers  as  a  whole. 
It  was  unfortunate  that  vaccination  orders  in  Quebec 
and  the  United  States  detained  a  number  of  expected 
delegates. 

The  president  in  his  address  made  some  comments 
on  progress  that  had  been  made  by  the  association  in 
the  past  year.  "The  executive"  he  mentioned,  "has 
been  called  upon  to  deal  with  many  questions;  the  coal 
situation  was  again  serious  and  had  to  be  watched 
carefully  so  that  the  interests  of  the  clay  working 
industry  would  be  protected.  Railway  tariffs  are  pre- 
venting the  shipments  of  certain  clay  products  to 
border  cities  and  to  deal  with  this  a  committee  has 
been  appointed. 

"The  removal  of  Mr.  \Y.  W  Pearse,  the  city  arch- 
itect of  Toronto,  has  interfered  with  questions  which 
were  being  discussed  with  him  in  regard  to  the  im- 
provement in  building  by-laws  affecting  clay  products. 
As  soon  as  a  successor  is  appointed  these  questions 
will  be  again  taken  up.  The  workmen's  compensation 
is  before  the  executive  committee  and  it  is  hoped  that 
an  improvement  in  the  methods  of  making  refunds 
at  least  will  be  corrected  when  our  reports  are  laid 
before  the  commission.  The  Technical  Education 
committee  has  been  very  active  and  while  we  must 
withhold  the  plans,  you  may  be  assured  that  the  com- 


mittee will  give  an  excellent  account  of  its  stewardship 
at  no  distant  date. 

"Mr.  Keele  continues  to  give  great  assistance  in 
the  carrying  out  of  tests,  the  results  of  which  will  be 
of  great  value  to  the  industry.  During  the  year  we 
undertook  to  test  clay  from  Labrador,  from  which  Dr. 
Grenfell  hoped  to  make  brick  for  his  mission  hospital. 
These  tests  were  carried  on  under  Mr.  Keele  and  will 
probably  be  continued  during  the  coming  year." 

The  delegates  to  the  convention  were  welcomed  by 
C.  A.  Millar,  as  chairman  of  the  Entertainment  Com- 
mittee. Brief  responses  to  the  address  of  welcome 
were  made  by  Alderman  W.  H.  Freeborn,  of  Brant- 
ford,  and  D.  C.  Merkley,  of  Ottawa.  The  Executive 
Committee  made  its  report  through  Mr.  Keith,  the 
secretary,  and  the  minutes  of  the  last  annual  conven- 
tion were  adopted  as  printed  in  the  proceedings.  The 
secretary-treasurer  reported  a  larger  cash  balance  on 
hand  than  last  year. 

Committee  Reports 

The  Tariff  Committee  reported  that  efforts  had 
been  made  to  secure  some  amendment  in  freight  rates 
as  applied  to  clay  products.  Clay  products  are  essen- 
tially short-haul  materials  and  recent  increases  in 
freight  rates  had  operated  to  the  detriment  of  such 
classes  of  freight.  As  many  clay  workers  are  members 
of  the  Canadian  Manufacturers'  Association,  the  com- 
mittee had  arranged  to  take  advantage  of  the  tariff 
and  traffic  department  of  that  organization  so  as  to 
secure  expert  information  on  traffic  matters  which 
would  have  been  difficult  otherwise.  Just  for  the  pres- 
ent the  matter  is  in  abeyance  until  a  projected  increase 
in  freight  rates  has  taken  effect.  If  this  still  acts  pre- 
judicial to  clay  products,  the  committee  will  become 
active  again. 

The  Technical  Education  Committee,  through  Mr. 
Millard  F.  Gibson,  chairman,  reported  progress  on  an 
important  scheme  for  the  education  in  Canada  of  those 
desirous  of  taking  up  the  study  of  ceramics.  Here- 
tofore there  have  been  no  opportunities  for  technical 
training  in  Canada  or  for  investigational  work  on  the 
development  of  our  great  natural  clay  resources..  No 
particulars  of  the  committee's  report  are  available  as 
yet,  but  the  meeting  was  given  to  understand  that 
some  very  outstanding  developments  are  pending.  It 
is  expected  that  in  February  a  comprehensive  report 
will  be  made  public. 

Officers  Reappointed 

The  election  of  officers  resulted  in  the  reappoint- 
ment of  last  year's  executive  by  a  unanimous  vote. 
The  members  of  the  executive  are :  Thomas  Kennedy, 
Swansea,  past  president;  William  Burgess,  Todmor- 
den,  president;  Ryland  H.  New,  Hamilton,  1st  vice- 
president;  Millard  F.  Gibson,  Toronto,  2nd  vice-presi- 
dent; T.  H.  Graham,  Inglewood,  3rd  vice-president; 
Gordon  Keith,  Toronto,  secretary-treasurer;  and  the 
following  councillors,  H.  B.  Hallatt,  Tilbury;  W.  H. 
Freeborn,  Brantford;  N.  T.  Gagnon,  Montreal;  An- 
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drew  Dodsj  Mimico ;  John  S.  McCannell,  Milton ;  F.  B, 
McFarran*,  Toronto;  (  has.  A.  Millar,  Toronto;  C.  B. 
Lewis,  Toronto. 

The  papers  read  at  the  session  of  Tuesday,  Janu- 
ary 20,  were  "Burning  Common  Brick  in  Producer- 
Gas-Fired  Kilns,"  by  George  Cutbush,  Don  Valley 
Brick  Works,  Todmorden,  Ont.;  "Pyrometers  tor  Clay 
Products  Factories," by  Wm.  Printz,  Detroit,  with  the 
Brown  Instrument  Co.  of  Philadelphia;  "Manufacture 
of  Floor  Tile,  Roofing  Tile,  Sr.nitary  Cove,  etc,"  by 
William  Robertson  of  the  Ontario  Provincial  Clay 
Products  Plant,  Mimico;  "Stones  in  Brick  Clay,"  by 
Joseph  Keele,  15. Sc.,  Chief  Kngincer,  Ceramic  Div  ision, 
Mines  Branch,  Ottawa;  the  discussion  was  lead  by 
Wm.  Burgess;  "Pottery  Possibilities  in  Canada,"  by 
Millard  F.  Gibson,  Manager  National  Fireproofing  t  o., 
Toronto. 

Pottery  Possibilities 

In  the  latter  address  Mr.  Gibson  discussed  the  pos- 
sibilities of  developing"  manufactures  of  fine  porcelain, 
glass-ware  and  clay  products  generally  to  take  the 
place  of  the  present  considerable  quantity  imported 
from  Europe  rnd  the  States.  Mr.  Gibson  told  of  the 
many  interesting  examples  <>f  line  pottery,  glassware, 
etc.,  which  have  been  made  under  the  direction  of 
Professor  Keele,  at  Ottawa.  He  instanced  the  dis- 
covery of  a  new  bed  of  white  clay  near  James  Bay 
which  with  the  large  deposits  of  feldsp;  r  and  other 
minerals  will  make  it  possible  for  (  hitario  to  go  in  for 
the  manufacture  of  tine  chinas,  ornamental  glassware, 
optical  glass,  etc.,  and  he  felt  that  every  encourage- 
ment should  be  given  to  the  development  of  the  cer;  - 
mic  industry  on  the  widest  scale  possible. 

Tile  for  Farm  Purposes 

On  Wednesday,  January  21.  Mr.  T.  L.  Ferguson, 
of  the  Ontario  Agricultural  College,  Guelph,  read  a 
paper  on  "Clay  Tile  for  Farm  Drainage  Purposes," 
and  Mr.  Wm.  Burgess  described  "Modern  Methods 
in  Soft  Mud  Brick  Manufr cture."  Messrs.  W.  11. 
Freeborn,  of  Brantford,  and  C.  H.  Burk,  of  New  Lon- 
don, Ohio,  participated  in  the  discuss:on  on  this  topic. 
An  interesting  discussion  on  kilns  was  started  by  D. 
C.  Merkley,  of  Ottawa,  w  ho  described  the  Minter  Sys- 
tem as  installed  by  him. 

"Power  Transmission  and  Material  Conveying" 
was  the  topic  of  the  first  prper  on  Thursday,  January 
22.  It  was  read  by  Mr.  S.  R.  Walsh,  of  the  Goodyear 
Tire  &  Rubber  Co.,  New  Toronto.  This  was  followed 
by  a  description  of  the  Dressier  Continuous  Muffle 
Kiln  by  Mr.  Conrad  Dressier,  of  the  American  Dres- 
sier Tunnel  Kilns,  New  York.  Considerable  discus- 
sion on  this  topic  ensued. 

Mr.  L  P-  Anglin,  president  of  the  Association  of 
Canadian  Building  and  Construction  Industries,  ad- 
dressed the  delegrtes  on  the  object  of  the  Association 
of  Canadian  Building  and  Construction  Industries  and 
the  plans  for  the  coming  convention  in  Ottawa.  As 
members  of  the  building  and  construction  industries 
he  urged  them  to  attend  the  conference  and  help  to 
unify  the  industry.  Professor  Currelly,  of  the  Royal 
Ontario  Museum,  gave  some  interesting  facts  about 
pottery  and  made  suggestions  about  the  development 
of  the  pottery  industry  in  Canada. 

Delegates  were  given  an  opportunity  of  seeing 
some  of  the  clay  working  establishments  in  the  vicinity 
of  Toronto.  The  Ontario  Provincial  Brick  and  Tile 
plant  and  that  of  the  Dominion  Sewer  Pipe  and  Clay 


Industries,  Limited,  wen:  among  the  places  that  were 
inspected. 

The  social  features  of  the  convention  included  a 
theatre  party  and  the  annual  banquet  on  Wednesday 
evening,  at  which  over  100  were  present.  Guests  at 
the  dinner  included  Brig.  General  C.  II.  Mitchell, 
C.M.G.,  J.  C.  Reilly,  Secretary  of  the  Association  of 
C;  nadian  Building  and  Construction  Industries,  and 
lion.  IL  C.  Nixon,  Provincial  Secretary  of  Ontario. 
Brief  addresses  were  also  made  by  Mayor  Church,  Al- 
derman Freeborn,  of  Brantford,  Millard  F.  Gibson, 
Thos.  A.  Millar  and  William  Printz. 

Mr.  Millard  F.  Gibson,  the  first  speaker,  in  propos- 
ing the  toast  to  "Affiliated  Industries,"  felt  it  would 
be  a  great  source  of  gratification  to  the  clay  products 
industries  if  they  could  assist  in  some  small  way  in 
the  great  work  before  the  allied  industries.  Mr.  J. 
C.  Reilly,  who  replied,  recalled  the  fact  that  the  clay 
products  industry  was  one  of  the  most  ancient  and  had 
a  great  effect  upon  the  history  of  the  world,  instancing 
the  use  of  bricks,  upon  which  the  ancient  Babylonians 
had  kept  their  records,  and  the  influence  which  the  at- 
tempt of  the  ancient  Egyptians  to  force  the  Hebrew 
people  to  make  bricks  without  straw  had  had  upon 
subsequent  history  of  the  world.  Speaking  of  the  As- 
sociation of  Building  and  Construction  Industries, 
which  he  represented,  he  dealt  with  the  great  need 
there  was  for  building  construction  in  Canada  in  the 
future,  and,  to  assure  this,  felt  the  great  need  was  co- 
operation among  those  interested  in  the  clay  products 
and  allied  industries. 

In  proposing  the  toast  to  the  Dominion,  Hon.  H. 
C.  Nixon  spoke  of  the  Ontario  Provincial  Brick  and 
Tile  plant,  which  he  stated  he  had  found  to  his  sup- 
prise  was  under  his  direction  when  he  had  taken  over 
the  Provincial  Secretaryship.  For  many  years,  he  de- 
clared, he  hrd  been  interested  in  the  great  industry  of 
clay  products  in  the  province,  having  been  on  survey 
work  for  the  Government  for  some  years,  when  the 
importance  of  the  tile  industry  in  relation  to  agricul- 
ture was  brought  home  to  him.  He  stated  that  the 
Government  was  making  it  easy  for  the  farmer  to  se- 
cure money  for  drainage  purposes  knowing  it  would 
be  r.mply  repaid. 

Stop  Buying  in  Foreign  Countries 

In  making  a  survey  of  Canada  and  its  resources, 
one  realized  what  a  great  country  it  is,  declared  Gen- 
eral Mitchell  in  replying  and  he  called  the  attention 
of  his  audience  to  the  feet  that  the  nation  has  just 
finished  the  great  war,  where  the  sons  of  Canada  (who, 
incidentally,  had  had  great  experience  with  clay  in  a 
variety  of  ways)  had  come  back  filled  with  iders  and 
w  ith  memories  of  the  things  they  had  seen  and  heard 
overseas.  One  of  the  greatest  assets  from  the  war  he 
thought,  would  be  in  the  knowdedge  of  intensive  farm- 
ing which  the  farmers  among  our  armies  had  grined 
from  watching  the  French  and  Belgians.  Our  men 
had  also  seen  splendid  buildings  and  would  realize 
what  coidd  be  done  in  Canada  by  using  the  brains  rnd 
abilities  of  her  people.  The  capital  of  Canada  was 
made  up  equally  of  men  and  materiel,  both  of  which 
should  be  used  to  develop  this  splendid  country. 

With  reference  to  the  allied  industries  which  had 
been  mentioned.  General  Mitchell  said  he  hoped  that 
soon  there  would  be  developed  pottery  and  fine  arts, 
as  well  as  the  industries  in  glass  and  refractory  ma- 
terials for  furnaces.  He  hoped  the  present  export  of 
gypsum,  half  of  which  left  the  country,  would  be 
stopped,  and  recalled  the  assertion  of  Sir  Edmund 
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W  alker  that  Canada  is  buying  too  much  from  the 
United  States,  telling  the  members  present  that  it 
was  up  to  them  to  build  up  the  clay  and  allied  trades, 
and  instead  of  buying  in  the  foreign  markets,  to  sell 
to  them. 

A  welcome  from  the  city  was  extended  to  the  mem- 
bers present  from  Mayor  Church,  who  assured  the 
convention  of  the  importance  of  their  products  in  the 
vital  matter  of  housing  the  populations  of  the  great 
cities. 


Burning  Common  Bricks  in  Producer- 
Gas  Fired  Continuous  Kilns 

Advantages  Include  Fase  of  Operation,  Econ- 
omy of  Fuel  and  Uniformity  of  Results 

 By  Geo.  Cutbush"  

THE  producer-gas-fired  continuous  kiln  has  come 
to  stay.    It  has  so    many    advantages  over 
the  coal-fired  continuous  kiln  that  brick  manu- 
facturers should  think  twice  before  making  an 
installation  of  coal-fired  kilns.    Some  of  the  advantages 
of  the  producer  gas-fired  kiln  art  ■ 

1.  It  is  easy  to  operate. 

2.  It  gives  imiform  result-. 

3.  It  is  at  all  times  under  the  control  of  the  burner. 

4.  There  is  less  waste  than  with  any  other  con- 
tinuous kiln. 

5.  The  goods  are  free  from  ash  and  dirt  so  com- 
mon in  other  systems. 

6.  It  is  economical  in  the  amount  of  fuel  used. 

7.  The  conditions  under  which  the  setting  and 
unloading  of  the  goods  are  performed  are  ideal. 

Before  getting  the  producer  to  work,  it  is  necessary 
to  start  fires  in  the  kiln,  for  which  provision  can  be 
made  by  putting  in  furnaces  which  discharge  into  one 
of  the  main  flues.  Conductors  are  placed  three  or 
four  chambers  ahead  of  the  firing  chamber,  thus  link- 
ing the  kiln  to  the  main  draft  flue  which  is  controlled 
by  a  suction  fr.n.  It  will  require  about  forty-eight 
hours  to  water-smoke,  and  raise  the  temperature  in 
the  first  chamber  sufficiently  to  burn  the  gas.  With 
some  clays  it  may  take  seventy-two  hours  or  even 
longer.  When  the  temperature  of  the  kiln  reaches 
700  deg.  F.  the  producers  may  be  started.  I  have 
found  it  a  good  practice  to  connect  the  producers  to 
the  kiln  as  soon  as  possible  after  starting  them,  as  the 
heat  from  the  producers  will  dry  up  any  moisture 
there  may  be  in  the  gas  flues,  and  will  warm  the  flues, 
thus  preventing  a  possible  explosion  when  the  first 
combustible  gas  passes  through  them.  It  is  possible 
to  have  gas  burning  in  the  kiln  within  one  hour  of 
starting  the  producers. 

Rate  of  Temperature  Rise 

The  quantity  of  gas  used  can  be  regulated  by 
dampers  or  valves  placed  at  the  kiln  for  that  purpose, 
thus  securing  a  gradual  rise  in  temperature.  It  is 
not  possible  to  lay  down  any  hard  and  fast  rules  as 
to  what  the  rise  in  temperature  per  hour  should  be. 
That  can  be  decided  only  by  experimenting  with  the 
clay  to  be  burned.  Twenty-five  deg.-  F.  is  sufficient 
for  some,  while  other  clays  may  be  given  a  rise  of 
50  deg.  F.  per  hour  with  safety.  It  is  not  a  good 
practice  to  raise  the  temperature  at  the  top  of  the 
kiln  much  faster  than  it  cr.n  be  drawn  into  the  bottom, 
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for  if  the  clay  contains  a  high  percentage  of  fixed 
carbon  and  the  temperature  is  increased  too  fast  the 
surface  of  the  brick  will  become  vitrified  and  this 
will  imprison  the  carbon,  which  in  time  will  form 
a  gas,  thrt,  in  its  effort  to  escape,  finding  its  passage 
through  the  pores  of  the  brick  blocked,  will  swell  or 
bloat  the  bricks,  producing  what  is  commonly  known 
as  "black  core."  This  condition  may  occur  in  any 
kiln  and  can  be  prevented  by  admitting  abundance 
of  air  during  the  oxidizing  period. 

It  will  be  seen  that  the  gas  kiln  is  at  all  times 
under  the  control  of  the  operator.  With  fan  draft  and 
gas  valves  close  at  •hand,  there  is  no  difficulty  in  regu- 
lating the  supply  of  oxygen  or  gas.. 

Practically  no  Waste 

There  is  less  wr.stc  with  the  gas  kiln  than  with 
any  other  continuous  kiln.  Since  looking  for  data 
for  this  paper,  I  have  taken  particular  notice  of  kiln 
waste.  In  the  first  four  chambers  we  examined, 
containing  about  300,000  bricks,  by  actual  count  we 
had  only  three  bricks  that  were  not  saleable.  In  the 
next  four  chambers,  containing  about  the  same  number 
of  bricks  we  could  not  find  any  spoiled  bricks — a 
record,  I  think,  which  no  other  continuous  kiln  can 
show. 

Economy  in  fuel  consumption  is  another  point  in 
favor  of  the  producer-gas-fired  kiln.  This  is  mainly 
rccomplished  by  using  the  heat  that  radiates  from  the 
chamber  under  fire  to  preheat  the  chambers  ahead. 
The  chamber  immediately  preceding  the  firing  chamber 
will  usually  record  1200  deg.  to  1300  deg.  F.  It  will 
readily  be  seen  that  two-thirds  of  the  burning  has 
been  done  by  radiated  heat,  and  with  many  clays  it 
only  requires  twenty-four  hours  to  finish  the  burning 
after  the  gas  has  been  turned  into  the  chamber. 

The  kiln  at  the  Don  Valley  plant  has  twenty 
chambers,  each  holding  about  75,000  bricks  of  about 
six  pounds  weight  each.  We  regularly  burn  the 
twenty  chambers  in  thirty  days.  This  time  includes 
all  stops,  such  as  burning  soot  out  of  flues,  making- 
repairs  on  engine  or  fan,  etc.  This  gives  us  an 
average  for  every  working  day  of  nearly  70,000  bricks 
or  50,000  for  every  day  in  the  week. 

Low  Fuel  Consumption 

The  r. mount  of  fuel  used  per  thousand  is  low  in 
comparison  with  some  kilns.  Here  again  I  have 
taken  a  number  of  rounds  of  the  kiln  in  order  to  get 
a  fair  average.  Our  average  for  five  rounds  of  the 
kiln,  or  7y2  millions  of  bricks,  has  been,  for  this  season, 
400  lbs.  of  coal  per  thousand,  the  lowest  consumption 
being  385  lbs,  and  the  highest  410  lbs.  This  includes 
the  coal  necessary  to  produce  steam  for  the  gas  pro- 
ducers, and  power  for  running  the  fan,  for  which  we 
must  allow  50  lbs.-  per  thousand  thus  leaving  350  lbs. 
per  thousand  for  the  actual  process  of  burning,  which, 
it  will  be  admitted,  is  a  low  average,  especially  when 
the  almost  entire  absence  of  waste  is  taken  into 
account. 

There  is  still  another  advantage  to  the  credit  of 
the  gas-fired  kiln.  The  goods  come  from  the  kiln 
absolutely  clean;  no  ash  or  dirt  from  the  firing  ever 
reaches  the  kiln,  thus  making  the  conditions  for  setting 
rnd  emptying  ideal. 

Perhaps  a  word  about  the  producers  will  not  be 
out  of  place.  Although  formidable  looking  apparatus, 
they  are  not  difficult  to  handle.  The  producer  in 
general  use  on  the  gas  kiln  is  a  hand  stocked,  water- 
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scaled  producer.  Air  is  forced  into  it  by  means  of  a 
steam  jet-blower  and  the  amount  of  air  admitted  will 
depend  upon  the  condition  of  the  producer,  the  class 
of  fuel  used,  and  the  amount  of  gas  needed  at  the 
kiln.  This  is  easy  to  regulate,  and  there  is  no  diffi- 
culty likely  to  arise  at  the  producer  which  crnnot 
speedily  he  overcome. 


Pyrometers  in  Clay  Products  Plants 
Improve  Operating  Conditions 

Accurate  Knowledge  of  Thermal  Conditions 
Produces  Consistently  Better  Ware 

 By  Wm.  Prlnlz*  

TITH  an  accurate  knowledge  of  temperatures 
at  all  times  in  the  manufacture  of  ceramic 
T  T      products,  such  as  pyrometer  equipmenl  pro 
vides,  it  is  possible  to  obtain  an  improved 
quality  of  ware,  increr.se  the  efficiency  in  the  operation 
of  the  kilns,  which  naturally  means  economy  in  fuel 
consumption  and  it  is  possible,  with  these  instruments 
to  duplicate  previous  good  results;  in  other  words 
if  all  other  conditions  are  the  same,  by  duplicating,  as 
nearly  as  possible,  the  previous  temperatures,  you 
can  rerdily  duplicate  the  good  results  of  the  past. 

Regarding  the  quality  of  brick,  and  this  especially 
concerns  face  brick  plants,  the  temperatures  are  very 
important,  in  turning  out  a  product  of  a  certain  shade 
or  uniform  color.  At  sewer  pipe  plants  the  proper 
regulation  of  temperatures  eliminates  blistering  or 
checking  of  the  pipes. 

You  can  readily  appreciate  that  with  an  accurate 
knowledge  of  the  thermal  conditions  in  the  kiln,  it 
is  possible  to  force  the  kiln  and  still  keep  within  the 
safety  zone.    In  this  way,  you  would  save  fuel. 

Indication  of  Temperature 

The  principle  upon  which  pyrometry  is  based  is 
as  follows:  The  thermo-couple,  which  is  made  up  of 
two  dissimilar  metals  welded  together  at  the  end — 
metals  such  as  pure  platinum  and  platinum  rhodium 
alloy — has  the  welded  end  inserted  permanently  in  the 
kiln.  The  difference  in  temperature  between  this 
welded  end  and  the  opposite  end,  known  as  the  cold- 
junction  of  the  thermo-couple,  is  responsible  for  the 
generation  of  electrical  energy.  You  can  really  liken 
a  thermo-couple  to  a  dynamo  in  the  fact  that  it  actually 
generates  electricity,  although  it  is  brsed  on  entirely 
different  principles.  Then  this  electrical  pressure,  or 
millivoltage  is  measured  directly  by  means  of  a  galvo- 
nometer  or  meter  which  may  be  located  any  distance 
away  from  the  thermo-couple.  It  is  possible  to  use.  a 
number  of  thermo-couples  in  one  instrument  when 
using  a  switch,  for  instance,  if  you  have  a  large  number 
of  chambers,  it  is  possible  to  permanently  locate  a 
thermo-couple  in  each  and  have  them  all  wired  up  to 
a  switch-board,  mounted  below  the  indicator,  getting 
the  temperature  immediately  of  each  individual  kiln. 
The  convenience  of  this  arrangement  no  doubt  is  fully 
appreciated  since  it  will  tell  the  firemen  in  a  moment 
exactly  what  kiln  they  should  give  their  immediate 
attention  to. 

A  Check  on  The  Burner 

One  of  the  most  popular  installations  for  the 
ceramic  industry  is  to  have  the  indicating  pyrometer 
and  switchboard  all  mounted  amongst  the  kilns,  pro- 
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viding  the  burner  or  Operator  with  a  sheet  ruled  off 
with  kiln  numbers  along  the  top  and  lime  intervals 
along  the  side.  This  is  filled  in  with  the  actual  read- 
ings from  the  pyrometer  at  the  stated  intervals.  In 
the  office  of  the  superintendent,  any  distance  away 
will  be  located  one  of  the  several  recorders  with  a 
suitable  plug  type  switchboard  for  selecting  any  of 
the  various  kilns  that  happen  to  be  in  operation, 
Obtaining  thereby,  a  continuous  record.  These  records 
are  compared  the  next  day  with  the  temperature  sheet 
handed  in  by  the  burner  and  the  readings  that  were 
wriitten  down  by  the  man  should  correspond  with  the 
readings  automatically  printed  by  the  recorder  at 
any  particular  time.  You  can  readily  appreciate  that 
with  this  arrangement  you  are  sure  that  the  men 
actually  read  their  pyrometers  and  follow  instructions. 
It  is  impossible  for  one  to  hand  in  fake  readings  with 
an  arrangement  such  as  this. 

A  recorder  is  generally  very  necessary,  especially 
where  unreliable  help  is  involved.  The  tendency  of 
the  firemen  in  a  number  of  plants  is  to  make  his  job 
just  as  easy  as  possible  and  he  will  take  advantage 
of  the  absence  of  the  boss,  by  indulging  in  sleep. 
You  can  readily  appreciate  how  disastrous  it  must  be 
to  the  quality  of  your  product  to  have  the  kiln  drop 
in  temperature  in  the  midst  of  the  burn,  then  suddenly 
have  it  subjected  to  excessive  heat  which  would  be 
the  result  of  sudden  firing  toward  the  early  part  of 
the  morning.  This  inconsistent  kiln  operation  would 
also  reflect  on  the  fuel  bill. 

Location  of  Pyrometer 

The  most  popular  place  to  insert  the  thermo-couple 
in  the  round  kiln  of  the  down  draft  type,  is  one-quarter 
way  up  the  arch  and  between  the  two  bag  walls.  The 
couple  should  be  in  its  tube  about  three  or  four  inches 
from  the  inside  of  the  crown.  Of  late,  we  have  found 
some  practical  brick  makers  who  desired  to  also  obtain 
the  temperature  near  the  bottom  of  the  kiln  and  have 
inserted  their  thermo-couples  through  the  wall  about 
three  feet  from  the  floor. 

On  the  continuous  kilns,  the  proper  place  to  insert 
the  thermo-couple  is  also  in  the  crown  of  each  chamber 
and  with  the  same  degree  of  insertion.  On  the  old 
type  of  Dutch  oven  kiln  it  is  not  practical  to  use  any 
kind  of  a  pyrometer  since  there  is  no  way  to  apply  one. 

Regarding  the  financial  cost  in  the  actual  instal- 
lation of  pyrometers  and  the  cost  of  their  maintenance, 
I  would  state  that  if  the  total  cost  is  divided  among 
the  total  number  of  kilns,  the  initial  cost  per  kiln  is 
not  very  high  and  it  would  surprise  one  who  is  not 
familiar  with  the  matter  to  find  that  the  actual  upkeep 
cost  per  kiln  is  so  small  in  most  plants  as  to  be  almost 
negligible. 

The  benefits  derived  by  such  an  investment  in 
pyrometer  equipment  are  so  great  that  we  find  all 
of  the  larger  plants  completely  equipping  with  pyro- 
meters, with  the  smaller  manufacturers  rapidly  follow- 
ing. 

The  question  of  draft  also  enters  into  kiln  operation 
as  well  as  proper  thermal  conditions.  Without 
having  complete  regulation  over  the  amount  of  draft 
and  a  knowledge  of  changing  draft  conditions  you 
cannot  operate  your  plant  in  the  most  efficient  manner. 
Where  there  is  a  strong  draft  the  kiln  will  burn  faster 
and  naturally  the  dampers  in  the  stack  should  be 
accordingly  adjusted.  By  a  very  small  investment 
in  draft  guages,  this  information  may  be  readily 
obtained. 
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Clay  Tile  for  Farm  Drainage  Means 
Better  Results  and  Bigger  Returns 

In  Dry  Seasons  or  Wet,  Tile  Drains  Prove  Bene- 
ficial— Tests  for  Quality  of  Pipe 

  By  F.  L.  Ferguson,  B.S.A.*   

DrRLWi  the  last  five  ye;  rs  we  have  obtained 
some  very  interesting,  as  well  as  educating, 
figures  on  the  benefits  received  from  tile 
draining.  From  September  1913  to  August 
1914,  the  precipitation  was  the  smallest  for  any  similar 
period,  yet  in  spite  of  this  the  drained  portion  of  our 
demonstration  plots  gave  an  average  return  of  $14.12 
per  rcre  more  than  the  undrained  portion  This  is 
very  striking  proof  of  the  claim  that  drainage  is  epiite 
beneficial  during  a  dry  season. 

The  year  1915  was  perhaps  the  most  favorable  for 
undrained  land  of  any  we  have  hrd  in  the  last  five 
years.  The  spring  was  fairly  dry,  moderate  rains 
followed  during  the  growing  season,  and  sufficient 
during  the  ripening  period  for  proper  filling.  Yet  in 
spite  of  th;s  the  average  returns  from  fourteen  dem- 
onstration pints,  show  a  difference  of  $4.48  in  favor 
of  the  drained  land.  Allowing  for  a  cost  of  $40  per 
acre  for  tiling,  this  would  be  a  return  of  a  little  over 
11%  on  the  money  invested. 

It  is  not  necessary  to  mention  the  returns  in  the 
wet  years  of  1916  and  1(M7.  Tile  in  many  cases 
meant  the  difference  between  no  crop  rnd  a  good  crop. 
The  tile,  and  expense  of  tiling  were  paid  for  many  times 
but  the  fellow  without  tile  suffered  severely. 

The  farmer  has  learned  or  is  learning  his  lesson 
either  by  experience  of  other  people  or  through  sad 
experiences  of  his  own,  and  the  result  is  that  we 
have  today  a  demand  for  tile  thrt  cannot  be  met  or 
at  least  is  not  being  met,  and  in  this  business  as 
with  any  other,  the  demand  has  not  helped  to  improve 
the  quality  of  the  product. 

The  tiling  industry  might  be  spoken  of  as  being 
in  its  infancy.  It  has  been  estimrted  that  one-third 
of  the  cleared  land  of  Ontario,  or  about  5.000,000  acres 
is  in  urgent  need  of  drainage,  while  much  more  would 
be  greatly  benefited.  Then  there  are  large  areas  of 
swrmps  and  marsh,  which  might  be  reclaimed — 
probably  about  a  quarter  of  a  million  acres.  These 
figures  refer  to  old  Ontario.  Much  of  the  clay  belt  of 
New  Ontario  will  require  drainage  before  it  will  pro- 
duce to  its  full  capacity  In  Quebec  rnd  the  Maritime 
Provinces,  where  there  is  considerable  more  rainfall 
than  in  Ontario  much  drainage  is  needed.  Conse- 
quently, there  is  bound  to  be  a  growing  demand  for 
the  manufacture  of  land  tile. 

Quality  to  be  Determined 

One  of  the  questions  with  which  we  are  confronted 
is  the  quality  of  the  tile  that  is  being  made.  We  hope 
to  do  some  testing  in  an  endeavor  to  find  out  some- 
thing of  the  quality  of  the  tile  turned  out.  So  far  as 
I  can  find  out  there  has  been  nothing  done  in  this 
country  along  this  line,  and  our  methods  rnd  equip- 
ment may  be  somewhat  crude,  but  with  experience 
these  will  improve. 

Using  the  U.  S.  standard  of  specifications  as  a 
basis  I  would  like  to  give  briefly  an  outline  of  the 
work  I  would  like  to  see  undertaken.  The  tests  would 
be  three  in  number:  Strength,  absorption  and  freez- 
ing and  thawing,  and  these  tests  would  apply  to 
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concrete  as  well  as  clay.  It  is  possible  that  they  are 
more  necessary  in  the  former  than  in  the  latter. 

(a)  Strength  Tests  of  Drain  Tile 

1.  Specimens  to  be  broken  and  full  size.  2.  Walls 
as  thoroughly  wet  rs  will  result  from  being  completely 
covered  with  some  absorbent  material,  which  has  been 
kept  dampened  for  not  less  than  12  hours  3.  Spec- 
imens must  be  kept  at  a  temperature  not  lower  than 
40  deg.  F.  until  tested.  4.  Each  specimen  shall  be 
weighed  just  prior  to  testing  and  weights  reported. 
5.  Sand  herrings,  hydraulic  bearings  or  three  point 
bearings  may  be  used.  6.  The  results  shall  be  ex- 
pressed in  pounds  and  per  linear  foot,  for  five  individ- 
ual specimens,  together  with  the  average. 

(b)  Absorption  Tests  for  Drain  Tile 
Specimens. 

1.  Three  specimens  shall  be  taken  from  each  of 
the  five  tiles  broken,  one  from  each  end  and  one  from 
the  middle. 

Each  specimen  shall  be  from  12-20  sq.  in.  in  area 
measured  on  the  convex  side,  and  shall  be  as  nearly 
square  as  the  material  will  permit  Each  specimen 
shall  be  sound,  solid,  free  from  cracks,  fissures  of 
shattered  edges,  and  shall  be  marked  rs  to  permit 
identity  at  any  stage  of  the  test. 

Drying  Specimens. 

2.  All  specimens  shall  be  weighed  to  the  nearest 
gram. 

They  shall  then  be  dried  in  an  oven  at  not  less 
than  110  deg.  C.  (230  deg.  F.),  for  not  less  than  three 
hours. 

When  removed  they  shall  be  cooled  to  20-25  deg. 
C.  (68-77  deg.  F.)  and  reweighed. 

If  the  weight  does  not  check  closely  on  the  first, 
they  shall  be  placed  in  the  drier  for  two  hours  and 
reweighed.  This  must  be  repeated  until  the  weights 
check  . 

3.  Specimens  shall  be  placed  in  a  suitable  woven- 
wire  receptacle,  packed  tightly  enough  to  prevent 
jostling,  covered  with  distilled  or  rainwater  raised  to 
the  boiling  point  and  boiled  for  five  hours,  rnd  cooled 
in  water  to  a  temperature  of  10-15  deg.  C.  (50-59  deg. 
F.). 

4.  The  results  shall  be  calculated  as  percentages 
of  the  initial  dry  weight, — to  the  first  decimal  place. 
Each  individual  specimen  shall  be  reported  separately, 
together  with  the  mean  of  the  fifteen  or  more  specimens 
comprising  the  sample,  the  maximum  and  the  min- 
imum single  observations  entering  into  the  mean,  and 
the  variation  between  the  maximum  and  the  minimum 
of  the  three  specimens  of  each  tile  represented  in 
the  strndard  sample. 

(c)  Freezing  and  Thawing  Tests  of  Drain  Tile 

1.  The  test  specimens  used  in  the  absorption  test 
shall  be  used  for  the  freezing  and  thawing  tests,  or 
other  specimens  shall  be  prepared  in  the  same  way, 
taking  the  same  precautions  re  selection,  drying,  im- 
mersing, boiling  and  cooling. 

2  Specimens  shrll  be  kept  immersed  until  this 
test  is  commenced.  They  shall  be  placed  in  metal  trays 
with  concave  side  upwards,  and  immersed  in  ice  water 
until  the  specimens  have  attained  substantially  the 
temperature  of  the  water,  after  which  the  water  shrll 
be  drawn  down  to  a  depth  of  Yi  in.  in  each  tray.  The 
trays  are  then  placed  in  a  freezing  apparatus. 

Freezing  must  be  performed  in  a  quiet  rtmosphere 
free  from  natural  or  artificial  currents.    The  temper- 


SI 


THE   CONTRACT  RECORD 


January  28,  1920 


ature  shall  be  reduced  to  10  deg.  C.  (14  cleg.  F.)  or 
below  w  ithin  thirty  minutes  after  the  introduction  of 

the  Specimens.  The  temperature  shall  not  fall  lower 
than  20  (leg.  ('  (4  deg.  E)  The  freezing  shall  be  con- 
tinued until  the  water  in  the  trays  is  frozen  solid. 

At  the  conclusion  of  the  freezing,  the  specimens 

shall  be  wilhdr;  wn,  and  at  once  immersed' in  water  at 
a  temperature  of  S5-100  deg.  C.  (1K5-212  deg.  E.) 
lleating  shall  be  continued  so  that  the  water  will  regain 
the  required  temperature  as  soon  as  practicable,  after 
the  specimens  are  immersed.  This  shall  be  main- 
tained for  not  less  than  15  minutes. 

The  specimens  shall  then  be  cooled  rapidly  in 
water  ft  10  to  15  deg.  C.  (50-59  deg.  E  ),  and  then 
inspected. 

3.  Failure  under  the  freezing  and  thawing  treat- 
ment shall  be  considered  to  be  reached  w  hen  : 

(a)  The  specimens  show  superficial  disintegra- 
tion or  spalling,  with  loss  of  weight  of  more  than  5% 
of  the  initial  dry  weight,  or, 

(b)  The  specimens  are  badly  cracked  in  other  than 
lamination  planes,  or, 

(c)  [The  specimens  show  evident  serious  loss  of 
structural  strength. 


Ontario  Govt.  Clay  Plant  Makes 
Fineware  and  Special  Products 

Processes    Employed  in  the    Manufacture  of 
Floor  and  Roofing  Tiles 

— — — — ^ ^— —   By  William  Robertson*  ^— ^— — — — — 

THE  Provincial  Government  Clay  Plant  at 
Mimico,  Ont.,  was  originated  so  as  to  give 
employment  to  prisoners  and  to  teach  them  r 
vocation  that  they  might  follow  after  they 
bad  served  their  term,  as  well  as  to  experiment  and 
develop  the  clay  products  industry.  The  plant  was 
conceived  and  constructed  by  Mr.  S.  A.  Armstrong, 
the  late  assistant  provincial  secretary.  It  was  de- 
signed to  have  a  capacity  of  30,000  common  brick,  the 
total  production  of  this  plant  to  be  supplied  to  the 
different  government  departments  for  new  govern- 
ment buildings. 

After  a  few  weeks  running  on  common  brick  it 
was  decided  that  the  plant  should  manufacture  r  11 
ceramic  products  required  for  government  use.  As  a 
result  the  best  equipment  obtainable  was  installed, 
and  lengthy  experiments  were  carried  out  at  the 
University.  At  the  present  time  the  following  pro- 
ducts are  manufactured  at  the  plant :  common  brick, 
tapestry  brick,  structural  tile  of  all  sizes,  agricultural 
tile,  conduit  tile,  special  shapes  of  brick,  floor  tile 
with  all  the  special  shapes,  Spanish  roofing  tile  with 
all  special  shapes,  shingle  tile,  etc.  It  might  be 
mentioned  that  all  these  products  have  since  been 
shipped  to  every  province  in  the  Dominion. 

Shale  for  Fineware 

It  is  my  intention  to  deal  broadly  only  with  the 
manufacture  of  the  fineware,  as  this  part  of  the  in- 
dustry is  more  or  less  new  to  Canada.  At  Mimico  we 
have  a  denosit  of  about  four  feet  of  clay  overlying  the 
Hudson  River  Shale.  The  shale  is  comparatively  free 
from  limestone,  but  there  are  a  number  of  wide  seams 
of  the  free  stone  which  are  picked  out  by  hand.  For 
the  fineware  it  has  been  found  that  the  shale  gives 
a  richer  ;'nd  clearer  color. 

*Of  Ontario   Provincial   Clay   Products   Plant,   Mimico,  Out. 


The  shale  is  hand  picked  from  the  pit  and  is 
passed  up  through  the  dry  pans  and  from  here  it  is 
passed  to  a  pulverizer  where  it  is  finely  ground  to  pass 
a  100  mesh  screen.  It  is  absolutely  important  when 
shale  is  used  for  fineware,  that  it  be  broken  into  the 
finest  particles  possible,  otherwise  it  will  be  found  that 
in  passing  the  die  the  product  will  have  a  striated 
SUrfrce  and  further,  that  in  burning,  if  the  small  par- 
ticles of  carbonate  are  not  broken  up,  they  will  cause 
an  eruption  on  the  surface  of  the  tile. 

The  pulverized  shale  is  elevated  and  conveyed  to 
a  Berg  which  centralizes  the  finely  divided  portions 
of  salts,  and  so  eliminates  the  scumming  of  the  product 
upon  burning  one  per  cent.  Barium  cork.  The  shale 
is  thoroughly  pugged  into  a  uniform  elastic  mass, 
and  is  dropped  into  an  auger  machine  where  it  is 
forced  through  the  dies  onto  a  roller  and  conveyed 
in  a  smooth  ribbon  where  it  is  wire  cut  into  the 
required  length.  From  here  it  is  picked  off  by  hand 
and  placed  on  forms  on  cars  to  be  passed  through 
dryers. 

Drying  Process 

The  product  from  the  die  is  transferred  by  cars 
to  the  continuous  tunnel  dryers.  At  the  re:>r  end  the 
temperature  is  maintained  at  about  120  deg.  F.  and 
at  the  exit  end  at  about  275  deg.  F.,  the  length  of  the 
tunnel  being  about  90  feet. 

It  has  been  found  that  the  most  important  points 
in  the  drying  of  fineware,  are  that  the  products  must 
be  passed  through  the  tunnel  at  a  uniformly  accelerated 
increase  in  temperature,  and  that  the  humidity  of  the 
atmosphere  must  not  be  drawn  through  the  flues  too 
rapidly,  vice  versa,  it  will  be  found  that  if  the  humidity 
becomes  too  great,  the  wares  will  become  softened 
and  will  sag  under  the  weight  carried. 

The  cars  upon  being  drawn  from  the  driers  should 
not  be  pulled  directly  in  normal  atmospheric  con- 
ditions, but  should  be  run  into  specially  designed 
cooling  rooms  where  they  may  be  brought  gradually 
to  normrl  atmospheric  conditions,  otherwise  it  will  be 
found  that  the  fine  surface  of  the  ware  will  be  marred 
by  innumerable  small  checks.  Our  dryer  losses  at  the 
present  time  amount  to  about  2  per  cent,  which  we 
consider  very  low  for  fineware.  We  have  only  been 
able  to  reduce  losses  to  this  very  low  percentage 
after  z  great  deal  of  study.  The  exact  regulation  of 
damper  in  the  drying  process  of  fineware,  is  important 
that  scumming  may  be  avoided.  Scumming  is  the 
greatest  enemv  to  the  manufacturer  of  fineware. 

■  s 

Saving  in  Fuel 

After  passing  the  proper  drying  process  the  ware 
is  trmsferred  to  the  kiln  for  burning.  At  this  stage 
the  most  salient  feature  of  this  plant  is  that  all  our 
fineware  is  set  and  boxed  in,  not  by  the  usual  burned 
fireclay  slabs,  used  by  most  foreign  fineware  plants, 
but  by  the  product  of  our  own  plant  namely  common 
brick,"  and  hollow  tile,  which  are  mrnufactured  in 
conjunction  with  the  fineware.  The  fineware  is  com- 
pletely boxed  in  by  other  products  of  the  plant,  the 
burning  of  which  may  be  considered  as  nil  as  compared 
to  the  B.  T  U.'s  us'ed  in  raising  the  temperature  of 
the  usual  fireclay  slabs  to  the  burning  temperature  of 
the  fineware.  In  other  words,  insterd  of  wasting 
many  thousand  B.  T.  U's  in  raising  the  temperature  of 
a  cold  fire  clay  slab  to  the  burning  temperature  of 
fineware,  these  B.  T.  U's  are  used  in  burning  our  own 
product,  namely  brick  or  or  hollow  ware,  thus  effecting 
a  great  saving  in  coal  consumption.    I  would  point 
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out  the  importance  of  a  gradual  accelerated  increase  in 
temperature  in  the  process  of  burning,  as  a  rapid  in- 
crease will  invarir.blv  cause  checking  and  cracking 
on  the  surface  of  fineware.  Likewise,  after  a  kiln  of 
fineware  is  burned  it  must  be  gradually  cooled  off  as 
a  rapid  change  will  invariably  cause  cracking  and 
checking. 


Methods  of  Handling  Brick  Clays 
Containing  Stones 

Pebbles  in  Clay  are  a  Source  of  Trouble — Crushing, 
Dry  Pan  and  Washing  Processes 

  By  Joseph  Keele.  B.Sc*   

IF  a  clay  contains  only  a  few  scattered  pebbles  of 
rock  other  than  limestone  or  dolomite,  then  it 
may  be  worked,  if  its  other  properties  are  good. 
Broken  wires  may  frequently  occur  in  the  cutter 
if  stiff  mud  brick  is  being  made,  or  an  occasional  brick 
will  fire-check  if  it  contains  too  large  a  pebble,  but 
if  proper  crushing  rolls  are  provided  for  the  clay  to 
pass  through  or  if  a  dry  pan  is  used  for  grinding,  the 
loss  of  time  due  to  broken  wires  can  be  stopped.  It  is 
the  presence  of  limestone  pebbles  thrt  causes  the  real 
difficulty  in  working  stony  clays.  » 

Many  methods  have  been  tried  for  eliminating 
the  troubles  due  to  limestone  in  clay,  the  simplest 
probably  being  that  of  using  a  pair  of  rolls  set  above 
the  machine.  Rolls  that  are  designed  for  crushing 
stony  plastic  clays,  reject  the  rocks  or  hard  portions 
which  rre  too  large  to  fall  within  the  angle  of  nip  and 
grind  or  pulverize  the  smaller  stones  which  pass 
through  with  the  clay.  The  Diesener  Clay  cleaner 
is  a  machine  devised  especially  for  removing  pebbles 
and  coarse  grit  from  plastic  clays.  In  this  process  a 
bar  of  clay  is  pushed  from  an  ;  ugur  machine  through 
a  slot  and  against  a  revolving  disk.  The  disk  sucks 
the  clay  through  the  slot  but  the  pebbles  stop  behind 
and  are  scraped  away  with  a  knife.  This  machine  is 
srid  to  purify  clay  at  the  rate  of  10  tons  an  hour 
through  a  slot  of  one-sixteenth  inch. 

Another  scheme  is  to  use  a  dry  pan  with  the 
mullers  set  an  inch  or  so  above  the  surface  of  the 
pan.  This  process  is  supposed  to  break  down  the  clay 
and  force  it  through  the  perforated  bottom  of  the  pan 
while  the  pebbles  stay  behind.  The  pan  is  stopped 
occasionally  while  the  stones  are  thrown  out. 

Another  plan  is  to  grind  the  clay,  pebbles  and  all, 
in  the  ordinary  way  in  a  dry  pan,  working  continu- 
ously, and  run  the  clay  over  screens  so  as  to  reduce 
the  limestone  pebbles  to  small  enough  size  to  be 
hrrmless.  In  using  the  dry  pan  method  the  clay 
must  be  in  the  dry  condition  ;  this  involves  the  pro- 
vision of  a  storage  room  for  drying  clays  or  the  use  of 
rotary  dryer. 

•  It  has  been  proved  that  unless  limestone  in  clay 
is  ground  finely  enough  to  pass  through  a  30  mesh 
screen  it  will  cause  trouble  by  developing  soft  white 
specks  in  the  burned  bricks  which  will  cause  flaking 
of  the  surfaces.  Of  course  these  small  grains  of  lime.- 
unless  very  plentiful,  would  not  weaken  z  well  burned 
brick  very  materially,  yet  they  would  be  sure  to  dis- 
figure brick  for  facing  purposes. 

As  it  is  not  practical  in  any  of  the  crushing  or 
grinding  processes  to  reduce  the  pebbles  to  this 
•mall  size,  the  trouble  with  lime  grains  is  not  entirely 
eliminated  by  them.    Furthermore,  any  of  the  rough 
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grinding  processes,  such  as  passing  the  clay  through 
rolls,  merely  accentuate  the  trouble,  since  they  often 
brerk  up  one  pebble  of  limestone  into  several  smaller 
ones,  each  of  which  then  becomes  active  after  burning. 

The  most  effective  way  to  treat  clays  containing 
limestone  pebbles  is  by  a  washing  process  which 
would  leave  the  stone  behind  as  a  heavy  residue, 
the  overflow  taking  the  .fine  clay  down  to  settling 
basins.  Washing  of  high  grade  clays,  such  as  kaolin 
and  stoneware  clays  is  the  common  practice,  but 
the  poorer  grade  of  clays  used  for  brick  and 
tile  are  not  wrshed  because  the  value  of  the  product 
will  not  offset  the  extra  expense.  One  plant  at  least, 
however,  in  the  I'nited  States,  successfully  cleanses 
glacial  clay  from  limestone  pebbles  by  a  washing- 
process. 

Some  of  the  glaci;  1  clays  in  southern  Ontario 
would  yield  good  tile  clays  if  washed,  and  a  small 
or  medium  sized  plant  situated  in  a  district  where 
there  are  no  tile  plants  at  present  and  no  stoneless 
clays  availrble,  should  have  a  chance  of  succeeding. 
Such  a  plant,  however,  could  not  ship  its  products 
over  any  considerable  territory  as  it  would  the  meet 
the  competition  of  plants  using  clay  that  is  free  from 
limestone  pebbles  and  therefore  more  cheaply  worked. 

Hitherto  we  have  been  dealing  with  the  treatment 
of  the  raw  clay  but  there  are  certain  aspects  of  the 
burning  and  of  methods  dealing  with  the  burned 
product  which  must  be  considered.  In  certain  parts 
of  England  where  clays  containing  limestone  pebbles 
are  worked  it  is  customary  to  grind  clay  as  fine  as 
practicable  and  after  the  bricks  are  burned  the  cars 
on  which  they  are  loaded  are  drawn  through  a  pool 
of  water  so  that  they  are  completely  immersed  ;  nd 
saturated.  This  treatment  slakes  the  lime  particles 
quickly  and  appears  to  do  less  damage  than  if  they 
were  allowed  to  slake  rnd  expand  slowly  from  the 
moisture  absorbed  from  the  atmosphere. 

At  the  Don  Valley  Bnck  Works  in  Toronto,  there 
are  certain  beds  of  stony  clay  interbedded  with  the 
stoneless  clay  and  both  are  worked  together.  As  the 
clay  drops  down  through  the  rolls  from  the  pug  mill 
the  larger  stones  are  expelled  by  the  rolls  and  the 
small  ones  go  through  to  the  machines  and  are  crushed. 
This  clay  is  used  in  the  manufacture  of  end  wire  cut 
brick  and  burned  in  an  overhead  fired  continuous 
kiln.  The  limestone  particles  give  surprisingly  little 
trouble  in  the  burned  product.  It  seems  as  if  the 
method  of  burning  had  something  to  do  in  checking 
the  subsequent  activity  of  the  lime  particles  due  to  the 
gmoky  atmosphere  and  reducing  conditions  present  in 
the  chambers  of  the  continuous  kiln.  The  reducing 
condition  at  high  temper? tures  appears  to  cause  .fusion 
between  the  surface  of  the  lime  particles  and  the 
surrounding  clay  and  this  fused  skin  prevents  the 
access  of  moisture  to  the  lime,  but  whatever  the  reason 
is  the  l'tne  is  more  effectually  killed  than  it  would 
be  after  coming  through  a  well  oxidized  firing. 

Finally  we  hrve  to  consider  the  addition  of  some 
substance  to  the  clay  which  would  prevent  the  slaking 
of  the  lime  after  burning.  The  writer  has  made  man) 
experiments  to  this  end  but  found  that  the  only  prac- 
t;cal  thing  to  do  was  to  add  some  salt  to  the  water 
used  in  tempering.  A  set  of  test  pieces  of  burned 
clry  containing  limestone  particles  to  which  one  per 
cent,  of  salt  was  added  have  now  been  standing  in 
the  laboratory  for  about  a  year  and  show  little  or  no 
indication  of  disintegrating,  while  similar  test  pieces 
made  up  without  the  srlt  have  gone  to  pieces  long  ago. 


MO 


Til  E  COX  TRACT   R  ICC  OR  I) 


January  28,  1920 


Toronto  Builders'  Exchange  Annual  Meeting 

Reports  Show  Good  Work  Accomplished  in  a  Year  of 
Unusual  Difficulties— Membership    to    be  Augmented 


THE  annual  meeting  of  the  Toronto  Builders' 
Exchange  was  held  on  the  afternoon  of  Tues- 
day, Jan.  20,  when  a  large  number  of  the 
members  gathered  together  to  elect  officers 
and  discuss  the  business  of  the  exchange.  After  the 
minutes  of  the  annual  meeting  of  1919  hi  d  been  read 
and  confirmed,  the  President,  Mr.  A.  I).  Grant,  present- 
ed his  report.  Mr.  Grant  pointed  out  that  there  had 
been  a  large  increase  of  membership  and  activities  since 
the  last  annual  meeting.  During  the  war  the  building 
industry  had  suffered  from  a  partial  paralysis,  but  for 
the  coming  year  there  was  every  prospect  of  good 
business  unless  labor  troubles  interfered. 

As  regrrds  affiliaton  with  the  Association  of  Can- 
adian Building  and  Construction  Industries,  tin- 
directors  had  decided  that  no  further  action  should  be 
taken  until  the  association  bad  taken  more  definite 
shape. 

Good  Work  of  Industrial  Council 

The  Joint  Industrial  Council  of  the  Toronto  Build- 
ing Trades,  which  had  been  formed  with  the  approv;  1 
of  the  Canada  War  Labor  Board  and  which  had  been 
doing  good  work,  had  made  a  recommendation  during 
the  year,  that  all  agreements  between  employers  and 
employees  should  start  on  Jan.  1.  This  was  likely 
to  prove  a  beneficial  arrangement. 

It  had  been  decided  to  resume  the  publication  of 
the  Exchange  bulletin,  which  had  been  suspended 
during  the  war.  in  order  to  keep  the  members  in 
touch  wit!;  the  tenders  and  contrrcts  and  the  doings 
of  the  trade.  While  most  things  had  advanced  in 
price,  the  exchange  fee  had  remained  stationary. 

The  directors  of  the  Exchange  had  made  a  grant 
for  the  entertainment  of  the  visitors  at  the  forth- 
coming convention  of  the  Provincial  Builders'  & 
Supply  Association  to  be  held  in  Toronto.  Hearty 
invitations  had  been  sent  out  for  all  the  men  of  the 
building  trade  to  attend. 

The  membership  committee  had  been  very  active 
during  the  year  and  there  wrs  no  reason  why  a  further 
considerable  increase  in  membership  should  not  be 
secured  during  the  coming  season. 

A  committee  on  building  by-laws  had  also  been 
appointed  to  consider  advisable  changes  or  additions 
to  the  Toronto  building  by-laws. 

New  Section  Active 

A  very  active  section  hrd  been  added  to  the  Ex- 
change in  the  formation  of  the  general  contractors' 
section.  Plumbers'  and  painters'  sections  had  also 
been  authorized  during  the  year. 

The  secretary,  Mr.  David  J.  Davidge,  reported 
that  during  the  year  1919  three  general  meetings  had 
been  held  under  the  chairmanship  of  the  President. 
The  average  attendance  had  been  46,  which  was  an 
average  increase  of  18  over  the  previous  year.  There 
were  nine  meetings  of  the  directors,  with  an  average 
attendance  of  11,  an  average  increase  of  two  over  1918. 

The  Legislation  committee  had  done  very  good 
work  during  the  year,  but  its  efforts  had  been  handi- 
capped by  the  change  in  Government.    It  had  been 


instrumental,  however,  in  h;  ving  the  merit  rating 
clause  made  non-effective  so  far  as  the  building  trade 
was  concerned. 

A  resolution  had  been  passed  providing  that  all 
sections  should  bring  all  questions  of  wage  adjust- 
ment with  their  employees  to  the  Hxchange.  The 
idea  wrs  to  obtain  standardization  as  far  as  possible. 

The  telephone  directory,  listing  the  members  of  the 
Builders'  Exchange,  of  which  1,000  copies  had  been 
issued,  had  proven  very  valuable,  and  was  to  be 
gotten  out  again  this  year. 

Increase  in  Membership 

There  had  been  55  applications  for  membership 
during  the  past  year.  Since  New  Year's,  eight  more 
applications  had  been  received.  The  total  member- 
ship now  w;  s  181. 

The  Hxchange  had  lost  three  members  during  the 
year  through  death — Messrs.  Geo.  Oakley,  Melville 
Young,  and  J.  C.  Scott. 

The  report  of  the  treasurer,  Mr.  Jno.  Aldridge, 
showed  the  Exchange  to  be  in  a  ho; ■  1  thy  financial  con- 
dition and  some  hundred  dollars  richer  than  last  year. 

Election  of  Officers 

The  election  of  officers  resulted  as  follows:  Pres- 
ident, C.  Blake  Jackson:  first  vice-president,  Jack 
Scott;  second  vice-president.  W.  H.  Painter;  treasurer, 
Jno.  C.  Aldridge:  directors— P.  L.  Fraser,  Jas.  Phin- 
nemore,  W.  E.  Dillon,  Jno.  V.  Gray,  J.  R.  Page. 

Following  the  election.  Mr.  C.  Blake  Jackson,  the 
president-elect  took  the  cha;r.  Mr.  Jackson  thanked 
the  members  for  the  confidence  placed  in  him  and 
assured  them  of  his  best  efforts. 

Some  general  discussion  took  place  regarding  the 
work  of  the  Exchange.  Mr.  W.  E.  Dillon  asserted 
that  the  Exchange  hrd  done  as  much  as  any  other 
association  of  its  kind,  if  not  better.  He  pointed  out 
that  they  had  got  out  copies  of  the  report  of  the 
Roval  Commission  on  Industral  Relations  and  that 
Mr.  Ered  Armstrong  had  represented  the  Toronto 
building  men  at  the  Industrial  Conference  at  Ottawa- 
last  September. 

In  order  that  the  Exchange  might  have  the  finan- 
cia  standing  necessary  to  keep  in  close  touch  with 
the  building  situation,  Mr.  Dillon  thought  they  should 
have  at  least  another  hundred  members  and  he  moved 
that  the  material  contained  in  the  President's  report 
should  be  compiled  and  printed  so  as  to  help  out  the 
members  in  canvassing  to  increase  the  membership. 

Mr.  Dillon  also  pointed  out  that  a  provincial  branch 
of  the  Manufacturers  Association  had  been  formed 
and  this  association  was  anxious  for  affiliation  with 
the  builders.  He  considered  the  move  would  be  a 
good  one. 

Builders  Interested  in  Technical  School  Work 

Mr.  Geo.  Gander  suggested  that  the  directors 
should  write  the  Technical  school  board  and  request 
that  the  building  industry  should  be  represented  on 
the  advisory  committee. 

Alderman  Phinnemorc  declared  himself  heartily  in 
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sympathy  with  Mr.  (lander's  suggestion.  lie  thought 
the  builders  should  certainly  have  representation  on 
the  Technical  School  Board,  and  he  would  like  to  see 
the  Exchange  take  a  more  active  part  in  educational 
affairs.  Owing  to  the  shortage  of  apprentices,  he 
thought  it  would  be  well  to  encourage  the  technical 
school  students  by  offering  rewards  or  prizes. 

Mr.  Bulley  said  it  was  up  to  the  members  of  th$ 
Toronto  Exchange  to  boost  along  the  coming  Provin- 
cial convention  and  make  it  a  big  success. 

Favorable  Prospects  for  Provincial  Convention 
President    Elgie,  of  the    Provincial    Builders'  & 


Supply  Association,  pointed  out  that  the  Association 
had  done  effective  work  and  that  they  hoped  for  the 
biggest  and  best  convention  ever  held. 

Mr.  Aldridge  moved  that  the  annual  fee  be  paid 
to  the  Joint  Industrial  Council  of  the  Toronto  Building 
Trades  and  also  that  the  report  of  the  council  be  sent 
to  each  individual  section  of  the  Exchange.  These 
motions  carried. 

On  motion  of  Mr.  Grant,  it  was  decided  the  Pres- 
ident should  go  to  the  conference  at  the  Association 
of  Canadian  Building  &  Construction  Industries  at 
Ottawa,  as  the  delegate  of  the  Exchange. 


Wider  Sphere  of  Activity  Open  to  Engineers 

Mr.  R.  O.  Wynne-Roberts,  New  Chairman  of  Toronto  Branch,  E.I.G., 
Gives   Engineering    Profession    a    More   Important   Role    to  Play 


THE  Toronto  Branch  of  the  Engineering  Insti- 
tute of  Canada  met  on  Thursday  evening, 
Jamit ry  22,  at  the  Engineers'  Club,  with  Mr. 
Harkness,  last  year's  chairman,  in  the  chair. 
The  secretary-treasurer's  report  for  the  past  year  was 
read  and  adopted,  after  which  the  chrirman  called  on 
the  heads  of  the  different  business  committees  who 
reported  the  results  of  their  activities  during  1919. 
The  chairman  at  this  point  intimated  the  need  of  a 
membership  committee  and  expressed  the  opinion  that 
many  new  members  could  be  recruited  from  the  ranks 
of  the  engineering  profession  in  Toronto  if  they  were 
only  gone  after.  However,  the  rppointment  of  new- 
committees  for  the  season  being  entered  upon  will  be 
left  in  the  hands  of  the  incoming  executive.  The  coun- 
cillors of  the  new  executive,  Messrs.  George  T.  Clark, 
T.  Taylor,  Prof.  C.  R.  Young  and  J.  C.  Krumm  were 
then  called  upon  and  each,  in  turn,  expressed  his  ap- 
preciation of  the  confidence  placed  in  him  by  his  ap- 
pointment to  the  Executive  Committee  for  1920.  Mr. 
Harkness  then  surrendered  the  chair  to  the  new  chair- 
mrn,  Mr.  R.  O.  Wynne-Roberts,  who  read  a  very  in- 
teresting inaugural  address  which  is  reviewed  here- 
with. 

Towards  the  close  of  the  meeting  a  vote  of  thanks 
was  tendered  by  the  members  to  the  retiring  Execu- 
tive Committee  for  the  excellent  work  done  in  the 
interests  of  the  Toronto  Branch  of  the  Institute  dur- 
ing their  term  of  office.  A  resume  of  Mr.  Wynne- 
Roberts'  address  follows : 

"The  Executive  Committee  has  deemed  it  exped- 
ient that  the  chairman  should  deliver  an  inaugural 
ddress  and  I  think  it  is  a  good  custom  for  him  to 
make  a  few  observations  on  matters  relating  to  engi- 
neering. The  Committee  also  thought  it  desirable  for 
the  Chairman  to  enunciate  a  policy  which  we  might 
endeavor  to  follow  during  my  term  of  office.  The 
first  part  I  am  prepared  to  conform  to,  but  to  declare 
a  policy  is  not  quite  so  easy  because  my  views  are 
personal  and  may  not  harmonize  with  those  held  by 
the  members  of  the  Executive  Committee.  I  will, 
however,  try  to  present  a  few  points  for  your  consider- 
ation. 

"If  our  foresight  was  as  good  as  our  backsight  we 
would,  of  course,  carve  our  future  with  mathematical 
precision,  but  we  are  not  gifted  with  a  prophetic  mind. 
The  past  nevertheless  is  prophetic  of  the  future  and 


our  opportunities  are  piling  up,  in  a  land  that  is  young 
and  vigorous. 

Engineers  Links  Between  Capital  and  Labor 

"One  thing,  I  think,  may  be  stated,  and  that  is, 
engineers  are  useful  links  between  capital  and  labor. 
Of  course,  engineers  may  be  put  in  the  same  category 
as  labor,  but  we  more  or  less  occupy  judicial  positions 
In  connection  with  the  public  undertakings  placed  in 
our  charge.  Investors  of  crpital  have  found,  by  the 
creative  power  of  engineers,  great  fields  for  invest- 
ments and  labor  has  found  abundant  employment. 
Fortunately,  by  the  organizing  genius  exercised  by 
engineers,  both  parties  have  worked  in  harmony  dur- 
ing the  past  generation.  The  good  common  sense  of 
the  investors  rnd  workers  have  necessarily  helped 
materially  to  this  end. 

"The  investors  have  means  of  safe-guarding  their 
interests  and  the  workers  are  well  organized  to  guard 
theirs.  The  engineers,  however,  have  been  and  are 
still  without  adequate  cohesion,  influence  or  recom- 
pense. If  they  were  united  in  a  bond  of  co-operation, 
there  would  be  no  power  or  influence  to  excel  it.  It 
requires  but  a  slight  effort  of  imagination  to  forecast 
what  would  occur  in  Canada  if  professional  engineers 
went  out  on  strike.  Such  a  contingency  is,  of  course, 
so  remote  and  impossible,  under  the  present  condi- 
tions, that  it  sounds  too  grotesque  for  words.  But  let 
our  imagination  have  its  sway  for  a  moment  and  what 
will  it  suggest?  If  the  professional  engineers  (or  en- 
ergeers  as  Sir  W.  H.  Preece  once  called  them)  sus- 
pended activities,  Canadian  business  would  soon  be  in 
confusion,  life  and  limb  would  be  endangered  and  city 
amenities  would  at  lerst  be  much  disturbed.  These 
are  mentioned  only  to  indicate  the  function  of  engi- 
neers in  their  relation  to  the  community.  Whilst  we 
are  not  in  a  position  to  protect  our  interests  like  other 
professions,  we  are  also  unable  to  protect  the  public. 

Difficulties  Rectified  by  Co-operation 

"This  state  of  affairs  will  some  day  come  to  rn  end, 
and  we_  cordially  invite  all  engineers  to  come  together 
to  rectify  our  corporate  deficiencies.  The  great  na- 
tional engineering  societies  of  Canada,  United  States 
rnd  Britain  are  not  rendered  inefficient  or  powerless 
by  the  formation  or  the  existence  of  others  which  are 
organized  for  particular  sections  of  engineers.  The 
national  societies,  notwithstanding  the  birth  or  growth 
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of  others,  seem  to  grow  more  vigorously  indepen- 
dently and  even  by  virtue  of  the  activities  of  allied 
societies.  Still,  in  unity  there  is  strength.  The  sub- 
mergence of  personal  views  and  compromising  on  cor- 
porate aims  will  he  advantageous  to  the  profession 

2s  a  body.  There  exists  a  splendid  cordiality  between 

the  societies  and  we  arc  sanguine  that  such  relation 
will  continue  for  all  time 

"During  the  past  generation,  engineers  have  .ac- 
complished great  things  for  the  public,  hut  iti  the 
matter  of  status  and  emoluments  we  are  practically 
in  the  same  position  as  in  1887.  This  implies  our  in- 
ability to  do  something  for  ourselves.  Unless  we 
bestir  ourselves  I  fear  we  shall  find  the  status  of  our 
profession  suffer.  The  remuneration  of  engineers, 
especially  those  in  the  employment  of  others,  is  inade- 
quate to  enable  them  to  maintain  their  positions  with 
becoming  professional  dignity,  and  the  Engineering 
Institute  of  Canada  in  concert  with  all  Engineering 
Societies  should  strive  to  improve  matters.  The  fees 
for  the  services  of  consulting  engineers  should  also 
be  established. 

"Our  Society  fundamentally  exists  to  assist  each 
member  and,  conversally,  the  members  are  called  upon 
to  do  their  utmost  to  promote  the  interests  of  their 
Society.  With  your  cordial  assistance  Ave  hope  to  see 
the  Toronto  Branch  of  the  E.  I.  C.  occupy  the  premier 
position  in  Canada.  We  have  men,  materials,  talents 
and  splendid  opportunities  to  warrant  the  best  anti- 
cipations. 1 

Establishment  of  Canadian  Engineering  Societies 

"The  history  of  Canadian  engineering  during  the 
past  generation  is  suggestive  of  what  is  yet  to  be 
accomplished.  This  year  is  the  thirty-third  since  the 
establishment  of  the  Society  of  the  Canadian  Engi- 
neers. The  Royal  Canadian  Institute  was  established 
in  1851,  particularly  for  the  promotion  of  surveying, 
engineering  and  architecture  and  its  chief  sponsor  was 
Sir  Sandford  Fleming.  An  effort  was  made  in  1880 
by  the  late  E.  W.  Plunkett  to  start  an  engineering 
society.  He  issued  a  circular  letter  under  the  pseu- 
donym of  X.  Y.  but  no  active  results  ensued.  Some 
engineers  in  the  same  year  promoted  a  Bill  in  the  On- 
tario House  of  Parliament  for  the  registration  of  en- 
gineers which  proposed  to  classify  those  who  qualified 
and  registered.  For  example,  those  put  into  class  A 
would  be  qualified  to  become  chief  -engineers  in  any 
line,  those  in  class  B  would  be  chief  engineers  in  a 
particular  line,  class  C  were  simply  engineers  and  class 
D  assistants.  This  Bill  did  not  receive  much  wel- 
come on  the  prrt  of  the  legislators  nor  by  the  ma- 
jority of  the  engineers  themselves.  The  Canadian  So- 
ciety of  Civil  Engineers  was  established  in  1887.  The 
late  Alan  MacDougall  of  Toronto  apperrs  to  be  one 
of  its  organizers  and  it  received  the  sympathetic  sup- 
port of  most  of  the  engineers  whose  names  will  always 
lie  prominently  associated  with  engineering  in  Canada. 
The  Society  strrtcd  with  a  respectable  number  of  288 
and  to-day  it  has  nearly  3,500  on  its  rolls. 

Past  Thirty-three  Years  Period  of  Great  Engineering 

Activity 

"The  past  33  years  represents  a  period  of  great 
activity  and  expansion  in  this  country.  Great  many 
of  the  engineering  enterprises  were  cither  started  in 
this  period  or  were  greatly  enlarged,  T  cannot,  of 
course,  pretend  to  speak  from  intimate  knowledge  and 
experience  of  the  developments  that  have  taken  place, 
but  it  has  been  a  source  of  pleasure  to  spend  some 


time  in  collecting  the  data.  I  would  urge  upon  mem- 
bers to  delve  deeper  into  the  subject  than  I  have,  for 
the  study  would  be  found  not  only  delightful  but  pro- 
fitable. We  cannot  appreciate  what  we  now  possess 
unless  we  know  what  it  involved  in  the  past.  In  Ten- 
nyson's words  "we  are  the  heirs  of  the  ages  in  the 
foremost  ranks  of  time."  It  is  interesting  to  note  that 
(he  licensing  and  the  status  of  engineers  have,  during 
the  past  forty  years,  been  subjects  of  perennial  inter- 
est and  discussion,  not  only  in  the  press  and  in  our 
meetings,  but  before  Royal  Commissions  and  in  Par- 
liaments." 

Mr.  Wynne-Roberts  then  briefly  reviewed  the  de- 
velopment of  the  different  branches  of  engineering  in 
Canada  up  to  the  present  time,  dealing  with  roads, 
waterworks,  sewage  disposal,  electric  power,  electric 
railways,  steam  railways,  bridges,  irrigation,  mining, 
the  pulp  and  paper  industry,  harbor  and  dock  works, 
canals,  shipbuilding,  and  town  planning.  The  devel- 
opment thus  indicated  has  shown  that  the  young  tree 
of  civil  engineering  has  grown  marvellously  and  many 
powerful  branches  have  appeared  and  are  still  appear- 
ing, and  metaphorically,  they  stand  to-day  as  one  mag- 
nificent structure. 

Lack  of  Engineers  as  Statesmen 

Mr.  Wynne-Roberts  wondered  if  we  could  not  in- 
duce some  one  to  give  us  pen  pictures  of  the  lives  of 
eminent  Canadian  engineers.  In  his  opinion  we  coidd 
spend  .many  a  profitable  hour  listening  to  and  dis- 
cussing papers  on  their  lives  and  their  accomplish- 
ments. "It  would  also  be  most  instructive  and  inter- 
esting," he  continued,  "if  some  one  read  a  paper  on 
w  hat  engineers  h;  ve  done  in  our  parliaments.  It  is 
manifest  that  engineers  have  played  an  important  rob- 
in the  development  of  this  country,  but  I  would  also 
like  to  know  something  of  engineers  who  have  served 
their  country  as  statesmen.  There  are  about  100  cabi- 
net ministers  and  about  800  members  of  legislatures 
and  senates,  and  the  point  I  want  to  emphasize  is  the 
significant  absence  of  engineers  in  our  parliaments 
and  on  municipal  councils.  Since  these  authorities 
spend  millions  of  dollars  annually  and  as  so  few  en- 
gineers are  legislators  or  aldermen  would  it  not  be 
to  the  country's  benefit  if  our  societies  were  given  op- 
portunities to  consider  the  policy  of  engineering 
schemes  involving  expenditures  of  public  funds?  This 
woidd  be  no  reflection  on  the  government  or  muni- 
cipal engineers  but  the  object  I  advance  is  the  desira- 
bility of  having  engineering  projects  publicly  dis- 
cussed by  engineers. 

"Furthermore  would  it  not  be  advantageous  to  the 
people  if  the  services  of  engineers  were  more  fre- 
quently invited  in  connection  with  the  different  com- 
missions? Engineering  problems  are  often  submitted 
to  lawyers  and  laymen  for  investigation  and  whilst  the 
commissioner  may  be  upright  and  capable,  they  have 
not  the  training  and  experience  of  engineers.  This 
brings  me  to  the  question  of  whether  in  the  light  of 
the  experience  of  33  years,  engineers  should  take  a 
more  prominent  part  in  State  politics.  Personally,  I 
think  we  should,  for  the  reason  that  a  good  number  of 
the  questions  which  we  intimately  associate  with  the 
welfare  of  the  people  are  either  engineering  or  closely 
allied  to  it.  Roads,  railways,  mining,  irrigation,  for- 
estry, creameries,  cold  storage,  drainage,  buildings, 
agriculture,  canals,  power,  manufactures,  ships,  docks, 
labor  arc  all  linked  more  or  less  intimately  to  en- 
gineering. 
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"The  foregoing  observations  lead  us  back  again  to 
the  status  of  engineers.  Even  if  a.  legal  status  was 
granted  to  us  now,  I  think  our  position  in  respect  to 
public  recognition  will  depend  largely  upon  the  ser- 
vice we  render  freely  to  the  community  and  the  pub- 
licity we  invite.  We  may  continue  to  attend  to  our 
own  particular  businesses  with  cloistered  assiduity 
and  subconsciously  enjoy  the  satisfaction  that  we 
have  done  our  best  for  our  employers.  But  this  will 
not  be  adequate  to  satisfy  the  general  public,  that  we 
deserve  fuller  appreciation,  we  must  bid  for  it  and  not 
wait  for  it. 

"One  more  point  and  that  is  the  fraternal  rela- 
tions amongst  engineers.  Ftwpiettc  and  ethics  are 
useful  as  beacons  to  guide  our  footsteps,  but  I  firmly 
believe  that  a  solid  brotherhood  of  professional  en- 
gineers will  do  much  more.  Mutual  assistance  and 
respect  in  all  professional  matters,  would  be  a  splendid 
slogan  for  our  Society  to  adopt. 

Papers  at  Coming  Meetings 

"Eor  your  information  it  may  be  stated  that  every 
Thursday  night  from  Feb'y.  5th.  to  May  6th.  a  paper 
has  been  promised  and  we  most  heartily  invite  you 
all  to  attend  and  take  part."  The  following  is  a  list 
of  the  papers : 

Feb'y  5th.— Heat  Transfer— Mr.  E.  Metcalfe-Shaw. 
Feb'y  12th.— Siberia— Capt.  F.  A.  Dallyn  and  Maj. 

C.  S.  L.  Hcrtzberg. 
Feb'y  19th. — Bituminous  Roads — Mr.  Bruce  Aldrich. 
Feb'y  26th. — York  Township  Sewerage  Scheme — Mr. 

J.  M.  M.  Greig. 
Mar.  4th. — Debate  on  "Should  Engineers  Unionize" 

Positive    Side    by    Mr.    W.    Snaith — 

Negative    Side    by    Prof.    P.  Gillespie. 
Mar.  11th. — Toronto   Harbor   Works — Mr.   Geo.  T. 

Clark. 

Mar. 18th. — Automatic  Telephones — Mr.  T.  A.  Danks 
Mar.  25th. — Concerning  Bridges — Mr.  Frank  Barber. 


Apr.  1st. — Town  Planning  and  the  Canadian  Engineer 

—Mr.  A.  V.  Hall. 
Apr.  8th. — Chemistry  ?nd  Engineering — Mr.  T.  Linsay 

Crossley. 

Apr.  15th.— Sarnia  Intake— Mr  F.  W.  Thorold. 

Reinforced  Concrete  Pipes  Mr.  H.  W. 
Heywood. 

Apr.  22nd. — Application  of  the  Venturi  Principles — 

Mr.  E,  Dean  Wilks. 
Apr.  29th.— Dredging—  Mr.  W.  E.  M.  Bonn. 
.May.  6th. — Ontario    Highway    Policy — Mr.    W.  A. 

McLean. 

The  following  are  promised  for  next  season : 
Chippawa  Hydro  Electric  Power  Scheme — H.  G. 
Acres. 

Geology  in  relation  to  Engineering,  Mr.  C.  W. 
Knight. 

Hydro  Radials,  Mr.  F  A.  Gaby. 

General  Refining  Practice,  Mr.  C.  E.  Dean. 

Progress  and  development  in  design  of  centri- 
fugal pumps,  Mr.  T.  M.  Jones. 

New  Toronto  Union  Station— Mr.  J-  R-  W. 
Ambrose. 

Design  of  Sewage  Treatment  Works — Mr.  W.  R. 
Worthington. 

Tumps  and  Power — Mr.  James  Milne. 

Reinforced  Concrete — Mr.  J.  C.  Krumm. 

Mesopotamia — Capt.  L.  Wynne-Roberts. 

Engineers  in  relrt'on  to  Contractors — Mr.  W.  E. 
I  )ouglas. 

Forms  for  Concrete  Work — Mr.  T.  T.  Black. 
Steel  Forging  and  Heat  Treating  Furnaces — Mr.  R. 
R.  Knight. 

Purchase  of  Fuel  on  B.  T.  U.  basis— Prof.  L.  M. 
Arkley. 

Street  Paving — Mr.  Murray  A.  Stewart. 
Toronto  Gas  Works — Mr.  A.  Hewitt. 
Hydro  Electric  Power — Mr.  T.  H.  Hogg. 
Concrete — Mr.  R.  B.  Young. 


How  works  of  Dunlop  Tire  &  Rubber  Goods  Co.,  Ltd.,  Toronto,  will  appear  when  large  extensions  are  completed 
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Unit  Cost  of  Labor  on  Essex  Border  Sewer 

Itemized  Cost  Data  of  Shaft  and  Tunnel  Excavation,  Pipe  Lay- 
ing and  Backfilling  on  East  Intercepting  Sewer  in  Border  Cities 

 By  Chas.  W.  Tarr—  1  

II'.  Essex  Hordc-r  Utilities^  Commission,  com-     mile  was  placed  directly  under  the  sidewalk,  which 
posed  of  two  members  from  each  of  the  seven    was  disturbed  only  where  shafts  were  located.' 
municipalities  of  Windsor,  Walkerville,  Ford  The  force  main  crossing  under  the  main  line  of 

City,  Sandwich,  Ojibway,  and  portions  of  the  the  (hand  Trunk,  a  double  track  railway  with  sid- 
townships  of  Sandwich  East  and  Sandwich  West,  ings,  was  laid  in  open  cut,  the  two  main  line  tracks 
bordering  on  the  JDetroit  River  opposite  Detroit,  Mich,    being  supported  on  stringers  over  caps  on  round 

in  Essex  County,  Ont.,  having  in  charge,  among  other  piles.  The  other  two  crossings  under  spur  tracks 
things,  the  disposal  of  the  sewage  for  the  Essex  Border     were  made  without  special  work,  the  usual  cement 

District,  had  plans  and  contracts  prepared  for  sections  envelope  4  in.  thick,  as  specified  by  the  Ontario  Rail- 

of  an  intercepting  sewer  end  in  October,  1918,  awarded  way  Board,  being  put  around  the  pipe  at  all  railroad 

contracts  for  the  construction  of  the  east  intercepting  crossings.    Three  crossings  under  the  trolley  track 

sewer.    Materials  began  to  arrive  and  actual  construe-  caused  no  inconvenience  to  the  tunnelcrs 
tion  started  on  Oct  17,  1918.  A  section  of  the  work,  1843  feet  long,  with  depths 

Fhe  east  intercepting  sewer serves,  for  Re  present,  from  „  to  18  feet  was  excavated  ,     mcrns  0\  an 

to  discharge  the  sanitary  flow  from  hoi-d  (  ity  and  Austjn  trenching  machine.    Hack-filling  this  open  cut 

Wa  kerv,  le  into  he  Detroit  River  below  the  existing  ln.nch  was  ()om.  wjth  a  t(.;mi  and  £  a 

Water  Works  intakes,  and  later  will  form  a  portion  ,       cal)k,  U)  thfi  treflch 

of  a  complete  intercepting  system   with  an  outlet  at  M  t,K.  ^  ()f  thfi  WQrk    j(  wag  ted  somc 

one  point,  where  disinfection  and  later,  purification  difficulty-  W(nmi  be  encountered  in  securing  labor  but 

facilities  can  be  installed.  ,  •  .   ,  „  M  the  work  progressed,  sufficient  men  were  available 

I  he  hue  ran  along  S;  ndwieh  Street  which  follow.  am,  th(.  raU>s  ()f    ay  wm.  r(.(hR.(,,    wjth  thc  tcr 

he  Detroit  River  and  is  fast  becoming  lined  with  num,)(.r  employed  at  the  lower  rates, 
business  and  industrial  interests.     J  raffle  on  this  street  . 

is  much  congested,    especially    through    Walkerville  Rates  of  Wages 

and  the  plant  of  the  Ford  Motor  Co.  of  Canada  in  The  following  table  gives  a  representative  list  of 

Fbrd  City.    A  trolley  line  extends  along  one  and  one-  workmen  and  their  average  rates. 

half  miles  of  the  line  and  a  crossing  under  the  main  Maximum  number 

lines  of  the  Grand  Trunk  Railway  was  necessary.    Thc  „  Kates  ^er  Hour        employed  per  day 

•   ,  r       ,,  •  ..  ,    .   ,    J      .  ti     t  Foreman   $8.00-0.00  3 

plans  for  this  section  of  interceptor  provide  for  a  ])cr  day 

pumping  station  which  is  now  under  construction  but  Tunnelcrs   90-70c  5 

was  not  included  in  this  contract.  Block  layers  90-70c  4 

Brick  layers  90-70c  4 

Quantity  of  Work  Laborers  65-45c  06 

,        ,  ,     .  .       ,.  Teams  80-70c  9 

1  he  work  to  be  done  consisted  of  building:  Horse  and  Man   Cue  4 

942  lineal  feet  15  in.  Vitrified  Pipe  Sewer.  Wagons  only  25-40c  day  10 

1459        "      "      Jg  if]  "  »  »»  Nearly  all  work  done  on  lineal  foot  basis. 

1 1^55       »      "     9Q  :n         »         »  m  A  large  amount  of  work  was  done  on  a  production 

2S85       «     "     24  in         "         "  "  basis  which  made  for  shorter  hours  and  greater  pro- 

2037       "     "     30  in.  Segment  Block  Sewer  "rcss-    The  tunneler  and  shaft-digger,  also  the  brick- 

7>709       "     "     33  in         "         "  "  layer  on  the  manholes  worked  on  this  basis  at  the  fol- 

254       "      "     20  in.  Reinforced  Con.  force  main  lowing  rates:—  Maximum 
48  brick  manholes  with  concrete  base  and  cast  iron  Ra(e  pef  Hnea]  ft     dai]y  paro™on 

frame  and  cover.  Tunneling  Sl.35-.80  113  ft. 

Two  measuring  chambers  with  Venturi  tubes  Shaft  Sinking  $3.50-2.20  40  vert.  ft. 

Three  regulating  chambers  at  junctions  with  exist-  Manholes.  $1.25  per  vert.  ft.  122  ft. 

ing  combined  sewers.  The  maximum  force  was  employed  during  the  two 

The  work  fell  naturally  into  three  classes,  viz:  weeks  endinS  J"1-  16'  .191x9'  »*  bejnS  °^!,r  th,ree  timC,S 

The  main  interceptor  with  manholes  and  force  main:  lhe  number  employed  in  November    918,  when  work 

the  two  measuring  chambers  with  their  Venturi  tubes ;  was  wel1  under  wa>'  and  four  tlm^s  ,that  at™e  ^nd  of 

the  regulators  at  existing  combined  sewers  and  con-  ma-v  1919>  when  the  larSer  Part  of  the  work  had  been 

nections  for  sanitary  flow  only.    The  two  last  classes  completed. 

of  work  were  not  large  and  of  a  special  nature,  and  Shaft  Excavation 

their  cost  is  given  as  total  only.  Shaft  sinking   was   done   by   hand,  using  picks, 

About  81  per  cent,  of  the  sewer  was  laid  in  tunnel  sPades  and  &rubs-  the  material  being  shoveled  from 

and  shaft  excavation,  the  material  being  largely  a  blue  platforms  placed  at  vertical  intervals  of  approximately 

knifing  clay  to  which  that   method   was   especially  seven  feet.    Generally  the  major  portion  of  the  mater- 

adaptrble.    In  order  to  delav  traffic  as  little  as  pos-  ial  was  Plled  alongside  the  shaft  for  backfilling.  Two 

sible,  the  interceptor  was  placed  under  the  sidewalk  '"en  worked  together  in  the  bottom   being  paid -for 

or  parking  space  wherever   practicable.    About  one  the  number  of  vertical  feet  excavated.    The  platform 

 '  and  top  men  worked  by  the  hour. 

i„g  SffwiS.to.ol.r'  Mor"S  K"mvkS-  T't'1"  ConsuH;         The  shafts,  spaced  about  75  feet  apart,  averaged 
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5x8  feet  in  area,  with  depths  from  eleven  feet  to 
twenty-one  feet.  Eighty  per  cent,  of  the  shaft  exca- 
vation was  in  hard,  yellow  clay,  requiring  sharp  picks 
to  loosen  it.  All  shafts  were  braced,  using  rangers 
6  in.  x  8  in.  with  lrgging  2  in.  x  8  in.  spaced  8  in. 
apart.  Where  the  depth  of  the  sewer  exceeded  10 
ft.  the  5  x  8  ft.  shaft  was  used  hut  in  shallow  exca- 
vation, an  elongated,  narrow  shaft  was  used  of  about 
15  feet  in  length,  leaving  about  35  feet  between  to  be 
tunneled. 

Tunnel  Excavation 

Tunneling  was  done  by  men  experienced  in  that 
type  of  work;  they  clothed  in  oil  skins  and  used  short 
spades.  The  excavated  material  was  passed  back  to 
a  mucker  who  loaded  it  at  the  bottom  of  the  shaft  into 
a  bucket  holding  about  one-quarter  cubic  yard.  Erom 
this  point  it  was  drawn  to  the  top  by  a  horse  oper- 
ated windlass,  especially  made  for  this  work.  Two 
shafts  with  four  headings  were  worked  simultaneously 
and  required  the  following  force  and  equipment: 

4  tunnelers  ;  4  to  8  muckers  ;  2  top  men  ;  1  horse 
and  driver;  8  mud  buckets. 

The  hoist  used  was  a  portable  fra  me  outfit,  occupy- 
ing a  space  about  6  x  10  ft.,  with  a  platform  5  ft. 
above  ground  level,  on  which  a  short  pair  of  rails  were 
fastened  and  a  flat  cr.r  operated.  Two  hoists  were 
generally  operated  together,  one  of  which  was  equip- 
ped with  a  vertical  drum  and  horizontal  lever  to  which 
a  horse  was  hitched.  Cables  from  this  drum  ran  over 
sheaves  and  down  each  shaft,  being  so  wound  that 
as  one  was  lowered  the  other  was  raised.  The  horse 
was  equipped  with  a  swivel  yoke  and  could  be  readily 
turned  to  travel  in  either  direction  around  the  center 
of  the  drum.  A  mud  bucket  being  filled  at  the  bottom 
of  the  shaft  was  raised  as  an  empty  one  was  lowered 
in  the  adjoining  shaft.  The  top  man  ran  his  transfer 
car  under  the  full  bucket  and  attached  an  empty 
bucket  to  the  cable.  The  full  bucket  on  the  transfer 
car  was  pushed  to  the  edge  of  the  platform  and 
emptied  into  a  wagon.  One  pair  of  horses  handled 
two  wagons,  leaving  an  empty  one  at  the  hoist  while 
removing  the  loaded  one  to  the  spoil  dump. 

Pipe  Laying  and  Backfilling 
Block  laying  and  pipe  laying  followed  the  comple- 
tion of  excavation  between  shafts,  the  heavier  pipe 
being  lowered  by  means  of  the  usual  type  of  "A"  frame 
windlass,  having  a  light  wagon  wheel  on  the  end  of 
the  shaft  and  a  friction  brake.  Backfill  in  the  tunnel 
was  done  by  the  blocklayer  or  pipe  layer  with  blue 
clay,  packing  it  in  by  hand  as  each  joint  was  laid. 
Backfill  in  the  shafts  was  partially  made  by  dumping 
wagon  loads  of  material  from  the  excavation  ahead, 
through  holes  in  platforms  over  the  shaft  openings. 

Work  Carried  On  During  Winter 

The  feature  of  the  work  was  that  it  was  started 
in  October  and  pushed  to  completion  through  the  win- 
ter season,  thus  releasing  the  labor  and  equipment  in 
June  and  July  to  take  up  the  summer  contracts. 

Elapsed  time  267  clays 

Less  Sundays  38  days 

Total  working  days  229  days 

Working  days  lost 

Armstice  2 

Christmas  1 

Rain  7J4  10%  " 

Total  days  worked  218J4 

Length  of  work  12,551  feet  or  57  ft.  per  day  worked. 

The  largest  cost  item  of  the  work  was  excavation, 


as  the  interceptor  was  laid  at  a  depth  of  12  ft.  t  j  22 
ft.  with  an  average  depth  of  about  18  ft.  The  follow- 
ing table  gives  itemized  labor  costs  for  shaft  and  tim- 
nel  excavation.  This  is  actual  cost,  without  profit  or 
workmen's  compensation  and  the  considerable  varia- 
tion in  unit  prices  is  due  to  particular  local  condi- 
tions and  to  ihe  necessity  of  varying  the  rates  of  pay 
to  meet  the  labor  conditions  encountered. 

Unit  Costs  and  Data  on  Shaft  &  Tunnel  Excavation 
Shaft  Excavation 

Segment  Block       Vitrified  Sewer  Pipe 

Diam.  Sewer 

in  inches  •         33"       33"       30"       24"       20"  18" 

Number  of 

Shafts  opened  52         13         31         39         19  sj 

Average  Deptli  1()'-18'  18'-22'  14'-19'  l.V-21'  1(>'-20'  12'-20' 
Total  en.  yds. 

Shaft  excav.  9C0       406       835       805       394  152 

Aver.  cu.  yds. 

per  shaft  18.5      31.3      27.0      20.6      20.7  170 

Total  cost 

shaft  excav.  $2787    $2125    $4809    $1913    $1254  $50:, 

Average  cost 

Per  shaft  $54      $163      $155        $49        $60  $56 

Average  cost 

per  feu.  yd.  $2.90     $5.20     $5.75     $2.38     $3.18  $3.30 

Tunnel  Excavation 

Length  of 

tunnel  2295        728      1744      2289      1427  50" 

Aver,  size    43  x  54"  43  x  54"  40x  48"  34  x  48"  29  x  40"  29  x  40" 
tu.  yds.  per  ft.        .50        .50        .40        .28        25  25 
rota]  cu.  yds.  1148        364        698        641        357  r>f, 

Total  cost 

tunnel  excav.         $6591     $1626    $5151     $5088    $2966  $1039 
Aver,  cost 

Per  lin.  ft.  $2-87     $2.23     $2.95     $2.22     $1.89     $2  07 

Aver,  cost 

I)er  «ft  yd.  $5.74     $4.47     $7.48     $7.94     $8.30  $8.24 

Pipe  Laying  Cost 

The  following  table  gives  unit  costs  for  laying 
pipe  and  backfilling  shafts  and  open  trench.  These 
also  are  actual  costs  without  profit  or  workmen's  com- 
pensation. Wherever  pipe  was  laid  in  tunnel,  the  cost 
includes  backfilling  because  as  each  length  of  pipe 
was  laid  the  opening  above  it,  approximately  12  in., 
was  immediately  filled  and  tamped  with  blue  clay.  ' 

The  unit  costs  for  backfilling  are  for  shafts  and 
open  trench  only,  as  the  backfilling  in  tunnel  was  in- 
cluded in  pipe  laying  as  explained  above. 

Pipe  Laying  and  Backfilling  Costs 

diam.        33"    33"    30"    24"    20"    18"    15"    20"  Force  Main 
Pipe  Laying 

Length  of 

pipe  2799'    822'    1966'    2540'     1535'     1446'    928'  252' 

lotal  cost 

pipe  laying  $2710  $933   $2592  $1699     $864     $482'  $131=  $241 
Cost  per  ." 

foot  $    .97  $1.14  $  1.32       .67       .56       .33      .14  .96 

Backfilling 

Total  cu.  yds.  708     334       725       762       355     1113'    0794  113 
Total  cost 

Backfilling    $671    $120     $173     $331     $325     $570   $733  $109 
Cost  per 

CU  yd-^   •         95      36       -24       -43        63       -51      -75  96 

1 —  61%  in  open  trench. 

2 —  100%  m  open  trench. 

3 —  88%  in  open  trench. 

4 —  100%  in  open  trench. 

Cost  of  Work 

This  work  was  done  on  the  basis  of  actual  cost 
plus  a  fixed  fee  on  a  sliding  scale.  The  fixed  fee  for 
completing  the  work  was  $12,000,  being  about  10  per 
cent,  of  the  estimated  cost  of  the  work  by  the  con- 
tractor. _  This  fee  was  increased  by  25  per  cent,  of 
any  saving  the  contractor  made  on  his  estimated  cost, 
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and  decreased  by  10  per  cent,  of  any  amount  he  ex- 
ceeded his  estimate. 

The  total  labor  cost,  exclusive  of  workmen's  com- 
pensation which  runs  about  2y2  per  cent,  of  the  pay- 
roll and  profit,  was  as  follows: 

I'cr  cent. 

of  labor  cost 

Shaft  excavation   913,393  $.'!.T7  en.  yd  81.3 

Tunnel       "                         22,461  6.75  35.8 

Backfilling                             2,932  .58  4,6 

Machine  &  open  nil  . . 

excavation                     2,58]  11 

Pipe  laying                          »,8S2  15.1 

Manholes                                 2,780  $58.00  each  4,4 

Paving                                  1,187  Sq.  Y<1.  1.9 

Removing  supplies  &  ... 

cleaning  up  '  7,088  (u.  Yd.  11.2 
Pumping,  misc.  repairs,.. 

etc.                                   780  1.3 

62,854  100.0 


Tlie  total  cost  ,,f  the  work  i-.  shown  in  the  fol- 
lowing table : 

Per  cent, 
of  whole  cost 

l.ahor  from  above  talde  $<>:;, s:,o  50.2 

Regulators  (l.ahor;    4,500  3.0 

Hauling   Materials    2,150  1.8 

Materials    &    equipment  Including 

Workmen's    Compensation    ...  44,000  :!.'.. :> 

Profit    11,500  <J.2 

125,000  100.0 

Contractor  and  Personnel 

The  interceptor  was  constructed  by  Merlo,  Merlo 
&  Ray,  Limited,  contractors,  of  YValkervillc,  Ontario. 
The  interceptor  w?.s  designed  and  the  construction 
work  supervised  by  tlie  firm  of  Morris  Knowles,  Lim- 
ited, whose  president,  Mr.  Knowles,  is  chief  engineer 
for  the  Ksscx  Holder  Utilities  Commission. 


The  Suitability  of  Wooden  Houses  for  England 

Author  Believes  That  the  Frame  House  Can  Be  Satisfactorily 
Adapted  to   English  Conditions       Suggests   Practical  Test 

 ■ — —  By  Thos.  Adams*  


WHETHER  or  not  the  wooden  house  is  suitable 
for  English  climatic  conditions  is  a  matter 
not  likely  to  be  settled  by  theoretical  dis- 
cussion. Practical  demonstration  is  needed 
on  a  larger  scale  than  has  hitherto  been  attempted. 
That  the  isolated  wooden  cottage  was  .suitable  and 
was  more  economical  than  a  brick  or  stone  house  for 
rural  districts  was  well  established  before  the  Wi  r.  In 
many  English  agricultural  districts,  weather-boarded 
cottages  existed  that  were  both  charming  in  appearance 
and  adapted  to  comfort. 

I  lived  in  a  small  wooden  house — which  is  still 
occupied — in  London  from  1908-11.  That  house  had 
been  standing  for  about  a  hundred  years  It  was 
warmer  than  a  brick  house,  and  showed  no  more 
signs  of  decay  than  a  brick  house  of  the  same  age.  In 
the  same  neighborhood  there  are  many  old  weather 
boarded  cottages,  all  occupied  and,  because  of  their 
picturesque  character  and  setting,  more  attractive 
to  tenants  than  the  wooden  brick  cottages  too  often 
erected  in  dreary  rows.  The  Chief  Architect  of  the 
Ministry  of  Health  has  lived  for  many  years  in  a 
wooden  house  at  Hampstead. 

Durable,  if  Well-Built 

The  fact  is  that  when  a  wooden  house  is  well-built, 
of  well-seasoned  lumber,  it  is  as  durable  as  need  be. 
With  regard  to  fire  insurance  in  England  my  house 
was  insured  for  the  same  premium  as  a  brick  house. 

However,  these  houses,  and  also  farm  cottages, 
are  in  open  surroundings.  The  fact  that  they  are 
reasonably  safe  does  not  mean  that  it  would  be  safe 
to  erect  wooden  houses  in  rows — and  usually  working 
men  cannot  afford  to  live  in  anything  but  rows  or 
"roups. 

It  might  be  agreed  that  even  if  wood  is  cheaper 
than  brick,  and  detached  or  semi-detached  wooden 
houses  are  not  an  excessive  fire  hazard,  the  fact  that 
brick  houses  can  be  safely  erected  in  large  groups 
does  away  with  all  the  advantages  of  economy  and 
rapidity  of  erection  of  wooden  houses.    Against  this 

•Town  planning  advisor  to  the  Commission  of  Conservation. 


argument  however,  would  it  not  be  a  good  thing  to  get 
away  from  the  fashion  of  erecting  houses  in  long  rows 
in  England?  If  wooden  construction  will  help  to  do 
so  without  serious  disadvantages,  would  that  not  make 
it  well  worth  while  to  use  more  wood? 

Man}-  of  the  pros  and  cons  relating  to  wooden 
construction  have  already  been  discussed  in  English 
periodicals.  It  is  unnecessary  to  continue  discussing 
things  so  obvious  as  that  wood  must  be  well-seasoned, 
and  that  it  should  only  be  used  where  open  develop- 
ment of  the  land  is  practicable.  The  discussion  of 
technical  aspects  of  wooden  construction  should  be 
left  to  the  architects  and  town  planners  who  would 
be  employed  to  apply  and  adapt  the  construction  to 
suit  English  conditions. 

The  important  point  at  the  moment  is  that  houses 
are  urgently  needed  and  that  the  use  of  wood  for  house- 
building has  led  to  rapid  and  convenient  methods  of 
construction  in  Canada  and  that  the  cold  climate  and 
scarcity  of  coal  have  caused  Canadians  to  be  up-to- 
date  in  heating  appliances. 

A  demonstration  of  the  merits  of  the  wooden  house 
in  England  is  needed,  not  only  to  show  under  what 
conditions  wood  may  be  safely  used  but  also  to  indicate 
the  methods  of  rapid  building  and  economical  heating 
that  have  developed  in  Canada. 

Among  the  points  that  have  been  discussed,  and 
regarding  which  there  still  appears  to  be  much  doubt 
in  official  minds,  are  two,  namely,  the  suitability  of 
the  frame  house  to  the  English  climate  and  the  extra 
fire  risk  of  the  wooden  house. 

Suitability  of  Frame  House  to  English  Climate 

There  probably  are  no  cities  in  Canada  that  have 
more  wooden  houses  than  Halifax,  Vancouver  and 
Victoria.  Mr.  A.  G.  Dalzell,  who  has  had  extensive 
British  and  Canadian  experience,  says  that  the  climate 
of  Halifax  is  comparable  to  that  of  England,  the  actual 
rainfall  being  greater.  "The  rainfall  in  Vancouver," 
he  says  "is  greater  than  in  England,  while  in  Victoria 
strong  w  inds  combined  with  rains  are  not  uncommon." 
Many  of  the  houses  in  Halifax  are  over  a  century  old. 
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lii  the  great  explosion  1CH7  the  brick  houses  stood  up 
no  better  than  the  wooden  houses.  Wooden  houses 
have  also  been  standing  in  New  England  for  over  a 
hundred  years. 

Mr.  \Y.  D.  Cromarty,  the  chief  architect  in  the 
Housing  office  of  the  Canadian  government,  who  was 
trained  in  an  English  office,  says:  "My  opinion  is 
that  for  most  parts  of  England  the  frame  house  is 
quite  suitable  from  the  climate  standpoint.  There 
may  be  districts  as,  for  example,  in  the  Yorkshire 
moors  where  the  force  of  the  driving  rains  can  only 
he  successfully  withstood  by  stout  stone  walls.  These 
are  however  more  or  less  exceptional." 

Fire  Risk  of  Wooden  Houses 

With  regard  to  fire  risk,  this  aspect  of  the  matter 
can  best  he  illustrated  by  quotations  from  "Eire  Waste 
in  Canada"  by  Mr.  J.  drove  Smith,  of  the  Commission 
of  Conservation  rnd  formerly  of  England : 

"During  the  four  years  1912-1915  there  were  fires 
in  10,791  brick.  >tone  or  other,  solidly  constructed 
buildings,  w  ith  a  loss  of  $17,537,143  on  the  buildings 
and  $32,405,836  on  the  contents.  In  22.727  frame 
buildings  there  were  fires  with  a  loss  of  $12,167,77,1  on 
the  buildings  and  $13,470.2Sr>  on  the  contents.  The 
number  of  tires  in  frame  buildings,  therefore,  exceeded 
those  in  brick  buildings  by  112  per  cent.,  but  the 
amount  of  loss  wes  only  one  half  as  great. 

"In  a  general  way.  it  may  be  assumed  that  almost 
70  per  cent,  of  existing  buildings  in  Canada  are  of 
frame  construction. 

"The  assertion  that  tires  are  more  numerous  in 
Canada  than  in  Europe  because  of  the  greater  pre- 
valence of  wooden  buildings  is  not  strictly  in  accord- 
ance with  the  facts.  Were  the  frequency  of  fires 
thus  affected  by  construction  their  numerical  ratio 
to  population  in  Canadian  cities  should  have  decreased 
of  recent  years.  Since  1890,  practically  all  the  more 
important  cities  have  enacted  measures  prohibiting 
frame  buildings  and  shingle  roofs  within  at  least  a 
portion  of  their  rreas.  Despite  the  progressive 
structural  betterment  thereby  effected,  the  number  of 
fires  in  these  places  has  shown  no  appreciable  decline. 

"Brick  walls  merely  form  a  non-inflammable  shell 
which  is  powerless  to  retard  the  internal  spread  of 
fire.  Wooden  joists,  floors  and  partitions,  unprotected 
wall  and  floor  openings  end  hidden  spaces  between 
joists  and  studding  are  invariably  the  same  in  both 
brick  and  frame  buildings. 

"The  loss  by  fire  (in  Canada)  is  chiefly  ascribabk 
to  (a)  carelessness  due  largely  from  a  sense  of  security 
created  by  the  present  system  of  fire  insurance;  (b) 
faulty  bu'ilding  construction;  (c)  arson;  (d)  lack  of 
adequate  fire"  protection  laws;  such  laws  as  exist 
being  poorly  enforced. 

Methods  and  Speed  of  Erection 

Mr.  Cromartv  reports  to  me  as  follows  on  the 
subjects  of  methods  and  speed  of  erection  rnd  form 
of  construction : 

"The  plans  contained  in  the  Manual  issued  by  the 
Ministry  of  Health  in  England  might  be  used  as  a 
basis  and  elevations  suitable  to  frame  construction 
designed.  After  approval  by  the  Ministry  these 
drawings  could  be  distributed  to  firms  desirous  of 
specializing  in  readv  cut  houses.  The  foundations 
would  be  prepared  in  advance  and  I  am  convinced 
that  such  houses  could  be  ready  for  occupation  six 


weeks  after  the  materials  were  delivered  on  the  site. 

"There  would  probably  be  less  time  lost  in  the 
erection  of  frame  houses  during  inclement  weather; 
this  is  a  small  point  during  ordinary  building  opera- 
tions, but  when  great  numbers  of  houses  are  being 
erected  it  might  prove  of  some  consequence. 

"  The  same  type  of  general  construction  as  is  in 
use  in  Canr.da  should  be  adopted.  I  suggest  shingles 
for  the  outside  wall  covering,  not  exclusively  of  course, 
clapboards  and  roughcast  to  be  used  also.  Walls 
covered  with  shingles,  however,  afford  greater  pro- 
tection against  heat  and  cold  than  do  clapboards,  as 
there  are  usually  three  thicknesses  at  all  points,  while 
with  clapboards  there  is  practically  only  one.  (This 
is  in  addition  to  sheeting  of  course).  Shingles  also 
expand  and  contract  more  readily  without  cracking 
than  do  clapboards.  Shingles  require  staining  only 
and  when  stained  produce  texture  effects  which  are 
wanting  in  the  painted  clapboard  wall. 

"For  the  roof  covering  shingles  on  asbestos  paper 
would  probably  be  found  cheaper  than  slates  on  ac- 
count of  the  lighter  roof  timbers  required,  and 
certainly  a  shingle  roof  is  more  pleasing  than  one 
constructed  of  the  cheaper  qualities  of  Welsh  slate. 

"While  in  many  of  the  recent  plans  of  the  small 
English  house  the  bathroom  is  shown  on  the  ground 
floor,  it  would  appear  from  the  views  set  forth  in 
various  non-technical  papers  that  there  is  a  wide- 
spread desire  to  have  it  on  the  same  floor  as  the 
bedrooms.  The  frame  house  lends  itself  more  readily 
to  this  as  it  is  not  necessary  to  have  the  first  floor 
partitions  immediately  over  those  of  the  ground  floor 
as  is  required  with  brick  partitions. 

"The  omission  of  fireplaces  from  the  bedrooms 
would  effect  a  very  considerable  saving  in  cost.  They 
afford  a  means  of  ventilating  the  rooms  it  is  true, 
but  a  much  less  expensive  method  could  be  devised 
for  that  purpose.  Very  rarely  indeed  are  they  used 
for  fires,  and  the  omission  of  the  fireplace  from  one 
bedroom  (as  in  the  majority  of  the  plans  of  the  Min- 
istry of  Health)  would  seem  to  weaken  the  argument 
as  to  their  necessity. 

"The  type  of  kitchen  stove  used  in  Canada,  and 
the  method  of  obtaining  hot  water  by  moans  of  the 
range  boiler  are  both  worthy  of  consideration  for  use 
in  the  English  cottage.  A  laundry  tub  fixture  would, 
from  a  labor  saving  point  of  view,  be  an  improve- 
ment over  the  existing  copper. 

"The  chief  concern  of  one  interested  in  housing 
must,  in  the  matter  under  review,  be  the  speedier 
provision  of  houses  where  they  are  so  urgently  re- 
quired.  The  frame  house  is  likely  to  accomplish  this." 

A  Canadian  Village  in  England 

There  are  many  features  in  Canadian  methods  of 
planning  and  laying  out  land  for  residential  purposes 
that  need  be  considered  in  England.  The  extensive 
use  of  wooden  buildings  necessarily  affects  such  plan- 
ning. The  greater  adaptability  of  wood  for  building 
makes  building  by  instalments  possible.  Frequently  an 
existing  handsome  house  began  as  a  small  cottage. 
There  is  no  doubt  that  greater  warmth  can  be  secured 
by  the  insulated  wooden  walls  than  by  solid  brick 

England  cannot  afford  to  waste  time  in  studying 
these  matters  without  guidance  from  those  who  have 
architectural  and  other  experience  in  both  countries. 
The  conservation  of  public  authorities  in  regard  to 
methods  of    building    construction     will  inevitably 
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Canada's  Contractors    C.  B.  Jackson 


Mr.  C.  Blake  Jackson,  President  of  the  Jackson- 
Lewis  Co.,  Ltd.,  contracting  engineers,  Toronto, 
was  born  in  Petrolia,  Ont.,  and  received  his  early 
education  at  the  public  and  high  schools  of  that 
town.  Later  he  entered  the  University  of  Toronto, 
and  took  a  course  in  engineering  at  the  Faculty  of 
Applied  Science  and  Engineering.  He  first  went 
into  the  construction  business  with  his  father,  as 
junior  member  of  the  firm  of  R.  Jackson  &  Son, 
Petrolia,  in  1901,  and  remained  four  years  in  that 
capacity.  In  1907-08  he  was  superintendent  for  the 
O'Boyle  Construction  Co.,  North  Bay.  Leaving 
this  position,  he  determined  to  try  his  fortune  in 
the  States,  and  went  to  Chicago,  where  he  was  ap- 
pointed superintendent  for  the  firm  of  J.  P.  &  J.  P. 
O'Connor.  He  changed  again  in  1909  and  went  to 
the  C.  Everett  Clark  Co.,  of  Chicago,  in  the  capa- 
city of  Assistant  to  the  President,  which  position 
he  held  until  the  year  1913.  He  then  returned  to 
Canada  and,  in  partnership  with  Mr.  Lewis,  organ- 
ized the  Jackson-Lewis  Co.,  Ltd.,  with  headquarters 
in  Toronto.  Mr.  Jackson  has  since  been  president 
of  this  concern,  which  has  carried  out  many  import- 
ant works  in  Toronto  and  the  vicinity.  Among  the 
outstanding  undertakings  which  the  Jackson-Lewis 
Co.  has  carried  out  are:  the  National  Cash  Register 
Plant,  Toronto;  Farmer's  Dairy  Buildings,  Toronto 
and  Napanee;  the  Regent  Theatre,  Toronto;  Can- 
adian Aeroplanes  plant,  Toronto;  several  buildings 
at  Whitby  for  the  Military  Hospitals'  Commission; 
Dominion  Orthopaedic  Hospital,  Christie  St.,  To- 
ronto. The  firm  is  now  also  engaged  in  building 
the  large  new  Pantages  Theatre  in  Toronto. 

Mr.  Jackson  has  been  active  in  organization  work, 
having  been  president  of  the  general  contractors' 
section  of  the  Toronto  Builders'  Exchange  since  its 
formation,  and,  as  announced  elsewhere  in  this  is- 
sue, has  now  been  elected  President  of  the  Toronto 
Builders'  Exchange  for  the  year  1920,  in  succession 
to  Mr.  A.  D.  Grant.  Mr.  Jackson  has  shown  a  keen 
interest  in  the  solution  of  the  problems  which  affect 


the  building  industry,  particularly  the  one  big  prob- 
lem— labor.  He  has  been  a  member  of  the  Joint 
Industrial  Council  of  the  Toronto  Building  Trades, 
an  organization  based  on  the  Whitley  plan,  which 
has  for  its  object  the  improvement  of  the  relation- 
ships  between  the  builders  and   their  employees. 


International  Press  I'hoto 
Mr.  C.  Blake  Jackson 


This  council  has  accomplished  valuable  work  in  the 
elimination  of  friction  and  the  settlement  of  dis- 
putes before  they  reached  the  striking  point,  and 
Mr.  Jackson  is  a  firm  believer  in  the  principles  of 
co-operation  and  arbitration  which  it  seeks  to  em- 
body. He  represents  the  broad-minded  viewpoint 
and  the  ideals  of  efficiency  of  the  modern  Canadian 
contractor-engineer. 


make  for  delay.  It  would  be  possible  to  select  a 
site  in  a  district  where  considerable  freedom  of  action 
might  be  permitted,  and  on  which  a  Canadian  Garden 
Village  could  be  erected.  Such  a  village  might  do 
more  than  fulfill  the  material  requirements  of  a  prac- 
tical demonstration  in  housing;  it  might  have  rn 
educational  and  spiritual  value  in  making  English 
people  familiar  with  Canadirn  habits  and  home  life 
regarding  which  there  is  so  little  knowledge. 

The  village  might  be  given  some  significance  as  a 
memorial  to  Canadian  r enlevements  in  the  war,  and 
in  other  ways  could  make  for  a  closer  understanding 
between  the  mother  country  and  her  greatest  daughter. 

From  the  point  of  view  of  Canada  it  is  desirable 
that  the  features  of  the  wooden  frame  house  should 
be  brought  before  the  housing  authorities  in  England. 
But  if  the  interests  of  Canada  were  the  sole  interests 
to  be  considered  it  is  not  likely  that  much  progress 
would  be  made  in  developing  the  Canadian  lumber 
industry  in  Britain.  The  industry  so  far  as  it  relates 
to  housing  can  only  be  successfully  developed  on  its 
merits,  and  the  first  thing  to  be  done  is  to  show  that 
these  merits  exist.  Those  who  are  interested  in  the 
sale  of  Canadir.n  lumber  in  England  cannot  expect  to 
influence  British  trade  until  a  demonstration  is  made 
both  of  the  value  of  wooden  houses  and  of  Canadian 
methods  of  erecting  them. 


Big  Demand  for  Metal  Roofs 

"It's  an  ill  wind  that  blows  nobody  good,"  but, 
strange  as  it  may  appear,  the  cyclone  which  swept 
over  certrin  parts  of  the  province  of  Ontario  in  the 
early  part  of  December  last  turned  out  very  profitably 
for  the  Gait  Art  Metal  Company.  In  conversation 
with  Mr.  Lutz,  general  manager,  he  stated  that  a 
number  of  farm  barns  in  the  vicinity  of  Gr.lt  had  lost 
their  wooden  roofs  in  this  storm,  and,  on  account  of 
the  cost  of  replacing  with  shingles  being  so  high  to- 
day, most  of  these  farmers  had  substituted  metal 
roofing,  which,  in  addition  to  lower  cost,  has  many 
added  advantages. 


Have  you  made  your  arrangements  yet  to 
be  present  at  the  convention  of  the  Provincial 
Builders'  &  Supply  Association  at  the  King 
Edward  Hotel,  Toronto,  Feb.  10-12  ?  There 
is  every  prospect  of  a  very  pleasant  and  profit- 
able time.  Matters  of  the  greatest  importance 
to  the  trade  will  be  discussed  and  dealt  with, 
and  provision  is  also  being  made  for  entertain- 
ment features  of  an  attractive  character.  A  visit 
to  Toronto  Feb.  10-12  will  be  good  business. 
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Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


A  new  medical  building,  to  cost,  when  completed,  $750,- 
000.  is  to  be  erected  for  the  University  of  Alberta. 

The  Board  of  Education  of  Brantford,  Ont..  have  re- 
.luisitioned  the  City  Council  for  $350,000,  of  which  $100,000 
is  tor  a  Public  school  in  the  northern  part  of  the  city,  and 
1850,000  for  a  collegiate  institute. 

The  Finance  Committee  of  the  County  Council  of  St. 
John.  X.B.,  have  ordered  that  .$101,000  be  included  in  the 
IB20  estimates  for  the  erection  of  a  new  home  for  nurses 
in  connection  with  the  general  public  hospital. 

According  to  a  recent  statement  of  I  Ion.  Walter  Mit- 
chell. Provincial  Treasurer  of  Quebec,  requests  totalling 
approximately  $8,000,000,  have  been  received  from  various 
municipalities  throughout  the  province  under  the  housing 
loan  scheme.  . 

Four  public  schools  and  two  high  schools  are  embraced 
in  the  program  of  new  buildings  under  the  consideration 
of  the  Board  of  Education  of  Toronto,  while  it  is  proposed 
to  add  53  rooms  to  existing  public  schools  throughout  the 
city  during  the  present  year. 

Public  notice  appeared  in  a  recent  number  of  the  Que- 
bec Gazette,  of  the  incorporation  of  several  private  individu- 
als of  Coaticook.  Que.,  who  have  taken  over  the  business  of 
the  Coaticook  Water  Company,  under  the  name  of  the  City 
W'ater  Company.  The  new  firm  is  capitalized  at  $149,000. 

According  to  the  report  handed  to  Mayor  Porter,  of 
Vancouver,  by  W.  Englehart.  collector  of  water  rates,  the 
total  revenue  from  the  water  system  amounted  to  $216,398.89 
during  the  past  year,  while  the  cost  of  the  system  for  the 
same  period  amounted  to  $180,726.08,  leaving  a  surplus  of 
$35,672.81 . 

E.  C.  Halsey,  sales  manager  of  the  Imperial  Oil  Com- 
pany's branch  at  Regina,  Sask.,  recently  stated  that  it  is  the 
intention  of  his  company  to  spend  in  the  neighborhood  of 
$300,000  on  the  construction  of  tanks,  warehouses,  pump 
houses,  tilling  stations,  etc..  in  Saskatchewan  during  the 
present  year. 

The  Saskatchewan  Government  has  been  asked  to  fur- 
nish legislation  empowering  the  creation  of  irrigation  dis- 
tricts in  this  province  on  the  local  benefit  assessment  plan, 
somewhat  similar  to  that  in  operation  in  Alberta.  Hon.  S. 
J.  Latta  promised  that  the  matter  would  have  very  earnest 
consideration. 

Hon.  P.  J.  Veniot,  Minister  of  Public  Works  for  New 
Brunswick,  adressed  the  Commercial  Club  at  Halifax,  N.  S., 
recently,  outlining  what  has  been  done  in  his  province  in 
the  way  of  road  building  and  appealing  for  the  co-operation 
of  the  people  of  Nova  Scotia  in  changing  the  rules  of  the 
foad  and  obtaining  more  advantageous  terms  of  Federal  aid. 

The  Hull  Technical  School  Commission,  of  Hull,  Que., 
has  been  the  recipient  of  a  generous  gift  in  the  form  of  a 
site  for  their  proposed  new  Technical  school.  The  property 
which  is  situated  on  W  right  St.,  between  Leduc  and  St. 
James  Sts.,  has  been  turned  over  by  the  owners,  the  Catholic 
School  Board,  to  the  Commission  and  actual  construction 
on  the  new  school  will  be  commenced,  it  is  anticipated,  next 
May. 

The  Dominion  Steel  Products  Co.,  of  Brantford,  Out., 
will  build  a  new  foundry  in  that  city  which  will  cost  in  the 
neighborhood   of  $150,000.    The  property   secured   for  the 


new  foundry  adjoins  the  site  of  the  present  plant.  The  new 
building  will  be  100  by  160  feet,  of  brick  and  steel  con- 
struction, and  will  be  used  for  the  production  of  high-grade 
steel  castings  for  machinery  manufactured  in  the  present 
plant. 

Col.  G.  H.  Fitzpatrick.  chairman  of  the  Vancouver  Har- 
bor Commission,  speaking  recently  on  the  development 
work  at  Burrard  Inlet,  announced  that  the  new  government 
pier  at  this  point  will  be  one  of  the  most  modern  structures 
of  its  kind  on  the  Continent,  and  will  cost  in  the  neighbor- 
hood of  $4,000,000  to  construct.  He  further  stated  that  actu- 
al work  on  the  new  pier,  which  will  be  situated  between 
Hastings  Mill  and  the  government  wharf,  will  probably  be 
commenced  within  the  next  six  weeks. 

A  very  interesting  and  instructive  address  was  given 
by  Mr.  Frank  Barber,  of  Toronto,  recently,  before  a  joint 
meeting  of  Ottawa  Branches  of  the  Ontario  Association  of 
Architects,  Town  Planning  Institute  of  Canada,  and  the 
Engineering  Institute  of  Canada,  at  Ottawa,  on  the  subject 
"Bridges;  Their  Relation  to  Architecture  and  Town  Plan- 
ning." The  meeting,  which  was  held  in  the  Public  Library, 
was  presided  over  by  Mr.  Noulan  Cauchon,  who  expressed 
the  hope  that  this  first  joint  meeting  would  lie  the  beginning 
of  a  good  movement. 


Personal 

Mr.  P.  M.  McPherson  has  been  appointed  building  and 
plumbing  inspector  at  Guelph,  Ont. 

The  name  of  Lt.-Col.  W.  N.  Moorehouse,  D.S.O.,  is  pro- 
posed as-  a  successor  to  Mr.  W.  W.  Pearse  as  city  archi- 
tect of  Toronto.  Col.  Moorehouse  is  a  graduate  of  the 
Faculty  of  Applied  Science  and  Engineering,  winning  the 
Kennard-Thompson  prize  as  head  of  the  1904  class  in  civil 
engineering.  He  has  had  experience  in  practical  construc- 
tion work  with  the  Northern  Aluminum  Company  at  Shaw- 
inigan  Falls,  and  was  also  chief  engineer  for  the  architectural 
firm  of  Sproatt  &  Rolpji  for  seven  years.  During  the  eighteen 
months  prior  to  the  war  he  was  engaged  in  private  practice 
as  an  architect,  but  entered  military  service  immediately 
upon  the  outbreak  of  war.  Col.  Moorhouse's  application  for 
the  position  of  Toronto  City  Architect  is  supported  by  re- 
commendations from  Brig.-Gen.  C.  H.  Mitchell,  A.  Frank 
Wickson,  President  of  the  Ontario  Association  of  Architects, 
and  Messrs.  Sproatt  &  Rolph,  architect,  Toronto. 


Obituary 

Mr.  William  Welsh,  builder,  of  10  Prust  Ave.,  Toronto, 
died  recently  in  his  sixty-seventh  year.  Mr.  Welsh  was 
born  in  Devonshire.  England,  and  came  to  Canada  when 
he  was  twenty-eight  years  of  age,  residing  in  Hensall,  Ont., 
until  seven  years  ago,  since  when  he  has  resided  in  Toronto. 


Trade  Incorporation 

Ontario  Cement  Co.  Ltd.,  with  head  office  at  Brantford, 
Out.,  capital  $600,000. 

Martin.  Limited,  with  head  office  at  Montreal,  capital 
$50,000,  to  carry  on  the  business  of  general  contractors  and 
builders. 

North  Toronto  Homes,  Limited,  with  head  office  at 
Toronto,  capital  $40,000,  to  carry  on  the  business  of  build- 
ers and  real  estate  dealers. 

J.  A.  Grant  &  Co.  Ltd.,  with  head  office  at  St.  John,  N. 
B.,  capital  $100,000,  to  take  over  the  business  of  Grant  & 
Home,  contractors  and  builders. 

Central  Foundry,  Limited,  with  head  office  at  George- 
town, Ont,  capital  $40,000.  to  carry  on  the  business  of 
foundrymen,  machinists,  builders,  etc. 


Contracts  Department 

News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Chatham,  Ont. 

Alex.  J.  Templeton,  reeve  for  Chatham 
Township,  Township  Office,  Scane 
Block,  Chatham,  is  receiving  tenders 
until  I  I  a.m.  Feb.  25th  for  excavation  in 
connection  with  improvements  to  Bear 
Creek  drain.  Plans  with  clerk,  A.  Me- 
Arthur,  Tupperville.  Ont.,  and  engineer, 
W.  G.  McGeorge,  Chatham. 

Enniskillen,  Ont. 

Lloyd  Bourne,  Commissioner,  Knnis- 
killen,  is  receiving  tenders  until  4  p.m. 
Feb,  30th  for  digging,  laying  tile  and  til- 
ling drains  for  Enniskillen  Township 
Council.  Plans  at  Township  office  and 
residence  of  Commissioner. 

B.  J.  Warren,  commissioner,  Ennis- 
killen, Ont..  calls  for  tenders  until  Feb. 
20th  on  drains  for  Enniskillen  Town- 
ship. Plans  at  Township  office  and  resi- 
dence of  Commissioner. 

Matane,  Que. 

By-law  passed  authorizing  construc- 
tion of  sewer  and  waterworks  for  Town; 
cost,  $70,000.  Tenders  will  be  called 
shortly.  Engineer,  F.  Trenon.  Chicou- 
timi;  alderman,  L.  F.  Chouinard. 

Montreal,  Que. 

R.  S.  &  W.  Lea,  Consulting  Engineers, 
10  Cathcart  St.,  have  made  report  re 
utilizing  aqueduct  canal  as  source  of 
water  supply  for  Montreal.  Administra- 
tive Commission  will  study  report  and 
make  decision  shortly.  Engineer  for 
City,  A.  E.  Doucet. 

Ottawa,  Ont. 

Tenders  received  by  secy.  Bd.  of  Con- 
trol until  March  1st  for  C.  I.  Pipe  for 
City.  Mayor,  Harold  Fisher.  Specifica- 
tions at  City  Engineer's  Office. 

Sewer  costing  $18,000  will  be  con- 
structed by  city.  Tenders  will  be  called 
in  March  for  18  in.  tile  pipe.  Mayor. 
Harold  Fisher;  Commissioner  of  Works, 
A.  F.  Macallum. 

City  will  have  specifications  prepared 
for  the  supply  of  asphalt  and  liquid  as- 
phalt for  1920.  Tenders  will  be  called 
shortly.    Mayor,  Harold  Fisher. 

City  plans  construction  of  watermains 
and  services;  cost.  $50,000.  Mayor.  Har- 
old Fisher;  commissioner  of  works,  A. 
F.  Macallum. 

Rimouski,  Que. 

Town  plans  to  construct  sidewalks  and 
to  pave  streets.  Mayor,  E.  Moreault; 
secy.-treas.,  Georges  d'Auteuil. 

Strathroy,  Ont. 

Town  Council  will  consider  making  im- 
provements to  road  on  Carrie  &  Cara- 
doc  Sts.    Chairman,  D.  A.  Graham. 

Toronto,  Ont. 

W.  A.  McLean.  Deputy  Minister,  Par- 
liament Bldgs.,  Toronto,  calls  for  ten- 
ders until  noon  Feb.  2nd  for  supply  in 
lots,  f.o.b.  railway  stations  in  Southern 
Ontario,  of  the  following  road-building 
equipment   for   Provincial   Dept.  High- 


ways: 2-^4  yard  steam  shovels  (traction 
or  caterpillar  tread  prices  to  be  submit- 
ted); 40  railway  breaker  plows;  40  heavy 
land  plows;  900  No.  2  drag  scrapers  with 
runners,  to  weigh  approximately  05  lbs. 
each;  C-4  horse  graders.  Delivery  on 
above  equipment  must  be  complete  on  or 
before  May  1st,  1990. 

\V.  A.  McLean.  Deputy  Minister,  Pro- 
vincial Dept.  Public  Highways,  Pari. 
Bldgs.,  receives  tenders  until  noon  Feb. 
9th  for  clearing,  grubbing,  earthwork, 
rock  work,  construction  of  concrete 
structures,  building  guard  rail,  etc.,  on 
provincial  highway  in  Pittsburg  Town- 
ship. Plans  at  offices  of  Resident  Engi- 
neer, G.inanoque.,  City  Engineer,  King- 
ston, and   Parliament   Bldgs.,  Toronto. 

Walkerton,  Ont. 

Town  Council  will  consider  construc- 
tion of  sewers  shortly.    Mayor.  Mr.  Mc- 

Nab. 

CONTRACTS  AWARDED 

Dresden,  Ont. 

Work  will  start  shortly  on  construc- 
tion of  waterworks  system,  mains  and 
tanks  costing  $10,000  for  Town:  Con- 
tract for  60.000  gallon  elevated  steel  tank. 
$8,700,  C  anadian  Des  Moines  Steel  Co., 
Inches  Ave.,  Chatham,  Ont 

London,  Ont. 

\\  ni.  H.  Harvey,  Deseronto,  Ont..  has 
general  contract  for  grading  and  road 
work  at  hospital  for  Dominion  Dept. 
Public  Works. 

St.  Barnabe  De  Gatineau,  Que. 

Alexandre  Carrier.  St.  Tite,  Que.,  has 
general  contract  for  gravelling  road  for 
Municipality;  cost.  $12,500. 

St.  Johns,  Que. 

Work  will  start  shortly  on  construc- 
tion of  sewer  for  Town;  work  under  su- 
pervision of  Town  Inspector  E.  Lanier. 
Stone  8  in.  diameter  for  sewer  founda- 
tion supplied  by  Messrs.  Lemaire.  Roy, 
Parent.  Grenier. 


Railroads,  Bridges  and  Wharves 

Chicoutimi,  Que. 

Quebec  &  Chibogaman  Rly.  Co.  have 
been    granted    permission    to  construct 
railroad   from   Quebec  to  Chibogaman 
President,  Paris  Costo,  engineer,  J.  F. 
Trenon,  both  of  Chicoutimi. 

Edmonton,  Alta. 

Grand  Trunk  Pacific  Rly.  plan  to  spend 
$3,000,000  on  construction  of  car  shops 
shortly.  Western  Manager,  W.  P.  Hin- 
ton,  Winnipeg. 

Harriston,  Ont. 

Work  will  start  shortly  on  erection  of 
station  for  C.  P.  Rly..  head  office,  Mon- 
treal, Que.  Supt..  Mr.  Williams.  Lon- 
don. (  hit. 

London,  Ont. 

London  &  Port  Stanley  Rly.  Commis- 
sion and  City  Gas.  Co..  Colborne  St.. 
plan  to  extend  railway  to  gas  works  and 
to  construct  trestle. 


Moose  Jaw,  Sask. 

C.  P.  Rly.  plan  to  erect  three  storey 
station,  brick  construction.  Address 
Manager,  Western  Lines,  Winnipeg, 
Man. 

Pabos,  Que. 

Pabos,  Aniqui  &  Kdinundston  Railway 
Co.  have  applied  to  Dominion  Gov't,  for 
permission  to  construct  railway  from 
Pabos,  Que.,  to  Kdinundston,  N.  B. 

Parry  Sound,  Ont. 

Town  Council  is  considering  the  con- 
struction of  four  arch  concrete  bridge  on 
Cascade  St.    Mayor,  Mr.  Hall. 

St.  Malo,  Que. 

Company  will  be  incorporated  shortly 
to  construct  and  manage  electric  railway 
from  St.  Malo  to  Litnoilou,  Que.;  cost. 
$500,000.  Promoters,  John  T.  Ross,  St. 
Louis  Rd.;  J.  G.  Scott,  80  St.  Louis  Rd. 

Thamesville,  Ont. 

L.  A.  Pardo.  County  Road  Supt., 
Chatham,  calls  for  tenders  until  Feb. 
6th  for  complete  dismantling  of  Duffis 
bridge  for  Kent  County  C  ouncil. 

Three  Rivers,  Que. 

A  number  of  citizens  have  had  John 
Bourgeois,  engineer,  prepare  plans  for 
steel  bridge  over  C.  P.  R.  yards  and  have 
suggested  that  City  Council  pay  half  the 
cost  and  C.  P.  Rly.  the  other  half.  Cost, 

$125,000. 

Toronto,  Ont. 

Bd.  of  Control  has  instructed  Commis- 
sioner of  Works,  R.  C.  Harris,  City  Hall, 
to  buy  street  cars  to  the  value  of  $200, 
000  in  open  market. 

E.  L.  Cousins.  Chief  Engineer  and 
Manager  for  Toronto  Harbour  Commis- 
sion, Harbour  Commission  Bldg.,  will 
receive  tenders  until  Feb.  6th  for  har- 
bour head  walls. 

CONTRACTS  AWARDED 

Cottonwood  River,  B.  C. 

Northern  Construction  Co..  Prince 
George.  B.  C.  have  general  contract  for 
two  stations  for  Pacific  Great  Eastern 
Rly.  Erection  of  new  bridges  is 
planned. 

N.  D.  Auxiliatrice  De  Buckland,  Que. 

Municipality  placed  general  contract 
for  concrete  and  steel  bridge  costing  $7,- 
000  with  Gauvin  &  Lessard,  Bosse  Block, 
147  Mountain  Hill,  Quebec. 


Public  Buildings,  Churches 
and  Schools 

Barrie,  Ont. 

St.  Andrew's  Church  plans  to  erect 
Sunday  School;  cost.  $10,000.  Chairman 
of  Committee.  Dr.  E.  L.  Brerton.  Money 
has  been  raised. 

Belleville,  Ont. 

Bd.  of  Education  has  requisitioned  the 
City  Council  for  $100,000  for  erection  of 
public  school.  Chairman,  Sites,  Bldgs. 
and  Repairs,  Arthur  McGee. 
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Brandon,  Man. 

Hans  have  been  approved  for  erection 
of  hospital  costing  $250,000  for  Hospital 
Bd.:  clerk.  Roht.  Darrach.  Court  House. 
Chairman  Bldg.  Committee.  H.  Swal- 
well.  Architects,  Stevens  &  Lee,  To- 
ronto. 

Charlottetown,  P.  E.  I. 

R.  C.  Church  plans'  to  build  addition 
to  St.  Dunstan's  University;  cost.  $40.- 
000  to  $50,000.  Manager,  Bishop 
O'Leary,  The  Palace.  Masonry,  plumb- 
ing, heating,  painting  and  electrical  work 
will  be  let. 

Chatham,  N.  B. 

F.  Neil  Brodie.  architect.  42  Princess 
St..  St.  John,  N.  B..  is  preparing  sketch 
plans  for  memorial  hall  for  the  Mira- 
michi  Natural  History  Assoc.;  president. 
F.  E.  Neale. 

Edmonton,  Alta. 

Edmonton  Public  School  Bd.  plans  to 
erect  two  schools  costing  $90,000  each 
and  one  school  costing  $70,000.  Secy.. 
\\  Brady.  Civic  Block.  Architect.  Mr. 
Storey.  Civic  Block. 

Sisters  of  Edmonton  General  Hospital, 
tflOth  Ave.,  plan  to  build  addition  to  hos- 
pital; chapel  will  also  be  erected. 

Draft  plans  have  been  prepared  and 
work  will  start  on  erection  of  medical 
building  costing  about  $750,000  for  Uni- 
versity Bd.:  architect,  Mr.  Burgess,  Uni- 
versity of  Alta.  Registrar  of  University, 
Cecil  Race.  Erection  of  gymnasium  is 
also  planned. 

Gainsborough,  Man. 

Harry  Simons.  Box  18.  Portage  La 
Prairie.  Man.,  calls  for  tenders  until  Feb. 
l-'th  for  material  and  labor  on  erection 
of  school.  Plans  at  Municipal  office. 
Portage  La  Prairie. 

Ineersoll,  Ont. 

Tenders  will  be  called  about  Feb.  15th 
on  school  costing  $120,000  for  School 
Bd.  Chairman.  R.  B.  Hutt.  Architect. 
W.  G.  Murray.  Dominion  Savings  Bldg., 
London.  ■ 

Laird,  Sask. 

David  Webster.  C.  P.  R.  Bldg..  Sas- 
katoon, is  preparing  plans  for  school  ad- 
dition costing  $11,000  for  School  Dis- 
trict; address  secy.-treas..  I.  I.  Penner, 
Laird.  Sask. 

L'Assomption,  Que. 

College  L'Assomption  plans  to  build 
addition  to  college;  cost,  $100,000.  Work 
will  start  in  spring. 

Leduc,  Alta. 

Town  plans  to  remodel  fire  hall:  cost, 
$4,000.  It  is  also  planned  to  instal  new- 
hot  air  heating,  construct  three  cement 
tanks  and  purchase  combination  chemi- 
cal and  truck  wagon.  Chairman  of  Com- 
mission. Councillor  Craigen.  Leduc. 

London,  Ont. 

Ait  architect  will  be  appointed  and 
plans  prepared  for  erection  of  university 
buildings  for  Western  University;  cost, 
$1,000,000.  Work  will  start  on  new 
science  building  and  dormitory  building 
in  the  summer.  Chairman  Bd.  of  Gover- 
nors. A.  T.  Little,  care  Robinson  Little. 

Minto,  Man. 

Community  Club  has  preliminary  plans 
drawn  for  hall  to  cost  about  $7,500.  Ad- 
dress secretary. 

Montreal,  Que. 

The  Western  and  General  Hospitals 
plan  to  amalgamate  and  to  erect  pavilion 
costing   $1,000,000.     President,  Western 


Hospital,  J.  C.  Newman,  634  Sydenham 
Ave.;  supt..  General  Hospital,  Dr.  A.  K. 
Haywood.  20  Dorchester  E. 

Sisters  de  la  Misericorde,  121  St.  Hu- 
bert St..  plan  to  make  alterations  to  hos- 
pital.   Supt.,  Rev.  Mother  St.  Hilaire. 

Ottawa,  Ont. 

City  plans  to  make  alterations  to  hos- 
pital.   Mayor.  Harold  Fisher. 

Tenders  will  be  called  in  March  for 
school  costing  $250,000  for  Public  School 
Bd.;  secy.-treas.,  C.  Ross.  Elgin  St. 
School.  Architect,  W.  C.  Beattie,  Elgin 
St. 

Parry  Sound,  Ont. 

Oddfellows  Lodge  plans  to  make  re- 
pairs to  hall;  cost,  $9,000.  Prices  wanted 
on  electric  wiring,  roofing,  interior  de- 
corating and  woodwork. 

Portage  La  Prairie,  Man. 

New  plans  are  in  progress  for  four- 
roomed  extension  to  Collegiate  and  new 
heating  plant  for  School  Bd.;  chairman. 
D.  McKellop.  Architect,  Frank  R. 
Evans,  902  Confederation  Life  Bldg., 
Winnipeg. 

Port  Hope,  Ont. 

Trinity  College  plan  to  erect  new  Jun- 
ior School. 

Regina,  Sask. 

St.  Mary's  Anglican  Church  plans  to 
make  extensions  to  church.  Address 
Rev.  Walter  Western,  rector. 

Public  Library  Bd.  plan  to  make  ex- 
tensions to  library;  cost,  $40,000.  Chair- 
man. F.  B.  Reilley. 

Ridgetown,  Ont. 

Plans  and  estimates  will  be  secured  on 
the  erection  of  church  for  Latter  Day 
Saints.  Address  secy.  Work  will  start 
about  April  15th. 

Rimouski,  Que. 

Town  Council  has  applied  to  Provin- 
cial Gov't,  for  permission  •  to  borrow 
money  for  erection  of  hospital.  Erection 
of  Town  Hall  is  also  planned.  Mayor,  E. 
Moreault;  clerk,  Georges  d'Auteuil. 

St.  John,  N.  B. 

Dr.  H.  E.  Hedden,  Supt.  for  General 
Public  Hospital  Commissioners,  calls 
for  tenders  until  3  a.m.  Feb.  9th  for 
nurses'  home  costing  $105,000.  Plans  at 
office  of  architect,  F.  N.  Brodie,  42  Prin- 
cess St..  St.  John,  N.  B.,  and  Contract 
Record.  347  Adelaide  St.  W.,  Toronto. 

Toronto,  Ont. 

Dominion  Dept.  of  Militia  &  Defence 
may  erect  military  headquarters'and  bar- 
racks here.  Conference  was  held  re- 
cently and  St.  Andrew's  Military  Hos- 
pital property  was  given  favorable  con- 
sideration. 

Westminster  Presbyterian  Church.  47 
Bloor  St.  E..  will  erect  new  Sunday 
School  building  this  year.  Pastor,  Rev. 
Dr.  John  Neil. 

Bd.  of  Control  has  selected  the  Trinity 
grounds  as  site  for  new  reception  hos- 
pital to  cost  $100,000.  Secy.,  Wm.  Mc- 
Queen. City  Hall. 

Truro,  N.  S. 

Citizens'  League  plans  to  erect  me- 
morial hall;  cost.  $35,000. 

Truro  Town  Council  is  assuming  part 
of  the  cost  of  constructing  $90,000  hos- 
pital and  has  appointed  a  committee  to 
confer  with  Colchester  Hospital  Trust; 
president,  C.  E.  Bentle.y. 


Valbrand,  Sask. 

Tenders  are  called  for  school  costing 
$5,000  for  School  Bd.  Secy..  Thos.  Luy- 
bin,  Valbrand. 

Westboro,  Ont. 

Westboro  Masonic  Temple  Ltd.  con- 
template erection  of  temple;  cost,  $40,- 
000. 

CONTRACTS  AWARDED 
Drummondville,  Que. 

R.  C.  Commission  placed  general  con- 
tract for  school  with  J.  C.  Nadeau. 

Halifax,  N.  S. 

Church  costing  $120,000  for  Kaye- 
Grove  Congregation:  Steel,  Offer  Prent- 
ham,  care  general  contractor,  J.  R.  Mac* 
Kenzie.  Queen  Bldg.;  electrical  work.  Ar- 
thur &  Conn,  Argyle  St.;  plastering,  H 
K.  Burgess,  Truro.  X.S.;  brick  work.  \\  . 
R.  Mackenzie,  New  Glasgow,  N.S. 

Montreal,  Que. 

School  costing  $130,000  for  R.  C.  School 
Commissioners,  87  St.  Catherine  W.: 
Supply  steel,  L.  N.  Baulne,  St.  Hubert 
St.;  sash  and  doors,  mill  work,  Limoges 
&  Co.,  Terrebonne,  Que.;  roofing,  M. 
Choinard,  751  Adam  St.  J.  A.  Durocher, 
291  Chambly  St.,  carries  out  plastering, 
painting  and  glazing,  in  addition  to  gen- 
eral contract. 

Oakville,  Ont. 

School  costing  $22,000  for  School  Bd,: 
Steel.  Toronto  Steel  Construction  Co., 
95  King  St.  E.,  Toronto;  heating,  ven- 
tilators, roofing  and  sheet  metal,  \V.  E. 
Dillon  &  Co.,  183  George  St.,  Toronto; 
painting.  Chas.  Reeve,  126  York  St.,  To- 
ronto; electrical  work,  B.  Sprowl.  Oak- 
ville; plumbing,  Geo.  W.  Barrett,  Oak- 
ville. 

Verdun,  Que. 

Archambault  &  Leclair,  7lA  St.  James 
St.,  have  general  contract,  masonry,  ex- 
cavating, foundation  and  carpentry,  and 
want  prices  on  plastering,  painting,  Kala- 
mein  doors  and  one  elevator  for  addi- 
tion to  school  costing  $100,000  for  Pro- 
testant School  Commission:  Roofing  and 
sheet  metal,  W.  Lecompte,  928  City  Hall 
Ave.;  electrical  work,  H.  Truchon,  210 
Plessis  St. 


Business  Buildings  and  Indus- 
trial Plants 

Brandon,  Man. 

Sutherland  &  Robertson,  Tenth  St., 
have  purchased  site  for  store  and  plan 
to  erect  in  Spring. 

A.  W.  Stone.  Tenth  St.,  has  purchased 
site  for  store  and  will  build  in  Spring. 

Chicoutimi,  Que. 

J.  A.  Clareau  has  decided  to  rebuild 
office  building  recently  destroyed  by 
fire. 

Gait,  Ont. 

J.  H.  Gould  Ltd.  have  purchased  large 
three  storey  building  and  will  make  ex- 
tensive alterations,  probably  adding  an- 
other storey. 

Gait  Knitting  Co.  are  having  plans 
prepared  for  the  erection  of  modern  of- 
fice building. 

Granby,  Que. 

Erection  of  bank  building  is  planned 
by  Bank  of  Montreal.  109  St.  James  St., 
Montreal;  president.  Sir  Vincent  Mere- 
dith. Kenneth  G.  Rea.  285  Beaver  Hall 
Hill,  Montreal,  will  probably  be  retained 
as  architect. 

(Continued  on  page  5]) 


Tenders  Wanted 


Scaled  tenders  will  lit-  received  up  to  12  o'clock 
noon.  Thursday.  February  12th.  for  the  separate 
trades  required  in  the  construction  of  a  nine- 
roomed,  single  storey  public  school  building  at 
Islington,  <)nt. 

Plans  and  specifications  may  he  seen  at  the 
Office  of  the  Architects,  Smith  &  WriKht,  SO 
Baby    I'oint    Crescent.     -Telephone   Junct.  (ill. 

Tenders  to  he  addressed  to  the  Architects  or 
to  J.  A.  L.  Macphcrson,  Esq.,  Chairman.  Isling- 
ton, Out. 

Lowest  tender  not  necessarily  accepted.  W( 


TENDERS 
for  the  Construction  of 
Harbor  Head  Walls 


Sealed  tenders  will  he  received  until  February 
6th,  1920,  at  12  o'clock  noon,  addressed  to  the 
Toronto  Harbor  Commissioners,  Harhor  Com- 
mission Building,  Toronto,  Ont.,  and  marked 
"Tenders  for  Harbor  Head  Walls."  All  informa- 
tion may  he  obtained  by  applying  to  the  above 
address.  Tenders  received  after  the  time  above 
named  will  not  be  considered,  and  the  Commis- 
sioners reserve  the  right  to  reject  any  or  all  ten- 
ders received. 

E.  L.  COUSINS, 
3-4  Chief  Engineer  and  Manager. 


Public  Notice 


Tenders  for  the  purchase  and  immediate  re- 
moval of  the  Toll  Road  House  on  the  west  side 
of  the  Provincial  Highway  (formerly  the  River 
Road  section  of  the  Xepean  and  North  Gower 
Macadamized  Road)  and  at  the  south  limits  of 
the  Government  Kxperimental  Farm  at  Ottawa, 
will  be  received  by  the  undersigned  until  twelve 
o'clock  noon  on  Monday,  February  16th,  1920. 

The  highest  or  any  tender  not  necessarily  ac- 
cepted. 

\v.  a.  Mi-lean. 

Deputy  Minister. 

Department  of  Public  Highways, 

Toronto,  January  24th,  1!)20.  4 


Tenders  for  Dredge  Work 


Sealed  tenders  will  be  received  by  the  Coun- 
cil of  the  Township  of  Chatham  up  till  eleven 
o'clock  a.m.  of  Wednesday,  February  25th,  1920, 
at  the  Township  Office,  Scane  Block,  Chatham. 
Ontario,  for  the  work  of  excavation  in  connec- 
tion with  the  improvement  of  the  Little  Bear 
Creek  Drain  in  the  Townships  of  Chatham  and 
Dover. 

Plans,  specifications  and  form  of  contract  may- 
be seen  at  the  office  of  the  Township  Clerk,  A. 
McArthur.  Tupperville.  Ontario,  or  at  the  office 
of  W.  G.  McGcorge.  C.E.,  Chatham,  Ontario. 

Each  tender  must  be  delivered  to  the  Town- 
ship Clerk  and  must  be  accompanied  by  a  marked 
cheque  on  a  Canadian  chartered  hank  for  at  least 
.">%  of  the  amount  of  the  tender,  which  cheque 
will  be  forfeited  if  the  contractor  should  fail  to 
enter  into  the  contract  if  it  is  awarded  to  him. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

ALEX.  J.  TEMPLETON, 
4.7  Reeve. 


Tenders  Wanted 


Notice  to  Contractors 


Pursuant  to  the  provisions  of  the  Canada  High- 
ways Act.  sealed  tenders,  marked  "Tender  for 
Crushed  Stone,"  will  be  received  by  the  under- 
signed until  twelve  o'clock  noon  on  Monday, 
February  16th,  1920,  for  the  supply,  delivery 
ami  uniformly  spreading  as  directed  of  approxi- 
mately six  thousand  tons  of  satisfactory  field  or 
quarry  stone  crushed  to  3-inch  size,  along  the 
Provincial  Highway  in  the  Township  of  Lan- 
caster, from  the  corner  at  North  Lancaster  east- 
erly for  a  distance  of  two  miles. 

A  Guaranty  Company's  bond  for  ten  pes  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  Department  will  supply  free  of  cost  to 
the  contractor  and  set  up  in  running  order  a  com- 
plete stone  crushing  plant,  the  contractor  to  pay 
all  operating  expenses,  including  the  cost  of  stone. 

Contractors  will  tender  a  price  per  cubic  yard 
loose  measurement  for  the  crushed  stone  delivered 
as  above. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A  McLEAN. 

Deputy  Minister 
Department   of    Public  Highways, 

Toronto,   lanuarv  2.'!rd,  1!t20  4 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act.  sealed  tenders,  marked  "Tender 
for  Portland  Cement,"  will  be  received  by  the 
undersigned  until  12  o'clock  noon  on  Wednes- 
day. February  the  18th,  1920,  for  the  supply, 
f.o.b.  railway  stations  convenient  to  the  Ottawa- 
Prescott  Provincial  Highway,  of  from  4.000  to 
8,000  barrels  of  Portland  Cement,  according  to 
specifications  and  in  car  lots  as  required. 

Tenders  will  also  be  received  at  the  same  time 
for  the  supply  of  from  3.000  to  5.000  barrels  of 
Portland  Cement,  according  to  specifications,  and 
f.o.b.  railway  stations  convenient  to  the  Pro- 
vincial Highway  from  Prescott  easterly  to  Bains- 
ville  in  car  lots  as  required. 

Tenders  will  also  be  received  giving  a  price 
for  Portland  Cement  per  barrel  in  car  lots  as 
required  f.o.b.  railway  stations  convenient  to  the 
Provincial  Highway  from  Johnstown  to  Picker- 
ing and  from  St.  Davids  to  London.  The  esti- 
mated quantity  to  be  from  3.000  to  7.000  barrels. 

Tenders  will  also  be  received  at  above  time 
for  the  supply  of  from  1,000  to  3.000  barrels  of 
Portland  Cement,  according  to  specifications  and 
f.o.b.  Mill. 

Specifications  may  be  obtained  on  application 
to  the  undersigned. 

The    lowest    or    any    tender    not  necessarily 

aCCepted-  W.  A.  McLEAN. 

Deputy  Minister  of  Public  Highways. 
Department  of  Public  Highways. 

Toronta,  Out.,  Jan.  24.  1020.  -i 


CIVIL  ENGINEER  DESIRES  RESPONS- 
IBLE POSITION  with  engineering  or  contract- 
ing firm,  ten  years  practical  experience,  water, 
power,  drainage,  sewerage,  sewage  disposal,  roads, 
pavements,  etc.,  competent  instrument  man, 
draftsman  and  estimator.  At  present  engaged 
as  City  Engineer.  For  further  particulars  apply 
Box  110,   Contract  Record,  Toronto.  3-6 


NOTICE 
to  Cement  Manufacturers 
and  Dealers 


Sealed  tenders,  addressed  to  the  Secretary  of 
Hoard  of  Commissioners  of  the  Gvncral  Public 
Hospital.  St.  John.  Sevk  Brunswick,  aud  marked 
"Tenders  for  Nurses'  Home."  will  be  received 
until  three  o'clock  in  the  afternoon,  Monday, 
February  9th,  for  the  construction  of  a  Nurses' 
Residence. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  architect.  Mr.  F.  Neil  Brodie,  42 
Princess  Street.  St.  John,  or  at  fhc  office  of  the 
Contract  Record. 

A  certified  cheque  for  one  thousand  dollars 
must  accompany  each  t -nder. 

The  board  does  not  bind  itself  to  accept  the 
lowest  or  any  t.-nder. 

HENRY   IIKDDEN.  Secretary, 

Hoard  of  Commissioners. 

St.  John.  N.  B.. 

lanuarv   21st,   1020.  4 


Quarry  Superintendent  Wanted 

Wanted  experienced  Quarry  and  Crushing 
Superintendent.  Must  be  thoroughly  familiar 
with  upkeep  of  necessary  plant  and  cost  of  pro- 
duction.    Apply  to 


THOS.  FLEMING. 

339  Oueen  St.,  Ottawa,  Ont. 


STATIONARY     ENGINEER,    married  man, 

11  years'  experience  steam  and  electric"  driven 
pumps,  wishes  position.  Will  take  charge  of 
water  supply  and  distribution  for  town  any 
place  in  Ontario;  good  references.  W.  A.  B., 
74  Olive  Ave.,  Toronto.  • 


FOR  SALE 


Grey  Stock  Brick  Plant,  in  thrivimg  city  in 
Western  Ontario,  doing  good  business,  and  has 
equipment  to  turn  out  24,000  brick  per  day. 
Owner  retiring.  Apply  Box  119,  Contract  Re- 
cord, Toronto.  3-6 


FOR  SALE 

Complete 

Road  Making 
Outfit 

12  ton  Steam  Roller 

10  x  20  Jaw  Crusher,  on  wheels 

with  folding  elevator,  screen 

and  15  ton  bin 
Portable  Engine  and  Boiler 
Steel  Sprinkler,  315  gals. 
Road  Grader,  Case  No.  2 
Steel  Beam  Pick  Plow 

ALL  PRACTICALLY  NEW 

Eastern  Equipment  Co.,Ltd. 
M  Montreal 
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January  96,  1920 

Tenders  Wanted 


Tenders  will  be  received  by  the  City  of  Cal- 
gur>,  .1  M.  Miller,  City  Clerk,  up  till  February 
13th.  1920,  at  three  o'clock  p.m..  for  the  con- 
struction of  a  Five  Span  Reinforced  Concrete 
Hridtfe.  forty-two  foot  roadway.  Spans  one  hun- 
dred and  fifteen  feet.  Bids  to  be  received  on 
unit  basis  only.  For  information  re  plans  and 
specifications  and   conditions  of  contract,  apply, 

G.  W.  CRAIG,  City  Engineer, 
4-.">  Calgary,  Alta. 


Township  Engineer  Wanted 

WANTED — By  Corporation  of  the  Township 
of  Charlottenburgh,  a  qualified  Township  Engi- 
neer. State  salary  when  employed.  Tenders  to 
be  in  noon,  February   16th,  1920. 

GEORGE  A.  WATSON, 

.Township  Clerk, 
3-4  Williamstown,  Ont. 


Business  Buildings  and  Indus- 
trial Plants 

(Continued  from  page  491 

Hamilton,  Ont. 

Stanley  Mills  &  Co.,  King  St.  E..  will 
start  work  on  remodelment  of  warehouse 
for  office  building.  New  partitions,  two 
electric  elevators,  two  stairways  and 
heating  system  will  be  installed.  Engi- 
neer for  Light  &  Power  Installation.  V. 
K.  Stalford,  Sun  Life  Bldg. 

Limoilou,  Que. 

Jos.  Samson,  care  Samson  &  Filion, 
St.  Paul  St.,  has  purchased  site  and  will 
erect  factory  for  the  manufacture  of 
shovels,  etc. 

London,  Ont. 

J.  M.  Moore,  425  Richmond  St.,  has 
been  appointed  architect  and  is  prepar- 
ing plans  for  Bank  of  Montreal,  head 
office,  109  St.  James  St.,  Montreal,  Que., 
on  the  erection  of  bank  to  cost  $10,000. 

Midland,  Ont. 

J.  H.  Galloway,  architect,  15  King  St. 
W.,  is  preparing  plans  for  bank  costing 
$15,000  for  Standard  Bank,  15  King  St. 
W.  Tenders  will  be  called  about  the 
middle  of  February. 

Montreal,  Que. 

Plans  are  in  progress  for  the  erection 
of  factory  for  Consumers  Cordage  Co., 
283  St.  Patrick  St.  Manager,  W.  A.  C. 
Hamilton. 

Ottawa,  Ont. 

W.  E.  Noffke.  architect,  Central  Cham- 
bers, Elgin  St..  has  plans  and  receives 
tenders  until  Jan.  30th  on  garage  cost- 
ing $20,000  for  Senator  Belcourt,  Wil- 
brod  &  Charlotte  Sts. 

Armour  Packing  Co.,  Chicago,  Ill- 
plan  to  purchase  old  C.P.R.  Bldg.,  and 
remodel  it  into  storage  building. 

Regina,  Sask. 

Starr  Co.  of  Canada  Western,  manu- 
facturers of  Starr  Phonographs,  etc., 
head  office,  London,  Ont..  plan  to  build 
warehouse  here,  but  have  not  decided 
definitely  when. 

St.  Williams,  Ont. 

Plans  will  be  prepared  for  furniture 
factory  extension  costing  $5,000  for  Mc- 
Call  &  Co.  New  equipment  will  be  in- 
stalled. 

Thessalon,  Ont. 

Rhodes  &  Mavor  have  leased  old 
woollen  mill  and  will  remodel  and  m- 
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Stal<   machinery   for  lath   factory;  cost, 

$10,000. 

Toronto,  Ont. 

Geo.  J.  Bryan,  39  Oriole  Rd.,  plans  to 
erect  stores  and  apartments.  Erection 
of  residence  also  contemplated. 

J.  Wilson  Gray,  architect,  Confedera- 
tion Life  Bldg.,  has  plans  drawn  for  two 
storey  addition  to  store  for  Holt  Ren- 
frew &  Co.,  118  Yonge  St. 

Silverthorne  &  MacLaren,  2264  Dun- 
das  St.  W.,  intend  building  addition  to 
public  garage  and  will  want  prices  on 
material  and  trades. 

,  W.  Hearn,  Selby  Hotel,  592  Sher- 
bourne  St.,  plans  to  erect  about  seven 
brick  stores  and  apartments  this  spring. 

K.  Bennett,  740  Bathurst  St.,  plans  to 
build  workshop,  alter  residences,  build 
addition  to  store  and  put  in  new  store 
fronts.  Masonry,  carpentry,  heating, 
plumbing,  roofing,  plastering,  painting, 
and  electrical  work  will  be  let. 

Vancouver,  B.  C. 

Townley  &  Matheson,  architects,  325 
Homer  St.,  are  preparing  plans  for  addi- 
tion to  factory  costing  $35,000  for  Van- 
couver Knitting  Co.,  Dufferin  and  Que- 
bec Sts.    Tenders  will  be  called  soon. 

B.  C.  Fir  &  Cedar  Lumber  Co.,  6th 
Ave.  and  Laurel  St.,  will  start  work 
shortly  by  day  labor  on  enlarging  and- 
rebuilding  mill;  cost,  $7,000.  Manager 
and  president,  Win.  S.  Burley.  Plumb- 
ing and  electrical  work  will  be  let. 

sharpe  &  Thompson,  architects,  904 
London  Bldg.,  are  preparing  plans  for 
office  building  costing  about  $35,000  for 
Ceperly,  Rounsefell  &  Co.,  739  Hastings 
St.  W. 

Windsor,  Ont. 

T.  S.  F.  Walker  &  Co.,  architects,  Vic- 
toria Bldg.,  are  preparing  plans  for  re- 
modelment  of  and  additions  to  four 
stores  costing  $12,000  for  Paul  Gilbert, 
162  Wyandotte  St.  E. 

Winnipeg,  Man. 

Jordon  &  Over,  architects,  C.P.R. 
Bldg.,  have  plans  and  call  for  tenders 
on  store  and  office  building  for  J.  J. 
Strut. 

CONTRACTS  AWARDED 
Brantford,  Ont. 

Extension  to  factory  costing  $55,000 
for  Dominion  Steel  Products  Co.,  Mer- 
rell  St.:  Structural  steel,  Dominion 
Bridge  Co.,  Dominion  Station,  Lachine, 
Que.;  steel  sash,  Henry  Hope  &  Sons, 
t'eterboro. 

Hamilton,  Ont. 

Frid  Construction  Co.,  Clyde  Bldg., 
have  general  contract  and  will  let  sub 
trades  for  store  costing  $280,000  for  Ar- 
cade Ltd.,  43-51  James  St.  N. 

Hanover,  Ont. 

Flour  mill  costing  $75,000  for  Win. 
Knechtel  &  Sons:  Roofing,  Turnbull  & 
Cutcliffe,  50  Colborne  St.,  Brantford; 
steel  sash,  A.  B.  Ormsby  Co.,  48  Abe! 
St.,  Toronto;  steel  superstructure,  Ham- 
ilton Bridge  Works  Co.,  Bay  N.,  Ham- 
ilton. Owners  carry  out  plumbing,  heat- 
ing, electrical  work  and  sprinkler  sys- 
tem. 

Kentville,  N.  S. 

Maurice  Congdon  has  general  contract 
for  remodelment  of  hotel  for  Dominion 
Atlantic  Rly.;  cost,  $10,000.  General 
Manager,  Geo.   E.  Graham. 

Marpole,  Lulu  Island,  B.  C. 

Dominion  Construction  Co.,  509  Rich- 
ards St.,  Vancouver,  have  general  con- 
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tract  for  addition  to  factory  costing  $12,- 
ooo  for  Barrett  Roofing  Co.,  2100  Tenth 
St.  \\  -  Vancouver. 

Montreal,  Que. 

Factory  costing  $75,000  for  Dominion 
Oil  Cloth  Co.,.  1182  St.  Catherine  St.: 
Metal  sash,  Canadian  Mcital  Window 
Co.,  Confederation  Life  Bldg.,  Toronto; 
millwork,  Win.  Rutherford  &  Sons  Co., 
425  Atwater  Ave.;  sheet  metal  and  roof- 
ing, Douglas  Bros.,  19  St.  Maurice  St.;  " 
beams,  Canadian  Siegwart  Beam  Co.,  103 
St.  Francois  Xavier  St.;  breeze  blocks, 
Alex.  Bremner  Ltd.,  100  lileory  St. 

Atlas  Construction  Co.,  37  Belmont 
St.,  have  general  contract,  wrecking  and 
masonry,  and  want  prices  on  balance  of 
sub  trades  for  reconstruction' of  theatre 
costing  $150,000  for  Loews  Montreal 
Threates  Ltd. 

Brewery  costing  $335,000  for  National 
Breweries  Ltd.,  36  Chaboillez  Sq.:  Roof- 
ing, Geo.  W.  Reed  Co.,  37  St.  Antoine 
St.;  plumbing  and  heating,  James  l!al- 
lantyne,  163  Nazareth  St. 

New  Toronto,  Ont. 

Butchijr  store  and  apartments  costing 
$12,000  for  T.  H.  Wallace,  New  Toron- 
to: Electrical  work,  plumbing  and  heat- 
ing, J.  H.  Doughty,  Lake  Shore  Rd., 
Mimico;  plastering,  Thos.  Fish,  Symon 
Ave.,  Mimico. 

Niagara  Falls,  Ont. 

Work  will  start  on  alteration  of 
building  for  machine  shop  costing  $12- 
000  for  G.  D.  Wilson  &  Harry  Shain,  12:.' 
Buchanan  St.:  Plumbing  and  heating, 
Payne  &  Nesbitt,  122  Mam  St. 

Regina,  Sask. 

Poole  Construction  Co.,  Smith  & 
Twelfth  St.,  have  general  contract  for 
warehouse  costing  $250,000  for  Wood 
Vallance  Co.,  head  office,  Winnipeg, 
Man.  Architects,  Storey  &  Van  Egmond. 
1013  McCallum  Hill  Bldg.  Tenders  will 
be  called  at  once  for  heating,  plumbing, 
painting  and  electrical  work. 

Toronto,  Ont. 

Stores  and  apartments  for  Geo.  J. 
Bryan,  39  Oriole  Rd.:  Excavating  and 
masonry,  Thos.  Purr-On,  14  Helena  Ave. 
Steel,  roofing,  plumbing,  plastering,  heat- 
ing, painting,  and  electrical  work  will 
be  let. 

B.  H.  Prack,  Engineer,  has  awarded 
contract  for  steel  sash  on  the  Cowan 
Company's  job  to  the  A.  B.  Ormsby  Co. 

Win.  F.  Sparling  Co.,  120  Bay  St.,  are 
architects,  engineers,  and  general  con- 
tractors on  manufacturing  plant  for  Le- 
ver Bros.,  Eastern  Ave.:  Elevators,  Otis- 
Fensom  Elevator  Co.,  50  Bay  St. 

P.  H.  Secord  &  Sons,  133  Nelson  St., 
Brantford,  Ont.,  have  general  contract 
for  plant  costing  $100,000  for'  Oakoal 
Co.  (Canada)  Ltd.,  43  Scott  St. 

Canada  Realty  Co.,  Kent  Bldg.,  have 
general  contract  for  bakery  costing 
$40,000  for  Eclipse  Bakery  Co.,  850 
Yonge  St.  Architect,  S.  Comber,  35 
Scott  St.- 

Four  stores  and  apartments  costing 
$6,000  each  for  Allan  &  Davies,  20  Big- 
gar  Ave.:  Electrical  work,  W.  Earle, 
1382  St.  Clair  Ave.  W.;  plumbing,  W. 
Howard,  43  Howland  Ave.;  heating,  Geo. 
Davies,  39  Boon  Ave.;  plastering,  W. 
Law,  50  Innis  Ave. 

Vancouver,  B.  C. 

A.  D.  &  A.  W.  Snider,  Bute  &  Alberni 
Sts.,  have  general  contract  for  cold  stor- 
age plant  costing  $14,500  for  Mainland 
Cold    Storage    Cel.,    Nelson    &  Cambie 
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January  28,  1920 


Sis.  Two  steel  tanks  and  refrigerating 
machinery  required. 

Dominion  Construction  Co.,  509  Rich- 
ards Si.,  have  general  contract  For  fac- 
tory building  costing  $40,000  for  Britan- 
nia Wire  Rope  Co..  Mil   Water  St. 

Theatre  costing  $300,000  for  Allen  The- 
atres, Inc.,  Toronto  and  Winnipeg:  Gen- 
eral contractor,  A. .  McDonald,  82  Spen- 
cer Bldg.;  plumbing,  Barr  &  Anderson, 
1060  Homer  St.  Architect,  G.  Howard 
Crane,  8323  Dime  Hank  Bldg. 

Victoria,  B.  C. 

I).  W.  Burnett,  12f>!>  Oscar  St.,  has 
general  contract  for  hank  costing  $17,000 

for  Royal  Bank  of  Canada,  address  local 
manager. 

Walkerville,  Ont. 

R.  Wescott  Co.,  Rd.  of  Commerce 
Bldg.,  Windsor,  have  general  contract 
and  let  painting  and  electrical  work  for 
theatre  costing  $14(),000  for  Walkerville 
Theatre  Co.:  Steel,  Canadian  liridge  Co., 
Walkerville;  heating  and  plumbing,  R. 
Paddon  &  Co.,  14il  Sandwich  E..  Wind- 
sor. Architect,  G.  Howard  C  rane,  8  Vic- 
toria lildg.,  Windsor. 

R.  Wescott  Co..  lid.  of  Commerce 
lildg.,  Windsor,  have  general  contract 
and  carry  out  all  work  on  warehouse 
costing  $13,000  for  Dominion  Paint  Co., 
Ottawa  St.,  Walkerville. 

Windsor,  Ont. 

Store  costing  $70,000  for  C.  H.  Smith 
&  Co.,  Snndwich  St.:  Steel,  Canadian 
Bridge  Co.,  Walkerville;  stone.  Central 
Canada  Stone  Co.,  Sarnia. 


Residences 

Brantford,  Ont. 

F.  C.  Bodley,  architect.  108  West  St.. 
will  call  for  tenders  in  several  weeks  on 
staff  residence  costing  $20,000  for  lirant 
Sanitarium  lid. 

Bruderheim,  Alta. 

Alec.  Snider  is  preparing  plans  for 
residence  costing  $4,500  and  will  pur- 
chase all  material  and  let  sub-trades. 

Fredericton,  N.  B. 

Win.  Minue,  architect,  220  Aberdeen 
St.,  is  preparing  plans  for  apartments 
costing  $7,000  for  Gordon  G.  Scott,  323 
Queen  St. 

Hamilton,  Ont. 

Merrill  System,  Clyde  Bldg..  plans  to 
erect  apartments  costing  $50,000  on  cor- 
ner of  Connaught  and  King  Sts. 

Lindsay,  Ont. 

J.  Hornsby,  architect,  St.  Paul  St.,  is 
preparing  plans  for  a  residence  each  for 
following:  S.  W.  Kelcher,  William  St.  S., 
cost,  $4,000;  Gunna  Gustafson,  care  Bov- 
ing  Hydraulic  Co.,  cost,  $4,000;  John 
Johnson,  R.  R.  No.  2,  cost,  $3,500. 

Minden,  Ont. 

W.  J.  Ranson,  Scotch  Line,  Minden, 
plans  to  erect  residence  in  Auson  Town- 
ship; cost,  $5,000.  Work  will,  start  in 
spring. 

Montreal,  Que. 

Fabien  Giroux,  256  Pare  Lafontaine, 
plans  to  erect  residence. 

Dr.  G.  A.  Belanger,  1295  St.  Lawrence 
Blvd.,  wants  prices  on  all  sub  trades  at 
once  for  six  tenements  costing  $12,000. 

Henry  Hamlet,  9  Mayor  St.,  plans  to 
erect  residence  this  spring. 

J.  Thos.  Ayers,  233  Bishop  St.,  plans 
to  erect  residence  on  Wood  Ave.  Work 
will  proceed  in  summer. 

A.  J.  Bibeau,  St.  Dorothee  St.,  will 
erect  $(>,000  residence  by  day  labor  and 


M  ill    require    brick,   lumber,     sand  and 

cement. 

E.  W.  Raines.  191  WHKeley  We.,  ha- 
purchased  site  for  residence  and  plans 
to  build  this  spring. 

Montreal  West,  Que. 

J.  A.  M.Pesant,  1291  St.  Viateur  St. 
W.,  plans  to  erect  residence  this  summer 
on  Strathern  Ave. 

Oakville,  Ont. 

Tenders  will  be  called  in  one  week  on 
all  trades  for  residence  costing  $15,000 
for  Robt.  Northey,  care  architects,  Page 
&  Warrington,  199  Yongc  St. 

Ottawa,  Ont. 

C.  P.  Meredith.  120  Sparks  St.,  plans 
to  erect  residence  this  spring  on  Range 
Rd. 

W.  E.  XofTkc,  architect,  Central  Cham- 
bers, Elgin  St.,  has  plans  and  calls  for 
tenders  until  Feb.  20th  for  alteration  of 
residence  into  apartment  house  for  Dr. 
J.  Chabot,  M.P.,  Laurier  Ave.  and  Col- 
lege Ave.;  cost.  $10,000.  Mr.  NofTke  also 
has  plans  and  calls  for  tenders  until  Jan. 
:;ist  for  alterations  of  manse  into  apart- 
ments for  St.  John's  Congregation,  Elgin 
and  Somerset  Sts.;  cost,  $0,000. 

Saskatoon,  Sask. 

Miners  &  Ball,  614  Ninth  St.,  are  erect- 
ing residence  costing  $5,000. 

St.  James,  Man. 

A.  S.  Walsh,  497  Furby  St..  Winnipeg, 
plans  to  erect  residence  costing  $5,000. 
Prices  wanted. 

Toronto,  Ont. 

Grimsbaw  Bros.,  800  Danforth  Ave., 
have  plans  drawn  for  two  pair  of  resi- 
dences to  be  erected  on  Oakdene  Cres. 
Owners  also  plan  to  erect  four  other 
residences  on  this  street  shortly. 

W.  A.  Goy,  165  Westmount  Ave.,  is 
erecting  residence  costing  $7,000  and 
double  garage  costing  $400.  Smaller 
trades  will  be  let. 

Heating,  plumbing,  painting,  plaster- 
ing and  electrical  work  will  be  let  for 
two  residences  costing  $4,500  each  for 
R.  L.  McAfee,  311  Roncesvalles  Ave. 

J.  W.  Chester.  490  Markham  St.,  is 
erecting  six  residences  costing  $2,500 
each,  and  is  carrying  out  masonry  and 
carpentry.    Smaller  trades  will  be  let. 

H.  T.  Belfrey,  92  Wheeler  Ave.,  wants 
prices  on  masonry,  plumbing,  heating, 
plastering,  painting  and  electrical  work 
for  $5,000  residence  which  he  is  erect- 
ing. 

G.  A  .Evans,  8  Roxborough  Drive,  has 
plans  drawn  for  residence  costing  $7,000. 
and  will  let  smaller  trades. 

J.  H.  Stevens,  239  Kenilworth  Ave., 
plans  to  erect  two  bungalows  in  the 
spring. 

Henry  Milson,  127  Westmount  Ave., 
has  new  plans  drawn  for  residence  cost- 
ing $6,500  and  wants  prices  from  build- 
ers or  from  various  tradesmen. 

Adam  Walker,  169  Lauder  Ave.,  plans 
to  erect  residence  in  spring  and  will  let 
heating,  plumbing,  roofing,  plastering, 
painting  and  electrical  work. 

H.  W.  Waters,  75  Elmer  Ave.,  has 
plans  drawn  for  residence  costing  $5,000 
and  will  start  erection  shortly. 

W.  J.  Cornell,  107  Glenmore  Rd..  is 
erecting  residence  costing  $5,000  and  is 
carrying  out  masonry  and  carpentry. 
Heating,  plumbing,  plastering,  painting, 
and  electrical  work  will  be  let. 

Crawford  &  McClintock,  62  Chisholme 
Ave.,  plan  to  erect  two  pair  of  resi- 
dences in  spring. 


Windsor,  Ont. 

T.  S.  P.  Walker  &  Co.,  architects. 
Victoria  Bldg.,  are  preparing  plans  for 
two  Hats  costing  $12,000  for  S.  Bersch, 
97  Assumption  St.;  two  llats  costing 
$12,000  for  R.  Mechanic,  4:i  J'arent  Ave.; 
residence  costing  $6,000  for  R.  Kigg, 
care  Excelsior  Stone  Co.,  Pitt  St. 

CONTRACTS  AWARDED 
Bunbury,  P.  E.  I. 

Brooklyn  Voil,  Charlottetown,  has 
general  contract  for  bungalow  for  Colin 
J.  Wood,  Bunbury.  Tenders  will  be  call- 
ed for  plumbing,  plastering,  heating  and 
painting. 

Cap  De  La  Madeleine,  Que. 

Residence  and  store  costing  $6,000  for 
J^  A.  Roy:  Plumbing.  Massicotte  & 
Freres,  Cap  de  la  Madeleine;  electrical 
work,  P.  Lacroix,  Cap  de  la  Madeleine: 
plastering,  R.  Gonneville,  95  Des  Forge-. 
St.,  Three  Rivers. 

Mimico,  Ont. 

J.  H.  Mills,  38  Lansdowne  Ave.,  To- 
ronto, has  general  contract,  masonry 
and  carpentry,  and  will  let  all  smaller 
trades  for  six  residences  costing  $5,000 
each  for  Dr.  A.  MacKenzie,  1182  Queen 
W.,  Toronto. 

Sandwich  East,  Ont. 

W.  N.  McEachren  &  Sons  Ltd.,  Hur- 
on &  Erie  Bldg.,  Windsor,  have  general 
contract  and  do  all  work  for  residence 
costing  $8,000  for  J.  Isaacs,  care  Ford 
Motor  Co.,  Ford,  Ont. 

Toronto,  Ont. 

Two  bungalows  costing  $5,000  each 
for  Jas.  Bodie,  456  Pape  Ave.:  Masonry, 
E.  Cooke.  936  Logan  Ave.;  plumbing  and 
heating,  T.  H.  Reading.  71  Marjory  Ave. 

Residence  and  garage  costing  $15,- 
000  for  John  R.  Smith,  Jr..  397  Bruns- 
wick Ave.  General  contract,  masonry 
and  carpentry.  Brown  &  Cooper  Ltd., 
27  Carlton  St.  Owner  lets  plumbing, 
heating,  painting,  and  electrical  work; 
contractor  lets  roofing  and  plastering. 

Two  pair  residences  for  Grimshaw 
Bros.,  800  Danforth  Ave.:  Roofing, 
Howard  &  Tnrvill,  45  Lewis  St.;  elec- 
trical work.  R.  Mitchell,  140  Leslie  St.: 
plumbing.  Belyea  Bros.,  1002  Bathurst 
St.;  plastering,  Wm.  Churchill,  370 
Woodbine  Ave. 

Two  residences  costing  $4,000  each 
for  A.  E.  Black.  25  The  Oaks,  Bain 
Ave.:  Masonry,  W.  Rogers,  277  Rhodes 
Ave.;  electrical  work,  J.  Hopkins,  10 
Harcourt  St.;  heating,  Howard  Fur- 
nace Co.,  371  Yonge  St.;  plumbing,  G. 
E.  Davies.1249  St.  Clair  Ave.  W.;  plas- 
tering, W.  Michial,  care  owner. 

One  pair  of  residences  costing  $4,500 
each  for  Crawford  &  McClintock,  62 
Chis*holme  Ave.:  Electrical  work,  Ed. 
Taylor,  25 Norwood  Ave.;  plumbing, 
Crawford  Hill,  38  Chester  Ave.;  heat- 
ing, Geo.  Matthewson,  734  Queen  E.; 
plastering,  Lea  &  Griffin,  care  owners? 
painting,  Simmons  Bros.,  119  Lyall  Ave. 

J.  W.  A.  Crowe,  195  Glendonwynne 
Rd.,  has  general  contract  for  two  bun- 
galows costing  $6,500  each  for  Dr.  E.  E. 
Abbott,  2  Bloor  E. 

Vancouver,  B.  C. 

J.  P.  Morris.  1756  Rodson  St.,  has 
general  contract  for  two  residences 
costing  $5,500  each  for  Mrs.  C.  J.  Low- 
en,  1(422  Seventh  Ave.  W.  Architect, 
Franklin  Cross.  455  Credit  Foncier 
Bldg. 

Walkerville,  Ont. 

W.  N.  McEachren  &  Sons  Ltd.,  Hur- 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 

WRITE  FOR  PRICES  AND  SPECIFICATIONS 


THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

H  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative: 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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on  &  Krie  Bldg.,  Windsor,  have  general 
Contracl  and  cany  oul  all  work  on  resi- 
dence costing  $12,000  for  C.  W.  Isaacs, 
care  Hiram  Walker  &  Sons  Ltd.  Archi- 
tects. Colt  hurst  &  Trace,  in  Medbury 
Bidg.,  W  indsor. 

Windsor,  Ont. 

Residence  and  store  costing  $(>,()()()  for 
Ernest  Gfgnac,  59  Bruce  Ave.:  Heating 
and  sheet  'metal.  Windsor  Hardware 
Co.,  7  1  Sandwich  St.  K.,  Windsor;  plas- 
tering, Nicol  Troup,  2()H  Windermere 
Rd.,  WalUerville ;  plumbing,  Hutchison 
&  Co.,  65  Wyandotte  West. 

Residence  costing  $7, ()()()  tor  Jno. 
Sands,  care  Moore  Bros.,  140  Janette 
Ave.:  Plumbing,  heating  and  sheet  met- 
al, Windsor  Hardware  Co.,  71  Sandwich 
St.  K.,  Windsor;  plastering,  Nicol 
Troup.  :.'i)s  Windermere  Rd»,  Walker- 
ville. 

Moore  Bros.,  140  Janette  Ave.,  have 
general  contract  for  residence  costing 
$7,ooo  for  A.  Cross.  ::::  Louis  Ave.  Own- 
er lets  plastering,  heating  and  plumbing. 


Power  Plants,  Electricity  and 
Telephones 

Max-ville,  Ont. 

By-law  passed  authorizing  construc- 
tion of  Hydro  power  system  for  Town; 
cost,  $7,000.  Clerk,  Daniel  I'.  McDiar- 
mid.  • 

Pickering,  Ont. 

Town  Council  will  secure  estimates 
at  once  from  Ontario  Hydro  Bd.  on 
cost  of  light  and  power  .system  for 
Pickering,  Cherrywood,  Whitevale. 
Brougham  and  Claremont.  Reeve,  W.  G. 
Scott. 

Ranneys  Falls,  Ont. 

Hydro-Electric  Power  Commission  of 
Ontario,  190  University  Ave.,  Toronto, 
plan  to  develop  power  at  Ranneys  Falls. 
Will  have  estimates  and  plans  prepared. 
Chairman,  Sir  Adam  Beck. 

Toronto,  Ont. 

Toronto  to  Bowmanville  Hydro  radial 
by-law  carried  in  East  York.  The  list 
of  Municipalities  voting  on  this  project 
is  now  completed  and  it  is  expected  that 
the  Hydro  Electric  Power  Commission 
of  Ontario,  190  University  Ave..  Toronto, 
will  start   work  in  near  future. 

CONTRACTS  AWARDED 
Cap  De  La  Madeleine,  Que. 

Canadian  Bridge  Co.,  Walkerville. 
have  contract  for  steel  on  the  construc- 
tion of  two  steel  towers  and  transmis- 
sion  line  for  Shawinigan  Water  &  Power 
Co..  Shawinigan  Falls. 


Miscellaneous 

Bognor,  Ont. 

Township  of  Sydenham  wants  prices 
c,n  various  sizes  of  steam  rollers  at  once. 
Clerk,  J.  M.  Thompson,  Bognor. 

Gait,  Ont. 

City  has  had  new  plans  drawn  for 
grand  stand  to  cost  $15,000.  Tenders 
will  be  called  in  spring.  Clerk,  J.  Mc- 
Cartney; architect,  R.  Hall,  Barrett  & 
Martin  Block. 

Hull,  Que. 

City  wants  prices  on  2  pieces  of  motor 
apparatus  for  Fire  Dept.  Mayor,  Mr. 
Cousineau. 

Ottawa,  Ont. 

Mortimer  Co.,  259  Sparks  St.,  want 
prices  at  once  on  1-15  b.  p.,  d.  c.  motor, 


500  volt,  compound  wound,  I  peed  not 
more  than  LfcOO  R.P.M, 

City  contemplates  purchase  of  new 
meters;  co>t,  $25,000.  Mayor,  Harold 
Fisher;  Commissioner  of  Works,  A.  F. 
Macallum. 

City  contemplates  purchase  of  follow- 
ing and  will  have  specifications  prepared: 
supply  of  castings  (special  j^rate  and 
service  posts,  etc.);  supply  of  valves  .'! 
in.  to  12  in.;  supply  of  20.000  lin.  ft.  of 
vitrified  clay  pipe,  including  bends  and 
junctions.  Mayor,  Harold  Fisher;  Com- 
missioner of  Works,  A.  F.  Macallum. 

Toronto,  Ont. 

Imperial  Oil  Co..  50  Church  St..  have 
been  granted  permission  to  erect  a  gas- 
oline station  at  College  and  Shaw  Sts.; 
cost.  $15,000.  Tenders  will  be  called 
shortly.  Architect.  J.  L.  Havill.  Im- 
perial Oil  Bldg. 

City  recommended  to  spend  $:.'5.ooo 
for  equipping  and  maintaining  ten  new 
playgrounds.  Parks  Commissioner.  Mr. 
Chambers,  City  Hall. 

American  Company  wishes  to  purchase 
10  h  p.  boiler  for  hoisting  machine. 
Send  name  to  MacLean  Daily  Reports, 
348  Adelaide  St.  W.  and  specifications 
and  further  particulars  will  be  forward- 
ed. 

Provincial  Dept.  Pub.  Works  wants 
prices  at  once  on  100,000  ft.  dimension 
timber.  Secy.,  H.  F.  McN'aughton,  Par- 
liament Bldgs. 

II.  A.  Mosher,  58:!  Church  St.,  will 
have  roller  ring  remodelled  into  modern 
dance  hall. 

CONTRACTS  AWARDED 

G;:elph,  Ont. 

City  placed  contract  for  1.500  ft.  of  8 
in..  1.500  ft.  of  12  in.  and  15.000  ft.  of 
24  in.  machine  made  wood  pipe  with  Pa- 
citic  Coast  Pipe  Co..  1551  Granville  St.. 
Vancouver,  B.  C. 

London,  Ont. 

Stanstead  Quarries  Co.,  Beebe.  Que., 
have  contract  for  granite  on  erection  of 
mausleum  for  London  Mausoleum  Co.; 
cost.  $100,000. 


Fires 

Burford,  Ont. 

M.  A.  McCallum  will  rebuild  grain 
elevator  destroyed  by  fire;  cost,  $5,000. 

Calgary,  Alta. 

Fire  destroyed  hotel  and  stores;  loss. 
$:S00,()00.  Owner,  Empire  Hotel;  man- 
ager, W.  J-  Stokes. 

Dresden,  Ont. 

Fire  destroyed  flour  mills;  loss,  $25,- 
000.  Owner,  West  Lake  Flour  Mills, 
may  rebuild. 

Glace  Bay,  N.  S. 

Fire  destroyed  school;  loss.  $75,000. 
School  Commissioners  will  probably 
rebuild . 

Hagersville,  Ont. 

M.  C.  Rly.,  St.  Thomas,  Ont.,  plan 
to  rebuild  station  and  freight  sheds  de- 
stroyed by  fire;  cost.  $4,000.  Assistant 
Supt.  J.  J.  Crowley.  St.  Thomas. 

Hermon,  Ont. 

Trustees     will     rebuild  in  summer 

school  destroyed  by  fire;  cost,  $5,000. 
Secy.,  W;  A.  Allport. 

Listowel,  Ont. 

C.  Prueter  plans  to  rebuild  harness 
shop  destroyed  by  fire;  cost,  $5,000. 

Ottawa,  Ont. 

Fire  destroyed  store  and  printing  of- 


fice; loss,  on  building,  $14,000.  Owner, 

Miss    Francis  Evans,   229   Augusta  St.. 

aient.    \    I).  Porter.   Bank  and  AlVu 

Sts. 

St.  Marc  Des  Carrieres,  Que. 

La  Banque  Nationale  and  Narcisse 
Xaud  sustained  a  loss  of  $12,000  when 

fire  destroyed  bank  and  flat. 

Sydney,  N.  S. 

M.  W.  Ingraham  will  rebuild  resi- 
dence destroyed  by  fire;  loss,  $0,000. 

Windsor,  Ont. 

l  ire  destroyed  three  residences;  loss, 
$2,000  each.  Owners,  Edward  Collard, 
Robt.  Jones  and  I'euj.  Roberts,  will  re- 
build. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
Branches:  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also  Bonds  for  Special  Purposes 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
TRY  OUR  SILLS  AND  CORNICE 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E,  TORONTO 
Phones— Main  904  and  905 


BOOKS 

on  Building,  Engineering  and  all  Technical 
Subjects,  Second-hand  at  half  prices.  New  at 
lowest  prices.  State  wants  and  send  for  Cata- 
logue No.  23,  post  free. 

WE  HAVE  THE  BOOKS  YOU  WANT. 
Books  Bought.  Best  Prices  Given. 

W.  &  G.  FOYLE,  LTD., 
121-125.   Charing  Cross  Road,   London.  Eng. 


THE 

Canadian  Surety  Co. 

Specialists  in 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile,   Burglary,   Plate  Glass 
INSURANCE. 

Head  Office  :  26  Wellington  Street  E. 

Toronto,  Ont.  Phone  M.  2609-1840 

Branch  Offices; 
Montreal   Trust    Bldg.,    Montreal,  Que. 
908  Paris  Bldg.,  Winnipeg,  Man. 
Representatives  in  all  Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 
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ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office- 
95  King  Street  East 
TORONTO 


Works- 
Cor.  Munition  and 
Commissioner  Streets 

TORONTO 


Makes  Cement  Watev-ppgpf 

FOR  DAMP 
rgl  /M    WALLS, FLOORS, 

M  **S£AVO//lSf 

WOODED 
BASEMENTS. 


See  bow  easy  it 
is  to  mix: .  Pc*ui» 
the  Powder  on 
the  Cement  c  * 
stir*  it  wii" 
sboveL  * 


CONCRETE  WORKERS 
FOR  FLAT  ROOFS 
AND  BUILDINGS 


then  adi 
Sand 


STOCKED'BY 

SPIELMAN  AGENCIES  (Reg'd.) 


45  St.  Alexander  Street, 


Montreal 


 —  


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE  ONTARIO 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

(LARGE  STOCK  ON  HAND) 
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Architectural  Sheet  Metal 
Building  Material 


Embossed  Steel  Ceilings  and  Interior 
Decorations,  Galvanized  Cornices,  Sky- 
lights, Ventilators,  Finials,.  Roofing,  Wall 
Ties,  Expanded  Steel  Lath,  etc. 


Send  for  our  Catalogue  and  Prices 


THE  GALT  ART  METAL  CO.,  LIMITED 


INCLUDING 


GALT, 


ONTARIO 


Made  in  Canada 
Conduit 


Manufactured  by 


National  Conduit  Co.,  Limited 


Toronto 
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FROST 


FROST  QUALITY  stands  for  close  study  of  the  customer's  re- 
quirements, careful  selection  of  raw  materials,  Rood  workman- 
ship, preciseness  in  specifications,  satisfaction. 

FROST  SERVICE  means  an  appreciation  of  what  time  means  to 
the  customer,  a  promise  to  he  kept,  materials  on  the  spot  when 
needed, 

concrete  RE-INFORCING  materials 

SPIRALS,  BARS,  STRAIGHTENED  AND  CUT,  WIRE  MESH. 

Frost  Steel  &  Wire  Company,  Limited 

HAMILTON,  CANADA 


Reinforced 
Concrete  Construction 

Series  of  Three  Volumes 

By  G.  A.  Hool,  Associate  Professor  of  Structural 
Engineering,  University  of  Wisconsin. 

You  probably  know  something  about  these  books — 
How  they  came  out  without  the  advantage  of  a  widely  known  name 
as  author. 

How  the  leading  civil  engineering  papers  hailed  them  as  the  best 
on  the  subject. 

How  they  were  at  once  recognized  as  the  most  useful  and  practical 
books  that  have  appeared. 

They  are  today  standard  among  engineers,  architects  and  contrac- 
tors, as  well  as  in  colleges. 

Vol.  1 — Fundamental  Principles,  254  pages,  6  x 

9,  88  illus.,  $2.50  net,  postpaid. 
Vol.  II — Retaining  Walls  and   Buildings,  675 

pages,  6x9,  412  illus.,  34  plates,  $6.00  net 
postpaid. 

Vol.  Ill — Bridges  and  Culverts,  688  pages,  6x9, 
over  600  illus.,  41  plates,  $6.00  net,  postpaid. 

SEND  YOUR  ORDERS  TO 

Contract  Record  &  Engineering  Review 

347  Adelaide  St.  Wett,  TORONTO 


U:  .  Re!\for  Rebforcl 

to  "  fONCREIi  CONCRET 

force  feme  tain 

looi    Hool  Hool 


Yol.H  VulJIL 
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Ideas  and  Suggestions 
for  House  Trim 

Read  the  articles  on  the 
above  subject  by  W.  H. 
Shaw  now  running  in  the 
Canadian  Woodworker. 
Subscription  price  of  this 
publication,  100  pages 
monthly,  One  Dollar  a 
year. 

Order  from 

WOODWORKER    PUBLISHING   CO.,  LIMITED 
343  Adelaide  St.  West,  Toronto 


SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel 
Tanks  and  substructures 
for  factory  sprinkler  sys- 
tems and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work. 

Send  us  your  blue  prints 
for  estimates. 


Send  for  special  Tank  and  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Limited 

Toronto       Montreal       Winnipeg  Calgary 


IP  n&fi 


COATING 


Bell  and  Spigot 
Steel  Pipe 

Dipped  while  Hot  in  Special  Refined  Bituminous  Com- 
pound and  then  spirally  wound  with  Hessian  Cloth 


Made  in  sizes  from  2  inches  to  10  inches  inside  diameter  with 
different  thicknesses  for  various  pressures. 

For  use  in  Water  Works,  Irrigation  Systems,  Mines  and  Mining, 
Natural  and  Artificial  Gas  Transmission  Lines,  Engineering  Work 
and  wherever  a  lead  joint  is  suitable. 

Absolutely  free  from  blow-holes,  flaws  and  cracks 

MADE  IN  CANADA  BY 

PAGE-HERSEY  IRON,  TUBE  &  LEAD  CO.,  LTD. 

Head  Office— 100  Church  St.,  TORONTO,  ONT. 
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There  is  No  Standing  Still 

Factories,  office  buildings,  school  buildings,  residences,  pave- 
ments, sewers,  water  works  systems,  roads,  bridges,  the  develop- 
ment of  our  railroads — these,  and  other  important  building  and 
construction  work,  are  in  progress  and  contemplated.  The  outlook 
in  the  Canadian  construction  field  is  indeed  bright. 

Every  municipality — every  province — as  well  as  many  private 
enterprises,  have  plans  made  which  will  mean  the  spending  of 
many  millions  of  dollars.  Canada  cannot  remain  still — CANADA 
MUST  AND  WILL  GO  AHEAD. 

The  success  of  the  Victory  Loan  shows  there  is  sufficient 
money  in  Canada  to  finance  all  legitimate  undertakings. 


The  Contract  Record  &  Engineering  Review 

reaches  the  men  responsible  for  doing  big  things  in  the  engineer- 
ing, contracting  and  municipal  fields. 

Millions  of  dollars  of  material,  equipment,  and  machinery 
will  be  purchased  for  use  in  building  and  construction  in  the 
early  spring. 

An  advertisement  in  the  CONTRACT  RECORD  &  ENGI- 
NEERING REVIEW  reaches  the  executives  with  the  buying 
power. 

Let  us  tell  you  more  about  the  CONTRACT  RECORD  and 
the  field  it  covers. 


ontract  Record 

^Engineering  Review 

347  Adelaide  Street  West,  TORONTO 
Branches : 


MONTREAL. 
NEW  YORK. 


WINNIPEG. 
CHICAGO. 


VANCOUVER,  B.C. 
LONDON,  ENG. 
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Puce  UJqgE  Undeuueac 


O.V.  (Ottawa  Valley)  brand  has  been  worn  for 
fifteen  years  by  Canada's  nation  builders — on 
railroads,  farms  and  the  Empire's  battlefields; 
in  mines  and  in  construction  camps.  Made 
for  warmth  and  durability,  in  medium  and 
heavy  weights,  in  combinations  and  two 
piece  suits.  Guarantee  with  every  garment. 
Moderate  prices. 

Sold  throughout  the  wholesale  trade  only. 


OxyAcetylene  and  Cutting 


Rapid  Repairing 
"On  the  Spot" 


This  illustration  shows  an  operator  repairing  a  leaky  tank 
car  right  on  the  track,  at  a  trifling  expense,  by  the  Prest-O- 
I.ite  I'rocess  of  Oxy-Acetylene  Welding.  Railroads,  Mines, 
Factories  and  Machine  Shops  everywhere  have  adopted  this 
process,  and  are  saving  hundreds  of  thousands  of  dollars 
annually. 

Costly  tie-ups  arc  avoided — valuable  castings  and  machine 
parts  are  saved  from  the  scrap  pile — and  many  economies 
and  improvements  are  effected  both  in  repairing  and  manu- 
facturing 


employs  both  gases  (acetylene  and  oxygen)  in  portable  cyl- 
inders. Prest-O-Lite  Dissolved  Acetylene  is  backed  by 
Prest-O-Lite  Service,  which  insures  prompt  exchange  of 
full  cylinders  for  empty  ones. 

Provides  dry,  purified  gas,  insuring  better  welds,  quicker 
work  and  lower  operating  cost. 

Apparatus  consists  of  an  equal  pressure  blow  pipe,  auto- 
matic regulators  and  gauges,  and  all  necessary  equipment. 
Any  average  workman  who  understands  metals  can  learn 
the  welding  process  quickly  and  easily. 

We  will  gladly  send  illustrated  literature  and  interesting 
data  showing  actual  instances  of  savings  made  by  others. 
It  may  suggest  valuable  ideas  to  you.     Write  for  it. 


Address  Dept.  C-105. 

PREST-O-LITE  COMPANY 
OF  CANADA,  LIMITED 

Prest-O-Lite  Building, 
Cor.   Elm   Street  and  Centre  Avenue 
TORONTO 
Plants  at: 
TORONTO,  Ont. 
SHAWINIGAN  FALLS,  P.Q.  1 
MERRITTON,  ONT.  ST.  BONIFACE.  Man. 


¥3 


1 


Worlds  Largest  Makers  of  Dissolved  Acetylene 


S2 
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Windsor   Street.  Montreal 

These  granite  blocks  have  been  down  for  27  years 
without  attention  or  repair. 

Supplied  to  the  city  of  Montreal  by  Brodie's  Ltd. 

All  stock  sizes  of  granite  paving  blocks  for 
immediate  shipment. 

BRODIE'S  LIMITED 


128  Bleury  Street 


MONTREAL 


Liberal  Profits  and  a  Sure  Demand 


awaits  the  man  who  begins  the 
manufacture  of  Ideal  Concrete 
Building  Units  in  any  community. 
No  previous  experience  necessary, 
and  but  a  very  small  capital. 


The  Product  "Ideal"  Blork  Machine 

Ideal  Concrete  Machinery  Company,  Limited 
Lock  Drawer  250  WINDSOR,  ONT. 


National  Iron  Corporation 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Sire  for  Water,  Gat,  Culvert  or  Sewer, 
Carried  In  Stock  at 

MONTREAL  -  TORONTO  -    PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar -Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.     SAULT  STE.  MARIE,  ONT. 

SALES  OFFICE:  THDAWTH 

400  McKinnon  Building  *  M 


I  •>  Ml 


THE   CONTRACT  RECORD 


63 


"Holman"  Rock  Drills 

For  Ecomony  and  Hard  Work 

Tripod  Drills,  Hammer  Drills,  Steels,  etc. 

MUSSENS  LIMITED 


MONTREAL    QUEBEC    Pruneau  &  Co. 
WINNIPEG 

VANCOUVER  TORONTO   Confederation  Life  Bldg. 


Safeguard  your 
Plants  -and  Pro- 
perty against  loss 
or  damage  by 
fire  by  installing 
Fire-proof  Doors 
of  approved 
make. 


Our  plant  is  equipped  with  special  cutling  dies  for 
manufacturing  these  doors. 

We  also  specialize  in  Kalamein  Doors,  Windows  and 
Mouldings,  Steel  Doors,  etc.  Roberton  Patent  Lock 
Metal  Weather-stripping  for  Doors  and  Windows- 
Saves  20  per  cent,  of  your  fuel  consumption. 

Give  us  a  call — we  can  save  you  money. 

ROBERTON-OLSEN 

LIMITED,  INC. 
Head  Office  &  Factory:    Ft.  of  Cherry  St.,  Toronto 
Phone  Adelaide  4093 

Agents  at  Vancouver,  Medicine  Hat,  Ottawa,  Kingston, 
Montreal,  Halifax. 


We  make  a  specialty  of 
unloading  cars  of 

SAND,  GRAVEL,  CRUSHED  STONE 
COAL,     CEMENT    AND  BRICK 

Get  our  Prices 

Contractors  Transport  Company 

Main  4570         401  Lumsden  Bldg.,  Toronto 


Information  you  MUST  have. 
Which  is  the  best — the  probable, 
approximate  and  perhaps;  or  the 
actual,  definite  and  precise  data 
about  the  proposed  operation? 
MACLEAN  DAILY  REPORTS 
will  give  you  the  latter.  Rates 
and  samples  on  request. 

MacLean  Daily  Reports  Ltd. 

345  Adelaide  St.  West,  Toronto. 


J.  G.  Allan.  President 


James  A.  Thomson,  Vice-President 


the  CARTSHORE-THOMSON  PIPE  &  FOUNDRY  CO. 


LIMITED 


Manufacturers  of 


CAST  HOT 


PE 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 


for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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Every  Building  Should  Be 
Protected  Against  Lightning 

Shinn-Flat 


Lightning  Protection 

An  important  specification  in  the  plans 
for  a  building  of  any  size  should  be 

Lightning  Rods 

If  rods  are  not  the  most  efficient  or  are 
improperly  installed,  the  protection  is 
not  sufficient  to  be  worth  while.  Shinn- 
Flat  Rods  have  36%  more  carrying 
power  and  we  arrange  to  have  an  ex- 
pert superintend  the  installation.  Build- 
ers find  that  a  Shinn-Flat  Agency  works 
out  profitably  with  their  operations. 
Send  us  a  "blue-print"  of  the  building 
and  we  will  quote  on  the  installation. 

Write  for  agency  proposition. 

ShinnMfg.Co. 

of  Canada,  Limited 
BOX  69A      GUELPH,  ONT. 


NO  TICE  ! 


We  beg  to  announce  that  the 
firm  of  Grant  &  Home,  doing 
business  in  the  Maritime  Prov- 
inces as  Engineers,  Contractors 
and  Shipbuilders,  with  Head 
Office  at  St.  John,  N.  B.,  has 
been  taken  over  by,  and  will 
be  continued  under  the  name 
of  J.  A.  Grant  &  Co.  Ltd., 
Head  Office  at  St.  John,  N.  B. 
This  change  will  be  effective 
from  January  1st,  1920. 


J.  A.  Grant  &  Co.,  Ltd. 

ST.  JOHN,  N.B. 


DOORS 

FROM  OUR  WAREHOUSES 
ARE  THE  BEST 

BECAUSE: 

Our  Stock  is  New,  Clean  and 
Kept  Under  Ideal  Conditions. 

Our  Prices  Are  Right 

Let  Us  Quote  You  on  Your 
Next  List. 

KLIMAX  and  KORELOCK 

DOORS  ALWAYS  IN  STOCK 

Large  quantities  were  purchased 
during  1919. 
Now  beginning  to  arrive. 


THE 


PANNILL 


DOOR 
COMPANY 


DOOR  SPECIALISTS 

131  Front  Street  East,  TORONTO,  ONT. 

Phone  Main  659 


For  Profitable  Results 


advertise  in  the  most  widely  read  and  leading 
publication,    reaching   the   majority   of   the  con- 
tracting,    engineering     and     municipal  officials. 
Rates  on  application 

Contract    Record   &   Engineeriog  Review 

347  Adelaide  St  West,  TORONTO 
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Railway  and  Track  Supplies 

For  Lumber  and  Contractors' 
requirements 

Rails,  Locomotives,  Accessories, 
Cars,  Lion  Brand  Babbitt  Metal 

Correspondence  solicited 

Sessenwein  Bros.,  Montreal 


^IIIH''""- 


Rlfc-wlr 
METHOD  Ll 


It  is  a  dean-cut,  complete  and  practical  method  of  pipe 
insulation.  The  kind  that  highly  trained  technical  men  and 
practical  operating  engineers 
both  approve.  Bulletin  No.  1 
explains  Ric-wiL  simplicity 
,  and  other  features. 

f^^0tlSSl^  Write  for  it  to-day. 


JlllllilllllllliiiiMiiimiiiiiimiMl1 


IS 


The  Texas  Company  of  Boston, 
Mass.  saved  $400.00  on  one 
job  with  the  Spraco  Paint  Gun 

"It  is  wonderful  how  much  surface  can  be  covered  in 
one  day,  with  the  Spraco  Paint  Gun  Have  used  the 
equipment  in  painting  all  our  stations  throughout 
New  England  at  a  tremendous  saving  over  the  old 
slow  method  of  brushing.  The  station  outside  of 
Haverhill  was  painted  with  a  saving  of  about  $400.00; 
other  stations  in  proportion  to  size." 

You  too  can  save  more  than  the  price  of  a  Spraco  Paint- 
ing Outfit  on  your  next  job. 

They  have  this  to  say: 

SEND  FOR  BULLETIN  P-ll. 

Spray  Engineering  Co. 

93  Federal  Street,  Boston,  Mass.,  U.  S.  A. 

Rudel-Belnap    Machinery    Co.,    Ltd.,    Shaughnessy  Building, 
137  McGill  Street,  Montreal 
26  Adelaide  Street  West,  Toronto. 


Canadian  Engineering  &  Contracting  Co. 


Limited 


Bridges,  Roadways 
Reinforced  Concrete  Bldgs. 
Foundations  a  Specialty 


Bank  of  Hamilton  Bldg.,  Hamilton,  Ont. 


Pacific  Coast  Pipe  Co.,  Ltd, 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street     -     Vancouver,  B.  C. 
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Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt    Drlivci  its. 


Attractive  l'iicci>. 


Address  >our  inquiries  to 

CANADIAN    DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 

CHATHAM,  ONT.      275  Inshes  Ave. 

Associated  with 
PlTTSnURCSII  l*ES  MOINES  STEEL  CO. 

42    Church    St.  M0   (uiry  lildg. 


New   Yoi k  City 
Des  Moines. 


I'Utftburgb,  Pa. 

I  ullle  Slieel 


CRANES 


Heavy  Mill 
Crane 
Patented 


Mod.  in 
Canada 


Electric  and  Hand  Traveling  Cranes 
Electric  and  Air  Hoists 

NORTHERN    CRANE   WORKS,  LTD. 

W  ALKER  V1LLE,  ONT. 


Architects — Include  in  Your  Plans  This 

Perfect  Heating  System 

One  <>f  the  first  essentials  of  a  modern  building  is  reliable  heating.  To  attain 
the  best  results  for  quick  circulation  throughout  the  pipes  and  radiators  of  the  build- 
ing, with  a  mean's  of  regulating  it  to  the  desired  temperature,  hoi  water  can  he  used 

at  a  considerable  Baving  of  expense  hy  the  attachment  of 

 THE  


MODERN  HEATER 


to  any  k'.nd  of  boiler 

It  heats  the  water  by  steam  drawn  off  from  the  boilers,  the  water  passing 
through  its  coiled  pipes  where  it  acquires  the  necessary  heat  in  a  remarkably  short 
time,  and  circulates  rapidly  through  the  heating  apparatus  of  the  building.  It  has 
been  established  that  the  MODERN  HEATER  saves  2.">  per  cent.  fuel.  It  is  adapt- 
able to  any  steam  heating  device  or  hot  water  system.  It  requires  neither  care  nor 
upkeep. 

Let  us  help  you  with  plans  and  specifications. 


Modern  Heating  &  Engineering  Co.  Limited 

83  Bleury  Street,  Montreal,  Que. 


Write  for  Booklet 
on  Modern  Heating 


"Galvaduct"  and  "Loricated" 

Conduits 

for  Interior  Construction 

Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 

Toronto      -  Canada 


BITUNAMEL 

Unsurpassed  (or  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 
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Works  at  Walk.rvllle.  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES  « 

«nd 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


TIMITED 


VALVE  "HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


Algoma 

Structural  Steel — Merchant  Bars 


Blooms.  Billets  and  Slabs 


Concrete  Reinforcing  Bars 
Shafting — Pulleys — Hangers 
Iron.  Brass  and  Bronze  Castings 

STEEL  RAILS— QP^  Hearth  Quality 
All  Sections— 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 


Sulphate  of  Ammonia — Sulphuric 
Acid— Nitre  Cake 


PIG  IRON 


Basic 


Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         .  Ontario 


(is 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME,  AND  BRICK 

Cement— delivered  in  5-barrel  lots,  $3.30  per  bbl. ; 
with  bags,  $4.10;  car  lots,  $2.45  on  the  track, 
with  pkgs.,  $3.25;  5c  per  bbl.  discount  20 
days. 

Lime — in  bulk— grey  09c,  white  79c  per  100 
lbs.,  delivered,  if  not  less  than  2,000  lb.  lots. 
At  the  warehouse,  grey  63c,  white  73c, 
$14.60  ton.  Hydrated  lime,  $17.25  per  ton 
delivered ;  $16.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick. 
$20  to  $28;  buff,  $20  to  $28;  No.  2,  $24  to 
$27;  common  red  stock  brick,  $21;  grey, 
$21;  wire-cut  brick  for  foundation  work,  $18. 
Milton  Rug  brick,  $30  to  $35;  Eatonia  brick, 
$45;  sand  lime  brick.  $10.25,  f.o.b.  car  at 
King  Edward  siding,  $14  f.o.b.  car  or  wagon 
at  plant.  Paving  brick,  imported,  $55  per  M. 
f.o.b.  Toronto.  Enameled  brick,  Tiffany, 
f  o.b.  cars,  about  $140  per  thousand.  Sun- 
Tex  face  brick.  $25  at  plant,  $31  delivered 
in  city.  Dcnison  interlocking  hollow  tile, 
manufacturers   not  quoting  prices. 

Fire  brick— delivered— Savage,  $75  per  M. ;  S. 
Crown,  $70;  W.  \V.,  $60.  Fire  clay,  $15  per 
ton;  chimney  tops,  $7.50  each. 

Flue  lining— delivered— list  price — 854  x  854  in.. 
60c  per  ft.  ;  854  x  13  in.,  90c  per  ft.  Dis 
counts,  45  per  cent,  off  list. 

CRUSHED  STONE,  SAND.  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.90;  1  in..  $2.10;  V* 
in.,  $2.10;  crusher  rock,  $2;  rubble  stone, 
in  car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.35  per  ton. 

Gravel — Pit  run,  $1.35  per  ton;  screened,  $1.50 
per  ton. 

LUMBER  (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $53;  10  and  16  ft.,  $55;  2  x  12  in.,  12 
and  14  ft.,  $54;  10  and  16  ft.,  $56 ;  1  x  4  in., 
and  1  x  0  in.,  T.  and  G.,  $56;  No.  2,  $4 
less  than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $55; 
1x6  in.,  $57;  1  x  8  in.,  $60;  1  x  10  in.,  $65; 

1  x  12,  $65.  Shelving,  rough,  1x4  in.  and 
5  in.,  $66;  1  x  6  in.,  $70;  1  x  8,  $76;  1  x  10 
$80;  1  x  12,  $85;  2  x  4  in.,  10  to  16  ft.  long, 
common,  rough,  $58;  2  x  6,  $60 ;  2  x  8,  $62; 

2  x  10,  $66;  2  x  12,  $70.  No.  1  flooring,  $70; 
No.  1  V  or  beaded  sheathing,  4  in.,  $72. 
Pine  trim,  4  in.,  casing,  $3.50  per  100  ft ; 
5  in.  ditto,  $4;  8  in.,  pine  base,  $7.50;  4  in. 
pine  window  stool,  $5.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $5S;  1  x  6  and  2  x  6,  $60;  1  x 
8  and  2  x  8,  $62 ;  1  x  10  and  2  x  10,  $66; 
1  x  12  and  2  x  12,  $70. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 

16,  16  x  16,  $68;  12  x  18,  12  x  20,  14  x  18, 

14  x  20,  16  x  18,  16  x  20.  18  x  IS,  18  x  20, 

$73.    These  prices  apply  to  lengths  up  to  32 

ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $9.00;  XX  B.  C,  $8.00; 
N.  B.  extras,  $9.00;  N.  B.  clears,  $8.00;  No. 
1  W.  pine  lath,  $14;  No.  2  W.  pine  lath, 
$13;  M.  R.  spruce  lath,  $12.50. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $4.25  base;  twisted  and  de- 
formed, $4.25. 

Shapes — 35  lbs.  and  over,  per  yard,  $3.95  per  100 
lbs. ;  under  35  lbs.  per  yard,  $4.15  per  100 
lbs. 

Plates — 6  ins.  to  60  ins.  wide,  $4.10;  over  60  ins., 
$4.20.  Tank  and  boiler  plates— %  in.  and 
over  and  under  36  ins.,  $4.50.  Gauge  plates 
—No.  10,  $5.55;  No.  12,  $5.60;  No.  14,  $5.65 
per  100  lbs.  Black  American  Bessemer  Plates 
— dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $3.80  per  100  lbs. 

Rivets — Button  and  cone  head — to  1J4" 
diam.,  up  to  5"  long,  $6.75. 


EXTRAS    FOR    SHAPES    AND  PLATES. 

1  'Hie  per  lb.  for  cutting  to  length  and  providing 
that  leftover  ends  are  desirable.  1/lUc 
per  lb.  for  beams,  IN,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  l/10c  per  lb.  for  Plates 
and  Angles  3/10  in.  thick  and  under.  1/lUc 
per  lb.  for  Angles  under  6  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
$1.80. 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized   iron — dealers   not   quoting  prices. 
Cast-iron   pipe — Standard     prices,     carload  lots, 

f.o.b.  works,  4  in.,  $74  ;  6  in.  and  up  $72. 

SEWER  PIPE 
Sewer  pipe — Toronto  prices,  with  discounts  as  be- 
low, f.o.b.  factory — 4  in..  30c  per  ft.;  fl  in.. 
45c:  R  in..  70c;  ft  in..  ftOc ;  10  in..  $1.05;  12 
in..  *1  35;  15  in  .  $1.80;  1R  in..  *2  50 ;  20  in.. 
$3;  22  in  .  $4;  24  in.,  $4  50.  Discounts— 38 
per  cent,  off  list. 

Tile  wall  coping — delivered — 8  or  9  in.  wall,  50c 
per  ft.  ;  12  in.  or  13  in.  wall,  75c  per  ft.  : 
IS  in.  wall.  $150  per  ft.;  carried  in  6,  12. 
18  and  24  in.  lengths.  Discount  45  per  cent, 
off  list. 

PAINTS  AND  OILS. 

Prices,  delivered. 
White  lead — ground  in  oil,    less  than   ton  lots, 

$17.70  per  100  lbs.  ;  ton  lots,  $17.35  per  100 

lbs. 

Boiled  Linseed  Oil — in  bbls.,  $2.70  per  gal.  of  9 
lbs.  ;  red  lead,  dry,  $17  per  100  lbs. ;  Pure 
putty  in  bulk,  $8.45  per  100  lbs. ;  in  100  lb. 
drums,  $9.30;  in  25-lb.  tins,  $9.55  per  100 
lbs. ;  steel  sash  putty,  in  25-lb.  tins,  $9.80  per 
100  lbs.  :  turpentine,  in  bbls.,  $2.50  per  Imp. 
gal.,  based  on  southern  gauge.  Turpentine 
and  oil  in  less  than  barrel  lots,  15c  extra 
per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2c  per  lb.; 
black,  in  bbls.,  6c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb.  ;  lamp  black,  dry,  in  1  lb.  papers, 
25c;  ultra  blue,  dry,  in  bulk,  25c;  green, 
French  permanent,  dry,  20c;  ochre,  French, 
dry,  12c;  red  Venetian,  dry,  6c;  sienna,  It- 
alian, dry,  15c ;  umber,  Turkey,  dry,  1254c. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.30;  delivered  in 

5  barrel  lots,  $4.50  at  warehouse,  $4.30. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — }i  in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  42^5c.  Lath 
yarn,  40c  per  lb. ;  in  full  coils,  33c. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK. 

Cement — $3.4S,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton ;  lump,  $15. 
Brick — No.    1   pressed,   $24.75;   No.   2  pressed, 

$21.75;  red  rustic,  $21.75;  vertical,  $23.00; 

plastic,  $17.50. 

CONCRETE  SEWER  PIPE 

Straight  nipes    (per  foot)  ;   not   reinforced,  8-in. 

42c  ;  9-in.  40c ;  10-in.  52c ;  12-in.  60c ;  lo  in. 
90c ;  24-in.  $1.20.  Reinforced,  18-in.  90c ; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.75;  ?4-in.  $2.00;  Ji-in. 

$2.25  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel— $1.50  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 
Steel  angles — 3  in.  x  3  in.  and  up,  $4.75;  1  In. 

x  1  in.  x  H  in.,  25c  extra:  44  in.  x  ii  in. 
Yi  in.,  75  cents  extra.     Boiler  plates — 54  in. 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  80  in.  dimension  and  over, 
$5  70;  under  36  in.  diameter,  $0.10.  Beams 

and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $6  20.  f.o.b.  Mont 
treal.  net  cash.     Corrugated  iron — 26  gauge. 

$10.00;  28  gauge,  $9.25  per  100  sq.  ft.,  sub- 
ject to  change  without  notice.  Copper  bear- 
ing sheets — Keystone  black,  28  U.  S.  gauge, 

$7.25  per  100  lbs.  nominal.  Cast  iron  pipes, 
standard  prices,  car  load  lots,  $80  for  6  in. 
and  larger,  and  $83  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot)— 4  in.,  80c;  9  in.,  46c ;  h 
in.,  70c;  9  in.,  85c;  10  in.,  $1.00;  12  in.,  $1.S5; 
15  in.,  $1.80;  18  in.,  $2.60;  20  in.,  $3;  22  In.. 
$4;  24  in.,  $4.60;  27  in.,  $6.00;  80  In.,  $7.20. 
Channel  pipe  (4  in.  to  80  in.)  24c,  36c,  6oc. 
72c,  84c,  $108,  $1.44,  $2.00.  $2.40.  $8.20. 
$3  60,  $5.20,  $0  75.  One-eighth  bends  (4  in. 
to  30  in.),  $1.20,  $1.80.  $2.80  $8.00,  $4  20. 
$5  40.  $7.20,  $10.  $12.  $16,  $18.  $26.  $28; 
•A,  $120,  $1.R0.  $3  16,  $4  05.  $4.75.  $6.10. 
$14.40,  $20,  $24.  $32.  $36.  $52,  $57  60.  Double 
collar.  ftOc.  »135  $2  lO.  $2  fin  83  16.  84  OB. 
$5.40;  slant  1  foot  long  aide  (4  in.  to  16 
in  ).  90c.  $1.35.  $2.10.  $2.55.  $3.15.  $4  06. 
*5.40.  Single  branch  (6  In.  to  9  In.).  8  It. 
$2.26.  $3  60.  $4.26;  2  and  2*i  ft  (4  In.  to  80 
in  ).  $1.86.  $1  RO.  $315.  $8.86.  $4  75  $6  10. 
$8.10.  $11.25.  $13  60,  $18.  $20  25.  $32  60.  $3fl 
Single  squares  (4  in.  to  80  In.)  ditto.  Double 
hranch  and  double  square  and  Y  pipe  (4  in.  to 
30  In.),  $1  80,  *2  70,  $4  90.  J6.30.  »7  86.  $10  RO, 
*1440.  $20.  $24.  $32.  $36.  $45  60.  $5040. 
Svphon.  cesspool,  and  buchan  trap  (4  In.  to 
15  in  ).  $3.  M.  $7.  $fl.  $10  50.  $18.  Double 
«vphon.  running  trap,  and  hand  bole  trap  f4 
in.  tr.  12  In.),  $S.  $4.  $7.    $9.    $1060.  81ft. 

These  prices  «re  snbiect  to  »  discount  of  80 
per  cent,  for  less  than  car  load  lots  delivered. 
*nd   a   fti«fminf   o'  60. 5R  per   cent,  for 

car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  oldster— <22.00  ner  ton.  Plaster  of 
T'aris  <4  30  r>«r  bW.,  both  less  5%  for  cash. 
Rope — Best  Manilla,  31c  basis  per  pound: 
Beaver  Manilla.  26c  basis:  sisal  rope,  22l4e 
basis  :  lath  varn.  2254c.  Boiled  linseed  oil — 
in  barrels.  $2.4754  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.45. 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50,000  or  over, 

$15.00;  carload  lots,  less  than  50,000,  $16.00: 
selected  builders  for  veneering  work,  carload 
lots,  $19.00;  "Citadel"  rustic  face  brick,  $25 

to  $30. 

Baker  oven  tile,  15"  x  8*4"  x  2}4".  $25  per  100. 

"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 
splits,  7c  per  superf.  ft. :  12  x  9  x  3,  solid, 
10c. ;  12  x  8  x  4.  11c.  ;  12  x  8  x  6,  18c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel   in  carload  lots,  bags 

returnable   in   good  condition  at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock   Brick — $19.50  per  thousand   delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $0.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper— 1454c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

L;me — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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CRANE  FITTINGS 


CRANE 

LIMITED 

MEAD  OFTICE  &  WORKS 
I260  ST  PATRICK  ST 

MONTREAL 
[.RANCHES:     Vancouver,     Calgary,     Winnipeg,  Toronto. 


For  Sale 

Industrial  and  Contractors' 
Equipment 

1  — Brown  Hoist  Locomotive  Crane,  Swhacl,  35  ft.   Boom.  Just 
overhauled.     Immediate  shipment. 

4 — 36  in.  Gauge  H  to  IS  Locomotives. 
JO — 4  yd.  2  way  K  &  J  Dump  Cars.  36  in.  Gauge. 

1 — '/i  yd.   Smith  Concrete  Mixer. 

1 — ii   yd.   Smith  Concrete  Mixer. 
1  —  H  yd.  Clam  Shell  Bucket. 
1—1  ^  yd.  Clam  Shell  Bucket. 

T.  J.  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  6185.     Nights.  Park.  6906. 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stockf  and  can  make  delivery  at  once: 

Air  Compressors  Locomotives 


Boilers 
Buckets 
Cars 

Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—2801 
Yard*  and  Shops — New  Toronto,  Canada 


The  Economic  Heater 


It  is  particularly  adapted  for  large  industrial  buildings,  Hospitals, 
Laundries,  etc.  Tests  have  proven  that  it  shows  a  great  saving  in 
fuel  consumption. 

The  "Economic  Heater"  defies  competition  from  any  other  heater 
in  open  test. 

This  Heater  requires  little  space  and  no  tanks,  and  can  easily  be 
attached  to  any  steam  heating  system. 

We  will  demonstrate  what  the  Economic  Heater  can  do,  free 
of  charge. 


ENQUIRIES  SOLICITED 


The  Montreal  Machine  Shop 

LIMITED 

481  Ontario  Street  East  -         -  MONTREAL 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $130;  mortar  cement,  $1.00; 
Keenes,  $2.40.     (All  prices  include  bags). 

Lime— White  or  grey,  in  bulk,  55c  per  bushel ; 
pet  barrel,  $."1.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — 1'A-in.  to  2-in.,  $3.05  per  yard; 
M-to.  to  1-in.,  $3.05;  stone  dust,  $3.85;  rub- 
ble  stone,    $20.00   per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER   (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $84 ; 
4  in.  No.  1  and  2  E.G.  Fir,  $84;  4  in.  No. 
3  E.G.  Fir,  $78;  4  in.  Flat  G.  Fir,  $62;  4 
in.  No.  4  (Shiplap  Grade),  $50;  4  in.  No.  2 
Common  Pine,  $55;  4  in.  No.  3  Pine  or 
Spruce,  $50;  6  in.  No.  1  and  2  E.G.  Fir, 
$84;  6  in.  No.  3  Flat  Fir,  $65;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $54;  0  in.  No.  2  Com- 
mon Pine,  $60;  6  in.  No.  3  Pine  or  Spruce, 
$55;  2  x  0  No.  1  Common,  $52;. 

For  selected  lengths,  add,  Pine,  $1.25;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $2.50;  for  l'A,  l'A  or  2  inch,  add 
$5. 

Birch  and   Maple  Flooring — deaf   (First  Grade) 

—13/16  x  l'A  in.  to  2)4  in.  face,  $135;  H 

x  l'A  in.  and  1J4  in.  face,  $100. 
No.  1   (Second  Grade)— 13/16  x  l'A  in.  to  2)4 

in.  face,  $125;       x  l'A  in.  and  1-J4  in.  face, 

$90. 

No.  2  Factory— 13/10  x  l'A  in.  to  2'A  in.  face, 
$105.00. 

'  Selected  White— 13/16  x  l'A  in.  to  2'A  in.  face, 
$160. 

DIMENSION  TIMBERS,  No.  1 

6  x  10  to  12  x  12,  up  to  32  ft.  long.  $65 ;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $66 ;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $07 ;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $6S.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  1J4  in.  to  2'A  in.  face,  $245;  H 

x  l'A  in.  and  1 in.  face,  $195. 
No.  1  (Selects)— 13/16  x  IK  in.  to  2%  in.  face, 

$190;  H  x  l'A  in.  and  1*4  in.  face,  $165. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2%  in.  face,  $180;  H 
x  l'A  in.  and  2  in.  face,  $145. 


No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 
$100;  H  x  l'A  in.  and  1).',  in.  face.  $115. 

STEEL  AND  IRON 

Cteel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs.  ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  0  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in..  62c;  12  in. ,72c ;  15  in.. 
$1.20;   18  In.,  $1.70;  20  in..  $2.10;-  24  in.. 

$2.75. 

Piaster  of  Paris,  $1  in  paper  bags;  $1.45  in 
jute  bags. 

Plasterers'   Hair — 90c  per  bushel. 

Mortar   Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/0  x  32  in..  36  in.,  48 
in..  GO  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  SSc  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 

Boiled  linseed  oil-  In  bbls.,  $3.13  per  gal. 
Mixed   Paint— Per   gal.,  $4.95. 

Raw  linseed  oil — In  bbls..  $3.10  per  gal.;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;   Pure,  $8.45;  Turpentine,  in  bbls., 

$2.70. 

White  lead  Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons.  $10.90;  less 
than    ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,   LIME,   AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f  o  b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs.;  superfine,  white,  $9.60  per  bbl.; 
white  Alias  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house; $10.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f  o  b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan 

tities. 


LUMBER   (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Price!  subject  to  frequent  change.    Mills  operat 
ing  on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $29;  10  a 
10,  $29;  10  x  12,  ;  10  x  14,  $29.50;  \2  x 
12,  $29;  14  x  14,  $29.50;  14  x  16,  (30.50;  v 
x  10.  $29.50;  0  x  12,  $30;  8  x  10,  $30;  8  x  12, 
$29  50;  10  x  16,  $31;  12  . x  16,  $31;  16  x  16. 
$30.00;  0  x  14,  $31  ;  h  x  14,  $31  ;  VI  x  1M,  %Ai ; 
18  x  20,  $33;  14  x  20,  $32.50;  16  x  18,  (32.50; 
16  x  20.  (33  50;  18  x  18,  (32.50  ;  20  x  20, 
(32.50;  24  x  24,  83. 

Fir  Flooring— 1  x  3  edge  grain,  (48 ;  1  x  4,  (48; 

1  x  4  Mat  grain,  $35;  No.  1  and  2,  1  inch 
clear  fir  double  dressed,  (46;  No.  1  and  2, 
1%   and   1',   inch    fir    double    dressed  (46; 

2  inch  fir  double  dressed  (46;  fir  lath,  (2  25; 
spruce  lath,  (5.50;  cedar  lath,  (3.60;  B.  C. 
cedar  shingles,  XX,  (2.00;  XXX,  (3.00; 
XXXXX,  (3  60. 

STEEL  AND  IRON 

Vancouver   prices   f.o.b.  warehouse: 
Steel — round  and  square  ban,  (6.00  base;  twist 

ed  and  deformed,  (7.50  base;  structural  sec 

tions,  (7.00. 

Galvanized  iron — 28  gauge,  (11.36  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets. 

$11.75;  9  and  10  ft.  sheets,  (11.90  per  square 
Mack  steel  sheets,  24  gauge,  (10.35  per  100 

lbs. 

Steel  angles — (9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — (9.00  per  100  lbs.,  de- 
pending on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes.  (9.00. 

SEWER  PIPE. 

Sewer  pipe — Vancouver  prices  f.o.b.   warehouse ; 

4-in.,  17c  per  ft.;  6-in.,  25c  per  ft.;  8-in..  35c 
ft.;  10  in.,  45c  ft.;  12  in.,  66c  ft.;  15  in., 
(1.10  ft.;  18-in.,  (1.80  ft.;  20-ln.,  (1.56  ft.; 

24  in.,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van 

couver,  bags  extra. 
Hydrated  lime— $18.00  in  car  lota. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  (6  50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— H  in.,  39c  base;  'A  in.,  39J^c; 

ii  in.,  40c;   'A  in.,  40c;  second  grade,  33c 

base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  t 

lbs. 

Mixed  Paint— Per  gal.,  (4.05  to  (4.5. 

Raw  linseed   oil — In  bbls.,   (2.10  per   gal. ;  red 

lead,  dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk,  Standard,  $6.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Here's  a  Suggestion — 

Did  you  ever  try  keeping  a  file  of  your  back 
.  copies  of  the  Contract  Record?  Try  it. 
Start  with  this  issue.  There  are  many  articles 
that  are  worth  keeping,  as  they  offer  valuable 
suggestions  that  will  help  you  in  your  business. 


January  :.'s,  1020 
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DEPARTMENT  OF  LABOUR 

Ontario  Government 

NOTICE 

To  Manufacturers,  Dealers,  and   Users  of 
Steam  Boilers 

All  steam  boilers  built  in,  or  entering  the  Province  of  Ontario,  and 
boilers  exchanged  or  repaired,  are  subject  to  Government  Inspec- 
tion as  prescribed  in  the  Steam  Boilers  Act.  3  George  V.,  C.  61. 

Before  any  work  of  repair  or  alteration  is  commenced  on 
any  boiler,  notice  must  be  sent  to  the  Department  stating 
the  nature  and  extent  of  the  repairs  or  alterations  proposed 
to  be  made.  If  the  Chief  Inspector  should  consider  such 
repairs  or  alterations  of  an  extensive  character,  the  boiler 
must  be  inspected  in  accordance  with  the  Regulations  by  an 
Inspector  authorized  under  the  Act. 

All  communications  should  he  addressed  to  t'.u-  Steam  Boiler 
Branch,  Department  of  Labour,  Parliament  Buildings,  Toronto. 
HON.  \V.  R.  ROLLO.  W    A.  RIDDELL,  M  A  .  Ph.D  . 

Minister  of  Labour.  Deputy    Minister  of  Labonr. 

D.  M.   MEDCALF,  Chief  Inspector  of  Steam  Boilers. 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  ot 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow.  Nova  Scotia 


gV  supplying  our  customers  with  electric  wires  and 
cables  and  cable  accessories  of  the  highest  quality. 
Standard  has  come  to  mean  to  them  real  economy— 
that  is  maximum  durability  at  a  reasonable  price.  Ask 
our  customers  and  then  write  our  nearest  office  about 
your  requirements. 

Standard   Underground  Cable  Co. 
of  Canada,  Limited 

Hamilton,  Ont. 

Montreal.  Que.  1  oronto.  Ont.  Seattle,  Was  h 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


1 


Capacity  IS, 000  Tons. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5.000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 


1139  Shaw  St. 

Telephone  Hillcrest  1614 


TORONTO,  CAN. 

-1815— ieie. 


Canada  Iron  Foundries,  Limited 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Casting's 
of  all  kinds,  Mooring-  Bollards  for  both  Concrete  and  Wooden  Docks 
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Civil 

Contractors 

Electrical 
Mechanical 

Directory  of 

Engineers 

Special 
Interests 

Willis  Chipman,  M.   Eng.    Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
oeo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 

Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals   of    Works   and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
it  Toronto  Street  -  TORONTO,  CAN. 
Water  Supply  and  Purification;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
Disposal  Plants:  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.,  Ltd. 

"FARADAY  WORKS" 

LEICESTER  ENGLAND 

WATER  LEVEL 
INDICATORS 

CABLES:  "  LODESTONE,  LEICESTER 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing;  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto,  Winnipeg  &  Vancouver 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 


123  Bay  St. 


Main  4472 


TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 

fnspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point   of    manufacture,   and   Testing  in 
our  own  Laboratories. 
The   most  up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply  ;  Sewerage  and  Drainage  :  Water 
Purification:  Disposal  of  Sewage  and  Refuse : 
Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
Now  Birks  Bldg.  Telephone 
MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE        WILLIAM  STORRIE 

M.S. I.C.  M.INST.  CI.  M.S. I  C.  A.M. INST.  C.C. 

M  AM  BR,  W.  W   ASSOC  M     AMCR    W    W  ASSOC 

GEORGE  G.  NASMITH.  C.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


Robert  W.  Hunt 
President 


Charles  Warnock 
Vice-President  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgist* 

Expert  Inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories  : 
McGill  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


McAllister  &taylor 

ENGINEERS  ft  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  B. 
37  Sun  Life  Bldg..  HAMILTON.  ONT. 
Harbor   Improvements   snd  Dredging 
Dams,  Piledriving,   Concrete  Work  and 
Excsvation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


J.  P.  Anglin,  B.Sc. 
President 


H.  J.  Gross, 
Vice-Pres.  &  Treas. 


C.  D.  Harrington.  B.Sc, 
Vice-Pres.  &  Mgr. 

Anclin-Norcross 

LIM  TED 

Contracting  Engineers  and  Builders 

65  Victoria  Street,  -  Montreal. 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


Silica  Pressed  Bricks 

In  Grey  or  Natural  Color 
For  Prompt  Shipment 

Samples  submitted  on 
request 

Schultz  Bros.Co.  Ltd. 

BRANTFORD 


MILTON  HERSEY  CO.  LIMITED 

Industrial   Chemists  &  Inspectors 
PAVING 
Designed,  Superintended,  Inspected. 
Chas    A    Mullen.  Director, 

CEMENT  ft  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


The  Toronto  Testing  Laboratory 

Limited 
160  Bar  Street,  Toronto 


Crushed 

Stone 
Steel  and 
Wood 
Water  Pipe 


T.  A.  Morrison  &  Co.,  "a&jSgg; 


Established  1884.  Main  2453. 

Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  'Phones— Park    538. -Park  3302. 
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Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Pbones.  Office  North  j  664    Evenings.  North  2107 


IffilB 


WE  NEED  THE  SPACE 
OCCUPIED  BY 

Model  30  Marion  Shovel,  Revolv- 
ing, Extra  Long  Boom  and 
Dipper  Stick. 

15  Ton  Waterous  Road  Roller. 
20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 
25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 
50  Assorted  Two-Wheel  Dirt  Scrapers. 
1  yd.,  VA  yd.  and  2  yd.  Clam  Shell  Buckets. 
8  x  12 — 3  drum  Hoisting  Engine  for  Clam. 

7  x  12 — 3  drum  Hoisting  Engine  for  Clam. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

x  8  Double  drum  Hoist  with  Boiler, 
x  6  Single  Drum  Builder's  Hoist. 
No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 

The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  45 16       Residence  P2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS: 
NIAGARA  FALLS 


ONT. 


Absolutely 
Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 


DAKF  SWINGING 

lji\m\Ej  engines 


INSURE 
Speed  Tiurahdity 
Economy 

Contractors  everywhere 
recognize  that  Dake  swing- 
ers save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  tor  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:   A.  R.  Williams  Machinery  Company,  Limited. 
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We  make  only 

MALLEABLE  CASTINGS 

Our  products  are  of  the  highest  grade,  and  have  acquired  a 
reputation  to  correspond.  If,  therefore,  you  are  wanting  such 
castings  for  any  purpose  whatsoever,  you  will  do  wisely  in 
sending  us  your  enquiries. 

251  PRATT  SS2  LETCHWORTH 
COMPANY.  LIMITED 

Transportation  Building,  Montreal 

Works :    Brantford,  Ontario 


Electric  Derricks 

up  to  6  ton  capacity  and  70  ft. 
booms.  For  Stone  Yards, 
Quarries,    Stock   Yards,  etc. 


mat 


Mould  Sander  for 
Soft  Mud  Brick 

Strongly  made  of  the  best  material. 
Repairs  a  Specialty 

Also  Pumps,  Contractors*  Machinery,  Brick  Machinery,  Grey  Iron 
Castings  and  Gear  Cutting.  Write  for  particulars  and  prices 

JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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 g.  Turnbull  Elevator  § 

I   MANUFACTURING  CO  TORONTO  B 


■ 


TURNBULL 
ELEVATORS 

are  used  in 
many  of  Canada's 
finest  buildings 

WHY? 


Because  they  are  found  to  be  never  failing  in  their  positive 
and  efficient  operation.  Absolute  safety  is  the  essence  of  their 
design.  Turnbull  construction  leaves  nothing  to  be  desired  in 
stability,  durability  or  appearance.  Each  style  incorporates  the 
features  which  will  make  it  best  suited  to  its  particular  purpose, 
and  every  equipment  is  characterized  by  the  same  care  in  work- 
manship. 

Turnbull  Elevators  are  a  dependable,  Canadian  made  pro- 
duct at  a  moderate  cost,  which  has  been  tried  and  proved  for 
years.  You  owe  this  up-to-date  equipment  your  thorough  in- 
vestigation and  consideration.  We  are  happy  to  answer  all 
enquiries. 


Turnbull  Elevator  Manufacturing  Co. 

126  John  Street,  TORONTO,  Ontario 

Montreal  Office  ....  202  Mappin  &  Webb,  Building 


THE   CONTRACT  RECORD 


January  28,  1920 


Not  "How  Cheap" 
But  "How  Long  will 
it  Wear?" 


Buy  "DOMINION  "  and 
get  Ultimate  Service 

The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


The  UNIVERSAL  Shovel 

We  illustrate  a  "MARION" 
digging  Iron  Ore  at  Kirkenes, 
Norway,  250  miles  North  of 
the  Arctic  Circle 


"MARIONS"  are  universally 

used  due  to  their  GREATER  POWER, 
GREATER  SPEED,  GREATER  ENDURANCE 


If  you  wish  RELIABILITY 
install  an 


"INDUSTRIAL  WORKS" 

Locomotive,  Coaling  or 
Wrecking  Crane 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 

Telephone  Main  3420 


Vol.  34 


Toronto,  February  4,  1920 


No.  5 


Wood  Stave  Pipe  and  Tanks 

Wire  Wound  and  Continuous  Wood  Stave  Pipe, 


Wooden  Tanks  and  Silos 

MADE  FROM  BRITISH  COLUMBIA  FIR 


Wood  Pipe  and  Tanks  made  in  all  sizes— for  Municipal,  Mining,  Irrigation  and  Power  Purposes 

Write  for  Illustrated  Literature  and  Prices 

PACIFIC  COAST  PIPE  CO.,  LIMITED 

VANCOUVER,  B.C. 


Established  1903 


1551  Granville  Street 
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WHEN  DESiOBO.STEM Or  MULLiOK  CaN  BE 
TUDNEO  IN  AS  SHOWN  BY  DOTTED  LINES 


The  Tee  Bar  Mullion 

is  a  standard  Lumina  section  used  to 
join  two  or  more  units  of  sash  in  an 
opening. 

Weather  resistance  is  assured  because 
of  the  wide  flat  contact  against  the  ver- 
tical muntion  bar  of  the  sash — a  lap  of 
one  inch. 

The  strength  of  the  T-Bar  mullion 
provides  adequate  protection  against 
sagging  or  distortion.  The  stem  of  the 
mullion  may  be  turned  in  or  out.  The 
latter  method  is  recommended  as  it 
gives  greater  thickness. 

Erection  is  made  easy — just  place  the 
sash  side  by  side  and  bolt  the  mullion 
between  as  shown  in  the  drawing.  Slot- 
ted holes  in  the  mullion  bar  permit 
slight  adjustment. 


Let  Your  Walls 
Light  Your  Garage 

THE  natural  daylight  that  comes  in  through  the 
walls  of  shining  glass  and  thin  bars  of  the  modern 
garage  illustrated  above  naturally  re-acts  most  favor- 
ably upon  the  employees.  Their  efficiency  is  increased. 
They  work  faster  and  with  greater  accuracy. 

Besides  admitting  a  maximum  of  energy-producing 
daylight,  Lumina  Solid  Steel  Windows — 

— Make  your  garage  fire  resistant.  Because  they 
are  made  up  of  solid  steel  bars  and  cannot  burn. 

— Have  sufficiently  large  ventilators  to  carry  off 
the  fumes  and  gases  which  collect  in  garages 
from  running  motors. 

— Reduce  artificial  lighting  bills  to  a  minimum. 

Considered  from  all  angles,  Lumina  Solid  Steel 
Windows  are  the  most  economical  of  all  wall  materials. 

Our  new  Lumina  Catalog  contains  complete  de- 
tails and  information.    May  we  send  you  a  copy? 


Canadian  Metal  Window  Company,  Limited 

136  Confederation  Life  Building,  Toronto,  Canada 

Representing  Canadian  Detroit  Steel  Products,  Ltd.,  Windsor,  Ont. 
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that  has  Made  Good 


LONDON 


Concrete 
Mixer 


London 
Concrete 
Mixer  No.  30. 
Capacity 
45  cu.  ft. 
per  batch, 
40  cu.  yds. 
per  hour. 


THE  rapid  development  of  concrete  construction  in  the  last  few  years  has  caused 
an  ever  increasing  demand  for  machinery  right  up  to  the  minute  in  design 
and  construction.    The  London  line  anticipates  modern  needs  of  the  trade 
in  machines  which  prove  their  efficiency  on  every  job  and  under  any  circumstances. ' 

The  London  Concrete  Mixers  are  being  used  on  all  the  important  contracts 
under  way  in  Canada.  Because  they  do  rapid  and  thorough  mixing.  They  are  con- 
venient to  operate  and  will  run  for  years  without  repairs. 

We  manufacture  a  full  line  of  Concrete  Machinery,  Contractors'  Pumps,  Hoisting  Engines  and 
Contractors'  Outfits.     Send  for  catalogue,  stating  requirements. 

THE  LONDON  CONCRETE  MACHINERY  CO.  LIMITED 


LONDON 


ONTARIO 


World's  Largest  Manufacturers  of  Concrete  Machinery 
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ANTI-FOULING  PAINTS 

SOMETHING  NEW  AND  UNIQUE 
Anti-Corrosive,  Acid  Resisting,  Non-Conducting 

For:  LOCOMOTIVES 
SHIP  BUILDING 
BRIDGES 
SMOKE  STACKS 
IRON  ROOFS 
WOOD  PRESERVING 
WATERPROOFING  CONCRETE 
INSULATING,  ETC. 

ALL  GRADES 

Have  Enormous  Covering  Capacity  Extra- 
ordinarily Elastic. 

Not  Affected  by:— 

Vibration,  Expansion  or  Contraction 
Runs  Extremely  Easy  and  Can  be 
Sprayed. 

WE  CAN  SUPPLY  THE  SPRAYER 
WRITE  FOR  BULLETINS 

SAMI 0SB0RN  im  Limited 

MONTREAL 


Branches  and  Stock : 


TORONTO 


WINNIPEG 


VANCOUVER 
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Increase  your  YARDAGE-DECREASE  your  Costs 


Buy  Bucyrus  Shovels 

THEY  NEVER  FAIL  TO  DO  IT 


We  sell  all 
Bucyrus  Products 
Steam  Shovels 
Electric  Shovels 
Dragline 

Excavators 
Trench 

Excavators 
Wrecking  Cranes 
Unloading  Plows 
Dredges 
Pile  Drivers 

New  and 
Second-hand 
Contractors' 
Equipment 
of  all  kinds 


WORKING  DIMENSIONS  BUCYRUS  REVOLVING  SHOVELS 


Capacity  of  Dipper  (level  full) 


14- B 

2/3  cu.  yd. 
Trac.  Cat. 


Dumping  Radius   21'-  6" 

Height  of  Dump   11'.  2" 

Maximum  Width  of  Level  Floor  .  .   .  .  34'-  0" 

Dig  Below  Wheels   3'- 2" 

Width  of  Cut  at  8  Feet   47'-  0" 

Height  Dipper  Will  Cut   16'- 6" 


21'-  6" 
11'- 11" 
34'-  0" 
2'-  5" 
47'-  0" 
17'-  3" 


18-B 

%  cu.  yd. 
Trac.  Cat. 


23'-  5" 
11'- 10" 
37'-  0" 
3'-  3" 
51'-  0" 
18'-  0" 


23' 
12' 
37' 
2' 
51' 
18' 


35- B 
114  cu.  yd. 
Trac.  Cat. 


30'-  6" 
17'-  3" 
45'-  0" 
5'-  1" 
65'-  0" 
25'-  0" 


30'-  6" 
17'-  0" 
45'-  0" 
5'-  3" 
65'-  0" 
24'- 10" 


We  represent 
Western  Wheeled 

Scraper  Co. 
and  sell  all  their 
products 

Air  Dump  Cars 
Dump  Wagons 
Elevating 

Graders 
Scrapers,  Etc. 


Locomotives 
(all  kinds) 
Freight  Cars 
(all  kinds) 
New  and 

Second-hand 


Mechanical  Shovels  built  by  BUCYRUS  COMPANY,  South  Milwaukee,  Wis.,  are  unsurpassed  and  thous 
ands  of  contractors  are  ready  to  testify  that  in  WORKING  RANGE,  ECONOMY  SIMPLICITY  STRFNf.TH 
MOBILITY  and  EFFICIENCY,  '  oi  kenui  n, 

BUCYRUS  SHOVELS  HAVE  NO  EQUAL. 

CATERPILLAR  TRACTION  helped  to  win  the  war.    Have  you  yet  used  it  to  help  you  win  profits?    Let  us 

show  you  how  it  can  be  done. 

Before  purchasing  a  shovel  write :  to .us;  Poetical  shovel  experts  on  our  staff  will  gladly  place  before  you 
facts  and  figures  demonstrating  how  BUCYRUS  SHOVELS  cut  down  your  costs  and  increase  your  vardaee 
without  equal. 

Canadian     Equipment     CO      Limited    RePresentatives  for  Eastern  Canada 

occ  d  u  it  o  n  m    ♦     i  Bucyrus  Company,  South  Milwaukee,  Wis. 

285  Beaver  Hall  H,ll       -       Montreal  Western  Wheeled  Scraper  Co.,  Aurora,  111. 

Branch:    St.  Catharines,  Ont.  In  Eastern  Canada 


6 


Til  L-:  CON  T  K  A  <   I    K  KCO  K  I) 


February  4,  1020 


CLASSIFIED  INDEX  TO  ADVERTISEMENTS 


The   following  regulations   apply   to   all  advertisers 
quarter  page,   six   headings;   half  page,   twelve  headings; 


Eighth  page,  every  issue,  three  headings; 
full     page,    twenty-four  headings. 


Acetylene  Gas 

The  Prett-O  Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis -Chalmers,  Ltd. 

Air  Washing  Plants 

Spray    Engineering  Co. 

Aluminium  . 

Spielman  Agencies  Kegd. 

Air  Hoists 

Canadian  Ingersoll-Rand  Lo. 
Noithcin  Crane  Works. 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp  tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Conveyors 

booker  &  McKechnie 

Ash  Hoists 

Canadian  Link- Belt  Co. 

Asphalt 

Asphalt  Association 
Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  11.  H. 

Beam  Spans  • 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Belting    (Transmission,  Elevator, 

Conveyor,  Rubber) 
Dunlop  Tire  &  Rubber  Goods  Co. 
Goodyear  Tire  &  Rubber  Goods 

Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 

Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Foige  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 

Boilers 

Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Inglis  Company,  John 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Brass  Goods 

Duniop  Tire  &  Rubber  Goods  Co. 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridget 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 


Buckets 

Canadian  Link  Belt  Co. 
Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  II. 
Manitoba  Kiidge  &  Iron  Works 

Buckets   (Drag  Line) 

Brown  Hoisting  Machinery  Co 

Buckets — Steel 

Brown  Hoisting  Machinery  Co. 
Canadian  Link- Belt  Co. 
McKinnon  Steel  Company 
Marsh  Engineciing  Works,  Ltd. 

Building  Materials 
Robertson  Co.,  H.  II. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cable  Terminals 

Standard  Undeigiound  Cable  Co. 
of  Canada,  Limited 

Cars — Steel  Body 

Marsh  Engineering  Works,  Ltd. 
Mackinnon  Steel  Co. 
Williams  Machinery  Co.,  A.  R 

Car  Wheels 

Marsh  Engineering  Woiks,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co..  Ltd. 

Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian   Ingersoll-Rand  Co. 

National  Equipment  Company 
Chains 

McKinnon  Columbus  Chain  Co. 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Booker  &  McKechnie 
Coal  Handling  Apparatus 

Beatty  &  Sons,  M. 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co. 

St.  Clair  Bros. 
Concrete  Culvert  Pipe 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

American  Cement  Machine  Co. 

Hopkins  &  Co.,  F.  H. 

Ideal  'Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 

St.  Clair  Bros. 


Concrete  Sewer  Pipe 

Dominion  Concrete  Company 

Conduits 

Conduits    Company,  United 
(Jipen  Conduit  Company 

Contractors 

Anglins  Limited 
Archibald  &  Holmes 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Miller  &  Son.  Roger 

Contractors'  Plant  &  Supplies 

Hall  Engine  Company 

Beatty  &   Sons,  M. 

Boving  Hydraulic  &  Engineciing 

Company 
Brown    Hoisting    &  Machinery 

Company 
Canadian  Allis  Chalmers  Ltd. 
Canadian  Link  Belt  Co. 
Dake  Engineering  Works,  Ltd. 
Hamilton  Bridge  Works  Co. 
Hepburn  Ltd.,  John  T. 
Manitoba  Bridge  &  Iron  Works 
Mansfield  Engineering  Co. 
Marsh  Engineering  Works,  Ltd 
S'essenwein  Bros. 

Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 

Conveying  Appliances 

Brown  Hoisting  Machinery  Co. 

Cooling  Equipment 

Spray   Engineering  Co. 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Corrugated  Iron 

Pedlar  People  Limited 
Corrugated  Roofing 

Asbestos    Mfg.  Company 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Northern    Crane  Works 
Creosote  Oils 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada  Crushed  Stone  Corpora- 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Culverts 

Pedlar  People  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil  Company,  Ltd. 

Soneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 

Hepburn  Ltd.,  John  T. 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Marsh   Engineering  Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 


Dump  Cars,  Wheels,  etc. 

Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 

Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario   Wind   Engine   &  Pump 

Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 
Ormsby  Company,  A.  B. 

Elevators 

Northern   Crane  Works 
Turnbull  Elevator  Company 

Enameled  Brick 

American   Enameled   Brick  & 
Tile  Company 

Engines 

Canadian    Allis-Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co. 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Xobb   Engineering  Works 

Waterous  Engine  Works  Co. 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Wynne-Roberts,  R.  O. 
Excavators 

Ball  Engine  Company 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 
Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Heads 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co. 
Sheldon  Limited 

Faucets 

Wallaceburg  Brass  &  Iron  Mfg. 
Co. 

Fireproofing 

Asbestos  Mfg.  Company 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Pedlar  People  Limited 

Roberson-Oleson  Limied 

Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Canadian  Welding  Works 

Dennis  Wire  &  Iron  Works  Co. 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 
Fittings 

Crane  Limited 

Flag  Poles 

MacKinnon  Steel  Company 
Ontario   Wind  Engine  &  Pump 

Company 
McGregor  &  Mclntyre 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 
Sonneborn  Sons,  Inc.,  L. 

Forges 

Canadian  Blower  and  Forge  Co. 
Forgings,    Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 
(Continued  on  page  8) 
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TRENCH   MACHINE.     (26  ft.  dipper 

stick)  Digging  from  200  to  300  cu.  yards 
a  day  in  It!  foot  trench  cut.  One  of  two 
Eries  owned  bv  Miller  Bros.,  Youngstown, 

Ohio. 


RAILROAD   DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Rcnovo,  Div. 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of  work  shown 
by  these  photos  can  be  handled  by 
every  Type-B  ERIE  Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  ERIE 
Steam  Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 

We  Will  be  glad  to  send  you  detailed  infor- 
mation about  tlie  ERIE  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

liuilders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


Revolving 
Shovels 


LOADING  MIXER,  when  the 
harvest  season  took  all  tne  labor.  Re 
placed  a  mixercrew  of  18men,  loading 
into  a  wood  hopper.  One  of  the  two 
Eries  owned  by  Hanlon  &  Okes, 
Minneapolis.  


PILE  DRIVING 
breaking  up  concrete 
pieces  will  go  into  dump  wagons 
When  the  shovel  tore  up  the  concrete 
without  breaking,  the  pieces  were  too 
large  One  of  two  Eries  owned  by 
Lennane  Bros.,  Detroit. 


QUARRY  WORK  is- 
what  makes thestrong- 
est  boosters  for  the 
Erie,  because  she  is 
built  to  stand  rock 
digging-  "Stronger 
construction  at  every 
point  of  wear  and 
strain."  Just  ask  the 
owners  of  this  Erie- 
Tarbox  &  McCall, 
Findlay,  Ofiio. 


"  fkf's^oo^^a 
It  isn  t  qu  *  ^  s™  ou  ^ver 
ballr°Zre  even  cutting,  for 

Sa^rade  Get  the  Erie's 
Ip^ecordsonshaUowcuts. 

Ask  the  owner  of  thu,  one 
Chas.  Ippohto,  Orange. 

RAILROAD  WORK,  loading 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgh, 
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Galvanized  Cornices 

Gait   Art   Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis  Chalmers  Ltd. 
I-ondon  Concrete  Machinery  Co. 
Ontario    Wind    Engine    &  Pump 

Company 
Osborn  Canada  Ltd.,  Samuel 

Generators 

Canadian   General   Electric  Co. 

Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown     Hoisting     &  Machinery 
Company 
Gravel 

Sand  &  Supplies  Ltd. 

Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 

Hauling  Contractors 

Contractors   Transport  Co. 

Heating  Apparatus 

Dunham  Company,  C.  A. 

Canadian   Blower  and   Forge  Co. 

Modern   Heating  &  Engineering 
Company. 

Montreal  Machine  Shop,  Ltd. 
Heat  Insulating  Materials 

Armstrong   Cork  Company 
Heating  Systems  (Steam  Traps) 

Dunham  Company,  C.  A. 

Hoists,  Electric 

Canadian  Link-Belt  Co. 
Northern   Crane  Works 


Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Brown   Hoisting  Machinery  Co. 
Hopkins  &  Company,  F.  II. 
London  Concrete  Machinery  Co. 
Marsh    Engineering   Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams   Machinery   Co.,   A.  R 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian    AllisChambe  rs  Ltd 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Can.    Consolidated    Rubber  Co., 
Ltd. 

Dunlop  Tire  &  Rubber  Goods  Co. 

Hydrants 
Canada  Iron  Foundries 
Kerr    Engine  Company 
Gartshore-Thompson  Pipe  Co. 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd 
Hopkins  ft  Company,  F.  H. 
McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 

Laboratories 
Hunt   &   Co.,   Robt.    W.  i 
Milton  Hersey  Company 

Insulation  (Asbestos) 
Asbestos  Mfg.  Company 

Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 
Spielman   Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada  Limited 


Insulating  Bricks 

Armstrong  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton    Biidge    Works  Co. 

Northern   Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 
Hamilton  Birdge  Works  Co. 

Kilns 

Canadian  Blower  and  Foige  Co. 
McKinnon   Steel  Company 

Lead  Pencils 

American    Lead    Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis  Chalmers  Ltd. 

Linabestos  Wallboard 

Asbestos  Mfg.  Company 
Lockers  (Clothes) 

Canada  Wire  &   Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown     Hoisting    &  Machinery 

Company 
Lumber  (Asbestos) 

Asbestos  Mfg.  Company 
Machinery  Insulation 

Armstrong  Cork  Company 
Metal  Lath 

Canadian   Metal   Window  Co. 

Pedlar  People  Limited 

Trussed  Concrete  Co.,  Ltc?. 
Metallic  Roofing 

Pedlar  People  Limited 
Motors 

Canadian   General   Electric  Co. 

Motor  Trucks 

Ford  Motor  Company 

Nozzles 

Spray  Engineering  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 


Hamilton  Biidge  Works  Co. 
Imperial  Oil  Company,  Ltd. 
McKi  nnon  Steel  Company 
Maritime  Bridge  Company 

Ornamental  Iron 
Canadian  Welding  Worka 
Dennis  Wire  Iron  Worka  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 
Packing 

Dunlop  Tire  &  Rubber  Gooda  Co. 
Paint   (Heated  Surfaces) 

Ric-Wil  Company 
Spielman  Agenciei 

Paints  and  Varnishea 

Hopkins  &  Company,  F.  H. 
Spielman  Agenciea  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett   Company,  Ltd. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  S'ona  Inc.,  L. 
Spielman  Agenciea  Regd. 
Trussed  Concrete  Steel  Co.,  Ltd 

Paint  Spraying  Equipment 
Spray  Engineering  Co. 

Park  Sprinkler! 

Spray   Engineering  Co. 

Paving  and  Paving  Materials 

Asphalt  fit  Supply  Company 
Barrett  Company,  Limited 
Carey  Company,  Philip 
Dominion  Tar  &  Chemical  Co. 
Imperial   Oil   Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Pipe   (Concrete,   Iron   ft  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thompson  Pipe  Co. 
National  Iron  Works 

(Continued  on  page  10) 
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Bottom  Dumping  Bucket  for  Concret:,  or 
any  other  material,  wet  or  dry.  May  be 
used  for  placing  Concrete  under  water. 
Bottom  is  released  by  pulling  rope  at- 
tachment to  side  lever. 


Made  any  size  up  to  3  yards. 


Bottom  Dumping  Bucket  for  General  Pur- 
pose Work.  Bottom  is  released  by  pull- 
ing rope  attached  to  trigger  in  front  of 
Bucket.  Supplied  either  with  Bale,  as 
shown,  or  with  Lugs,  so  the  Bucket  may 
be   lifted  with   chain  slfngs. 

Made  any  size  up  to  2%  yards. 


Standard  General  Purpose  Tipping  Bucket 
for  Sand,  Clay,  Gravel.  Concrete,  or  any 
other  material,  wet  or  dry.  Dumps  in- 
stantly when  Ring  on  Bale  is  lifted  off 
the  pin  on  the  Bucket. 


Made  any  size  up  to  lJ/£  yards. 


Steel  Stone  Skips.  Made  in  a 
dozen  or  more  sizes.  Dumps 
contents  freely,  as  rivets  are  all 
countersunk   on  inside. 


Marsh  Engineering  Works 

Limited 

Established  1846 

BELLEVILLE,  Ont. 

Sales  Agents 
MUSSENS  LIMITED 

Montreal,  Toronto,  Winnipeg  and  Vancouver 


Double  Drum  Electric  Hoist,  with  geared 
Boom  Swinger,  for  general  purpose  der- 
rick work.  Made  in  7  sizes,  and  with 
either  one,  two,  three  or  four  drums. 


February  4,  1920 
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EXPANSION 
JOINT 


11  Kincfs  oriuhlic  Hbrlc 


SCIENTIFIC  test  after  test  has  demonstrated 
a  law  of  nature  in  regard  to  concrete  roads, 
streets,  sidewalks,  bridges,  etc. 

It  is  this: 

For  every  100  degrees  annual  change  in  tem- 
perature a  100  yard  stretch  of  concrete  will 
expand  or  contract  nearly  two  inches. 

The  expansion  is  small,  but  it  is  as  certain  as 
death  and  taxes.  If  no  provision  for  expansion 
joints  has  been  made,  nature  will  have  her  two 
inches  of  contraction  or  expansion,  even  if  she  has 
to  crack  or  buckle  the  finest  and  strongest  street 
or  structure  ever  built. 

Carey  Elastite  Expansion  Joint  provides  absolute 
security  against  expansion  or  contraction  which 
would  otherwise  damage  streets,  sidewalks,  high- 
ways, bridges  and  other  concrete  structures. 

It  serves  year  after  year  without  losing  its 
elasticity. 

It  has  been  accepted  by  leading  en- 
gineers in  all  parts  of  the  country,, 
for  all  kinds  of  public  work.  Write 

Elastite  Dept. 

THE  PHILIP  CAREY  COMPANY 


BRIDGES  AND  VIADUCT^ 
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CLASSIFIED   INDEX   TO   ADVERTISEMENTS  Continued 


Pipe  Covering  (Underground) 

RicWil  Company 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Magnesia,  Asbestos, 
Wool,  Felt,  etc.) 
Asbestos   Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb   Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Road  Machinery 

Hopkins  &  Company,  F.  II. 
Manitoba  Bridge  &  Iron  Works 
Watcrous  Engin-  Works  Co. 


Road  Material 

Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 
Pedlar   People  Lfmlted 

Rubber  Goods 
Barrett  Company,  Limited 

Road  Oil 

Imperial  Oil   Company,  Ltd. 

Pneumatic  Machinery 

Canadian   Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Ontario  Wind   Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian   Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Rails 

Sesenwein  Bros. 

Railway  Supplies 
Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  J. 
Hopkins  &  Company,  F.  H. 


Reinforcements,  Concrete  and  Steel 

Bainei  &  David  Ltd. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Steel  Co.  of  Canada,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rieging  Screws 

Hopkins  &  Company,  F.  IT 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Sand 

Sand  &  Supplies  Ltd. 
Sash 

Trussed  Concrete  Steel  Co. 

Scaffold  Machines 

Drummond  &  Reeve,  Ltd. 

Screens 

Canada  Wire  &  Iron  Goods  Co 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshoie  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 

Sheeting 

Barrett   Company,  Limited 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Shingle  Stain  Oil 

Dominion  Tar  ft  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  Co. 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  II. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Roberton-Olsen  Limited 
Robertson  Co.,  H.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Slates 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Companv,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Pedlar  People  Limited 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 

Steel 

Burlington  Steel  Company 
Dominion  Iron  &  Wrecking  Co. 
Hopkins  &  Compapy,  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Steel  &  Coal  Co. 
Steel   Company   of   Can.,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

liurlington   Steel  Company 
Hopkins  &  Company,  F.  II. 
Maritime  Bridge  Company 
Steel  Company  of  Canada,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art  Metal  Company 


Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 
Page-Hersey  Iron,  Tube  &  Lead 
Company 


Steel  Plate  Construction 

Hamilton   Bridge   Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh   Engineering   Works.  Ltd 
Waterous  Engine  Works,  Co. 


Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &  Radiation,  Limited 
Trussed  Concrete  Steel  Co  .  Ltd. 


Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Alfis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton   Bridge  Works  Co. 
McGregor  &  McTntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario  Wind   Engine   &  Pump 

Company 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Dominion  Tar  &  Chemical  Co. 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 


Tile  Moulds 

London  Concrete  Machinery  t>o 

Towers 

Can.  Chicago  Bridge  &  Iron  Co 
Hamilton   Bridge  Works  Co. 


Transformer* 

Canadian  General  Eelectric  Co. 


Turnbuckles 

Dominion  Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crarue  Limited 

Dominion  Salvage  ft  Wrecking 

Company 
Gartshore-Tliompson   Pipe  Co. 
McAvity  &  Sons,  Ltd. 

Ventilators 

Robertson  Co.,  H.  H. 


Ventilating    ft    Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 

Varnishes — Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 

Wall  Ties 

Gait  Art  Metal  Company 

Wallboard   (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd 


Water  Tapping  Machines 
Mueller  Mfg.  Company,  M. 

Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 

Hamilton  Company,  Wm. 

Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 

Well  Drilling  Plants 
American  Well  Works 
Ontario   Wind   Engine   &  Pump 

Company 


Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wiee  &  Iron  Goods  Co. 


Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 


Wood  Pipe 

Canadian   Pipe  Company 
Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  &  Tank 
Company 


Wood  Tanks 

Pacific  Coast   Pipe  Company 
Vancouver  Wood  Pipe  and  Tanlr 
Company 
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NO  other  paint  has  the'protective  qualities  of  "Ferrodor" 
Paint.  That  has  been  proven  during  35  years  in  all 
parts  of  the  world  and  under  all  conditions,  by  government 
tests  and  engineering  experts. 

Exposed  to  biting  frosts,  soaking  fogs,  the  fiercest  sun  rays, 
the  ocean's  waves  or  fumes  from  factories,  "Ferrodor"  always 
outlasts,  gives  more  protection  and  consequently  proves  more 
economical  than  its  competitors.  Specify  "Ferrodor"  for  all 
structures. 

"Ferrodor"  Elastic  Paint 

FOR 

Perfect  Protection 

"You  Can  Trust  Griffiths'  Products" 


Made  in  London,  England,  by  Griffiths  Bros.  &  Company 

(Contractors  to  H.  M.  Imperial  and  Overseas  Governments) 


STOCKED  BY 


SPIELMAN  AGENCIES  (Regd.)  ^aS^IT  Montreal 


Dundas 

Crushed 

Stone 


When  you  want  to  be  sure  of  hav- 
ing permanent  roads  that  will  wear 
without  repairs  —  use  Dundas 
Crushed  Stone.  We  can  refer  you  to 
many  Engineers  and  Contractors 
who  specify  this  stone  for  all  their 
road  work.  Their  practical  exper- 
ience has  shown  that  Dundas  Stone 
will  always  make  a  first-class  job. 

Write  for  Information 


Canada  Crushed  Stone  Corporation,  Limited 

DUNDAS,  -  -  ONTARIO 

Toronto  Office:  Room  409  McKinnon  Bldg.,  Toronto 

Phone  Adelaide  5784 


r 
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'ehruafy  I,  LMO 


Advantages  of  the 

UNIT  IDEA 

In  Street  Flushers 


Simply  ad- 
ding a  flusher 
unit  to  a 
motor  truck- 
does  not  give 
a  satisfactory 
11  usher. 

Neither  is  satisfactory  service 

obtained   by   tying  a  flusher  The^||  i~  |»  |  iy  i  Wagon 

to  the  truck  power  plant. 
A  flusher  should  be  a 


iully  built  up  unit. 
TheTiffin  Flusher  1 S. 
The  Tiffin  has  two 
motors,  one  to  propel 
the  vehicle  and  one  to 
furnish  controllable 
Hushingpower- 
t lie  only  design 
that  adequately 
provides  for  any 
Hushing  pres- 
sure regardless 
of  vehicle  speed 
or  street  grade. 


ASK  FOR  LITERATURK 


Co. 


care- 


TIFFIN,  OHIO 

Municipal  Vehicles,  etc. 
Makers,  also,  of  Tiffin   Motor  Trucks,  Dump  Wagons, 


Nova  Scotia  Steel  &  Coal  Company,  Ltd. 

Beg  To  Announce 

That  their  new  steam-hydraulic  forge  shop  is  now  in  opera- 
tion, as  also  is  their  recently  installed  "Harmet"  fluid  com- 
pression-plant. 

These  improvements  bring  " Scotia's"  equipment  abreast 
of  the  best  foreign  forges. 

They  are  accordingly  open  to  supply  forgings  of  all  shapes 
and  sizes.  Made  of  ordinary  or  fluid  compressed  open- 
hearth  steel,  and  satisfying  the  most  severe  specifications. 


Head  Office 


For  Prices  and  Particulars  Apply  to 

New  Glasgow,  N.  S. 


F<-!>ntary  4,  10-.M) 
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CONVENIENCE— 

You  really  can't  appreciate  the  convenience  of" Little  Tugger" 
as  a  Contractor's  Hoist  unless  you  see  one  in  operation. 


The  time  your  men  waste  in  hoisting  or  hauling 
light  loads  by  hand  can  be  used  to  better  ad- 
vantage in  other  ways.  Little  Tugger"  Hoists 
will  do  as  much  work  as  6  to  10  men  and  do  it 
in  a  quicker,  safer  and  more  economical  way. 

"Little  Tuggers"  are  light  in  weight  and 
portable  in  every  sense  of  the  word.  Two  men 
can  easily  carry  a  "Little  Tugger"  and  place 
it  in  service  in  a  jiffy  by  clamping  it  to  a  col- 
umn, poet  or  bar  or  by  hanging  or  bolting  it 
to  a  plank,  timber  or  other  convenient  support. 

"  Little  Tuggers  "  are  built  in  two  styles — 
for  either  wire  or  manilla  rope  with  load  limits 
of  1000  and  600  pounds  and  a  hoisting  range 
of  700  and  300  feet  at  a  speed  of  85  feet  per 
minute.  Both  models  are  built  for  operation 
on  compressed  air  or  steam. 

M  Little  Tuggers  "  don't  need  an  engineer — a  boy  can  run 
them — control  and  braking  mechanism  is  simple,  safe  and 
strong,  while  automatic  lubrication  does  away  with  the 
need  for  expert  attention  and  care. 

M  Little  Tuggers "  are  just  the  thing  for  the  many  odd 
hoisting  and  hauling  jobs  which  occur  so  often  on  contract 
and  construction  work  such  as :  snaking  timbers,  hoisting 
lumber,  concrete  or  structural  steel  on  building,  tank,  stand- 
pipe  and  penstock  work,  placing  sewer  pipes  in  trenches, 
lifting  machinery,  dragging  scrapers  for  back  filling,  bend- 
ing rails  and  hauling  cars  or  hoisting  buckets  on  excavation 
work. 

Our  nearest  branch  will  be  glad  to  send  you  a  copy  of 
Bulletin  4333  describing  the  "  Little  Tugger  "  and  a  copy 
of  "  Billyisms,"  a  little  booklet  which  shows  a  few  of 
the  many  possible  applications  for  "  Little  Tuggers  "  on 
construction  jobs.    Write  for  your  copies  today. 


CANADIAN  INGERSOLL-RAND  CO.,  LIMITED 

Sydney,  N.  S.  Sherbrooke,  Que.  Montreal,  Que.  Toronto,  Ont. 
Cobalt,  Ont.     Winnipeg,  Man.      Nelson,  B.  C.      Vancouver,  B.C. 


'Little  Tugger"  Hoist,  showing  Clutch,  Brake  and 
Throttle  Levers. 


"Little  Tugger" 
Suspended   from  above 


"Little  Tugger" 
Clamped  to  pipe 


"Little  Tugger"  bolted  to 
timber 
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BAINES  &  DAVID,  LIMITED 

TORONTO 


IRON  AND  STEEL  MERCHANTS 


Bars,  Angles,  Channels,  Beams,  Shafting, — Screw 
Stock,  Cold  Drawn  Flats,  Squares,  Hexagons,  Black 
and  Galvanized  Sheets,  Plates,  Box  Strapping, 
Bolts,  Nuts,  Washers       Wire  Rope       Guy  Wire 


REINFORCING  STEEL 

Rounds,  Squares,  Square  Twisted  and  Deformed. 
Modern  equipment  for  bending  to  shape  ready 
for  placing.      Competent  engineers  employed. 

OFFICE  : 
98  Esplanade 


EXPANDED  METAL 

A  full  range  of  all  sizes  and  sections  carried  in 
stock. 


STEEL  YARD. 
Eastern  Harbor  Terminals 


Telephone  Adelaide  6540 


Where  Little  Things  Are  Big. 


A  TIP  FOR  CONTRACTORS 


Think  what  this 
cart  can  do. 
Inadequate  methods 
of  carrying  concrete 
from  the  mixer  to 
the  job,  causes  un- 
necessary labor,  ex- 
tra expense,  and  a 
great  loss  of  time. 

These  carts  are  pay- 
ing for  themselves 
on  every  job  they 
are  put  on. 


THE  ST.  CLAIR  CONCRETE  CART 


Manufactured  in  Canada  by  St.  Clair  Bros. 


The  only  cart  man- 
ufactured which 
dumps  the  load  by 
merely  releasing  a 
clip  on  the  side  of 
the  bowl. 

Bowl  turns  over, 
legs  and  frame  re- 
maining stationary. 

Does  away  with 
the  dissatisfaction  of 
having  to  tip  load 
out  of  cart  by  main 
force. 


ST.  CLAIR  BROS. 


Gait,  Ont,  Canada 
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BROWNHOIST 


Get  Materials  on  the  Job  on  Time 


BROWNHOIST 


Products  include : 

Locomotive  Cranes 
Grab  Buckets 
Drag-Line  Buckets 
Electric  Hoists 
Tramrails  &  Trolleys 
Overhead  Tr.  Cranes 
Pillar  &  Jib  Cranes 
Heavy  Dock  Machinery 
Suspended  Concrete  Bins 

Write  for  Catalogs 


How  often  does  the  inability  to  get  materials 
hold  up  your  work?   Long  delays  of  materials  en 

route  as  well  as  the  original  difficult}'  in  buying  have 
worked  great  problems  for  most  contractors.  There  is  a 
car  shortage  and  a  material  shortage  and  the  question  is 
how  to  overcome  these  disadvantages  when  figuring  on  a 
contract. 

The  ideal  answer  to  this  problem  is  a  storage 
yard  for  materials  with  suitable  handling  equip- 
ment to  place  them  in  and  out  of  storage.  Materials  can 
then  be  bought  when  the  market  is  right  and  are  on  hand 
when  you  want  them.  And  there  is  no  hold-up  on  the  job 
because  you  cannot  get  material  and  have  it  delivered  when 
you  need  it.  For  such  a  storage  yard,  the  Brownhoist 
locomotive  crane  is  the  ideal  handling  unit. 

Many  contractors  count  the  Brownhoist  their 
most  useful  and  dependable  machine.  The  Brown- 
hoist makes  a  storage  yard  practicable,  it  does  away  with 
waits  for  your  trucks  and  it  switches  your  cars  of  materials 
when  and  where  they  are  needed.  In  short,  it  is  a  money- 
maker that  you  should  not  overlook  if  your  work  includes 
the  handling  of  miscellaneous  building  materials.  May 
we  send  you  Catalog  K  on  Brownhoist  locomotive  cranes? 


The  Brown  Hoisting 

40  Years  in  Crane  Business 

Engineers  and  Manufacturers  of  Heavy  Dock  Machinery 
Bridge  Cranes,  etc.,  as  well  as  Smaller  Cranes  and  Hoists. 


Machinery  Company 

CLEVELAND,  OHIO,  U.  S.  A. 

Branch  Offices  in  New  York,  Pittsburgh,  Chicago  and  San  Francisco 
European  Rep.,  H.  E.  Hayes,  12  Rue  de  Phalsbourg,  Paris 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation   00 

American  Cement  Machine  Co.  ... 
American  Enameled  Brick  and  Tile 

Company   10 

American  Lead  Pencil  Company   .  . 

American  Well  Works   50 

Anglin-Norcross  Limited   72 

Armstrong  Cork  Company    04 

Asbestos   Manufacturing  Company. 

Asphalt  Association,  The  

Asphalt  and  Supply  Co  

Ault  &  Wiborg  Co   04 

Auto  Road  Construction  Co   21 

Haines  &  David   14 

Ball  Engihe  Company   7 

Barber,  Frank   72 

Barrett  Company   57 

Bates  &  Innes  , 

Booker  &  McKechnie    5(J 

Boving     Hydraulic    &  Engineering 

Company  ;    07 

Brantford  Roofing  Company  .• 

Britnell  Company,  Limited    73 

Brodics,  Limited  ■  

Brown  Hoisting  Machinery  Co.  ...  Iff 

Burlington  Steel  Company    55 

Canada  Cement  Company    BS 

Canada  Crushed  Stone  Corporation.  1 1 

Canada  Iron  Foundries,  Limited   .  .  71 

Canada  Wire  &  Cable  Co   .18 

Canada  Wire  and  Iron  Goods  Co..  07 

Canadian  Allis-Chalmers   22 

Canadian  Blower  and  Forge  Co.  .  .  00 
Canadian  Chicago  Bridge  and  Iron 

Company                                   ! . .  71 

Canadian  Des  Moines  Steel  Co.  ...  0:s 
Canadian   Engineering   &  Contract- 
ing Company  

Canadian  Equipment  Co   5 

Canadian  General  Electric    22 

Canadian  Ingersoll-Rand  Co   13 

Canadian     Inspection    and  Testing 

Laboratories    72 

Canadian  Johns-Manville  

Canadian  Link-Belt  Co  

Canadian  Metal  Window  Co   2 

Canadian  Pipe  Company,  Ltd  

Canadian  Steel  Foundries   74 

Canadian  Surety  Company    54 

Canadian  Welding  Works    20 

Carey  Company,  Philip    9 

Cast  Stone  Block  &  Machine  Co.  .  .  05 

Chipman  and   Power,  Ltd   72 

Colwell  Sand  and  Gravel  Co  

Conduits  Company,  Limited    04 

Consumers  Gas  Company  

Contractors  Transport  Co   50 

Cook,  A.  D   73 

Concrete  Pipe  &  Products  Co.   ...  54 

Crane  Limited    04 

Crushed  Stone,  Limited   73 

Dake  Engine  Company   73 

Dennis  Wire  and  Iron  Company  ...  07 

Dept.  of  Public  Works  

Dominion  Concrete  Company   21 


Dominion    Engineering  and  Inspec- 
tion Company  '  72 

Dominion  Iron  &  Steel  Company.. 

Dominion  Tar  &  Chemical  Co   56 

Dominion  Wire  Rope  Co   70 

Dunham   COmpany,  C.  A  

Dunlop  Tire  &  Rubber  Goods  Co. 

Engineering  &   Machine   Works  of 
Canada,  Limited   

l  ord   Motor  Company   

Foyle,  W.  &  G.  ...   54 

Frost  Steel  &  Wire  Co  

Gait  Art  Metal  Company   02 

Gartshore,  John  J   04 

Gartshorc-Thompson  Pipe  &  Foun- 
dry Company   50 

(lent  Company   72 

Goldie  &  McCulloch  Co  

Goodyear  Tire  &  Rubber  Co  

Gore,  Nasmith  &  Slorrie   72 

Grant,  J.  A   60 

Hamilton  Bridge  Works  

Hamilton  Co.,  Wm  

Hepburn,  John  T   02 

Holmes  &  Sons,  Fred    72 

Hopkins  &  Company,  F.  H   70 

Hunt  &  Company,  Robert  W   72 

Hynes,  W.  J  

Ideal  Concrete  Machinery  Co  

Imperial  Oil  Limited  

Inglis  Company,  John    53 

Jaeger  Machine  Company   18 

James  &  Company,  E.  A   72 

Jamieson  Lime  Company   05 

Kerr  Engine  Company,  Ltd   06 

Lea,  R.  S.  &  W.  S.  ...    72 

London  Concrete  Machinery  Co.  .  .  3 
London  &  Lancashire  Guarantee  & 

Accident  Company   54 

MacKinnon  Steel  Co  

MacLean  Daily  Reports   50 

Manitoba  Bridge  &  Iron  Company 

Maritime  Bridge  Works  Co   71 

Marsh  Engineering  Works    8 

McAllister  &  Taylor   72 

McAvity  &  Sons,  T  

McGovern,  T.  J   67 

McGregor  &  Mclntyre   71 

McKinnon  Columbus  Chain  Co.  ...  67 

Metal  Shingle  &  Siding  Co  

Miller  &  Sons,  Roger  

Milton  Hersey  Company   72 

Modern  Heating  &  Engineering  Co.  63 

Montreal  Machine  Shop   63 

Morris  Crane  &  Hoist  Co.,  Herbert  73 


Morrison  &  Co.,  T.  A   54 

Mussens  Limited   59 

National  Conduit  Company    74 

National  Equipment  Co  

National    Iron   Corporation    03 

Northern  Crane  Works,  Ltd   63 

Nova  Scotia  Steel  and  Coal  Co.  ...  12 

Ontario  Wind  Engine  and  Pump  Co.  01 

Ormsby  Company,  Ltd.,  A.  B  

Osborn  Canada  Ltd.,  Samuel   4 

Pacific  Coast  Pipe  Company   1 

Page- Hersey  Company    69 

Pannill  Door  Company    20 

Pedlar  People   

Pratt  &  Letchworth   74 

Prest-O-Lite  Company   

Reid  &  Brown  Structural  Steel  and 

Iron  Works   54 

RtC-wiL  Company   

Robb  Engineering  Works   10 

Robertson  Co.,  H.  H  

Roberton-Olsen,  Ltd  

Scully,  A.  A   01 

Schultz  Bros  .   72 

Sessenwcin  Bros  

Sonneborn  Sons  L.,  Inc   75 

Spielman  Agencies    11 

Spray  Engineering  Company  

Standard  Steel  Construction  Co.  ...  65 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   71 

Steel  &  Radiation   61 

Sterling  Engine  Company   61 

St.  Clair  Bros   14 

Thompson  Bros   72 

Tiffin  Wagon  Company   12 

Toronto  Plate  Glass  Importing  Co. 

Toronto  Steel  Construction  Co.  ...  56 

Toronto  Testing  Laboratory   72 

Trades  &  Labor  Branch,  Dept.  of 

Public  Wrorks  

Trussed  Concrete  Steel  Company..  19 

Turnbull  Elevator  Company  

United  States  Fidelity  &  Guaranty 
Company   54 

Vancouver   Wood    Pipe   and  Tank 

Company   63 

Vitrified  Clay  Pipe  Co  

Waterous  Engine  Works  Company  17 

Wells  &  Gray  

Wettlaufer  Bros   24 

Williams  Machinery  Co.,  Ltd.,  A.  R.  60 

Worthington,  W.  R   72 

Wynne  Roberts,  R.  0   72 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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ROAD 
SCARIFIER 


These  cuts  show  Buffalo- 
Springfield  patented  pressure 
Scarifier,  which  we  manufac- 
ture under  rights  for  Canada. 

This  Scarifier  is  far  superior 
to  all  other  styles  in  use,  and 
is  indispensable  for  road  main- 
tenance. 

Always  ready  for  use,  being 
permanently  attached  to  roller. 

Scarifies,  at  regular  travell- 
ing speed,  a  width  of  approxi- 
mately 6  feet.  Width  and 
depth  of  cut  varied  to  suit 
conditions. 

Economical  to  operate,  one 
man  handles  roller  and  scari- 
fier. 

Instantly  controlled  by 
operation  of  one  valve. 


Raises  automatically  on  striking 
hidden  obstacle. 

Separate  arms  for  each  digging 
tool  prevents  clogging  of  material 
ahead  of  tooth  bars. 

Steam  pressure  cylinder  with 
long  stroke  gives  sufficient  force 
for  tearing  up  hard  stone  roads 
and  maintains  uniformity  in  cutting 
depth  on  uneven  surfaces. 

Scarifier  built  to  fit  Waterous 
Rollers. 

Send  for  cuts  and  circulars  if 
you  are  interested. 


BRANTFORD,  ONTARIO.CANADA 
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JAEGER 

for  Speed 
Mechanical  Perfection 
Efficiency 
and  Economy 

It  is  a  well-known  fact  among 
contractors  that  Jaeger  mixers  and 
other  equipment  possess  peculiar 
advantages  that  are  not  to  be  found 
elsewhere.  The  reason  is  simple 
—  throughout  our  manufacturing 
career  our  efforts  have  been  inspired 
by  a  vision  of  perfection.  We  have 
taken  the  contractor's  problems  to 
heart,  and  so  by  successive  im- 
provements we  have  created  and 
are  offering  him  just  the  machine 
he  wants. 

"The  Jaeger  Mix- A- Minute" 

is  made  in  all  sizes  to  answer  every 
purpose  ;  whether  you  wish  to  build 
a  silo  or  a  skyscraper,  you  will  find 
a  "  Jaeger"  for  the  job. 

Write  today  for  catalogs  covering 
our  complete  line 

The  Jaeger 

Machine  Company 

220  Dublin  Avenue 

Columbus       -  Ohio 


February  4,  1920 
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No.  13 — Bonding 

Manufacturers  of  Enameled  Brick 
for  a  quarter  of  a  century,  we  appre- 
ciate the  supreme  importance  of  the 
closest  possible  bond  between  the 
glaze  and  body.  The  fact  that  in 
all  our  25  years'  experience,  cover- 
ing an  output  of  over  a  hundred  mil- 
lion of  enameled  brick,  not  a  single 
case  of  spalling  or  peeling  has  come 
to  our  attention,  is  positive  proof  of 
a  100  per  cent,  permanent  bond  in 
"American"  Enameled  Brick. 

Sec  Sweets  Catalogue.  U.S.A. 
or 

Specification  Data,  Canada 
or 

Send  for  Darfa 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and   Fire  Brick, 

52  Vanderbilt  Ave.,  New  York  City. 

Representatives  in  all  principal  Canadian  Cities. 


Socket  Inserts 

Truscon  Socket  Inserts  are  used  in  ^on- 
c.ete  slabs,  beams  and  columns  for  attach- 
ing shafts,  hangers,  sprinkler  systems,  etc., 
and  are  incorporated  into  the  concrete 
while  under  construction  by  securely  nail- 
in.?  them  to  the  wood  forms,  doing  away 
with  extensive  drilling-  into  the  concrete 
after  the  building  is  complete.  Concrete 
thoroughly  embeds  the  insert  and  holds  it 
rigidly  in  place.  Only  the  small  opening 
flush  with  the'  concrete 
is  seen  when  work  is 
complete.  They  are 
made  in  three  sizes, 
properly  cored  and  tap- 
ped to  receive  14",  Yi" 
and  -Vf"  bolts. 


isert  ana  noias  u 
he  small  opening 


Trussed  Concrete  Steel  Co. 

of  Canada,  Limited 
WALKER VILLE,  ONTARIO 

Montreal        Toronto        Winnipeg        Calgary  Vancouver 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 


Montreal  Office— Phone  Westmount  6800 


Toronto  Office — 20  Victoria  Street 
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The  "CANWELD"  Concrete  Buggy 


The  most  durable  and  serviceable  concrete  buggy  made. 
It  is  constructed  throughout  of  wrought  iron  and  steel 
(no  cast  iron  is  used).  Is  mounted  on  a  pair  of  strong 
36  inch  wheels,  with  wide  rims,  running  smoothly  on 
a  rigid  axle,  the  whole  well  balanced. 
Capacity  6  cu.  ft. 

Consult  us  first  when  in  the  market  for  concrete 
buggies. 

Prompt  shipment  from  stock. 

Canadian  Welding  Works  Limited 

Architectural  Iron  Works. 
Steel  Tank   Manufacturers.  Welding  Engineers. 

134  Queen  Street,  Montreal. 


DOORS 

FROM  OUR  WAREHOUSES 
ARE  THE  BEST 

BECAUSE: 

Our  Stock  is  New,  Clean  and 
Kept  Under  Ideal  Conditions. 

Our  Prices  Are  Right 

Let  Us  Quote  You  on  Your 
Next  List. 

KLIMAX  and  KORELOCK 

DOORS  ALWAYS  IN  STOCK 

Large  quantities  were  purchased 
during  1919. 
Now  beginning  to  arrive. 


THE 


PANNILL 


DOOR 
COMPANY 


DOOR  SPECIALISTS 

131  Front  Street  East,  TORONTO,  ONT. 

Phone  Main  659 


BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

American     Highway     Engineeis'     Handbook,     by     Arthur  H. 

Rlanchaid.     1st   edition  just   published   by   John   Wiley  & 

Sons.  Inc.     165S  pages.     Pi  ice  $5.00. 
Centrifugal   Pumps,  by   R.    I..    Daugherty.     Published   in  1915 

by   McGraw-Hill    Rook   Company.     100   pages,  illustrated. 

Price  $2.00. 

"Concrete-Steel  Construction."  Part  1  —  Ruildings.  Second 
edition,  recently  published.  A  treatise  upon  the  elementary 
principles  o(  design  and  execution  of  reinforced  concrete 
work  in  buildings,  by  Henry  T.  Eddy  and  C.  A.  P.  Turner, 
477  pages,  illustrated.     Price,  $10.00. 

"Handbook  of  Cost  Data  for  Contractors  and  Engineers."  Re- 
ference book,  giving  methods  of  construction  anil  actual 
costs  of  materials  anil  labor  on  numerous  ci.ginecring  works, 
by  Halbert  P  Gillette.  Second  edition,  revised  1018. 
Published  by  McGraw-Hill  Hook  Company.  1854  pages, 
'        illustrated.     Price,  $5  00. 

"Highway  Inspector*'  Handbook,"  by  Prevost  Hubbard.  First 
edition,  just  published  by  John  Wiley  &  Sons.  1172  pages, 
illustrated.     Price,  $2.50. 

"Hand  Rook  of  Hydiaulics,"  by  Horace  Williams  King.  1st 
edition  just  published  by  McGraw  Hill  Rook  Co.,  Inc 
424  pages. 

History    of    Bridge    Engineciing,    by    Henry    Gratton  Tyrrell, 

C.E.    480  pages,  illustrated.     Price  $5.00. 
Locks  and  Ruilders'  Hardware,  by  Henry  R.  Towne.  Published 

in  1904  by  John  Wiley  &  Sons.    1,116  pages,  illustrated. 

Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.  First  edition,  just  published  by  the  McGraw-Hill 
Rook  Co.    271  pages,  illustrated.     Price  $2.50. 

"Practical  Road  Ruilding,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.    295  pages,  illustrated.   Price  $1.25. 

"Public  Utility  Rates."  A  discussion  of  the  Principles_  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Rarker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Rook  Company.    387  pages.    Price  $4.00. 

Relief  from  Floods.  The  Fundamentals  of  Flood  Prevention, 
Flood  Protection  and  the  means  of  determining  proper 
remedies.  By  John  W.  Alvord  and  Charles  B.  Burdock. 
First  edition  just  published,  by  McGraw-Hill  Book  Com- 
pany, Inc.    175  pages,  illustrated.    Price  $2.00. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
by  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.     Price  $2.00. 

The  Highway  Engineers'  Handbook,  by  Wilson  G.  Harger,  C. 
E.,  and  Edmund  A.  Bonney.  Third  edition,  entirely  re- 
vised, enlarged  and  reset.  Recently  published  by  Mc- 
Graw-Hill Book  Co.     986  pages,  $4.00. 

Trautwine,  The  Civil  Engineer's  Handbook.  20th  edition, 
1919.  1 576  pages,  I25O  illustrations,  thumb-index  and 
gilt  edges.    Price  $6.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.    Price  $2.00. 

"Use  of  Water  in  Irrigation,"  by  Samuel  Fortier.  Second  edi- 
tion.   Published  by  McGraw-Hill  Book  Company,  1916.  325 

pages,  illustrated.    Price  $2.00. 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   843  pages,  illustrated.     Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  Company.    485  pages,  illustrated.  Price 

$5.00. 

Waterworks  Engineering.  A  Practical  Treatise  on  the  Con- 
struction of  Waterworks  for  the  use  of  Engineers  and 
Students  in  Engineering,  by  Fred.  C.  Uren,  M.  Inst.  C. 
E.  I.  With  numerous  plates  and  186  illustrations.  Pub- 
lished by  Castle  Litho  Limited,  Bristol,  England,  in  1914. 
268  pages.     Price  $3.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
McGraw-Hill  Book  Company.    824  pages,  illustrated.  Price 

$6.00. 
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Keeping  Road 
Repairs  at  a 
Minimum 


THE 


IMPROVED 


PERMANENT 


PAVEMENT 


Reduction  of  road  maintenance  cost  is  one  of  the  biggest  problems  of  municipali- 
ties. The  constant  hard  wear  of  present  day  traffic  on  road  surfaces  means  immense 
hills  to  he  paid  out  of  the  taxpayer's  pocket. 

The  Improved  WILLITE  Permanent  Pavement 

has  been  adopted  by  many  municipalities  as  a  solution  to  the  problem  of  road  main- 
tenance costs  and  has  proved  to  he  the  most  economical  in  laying — the  most  durable 
in  wear — the  most  resilient  in  taking  heavy  weights — and  the  ideal  paving  for  smooth- 
ness and  cleanliness. 

A  two-inch  Willitc  surface  on  any  ordinary  macadam  road  or  on  other  types  of 
substantial  foundation  will  make  an  ahsolutcly  permanent  highway.  We  shall  be 
pleased  to  send  further  information  to  municipalities,  councils,  engineers  and  con- 
tractors. 


LAY  IT  TO-DAY 
USE  IT  TO-MORROW 

Willite  is  laid  with  the  least  trouble  and  delay. 
And  is  in  perfect  condition  to  receive  the  heaviest 
traffic  the  day  after  it  is  laid. 


Qjndmdwn  Q>.  J[imiied. 

LICENSEE  ' 

20  ERIE  AVENUE,  NIAGARA  FALLS,  ONTARIO 


Sewers 

and 

Culverts 

built  from 

Our  Concrete 

give  maximum  service 
at  minimum  cost 

(LARGE  STOCK  ON  HAND) 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPT  VI LLE      -  ONTARIO 
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Contractors'  Equipment  in  Stock 


Lidgerwood 
Hoisting 
Rn£ines 


Concrete  Mixers 


Pile  Hammers 


CANADIAN  ALLIS-CHALMERS 


Head  Office, 


Toronto 


LIMITED 


Branch  Offices:   Montreal,  Quebec,  Halifax,  Sydney,  St.  John,  Ottawa,  Hamilton,   London,  Windsor,  Cobalt,   South  Porcupine,  Winnipeg, 

Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 
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A  Beautiful  Water-Gap — 

Beautifully  Bridged 


AESTHETIC  considerations  should 
inevitably  enter  into  the  selec- 
tion of  the  design  and  material  for  a 
Bridge.  And  when  it  is  realized  that 
Concrete — the  material  which  blends 
most  admirably  with  the  surround- 
ing landscape — costs  approximately 
the  same  as  materials  that  fail  to  ap- 
proach it  in  sightliness,  it's  easy  to 
understand  why  Concrete  has  played 
so  large  a  part  in  our  bridge-building 
during  the  past  few  years.  As  its  ad- 
vantages become  more  widely  under- 


stood, Concrete  will  certainly  be  em- 
ployed even  more  extensively  for  such 
purposes.  Apart  from  all  considera- 
tions of  beauty,  Concrete  reveals  prac- 
tical advantages  for  bridge  work  that 
place  it  high  in  favor  among  engi- 
neers who  understand  its  possibilities. 
They  know — and  can  prove  to  those 
who  have  to  bear  the  cost — that  Con- 
crete is  free  from  maintenance  ex- 
penses that  make  other  materials 
more  expensive  in  the  long  run,  re- 
gardless of  first  cost. 


This  particular  Concrete  Bridge  was  designed  by  the 
Engineering  Department  of  the  City  of  Port  Arthur,  Ont., 
and     built     by     Seaman     and     Penniman — Contractors. 


CANADA    CEMENT    COMPANY  LIMITED 

5  HERALD  BUILDING  MONTREAL 

Sales  Offices  at  Montreal  Toronto  Winnipeg  Calgary 
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Mr.  Contractor 


ARE  YOU  USING  ONE 
OF  OUR  HEART  SHAPE 
MIXERS? 


OVER 
5000 
IN  USE 


If  not,  you  are  overlooking  something  very  important,  meaning  much 
money  to  you.    J'ut  one  of  our  famous  mixers  on  your  j<>h  and  your  con- 
crete will  he  mixed  quick  and  right.    Get  in  touch  with  us.    Our  prices 
are  very  attractive.    You  will  be  sure  of  a  mixer  you  can  rely  on  an< 
one  that  will  last  for  years.    Our  Machines  arc  made  in  Canada. 

We  Manufacture : 
Crushers,    Rolls,    Hoists,  Screens. 
Road  Pavers,  Derricks,  Brick,  Block, 
Tile,  Sewer  Pipe  Machines,  etc. 

We  equip  complete  Plants  for  the  manu- 
facture of  Brick,  Block,  Tile,  Sewer 
Pipe,  Cement  Products. 


Famous  Heart  Shape  Mixer 


Write  for 
Our  Latest 
Catalog 
and 

Special  Offers 


6  Brick  Machine 


Gasoline  Hoist  on  Skids 


Wettlaufer  Bros.,  Limited,  178  Spadina  Ave.,  Toronto,  Ont. 


No.  2  Tile  Machine 


Wire  Guards 

for  Windows  and  Skylights 

Wire  Partitions 
Wire  Screens 


for  Sand  and  Gravel, 


Wire  Work 


of  all  kinds 


C.  H.  Johnson  &  Sons,  Ltd. 

Wire  Works  :  St.  Henry,  Montreal 
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Conference  of  Ontario  Builders  Will  Seek  Ho 
Harmonize  the  Industry 

THE  present  is  a  time  of  crisis  for  the  industries 
of  Canada,  not  because  they  are  facing  disas- 
ter, but  because  they  are  faced  with  two  alter- 
natives, and  their  choice  is  going  to  profound- 
ly affect  the  country's  future  prosperity.  These  alter- 
natives are:  unity' of  aim  and  concentration  of  ef- 
fort which  will  lead  on  to  national  success,  and  di- 
versity of  aim  and  dissipation  of  effort,  which  will 
keep  us  forever  in  a  turmoil  of  industrial  unrest  and 
uncertainty.  We  are  not  among  those  dismal  prophets 
who  declare  that  the  nation  is  skating  on  thin  ice 
which  mav  break  through  at  any  moment  and  engulf 
us  in  economic  ruin;  Canada's,  resources  are  so  great 
that  we  could  not  actually  bankrupt  the  country,  even 
by  the  wildest  profligacy,  in  a  generation.  But  we 
do  believe  that  if  greater  harmony  is  not  secured  be- 
tween employer  and  employee,  between  firms  engaged 
in  the  same'  line  between  the  various  branches  of 
each  industry  and  between  all  industries  as  units  in 
our  great  commercial  structure,  then   we  have  be- 


fore us  troublous  times  of  unemployment  and  stag- 
nation, or.  at  best,  of  unrest  and  insecurity. 

This  greater  harmony  can  be  secured  through  a 
determined  effort.  Many  of  the  men  in  the  building 
industry  realize  the  situation  and  they  are  doing  their 
best  to"  bring  together  their  fellow-contractors,  in  or- 
der to  discuss  their  problems  and,  if  possible,  find  a 
solution  to  them.  The  Provincial  Builders'  and  Sup- 
ply Association :  of  Ontario  is  among  those  organza- 
tions  which  are  seeking  to  foster  and  increase  the 
spirit  of  co-operation.  '1  heir  convention  at  the  King 
Edward  Hotel.  Toronto.  Feb.  10-1 1-12.  is  a  master 
effort  to  boost  organization  throughout  the  province 
and  find  the  means  of  solving  the  difficulties  which 
are  facing  the  builders  and  contractors  of  Ontario  at 
the  present  time.  They  want  the  co-operation  of  every 
one  in  the  business — co-operation  itself  provides  the 
solution  for  many  of  our  problems — and  it  will  be 
to  the  interests  of  each  individual  builder  and  con- 
tractor to  come  to  the  convention  in  Toronto,  and 
learn  what  has  been  accomplished  and  what  can  be 
accomplished  through  organization. 

Give  Wide  Publicity  to  Government  and 
Municipal  Needs 

THOSE  who  have  been  willing  to  criticize  the 
new  Ontario  Government  have  found  their 
opportunity  in  the  recent  purchase  of  certain 
equipment  (trucks,  rollers,  etc.),  by  the  Min- 
ister of  Public  Works  &  Highways,  without  following 
the  usual  procedure  of  calling  public  tenders.  We  are 
very  loath  to  find  fault  with  any  form  of  executive 
until  it  has  been  given  a  fair  trial,  but  it  may  not  be 
out  of  place  to  express  an  opinion  and  to  point  out 
that  the  very  thing  for  which  the  new  party  is  sup- 
posed, and  hoped,  to  stand  is  "a  square  deal,"  and  that 
this  can  never  be  brought  about  unless,  in  so  far  as  is 
humanly  possible,  everybody  is  given  an  ecpial  chance. 
This  condition,  again,  can  only  be  reached  through  a 
course  of  free  and  open  publicity,  where  the  wants  of- 
the  government  are  made  known  to  all  those  who  are 
in  a  position  to  supply  those  wants.  j 
In  the  particular  case  that  has  been  given  so  wide 
publicity  lately,  it  is  more  than  likely  that  the  Hon. 
Mr.  Biggs  failed  to  realize  that  he  was  no  longer  a 
private  individual  doing  as  he  liked  with  his  own. 
His  present  position,  however,  is  that  of  a  trustee, 
spending  the  money  of  the  people  of  his  province  with 
the  single  aim  of  getting  the  best  possible  value. 
Friendships  can  no  longer  count,  nor  personal  impres- 
sions of  the  value  of  this  or  that  equipment.  Nothing 
counts  now  but  facts,  and  these  can  be  obtained  only 
through  the  widest  possible  advertising,  so  that  every- 
body interested  may  have  an  opportunity  to  present 
his  case.  The  final  result  may  or  may  not  verify  the 
minister's  first  impressions — that  is  of  no  material 
importance.  What  actually  does  matter,  however,  is 
that  the  public — the  man  who  pays — is  satisfied. 

And  what  is  true  of  Provincial  government  pur- 
chases is  no  less  true  of  municipal  purchases — whether 
in  the  form  of  machinery,  supplies  or  labor  contracts. 
It  is  not  only  the  right  course  to  publicly  and  widely 
advertise  all  municipal  needs,  but  it  is  the  most 
economical  means  of  supplying  those  needs.  Lack  of 
competition  is  the  cause  of  high  costs.  Sometimes,  of 
course,  lack  of  competition  is  due  to  a  shortage  of  the 
supply,  but  that  is  only  an  added  argument  why  eyery 
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possible  bit  of  competition  should  be  introduced.  This 
is  not  possible  except  through  the  widest  publicity  in 
the  calling  of  tenders.  It  is  the  only  fair  way  for 
those  who  have  to  pay.  It  is  the  only  fair  way  for 
those  who  sell. 

The  process  of  calling  tenders  in  a  number  of  Our 
municipalities  is  a  farce  and  is  merely  designed  to 
deceive  the  electors.  Recently  a  case  came  to  our  at- 
tention where  very  limited  publicity  ,had  been  given 
to  certain  equipment  required  by  the  municipality  and 
the  question  was  asked — why?  The  answer  was  Oh, 
the  contract  was  really  let  before  tenders  were  called 
at  all."  "Then  why.  call  tenders  at  all?"  was  asked. 
"Oh,  our  by-laws  require  that  as  a  formality."  A  for- 
mality that  pulls  the  wool  over  the  eyes  of  the  dear 
public  and,  at  the  same  time,  makes  them  pay  for  tin- 
wool. 

Why  can't  these  things  be  done  "on  the  square?" 
It  would  pay. 


Federation  of  Construction  Industries  to 
Tackle  Urgent  Problems 


TWV.  first  annual  meeting  of  the  National  Fed- 
eration of  Construction  Industries  will  be  held 
011  March  24-25,  1920,  at  the  Hotel  Sherman, 
Chicago,  Illinois.  It  promises  to  be  of  extra- 
ordinary interest  and  fundamental  concern  to  every- 
one engaged  in  construction.  Invitations  to  be  pres- 
ent are  extended  to  every  national,  regional  and  local 
association,  and  to  all  producers,  manufacturers  and 
distributors  of  construction  materials,  machinery  and 
supplies,  contractors,  architects,  engineers,  and  finan- 
cial interests  concerned  with  construction. 

The  Federation  was  formed  for  the  purpose  of  ex- 
tending construction  and  improving  conditions  in  the 
combined  industry.  It  is  intended  to  co-ordinate  the 
several  divisions  of  the  industry  by  promoting  close 
co-operative  relations  between  producers,  manufactur- 
ers, distributors,  contractors,  architects,  engineers, 
.realtors,  financiers,  and  other  construction  interests, 
thus  providing  a  united  organization  which  will  mo- 
bilize the  entire  strength  and  experience  of  the  in- 
dustry. 

Among  the  subjects  of  vital  interest  to  be  dis- 
cussed at  the  annual  meeting  by  the  best  known  na- 
tional and  international  authorities  are  : 

1.  Freight  Traffic  as  affecting  the  construction  in- 
dustry, freight  rates,  economical  packing  and  handling 
in  the  shipment  of  construction  materials. 

2.  Standardization  in  the  Construction  Industry. — 
During  these  times  of  high  prices  of  material  and  labor 
and  increased  demand  for  production,  standardization 
holds  out  to  the  industry  the  one  great  hope  for  mak- 
ing production  approximate  demand  at  a  non-prohibi- 
tive price. 

3.  Foreign  Trade. — Construction  interests  are  real- 
izing and  grasping  as  never  before  the  opportunities 
for  branching  out  into  world  trade.  Are  you  taking 
advantage  of  them? 

4.  Financial  Relations;. — Adequate  financing  of 
construction  operations  will  be  given  serious  consider- 
ation. The  questions  of  Federal  home  loans,  exemp- 
tion from  taxation  of  certain  of  the  income  from  mort- 
gages on  real  estate,  etc.,  are  before  us. 

5.  Jurisdictional  Awards. 

6.  Housing. 

7.  Americanization. 


Establishment  of  Steel  Concern  in  Toronto  Will 
Give  Impetus  to  Allied  Industries 

TWV.  establishment  of  Baldwins  Canadian  Steel 
Corporation  in  Toronto  is  an  event  of  great 
importance  to  the  city  and  to  the  province  at 
at  large.  The  plant,  of  which  the  principal 
product  will  be  tinplate,  will  be  the  first  of  its  kind 
in  Canada.  The  tinplate  requirements  of  the  Do- 
minion at  the  present  time  are  estimated  at  200,000 
tons  per  annum,  and  Baldwins  are  planning  to  take 
care  of  a  large  percentage  of  this  demand  immediately 
upon  completion  of  the  plant,  their  projected  initial 
capacity  being  150,000  tons  per  annum.  Later,  as  con- 
ditions warrant,  it  is  proposed  to  extend  the  plant  and, 
one  day,  it  is  expected  to  equal  or  exceed  any  of  the 
company's  plants  in  the  Old  Country  or  throughout 
the  Empire. 

Baldwins  are  taking  over  the  old  plant  of  the  Brit- 
ish Forgings,  Ltd.,  and  adapting  it  to  their  purposes. 
At  the  present  time  they  are  using  the  electric  fur- 
naces in  the  foundry  to  turn  out  steel  castings  in  con- 
nection with  their  mills  and  machinery.  They  arc 
also  erecting  large  new  buildings  in  which  will  be  in- 
stalled rolling  mills,  cold  rolls,  furnaces,  pickling 
ovens,  etc.  Work  on  the  erection  of  the  steel  for  these 
buildings  is  just  being  started,  and  a  description  of  the 
heavy  concrete  foundation  work,  which  involves  sev- 
eral interesting  features,  appears  elsewhere  in  this 
issue,  together  with  details  regarding  the  company's 
plans. 

This  new  industry  will  mean  a  great  deal  to  To- 
ronto and  to  Ontario  and  the  Harbor  Commission, 
which  has  been  instrumental  in  inducing  Baldwins  to 
locate  in  the  new  industrial  area,  deserves  great  credit. 
Allied  industries  will  undoubtedly  spring  up  and  an 
impetus  will  be  given  to  the  growth  and  industrial 
activity  of  the  city,  as  a  result. 


British  Columbia  Architects  and  Engineers 
Seeking  Recognition 


m  m  71TH  the  object  of  definitely  establishing  the 
status  of  their  professions,  of  safeguarding 
T  T  the  public  against  misrepresentation  and 
also  with  the  object  of  placing  themselves 
on  an  equal  footing  with  those  engaged  in  the  same 
professions  in  other  provinces  and  states,  architects 
and  civil  engineers  of  British  Columbia  will  seek  the 
passage  of  private  bills  at  the  coming  session  of  the 
provincial  legislature,  providing  for  the  registration  of 
all  engaged  in  these  callings  in  the  province.  Should 
the  legislature  give  its  approval  to  the  bills,  with  the 
passage  of  them  it  will  become  illegal  after  a  certain 
date,  for  any  architect  or  engineer  to  practice  in  the 
province  unless  he  is  in  possession  of  a  certificate  of 
registration,  granted  under  the  conditions  laid  down 
in  the  acts. 

While  the  architects  have  an  association  among 
themselves,  this  association  has  no  standing  such  as 
is  possessed  by  the  legal,  medical  or  dental  professions, 
and  it  is  with  the  object  of  placing  the  profession  as 
nearly  as  possible  on  the  same  footing  as  these  other 
professions  that  steps  are  now  being  taken. 

The  granting  of  a  certificate  to  an  architect,  under 
the  provisions  of  the  act,  will  mean  that  he  is  properly 
qualified  to  undertake  work  in  which,  it  is  pointed  out, 
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Canada's  Engineers — S.  R.  Cound 


Canada  has  received  an  important  addition  to  the 
ranks  of  its  engineers  in  the  person  of  Mr.  S.  R. 
Cound,  manager  of  Baldwin's  Canadian  Steel  Corpor- 
ation, which  is  establishing  a  large  plant  in  Toronto. 
Mr.  Cound  was  born  in  a  town  in  South  Wales,  called 
Port  Talbot,  on  the  Bristol  Channel.  His  early  days 
were  spent  here  in  the  environment  of  iron  and  steel. 
He  received  his  education  first  at  the  National 
Schools,  under  one  of  the  ablest  masters  of  that  time, 
afterwards  at  Long  Ashton  School,  Bristol,  and  final- 
ly at  Thistleboon  House  School,  Swansea.  At  an 
early  age  he  determined  to  enter  the  iron  and  steel 
trade,  and  served  his  apprenticeship  with  the  Mill- 
brook  Iron  and  Steel  &  Engineering  Co.,  the  best 
engineering  company  of  that  period,  who  particularly 
specialized  in  rolling  mill  plants,  and  were  considered 
the  ablest  millwrights  in  the  whole  of  South  Wales. 
The  work  turned  out  from  these  shops  is  found  to- 
day in  many  parts  of  the  world.  Mr.  Cound,  as  an 
apprentice,  worked  right  through  the  whole  of  the 
shops — pattern  making,  foundry,  machine  shop — and 
finally  entered  the  draughting  room.  Shortly  after- 
wards he  was  engaged  by  the  firm  to  remodel  one  of 
the  oldest  tinplate  works  in  South  Wales,  and  from 
then  forward  Mr.  Cound  has  made  the  manufacture 
of  steel  and  tinplate  his  life's  work.  In  fact  his  early 
days,  even  as  a  boy  of  12,  were  spent  amongst  the 
refineries  and  Eessemer  plants.  He  was  later  engaged 
by  the  Grovesend  Steel  &  Tinplate  Company,  as  as- 
sistant engineer,  and  during  the  five  years  at  these 
works,  extensive  new  plant  was  installed  and  four 
open-hearth  furnaces  laid  down.  This  work  being 
completed,  this  firm  had  Mr.  Cound  take  up  the  re- 
organization of  their  foundry  and  engineering  works. 
He  afterwards  left  South  Wales  for  Moscow,  Russia, 
where  he  occupied  a  very  important  position  in  the 
management  of  a  large  steel,  sheet  and  tinplate  plant. 
Mr.  Cound  designed  and  laid  down,  and  afterwards 
successfully  operated,  this  plant,  which  was  consider- 
ed the  finest  sheet  and  tinplate  plant  in  the  world, 
holding  the  world's  record  for  output  in  light  gauged 
sheets.  It  is  Mr.  Cound's  ambition  that  Canada  should 
beat  even  this.  Mr.  Cound  and  his  family  left  Russia 
when  conditions  in  that  unfortunate  country  became 
unbearable,  but  for  the  fourteen  years  he  spent  there 
he  can  only  recollect  all  that  was  good  and  pleasant 
of  the  Russian  people.  On  his  return  to  England  he 
was  engaged  by  Messrs.  Baldwin's,  of  South  Wales, 


on  their  Margan  Works  erection,  a  plant  which  deals 
with  the  iron  ore,  and  all  processes  in  the  manufacture 
of  coke — its  by-product;  pig  iron,  re-smelting  of  pig 
iron  to  steel;  large  rolling  mills  for  rails;  heavy  sec- 
tions for  structural  work  and  ship-plates.  Mr.  J.  C. 
Davies,  managing  director  of  Messrs.  Baldwin's,  then 
desired  Mr.  Cound  to  undertake  the  management  of 
their  tinplate  plant  in  Swansea  and  to  lay  down  six 


Mr.  S.  R.  Cound 


new  mills.  On  completion  of  the  purchase  of  the  Bri- 
tish Forgings  plant  from  the  Imperial  Munitions 
Board,  Mr.  Davies  selected  Mr.  Cound  to  undertake 
the  designing  and  laying  down,  and  management  of, 
their  Canadian  plant,  which  is  going  to  mean  so  much 
to  Toronto.  What  Baldwins  are  now  undertaking  in 
Toronto,  and  their  plans  for  the  future,  is  dealt  with 
in  an  article  elsewhere  in  this  issue. 


not  only  are  the  lives  of  the  men  engaged  on  the  work 
sometimes  at  stake,  but  the  safety  of  the  public  during 
the  life  of  the  building  must  also  be  safeguarded. 

Under  the  laws  of  the  state  of  Washington  an  archi- 
tect from  Canada  cannot  practice  in  any  of  the  cities 
of  that  state,  without  first  taking  out  citizenship  pa- 
pers or  at  least  taking  the  necessary  steps  to  become 
a  citizen  of  the  United  States.  On  the  other  hand 
architects  from  the  other  side  can  practice  in  British 
Columbia  without  any  question  of  citizenship  or  quali- 
fication being  raised. 

In  both  the  engineering  and  architectural  profes- 
sions, the  passage  of  the  bills  will  bring  iinto  exist- 
ence boards  of  examiners  who  will  be  qualified  to  deal 
with  applications  for  certificates  to  practice  and  while 
the  fact  is  recognized  that  it  will  be  impossible  to  con- 
duct examinations  during  the  present  year,  the  grant- 
ing of  certificates  will  be  based  upon  the  experience  of 
the  applicant,  possession  of  certificates  from  elsewhere, 
and  other  facts  which  the  examiners  will  take  into 
consideration.  In  both  bills  sufficient  time  is  set  out 
for  all  practising  in  the  province  to  apply  for  then- 
necessary  papers,  but  if,  at  the  expiration  of  that  time 
they  have  not  done  so,  they  will  be  unable  to  practice 


until  they  have  obtained  certificates  by  passing  the 
examination. 

Penalties  for  failing  to  observe  the  conditions  laid 
down  in  the  acts  are  provided  for,  as  well  as  the 
right  to  suspend  members  for  unprofessional  conduct, 
negligence  or  other  causes  deemed  unworthy  of  the 
callings. 

As  instancing  the  fact  that  in  the  submission  of 
the  bill  local  architects  were  not  desirous  of  creating 
a  condition  that  could  be  said  in  any  way  to  cause 
inconvenience  to  those  engaged  in  the  profession  or 
to  the  public,  one  of  the  provisions  of  the  act  stipu- 
lates that  nothing  in  the  act  wil'l  apply  to  work  on  any 
building  costing  less  than  $5,000. 


Have  you  any  problems  to  solve  in  your 
business  ?  Come  and  discuss  them  at  the  con- 
vention of  the  Provincial  Builders'  and  Supply 
Association  in  Toronto,  Feb.  10-11-12.  The  other 
fellow  is  up  against  them,  too— he  can  help  you 
and  you  can  help  him. 
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Large  British  Steel  and  Tin  Plate  Corporation 
Establishes  Big  Plant  in  Toronto 

Baldwins,  Ltd.  of  South  Wales  Take  Over  Plant  of  British  Forc- 
ings, Ltd.,  on  Ashbridge's  Bay,  Toronto,  and  Make  Extensive  Addi- 
tions—  Construction    Methods   are   on   an    Unusually    Large  Scale 


MESSRS.  Baldwins  Limited,  of  South  Wales, 
arc  one-  of  the  largest,  oldest  and  most  pro- 
gressive steel  and  tin  plate  corporations  hi 
the  British  Empire.  To  give  an  idea  of  the 
magnitude  of  their  operations  and  of  the  amount  of 
capital  invested  in  their  various  enterprises,  it  may  he 
interesting  to  state  that  this  _  corporation,  which  is 
entirely  Urttish,  operates  fourteen  steel  plants,  which 
employ  between  fourteen  and  fifteen  thousand  men 
in  their  various  operations.  A  more  concise  idea  of 
the  tremendous  scale  upon  which  the  concern  oper- 
ates can  he  formed  hy  the  following  list  of  its  annual 
output : 

Yearly  Output  of  Baldwin's  Limited 

Tons 

Pig  Iron   360,000 

Steel  Ingots   1,000,000 

Manufactured  goods,  sheets,  boiler  plates,  ship 
plates,  rails,  tools,  sections,  fabricated  ma- 
terial   950,000 

Galvanized  sheets   75,000 

Cisterns,   tanks.     miscellaneous     materials  from 

galvanized  sheets   05.000 

Tin    plate,    terne   plate,    lead-coated  corrugated 

sheets..   .  .*.   v  ....  ;  50,000 

Iron  sheets  •  20,000 

Coal  from  Mines  .'   1,250,000 

Coke:-.,*.;;.'">. >;•/.,'•'  •  *        'v- •  300,000 

Limestone    50,000 

Silica  Stone,  and  sand   ..  ..  20.000 


Silica  brick   7,000,000 

Concrete  brick   10,000,000 

This  corporation  is  not  only  interested  in  the 
manufacture  of  steel  and  iron,  hut  owns  and  operates 
its  own  deposits  of  the  material  necessary  for  the  var- 
ious steel  processes  which  ;tre  carried  out.  This  make- 
the  company  practically  independent  of  sources  of 
raw  .material  outside  it-  own  organization-. 

The  plant  and  holdings  of  Baldwins  Limited  ex- 
tend over  the  whole  of  South  Wales  and  part  of  Mon- 
mouthshire and  Worcestershire.  The  latest  addition 
to  their  South  Wales  plant,  which  is  now  nearly  fin- 
ished, is  one  of  the  most  complete  of  all  the  steel 
works  in  England.  ( )re  and  coal  are  delivered  from 
their  own  mines  to  the  plant  and  from  this  raw  state 
go  through  all  the  various  operations  necessary  to 
produce  the  finished  product,  including  coke  ovens, 
by-product  plant,  blast  furnaces,  smelting  furnaces, 
rolling  mills,  etc.  In  addition  to  this  plant  a  new 
site  of  from  three  to  four  hundred  acres  has  been  pur- 
chased, upon  which  it  is  proposed  to  lay  down  another 
complete  and  extensive  plant.  The  whole  of  the  exten- 
sive operations  of  this  corporation  are  immediately 
under  the  charge  of  Mr.  J.  C.  Davies,  the  managing 
director,  who  is  one  of  the  ablest  steel  and  tin  plate 
men  in  England, 

Entering  the  Canadian  Field 

This  tremendous  concern  with  its  numerous  ram- 
ifications, not  wishing  to  limit  its  operations  to  Eng- 
land alone,  and  knowing  the  world's  requirements  in 


General  view  of  the  founda- 
tion work,  looking  west,  show- 
ing pile  drivers  on  the  second 
unit  of  the  rolling  mills;  the 
cold  roll  foundation,  and  at  the 
farthest  end,  the  beginning  of 
the  steel  work.  Pedestals  for 
the  main  building  are  shown  in 
the  foreground.  There  are  98 
of  these  pedestals  used  in  the 
foundations    of    the  buildings. 
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General  view  of  one  end  of 
the  rolling  mill  foundation, 
showing  pulling  of  steel  pile 
cofferdam.  Excavation  lor  this 
foundation  was  18  ft.  wide  by 
230  ft.  long  by  19  ft.  deep  at 
the  deepest  portion,  and  was 
enclosed  by  heavy  Lackawanna 
steel  sheet  piling  on  account  of 
the  instability  of  the  soil.  Con- 
crete is  carried  on  480  timber 
piles.  The  wider  portion  cf 
the  foundation  is  for  the  driv- 
ing wheel  for  the  rolling  mill 
This  wheel  is  30  ft.  in  diameter 
and  weighs  32  tons. 


Fegard  to  steel  and  tin  plate,  is  always  seeking  to  ex- 
tend its  activities  to  other  fields  in  the  British  Em- 
pire. Through  the  energy  and  foresight  of  Mr.  R. 
Home  Smith,  of  Toronto,  and  Mr.  E.  E.  Cousins, 
manager  and  chief  engineer  of  the  Toronto  Harbour 
Commission.  Baldwins  Limited  were  convinced,  after 
the  close  of  the  war.  of  the  large  possibilities  which 
lay  in  Canada  for  them,  if  they  were  to  start  opera- 
tions in  this  country.  Through  the  immediate  efforts 
of  the  two  above  mentioned  men.  Mr.  J.  C.  Davies 
of  Baldwins  Limited  was  induced  to  come  to  this 
country  and  inspect  the  plant  of  the  British  Forgings 
Limited,  which  was  owned  and  operated  by  the  Im- 
perial Munitions  Board,  and  which,  until  the  armis- 
tice, was  one  of  the  largest  and  most  successful  elec- 
trical steel  plants  working  on  munitions  on  the  con- 
tinent. After  a  thorough  inspection  of  this  plant  by 
Mr.  Davies,  it  was  decided  by  Baldwins  Limited  to 
take  it  over,  and  make  extensive  additions  to  enable 
them  to  supply  the  tin  plate  requirements  of  the 
country.  The  handling  of  the  transfer  of  this  plant 
from  the  Imperial  Munitions  Board  to  Baldwins 
Limited  was  conducted  by  Mr.  R.  Home  Smith  and 
Mr.  E.  L.  Cousins. 

To  better  identify  itself  with  the  country  it  was 
decided  by  the  parent  Company  to  incorporate  its 
activities  in  Canada  under  a  Dominion  Charter.  With 
this  object  in.  view  a  charter  of  the  Dominion  Govern- 
ment was  issued  under  the  name  of  Baldwins  Cana- 
dian Steel  Corporation  Limited  and  by  this  name  the 
activities  of  the  concern  will  be  conducted. 

Extensions  to  Meet  Tin  Plate  Requirements 

The  various  basic  processes  which  were  used  in 
the  manufacture  of  munitions  by  the  old  British  Forg- 
ings firm  will  be  incorporated  in  the  operations  of 
the  new  company  for  the  making  of  steel  plate.  To 
take  care  of  the  tin  plate  requirements  of  Canada, 
which  amount  to  the  very  large  total  of  two  hundred 
thousand  tons  per  annum,  the  new  company  is  ad- 
ding to  the  old  plant  by  the  construction  of  three  main 


buildings,  as  well  as  various  subsidiary  buildings,  one 
of  the  main  buildings  being  73  ft.  in  width  by  800  ft. 
in  length,  and  the  other  two  being  70  ft.  by  500  ft. 
and  48  ft.  by  500  ft.  respectively.  These  buildings  will 
complete  the  processes  on  the  billets  that  are  poured 
in  the  electrical  melting  house  and  make  them  into 
tin  plates.  The  initial  capacity  of  the  mills  for  tin 
plate  will  be  approximately  one  hundred  and  fifty 
thousand  tons  of  various  kinds  per  year.  The  above 
composes  the  initial  installation  of  the  company  which 


Showing  method  of  cofferdaming  the  excavation  for  the  concrete  ped- 
estals, with  timber  sheet  piling;  and,  in  the  rear,  a  portion  of  the  ex- 
cavation from  the  first  rolling  mill. 

will  probably  be  extended  ultimately  to  two  and  a 
half  times  the  present  capacity. 

What  a  basic  undertaking  of  this  kind  will  mean 
to  the  city  of  Toronto  and  the  Province  of  Ontario 
from  a  financial  and  labor  standpoint  will  not  be 
limited  to  the  Baldwins  plant  alone  as  an  individual 
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Detail  of  concrete  forms  for 
foundation  of  the  cold  rolls, 
showing  the  tunnels  under  the 
cold  rolls  and  pipes  for  the 
anchor  bolts.  There  will  be 
some  200  bolts.  2'i  in.  x  8'/> 
ft.,  required  to  ti?  the  rolls  to 
the  foundation,  and  the  pipes, 
which  are  5  in  in  diameter, 
give  sufficient  play  to  insure 
that  the  bolts  will  fit  in  place. 
The  tunnels  are  about  2  ft 
wide  by  6  ft  high  and  have 
openings  on  either  side,  18  in. 
deep  by  2  ft.  wide  by  2  ft.  6 
in.  long,  under  each  pair  of 
pipes,  in  which  are  the  anchor 
plates,  2  ft    by  8  ft 


undertaking,  but  it  means  an  increase  in  the  demand 
from  the  allied  industries  w  hich  are  necessarily  hound 
up  with  it.  It  may  be  confidently  expected  that  a 
numher  of  new  enterprises  will  spring  up  in  Toronto 
and  Ontario  as  a  result  of  the  location  of  Baldwins 
Limited  in  Toronto. 

Manufacture  of  Tin  Plate  is  Complicated  Operation 

The  converting  of  the  ore  into  billets  and  the  final 
manufacture  of  tin  sheets  from  the  billets  thus  made 
is  one  of  the  most  difficult  and  complicated  processes 
of  the  steel  industry,  each  department  and  operation 
presenting  its  own  problem  from  a  mechanical  and 
technical  standpoint.  In  the  tin  plate  end  of  the  in- 
dustry especially,  the  securing  of  suitahle  manual  lahor 
is  a  most  difficult  task.    It  requires  many  years  to 


produce  what  might  he  called  a  suitably  educated 
clas<  of  men  to  carry  on  the  tin  plate  industry.  In 
South  Wales  this  has  been  an  hereditary  business, 
and  the  son  takes  up  and  accumulates  the  knowledge 
of  the  father.  Proficiency  in  the  making  of  tin  plate 
is  the  result  of  this  hereditary  knowledge  gained  by 
those  who  live  in  this  environment.  And  the  sons  of 
Canada  can  'now  in  this  immediate  neighborhood 
look  forward  to  something  which,  in  itself,  will  be  an 
opportunity  for  further  scope  in  craftsmanship. 

It  will  therefore  be  seen  that  when  such  an  indus- 
try is  once  established  it  becomes  a  basic  and  perm- 
anent business  in  the  district  in  which  it  is  located. 

For  the  establishment  and  direction  of  this  enter- 
prise in  Toronto,  which  in  the  opinion  of  Baldwins 


Group  of  steel  castings  pro- 
duced by  the  electric  furnaces 
in  the  foundry.  Largest  cast- 
ing weighs  12  tons.  These 
castings  are  a  portion  of  the 
rolling  mill  machinery  to  be 
used  in  the  new  plant.  The 
foundry,  in  which  steel  for 
munitions  was  formerly  turned 
out  by  the  British  Forgings, 
Ltd.,    contains   six  furnaces. 
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Limited  will  be  one  of  their  most  important  subsid- 
iaries and  which  is  anticipated  to  grow  to  outstanding 
proportions,  the  parent  company  have  selected  Mr. 
S.  R.  Connd,  one  of  the  ablest  managers  of  their  whole 
organization,  who  has  special  knowledge  in  the  manu- 
facture of  sheets  and  tin  plate.  Mr.  Cound  has 
designed  and  laid  out  the  whole  of  the  new  plant,  and 
by  his  personal  connection  with  the  enterprise,  it  is 
expected  to  attain  the  greatest  success  possible. 

Foundry  Department 

One  of  the  important  ends  of  this  industry  will  be 
the  foundry  department,  where  steel  castings  of  all 
kinds  and  sizes  are  to  be  made.  The  type  of  steel 
castings  and  quality  of  the  work  which  will  be  turned 
out  is  shown  in  an  accompanying  illustration.  Most 
of  the  castings  shown  in  the  illustration  are  castings 
that  are  to  be  used  in  connection  with  the  company's 
rolling  mills,  on  \\  Inch  they  were  unable  to  get  delivery 
early  enough  for  their  purpose.  These  castings  are 
being  made  with  the  double  purpose  of  expediting 
the  company's  own  work  and  as  an  example  to  the 
trade  of  the  class  of  work  they  will  be  able  to  turn 
out.  Already  many  orders  are  being  placed  with  them 
for  steel  castings,  as  their  capacity  will  be  practically 
unlimited  in  this  department  of  their  business. 

The  energy  and  enterprise  of  the  men  behind  this 
organization  is  shown  in  the  vigor  with  which  they 
have  proceeded  to  carry  out  the  necessary  improve- 
ments to  the  old  plant.  Immediately  the  decision  wa  - 
reached  to  take  over  this  site,  the  contracting  firm  of 
Roger  Miller  &  Sons,  Limited,  was  at  once  engaged 
to  do  the  difficult  rolling  mill,  furnace  and  other  foun- 
dation work,  necessary  for  the  carrying  out  of  the 
present  development.  This  contract  was  given  to  the 
above  firm  in  the  latter  part  of  September,  and  work 
was  well  under  way  on  the  first  of  October,  and  has 
been  prosecuted  with  vigor  continuously  since  that 
time.  Although  a  very  severe  winter  has  been  experi- 
enced, there  has  been  no  delay  in  the  carrying  out  of 
the  difficult  and  heavy  foundation  construction.  The 
experience  and  organization  of  this  firm  well  adapts 
them  to  carry  out  work  of  this  character  as  they  built 
a  large  portion  of  the  old  British  Forgings  plant  during 
the  war. 

Foundations  Carried  on  Piles  in  Soft  Ground 
Owing  to  the  nature  of  the  ground,  which  is  of 
sand  fill  overlying  the  original  marsh  of  Ashbridges 
Bay,  all  of  the  foundations  have  to  be  carried  on 
piles,  which  are  cut  off  approximately  twelve  inches 
below  water  level  which  at  this  point  lies  about  five 
feet  below  the  present  ground  level. 

The  first  rolling  mill  foundation,  which  is  now  prac- 
tically completed,  and  which  contains  some  2,300  cubic 
yards  of  concrete,  is  the  deepest  foundation  of  a 
heavy  type  yet  put  down  in  Ashbridge's  Bay.  The 
deepest  part  of  this  foundation  is  19  feet  below  the 
present  ground  level  and  owing  to  the  very  unstable 
nature  of  the  ground,  it  had  to  be  enclosed  in  a  steel 
sheet  piling  cofferdam.  Before  concrete  could  be 
poured,  an  interlocked  mat  of  a  double-thickness  of 
two-inch  planking  had  to  be  placed  around  the  pile 
heads  to  hold  the  concrete;  this  was  varied  m  the 
deeper  portion  of  the  excavation  by  placing  rubble 
stone  with  a  covering  of  crushed  stone  to  give  an  even 
bearing.  As  will  be  seen  from  the  illustrations  all 
of  the^pedestals  had  to  be  sheet  piled  to  permit  ex- 
cavating, as  the  ground  was  so  unstable  that  it  was 


impossible  to  get  foundations  excavated  in  any  other 
nianner. 

Concreting  in  Cold  Weather 

Owing  to  the  very  scattered  nature  of  the  concrete 
for  the  rolling  mills,  furnaces,  pedestals,  etc.,  two  port- 
able concrete  mixing  plants  were  assembled  on 
standard  guage  railway  cars  and  railway  tracks  were 
laid  parallel  with  the  work.  On  account  of  the  sever- 
ity of  the  weather,  steam  pipe  lines  were  installed  to 
enable  steam  jets  to  be  used  in  keeping  the  bottoms 
of  the  excavations  warm ;  at  the  same  time  steam 
lines  were  run  to  the  material  cars,  through  which 
the  steam  was  continuously  passed  during  the  mixing 
operations  to  keep  the  aggregate  hot  and  enable  the 
concrete  to  secure  its  initial  set  without  injury.  In  con- 
nection with  the  pouring  of  the  initial  rolling  mill  foun- 
dation, the  cold  weather  had  already  set  in  and  steam 
pipe  lines  were  laid  through  the  tunnels  in  this  foun- 
dation ;  a  continual  jet  of  steam  was  run  through  these 
and  the  anchor  bolt  holes  during  the  pouring  and 
supplementary  heat  was  furnished  by  salamanders  on 
the  outside  of  the  work.    All  of  these  larger  founda- 


In  foreground — detail  of  the  form  work  of  one  of  the  concrete  pedestals, 
which  are  12  ft.  in  height.  In  r;ar — general  view  of  one  of  the  port- 
able concrete  mixing  plants.  The  cars  on  either  side  of  the  mixer  car, 
containing  sand  and  gravel,  have  steam  pipes  running  through  them  to 
keep  the  aggregate  warm,  and  pouring  of  concrete  has  been  successfully 
carried  out  in  very  cold  weather. 

tions  were  poured  from  stationary  plants  with  towers 
and  chutes. 

Steel  work  for  the  buildings  on  this  foundation  is 
already  being  erected  by  the  Canadian  Allis-Chalmers 
Company  and  it  is  proposed  by  Baldwins  to  rush  this 
work  to  completion,  so  as  to  get  the  plant  in  operation 
on  the  rolling  of  tin  plate  at  the  earliest  possible 
moment.  From  the  progress  which  is  being  made  by 
the  contractors  this  should  be  an  accomplished  fact 
early  this  year. 

Plant  Designed  for  Extension 

To  give  an  idea  of  the  size  of  the  initial  additions 
to  the  plant,  it  might  be  interesting  to  note  that 
some  54,000  lineal  feet  of  timber  piling  have  been 
already  driven,  and  approximately  7800  cubic  yards  of 
concrete  have  been  placed  to  date.  The  main  buildings 
now  under  construction  contain  117,500  square  feet 

(Concluded  on  page  11G) 
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Systematized  Methods  Build  New  Toronto 

Houses  at  Low  Cost 

Solid  Construction  Residences  of  Four  Types  Erected  at  New 
Toronto,  Ont. —  Design,  Fittings,  Costs  and  Method  of  Disposal. 

 By  E.  M.  Proctor,  B  A  Sc.,  A.M.E.I.C.  


IN  1918  the  council  of  the  town  of  New  Toronto 
appointed  the  New  Toronto  Housing  Commission 
as  provided  for  under  the  Ontario  Housing  Act, 
and  this  ^commission  made  application  for  and 
obtained  a  loan  of  $200,000  from  the  Government. 
After  canvassing  the  housing  situation  in  the  town, 
and  receiving  numerous  applications  for  houses,  it  was 
decided  to  purchase  a  block  of  property  on  Eighth 
Street,  and  proceed  with"  the  construction  of  forty- 
two  houses. 

New  Toronto  is  a  suburb  of  the  city  of  Toronto, 
located  about  six  miles  west  of  the  city's  western 
boundary,  with  the  town  of  Mimico  situated  between. 
At  New  Toronto  numerous  large  factories  are  located, 
including  those  of  The  Goodyear  Tire  and  Rubber 
Company,  The  Dupont  Fabrikoid  Company,  Brown's 
Brass  &  Copper  Rolling  Mills,  Ritchie  Ramsay  Paper 
Company,  Boxer  Wall  Paper  Co.  and  others.  Most 
of  these  factories  have  sprung  up  and  developed  since 
1914.  The  bulk  of  the  employees  come  out  from  the 
city  to  their  work  because  it  is  impossible  to  secure 
a  home  in  New  Toronto.  As  an  indication  of  the 
need  for  houses,  it  is  only  necessary  to  point  out  the 
fact  that  the  forty-two  houses  were  "nearly  all  sold 
within  a  few  weeks  after  the  construction  contracts 
were  awarded. 

Houses  of  Solid  Construction 

The  types  of  houses  decided  upon  were  five  and 
six-roomed  houses,  some  semi-detached,  and  others 
detached.  The  type  of  construction,  having  in  mind 
that  the  municipality  would  be  primarily  responsible 
for  their  maintenance  and  up-keep  for  20  years,  is 
solid  brick  or  hollow  tile  with  concrete  foundation 
walls  and  cedar  shingle  roof — a  first-class  house  in 
every  respect. 

It  will  not  be  out  of  place  to  give  a  short  descrip- 

"Manager  of  the  E.   A.  James  Co.,  Ltd.,  Toronto. 


tion  of  the  procedure  of  purchase  of  a  house  under 
the  Ontario  Housing  Act.  Where  the  Housing  Com- 
mission owns  the  land  as  in  this  case,  the  purchaser 
makes  a  deposit  of  10  per  cent,  of  the  cost  price  and 
then  pays  the  Commission,  monthly,  a  sum  sufficient 
to  meet  the  interest  and  principal.  The  paymeDts  are 
based  on  20  equal  annual  instalments  with  the  interest 
figured  at  5  per  cent.  It  will  readily  be  realized  that 
the  Commission  is  responsible  for  this  investment  for 
twenty  years,  and  should  a  cheap  type  of  house  or 
one  requiring  considerable  maintenance  and  repair  be 
built,  the  Commission  would  be  required  to  protect 
their  investment  by  expending  money  for  this  main- 
tenance. No  allowance  is  made  in  the  Housing  Act 
for  this  contingency.  It  is  for  this  reason  that  no  type 
except  the  solid  house  was  considered  by  the  New 
Toronto  authorities.  The  cost  of  the  house  to  the 
owner  is  given  below. 

The  houses  have  been  built  on  the  staggered  plan 
and  to  avoid  any  monotony,  the  various  types  are 
scattered.  The  floor  plans  of  the  various  types  of 
houses  are  shown  in  the  illustrations.  Each  house  has 
a  front  vestibule  and  the  rooms  are  designed  according 
to  the  requirements  of  the  Act.  The  six-room  houses 
have  front  door  with  porch,  side  door  and  back  door 
with  porch;  the  five  room  houses  have  no  back  porch. 

Construction  and  Fittings 

As  stated  before,  the  houses  are  of  solid  construc- 
tion, having  concrete  foundations  with  brick  and 
stuccoed  tile  walls.  The  party  wall  in  all  cases  is  tile 
and  the  chimneys  are  solid  brick.  The  interior  walls 
have  two-coat  plaster,  the  first  coat  being  hard  wail 
plaster  and  the  second,  a  white  putty  coat.  The  brick 
and  tile  walls  are  not  strapped. 

The  rough  timber  is  mostly  hemlock  with  some 
B.  C.  fir.  The  finishing  lumber,  generally  speaking, 
is  Norway  pine  or  B.  C.  fir.  The  doors,  windows, 
frames  and  exterior  trim  are  white  pine.  The  ground 
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floor  is  I!.  C.  fir  and  the  upper  floor,  No.  1  spruce.  The 
verandah  is  finished  with  rough  lumber. 

The  specifications  call  for  one  coat  of  brown  stain 
for  exterior  work,  three  coats  of  white  paint  for  sash, 
three  coats  of  white  paint  for  trim  of  bathroom,  bed- 
rooms, hall,  closets,  etc.,  and  stain  and  varnish  for 
downstairs  woodwork. 

The  plumbing  consists  of  the  following  fixtures: 
P6800  IS  in.  x  24  in.  enamelled  roll-rim  kitchen  sink; 
IM335  wash  basin;  Essex  5  ft.  roll-rim  T2610  bath; 
Vitro  oak  closet,  with  No.  1860  Mueller  lever-action 
ball  cock  and  Douglas  Hush  valve  and  oak  seat.  All 
taps,  nickle  plated  pipes,  traps,  etc.  were  supplied 
by  the  Mueller  Mfg.  Co.,  of  Sarnia,  Ont.  The  mini 
hers  above  refer  to  the  Standard  Sanitary  catalogue 
numbers. 

The  houses  are  heated  by  hot  air,  and  a  Xo.  1834 
Tease  hot  air  furnace  is  installed  in  each  house.  Metal 
registers  and  hot  air  ducts  are  provided.  All  rooms 
are  wired  for  electricity  with  wall  push  button  switch- 
es for  control.  The.  hardware  was  supplied  by  the 
Vok.es  Hardware  Co.  of  Toronto  and  manufactured 
by  the  Toronto  Lock  Company. 

Contract  Prices 

The  contract  for  the  plumbing,  heating,  wiring  and 
sheet  metal  work  was  awarded  to  Mr.  J.  II  Dought} 


of  Mimico  for  $455.00  per  house.  This  price  was 
made  up  as  follows,  the  figures  including  material  and 


labor. 

Plumbing   $250.00 

Heating   130.00 

Wiring   40.00 

Sheet  Metal  Work   35.00 


Total  $455.00 


The  general  contract  was  awarded  to  Mr.  Herbert 
Baxter  of  New  Toronto,  at  the  following  prices,  which 
include  all  grading,  sidewalks  into  the  houses,  concrete 
basement  walls,  floors,  brick  work,  carpenter  work, 
painting,  glazing  and,  in  fact,  all  items  not  included 
in  Mr.  Doughty's  contract.  Below  are  given  the  con- 
tract prices  for  various  houses  and  to  each  has  been 
added  $455.00,  so  that  the  total  represents  the  com- 
plete cost  of  the  finished  house. 

General    Plumbing,  etc.  Total. 

Five  room  detached  $2475.00  $455.00  $2930.00 

Five  room  semi-detached. .  2350.00  455.00  2805.00 

Six  room  detached    2550.00  455.00  3005.00 

Six  room  semi-detached..  2400.00  455.00  2355.00 

Built  Ten  Houses  in  Series 

The  method  of  construction  has  been  to  build 
about  ten  houses  in  series;  that  is,  the  basements  for 


ten  were  excavated,  then  the  concrete  foundation  walls 
were  poured,  the  excavators  having  moved  to  the  next 
ten.  After  the  walls  had  set  the  bricklayers  followed 
and  then  the  carpenters,  etc.  It  was  endeavored  to 
keep  the  crew  on  each  trade  up  to  sufficient  strength 
so  as  to  keep  each  trade  well  in  advance  of  the  next 
following  operation.  Unfortunately,  on  account  of 
labor  shortage  this  program  was  not  rigidly  followed 
although  in  a  general  way  progress  was  maintained 
in  that  order. 

The  contractor  had  his  own  power  saw  s  and  plan- 
ing machines  on  the  job,  and  all  frames  were  con- 
structed in  his  own  shop.  No  unusual  feature  of  con- 
struction was  adopted,  the  contractor  relying  on 
ordinary  house  construction  methods,  but  paying  very 
close  attention  to  purchase  and  consumption  of  ma- 
terials. 

From-  an  inspection  of  the  illustrations  it  will  be 
readily  appreciated  that  the  houses  are  not  only  neat 
and  attractive,  but  also  substantial  in  construction. 
It  is  estimated  that  if  another  hundred  were  ready 
l'<>r  sale  it  would  take  only  a  few  days  to  dispose  of 
them  all. 

How  Houses  are  Sold 

In  the  following  table  i>  given  the  cost  to  the  pur- 
chaser, showing  initial  payment  required,  and  also 


The  general  type  of  construc- 
tion is  shown  in  this  cut.  These 
six-room,  semi-detached  solid 
construction  houses  cost  $2,855 
without  land. 


monthly  payments,  spread  over  20.  years,  necessary  to 
meet  the  interest  and  principal.  The  taxes  and  insur- 
ance amount  to  about  $3.50  per  month  per  house. 

With  Land, 

House   Architecture,    First  Monthly 

Alone           etc.  Payment  Payment 

Five  room  detached  $2930.00    $3650.00  $305.00  $26.30 

Five  room  semi-detached.  .  2805.00      3525.00  352.50  25.30 

Six  room  detached                 3005.00      3725.00  372.50  26.80 

Six  room  semi-detached  .  .  2855.00      3575.00  357.50  25.75 

The  houses  were  designed  by  and  built  under  the 
supervision  of  the  E.  A.  James  Company,  Limited, 
consulting  engineers,  Toronto,  successors  to  James, 
Loudon  &  Hertzberg,  Limited.  The  commissioners 
are:  Mr.  C'has.  Lovejoy,  chairman;  Mr.  Thos.  Staun- 
ton, secretary,  and  Mr.  Langstaff,  all  of  New  Toronto. 


The  Provincial  Builders'  and  Supply  Associ- 
ation convention  in  Toronto,  Feb.  10-11-12,  has 
for  its  object  the  increased  prestige,  increased 
prosperity  and  increased  efficiency  of  the  build- 
ing industry.  Do  your  bit. 
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Hydro-Electric  Plant  at  Drummondville,  P.  Q. 

7000  H.  P.  is  Initial  Development  of  Station  on  St.  Francis  River 
— Methods    of  Construction   on    Power    House  and    Long  Dam 


TI I K  new  hydro-electric  power  development  of 
the  Southern  Canada  Power  Company,  at 
Drummondville,  P.  O.,  is  one  of  the  chain  of 
stations  to  he  built  at  the  various  water  power 
sites  owned  by  the  company  at. the  St.  Francis  and 
adjacent  rivers.  This  plant  operates  in  parallel  with 
the  other  plants  of  the  company,  and  the  power  is 
put  out  on  the  company's  transmission  system  which 
supplies  Drummondville,  Richmond,"  Sherbrooke, 
Granby,  St.  John's  and  St.  Hyacinthe  and  the  in- 
termediate towns  in  that  district. 

This  new  Drummondville  plant  comprises,  for  the 
present,  a  7,000  h.p.  development  with  provision  for 
expansion  to  an  ultimate  capacity  of  18.000  h.p.  A 
fall  of  32  ft.  in  the  St.  Francis  River  is  utilized,  and 
to  make  this  available  a  large  dam  was  constructed 
to  divert  the  flow  of  the  river.  The  general  arrange- 
ment of  works  is  shown  in  the  accompanying  diagram, 
which  illustrates  the  dam,  forebay,  power  house  and 
tail-race. 

The  dam,  of  concrete  on  a  rock  bearing,  is  1890 
ft.  long,  running  diagonally  across  the  river,  divert- 
ing the  flow  to  one  side  of  the  main  channel  and  to 
the  forebay.  A  stoplog  section,  260  ft.  long,  consists 
of  9  piers,  6  ft.  wide  and  30  ft.  long,  with  an  abut- 
ment at  the  junction  of  the  spillway  at  each  end.  The 
piers  are  at  26  ft.  centres,  thus  providing  ten  clear 
openings,  each' of  which  is  20  ft.  wide.  Timber  stop 
logs,  bolted  together  in  pairs  and  handled  by  an  elec- 
trically driven  lifting  machine,  regulate  the  flow.  The 
apron  of  the  spillway  section  is  at  the  same  elevation 
as  the  bed  of  the  river,  leaving  a  19  ft.  clear  opening 


below  the  deck.  The  stop-log  lifter  operates  on  a  track 
along  the  length  of  the  deck. 

Spillway  Section  of  Dam 

The  remaining  1630  ft.  of  the  dam  is  an  over- 
flow section  with  a  maximum  height  of  16  ft.  The 
crest  is  12  inches  wide  and  the  greatest  width  at  the 
base  is  19  ft.  That  portion  of  the  spillway  section 
from  the  forebay  wall  to  the  sluice  section  is  built 
with  a  tunnel,  4  ft.  wide  and  7  ft.  high,  giving  access 
to  the  deck  of  the  sluice  section,  which  is  6  ft.  high- 
er than  the  crest  of  the  spillway.  This  portion,  on  ac- 
count of  the  tunnel,  is  of  wider  section,  and  is  also 
reinforced  with  steel. 

The  forebay  is  enclosed  with  concrete  walls.  On 
one  side  the  wall  has  a  retaining  wall  section  and 
averages  18  ft.  in  height,  while  that  on  the  stream 
side  of  the  forebay  is  a  spillway  section,  168  ft.  long, 
writh  the  crest  2  ft.  higher  than  that  of  the  main  dam. 
This  is  to  take  care  of  abnormal  flood  water. 

The  Canadian  National  Railway,  Montreal-Halifax 
line,  croosses  the  forebay  entrance  by  a  two-span  steel 
plate  girder  bridge  supported  on  masonry  abutments 
and  a  steel  bent  on  pedestals.  In  order  to  protect  the 
bridge  foundations,  the  forebay  enclosing  wall  on  the 
cast  completely  encloses  this  steel  bent  and  pedestal 
and  that  on  the  west  side  is  carried  in  front  of  the 
abutment.  The  walls  are  extended  beyond  the  rail- 
way bridge  so  as  to  provide  an  abutment  and  pier 
for  the  new  bridge  which  the  railway  company  intends 
to  erect  at  this  point. 

North  of  the  railway,  the  canal  was  crossed  by  the 
public  highway  on  a  single  arch  concrete  bridge  at  an 


Location  plan  of  the  Drummondville  power  development 
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The  stoplog  section  of  the 
dam  of  the  Drummondville 
power  development  comprises 
10  sluiceways,  each  20  ft.  wide, 
which  may  be  closed  with  stop- 
logs  handled  by  an  electrically- 
driven  lifting  machine  operated 
along  the  deck  of  the  sluice- 
way. Access  to  the  deck  is 
obtained  through  a  tunnel  in 
the  adjoining  spillway  section 
of  the  dam. 


elevation  about  9  ft.  below  the  top  of  the  existing 
walls.  This  bridge  was  demolished  and  replaced  by 
a  two-span,  reinforced  concrete  bridge  65  ft.  long,  with 
a  roadway  width  of  24  ft.  The  floor  is  9  ins.  thick, 
supported  by  seven  concrete  beams  16  x  27  ins.,  seal- 
ed on  the  under  side  by  a  4-in.  slab  in  order  to  prevent 
any  accumulation  of  debris  during  high  water  periods. 
The  approaches  to  the  bridge  are  earth  with  a  top 
finish  of  broken  stone,  and  are  constructed  to  a  grade 
of  1  in  20. 

The  power  house  and  transformer  house  are  under 


one  roof.  The  former,  including  the  generator  room, 
is  71  x  66  ft.  and,  when  completed  to  house  the  four 
units,  will  be  71  x  140  ft.  The  transformer  house 
is  37,  x  101  ft.  The  sub  and  superstructure  walls, 
beams,  columns,  floors,  roof  and  intake  piers  are  all 
reinforced  concrete  construction.  The  intakes,  scroll 
cases  and  draft  tubes  are  formed  in  the  mass  concrete 
of  the  sub-structure  and  are  heavily  reinforced. 

Superstructure  walls  are  from  12  to  15  inches  thick, 
stiffened  by  pilasters,  placed  between  the  windows  in- 
side and  out.  The  roof  is  a  4-in.  reinforced  slab  with 


III  ill  111  Ell 


This  illustration  shows  the 
power  plant  from  the  forebay 
with  the  transformer  wing  at 
the  left.  The  building  is  con- 
structed of  concrete  and  it  ac- 
commodates two  generating 
units.  The  intake  is  extended, 
as  shown  on  the  right,  to  pro- 
vide for  gates  controlling  fu- 
ture  generator  installations. 
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8  x  10  in.  concrete  purlins  supported  on  steel  trusses. 

The  intake  of  the  power  house  provides  for  four 
units,  only  two  of  which  are  at  present  installed.  The 
head  works  for  the  uncompleted  units  consists  of  piers 
and  deck  constructed  as  far  as  the  hack  of  the  future 
gates,  and  provide  for  the  installation  of  stop  logs. 
The  gate  for  each  intake  is  12  by  26 1/2  ft.,  constructed 
of  steel  and  operated  from  the  deck  of  the  gate  house 
by  an  electrically-driven  worm  gear. 

2,700  Ft.  of  Cofferdam 
The  large  amount  of  cofferdam  work  that  had  to 
be  carried  out  was  one  of  the  chief  features  of  the 
construction,  which  was  somewhat  complicated  by 
the  fact  that  the  old  power  plant  had  to  be  kept  in 
operation.  Twenty-seven  hundred  feet  of  cofferdam 
was  required,  of  which  1,°00  ft.  was  for  unwatering 
of  the  dam  site,  and  K00  ft.  for  the  tailrace  excava- 
tion. A  ■<-•' 

In  addition.  1.000  ft.  of  cofferdam  had  to  be  re- 
built, when,  on  one  occasion,  during  a  heavy  flood, 


down  stream  for  some  distance  to  a  point  where  the 
normal  water  devotion  was  lower  than  the  bed  of  the 
river  at  the  site  of  the  foundations.  This  did  away 
with  the  necessity  of  pumping  out  a  large  area,  as  the 
section  shut  off  from  the  river  drained  completely 
with  the  exception  of  a  slight  seepage  through  the  cof- 
ferdam which  was  conveyed  away  from  the  founda- 
tion excavation  in  ditches. 

On  completion  of  the  concrete  work  within  this 
cofferdam,  water  was  allowed  to  pass  through  the  stop- 
log  openings  and  crib  work,  parallel  to  the  site  of  the 
dam.  was  continued  across  the  river.  Floods  caused 
such  delay  that  a  great  deal  of  the  cofferdam  work 
had  to  be  carried  out  in  the  winter  season.  This  neces- 
sitated the  removal  of  large  quantities  of  ice  before 
the  cribs  could  be  placed. 

Considerable  leakage  developed  in  a  portion  of  the 
cribbing  owing  to  the  rough  bottom  and  the  presence 
of  fissures  in  the  rock.  To  unwater  the  foundation 
effectively,  a  double  row  of  sheeting,  2  ft.  apart,  was 


This  view  of  the  power  plant 
from  the  discharge  side  shows 
the  head  works  for  the  con- 
templated future  addition  to 
generating  units.  At  present 
the  power  hous;  contains  two 
units   developing    7.000  h.p. 
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the  flow  increased  from  7,000  to  60,000  cu.  ft.  per  sec, 
in  12  hours.  About  75,000  lin.  ft.  of  round  timber  was 
used  in  the  construction  of  the  cofferdams,  all  of 
which  material  was  cut  off  the  property  of  the  com- 
pany adjacent  to  the  work. 

The  cofferdams  were  built  in  sections,  the  cribs  be- 
ing from  20  to  25  ft.  in  length.  In  constructing  the 
cribs,  the  first  few  courses  of  timber  were  framed 
On  a  raft  from  which  the  crib  was  floated  into  posi- 
tion and  loaded  with  rock.  Additional  courses  of  logs 
were  added  as  the  crib  settled  into  place.  To  pro- 
vide an  even  bearing  for  the  sheet  piling,  the  stream- 
face  timbers  were  dressed  to  true  face  and  were  all 
placed  in  the  same  vertical  plane.  Two-inch  plank 
was  used  for  sheeting. 

Unwatering  and  Excavation  Operations 

In  unwatering  the  site  of  the  sluice  section  and 
part  of  the  spillway  the  area  was  not  completely  en- 
closed with  cofferdams,  but  a  V-shaped  enclosure  was 
constructed  with    the   crib   on   one   side  continued 


placed  along  the  line  of  the  upstream  and  down- 
stream face  of  the  masonry  footing. 

The  foundation  excavation  for  the  dam  was 
through  a  heavy  deposit  of  gravel  and  boulders  over- 
lying the  stratum  of  very  compact  silt  next  to  the 
rock.  The  maximum  depth  of  excavation  was'  9  ft. 
The  spoil  was  loaded  into  skips  handled  by  a  steam- 
operated  derrick.  The  seepage  into  the  excavation 
was  pumped  out  by  an  electrically  operated  centrifugal 
pui  ip . 

Considerable  excavation  was  required  in  front  of 
the  forebay.  The  material,  sandy  clay  mixed  with 
boulders,  was  removed  in  carts  and  scrapers.  This 
material  varied  in  depth  from  3  to  6  ft.  overlying  very 
irregular  ledge  rock.  The  rock  was  levelled  to  a  given 
elevation  and  a  channel,  45  ft.  wide  and  6  ft.  deep, 
was  cut  from  the  original  shore  line  to  the  forebav 
canal. 

Concrete  Placing 

There  were  two  mixing  plants,  one  serving  the 
po\y'er  house  and  forebay  walls  as  far  as  the  railway 
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crossing;  the  other  placed  close  to  the  end  of  the 
Stop-log  section  of  the  dam.  The  plants  compi ; -ed 
hoisting  towers  with  two  distributing  hoppers  on 
each,  crie  at  the  top  of  the  tower  for  distribution  by 
chute,  and  the  other  at  the  foot  for  delivery  into  bug- 
gies. The  aggregate  bins  were  placed  at  the  back  of 
the  mixing  plants,  and  the  material  was  delivered  to 


tion  was  conveyed  from  the  hoisting  tower  in  side- 
dump  ears  operating  on  a  track  of  24-in.  gauge,  laid 
on  a  light  trestle  built  along  the  up-stream  side  of  the 
dam.  The  concrete  was  placed  in  sections.  30  to  50 
ft.  in  length.  To  key  the  adjoining  sections,  keystone- 
shaped  boxes,  12  in.  deep,  were  placed  in  the  bulk- 
heads between  the  sections.    The  junction  between 


The  transformer  room  is  lo- 
cated in  the  basement  of  the 
power  house.  The  equipment 
comprises  three  oil-filled  water- 
cooled  transformers  stepping 
up  from  2200  to  48.000  volts. 


The  switchboard  and  low 
tension  bus  structure  are 
shown  in  this  illustration.  The 
switchboard  consists  of  eleven 
panels  located  on  a  gallery  over- 
looking the  entire  operating 
floor.  Provision  is  made  for 
control   of  future  generators. 


the  charging  hopper  above  the  mixer  by  chutes.  Sand 
and  gravel  were  brought  in  by  rail  to  a  stock  pile  from 
whicb  they  were  transferred  to  the  bins  at  the  mix- 
ing plants  by  side-dump  cars  operated  by  cable  from 
a  hoist  at  each  mixing  plant.  These  cars  were  re- 
turned to  the  stock  pile  by  gravity. 

The  concrete  for  the  dam  above  the  stop-log  see- 


the various  sections  acted  as  an  expansion  joint.  In 
the -tunnel  section  some  of  these  opened  up  during  the 
cold  weather,  but  stoppage  was  provided  by  caulking 
the  openings  with  oakum,  followed  by  cedar  strips. 

The  concrete  for  the  mass  work  around  the  draft 
tubes  and  scroll  cases  was  poured  by  chutes  from  the 
hoisting  tower.  All  the  remaining  concrete  was  distri- 
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butcd  by  buggies  and  cars.  For  mass  work  the  mix 
was  1  :3  :  5,  and  for  walls,  beams,  columns  and  top 
finish  of  the  dam.  1  :  2  :  4. 

160  Yards  of  Concrete  Placed  per  Day 

On  account  of  the  uncertain  weather  conditions 
prevailing  during  the  performance  of  the  work  on  the 
last  800  ft.  of  the  dam,  and  the  possibility  of  further 
floods,  a  condition  not  unknown  during  the  winter, 
every  effort  was  made  to  expedite  the  work ;  and  as  a 
result,  the  un watering,  preparation  of  foundation  and 
the  placing  of  3,300  cu.  yds.  of  concrete  were  done  in 
4()  days.  I  onctvtr  ua-  placed,  on  the  average,  at  the 
rate  of  160  cu.  yds.  a  day,  and  the  distance  transported 
from  the  mixer  to  the  forms  was  from  400  to  1,200  ft. 

The  major  quantities  involved  in  the  construction 
were  the  removal  of  21.000  cu.  yds.  of  rock  and  22,000 
cu.  yds.  of  other  material  in  the  preparation  of  the 
foundations  of  the  dam  and  power  house,  also  to  pro- 
vide suitable  depth  in  the  tail-race  and  forebay.  Con- 
crete quantities  amount  to  23,350  cu.  yds.,  the  bulk  of 
which  was  reinforced,  370.000  lbs.  of  reinforcing  steel 
being  used  for  this  work.  Structural  steel  used  for 
roof  support-,  racks  and  stop-log  guides  amounted 
to  170,000  lbs. 

Electrical  Equipment 

The  equipment  of  the  plant  consists  of  two  3500 
h.p.  vertical  shaft  water  wheels,  manufactured  by  the 
Bovjng  Hydraulic  <!v  Engineering  Company,  direct 
coupled  to  vertical  shaft  Westinghouse  alternating 
current  generators,  three  phase,  3.125  kv.a.,  2300  volt, 
60  cycle,  100  r.p.m.  The  wheels  are  governed  by 
the  latest  pattern  of  Woodward  oil  pressure  gover- 
nor, 30,000  ft.  lbs.  capacity,  and  the  plant  operates 
very  well  in  parallel  with  the  other  power  stations 
of  the  company.  The  generators  are  fitted  with  an 
air  brake,  the  pressure  for  which  is  kept  up  in  a 
container  by  a  motor-driven  air  pump,  operated  by 
an  automatic  air  pressure  switch.  There  are  two  ex- 
citer sets  of  100  k.w.  capacity,  either  of  which  is 
capable  of  providing  excitation  for  the  entire  plant 
at  present  installed;  together  with  contemplated  ex- 
tensions. Both  exciters  are  arranged  for  use  with 
volage  regulators.  One  of  these  sets  is  driven  by  a 
water  wheel  manufactured  by  Boving  Hydraulic  & 
Engineering  Company,  and  governed  by  a  Wood- 
ward governor.  The  other  exciter  is  driven  by  a 
2,300  volt.  3  phase  induction  motor.  These  exciters 
are  both  fitted  with  equalizing  switches  and  feed  to 
exciter  busses,  from  which  the  station  emergency 
lighting  and  relay  system  are  also  operated. 

The  Switchboard 

The  switchboard  is  on  a  gallery  overlooking  the 
entire  operating  floor.  It  consists  of  eleven  panels. 
The  first  panel  is  fitted  with  meters  and  switches  for 
the  control  of  the  d.c.  side  of  the  two  exciters.  The 
second  panel  provides  for  the  control  of  the  a.  c. 
side  of  the  motor-driven  excited  set.  The  third  panel 
provides  for  voltage  regulators.  The  fourth  and  fifth 
panels  control  the  two  vertical  shaft  generators.  The 
governors  for  each  of  the  main  units  are  also  electri- 
cally controlled  from  the  panels.  The  sixth  and  sev- 
enth panels  provide  for  future  generators.  The  eighth 
panel  contains  the  totalizing  instruments.  The  ninth 
panel  controls  the  transformer  tank,  which  feeds  on 
to  the  out-going  48,000  v.  line.  This  panel  contains 
a  switch  for  the  electrical  operation  of  the  high  ten- 
sion oil  circuit  breaker.  The  tenth  panel  is  for  the 
control  of  a  one  to  one  transformer  insulating  the 
busses  from  the  local  feeders.    The  eleventh  panel 


controls  the  station  service  and  local  feeder  circuits. 
The  oil  switches  are,  with  the  exception  of  the  sta- 
tion and  local  service  circuits,  all  mounted  below  the 
gallery.  Double  bus  operation  is  provided  for  through- 
out . 

The  transformer  bank  consists  of  three  1000  kv.a. 
oil  filled,  water  cooled  2,200  to  48,000  volts,  with  taps. 
There  is  a  spare  transformer  of  the  same  size,  and 
by  means  of  the  transformer  disconnecting  switch 
arrangement,  any  of  these  four  transformers  may  be 
included  in  the  bank  with  the  minimum  of  delay. 
The  oil  pumps  and  water  circulating  pumps  are  elec- 
trically driven,  and  are  all  in  duplicate.  All  of  this 
auxiliary  machinery  is  located  in  the  basement. 

Above  the  transformers,  on  a  gallery,  are  placed 
the  electrolytic  lightning  arresters,  and  the  48,000 
volt  oil  and  disconnecting  switching,  and  choke  coils. 
The  high  tension  connections  pass  thence  to  the 
out-going  line. 


The  power  house  contains  two  3,500  h.p.  units,  as  shown  in  this  illustra- 
tion of  the  generator  room..  They  are  vertical  shaft  units,  direct  coupled 
to  vertical  shaft  water  wheels  operating  at  100  r.p.m.  This  plant  oper- 
ates in  parallel  with  other  power  stations  of  the  company. 


The  gate  room  is  separated  from  the  main  operat- 
ing room  by  a  longitudinal  wall,  and  forms  a  mez- 
zanine floor.  The  main  gates  are  electrically  operated, 
by  means  of  a  motor  with  clutch  and  counter  shaft- 
ing. The  racks  are  also  located  in  this  room,  and  be- 
tween the  racks  and  forebay  there  is  a  curtain  wall, 
At  one  side  of  the  forebay  there  is  a  trash  gate. 

A  60-ton  overhead  travelling  crane  operates  over 
the  generator  room  and  across  one  end  of  the  trans- 
former house,  and  a  similar  crane  of  ten  ton  capacity 
handles  the  work  in  the  gate  house  and  that  part 
of  the  building  adjacent  to  the  transformers. 

Thi  s  power  development  is  in  the  middle  of  sev- 
eral other  developments  owned  by  the  Southern  Can- 
ada Power  Company,  which  are  larger,  and  one  of 
which  has  considerable  storage  capacity.  It  is  pro- 
posed to  develop  these,  and  operate  them  in  conjunc- 
tion with  the  plant  herein  described;  thus  furnishing 
an  abundant  and  reliable  supply  of  electric  power  to 
the  prosperous  territory  covered  by  the  transmission 
system . 
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Largest  Attendance  on  Record   at  Annual 
Meeting  of  Engineering  Institute 

Business  and  Professional  Convention  at  Montreal  Reports  Past 
Year's   Activities  —  Engineering   Topics    Discussed    in  Papers 


Tl  I  10  Annual  and  Professional  Meeting  of  the  En- 
gineering Institute  of  Canada  was  held  on 
January  27-29,  in  Montreal.  The  attendance 
was  the  largest  on  record,  41 3  niemhers  regis- 
tering on  the  first  day.  The  meetings  were  to  he  held 
in  the  Institute  Headquarters,  Mansfield  Street,  but 
owing  to  the  large  attendance  it  was  found  necessary 
to  remove  to  the  Windsor  Hotel.  Colonel  R.  \Y.  Leo- 
nard occupied  the  chair. 

Reports  from  the  different  branches  occupied  the 
morning  session  of  the  first  day,  Jan.  27th.  All  of 
the  reports  were  submitted,  with  the  exception  of  the 
YYinnineg  hranch.  The  Toronto  Branch  report  was 
exceptionally  good.  Twenty  meetings  were  held  in 
Toronto  during  the  year.  Five  of  these  wi  re  for  the 
purpose  of  discussing  that  important  question,  "Leg- 
islation for  Engineers."  Three  new  branches  have 
heen  established  in  Ontario:  the  Niagara  Peninsula 
Branch  at  Niagara  Falls,  the  Border  c  ities  Branch  at 
Windsor,  and  the  Peterborough  Branch.  The  King- 
ston Branch  has  recently  renewed  its  activities  after 
temporary  suspension  during  the  war. 

Letters  were  read  from  several  members  regret- 
ting their  inability  to  attend.  Chief  among  these  were 
communications  from  Mr.  K.  W.  Bcatty.  president  ot 
the  Canadian  Pacific  Railway,  and  Mr.  Howard  Kelly. 
President  of  the  Grand  Trunk  Railway. 

After  the  reading  of  the  Branch  reports,  a  discus- 
sion on  the  financial  statement  was  held.  Plans  were 
submitted  whereby  the  niemhers  could  overcome  the 
six  thousand  dollar  deficit  which  they  now  face,  but 
it  was  decided  to  leave  the  matter  oxer  till  a  later 
date. 

An  Enjoyable  Complimentary  Luncheon 

About  four  hundred  members  and  their  lady  friends 
attended  the  luncheon  given  by  the  members  of  the 
Montreal  Branch  on  the  27th.  They  were  formally 
welcomed  by  Colonel  Leonard,  the  retiring  president, 
and  Commissioner  R.  A.  Ross,  the  president-elect. 
An  address  on  "Modern  Highway  Problems"  was 
given  by  Mr.  E.  W.  James.  Assistant  Chief  Engineer. 
Bureau  of  Public  Roads,  Washington,  D.C..  who  dealt 
first  with  the  administrative  side  of  the  question,  and 
finally  with  the  technical  problems  which  face  the 
Federal  and  State  governments  of  the  United  States, 
lie  stated  that  twenty-seven  years  ago  no  state  high- 
way deoartments  existed.  This  year  there  were  forty- 
eight.  Three  years  ago,  he  continued,  the  Federal 
Government  took  over  and  continued  the  process  of 
development  of  highways.  Six  hundred  and  thirty- 
three  million  dollars  had  been  set  aside  for  road  con- 
struction in  the  United  States  during  the  present  year. 
On  the  technical  problems  faced  by  the  highway  en- 
gineer, Air.  James  dealt  first  with  the  question  of  im- 
pact. He  stated  that  tests  were  being  made  in  the 
United  States  regarding  this  question.  He  also  refer- 
red to  the  experiments  being  made  on  bases  of  all 
kinds.  He  stated  that  where  roads  used  to  be  built 
by  the  mile,  they  were  now  built  by  the  square  yard. 


In  closing,  he  advised  the  voting  engineers  to  go  into 
the  matter  of  highway  construction. 

Election  of  Officers 

At  the  afternoon  session,  on  Jan.  27th,  slight 
changes  were  made  in  the  by-laws  and  recommenda- 
tions of  council.  It  was  decided  to  divide  Ontario 
into  three  districts  instead  of  two,  as  it  is  at  present. 
This  will  raise  the  number  of  electoral  districts  to  ten 
instead  of  nine.  Following  are  the  officers  for  the 
ensuing  year : 

President — Mr.  R.  A.  Ross. 

Vice  President — Brig.  Gen.  C.  II.  Mitchell. 

Councillors — Messrs.  F.  B.  Brown,  J.  C.  Smith,  A. 
R.  Decary,  F.  A.  Bowman,  T.  B.  Challies,  E.  R.  Grav, 
G.  C.  Dunn.  B.  S.  McKenzie.  G.  W.  Craig,  J.  R.  C. 
Macredie  and  If.  W.  Burwell. 

The  question  regarding  where  the  next  annual 
meeting  would  be  held,  was  discussed.  It  was  finally 
decided  to  leave  this  matter  to  the  council.  Mr.  J.  B. 
(  hallie<  opened  an  interesting  discussion  regarding 
legislation  of  engineers,  lie  read  a  bill  which  had 
heen  advanced  by  a  group  of  engineers  in  Toronto, 
in  which  they  advised  registration  for  each  group  of 
engineers,  instead  of  all  engineers  together.  Colonel 
Leonard,  in  his  valedictory  address,  spoke  of  the  work 
done  by  the  engineers  in  the  war.  also  of  those  en- 
gineers who  had  laid  down  their  lives.  He  spoke  of 
the  political  unrest  now  prevailing  in  Canada,  which, 
he  said,  was  exactly  the  same  as  that  which  had  start- 
ed Russia  on  the  downward  path.  He  spoke  of  the 
necessity  of  buying  "Made  in  Canada"  machinery,  and 
in  closing  stated  the  necessity  of  co-operation  between 
the  engineers  and  labor. 

Mr.  R,  A.  Ross,  the  new  president,  was  called  to 
take  the  chair.  He  referred  to  the  work  done  by  the 
members  during  the  year,  especially  by  Colonel  Leo- 
nard, the  retiring  president. 

About  four  hundred  members  and  friends  attended 
the  dance  given  by  the  Montreal  Branch  in  the  even- 
ing. They  were  welcomed  by  Mr.  R.  A.  Ross,  the  pre- 
sident. 

Wednesday  Morning's  Session 

"The  Gateway  of  the  Profession"  was  the  chief 
topic  of  the  morning  meeting  on  January  28th.  This 
was  exceptionally  well  brought  out  in  two  addresses, 
one  on  "The  Training  of  the  Chemical  Engineer," 
by  R.  F.  Ruttan,  M.A..  M.D.,  Sc.  D.,  F.R.S.,  Pro- 
fessor of  Chemistry  and  Director  of  Chemical  Labora- 
tories, McGill  University,  and  the  other  on  "The  Im- 
portance of  Physics  in  Engineering,"  by  A.  S.  Eve.  D. 
Sc..  C.B.E..  F.R.S.,  MacDonald  Professor  of  Physics, 
McGill  University.  Dr.  Ruttan  described  the  methods 
of  training  the  chemical  engineer  used  in  McGill. 
He  spoke  of  the  shortness  of  the  engineer's  course, 
stating  that  one  year  should  be  added  to  the  four 
years'  course.  Dr.  A.  S.  Eve,  in  his  address,  stated 
that  the  art  of  engineering  is  really  the  application 
of  physics.  He  took  as  an  example  the  Quebec  bridge. 
In  regard  to  the  training  of  an  architect,  he  said,  the 
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teaching  of  physics  was  absolutely  fundamental.  Dr. 
Eve  said  that,  in  the  recent  war,  the  men  who  had 
had  a  scientific  training  were  really  the  ones  who  had 
made  good.  The  next  point  touched  upon  was  the 
importance  of  early  training  for  the  boys  of  our  Do- 
minion, and  that,  in  his  opinion,  a  general  education 
at  sixteen  or  seventeen  is  the  best  than  can  be  ob- 
tained. Dr.  Eve  spoke  of  the  necessity  of  having 
trained  men.  so  that  we  should  not  be  dependent  on 
the  United  States  for  expert  advice.  He  paid  a  tri- 
bute to  the  men  of  the  universities  who  had  returned 
from  the  war  and  resumed  their  studies  under  great 
difficulties.  In  closing.  Dr.  Eve  spoke  of  the  neces- 
sitv  of  close  relation  between  the  engineer  and  phy- 
sicist. 

Technical  Education 

A  discussion  on  technical  education  followed  these 
addresses.  Brigadier-General  C.  H.  Mitchell,  Dean  of 
the  Faculty  of  Applied  Science  and  Engineering  of  the 
University  of  Toronto,  emphasized  the  points  brought 
out  in  Dr.  Ruttan's  address.  The  necessity  of  engin- 
eers employing  their  brains  in  Canada  and  for  Cana- 
ada,  was.  in  his  opinion,  one  of  the  greatest  thoughts 
of  to-day.  General  Mitchell  stated  that  a  university 
of  to-day  should  not  follow  the  policy  of-  "wait  and 
see,''  but  should  look  ahead  and  be  ready  when  the 
time  comes,  to  say:  "we  have  educated  these  men 
and  they  are  ready  for  you."  He  spoke  of  the  neces- 
sity of  the  student  combining  his  course  with  the  en- 
gineering industry,  because  a  student's  education  lies 
out  in  the  industries  of  life.  In  referring  to  the  ques- 
tion of  a  fifth  year  hein lt  added  to  the  engineering 
courses  at  the  universities.  Gen.  Mitchell  said  that,  in 
his  opinion,  the  elementary  work  should  be  taught  in 
the  last  year  at  school,  instead  of  the  first  year  at 
college,  as  it  is  at  present.  In  closing,  he  spoke  of 
how  glad  he  was  to  be  back  after  six  years'  absence 
from  the  Institute. 

Doctor  F.  Adams,  of  McGill  University,  in  em- 
phasizing Gen.  Mitchell's  remarks,  spoke  of  the  diffi- 
culties instructors  of  engineers  had  placed  in  their 
oath.  He  said  it  was  quite  possible  for  the  schools 
to  carry  on  the  first  year  work  of  the  university.  In 
a  four-vear  course,  he  said,  there  were  only  two  and 
a  half  years  of  actual  study.  In  his  closing  remarks, 
he  stated  that  within  the  next  two  years  a  fifth  year 
will  have  to  be  added  to  the  course. 

The  last  speaker.  Professor  C.  F.  Scott  of  Yale 
University,  gave  an  outline  of  work  carried  on  in  the 
training  of  an  engineer  at  Yale. 

Luncheon  at  Northern  Electric  Company,  Limited 

A  luncheon,  as  guests  of  the  President  and  the 
Directors  of  the  Northern  Electric  Company,  Limited, 
was  given  to  the  members  of  the  Institute  immediate- 
ly after  the  morning  session  on  January  28th.  This 
was  followed  by  an  inspection  of  the  works. 

The  annual  banquet  of  the  Institute  was  held  on 
Wednesday  evening,  January  28th,  President  R. 
A.  Ross  occupying  the  chair.  Lieut.-Col.  R.  W.  Leo- 
nard proposed  the  toast,  "The  Engineering  Profes- 
sion," which  was  responded  to  by  Professor  C.  F. 
Scott.  The  Hon.  Charles  Marcil,  Brig.-Gen.  C.  H. 
Mitchell,  and  Dr.  F.  D.  Adams  were  among  the  speak-  # 
ers. 

Quebec's  Water  Power  Resources 

The  meeting  of  the  Institute  was  continued  on 
Thursday  morning,  January  29th.  The  first  speaker 
was  Mr.'  O.  Lefebvre,  Chief  Engineer  of  the  Quebec 
Streams  Commission,  who  read  a  paper  on  "Quebec's 
Water  Power  Policv  and  the  Work  of  the  Quebec 


Streams  Commission."  Mr.  Lefebvre  placed  Quebec  s 
rivers  in  two  classes :  those  that  are  navigable  and 
floatable,  and  those  that  are  unnavigable  and  not  float- 
able. By  the  term  navigable  he  meant  a  stream  that 
could  be  used  for  transportation  purposes.  The 
speaker  gave  an  outline  of  the  power  development  in 
the  Province  of  Quebec.  At  first  power  development 
was  considered  an  experiment  and  was  backed  by  pri- 
vate individuals,  but  now  the  Provincial  Government 
was  either  leasing  power  rights  or  selling  them  out- 
right. During  the  last  ten  years  a  number  of  power 
rights  had  been  leased,  some  of  these  for  periods  up 
to  sixty-three  years.  In  Mr.  Lefebvre's  opinion  power 
development  should  be  encouraged  in  order  that  more 
of  Quebec's  five  million  available  horse  power  may  be 
utilized.  In  his  closing  remarks,  Mr.  Lefebvre  de- 
scribed the  work  of  the  Commission. 

Mr.  T.  J.  Lafreniere,  chief  sanitary  engineer  of 
the  province  of  Quebec,  whose  subject  was  "The 
Operation  of  the  Quebec  Public  Health  Act,"  gave  an 
outline  of  the  work  done  in  the  province.  According 
to  Mr.  Lafreniere  there  were  440  waterworks  in  the 
province,  192  of  which  were  very  small.  Eighty-six 
per  cent,  of  the  population  of  Quebec  is  supplied  with 
river  water,  four  per  cent,  with  lake  water,  and  the 
remaining  ten  per  cent,  with  spring  water. 

Quebec  Highways 

The  last  speaker  at  the  morning  session  on  Janu- 
ary 29th  was  Mr.  Alexander  Fraser,  assistant  engineer 
in  the  Department  of  Roads  for  the  Province  of  Que- 
bec, who  gave  an  address  on  "Quebec  Highways." 
Mr.  Fraser  described  the  d-fferent  road  acts  which  had 
been  passed  as  far  back  as  the  17th  century.  He  em- 
phasized the  necessity  for  good  roads  in  the  rural  dis- 
tricts of  the  province,  a  policy  which  was  recognized 
by  the  provincial  government  when  in  1911  they 
started  a  campaign  to  interest  the  people  of  Quebec 
in  good  roads.  A  year  was  spent  in  this  campaign, 
and  it  proved  very  successful  The  provincial  gov- 
ernment set  aside  $1,500,000  for  good  roads  between 
1908  and  1919.  Between  1910-1919,  $250,000  of  this 
amount  had  been  used  for  gravel  roads.  Mr.  Fraser 
went  on  to  say  that  there  were  forty  thousand  miles 
of  roads  controlled  by  the  Province  outside  of  the 
amount  under  municipal  control.  In  closing,  Mr. 
Fraser  gave  an  outline  of  the  work  of  the  Department 
of  Roads.  The  Province  of  Quebec  is  divided  into 
three  districts,  with  an  engineer  in  charge  of  each. 
They  are  responsible  to  the  Chief  Engineer  of  the 
Department  of  Roads. 

Twelve  Millions  a  Year 

A  discussion  dealing-  with  these  subjects  followed. 
Mr.  W.  A.  McLean,  Deputy  Minister  of  Highways 
for  the  Province  of  Ontario  in  his  remarks  on  the 
roads  of  Ontario  stated  that  twelve  million  dollars 
would  be  spent  annually  for  the  next  five  years  for 
good  roads  in  the  Province  of  Ontario.  It  was  also 
the  intention  of  the  Ontario  Government  to  build  a 
highway  extend-'ng  from  the  Quebec  boundary  line  to 
Windsor. 

Mr.  Willis  Chipman,  discussing  the  address  "The 
Operation  of  the  Quebec  Public  Health  Act,"  spoke 
of  the  necessity  of  having  an  engineer  on  the  Ontario 
Board  of  Health.  Mr.  J.  B.  Challies,  Superintendent 
of  the  Water  Power  Branch,  Department  of  the  In- 
terior, Ottawa,  paid  a  tribute  to  the  work  done  by  the 
Quebec  Streams  Commission. 

At  the  afternoon  session  Colonel  O.  M.  Biggar 
spoke  on  "The  Policy  of  the  Canadian  Air  Board." 
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Bonus   System   Applicable   to  Construction 

Contractors  Can  Successfully  Employ  Time  and  Bonus 
Method  as  Already  Applied  to  Most  Lines  of  Business 

 By  W.  C.  Nisbet*  


THOROUGH  testing  of  the  value  of  bonus  sys- 
tems on  construction  work  within  the  next  few 
years  seems  very  probable,  as  results  secured 
in  other  industries  by  this  means  become  more 
widely  known.  In  the  comparatively  few  instances  to 
date  where  a  successful  plan  of  paying  bonuses  to 
laborers  and  foremen  on  outdoor  work  has  been  evolv- 
ed, the  basis  of  the  system  has  usually  been  the  stand- 
ard time  and  bonus  method  of  wage  payment. 

This  plan  is  based  upon  the  establishment  of  a 
standard  time  for  the  performance  of  a  certain  amount 
of  work,  and  when  this  set  task  has  been  accomplish- 
ed, the  payment  of  a  substantial  bonus  for  additional 
work  done.  In  this  way  the  workman  is  assured  of  a 
fair  wage  every  day  even  should  conditions  be  un- 
favorable for  a  large  output,  and  then  at  other  times 
he  is  enabled  to  earn  higher  wages  than  would  Other- 
wise be  possible , 

Since  the  work  done  by  a  gang  of  men  is  the 
result  of  joint  effort,  the  performance  per  cent,  for 
the  entire  gang  is  the  factor  that  determines  the  bonus 
to  each  man.  Further,  the  bonus  percentage  for  the 
gang  is  the  bonus  percentage  for  the  foreman,  and  is 
applied  to  his  salary  for  the  pay  period,  thereby  fur- 
nishing him  with  an  effective  incentive  to  secure  rapid 
and  efficient  work. 

This  method  of  payment  for  services,  namely,  a 
fixed  hourly  wage  plus  an  additional  percentage  which 
increases  as  the  output  of  individual  or  gang  reaches 
or  approaches  some  predetermined  standard,  was  or- 
iginated by  Harrington  Emerson  in  1905  during  his 
work  for  the  Atchison,  Topeka  &  Santa  Fe  Railroad, 
and  was  at  first  applied  to  machine  shop  operations. 
It  was  designed,  however,  for  universal  industrial 
use.  and  was  rapidly  extended  upon  this  railroad  to 
cover  the  several  thousand  operations  in  the  main- 
tenance of  equipment  department,  a  few  of  which  were 
turning  a  rod  on  a  lathe,  pressing  wheels  on  to  an 
axle,  repairing  frame  of  a  locomotive,  removing  ashes 
from  an  ashpit,  making  a  certain  number  of  entries 
on  cards  (clerical),  making  a  drawing  of  specified  size 
and  kind  (drafting)  . 

This  list  will  give  a  conception  of  the  variety  of 
operations  which  this  wage  system  was  readily  made 
to  cover  even  in  the  early  years  of  its  use.  In  each 
instance  the  principle  was  exactly  the  same.  First,  a 
standard  time  was  set  as  being  a  reasonable  time  in 
w  hich  to  do  a  certain  job  once.  At  the  end  of  the  pay 
period  the  number  of  times  the  job  had  been  done 
times  the  above  standard  time,  would  be  entered  and 
compared  with  the  actual  time  put  in.  If  the  standard 
had  been  attained  a  bonus  of  20  per  cent,  in  addition 
to  regular  wages  would  be  paid.  If  something  less 
than  standard  had  been  attained,  a  smaller  bonus 
percentage  would  be  paid,  down  to  a  point  where  but 
two-thirds  of  the  standard  was  attained.  Then  the 
bonus  percentage  reached  zero,  but  the  regularly 
hourly  rate  was,  of  course,  invariably  paid. 

The  theory  of  this  wage  system  is  that  the  pay- 
ment of  the  regular  hourly  rate  of  the  trade  or  craft 
for   the   locality   is  necessary  to  attract  the  worker 

*Of  the  Emerson  Engineers,  New  York.  A  statement  prepared  for 
the  Committee  on  Methods  of  the  Associated  General  Contractors. 


and  to  bring  him  on  the  job,  and  the  bonus  is  to  re- 
ward him  for  doin^  a  good  day's  work — for  exercis- 
ing fully  his  physical  and  mental  powers. 

It  was  originally  intended,  and  this  is  actually  car- 
ried out  in  practice,  to  have  a  careful  analysis  of  each 
operation  made  at  the  time  the  standard  time  is  set. 
and  the  best  way  of  doing  the  work  decided  upon  and 
set  down  in  writing.  This  is  practised  more  or  less 
completely  as  conditions  allow.  It  becomes  a  guide 
for  the  foreman,  and  often  becomes  of  great  value  for 
another  reason,  namely:  It  places  in  the  hands  of  the 
management  a  complete  explanation  of  best  methods 
used,  rather  than  allowing  these  to  remain  in  the 
heads  of  foremen  or  superintendents,  who  njay  leave 
at  any  time. 

The  saving  of  time,  due  to  following  the  best 
method  over  that  required  to  follow  the  worst  method, 
or  even  the  common  method,  is  generally  even  a 
greater  saving  than  that  attained  by  getting  the  men 
to  work  industriously,  which,  although  very  desirable, 
is  distinctly  a  different  affair. 

Since  \907.  when  this  wage  system  had  become 
completely  installed  in  the  Santa  Fc  maintenance  of 
equipment  department,  and  up  to  the  present,  the 
method  has  been  widely  extended  and  developed. 
Mr.  Emerson  did  not  attempt  to  retain  control  pf  the 
new  methods,  but  made  them  public  for  the  use  of 
all,  and  published  his  list  of  bonus  percentages  for  cor- 
responding efficiencies,  with  a  complete  description  of 
the  whole  system. 

A  partial  list  of  the  industries  in  which  this  bonus 
system  has  been  applied  may  be  of  interest:  Alum- 
inum manufacture,  automobiles,  cotton  goods,  cloaks 
and  suits,  candies,  drug  manufacture,  farm  imple- 
ments, foundries,  flooring,  insulating  materials,  lum- 
bering, machine  shops,  mining,  municipal  work,  men's 
garments,  publishing,  paper  mills,  packing  houses, 
quarries,  railroads,  rubber  goods,  silk  threads  and 
fabrics,  structural  steel,  sash  and  door  plants. 

Same  System  Will  Apply  to  Most  Operations 

Inasmuch  as  this  paper  is  for  general  contractors, 
some  one  may  before  this  have  raised  the  objection, 
"Contracting  is  different,  and  what  might  apply  to 
these  other  industries  will  not  apply  to  our  business." 
Many  manufacturers  have  raised  the  same  point,  say- 
ing: "That  scheme  may  be  all  right  for  a  machine 
shop,  but  not  for  my  plant."  The  answer  is  that  it 
will  apply  to  most  operations  in  most  lines  of  busi- 
ness . 

Frankly  speaking,  the  writer  does  not  know  of 
any  instance  where  the  standard  time  and  bonus  sys- 
tem has  been  applied  to  contracting  as  a  business,  but 
he  is  perfectly  familiar  with  many  instances  which 
have  a  resemblance  to  contracting  where  it  was  suc- 
cessfully applied.  A  few  of  these  will  be  given  and 
the  list  made  as  diversified  as  possible. 

Hand  Excavation  on  Railroad  Cut 

(1)  Digging  a  short  ditch  through  a  railroad  cut, 
with  trains  in  operation.  Hand  work  loading  into 
small  dump  cars,  hauled  out  by  boy  and  mule. 

Those  in  charge  decided  on  the  method  and  a 
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(lumber  of  nun  who  could  work  to  advantage,  then 
set  the  time  standard,  which  was,  let  us  say,  5  men 
for  13  days,  or  65  man  days.  Then  suppose  the  job 
actually  took  70  man  days — the  efficiency  attained  was 
65  divided  by  70,  or  93  per  cent.  This  would  pay  a 
bonus  to  all  hands,  including  foreman  and  mule  driver, 
of  13  per  cent,  on  their  wages,  as  reference  to  the  sec- 
ond table  below  will  show. 
Kate 

per  dav  Time  Wages  Bonus  Total 
Foreman.  .  .  .  $5.00  14  days  $70.00  $9.10  $79.10 
Laborer  ....  4.00  14  days  56.00  7.28  o::.2S 
Boy  3.00        14  days         42.00         5.46  47.40 

If  one  laborer  at  $4  per  day  laid  off  >4  day,  his 

earnings  would  then  be  $4  times  \2y2  days,  or  $50 

in  wages,  with  a  bonus  of  $6.50,  or  a  total  of 
$56.50. 

The  bonus  percentages  for  various  efficiencies  are 
as  follows : 

Efficiency        Bonus  Efficiency  Bonus 

Percent.       Percent.  Percent.  Percent. 

75  1.0  90  10 

76  1.6  91  11 

77  2.0  92  12 

78  2.4  99  W 

79  2.8  •         94  14 

80  3.3  95  15 

81  3.8  96  16 
4.3  97  17 
:,.()  98  1S 


v.' 

8!! 
84 
85 
86 
87 
ss 
89 


.i .  .> 
6.0 
7.0 
7.6 
8.4 
9 .  :>. 


99 
100 
101 
102 
103 
106 


19 

20 
21 

22 
2:i 


Surfacing  New  Railroad  Track 
(2)  Ballast  and  surface  a  piece  of  new  railroad 
trcak:  Suppose  the  grade  is  finished,  ties  placed,  rails 
Spiked  and  bolted  and  ballast  dumped  on  the  track. 
Gang  of  14  men  with  a  foreman  comes  on  the  job 
to  raise  and  to  surface  to  grade  stakes.  The  standard 
is,  let  us  saw  .055  man  hours  per  foot  of  track.  At 
the  end  of  a  two-week  period,  when  wages  are  com- 
puted, suppose  the  gang  has  actually  put  in  1,950 
hours  (15  men  times  10  hours  per  day  times  13  days), 
and  that  they  have  raised  and  completely  surfaced  7 
miles  of  track  or  36,960  feet.  The  standard  hours  to 
be  compared  to  the  1.950  actual  hours  are  then  36,960 
feet  tinier  055  man  hours  per  foot,  or  2,031  standard 
hours;  2,031  divided  by  1,950  gives  an  efficiency  per 
cent.  of  104  per  cent.  This  pays  a  bonus  of  24  per 
cent,  on  the  wages  of  each  individual  in  the  gang  for 
the  pay  period  in  question. 

In  this  case  some  one  may  ask  how  is  it  possible 
to  determine  whether  the  workmanship  is  acceptable. 
Some  one  must  pass  upon  the  acceptability  of  all 
work  done,  whether  on  bonus  or  otherwise.  We  have 
standards  of  quality,  whether  written  in  specifications 
and  drawn  on  tracings  or  simply  implied  and  enforced 
by  inspection.  The  laborers  and  gang  have  to  be 
impressed  that  the  work  must  be  done  according  to 
the  usual  standards  of  quality.  In  rare  instances  track- 
men have  had  to  be  impressed  with  this  by  causing 
them  to  lose  their  bonus  or  requiring  that  they  do  the 
work  over  without  a  bonus. 

Carpenters  on  Bridge  Work 

(3)  Foreman  and  12  bridge  carpenters  assigned 
to  build  new  deck  and  install  deck  on  new  bridge. 
Air  compressor  and  pneumatrc  equipment  for  boring 
and  tapping  furnished. 

To  illustrate  the  method  of  computing  wages, 
suppose  that  the  foreman  got  $7  per  day,  that  13 


bridge  carpenters  got  $6  per  day  each,  that  one  man 
received  S3  per  dav  to  dress  tools,  etc.,  and  that  one 
man  received  $4  per  day  to  tend  the  air  compressor. 
Assume  a  standard  of  .2  day's  time  for  each  foot  of 
finished  bridge  deck  and  that  at  the  end  of  a  pay 
period  of  13^  working  days  they  had  completed  905 
feet. 

The  actual  days  of  labor  were,  say,  16  x  13,  or 
208;  the  standard  days  of  labor  were  905  ft.  x  .2,  or 
181 ;  the  efficiency  was  87  per  cent,  (standard  181 
divided  by  actual'208),  which  pays  a  bonus  of  8  per 
cent,  on  wages. 

Wasies        Bonus  Total 

Foreman  $91-00  $7.28  $98.28 

.  Bridge  carpenter    52.00  4.16  84.24 

Man  to  dress  tools   65.00  5.20  70.20 

Man  to  tend  compressor    52.00  4.16  56.16 

Construct  Concrete  Arch  Bridge 

(4)  Build  a  small  concrete  arch  bridge  for  new 
line  of  railroad,  (a)  Dig  foundations. 

Suppose,  on  examination,  here  a  standard  is  set 
of  .25  of  a  man  day  pier  yard  of  excavation.  If  six 
men  and  a  foreman  completed  the  job  in  8  working 
days  with  a  yardage  of  230  yards,  the  computation 
for  bonus  payment  would  be  as  follows: 

Seven  men  for  8  days,  equals  56  actual  days  and 
230  yards  times  .25  man  days  per  yard  equals  57.5 
standard  days.  This  gives  an  efficiency  per  cent,  of 
103  (standard  57.5  divided  by  actual  56),  which  in 
turn  entitles  all  hands  to  a  bonus  on  their  wages 
earned  during  the  period,  of  23  per  cent.  Now,  in 
practice  this  bonus  per  cent,  and  the  bonus  in  dollars 
is  not  computed  for  each  job  separately,  but  rather 
by  day  periods,  and  to  illustrate  how  different  jobs  are 
combined,  we  will  suppose  the  gang  mentioned  above 
spends  the  remainder  of  the  time  in  the  pay  period 
in  unloading  and  storing  sacked  cement. 

(b)  Unload  and  store  sacked  cement.  Suppose  six 
men  and  foreman  (same  gang  as  above)  worked  four 
days  and  unloaded,  trucked  and  stored  8  cars  of 
cement,  for  which  a  standard  had  been  set  of  3  man 
days  per  car.  Their  actual  time  is  7  men  for  4  days, 
equals  28  man  days  and  the  standard  is  8  cars  4imes 
3  man  days  per  car,  or  24  man  days.  If  the  84  days 
covered  constituted  a  two-week  pay  period,  the  wage 
and  bonus  earnings  would  be  something  like  this: 

Standard       Actual  Efficiency 
days  days         (Per  cent.) 

Job  No.  1   57.5  56 

Job  No.  2   24  28 

Total   81.5  84  97 

Bonus  per  cent,  for  efficiency  of  97  per  cent,  is  17 

per  cent,  of  wages;  therefore  the  wages  and  bonu 

would  be  as  follows : 

Bonus  Total 

Foreman,  $5  per  day  for  12  days,  or  $60.. $10.20  '$70.20 
6  men,  each  $4  per  day  for  12  days,  or  $48..    8.1G  56.16 

(c)  Build  forms  (carpenters).  Suppose  carpen- 
ters now  go  to  work  on  the  forms. 

To  illustrate  such  a  condition  we  will  assume  that 
the  job  was  started  at  the  beginning  of  a  pay 
period,  and  at  the  end  of  the  period  was  not  yet 
completed,  but  that  2,000  square  feet  had  been  put  in 
place,  that  the  number  of  men  engaged  was  four  plus 
a  foreman,  and  that  the  standard  was  .025  days  per 
square  foot.  The  actual  man  days  were  then  5  men 
for  12  days,  or  60,  and  the  standard  was  2,000  square 
feet  times  .025  man  days  per  square  foot,  or  50  man 
days.  The  efficiency  on  the  job  then  was  the  standard 
of  50  divided  by  the  actual  60,  or  83  per  cent. 

It  is  most  desirable  to  have  the  standards  cover 
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individuals  only  where  this  ran  he  done,  separating 
tile  operations  into  parts.  Although  this  makes  more 
clerical  work  it  is  certain  to  stimulate  the  workmen 
to  do  their  best.  The  next  best  plan  is  to  have  the 
standards  separated  BO  as  to  cover  the  work  of  small 
groups.  If  any  drones  are  in  the  gang  the  others 
will  raise  a  noise  and  ask  to  have  them  replaced  if 
a  bonus  is  involved. 

It  is  not  advisable  to  set  standards  covering  the 
work  of  over  thirty  men  in  a  gang.  When  more  than 
that  arc  included  in  one  efficiency  standard,  the 
effect  is  lessened.  In  such  cases  it  becomes  some- 
thing like  a  profit-sharing  plan  where  all  workers 
share  alike  in  the  animal  profits.  The  possibilities  in 
profit-sharing  plans  are  too  distant,  too  vague  and  not 
directly  tied  in  with  the  work  of  any  one  individual, 
hence  their  effect  is  not  very  great. 

Some  suggested  units  of  productions  are  as  fol- 
lows: In  excavation,  cubic  yards  removed;  in  rail- 
way construction,  feet  of  track  or  number  of  ties  of 
rails  laid;  in  masonry,  cubic  yards  in  place;  in  build- 
ing construction,  if  concrete,  feet  of  floor  laid;  it 
steel,  tons  or  lineal  feet  in  place;  if  wood,  square  or 
cubic  feet  in  place. 

It  is  understood  that  this  method  entails  more 
clerical  work  than  is  needed  where  straight  hourly 
wages  are  paid.  However,  as  by  its  means  a  reduc- 
tion of  15  to  25  per  cent,  in  labor  cost  is  often  at- 
tained, the  extra  cost  of  the  clerical  and  other  super- 
vision is  well  expended.  Contractors  should  bear  in 
mind  that  this  has  been  proved  to  be  an  excellent 
means  of  increasing  output  per  workman  in  many  in- 
dustries, and  that  at  a  time  such  as  the  present  when 
greater  production  is  essential  to  prosperity,  every 
effort  should  be  made  to  conduct  their  operations  more 
efficiently. 


Good  Roads  Congress,  Feb.  9-13 

IT  is  well  known  that  the  war  conditions  were  a 
great  handicap  to  road  construction,  and  main- 
tenance was  reduced  to  the  barest  necessities. 
The  result  is  that  roads  all  over  the  country,  evert 
those  of  the  most  approved  construction  are  sadly  in 
need  of  repairs.  While  new  construction  and  adequate 
maintenance  almost  stopped,  traffic,  especially  motor 
traffic,  took  great  strides  forward,  with  resulting  dam- 
age to  the  highways.  These  subjects  and  many  others 
pertinent,  will  be  discussed  at  the  convention 
which  will  be  held  in  connection  with  the  Tenth  An- 
nual Good  Roads  Congress,  and  the  Eleventh  An- 
nual Good  Roads  Show,  at  Louisville,  Ky.,  February 
9  to  13,  inclusive. 

The  official  call  for  the  convention  has  been  issued, 
and  the  program  is  in  the  course  of  preparation.  A 
very  instructive,  as  well  as  entertaining  feature  will 
be  the  exhibits  of  road  machinery  and  road  materials. 
Every  kind  and  class  of  appliance  and  device  for  lab- 
or saving  and  producing  better  results  will  be  on  ex- 
hibition at  the  show,  where  officials,  engineers  and 
contractors  may  become  familiar  with  their  mechan- 
ism and  operation. 


Favor  Sixteen-Storey  Hotel 

The  members  of  the  Chambre  de  Commerce,  Mon- 
treal, at  a  recent  meeting  declared  themselves  in  tax  or 
of  the  erection  of  the  sixteen-storey  hotel,  on  Domin- 
ii  hi.  Square. 


Large  British  Steel  and  Tin  Plate  Corpora- 
tion Establishes  Big  Plant  in  Toronto 

•  Concluded  from  page  103) 

of  floor  space  and  represent  a  total  length  of  1800  feet, 
all  of  which  space  will  be  closely  taken  up  with 
equipment  and  operating  space  for  the  manufacturing 
of  tin  plate.  The  whole  plant  i-  so  designed  and  laid 
out  that  the  ultimate  proposed  capacity  will  be  attained 
by  the  lengthening  of  the  buildings,  now  being  con- 
structed, and  duplicating  the  equipment. 

The  buildings  base  been  laid  out  so  that  the  floors 
will  be  on  a  level  with  the  railway  cars  standing  on 
the  sidings,  thus  eliminating  unnecessary  lifting  and 
lowering  of  material.  This  necessitates  a  very  large 
quantity  of  filling  to  carry  the  floor  level  to  the 
desired  elevation. 

The  firm  of  Hugh  Russell  and  Sons,  Limited, 
of  Montreal,  the  representatives  for  a  number  of  years 
of  Baldwins  Limited,  in  this  country,  have  been  ap- 
pointed the  sales  agents  for  the  whole  out-put  of  this 
plant.  They  have  opened  offices  in  the  Royal  Bank 
Building  Toronto,  for  the  purpose  of  taking  care  of 
this  end  of  the  business. 


Road  Roller  Gives  22  Years'  Service 
with  Few  Repairs 

The  illustration  herewith  is  of  unusual  interest  in 
that  it  shows  a  road  roller  that  has  been  in  constant 
use  for  22  years  with  a  practically  negligible  repair 
expense.  The  machine  is  a  Buffalo  Pitts  roller  and  is 
owned  by  the  corporation  of  St.  Catharines,  Ont.  It 
was  purchased,  as  stated,  22  years  ago  and  in  writing 
about  its  service,  W.  P.  Near,  city  engineer  of  St. 
Catharines,  states:  "The  roller  has  never  been  sent 
to  a  repair  shop,  a  few  wearing  parts  have  been  re- 


This  roller  has  served  St    Catharines.  Ont  .  for  22  years,  with  less  than 
$200  repairs 


placed  and  two  or  three  patches  on  the  boiler  plates 
have  been  made  but  the  total  repairs  since  its  pur- 
chase would  not  aggregate  more  than  $200.  The 
roller  has  proven  an  excellent  machine  and  it  has  been 
well  taken  care  of  by  a  competent  steam  engineer, 
Mr.  E.  Flummerfelt,  who  has  been  in  charge  of  the 
machine  since  its  purchase,  The  roller  is  working 
nearly  every  day."  This  roller  was  manufactured  by 
the  Waterous  Engine  Works  Co.  of  Brantford,  Ont. 
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Hints  for  the  Contractor 

That  May  Save  Him  Time  and  Money— We  Will  Pay  for  All  Accepted  Items- 
Send  One  In 


Close  Regulation  Makes  Winter  Concreting 

Safe 

W OR  KM  FA'  sch  ooled  in  the  methods  followed 
and  trained  to  leave  nothing  to  chance  make 
concrete  construction  in  cold  weather  entirely 
safe.  With  the  functioning  of  the  human 
element  thus  assured,  the  mechanical  equipment 
needed  and  the  methods  employed  are  so  simple  that 
they  are  within  the  means  of  any  building  contractor. 
They  are  the  only  means  employed  by  the  construc- 
tion company  with  which  the  writer  is  connected,  and 
it  has  never  been  compelled  to  stop  work  because  of 
winter  conditions. 

An  example  of  winter  concreting  procedure  is  fur- 
nished by  the  three-storey  concrete  building,  156  x  66 
ft.,  under  construction  at  Rockford,  111.,  the  methods 
of  which  are  described  in  Engineering  News  Record 
by  G.  A.  Stockhus.  In  preparing  to  concrete  a  floor 
of  this  building,  care  is  first  taken  to  stock-pile  all 
the  aggregate  required  so  that  the  heating  apparatus 
may  have  from  24  to  36-hr.  action  on  the  material 
before  any  is  used.  There  must  be  absolute  certainty 
that  no  frosted  material  gets  into  the  mixer,  and  long 
heating  is  necessary  to  give  this  assurance. 

On  this  operation  the  steam  boiler  is  large  enough 
to  run  four  steam  lines  into  the  sand  and  gravel  and 
also  a  1-in.  service  line  to  the  floor  to  be  concreted. 
This  line  is  branched  off  into  lines  laid  along  the 
center  of  each  bay  and  the  full  length  of  the  building. 
These  branch  lines  have  connections  for  steam  hose. 
With  the  hose,  column  and  beam  forms  are  steamed 
out  just  ahead  of  the  pouring  until  there  is  no  possi- 
bility of  accumulated  ice  or  snow  remaining.  The 
corrugated  dome  forms  in  particular  are  steamed  care- 
fully, as  ice  forms  easily  in  the  corrugations  and,  be- 
ing transparent,  is  easily  overlooked.  It  is  the  sole 
task  of  one  man  to  do  the  steaming,  keeping  just  ahead 
of  the  pouring  operations. 

Steam-operated  mixers  are,  for  safety,  employed 
in  all  winter  work.  They  are  less  liable  to  be  shut 
down  by  winter  conditions.  The  heated  materials  are 
mixed  with  boiling  water  so  that  the  concrete  virtu- 
ally begins  to  set  as  soon  as  it  is  deposited.  As  fast 
as  the  slab  is  poured  it  is  covered  with  a  thin  tarred 
paper  on  which  is  spread  about  6  in.  of  wild  slew  hay. 
This  slew  hay  holds  the  heat  much  better  than  tame 
hay  or  straw.  Within  48  hours  after  the  floor  is 
poured  and  protected  as  described,  the  column  forms 
for  the  next  floor  can  be  erected.  As  each  storey  is 
ready  it  is  closed  in  tightly  by  canvas  side  curtains. 
Great  care  is  taken  in  placing  these  curtains  to  close 
every  opening  by  which  air  enters.  Salamanders  keep 
the  inclosed  space  warm. 

The  practice  employed  embodies  no  new  methods 
or  appliances,  except  in  the  one  respect  that  - every 
procedure  is  carefully  watched  and  no  single  thing  is 
left  to  chance.  On  this  care,  and  in  the  training  of 
ihe  workmen,  rests  the  success  of  winter  concrete- 
building  construction. 


Handling  Heavy  Track  Material  By 
Machinery 

IN  a  paper  on  the  above  subject  before  the  Road- 
masters'  and  Maintenance  of  Way  Association 
convention  in  Chicago,  Mr.  J.  B.  Baker  of  the 
Pennsylvania  R.  R.,  gave  numerous  illustrations 
of  the  rapid  and  economical  handling  of  track  material 
with  power  devices. 

Heavy  rails  are  unloaded  from  cars  with  an  air- 
operated  derrick  and  boom  with  rail  hook,  the  air  be- 
ing obtained  from  the  train  line.  With  this  arrange- 
ment a  crew  of  6  men  is  found  to  be  ordinarily  effi- 
cient. 

Ties,  frogs  and  switches,  when  distributed  by  a 
work  train,  may  be  handled  by  a  rail  loader,  including 
a  hook  which  will  unload  from  an  open  car  and  release 
in  mid  air.  For  unloading  ties  in  storage  yards, 
power-operated  davits  set  in  the  car  stake  pockets  and 
fitted  with  hooks  and  chains  have  been  found  to  be 
economical.  The  use  of  a  trolley  hoist  on  a  light 
I-beam  is  suggested  for  unloading  from  box  cars,  one. 
end  of  the  I-beam  being  clamped  to  the  roof,  the  other 
end  extending  through  the  doorway  of  the  car  and 
supported  by  an  A-frame  on  the  ground  outside.  An 
overhead  lifting  device  suited  to  the  nature  and  vol- 
ume of  the  work  is  necessary  in  the  handling  of  frogs 
and  switches  in  and  out  of  cars. 

Rail-laying  machines  are  considered  economical 
where  it  is  possible  to  have  the  use  of  the  track  for 
several  hours  at  a  time.  A  small  hand-operated  rail 
layer  consisting  of  a  carriage  and  boom  tracking  on 
the  opposite  rail  from  that  being  installed,  and  lifting 
the  rail  by  hand  winches  has  been  found  to  be  an 
excellent  device.  With  some  of  the  heaviest  rail  this 
small  machine  with  5  men  did  the  work  of  20  men 
using  ordinary  rail  tongs.  When  the  old  rail  is  thrown 
out  the  new  rail  may  be  set  in  by  the  machine  at  the 
rate  of  about  a  rail  per  minute,  and  while  this  is  usu- 
ally no  faster  than  when  done  by  a  competent  gang  of 
men  with  tongs,  fewer  men  are  needed  with  easier  work 
for  the  men.  With  this  operation  it  has  been  found 
economical  to  apply  a  pair  of  splices  to  the  far  end  of 
each  rail,  held  together  by  only  one  bolt  loosely  ap- 
plied. 

Railway  men  are  coming  to  realize  more  and. more 
the  possibility  of  effecting  economies  with  power  de- 
vices, partly  on  account  of  the  insufficient  supply  and 
high  cost  of  labor,  but  quite  as  much  on  account  of 
the  increasing  weights  of  parts  of  railway  track  which 
require  considerable  handling. 


Make  the  coming  annual  meeting  of  the  Pro- 
vincial Builders'  and  Supply  Association,  in  To- 
ronto, the  biggest  convention  of  Ontario  men 
that  any  industry  has  ever  held! 
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Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


The  Housing  Commission  of  Pctcrboro,  Ont.,  will  visit 
three  or  four  cities  throughout  the  Province  to  see  what 
has  been  done  by  other  commissions  in  the  way  of  housing 

development. 

Mr.  George  Anderson,  the  California  irrigation  expert, 
who  was  engaged  by  the  Alberta  Government  to  make  a 
survey  of  the  northern  Lelhbridge  irrigation  project,  has 
submitted  his  report,  which  shows  that  an  expenditure  of 
$5,000,000  would  be  required  to  carry  out  this  scheme. 

A  deputation  of  citizens  from  Kingston,  Ont.,  inter- 
viewed the  Dominion  Government  recently  with  reference 
to  harbor  improvements.  Matters  are  progressing  well  in 
connection  with  the  improvement  scheme  and  it  is  hoped 
that  the  necessary  appropriation  will  be  made  by  Parliament 
at  its  ^forthcoming  session. 

According  to  a  report  from  Regina,  a  valuable  deposit 
of  white  fire  brick  clay  has  been  located  in  the  southern 
part  of  the  province  of  Saskatchewan.  The  clay,  it  is  stat- 
ed, is  almost  free  from  iron  and  could  be  readily  manufac- 
tured into  fire  brick,  hollow  tile,  white  glazed  tile,  and  even 
some  grades  of  porcelain. 

Reports  from  the  county  councils  of  Ontario,  received 
at  the  Department  of  Highways,  show  an  expenditure  of 
$5,085,000  during  1919  on  county  roads  systems.  The  Pro- 
vince's share  of  this  expenditure  is  $2,337,000,  which  is  based 
on  a  40  per  cent,  grant  on  county  roads  and  a  CO  per  cent, 
grant  on  Provincial  county  roads. 

A  large  deputation  which  waited  upon  the  Ontario 
Government,  recently,  were  promised  the  Government's 
support  to  a  movement  for  the  establishment  of  a  million 
dollar  grain  elevato'r  at  the  foot  of  Cherry  St.,  Toronto 
A  million  dollars  was  provided  in  the  Dominion  Govern- 
ment's estimates  last  year  for  this  purpose  but  was  struck 
out  by  Parliament. 

At  the  municipal  elections  held  recently  at  Victoria. 
B.C.,  a  by-law  calling  for  the  expenditure  of  $420,000  as  the 
city's  share  of  the  construction  cost  of  a  bridge  across  the 
harbor,  was  passed  by  a  big  majority.  Tn  addition  to  the 
above  amount,  the  Provincial  Government  is  contributing 
$200,000  and  the  C.P.R.  $100,000,  the  total  cost  of  this 
undertaking  being  $720,000. 

London,  Ont.,  building  returns  for  the  past  year  show 
almost  a  200  per  cent,  increase  in  value  over  1918.  The  com- 
parative figures  are:  1919,  number  of  permits,  1186,  value, 
$2,455,170;  1918,  number  of  permits,  774,  value,  $870,060.  In 
the  month  of  December  there  were  38  permits  issued,  at  a 
value  of  $431,200,  as  compared  with  19  at  a  value  of  $27,980 
in  the  same  month  of  1918. 

J.  M.  Wilson,  of  Toronto,  engineer  in  charge  of  the 
Hamilton  Harbor  development,  and  E.  L.  Cousins,  chief  en- 
gineer and  manager  of  the  Toronto  Harbor  Commission, 
lectured  recently  before  a  gathering  of  several  hundred 
Hamilton  citizens  interested  in  the  city's  harbor  develop- 
ment. Many  large  maps  and  drawings,  showing  the  deve- 
lopment of  the  Toronto  waterfront,  were  on  display,  and 
Mr.  Cousin's  lecture  was  illustrated  with  several  interesting 
lantern  slides  depicting  the  progress  made  in  harbor  deve- 
lopments at  Toronto  since  1912. 

The  Faculty  of  Applied  Science  and  Engineering,  Un- 
versity  of  Toronto,  secured  the  services  of  Mr.  Thomas 
Adams,  Dominion  Town  Planning  A'dvisor,  for  the  recent 


inauguration  of  the  new  town  planning  course  in  the  Uni- 
versity. Mr.  Adams  delivered  a  number  of  lectures  on  the 
subject  of  town  planning.  This  course  which  is  designed 
chiefly  for  the  senior  members  in  civil  engineering,  mining 
engineering,  and  architecture,  is  the  commencement  of  a 
new  course  or  series  of  courses,  embracing  the  broad  prin- 
ciples of  civics  generally,  town  planning,  landscape  archi- 
tecture, etc. 

Contract  for  the  new  Wood-Vallance  warehouse,  to  be 
erected  at  the  corner  of  Eighth  Ave.  and  Hamilton  Street, 
Regina,  was  let  recently  to  the  Poole  Construction  Com- 
pany. The  new  building  will  be  100  x  250  ft.,  three  storeys 
and  basement,  and  will  be  of  brick  construction  with  cut 
stone  trimmings.  In  the  preparations  of  the  plans  special 
attention  has  been  given  to  fire  protection;  the  stairs  will 
be  inclosed  within  fire  walls,  automatic  doors  will  be  pro- 
vided for  the  purpose  of  isolating  any  outbreak  of  fire, 
floors  will  be  of  fireproof  construction  throughout,  and  a 
modern  type  sprinkler  system  will  be  installed.  Cost  of  the 
warehouse  will  be  $250,000. 

The  Greater  Winnipeg  Water  Board  has  completed  ar- 
rangements for  the  establishment  of  the  largest  building 
material  handling  plant  in  western  Canada.  At  a  meeting 
held  recently  they  awarded  the  contract  for  the  construc- 
tion of  gravel  bins  to  Clayton  Bros.,  of  Winnipeg,  purchased 
a  Worthington  rock  crusher  from  the  Dominion  Equipment 
and  Supply  Co.,  and  are  preparing  for  the  purchase  of  a  fleet 
of  motor  trucks  and  trailers,  capable  of  handling  up  to  1,000 
cubic  yards  of  material  daily.  The  municipal  gravel  pits  have 
a  total  daily  capacity,  under  the  best  working  conditions,  of 
1.000  cubic  yards  a  day.  The  board  is  going  into  this  mat- 
ter extensively,  and,  when  ready  for  operation,  will  have  a 
full  equipment,  including  their  own  steam  shovels,  gravel 
train  and  dump  cars,  screens  and  stock  bins,  trucks  and 
trailers,  for  the  rapid  and  economical  handling  of  aggregate 
and  road  material. 

It  is  expected  that  construction  work  will  be  com- 
menced on  Ottawa's  new  21-room  public  school  about 
May  1.  The  new  school,  which  will  be  situated  on  York- 
Street,  between  Friel  and  Chapel  streets,  will  be  of  rustic 
brick  construction  trimmed  with  terra  cotta.  In  the  base- 
ment which  will  be  of  reinforced  concrete,  will  be  sit- 
uated the  domestic  science  room,  manual  training  room, 
clay  modelling  room  and  boys'  and  girls'  play  rooms.  The 
ground  floor  will  contain  nine  class  rooms  and  a  40  x  60 
ft.  gymnasium,  which  will  be  equipped  with  .a  stage,  so 
that  it  can  be  used  as  an  assembly  hall.  There  will  be  ten 
class  rooms  on  the  first  floor.  The  buildings,  which  will 
accommodate  765  pupils,  will  be  equipped  with  blower  sys- 
tem of  ventilation,  shower  baths  and  lockers  in  the  base- 
ment, lavatories  on  every  floor,  and  will  be  heated  by  steam. 
Ottawa's  school  building  program,  planned  to  date,  entails 
an  expediture  in  the  neighborhood  of  $800,000. 


Personal 

Mr.  H.  W.  Calkins,  manager  of  the  Toronto  Builders' 
Supply  Co.,  Toronto,  was  presented  with  a  handsome  read- 
ing lamp  recently  by  the  employees  of  the  firm,  on  the  oc- 
casion of  his  moving  into  a  new  residence  which  he  has 
built.  Mr.  George  Swansborough  made  the  presentation 
on  behalf  of  the  employees. 

Mr.  S.  E.  Craig,  B.A.  Sc.,  has  been  been  appointed  2nd 
vice-president  and  district  manager  of  the  Montreal  office 
of  the  Candian  Inspection  and  Testing  Company,  in  place 
of  Mr.  T.  S.  Griffiths.  Mr.  Craig  graduated  from  the  Uni- 
versity of  Toronto  in  1904,  with  honors,  and  was  engaged 
with  various  engineering  corporations  until  1912,  when  he 
joined  the  Canadian  Inspection  &  Testing  Laboratories. 
Limited.  He  has  had  a  wide  experience  in  engineering  work. 


Contracts  Department 

News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Beloeil,  Que. 

New  plans  are  in  progress  for  maca- 
damized roads  for  Town.  Sec.-treas., 
A.  M.  Cormier.  Tenders  will  be  called 
later. 

Eastview,  Ont. 

Town  plans  t"  construct  sidewalks  on 
various  streets.  Clerk.  Geo.  Washington. 
Engineers,  Patterson  &  Byone,  71>2 
Sparks  St..  Ottawa.  Extension  of  wa- 
terniains  is  also  under  consideration. 

Lachine,  Que. 

A.  Laframl)oise.  engineer.  City  Hall, 
is  preparing  plan>  for  filtration  plant  and 
repairs  to  waterworks  system  for  City; 
cost,  $300,000. 

Lennoxville,  Que. 

By-law  re  extension  to  Town's  water- 
works system  will  he  voted  on  shortly. 
Mayor.  William  Bown;  sec.-treas.,  W. 
W.  Baker.    C  ost.  $75,000. 

Lindsay,  Ont. 

Plans  have  been  approved  for  new 
sewage  disposal  plant  and  system  to 
cost  $50,000  for  Town.  Mayor,  B.  L.  Mc- 
Lean; clerk.  D.  Kay.  Engineers,  Smith 
&  Smith.  Work  will  start  on  sewers  at 
once  and  on  disposal  plant  in  summer. 

Mattagami,  Ont. 

Mountjny  Township  Council  is  nego- 
tiating with  Provincial  Gov't,  for  assist- 
ance in  construction  of  road.  Petition  is 
being  presented  also  for  a  siding  from 
T.  &  N.  O.  Rly.  Clerk,  F.  M.  Walling- 
ford. 

Ottawa,  Ont. 

City  is  applying  to  legislature  for  per- 
mission to  borrow  $9,300  for  resurfac- 
ing pavement  on  Clarence  St.  Mayor, 
Harold  Fisher;  clerk,  N.  H.  H.  Lett. 

Ottawa  Improvement  Commission, 
Castle  Bldg.,  Queen  St.,  will  call  tenders 
shortly  for  supply  of  cement  for  1920. 
Engineer,  Alex.  Stuart. 

Pakenham,  Ont. 

Town  plans  to  construct  granolithic 
sidewalks  shortly.  Clerk.  W.  VV.  Mil- 
lar. 

Sherbrooke,  Que. 

City  contemplates  expending  $300,000 
on  installation  of  waterworks.  Mayor, 
C.  D.  White;  clerk,  E.  C.  Gatien, 

St.  James,  Man. 

Municipality  of  Assiniboia  plans  to  lay 
8,500  ft.  of  watermains  from  Berry  St. 
to  Oakdean  St.  north  two  blocks,  south 
to  River  in  Thompson  Estate;  3,200  f:. 
trunk  sewers,  6,500  ft.  sub  main  sewer, 
3,000  ft.  lateral  sewer  from  Davidson  St. 
to  Oakdean  north  two  blocks,  south  to 
River,  Thompson  Estate  and  Oakwood 
Crescent.  Sec.-treas.,  Frank  Ness,  Mu- 
nicipal Hall,  St.  James. 

Toronto,  Ont. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Highways,  Par- 
liament Bldgs.,  Toronto,  will  receive  ten- 


ders until  noon  Feb.  18th  for  4,000  to 
S.000  barrels  of  Portland  cement  f.o.b. 
nearest  station  to  Ottawa-Prescott  High- 
way, also  3,000  to  5.000  barrels  Portland 
cement  f.o.b.  nearest  station  to  Prescott- 
Bainsville  Highway,  also  for  supply  of 
1,000  to  3,000  barrels  f.o.b.  Mill.  Specifi- 
cations with  Dept.  obtained  on  applica- 
tion. 

Frank  Barber,  Engineer  for  Yo'k 
Township,  10  Jarvis  St.,  Toronto,  has 
plans  and  calls  for  tenders  until  nocn 
Feb.  14th  for  250  hydrants  and  250  round 
cast  iron  valve  covers  and  frames. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Highways,  Parliament 
Bldgs.,  Toronto,  calls  for  tenders  until 
noon  Feb.  16th  for  supply,  delivery  and 
uniformly  spreading  of  6,000  tons  field 
or  quarry  stone  crushed  to  3  in.  size 
along  Provincial  Highway  in  Lancaster 
Township  from  corner  at  North  Lancas- 
ter easterly  for  a  distance  of  2  miles. 

Westboro,  Ont. 

Nepean  Township  Council  plans  to  ex- 
pend $20,000  on  construction  of  roads. 
Reeve,  Wm.  Joynt,  Westboro. 

Yorkton,  Sask. 

City  is  seeking  to  obtain  permission 
from  Local  Gov't.  Bd.  to  raise  $20,000 
for  construction  of  reservoir  and  stand 
pipe.    City  clerk,  F.  J.  Pilkington. 

CONTRACTS  AWARDED 
St.  Stanislas  De  Kostka,  Que. 

Municipality  placed  general  contract 
for  construction  of  water  macadam  road 
with  Mr.  O'Connor,  Huntingdon,  Que. 
Cost,  $47,000. 

Toronto,  Ont. 

Bd.  of  Control  has  placed  contracts  for 
sewers  as  follows:  Dufferin  St.,  R.  C. 
Harris,  Commissioner  of  Works,  day  la- 
bor; Boultbee  Ave.,  $4,688,  National  Con- 
tracting Co.,  9  Garvock  St.:  Sterling  Rd  . 
Commissioner  of  Works,  by  day  labot ; 
Chaplin  Cres.,  $5,432,  Grant  Contracting 
Co.,  50  Front  St.  E.;  Duplex.  Ave.,  $1,- 
570,  Murphy  Contracting  Co.,  8  Wych- 
wood  Park;  Lawton  Ave.,  $1,760,  Murphy 
Contracting  Co. 


Railroads,  Bridges  and  Wharves 

Calgary,  Alta. 

C.  P.  Rly.,  head  office,  Montreal,  Que., 
plans  to  erect  express  office  costing 
about  $150,000.  Western  Chief  Engi- 
neer, J.  McKenzie,  Winnipeg,  Man. 

J.  F.  Green  of  C.  D.  Howe  &  Co.,  care 
City  Clerk,  J.  M.  Miller,  Calgary,  has 
been  appointed  Architect  and  Consult- 
ing Engineer  on  construction  of  bridge 
to  cost  $207,000  for  City.  Tenders  re- 
ceived by  Clerk  until  Feb.  13th. 

Fredericton  Jet,  N.  B. 

Plans  are  in  progress  for  railway  sta- 
tion to  cost  $50,000  for  C.  P.  Rly.,  head 
office,  Montreal.  Chief  Engineer,  J.  M. 
R.  Fairbairn,  Montreal.  Tenders  will  be 
called  about  March  1st. 


Gait,  Ont. 

Gait  Suburban  Road  Commission.  J. 
G.  Turnbull.  chairman,  plan  to  construct 
bridge  over  Moffat's  creek  and  also  cul- 
vert in  Ninth  Concession.  W.  H.  Fair- 
child,  engineer,  has  plans  and  calls  for 
tenders  until  noon  Feb.  14th. 

Normandin,  Que. 

Farmers  Railroad  of  Normandin  Ltd. 
has  been  incorporated  with  capital  of 
$2,000,000  and  plans  to  construct  rail- 
way. Address  J.  A.  Turcotte.  Norman- 
din, Que. 

North  Sydney,  N.  S. 

Dominion  Dept.  Public  Works  is  hav- 
ing plans  prepared  for  construction  of 
terminal  wharf  cost.  $100,000.  Secy.,  U. 
C.  Desrochers,  Ottawa,  will  call  tenders 
shortly. 

Ottawa,  Ont. 

C.  P.  K.  may  be  requested  by  City 
Council  to  erect  small  station  for  Hin- 
tonberg  section  of  City. 

A.  F.  Macallum,  Commissioner  c.f 
Works  for  City,  has  plans  and  calls  for 
tenders  until  Feb.  5th  for  borings  on 
construction  of  steel  bridge  costing  $250,- 
000  for  City  and  County  Council. 

St.  Augustin-Deux  Montagnes,  Que. 

Municipality  plans  to  construct  con- 
crete bridge.  Mayor,  Emmaus  Lalli^r; 
secy.-treas.,   Mathias   St.  Jacques. 

Penticton,  B.  C. 

Kettle  Valley  Railway  Co.  plans  to 
construct  railway  lines  from  Coalmont 
twelve  miles  to  Granite  Creek  coal  areas, 
from  point  near  Grand  Forks  to  point 
forty  miles  up  North  Fork  of  Kettle 
River,  and  Otter  Summit  to  Aspen 
Grove,  thirty  miles.  General  Manager, 
J.  J.  Warren,  Penticton;  purchasing 
agent,  D.  J.  Dumerton,  Penticton. 

Regina,  Sask. 

C.  P.  Rly..  head  office.  Montreal,  Que., 
plans  to  expend  $1,000,000  on  construc- 
tion of  following:  Regina,  mail  house, 
coal  dock  and  four  stall  extension  to 
round  house;  Regina  Beach,  pav- 
ing, concrete  bridges,  installation  of  ad- 
ditional improvements;  Weyburn,  four 
stall  extension  to  round  house,,  steel 
bridge  across  Weyburn  Creek,  and  Do- 
minion Express  building.  Western  Chit  f 
Engineer,  J.  McKenzie,  Winnipeg. 

Utterson,  Ont. 

Steph  enson  Township  Council  will  in- 
terview Provincial  Gov't,  re  construction 
of  bridges  on  Trunk  Road  and  at  Port 
Sydney,  also  re  matter  of  widening  the 
Rock  Cut  at  Long  Lake.  Clerk,  Daniel 
Bain,  Utterson,  Ont. 

Westboro,  Ont. 

Nep  ean  Township  Council.  Reeve.  Wm. 
Joynt.  is  petitioning  C.  P.  Rly.,  head  of- 
fice, Montreal,  to  erect  station. 

Westfield,  N.  B. 

Tenders  will  be  called  about  April  1st 
for  station  costing  $5,000  for  C.  P.  Rly., 
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head  office,  Montreal,  Que.  Chief  Engi- 
neer, .1.  M.  R.  Fairbairn,  Montreal,  Que, 

CONTRACTS  AWARDED 
Annapolis  and  Allen  Creek,  N.  S. 

Maritime  Bridge  Co.,  New  Glasgow, 
N.  S.,  are  General  Contractor-,  for  Pro- 
vincial Dept.  Highways  on  the  construc- 
tion of  steel  bridges. 

Sorel,  Que. 

Dominion  Dept.  Public  W  >rks  placed 
general   contract    for    reconstruction  of 
and  repairs  to  wharf  -villi  Onesime  I'ol 
quift,  I'ortneuf,  Que.    Cost,  $10,000. 

St.  Augustin  Deux-Montagnes,  Que. 

R,  St.  Jacques  has  general  contract  for 

concrete  bridge  to  be  erected  for  Muni- 
cipality. 


Public  Buildings,  Churches 
and  Schools 

Aldershot,  Ont. 

East  Flamboro  Township  Council 
plans  to  erect  memorial  hall  costing 
$15,000.  Reeve,  Peter  Ray,  Waterdown, 
Ont. 

Almonte,  Ont. 

It  is  planned  to  build  addition  to  Rosa- 
mond Hospital;  cost,  $10,000.  Address 
Dr.  T.  R.  Paterson. 

Ancaster,  Ont. 

Highfield  School  Trustees  plan  to  ereel 
school  costing  $1 50. ooo.  Address  S.  F. 
Washington.  K.C.,  Hamilton,  Prov.  Loan 
Bldg.,  Hamilton. 

Biggar,  Sask. 

By-law  re  construction  of  hospital  to 
cost]  $100,000  for  Biggar  Hospital  Union 
Bd.  will  be  submitted  on  March  17th. 
1920.  Clerk,  Frank  Hopkins,  (secy,  of 
Bd.).  Architect,  J.  Melrose  Morrison, 
325  Drinkle  Blk.,  Saskatoon. 

Binbrooke,  Ont. 

J.  I.  Fletcher,  chairman.  R.  R.  No.  1. 
Hannon,  Ont.,  is  receiving  tenders  until 
Feb.  7th  for  memorial  hall  to  be  erected 
for  Bd.  of  Trustees.  Plans  with  archi- 
tect, J.  A.  Amies,  183  Bold  St..  Hamil- 
ton. 

Brantford,  Ont. 

F.  C.  Bodley.  architect.  108  West  St.. 
has  plans  drawn  for  17  roomed  addition 
to  collegiate  for  Bd.  of  Education; 
chairman.  Dr.  J.  B.  Gamble. 

Calgary,  Alta. 

Plans  are  drawn  for  technology  and 
normal  school  costing  $500,000  for  Pro- 
vincial Gov't,  anil  Calgary  School  Bd. 
Secy..  Calgary  School  Bd..  J.  H.  Hanna, 
Calgary. 

Edmonton,  Alta. 

Provincial  Gov't,  has  under  consider- 
ation the  erection  of  about  fifteen  pro- 
vincial police  barracks  costing  $2,000 
each  at  the  following  towns:  Drumheller, 
Ft.  Saskatchewan,  Yegreville,  Vermil- 
ion, Wainwright.  Pincher  Creek,  Bas- 
sano,  Warner,  Bow  Island.  Gleichen, 
Camrose,  Edson,  etc.  Address  Premier 
Stewart,  Pari.  Bldgs.  or  Commissioner 
Cuddy,  Pari.  Bldgs.,  Edmonton. 

Gravenhurst,  Ont. 

The  additions  to  Sanitorium  which  the 
National  Sanatorium  Ass'n..  223  College 
St.,  Toronto,  plans  to  build  comprise  ad- 
dition to  nurses'  home,  new  infirmary, 
new  dining  room  and  kitchen,  central 
heating  plant,  new  building  for  men  and 
women     patients.      Association  secy.- 


treas.,  Geo.  A.  Reid.  Architect,  C.  S. 
Cobb,  71  Bay  St.,  Toronto. 

Halifax,  N.  S. 

Trusties  of  North  Baptist  Church, 
Gottingen  St.,  have  approved  of  plans 
for  temple  prepared  by  S.  P.  Dtimare.sij. 
Royal  Bank  Bldg.,  and  tenders  will  be 
called  March  1st.  Chairman  Bldg.  Com- 
mittee. J.  YV.  Kedy. 

Islington,  Ont. 

J.  A.  MacPherson,  chairman  of  School 
Bd..  and  Wright  and  Smith,  architects. 
50  Baby  Point  Crescent.  Toronto,  call 
for  separate  tenders  until  noon  Feb.  10th 
for  school  to  cost  $50,000,  Plans  with 
architects. 

Kindersley,  Sask. 

David   Webster,  architect,  Saskatoon, 
is  preparing  plans  for  union  hospital  to 
be  creeled  for  Union  Hospital  Bd.,  Kin 
dersley.     Chairman.    Robt  Thompson; 
secy.,  A.  M.  Carmichael. 

Kitchener,  Ont. 

The  Y.  M.  C.  A.  has  secured  a  site  at 
Queen  and  W  eber  Sts.  for  the  erection 
of  building.     Secy..  F.  G.  McKellar. 

S.  B.  Coon  &  Sons,  architects.  810  Ex- 
celsior Life  Bldg.,  Toronto,  have  plans 
prepared  for  high  school  costing  $500,000 
for  Kitchener-Waterloo  Collegiate  Bd.. 
secy..  Kdmund  Pequegnat.  care  Arthur 
Pequegnat  Clock  Co.,  Frederick  St.  Ma- 
sonry, carpentry.  roofing,  plumbing, 
heating,  plastering,  painting  and  elec- 
trical work  will  be  let. 

Public  School  Bd.  plans  to  erect 
school;  cost,  $45,000.  Chairman,  E.  D. 
Lang;  secy..  Edmund  Pequegnat,  Fred- 
erick St. 

London,  Ont. 

L.  E.  Carrothers.  Utilities  Bldg..  has 
been  appointed  architect  and  is  preparing 
plans  for  collegiate  costing  $90,000  for 
Bd.  of  Education;  chairman,  H.  Hav- 
maii,  848  Dufferin  St. 

Plans  are  in  progress  for  lodge  build- 
ing costing  $25,000  for  Langemarch 
Orange  Lodge.  Secy..  John  Spring,  15 
Kitchener  Ave. 

Lynn  Valley,  B.  C. 

By-law  re  construction  of  high  school 
costing  $50,000  for  Lynn  Valley  Trustees 
will  be  submitted  in  April  or  May. 
Chairman.    Mr.    Hammersmark.  Lynn 

Creek  P.  O. 

Montreal,  Que. 

B.  Goldenburg,  83  Craig  St.  W.,  Presi- 
dent of  Bldg.  Committee  for  Congrega- 
tion B'Nai  Jacob,  calls  for  tenders  until 
Feb.  9th  on  superstructure  for  syna- 
gogue; cost.  $100,000. 

Extension  to  St.  Luke's  Presbyterian 
Church,  pastor.  Rev.  A.  D.  Mackenzie. 
502  Old  Orchard  Ave.,  is  contemplated. 
Chairman  Bldg.  Committee.  R.  M.  Wat- 
son, 10  Grey  Ave. 

R.  C.  School  Commission.  87  St.  Cath- 
arine St.  W..  has  been  empowered  to 
borrow  $1,000,000  for  construction  of 
eight  schools.  Four  will  be  built  this 
year  and  four  in  1921.  Secy.-treas.  Ayme 
Lafontaine,  87  St.  Catherine  St.  W. 

New  Westminster,  B.  C. 

By-law  authorizing  erection  of  tech- 
nical school  costing  $25,000  for  Provin- 
cial Govt.,  Victoria,  passed  by  New 
Westminster  ratepayers.  School  Bd.  is 
now  considering  securing  detailed  plans 
and  estimates. 

Ottawa,  Ont. 

City  Council  is  applying  to  legislature 


tor  permission  to  borrow  money  for  con- 
struction of  lavatory  costing  $15,000  to 
be  erected  for  Central  Canada  Exhibi- 
tion Assoc.  Manager,  J.  K.  Paisley,  City 
Hall.     Work  will  start  about  May  1st. 

Alternations  will  be  made  and  addition 
built  to  St.  Bartholomew's  Anglican 
Church.  Interested,  Major  D.  L.  Mc- 
Keand,  Rockcliffe,  and  Harry  Ackland, 
(  reighton  St. 

Tenders  will  be  called  shortly  for 
lod^e  building  to  cost  $00,000  for  Knighis 
of  Columbus,  per  M.  J.  O'Callaghan,  1121 
Wellington  St.  Architects.  Millson  & 
Burgess,  209  Sparks  St. 

City  has  been  recommended  by  Fire 
Chief  Graham  to  apply  to  Legislature 
for  permission  to  borrow  $25,000  for 
construction  of  fire  station.  Mayor, 
Harold  Fisher;  clerk.  N.  H.  H.  Lett. 

Central  Canada  Exhibition  Ass'n.. 
City  Hall.  plan>  to  erect  press  building 
on  Exhibition  Grounds;  cost,  $15,000. 
President.  Jos.  Kent;  secy..  J.  K.  Pais- 
ley. It  is  also  planned  to  expend  $20.- 
000  on  repairs  and  alterations  to  exhibi- 
tion building. 

Parish  of  Cacouma,  Que. 

Plans  are  prepared  and  tenders  will  be 
called  shortly  for  erection  of  school  for 
School  Bd.  Sec'y.-treas.,  Louis  Lain- 
don. 

Quebec,  Que. 

Provincial  Dept.  Public  Works  plans 
to  erect  hospital  for  epileptics.  Min- 
ister,   Hon.    L.    A.    Taschereau,  Pari. 

Bldgs. 

Sabrevois,  Que. 

R.  C.  Church  has  decided  to  rebuild 
church,   presbytery   and  stables. 

St.  Augustin,  Que. 

Les  Syndics  de  la  Paroisse  de  St.  Au- 
gustin have  received  authorization  to 
erect  church  and  sacristy.  Curate,  Rev. 
Arthur  Poulin. 

Stellarton,   N.  S. 

Sharon  Congregation  contemplate  erec- 
tion of  church;  cost,  $27,000.  Minister. 
Rev.  Mr.  Mcintosh. 

Toronto,  Ont. 

Bd.  of  Control  has  instructed  the  City's 
Architectural  Dept.  to  draw  plans  for  the 
live  stock  arena  costing  $800,000  to  be 
erected  on  the  Exhibition  Grounds. 

Bd.  of  Education  has  been  recom- 
mended to  erect  industrial  school  for 
Riverdale  District.  Business  Adminis- 
trator, W,  W.  Pearse.  155  College  St. 

Vancouver,  B.  C. 

By-law  re  construction  of  sanitorium 
costing  $250,000  for  Parks  Bd.  of  City 
of  Vancouver  will  be  submitted  about 
April  or  May.  Architect,  A.  S.  Wooten, 
Engineer  Parks  Bd. 

By-law  re  erection  of  isolation  hos- 
pital to  cost  $350,000  for  City  will  be 
submitted  in  May.  .  Clerk,  Wm.  Mc- 
Queen. 

Weston,  Ont. 

The  additions  to  sanitorium  which  the 
National  Sanitorium  Ass'n.,  223  College 
St.,  Toronto,  plans  to  build  comprise 
new  building  for  men  and  women  pa- 
tients, new  pavilion  and  other,  minor 
changes;  secy.-treas..  Geo.  A.  Reid.  Ar- 
chitect, C.  S.  Cobb.  71  Bay  St..  To- 
ronto. 

Yorkton,  Sask. 

Yorkton  Public  School  Bd.  is  seeking 
to  obtain  permission  from  Local  Gov't. 
Bd.  to  submit  by-law  re  construction  of 
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school  to  cost  $115,000.  Secy..  ].  M. 
Clark,  Vorkton. 

CONTRACTS  AWARDED 
Cap  De  La  Madeleine,  Que. 

School  costing  $8s,ooo  for  School  Bd.: 
Steel,  Phoenix  Bridge  &  Iron  Works 
Co.,  "83  Colhorne  St..  Montreal;  plumb- 
ing. Massicotte  &  Freres. 

Granby,  Que. 

Convent  costing  $13:.. 000  for  Sisters  of 
Presentation.  St.  Hyacinthe,  Que.:  Steel 
work.  Canadian  Bridge  Co..  10  Cathcart 
St.,  Montreal;  electrical  work.  J.  S.  St. 
Amour.  2171  St.  Denis  St..  Montreal. 

Montreal,  Que. 

Church  costing  $:so,000  for  Methodist 
Congregation:  Steel.  Phoenix  Bridge  & 
Iron  Co.,  83  Colhorne  St.;  plumbing, 
plastering  and  painting,  General  Con- 
tractor, A.  R.  Dufrcsne.  (ill  Adam  Ave 
Ifais. 

Hostel  costing  $10,000  for  Montreal 
Sailors'  Institute,  ti  Place  Royal;  Mill 
work.  Wm.  Rutherford  &  Sons  Co.,  425 
Atwatcr  Ave.;  electrical  work.  Vincent 
&  Say  Electric  Co.,  351  Union  Ave.; 
plumbing  and  heating.  Selkirk  Bros., 
230s  Waverley  St.;  elevator.  Cote  Bros. 
&  Burritt,  40  Conde  St.;  architectural 
iron  work.  Fred  A.  McKay.  14  St.  George 
St.  Cook  &  Leitch.  55  St.  Francois 
Xavier  St..  carry  out  masonry,  plaster- 
ing and  painting  in  addition  to  general 
contract. 

Outremont,  Que. 

Addition  of  wing  to  convent  costing 
$50,000  for  Sisters  Marie  Reparatrices. 
Mt.  Royal  Ave.:  Roofing,  plumbing  and 
heating.  D.  P.  O.  Shea.  04  Victoria  Sq.; 
electrical  work,  J.  A.  St.  Amour.  2171  St. 
Denis  St.  L.  J.  Faueux,  St.  Benoit,  Que., 
carries  out  masonry,  millwork,  carpen- 
try, plastering  and  painting  in  addition 
to  general  contract. 

Sydney.  N.  S. 

Church  being  erected  on  George  St., 
costing  $90,000  for  Methodist  Church: 
General  contract,  masonry,  steel,  carpen- 
try-, roofing,  plastering  and  painting,  E. 
E.  Parkman  &  Son!  13  Euston  St.,  Char- 
lottetown. 

Three  Rivers,  Que. 

School  costing  $200,000  for  R.  C. 
School  Commissioners:  Cut  stone,  D. 
Xealt.  St.  Marc  des  Carrieres.  Que.; 
brick.  National  Brick  Co.,  511  St.  Cather- 
ine St.,  Montreal. 

Toronto,  Ont. 

School  costing  $156,016  for  Bd.  of  Edu- 
cation: Masonry.  $73,236.  Teaglc  &  Sons. 
310  Davenport  Rd.:  carpentry,  $26,408. 
Jas.  Sim.  372  Markham  St.;  steel.  $7,- 
134.  Hepburn  &  Disher.  71  Van  Home; 
plumbing,  heating  and  ventilating.  $28,- 
464.  Fred  Armstrong  Co..  273  Queen  \\\; 
roofing.  $1,432.  J.  T.  Flowers.  200  Mark- 
ham  St.;  plastering.  $11,352.  R.  C.  Dancy, 
57  Kendall  Ave.;  wiring,  $3,067.  Jas.  Dev- 
onshire Ltd.,  701  Yonge  St.;  painting, 
$2,780.  Jas.  Casey,  Dafhousie  St.;  Ter- 
razzo.  $2,143,  Italian  Mosaic  &  Tile  Co.. 
429  Spadina  Ave. 

Lavatory  building  for  Bd.  of  Control: 
Masonry.  $12,150.  f  eagle  &  Son,  310  Da- 
venport Rd.;  carpentry,  $4,000,  Simpson 
Planing  Mill  Co.,  ft.  of- Spadina  Ave.; 
plastering,  $425.  Andrew  Petrie  &  Co., 
457  Roxton  Rd.;  sheet  metal.  $280,  A. 
Mathews  Ltd.,  254  Adelaide  St.  W.;  paint- 
ing and  glazing.  $610,  R.  G.  Johnston,  17 
Galley  Ave.:  heating.  $1,085.  plumbing, 
$3,925.  electrical  work,  $162,  R.  Jordan, 
37  Hazclton  Ave. 


Pearson  Hall,  186  Beverley  St.,  placed 
general  contract  for  erection  of  addition 
to  hall  with  W.  J.  Trimble.  Bell  Tele- 
phone BIdg.  Sub  trades  will  be  let.  Ar- 
chitect. John  M.  Lyle.  19  Avondale  Rd. 

Archibald  6k  Holmes  Ltd..  Continen- 
tal Life  Bldg..  have  general  contract  for 
nurses'  home  and  addition  to  hospital 
costing  $300,000  for  St.  Michael's  Hos- 
pital, 30  Bond  St. 

Windsor,  Ont. 

School  costing  $400,000  for  Bd.  of  Edu- 
cation: Steel  sash  and  steel  work.  Trus- 
sed Concrete  Steel  Co.,  Walkerville.  Ont. 

Woodstock,  Ont. 

Dominion  Dept.  Public  Works  has 
placed  general  contract  for  post  office 
fittings  with  A.  Bourque,  Hull.  Que. 


Business  Buildings  and  Indus- 
trial Plants 

Bornholm,  Ont. 

John  Dungey.  Bornholm  via  Mitchell. 
Ont..  plans  to  remodel  old  hotel  build- 
ing into  general  store. 

Chicoutimi,  Que. 

Saguenay  Co..  manager.  William  Blan- 
chette.  will  construct  saw  mill  costing 
$40,000  by  day  labor.  Architect,  J.  A. 
Clareau. 

Drummondville,  Que. 

Royal  Bank  of  Canada,  head  office,  147 
St.  James  St.,  Montreal,  plans  to  erect 
bank  here  at  Heriot  and  St.  Cyrille  Rd. 
Manager,  C.  E.  Neill;  Manager  of  Bank 
Premises,  L.  P.  Snider. 

Dublin,  Ont. 

Wm  Stapleton  contemplates  erection 
of  general  store  and  will  prepare  plans; 
cost,  $10,000. 

Edmonton,  Alta. 

J.  H.  Ashdown  &  Co.,  Bannatyne  E., 
W  innipeg,  Man.,  have  purchased  site  for 
warehouse  and  plan  to  erect  shortly.  Lo- 
cal Manager,  Dave  B.  Thompson. 

Goderich,  Ont. 

National  Shipbuilding  Co.,  manufac- 
turing the  Vessot  Flax  Puller,  is  having 
plans  prepared  for  $30,000  flax  mill  which 
it  contemplates  erecting.  Manager,  Mr. 
Hutchinson. 

Hamilton,  Ont. 

Consumers  Gasoline  Supply  Co.,  Main 
and  Walnut  Sts.,  plan  to  build  office  and 
gasoline  station  at  York  and  Bay  Sts.; 
cost,  $10,000.     Manager,  Mr.  Knowles. 

Hull,  Que. 

National  Bread  Co.  plans  to  erect  large 
factory  and  will  start  work  in  spring. 
Interested,  Mr.  Patenaude. 

Hull  Iron  &  Steel  Works,  Hull,  Que., 
plan  to  construct  foundry;  president.  A 
H.  Coplan.  Architects,  Millson  &  Bur- 
gess, 208  Sparks  St.,  Ottawa. 

Lachine,  Que. 

Dr.  J.  H.  Deschesnes.  131A  Notre 
Dame  St.,  plans  to  erect  two  stores  and 
five  residences  costing  $20,000.  Archi- 
tects, Cardinal  &  Beauchamp,  26  St. 
James  St.,  Montreal. 

Joliette,  Que. 

Plans  are  in  progress  for  two  stores 
costing  $8,000  for  J.  Claude  Barrette,  34 
Notre  Dame  St.  Architects,  Cardinal  & 
Beauchamp.  26  St.  James  St.,  Montreal, 
will  call  for  tenders  shortly. 

Kelowna,  B.  C. 

Twizell,  Bird  &  Twizell,  architects, 
S37  Hastings  St.  W.,  Vancouver,  have 
been  retained  by  Kelowna  Storage  Co. 


to  prepare  plans  for  warehouse  costing 
$30,000. 

Kitchener,  Ont. 

A.  Lockart  &  Co..  Queen  St.  S.,  will 
have  plans  prepared  for  garage  -costing 
$20,000  and  will  call  tenders  from  Feb. 
25th  until  March  4th. 

T.  A.  Witzel.  (Onward  Mfg.  Co.).  339 
King  St.  E..  is  receiving  tenders  until 
March  1st  on  all  trades  for  erection  of 
addition  to  factory;  cost.  $15,000. 

W'.  C.  Cowan,  architect.  King  E..  is 
receiving  tenders  until  March  1st  For 
plumbing,  heating  and  electrical  work 
on  factory  costing  $40,000  for  F.  W.  1). 
Auto  Co. 

London,  Ont. 

S.  F.  Glass.  Hale.  Pittsburgh,  has  pur- 
chased building  on  Dundas  and  Ridout 
Sts.  and  will  remodel  for  warehouse  arid 
business  block. 

Plans  are  in  progress  for  auto  truck 
factorv  costing  $10,000  for  Barton  & 
Rumble.  596  Hamilton  Rd.  Work  will 
start  about  March  31st. 

Lunenburg.  N.  S. 

Acadian  Sunplies  Ltd.  plan  to  remodel 
oresent  premises  and  also  to  erect  new 
buildings;  cost.  $10,000.  Manager,  Capr. 
R.  Scott  Corkum. 

Montreal.  Que. 

Tohn  Murphy  Co.,  449  St.  Catherine  St. 
W'..  have  purchased  property  upon 
which  they  intend  erecting  additions  to 
present  store;  cost,  $500,000.  General 
Manager.  F.  M.  Johnston. 

Gillette  Safety  Razor  Co.  of  Canada. 
77  St.  Alexander  St..  plan  to  make  alter- 
ations to  and  remodel  their  manufactur- 
ing building.  President.  King  C.  Gil- 
lette; treas.,  Frank  J.  Fahey. 

Cardinal  &  Beauchamp,  architects,  26 
St.  James  St.,  are  preparing  plans  for 
alterations  to  stores  and  residence  cost- 
ing $7,000  for  Jos.  Maisonneuve,  780  De- 
lorimier  St. 

Napanee,  Ont. 

Hartman  &  Card  have  purchased  Len- 
nox Hotel  and  will  remodel  and  equip 
it  as  a  garage  and  auto  repair  shop. 

Ottawa,  Ont. 

Ottawa  Blind  Association  contem- 
plates erection  of  factory.  President,  J. 
L.  Payne,  47  James  St. 

Private  plans  have  been  drawn  for 
abattoir  to  be  erected  on  Nicholas  St. 
for  M.  Raport  &  Co.,  62  George  St.  Bd. 
of  health  is  being  requested  to  give  per- 
mission for  erection. 

R.  C.  Desrochers,  secy.,  Ottawa,  calls 
for  tenders  until  noon  Feb.  11  th  for  al- 
terations and  addition  to  printing  bureau 
for  Dominion  Dept.  Public  Works. 
Plans  at  offices  of  Chief  Architect,  Dept. 
Public  Works.  Ottawa. 

Port  Rowan,  Ont. 

W.  Harvey  has  plans  drawn  for  hard- 
ware store  to  cost  $10,000  and  wants 
prices  on  all  materials.  Work  will  start 
in  about  six  weeks. 

Quebec,  Que. 

Plans  are  in  progress  for  two  stores 
costing  $100,000  each  for  C.  J.  Lock- 
well,  35  St.  Peter  St.  Architect.  Albert 
Morissette.  Jr.,  39  Bourgain  ville  Ave., 
will  call  for  tenders  about  March  1st. 

Regina,  Sask. 

Saskatchewan  Mortgage  &  Trust  Co;  p. 
Ltd.,  102  Darke  Blk.,  Regina.  acting  for 
(Continued  on  paRc  51) 


Tenders  Wanted 


Scaled  .tenders  will  lie  received  up  to  12  o'clock 
noon,  Thursday,  February  12th,  for  the  separate 
trades  required  in  the  construction  of  a  nine- 
roomed,  single  storey  public  school  building  at 
Islington,  Out. 

Plant  and  specifications  may  lie  seen  at  the 
office  of  the  Architects.  Smith  &  Wright,  50 
ltaliy    Point   Crescent.     Telephone  Junct.  80, 

Tenders  to  be  addressed  to  the  Architects  or 
tb  J.  A.  L.  Macpherson,  Esq.,  Chairman,  Isling- 
ton, Ont. 


Tenders  Wanted 


Lowest  tender  not  necessarily  accepted. 
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Tenders  Called  for 
York  Township 

Re-Advertisement 


Sealed  tenders  will  be  received  by  tin-  Council 
of  the  York  Township  up  to  noon  on  Saturday. 
February  14th,  1920.  for  each  of  tin-  Following 
contracts : — 

250  Hydrants,  more  or  less. 

250  Round  cast  iron  valve  covers  and  frames, 
more  or  less. 

Specifications,  forms  of  tender  and  further  in- 
formation may  be  obtained  on  application  to  the 
undersigned. 

The  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

The  Council  may  divide  the  contracts  as  they 
mav  deem  expedient. 

All  envelopes  must  he  plainly  marked  on  out- 
side what  tenders  they  contain,  and  they  must 
be  addressed  to — 

FRANK  BARBER. 

Township  Engineer, 
40  Jarvis  Street,  Toronto. 
January  27th,  1020.  r> 


Notice  to  Contractors 


i 


Tenders  will  be  received  by  the  City  of  Cal- 
gary, J.  M.  Miller,  City  Clerk,  up  till  February 
13th,  1920,  at  three  o'clock  p.m.,  for  the  con- 
struction of  a  Five-Span  Reinforced  Concrete 
llridge,  forty-two  foot  roadway.  Spans  one  bun 
dred  and  fifteen  feet.  Kids  to  be  received  on 
unit  basis  only.  For  information  re  plans  and 
specifications  and   conditions  of  contract,  apply, 

O.  W.  CRAIG,  City  Engineer, 
4-5  Calgary,  Alta 


Tenders  for 
Concrete  Abutments 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  the  Supply  of  Crushed  Stone,"  will  be  re- 
ceived by  the  undersigned  until  12  o'clock  noon 
on  Wednesday,  February  the  18th,  1920.  for  the 
supply  of  from  Three  Thousand  to  Four  Thous- 
and cubic  yat"ds  loose  measurement  of  three-inch 
stone,  spread  to  a  width  of  about  twenty  feet 
and  to  a  depth  of  not  less  than  five  inches  on 
the  Provincial  Highway  from  a  point  approxi- 
mately one  and  one-half  miles  east  of  the  Town 
of  Cornwall,  easterly  for  a  distance  of  two  miles. 

Contractors  will  quote  a  price  per  cubic  yard 
loose  measurement  for  stone  of  satisfactory  qual- 
ity spread  in  place  as  directed  and  work  will 
be  expected  to  commence  immediately  on  accept- 
ance of  tender.  Work  to  be  completed  not  later 
than  June  30th,  1920. 

Specifications  and  tender  envelopes  may  be  ob- 
tained on  and  after  Monday,  February  the  2nd, 
1020,  at  the  office  of  the  Resident  Engineer, 
Cornwall,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  Five  Hundred  Dollars, 
payable  to  the  Minister  of  Public  Works  and 
Highways.  Ontario,  must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  Ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN. 
Deputy  Minister  of  Highways. 

Department  of  Public  Highways', 

Toronto,  January  the  27th,  1920.  5 


Sealed  tenders  will  be  received  by  the  under 
signed  up  till  six  p.m.  on  Friday,  February  27th. 

1920,  for  the  construction  of  two  reinforced  con- 
crete abutments  containing  about  five  hundred 
(S00)  cubic  yards  of  concrete  in  all,  for  a  bridge 
to  be  erected  over  the  Duffis  Creek  at  the  River 
Roail  in  the  Township  of  Howard,  near  Thames 
villi-. 

Plans  and  specifications  may  be  seen  at  the 
office  of  W.  <>.  McGcorgc,  C.E.,  Chatham,  Ont.. 
or  at  the  office  of  the  undersigned,  Chatham,  Ont. 

Tenders  must  he  accompanied  by  marked 
cheques  for  at  least  5  per  cent,  of  the  amount 
of  the  tenders.  Security  of  the  same  amount 
will  he  required  for  the  due  performance  of  tin- 
work,  which  must  be  Completed  not  later  than 
August   1st,  1020. 

The  lowest  or  any  tender  not  necessarily 
accepted. 


L.   A.   PAKDO.  Esq., 

County  Roads  Supt., 
Chatham, 


Out. 


CITY  OF  BRANTFORD 


Tenders  for  Cement, 
Sewer  Pipe  and 
Crushed  Stone 


TENDERS 
for  Sewer  Pipe 


Sealed  tenders,  addressed  to  John  Morrison, 
City  Clerk,  Woodstock,  Out.,  will  be  received 
up  to  0  p.m.  on  Wednesday,  the  18th  day  of 
February,    for    the    supply    of   approximately  the 

following  quantities  of  sewer  pipe: — 


.".7  ft.  of  :i0  in. 

1600  ft  of  B0  in. 

-tu;  ft.  of  2i  in. 

(80  ft.  of  US  In. 


1!KMI  ft.  of  33  in. 

4000  ft.  of  27  in. 

1254  ft.  of  21  in. 

100  ft.  of  12  in. 


Sealed  tenders,  addressed  to  Aid.  Henry- 
Simpson.  Chairman  of  the  Board  of  Works,  in 
care  of  the  City  Clerk,  Rrantford,  Ont..  will  he 
received  until  12  o'clock  noon,  on  Thursday. 
February  19th,  1920,  for  the  supply  of  Cement. 
Sewer  Pipe  and  Crushed  Stone,  required  by  the 
City  of  Brantford  during  1020. 

Specifications  may  be  seen  and  form  of  Ten- 
der obtained  on  application  to  the  City  Engineer. 

The  lowest  or  any '  tender  not  necessarily  ac- 
cepted. 

T.  HARRY  JONES, 

City  Engineer. 

City  Hall,  Brantford,  Ont, 

January  2Sth,  1920.  5-6 


Town  Engineer  Wanted 
for  St.  Lambert 


Applicants  must  have  previous  experience  in 
municipal  works  and  administration,  be  legally 
qualified  to  practice  in  the  Province  of  Quebec, 
and  a  British  subject.  State  age,  qualifications, 
salary  required,  with  references,  to  J.  R.  Beatty, 
Secretary -Treasurer,  Town  Hall,  St.  Lambert, 
P.Q.,  on  or  before  5  p.m.,  Monday,  February 
23rd,  1920.  5(5 


and  such  other  si/es  and  quantities  as  the  city 
may   require  during  the  year. 

Specifications  and  further  particulars  may  be 
obtained  on  application   to  the  undersigned. 

F.  J.  URE. 

5  City  Engineer. 


Tenders  Wanted 


Sealed  proposals  will  he  received  ill  the  cjfficc 
of  Arthur  Sande.  Consulting  Engineer,  Hamil- 
ton. Ontario,  Canada,  for  the  following  work: — 

Contract  No.  1  :- — Buildings  for  a  200-ton  Sul- 
phite Pulp  Mill  to  be  erected  in  Bay  de  Chaleur, 
Ouchcc  site. 

Contract  No.  2: — Grading,  Excavation,  Pav- 
ing, Sewage  and  Water  Supply  for  the  townsite 
in  connection  with  the  mill. 

Contract  No.  3;—  150  houses  for  townsite.  All 
contracts  will  be  given  out  on  a  cost  plus  per- 
centage basis  with  a  fixed  commission. 

Forms  of  contracts,  specifications  and  plans 
will  be  ready  about  F'ebruary  12th,  and  bids  are 
due  February  25th.  A  deposit  of  $25.00  is  re- 
quired for  each  set  of  drawings,  specifications, 
etc.,  and  will  be  returned  when  plans  arc  re- 
turned. 

ARTHUR  SANDE,  Consulting  Engineer, 
313-315  Lister  Building, 
5  Hamilton,  Ontario. 


Tenders  for  Dredge  Work 


Sealed  tenders  will  be  received  by  the  Coun- 
cil of  the  Township  of  Chatham  up  till  eleven 
o'clock  a.m.  of  Wednesday,  February  25th,  1920, 
at  the  Township  Office,  Scane  Block,  Chatham, 
Ontario,  for  the  work  of  excavation  in  connec- 
tion with  the  improvement  of  the  Little  Bear 
Creek  Drain  in  the  Townships  of  Chatham  and 
Dover. 

Plans,  specifications  and  form  of  contract  may 
be  seen  at  the  office  of  the  Township  Clerk.  A. 
McArthur,  Tupperville.  Ontario,  or  at  the  office 
of  W.  G.  McGeorge,  C.E..  Chatham,  Ontario. 

Each  tender  must  be  delivered  to  the  Town- 
ship Clerk  and  must  be  accompanied  by  a  marked 
cheque  on  a  Canadian  chartered  bank  for  at  least 
5%  of  the  amount  of  the  tender,  which  cheque 
will  be  forfeited  if  the  contractor  should  fail  to 
enter  into  the  contract  if  it  is  awarded  to  him. 

The  lowest  or  any  tender  not  necessarily  ac- 

CeP,eJ'  ALEX.  J.  TEMPLETON, 

4.7  ReeTve. 

Wanted— Price  for  Hauling 

Wanted  price  per  yard  mile  for  hauling  50,000 
vards  crushed  stone  on  highway  work,  out  of 
town.  Apply  Box  129,  Contract  Record,  To- 
ronto. 

CIVIL  ENGINEER  DESIRES  RESPONS- 
IBLE POSITION  with  engineering  or  contract- 
ing firm,  ten  years  practical  experience,  water, 
power,  drainage,  sewerage,  sewage  disposal,  roads, 
pavements,  etc.,  competent  instrument  man. 
draftsman  and  estimator.  At  present  engaged 
as  City  Engineer.  For  further  particulars  apply 
Box  116,  Contract   Record,  Toronto.  3-6 


February  4.  1920 
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Lignite  Utilization  Board 

The  Lignite  Utilization  Hoard,  J  Youville  Square.  Montreal,  hereby  calls  for  sealed  tenders  lor 
he  supply  of  material  and  erection  of  buildings  at  its  plant  near  the  town  of  Estevan,  Sask.  The 
York  comprises  the  purchasing  or  supply  of  material,  the  construction  of  a  group  of  industrial  huild- 
ngs  and  a  concrete  reservoir,  and  the  erection  of  a  water  tank  on  a  70  ft.  steel  tower.  The  build- 
jng  work  is  briefly  described   is  follows: — 


BoiMing 

Size 

Style 

Other  and  Laboratory 

  2!)'  x 

50' 

Brick  Veneer. 

  W  X 

44' 

Frame. 

Crusher  Building 

  15'  x 

20' 

Frame. 

2  Raw    Lignite   Kins.  . 

.  .  .  40'  high  x 

25' 

dia.  Reinforced  t'oncrcte. 

  84'  x 

40' 

Structural  Steel. 

Itrick  Curtain  Wall. 

I'arbonizer    Building    .  .  . 

  84'  x 

55' 

lirick  Curtain  Wall. 

Briquette  Bailding 

  55'  x 

42' 

Urick  Curtain  Wall. 

Briquette  Bin   

  SO'  x 

10' 

Frame. 

Tower  House   

 100'  x 

4S' 

Itrick    Hearing  Walls  and  Wood  Roof. 

  15'  x 

42' 

Reinforced  Concrete. 

00' 

Frame. 

A  number  of  workmen's  houses  may  lie  added  to  the  contract  later. 

Complete  plan>  ami  specifications  with  form  of  contract  and  tender  will  be  available  at  the 
Board  s  offices  in  Montreal,  or  at  the  office  of  Mr.  J.  M.  I.eamy,  Power  Commissioner,  for  the 
Province  of  Manitoba,  Winnipeg,  on  or  after  February  0th,  1020.  Iiids  will  close  at  the  Hoard's 
offices  in   Montreal  at  noon  on   Saturday.   March  tith.  1020. 

Correspondents  who  are  not  known  to  the  Hoard  will  be  furnished  with  the  specifications,  plans, 
etc.,  on  depositing  ten  dollars,  which  amount  will  be  refunded  upon  the  return  of  the  specifications 
and  plans. 

The  lowest  or  any  tender  not  necessarily  accepted. 


LESSLIE  R.  THOMSON. 
Montreal,  January  JSth.  1920. 


R.  A.  ROSS, 

Chairman. 


Tug  For  Sale— "Buffalo  Type" 


Length  75  ft.,  main  breadth  17  ft.,  draft  8  ft. 
in.  Engine  Steeple  compound.  12J4  x  2N. 
quipped  with  surface  condenser  and  fresh  water 
anks.      Hunker   capacity   30  tons. 

Address  to 

LACHANCE  LIMITED, 
>-*  90   Dalhousie  St.,  Quebec. 


For  Sale 


Granite  Quarry  with  complete  Handling  and 
Crushing  Plant.  Good  shipping  facilities  by 
rail  and  convenient  to  market.  Box  130,  Con- 
tract Record,  Toronto.  5 


FOR  SALE 


Grey  Stock  Brick  Plant,  in  thriving  city  in 
Western  Ontario,  doing  good  business,  and  has 
equipment  to  turn  out  24,000  brick  per  day. 
Owner  retiring.  Apply  Box  119,  Contract  Re- 
cord, Toronto.  3-6 


Manager  Wanted  for  Canadian 
National  Newspapers  and 
Periodicals  Association 

To  act  also  as  Secretary- 
Treasurer,  and  carry  on  the  As- 
sociation's general  work,  under 
the  direction  of  the  President 
and  the  Board  of  Directors, 
study  the  interests  of  the  vari- 
ous classes  of  publications  in 
the  Association,  and  plan  and 
carry  on  promotion  work  in 
their  interests.  Applicants 
should  understand  advertising 
and  merchandising. 

Apply  in  writing  only,  stating 
age,  full  details  of  experience, 
and  salary  expected.  Applica- 
tions will  be  treated  as  confi- 
dential. 

Address  Acton  Burrows,  Pre- 
sident, Canadian  National  News- 
papers &  Periodicals  Associa- 
tion, 70  Bond  Street,  Toronto. 


Business  Buildings  and  Indus- 
trial Plants 

(Continued  from  page  49) 

owner,  K.  Austin,  'ioronto,  are  having 
plans  prepared  for  offices  and  stores 
costing  $30,000.    Manager,  C.  Y.  Smith. 

Swift  Canadian  Co.,  1749  Scarth  St., 
Regina,  have  secured  site  upon  which 
they  plan  to  erect  cold  storage  and  ware- 
house building;  cost,  $250,000.  Address 
Local  Manager. 

Canada  West  Electric  Co.,  1221  Osier 
St.,  contemplate  erection  of  warehouse 
costing  $8,000.  Manager,  E.  B.  Murphy. 
It  is  also  planned  to  expend  $30,000  on 
buildings  shortly. 

St.  Johns,  Que. 

E.  Normandin  contemplates  building 
extension  to  straw  hat  factory  on  St. 
Charles  St.;  cost,  $10,000.  Tenders  will 
be  called  in  spring. 

St.  Mary's,  Ont. 

J.  &  J.  J.  Allen,  Allen  Theatre,  Rich- 
mond &  V  ictoria  Sts.,  Toronto,  have  pur- 
chased Dickson  Block  and  will  remodel 
for  theatre.  Architect,  W.  G.  Murray, 
Dominion  Savings  Bldg.,  London. 

Stratford,  Ont. 

Jas.  Russell,  architect,  Downie  St.,  is 
being  retained  by  Kindel  Bed  Co.,  On- 
tario St.,  to  prepare  plans  for  boiler 
house.  Supt.,  Mr.  Jones.  250  h.p.  boiler 
will  be  installed. 

Toronto,  Ont. 

Tenders  will  be  called  within  two 
weeks  for  addition  to  office  building  cost- 
ing $80,000  for  .Percy  Hermont,  Imper- 
ial Optical  Co.,  Hermont  Bldg.  Archi- 
tects, Brown  &  McConnell,  Manning 
Chambers. 

J.  Peacock,  187  King  St.  E.,  calls  for 
tenders  on  steel,  roofing,  plumbing,  paint- 
ing, plastering,  heating  and  electrical 
work  for  factory  costing  $10,000. 

W.  L.  Somerville,  architect,  1  Bloor 
St.  E.,  has  plans  and  calls  for  tenders  on 
one  storey  dry  cleaning  plant  to  be 
erected  on  Calvin  Ave. 

Muirhead's  Ltd.,  99  Yonge  St.,  have 
purchased  old  Imperial  Hotel  Bldg.,  7 
Adelaide  E.,  and  will  remodel  it  into 
restaurant. 

P.  H.  Finney,  architect,  79  Adelaide  St. 


E.,   will  call   tenders    shortly    for  two 
stores  and  apartments  costing  $10,000. 

C.  Gardiner,  Maples  Ltd.,  250  Vail 
Home  St.,  has  plans  drawn  for  store  and 
apartments  which  he  plans  to  erect  in 
spring. 

Vancouver,  B.  C. 

Tenders  will  be  called  at  once  for  store 
costing  $40,000  to  be  erected  for  Clark  & 
Stuart.  320  Seymour  St.  Architects, 
Downing  &  Kyle,  Metropolitan  Bldg. 

Plans  will  be  prepared  for  addition  M 
store  costing  $400,000  for  Woodward  De- 
partmental Stores  Ltd..  Abbott  &  Hast- 
ings Sts.  President.  Chas.  Woodward; 
manager.  W.  C.  Woodward.  Work  will 
start  in  May. 

Dalton  &  Eveleight.  architects,  015 
Hastings  St.  W.,  are  revising  plans  for 
printing  plant  to  cost  about  $50,000. 

CONTRACTS  AWARDED 
Cap  de  la  Madeleine,  Que. 

Fire  station  costing  $11,400  for  Muni- 
cipality: Plumbing,  Massicotte  &  Ere- 
res;  steel,  Phoenix  Bridge  &  Iron 
Works  Co.,  83  Colborne  St.,  Montreal; 
cement,  J.  B.  Loranger,  45  Des  Forges 
St.,  Three  Rivers. 

Montreal,  Que. 

James  Shearer  Co.,  225  St.  Patrick 
St..  have  general  contract  and  masonry, 
and  will  let  sub  trades  for  factory  cost- 
ing $80,000  for  Consumers  Cordage  Co., 
283  St.  Patrick  St.,  and  also  for  addi- 
tion to  plant  costing  $125,000  for  Mc- 
Clary  Mfg.  Co.,  23  Wellington  St. 

Napanee,  Ont. 

W.  J.  Jewell,  General  Contractor,  is 
arranging  for  addition  54  ft.  x  90  ft.  to 
C.  A.  Wiseman's  Garage.  Prices  wanted 
on  brick  and  roofing. 

Ottawa,  Ont. 

Dominion  Dept.  Public  Works  placed 
general  contract  for  addition  to  office 
building,  (D.S.C.R.).  with  Grant 
Bros.,  Bank  National  Bldg. 

Quebec,  Que. 

John  Quinlan  &  Co.,  1165  Green  Ave., 
Montreal,  are  doing  the  excavation  and 
concrete  work  for  C.  P.  Rly.,  head  office, 
Montreal,  on  the  erection  of  addition  to 
•  Chateau  Frontenac;  cost  $2,000,000. 

Regina,  Sask. 

Geo.   Minkley,  510  Westman  Chmbs., 
has  general  contract  for  stores  and  apart 
ments  costing   $43,000  for  Wm.  Sellers, 
Regina. 

Sherbrooke,  Que. 

E.  G.  M.  Cape  &  Co.,  10  Cathcart  St., 
Montreal,  have  general  contract  and  let 
sub  trades  for  factory  buildings  for 
Canadian  Connecticut  Cotton  Mills  Ltd. 
Architects,  Tobey  &  Sons,  Bedford, 
Mass. 

Three  Rivers,  Que. 

Extension  to  mill  costing  $3,000,000  for 
Wayagamack  Pulp  &  Paper  Co.:  Steel, 
Dominion  Bridge  Co.,  Dominion  Station, 
Lachine,  Que.;  paper  machines,  Jephsey 
Jackson,  Ltd.,  London,  Eng.  Work  is 
being  done  by  day  labor  by  Company's 
staff;  roofing  will  be  let.  Manager,  Frank 
I.  Ritchie. 

Chs.  Lecler,  3  Craig  St.,  has  general 
contract  for  two  tenements  and  two 
stores  costing  $15,000  for  R.  Godin. 

Toronto,  Ont. 

Theatre  costing  $300,000  for  Loews 
Syndicate,  New  York  and  189  Yonge  St., 
Toronto:  Plastering,  R.  C.  Dancy,  07 
Kendall  Ave.;  painting,  Fred  G.  Rob- 
erts Co.,   100  Wells  St.;  roofing,  Cana- 
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ilian  Johns-Manville  Co.j  L9  Front  F.; 
marble,  tile,  terrazzo  and  scagliola, 
Marble  &  Tile  Ltd.,  *6  Richmond  W  . 

Victoria,  B.  C. 

Garage  costing  $11,000  for  11.  \.  Da- 
vie., 847  Yates  St.,  Vancouver:  Gen- 
eral contract,  Cariitt  Bros.,  1,303  Glad 
stone  Ave.,  Vancouver;  painting,  Mellor 
liros.,  Hi9  Broughton  St.,  Vancouver; 
plumbing,  McDowell  &  Mann,  70S  Yates 
St.,  Vancouver;  electrical  work.  Hawk 
ins  &  Hay  ward,  1007  Douglas  St.,  Van- 
couver. 

Waterloo,  Ont. 

Dickie  Construction  Co.,  Ryrie  Bldg., 
Toronto,  have  contract  for  superstruc- 
ture on  addition  to  office  building  cost- 
ing $200,000  for  Mutual  Life  Assurance 

Co.  .-v.,.*- 

Windsor,  Ont. 

Canadian  Stewart  Co..  ft.  of  Henry 
St.,  Toronto,  have  general  contract  and 
will  let  smaller  trades  for  factory  and 
power  house  costing  $250,000  for  Bur- 
roughs Adding  Machine  Co.,  Piquette 
Ave.,  Detroit,  Mich. 

Rotenberg  &  Yolles  Construction  Co., 
Kent  Bldg.,  Toronto,  have  general  con- 
tract for  theatre  for  J.  &  J.  J.  Allen, 
Allen  Theatre,  Richmond  &  Victoria 
Sts.,  Toronto. 


Residences 

Aurora,  Ont. 

Tenders  will  be  called  in  a  few  days 
on  all  trades  for  residence  for  C.  H. 
Sheppard.  Waubashene.  Ont.  Architect, 
A.  S.  Mather,  307  Manning  Chambers, 
Toronto. 

Chicoutimi,  Que. 

Alfred  Lamontagne.  architect,  is  pre- 
paring plans  for  residence  costing  $10,- 
000  for  J.  L.  Simard. 

Drummondville.  Que. 

Plans  are  in  progress  for  erection  of 
150  workmen's  residences  under  Town's 
Housing  Scheme.  Mayor,  J.  O.  Mont- 
plais;  clerk,  Walter  Moisan,  N.  P. 

Kelowna,  B.C. 

S.  MacLure,  architect,  404  Union  Bank 
Bid.,  Victoria,  B.C..  has  been  retained 
by  Rev.  Graham  Brown,  Kelowna.  to 
prepare  plans  for  residence;  cost,  8,000. 

Kentville,  N.  S. 

Roy  Calkin  has  purchased  site  at 
"Oaklands"  for  residence  to  cost  $7,000, 
and  plans  to  build  shortly. 

Kitchener,  Ont. 

R.  T.  Best,  64  Weber  St.  E..  plans  to 
erect  residence  costing  $5,000  and  will 
receive  tenders  until  Feb.  15th  for  gener- 
al contract,  masonry,  carpentry,  roofing, 
plumbing,  heating,  plastering,  painting 
and  electrical  work. 

A.  H.  Koepke,  91  Chapel  St.,  is  erect- 
ing one  residence  costing  $7,000  and  two 
residences  costing  $5,000  each  and  is  car- 
rying out  carpentry  and  roofing.  Ten- 
ders called  until  Feb.  6th  for  masonry, 
plumbing,  heating,  plastering,  painting, 
and  electrical  work. 

Kitchener  Construction  Co.  calls  for 
tenders  until  Feb.  15th  for  plumbing, 
beating  and  electrical  work  for  eleven 
residences  costing  $3,500  each.  Secy., 
Walter  Harttung,  care  Waterloo  Loan 
&  Savings  Co.,  Kitchener. 

Chas.  H.  Knechtel,  architect,  31  Court- 
land  Ave.  W.,  is  preparing  plan's  for 
bungalow  costing  $4,000  for  H.  Heim- 
becker,  Dill  St.  Owner  will  receive  ten- 
ders from  Feb.  5th  until  Feb.  26th  for 


general  contrail  and  until  March  6th  for 

masonry,  carpentry,  rooting,  plumbing, 
beating,  plastering,  painting  and  elec- 
trical work.  Clans  with  architect  ami 
owner . 

A.  II.  Koepke,  !)1  Chapel  St.,  calls  for 
tenders  until  Ceh.  15th  for  masonry, 
plumbing,  beating,  plastering,  painting, 
and  electrical  work  for  two  residences 
costing  $5,000  each. 

• 

London,  Ont. 

Kay  1-awson,  care  Lawson  &  Jones, 
Clarence  St.,  plans  to  make  complete 
alterations  to  and  reinodelment  of  resi- 
dence. 

Montreal,  Que. 

Mr.  Colin  O.  Cameron,  418  Clarke 
Ave.,  plans  to  erect  residence  on  Clarke 
Ave,    Work  will  no  ahead  111  Spring. 

Arsene  Campbell,  188  Selby  Ave.,  and 
Arsene  Choquetie,  170  Bourbonniere 
Ave.,  each  contemplate  erecting  a  resi- 
dence. 

Ottawa,  Ont. 

Millson  &  Burgess,  architects,  209 
Sparks  St.,  have  plans  and  call  for  bulk 
or  separate  tenders  until  Feb.  12th  on 
alterations  to  apartments  costing  $12,- 
000  for  Mrs.  K.  Quain,  305  Wilbrod  St. 

Mr.  Dadson,  246  Sparks  St.,  contem- 
plates erection  of  apartments  on  Waver- 
ly  St. 

W.  E.  Noffke,  Central  Chambers, 
Elgin  St.,  has  plans  and  calls  for  ten- 
ders until  Feb.  7th  on  alteration  of 
building  into  apartment  house  costing 
$10,000  for  Dr.  J.  Chabot,  M.P.,  Laurier 
Ave.  and  College  Ave. 

Renfrew,  Ont. 

Chas.  A.  Duff  plans  to  rebuild  resi- 
dence on  Renfrew  St.,  recently  destroy- 
ed by  lire;  cost,  $6,000. 

St.  Marys,  Ont. 

Sam  Bartlett  plans  to  erect  residence 
on  Queen  St.;  cost,  $9,000. 

Telfordville,  Alta. 

Wm.  Waiker  plans  to  erect  residence 
costing  $4,000.  Carpentry,  roofing,  plas- 
tering and  painting  will  be  let. 

Three  Rivers,  Que. 

Mrs.  E.  S.  de  Carufel  plans  to  build 
addition  to  tenements;  cost,  $6,000. 

Toronto,  Ont. 

W.  M.  Moorley.  136  Eglington  Ave. 
E.,  calls  for  tenders  on  roofing,  plumb- 
ing, painting,  plastering,  heating  and 
electrical  work  for  apartment  house  and 
two  garages  costing  $15,000. 

H.  W.  Waters,  75  Elmer  Ave.,  is  erect- 
ing two  residences  costing  $8,500  each, 
and  not  one  as  previously  reported. 

Geo.  E.  Jordan,  335  Mt.  Pleasant  Rd., 
has  plans  drawn  for  two  residences  cost- 
ing $6,000  each  and  will  start  work  this 
spring. 

Grimshaw  Bros.,  800  Danforth  Ave.,  are 
erecting  five  bungalows  costing  $4,500 
each.  Plumbing,  heating,  plastering  and 
electrical  work  will  be  let. 

W.  H.  Kerwin,  40  Patricia  Dr.,  has 
plans  drawn  for  two  residences  costing 
$6,000  each,  and  will  carry  out  masonry 
and  carpentry.  Plumbing,  roofing,  heat- 
ing, plastering,  painting  and  electrical 
work  will  be  let. 

Plans  are  drawn  for  one  pair  of  resi- 
dences costing  $3,500  each  for  Fred 
Holt,  66  McGee  St.  Prices  wanted  on 
all  materials  and  trades. 

Andrew  B.  Law,  1678  Dufferin  St.,  has 
plans  drawn  for  two  bungalows  costing 
$6,000  each.  Erection  in  Spring  planned. 

Tenders  called  by  Wm.  Pidgeon,  41 
Nairn  Ave.,  for  plumbing,  heating,  plas- 


tering, painting  and  electrical  work  on 
one  pair  of  residences  costing  $4,500 
each. 

W.  G.  Hiscock,  67  l!;irtlett  Ave.,  calls 
for  tenders  on  plumbing,  heating,  plast- 
lering  and  painting  lor  residence  costing 
$6,000. 

Thos.  H.  Litster.  38  Front  St.  F.,  hks 
plan:,  drawn  for  residence  costing  $6, .*.(>.) 
and  will  let  all  trades. 

Winnipeg,  Man. 

G.  C.  Errett,  905  Banning  Ave.,  plans 
to  erect  residence  and  wants  prices. 

CONTRACTS  AWARDED 
Kitchener,  Ont. 

A.  H.  Koepke,  91  Chapel  St..  has  roof- 
ing and  carpentry  for  residence  costing 
$5,000  for  Albert  I  !i  ndernagle.  Home- 
wood  Ave.  Owner  calls  tenders  until 
Cell.  7th  for  masonry,  plumbing,  heating, 
plastering,  painting  and  electrical  work. 

Eleven  residences  costing  $3,500  each 
for  Kitchener  Construction  Co.:  Elec- 
trical work,  John  Hainsworth,  Queen  St. 
S.;  plumbing  and  heating,  Hollinger  & 
Durst,  65  Frederick  St.;  tinsmithing.  J. 
Elliott,  care  Walter  Harttung,  care  Wa- 
terloo Loan  &  Savings  Co.,  King  St.. 
Kitchener. 

W.  X.  McFachren  Sons  Ltd.,  Huron 
&  Erie  Bldg.,  Windsor,  have  general 
contract,  masonry,  carpentry,  roofing 
and  plastering  and  call  for  tenders  un- 
til March  15  for  plumbing,  heating,  paint- 
ing and  electrical  work  on  90  residences 
costing  $4,200  each  for  Kitchener  Con- 
struction Co. 

Montreal,  Que. 

Six  residences  costing  $5,000  each  for 
Duquette  &  Patenaude,  2668  Park  Ave.: 
Roofing,  J.  A.  Lamarche,  266  Outre- 
mont  Ave.;  electrical  work,  Lacasse 
Rousseau,  250  Beaver  Hall  Hill;  plumb- 
ing and  heating,  J.  A.  Brule.  2279  Chris- 
tophe  Colomb  Ave.;  plastering  and 
painting,  J.  Gagne,  care  owner;  brick, 
Alfred  GagnonT  2639  St.  Urbain  St. 

Cottage  costing  $8,000  for  C.  DeGuise, 
364  Addington  Ave.:  Millwork,  H.  Ma- 
thieu  &  Co.,  14  Clarke  St.;  plumbing  and 
heating,  A.  Blais,  3  Langevin  Ave.;  plas- 
tering, G.  Rochefort,  108A  Stadacona 
Ave,;  hardware.  Durand  Hardware  Co., 
370  St.  James  St.;  marble  and  tile,  Emile 
Lepage,  34  St.  Vincent  St.  Bissonette  & 
Sauvegeau.  178  Stadacona  St.,  carry  out 
masonry,  roofing,  painting,  glazing  and 
electrical  work  in  addition  to  general 
contract. 

Three  residences  costing  $5,000  each 
for  J.  P.  Tremblay,  293  Prudhomme 
Ave.:  Roofing,  J.  A.  St.  Amour,  2171  St. 
Denis  St.;  electrical  work,  O.  Labelle, 
419  Addington;  plumbing  and  heating,  A. 
Blais,  2  Langevin;  plastering.  J.  B.  Xan- 
tel,  90  Old  Orchard;  brick,  Jean  Cassi- 
ani,  933  Henri  Julien;  tiling,  Emile  Le- 
Page,  34  St.  Vincent  St. 

Ottawa,  Ont. 

Residence  costing  $5,100  for  Miss  Eth- 
el Ronan,  156  Irving  Ave.:  Electrical 
work.  E.  G.  Tressider,  58  Fifth  Ave.; 
plumbing.  J.  P.  Band  &  Co.,  775 
Bank  St.;  heating,  Capital  Hardware  Co., 
845  Bank  St. 

Residence  costing  $11,000  for  H.  H. 
Brennan,  care  architects.  Richards  & 
Abra,  126  Sparks  St.:  Electrical  work, 
E.  G.  Tressider.  58  Fifth  Ave.;  plumbing 
and  heating,  J.  P.  Band  &  Co.,  775  Bank 
St.;  plastering,  Murphy  &  Morrow.  Bil- 
lings Bridge;  painting,  G.  T.  Green, 
Bank  and  Fourth  Ave. 

Residence  costing  $5,000  for  Geo.  Ma- 
son Estate:  General  contract  and  paint- 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 


WRITE  FOR  PRICES  AND  SPECIFICATIONS 

THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative: 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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FOR  SALE 
Steam  Shovel 

18  B.  BUCYRUS 

Traction  Wheels  7  8  Dipper 

Steam  Roller 

14  Ton  Kelly  Springfield 

Gasoline  Roller 

10  Ton  OHIO 

WRITE  FOR  PARTICULARS 

Eastern  Equipment  Co. 

MONTREAL     1  imit«d 


To  Road  Contractors 

La  r  g'  e  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
•  contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally a  d  v  a  n  t  a  g cons 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

400  McKinnon  Building 
TORONTO 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
TRY  OUR  SILLS  AND  CORNICE 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

Wc  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office «nd  Works-63  E.pl.n.de  E.  TORONTO 
Phones— Main  904  and  905 


Crushed 

Stone 
Steel  and 
Wood 
Water  Pipe 


T.  A.  Morrison  &  Co.,  20m qntrea l  ' ' 


ing,  Cutnbertrfori  &  (  lark,  43  Hawthorne 
Ave.;  electrical  work,  E.  G.  Trestider, 
58  Fifth  Ave.;  plumbing  and  heating,  .1. 

P.  Hand  &  Co.,  77.1  Mank  St.;  plastering, 
TflOS.    Patterson,   TO    Rosedale  Ave. 

Toronto,  Ont. 

I'our  bungalows  costing  $4,500  eacll 
lor  I'.  Code  Brown,  care  Cox  cV.  Cum- 
mings  Ltd.,  Canada  Life  Bldg.,  Kin^ 
St.  VV'.:  Electrical  work,  F.  \V.  Palmer, 
in;  Bellefair  Ave.;  plumbing  and  heat- 
ing, \V.  K.  Manners,  '>:\'>t\  (Jueen  St.  K 


Power  Plants,  Electricity  and 
Telephones 

Edmonton,  Alta. 

\V.  Cunningham,  Supt.  oi  Tower  I'lant. 
has  recommended  City  Council  to  pur- 
chase a  7, .100  K.W.  unit  to  be  installed 
at  power  plant.  Mayor,  Jos.  Clarke, 
Civic  lilock. 

Humboldt,  Sask. 

F.  W.  1).  Thompson,  clerk  for  Town, 
calls  for  tenders  until  Feb.  6th  for  two 
boilers  and  generating  unit  complete. 
Specifications  with  Electrical  Supt., 
1 1  umbpldt., 

Orillia,  Ont. 

OriUia  Water.  Light  &  Power  Com- 
mission plans  reconstruction  if  power 
line  No.  2;  cost,  $16,870.  CI..,.;  man.  C. 
H.  Hale,  Orillia;  engineer,  EL  II.  Starr. 
Orillia.  Poles, 'cross  arms  and  bolts,  in- 
sulators for  high  tension  wires  and  wire 
to  be  purchased. 

Quebec,  Que. 

Bel]  Telephone  Co.  of  Canada.  lis 
Notre  Dame  St.  \\ '.,  Montreal,  plan  to 
erect  telephone  exchange  on  St.  Foyes 
Rd.  Manager,  F.  G,  Webber;  local  man- 
ager, L.  Helcourt.  Addition  to  St.  John 
St.  Exchange  may  also  be  built. 

Springbrook,  Ont. 

Rawdon  Township  Council  will  secure 
estimates  for  cost  of  Hydro  extension 
throughout  Township.  Clerk.  W.  E.  Hate- 
man.  Springbrook. 

St.  Joseph  D'Alma,  Que. 

Municipality  plans  Hydro  Electric 
Power  Development.  Secy.-treas.,  Frs. 
Eradette.  Construction  of  flour  mill  also 
planned.  Work  will  probably  go  ahead 
in  Spring. 

St.  Marys,  Ont. 

Blanshard  Township  Council  will  se- 
cure estimates  for  hydro  power  line; 
by-law  may  be  submitted  later.  Clerk,  J. 
H.  Jameson,  St.  Mary's,  Ont. 

Yorkton,  Sask. 

City  is  seeking  to  obtain  from  Local 
Gov't.  Bd.  permission  to  raise  $200,000 
for  construction  of  power  plant.  City 
Clerk.  F.  J.  Pilkington. 

CONTRACTS  AWARDED 

Riverhurst,  Sask. 

Riverhust  Rural  Telephone  Co.,  secy.- 
treac,  E.  T.  Hill,  placed  general  contract 
for  telephone  system  costing  $1.1,000 
with  Albert  Olson.  2114  Robinson  St., 
Regina. 


Incorporations 

Ottawa,  Ont. 

Ambrosia  Beverages  Co.  was  recently 
incorporated  with  capital  of  $90,000  and 
plans  to  erect  factory.  Interested,  J.  Lu- 
cien  Giguere,  400  Cumberland  St.;  E. 
D.  Lowe,  17.1  Nepean  St. 


BOOKS 

on  Building,  Engineering  ami  all  Technical 
Subjects,  Secondhand  at  half  prices.  New  st 
lowest  prices.  Slate  wants  and  send  (or  fata- 
hjeuf   No.  'Si,  post  free. 

WK  HAVE  THE  BOOKS  YOU  WANT. 
Books  Bought.  Best  Prices  Given. 

W   &  G    FOYLE,  LTD, 
121  125.   Charing   Cross   Koad.   London,  Eng 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
Branches:  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also   Bonds  for  Special  Purposes 


THE 

Canadian  Surety  Co. 

CONTRACT  AND  GUARANTEE 
BONDS  oi  every  description. 

Automobile,   Burglary,   Plate  Glass 
INSURANCE. 

Head  Office:  26  Wellington  Street  E. 

Toronto,  Ont.  Phone  M.  2609-  1840 

Branch  Offices; 
Montreal   Trust    Bldg.,   Montreal,  Que. 
008  Paris  Bldg.,  Winnipeg,  Man. 
Representatives  in  all  Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 


me  411  ill 

Mnnb  toil 


Let  us  acid  your  name 
to  our  list  of  satisfied 
Contractors,  who  appre- 
ciate that  our  first  con- 
sideration is  Service. 


TSLmttb  #tatps  JFtoplttg  $c 
(Suarantij  (Enmpang 


Resources  Over  - 
Canadian  Securities 


$20,000,000 
$1,162,000 


Iliad  OBut 

36  Toronto  St.  -  TORONTO 

Branch  Ofiees 
Paris  BuiWinj      ■  WINNIPEG 
112  Si.  James  Si.  -  MONTREAL 

ARTHUR  E.  KIRIfATRICX. 

SIONBY  W.  BAND,  CmrW  Mwmfwr 

W  R.  KIRKPATRICK. 
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The  Arctic  Water  Meter 


A  PRACTICAL 
FOR  ALL 


WATER  METER 
SEASONS 


The  top  casing  is  made  of  bronze  vvilli  a  cast  iron, 
breakable  bottom  plate,  strong  enough  to  resist  any 
unusual  pressure,  but  designed  to  break  when  ex- 
posed to  the  excessive  strain  imposed  by  freezing. 

When  the  water  freezes  the  added  pressure  of  the 
expanded  ice  breaks  the  lugs  from  the  bottom  of  the 
plate  allowing  the  disc  chamber  and  intermediate 
to  move  freely  with  the  expanding  ice,  the  chamber 
sections  separating  and  relieving  the  working  parts 
of  the  meter  from  any  damage. 

Made  in  M",  $i"  *  Va".  H"  and  1"  sizes. 
Send  for  booklet  and  further  particulars. 

Canadian  Sales  Agents 

Booker  &  McKechnie 

285  Beaver  Hall  Hill,  Montreal 


ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office— 
95  King  Street  East 
TORONTO 


Works- 
Cor.  Munition  and 
Commit noner  Street* 

TORONTO 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.     SAULT  STE.  MARIE,  ONT. 

SALES  OFFICE:  TADAMTO 

400  McKinnon  Building  m  M  1UKUW1U 
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Edwards  Street,  Kitchener,  Ont.,  "Tarvia-X"  pavement. 

Tar  viaTo  wns  in  Ontario 

These  three  Ontario  towns  shown  above 
have  had  the  usual  gratifying  experience 
with  Tarvia. 

In  1916  the  authorities  of  Kitchener  and 
Ingersoll  built  a  "Tarvia-X"  pavement  over 
a  concrete  base,  while  in  1913  Waterloo  fol- 
lowed the  specification  for  a  Tarvia  Modi- 
fied Modern  Pavement. 

In  the  future,  if  traffic  conditions  require 
it,  an  occasional  "Tarvia-B"  treatment  will 
keep  these  roads  in  excellent  shape— mud- 
less,  dustless,  frostproof  and  automobile- 
proof— at  an  extremely  low  cost  for  up- 
keep. 

Tarvia  is  the  material  that  has  made 


OxfonJ  St. 
Ingersoll,  Ont. 
Tarvia-X"  1!)10 


thousands  of  miles  of  roads  stand  up  under 
the  hard  usage  of  modern  motor  traffic. 

To  have  smooth  easy  avenues  of  trans- 
port and  travel  is  a  vital  necessity  of  any 
country.  They  are  the  arteries  of  com- 
merce and  trade,  and  today  are  forging  a 
new  link  between  the  producer  and  con- 
sumer. 

Such  roads  built  and  maintained  with 
Tarvia  cost  only  a  little  more  than  plain 
waterbound  macadam.  Their  superiority 
is  immeasurable  in  comfort  and  conveni- 
ence, and  their  extreme  cheapness  in  main- 
tenance makes  them  most  economical  in  the 
end. 

Illustrated  booklets  telling  about  the  vari- 
ous Tarvia  treatments  free  upon  request. 


Presert/es  Roads-Prevents  Dust 

'   ,.  i  ii  iimiiiminimii  miimiiiiiiiiiiiimiininiiiiimiiiiimii 


Special  Service  Department 

Tliis  company  has  a  corps  of  trained  engineers 
and  chemists  who  have  given  years  of  study  to 
modern  road  problems.  The  advice  of  these 
men  may  be  had  for  the  asking  by  any  one 
interested. 

If  you  will  write  to  the  nearest  office  regarding 
road  problems  and  conditions  in  your  vicinity, 
the  matter  will  be  given  prompt  attention 


mm 


MONTREAL  TORONTO  jhe 
WINNIPEG  VANCOUVER 


LIMITED 


Company 


lUIIIIIIIIIIHIIIIIIIIilliii 


llllllllllllllllllllllllllllll 

ST.  JOHN,  N.B.    HALIFAX,  N.S.I 
SYDNEY.  N.S. 

IIIIIIIUI1IIIIHII 
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It  Saves  Your  Coal 


and  Increases 
the  Efficiency 
of  the 

Heating  Plant 

Suitable  for 

Community  Heating, 
Large  Industrial  Buildings, 
Hospitals,  Laundries,  Etc. 

The  Montreal  Machine  Shop,  Ltd. 

481  Ontario  Street  East,  MONTREAL 

Sole  Agents  for  Ontario:  EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  Toronto,  Ont. 


THE  ECONOMIC  HEATER  is  guaranteed  to 
give  you  perfect  satisfaction  in  the  matter  of 
heating  and  hot  water  supply  for  any  sized 
building.  You  will  find  it  a  potent  factor  in 
the  saving  of  fuel,  while  its  efficiency  as  a 
heater  is  absolute  and  defies  competition. 
Adaptable  for  attachment  to  any  steam  sys- 
tem, it  is  easily  installed. 

We  will  be  pleased  to  demonstrate  its  value 
in  your  plant. 

ENQUIRIES  SOLICITED 
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WHEN  YOU  ARE  HOISTING 

You  must  have  dependable  equipment.    Let  us  tell  you  about 

Marsh  Hoisting  Engines 


MUSSENS  LIMITED 


Catalogue  on  request 

MONTREAL    QUEBEC— Pruneau  &  Co. 
WINNIPEG 

VANCOUVER  TORONTO- Confederation  Life  Bldg. 


This  Single-Stage  American  Centrifugal,  pumping  at 
rate  of  three  million  gallons  per  day  against  total  head 
of  412  ft.,  showed  79'/2  per  cent,  efficiency. 

Pump  is  shown  disassembled  to  indicate  accessibility 
due  to  split  shell,  construction.  Pump  is  of  the  diffuser 
type  with  enclosed  impeller.  The  installation  at  Lynch- 
burg, Va.,  was  a  pump  with  10-inch  suction  and  dis- 
charge openings.  Its  performance  represents  a  notable 
achievement  for  a  single-stage  centrifugal.  Further  de- 
tails on  this  and  some  50  other  standard  centrifugal 
pumps  we  build,  sent  you  on  request.  Ask  for  catalog 
149.     For  deep  well  pumps  request  catalog  130A. 

THE  AMERICAN    WELL  WORKS 

Gen.  Offices  and  Works,  Aurora,  111. 
Chicago  Office,  First  National  Bank  Bldg. 
Calgary,  Edmonton,  Montreal,  Chatham,  Vancouver,  Winnipeg. 


J.  G.  Allan,  President 


We  make  a  specialty  of 
unloading  cars  of 

SAND,  GRAVEL,  CRUSHED  STONE 
COAL,     CEMENT    AND  BRICK 

Get  our  Prices 

Contractors  Transport  Company 

Main  4570         401  Lumsden  Bldg.,  Toronto 


MACLEAN  REPORTS  tell  you 
where  the  projects  are  that  inter- 
est you  and  in  what  course  of  con- 
struction they  are  on  the  day  re- 
ported. You  know  at  exactly  what 
stage  of  the  work  to  approach  the 
buyer.  You  are  able  to  reduce  the 
percentage  of  wasted  time  and  lost 
orders  by  concentrating  on  the 
most  likely  opportunities.  Use 
MACLEAN  REPORTS  to  know 
all  the  opportunities.  Rates  and 
sample  on  request. 

MacLean  Daily  Reports  Ltd. 

345  Adelaide  St.  West,  Toronto. 


James  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturer!  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter 


for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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NO  TICE  ! 


We  beg  to  announce  that  the 
firm  of  Grant  &  Home,  doing 
business  in  the  Maritime  Prov- 
inces as  Engineers,  Contractors 
and  Shipbuilders,  with  Head 
Office  at  St.  John,  N.  B.,  has 
been  taken  over  by,  and  will 
be  continued  under  the  name 
of  J.  A.  Grant  &  Go.  Ltd., 
Head  Office  at  St.  John,  N.  B. 
This  change  will  be  effective 
from  January  1st,  1920. 


J.  A.  Grant  &  Co.,  Ltd. 

ST.  JOHN,  N.B. 


Ideas  and  Suggestions 
for  House  Trim 

Read  the  articles  on  the 
above  subject  by  W.  H. 
Shaw  now  running  in  the 
Canadian  Woodworker. 
Subscription  price  of  this 
publication,  100  pages 
monthly,  One  Dollar  a 
year. 

Order  from 

WOODWORKER    PUBLISHING   CO.,  LIMITED 
343  Adelaide  St.  West,  Toronto 


JSP 


Built  for  Service 


;  ■ 

Is, 

is 


The  Canadian  Radial  Drill  is  designed  particularly 
for  work  in  structural  shops.     For  seaming  and  counter- 
sinking large  surfaces  such  as  structural  shapes,  boilers,  plates,  long 
beams,  etc. 

SPECIFICATIONS 

Spindle  2-3/16"  diameter  No.  2  or  3  Morse  Taper  Spindle  travel  8l/2". 
All  gears  acccurately  cut  and  fitted. 
Carriage  wheels  equipped  with  roller  bearings. 
11"  x  14"  Tight  and  loose  pulleys  or  single  pulley  for  belt 
drive  to  motor,  or  direct  connected  to  motor 
15  ft.  Beam  will  drill  to  13'  6"  center. 
12  ft.  Beam  will  drill  to  10'  6"  center 
7  ft.  Beam  will  drill  to 
5'  6"  center. 


Write  Dept.  12  foi 
literature. 


rite:- 


CANADIAN  BLOWER  & 

FORGE  CO.,  LIMITED 

KITCHENER,  ONT. 


1 
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SPRINKLER 
TANKS 

AND 

TOWERS 

We  are  the  largest  manu- 
facturers in  Canada  of 
both  wood  and  steel 
Tanks  and  substructures 
for  factory  sprinkler  sys- 
tems and  for  Municipal 

RAILROAD  AND 

SUBURBAN 
WATER  SUPPLY 

We  shall  be  pleased  to 
furnish  you  with  all  the 
information  and  data  you 
may  require  on  this  class 
of  work. 

Send  us  your  blue  prints 
for  estimates. 


Send  for  special  Tank  and*  Tower  Catalogue 

Ontario  Wind  Engine  &  Pump  Co. 

Limited 

Toronto       Montreal      Winnipeg  Calgary 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 

Air  Compressors  Locomotives 

Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


Boilers 
Buckets 
Cars 
Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800-280] 
Yards  and  Shops — New  Toronto,  Canada 


THE  ENGINE/REFINEMENj 

Tor  {6e 

finest  boats  t/tatf/bat 


Conforming  to  factory  inspection  laws 

the  high  speed  Sterling  commercial  engines 
have  their  working  parts,  including  the  fly- 
wheel, completely  enclosed  as  a  protection  for 
the  operator. 


Sterling  Model  F,  4-cylinder,  75  B.H.P.  Engine,  direct  connected  to 
Worthington  3-stage  fire  pump  at  Berthierville,  Quebec,  suction  6", 
discharge  6",  capacity  900  gal.  per  min.,  speed  900  R.P.M. 

STERLING  ENGINE  CO.    Dept.  C-9     Buffalo,  N.  Y. 

12  to  300  H  P.,  speeds  of  400  to  1400  R.P.M. 


"  Absolutely 
Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 
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Gait  Art  Metal  Co. 


Ltd. 


Head  Office,  GALT,  Ont. 


MAKERS  OF  FINE 


Architectural  Sheet  Metal 
Building  Material 


INCLUDING 


Embossed  Steel  Ceilings  and  Interior  Decorations, 
Galvanized  Cornices,  Finials,  Ventilators,  Skylights, 
Roofing,  Wall  Ties,  Corrugated  Sheets,  Metal  Sidings, 
Eave  Troughing,  etc. 

Agents  for  Steel  Factory  Sash  and  Casements 


Hydrants 
and  Valves 


Material  and 
Workmanship 
Second  to  None 

Supplied  to  the 
City  of  Toronto 
and  York  Twp. 


Scotch  Derricks 

Hand  and  Power  from  y2  ton  to  6  ton 
capacity. 

Contractors'  Machinery,  Brick 
Machinery,  Grey  Iron  Castings, 
and  Gear  Cutting 


JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Piompt    Deliveries.        Attractive  Prices. 


Address  your  inquiries  to 

CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 

CHATHAM,  ONT.      275  Inshes  Ave. 

Associated  with 
PITTSBURGII-DES  MOINES  STEEL  CO. 
42  Church  St.  945  Curry  Uldg. 

New  York  City  Pittsburgh,  Pa. 

Des    Moines.    Iowa.    93S    Tuttle  Street 


Electric  Cranes 


Electric  and  Hand 
Travelling  Cranes 

Electric  and  Air 
Hoists 

NORTHERN  CRANE  WORKS,  LTD. 

WALKER VILLE,  ONT. 


MADE  IN  CANADA 


Architects — Include  in  Your  Plans  This 


Perfect  Heating  System 

One  of  the»first  essentials  of  a  modern  building  is  reliable  heating.  To  attain 
the  best  results  for  quick  circulation  throughout  the  pipes  and  radiators  of  the  build- 
ing, with  a  means  of  regulating  it  to  the  desired  temperature,  hot  water  can  be  used 
at  a  considerable  saving  of  expense  by  the  attachment  of 

 ;  THE  


MODERN  HEATER 


to  any  kind  of  boiler 

It  heats  the  water  by  steam  drawn  off  from  the  boilers,  the  water  passing 
through  its  coiled  pipes  where  it  acquires  the  necessary  heat  in  a  remarkably  short 
time,  and  circulates  rapidly  through  the  heating  apparatus  of  the  building.  It  has 
been  established  that  the  MODERN  HEATER  saves  25  per 'cent.  fuel.  It  is  adapt- 
able to  any  steam  heating  device  or  hot  water  system.  It  requires  neither  care  nor 
upkeep. 

Let  us  help  you  with  plans  and  specifications. 


Modern  Heating  &  Engineering  Co.  Limited 

83  Bleury  Street,  Montreal,  Que. 


Write  for  Booklet 
on  Modern  Heating 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


mm 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire-Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling— Positively  LEAK  PROOF. 
We  are  the  originators  of  the  BORED  OUT  Wood  Sleeve  Coupling. 
Write  for  Illustrated  Catalogue. 

850  Hastings  St.  W.      VANCOUVER,  B.C 


National  Iron  Corporation 


LIMITED 


Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 
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Galvaduct"  and  "Loricated1 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sola  Manufacturers  under  Canadian  and  U.  S.  Letter*  Patent 

Toronto       -  Canada 


BITUNAMEL 

Unsurpassed  (or  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


Saved-$ 1209.60  Per  Year 

In  1015  the  Iowa  (ias  &  Electric  Company.  Mount 
Pleasant,  Iowa,  completely  insulated  two  gas 
benches  of  six  retorts  each  with  4' inches  of 

Nonpareil 
Insulating  Brick 

For  Furnaces,  Ovens,  Boiler  Settings,  Etc. 

After  the  brick  had  been  in  service  for  nearly  four 
years,  Mr.  George  S.  Carson,  President  of  the  Com- 
pany, wrote  : 

"This  (the  insulation  of  the  benches)  resulted  in 
a  saving  daily  of  700  pounds  of  Franklin  County, 
111.,  coal  which  is  what  we  use  for  bench  fuel,  and 
sell  all  the  coke  we  make  from  the  retorts.  This 
saving  of  700  pounds  was  on  each  bench.  With 
the  cost  of  coal  $4.80  per  ton  you  can  readily 
figure  the  amount  saved  per  month  and  whether 
it  is  worth  while  to  spend  money  for  saving  heat. 
"We  have  four  boiler  settings  at  the  power  plant 
at  Washington  insulated  with  Nonpareil  Brick 
with  results  that  fully  warrant  the  cost  several 
times  over. 

"It  is  willful  waste  to  allow  this  heat  to  escape 
when  it  can  be  so  easily  saved." 


Two  pas  benches  with  walls  and  arches  insulated  with  Nonpareil 
Insulating  Brick,  Iowa  Gas  and  Klectric  Company, 
Mount  Pleasant.  lo»«. 

At  $4.80  per  ton,  this  saving  of  1,400  pounds  of 
coal  per  day  for  the  two  benches  amounts  to  $100.80 
per  month  or  a  total  of  $1209.60  per  year — a  return 
of  more  than  100%  annually  on  the  money  invested 
in  Nonpareil  Insulating  Brick.  These  figures  indi- 
cate clearly  the  fuel  savings  you  can  make,'  too,  by 
simply  insulating"  your  furnaces,  ovens,  boiler  set- 
tings and  other  high  temperature  equipment  with 
Nonpareil  Insulating  Brick.  Instead  of  allowing 
valuable  heat  to  go  to  waste,  Nonpareil  Brick  keep 
it  inside  where  it  can  do  useful  work. 


Are  you  interested?      Samples  and  full  information  will  be  sent  on  request,  without  obligation 

Armstrong  Cork  &  Insulation  Company,  Ltd.,  505  McGiii  Building  Montreal,  Que.,  Canada. 


JT\  i  f|   O   New  and  Relaying 
JTv^Vl  JL-iO  Switches,  Turntables,  Etc. 


Carried  in  Stock 


Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


CRANE  FLANGED  FITTINGS 

CRANE 

LIMITED  \ 

HEAD  OFFICE  &  WORKS 
I2SO  ST  PATRICK  ST 

MONTREAL 

BRANCHES:  Toronto.    Winnipeg,  Vancouver. 

SALES  OFFICES:  Halifax.     Quebec,     Ottawa,  Calgary. 
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RENFREW 
 LIME  

Brick,  Farm  Tile 

STRAIGHT  or  MIXED  CAR  LOTS 

Jamieson  Lime  Company 

Renfrew,  Ontario 


Tenders 


A  few  dollars  spent  in  advertising 
your  proposals  in 

The  Contract  Record 

would  result  in  additional  competition 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 


ECONOMY 


TIERING  ' 
MACHINES 

Combining  absolute 
stability  and  rigidity 
with  complete  safety 
these  machines  pro- 
vide the  ideal  way 
for  lifting  and  tier- 
ing units  of  bulk 
and  weight.  The 
name  of  the  machine 
and  the  true  des- 
cription of  its  opera- 
tion is  "Economy." 

Let  us  send  you  par- 
ticulars of  power  and 
hand  machines,  also 
of  our  barrel  storage 
steel  racks. 


Standard  Steel 
Construction  Go.  Limited 

Port  Robinson,  Ontario 


The  Concrete  Block  is  the  Coming  Building  Material 

The  high  price  and  scarcity  of  lumber  and  brick  has  made  it  necessary  for  BUILDERS  AND  CONTRACTORS 
to  resort  to  other  materials. 


The  Product 


The  Concrete  Block,  WHEN 
PROPERLY  MADE,  is  re- 
cognized as  the  logical  build- 
ing unit,  and  it  is  both 
superior  and  more  economic- 
al than  the  materials  now 
generally  used. 

CAST  STONE  BLOCKS 
are  made  from  the  wet-mix 
or  poured  concrete;  some- 
times called  the  slush  sys- 
tem. Every  person  who  is 
experienced  in  cement  work 
can  appreciate  the  advantage 
of  this  system  over  the  old 
method. 


THESE  BLOCKS  CAN  BE  FACED  WITH  GRANITE  AT  A  VERY  LOW  COST 

We  sell  to  only  one  person  in  each  city  or  locality;  that  is,  we  give  you  exclusive  right  to  your  territory 
It  can  be  truthfully  said,  without  fear  of  contradiction,  that  there  is  no  concrete  block  made  which  is  superior  to 
the  Cast  Stone  Block.  Manufacturers  in  the  following  cities  have  been  compelled  to  increase  their  output  and 
will  be  glad  to  give  you  any  further  information  which  you  might  require:  Toronto,  Chatham^  Windsor  Three 
Rivers,  Edmundston,  Niagara  Falls,  Sault  Ste.  Marie,  St.  Jerome,  Gait,  and  many  other  cities  and  towns  the  nam** 
of  which  we  will  gladly  furnish  upon  request.  uw"s>'  me  names 

Send  for  our  catalogue  which  describes  the  system  in  detail 

Cast  Stone  Block  and  Machine  Co.  Limited,  300  Howard  Ave.,  Windsor,  Ont 
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Workt  at  Walkervllle.  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see 


flMITED 


VALVE-HYDRANT  MANUFACTURERS 

WALKERVI LLE ,  ONT. 


Algoma 

Structural  Steel— Merchant  Bars 


Blooms.  Billets  and  Slabs 


Concrete  Reinforcing  Bars 
Shafting — Pulleys  —  Hangers 
Iron,  Brass  and  Bronze  Castings 

STEEL  RAILS— QP^  Hearth  Quality 
All  Sections— 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 


Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 


Basic 


Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 


LIMITED 


Sault  Ste.  Marie 


Ontario 
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Save  Coal  and  Power 

Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 

BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


CHAIN 

Crane,  Dredge,  Conveyor, 
"Hercules"  Steam  Shovel, 
Anchor,  Sling  Chains, 
Common  Coil  Chain. 

Write  for  our  Catalogue 

McKinnon  Columbus  Chain 

LIMITED 

ST.  CATHARINES  ONTARIO 


For  Sale 

Industrial  and  Contractors' 
Equipment 

1 — Brown  Hoist  Locomotive  Crane,  8-vvheel,  35  ft.  Boom.  Just 

overhauled.     Immediate  shipment. 
4 — 36  in.  Gauge  14  to  18  Locomotives. 
10 — i  yd.  2-way  K  &  J  Dump  Cars,  36  in.  Gauge. 
1 — lA  yd.  Smith  Concrete  Mixer. 
1 — H  yd.  Smith  Concrete  Mixer. 
1—H  yd.  Clam  Shell  Bucket. 
1—1'A  yd.  Clam  Shell  Bucket. 

T.  J.  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  5185.    Nights,  Park.  6906. 


We  Make  Everything 
in  Wirework 


With  an  experience  of  over  a  half- 
century  we  have  acquired  the 
special  knowledge  and  skill  de- 
manded by  wire-working. 
Two  large  plants  at  your  dis- 
posal, turning  out  great  quanti- 
ties of : 

Wire  Screens,  Wire  Window 
Guards,  Wire  Partitions,  Wire 
Mats,  Wire  Machinery  Guards, 
Wire  Panels,  Wire  Racks,  Wire 

Baskets,  Wire  Doors,  Wired 

Railing,  Wire  Signs,  Garden 
Goods,  etc. 

We  Also  Make 

Steel  Lockers,  Shelving,  Bins,  Cabinets,  Stools, 
Chairs,  Etc.    Ornamental  Iron  and  Bronze. 
General  Builders'  Ironwork. 

Write  for  Folders 
The  Dennis  Wire  and  Iron„  ., 

  Hamilton 


Wire  Guard 
(Channel  Iron 
frame) 


Montreal 

Ottawa 

Toronto 


Works  Co.  Limited 
London 

CANADA 


Winnipeg 

Calgary 

Vancouver 


Wire 
Cloth 


Concrete  Bonding 
Lockers  for  Clothes 
Iron  Stairways 


Perforated 
Metals 


Wire  Screening  ! 
for  all  purposes 

|       CANADA  WIRE  &  IRON  GOODS  CO.  HAMILTON 
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Current  Prices  of  Building  and  Engineering  Materials 


thirk  and  thicker,  $5.00.  Circular  plates- 
Flange  quality,  36  in.  dimension  and  ovci, 
$5  70;  under  36  in.  diameter,  $6.15.  Ileaoii 

and  channel! — Under  35  11)9.,  per  vd.,  $5.00; 
35  lb».  per  yard  and  over,  $0.28,  f.o.b.  Mont' 

treat,  net  cash.  Corrugated  iron — 26  gauge 
$10.00;  28  gauge,  $0.29  pier  100  aq,  ft.,  sub- 
ject to  change  without  notice.  Copper  bear- 
ing sheets— Keystone  black,  28  U.  S.  gauge, 
$7.25  per  100  lbs.  nominal.  Cast  iron  pipes, 
standard  prices,  car  load  lots,  $80  (or  6  in. 
and  larger,  and  $83  for  4  in. 

SEWER  PIPE 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $3.30  per  bbl.  ; 
with  bags,  $4.10;  car  lots,  $2.45  on  the  track, 
with  pkgs.,  $3.25;  5c  per  bbl.  discount  20 
days. 

Lime — in  bulk— grey  69c,  white  79c  per  100 
lbs.,  delivered,  if  not  less  than  2,000  lb.  lots. 
At  the  warehouse,  grey  03c,  white  73c, 
$14.00  ton.  Hydrated  lime,  $17.25  per  ton 
delivered;  $16.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$26  to  $28;  buff,  $26  to  $28;  No.  2,  $24  to 
$27;  common  red  stock  brick,  $21;  grey, 
$21  ;  wire-cut  brick  for  foundation  work,  $18. 
Milton  Rug  brick,  $30  to  $35;  Eatonia  brick, 
$45;  sand  lime  brick,  $16.25,  f.o.b.  car  at 
King  Edward  siding,  $14  f.o.b.  car  or  wagon 
at  plant,  raving  brick,  imported,  $55  per  M. 
f.o.b.  Toronto.  Enameled  brick.  Tiffany, 
f.o.b.  cars,  about  $140  per  thousand.  Sun- 
Tex  face  brick,  $25  at  plant,  $31  delivered 
in  city.  Denison  interlocking  hollow  tile, 
manufacturers  not  quoting  prices. 

Fire  brick — delivered — Savage,  $75  per  M.  ;  S. 
Crown,  $70;  W.  W.,  $00.  Fire  clay,  $15  per 
ton;  chimney  tops,  $7.50  each. 

Flue  lining — delivered — list  price — 8yi  x  8'/i  in., 
60c  per  ft.;  8'A  x  13  in.,  90c  per  ft.  Dis- 
counts, 45  per  cent,  off  list. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.90;  1  in.,  $2.10;  ^ 
in.,  $2.10;  crusher  rock,  $2;  rubble  stone, 
in  car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.35  per  ton. 

Gravel — Pit  run,  $1.35  per  ton;  screened,  $1.50 
per  ton. 

LUMBER  (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $53;  10  and  16  ft.,  $55;  2  x  12  in.,  12 
and  14  ft.,  $54;  10  and  16  ft.,  $56 ;  1  x  4  in., 
and  1  x  6  in.,  T.  and  G-,  $56;  No.  2,  $4 
less  than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $55; 
1x6  in.,  $57;  1  x  8  in.,  $60;  1  x  10  in.,  $65; 

1  x  12,  $65.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $66;  1  x  6  in.,  $70 ;  1  x  8,  $76 ;  1  x  10 
$S0;  1  x  12,  $85;  2  x  4  in.,  10  to  16  ft.  long, 
common,  rough,  $58;  2  x  6,  $60 ;  2  x  8,  $62  ; 

2  x  10,  $66;  2  x  12,  $70.  No.  1  flooring,  $70; 
No.  1  V  or  beaded  sheathing,  4  in.,  $72. 
Pine  trim,  4  in.,  casing,  $3.50  per  100  ft.; 
5  in.  ditto,  $4;  8  in.,  pine  base,  $7.50;  4  in. 
pine  window  stool,  $5.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 

2x4  in.,  $58;  lx.6  and  2  x  6,  $60;  1  x 
8  and  2  x  8,  $62 ;  1  x  10  and  2  x  10,  $66; 
1  x  12  and  2  x  12,  $70. 

Dimension  Timber  (B.  C.  Fir) — 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $68;  12  x  18,  12  x  20,  14  x  18. 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$73.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $9.00;  XX  B.  C,  $8.00; 
N.  B.  extras,  $9.00;  N.  B.  clears,  $8.00;  No. 
1  W.  pine  lath,  $14;  No.  2  W.  pine  lath, 
$13;  M.  R.  spruce  lath,  $12.50. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $4.25  base ;  twisted  and  de- 
formed, $4.25. 

Shapes — 35  lbs.  and  over,  per  yard,  $3.95  per  100 
lbs. ;  under  35  lbs.  per  yard,  $4.15  per  100 
lbs. 

Plates — 6  ins.  to  60  ins.  wide,  $4.10;  over  60  ins., 
$4.20.  Tank  and  boiler  plates — %  in.  and 
over  and  under  36  ins.,  $4.50.  Gauge  plates 
—No.  10,  $5.55;  No.  12,  $5.60;  No.  14,  $5.65 
per  100  lbs.  Black  American  Bessemer  Plates 
— dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $3.80  per  100  lbs. 

Rivets — Button    and    cone    head — to  154" 

diam.,  up  to  5"  long,  $6.75. 


EXTRAS    FOR    SHAPES    AND  PLATES. 

1/lOc  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  1/lUc 
per  lb.  for  beams,  IN,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  l/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  1/lUc 
per  lb.  for  Angles  under  5  in.  combined  legs, 
learning  $2.ttO  per  ton,  minimum  charge 
$1.50. 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized   iron — dealers  not  quoting  prices. 
Cast-iron  pipe — Standard     prices,     carload  lots, 

f.o.b.  works,  4  in.,  $74;  6  in.  and  up  $72. 

SEWER  PIPE 
Sewer  pipe — Toronto  prices,  with  discounts  as  be- 
low, fob.  factory — 4  in.,  30c  per  ft.;  6  in 
45c;  8  in.,  70c;  9  in.,  90c;  10  in.,  $105;  IS 
in.,  $1 .35;  15  in  .  $1.80;  18  In.,  $2.50;  20  in.. 
$3;  22  in.,  $4;  24  in..  $4.50.  Discounts— 38 
per  cent,  off  list. 

Tile  wall  coping— delivered — 8  or  9  in.  wall,  50c 
per  ft.;  12  in.  or  13  in.  wall,  75c  per  ft.; 
18  in.  wall,  $1.50  per  ft.;  carried  in  6,  12. 
18  and  21  in.  lengths.  Discount  45  per  cent 
off  list. 

PAINTS  AND  OILS. 

Prices,  delivered. 
White  lead — ground  in  oil,    less  than   ton  lots. 
$17.70  per  100  lbs.;  ton  lots,  $17.35  per  100 

lbs. 

Boiled  Linseed  Oil— in  bbls.,  $2.70  per  gal.  of  9 
lbs.  ;  red  lead,  dry,  $17  per  100  lbs.  ;  Pure 
putty  in  bulk,  $8.45  per  100  lbs.;  in  100  lb. 
drums,  $9.30;  in  25-lb.  tins,  $9.55  per  100 
lbs. ;  steel  sash  putty,  in  25-lb.  tins,  $9.80  per 
100  lbs.;  turpentine,  in  bbls.,  $2.50  per  Imp. 
gal.,  based  on  southern  gauge.  Turpentine 
and  oil  in  less  than  barrel  lots,  15c  extra 
per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2c  per  lb. ; 
black,  in  bbls.,  6c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb.  j  lamp  black,  dry,  in  1  lb.  papers, 
25c ;  ultra  blue,  dry,  in  bulk,  25c ;  green, 
French  permanent,  dry,  20c;  ochre,  French, 
dry,  12c;  red  Venetian,  dry,  0c ;  sienna,  It- 
alian, dry,  15c ;  umber,  Turkey,  dry,  12}4c. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.30;  delivered  in 

5  barrel  lots,  $4.50  at  warehouse,  $4.30. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — in.  and  1  in., 
45c  per  lb. ;  in  700-foot  coils,  42}4c.  Lath 
yarn,  40c  per  lb. ;  in  full  coils,  33c. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton ;  lump,  $15. 
Brick — No.    1   pressed,    $24.75;    No.   2  pressed, 

$20.75;  red  rustic,  $21.75;   vertical,  $23.00; 

plastic,  $17.50. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c;  10-in.  52c;  12-in.  60c;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone — 2  in.,  $1.75;  -K-in.  $2.00;  H-in. 
$2.25  per  ton,  delivered. 

Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.15  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  3  in.  and  up,  $4.75;  1  In. 

x  1  in.  x  H  in.,  25c  extra;  H  in.  x  H  in. 

V%  in.,  75  cents  extra.     Boiler  plates — J4  in. 


Straight  pipe  (per  foot) — 4  in.,  80c;  0  in.,  45c:  h 
in.,  70c ;  9  in  ,  85c ;  10  in.,  $1.06 ;  12  In.,  $1  36 
15  in.,  $1.80;  18  in.,  $2.60;  20  in.,  $3;  22  In., 
$4;  24  in  ,  $4  60;  21  in.,  $6.60;  80  In.,  $7.20 
Channel  pipe  (4  in.  to  80  in.)  24c.  86c,  66c. 
72c,  84c,  $108,  $1.44,  $2.00,  $2.40,  $8.20 
$3  60,  $5  20,  $5.75.  One  eighth  benda  (4  In. 
to  30  In.),  $1.20,  $1.80,  $2  80  $3.00.  $4  20 
$6  40,  $7.20,  $10,  $12,  $16,  $18.  $26.  $28 ; 
'A,  1120,  $1.80,  $3  16,  $4.05,  $4.76,  $6  10 
$14.40,  $20,  $24,  $32.  $36.  $62,  $67  60  Double 
collar.  lW>c.  $1  86.  $2  10.  $2  66.  $3  16.  $4.06. 
$5  40;  slant  1  foot  long  tide  (4  In.  to  16 
in).  90c.  $1.85,  $2.10.  $2.66.  $3.15.  $4  06. 
$5.40.  Single  branch  (6  in.  to  9  in.).  3  ft  . 
$2  26.  $3  60,  $4  25;  2  and  2W  ft.  (4  in  to  30 
in  ),  $135.  $180.  $316.  S3.R5.  $4.75.  $6  10 
$8.10.  $11.25,  $13  60.  $18,  $20.25.  $32  60.  $36 
Single  squares  (4  In.  to  30  In.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  In.  to 
30  In.),  $1  80.  $2  70,  $4  90.  $6  30.  $7.85.  $10  80 
$14  40.  $20.  $24.  $32.  $36.  $46  60.  $50.40.' 
Syphon,  cesspool,  and  buchan  trap  (4  In.  to 
15  In.),  $3.  $4.  $7.  $9.  $10  50.  $18.  Douhl. 
syphon,  running  trap,  and  hand  hole  trap  (4 
in    to  12  In.).  $3.  $4.  $7.   $9.   $1060.  $18 

The«e  prires  are  subiect  to  a  discount  of  3d 
per  cent  for  less  than  car  load  lots  delivered, 
ind    a    HUrount    of    from    fill  5°    per    cent  for 

car  load  lots  .f  o  b.  factory. 

SUNDRIES 

Hard  wall  plaster— $22.50  per  ton.  Plaster  of 
Paris  $4  30  per  bbl..  both  less  5%  for  cash. 
Rope — Best  Manilla,  31c  basis  per  pound; 
Beaver  Manilla.  26c  basis;  sisal  rope.  22VSc 
basis:  lath  yarn.  2254c.  Boiled  linseed  oil — 
in  barrels.  $2.52'/$  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.50 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50,000  or  over, 

$15.00;  carload  lots,  less  than  50,000,  $16.00: 
selected  builders  for  veneering  work,  carload 
lots,  $19.00;  "Citadel"  rustic  face  brick,  $25 

to  $30. 

Baker  oven  tile,  15"  x  8J4"  x  2'A",  $25  per  100. 

"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 
splits,  7c  per  superf.  ft.  ;  12  x  9  x  3,  solid, 
10c. ;  12  x  8  x  4,  11c.  ;  12  x  8  x  6,  18c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel  in  carload  lots,  bags 

returnable   in   good  condition  at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.   in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock   Brick — $19.50  per  thousand   delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet ;  double  ply,  $8.40  per 
roll  of  250  square  feet ;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 14^c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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CONTRACTORS !  Now  is  the  Time  to  Buy  Plant ! 

We  Offer  for  Prompt  Shipment,  the  Following  Hoisting  Engines 


1— Rebuilt  8 
1 — Rebuilt  7 
1— NEW 
1— Used 
1— NEW 
1— Used 
1— Used 
1— Used 


8j4 
7 


x  12  Marsh  &  Henthorn  3  drum  hoist,  with  boiler  and  swinger  for  clam, 
x  12  Robertson  3  drum  hoist,  with  boiler  and  swinger  for  clam, 
x  10  Port  Arthur  2  drum  hoist,  with  boiler  and  swinger.  IMMEDIATE, 
x  12  Rand  double  drum  hoist,  with  or  without  boiler, 
x  8    Doty  double  drum  hoist,  with  boiler.  IMMEDIATE, 
x  8    American  Hoist  &  Derrick  Co.  2  drum  hoist  and  swinger  without  boiler, 
x  8    Marsh  &  Henthorn  2  drum  hoist,  with  boiler, 
x  8    Byers  2  drum  hoist,  without  boiler, — vertical  engines. 
2 — Used    10    x  12  Lidgerwood   hoists,  single  drum,  without  boiler. 

6     x  12  Doty  single  cylinder  1  drum  hoist,  with  boiler. 

x  8    Lidgerwood  single  cylinder  1  drum  hoist,  with  boiler, 
x  6    American  Builders'  Hoist,  reversing,  with  boiler, 
x  8    Dominion  single  drum  hoist,  reversing,  without  boiler, 
x  7    Midland  single  drum  steam  winch,  reversing.  IMMEDIATE. 

Also  a  large  assortment  of  Clam  Shells,  Derricks,  Steam  Shovels,  Dump  Cars, 
Locomotives,  Crushers,  Boilers,  Engines,  Motors,  Pumps  and  General 
Contractors'  Equipment.    Write  for  Stock  List  No.  61. 

Phone  Contractors'  Dept.  Ad.  20 

The  A.  R.  Williams  Machinery  Co.,  Ltd, 

64  FRONT  STREET  WEST         ■  TORONTO 


St.  John,  N.  B. 


Montreal 


Winnipeg 


r ancouver 


If- 


DATING 


Bell  and  Spigot 
Steel  Pipe 

Dipped  while  Hot  in  Special  Refined  Bituminous  Com- 
pound and  then  spirally  wound  with  Hessian  Cloth 


Made  in  sizes  from  2  inches  to  10  inches  inside  diameter  with 
different  thicknesses  for  various  pressures. 

For  use  in  Water  Works,  Irrigation  Systems,  Mines  and  Mining, 
Natural  and  Artificial  Gas  Transmission  Lines,  Engineering  Work 
and  wherever  a  lead  joint  is  suitable. 

Absolutely  free  from  blow-holes,  flaws  and  cracks 

MADE  IN  CANADA  BY 

PAGE-HERSEY  IRON,  TUBE  &  LEAD  CO.,  LTD. 

Head  Office— 100  Church  St.,  TORONTO,  ONT. 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS — continued 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $100; 
Keenes,  $2.40.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel  ; 
per  barrel,  $3.30. 

Hydrated  Lime' — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — l'/j-in.  to  2-in.,  $3.05  per  yard; 
fcj-to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub 
ble  stone,   $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $84 , 
4  in.  No.  1  and  2  E.G.  Fir,  $84;  4  in.  No 
3  E.G.  Fir,  $78;  4  in.  Flat  G.  Fir,  $62;  4 
in.  No.  4  (Shiplap  Grade),  $50;  4  in.  No.  2 
Common  Pine,  $55;  4  in.  No.  3  Pine  or 
Spruce,  $50;  6  in.  No.  1  and  2  E.G.  Fir, 
$84;  6  in.  No.  3  Flat  Fir,  $65;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $54;  6  in.  No.  2  Com- 
mon Pine,  $60;  6  in.  No.  3  Pine  or  Spruce, 
$55;  2x6  No.  1  Common,  $52;. 

For  selected  lengths,  add.  Pine,  $1.25;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $2.50;  for  1%,  1%  or  2  inch,  add 
$5. 

Birch  and  Maple  Flooring — Clear  (First  Grade) 

—13/16  x  l'A  in.  to  2H  in.  face,  $135;  W 

x  l'A  in.  and  1*4  in.  face,  $100. 
No.  1   (Second  Grade)— 13/16  x  l'A  in.  to  2$i 

in.  face,  $125;  H  x  l'A  in.  and  l)i  in.  face, 

$90. 

No.  2  Factory— 13/16  x  l'A  in.  to  2>A  in.  face, 
$105.00. 

Selected  White — 13/16  x  1A  in.  to  2'A  in.  face, 
•$160. 

DIMENSION  TIMBERS,  No.  1 

6  x  10  to  12  x  12,  up  to  32  ft.  long,  $65;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $66;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $67;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $68.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $245;  Vs 

x  iy2  in.  and  1H  in.  face,  $195. 
No.  1  (Selects)— 13/16  x  l'A  in.  to  2A  in.  face, 

$190;  H  x  l'A  in.  and  1H  in.  face,  $165. 

PLAIN  RED  OAK  FLOORING 
Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $180;  M 
x  l'A  in.  and  2  in.  face,  $145. 


No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 
$160;  H  x  l'A  in.  and  iy4  in.  face,  $115. 

STEEL  AND  IRON 

Bteel — Round  bars,  square  twisted,  $4.75  to  $5 
per  .100  lbs. ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  6  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  C2c ;  12  in. ,72c;  15  in.. 
$1.20;   18  in.,  $1.70;   20  in.,  $2.10;  24  in., 

$2.75. 

Plaster  of  Paris,  $1  in  paper  bags;  $1.45  in 
jute  bags. 

Plasterers'   Hair — 90c   per  bushel. 

Mortar   Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in..  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $3.13  per  gal. 

Mixed   Paint— Per  gal.,  $4.95. 

Raw  linseed  oil— In  bbls.,  $3.10  per  gal.;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.05 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 

$2.70. 

White  .lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than    ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,   LIME,   AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f  o  b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $1S.00  f.o.b.  ware- 
house; $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver;  pressed  buff  brick,  $45  at  ware- 
house ;  $33  in  car  lots ;  tapestry  brick,  $46-  at 
warehouse;  impervious  brick.  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand— Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan 

tities. 


LUMBER    (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.     Mills  operat 
ing  on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $20;  10  a 
10,  $29;  10  x  12.  $29;  10  x  14.  $29.60;  12  x 
12,  j.-...  14  x  14,  $29.50;  14  x  16,  $30.60;  6 
x  10,  $29.50;  6  x  12,  $30;  8  x  10,  $30;  8  x  12, 
$29  50;  10  x  16,  $31;  12  x  16,  $31;  16  x  16. 
930.60;  »i  x  14,  $.11  ;  h  x  14.  $.(1  ;  12  x  IN,  $.(2; 
18  x  20,  $33;  14  x  20,  $32.50;  16  x  18,  $32  60; 
16  x  20.  $33  50;  18  x  18,  $32.50  ;  20  x  20, 
$32.50;  24  x  24,  33. 

Fir  Flooring— 1  x  3  edge  grain,  $48;  1  x  4,  $48; 
1  x  4  flat  gtain,  $35;  No.  1  and  2,  1  inch 
clear  fir  double  dressed,  $40;  No.  1  and  2, 
l'A   and  inch    fir    double    dressed  $46; 

2-inch  fir  double  dressed  $46;  fir  lath,  $2.25; 
spruce  lath,  $3.60;  cedar  lath,  $3.60;  B.  C.i 
cedar  shingles,  XX.  $2.00;  XXX,  $3.00; 
XXXXX,  $3  60. 

STEEL   AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  ban,  $6.00  bate;  twist- 
ed and  deformed,  $7  50  base;  structural  sec 
tions,  $7.00. 

Galvanized  iron — 28  gauge,  $11.35  per  100  Iba. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets. 

$11.75;  9  and  10  ft.  sheets,  $11.90  per  square. 
Black  steel  sheets,  24  gauge,  $10.35  per  100 
lbs. 

Steel  angles— $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $9.00  per  100  lbs.,  de- 
pending on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  $9.00. 

SEWER  PIPE. 

Sewer   pipe — Vancouver  prices  f.o.b.   warehouse ; 

4  in.,  17c  per  ft. ;  6-in.,  25c  per  ft. :  8-in.,  35c 
ft.;  10  in.,  45c  ft.;  12  in.,  66c  ft.;  15  in  . 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-In.,  $155  ft.; 

24  in.,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f  o  b.  Van 

couver,  bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— H  in.,  39c  base;   J4  in.,  39j^c; 

ii  in.,  40c;   'A   in-.  40c;  second  grade,  33c 

base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $2.13  per  gal.  of  t 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4..5. 

Raw  linseed   oil — In  bbls.,  $2.10  per   gal. ;  red 

lead,   dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk,  Standard,  $6.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Here's  a  Suggestion — 

Did  you  ever  try  keeping  a  file  of  your  back 
copies  of  the  Contract  Record?  Try  it. 
Start  with  this  issue.  There  are  many  articles 
that  are  worth  keeping,  as  they  offer  valuable 
suggestions  that  will  help  you  in  your  business. 


Fohni.irv  »,  l(i^'t) 


TH  E  CONTR 


ACT  RECORD 


71 


CANADIAN  CHICAGO  BRIDGE 
and  IRON  COMPANY 

Limited 

ELEVATED  STEEL  TANKS 
and  STANDPIPES 

For  Municipal.  Railroad  and  Factory  Service. 
We  also  construct  storage  tanks  for  Oil, 
Molasses,  Pulp,  Acids  and  other  liquids. 

Our  Product  is  Made  in  Canada 

Catalogue  No.  16  gladly  mailed  on  request. 
Our    Engineering    Experience   is   at  your 
Disposal. 

Offices  and  Shops  : 

BRIDGEBURG,  ONTARIO 


The  Maritime  Bridge 

Company,  Limited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  ot 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 

Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


DV  supplying  our  customers  with  electric  wires  and 
cables  and  cable  accessories  of  the  highest  quality. 
Standard  has  come  to  mean  to  them  real  economy— 
that  is  maximum  durability  at  a  reasonable  price.  Ask 
our  customers  and  then  write  our  nearest  office  about 
your  requirements. 

Standard   Underground  Cable  Co. 
of  Canada,  Limited 

Hamilton,  Ont. 

Montreal,  Que.  Toronto.  Ont.  Seattle,  Wash. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  11,000  Tona. 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work.  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5.000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


Canada  Iron  Foundries,  Limited 


CAST  IRON  PIPE 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Willis   Chipman,   M.    Eng.    Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
Seo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 

Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals   of   Works   and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 


CONSULTING  ENGINEERS 
t«  Toronto  Street    -    TORONTO,  CAN. 
Water   Supply  and   Purification ;  Sewerage 
System"- ;     Municipal  and 


System*;  Municipal  and  Trade  Waste 
f>S«nosal  Plants;  Incinerators;  Pavements; 
bridges  and  Structural  woik.  includir - 
Reinforced  Concrete 


GENT  &  CO.,  LTD. 

"Faraday  Works" 

LEICESTER    —  ENGLAND 

Manufacturing 
Electrical  Engineers 

CABLES:  "LODESTONE,  LEICESTER 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto,  Winnipeg  &  Vancouver 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept..  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.     -  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 

Inspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point   of   manufacture,   and   Testing  in 
our  own  Laboratories. 
The   most   up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse  ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bid*.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE        WILLIAM  STORRIE 

M  E  I.C  ,  M  INST.  C.I..  M.S. I.C..  A.M. INST.  C  E. 

M  AMER    W    W  ASSOC  M     AMIR    W    W  ASSOC 

GEORGE  G.  NASMITH,  C.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


Robert  W.  Hunt 
President 


Charles  Warnock 
Vice-President  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgist* 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories : 
McGUI  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


McAllister  &taylor 

ENGINEERS  ft  CONTRACTORS 
J.  W.  McAUistcr  John  Taylor, 

M.  Am.  Soc.  C.  E. 
17  Sun  Life  Bldg.,  HAMILTON,  ONT. 
Harbor    Improvements    snd  Dredging 
Dsms,  Piledriving,  Concrete  Work  and 
Excavation.    Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


J.  P.  Anglin,  B.Sc. 
President 


H.  J.  Gross, 
Vice-Pres.  &  Treas. 


C.  D.  Harrington,  B.Sc, 
Vice-Pres.  &  Mgr. 

Anglin-Norcross 

LIMITED 

Contracting  Engineers  and  Builders 

65  Victoria  Street,  -  Montreal. 


R.  O. 
WYNNE  -  ROBERTS 
Consulting  Engineer 

40  JARVIS  STREET 

TORONTO 

Water  Supply,  Sewerage,  Sewage  Dis- 
posal, Civic  and  General  Engineering, 
Arbitrations,  Investigations,  Valuations, 
Reports,  etc. 


Silica  Pressed  Bricks 

fn  Grey  or  Natural  Color 
For  Prompt  Shipment 

Samples  submitted  on 
request 

Schultz  Bros.Co.  Ltd. 

BRANTFORD 


MILTON  HERSEY  CO.  LIMITED 

Industrial   Chemists  &  Inspectors 
PAVING 
Designed,  Superintended,  Inspected. 
Chas    A.   Mullen,  Director. 

CEMENT  &  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


The  Toronto  Testing  Laboratory 

Limited 
160  Bar  Street,  Toronto 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Established  1884.  Main  2453. 

Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  'Phones— Park    538. -Park  3302. 
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Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones.  Office  North  |Jj*    Evenings.  North  2107 


For  Profitable  Results 


advertise  in   the  most  widely  read  and  leading 
publication,    reaching   the   majority   of  the  con- 
tracting,    engineering     and     municipal  officials. 
Rates  on  application 

Contract   Record   &   Engineering  Review 

347  Adelaide  St  Wat,  TORONTO 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


HAKF  swinging 


ENGINES 

INSURE 
Speed  'Durahdity 
Economy 

Contractors  everywhere 
recognize  that  Dake  swing- 
ers   save    them    time,  labor 


and  money.     You  can  depend  upon  them  to  speed  up  your  work 


and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  tliey  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:   A.   R.   Williams  Machinery  Company,  Limited. 


Water  Supply 

from 
Deep  Wells 

is  obtained  at  a  min- 
imum co^t  by  use  of 
our  deep  well  pumps. 


Write  for  llulletm  26 
explaining  the  use  of 
Cook's  Patent  Brass 
Tuhe  Well  Strainer. 


A.  D.  COOK 

Lawrenceburg,  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES,  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS: 
NIAGARA  FALLS 


ONT. 


74  THE   CONTRACT   RECORD  February  4,  1990 


We  make  only 

MALLEABLE  CASTINGS 

Our  products  are  of  the  highest  grade,  and  have  acquired  a 
reputation  to  correspond.  If,  therefore,  you  are  wanting  such 
castings  for  any  purpose  whatsoever,  you  will  do  wisely  in 
sending  us  your  enquiries. 

2S1  PRATT  2S8  LETCHWORTH 
COMPANY,  LIMITED 

Transportation  Building,  Montreal 

Works :    Brantford,  Ontario 


Toronto 
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No  More  Leaky  Roofs 

Keep  your  Roofs  watertight 
for  ten  years.    One  coat  of 

ST0RMT1GHT 

saves  the  cost  of  tearing  up 
old  worn  material  —  saves 
the  cost  of  a  new  roof. 

Permanent  Protection 
No  Repairs  No  Repainting 

Write  for  Literature 

MANUFACTURED  BY 

L.  Sonneborn  Sons  Inc.  "ft??-  New  York 

DISTRIBUTED  BY 

Chapman  &  Flinn,  Ltd.,  Amherst,  N.S. 
E.  F.  Stevens,  Halifax,  N.S. 
Sumner  Company,  Moncton,  N.B. 
Shaw  &  Mason,  Ltd.,  Sydney,  N.S. 
Spencer  Bros.  &  Turner.  Ltd.,  Truro,  N.S. 


N.  J.  Dinnen  &  Co.,  Ltd.,  Winnipeg,  Man. 
John  B.  Keeble  &  Co.,  Toronto,  Ont.,  and  Lon- 
don, Ont. 

The  Western  Supply  &  Equipment  Co.,  Calgary, 
Edmonton,  Lethbridge,  Alta. 
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Not  "How  Cheap" 
But  "How  Long  will 
it  Wear?" 


Buy  "DOMINION  "  and 
get  Ultimate  Service 

The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


The  UNIVERSAL  Shovel 

We  illustrate  a  "MARION" 
digging  Iron  Ore  at  Kirkenes, 
Norway,  250  miles  North  of 
the  Arctic  Circle 

______  "MARIONS"  are  universally 

used  due  to  their  GREATER  POWER, 
GREATER  SPEED,  GREATER  ENDURANCE 

If  you  wish  RELIABILITY— 
install  an 

"INDUSTRIAL  WORKS" 

Locomotive,  Coaling  or 
Wrecking  Crane 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 

Telephone  Main  3420 
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GLASS  BENDERS 


TO  THE  TRADE 


THE  TORONTO  PLATE  GLASS 
IMPORTING  COMPANY  u 


MITED 


GLASS  IMPORTERS  AND  MANUFACTURERS 

91-113   DON   ROADWAY,  TORONTO 
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Wire  Wound  Wood  Pipe  and  C.  I.  Specials 

Our  Pipe  and  Tanks  are  manufactured  from  the  best  grade  of 
B.  G.  Douglas  Fir  in  the  finest  factory  in  Canada.  Complete 

installations  our  Specialty. 

Write  for  Illustrated  Catalogue  Let  us  Solve  your  Problems 


Canadian  Pipe  Company,  Ltd. 

550  Pacific  St.,  VANCOUVER,  B.  C. 
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Goodyear  Builds  Better  Hose 

There  was  a  time  when  men  thought  that  rubher  tires 
had  reached  their  limit  of  quality.  Then  Goodyear 
entered  the  field,  and,  by  leaving  the  beaten  path,  built 
the  largest  tire  business  in  the  world. 

When  Goodyear  scientists  and  engineers  turned  their 
attention  to  Industrial  Hose  they  were  not  satisfi  d  with 
many  of  the  existing  standards  They  started  from  the 
ground  up.  They  built  for  Industry's  needs.  Was  the 
rubber  lining  unsatisfactory — Goodyear  men  worked 
till  they  had  discovered  a  better  one.  Did  a  cover  wear 
out  too  quickly  in  hard  service — the  knowledge  gained 
in  building  automobile  treads  was  applied  to  hose  covers. 
New  specifications  were  worked  out.  New  formulae 
were  developed. 

The  Goodyear  Industrial  Hose  offered  you  today  is 
the  result  of  a  definite  policy.  It  is  the  solution  to  your 
hose  problems — not  a  makeshift. 

In  mines,  mills,  foundries,  shipyards,  railways,  and  a 
hundred  other  industries,  all  over  Canada,  it  is  setting 
new  standards. 

There  is  a  Goodyear  Industrial  Hose  for  every  par- 
ticular use — yours  among  them.  Let  a  man,  trained 
by  Goodyear  in  hose  problems,  call  and  explain  them 
to  you.  No  obligation.  Phone,  wire  or  write  the 
nearest  branch. 

The  Goodyear  Tire  &  Rubber  Co. 
of  Canada,  Limited 

Halifax,  St.  John,  Quebec,  Montreal,  Ottawa,  Toronto,  Hamilton, 
Lcndon,  Winnipeg,  Regina,  Saskatoon,  Calgary,  Edmonton,  Vancouver 


GOOD 

.   MADE  ^ 

INDUSTRIAL  HOSE 


MADE  t**niN  CANADA 
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Ready  for  the  Spring  Drive 

T5he 

LONDON  LINE 

of  Contracting 
Machinery 

For  all  the  many  big  undertakings  in  the  Contracting  field 
for  1920,  the  London  Line  of  Machinery  earns  its  place.  It 
is  built  by  experts  with  a  practical  knowledge  of  modern  con- 
tracting needs,  and  embraces 
every  modern  facility  that 
promotes  rapid  output,  reli- 
able and  continuous  produc- 
tion, and  minimizes  operat- 
ing costs. 


London  Concrete  Mixer 
quipped    with   Novo   Dust   Proof  Gasoline  Engines 

covered  with  Mrcl  house. 


The  London  Concrete  Cart 

One  of  the  latest  additions  to  the  London 
Line,   hut  already   in  extensive  use.  An 
essential  part  of  every  contractor's 
equipment. 


Built  in  sizes 
from  4  cu.  ft. 
to   80   cu.  ft. 
capacity. 
With  any 
power  and 

any 
equipment. 


Take  a  look  over  the  Lon- 
don Line  of  contracting  ma- 
chinery, and  see  what  it  can 
accomplish  for  you  in  your 
undertakings  for  this  year. 


London  Concrete  Mix- 
ers were  selected  for 
the  construction  of  the 
new  Welland  Canal, 
Winnipeg  Waterways, 
and  on  the  Niagara 
Falls  Power  Develop- 
ment. 


Catalogues 
for  any  of 
of  these  lines 
will  be 
mailed  on 
request. 


London  Concrete  Mixer 

Made  in  two  sizes,  No.  4  or  No.  6,  portable  and 
suitable  for  small  jobs,  requiring  a  capacity  up 
to  Wl  cu.  yards  per  day. 


London  Concrete  Mixer 

A  machine  with  a  reputation  for  thorough  and  rapid  work. 
Will  run  for  years  without  repairs. 


London  Diaphragm  Pumps 

Equipped    with    l'/2    H.P.    Novo    Gasoline  Engine. 
Suitable  for  pumping  sewers  or  any  kind  of  work 
where  lift  is  not  over  25  ft. 


THE  LONDON  CONCRETE  MACHINERY  CO.  LIMITED 

LONDON  -  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery 
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Til 


^ers  of  TheNaUo] 


■w/RKers  ui  ;  "c  canons  t^i 
97/- of  Canada's  TeIeS  Tele 


Tlti^fend  of  ElectncalWire  ^ £V 

lheEleven  strategically  placed  Bmnch 
render  mtell^ent  sPrvicemthed.st^ 
f Eleclrical  and  Automotive  SuPp\ief 
poWer  and  Light  Plants,  motors,  wiring 
devices,  storage  batteries  etc., 

Our  name  connected  with  anythin 
Electrical  is  your  sure  guarantee  o 
highest  quality.  ^/ 

NorthertiE/ectrk  Company 

LIMITED  REGINA  * 


MONTREAL 
QUEBEC 
HALIFAX 
OTTAWA 


TORONTO 
LON  DON 
WINNIPEG 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 


Can.  lngersoll-Kand  i_o.,  l.io. 
Canadian  Allis-Chalmers,  Ltd. 

Air  Washing  Plants 

Spray   Engineering  Co. 

Aluminium 

Spielman  Agencies  Kegd. 

Air  Hoists 

Canadian  Ingersoll  Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 
Canadian  AUis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Conveyors 

Booker  &  McKcchnie 

Ash  Hoists 

Canadian  Link-Belt  Co. 

Asphalt 

Asphalt  Association 
Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Beam  Spans 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Belting   (Transmission,  Elevator, 

Conveyor,  Rubber) 
Dunlop  Tire  &  Rubber  Goods  Co. 
Goodyear  Tire  &  Rubber  Goods 

Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 

Boilers 

Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Inglis  Company,  John 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 

Boxes — Junction 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Brass  Goods 

Duniop  Tire  &  Rubber  Goods  Co. 

Bricks 

Shultz  Bros.  Company 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 


Buckets 

Canadian  Link-Belt  Co. 
Heatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Woiks 

Buckets  (Drag  Line) 

Brown  Hoisting  Macliineiy  Co. 

Buckets — Steel 

Brown  Hoisting  Machinery  Co. 
Canadian  Link- Belt  Co. 
McKinnon  Steel  Company 
Marsh  Engineering  Works,  Ltd. 

Building  Materials 
Robertson  Co.,  H.  II. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cars — Steel  Body 

Marsh  Engineering  Works,  Ltd. 
Mackinnon  Steel  Co. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 

Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co..  Ltd. 

Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian   Ingersoll-Rand  Co. 

National  Equipment  Company 
Chains 

McKinnon  Columbus  Chain  Co. 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Booker  &  McKechnie 
Coa!  Handling  Apparatus 

Beatty  &  Sons,  M. 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co. 

St.  Clair  Bros. 
Concrete  Culvert  Pipe 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

American  Cement  Machine  Co. 

Hopkins  &  Co.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 

St.  Clair  Bros. 


Concrete  Sewer  Pipe 

Dominion  Conciete  Company 
Conduits 

Conduits    Company,  Limited 

Orpen  Conduit  Company 
Contractors 

Anglins  Limited 

Archibald  &  Holmes 

( ion-.  X .-(smith  &  Storrie 

Holmes  &  Co.,  Fred 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Miller  &  Son.  Roger 

Thomson  Itros. 
Contractors'  Plant  &  Supplies 

Hall  Engine  Company 

Heatty   &   Sons.  M. 

Boving  Hydraulic  &  Engineering 
Company 

Brown     Hoisting     &  Machinery 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Link  Belt  Co. 

Dake  Engineering  Works,  Ltd. 

Gartshori-,  John  J. 

Hamilton  Bridge  Works  Co. 

Hepburn  Ltd.,  John  T. 

Manitoba  Bridge  &  Iron  Works 

Marsh  Engineering  Works,  Ltd. 

S'essenwein  Bros. 
Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 
Conveying  Appliances 

Brown  Hoisting  Machinery  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Corrugated  Iron 

Pedlar  People  Limited 
Corrugated  Roofing 

Asbestos    Mfg.  Company 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link- Belt  Co. 

Boving  Hydraulic  &  Engineering 
Company. 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Northern    Crane  Works 
Creosote  Oils 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada  Crushed  Stone  Corpora 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Culverts 

Pedlar  People  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil   Company,  Ltd. 

Sonneborn   Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 

Hepburn  Ltd.,  John  T. 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 
Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian   Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 
Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 


Dump  Cars,  Wheels,  etc. 

Gsrtshore,  John  j. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Drying  Apparatus 
Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 
Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario   Wind   Engine   &  Pump 

Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.  B. 

Elevators 

Xorthern  Crane  Works 
Turnbull  Elevator  Company 

Enameled  Brick 

American  Enameled   Brick  & 

Tile  Company 

Engines 

Canadian    Allis-Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co. 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Ivohh    Engineering  Works 

Waterous  Engine  Works  Co. 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthingtoa,  W.  R. 
Excavators 

Ball  Engine  Company 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 
Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Heads 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co. 
Sheldon  Limited 

Fireproofing 

Asbestos  Mfg.  Company 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Pedlar  People  Limited 

Roberson-OIeson  Limied 

Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Canadian  Welding  Works 
Dennis  Wire  &  Iron  Works  Co. 
McGregor  &  Mclntyre 

Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 

Fittings 

Crane  Limited 

Flag  Poles 

MacKinnon  Steel  Company 
Ontario   Wind   Engine   &  Pump 

Company 
McGregor  &  Mclntyre 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 
Sonneborn   Sons,  Inc.,  L. 

Forges 

Canadian  Blower  and  Forge  Co. 

Forgings,    Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 
(Continued  on  page  8) 
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TRENCH  MACHINE.  (26  ft.  dipper 
stick)  Digging  from  200  to  300  cu.  yards 
a  day  in  16  foot  trench  cut.  One  of  two 
Fries  owned  by  Miller  Bros.,  Youngstcwn, 

Ohio. 


RAILROAD   DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


breaking  up  concrete 
pieces  will  go  into  dump  wagons 
When  the  shovel  tore  up  the  concrete 
without  breaking,  the  pieces  were  too 
large  One  of  two  Eries  owned  by 
Lennane  Bros.,  Detroit. 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of  work  shown 
by  these  photos  can  be;  handled  by 
every  Type-B  ERIE  Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  ERIE 
Steam  Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for.  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 

We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

Builders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


Revolving 
Shovels 


QUARRY  WORK  is 
what  makesthestrong- 
est  boosters  for  the 
Erie,  because  she  is 
built  to  stand  rock 
digging.  "Stronger 
construction  at  every 
point  of  wear  and 
strain  "  Just  ask  the 
owners  of  this  Erie— 
Tarbox  &  McCall, 
Findlay,  Ohio. 


 ^thxeTgka^Tn  Ga 

Itlsn'tqUi!L"buTyounaever 
ballr°^ore  even  cxUting  for 
saw  more  eve  Erie's 
S"e!dafeecordseon  shallow  cuts. 
A^ethreeCo°wner  of  «us  one- 
Chas.  IppoMo.  Orange,  n. 

RAILROAD  WORK,  loading 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgh*  . 
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Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines' 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario   Wind   Engine   &  Pump 

Company 
Osborn  Canada  Ltd.,  Samuel 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Tmpfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown     Hoisting     &  Machinery 
Company 
Gravel 

Sand  &  Supplies  Ltd. 

Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Clialmcrs  Ltd. 
Canadian  Ingcrsoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 

Hauling  Contractors 

Contractors  Transport  Co. 

Heating  Apparatus 

Dunham  Company,  C.  A. 

Canadian  Blower  and  Forge  Co. 

Modern   Heating  &  Engineering 
Company. 

Montreal  Machine  Shop,  Ltd. 
Heat  Insulating  Materials 

Armstrong   Cork  Company 
Heating  Systems  (Steam  Traps) 

Dunham  Company,  C.  A. 

Hoists,  Electric 
Canadian  Link-Belt  Co. 
Northern   Crane  Works 


Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Brown  Hoisting  Machinery  Co. 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Marsh   Engineering   Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams    Machinery    Co.,    A.  R 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian    Allis-Chamhers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Dunlop  Tire  &  Rubber  Goods  Co 

Hydrants 

Canada  Iron  Foundries 
Kerr    Engine  Company 
Gartshore-Thompson  Pipe  Co. 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 

Laboratories 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Company 

Insulation  (Asbestos) 
Asbestos  Mfg.  Company 

Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 
Spielman   Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada  Limited 

Insulating  Bricks 
Armstrong  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton   Bridge  Works  Co. 

Northern   Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 
Hamilton  Birdge  Works  Co. 

Kilns 

Canadian  Blower  and  Forge  Co. 
McKinnon  Steel  Company 

Lead  Pencils 

American   Lead   Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Linabestos  Wallboard 

Asbestos  Mfg.  Company 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown    Hoisting    &  Machinery 

Company 
Lumber  (Asbestos) 

Asbestos  Mfg.  Company 
Machinery  Insulation 

Armstrong  Cork  Company 
Metal  Lath 

Canadian  Metal  Window  Co. 

Pedlar  People  Limited 

Trussed  Concrete  Co.,  Lta. 
Metallic  Rooting 

Pedlar  People  Limited 
Motors 

Canadian  General  Electric  Co. 

Motor  Trucks 

Ford  Motor  Company 

Nozzles 

Spray  Engineering  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 


Hamilton  Bridge  Works  Co. 
Imperial  Oil  Company,  Ltd. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 

Ornamental  Iron 

Canadian  Welding  Works 
Dennis  Wire  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Packing 

Dunlop  Tire  &  Rubber  Goods  Co. 
Paint  (Heated  Surfaces) 

Ric-Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Company,  F.  H. 
Spielman  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett   Company,  Ltd. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons  Inc.,  L. 
Spielman   Agencies  Regd. 
Trussed  Concrete  Steel  Co.,  Ltd 

Paint  Spraying  Equipment 
Spray  Engineering  Co. 

Park  Sprinklers 

Spray   Engineering  Co. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Company,  Limited 
Carey  Company,  Philip 
Dominion  Tar  &  Chemical  Co. 
Imperial   Oil  Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Pipe   (Concrete,   Iron   ft  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thompson  Pipe  Co. 
National  Iron  Works 

(Continued  on  page  10) 


No  Matter  What  Your  Job  Is 

A  Marsh  Hoist  is  Made  to  Suit 


In  any  type  or  size 
of  Hoist  we  give 
you  a  choice  of 

STEAM 
ELECTRIC 

OR 

GASOLINE 
POWER 


We  make  Hoists  for  every  purpose — for 
Derrick  Work ;  for  Bridge  Work ;  for  operat- 
ing any  kind  of  Mechanical  Bucket;  for  haul- 
ing trains  or  placing  cars ;  for  Structural  Steel 
Work ;  for  Dock  Work ;  for  use  on  board 
Ships;  for  Mining;  for  Lumbering;  for  Quar- 
rying ;  for  Building  Construction ;  for  Pile 
Driving,  and  for  many  other  purposes. 

We  also  design  special  Hoists  for  special 
needs.  The  accumulated  experience  of  a 
quarter  of  a  century's  concentration  on  Hoist 
Building  is  at  your  service  to  enable  you  to 
get  the  kind  of  Hoist  that  will  do  your  work 
most  efficiently. 


In  any  type  of 
Hoist,  and  whether 
Steam,  Electric  or 
Gasoline  Power,  we 
offer  you  a  choice 
of  7  sizes. 

10  H.P.     32  H.P. 
15  H.P.     40  H.P. 
20  H.P.     50  H.P. 
25  H.P. 


Write  for  our  Catalogue  of  Hoists,  Cars,  Buckets,  Derricks,  etc. 


Marsh  Engineering  Works,  Limited,  E"t£ifed  Belleville,  Ontario 

Canadian  Sales  Agents:  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  &  Vancouver 
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No.  14 — Coloring 

Variety  and  delicacy  of  tone,  with 
purity  of  coloring,  are  among  the 
outstanding  features  that  have  made 
"American"  Enameled  Brick  first 
choice  with  architects  throughout 
our  25  years  of  manufacturing  ex- 
perience. The  volume  of  our  out- 
put enables  us  to  match  tints  very 
closely  indeed  from  the  first  to  the 
last  brick  in  a  shipment — a  feature 
that  architects  will  appreciate  as  not 
always  within  their  control. 

Se:  Sweets  Catalogue.  U.S.A. 
or 

Specification  Data.  Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and   Fire  Brick, 

52  Vanderbilt  Ave.,  New  York  City. 

Representatives  in  all  principal  Canadian  Cities 


The  "CANWELD"  Concrete  Buggy 


The  most  durable  and  serviceable  concrete  buggy  made. 
It  is  constructed  throughout  of  wrought  iron  and  steel 
(no  cast  iron  is  used).  Is  mounted  on  a  pair  of  strong 
36  inch  wheels,  with  wide  rims,  running  smoothly  on 
a  rigid  axle,  the  whole  well  balanced. 
Capacity  6  cu.  ft. 

Consult  us  first  when  in  the  market  for  concrete 
buggies. 

Prompt  shipment  from  stock. 

Canadian  Welding  Works  Limited 

Architectural  Iron  Works. 
Steel  Tank  Manufacturers.  Welding  Engineers. 

134  Queen  Street,  Montreal. 


Where  Little  Things  Are  Big. 


A  TIP  FOR  CONTRACTORS 


Think  what  this 
cart  can  do. 
Inadequate  methods 
of  carrying  concrete 
from  the  mixer  io 
the  job,  causes  un- 
necessary labor,  ex- 
tra expense,  and  a 
great  loss  of  time. 

These  carts  are  pay- 
ing for  themselves 
on  every  job  they 
are  put  on. 


THE  ST.  CLAIR  CONCRETE  CART 


Manufactured  in  Canada  by  St.  Clair  Bros. 


The  only  cart  man- 
ufactured which 
dumps  the  load  by 
merely  releasing  a 
clip  on  the  side  of 
the  bowl. 

Bowl  turns  over, 
legs  and  frame  re- 
maining stationary. 

Does  away  with 
the  dissatisfaction  of 
having  to  tip  load 
out  of  cart  by  main 
force. 


ST.  CLAIR  BROS. 


Gait,  Ont,  Canada 
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Pipe  Covering  (Underground) 

Ric-Wil  Company 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Magnesia,  Asbestos, 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb   Engineering  Works 

Radiators  (Steam  Traps) 

Dunham  Company,  C.  A. 


Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Waterous  Engine  Works  Co. 


Road  Material 

Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 
Pedlar   People  Limited 

Rubber  Goods 

Barrett  Company,  Limited 

Road  Oil 
Imperial  Oil  Company,  Ltd. 

Pneumatic  Machinery 

Canadian  Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Ontario  Wind   Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian   Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Rails 
Sesenwein  Bros. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  J. 
Hopkins  &  Company,  F.  H. 


Reinforcements,  Concrete  and  Steel 

Haines  &  David  Ltd. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Roving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  "Company,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 


Sash 

Trussed  Concrete  Steel  Co. 
Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 

Sheeting 

Barrett   Company,  Limited 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  Co. 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Roberton-Olsen  Limited 
Robertson  Co.,  H.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Slates 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Pedlar  People  Limited 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 

Steel 

Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Steel  &  Coal  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Burlington   Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art  Metal  Company 


Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 
Page-Hersey  Iron,  Tube  &  Lead 
Company 


Steel  Plate  Construction 

Hamilton   Bridge  Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering  Works.  Ltd. 
Waterous  Engine  Works,  Co. 


Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &   Radiation,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 


Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Worfts 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario   Wind   Engine  &  Pump 

Company 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Dominion  Tar  &  Chemical  Co. 


Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 


Tile  Moulds 

London  Concrete  Machinery  e>o 

Towers 

Can.  Chicago  Bridge  &  Iron  Co- 
Hamilton  Bridge  Works  Co. 


Transformers 

Canadian  General  Eelectric  Co. 


Turnbuckles 

Dominion  Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Gartshore-Thompson   Pipe  Co. 
McAvity  &  Sons,  Ltd. 

Ventilators 

Robertson  Co..  H.  H. 


Ventilating    ft    Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 

Varnishes — Insulating 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wall  Ties 

Gait  Art  Metal  Company 

Wallboard   (Asbestos,  Linabestos) 

Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian   Allis-Chalmers  Ltd. 

Hamilton  Company,  Wm. 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine   &  Pump 
Company 


Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 
Canadian  Welding  Works 

Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  .Ltd. 
Osborn  Canada  Ltd.,  Samuel 


Wood  Pipe 

Canadian  Pipe  Company 
Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tank 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 

Company 
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The  HAMILTON  BRIDGE  WORKS  CO.,  Ltd. 


Hamilton,  Ontario 


Don  Section,  Bloor  Street  Viaduct 


Manufacturers  of  Steel  Structures  of  all  classes 
particularly  BRIDGES  and  BUILDINGS. 

Estimates  gladly  submitted 


Robb  Power  Plants 


Engines 

Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 

Boilers 

Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 

Montreal  Office— Phone  Westmount  6800  Toronto  Office— 20  Victoria  Street 
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The  Good  Roads  Movement  Will 
Mean  Money  to  you 

If  your  equipment  includes  a  Keystone  Excavator  Model  4  you  can 
get  after  contracts  for  road  making,  and  feel  sure  that  the  job  will  be 
done  on.  time  and  at  a  profit.  The  Keystone  just  eats  up  the  yardage 
with  its  18  foot  boom,  and  14  foot  bucket  travel — a  half  yard  dug  and 
lifted  with  every  thrust.  Its  32  h.  p.  steam  engine  gives  power  to  spare 
— macadam,  gravel  and  shale  are  easy  for  the  Keystone. 

More  road  work  than  ever  this  Spring.  Get  a  Keystone  Excavator 
from  stock  now — and  be  ready  to  get  your  share  of  the  contracts. 

The  Keystone  Excavator  can  also  be  used  as  a  Ditch  Digger,  Back 
Filler,  and  Car  Loader,  simply  by  changing  to  the  proper  shovel  or  scoop. 

LET  US  SEND   YOU  BOOKLET 

Sole  Licensees  and  Builders  for  Canada 

Engineering  &  Machine  Works  of  Canada,  Limited 

ST.  CATHARINES,  ONT. 
Eastern  Sales  Office:  Hall  Machinery  Company,  Sherbrooke,  Que. 


KEYSTONE 

EXCAVATOR  "s 


/ 
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Contractors'  Equipment  in  Stock 


Lidgerwood 
Hoisting 
Engines 


Concrete  Mixers 


Pile  Hammers 


CANADIAN  ALLIS-CHALMERS 

Head  Office,        -  Toronto 


LIMITED 


Branch  Offices:  Montreal,  Quebec,  Halifax,  Sydney,  St.  John,  Ottawa,  Hamilton,   London,  Windsor,  Cobalt,   South  Porcupine,  Winnipeg, 

Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 
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Steel  Plate  Work 


Steel  Tanks 
Stand  Pipes 
Smoke  Stacks 
Boiler  Breachings 
Riveted  Steel 

Pipe 
Steel  Bins 
Hoppers 

Structural  Steel 
Work 


Send  us  your  speci- 
fications 

Quality  &  Service 


William  Hamilton  Co. 

Limited  , 

Peterborough,  Canada 


STEELWORK 

FOR  EVERY  PURPOSE 

We  manufacture  and 
erect — 

GIRDERS, 
COLUMNS, 
TRUSSES, 
etc. 

STEEL 
BUILDINGS 
and 

BRIDGES 

Bars,  angles,  plates, 
beams,  channels,  rivets, 
bolts,  etc.,  in  stock  for 

immediate  shipment. 
A  post  card  will  bring 
Saugeen  River  Bridge,  216  ft.  you  Our  monthly  Stock 

Span,    16   ft.    Roadway,    Built   and  i-  .  ...     , , ,     ,     .  _fi 

erected    by    us   for    Bruce    County.  hst  bV  return  mail. 

Frank  Barber,  Engineer. 

Standard   Steel  Construction  Co. 

LIMITED 

PORT  ROBINSON.  ONTARIO 


ROGER  MILLER  &  SONS  LIMITED 

ENGINEERS  AND  CONTRACTORS 

For  many  years  it  has  been  our 
business  to  advise  on,  plan  and 
execute  all  kinds  of  engineering 
and  contracting,  including 

Docks 
Harbors 
Breakwaters 

Canals 
Industrial 
Plants 

We  shall  be  pleased  to  discuss 
with  you  any  constructional 
work  you  may  be  contemplat- 
ing, and  give  you  the  benefit  of 
our  long  and  varied  experience. 


View  of  rolling  mills  foundation  and  steel  erection  of  Baldwin  Canadian 
Steel  Corporation,  Ashbridges  Bay.  Toronto. 


Head  Office:    Lumsden  Building,  TORONTO 
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Hohnet  Foundry  Building,  Sarnia,  Out. 


H.  M.  Lane  Co., 

Architects 


Wells  &  Gray  Ltd., 

Contractors 


Plant  recently  completed  for 
Holmes  Foundry  Co.  We  have 
the  organization  and  equipment 
to  carry  on  Industrial  buildings 
of  all  kinds  in  the  quickest  pos- 
sible time. 

Wells  &  Gray  Limited 

ENGINEERS  &  CONTRACTORS 


Branch  Office  : 

Bank  of  Commerce  Bldg., 

WINDSOR,  ONT. 


Head  Office: 

701  Confederation  Life  Bldg., 
TORONTO. 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation   75 

American  Cement  Machine  Co.  ... 
American  Enameled  Brick  and  Tfle 

Company   I 

American  Lead  Pencil  Company 

American  Well  Works   

Anglin-Norcross  Limited   80 

Armstrong  Cork  Company   

Asbestos    Manufacturing   Company.  17 

Asphalt  Association,  The  

Asphalt  and  Supply  Co   18 

Ault  &  Wihorg  Co   74 

Auto  Road  Construction  Co   23 

Haines  &  David  

Hall  Engine  Company   7 

Barber,  Frank   80 

Barrett  Company  

Bates  &  I nnes   09 

Booker  &  McKechnie   

Borden  Canadian  Co   00 

Boving    Hydraulic   &  Engineering 

Company  

Brantford  Roofing  Company  

Britncll  Company,  Limited    81 

Brodies,  Limited   70 

Brown  Hoisting  Machinery  Co.  .  .  . 
Burlington  Steel  Company    Gl 


Canada  Cement  Company    19 

Canada  Crushed  Stone  Corporation. 
Canada  Iron  Foundries,  Limited   .  .  78 

Canada  Wire  &  Cable  Co  

Canada  Wire  and  Iron  Goods  Co.. 

Canadian  Allis-Chalmers   13 

Canadian  Blower  and  Forge  Co.  . . 
Canadian  Chicago  Bridge  and  Iron 

Company   64 

Canadian  Des  Moines  Steel  Co.  ...  74 
Canadian    Engineering  &  Contract- 
ing Company   73 

Canadian  Equipment  Co  

Canadian  General  Electric    13 

Canadian  Ingersoll-Rand  Co  

Canadian     Inspection    and  Testing 

Laboratories   80 

Canadian  Johns-Manville  

Canadian  Link-Belt  Co   03 

Canadian  Metal  Window  Co  

Canadian  Pipe  Company,  Ltd   2 

Canadian  Steel  Foundries   82 

Canadian   Surety  Company    02 

Canadian  Welding  Works    9 

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co.  .  . 

Chipman  and  Power,  Ltd   80 

Colwell  Sand  and  Gravel  Co  

Conduits  Company,  Limited   74 

Consumers  Gas  Company   74 

Contractors  Transport  Co   79 

Cook,  A.  D  

Concrete  Pipe  &  Products  Co.   ...  02 

Crane  Limited    79 

Crushed  Stone,  Limited   81 

Dakc  Engine  Company   81 

Dennis  Wire  and  Iron  Company  .  .  . 


Dept.  of  Public  Works  

Dominion  Concrete  Company   72 

Dominion    Engineering  and  Inspec- 
tion Company   HO 

Dominion  Iron  &  Steel  Company  ..  20 

Dominion  Paint  Works   22 

Dominion  Tar  &  Chemical  C<*  ....  70 

Dominion  Wire  Rope  Co   84 

Dunham    Company,   C.   A   72 

Dunlop  Tire  &  Rubber  Goods  Co. 

Engineering   &    Machine   Works  of 

Canada,  Limited   12 


Ford  Motor  Company  

Foyle,  W.  &  G  

Frost  Steel  &  Wire  Co   07 

Gait  Art  Metal  Company   08 

Gartshore,  John  J  

Gartshore-Thompson  Pipe  &  Foun- 
dry Company   71 

Gent  Company   80 

Goldic  &  McCulloch  Co  

Goodyear  Tire  &  Rubber  Co   3 

Gore,  Nasmith  &  Storrie   80 

Grant,  J.  A   00 

Gray  Construction   Co..  John  V....  24 

Hamilton  Bridge  Works  Co   11 

Hamilton  Co.,  Wm   14 

Hepburn,  John  T   08 

Holmes  &  Sons,  Fred    80 

Hopkins  &  Company,  F.  H   84 

Hunt  &  Company,  Robert  W   80 

Hynes,  W.  J  

Ideal  Concrete  Machinery  Co   70 

Imperial  Oil  Limited  

Inglis   Company,  John    50 

Jaeger  Machine  Company   04 

James  &  Company,  E.  A   80 

Jamieson  Lime  Company  

Johnston  &  Sons,  C.  H   25 


Kerr  Engine  Company,  Ltd. 


75 


Lea,  R.  S.  &  W.  S   SO 

London  Concrete  Machinery  Co.  . .  4 
Londo'n  &  Lancashire  Guarantee  & 

Accident  Company   02 

MacKinnon  Steel  Co   18 

MacLean  Daily  Reports   62 

Manitoba  Bridge  &  Iron  Company 

Maple  Leaf  Sales  Co   25 

Maritime  Bridge  Works  Co   79 

Marsh  Engineering  Works    8 

McAllister  &  Taylor   80 

McAvity  &  Sons,  T   05 

McGovern,  T.  J   79 

McGregor  &  Mclntyre   79 

McKinnon  Columbus  Chain  Co.  . . . 

Metal  Shingle  &  Siding  Co   26 

Miller  &  Sons,  Roger   14 

Milton  Hersey  Company   80 


Montreal  Machine  Shop   77 

Morris  Crane  &  Hoist  Co.,  Herbert  81 

Morrison  &  Co.,  T.  A   80 

Mussens  Limited   71 


National  Conduit   Company    82 

National  Equipment  Co  

National   Iron   Corporation    70 

Northern  Crane  Works,  Ltd   74 

Northern   Electric  Co   5 

Nova  Scotia  Steel  and  Coal  Co.  .  . . 


Ontario  Wind  Engine  and  Pump  Co.  07 

Ormsby  Company,  Ltd.,  A.  B   26 

Osborn  Canada  Ltd.,  Samuel  

Pacific  Coast  Pipe  Company   73 

Pannill  Door  Company   07 

Pedlar  People   .  .  .  ,  

Pratt  &  Letchworth   82 

Prest-O-Litc  Company    69 

Port  Credit  Brick  Co   23 


Reid  &  Brown  Structural  Steel  and 

Iron  Company   HO 

Ric-wiL  Company    73 

Robb  Engineering  Works   11 

Robertson  Co.,  H.  H  

Roberton-Olsen,  Ltd   71 

Scully,  A.  A   77 

Schultz  Bros   80 

Sessenwein  Bros   73 

Sonneborn  Sons  L.,  Inc  

Spielman  Agencies  

Spray  Engineering  Company   73 

Standard  Steel  Construction  Co.  ...  14 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   79 

Steel  &  Radiation   81 

Sterling  Engine  Company  

St.  Clair  Bros   9 

Thompson  Bros   80 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co.  1 
Toronto  Steel  Construction  Co.  ...  77 

Toronto  Testing  Laboratory   80 

Trades  &  Labor  Branch,  Dept.  of 

Public  Works  

Trussed  Concrete  Steel  Company.. 
Turnbull  Elevator  Company   83 


United  States  Fidelity  &  Guaranty 
Company  

Vancouver   Wood    Pipe   and  Tank 

Company  

Vitrified  Clay  Pipe  Co   21 

Waterous  Engine  Works  Company 

Wells  &  Gray   15 

Wettlaufer  Bros  

Williams  Machinery  Co.,  Ltd.,  A.  R.  66 
Worthington,  W.  R   80 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.  Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Roofed  with 

"  ASBESTOSLATE  " 

The  Permanent  Roof 

Requires  no  paint,  repairs  or  other  treatment. 

"ASBESTOSLATE"  is  absolutely  the  most 
economical  roof  in  the  long  run. 

The  first  cost  is  very  little  more  than  inflam- 
mable roofings.    Samples  and  prices  on  request. 


Asbestos  Manufacturing  Co.,  Limited 

SALES  OFFICES 
708,  709,  710  Drummond  Building 
MONTREAL  -  CANADA 

Factory:  Lachine,  P.Q. 


IS 
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Makes  roads  last  longer 

Fluxphalte  is  the  best  macadam  road  preservative.  Being  used  by  road  com- 
missioners and  contractors  all  over  Canada  with  finest  results.  Binds  the  sur- 
face of  roadway  so  that  no  dusting  occurs.  Makes  surface  smooth  as  asphalt 
pavement  and  keeps  it  in  this  condition.  Saves  expense  of  repairs  and  constant 
attention. 

Send  for  free  booklet  and  further  details. 


Drummond  Apartments— Montreal 


The  steel  structure  for  the 
new  Drummond  Apartments, 
Montreal,  was  fabricated  and 
erected  by  us. 

Our  experience  in  the  de- 
signing- and  erection  of  all 
kinds  of  steel  structures,  as 
well  as  our  large  and  compe- 
tent staff,  qualify  us  to  carry 
out  this  work  efficiently,  rapid- 
ly and  economically. 

We  would  welcome  an  op- 
portunity to  discuss  with  you 
any  project  you  may  have  in 
mind  in  which  steel  construc- 
tion is  one  of  the  requirements. 


MacKINNON  STEEL  CO.  LIMITED 

Montreal  Office— 404  New  Birks  Building  SHERBROOKE,  QUE. 


February  11,  1920 


THE  CONTRACT  RECORD 


10 


CANADA  CEMENT 

CONCRETE 

FOR  PERMANENCE 


Some  of  This  Concrete  Pavement  Was  Laid  in  1914 

Some  in  1919 

WHICH   IS  WHICH? 


The  photograph  shows 
the  junction  of  Dunn 
and  Dundas  Streets, 
Oakville,  Ontario.  The 
Dundas  Street  Pave- 
ment was  laid  five  years 
ago — the  Dunn  Street 
Pavement  less  than  a 
year  ago. 

The  present  condition 
of    the  five-year-old 


pavement  is  so  similar 
to  that  of  its  neighbor- 
street  that  it  may  be 
said  to  show  practical- 
ly no  wear  or  deteriora- 
tion, in  spite  of  the 
thousands  of  loads  o  f 
various  kinds  that  it 
has  carried  since  it 
was  laid.  No  expendi- 
ture  for  maintenance 


has  been  made  to  the 
present  time,  although 
Dundas  Street  has  car- 
ried the  heavy  traffic  to 
the  station.  It  is  be- 
cause of  this  proven 
"permanence"  that  Con- 
crete is  regarded  as,  a 
logical  solution  for  any 
town's  paving  prob- 
lems. 


Engineers,  James  Bell  &  Son,  St.  Thomas,  Ont. 
Contractors,  Dundas  Street,  Malcolm  &  Rudd. 
Contractors,  Dunn  Street,  Johnston  and  King. 


CANADA    CEMENT    COMPANY  LIMITED 


5  HERALD  BUILDING,  MONTREAL 


SALES  OFFICES  AT:  MONTREAL     TORONTO     WINNIPEG  CALGARY 


20 
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BASIC  open  Hearth 

Steel 

Rails 

Billets 

Rods 

Bars 

Standard  and  Special  Sections 

12  lbs.  to  100  lbs.  per  lineal  yard 

"Domsteel"  Wire  Products 

Wire  Nails 

Wire 

Bright,  Annealed,  and  Galvanized,  Nail 
and  Rivet  Wire  ;  Oiled  and  Annealed,  Plain, 
Barb,  and  Coil  Spring,  Etc. 

Coke  Oven  By-Products 

Sulphate  of  Ammonia,  Benzol,  Toluol, 
Xylol,  Solvent  Naphtha,  Naphthalene,  Etc. 
Sulphuric  Acid. 


h 


fi  t  w 


mmm 

'  WW* 


General  Sales  Offices:  112  St.  James  St.  Montreal,  P.Q. 
Head  Office  and  Works :  Sydney,  N.S. 

Sales  Offices :  Sydney,  St.  John,  Montreal,  Paris,  London 
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Part  of  the  regular  stock  always  on  hand  at  a  Sewer  Pipe  Factory 


Made  Right 


FROM  the  very  outset,  through 
every  stage  of  its  manufacture. 
Vitrified   Clay   Pipe   is  made 
right.  It  cannot  help  but  do  the  work 
it  is  intended  to  do,  and  do  it  well. 

First,  only  tested,  fully  weathered 
clay,  free  from  pebbles  and  sand,  is 
used.  Mechanical  processes  in  mix- 
ing and  moulding  insure  a  thorough- 
ly-compacted pipe  of  perfect,  uni- 
form shape.  Careful  drying  and 
thorough  vitrification  gives  the  pro- 
duct great  hardness  and  high  tensile 
strength,  while  the  salt  glaze  renders 
it  practically  impervious. 

Vitrified  Clay  Pipe  (salt  glazed)  is 
unrivalled  for  permanence.  It  re- 
sists all  of  the  many  destructive 
elements  that  attack  drains  and 
sewers.  Water,  acids,  alkalies  and 
electrolysis  are  all  powerless  to 
harm  it. 

The  smooth  glazed  interior  pro- 
motes the  utmost  rapidity  of  flow ; 


there  is  no  clogging.  It  is  a  thor- 
oughly sanitary  pipe  for,  when  pro- 
perly laid,  it  is  water-proof  and 
leakproof. 

The  economy  too,  of  Vitrified  Clay 
Pipe  is  most  marked.  Always  up  to 
standard,  easily  laid  and  easily  in- 
spected, simple  to  build,  practically 
everlasting  and  moderate  in  first 
cost. 

All  these  qualities  combine  to 
make  this  pipe  the  logical  and 
popular  choice  for  all  types  of  under- 
drainage.  Every  locality  has  much 
of  it  that  has  given  -  constant  and 
satisfactory  service  over  a  long  per- 
iod of  years.  The  world's  best  engi- 
neers and  contractors  freely  specify 
and  recommend  it. 

Made  in  standard  sizes,  4"  to  30". 
Immediate  shipment  guaranteed 
from  a  point  in  your  immediate 
neighborhood.  Special  and  rush 
orders  handled  promptly. 


For  full  information  including  quotations,  write  to 
Vitrified  Clay  Pipe  Publicity  Bureau, 
8  Colborne  Street,   Toronto,  Ontario. 
St.  Johns,  P.Q.  New  Glasgow,  N.S. 
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Retarding  Depreciation 


The  service  conditions  to  which 
bridges  are  constantly  subjected 
cause  depreciation  which  acceler- 
ates unless  proper  protection  is 
provided. 

Rust  is  the  most  destructive  agent. 
Fumes  and  atmospheric  conditions 
also  help  to  break  down  girders, 
rivet  heads  and  bolts. 

SUPERIOR  GRAPHITE  PAINT 
IS  WIDELY  SPECIFIED  because 
of  its  proven  worth  and  protective 
qualities,  demonstrated  over  a 
period  of  thirty-five  years  in  ser- 
vice. 

SUPERIOR  GRAPHITE  PAINT 


is  made  under  a  proven  formula — 
its  base  a  natural  combination  of 
graphitic  Carbon  and  silica.  The 
service  it  has  given  on  many  of  the 
best  known  bridges  and  other  steel 
structures  is  absolute  assurance  of 
dependability.  For  a  low  ultimate 
cost — for  positive  protection — use 
Superior  Graphite  Paint. 

Color  Card*  and  Painting 
Specifications  on  Request 

DOMINION  PAINT  WORKS  Ltd 

Makers  of 

Degraco  Paints,  Varnishes,  Enamels 

WALKERVILLE,  CANADA. 

Montreal       Toronto       Winnipeg  Quebec 
Vancouver  Sydney 


SUPERIOR  GRAPHITE  PAINT 

It  Vrevents  Rust 
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What  More 
Could  You 
Want  for  a 
Road  ?— 


THE  IMPROVED 

WILLITE 

Permanent  Pavement 


Long  wear;  little  or  no  maintenance  costs;  no  disintegration  or  abrasion; 
resiliency  to  distribute  enormous  weights;  inexpensive  to  build;  resist- 
ance to  frost,  dust  or  water;  cleanliness,  sanitariness,  smoothness  and 
absolute  permanence.  This  is  Willite — the  Permanent  Pavement  and 
a  Canadian  owned  product  for  building  or  resurfacing  city  streets  and 
rural  roads  in  the  Dominion. 

Willite  combines  every  feature  contributing  to  perfect  road  building  and 
surfacing.    Let  us  tell  you  more  about  Willite. 

Municipalities,  councils,  engineers  and  contractors  will  be  gladly  fur- 
nished with  full  particulars. 

Better  let  your  proposed  pavement  be  permanent — use  Willite. 


THE 


IMPROVED 


t$tt<$fadj  Qmdrudion  Q>.  (imtied. 


PERMANENT 


PAVEMENT 


LICENSEE 

20  ERIE  AVENUE,  NIAGARA 
ONTARIO 


FALLS 


BUILD 
WITH 


PORT  CREDIT  BRICK 


PRESSED 

and 

WIRE  CUT 
BRICK 

All  Grades 
and  any  quantity. 

Best  service 
and  a 
Reliable  Product 

Write  us 

Port  Credit 

Brick  Co.  Ltd. 

McKINNON  BUILDING 
TORONTO 


One  of  Toronto"  s  Homes  built  of  Port  Credit  Brick 
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Our  New  Address 

AV7E  TAKE  pleasure  in  announcing 
that  our  business  has  increased 
to    such    an    extent    that    we  have 
secured  more  adequate  quarters. 

After  February  10th,  1920 

Our  Head  Office  will  occupy  the 
whole  of  the  first  floor  in  the  Bank 
of  Nova  Scotia  Chambers  at  the 
intersection  of  Queen,  King  and 
River  Streets,  near  Don  Station, 
Toronto. 

Phones:  Main  102  and  104 

John  V.  Gray  Construction  Co. 

Limited 

General  Contractors 
Windsor  Toronto 
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Wire  Guards 

for  Windows  and  Skylights 

Wire  Partitions 
Wire  Screens 


for  Sand  and  Gravel 


Wire  Work 


of  all  kinds 


C.  H.  Johnson  &  Sons,  Ltd. 

Wire  Works  :  St.  Henry,  Montreal 


\::  .  tame;  Rekforc 

CONCREII.  COSCRET 


Sold  separately 


Reinforced 
Concrete  Construction 

Series  of  Three  Volumes 

By  G.  A.  Hool,  Associate  Professor  of  Structural 
Engineering,  University  of  Wisconsin. 

You  probably  know  something  about  these  books — 
How  they  came  out  without  the  advantage  of  a  widely  known  name 
as  author. 

How  the  leading  civil  engineering  papers  hailed  them  as  the  best 
on  the  subject. 

How  they  were  at  once  recognized  as  the  most  useful  and  practicaj 
books  that  have  appeared. 

They  are  today  standard  among  engineers,  architects  and  contrac- 
tors, as  well  as  in  colleges. 

Vol.  1 — Fundamental  Principles,  254  pages,  6  x 

9,  88  illus.,  $2.50  net,  postpaid. 
Vol.  II — Retaining  Walls  and   Buildings,  675 

pages,  6x9,  412  illus.,  34  plates,  $6.00  net 
postpaid. 

Vol.  Ill — Bridges  and  Culverts,  688  pages,  6x9, 
over  600  illus.,  41  plates,  $6.00  net,  postpaid. 

SEND  YOUR  ORDERS  TO 

Contract  Record  &  Engineering  Review 

347  Adelaide  St.  West,  TORONTO 
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48  pairs  of  semi-automatic  doors  installed  in  No.  6  T.  Eaton  Co.,  Ltd.,  Plant,  Toronto,  Wm.  Steele  &  Sons  Co.  Ltd., 

Engineers.     In  constant  use  for  last  four  years. 

ORMSBY 

Counter -Balanced  Elevator  Doors 

"Made  in  Canada" 

These  doors  are  made  in  two  styles,  counterbalanced  and  semi-automatic.    The  counter- 
balanced is  opened  and  closed  manually,  the  semi-automatic  is  opened  manually  and  closed 
automatically  when  the  elevator  leaves  the  floor. 
Endorsed  by  The  Canadian  Board  of  Fire  Underwriters. 

A  few  recent  contracts  closed  are : 


Northern  Rubber  Co.,  Ltd.,  Guelph— E.  A. 
James  Co.,  Engineers;  P.  H.  Secord  &  Sons, 
General  Contractors. 

Canadian  Consolidated  Rubber  Co.,  Limited, 
Kitchener,  Ont. 


Canadian  Consolidated  Rubber  Co.,  Limited, 

Elmira,  Ont. 
Cowan   Company,   Limited,   Toronto — B.  H. 

Prack  Engineer. 
Lever  Bros.  Limited,  Toronto — W.  F.  Sparling 

&  Co.,  Engineers. 


Our  Doors  are  right.    Let  us  quote  you. 

THE  A.  B.  ORMSBY  CO.,  LIMITED,  TORONTO 

Associated  with  the  Metal  Shingle  and  Siding  Company,  Limited 

Factorie*  at  Pretton,  Toronto,  Montreal,  Wi  nipeg,  Saskatoon,  Calgary 

AGENTS: 

MARITIME  PROVINCES:  F.  A.  Gillis  &  Co.,  Halifax,  N.S. 
BRITISH  COLUMBIA:  A.  T.  Chambers.  Vancouver.  B.  C. 
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(gntract  Record 

^  Engineering  Review 

A  National  Journal  for  the  Construction  Interests  of  Canada, 
reaching  Architects,  Engineers,  Contractors, 
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New  Constitution  of  A.C.B.C.I.  Will  Meet 
Industry's  Requirements 

THE  constitution  of  the  Association  of  Canadian 
Building  and  Construction  Industries  under- 
went considerable  alterations  at  the  con- 
vention at  Ottawa  last  week,  and,  we,  believe, 
in  its  new  form  will  meet  the  requirements  of 
so  comprehensive  an  organization  in  a  country 
of  Canada's  size  and  scattered  population.  It 
will,  there  is  little  doubt,  receive  the  approval  and 
support  of  general  contractors,  sub-contractors  and 
supply  men  alike  throughout  the  Dominion,  because 
it  is  simple,  flexible  and  easily  applied,  and  promises 
not  to  be  too  burdensome,  financially.  "Why,  yes, 
that's  the  logical  thing  to  do!"  was  the  remark  with 
which  the  plan  of  organization  was  generally  receiv- 
ed. While  the  constitution  and  by-laws  have  not  been 
worked  out  in  all  their  final  details,  the  main  features 
are  as  follows :  The  affairs  of  the  association  shall 
be  managed  by  a  National  Council  consisting  of  five 
officers,  elected  at  the  annual  general  meeting,  to- 


gether with  three  representatives  from  each  province, 
to  be  elected  by  the  various  provincial  associations. 
Where  there  is  no  provincial  organization  the  local 
exchanges  will  still  have  the  privilege  of  electing  these 
three  representatives  to  the  National  Council.  The 
local  exchanges  will  become  collective  members  oi 
the  A.C.B.C.I.  One  membership  will  be  secured 
by  the  payment  of  $25.  which  carries  with  it  one 
vote  at  the  annual  meeting.  As  many  memberships 
as  desired  may  be  purchased,  entitling  members  to  a 
corresponding  number  of  votes.  Individual  member- 
ship is  also  provided  for.  as  it  was  believed  it  would 
not  be  possible  to  finance  the  Association  satisfactor- 
ilv  with  fees  from  local  organizations.  Individuals  or 
firms  engaged  in  ''my  branch  of  the  construction  in- 
dustry, may  become  direct  members  of  the  A. C. U.C.I, 
by  the  payment  of  the  $25  Fee  which  entitles  them  to 
one  membership.  Any  linn  may  purchase  as  many 
memberships  as  it  desires,  and  it  is  expected  that  the 
larger  concerns  will  in  this  way  contribute  very  ma- 
terially to  the  financial  success  of  the  organization. 
Provincial  bodies,  being  made  up  of  collective  mem- 
bers, automatically  receive  one  membership  in  the 
A.. C. B.C. I.  They  may  purchase  further  member- 
ships if  they  desire. 

It  will  be  seen  that  there  is  no  intention  whatever 
on  the  part  of  the  A..C.B.C.I.  to  make  any  imposi- 
tions or  restrictions  on  existing  organizations.  It 
merely  seeks  to  unify,  and  therein  lies  its  hope  of  suc- 
cess . 


General  Contractors'  Section  of  Montreal 
Builders'  Exchange 

A SPECIAL  meeting  of  the  general  contractors 
section  of  the  Montreal  Builders'  Exchange, 
was  held  on  January  22nd.  It  was  moved 
by  Mr.  A.  W.  Ross,  seconded  by  Mr.  Douglas 
Bremner,  and  agreed  that  the  following  be  nominated 
for  Board  of  Directors  of  the  Exchange  for  the  current 
year:  Messrs.  K.  D.  Church,  (chairman),  W.  C. 
Muhn,  J.  P.  Anglin,  John  Cjttinlan  and  C.  M.  Morssen. 

Mr.  J.  D.  Johnston  of  the  Canada  Cement  Company 
Limited,  gave  a  short  talk  on  the  delivery  of  cement. 
It  was  agreed  that  except  for  use  on  large  jobs, 
delivery  in  bags  was  most  suitable. 

A  letter  from  Mr.  J.  P.  Anglin,  stating  that  "it 
has  been  the  habit  of  some  engineers  and  architects 
to  require  certified  cheques  when  calling  for  tenders,'" 
was  submitted.  It  was  declared  that  this  habit  was 
open  to  grave  objections  and  should  be  discouraged. 
On  the  motion  of  Mr.  J.  P.  Anglin,  seconded  by  Mr. 
A.  W.  Ross,  it  was  resolved  that  the  members  of  the 
section  should  refuse  to  give  certified  cheques  for 
private  work  as  required  by  some  architects  and 
engineers,  and  approved  of  the  stand  taken  in  this 
connection  by  Anglin-Norcross,  Limited. 

The  agreement  between  the  United  Brotherhood 
of  Carpenters  and  Joiners  and  the  general  contractors' 
section  was  discussed,  and  it  was  moved  by  Mr.  Dou- 
glas Bremner,  seconded  by  Mr.  John  Allan,  and  agreed 
that  the  following  committee  be  appointed  to  meet 
and  select  three  to  be  empowered  to  carry  out  the 
terms  of  the  agreement:  Messrs.  Munn,  (Convener J 
Cape,  Anglin,  Morssen,  Shearer,  Allan,  Hand,  Bremner, 
Hudson,  Robertson,  Evely  and  Quinlan,  Mr.  K.  D. 
Church,  was  appointed  an  ex-officio  member  of  the 
committee. 
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Canadian  General  Contractors'  Association 
Formed 


DURIN(i  the  Conference  of  the  Association 
of  Canadian  Building  and  Construction  In- 
dustries- at  Ottawa,  last  week,  the  Gen- 
eral Contractors  held  two  meetings  to 
discuss  matters  of  particular  interest  to  their  section. 
The  men  present  were  strongly  impressed  with  the 
benefits  of  the  A.C. U.C.I,  and  believed  that  the  con- 
struction industries  could,  in  union,  bring  about  results 
that  they  could  not  achieve  separately.  They  also 
felt,  however,  that  the  general  contractors  had  certain 
interests  peculiar  to  themselves  which  made  it  wise 
for  them  to  get  together  as  a  distinct  body.  It  was 
therefore  decided  to  organize  the  Canadian  General 
Contractors'  Association.  Mr.  W.  H.  Yates'  motion, 
as  amended  by  Mr.  Thomas,  of  Calgary,  provided  that: 
"We,  here  assembled,  organize  ourselves  as  a  Canadian 
General  Contractors'  Association  consisting  of  mem- 
bers of  local  organizations  throughout  the  Dominion, 
and  apply  for  a  membership  in  the  Association  of 
Canadian  Building  and  Construction  Industries." 
Mr.  J.  B.  Carswell,  of  Toronto,  was  elected  Chairman 
of  the  Association,  Mr.  W.  H.  Yates,  vice-chairman, 
and  Mr.  Graham,  secretary. 

The  attitude  of  the  general  contractors  toward 
the  A. C. B.C. I.  was  expressed  in  resolutions  endorsing 
the  main  organization  and  expressing  their  readiness 
to  adopt  a  code  of  ethics  that  would  attract  the  sub- 
contractors and  material  men. 


Topics  of  Prime  Interest  to  be  Discussed  by 
American  Concrete  Institute 


THE  convention  of  the  American  Concrete  In- 
stitute will  be  held  on  February  16,  17  and  18, 
at  the  Auditorium  Hotel,  Chicago,  overlap- 
ping, in  joint  sessions,  on  the  second  and 
third  days  the  National  Conference  on  Concrete  House 
Construction.  During  the  same  week,  conventions  of 
the  American  Concrete  Pipe  Association  and  Concrete 
Products  Association  are  being  held.  The  Institute 
program,  while  containing  a  varied  list  of  reports  and 
papers,  will  concentrate  attention  on  a  few  major 
topics  of  big  interest. 

The  Committee  on  Contractors  Plant  will  present 
a  report  which  should  be  of  unusual  interest  in  these 
times  of  greatly  increased  wages  to  workmen  and  of 
frequent  difficulty  in  obtaining  materials.  Every  bit 
of  slack  in  the  contractor's  organization  must  be  taken 
up  and  his  forces  used  most  effectively,  with  the  best 
mechanical  equipment  and  the  best  utilization  of  that 
equipment,  in  order  that  he  may  have  control  of  his 
costs.  The  design  and  construction  of  the  contractor's 
plant  is  a  real  live  problem  and  is  likely  to  continue 
to  be  in  the  immediate  future. 

A  special  Committee  on  Standardizing  the  Specifi- 
cations for  Steel  Bars  for  Concrete  Reinforcement  is 
at  work  upon  the  idea  that  in  these  times  when  prompt 
mill  shipments  of  steel  are  not  to  be  obtained  and  when 
a  large  percentage  of  steel  bars  must  come  from  local 
stock,  it  is  of  prime  importance  that  steel  specifica- 
tions be  so  standardized  as  to  simplify  the  problem  in 
steel  bar  supply.  It  is  proposed,  if  possible,  to  make 
one  specification  or  perhaps  two  specifications  to  sim- 


plify steel  bar  stock.  Closely  allied  with  this  prob- 
lem is  that  which  arises  from  a  multiplicity  of  steel  bar 
sizes.  It  is  proposed  to  bring  about  a  reduction  in 
their  number. 

Further  in  the  matter  of  economy  is  the  work  of 
the  Committee  on  Standardization  of  Units  of  Design 
for  a  saving  in  cost  that  can  frequently  be  made  in 
the  construction  of  reinforced  concrete  buildings  by 
limiting  the  number  of  sizes  and  types  of  beams,  gir- 
ders and  columns,  etc.  Where  such  a  saving  may 
have  to  be  made  at  some  waste  of  steel  or  concrete  it 
is  proposed  to  encourage  designing  engineers  to  bal- 
ance the  saving  which  may  be  effected  in  the  erection 
cost  against  the  cost  of  additional  materials  which 
may  be  required  in  simplifying  the  design.  In  short, 
to  show  the  way  that  lies  somewhere  between  the  de- 
sign which  is  theoretically  correct  and  the  design 
which  will  be  the  most  economical  to  follow  in  the 
actual  construction. 

Another  special  Committee  on  the  Determination 
of  Proper  Unit  Values  for  Vertical  Shear  in  Rein- 
forced Concrete  Design  has  already  prepared  a  report 
which  is  being  submitted  to  the  Institute  member- 
ship so  that  it  may  be  adopted  at  the  convention. 
Many  engineers  hold  the  opinion  that  the  value  of 
150  lbs.  per  sq.  in.  is  too  conservative  a  figure  and 
that  a  higher  stress  could  be  used  with  safety  and  with 
considerable  saving  in  the  cost  of  foundations  for 
buildings. 

A  special  committee  is  working  on  one  of  the  un- 
solved problems  in  concrete  construction  arising  from 
the  question  of  relative  merits  of  different  types  of 
concrete  floor  finish  as  now  in  use  in  building  con- 
struction : 

(a)  Monolithic  finish. 

(b)  Two  inch  or  three  inch  concrete  base  with 
monolithic  finish. 

(c)  One  inch  finish  laid  some  weeks  subsequent 
to  the  structural  concrete. 

(d)  Finish  of  one  part  of  cement  to  one  part  sand 
sifted  onto  freshly  screeded  concrete  surface  and 
troweled  hard  with  and  without  the  addition  of  an  iron 
hardener. 

(e)  Improvement  in  construction  of  finish,  if  any, 
due  to  the  addition  of  quick  stone  or  liquid,  wherein 
silicate  of  soda  predominates. 

A  number  of  other  committees  are  actively  en- 
gaged in  the  work  for  which  they  were  appointed  and 
will  present  reports  and  recommendations  at  the  com- 
ing convention.  Among  these  are  committees  on 
research,  building  blocks  and  cement,  concrete  roads 
and  pavements,  aggregates,  concrete  chimneys,  con- 
crete sewers,  houses,  and  storage  tanks. 


The  W.G.K.  City 

Westinghouse,  Church,  Kerr  &  Co.,  Inc.,  engineers 
and  constructors,  of  New  York  and  Montreal  have 
issued  a  folder  entitled  the  YV-C-K  City,  showing  a 
composite  photograph  of  all  the  work  designed  and 
constructed  by  this  organization.  The  value  of  the 
enterprises  making  up  the  W-C-K  city  is  over  $130,- 
000,000.  Every  piece  of  work  has  been  conducted 
entirely  on  the  basis  of  cost  plus  a  fee  and  fifty  per 
cent,  of  the  jobs  are  repeat  orders.  No  works  are 
illustrated  unless  they  were  designed  and  constructed 
in  their  entirety  by  Westinghouse,  Church,  Kerr  &  Co. 
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Canada's  Engineers — 

New  Zealand  was  the  birth  place  of  Major  Alan 
Mair  Jackson,  who,  on  returning  to  Canada  in  April 
last  after  three  years'  military  service,  was  appointed 
county  engineer  of  Brant  County,  Ont.  Following  Mr. 
Jackson's  graduation  from  Otaga  University,  New  Zea- 
land, he  served  as  an  apprentice  for  six  years  in  a  foun- 
dry and  machine  shop,  chiefly  on  the  erection  of  ma- 
chinery and  then  became  assistant  engineer  on  drain- 
age and  sewerage  in  the  city  of  Dunedin.  Following 
this  he  served  for  six  months  as  supernumerary  engi- 
neer on  a  cargo  tramp  steamer,  but  left  this  position 
upon  the  arrival  of  the  steamer  in  England.  For  the 
next  four  years  Mr.  Jackson  was  connected  with  the 
gold  mining  industry  of  South  America,  having  left 
England  in  1905  to  erect  a  gold  dredge  in  British  Guiana 
and  to  run  a  survey  of  a  large  gold  dredging  conces- 
sion in  the  jungle.  Subsequently,  he  joined  the  Bari- 
ma  Gold  Mining  Co.  in  Demerara  on  the  border  of 
Venezuela.  While  in  the  employ  of  this  company  he 
erected  all  their  machinery  and  built  several  miles  of 
light  railway.  In  1909  Major  Jackson  returned  to  Eng- 
land, going  to  Canada  early  in  1910.  After  a  year  in 
the  mechanical  department  of  the  Canada  Foundry 
Company,  he  started  an  engineering  practice  in  Dunn- 
ville,  Ont.  He  passed  the  O.  L.  S.  examinations  and 
became  engineer  for  Haldimand  County  in  1912  and  in 
1913  he  purchased  the  surveying  and  consulting  prac- 
tice of  Howard  Fairchild  of  Brantford,  Ont.  In  March, 
1916,  he  enlisted  in  the  215th  battalion  as  captain,  sub- 
sequently receiving  the  rank  of  major.  He  went  to 
France  with  the  257th  Railway  Construction  battalion, 


U.  of  T.  Engineering  Alumni  Form 
Association 

In  connection  with  the  Annual  and  Professional 
meeting  of  the  Engineering  Institute  of  Canada  held 
January  27  to  29,  at  Montreal,  the  engineering  alumni 
of  Toronto  University  held  a  meeting  on  January  29th, 
when  if  was  decided  to  form  an  association.  A  general 
re-union  of  the  alumni  association  will  be  held  at 
Toronto  next  October.  Among  the  speakers  were 
Brig.-General  C.  H.  Mitchell,  Commissioner  R.  A. 
Ross,  and  Mr.  G.  Herrick  Duggan.  The  following 
officers  were  elected:  President,  Mr.  W.  J.  Francis, 
Montreal ;  vice-president,  Dr.  T.  K.  Thomson,  New 
York;  council,  Messrs.  J.  M.  Robertson,  J.  B.  Challies, 
*E.  R.  Gray,  J.  L.  Morris,  G  R.  Munro,  W.  J.  Chase 
and  W.  A.  Buck. 


Victoria,  B.C.,  to  Build  $720,000  Bridge 

The  construction  of  the  Johnson  Street  bridge  in 
Victoria,  B.  C,  has  now  been  authorized,  and  it  is 
the  intention  of  the  city  to  carry  out  the  work  as  soon 
as  possible.  Application  will  be  made  forthwith  to 
the  Dominion  Government  and  the  Railway  Depart- 
ment, and  it  is  expected  that  tenders  will  be  called 
some  time  in  May.  According  to  F.  M.  Preston,  city 
engineer  of  Victoria,  the  estimated  cost  of  the  com- 
pleted work  is  $720,000,  of  *hich  $100,000  will  be  con- 
tributed by  the  Esquimalt  &  Nanaimo  Railway,  and 
$200,000  by  the  Provincial  Government.  The  approxi- 
mate weight  of  steel  in  the  superstructure  is  2,800,000 


Alan  Mair  Jackson 

after  reverting  to  a  captaincy.  In  France  he  was  again 
promoted  to  the  rank  of  major  and  was  in  command 
of  'A"  Company  of  the  7th  battalion  Canadian  Rail- 


Major  A.  M.  Jackson 


way  Troops  for  twenty-two  months.  On  his  return 
from  active  service  in  April  last  year  he  was  appointed 
county  engineer  of  Brant  County,  Ont 


pounds,  and  there  will  be  approximately  10,000  cubic 
yards  of  concrete  in  the  piers  and  abutments.  A  single 
leaf  bascule  with  one  120  foot  channel  is  provided  for. 
The  approach  spans  will  each  be  approximately  120 
feet  in  length. 

Mr.  Preston  also  states  that  nothing  further  has 
been  done  with  regard  to  the  Rock  Bay  bridge  at  Vic- 
toria. 


$60,000,000  for  Ontario  Roads 

Hon.  F.  C.  Biggs,  Minister  of  Public  Works  and 
Highways,  has  secured  $6,000,000  as  Ontario's  share 
of  the  Federal  Government's  "Good  Roads"  appropri- 
ation. This,  with  six  millions  from  the  Province  of 
Ontario  and  three  millions  from  the  municipalities, 
will  provide  a  fund  of  $15,000,000  to  be  spent  on  the 
main  highways  of  the  Province  during  the  next  five 
years.  In  addition  to  that  amount,  45  millions  will  be 
expended  by  the  municipalities  individually,  aided  in 
various  ways  by  the  Provincial  Government.  The 
total  estimated  expenditure  on  the  roads  of  Ontario 
during  the  next  five  years  will  therefore  amount  to 
$60,000,000.  An  important  feature  of  the  new  Minis- 
ter's policy  is  assistance  to  township  roads  to  the  ex- 
tent of  20  per  cent.  Mr.  Biggs  had  a  conference  with 
the  Dominion  Good  Roads  Commission  last  week,  and 
the  general  outline  of  his  plan  received  full  approval. 

Building  permits  granted  by  the  City  of  Montreal 
for  the  month  of  January,  totalled  $227,655  as  against 
$60,154  for  the  same  month  last  year. 
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Constructing  a  Massive  Proscenium  Girder  in 

Toronto's  Largest  Theatre 

One  of  the  Biggest  (Orders  Ever  Poured  in  Toronto  Measures  51  ft.  in  Span, 
by  13  ft.  Deep,  by  2  ft.  2  in.  wide  —  Difficulty  in   Forming  and  Shoring 

 By  F.  E.  Brown"  


crete 
•jirder 


Till'"  new  Pantages  theatre  npw  being  erected  in 
Toronto,  Out.,  on  Victoria  Street  with  the 
entrance  on  Yongc  Street,  lias  over  the 
prosceninin  opening  one  of  the  largest  con- 
girders  ever  poured  in  Toronto.  This 
lias  a  clear  span  of  51  ft.,  is  13  ft  deep  and  J 
ft.  2  in.  wide  with  a  wall  bearing  at  each  end  of  6  ft. 
10.  in.  The  mix  used  w  as  1  :2:4  stone  concrete  and  the 
reinforcement  consisted  of  eighteen  1  Y>  in.  round  bars 
with  in.  stirrups  at  12  in.  centre's.  The  pouring 
was  continuous  and  took  14  lahorers  and  2  engineers 
12  hours  to  complete.  The  pouring  took  place  in  l)< 
cemher,  during  cold  weather,  and  to  protect  the  con- 
crete from  frost,  two  1  in.  steam  lines  were  run  from 
end  to  end,  one  being  placed  3  ft.  from  the  bottom  of 
the  girder  and  the  other  approximately  8  ft.  These 
pipes  were  placed  in  the  centre'  of  the  concrete  and 
were  cut  off  after  the  concrete  had  set  and  wi  re  left 
in  the  girder. 

The  big  difficulty  was  the  forming  and  shoring  bl 
the  girder  as  it  was  28  ft.  0  in.  above  the  stage  wall 
with  no  walls  nearby  to  brace  to.  There  was  approx- 
imately 93  tons  to  carry  besides  an  allowance  neces- 
sary for  vibration,  etc.  Some  idea  of  the  amount  of 
labor  and  material  required  for  the  erection  of  this 
form  work,  may  be  obtained  by  the  drawings  and 
photographs  here  illustrated.  The  uprights  were 
made  of  two  pieces  of  2  in.  by  10  in.  spiked  together; 
the  intermediate  cross  braces  were  2  in.  by  10  in.  ai 
6  ft.  centres  with  1  in.  by  6  in.  diagonal  hraces 
The  top  ledgers  were.  36  ft.  long  made  from  two 
pieces  of  2  in.  by  10  in.  with  joints  broken.    The  braces 


carrying  the  projecting  ends  were  also  2  in.  by  10  in 
The  form  sides  were  made  of  7xin.  by  6  in.  matched 
and  dressed  on  2  in.  by  4  in.  uprights  with  two  rows 
of  y2  in.  bolts  in  the  height  and  two  rows  of  braces 
on  each  side.  The  nearest  wall  to  tie  to  was  37  ft. 
away  and  for  this  purpose  ]/A  in.  cables  were  used  with 
turnhuckles.     \\  hen  the  forms  were  removed,  it  was 


•General  superintendent, 
neers,  Toronto. 


Jackson-Lewis   Co.,   Ltd.,  contracting  engi- 
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Steel  for  girder  was  raised  on  three  platforms  and  concret;  was  poured 
from  buggies  supplied  by  hoist 

found  that  the  girder  was  only  9/16  of  an  inch  out  of 
line  and  there  was  still  a  camber  of  in.  left  of 
the  original  V/>  in.  given  it. 

Owing  to  the  intricate  nature  of  the  shoring  in  the 
immediate  vicinity  of  the  girder,  the  steel  reinforcing 
comprising  long  and  heavy  bars  was  handled  in  the 
clear  space  of  the  auditorium  and  hoisted  onto  three 
platforms  from  which  the  rods  were  set  in  place. 


The  proscenium  girder  from  the  auditorium  side,  showing  heavy  shoring. 

The  three  platforms  projecting  from  the  side  forms  are  for  handling  A  view  of  the  girder  forming  and  bracing  from  the  stage  side.     Note  the 

the  steel  reinforcement  concrete  pouring  scaffold  and  the  three  platforms  for  raising  steel 
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Section  of  formwork  and  shoring 


The  location  of  the  platforms  is  shown  in  the  cuts. 
In  pouring,  the  concrete  was  hoisted- to  a  runway  and 
distributed  by  buggies. 

The  architect  for  the  theatre  is  Thos.  W.  Lamb, 
Toronto  and  New  York,  and  the  work  was  executed 
by  the  general  contractors  for  the  building,  The 
Jackson-Lewis  Co.  Limited,  Toronto. 


Canadian  Good  Roads  Congress  at  Winnipeg 

The  seventh  annual  Canadian  Good  Roads  Con- 
vention will  be  held  at  the  Royal  Alexandra  Hotel, 
Winnipeg,  on  Tuesday,  Wednesday  and  Thursday, 
June  1,  2  and  3  next.  The  convention  will  be  held  in 
the  banquet  hall  of  the  Royal  Alexandra  Hotel,  and 
there  will  be  an  exhibition  of  road  materials  in  the 
old  ball  room,  while  in  the  large  space  to  the  rear  of 
the  hotel  will  be  road  machinery  in  actual  operation. 
In  addition  to  this  it  is  proposed  to  build  a  length  of 
road  on  t*he  most  modern  methods  during  the  conven- 
tion under  the  supervision  of  road  builders  and  en- 
gineers. 


Drummondville,  P.  Q.,  is  the  scene  of  great  build- 
ing activity,  due  to  the  establishing  of  several  hew 
industries  in  the  town.  A  new  building  two  storeys 
high  and  two  hundred  feet  long  is  nearing  comple- 


tion, and  it  is  expected  everything  will  be  ready  for 
the  installation  of  the  machinery  by  May  1st.  This 
is  being  built  by  Messrs.  A.  J\  Byers  and  Company, 
contractors,  Montreal,  for  the  Butterfly  Hosiery  Com- 
pany, a  subsidiary  of  the  Chipman-Holton  Corpora- 
tion . 

The  Jenckes  Spinning  Machine  Company,  Pawn- 
tucket,  Rhode  Island,  have  acquired  acres  of  land  ad- 
joining the  Canadian  Pacific  Railway  tracks,  and  it 
is  their  intention  to  build  a  five-storey  factory  as  soon 
as  the  frost  is  out  of  the  ground.  The  building  will 
cost  in  the  neighborhood  of  one  million  dollars,  and  an 
additional  million  has  been  set  aside  for  machinery 
and  equipment  It  is  the  intention  of  the  town  to  erect 
one  hundred  and  fifty  workmen's  dwellings,  for  which 
plans  are  now  under  way. 


Road  Scarifier  that  May  be  Attached  to 
Road  Roller 

The  accompanying  illustration  shows  the  Buffalo- 
Springfield  patented  pressure  scarifier,  which  is  now 
being  manufactured  in  Canada,  under  rights,  by  the 
Waterous  Engine  Works  Company,  Brantford.  This 
scarifier  has  many  features  to  recommend  it  to  road- 
makers.  One  of  its  principal  advantages  is  that  it  is 
always  ready  for  use,  being  permanently  attached  to 
the  roller,  and  at  the  same  time  does  not  interfere 
with  the  operation  of  the  roller  in  any  way  when  not 
required.  It  does  not  need  any  extra  labor  to  handle 
it,  as  the  man  on  the  roller  has  full  control  of  it  by 
the  operation  of  a  single  valve.  The  pressure  is 
applied  through  the  steam  cylinder,  which  has  a  long 
stroke  piston  and  gives  sufficient  force  for  tearing  up 
hard  stone  roads,  maintaining  uniformity  in  cutting 
depth  on  uneven  surfaces.  At  the  same  time  there  is 
enough  elasticity  to  cause  the  scarifier  to  raise  auto- 


Scarifier  attachment  for  road  roller 

matically  on  striking  a  hidden  boulder  or  other  im- 
movable obstruction,  thus  frequently  preventing 
breakage  of  teeth.  It  scarifies,  at  the  regular  travelling 
speed  of  the  roller,  a  width  of  approximately  6  ft. 
Both  depth  and  width  of  cut  can  be  varied  to  suit 
different  conditions.  Another  feature  is  the  separate 
arms  for  each  digging  tool,  which  prevents  the  clog- 
ging of  material  ahead  of  the  tooth  bars.  The  cylinder 
is  practically  leak  proof,  so  that  the  use  of  the  scarifier 
involves  very  little  waste  of  steam.  It  is  raised  from 
the  road  by  steam  pressure,  but  when  not  in  use  is 
caught  upon  a  hook,  and  the  pressure  removed  from 
the  cylinder. 
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Representatives  of  Building  and  Construction 
Industries  Endorse  Association  Idea  at 
Enthusiastic  Ottawa  Convention 

Definite  Steps  Taken  to  Place  Contracting  Business  on  Organ- 
ized Basis  and  Fit  It  for  the  Position  Which  Its  Importance 
Justifies  —  A  Basic  Industry,   the   Second    Largest   in  Canada 


ON  the  morning  of  Monday,  Feb.  2,  the  Con- 
ference of  the  Association  of  Canadian  Build- 
ing and  Construction  Industries  was  opened 
at  the  Chateau  Laurier,  Ottawa,  with  the 
president,  Mr.  J.  P.  Anglin,  in  the  chair.  At  the  morn- 
ing session,  only  routine  business  was  carried  out. 
It  was  decided,  on  the  suggestion  of  Mr.  Anglin,  that 
Mr.  Mattice,  of  Ottawa,  should  be  appointed  chair- 
man of  the  committee  on  local  affairs  with  power  to 
call  on  any  members  to  act ;  Mr.  Lindsay,  of  Toronto, 
was  chosen  chairman  of  the  committee  on  registra- 
tion ;  and  Mr.  Ceo.  A.  Crain,  chairman  of  the  com- 
mittee on  finance. 

A  meeting  of  the  National  Council  of  the  Associa- 
tion was  held  at  11  a.m. — an  informal  but  interesting 
affair,  at  which  the  doors  were  open  to  all,  and  the 
men  present  were  called  upon  to  stand  up  and  make 
themselves  acquainted.  Many  of  them  told  what  had 
been  accomplished  in  the  local  associations  and  wh  it 
they  hoped  would  be  accomplished  by  the  national 
organization.  Mr.  Geo.  A.  Crain,  of  Ottawa,  pointed 
out  that  the  Ottawa  Branch  of  the  A.C.B.C.I.  had 
been  organized  within  the  past  year  and  they  had  got 
some  of  the  best  men  in  the  city  behind  the  organiza- 
tion which  was  now  sixty  members  strong. 

Hamilton  General  Contractors  Organize 

Mr.  W.  H.  Yates.  Hamilton,  told  the  meeting  that 
the  general  building  contractors  of  Hamilton  had  just 
formed  an  association,  having  some  twelve  to  fifteen 
members.  The  general  contractors  really  controlled 
the  situation  in  that  city.  Their  object  was  to  affiliate 
with  the  provincial  organization  in  Ontario  and 
through  the  provincial  organization,  with  the  Domin- 
ion association. 

Mr.  J.  M.  Pigott,  also  of  Hamilton,  said  they  had 
come  down  with  some  ideas  as  to  changes  in  the 
A.C.B.C.I.  which  would  be  expressed  at  the  proper 
time. 

Mr.  H.  T.  Hazleton,  of  Winnipeg,  declared  that 
those  from  the  West  had  come  first  with  the  intention 
of  listening  and  getting  acquainted  and  then  of  ex- 
pressing their  views.  They  had  had  pretty  serious 
conditions  in  the  West  during  the  last  three  or  four 
years,  and  felt  that  anything  that  could  be  done  to 
raise  the  status  of  the  industry  should  not  be  ne- 
glected. 

The  attitude  of  the  prairie  provinces  was  modestly 
expressed  by  Mr.  Wm.  Wilson,  of  Regina,  president 
of  the  Provincial  Builders'  Association  of  Saskatche- 
wan, who  said  that  he  and  his  confreres  had  come  from 
a  young  province  to  learn  from  the  men  in  the  East. 

Mr.  J.  K.  Thomas,  coming  from  Calgary,  as  the 
representative  of  the  Builders'  Exchange  in  that  city, 
believed  there  was  a  lot  of  serious  work  to  be  carried 


out  by  the  Dominion  organization,  and  he  wanted 
something  definite  to  take  back  with  him  to  his  home 
city. 

Mr.  J.  C.  K.  Stuart,  of  Hamilton,  expressed  the 
opinion  that  the  general  contractors  in  all  the  big  cities 
should  be  organized  and  said  the  Hamilton  men  had 
a  plan  of  organization  to  suggest. 

The  Form  of  Organization  is  the  Question 

Mr.  Anglin  stated  that  this  year  the  A.C.B.C.I. 
executive  had  notified  all  the  men  connected  with  the 
industry  in  Canada  with  whom  they  could  get  in 
touch.  It  need  not  be  wondered  at  if  there  was  not 
quite  the  same  enthusiasm  as  at  the  first  conference. 
The  previous  conference  had  been  called  practically 
to  meet  the  wishes  of  Hon.  Mr.  A.  K.  Maclean.  The 
government  was  anxious  to  have  as  many  national 
associations  as  possible,  no  matter  what  party  hap- 
pened to  be  in  power,  and  the  value  to  it  of  such 
organizations  was  readily  understood.  They  had  come 
together  last  year  to  give  an  impetus  to  building,  and 
the  enthusiasm  of  that  conference  was  perhaps  much 
greater  than  they  could  hope  to  obtain  again, •because 
of  that  idea  of  getting  something  started  for  the  in- 
dustry. There  was  also  the  situation  that  the  con- 
tractors were  not  busy  then;  they  were  looking  for 
business,  whereas  to-day  business  was  looking  for 
them.  Much  work,  however,  had  been  accomplished 
in  the  intervening  period.  The  rptestion  was  what 
form  the  organization  was  to  take  if  it  was  to  be  ar- 
ried  on.  That  the  eyes,  of  the  whole  industry  were 
upon  the  organization  was  evidenced  by  the  fact  that 
there  had  been  so  many  questions  and  criticisms, 
knocks  and  boosts,  from  all  over  the  country. 

On  motion  of  Mr.  Pigott  it  was  decided  to  have 
a  general  discussion  of  the  suitability  of  the  pres- 
ent constitution  and  byTlaws  at  the  afternoon  session, 
before  referring  the  matter  to  the  committee  for  ac- 
tion. 

Labor  Clauses  of  the  Peace  Treaty  and  the 
Washington  Conference — Hon.  Mr. 
Rowell's  Address 


At  the  midday  luncheon  Hon.  N.  W.  Rowell,  Presi- 
dent of  the  Privy  Council,  was  the  guest  and  speaker. 
On  behalf  of  the  Government,  he  expressed  pleasure 
that  this  association  of  building  and  construction  men 
should  again  have  met  in  the  city  of  Ottawa,  and  also 
stated  his  personal  satisfaction  in  meeting  the  mem- 
bers of  this  organization,  because  it  was  composed  of 
men  who  were  accustomed  to  doing  things  and  were 
aiming  to  build  up  rather  than  tear  down.  In  these 
days  when  so  much  criticism  was  in  the  air,  it  was 
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refreshing  to  meet  men  who  were  devoting  their  ener- 
gies to  construction. 

The  speaker  mentioned  he  had  jnsl  recently  taken 
the  opportunity  of  going  over  the  new  Parliament 
Building"*  The  building  had  impressed  him  greatly, 
and  he  felt  it  would  he  a  tme  monument  expressing 
Canadian  national  ideals.  In  looking  over  its  line  pro- 
portions, one  could  not  help  feeling  that  before  the 
work  was  started  some  man  had  planned  it  all  out, 
having  a  big  ideal  in  his  mind,  which  he  had  expressed 
in   plans  and  specifications.     And  there  cbuld  he  n<> 

great  constructive  work  undertaken  without  first  the 

formation  of  an  ideal  which  might  he  embodied  i" 
practical  form.  It  occurred  to  him  that  there  might 
he  some  thought  there  that  eonld  he  applied  to  exist- 
ing conditions.  It  was  a  national  misfortune  when 
the  old  Parliament  Building  was  burned  down,  hut 
the  new  edifice  would  better  express  national  ideals. 
Just  as,  when  the  delegates  met  at  the  Peace  Confer- 
ence, they  faced  a  condition  in  which  the  whole  struc- 
ture of  European  society  was  practically  in  ruins  and 
they  had  to  start  out  and  build  a  new  structure.  It 
was  their  duty  to  re-establish  international  relations 
either  on  the  old  basis  or  on  a  better  one,  and  the  pro- 
visions of  peace  embodied  two  ideals,  which  the  dele- 
gates of  the  peace  conference  had  in  their  minds  and 
sought  to  express  in  this  Treaty  of  Peace.  As  they 
looked  out  on  the  international  situation,  they  saw- 
that  old  theories  had  failed  in  the  gravest  crises  of 
modern  history.  The  old  idea  was  that  each  nation 
should  look  on  every  other  nation  as  a  potential  enemy, 
and  arm  itself  for  defence  and  for  aggression.  Some 
of  t'hem  had  the  idea  that  the  greatest  success  could 
only  be  achieved  at  the  expense  of  their  neighbors. 
The  balance  of  power  was  simply  an  attempt  of  vari- 
ous gro.ups  to  get  together  and  secure  sufficient 
strength  to  balance  against  other  groups.  They  mighl 
have  re-established  on  this  basis,  but  the  experience 
of  the  war  gave  them  a  larger  idea.  They  saw  that 
instead  of  looking  on  each  other  as  potential  enemies, 
they  should  look  upon  each  other  as  potential  friends, 
if  not  real  friends,  and  that  each  would  achieve  most 
if  they  had  the  co-operation  of  all.  This  was  the  basis 
of  the  League  of  Nations.  Whatever  its  weaknesses 
and  lack  of  moral  authority,  due  to  the  absence  of  one 
great  power,  the  speaker  ventured  to  think  that  in 
the  League  tfhere  was  embodied  a  great  ideal,  up  to 
which  our  humanity  had  been  working  during  the 
centuries,  and  through  which,  in  the  spirit  of  fellow- 
ship, peace  would  finally  be  established. 

Settle  Class  Differences  on  New  Principle 

The  statesmen  had  also  another  ideal  before  them. 
Just  as  they  were  working  out  a  pacific  method  of 
overcoming  international  disagreements  and  aiming, 
if  possible,  to  remove  the  arbitrament  of  w-ar,  so  too 
they  conceived  the  idea  that  in  the  great  class  conflict 
which  has  been  developing  in  recent  years — much 
more  on  the  European  continent  than  in  this  country 
— the  time  had  come  when  they  should  seek  to  settle 
the  differences  of  Capital  and  Labor  on  new  princi- 
ples. The  situation  in  Europe  was  illustrated  by  Rus- 
sia. There  was  an  autocratic  government,  which  had 
oppressed  and  tied  down  the  working  classes,  and  then 
came  the  reaction  which  brought  about  the  other  ex- 
tremes— an  autocratic  government  of  the  working 
classes,  denying  rights  to  all  others  and  claiming  that 
class  war  must  be  carried  on  until  Capital  had  been 
disintegrated  and  destroyed.  . 

The  Peace  Conference  had  the  idea  that  the  best 


interests  of  all  were  not  to  be  found  in  conflict,  but  in 
co-operation,  and  that  it  was  only  through  the  spirit 
of  co-operation  that  the  world's  production  could  be 
maintained  and  increased.  Therefore  they  established 
another  organization  known  as  the  International  La- 
bor Organization.  It  would,  however,  have  been  more 
accurately  called  the  International  Industrial  Organ- 
ization. This  organization  was  composed  of  four  rep- 
resentatives from  every  member  of  the  League  of  Na- 
tions— two  representing  the  government,  one  from 
the  employers  and  one  from  the  employees.  The  em- 
ployers' representative  was  to  be  chosen  by  the  Gov- 
ernment in  co-operation  with  the  existing  employers' 
organizations;  similarly  with  the  employees.  The  or- 
ganizations to  be  consulted  in  Canada  were  the  Cana- 
dian Manufacturers'  Association  and  the  Trades  and 
Labor  Council. 

The  Washington  Conference  on  Eight-Hour  Day 

Mr.  Powell  made  particular  reference  to  the  work 
of  the  Washington  Conference  in  connection  with  the 
eight-hour  day  and  4o-hour  week.  The  action  of  the 
Government  delegates  at  the  Washington  conference 
in  approving  the  convention  relating  to  the  eight-hour 
day  and  the  48-hour  week,  is  being  criticized  in  some 
quarters.  It  is  said  Canada  should  not  be  a  party  to 
any  international  convention  on  this  matter,  nor 
should  any  legislation  be  enacted  dealing  with  it;  that 
such  legislation  is  wrong  in  principle  and  particularly 
inopportune  at  this  time.  These  critics  cannot  have 
read  the  Treaty  of  Peace.  The  treaty  declares  that 
"the  peace  and  harmony  of  the  world  are  imperilled 
by  reason  of  the  existing  conditions  of  labor,"  and  that 
among  the  improvements  urgently  required,  is  one 
"regulating  the  hours  of  labor,  including  the  establish- 
ment of  a  maximum  working  day  and  week."  and  fur- 
ther that  the  adoption  of  an  "eight-hour  day  or  a 
forty-eight-hour  week  is  the  standard  to  be  aimed  at 
where  it  has  not  already  been  attained." 

Purpose  of  Conference 

"The  object  of  the  Washington  conference  was  not," 
Mr.  Rowell  declared,  "to  discuss  the  principle 
of  a  maximum  working'  day  and  week,  or  even  of  the 
desirability  of  an  eight-hour  day  or  48-hour  week ; 
these  matters  were  settled  by  the  Treaty  of  Peace. 
The  object  was  to  see  if  it  was  possible  to  secure  in- 
ternational agreement  in  the  form  of  an  international 
convention  as  to  the  application  of  these  principles 
already  established  by  the  treaty,  to  the  varying  in- 
dustrial conditions  in  the  different  nations  party  to 
the  treaty.  The  conference  did  reach  such  an  agree- 
ment which  every  nation  represented  at  the  confer- 
ence approved.  Should  Canada  have  stood  out  and 
said.  "No,  though  we  signed  the  treaty  containing 
these  provisions,  it  is  but  a  scrap  of  paper  and  we 
decline  to  recognize  its  obligations?"  Would  the 
Canadian  people  be  proud  of  their  own  position  or  of 
the  Government  that  represented  them  at  the  confer- 
ence if  we  had  taken  this  position  ?  Would  you  like 
Canada  to  be  the  first  nation  to  repudiate  its  obliga- 
tions under  the  treaty?  There  was  only  one  honor- 
able course  for  the  Government  of  Canada  to  pursue 
at  the  conference  and  that  was  to  recognize  the  obli- 
gations assumed  under  the  treaty  and  honestly  en- 
deavor to  carry  them  out.  We  stand  to-day  on  the 
position  taken  at  the  Washington  Conference." 

Eight-hour  Day  or  Forty-eight  Hour  Week? 

Referring  further  to  the  discussion  at  Washington 
on  hours  of  labor,  Mr.  Rowell  pointed  out  that  one 
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of  the  main  points  of  difference  between  the  employ- 
ers and  employees  arose  in  regard  to  whether  the 
clause  of  the  treaty,  in  question,  should  he  interpreted 
;i>  recommending  a  straight  eight-hour  day,  or  a  forty- 
eight  hour  week.  The  workers  contended  for  the 
Straight  eight-hour  day,  while  the  employers  held  out 
for  the  forty-eight  hour  week.  The  employees  argued 
that  if  the  latter  interpretation  were  put  upon  the 
clause,  it  would  permit  of  the  employer  requiring  them 
to  work  perhaps  ten  or  twelve  hours  for  a  few  days, 
and  shutting  down  during  the  remainder  of  the  week. 
The  employers,  on  the  other  hand,  pointed  out  that 
if  the  straight  eight-hour  day  were  put  into  effect,  it 
would  mean  a  44-hour  week,  inasmuch  as  the  Satur- 
day half-holiday  had  heen  established  in  a  great  many 
industries  and  could  not  now  be  eliminated. 

It  was  finally  decided  to  appoint  a  committee  of 
the  Conference  composed  of  five  employers,  five  em- 
ployees and  five  representatives  of  the  Governments 
to  meet  together  and  see  if  they  could  not  agree  upon 
a  compromise  that  would  be  fairly  acceptable  to  all. 
Canada  was  represented  upon  this  committee.  A  con- 
clusion was  reached  that  where  men  work  less  than 
eight  hours  on  any  day.  the  length  of  the  other  days 
may  be  increased,  as  in  the  case  where  the  Saturday 
half-holiday  i»  in  effect. 

Special  Conditions  in  Certain  Industries 

"It  necessarily  follows  that  there  are  certain  very 
important  considerations  wirh  regard  to  special  con- 
ditions that  cannot  he  overlooked.  It  is  recognized 
that  this  provision  could  not  be  applied  to  all  indus- 
tries. There  are  industries  which  must  he  excepted 
from  such  regulations,  and  special  provisions  are  made 
for  this  purpose  in  the  terms  of  the  Convention,  as 
follows  : 

"  '1.  The  Convention  applies  to  industrial  under- 
takings only,  not  to  commerce  or  agriculture  and  the 
competent  authority  in  each  country  must  define  the 
line  of  division  between  industry  on  the  one  hand  and 
commerce  and  agriculture  on  the  other. 

"  '2.  It  is  provided  that  the  working  hours  of  those 
employed  shall  not  exceed  eight  in  the  day  and  forty- 
eight  in  the  week,  with  the  following  exceptions: — 

(1)  Persons  holding  positions  of  superintendence 
or  management  or  employed  in  a  confidential  capacity. 

(2)  Where  the  hours  of  work  on  one  or  more  days 
of  the  week  are  fewer  than  eight,  the  eight-hour  limit 
may  be  exceeded  by  not  more  than  one  hour  per  day. 
To' illustrate :  Where  a  Saturday  half-holiday  is 
granted  the  hours  of  work  on  the  other  days  of  the 
week  may  be  eight  and  a  half  or  nine  as  the  case  may 
be  so  long  as  the  forty-eight  hours  per  week  is  not 
exceeded. 

(3)  Where  persons  are  employed  on  shifts,  the  8- 
hour  day  and  48-hour  week  may  be  exceeded  provided 
the  average  number  of  hours  over  a  three  weeks'  per- 
iod does  not  exceed  eight  per  day  and  48  per  week. 

(4)  The  limit  of  hours  may  be  exceeded  in  the  case 
of  accident,  actual  or  threatened,  or  in  the  case  of  ur- 
gent work  to  be  done  to  machinery  or  plant. 

(5)  The  limit  of  hours  may  be  exceeded  in  those 
processes  which  are  required  by  reason  of  the  nature 
of  the  process  to  be  carried  on  continuously  by  a  suc- 
cession of  shifts,  subject  to  the  condition  that  the 
working  hours  shall  not  exceed  56  in  the  week  on  the 
average. 

(6)  In  exceptional  cases  .where  it  is  recognized 
that  the  limitation  of  hours  of  work  to  eight  per  day 
and  forty-eight  per  week  cannot  be  applied,  agree- 


ments between  workers'  and  employers'  organiza- 
tions concerning  the  daily  limit  of  work  over  a  longer 
period  of  lime  may  be  given  the  force  of  regulations 
if  the  Ciovernment  to  which  the  agreement  shall  be 
submitted,  so  desires.  Hut  the  average  number  of 
hours  worked  per  week  over  the  number  of  weeks 
covered  by  any  such  agreement,  shall  not  exceed 
forty-eight.  This  exception  would  cover  the  situa- 
tion on  our  Canadian  railways,  where  it  is  necessary 
for  men  to  work  longer  than  eight  hours  a  day  and 
where  in  some  weeks  they  may  exceed  forty-eight 
hours  per  week,  provided  that  in  the  total  period  cov- 
ered by  the  agreement  the  average  does  not  exceed 
forty-eight  hours  per  week. 

(7)  Regulations  shall  be  made  by  public  authority 
determining : 

(a)  The  permanent  exceptions  which  may  be  made 
where  the  work  is  preparatory,  complimentary  or  in- 
termittent in  its  character. 

(b)  The  temporary  exceptions  that  may  be  al- 
lowed, so  that  establishments  may  deal  with  excep- 
tional cases  of  pressure  of  work.  It  was  stated  on  be- 
half of  the  committee  which  recommended  the  con- 
vention to  the  Conference  that  this  clause  was  in- 
tended to  cover  seasonal  employment's  where,  owing 
to  the  limited  period  of  the  year  during  which  work 
could  be  carried  on  there  is  exceptional  pressure  of 
work  during  that  period. 

'These  regulations,  however,  must  fix  the  maxi- 
mum additional  hours  in  each  instance  and  the  rate 
of  pay  for  overtime  shall  not  be  less  than  one  and  a 
quarter  times  the  regular  rate.' 

Conditions  in  the  Orient 

"When  this  compromise  was  submitted  to  the 
the  Conference  it  was  adopted  by  a  vote  of 
98  to  two.  The  provisions  it  embodies  are 
to  be  brought  into  effect  not  later  than 
July  21.  It  can  however,  be  denounced  ten  years 
from  that  date.  Most1  countries  represented  at  the 
Conference  already  have  the  eight-hour  day  and  in 
many  cases,  the  44-hour  week. 

"It  was  recognized  that  there  were  certain  coun- 
tries where  special  treatment  of  the  situation  was 
necessary.  Japan,  for  instance,  has  at  present  a  work- 
ing day  averaging  twelve  hours,  and  the  only  limita- 
tion is  that  providing  that  women  shall  not  work 
more  than  thirteen  hours.  There  is  no  Sunday,  and 
but  two  holidays  per  month.  How  the  Convention 
should  apply  to  Japan  was  a  very  important  ques- 
tion. It  was  determined  that  Japan  should  at  once 
cut  down  her  working  day  to  nine  hours,  and  the  Con- 
ference recommended  that  persons  under  15  and  all 
miners  of  whatever  age  working  underground,  should 
not  exceed  48  hours  a  week  and  persons  over  fifteen 
should  not  exceed  57,  except  in  the  raw  silk  industry 
where  the  limit  was  placed  at  60  hours.  It  was  also  pro- 
vided that  there  should  be  weekly  rest  periods  of  24 
consecutive  hours.  This  recommendation,  which  was 
accepted  by  the  'Japanese  delegates,  involves  a  bigger 
reduction  in  hours  than  in  any  other  country. 

Canada  Has  to  Fear  Competition  of  Oriental  Labor 

"In  many  lines  of  industry  in  Canada,  the  compe- 
tition most  to  be  feared  is  the  competition  with 
oriental  labor.  Japan  is  becoming  rapidly  industrial- 
ized and  -when  China  becomes  industrialized  the  pres- 
sure of  competition  will  be  very  great.  Does  it  not 
mean  a  great  deal,  therefore,  if  these  countries  are 
brought  into  line  with  other  countries  in  the  matter 
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of  labor  conditions?  In  India  the  principle  of  oO  hours 
per  week  lias  been  adopted  for  all  workers.  China, 
I'ersia  and  Siam  are  to  be  considered  later. 

"These  conditions  are  to  be  submitted  to  the  Gov* 
ernments  concerned,  and  it  is  for  tbeni  to  decide 
whether  they  shall  be  accepted.  If  the  competent 
legislative  authority  refuses  to  approve,  the  countries 
have  no  further  responsibility  in  connection  with 
them.    The  adoption  depends  upon  public  opinion." 

Following  Hon.  Mr.  Rowel Ts  address,  Mr.  Anglin 
called  upon  Mayor  Fisher,  of  Ottawa.  The  Mayor's 
remarks  were  brief,  but  humorous  and  illuminating, 
"Contractors,"  he  said,  "are  without  doubt  the  mosi 
important  section  of  our  community  and  of  the  coin 
munity  in  general.  I  speak  advisedly — first,  because 
I  am  speaking  to  contractors,  and  secondly,  because  I 
make  my  living  chiefly  in  the  law  business,  out  of  con- 
tractors." 

I  le  did  not  look  with  too  much  favor  on  the  cost-plus 
system,  because,  as  he  pointed  out.  now  that  race 
track  betting  and  all  that  sort  of  thing  was  to  be  cut 
out,  the  old  way  of  contracting  still  gave  a  mail  a 
chance  to  do  a  little  bit  of  gambling. 

In  his  own  work  he  found  himself  up  against  souk 
of  the  problems  the  contractors  had  to  solve.  They 
heard  a  great  deal  about  changes  in  regard  to  wages. 

The  old  idea  was  that  labor  was  a  commodity,  the  price 
of  which  was  to  be  determined  the  same  as  any  other. 

That  idea,  theoretically  at  least,  had  gone  by  the 
board. 


The    Broad  Purposes  and  Far-Reaching 
Effects  of  the  A. C.B.C.L— Address 
by  Mr.  J.  P.  Anglin 


The  afternoon  sesion  opened  with  Mr.  Fred  Arm 
strong,  vice-president,  in  the  chair.  Mr.  Anglin 
presented  his  presidential  address,  which  follows: 

The  last  conference  we  held  was  fifteen  months 
ago.  That  conference,  as  has  been  mentioned,  accom- 
plished a  good  deal  more  than  we  can  probably  ever 
realize.  It  was  a  conference  full  of  enthusiasm.  W  e 
had  come  here  with  the  idea  of  taking  hold  of  re- 
construction and  everything  that  it  meant  to  us  as 
an  industry  and  also  to  the  country  as  a  whole.  The 
conference  held  at  that  time,  decided  that  it  would 
be  advisable  to  have  a  Canadian-wide  association  and. 
as  a  result,  we  organized  the  Association  of  Canadian 
Building  and  Construction  Industries  in  its  present 
form.  Since  that  conference  the  officers  have  been 
carrying  on  in  the  interests  of  the  industry  as  a  whole 
as  far  as  possible. 

When  I  was  chosen  president  some  of  you  will 
remember  that  I  asked  those  present  to  always  bear 
in  mind  that  a  man  had  his  own  business  to  run. 
Nevertheless,  gentlemen,  I  can  assure  you  that  I  have 
at  all  times  endeavored  to  work  in  the  interests  of 
this  industry  and  of  the  industry  as  a  whole  in  its 
relation  to  the  best  interests  of  Canada.  We  held, 
a  little  less  than  a  year  ago,  a  meeting  of  the  Na- 
tional Council  in  Toronto.  It  was  well  attended  and 
it  was  characterized  by  enthusiasm  and  good  work. 
We  carried  the  organization  of  the  association  quite 
a  step  further  on  its  road  and  appointed  at  that  meet- 
ing a  general  secretary.  There  were  various  reasons 
why  we  should  at  a  later  date  accept  the  resignation 


of  llie  general  secretary.  We  then  appointed  Mr.  J. 
(  .  Reilly,  who  is  our  present  acting  general  secretary. 

Mr.  Reilly  has  endeavored  in  the  few  mouths  of 
his  tenure  of  office,  to  cover  the  country,  and  get  ac- 
quainted with  the  association.  The  result  of  his  work- 
may  be  seen  not  only  in  the  organization  of  a  num- 
ber of  new  contractor  bodies  throughout  the  country, 
but  also  in  the  attendance  from  the  West  and  other 
parts  of  Canada  to  this  conference. 

So  far  the  attendance  of  this  conference  is.  to  a 
large  extent,  different  from  the  attendance  at  our  con- 
ference of  fifteen  months  ago.  This  difference,  I  think, 
does  not  need  to  be  accentuated,  but  I  must  say — 
and  I  can  safely  say  it  in  your  presence — that  for 
quality  I  consider  it  unexcelled. 

Recognized  as  the  Representative  Body 

We,  during  the  period  since  the  last  conference, 
have  been  recognized  as  the  representative  body  in 
the  construction  industry  by  the  Federal  Government. 
W  e  had  six  representatives  at  the  National  Industrial 
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Conference  which  was  held  in  Ottawa  last  fall,  and 
I  think  those  who  represented  you  at  that  conference 
did  their  utmost  to  uphold  the  dignity  and  position 
of  the  large  industry  which  they  represented.  We 
have  carried  on  other  activities  chiefly  in  committee, 
and  some  of  them  personal.  We  have  kept  in  touch 
with  the  Department  of  Labor  on  questions  concern- 
ing our  industry  and.  as  I  say,  we  attended  this  in- 
dustrial conference.  These,  perhaps,  are  the  two  of- 
ficial capacities  in  which  we  have  appeared.  Your 
president  was  called  in  originally  when  the  commis- 
sion was  appointed  which  brought  in  the  report  which 
resulted  in  the  calling  of  that  conference,  and  was 
instrumental  in  having  one  of  the  members  of  that 
•commission  selected. 

Now,  coming  down  to  the  present  conference, 
which  is,  after  all,  the  most  important  part  of  what 
I  want  to  say,  let  me  state  that  my  own  feeling  in 
calling  this  conference  was  that  the  proceedings 
should  not  be  similar  to  the  proceedings  of  our  other 
conference,  and  chiefly  from  this  aspect:  I  felt  that 
this  conference  should  be  the  spontaneous  expressior 
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of  the  opinions  and  experiences  of  those  who  were 
gathered  together  and  not  a  conference  which  would 
work  along  set  lines  such  as  our  first  conference 
MCessarily  was.  For  that  reason  our  programme  Is 
open  to  all  kinds  of  modification  and  the  whole  con- 
ference is  in  your  hands. 

Reasons  for  an  Association 

As  I  see  it.  the  chief  objects  for  having  any  Cana- 
dian association  whatsoever  are  (1)  to  reduce  the 
difficulties  that  surround  those  engaged  in  our  in- 
dustry— contractors,  supply  men.  and  all ;  (2)  to  im- 
prove the  practices  that  are  current  among  us;  (3) 
to  fix  standards  such  as  many  of  you  can  readily  call 
to  mind,  and  which  can  be  fairly  and  uniformly  ap- 
plied throughout  the  country.  (4)  to  facilitate  the 
movement  and  employment  of  labor,  and.  finally,  (5) 
if  possible,  to  work  out  some  sort  of  a  plan  which 
will  help  in  the  production  of  building  materials,  and 
bring  it  up  t"  the  great  need  which  exists  at  the  pre- 
sent time. 

Why  all  these  ?  It  seems  to  me  that  we  should 
hear  in  mind  at  all  times  that  we  are  anxious  to  im- 
prove the  position  of  our  chosen  industry  in  the  bus- 
iness and  financial  world.  Business,  outside  of  our 
own  industry,  has  in  the  past  treated  contractors  more 
or  less  as  a  joke,  and  finance,  as  represented  by  the 
banks,  has  put  us  almost  at  the  bottom  of  the  ladder. 
These  two  conditions  certainly  are  improving,  but 
there  is  a  great  deal  of  room  for  further  improvement. 
Mayor  Fisher  mentioned  the  gambling  element  in 
contracting.  I  had  intended  to  mention  that  by  say- 
ing that  it  was  something  like  stock  gambling* — the 
few  successful  ones  ultimately  failed  unless  they  re- 
tired at  the  opportune  moment.  This  has  been  the 
history  of  the  contractors  of  Canada,  and  it  is  up  to 
us  to  so  improve  conditions  as  to  ensure  that  that 
kind  of  thing  shall  not  continue. 

How  Improve  Conditions 

How  can  this  be  done  ?  I  have  been  talking  of 
why.  but  now  the  question  is:  How?  There  is 
Only  one  thing  for  it.  as  I  see  it.  In  the  first  place 
it  should  be  the  duty  of  all  of  us  engaged  in  the  in- 
dustry to  help  the  honest,  straightforward  and  legi- 
timate contractor  and  material  man.  and  to  make  it 
difficult  for  the  unsound  firm  lacking  either  in  ex- 
perience or  strong  financial  conditions  to  engage  in 
the  business.  Make  the  industry,  if  possible,  one  that 
would  be  entered  into  by  worthy  men  and  worthy 
men  alone.  Certainly  we  cannot  accomplish  this  end 
by  the  usual  underhand  and  so-called  cut-throat  prac- 
tices in  the  past ;  certainly  not  by  the  free-for-all,  or 
every-man-for-himself,  disorganized  industry,  which 
has  prevailed  hitherto. 

Organization  Must  be  Dominion-wide 

What  is  needed  in  order  to  attain  the  end  desired? 
We  need  to  increase  efficiency,  to  lower  costs  and,  if 
possible,  to  establish  for  our  industry  regular  and 
steady  earnings.  After  all,  we  must  always  look  to 
that  end  if  we  are  to  be  successful.  We  can  no  longer 
localize  our  organizations.  The  operations  of  all  the 
larger  general  contractors,  trade  contractors,  supply 
houses  and  building  material  manufacturing  concerns 
cover  many  cities  and  towns,  several  provinces  and,  in 
some  instances,  the  whole  Dominion.  Provincialism, 
therefore,  is  not  the  basis  for  our  organiza- 
tion, as  I  see  it.  Fven  the  east  and  the  west  are  disap- 


pearing and  Canada  is  our  field.  It  organization  has 
any  value  to  the  broadminded  business  man.  it  must 
be  Dominion-wide,  it  must  be  centralized  and  efficient, 
and  it  must  be  properly  founded  and  sufficiently  fin- 
anced. Does  our  own  employee,  the  worker  in  stone, 
or  marble,  or  concrete,  brick  or  tile,  wood  or  metal, 
leave  it  to  George,  or  does  lie  get  under  his  Union? 
Does  he  centralize  authority,  and  does  he  obey  its 
mandate  and  pay  the  price  ?  The  answer  to  this 
question  is  evident  on  all  hands.  1 1  there  was  one 
thing  that  impressed.  Die  more  than  another  at  that 
National  Industrial  Conference,  which  was  held  in 
(  Mtaw  a.  and  which  has  been  previously  referred  to, 
it  was  the  fact  that  opposite  those  employers  of  labor 
was  an  equivalent  number  of  employees  and  every 
man  w  ho  was  on  the  other  side  of  the  house  was  a 
paid  employee  of  organized  labor.  Gentlemen,  that 
spoke  volumes  to  me;  it  made  me  feel  that  any 'in- 
dustry or  t-hat  which  calls  itself  an  industry  is  not 
worthy  of  being  held  high  in  the  esteem  of  the  com- 
munity  that  is  not  prepared,  to  some  extent,  to  coun- 
teract that  great  movement  and  to  pay  the  necessary 
price. 

The  Benefits  of  Organization 

Is  it  worth  while  to  endeavor  to  accomplish  all 
this  ?  What  are  some  of  the  real  benefits  and  what 
are  Mime  of  the  unreal,  or  unseen  advantages?  In  the 
first  place,  I  maintain  that  the  fraternity  that  one  has 
with  his  competitors  is  worth  the  price  in  itself;  in 
fact,  nothing  has  given  me  more  satisfaction  or  plea- 
sure than  the  acquaintanceship  of  men  who  arc  en- 
gaged in  the  same  line  of  business  or  the  opportunity 
to  diSCUSS  the  problems,  difficulties  and  troubles  and 
to  compare  results  with  those  whose  calling  is  the 
same  as  my  own.  To  me  it  is  worth  the  price  in  it- 
self. 

This  fraternity  leads  to  the  second  point,  and  that 
is  co-operation  of  effort.  There  must  be  co-oneration 
where  there  is  the  proper  kind  of  fraternity.  Co-oper- 
ation in  itself  will  lead  by  the  comparison  of  experi- 
ence and  notes,  to  increased  efficiency  in  methods  of 
doing  business,  and  increased  efficiency  in  methods 
will  certainly  lead  in  the  direction  of  stabilizing  our 
industry — stabilizing  our  own  particular  business  and 
stabilizing  the  business  of  those  we  come  in  contact 
with.  As  a  result  of  that  we  will  be  in  a  position  to 
render  the  service  which  the  country  really  demands 
that  we  should  render. 

It  sometimes  bothers  me  a  great  deal,  when  I  take 
time  to  dwell  upon  it,  to  reflect  how  little  service  this 
great  industry  really  renders,  collectively,  to  the  com- 
munity as  a  whole.  We  should  bear  in  mind  that, 
being  as  we  are  the  second  largest  industry  in  Can- 
ada, something  is  demanded  of  us.  If  we  are  able  to 
render  that  service  I  think  you  will  all  agree  with 
me  that  we  will  obtain  something  from  our  business 
— the  thing  to  which  we  give  our  life  and  our  time. 
We  will  obtain  a  considerably  greater  amount  of  sat- 
isfaction and  the  net  result  will  be  a  measure  of  suc- 
cess not  obtainable  in  any  other  way.  This  can  only 
be  done  by  the  best  and  busiest  men  being  willing 
to  give  a  little  time  and  by  all  supporting  the  Associ- 
ation. Shall  we  hav  e  it  ?  What  form  shall  it  take  ? 
Shall  it  be  a  federation  of  separate  bodies  or  an  or- 
ganized whole  with  autonomous  sections  and  sub- 
sections? Shall  it  be  based  on  the  organized  district 
or  shall  it  come  up  from  the  organized  district,  from 
the  provincial  organization  and  into  the  federal  or- 
ganization ;  or  shall  it  come  direct  from  the  organized 
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district  In  the  federal  with  a  group  of  local  districts 

in  the  provinces  for  provincial  matters  ? 

Whole-hearted  Support  is  Needed 

Will  we  support  it  with  our  time  and  our  Fundi*  ? 
Unless  we  are  prepared  to  give  it  sonic  time  and  con- 
sider it  a  part  of  our  business,  and  unleSS  we  are  pre- 
pared to  support  it  financially,  it  can  never  be  the 
success  it  should  lie,  and  it  can  never  render  the  ser- 
vice to  us  that  we  desire. 

Mv  question,  and  I  am  sure  tin'  question  that  you 
put  to  each  other,  is:  Are  we  prepared  and  are  our 
conferees  at  home  prepared  and   willing  to  hack  \\& 

if.  we  organize  this  Association  on  a  sound  basis  ? 
We  should  hear  in  mind,  gentlemen,  that  this  con- 
struction industry,  no  matter  what  part  ol  it  we  are 
engaged  in,  is,  after  all.  our  chosen  life-work,  and 
demands  the  very  best  we  can  put  into  it.  If  we  do 
that  Canada  may  ultimately  receive  our  help  and  SUp- 
port. 

Definite  Action 

Xow,  with  respect  to  action.  It  is  all  very  well  to 
think  high  ideals  and  all  the  rest  of  it,  hut  they  are 
not  worth  as  much  as  they  should  he  unless  we  gel 
down  to  definite  action.  We  have  obtained  our  char- 
ter, hut  we  need  to  put  the  finishing  touches  on  the 
constitution.  We  must  determine  the  classification 
and  kinds  of  memhership.  and  we  must  also  deter- 
mine the  relations  hetween  the  various  existing  na- 
tional bodies  and  hetween  the  local  hodies  in  the  var- 
ious parts  of  Canada  and  our  federal  body.  Then- 
are  quite  a  number  of  national  bodies  already  in  exist- 
ence, such  as  the  heating  and  domestic  sanitary  en- 
gineers, the  National  Clay  Products  Association  and 
others  that  some  of  you  can  call  to  mind.  Shall  we 
organize,  and  if  we  do  decide  to  Organize,  shall  we 
organize  as  a  number  of  associations  leading  up  into 
one  large  federation  ?  That  would  involve  the  organ- 
ization of  a  General  Contractors'  Association,  with 
a  branch  possibly  in  each  local  district.  This  General 
Contractors'  Association  might  he  Canadian-w  ide  and 
lead  up  into  a  federation  of  the  whole  industry.  That 
would  also  mean  that  we  would  in  order  to  attain 
the  desired  end,  he  obliged  to  work  w  ith  a  view  to  or- 
ganizing the  other  sections  of  our  industry  which  arc 
represented  here,  into  a  national  body.  Then  there 
is  the  question  of  the  method  of  financing  our  organ- 
ization and  of  whether  we  shall  maintain  a  perman- 
ent office  and  secretary;  the  question  of  whether  it 
is  possible  to  establish  standard  wages  in  various 
parts  of  the  country  and  the  question  of  the  length 
of  time  that  our  agreements  with  labor  should  he 
made,  whether  they  should  be  short-term  agreements 
or  long.  We  will  admit  that  trade  agreements  w  ith 
unions  must  be  based  on  equity.  Are  we  ready  to 
adopt  the  principle  that  these  wage  agreements  shall 
be  made  upon  the  basis  that  the  wages  shall  be  vari- 
able w  ith  the  cost  of  living  ?  That  is  now  the  case 
in  some  localities.  Is  it  possible  to  compete  at  the 
present  time  for  contract  work  and  to  what  length 
would  we  recommend  our  members  to  go  in  bidding 
for  contracts  without  inserting  in  these  contracts  some 
fixed  labor  schedule  ? 

The  Labor  Problem 

When  it  comes  to  the  cptestion  of  labor,  is  it  pos- 
sible to  estahlish  a  central  bureau  in  Ottawa,  or  else- 
where, with  a  view  to  facilitating  the  movement  of 
labor  in  co-operation  with  machinery  already  set  up 
by  the  Department  of  Labor  ?  When  we  are  faced 
with  the  situation  this  season,  as  undoubtedly  we  will 


he;  in  which  we  are  short  of  labor  across  Canada,  is 

there  atty  way  we  can  obtain  co-operation  through 

the  LabOr  and  Immigration  Departments  in  supply- 
ing the  need  in  the  various  districts  throughout  the 
country?  Would  this  Association  devise,  or  work 
out.  a  sound  and  attractive-  apprenticeship  or  scheme 
for  technical  training  ?  The  machinery  is  already  set 
up  for  the  establishment  of  technical  training  ?  What 
is  the  attitude  of  this  conference  and  of  those  whom 
you  represent  towards  international  unions  and  also 
towards  other  unions  or  labor  organizations  ?  Do  we 
believe  that  the  industrial  council  is  the  best  method 
■  if  determining  agreements  with  labor,  and  if  so,  are 
we  prepared  to  advise  it^  extension  to  other  locali- 
ties ?  \\  hat  has  been  the  experience  of  those  of 
who  have  engaged  in  these  industrial  conferences? 
Is  there  any  plan  by  which  we  can  increase  the  out- 
put of  our  employees  ?  Would  it  be  possible  to  es- 
tablish standards  of  day's  work,  or  hour's  work,  in  the 
building  and  construction  industry,  and  if  so,  could  w v 
provide  an  increased  incentive  in  the  form  of  a  col- 
lective bonus  to  our  employees  ? 

How  Increase  Production? 

The  reason  I  refer  to  these  things  js  simply  this, 
that  it  seems  to  me  that  all  the  talk  that  is  going  on 
about  low  production  throughout  the  country  is  sim- 
plv  propaganda  that  is  helping  to  decrease  produc- 
tion. The  more  we  talk  about  low  production  the 
less  production  we  seem  to  get,  and  what  I  have  in 
mind  is  that  if  we  could  start  some  talk  about  pro- 
duction that  did  not  have  in  it  so  much  of  the  ele- 
ment of  criticism,  we  might  be  able  to  start  some- 
thing that  would  help  production,  and  I  am  sure  you 
w  ill  all  admit  that  it  is  needed. 

Another  thing  that  we  need  in  all  localities  is  some 
prepared  counter  demands  on  labor.  I  have  felt  the 
need  of  that  every  time  I  have  met  to  discuss  the 
agreements  with  the  representatives  of  labor.  They 
come  and  present  their  demands  to  us  as  employers. 
We  never  seem  to  have  demands  on  them  as  em- 
ployees and  it  seems  to  me  there  are  many  demands 
we  could  make  and  which  they  would  admit  if  we  only 
had  them  gone  into  and  standardized  as  they  have 
on  their  side  before  they  meet  with  us.  The  building 
trades  have  been  the  battleground  for  organized  labor 
for  years,  and  they  are  becoming  still  more  the  battle- 
ground in  some  localities.  We  cannot  get  away  from 
it  and  it  seems  to  me  that  it  would  be  better  for  us 
to  try  and  solve  the  question  now.  if  possible. 
Better  Arrangement  for  Supply  of  Material 

Coming  to  materials,  outside  of  labor  at  the  pre- 
sent time,  our  greatest  need  is  for  better  arrange- 
ment with  respect  to  the  supplying  of  material.  I 
do  not  so  much  refer  to  the  raw  material,  although 
I  think  we  are  very  much  concerned  with  that  as 
well,  as  to  the  manufactured  building  material.  We 
should  have  such  respect  for  our  membership,  and 
those  who  stand  high  in  the  industry,  that  we  are 
always  ready  to  support  one  another  internally.  Spe- 
cial trade  discounts  to  contractors  within  our  Asso- 
ciation is  our  right.  \\  e  who  are  responsible  men 
cannot  he  expected  to  go  on  paying  big  prices  to 
make  up  the  losses  occasioned  by  our  irresponsible 
competitors.  In  return,  the  supplier  of  material  who 
supports  the  association  should  be  given  better  con- 
sideration. Then  there  is  the  question  of  the  relation 
between  the  trade  contractor,  the  architect  and  the 
engineer.  1  wonder  sometimes  if  the  trade  contractor 
cannot  see  that  by  quoting  the  same  price  to  the  own- 
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er,  the  architect  or  the  engineer  as  he  quotes  to  the 
general  contractor  he  is  hastening  his  own  doom, 
and  that  it  really  acts  as  a  boomerang.  We  should 
have  a  fair  and  equitable  standard  of  procedure,  and 
that  i-  to  see  to  it  that  the  trade  and  sub-contractors 
also  ne  t  a  square  deal. 

There  are  a  large  number  of  other  items  which  1 
Would  like  to  refer  to  which  can  come  up  in  commit- 
tee, and  which  are  contained  in  the  schedule  that  has 
been  prepared  by  way  of  suggestion  to  the  commit- 
tee. There  are  the  questions  that  would  come  before 
the  Standard  Practices  Committee.  These  I  will  pass 
Over,  because  they  will  come  up  better  in  the  commit- 
tee work. 

A  Decade  Behind  the  Times 
I  will  just  close  by  saying  that  in  my  opinion 
there  is  need  to  improve  the  conditions  generally, 
and  to  remove  a  lot  of  the  difficulties  which  are 
ahead  of  us  in  the  year  1''20,  for  a  more  constructive 
type  of  propaganda.  The  truth  is  that  we  are  at  least 
a  full  decade  behind  in  the  organization  of  this  in- 
dustry. I  wish  I  could  let  you  all  know  the  experience 
that  I  have  been  through  since  this  association  was 
Started.  I  am  sure  you  would  see  with  me  the  abso- 
lute necessity  for  having  some  kind-  of  a  Canadian- 
wide  organ i/at ion  for  our  industry.  The  service  that 
it  could  render  i^  away  beyond  everything  1  could 
ever  show  you.  The  need  is  very  great  ;  the  task  is 
ahead.  Shall  we  do  our  share,  shall  we  progress  or 
shall  we  let  the  tide  sweep  us  back  ?  I  say:  Let  us 
take  up  the  problem  and  deal  with  it  because  it  is 
worth  while. 


The  Scope  of  an  Organized  Construction  In- 
dustry—Address by  Mr.  Fred  Armstrong 

Mr.  Fred  Armstrong,  the  Chairman,  then  addressed 
the  Convention,  expressing  the  viewpoint  of  the  manu- 
facturer : 

"In  the  first  place  I  would  like  to  congratulate  the 
president  on  his  very  masterly  effort.  It  must  have 
been  a  matter  of  deep  concentration  and  great  study. 
He  has  presented  for  your  consideration  a  number  of 
matters  that  are  proper  subjects  for  discussion  by 
this  Convention  and  which,  if  acted  upon,  may  be 
productive  of  good  results. 

"I  was  a  member  of  the  National  Association  of 
Builders  and  one  who  attended  the  convention  last 
year.  I  felt  at  that  time  that  it  was  an  inspired 
movement.  As  the  president  explained  to  you  this 
morning,  it  was  called  at  the  instance  of  the  Hon. 
A.  K.  MacLean.  That  it  has  worked  satisfactorily  is 
evidenced  by  the  fact  that  the  recommendations  which 
were  made  by  that  Conference  were  all  adopted  by 
the  Government  and  were  made  the  subjects  of  sub- 
sequent legislation  and  action. 

"But  there  are  other  points  in  connection  with  the 
National  Association  of  Builders  to  which  I  wish  to 
briefly  refer. 

Organization  Should  be  Comprehensive 

"Of  the  matters  which  come  to  my  mind,  the  first 
is  the  question  as  to  the  desirability  of  having  an 
organization  and  what  should  be  its  objects.  It 
appears  to  me  that  if  w  e  are  going  to  have  a  National 
Association  of  Builders,  or  of  those  engaged  in  the 
building  industry,  it  would  have  to  be  very  compre- 
hensive in  its  objects.  It  would  have  to  comprehend 
and  take  into  consideration,  all  those  who  are  engaged 


•in  any  capacity  in  building  operations.  If  you  will 
permit  me  1  would  like  to  analyze  what,  at  least  to  my 
mind,  would  be  comprehended  by  any  organization 
representative  of  this  industry.  We  would  have  to 
divide  it  into  four  classes:  (1)  labor:  (2)  the  individual 
contractor;  (3)  the  general  contractor  and  (4)  the 
supply  man  and  manufacturer.  All  of  these  are  integ- 
ral parts  that  must  be  considered  if  we  are  going 
to  do  anything  that  would  be  really  effective.  For 
instance,  take  labor,  skilled  or  unskilled.  For  my  own 
part  I  really  never  could  understand  why  we  should 
call  any  man  an  unskilled  laborer.  I  can  understand 
that  men  must  of  necessity  do  the  rough  work  and 
I  suppose  these  men  are  what  we  call  unskilled 
laborers,  but  as  a  matter  of  fact  when  they  have  had 
experience  in  the  performance  of  their  duties,  they 
come  to  be  as  skilled  as  any  mechanic  in  his  particular 
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line.  If  we  are  going  to  do  anything,  let  us  take  into 
consideration  the  labor  phase  of  the  situation. 

Labor's  Activities 

"With  your  president,  I  had  the  honor  of  attending 
the  Industrial  Conference  held  at  Ottawa  and  it 
struck  me  at  that  time  that  we  were  far  behind  in 
anything  we  were  doing  in  order  to  counteract  the 
effects  of  labor  propaganda  and  organization.  Whether 
we  like  it  or  not — and  surely  none  of  us  like  it — even 
the  man  in  the  smallest  town  who  says  'I  will  conduct 
my  business  as  I  see  fit ;  I  am  not  interfered  with  by 
labor' — the  fact  is  that  labor  has  spread  its  operations 
into  all  parts  of  the  country,  has  divided  Canada  into 
zones  and  has  made  regulations  which  apply  to  every 
zone  from  the  Atlantic  to  the  Pacific.  We  had  con- 
versations with  several  of  the  representatives  of  labor 
while  they  were  in  Ottawa  and  they  explained  the 
system,  and  that  system  means  that  occupations  will 
be  so  standardized  that  eventually  there  will  be  hardly 
any  person  in  an}-  industry  w  ho  will  not  come  under 
the  power  and  control  of  the  labor  organizations. 
They  seem  to  be  dividing  up  Canada  into  zones  of 
forty  or  fifty  miles  from  a  central  point  and  making 
every  industry,  whether  it  be  that  of  manufacturers. 
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Supply  men,  or  builders,  in  any  form  whatever,  subject 
to  their  regulations. 

"If  we  are  going  to  do  anything  effective,  or  any- 
thing thai  will  help  the  building  industry  we  will 
have  to  include  in  our  programme  something  that  in 
going  to  protect  our  interests.  That  might  he  one  of 
the  objects  of  our  Association. 

The  Eight-Hour  Day  Question 

"We  heard  Mr.  Rowell  explain  to  us  to-day  the  part 
which  he  took  as  one  of  the  representatives  of  the 
Canadian  Government  in  the  Industrial  Conference 


Mr.  Geo.  A.  Crain,  Hon.  Treasurer,  A. C. B.C. I. 


at  Washington  in  regard  to  the  eight-hour  day.  At 
the  Industrial  Conference  at  Ottawa  I  was  one  of  the 
delegates  who  were  interested  in  the  eight-hour  day 
as  applied  to  all  the  industries  with,  as  far  as  I  am 
concerned,  more  particular  reference  to  the  building 
industry.  Notwithstanding  the  effort  that  we  made 
to  get  closer  together,  there  was  a  disagreement. 
Our  position  not  only  was  sound  but  was  confirmed 
by  the  fact  that  at  the  Industrial  Conference  in  Wash- 
ington the  representatives  of  the  manufacturers  section 
declaimed  against  the  eight  hour  day  and  declared, 
as  many  of  the  delegates  did,  that  no  matter  what 
might  be  the  attitude  of  the  League  of  Nations,  on 
this  question,  they  would  not,  as  a  section,  abide  by 
the  decision.  However,  when  the  case  was  finally 
presented  at  Washington — and  Mr.  Rowell  in  hi- 
address  to-day  said  that  the  matter  was  ably  presented 
by  the  different  representatives — the  decision  was  in 
favor  of  the  eight-hour  day.  In  the  final  analysis  the 
Canadian  Government  is  supreme  and  Mr.  Rowell 
tells  us  that  in  view  of  tlhe  decision  of  the  Conference 
they  feel  obliged  to  support  the  eight-hour  day.  You 
can  see  that  labor  is  going  to  have  a  firm  hold,  and 
what  it  wants  labor  is  going  to  get,  and  that  the 
section  of  the  conference  will  be  confirmed  by  the 
Government  of  Canada.  If  such  is  the  case  why 
should  not  an  association  like  ours  in  Canada  have  a 
central  body  whose  duty  it  should  be  not  only  to  keep 
all  the  members  better  informed  as  to  possible  legisla- 
tion, but  also  to  suggest  measures  to  remedy  the 
situation  so  that  each  contractor  will  have  some  safe 


and  sound  foundation  upon  which  he  can  tender  and 
conduct  his  business  in  future? 

Sub-Contractor  Must  be  Considered 

"If  I  might  just  dwell  for  a  moment  on  the  individ- 
ual contractor,  who,  generally  speaking,  is  called  the 
sub-contractor,  working  in  conjunction  with  those 
engaged  in  the  general  contracting  business,  I  would 
say  that  if  we  are  going  to  be  of  any  use  to  the  build- 
ing industries  we  must  lake  the  sub-contractor  into 
consideration,  and  that  any  legislation  which  is  e  nacted 
by  this  national  body  must  interest  and  appeal  to  the 
sub-contractor.  His  interests  must  be  protected  in  the 
hegemony  Of  the  building  industry,  and  he  must  have 
a  fair  show.  You  can  understand  that  some  of  the 
opposition  that  is  presented  to  this  national  organiza- 
tion is  on  the  part  of  the  sub-contractors  who  feel 
that  they  are  being  neglected.  %  I  do  not  know  to  what 
extent  they  are  being  neglected  but  they  have  a 
feeling  that  their  interests  are  not  being  considered. 
I  suggest  here  to-day  that  you  shall  consider  their 
interests  and  that  in  the  programme,  prepared  and  in 
the  prospectus  sent  out  by  this  new  organization 
there  shall  be  included  some  protection  for  the  sub- 
contractor. 

"I  can  quite  understand  that  as  far  as  the  general 
contractor  is  concerned  -the  aristocracy  of  the  gen- 
eral contracting,  business — they  will  of  necessity  make 
regulations  which  wdl  be  to  the  advantage  of  the 
general  contracting  business  as  a  whole.  It  is  only 
fair  to  say  that  as  a  result  of  the  general  contractor 
coming  upon  the  horizon  and  taking  his  place  in  the 
industrial  life  of  Canada,  some  of  the  best  buildings 
have  been  erected.  Better  buddings  have  been  con- 
structed because  he  has  the  general  knowledge  and 
he  has  tlie  sta/f  that  is  necessary  to  carry  on  the  work. 

Must  Please  the  Supply  Men  and  Manufacturers 

"  With  him  there  must  also  be  taken  into  considera- 
tion that  humble  body  of  men  to  which  I  belong: 
that  is  the  supply  men  and  manufacturers.  You  will 
have  to  prepare  a  programme  that  will  please  the 
manufacturer  or  the  supply  man.  The  manufacturer 
of  building  materials  finds  his  home  in  the  manufactur- 
ers' Association.  It  is  not  right  that  he  should  do  so. 
His  proper  place  is  in  the  building  industry.  This 
manufacturer  should  find  his  home  in  this  organization 
and  should  be  able  to  look  to  the  builders  to  act  as 
his  business  agents,  as  the  men  who  are  interested 
in  using  his  products  in  the  construction  of  the  works 
upon  which  they  are  engaged.  You  may  think — I 
know  I  did  when  I  was  in  the  contracting  business — 
that  it  makes  little  difference  what  material  I  use  as 
long  as  I  get  a  profit — but  it  must  be  plain  to  you 
that  in  following  that  procedure  you  are  building  up 
competition  for  yourself  which  makes  it  necessary  for 
the  manufacturers  and  supply  men  to  employ  agents 
of  their  own  to  see  that  their  material  is  used  in 
construction  work  in  Canada.  I  should  think  that 
it  would  be  a  great  help  to  an  association  of  builders 
if.  in  their  programme,  they  found  some  place  for  the 
builder  by  wdiich  he  would  get  the  same  consideration 
that  yoii  give  to  labor  and  the  sub-contractor  and, 
generally  speaking  to  the  general  contractor,  because 
I  feel  that  it  would  help  the  majority  in  this  Conven- 
tion and  that  it  would  always  help  the  majority  of. 
those  engaged  in  tTie  building  industry  in  Canada 
The  se  are  conditions  which  appeal  to  me  and  which 
you  w  ill  have  to  study  if  we  are  going  to  make  a 
success  of  this  association.    I  think  this  association 


February  11,  1920 


THE  CONTRACT  RECORD 


133 


will  be  a  success  but  iu  order  tbat  it  may  be  you 
must  stop  thinking  provincial!?  and  personally;  you 
must  think  nationally. 

Disseminate  Information 

"While  1  shall  not  introduce  you  to  the  realm  of 
politics,  still  I  can  say  to  you  that  I  believe  the 
success  of  the  country  depends  on  the  Upholding  of 
the  building'  industry  in  all  its  integral  parts.  Our 
association  should  be  formed  in  such  a  way  that  it 
will  work  for  the  general  good  of  the  community. 
You  can  only  do  that  as  a  national  association.  I  feel 
strongly  on  the  point  that  we  should  have  our  head- 
quarters at  Ottawa.  From  Ottawa  there  should  be 
disseminated  all  information  in  regard  to  supply  and 
construction  work.  If  this  association  were  to  form 
itself  in  such  a  way  that  you  would  have  represent- 
atives in  all  parts  of  the  country  and  distribute  in- 
formation to  them  it  would  do  better  work  than  by  the 
mere  holding  of  a  convention.  As  far  as  my  experience 
goes  the  organizations  that  are  most  effective  in  the 
United  States  are  those  which  have  prepared  and 
distributed  information  relative  to  the  trade.  What 
applies  to  Montreal  may  not  apply  to  Winnipeg  but 
there  i<  a  general  foundation  for  the  whole  industry 
and  I  am  quit'e  sure  that  a  great  many  of  the  difficulties 
which  now  appeal  to  a  great  many  men — particularly, 
let  me  say,  in  Ontario,  because  I  come  from  there — 
will  disappear,  and  you  will  be  able  to  form  an  asso- 
ciation that  is  going  to  include  not  only  all  those  who 
are  members  now  but  many  others  who  will  be 
brought  in  during  the  course  of  a  year  or  so.  It  is 
not  to  be  expected  that  we  can  achieve  this  result 
without  encountering  some  difficulties  and  confusion 
but  the  way  is*  open  to  us  and  I  would  suggest  that 
we  carefully  study  the  details  of  the  address  presented 
to  us  by  the  president  to-day  and  join  in  an  effort  to 
organize  an  association  on  a  national  basis." 


Discussion  on  Constitution  and  Membership 


Mr.  Armstrong's  address  was  followed  by  an  open 
discussion  of  the  constitution  and  by-laws  in  order 
to  give  the  committee  the  general  feeling  of  the  meeting 
in  regard  to  the  final  form  of  organization.  The  draft 
of  the  constitution  and  by-laws  then  existing  was 
distributed  among  those  present  and  taken  up  clause 
by  clause. 

The  first  clause  regarding  the  name  elicited  a 
criticism  from  Mr.  Yates,  that  it  was  too  long.  Mr. 
Phinnemore  suggested  that  the  matter  of  the  name 
should  be  left  over  until  the  form  of  the  organization 
had  been  finally  decided  upon,  so  that  it  would  be 
made  to  conform  to  it.  Mr.  H.  T.  Hazelton,  also 
thought  it  would  be  unwise  to  decide  the  name  at 
that  time.  He  emphasized  the  necessity  of  a  board 
organization  and  unanimity  of  action.  Improvement 
of  the  whole  industry  could  not  be  brought  about  by 
concentrating  effort  on  one  branch  of  it.  He  believed 
he  voiced  the  opinion  of  the  Winnipeg  Builders'  Ex- 
change, which  was  175  strong,  when  he  said  that  they 
were  in  favor  of  a  national  organization  provided  it 
was  not  too  cumbersome  and  too  expensive  and  that 
its  objects  were  clear  cut. 

Believes  in  Organization  From  Ground  up 

Mr.  Thomas  of  Calgary,  said  he  had  been  sent  to 
Ottawa  by  his  Exchange  to  see  just  how  the  organ- 


ization was  to  be  carried  out  and  to  report  back.  He 
was  satisfied  that  all  agreed  that  there  was  important 
work  for  the  organization  to  undertake — the  question 
as  to  the  method  of  procedure.  From  his  viewpoint, 
organization  from  the  ground  up  was  the  proper  plan, 
and  they  could  learn  something  from  labor's  methods. 
The  first  step  was  to  start  in  and  organize  the  various 
trades,  plasterers,  plumbers,  etc.  The  next  step  was 
the  local  trades  and  labor  council,  followed  on  by  a 
provincial  organization,  and  finally  by  the  Dominion 
Trades  and  Eabor  Congress.  The  opinion  of  the  men 
of  the  Calgary  Exchange  was  that  the  employers 
must  follow  close  along  these  same  lines  if  they  were 
to  build  up  a  successful  organization. 

Mr.  Anglin  pointed  out  that  in  choosing  the  name 
it  had  been  suggested  to  have  it  called  merely  the 
Association  of  Canadian  Building  Industries,  and  that 
the  reason  for  the  insertion  of  the  word  "Construction"' 
was  to  make  it  quite  clear  to  public  works  contractors 
men  who  built  bridges,  docks  and  so  on,  that  they 
were  wanted  in  the  organization. 

The  matter  of  tiie  name  was  finally  left  to  the 
committee. 

Discussion  on  Memberships 

There  was  a  considerable  discussion  on  member- 
ship. Mr.  Anglin  referring  to  the  provision  for  both 
direct  and  indirect  membership,  said  it  had  been 
thought  necessary  to  establish  individual  membership 
in  order  to  raise  sufficient  funds,  lie  did  not  think 
it  would  be  possible  to  finance  the  organization 
through  a  levy  on  local  organizations.  Mr'.  Yates 
expressed  the  opinion  that  the  life  of  the  national 
organization  depended  wholly  on  the  local  exchanges, 
and  his  idea  was  that  the  local  should  elect  its  repre- 
sentatives to  the  provincial  and  the  provincial  to  the 
Dominion  and  that  all  finances  should  be  derived  from 
the  locals.  Secretaries  should  be  provided  for  the 
provinces  and  for  the  Dominion  who  would  be  in 
close  touch  with  trade  conditions  and  legislative  mat- 
ters. Mr.  Phinnemore  urged  that  the  national  organ- 
ization should  be  broad  enough  to  take  in  all  existing 
organizations  without  changing  their  name  or  re- 
stricting their  scope  of  operation. 

Mr.  Pigott,  Hamilton,  said  tbat  the  general  con- 
tractors' association  which  had  recently  been  formed 
in  Hamilton  were  of  the  opinion  that  the  control  of 
the  association  should  be  from  the  bottom  up.  There 
were  the  three  distinct  fields,  local,  provincial  and 
national.  Would  it  not  be  possible  to  so  organize 
that  the  cities  which  had  exchanges  or  associations 
would  be  made  members  of  a  provincial  body  in  each 
province  and  that  the  national  council  should  consist 
of  representatives  of  the  provincial  organizations? 
His  idea  was  that  the  identity  of  the  unit'  should  not 
be  lost  in  the  Dominion-wide  association,  but  that 
fixed  channels  be  established  through  which  matters 
could  be  passed  along  from  the  bottom  up. 

Mr.  Fuller,  Toronto,  suggested  that  the  local  ex- 
changes should  have  direct  connection  with  the  Na- 
tional Association,  so  that  if  any  matter  arose  in  one 
locality  concerned  with  Dominion  legislation,  the  ex- 
change could  take  it  up  with  the  National  executive 
without  first  making  it  necessary  to  pass  it  through 
the  provincial  organization  and  thus  incur  delay. 

Relation  to  Legislation 

Mr.  f-Iazleton  urged  that  they  must  not  magnify 
the  functions  of  the  National  association  iu  connec- 
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tion  with  Dominion  legislation,  as  this  would  be  taken 
cart'  of  to  a  great  extent  by  more  comprehensive  or- 
ganizations. The  Canadian  Manufacturers'  Associa- 
tion, he  pointed  out,  had  recently  entered  the  larger 
association  of  employers  with  this  in  view.  lie 
thought,  however,  that  any  unit  of  their  Association 
should  be  able  to  communicate  direct  with  the  Do- 
minion executive. 

Mr.  Anglin  pointed  out  that  there  were  only  two 
provinces  organized  as  yet'  and  thai  this  fact  must 
be  kept  in  mind  in  drawing  up  the  constitution. 

Mr.  Geo.  A.  Crain  expressed  it  as  his  view  that 
the  National  Council  should  really  consist  of  an  exe- 
cutive committee  made  up  of  delegates  from  the  var- 
ious bodies.  He  did  not  favor  a  cleavage  into  the  three 
sections — general  contractors,  sub-contractors  and 
supply  men. 

Mr.  Thomas  declared  that  if  the  National  Asso- 
ciation showed  itself  alive  the  existing  bodies  would 
not  be  slow  to  come  in  behind  it,  and  if  some  definite 
action  were  taken  to  improve  conditions  in  the  in- 
dustry, the  necessary  provincial  organization  and  ma- 
chinery would  soon  be  created  to  back  the  associa- 
tion. 

Financial  Aspect  of  the  Organization 

Mr.  Hazleton  recommended  that  a  committee 
should  be  appointed  to  outline  a  tentative  budget  and 
then  fix  the  fees  in  accordance  with  it.  Mr.  Anglin 
said  he  had  found  among  individual  concerns  a  de- 
sire to  support  a  Canadian  association  of  some  kind, 
but  that  local  associations  had  shown  themselves 
anxious  to  give  very  little.  These  local  exchanges 
were  supported  in  almost  every  case  by  a  fairly  nom- 
inal fee,  from  $10  up  to,  perhaps,  $50.  While  it  was 
very  desirable  that  these  local  bodies  should  have 
membership  and  representation,  yet  it  seemed  neces- 
sary to  provide  for  direct  membership  in  order  to 
finance  the  national  association.  He  did  not  see  how 
the  organization  could  be  run  under  much  less  than 
$7,000  or  $8,000  per  annum. 

Mr.  Phinnemore  also  believed  there  should  be  in- 
dividual membership  as  well  as  collective.  His  idea 
in  regard  to  the  obtaining  of  fees  from  the  latter  was 
that  the  local  units  should  pay  a  per  capita  tax  to  the 
provincial  and  the  provincial  to  the  national. 

It  was  Mr.  Pigott's  opinion  that  if  the  project  was 
to  be  a  success  somebody  had  got  to  make  it  his  busi- 
ness to  go  from  town  to  town  and  do  organization 
work.  It  should  not1  be  left  merely  to  amateur 
efforts. 

The  articles  in  the  construction  dealing  with  meet- 
ings, government  and  election,  officers,  duties  of  offi- 
cers, executive  committee,  standing  and  convention 
committees,  order  of  business,  expulsion  and  disci- 
pline, audit,  seal,  arbitration,  were  referred  to  the 
committee  for  discussion  and  report. 

Mr.  I).  K.  Trotter,  Montreal,  suggested  that  the 
matter  of  the  48-hour  week  was  one  that  should  be 
taken  up,  inasmuch  as  the  labor  unions  were  inter- 
preting the  Peace  Treaty  recommendations  as  calling 
for  a  44-hour  week.  There  was  also  the  question  of 
whether  special  arrangements  cOuld  be  made  for  the 
building  industry,  since  it  was,  to  a  large  extent,  a 
seasonal  occupation.  In  Montreal  the)'  felt  that,  in 
view  of  this  fact,  the  industry  should  be  allowed  some 
latitude. 

*        *  * 

A  short  general  session  was  held  on  Tuesday 
morning  at  which  the  final  composition  of  the  com- 


mittees was  determined,  after  which  the  several  com- 
mittees took  up  their  duties.  Mr.  Anglin  read  a  tele- 
gram from  Mr.  J.  A.  McKenzie,  of  Calgary,  expressing 
his  regret  that  he  was  unable  to  attend  the  conference 
owing  to  illness,  but  that  the  organization  could  count 
on  his  support.  A  message  was  also  read  from  the 
secretary  of  the  Toronto  Builders'  Exchange,  explain- 
ing the  absence  of  Mr.  C.  Blake  Jackson,  the  president- 
elect of  that  exchange,  also  on  account  of  illness. 
Following  is  the  personnel  of  the  Committees: 

Constitution  and  By-laws. — H.  T.  Hazleton,  K.  t 
C  hurch,  1.  A.  Pigott,  W.  R.  Talbot,  N.  McLeod,  E.  A. 
Markham,  \V.  K.  Carr. 

Labor. — Jos.  Gosselin,  Jr.,  Win.  Wilson,  A.  II. 
Dancy,  G.  A.  Crain,  James  Mackie,  S.  Pritchard,  R.  J. 
Fuller, 

Business  Relations.  W.  II.  Yates,  R.  J.  Lecky,  W. 
A.  Mattice,  C.  F.  Smallpiece,  D.  II.  Lunam,  ("has. 
Secord,  J.  M.  G.  Lockerby. 

Standard  Practice. — J.  Phinnemore,  |.  K.  Thomas, 
J.  A.  Stuart.  W.  E.  Dillon,  A.  W.  Cassidy,  P.  E. 
Galarneau,  J.  B.  Car  swell: 

The  conference  then  adjourned,  to  allow  these 
committees  to  confer. 


What  the  National  Federation  of  Construction 
Industries  Has  Accomplished  in  the  United 
States— Address  by  Mr.  J.  C.  Frazee 


At  the  Tuesday  luncheon,  the  members  of  the  con- 
ference were  fortunate  in  having  Mr.  J.  C.  Frazee, 
secretary  of  the  National  Federation  of  Building  In- 
dustries of  the  United  States,  to  address  them. 

Conditions  in  Canada  and  United  States 

Mr.  Frazee  recalled  with  pleasure  meeting  some  of 
his  audience  previously  at  the  time  of  the  Industrial 
Labor  Conference,  when  they  had  had  the  opportunity 
of  discussing  questions  of  organization.  This  morning, 
also,  he  had  the  opportunity  of  sitting  with  the  com- 
mittee on  Constitution  and  By-laws,  and  in  the  dis- 
cussion he  could  see  that  conditions  in  Canada  and 
the  United  States  as  regards  the  construction  industry 
were  in  some  ways  very  different.  What  he  had  to 
say,  therefore,  about  organization  work  in  the  United 
States  might  not  apply  in  all  particulars  to  the  situ- 
ation in  Canada.    Proceeding,  Mr.  Frazee  said : 

"I  am  simply  going  to  recite  somewhat  briefly 
what  we  are  doing  in  the  United  States  through  the 
Federation  of  Building  Industries  and  what  we  have 
learned  in  connection  with  organization. 

"In  Canada,  United  States,  France  and  Great  Britain 
and  Germany,  there  had  been  a  spontaneous  movement 
towards  organization  of  the  construction  industries  as  a 
whole  about  the  same  time.  It  is  therefore  impossible 
for  any  one  country  to  take  credit  for  having  conceived 
the  idea  of  amalgamating  all  these  interests.  The 
greatest  promise  of  the  success  of  the  venture  lies  in 
the  fact  that  in  at  least  five  countries  the  conception 
appealed  to  the  hard-headed  business  men  of  these 
countries  simultaneously. 

"The  word  "construction"  was  somewhat  indefinite 
and  one  of  the  first  things  done  was  to  define  it.  In 
general,  it  takes  in  architectural  and  engineering  pro- 
jects and  everything  relating  to  them.  It  means  the 
erection  of  steel  structures,  storage  plants,  warehouses, 
factor}-  buildings,  residences;  putting  through  irriga- 
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tion  systems,    building  railroads,    bridges,  viaducts, 
dams,  etc. 

Construction  Industry  Produces  Capital  Wealth 

"It  is  significant  that  the  construction  industry  pro- 
duces capital  wealth,  as  distinguished  from  consumable 
wealth.  Capital  wealth  constitutes  the  measure  by 
which  the  stature  of  the  nation  is  determined.  The 
construction  industry  in  the  U.  S.  produces,  normally, 
$3,000,000,000  annually  in  permanent,  taxable  wealth 
wealth  that  is  not  consumed,  as  is  coal,  food,  clothing; 
and  the  many  other  products  classified  under  con- 
sumable wealth.  Connected  with  the  industry  are  the 
producers  and  refiners  of  raw  materials — the  mines 
and  quarries  and  the  manufacturers  who  turn  these  raw 
materials  into  finished  products.  Then  there  are  the 
distributors,  wholesale  and  retail,  the  general  con- 
tractors and  the  sub-contractors,  the  engineer  and  the 
architect,  and  last,  but  not  least,  the  financier.  The 
construction  industry  in  any  country  is  the  largest 
industry  in  that  country,  producing  more  wealth  and 
having  its  activities  more  widely  disseminated  than 
any  other — with  the  exception  of  agriculture.  The 
wages  received  by  the  employees  go  out  immediately 
into  other  activities  in  the  locality,  and  as  a  conse- 
quence the  condition  of  the  construction  industry  is 
immediately  felt  and  reflected  in  all  other  lines  of 
business.  The  construction  industry  furnished,  last 
year,  more  than  one-cptarter  of  the  railroad  tonnage 
of  the  United  States.  In  addition  to  the  fact  that  it 
is  producing  capital  wealth.,  the  volume  and  wide  and 
even  spread  of  construction  activities  make  the  industry 
one  which,  if  properly  organized,  must  become  the 
most  powerful  and  influential  business  in  the  country. 

Co-operation  Idea  Gaining  Ground 

"There  was  a  time  some  years  ago  when  the  indi- 
vidual business  man  believed  in  standing  absolutely 
alone.  He  was  in  competition  with  other  men  in 
his  line  of  activity  and  was  somewhat  opposed  to  the 
thought  of  forming  business  associations  where  he 
would  deal  with  his  competitors  in  a  co-operative 
rather  than  a  competitive  way.  Then  some  one  coined 
the  happy  phrase,  'Competition  is  war — and  war  is 
Hell,'  and  I  think  that  had  a  good  deal  to  do  with  the 
establishment  of  organizations  in  the  United  States. 
Such  organizations  are  not  for  price  fixing  purposes, 
in  opposition  to  Federal  laws,  but  for  the  furtherance 
of  the  interests  of  the  industry  along  perfectly  legit- 
imate lines.  At  any  rate  in  the  past  ten  or  fifteen 
years  there  has  been  a  marked  change  in  the  sentiment 
of  the  individual  business  man,  and  he  has  become 
persuaded  in  the  main  that  it  is  a  better  policy  to 
co-operate  through  business  organizations  than  that 
he  and  his  competitor  should  try  to  cut  each  other's 
throats.  In  that  way  there  has  grown  up  in  the 
United  States  a  very  large  business  organization  in 
the  construction  industry — some  hundreds  of  associa- 
tions having  to  do  with  special  construction  activities. 
There  are  the  common  brick,  face  brick  and  pavinr, 
brick  manufacturers'  associations ;  the  hollow  tile  man- 
ufacturers' association,  and  so  on — all  dealing  with 
almost  the  same  product  and  having  organizations  of 
their  own.  Then  there  are  the  various  associations 
of  the  lumbermen — the  national  lumbermen's  associa- 
tion, the  hardwood  lumber  association,  and  other  lum- 
ber producers'  associations  ;  also  the  national  wholesale 
lumbermen's  association,  and  the  national  retail  lum- 
bermen's association,  these  having  their  organizations 
further  subdivided  in  their  production  and  distribution 
aspects.    Besides  there  are  a  whole  family  of  state 
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associations,  and  these  are  subdivided  again,  until 
you  find  the  Wholesale.  Lumber  Association  of  Chi- 
cago, and  so  on  it  goes. 

"The  result  is  that  there  are  national  associations, 
regional  and  state  associations  and  local  associations, 
to  the  number  of  some  hundreds,  all  of  which  are 
dealing  with  one  or  another  phase'1  of  the  construction 
industry. 

Competition  Between  Associations 

"There  has  been  up  to  the  present  time,  and  there 
still  remains  to  some  extent,  the  same  type  of  com- 
petition between  associations  that  there  was  between 
individuals.  Specifically,  the  cement  interests  and  the 
brick  interests  feel  they  are  most  serious  competitors, 
and  the  triangle  is  completed  by  the  lumber  interests. 
Thus  there  is  a  condition  at  the  present  time  where  the 
feeling  which  formerly  existed  between  individuals 
now  exists  between  the  associations,  and  the  next 
logical  step  is  to  obtain  a  co-operation  between  all 
of  these  through  a  central  organization. 

Organization  in  the  United  States 

"To  the  thinkers  in  the  five  countries  mentioned, 
not  many  months  ago.  this  thought  seemed  to  appeal 
at  the  end  of  the  war  with  tremendous  force,  and  in 
the  United  States  we  have  been  trying  to  bring  this 
into  existence.  The  many  organizations  have  interests 
peculiar  to  themselves,  but  there  are  also  interests 
which  involve  the  entire  group.  All  branches  of  the 
industry,  the  man  who  makes  plate  glass,  the  lumber- 
man, the  contractor,  and  so  on,  have  certain  things  in 
common.  Up  to  this  time  they  have  not  gotten  to- 
gether, with  the  result  that  there  is  a  lack  of  efficiency, 
a  loss  to  themselves  in  other  causes,  and  a  general 
misunderstanding  and  failure  to  realize  the  best  that 
is  possible  for  the  industry.  During  the  war  the 
United  States  Government',  through  the  War  Indus- 
tries Board,  attempted  to  deal  with  all  the  construction 
industries  through  separate  war  service  committees,  but 
the  complexitv  of  the  situation  made  it  necessary  to 
request  the  Chamber  of  Commerce  to  organize  the 
entire  industry  into  one  organization  and  so  the 
National  Federation  of  Construction  Industries  was 
formed.  Following  the  armistice,  a  convention  was 
called  and  it  was  decided  to  re-organize  into  perman- 
ent organization  for  the  purpose  of  accomplishing 
the  results  I  have  outlined.  This  re-organization  was 
carried  out,  and  the  statement  of  the  purpose  is  as 
follows : 

Purpose  of  the  Federation 

The  Federation  is  formed  for  the  purpose  of  ex- 
tending  construction  and  improving  conditions  in  the 
combined  industry.  It  is  intended  to  co-ordinate  the 
several  divisions  of  the  industry.  In  the  accomplish- 
ment of  these  results  the  objects  of  the  Federation 
are : 

To  promote  closer  co-operative  relations  between 
producers,  manufacturers,  distributors,  contractors, 
architects,  eng-ineers,  realtors,  financiers  and  other 
construction  interests ; 

To  develop  and  preserve  satisfactory  conditions  in 
the  relationship  of  the  combined  industry  to  the  gen- 
eral public,  including  the  Government,  labor  and  con- 
sumers ; 

To  serve  as  an  exchange  between  and  common 
meeting-place  for  associations  representing  special 
construction  interests ; 

In  cases  where  a  special  construction  interest  is 
primarily  concerned,  to  support  the  initiative  of  the 
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representative  association  in  a!1  matters  considered  by 
the  Federation  to  be  within  the  proper  scope  of  its 
activities ; 

In  cases  of  common  interest  to  the  construction  in- 
dustry in  general,  to  take  the  initiative  in  investiga- 
tion, policy,  propaganda,  legislation,  and  in  such  other 
ways  as  will  benefit  the  industry;  and 

To  provide  a  united  organization  which  will  mo- 
bilize the  entire  strength  and  experience  of  the  in- 
dustry. 

"As  to  the  organization,  we  have  learned  a  great 
deal  this  year  and  I  shall  outline  to  yon  just  what  the 
Federation  is  planned  to  be  in  the  light  of  one  year 
of  rather  active  effort,  and  following  that  picture,  I 
will  attempt  to  outline  the  advantages  of  organization. 
Country  Divided  into  Twelve  Districts 

"We  are  going  to  divide  the  United  States  into 
twelve  districts,  known  as  Federation  district  Nos.  1. 
2,  3  and  so  on,  and  t'hese  will  be  co-terminns  with  the 
Federal  Reserve  districts.  There  will  be  elected  one 
member  to  the  Board  of  Directors  from  each  Feder- 
ation district,  and  thirteen  without  respect  to  place 
of  residence.  The  Board  will  elect  a  president  and 
twelve  vice-presidents,  each  vice-president  to  act  as 
chairman  of  his  district.  We  also  created  an  Advisory 
Board,  made  up  as  follows:  Any  national  association 
which  is  a  member  of  the  Federation  may  appoint  two 
members  to  the  Advisory  Board  at  large,  and  one 
from  each  Federation  district;  a  regional  association 
member  operating  over  several  states  but  not  through- 
out the  whole  country  may  elect  one  member  at  large 
and  as  many  district  members  as  the  activities  of  the 
association  extend  into ;  a  local  association,  whose 
activities  are  confined  to  a  city,  may  elect  one  district 
member  to  the  board.  In  addition,  the  Advisory 
Board  has  power  to  elect  such  other  members  as  niay 
be  desirable,  not  necessarily  confining  themselves  to 
the  construction  industry,  but  choosing  anyone  of 
prominence,  whose  judgment  is  deemed  valuable. 

"This  Advisory  board  has  now  147  members  from 
all  parts  of  the  United  States,  including  a  number  of 
prominent  bankers,  industrial  leaders  and  railroad 
presidents.  When  we  have  a  matter  on  which  the 
Board  of  Directors  wishes  to  take  action,  we  analyze  it 
as  carefully  as  possible  and  submit  it  to  the,  members 
of  the  Advisory  Board  on  a  form,  which  states  ?t 
the  top,  'Your  individual  opinion  is  requested.  What 
you  say  is  confidential.  You  are  speaking  for  your- 
self only'.  On  all  questions  so  submitted  we  will  get 
a  most  voluminous  analysis.  We  take  these  opinions 
and  the  committee  in  charge  of  the  matter  under 
consideration  will  analyze  them,  set  them  out,  and 
lay  them  before  the  entire  membership  of  the  Feder- 
ation through  the  mail.  Thus  they  will  have  before 
them,  in  composite  form,  the  careful  thought  of  these 
business  men  of  the  United  States,  and  they  have  a 
basis  of  study  that  they  could  not  have  if  they  simply 
received  a  copy  of  a  bill  in  Congress.  This  Advisory 
Board  digests  the  matter  and  it  is  analyzed  much  better 
than  it  could  be  by  a  committee,  and  it  has  been  found 
of  tremendous  assistance  to  us  in  handling"  problems 
of  this  kind.  Tt  also  results  in  having  a  group  of 
business  men,  interested  in  the  Federation  and  believ- 
ing that  it  stands  for  something,  and  when  the  member- 
ship campaign  opens  in  their  locality  these  men  help 
it  along. 

Business  Men's  Assistance 

"Co-operation  is  the  biggest  thing  in  these  days, 
and  it  would  be  possible,  because  of  the  importance 


of  the  construction  industry,  to  get  the  assistance  of 
any  big  men  in  Canada  whether  they  are  connected 
with  il  or  not.  The  effect  of  this  indust'ry  is  so  great 
upon  industry  in  general  that  any  good  business 
man  is  glad  to  help. 

"The  National  Federation  is  also  going  to  organize 
a  staff  council  composed  of  paid  men  of  the  various 
associations  connected  with  it.  Sometimes  it  happens 
that  several  organizations  get  a  hunch  at  the  same  time 
and  they  Hood  Congress  with  petitions  and  requests, 
and  one  section  of  the  industry  may  be  backing  one 
proposition  and  another  something  totally  different. 
Many  of  the  organizations  have  their  own  lawyers, 
and  we  are  going  to  organize  tlrs  staff  council  so  that 
all  of  these  legal  men  will  form  one  division.  Many 
have  trained  engineers,  who  will  form  the  engineers' 
division.  Then  there  are  the  managers  or  executive 
secretaries,  who  form  the  executive  division  of  the 
staff  council.  The  statisticians  will  form  the  statis- 
tical division,  and  there  will  also  be  an  advertising 
division.  In  other  words,  so  far  as  these  organizations 
wish  to  work  on  several  problems,  instead  of  working 
sporadically,  they  will  work  as  a  group.  You  take 
two  or  three  hundred  men  getting  together  in  this 
way  and  acting  in  co-operation,  and  you  are  going 
to  get  a  new  type  of  legislation. 

Standardization 

"lTp  to  the  present  time  there  has  not  been  any 
attempt  to  standardize  building  conditions.  All  over 
the  United  States  the  requirements  are  different.  It 
is  almost  impossible,  for  instance,  to  manufacture  a 
radiator  that  will  meet  the  by-laws  in  all  of  the  states, 
It  is  perfectly  logical  from  an  engineering  standpoint 
that  there  should  be  some  one  kind  of  heating  equip- 
ment, or  fire  escape  or  extinguisher,  that  is  better 
than  any  other.  In  some  cases  patents  would  inter- 
fere w it'h  standardization,  but  it  is  possible  to  arrange 
the  building  codes  dealing  with  the  heating  of  build- 
ings which  would  not  limit  the  manufacturer  of  the 
equipment  to  a  few  patents  and  at  the  same  time 
enable  him  to  serve  customers  in  all  states. 

"What  I  have  outlined  above  is,  in  a  very  brief  way, 
the  organization  of  the  Federation  of  Construction 
Industries.  -  . 

"What  are  the  advantages  of  our  organization? 
If  there  is  not  some  value  accruing  from  it,  it  should 
go  out  of  existence.  Some  associations  are  organized 
for  the  purpose  of  pleasure,  but  these  Federated  indus- 
tries are  a  business  organization.  It  seems  to  me,  from 
my  own  standpoint,  I  can  answer  the  question,  'What 
are  the  advantages  of  organizing  the  construction 
industries  as  a  whole?'  by  reciting  what  the  Feder- 
ation has  done  during  the  first  year. 

"In  considering  the  activities  there  are  three  classes 
or  phases  of  work.  The  first  phase  of  work  is  con- 
cerned with  the  return  of  industry  following  the  war 
to  a  normal  business  condition.  The  second  is  to  _ 
begin  the  natural  function  of  an  organization,  which 
is  the  permanent  betterment  of  industrial  conditions, 
and  the  third  is  to  deal  with  emergent  conditions 
from  time  to  time  as  they  may  arise." 

What  the  Federation  has  Accomplished 

Mr.  Frazee  proceeded  to  point  a  number  of  im- 
provements effected  in  the  conditions  of  the  industry 
which  had  been  brought  about  largely,  if  not  entirely, 
through  the  efforts  and  representations  of  the  Feder- 
ation :  the  large  government  road  building  programme, 
involving  an  expenditure  of  about  $500,000,000  by  the 
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Federal  Government,  supplemented  by  the  states, 
counties  and  townships:  the  "Own  your  own  home" 
campaign  and  the  "Build  now"  campaign,  which  was 
taken  up  by  towns  and  cities  throughout  the  country 
and  gave  a  big  simulus  to  the  industry — these  cam- 
paigns were  organized  by  the  Federation,  in  conjunc- 
tion with  the  Association  of  Real  Estate  Boards; 
as>istance  to  financial  situation  when  loans  were  diffi- 
cult to  obtain  prior  to  floating  of  Liberty  Loan  through 
representations  to  the  Secretary  of  the  Treasury, 
who  issued  instructions  to  bankers  to  accommodate 
legitimate  construction  undertakings  ;  educational  cam- 
paign regarding  permanency  in  price  level  and  improb- 
alrlity  of  any  decrease  in  building  costs;  reversal  of 
decision  of  railroad  administration  to  increase  freight 
rates  on  sand,  gravel,  crushed  stone  and  slag  during 
1919;  settlement  of  wage  and  labor  disputes  when 
matters  had  apparently  reached  a  deadlock;  formation 
of  a  Board  of  Jurisdictional  Award — eighty  per  cent, 
of  the  strikes  in  the  contracting  and  construction 
industry  in  the  United  States  have  been  due  to  disputes 
as  to  the  jurisdiction  of  different  trades,  plumbers 
going  out  on  strike  in  protest  against  the  employment 
of  steamfitters  on  certain  classes  of  work,  and  so  on — 
all  these  differences  are  to  be  settled  by  the  new  board, 
whose  decision  will  be  final;  bill  introduced  for  relief 
of  general  contractors  of  the  United  States  whose 
contracts  were  cancelled  by  the  Government  when  the 
war  ended. 

Less  Work  at  the  Site 

In  regard  to  the  plans  of  t*he  Federation  for  the 
future,  Mr.  Frazee  said  they  had  a  programme  which 
would  cover  a  period  of  years  dealing  with  the  stan- 
dardization of  industry  in  its  engineering,  commercial, 
legislative  and  business  aspects.  He  pointed  out, 
as  an  example  of  the  improvement  that  might  hi 
effected,  that  there  was  twenty-six  manufacturers  of 
freight  elevators  in  the  United  States,  each  making, 
roughly,  thirty  different  types  of  elevators.  The 
variations  in  elevators  were  three,  the  floor  capacity, 
the  mass  capacity  and  the  speed,  and  it  was  probable 
that  five  different  types  of  freight  elevators  could  be 
gotten  up  that  would  be  satisfactory  to  everybody 
and  meet  all  requirements.  If  they  could  standardize 
the  specifications  of  architects  and  engineers  and 
those  of  the  elevator  manufacturers,  it  would  be  pos- 
sible to  produce  elevators  on  a  bulk  basis  rather  than 
on  a  piece  work  basis,  permitting  of  the  employment 
of  a  great  deal  more  labor  saving  machinery.  Also, 
when  it  was  realized  that!  eighty  to  eighty-five  per 
cent,  of  the  costs  of  the  construction  industry  were 
labor  costs,  it  could  readily  be  seen  that  through 
standardization  and  the  carrying  out  of  more  work 
in  the  shop  with  labor  saving  machinery  and  less 
work  at  the  site,  the  cost  of  production  could  be 
considerably  decreased  and  its  volume  increased. 

Among  other  activities  of  the  Federation  was  a 
private  campaign  among  its  members  to  keep  down 
the  cost  of  building.  When  the  capacity  of  the  plants 
became  inadequate  to  meet  the  demand,  the  profiteering 
instinct  began  to  develop,  and  the  Federation  sfarted  a 
hard  campaign  against  it,  pointing  out  that  further 
increase  in  building  costs  would,  add  to  the  cost  of 
living  and  result  in  more  serious  labor  troubles.  As 
a  result  the  prices  of  construction  had  been  kept  23 
per  cent,  lower  than  the  average  of  all  other  materials. 

"Organization  of  business  along  the  proper  lines," 
said  Mr.-Frazee,  "is  not  a  menace  to  the  government, 


nor  to  labor,  nor  to  anybody.  There  are  always  some 
short-sighted  individuals  who  will  do  the  wrong  thing 
with  respect  to  labor  or  prices,  and  if  you  have  a  strong- 
organization  with  the  best  brains  behind  it — and  re- 
membering that  only  a  small  percentage  of  business 
men  are  rascals — conditions  are  going  to  be  better 
rather  than  worse,  because  the  tendency  of  the  few 
is  going  to  be  curbed  by  that  organization.  If  you 
are  to  avoid  radicalism  in  labor  you  will  have  to  be 
sensible  and  just — not  necessarily  foolish  or  sentiment- 
al. There  are  just  as  basic  considerations  in  regard 
to  industrial  relations  as  in  regard  to  railroad  rates  or 
production  cost,  and  the  trouble  is  that  business  men 
have  paid  more  attention  to  the  latter  than  to  the 
iormer  If  you  can  have  a  construction  organization 
properly  guided  and  directed  to  deal  with  the  labor 
organization,  you  are  going  to  be  able  to  deal  with 
the  sit'uation  in  a  just  and  intelligent  way." 

Foreign  Trade  Division 

Another  undertaking  of  the  Federation  was  the. 
formation  of  a  foreign  Irade  division,  which  sent  out 
letters  to  individual  members  advising  them  that  in 
various  part's  of  the  world  certain  materials  were  re« 
epiired  which  could  be  supplied  by  America.  They 
had  contracts  made  with  every  possible  source  of 
information  in  xhc  world  in  regard  to  demand  for 
materials  which  America  could  furnish. 

The  Federation  had  also  been  instrumental  in  re- 
lieving the  situation  as  far  as  some  of  the  construction 
industries  were  concerned  which  Were  place!  in  a 
very  serious  position  at  the  time  of  the  coal  shortage. 
Mines  and  quarries  were  being  flooded  with  water 
as  they  had  no  fuel  to  operate  their  pumps,  and  in 
many  plants  the  Underwriters  were  getting  ready  to 
cancel  their  n  surance  due  to  the  fact  that  they  could 
not  keep  their  fire  protection  apparatus  from  freezing. 
Through  the  representations  of  the  Federation  to  the 
Fuel  Administration,  z  r:  ar.gements  were  made  fo:  ill-! 
supply  of  fuel  to  overcome  this  serious  situation. 

In  conclusion,  Mr.  Frazee  said,  "  i  here  is  a  big 
1  !,'ce  for  an  organization  representing  the  construc- 
iii  n  industries  as  a  whole.  You  have  got  to  realize 
that  two  things  are  essential — money  and  service. 
First  you  must  get  the  money  if  you  are  going  to 
have  the  organization,  and  secondly  yci;  have  got  to 
be  willing  to  serve  on  committees — and  those  com- 
mittees have  to  be  run  so  that  they  do  not  go  to 
seed.  At  the  present  time  you  must  realize  it  is  an 
altruistic  effort  on  your  part.  You  must  convert  the 
doubters  later,  and  if  you  do  you  are  going  to  organize 
the  biggest  industry  in  Canada.  T  extend  the  good 
wishes  of  the  .directors  of  the  National  Federation  of 
Construction  Industries  for  your  success." 


Minister  of  Labor  Speaks  of  Labor 
Distribution 


Senator  Gideon  Robertson  was  also  a  guest  at  the 
Tuesday  luncheon  and  was  called  upon.  The  Senator 
said  he  sincerely  appreciated  the  opportunity  of  hear- 
ing Mr.  Frazee's  address.  It  indicated  to  him  great 
possibilities  wherein  their  own  organization  could  lead 
the  way  and  establish  relations  between  the  employers 
and  workmen  throughout  the  country.  The  effect  for 
good  upon  the  whole  of  the  people  would  indeed  be 
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Soundless.  He  looked  Upon  the  growth  of  this  organ- 
ization as  a  matter  of  national  importance  on  this  ac- 
count. 

The  speaker  referred  to  the  arrangements  made  in 
co-operation  with  the  provinces,  for  the  systematic 
employment  and  distribution  of  labor.  This  action 
had  been  taken  in  the  first  place  because  of  condition  s 
arising  out  of  the  war  and  the  anticipation  of  a  ser- 
ious situation.  The  chain  of  employment  offices  es- 
tablished as  a  result  had  proven  to  be  satisfactory.  By 
reason  of  the  co-operation  of  the  employers  the  Fed- 
eral Employment  Service  had  grown  splendidly  and, 
in  proportion  to  the  population,  had  accomplished 
more  than  was  the  case  in  any  other  country  in  the 
world  during  the  first  year.  From  March,  1919,  they 
had  placed  more  than  220,000  men,  of  which  some- 
thin"-  like  37  per  cent,  were  returned  men. 

During  the  war,  it  might  be  necessary  for  govern- 
ments to  indulge  in  certain  policies  which  seemed 
dictatorial,  but  in  peace  time,  his  opinion  was  that  no 
such  tendency  should  exist,  but  that  the  purpose  of 
the  Government  was  rather  to  promote  any  undertak- 
ing for  the  benefit  of  the  people  as  a  whole.  In  regard 
to  the  employment  offices,  he  had  hundreds  of  testi- 
monials -on  record  asking  that  they  should  be  con- 
tinued. If  the  experience  of  the  building  industry 
with  them  had  been  satisfactory,  the  government  was 
very  pleased,  but  if  on  the  other  hand  they  had  ex- 
perienced any  unsatisfactory  conditions,  the  govern- 
ment would  be  glad  to  know  about  them  also. 

Canada  Has  Passed  Well  Through  Trying 
Period 

"1  think,"  continued  the  Minister,  "you  will  prob- 
ably agree  with  me  that  in  the  fourteen  months  we 
have  passed  through  since  the  annstice  was  declared, 
the  dislocation  of  business  and  unemployment  which 
we  feared  and  anticipated  did  not  materialize,  and  we 
have  reason  at  this  time  to  feel  gratified  that  Canada 
has  passed  through  this  trying  period  as  well  as  she 
has.  I  think  it  is  true  that  our  industrial  situation 
compares  favorably  with  that  of  any  other  country 
participating  in  the  war  and  I  am  confident  that  the 
future  for  this  country  is  bright  and  opportunities  for 
your  own  industry  development  unbounded.  We  need 
have  no  fear  of  any  great  disaster  coming  to  this 
country  as  has  been  the  case  in  other  nations. 

"Your  organization  has  been  in  existence  for  a 
year,  and  I  take  it  that  tlhe  interest  that  caused  you  to 
maintain  it  will  lead  you  to  carry  it  on  successfully. 
After  the  address  from  your  guest  to-day,  I  am  sure 
you  will  be  more  than  over  anxious  to  maintain  your 
co-operative  effort,  to  perfect  the  organization  you 
have  started  and  to  make  it  useful  not  only  to  your- 
selves and  the  thousands  of  men  in  your  employ,  but 
also  that  you  will  use  it  as  an  instrument  that  will  be 
a  blessing  to  the  nation  at  large." 

*      *  * 

A  telegram  was  read  from  the  Engineering  Insti- 
tute of  Canada  expressing  appreciation  of  the  action 
of  the  executive  in  postponing  the  conference  so  as 
not  to  clash  with  the  Institute's  annual  meeting,  and 
extending  hearty  greetings  and  good  wishes  for  suc- 
cess. 


Changes  in  Constitution  Provide  for  New 
Grading  of  Members 


Tuesday  afternoon  was  spent  in  committee  work, 
and  the  Conference  met  again  in  (ieneral  Session  on 
Tuesday  night.  The  first  action  taken  was  to  wire  a 
vote  of  thanks  to  Mr.  Frazee  for  his  address  at  the 
luncheon. 

A  finance  committee  was  appointed  consisting  of 
Mr.  Geo.  A.  Drain,  (chairman),  Chas.  Smallpicce,  \Y. 
F.  Dillon,  James  Mackie,  J.  K.  Thomas. 

A  report  of  the  committee  on  Constitution  and  By- 
laws was  presented  by  Air.  Ilazelton  in  the  form  of  a 
draft  of  a  new  constitution  and  by-laws  submitted  for 
the  approval  of  the  Conference. 

The  main  features  of  the  report  consisted  in 
changes  in  articles  Nos.  3  and  4  of  the  printed  draft 
of  the  constitution.  These  new  provisions  were  as 
follows: 

Classes  of  Membership 

The  membership  in  the  Association  shall  be  of  two 
classes,  "Collective"  and  "Individual." 

"Individual"  members — Any  individual,  firm  or 
corporation  engaged  in  any  branch  of  the  construc- 
tion industry  is  eligible  for  membership. 

"Collective"  members — -Any  group  of  individual-, 
linn,  or  corporations  engaged  in  any  of  the  building 
industries,  either  local,  provincial,  or  national,  organ- 
ized into  such  bodies  as,  Builders'  Exchanges,  Trade 
Associations,  or  branches  of  such  bodies  as  Boards  of 
Trade  that  pertain  to  any  of  the  building  industries. 

"Plural"  Membership — Any  individual  or  collec- 
tive member  shall  have  the  privilege  of  obtaining  mul- 
tiple memberships. 

To  facilitate  the  objects  of  the  Association,  the 
membership  may  be  organized  into  three  sections, 
namely:  (a)  general  contractors  and  contracting  en- 
gineers; (b)  trade  or  sub-contractors,  and  (c)  supply 
firms,  manufacturers  and  producers  of  building  ma- 
terial and  plant.  Each  section  may  be  further  subdi- 
vided. 

It  is  recommended  that  existing  organizations 
where  possible  re-organize  themselves  into,  and  new 
organizations  where  formed  shall  become,  branches  of 
this  Association  under  the  regulations  here  laid  down 
for  "collective"  members,  with  the  aim  that  the  coun- 
try may  ultimately  become  organized  into  local  groups 
which  would  in  turn  form  provincial  groups,  and 
these  in  turn  elect  an  equal  number  of  official  repre- 
sentatives who  combined,  one  province  with  the  other, 
would  form  the  National  Council,  and  the  business  of 
the  Association  shall  be  dealt  with  by  committees 
struck  by  this  National  Council  so  formed. 

Fees 

Membership  fees  for  collective  or  individual  mem- 
bership including  multiple  membership  shall  be  $25 
per  annum  for  each  membership,  payable  upon  elec- 
tion, and  annually  thereafter  on  the  2nd  day  of  Janu- 
ary, providing,  however,  that  in  the  case  of  Provincial 
or  other  similar  groups  of  organizations  where  same 
are  formed  of  collective  members  they  shall  not  be 
expected  to  pay  a  further  membership  fee. 

National  Council 

The  affairs  of  the  Association  shall  be  managed  by 
a  National  Council  composed  of  the  five  officers  elected 
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at  the  annual  general  meeting  and  three  councillors 
from  each  of  the  provinces  of  the  Dominion  of  Canada. 

The  three  Provincial  councillors  shall  be  elected 
by  the  Provincial  Associations  composed  of  all  mem- 
berships in  each  respective  province,  in  such  manner 
as  will  provide  continuity  of  office. 

*       *  * 

In  presenting  the  report  Mr.  HazeltOU  explained 
that  it  had  been  thought  best  to  provide  for  individual 
memberships,  as  well  as  collective,  because  Mr.  Frazee 
advised  them  not  to  attempt  to  obtain  their  entire 
revenue  from  existing  organizations.  While  their  co- 
operation was  very  necessary  to  the  success  of  the 
National  Association,  they  could  not  be  counted  upon 
to  supply  all  the  funds  needed.  The  idea  was  to  have 
them  come  in  and  take  memberships,  and  to  dispose 
of  as  many  plural  memberships  as  possible  to  the 
larger  firms  throughout  the  country,  which  would  l>-1 
principally  benefited  by  the  formation  of  the  National 
Association. 

Mr.  Anglin  pointed  out  that  it  was  the  under- 
standing that  if  in  any  province  no  provincial  organi- 
zation existed,  the  local  bodies  could  still  elect  pro- 
vincial councillors  to  the  National  Council.  If  there 
was  only  one  local  exchange  in  a  province  it  had  this 
privilege  if  it  were  a  member  of  the  Dominion  body. 

Mr.  W.  E.  Dillon,  of  Toronto,  said  he  believed  the 
Province  of  Ontario  would  receive  the  new  constitu- 
tion with  open  arms. 

Mr.  Thomas,  of  Calgary,  also  considered  it's  pro- 
visions were  excellent. 

Mr.  Anglin  explained,  in  reply  to  a  question  asked 
by  Mr.  Dillon,  that  while  a  section  of  a  local  exchange 
could  not  become  a  direct  member  of  the  National 
Association,  they  could  obtain  a  membership,  indi- 
rectly, by  sending  it  through  the  Exchange.  He  also 
pointed  out  that  though  a  provincial  organization  ob- 
tained one  membership  in  the  National  Association 
automatically  and  without  fee,  it  could  secure  as  many 
more  memberships  as  it  cared  to  by  paying  for  t'hem. 


Report  of  Committee  on  Business  Relations 


Report  of  Committee  on  Business  Relations  by  the 
chairman,  Mr.  W.  H.  Yates,  was  unanimously  adopted. 
Its  recommendations  were  as  follows: 

Your  committee  met  as  instructed  and  beg  to  re- 
port as  follows : 

Mr.  Yates  was  elected  chairman,  and  Mr.  Lecky 
secretary. 

After  considerable  amount  of  discussion,  as  to  the 
lines  on  which  the  Association  could  benefit  the  mem- 
bers as  a  whole,  the  following  recommendations  are  re- 
spectfully made : 

"That  a  standing  committee  be  formed  to  take  up 
the  whole  subject  of  Business  Relations — 

(1)  Between  the  general  contractor,  architects  and 
owners. 

(2)  Between  the  general  contractor,  sub-trades 
and  supply  houses. 

(3)  Between  the  sub-trades,  supply  houses,  archi- 
tects and  owners. 

That  this  committee  get  in  touch  with  all  branches 
and  exchanges  throughout  Canada  and  obtain  their 


opinions  on  this  subject,  also  statement  as  to  their 
special  requirements . along  these  lines. 

That  this  committee  then  report  its  findings'  with 
suggestions  to  the  National  Council  of  this  Associa- 
tion who  shall  in  turn  take  whatever  action  they  may 
see  fit  to  improve  business  relations  along  the  lines 
as  set  forth  above. 

Suggestions 

It  is  suggested  for  the  guidance  of  this  committee, 
that  the  following  may  be  considered: 

(1)  That  all  members  of  this  association,  whether 
through  branches  or  directly,  shall  bind  themselves  io 
as  far  as  possible  deal  only  within  the  association. 

(2)  That  some  system  may  be  worked  out  wherebv 
the  general  contractor  shall  be  protected  in  return  for 
his  undertaking  to  deal  only  within  the  association. 

(3)  That  the  uniform  contracts,  which  it  is  hoped 
will  become  universal  when  they  arc  drawn  up,  shall 
include  a  contract  form  between  the  sub-contractor, 
the  supply  house  and  the  general  contractor  along  the 
lines  of  the  uniform  contract  now  in  use  in  Winni- 
peg, to  specially  protect  the  sub-contractor  and  supply 
houses  as  to  their  payments  being  made  promptly. 


Report  of  Committee  on   Standard  Practices 


The  report  of  the  committee  on  Standard  Prac- 
tices was  presented  by  Mr.  J.  B.  Carswell  : 
The  Committee  recommends, — 

(a)  That  no  sub-division  of  tenders  or  unit  prices 
be  given  to  architects  or  engineers  before  the  contract 
is  closed,  or  before  written  assurance  has  been  received 
that  a  contract  will  be  entered  into. 

(b)  That  architects  and  engineers  be  notified  that 
general  contractors  will  not  submit  bulk  competitive 
tenders  where  the  said  architect  or  engineer  is  at  the 
same  time  taking  bids  on  his  work  by  trades. 

(c)  That  the  practice  of  giving  certified  cheques 
with  bids,  both  on  private  and  public  work  be  strongly 
discouraged,  and  it  is  suggested  that  in  view  of  the 
large  deposits  which  have  to  be  made  by  bonding  com- 
panies with  the  Provincial  and  Dominion  Government, 
that  bid  bonds  be  substituted. 

It  is  recommended  that  a  committee  be  immediately 
formed  consisting  of  three  responsible  architects  ap- 
pointed by  the  Royal  Architectural  Institute  of  Can- 
ada, and  three  members  of  this  Association,  and  that 
legal  advice  be  obtained  by  the  architects  on  the  one 
hand,  and  this  Association  on  the  other  hand,  to  co- 
operate in  drawing  up  a  standard  form  of  contract  and 
general  conditions  which  can  be  used  throughout  the 
Dominion. 

Further,  that  a  standard  form  of  sub-contract  be 
prepared,  which  form  should  bind  the  sub-contractor 
to  the  same  conditions  of  contract  as  the  general  con- 
tractor, and  assure  the  sub-contractor  of  the  same  pri- 
vileges and  conditions  as  accrue  to  the  general  con- 
tractor. 

Inasmuch  as  architects  and  engineers  invariably 
reserve  the  right  to  dismiss  any  contractor  for  in- 
competency, it  is  recommended  that  penalty  and  bonus 
clauses  should  be  eliminated  entirely  from  construc- 
tion contracts. 

It  is  recommended  that  lump  sum  contracts  be 
strongly  discouraged  until  existing  conditions  become 
more  normal,  and  that  the  "cost  plus  a  percentage" 
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or  "cost  plus  a  fixed  or  sliding  fee"  form  of  contract 
be  advocated  as  the  only  fair  and  reasonable  basis, 
from  the  viewpoint  both  of  the  contractor  and  owner, 
and  that  a  resolution  to  this  effect  he  immediately 
forwarded  to  the  Dominion  and  the  Provincial  Gov- 
ernments, and  municipal  bodies,  and  to  all  architec- 
tural and  engineering  bodies  interested. 

*      *  * 

Mr.  Pigott  thought  some  provision  should  be  made 
in  the  report  for  taking  care  of  legal  difficulties,  inas- 
much as  most  of  the  laws  affecting  contractors  were 
provincial,  and  the  first  step  would  seem  to  be  the 
standardization  of  these  laws.  One  unreasonable  fea- 
ture in  the  contract  form  in  use  in  Ontario  was  the 
provision  covering  the  question  of  hold-back,  designed 
to  correspond  with  the  Mechanics  Lien  Act,  which 
permitted  the  owner  to  hold  his  percentage  until  35 
days  after  the  completion  and  acceptance  of  the  build- 
ing. He  had  in  mind  cases  where  the  contractors  were 
kept  out  of  their  money  for  a  considerable  period  of 
time  when  there  were  only  small  items  to  complete. 
His  contention  was  that  when  a  building  was  practic- 
ally finished,  the  contractor  should  receive  his  money, 
allowing-  only  for  the  estimated  cost  of  the  incidentals 
still  to  be  carried  out. 

On  the  suggestion  of  Mr.  Jennings  that  the  com- 
mittee on  standard  forms  of  contract'  should  include 
engineers  as  well  as  architects,  it  was  decided  that  it 
should  be  composed  of  four  contractors,  two  archi- 
tects and  two  engineers. 

In  the  matter  of  the  submission  of  certified  cheques, 
Mr.  Mattice  pointed  out  that  in  Ottawa  they  had 
drafted  a  resolution  to  the  effect  that  tenders  should 
be  considered  immediately  after  the  closing  and  if  the 
cheques  of  unsuccessful  tenderers  were  not  returned 
within  a  week,  they  should  bear  interest  at  the  rate  of 
six  per  cent. 

Mr.  Talbot,  speaking  from  the  viewpoint  of  the 
sub-contractor,  thought  it  was  only  reasonable  where 
a  general  contractor  used  a  sub-contractor's  bid  he 
should  advise  him  before  submitting  his  tender  to  the 
owner. 

Mr.  Dancy,  referring  to  clause  (b)  of  the  committee 
report,  pointed  out  that  masonry  was  a  trade  that  was 
very  seldom  sub-let  and  be  felt  that  the  clause  would 
be  a  bar  to  the  operations  of  the  masonry  contractor. 

Mr.  Anglin  pointed  out  that  the  clause  cut  both 
ways.  In  some  cases  the  architect  preferred  to  invite 
tenders  from  the  separate  trades,  and  under  these  con- 
ditions it  would  benefit  the  sub-contractor. 

Mr.  Pritchard  thought  it  would  be  difficult  to  tell 
just  where  the  line  would  be  drawn.  In  the  West 
they  recognized  the  right  of  the  architect  to  call  sep- 
arate bids  for  the  heating  equipment,  elevators  and 
so  on. 

Mr.  Hazelton  pointed  out  that  the  object  of  the 
clause  was  not  in  any  way  to  restrict  the  sub-contrac- 
tors but  to  prevent  the  architect  from  making  up  a 
conglomerate  bid  and  beating  down  the  general  con- 
tractor by  substituting  low  bids  received  separately. 

The  report  with  changes  as  noted  was  adopted. 

A  Nomination  Committee  was  appointed  consist- 
ing of  J.  K.  Thomas,  Wm.  Wilson,  H.  T.  Hazelton,  j. 
M.  Pigott,  (  has.  Smallpiece,  John  Flood,  to  bring  in 
a  report  the  following  day. 


Report  of  Labor  Committee 


The  report  of  the  Labor  Committee  was  presented 
by  Mr.  Fuller: 

Your  committee  on  Labor  have  considered  at 
length  the  agenda  submitted.  It  will  be  readily  un- 
derstood that  the  problems  arising  out  of  the  consid- 
eration of  the  relations  between  employers  and  em- 
ployees are  too  numerous  and  comprehensive  to  be 
covered  even  superficially  in  the  limited  time  at  our 
disposal.  We  beg,  however,  to  report  the  following 
recommendations : 

(1)  Admitting  as  we  do  the  right  of  labor  to  or- 
ganize, we  submit  that  this  association  should  urge 
that  all  labor  organizations  become  incorporated  in 
Canada  or  otherwise  be  made  responsible  so  that  all 
contracts  entered  into  between  organized  labor  on  the 
one  hand,  and  individual  or  corporate  employers  or 
incorporated  associations  of  employers  on  the  other 
hand  shall  be  made  binding  upon  each  of  the  contract- 
ing parties. 

(2)  That  legislation  be  sought  making  compulsory 
the  reference  to  a  Board  of  Conciliation  of  all  disputes 
which  cannot  be  settled  by  the  parties  directly  inter- 
ested therein,  before  the  employer  be  permitted  to 
close  down  his  business  or  the  employees  be  permit- 
ted to  call  a  strike. 

(3)  That  this  association  adopt  a  policy  of  having 
such  agreements  as  are  entered  into  with  the  labor  or- 
ganizations expire  on  the  31st  day  of  March,  and  that 
a  clause  be  inserted  in  all  such  agreements  requiring 
that  any  new  agreements  or  modifications  of  existing 
agreements  be  executed  at  least  three  months  prior 
to  the  date  on  which  they  become  effective.  Further, 
that  the  period  covered  by  such  agreements  should  lie 
determined  by  the  local  bodies  until  the  present  ab- 
normal conditions  be  over. 

(4)  That  this  association  take  up  with  the  Domin- 
ion and  Provincial  governments  and  the  reputable  la- 
bor organizations  of  Canada  the  matter  of  appren- 
ticeship and  trade  tests  along  the  following  lines: 
(a)  The  institution  of  an  apprenticeship  system  in 
the  various  trades  whereby  the  apprentice  would  ob- 
tain a  practical  training  under  the  supervision  of  prac- 
tical employers  and  at  the  same  time  a  technical  train  - 
ing at  a  Government  Technical  School,  (b)  The  in- 
stitution of  an  examining  board  consisting  of  an  em- 
ployer, a  labor  representative,  and  a  Government  rep- 
sentative  to  examine  the  apprentice  as  to  his  mastery 
of  his  trade  before  giving-  him  the  rank  of  journeyman, 
(c)  The  conclusion  of  an  arrangement  whereby  the 
Union  would  not  admit  new  members  to  their  organ- 
ization until  the  qualifications  of  such  new  members 
had  been  passed  on  by  the  examining-  board  mentioned 
above. 

(5)  That  when  recommendation  No.  4  as  above 
shall  have  been  carried  out  successfully,  this  associa- 
tion will  make  every  effort  to  have  the  unions  grade 
and  classify  their  men  using  the  machinery  there  set 
up  to  determine  such  grading  or  classification  to  the 
end  that  the  incentive  of  its  logical  reward  should  he 
placed  before  the  mechanics  to  encourage  their  in- 
creased efficiency. 

(6)  That  a  standing  committee  or  a  paid  official 
be  designated  by  this  association  to  get  action  on  these 
items  as  rapidly  as  possible  to  the  end  that  some  or 
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the  objects  here  laid  down  may  be  reported  to  our 
next  meeting-  as  having  been  attained. 

That  the  matter  of  immigration  of  desirable  me- 
chanics be  left  with  the  incoming  executive,  to  whom 
this  committee  is  prepared  to  present  a  confidential 
report. 

The  entire  report  was  adopted  after  considerable 
discussion  ( which  will  be  a  subject  of  comment  in 
our  next  issue). 

Mr.  Phinnemore  here  made  a  motion  to  the  effect 
that  the  Association  should  stand  behind  the  contrac- 
tors who  had  carried  out  Federal  work  during  the  war 
and  should  petition  the  Government  to  reimburse 
those  who  had  suffered  looses  on  Government  con- 
tracts due  to  war  conditions.  Mr.  Trotter  seconded 
this  motion,  instancing  one  case  where  a  contractor 
had  been  out  $40,000.    The  motion  was  carried. 

Mr.  Dillon  recommended  that  an  official  represent- 
ative should  be  appointed  to  attend  the  convention  of 
the  Provincial  Builders  &  Supply  Association  with  full 
pow  er  to  act. 

The  report  of  the  Nominating  Committee  was 
brought  in  by  Mr.  Hazleton  and  was  unanimously 
adopted  : 

Officers  Elected 
President,  J.  P.  Anglin,  Montreal;  first  vice-pre- 
ident,  J.  B.  Carswell,  Toronto;  second  vice-president, 
Jas.  Mackie,  Winnipeg;  honorary  secretary.  Jas. 
Phinnemore,  Toronto;  honorary  treasurer.  Geo.  A. 
Crain,  Ottawa. 

Conference  Invited  to  Winnipeg  Next  Year 

Mr.  Hazleton  read  a  message  from  the  Winnipeg 
Board  of  Trade  extending  a  hearty  invitation  to  the 

A.  C. B.C. I.  to  hold  their  next  conference  in  Winnipeg. 
Mr.  Hazleton  also  added  his  own  invitation  as  presi- 
dent of  the  Winnipeg  Builders'  Exchange.  The  matter 
was  left  in  the  hands  of  the  Executive. 

Wednesday  Afternoon  Session 

On  Wednesday  afternoon  at  4  o'clock,  the  last  ses- 
sion of  the  Conference  was  held,  with  Mr.  Jas.  Mack:e 
in  the  chair. 

Mr.  Thomas  moved  that  the  executive  should  take 
up  the  matter  of  publicity  and  see  that  the  affairs  of 
the  Association  were  kept  before  the  country  through 
the  public  press.  Mr.  Anglin  seconded  the  motion, 
which  was  carried. 

The  report  of  the  Constitution  and  By-laws  Com- 
mittee was  finally  adopted.  The  main  features  of  the 
new  constitution  are  given  in  a  previous  page.  It  was 
left  to  the  executive  to  work  out  any  further  changes 
in  the  constitution  and  by-laws  that  might  be  necessi- 
tated in  order  to  conform  with  the  basic  alterations. 

Mr.  Carswell  reported  that  the  general  contractors 
had  held  a  meeting  and  had  decided  to  form  the 
Canadian  General  Contractors'  Association,  and  on 
behalf  of  this  new  association  he  made  application  for 
membership  in  the  A. C. B.C. I.  as  provided  for  in  the 
Constitution  and  By-laws.  The  new  association  had 
also  passed  a  resolution  heartily  endorsing  the  A.C.- 

B.  C.I.  as  now  constituted. 

Mr.  Mattice,  Ottawa,  reported  for  the  sub-con- 
tractors, stating  that  they  thoroughly  concurred  in  the 
steps  taken  at  the  Conference. 

Mr.  Lunam  brought  forward  a  resolution,  which 
was  seconded  by  Mr.  Secord,  recommending  that  the 
executive  should  take  action  in  regard  to  the  removal 
of  the  business  profits  war  tax.    This  was  carried. 

Mr.  J.  C.  Reilly,  acting  general  secretary  of  the 


association,  expressed  his  appreciation  of  the  kindness 
which  had  been  shown  him  while  on  his  trip  across 
the  Dominion.  He  asked  the  co-operation  of  those 
present  in  securing  memberships.  If  they  would 
arouse  the  interest  of  their  fellow-contractors  in  their 
various  localities,  the  work  of  the  organization  would 
then  be  greatly  simplified. 

Mr.  Mackie  expressed  the  appreciation  of  the  men 
of  the  West  of  Mr.  Reilly's  work  and  promised  him 
their  co-operation. 

Mr.  Anglin  thanked  the  Conference  for  the  honor 
they  had  shown  him  in  re-electing  him  president  of 
the  association.  He  hoped  that  when  the  members 
got  back  to  their  various  provinces  the  provincial 
councillors  would  be  elected  as  soon  as  possible. 

National  Conference  on  Concrete  House 
Construction,  February  17-19 

THROUGHOUT  the  continent  there  is  no  more 
vital  problem  than  that  of  home  building. 
The  very  great  shortage  at  present  has  served 
to  attract  public  attention,  not  only  to  the 
immediate  necessity  for  more  places  where  people 
can  live,  but  also  to  the  fundamental  need  for  housing 
of  the  sort  that  makes  for  good  homes  and  happy 
people. 

'I'he  house  must  be  more  than  a  shelter  and  the 
community  more  than  a  group  of  houses.  Individual 
ownership  of  the  home  place  builds  good  citizenship' 
and  creates  pride  in  the  community  ;  it  stimulates  a 
laudable  ambition-  to  acquire,  encourages  habits  of 
thrift,  makes  men  more  steady  and  efficient  in  business 
and  industry  and  provides  dividends  of  contentment 
to  the  owner  and  his  family.  • 

The  National  Conference  on  Concrete  House  Con- 
struction, which  is  meeting  in  Chicago  on  February 
17,  18  and  19,  is  called  to  perform  two  functions: 
First,  to  consider  the  dwelling  house  problem  in  the 
United  States  and  Canada ;  and  second,  to  present 
and  make  available  the  "state  of  the  art" ;  in  other 
words,  the  most  modern  practice  in  the  construction 
of  concrete  houses.  The  most  recent  significant  devel- 
opments in  the  technique  of  using  concrete  in  the  walls, 
floors  and  roofs  of  dwellings  a  matter  of  common 
knowledge,  is  unpuestionably  one  of  the  chief  ends  to 
be  achieved. 


Portable  belt  conveyors  for  handling  material  hori- 
zontally or  at  a  slight  incline  are  described  and  illus- 
trated in  a  new  folder  entitled  "Type  B  Portable  Belt 
Conveyors."  This  folder,  just  published  by  the  Port- 
able Machinery  Co.  of  Passaic,  N.  J.,  contains  prices 
of  these  machines  which  are  made  with  16  in.  wide  belt 
and  in  standard  stock  sizes  as  follows:  12  ft.  6in., 
16  ft.,  19  ft.  6  in.,  23  ft.,  26  ft.  6  in.,  30  ft.,  33  ft.  6  in. 
and  37  ft.  These  machines,  in  addition  to  being  used 
for  handling  coal,  sand,  crushed  stone,  fertilizer,  etc., 
are  used  for  conveying  many  manufactured  products, 
bagged  material  such  as  cement,  etc.  Used  in  series 
or  in  conjunction  with  fixed  conveying- systems,  they 
afford  a  flexible,  convenient  conveying  arrangement. 

The  cut  stone  contractors  of  district  No.  4  were 
represented  by  Messrs.  Geo.  Oakley  (Governor  of  the 
district),  Victor  Vokes  and  Jack  Scott,  of  Toronto, 
at  the  convention  of  the  International  Stone  Cutters 
Association  at  the  Hotel  Congress,  in  Chicago,  last 
week. 
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Supply  Dealers 

J.  C.  Adams,  Canada  Cement  Co.,  Toronto. 
Fred  Armstrong,  Porl  Hope  Sanitary  Mfg,  Co.,  Toronto. 
Ernest)  M.  Barrett,  Barrett  Bros.,  Ottawa. 
\V.  P.  Baxter,  James  Robertson  Co.  Ltd.,  Montreal. 
VV.  C.  Beattie,  Public  School  Board,  Ottawa. 
\V.  YV.  Cuzner,  Cuzner  Hardware  Co.,  Ottawa. 
A.  J.  Dickey,  C.  A.  Dunham  Co.  Ltd.,  Toronto. 
A.  A.  Dion,  Ottawa  Electric  Co.,  Ottawa. 
C.  VV.  Marshall,  Can.  Agency  &  Supply  Co.,  Ottawa. 
O.   Forest,  Ottawa  Fireproof  Specialty  Co.,  Ottawa. 
1'.  A.  Calarneau,  Citadel  Brick  Co.  Ltd.,  Quebec. 
G.  15.  Greene,  General  Supply  Co.  of  Can.  Ltd.,  Ottawa. 
T.  S.  Kirby,  T.  S.  Kirby'Co.  Ltd..  Ottawa. 
J.  M.  G.  Crockerby,  Alex.  McArthur  &  Co.  Ltd.,  Mon- 
treal. 

\V.  C.  Massiah,  Sherwin-Williams  Co.   Ltd..  Montreal. 
W.  A.  Mattice,  Dominion  Bridge  Co.  Ltd.,  Ottawa. 
W.  H.  Mcfntyre,  Ottawa  Cas  Co.,  Ottawa. 
W.  J.   Nicholson,   National   Fireproofing  Co.   Ltd.,  To- 
ronto. 

R.  K.  Palmer.  Hamilton  Bridge  Works  Co.  Ltd.,  Ham- 
ilton. 

Hugh  Peel,  Pedlar  People  Ltd.,  Ottawa. 

Ernest  Ramus,  Builders'  Sales  Ltd.,  Ottawa. 

W.  A.  Rankin,  Harware  Dealer,  Ottawa. 

C.  G.  Secord,  Brantford  Roofing  Co.  Ltd.,  Brantford. 

J.  H.  Shaver,  C.  A.  Dunham  Co.  Ltd.,  Toronto. 

(  has.  Smallpiece,  Taylor,  Forbes  Co.  Ltd.,  Montreal. 

.1.  C.  G.  Stuart,  Pectfar  People  Ltd..  Oshawa. 

K.  Viens,  Dept.  of  Public  Works,  Ottawa. 


J.  A.  Grant  &  Co.,  Limited,  Succeeds 
Grant  &  Home,  of  St.  John,  N.B. 

A  new  firm.  j.  A.  Grant  &  Co.,  Ltd.,  succeeds  the 
well-known  contracting  concern,  Grant  &  Home,  of 
St.  John,  N.  B.  The  firm  of  Grant  &  Home  has  heen 
established  in  St.  John  for  the  last  four  years;  during 
this  time  they  have  carried  out  large  and  important 
work  including:  Hk-  MrAvity  Sheel  P'.'U.e  at  Si 
John  ;  the  building  of  two  wooden  steamers,  3,000  tons 
D.W.,  for  the  Imperial  Munitions  Board;  wooden 
schooner  for  private  interests,  1,000  tons  D.W.  ;  Fra- 
ser  Memorial  Sunday  School.  Fredericton,  N.B. ; 
Launsbury  Building,  Moncton,  N.  B. ;  extension  to  At- 
lantic Sugar  Refineries,  St.  John,  N.  B. ;  conveyors  for 
the  C.P.R.  and  Federal  Government,  and  many  other 
works  in  and  around  the  Province  of  New  Brunswick 
and  Nova  Scotia. 

Mr.  E.  G.  Home  severed  his  connection  with  the 
firm  in  July,  1919,  to  join  the  firm  of  Messrs.  Lock- 
wood  Greene  &  Company,  engineers,  Montreal,  and 
and  Mr.  J.  A.  Grant  has  been  carrying  on  the  firm 
of  Grant  and  Home  since  that  date.  Owing  to  the 
large  amount  of  new  work  which  the  firm  has  secured 
and  the  necessity  of  expansion,  it  was  decided  to 
form  a  new  company  with  Mr.  J.  A.  Grant  as  presi- 
dent and  general  manager;  Mr.  James  Gilchrist,  vice- 
president  and  chief  engineer,  and  Mr.  William  Neish. 
secretary-treasurer.   

The  Ball  Engine  Co.,  Erie,  Pa.,  builders  of  the 
Erie  shovel,  have  just  issued  a  very  attractive  calen- 
dar for  the  year  1920.  On  each  sheet  are  phographs 
showing  Erie  shovels  at  work  under  all  sorts  of  con- 
ditions, with  statements  from  contractors  all  over  the 
continent  testifying  to  the  character  of  service  the 
Erie  has  rendered  them.  Copies  of  the  calendar  may 
be  obtained  by  writing  the  companv. 


General  Contractors 

J.  S.  C.  Adamson,  W.  G.  Adamson,  Ottawa. 

J.  P.  Anglin,  Anglin-Norcross   Ltd.,  Montreal. 

j.  B.  Carswell,  Carswcll  Construction  Co.,  Toronto. 

A.  W.  Cassidy,  A.  W.  Cassidy  &  Co.,  Saskatoon. 

W.  Stewart  Christie,  Alex.  Christie  &  Son,  Ottawa. 

K.  D.  Church,  Church,  Ross  &  Co.,  Montreal. 

G.  A.  Crain,  Ottawa. 

W.  R.  Carr,  Contract  Record,  Toronto 

T.  E.  Turner,  Contract  Record,  Toronto. 

W.  Milne  Crockett,  E.  T.  Construction  Co.,  Slu-rhrook'- 

A.  H.  Parley,  H.  N.  Dancy  &  Son  Ltd.,  Toronto. 

A.  Sidney  Davies,  Atlas  Construction  Co.  Ltd.,  Montreal 

F.  H.  Dickenson,  Inland  Construction  Co.,  Toronto. 

John  Flood,  John  Flood  &  Sons,  St.  John,  N.  P.. 

John  Foilcy,  Ottawa  Construction  Co.,  Ottawa. 

R.  J.  Fuller,  John  V.  Gray  Construction  Co.,  Toronto, 

Jos.  Gossclin  Jr.,  Jos.  Gosselin  Ltd.,  Quebec. 

Hugh  Graham,  Alex.  I.  Garvock,  Ottawa. 

H.  T.  Hazleton,  Hazleton  &  Wahn,  Ltd..  Winnipeg. 
J.  F.  Heaney,  Lockwood,  Green  &  Co.  of  Canada  Ltd 
F.  E.  Healy,  Pigott-Healy  Construction  Co.,  Hamilton. 
P.   E.  James,  P.   H.   Secord   &  Sons  Construction  Co. 

Ltd.,  Brantford. 
A.  E.  Jennings,  Canadian  Engineer,  Toronto. 
Robt.  J.  Lecky,  Robt.  J.  Lccky,  Regina. 
Sir  F.  O.  W.  Loomis,  D.  G.  Loomis  &  Son,  Montreal. 

D.  H.  Lunam,  Poole  Construction  Co.  Ltd.,  Regina. 

E.  A.  Markham,  Poole  Construction  Co.  Ltd..  Regina. 
Jos.  F.  Meagher,  Ross,  Meagher  Co.,  Ottawa. 

D.  McArthur,  McArthur  Bros.,  Ottawa. 
R.  McArthur,  McArthur  Bros.,  Ottawa. 
Thos.  McLaughlin.  T.  McLaughlin,  Ottawa. 
Norman   McLeod,   Norman    McLeod   Ltd.,  Toronto. 
Joseph  M.  Pigott,  Pigott-Healy  Construction  Co.,  Ham- 
ilton. 

J.  E.  Poirier,  J.  E.  Poirier,  Ottawa. 
S.  Pritchard,  S.  Pritchard,  Moose  Jaw. 
Jno.  Putherford,  J.  Putherford,  London. 
S.  F.  Smith,  S.  F.  Smith,  Ottawa. 
J.  A.  Strumbert,  D.  G.  Loomis  &  Sons,  Montreal. 
J.  C.  K.  Stuart,  Stuart  &  Sinclair,  Hamilton. 
J.   K.  Thomas,   Thomas-Jamieson-McKenzie   Ltd.,  Cal- 
gary. 

David  K.  Trotter,  Builders'  Exchange,  Montreal. 
Wm.  Wilson,  Wilson  &  Wilson,  Ltd.,  Regina. 
W.  H.  Yates,  W.  H.  Yates  Construction  Co.  Ltd.,  Ham- 
ilton. 

Sub  Contractors 

P.  Ackroyd,  Electrician,  Ottawa. 

H.  L.  Allen,  Electrician,  Ottawa. 

W.  E.  Dillon,  W.  E.  Dillon  Co.  Ltd.,  Toronto. 

R.  Hooper,  Hooper  Bros.,  Ottawa. 

J.  W.  A.  Kirk,  Ottawa  Cut  Stone  Co.,  Ottawa. 

W.  A.  Mattice,  Dominion  Bridge  Co.,  Ottawa. 

James  Mackie,  James  Mackie  Co.  Ltd.,  Winnipeg. 

Wm.  Mclnenly,  Mac  Electrical  Co.,  Ottawa. 

W.  J.  Nicholson,  National  Fireproofing  Co.  of  Canada 
Ltd.,  Toronto. 

R.  K.  Palmer,  Hamilton  Bridge  Works  Co.  Ltd.,  Ham- 
ilton. 

Jas.  Phinnemore,  Painter,  Toronto. 
James  Ritchie,  Cut  'Stone,  Ottawa. 

E.  D.  Spence,  Contractor,  Ottawa. 

W.  N.  Talbot,  W.  N.  Talbot  Co.  Ltd.,  Regina. 


February  11,  1920 


THE  CONTRACT  RECORD 


143 


No.  5 


Canada's  Contractors— A.  H.  Dancy 


Mr.  A.  H.  Dancy,  president  and  manager  of  H.  N. 
Dancy  &  Son,  Ltd.,  is  one  of  the  best  known  contrar- 
tors  of  Toronto,  not  only  because  of  the  extensive  na- 
ture of  the  work  carried  out  by  him,  but  also  on  ac- 
count of  his  efforts  in  the  direction  of  improving  the 
status  of  the  contracting  industry.  Mr.  Dancy  has 
been  very  active  in  all  matters  relating  to  the  uplifting 
of  contracting  and  has  given  considerable  of  his  time 
toward  furthering  the  principles  of  organization. 

He  is  a  Torontonian  by  birth.  After  passing 
through  the  public  school  he  started  in  to  learn  the 
mason  branch  of  building  construction  with  the  firm  of 
Dancy  Bros.,  masons  and  plasterers,  of  which  concern 
his  father  was  the  senior  member.  After  spending  a 
number  of  years  gaining  a  practical  knowledge,  he  was 
admitted  into  partnership  in  the  year  1897.  He  con- 
tinued in  active  superintendence  work  until  in  1904  he 
began  to  devote  himself  to  the  estimating  and  account- 
ing department,  for  which  his  natural  inclinations  had 
led  him  to  qualify.  In  1908  the  original  firm,  estab- 
lished then  for  25  years,  was  dissolved  and  Mr.  Dancy 
with  his  father  carried  on  the  business  under  the  firm 
name  of  H.  N.  Dancy  &  Son,  later  H.  N.  Dancy  &  Son, 
Limited,  mason  contractors.  Mr.  Dancy  was  secre- 
tary-treasurer of  this  firm  until  the  death  of  his  father 
in  1916,  when  he  became  president  and  manager. 

This  company  has  carried  on  a  varied  and  exten- 
sive business  and  the  work  executed  by  them  includes 
many  of  the  well  known  buildings  of  Toronto,  among 
which  are  the  Empire  building,  erected  on  the  site 
where  the  great  fire  of  1904  had  its  origin;  main  office 
building  of  the  O'Keefe  Brewery  Co.;  Oak  Hall,  the 
10-storey  walls  of  which  were  built  in  11  weeks;  six- 
storey  building  of  Willard's  Chocolates,  Limited,  on 
which  a  construction  record  for  this  type  of  building 
was  attained;  administration  wing,  Toronto  General 
Hospital;  administration  building  of  the  Board  of  Edu- 
cation; Knox  College;  Dovercourt  and  Wychwood 
public  libraries;  Westminster  hotel;  Aged  Women's 
Home;  Church  of  St.  Mary  the  Virgin;  many  well 
known  banks  and  a  number  of  high  class  residences. 

In  recent  years  Mr.  Dancy  has  given  considerable 
attention  to  local,  provincial  and  Dominion  organiza- 
tion work  in  the  building  industry.  He  was  the  first 
honorary-secretary  of  the  Association  of  Canadian 
Building  &  Construction  Industries,  organized  at  Ot- 
tawa in  November,  1918.    In  1919  he  was  president  of 


the  Master  Masons'  Section  of  the  Toronto  Builders' 
Exchange  and  was  also  vice-president  and  director  of 
the  last  named  body.  Mr.  Dancy.  has  given  serious 
consideration  to  problems  relating  to  employers  and 
employees  and  is  strongly  convinced  that  most  of  the 
barriers  now  separating  these  classes  can  be  effectually 
removed  if  the  questions  are  approached  with  unbiased 
minds  and  with  a  true  appreciation  of  the  absolute  de- 
pendence of  each  on  the  other.  In  this  connection  he 
served  with  other  representatives  of  the  Canadian 
Building  industry  at  the    Industrial    Conference  with 


Mr.  A.  H.  Dancy 

the  Minister  of  Labor  at  Ottawa  in  September  last. 
Although  Mr.  Dancy  entered  business  life  directly  from 
public  school,  he  realizes  that  under  present  day  con- 
ditions especially,  the  lack  of  more  advanced  education 
than  such  a  course  can  provide  is  a  serious  handicap  to 
successful  business.  From  his  own  experience,  he  is 
convinced  that  the  thoroughly  qualified  contractor  re- 
quires to  combine  the  knowledge  gained  by  practical 
experience  on  the  work  with  the  educational  training 
of  the  technical  schools  and  urges  such  education  for 
all  young  men  who  intend  identifying  themselves  with 
the  building  industry. 


Leaside  Engineering  Co.,  Limited,  Leaside,  On- 
tario, has  organized  a  contracting  department,  and  is 
prepared  to  enter  into  contracts  covering  the  con- 
struction of  pulp  and  paper  mill  plants,  hydro-electric 
power  development,  industrial  plants,  factories,  ware- 
houses, bridges,  wharfs,  etc.  The  company's  organ- 
ization in  the  past  has  constructed  a  large  shell  plant 
consisting  of  6  buildings  for  the  United  States  Govern- 
ment; wire  plant  for  Canada  Wire  and  Cable  Co.,  Ltd. ; 
tire  mill  for  Dominion  Tire  Co.  at  Kitchener,  Out. ; 
complete  sets  of  railway  and  locomotive  shops  at 
Moncton,  N.  B.,  Halifax  and  Charlottetown,  P.E.I. ; 
10,000  h.p.  hydro-electric  plant  at  Cobalt,  Ont.  for 
British  Canadian  Power  Co.;  20,000  h.p.  hydro-electric 


plant  at  Beaupre,  Que.  for  Laurentian  Power  Co. ; 
besides  a  large  number  of  smaller  contracts.  The 
company  will  be  represented  by  Edward  C.  Warren 
as  manager,  and  J.  R.  Nichols  as  general  superintend- 
ent, both  of  whom  have  been  in  the  organization  for 
a  number  of  years  and  have  handled  the  above  men- 
tioned undertakings. 


In  connection  with  the  colonization  policy  of  the 
Quebec  Government,  it  is  intended  to  spend  five  mil- 
lion dollars  for  the  purpose  of  opening  up  districts,  the 
greater  portion  of  which  will  be  on  roads  and  bridges. 
Communication  roads  through  the  forests  will  also  be 
constructed  for  the  development  of  timber  resources. 
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Asphalt  Association's  Publicity  Campaign 

The  publicity  campaign  launched  hy  the  Asphalt 
Association  last  fall  will  he  gone  ahead  with  during 
the  present  year.  Details  of  the  campaign,  which  will 
he  available  for  publication  later,  are  being  worked 
out  in  the  parent  office  of  the  Association  in  New 
York  at  the  present  time.  The  purpose  of  this  work  is 
to  educate  the  public  to  the  possibilities  and  advantage- 
of  asphalt  as  a  construction  material.  The  campaign 
will  cover  the  whole  of  the  United  States  and  Canada. 


Mainly  Constructional 

East  and  West — From  Coast  to  Coast 


Fire  losses  in  Toronto  for  the  month  of  January 
amounted  to  $731,980. 

The  report  of  the  Building  Department  of  York  Town- 
ship, Ont,  for  last  month  shows  21  building-  permits  issue  1 
for  a  total  of  $54,250  compared  with  $44,980  for  the  month 
of  January,  1919. 

A  deputation  of  citizens  of  Niagara  Falls,  Ont.,  headed 
by  Mayor  Stephens,  waited  on  the  Provincial  Secretary  re- 
cently asking  for  an  additional  grant  of  $500,000  for  housing 
purposes  in  Niagara  Falls. 

Value  of  building  permits  issued  at  Windsor,  Ont.,  for 
the  month  of  January,  this  year,  established  a  record  for  one 
month  in  the  history  of  the  city.  The  number  of  permits 
issued  was  31  and  value  $635,950. 

The  first  annual  social  gathering  of  the  Technical  En- 
gineers,' Architects'  and  Draughtsmen's  Association,  of  Mon- 
treal, was  held  recently  in  Norman  Hall  An  entertainment 
was  provided  at  which  several  valuable  prizes  were  given 
away. 

It  is  announced  that  the  Wood  Hydraulic  Hoist  Co.,  of 
Detroit,  have  purchased  five  acres  of  land  at  Tecumseh  Rd. 
and  Marentette  St.,  London,  Ont.,  and  will  erect  a  subsidiary 
plant  for  the  manufacture  of  their  product.  It  is  also  stated 
that  the  firm  will  employ  in  the  neighborhood  of  1500  men 
at  their  proposed  pilant. 

A  settlement  has  been  reached  between  the  city  of  Mon- 
treal and  the  employees  of  the  civic  waterworks  system  and 
250  men,  who  have!  been  idle  since  Jan.  1,  returned  to  work 
recently.  The  settlement  was  effected  at  a  meeting  of  the 
Executive  Committee  of  the  Trades  and  Labor  Council  and 
the  Civic  Administration  Commission. 

A  recent  meeting  of  the  Works  Committee  of  the  City 
Council,  Toronto,  the  recommendation  of  the  Works  and 
Assessment  Commissioners  that  Teraulay  Street  be  extended 
north  to  Davenport  Rd.,  at  a  width  of  86  ft.,  was  adopted. 
The  estimated  cost  of  this  undertaking  is  $1,250,000,  of  which 
sum  the  city  will  contribute  $553,228,  while  the  balance  will 
be  levied  upon  the  properties  benefited. 

The  construction  program  at  Calgary,  Alta.,  this  year 
includes  the  building  of  a  sewage  disposal  plant,  extension 
of  waterworks  system,  addition  to  building  equipment  at  fair 
grounds,  a  concrete  bridge  to  connect  the  city  with  Hill- 
hurst  and  the  expenditure  of  $155,000  on  additions  to  hos- 
pitals throughout  the  city.  The  building  of  two  new  schools 
will  allso  be  necessary  in  the  near  future. 

City  Clerk  Baker,  of  London,  Ont.,  has  been  instructed 
by  the  Housing  Commission  to  communicate  with  similar 
bodies  in  Western  Ontario  with  a  view  to  the  organization 
of  a  federation  through  which  it  is  believed  building  mater- 


ials and  other  supplies  could  be  more  cheaply  purchased. 
The  London  Commission  proposes  to  bujld  40  or  50  houses 
this  year,  and  is  anxious  to  co-operate  with  commissions 
elsewhere  for  the  exchange  of  ideas  and  the  development  of 
housing  legislation. 

About  200  prominent  citizens  of  Wentworth  and  Ham- 
ilton attended  the  luncheon  held  at  the  Royal  Connaught 
Hotel,  Hamilton,  recently,  in  honor  of  the  Minister  of  Pub- 
lic Works,  Hon.  F.  C.  Biggs,  who  outlined  his  road  building 
policy  for  the  province  of  Ontario.  A  resolution  was  passed 
by  those  present  approving  of  the  main  features  and  gen- 
eral policy  for  the  extension  of  the  good  roads'  system.  J. 
F.  Vance,  county  clerk  of  Wentworth  County,  also  gave  a 
short  history  of  the  county's  roads,  stating  that  $1,003,474.70 
had  been  spent  in  county  roads  since  the  inauguration  of  the 
good  roads  system  in  1902. 

The  general  contractors  of  Hamilton  have  organized 
under  the  name  of  the  General  Contractors'  Association  of 
Hamilton.  At  a  meeting  held  recently  the  final  details  of 
organization  were  cleared  up  and  a  form  of  constitution  and 
set  of  by-laws  adopted.  The  officers  elected  for  the  coming 
year  were:  W.  H.  Yates,  president;  J.  W.  Frid,  vice-presi- 
dent; J.  M.  Pigott,  secretary-treasurer;  F.  W.  Paulin  and  J. 
C.  Stuart,  executive.  The  new  association  sent  representa- 
tives to  the  Dominion  Convention  of  the  Association  of  Cana- 
dian Building  &  Construction  Industries,  held  recently  at 
Ottawa. 


Personal 

Mr.  William  Kirk  Thompson,  of  Toronto,  has  been  ap- 
pointed engineer  clerk,  Department  of  Interior,  Ottawa. 


Obituary 

Mr.  M.  W.  Hogle,  of  Hogle  and  Davies,  architects,  80 
St.  Francois  Xavier  Street,  Montreal,  died  recently  in  his 
fiftieth  year.    He  was  born  in  Philippsburg,  Quebec. 

The  death  occurred  recently  of  Mr.  James  Rogers,  a 
veteran  railway  contractor,  of  Montreal.  Mr.  Rogers  was 
born  in  1837,  and  began  his  career  with  the  Grand  Trunk 
Railway.  The  first  contract  he  undertook  was  the  building 
of  the  Lake  Superior  division  of  the  Canadian  Pacific  Rail- 
way, as  sub-contractor  under  Mr.  R.  G.  Reid,  while  he  also 
carried  out  other  contracts  for  the  C.  P.  R.  and  other  com- 
panies. 


Trade  Incorporations 

Sherbrooke  Housing  Company,  with  head  office  at  Sher- 
brooke,  Que.,  capital  $90,000. 

Aluminum  Steel  Products,  Limited,  head  office  Owen 
Sound,  Ont.,  capital  $250,000. 

Point  Grey  Construction  Company,  with  head  office  at 
Vancouver,  B.  C,  capital  $25,000. 

Foundries,  Limited,  with  head  office  at  Ottawa,  capital 
$24,000,  to  manufacture  iron  and  steel. 

Prnueau  &  Company,  Limited,  with  head  office  at  Que- 
bec City,  capital  $90,000,  to  deal  in  building  materials. 

Canadian  Electric  Steel,  Limited,  with  head  office  at 
Montreal,  capital  $5,000,000,  to  manufacture  steel,  iron  and 
metal  products. 

Canadian  Fireclay  Products,  Limited,  head  office  at  To- 
ronto, capital  $40,000,  to  manufacture  and  deal  in  articles 
made  from  fireclay. 

The  Lancashire  Land  &  Construction  Co.  Ltd.,  with 
head  office  at  Montreal,  capital  $20,000,  to  carry  on  the 
business  of  real  estate  dealers  and  general  contractors. 


Contracts  Department 


News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Acton,  Ont. 

The  Town  Council  awarded  the  con- 
tract for  four  miles  of  cast  iron  pipe 
to  the  Gartshore-Thompson  Company, 
of  Hamilton.  The  E.  A.  James  Com- 
pany, Ltd.,  Toronto,  Engineers. 

Alexandra,  Ont. 

S.  MacDonell,  clerk  for  Municipality, 
has  plans  and  calls  for  tenders  until 
March  1st  for  asphalt  penetration  roads. 
Town's  road  machinery,  could  be  used 
on  a  rental  basis  if  required. 

Brantford,  Ont. 

Aid.  Henry  Simpson,  chairman  Bd.  of 
Works,  recives  tenders  until  Feb.  19th 
for  supply  of  cement,  sewer  pipe  and 
crushed  stone  for  City. 

Cornwall,  Ont. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Highways,  Pari.  Bldgs., 
Toronto,  receives  tenders  until  noon  Feb. 
18th  for  supply  of  from  three  thousand 
cubic  yards,  loose  measurement,  of  three 
inch  stone,  spread  to  a  width  of  about 
twenty  feet  and  depth  of  not  less  than 
five  inches  on  Provincial  Highway  from 
a  point  approximately  one  and  one-half 
miles  east  of  Town  of  Cornwall,  easter- 
ly for  a  distance  of  two  miles.  Specifica- 
tions at  office  of  Resident  Engineer, 
Cornwall,  and  with  Deputy  Minister,  To- 
ronto. 

Courville,  Que. 

New  tenders  will  be  called  shortly  for 
gravelling  road  from  Municipality.  Secy.- 
treas.,  Joseph  Bureau. 

London,  Ont. 

Plans  are  in  progress  for  4  in.  to  12 
in.  tile  drains  costing  $6,000  for  London 
Township  Council;  clerk,  Miss  Mary 
Grant,  London.  Engineer,  E.  W.  Farn- 
combe,  Dominion  Savings  Bid.,  London. 
Tenders  will  be  called  about  March  1st. 

Utilities  Commission  wants  prices  on 
20,000  gallons  of  road  oil  at  once.  Gen- 
eral Manager,  E.  V.  Buchanan. 

The  City  Council  contemplates  the 
construction  of  concrete  walks,  curbs 
and  gutters  costing  $50,000.  Engineer, 
H.  A.  Brazier,  City  Hall. 

Megantic,  Que. 

D.  L.  Lippe  secy.-treas.  for  Whitton 
Township,  Megantic,  Que.,  has  plans  and 
receives  tenders  until  Feb.  14th  for  grav- 
elling road  of  tenth  rank  north  east  of 
Whitton  and  for  gravelling  road  or 
Springhill-Lac-Megantic. 

Ottawa,  Ont. 

Bd.  of  Control  recives  tenders  until 
Feb.  14th  for  brasswork,  brick,  pipe 
castings,  sand,  asphalt,  broken  stone,  vit- 
rified clay  pipe,  cement.  Commissioner  of 
Works,  A.  F.  Macallum. 

Suburban  Road  Commission  will  pur- 
chase shortly  road  machinery  and  equip- 
ment for  1920.   Secy.,  W.  T.  Dennison, 


care  Dennison  &  Holcomb,  208  Laurier 
Ave. 

Carleton  County  Council  plan  to  ex- 
pend $200,000  on  macadamized  roads  this 
year.  Clerk,  Chas.  McNab,  Nicolas  St., 
Ottawa. 

City  contemplates  paving  and  widening 
Somerset  St.  from  Bank  to  Bay  St.;  cost, 
$70,000.  Mayor,  Harold  Fisher;  clerk,  N. 
H.  H.  Lett. 

Port  Carling,  Ont. 

W.  J.  Bradley,  clerk  for  Village,  has 
plans  and  receives  tenders  until  Marcli 
31st  for  4,200  sq.  ft.  of  cement  side- 
walk.  Must  be  completed  by  June  15th. 

Regina,  Sask. 

City  has  been  authorized  to  proceed 
with  construction  of  subway  this  year; 
cost,  $80,000.  Clerk,  Geo.  Beach. 

Sherbrooke,  Que. 

City  contemplates  repairs  to  Weedon 
Dam  at  a  cost  of  $U50,000.  Clerk,  E.  C. 
Gatien. 

South  Hull,  Que. 

W.  J.  Stewart,  secy.-treas.  for  Munici- 
pality, has  plans  and  receives  tenders  un- 
til Feb.  18th  for  construction  of  20  miles 
of  macadam  roadway. 

Ste.  Elizabeth,  Que. 

Municipality  will  have  tenders  called 
soon  for  gravel  road.  Sec.-treas.,  A.  Bar- 
rette. 

Sumas,  B.C. 

Tenders  received  by  Commissioners  at 
office  of  Land  Settlement  Bd.  until  5  p. 
m.,  Feb.  25th,  for  dyking  and  drainage 
work  in  connection  with  the  reclama- 
tion scheme  being  carried  out  by  the 
Land  Settlement  Bd.,  Provincial  Govt, 
and  others,  care  Sumas  Dyking  &  Drain- 
age Commission.  Specifications  with 
C  hief  Engineer,  F.  N.  Sinclair,  Old 
Courthouse,  Victoria. 

Toronto,  Ont. 

The  Toronto  &  York  Highway  Com- 
mission have  mapped  out  program  in- 
volving expenditure  of  $55,000  contri- 
buted by  Government,  City  of  Toronto 
and  County  of  York.  The  money  will  be 
spent  on  improvements  to  various  roads, 
Kingston,  Dundas,  Yonge  St.,  and  others, 
and  on  the  construction  of  bridges,  one 
on  Don  Mills  Rd.  at  Davies'  Hollow, 
one  on  Dundas  St.  at  Islington,  two  in 
Schomberg,  one  at  Unionville,  one  at 
King  Horn,  one  at  Maple  and  one  at 
Pefferlow.  Engineer,  E.  A.  James,  57 
Adelaide  St.  E. 

Winnipeg,  Man. 

City  will  call  tenders  soon  for  24  ft. 
asphalt  No.  2  pavement  on  Dominion  St. 
from  Portage  Ave.  to  Wolseley  Ave. 
City  clerk,  C.  J.  Brown. 

Woodstock,  Ont. 

Tenders  are  being  received  by  the 
Clerk,  John  Morrison,  until  6  p.m.,  Feb- 
ruary 18th,  for  a  supply  of  sewer  pipe 
in  numerous  sizes.    Engineer,  F.  J.  Ure. 


CONTRACTS  AWARDED 
Lotbiniere,  Que. 

Emile  Paquin,  Deschambault,  Que., 
will  carry  out  general  contract  on  con- 
struction of  macadam  road  costing  $28,- 
000  for  Municipality. 

Quebec,  Que. 

Provincial  Dept.  Highways  placed  gen- 
eral contract  for  gravelling  highway  be- 
tween Yamachie  and  St.  Barabe,  fifteen 
miles,  with  Alexandre  Carrier,  St.  Tite, 
Co.  Champlain,  Que.  Cost  of  work,  $115,- 
000. 


Railroads,  Bridges  and  Wharves 

Daly,  Man.,  Municipality  of 

Tenders  arc  being  received  by  the  sec- 
retary-treasurer of  the  Municipal  Coun- 
cil, John  A.  Dyer,  R.  R.  1,  Wheatland, 
until  noon  Feb.  28th  for  the  construc- 
tion of  a  reinforced  concrete  bridge  and 
culvert. 

Hamilton,  Ont. 

Dominion  Dept.  Public  Works  plan 
to  construct  jack-knife  bridge  150  ft. 
long  over  canal  to  carry  railway  tracks, 
road  and  sidewalks.  Secy.,  R.  C.  Des- 
rochers,  Ottawa. 

London,  Ont. 

The  Grand  Trunk  Railway  contemp- 
late relaying  rails  at  a  cost  of  $200,000, 
between  London  and  Paris  and  Lon- 
don and  Sarnia. 

St.  Louis  De  Gonzague,  Que. 

W.  Martin,  secy.-treas.  for  Municipal- 
ity, recives  tenders  until  Feb.  24th  for 
superstructure  of  iron  bridge  to  be  built 
over  St.  Louis  River. 

St.  Phillippe  D'arg,  Que. 

A.  Lamarche,  St.  Phillippe  D'Arg, 
secy.-treas.  for  Municipality  of  Chatham, 
has  plans  and  receives  tenders  for  con- 
crete bridge.  No  closing  date  set. 

Victoria,  B.  C. 

Plans  are  prepared  and  tenders  will 
be  called  for  steamship  depot  for  Can- 
adian Pacific  Rly.,  head  office,  Montreal; 
president,  E.  W.  Beatty,  Montreal.  Es- 
timated cost,  $150,000. 

CONTRACTS  AWARDED 
Lakefield,  Ont. 

Dominion  Dept.  Rlys.  and  Canals 
placed  general  contract  for  rebuilding 
dam  with  F.  R.  Wilford,  4  William  St., 
Lindsay. 

Lotbiniere,  Que. 

A.  Paris,  St.  Philomene,  carries  out 
general  contract  on  approaches  to  Black 
Bridge  for  Lotbiniere  County  Council. 

Pointe  Aux  Trembles,  Que. 

Dominion  Dept.  Public  Works  placed 
general  contract  for  repairs  to  landing 
pier  with  Joseph  Gosselin,  85  Dalhousie 
St.,  Quebec. 

Powell  River,  B.  C. 

Dominion  Dept.  Public  Works  placed 
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general  contract  for  addition  to  wharf 
with  Eraser  River  Pile  Driving  Co.,  New 
Westminster,  B.  C. 

St.  Francois,  Orleans  Inland,  Que. 

Dominion  Dept.  Public  Works  placed 
general  contract  for  repairs  to  wharf 
costing  $50,000  witli  Joseph  (iosselin,  85 
Dalhousie  St.,  Quebec. 

St.  Pamphille,  Que. 

Gauvin  &  Lescard,  L47  Mountain  St., 
Quebec,  have  general  contract  for  steel 
bridge  costing  $26,000  for  municipality, 
secy.-treas.,  Joseph  Moreau. 


Public  Buildings,  Churches 
and  Schools 

Allario,  Alta. 

E.  E.  Woodward,  Allario,  Alta.,  secy.- 
treas.  for  Blarney  School  District  No. 
3(>27,  lias  plans  and  receives  tenders  until 
noon  March  1st,  for  school. 

Biggar,  Sask. 

J.  M.  Morrison,  Drinklc  Block,  Saska- 
toon, is  preparing  plans  for  a  $70,000 
school   for   the    Biggar   School  Board. 

Secretary,  F.  Hookins,  Biggar. 

Broadview,  Sask. 

Union  Hospital  Bd.  lias  under  con- 
sideration the  erection  of  union  hospi- 
tal. Committee.  Mayor  of  Broadview,  A. 
(j.  Hawkes,  J.  D.  Colquhoun,  etc. 

Cap  St.  Ignace,  Que. 

School  Bd.  plans  to  erect  school, 
three  storeys,  42  x  52.  Secy.-treas.,  Ca- 
mille  Bernier. 

Chatham,  Ont. 

Peter  A.  McKerall,  70  Bedford  St., 
sec.-treas.  for  School  Section  No.  20, 
I  hatham  Township,  has  plans  and  re- 
ceives tenders  until  Feb.  14th  for  school 
addition  costing  $4,000. 

Cupar,  Sask. 

Cupar  School  Bd.  plans  to  erect  con- 
solidated school  costing  $25,000.  Ad- 
dress, secy.,  School  Bd. 

Edmonton,  Alta. 

Dominion  Dept.  Indian  Affairs  plan 
to  erect  school  about  six  miles  north 
of  Edmonton,  and  have  secured  site  for 
that  purpose.  Secy.,  R.  C.  Desrochers, 
Ottawa;  Dominion  Supt.  of  Indian 
Schools,  Rev.  T.  Ferrier.  Estimated 
cost,  $100,000. 

Tenders  will  be  called  soon  by  Build- 
ing Committee,  F.  T.  Lawrie,  Royal 
Trust  Bid.,  member,  for  church  costing 
$100,000  for  All  Saints  Church,  rector 
and  Chairman,  Rev.  W.  Pierce,  9648 
105th  St. 

Fort  Qu'Appelle,  Sask. 

The  Anti-Tuberculosis  League,  Re- 
gina,  contemplate  the  erection  of  a 
$135,000,  frame  addition  to  sanitarium. 
Storey  &  Van  Egmond,  MacCullam  Hill 
Blk.,  Regina,  are  the  architects. 

Glace  Bay,  N.  S. 

A.  J.  McCormack,  architect,  Sydney, 
is  preparing  plans  for  hospital  addition 
costing  $50,000  for  St.  Joseph's  R.  C. 
Hosital.  Members  of  Executive  Bd.: 
Rev.  Charles  McDonald,  Bridgeport,  N. 
S..  Henry  McArel,  Glace  Bay,  and  Neil 
J.  Gillis. 

Town  wan'ts  (competitive  plans  fpr 
school  costing  $150,000  which  it  plans 
to  erect.  Clerk,  N.  F.  McNeil. 

Govan,  Sask. 

Govan   Union   Hospital   Bd.  plans  to 


erect  union  hospital  this  summer.  Ad- 
dress secy.,  Hospital  Bd. 

Ingersoll,  Ont. 

John  J.  McLeod,  secy.  Bldg.  Com- 
mittee, receives  bulk  tenders  until  Feb. 
28th  for  school  costing  $120,000  for 
School  Bd.  Plans  with  architect,  W.  G. 
Murray,  Dominion  Savings  Bldg.,  Lon- 
don. 

Lake  Francis,  Man. 

Wm.  Isbister,  Harperville  P.  ().. 
Man.,  secy.-treas.  for  High  Bluff  School 
District  No.  597,  recives  tenders  until 
Feb.  20th  for  construction  of  school  ond 
outbuildings.  Plans  at  office  of  Isbister 
&  Morton,  711  Mclntye  Bldg.,  Winni- 
peg . 

Leney,  Sask. 

The  erection  of  a  school  costing  $12,- 
000  for  the  Leney  School  Board.  J.  M. 
Morrison,  Drinklc  Block,  Saskatoon,  is 
the  architect. 

L'Echourie,  Que. 

School  Bd.  plans  to  erect  school,  l'/^ 
storeys,  26  x  ,'!6.  Sec.-treas.,  Rev.  N. 
Rioux . 

London,  Ont. 

Bd.  of  Education,  II.  Hay  man,  chair- 
man, 848  Dufferin  St.,  plans  to  erect 
school.  Architect.  L.  F.  Carrothers. 
Utilities  Bldg.  Tenders  will  be  called 
about  May  1st. 

Montreal,  Que. 

Provincial  Gov't,  has  purchased  site 
on  Xotre  Dame  St.  between  St.  Vincent 
and  St.  Gabriel  St.  upon  which  it  is 
planned  to  erect  police  courts  costing 
$2,000,000.  P  resent  buildings  will  be  de- 
molished. Minister  Public  Works,  Hon. 
A.  Galipeault. 

R.  C.  School  Commission,  87  St. 
Catherine  St.  W.,  contemplate  building 
additions  to  Cherrier  School.  Sec.-treas.. 
Ayme  Lafontaine. 

R.  C.  School  Commission,  87  St.  Ca- 
therine St.  W..  has  been  asked  to  con- 
sider the  erection  of  St.  James  School 
at  Demontigny.  Sanguinet  and  Mary 
Louise  Sts.  Secy.-treas.,  Ayme  Lafon- 
taine. 

Moosmin,  Sask. 

Dominion  Dept.  Public  Works  con- 
templates erection  of  post  office  build- 
ing here.  Secy.,  R.  C.  Desrochers,  Ot- 
tawa. 

Normandin,  Que. 

School  Bd.  plans  to  erect  school,  ll/2 
storeys,  'JlO  x  30.  Secy.-treas.,  J.  S. 
Theberge . 

Ottawa,  Ont. 

Laurentain  Realty  Co.  and  Ottawa  Bd. 
of  Trade,  Elgin  and  Albert  Sts.  plan 
to  erect  two  additional  storeys  to  club 
building  on  Elgin  St.  for  accommodation 
of  Bd.  of  Trade- 
Port  Elgin,  Ont. 

Tenders  received  until  March  1st  by 
John  McCullough,  R.  R.  No.  3,  Port  El- 
gin, for  public  school  costing  $8,000  to 
be  erected  in  Saugeen  Township  for 
Trustees  S.  S.  No.  5.  Plans  with  archi- 
tect, R.  T.  Robinson,  Chesley,  Ont.,  and 
with  D.  Geddes,  Port  Elgin. 

Prince  Rupert,  B.  C. 

Provincial  Dept.  Public  Works  con- 
templates erecting  court  house  costing 
$50,000.  Minister,  Hon.  J.  H.  King,  Vic- 
toria, B.  C.  Work  will  probably  start 
in  spring. 

Quebec,  Que. 

Charles     Bernier,    architect,    70  St. 


James  St.,  Montreal,  is  preparing  plans 
for  church  costing  $350,000  for  Rev. 
bathers  St.  Sacrements.  Work  will  start 
in  spring. 

Saskatoon,  Sask. 

R.  M.  Thompson  is  preparing  plans 
and  tenders  will  be  called  shortly  for 
the  erection  of  a  $270,000  hospital  for  the 
City  Council. 

St.  Hilaire  Dorset,  Que. 

School  Bd.  contemplates  erection  of 
school,  23  x  31,  \  Yi  storeys.  Secy.-treas., 
Joseph  Morin. 

St.  Pierre  De  Shawinigan,  Que. 

Trustees  of  St.  Pierre  tie  Shawinigan 
have  under  consideration  the  erection 
of  church  and  sacristy. 

St.  Zacharie,  Que. 

School  Bd.  has  under  consideration 
the  erection  of  school.  V/2  storeys,  30  x 
30.    Sec.  treas.,  David  Allen. 

Three  Rivers,  Que. 

Knights  of  Columbus  will  have  Lavi- 
olette  Hotel  altered  into  club  house. 
Address,  J.  N.  Jourdain. 

Vancouver,  B.  C. 

By-law  re  erection  of  maternity  addi- 
tion and  nurses'  home  for  city  will  be 
in  April.  Mayor.  K.  H.  Gale;  clerk.  Win. 
McQueen.  Estimated  cost,  $300,000. 

Watrous,  Sask. 

The  Watrous  School  Board  contemp- 
late the  erection  of  a  $22,000  school.  J. 
M.  Morrison,  Drinklc  Block,  Saskatoon, 
is  the  architect. 

Westboro,  Ont. 

The  congregation  of  All  Saints  Chusch 
contemplates  the  erection  of  a  parish 
hall.    Orville  Skuce  is  interested. 

CONTRACTS  AWARDED 
Barrie,  Ont. 

St.  Andrew's  Presbyterian  Church 
placed  general  contract  for  Sunday 
school  costing  $14,500  with  Ball  Plan- 
ing Mill.  Chairman  of  Committee,  Dr. 
E.  L.  Brerton.  Plumbing,  heating  and 
electrical  work  will  be  let. 

St.  Jovite,  Que. 

School  Bd.  placed  general  contract  for 
school  costing  $2,675  with  Alcide  Forget, 
Lesseps,  and  for  school  costing  $2,700 
with  Euclide  Dubois,  St.  Jovite. 

Toronto,  Ont. 

Bd.  of  Education  placed  contracts  for 
addition  to  school  costing  $123,199  as 
follows:  Masonry,  $59,870,  Fred  Holmes 
&  Sons  Ltd.,  Stair  Bldg.;  carpentry, 
painting  and  glazing,  $39,974,  plastering, 
$8,922,  J.  A.  Berridge,  55  Mutual  St.; 
steel,  $3,205,  Hepburn  &  Disher,  71  Van 
Home;  roofing,  $1,436,  A.  Matthews 
Ltd.,  254  Adelaide  St.  W.;wiring,  $3,590, 
Jas.  Devonshire  Ltd.,  701  Yonge  St.;  ter- 
razzo,  $1,930,  Marble  &  Tile  Ltd.,  19 
Richmond  W.;  plumbing,  heating  and 
ventilating,  $4,269,  Purdy  Mansell  Ltd., 
61  Albert  St. 


Business  Buildings  and  Indus- 
trial Plants 

Bellis,  Alta. 

Bellis  Hardware  Co.  contemplate  er- 
ecting large  store  and  will  prepare  plans. 

Edmonton,  Alta. 

Western  Canada  Flour  Mills  Co.  have 
decided  to  rebuild  two  grain  elevators. 
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Manager,  Mr.  Blaskell.  102nd  Ave.. 
South  Edmonton.  Estimated  cost.  $40.- 
000. 

J.  H.  G.  Russell,  lilt  Mc Arthur  Bldg., 
Winnipeg,  has  been  appointed  architect, 
and  is  preparing  plans  for  warehouse 
for  J.  H.  Ashdown  &  Co.,  Bannatyne 
F..  W  innipeg,  Dave  B.  Thomson,  local 
manger. 

Fergus,  Ont. 

Mann  &  McCann,  Acton,  are  having 
plans  prepared  for  a  $15,000  dairy. 

Granby,  Que. 

Sheridan  Bros,  and  A.  J.  Monty  plan 
to  erect  garage  and  salesroom  on  Main 
St. 

Guelph,  Ont. 

'  H.  F.  McNaughton,  secy,  for  Provin- 
cial Dept.  Public  Works.  Pari.  Bldgs., 
Toronto,  receives  tenders  until  Feb.  14th 
for  heating,  plumbing  and  electric  wir- 
ing for  apiary  building  and  residence  at 
Ontario  Agricultural  College. 

Halifax,  N.S. 

The  Famous  Players  Canadian  Corp., 
Ltd.,  208  Victoria  Street  and  Temple 
Bldg.,  Toronto,  contemplate  the  erection 
of  a  $250,000  theatre.  N.  L.  Nathan- 
son,  Temple  Bldg.,  Toronto,  is  manag- 
ing director. 

Humboldt,  Sask. 

The  Humboldt  Creameries  Ltd.,  will 
make  alteration  costing  $8,000.  J.  An- 
dreaaon  is  manager. 

Joliette,  Que. 

Cardinal  &  Beauchamp,  architects,  26 
St.  James  St.,  Montreal,  have  plans  and 
call  for  tenders  on  erection  of  two 
stores  costing  $8,000  for  J.  Claude  Bar- 
rette,  34  Notre  Dame  St. 

Kitchener,  Ont. 

J.  Walter  &  Son.  Gankel  St..  have 
purchased  site  on  Michael  and  W'ilmot 
Sts.  for  the  erection  of  factory.  Manager, 
J.  Walter,  Sr. 

Paramount  Theatres  Ltd.,  Temple 
Bldg.,  Toronto,  plan  to  erect  theatre 
here  costing  $250,000.  Managing  direct- 
or, N.  L.  Nathanson,  Temple  Bldg.,  To- 
ronto. 

Kingston,  Ont. 

Paramount  Theatres  Ltd.,  Temple 
Bldg.,  Toronto,  plan  to  erect  theatre 
here  costing  $350,000.  Managing  Di- 
rector, N.  L.  Nathanson,  Temple  Bldg., 
Toronto. 

Plans  are  prepared  and  tenders  will 
be  called  shortly  for  two  stores  and  rive 
residences  costing  $20,000  for  Dr.  J.  H. 
Deschesnes,  131A  Notre  Dame  St.  Ar- 
chitects. Cardinal  &  Beauchamp,  20  St. 
James  St.,  Montreal. 

Leamington,  Ont. 

T.  S.  Moss,  Leamington.  Local  Man 
ager  for  Rock  City  Tobacco  Co.,  Que- 
bec. Que.,  is  receiving  tenders  until 
March  1st  for  all  trades  on  construction 
of  factory;  cost.  $10,000.  Plans  with  ar- 
chitects, W.  W.  Link  &  Co.,  Leaming- 
ton . 

Montreal,  Que. 

Montreal  Stock  Exchange,  79  St. 
Francois  Xavier  St.,  will  erect  stock 
exchange  at  St.  Francois  Xavier  and 
Notre  Dame  Sts.  Secy.-treas.,  C.  J. 
Hodgson.    Plans  are  in  progress. 

Famous  Players  Canadian  Corp.,  208 
Victoria  St.  and  Temple  Bldg.,  Toron- 
to,- plan   to   erect   theatre   here  costing 


$500,000.  Managing  director.  N.  L.  Na- 
thanson, Temple  Bldg.,  Toronto. 

Bank  of  Hochelaga.  112  St.  James  St., 
has  purchased  property  on  St.  Catherine 
St.  W  ..  and  will  remodel  into  modern 
banking  offices.  General  manager,  Beau- 
dry  Leman. 

Niagara  Falls,  Ont. 

Peter  Lorenzo,  Seventh  St..  will  erect 
store  costing  $8,000  by  day  labor.  Archi- 
tect, C.  M.  Borter,  102  Main  St. 

Oshawa,  Ont 

The  erection  of  a  $200,000  theatre  is 
contemplated  by  the  Paramount  The- 
atres Ltd.,  Temple  Bldg.,  Toronto. 
Managing  director,  N.  L.  Nathanson, 
Toronto. 

Ottawa,  Ont. 

Famous  Players  Canadian  Corp.,  208 
Victoria  St.  and  Temple  Bldg.,  Toronto, 
plan  to  erect  theatre  here  costing  $350,- 
000.  Managing  director.  N.  L.  Natlia- 
son,  Toronto. 

A.  H.  Matthewman,  (i  Leonard  Ave., 
will  rebuild  store  and  residence  on  El- 
gin St.;  cost,  $6,000. 

Penticton,  B.  C. 

Kettle  Valley  Railway  Co.,  plan  to 
build  addition  to  warehouse  on  Lake- 
shore  Drive  at  $40,000.  President,  J.  R. 
Warren,  Penticton. 

Point  Grey,  B.  C. 

George  Craddock  &  Co.,  Scotland, 
plan  to  erect  wire  rope  factory  here  at  a 
cost  of  $100,000.  Company's  representa- 
tive is  negotiating  with  City  for  site. 

Port  Edward,  B.  C. 

Col.  J.  C.  Coy  and  G.  B.  McMillan. 
Vancouver,  backed  by  American  capi- 
tal, plan  to  construct  silver  lead  smelter 
here  at  an  estimated  cost  of  $250,000. 
Promoters  are  interviewing  Provincial 
Gov't,  regarding  lease  of  site  and  some 
form  of  bonus. 

Quebec,  Que. 

Famous  Players  Canadian  Corp.,  208 
Victoria  St.  and  Temple  Bldg.,  Toron- 
to, plan  to  erect  theatre  here  costing 
$:!<)0,000.  Managing  director,  N.  L.  Na- 
thanson, Temple  Bldg.,  Toronto. 

Gustave  Protean,  81  St.  Peters  Street, 
will  erect  a  $20,000,  brick  and  reinforced 
concrete  warehouse. 

Regina,  Sask. 

Plans  are  in  progress  for  warehouse 
costing  $50,000  for  Miner  Rubber  Co., 
Granby,  Que.   Work  will  start  in  spring. 

Bell  &  Ross  plan  to  erect  warehouse 
costing  $25,000  and  will  start  work  in 
spring. 

Storey  &  Van  Egmond,  1013  MacCul- 
lam  Hill  Blk.,  Regina,  have  been  ap- 
pointed architects  and  are  preparing 
plans  for  warehouse  costing  $70,000  for 
Canadian  Fairbanks-Morse  Co.,  8-10 
Twenty-Third  St.  E.,  Saskatoon.  Ten- 
ders will  be  called  very  shortly. 

Rouleau,  Sask. 

Imperial  Lumber  Co.  have  started 
work  on  construction  of  sheds  and  lime 
house. 

Saskatoon,  Sask. 

The  Grand  Trunk  Pacific  Railway 
contemplate  the  erection  of  offices  cost- 
ing $15,000.  General  manager,  W.  P. 
Hinton,  Winnipeg. 

Sherbrooke,  Que. 

J.  E.  Pantre  has  under  consideration 


the  extension  of  business  block  at  133- 
137  Wellington  St.  for  store  to  lie  occu- 
pied by  h.  R.  Steele  &  Co.,  Buffalo. 

L.  H.  Olivier,  Continental  Hotel  Bldg., 
plans  to  erect  garage  on  W  ellington  St. 

St.  John,  N.  B. 

Famous  Players  Canadian  Corp.,  208 
Victoria  St.  and  Temple  Bldg.,  Toronto, 
plan  to  erect  theatre  here  costing  $250,- 
000.  Managing  director,  N.  L.  Nathan- 
son, Toronto. 

Summerland,  B.C. 

Twizell,  Bird,  Twizell,  Hastings  W., 
Vancouver,  are  preparing  plans  for  a 
$0,000  fruit  cannery.  Mr.  C.  S.  Bickford, 
Vancouver,  is  interested.  ^   

Thessalon,  Ont. 

Firstbrook  Bros.,  283  King  St.  E.,  To- 
ronto, will  start  in  April  to  erect  wood- 
working factory,  comprising  two  build- 
ings: cost,  $50,000.  Ratepayers  passed 
by-law  of  approval.  Supt.,  Mr.  Vanen- 
burg. 

Three  Rivers,  Que. 

Dr.  J.  H.  Vigneau,  St.  Antoine  St., 
plans  to  erect  store  and  flat;  cost,  $15,- 
000. 

Toronto,  Ont. 

Angus  Gillies,  548  Dovercourt  Road, 
has  the  general  contract  and  J.  T. 
Moore,  4  Balmy  Ave.,  the  masonry  con- 
tract for  alterations  to  six  residences 
for  stores  for  Miss  A.  Russell,  246  Heath 
Street. 

H.  W.  Ormerod,  1524^  Danforth  Ave., 
will  shortly  erect  three  stores  costing 
$6,000. 

Molesworth,  West  &  Secord,  archi- 
tects, Royal  Bank  Bldg.,  are  preparing 
plans  for  factory  addition,  50  x  100,  to 
be  erected  in  West  Toronto.  Tenders 
will  be  called  about  March  1st. 

Plans  are  drawn  for  addition  to  brass 
foundry  for  Joseph  Sulley,  618  Brock 
Ave. 

Holt  Renfrew  &  Co.,  118  Yonge  St., 
will  have  tenders  called  on  all  trades  in 
one  week  for  addition  to  store  on  Yonge 
and  Adelaide.  Architect,  J.  Wilson  Grey, 
Confederation  Life  Bldg. 

Roberts  Bros.,  241  Dovercourt  Rd.,  are 
erecting  office  and  garage  and  are  carry- 
ing out  all  work;  cost,  $12,000. 

Jas.  J.  Kehoe,  246  MacPherson  Ave., 
will  erect  garage  at  278  Gerrard  St.  E. 
if  City  will  permit. 

T.  Eaton  Co.,  190  Yonge  St.,  have 
plans  drawn  and  will  shortly  proceed 
with  erection  of  two  additional  storeys 
to  premises  at  present  occupied  by  the 
William  Davies  Co. 

Private  plans  have  been  drawn  for  gar- 
age costing  $60,000  for  Jas.  A.  Van  Sick- 
ler,  374  Dupont  St. 

Vancouver,  B.  C. 

Woodward  Dept.  Stores  Ltd.,  Hastings 
and  Abbott  Sts.,  will  construct  in  con- 
nection with  the  erection  of  addition  to 
their  store,  overhead  bridge  costing  $5,- 
000  by  day  labor.  Construction  Supt., 
M.  Rockett;  manager,  W.  C.  Woodward. 
Architects,  Twizell,  Bird  &  Twizell,  837 
Hastings  W. 

Bedford  Davidson,  architect,  1012 
Broughton  St.,  is  preparing  plans  for  gar- 
age costing  $15,000  for  Kennedy  Motor 
Co.,  1160  Nelson  St. 

(Continued  on  page  57) 


School  Tenders     '  village  of  port  dalhousie      city  of  brantford 


Hulk  tenders  will  be  received  at  the  office  ot 
the  Secretary  until  five  o'clock  p.m.,  February 
28th,  1920,  for  the  erection  and  completion  of  a 
sixteen  roomed  Public  School,  tile  and  concrete 
construction,  fireproof  building,  at  Ingcrsoll,  Out. 

Plans  can  be  secured  at  the  Architect's  office. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

A  marked  cheque  for  5  per  cent,  of  the  cost 
of  the   building  must  accompany  tenders. 


For  Sale 


Twelve-roomed  brick  school  building  with  all 
fixtures,  exclusive  of  seats  and  blackboards. 

JOHN  J.  McLEOI), 
Secretary  of   Building  Committee. 

[ngersoll,  Out. 
Wm.  G.  MURRAY,  Architect, 
(5.7  London,  Out. 


To  Contractors,  Steam  Fitters, 
Plumbers  and  Electricians 


1 


Sealed  Tenders,  marked  "Tenders  for  Heating, 
Plumbing  and  Electric  Wiring,"  addressed  to 
the  undersigned,  will  be  received  at  this  Depart- 
ment until  noon  of  Saturday,  February  14th,  for 
Heating,  Plumbing  and  Electric  Wiring  of  the 
Students'  Residence  and  Apiary  Building  now  in 
course  of  erection  in  connection  with  the  On- 
tario Agricultural   College,  Guelph. 

Plans  and  Specification  may  be  seen  at  the 
office  of  the  Bursar  of  the  College  and  at  this 
Department. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted bank  cheque,  payable  to  the  Hon.  F.  C. 
Biggs,  Minister  of  Public  Works  and  Highways, 
Ontario,  for  five  per  cent,  of  the  tender,  and  the 
bona  fide  signature  and  address  of  two  sureties 
or  the  name  of  a  Guarantee  Company  approved 
by  the  Department  willing  to  provide  a  bond 
for  the  due  fulfillment  of  the  contract.  The 
Department  is  not  bound  to  accept  the  lowest 
or  any  tender. 

By  order, 
H.  F.  McNAUGHTEN, 
Secretary  of  Public  Works  Dept.,  Ontario. 
Dept.  of  Public  Works,  Ontario, 
Toronto,   February  3rd,  1920. 
P.S. — Newspapers  publishing  this   without  au- 
thority will  not  be  paid  for  it.        ,  C 

Tenders  Wanted 

for 

Road  Improvement 


Separate,  sealed  tenders,  marked  as  to  con- 
tents, will  be  received  by  the  undersigned  until 
12  o'clock  noon,  Wednesday,  February  25th, 
1920,  for  supplying  material  and  hauling,  level- 
ling, rolling,  sprinkling,  and  finishing  22l/z  miles 
of  Macadam  road  in  Haldimand  County. 

First  tender  consists  of  15  miles  of  Macadam 
road;  width  Hi  feet;  depth  8  inches  when  rolled 
and  consolidated.  Tender  must  be  accompanied 
by  an  accepted  cheque  of  $2,000.00. 

Second  tender  consists  of  714  miles  of  Mac- 
adam road ;  width  10  feet ;  depth  8  inches  when 
rolled  and  consolidated.  Tender  must  be  accom- 
panied by  an  accepted  cheque  for  $1,000.00. 

Specifications  and  all  necessary  information 
may  be  obtained  at  the  office  of  the  Road  Super- 
intendent,  D.    W.   McBurney,   Hagersville,  Ont. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

W.  G.  Clark, 
Chairman,  Good  Roads  Committee. 
07  R.  R.  No.  5,  Hagersville,  Ont. 


Water  Works  Tenders 


Sealed  tenders  will  be  received  by  the  under- 
signed up  to  noon  on   February  21st,   1920,  for 

the  supply  of  cast  iron  pipe,  special  castings, 
valves,  brass  work,  stop  cocks  and  street  ser- 
vices, hydrants  and  meter,  and  also  for  all  tin- 
work  and  materials  required  to  install  a  gravity 
supply  waterworks  system  for  the  Village. 

Complete  plans  and  specifications  may  be  seen 
at  the  office  of  the  undersigned  or  on  applica- 
tion to  the  Engineer,  R.  W.  Angus,  402  Excelsior 
Life  Building,  Toronto. 

The  lowest  or  any  tender  on  any  or  all  of 
the  work  not  necessarily  accepted. 

T.  O.  JOHNSTON, 
<;  Chairman,  Water  Commissioners. 


Tenders  for 
Concrete  Abutments 


Sealed  tenders  will  be  received  by  the  under- 
signed up  till  six  p.m.  on  Friday,  February  27th, 
1920,  for  the  construction  of  two  reinforced  con- 
crete abutments,  containing  about  five  hundred 
(500)  cubic  yards  of  concrete  in  all,  for  a  bridge 
to  be  erected  over  the  Duffis  Creek  at  the  River 
Road  in  the  Township  of  Howard,  near  Thames- 
ville. 

Plans  and  specifications  may  be  seen  at  the 
office  of  W.  G.  McGeorge,  C.E.,  Chatham,  Ont., 
or  at  the  office  of  the  undersigned,  Chatham,  Ont. 

Tenders  must  be  accompanied  by  marked 
cheques  for  at  least  5  per  cent,  of  the  amount 
of  the  tenders.  Security  of  the  same  amount 
will  be  required  for  the  due  performance  of  the 
work,  which  must  be  completed  not  later  than 
August  1st,  1920. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

L.  A.  PARDO,  Esq., 

County  Roads  Supt, 
5.7  Chatham,  Ont. 


Tenders  for  Dredge  Work 


Sealed  tenders  will  be  received  by  the  Coun- 
cil of  the  Township  of  Chatham  up  till  eleven 
o'clock  a.m.  of  Wednesday,  February  25th,  1920, 
at  the  Township  Office,  Scane  Block,  Chatham, 
Ontario,  for  the  work  of  excavation  in  connec- 
tion with  the  improvement  of  the  Little  Bear 
Creek  Drain  in  the  Townships  of  Chatham  and 
Dover. 

Plans,  specifications  and  form  of  contract  may 
be  seen  at  the  office  of  the  Township  Clerk,  A. 
McArthur,  Tupperville,  Ontario,  or  at  the  office 
of  W.  G.  McGeorge,  C.E.,  Chatham,  Ontario. 

Each  tender  must  be  delivered  to  the  Town- 
ship Clerk  and  must  be  accompanied  by  a  marked 
cheque  on  a  Canadian  chartered  bank  for  at  least 
5%  of  the  amount  of  the  tender,  which  cheque 
will  be  forfeited  if  the  contractor  should  fail  to 
enter  into  the  contract  if  it  is  awarded  to  him. 

The  lowest  or  any  tender  not  necessarily  ac- 
•cepted. 

ALEX.  J.  TEMPLETON, 
4.7  Reeve. 


Town  Engineer  Wanted 
for  St.  Lambert 


Applicants  must  have  previous  experience  in 
municipal  works  and  administration,  be  legally 
qualified  to  practice  in  the  Province  of  Quebec, 
and  a  British  subject.  State  age,  qualifications, 
salary  required,  with  references,  to  J.  R.  Beatty, 
Secretary-Treasurer,  Town  Hall,  St.  Lambert, 
P.Q.,  on  or  before  5  p.m.,  Monday,  February 
23rd,  1920.  5-6 


Tenders  for  Cement, 
Sewer  Pipe  and 
Crushed  Stone 


Sealed  tenders,  addressed  to  Aid.  Henry 
Simpson,  Chairman  of  the  Board  of  Works,  in 
care  of  the  City  Clerk,  Brantford,  Ont.,  will  be 
received  until  12  o'clock  noon,  on  Thursday, 
February  19th,  1920,  for  the  supply  of  Cement, 
Sewer  Pipe  and  Crushed  Stone,  required  by  the 
City  of  Brantford  during  1920. 

Specifications  may  be  seen  and  form  of  Ten- 
der obtained  on  application  to  the  City  Engineer. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

T.  HARRY  JONES, 

City  Engineer. 

City  Hall,  Brantford,  Ont, 

January  28th,  1920.  5  6 


CITY  OF  LONDON,  ONTARIO 


Tenders  for  Supplies 


Sealed  tenders,  addressed  to  "The  Chairman 
and  Members,  No.  2  Committee,"  will  be  re- 
ceived at  the  office  of  the  City  Clerk  up  to  12 
noon  on  Thursday,  the  19th  of  February,  1920, 
for  the  following  supplies: — 

Refined  Asphalt, 

Road  Oil, 

Portland  Cement, 

Limestone  Dust, 

Broken  Stone, 

Vitrified  and  Land  Tile, 

Concrete  Tile, 

Iron  Castings, 

General  Supplies. 
Specification  and  Form  of  Tender  may  be  ob- 
tained at  the  office  of  the  City  Engineer. 

Tenders  to  be  accompanied  by  a  marked 
cheque  or  a  cash  deposit  as  stated  in  the  Speci- 
fications. 

Lowest  or  any  tender  not  necessarily  accepted. 
E.  S.  LITTLE,  Mayor. 
W.  A.  WILSON, 

Chairman  No.  2  Committee. 
0  H.  A.  BRAZIER,  City  Engineer. 


Tug  For  Sale— "Buffalo  Type" 


Length  75  ft.,  main  breadth  17  ft.,  draft  8  ft. 
5  in.  Engine  Steeple  compound,  12J4  x  28, 
equipped  with  surface  condenser  and  fresh  water 
tanks.     Bunker  capacity  30  tons. 

Address  to 

LACHANCE  LIMITED, 
5-8  99  Dalhousie  St.,  Quebec. 


FOR  SALE 


Grey  Stock  Brick  Plant,  in  thriving  city  in 
Western  Ontario,  doing  good  business,  and  has 
equipment  to  turn  out  24,000  brick  per  day. 
Owner  retiring.  Apply  Box  119,  Contract  Re- 
cord, Toronto.  3-6 


CIVIL  ENGINEER  DESIRES  RESPONS- 
IBLE POSITION  with  engineering  or  contract- 
ing firm,  ten  years  practical  experience,  water, 
power,  drainage,  sewerage,  sewage  disposal,  roads, 
pavements,  etc.,  competent  instrument  man, 
draftsman  and  estimator.  At  present  engaged 
as  City  Engineer.  For  further  particulars  apply 
Box  116,   Contract  Record,  Toronto.  3-6 


/ 


February  11,  1920  THE   CONTRACT  RECORD 

Lignite  Utilization  Board 

The  Lignite  Utilization  Board,  2  Youville  Square.  Montreal,  hereby  calls  for  sealed  tenders  for 
the  supply  of  material  and  erection  of  buildings  at  its  plant  near  the  town  of  Estevan,  Sask.  The 
work  comprises  the  purchasing  or  supply  of  material,  the  construction  of  a  group  of  industrial  build- 
ings and  a  concrete  reservoir,  and  the  erection  of  a  water  tank  on  a  70  ft.  steel  tower.  The  build- 
ing work  is  briefly  described  as  follows : — 

Building  Size  Style 

Office  and  Laboratory   29'  x  50'        Brick  Veneer. 

Car  House   1C  x  44'  Frame. 

Crusher  Building   15'  x  20'  Frame. 

•2  Raw  Lignite  Bins  40'  high  x  25'  dia.  Reinforced  Concrete. 

Dryer  Building   84'  x  40'        Structural  Steel. 

Brick  Curtain  Wall. 

Carbonizer   Building    84'  x  55'        Brick  Curtain  Wall. 

Briquette    Building    55'  x  42'        Brick  Curtain  Wall. 

Briquette  Bin   80'  x  16'  Frame. 

Power    House   100'  x  48'        Brick  Bearing  Walls  and  \\  ood  Roof. 

Coal   Shed    15'  x  42'        Reinforced  Concrete. 

Coal  Shed    15'  x  60'  Frame. 

A  number  of  workmen's  houses  may  be  added  to  the  contract  later. 

Complete  plans  and  specifications  with  form  of  contract  and  tender  will  be  available  at  the 
Board's  offices  in  Montreal,  or  at  the  office  of  Mr.  J.  M.  Leamy,  Bower  Commissioner,  for  the 
Province  of  Manitoba,  Winnipeg,  on  or  after  February  9th,  1920.  Bids  will  close  at  the  Board's 
offices  in  Montreal  at  noon  on  Saturday,  March  6th.  li>20. 

Correspondents  who  are  not  known  to  the  Board  will  be  furnished  with  the  specifications,  plans, 
etc.,  on  depositing  ten  dollars,  which  amount  will  be  refunded  upon  the  return  of  the  specifications 
and  plans. 

The  lowest  or  any  tender  not  necessarily  accepted. 

LESSLIE  R.  THOMSON,  R.  A.  ROSS, 

Secretary.  Chairman. 
Montreal.  January  28th,  1H20.  5 


Tenders  Wanted 


Sealed  proposals  will  be  received  in  the  office 
of  Arthur  Sande,  Consulting  Engineer.  Hamil- 
ton, Ontario.  Canada,  for  the  following  work: — 

Contract  No.  1  : — Buildings  for  a  200-ton  Sul- 
phite Pulp  Mill  to  be  erected  in  Bay  de  Chal- 
eur,  Qnebec  site. 

Contract  No.  2; — Grading,  Excavation,  Pav- 
ing, Sewage  and '  Water  Supply  for  the  townsite 
in  connection  with  the  mill. 

Contract  No.  3 : — 150  houses  for  townsite.  All 
contracts  will  be  given  out  on  a  cost  plus  per- 
centage basis  with  a  fixed  commission. 

Forms  of  contracts,  specifications  and  plans 
will  be  ready  about  February  12th  and  bids  are 
due  February  25th.  A  deposit  of  $25.00  is  re- 
quired for  each  set  of  -  drawings,  specifications, 
etc.,  and  will  be  returned  when  plans  are  re- 
turned. 

ARTHUR  SANDE, 

Consulting  Engineer, 
313-315  Lister  Building. 
6-7  Hamilton,  Ont. 


TENDERS  WANTED 
Vaughan  Memorial  Hall 


Notice  to 
Steel  Bridge  Contractors 

Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  the  supply  of  River  Aux  Raisin  Steel  Bridge," 
will  be  received  by  the  undersigned  until  twelve 
o'clock  noon  on  Tuesday,  March  9th,  1920,  for 
the  supply,  erection  and  field  painting  of  the 
steel  superstructure  of  a  one  hundred  and  seventy 
foot  steel  bridge  over  River  Aux  Raisin  on  the 
Provincial  Highway  and  in  the  vicinity  of  Lan- 
caster, a  station  on  the  Grand  Trunk  Railway. 

Plans,  specifications  and  tender  envelopes  may 
be  obtained  on  and  after  Monday,  February  16th, 
1920,  at  the  office  of  the  Resident  Engineer, 
Cornwall,  and  at  the  office  of  the  undersigned. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. .  „  .  „ 
W.  A.  McLEAN, 

Deputy  Minister. 
Department  of  Public  Highways, 

Toronto,   February  9th,  1920.  0 

WANTED 
Relaying  Rails  and  Car  Wheels 

In  market  for  about  5,000  feet  good  relaying 
rails,  from  20  to  30  lbs.  Also  car  wheels,  36  in. 
gauge,  14  in.  diameter,  shaft  2'/2  in.,  exterior 
bearing  3'/2  in.  to  4]/2  in.  long,  1-15/16  in.  di- 
ameter. Send  quotations  to  Paul  A.  Beique,  516 
Transportation   Building,  Montreal,  Quebec.  C 


Tenders  will  be  received  by  the  Architects  up 
to  noon,  February  27th,  1920,  for  construction  of 
a  Memorial  Hall  in  the  Village  of  Vellore,  On- 
tario. Plans  and  specifications  may  be  seen  at 
the  office  of  the  Architects. 

J.  WHITMORE,  Reeve. 
J.  B.  McLEAN,  Clerk. 
THE  E.  A.  JAMES  CO.,  LIMITED, 
Architects, 
36  Toronto  Street, 
6  Toronto,  Out. 


Contractors'  Plant  Wanted 

Parsons  or  Austin  sewer  ditcher  wanted,  state 

maximum  depth  and  width  same  will  excavate. 

Austin  cube  paver  wanted,  half  or  three-quarter 
yard. 

State  lowest  cash  price,  where  same  can  be 
seen  and  full  information.  Box  No.  148,  Con- 
tract Record,  Toronto.  6-7 


Business  Buildings  and  Indus- 
trial Plants 

(Continued  from  page  55) 

Victoria,  B.  C. 

Fletcher  Sparling,  Winnipeg,  General 
Manager  for  Hudson's  Bay  Co.,  Douglas 
St.,  Victoria,  receives  tenders  until  Feb. 
29th  for  masonry,  carpentry,  painting, 
glazing,  marble  and  tile  and  mechanical 
equipment.  Architects,  Horwood  & 
White,  Toronto,  Ont. 

Winnipeg,  Man. 

J.  H.  G.  Russell,  1110  McArthur 
Bldg.,  is  preparing  plans  for  a  $25,000 
office  building  for  the  Northwestern 
Life  Assurance  Company. 

Woodstock,  Ont. 

B.  H.  Prack,  50  Bay  Street,  Toronto, 
has  been  appointed  architect  for  $200,- 
000  factory  for  the  Brunswick-Balke- 
Callender  Co.  of  Canada,  Toronto. 

CONTRACTS  AWARDED 

Edmonton,  Alta. 

Lockerbie  &  Hale,  McKnight  Frost 
Block,  have  plumbing  and  heating  for 
bank  addition  costing  $20,000  for  Bank 
of    Toronto,    address    local  manager: 
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Nesbitt  &  Co.,  Williamson  Block,  Ed- 
monton, carry  out  masonry,  carpentry, 
roofing  and  plastering  in  addition  to 
general  contract. 

Estevan  Sask. 

James  A.  Lackey  placed  general  con- 
tract for  store  and  apartment  with  Win. 
Maurer. 

Montreal,  Que. 

Church  Ross  Co.,  10  Cathcart  St.,  have 
general  contract  and  masonry  and  let 
sub  trades  for  service  station  costing 
$15,000  for  Consumers  Gasoline  Supply 
Co.,  306  Amherst  St. 

Peterboro,  Ont. 

Dickie  Construction  Co.,  Ryrie  Bldg., 
Toronto,  are  carrying  out  general  con- 
tract and  will  let  sub  trades  on  factory 
costing  $12"), 000  for  Canadian  Aladdin 
Co.,  C.  P.  R.  Bldg.,  Toronto. 

Regina,  Sask. 

Western  Manufacturing  Co.,  Dewdney 
and  Halifax  Sts.,  have  general  contract 
on  alterations  to  restaurant  costing  $10,- 
000  for  Balmoral  Cafe,  H.  Protopappas, 
proprietor. 

Regina  Trading  Co.,  S.  Railway  and 
Hamilton  Sts.,  placed  general  contract 
for  store  costing  $225,000  with  A.  W. 
McGregor,  107  Darke  Blk.,  Regina. 

Three  Rivers,  Que. 

J.  Lessard  is  general  contractor  for 
J.  B.  Badeaux,  471  St.  Maurice  St.,  on 
the  erection  of  stores  and  tenements  to 
cost  $12,000. 

Toronto,  Ont. 

R.  H.  Harman  &  Son,  248  Dupont  St., 
have  the  general  contract  for  alterations 
to  hotel  for  J.  F.  Scholes,  203  Yonge  St. 

C.  F.  Till,  103  Bay  St.,  will  carry  out 
general  contract  on  warehouse  for  Peck- 
overs  Ltd.,  67  Esplanade. 

Factory  costing  $150,000  for  Murray 
Printing  Co.,  care  General  Contractor, 
E.  L.  Dowling,  167  Yonge  St.:  Roofing, 
Spence  &  Purse,  58  Wellington  E.;  Kala- 
mein  doors,  Roberton-Olsen,  Cherry  St. 

Orsiny  Construction  Co.,  Lumsden 
Bldg.,  are  doing  the  excavation  work 
for  warehouse  costing  $300,000  to  be 
erected  at  370-378  Adelaide  St.  W.,  for 
General  Building  Corp.,  606  Kent  Bldg. 

Roberts  Bros.,  241  Dovercourt  Road, 
have  general  contract  and  are  preparing 
plans  for  repair  of  Creighton's  Garage, 
1244  Dundas  St.  W.,  recently  damaged 
by  fire. 

A.  F.  Fisher,  114  Church  St.,  carries 
out  general  contract  and  carpentry  on 
construction  of  factory  addition  costing 
$15,000  for  Geo.  T.  Lanning,  338  Yonge 
St.  Balance  of  trades,  except  masonry, 
will  be  let. 

Hugh  Walker,  230  Langley  Ave.,  has 
general  contract  and  will  handle  all 
trades  on  factory  costing  $8,000  for 
Guide  Motor  Co.,  3  Berti  St. 

Vancouver,  B.C. 

The  Dominion  Construction  Co., 
Richards  Street,  have  the  general  con- 
tract for  the  alterations  costing  $100,000 
to  department  store  for  David  Spencer, 
Ltd. 

Bank  of  Hamilton,  local  manager  J. 
W.  McCabe,  Hamilton  and  Hastings 
Sts.,  placed  general  contract  for  altera- 
tions and  improvements  to  bank  build- 
ings costing  $23,000  with  Jas.  C.  Al- 
len, 574  Thirteenth  Ave.  E.,  Burnaby. 
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Gillingham  &  Horner,  422  Richards 
St.,  have  general  contract  and  let  plumb- 
Ihg,  heating,  painting  and  electrical 
work  for  store  and  apartments  costing 
$7,000  for  D.  M.  Hourigan,  HOG  Rob- 
son  St. 

Theatre  costing  $:!00,()00  for  Allen 
Theatres  Inc.,  Toronto,  Out.:  Masonry, 
A.  McLellan,  care  general  contractor, 
A.  McDonald,  82  Spencer  Bldg.,  Van- 
couver; electrical  work,  Mundy,  Row- 
land &  Co.,  510  Hastings  St.  W. 

Welland,  Ont. 

W.  J.  Hickcy,  119  Main  St.  E.,  is  re- 
building part  of  factory  for  Welland 
Iron  &  Brass  Mfg.  Co.  Balance  will 
be  decided  on  later. 

Wolfville,  N.S. 

Rockwell  &  Co.  placed  general  con- 
tract for  hotel  annex  costing  $10,000 
with  E.  Eagles. 


Residences 

Coquitlam,  B.C. 

Hon.  J.  H.  King,  minister  for  Pro- 
vincial Dept.  of  Public  Works,  Victoria, 
receives  tenders  until  noon  Feb.  17th 
for  three  cottages  to  be  erected  in  con- 
nection with  boys'  training  school.  Plans 
at  office  of  Govt.  Agent,  Court  House, 
Vancouver;  Govt.  Agent,  Court  House, 
New  Westminster;  Bursar,  Mental  Hos- 
pital, Essondale,  and  Dept.  of  Public 
Works,  Victoria. 

Hamilton,  Ont. 

•Tenders  are  being  received  by  Mc- 
Kittrick  Properties  Ltd.,  until  0  p.m., 
February  25th,  for  the  erection  of  a 
number  of  residences.  W.  L.  Somer- 
ville,  1  Bloor  Street  E.,  is  the  architect. 

Jeffrey,  Alta. 

Jeffrey  School  Board  plans  to  erect 
teachers'  residence.  Address  F.  Nigro, 
Jeffrey. 

Kentville,  N.S. 

Erection  of  residences  to  cost  $4,000 
each  is  planned.  Kentville  Housing 
Commission,  Frank  Whitman,  chairman, 
will  build  some  and  private  parties  will 
build  others. 

London,  Ont. 

The  erection  of  a  $4,000  residence  is 
contemplated  by  Wm.  Lowry,  515  King 
Street. 

John  Hayman  &  Sons,  432  Welling- 
ton St.,  contemplate  erecting-  apartment 
house  costing  $100,000  and  are  prepar- 
ing plans. 

Montreal,  Que. 

Duquette  &  Patenaude,  339  St.  Joseph 
Blvd.,  are  erecting  a  $70,000  apartment 
house  and  will  let  sub  trades. 

John  H.  Hand,  4865  Sherbrooke  St. 
W.,  has  purchased  sites  and  will  build  a 
number  of  residences  this  year. 

Oshawa,  Ont. 

Messrs.  Eden  Smith  &  Sons,  archi- 
tects, 33  Scott  St.,  Toronto,  want  tend- 
ers on  all  trades  for  residence  to  be 
erected  for  Mrs.  Pedler. 

Ottawa,  Ont. 

Ottawa  Housing  Commission,  Secy., 
Earl  Wilson,  Bank  National  Bldg.,  plans 
to  erect  thirty  residences  costing  $4,000 
each  this  summer.  Architect,  F.  E. 
Belfrey. 

Outremont,  Que. 

Plans  are  being  prepared  and  tenders 


will  be  called  shortly  for  the  erection  of 
a  $30,000  apartment  house  for  Dr.  P.  S. 
Bohemier,  490  St.  Denis  Street,  Mont- 
real. Architect,  A.  St.  Louis,  80  St. 
Gahrielle  Street,  Montreal. 

Cardinal  &  Beauchamp,  20  St.  James 
St.,  Montreal,  are  preparing  plans  for  a 
$45,000  apartment  house  to  he  erected 
by  J.  Gravel,  1372  Van  Home  Ave. 

Port  Colborne,  Ont. 

C.  M.  Bortcr,  102  Main  St.,  Niagara 
Falls,  has  been  appointed  architect  and 
is  preparing  plans  for  5  residences  for 
Maple  Leaf  Milling  Co.,  Dominion  Bank 
Bldg.,  Toronto. 

Saguenay,  Que. 

Price  Bros.  &  Co.,  56  St.  Peter  St., 
Quebec  City,  plan  building  model  town 
comprising  about  four  hundred  cottages 
with  waterworks  system.  Will  apply  to 
Quebec  Legislature  for  incorporation. 

Three  Rivers,  Que. 

Hercule  Dansereau  plans  to  make  al- 
terations to  residence  involving  an  ex- 
penditure of  $4,000. 

Ernest  Marchand,  St.  Tile,  Co.  Cham- 
plain,  Que.,  plans  to  erect  apartment 
house  of  twelve  suites;  cost,  $30,000. 

L.  Edmond  Dufresne,  Bonaventure 
Ave.,  plans  to  erect  residence  costing 
$7,000.    Brick  construction. 

Masonry,  plumbing,  plastering,  paint- 
ing and  electrical  work  will  be  let  for 
three  tenements  and  two  stores  being 
erected  at  a  cost  of  $15,000  for  R.  Go- 
din.  Architect,  Jules  Caron,  09  St.  Fran- 
cois Xavier  St. 

Toronto,  Ont. 

Tenders  are  wanted  at  once  for  heat- 
ing, plumbing,  plastering,  painting  and 
electrical  work  for  two  $5,000  bungalows 
for  Geo.  T.  Lea,  577  Indian  Road,  also 
prices  on  oak  flooring. 

Work  has  started  on  alterations  to 
residence  costing  $7,000  for  Miles  Vokes, 
102  St.  George  St.  Architects,  E.  A. 
James  Co.,  Excelsior  Life  Bldg.  Owner 
supervises  work. 

Frank  Taylor,  00  Pacific  Ave.,  has 
plans  drawn  for  two  bungalows  cost- 
ing $6,000  each  and  will  carry  out  car- 
pentry. Plumbing,  heating,  plastering, 
painting  and  electrical  work  will  be  let. 

Vancouver,  B.C. 

Townley  &  Matheson,  architects,  325 
Homer  St.,  call  for  tenders  until  Feb. 
21st  for  residence  costing  $6,000  for  P. 
A.  Woodward,  care  Woodward's  Ltd., 
Hastings  and  Abbott  Sts. 

Tenders  are  being  received  by  A.  J. 
Bird,  City  Building  Inspector,  for  19 
residences  costing  $75,631  to  be  erected 
under  City  housing  scheme.  City 
clerk,  Wm.  McQueen. 

Whitemouth,  Man. 

Plans  will  be  prepared  and  tenders 
called  on  teachers'  residence  for  White- 
mouth  School  District  No.  139.  Archi- 
tect, E.  D.  Tuttle,  405  McArthur  Bldg., 
Winnipeg. 

Windsor,  Ont. 

Jas.  Gough,  922  Gladstone  Ave.,  will 
erect  a  $4,500  brick  and  tile  residence. 
Plumbing,  heating  and  plastering  will 
be  let. 

CONTRACTS  AWARDED 
Erindale,  Ont. 

Residence  and  lodge  costing  $35,000 
for  W.  R.  T.  Parker,  care  architect,  A. 


S.  Mather,  307  Manning  Chambers,  To- 
ronto: Plumbing,  Fiddcs  &  Uoganh 
Ltd.,  122  King  St.  E.;  heating,  Wise 
Heating  Co.,  Vaughan  Rd.;  electrical 
work,  Salisbury  Electric  Co.,  615  SfoagK 
St. 

Ottawa,  Ont. 

Alterations  to  apartments  costing  $6,- 
000  for  N.  Hollister,  514  Bank  St.:  Elec- 
trical work,  Bank  Electric  Co.,  222  Bank 
St.;  plastering,  Mr.  Hunter,  care  owner; 
heating,  Williams  Bros.,  Glenora  Ave. 

Outremont,  Que. 

Cottage  costing  $8,000  for  Nap.  Tail- 
Ion,  535  Charlevoix  St.:  Brickwork,  O. 
Tranche  Montague,  1854  Ave.  de  Chat- 
eaubriand; plumbing,  O.  Gosselin,  795 
Centre  St.;  plastering  and  painting,  O. 
Aubertin  Co.,  742  Notre  Dame  St.  W. 

Roches  Point,  Ont. 

Jas.  Angus,  261  Spadina  Rd.,  has  gen- 
eral contract  and  will  handle  all  trades 
except  heating  on  alterations  to  resi- 
dence costing  $10,000  for  A.  Kilgour, 
care  architect,  F.  H.  Marani,  Manning 
Chambers,  Toronto.  Architect  lets 
heating. 

Three  Rivers,  Que. 

Jos.  Lessard  placed  contracts  for  erec- 
tion of  tenements  as  follows:  Electrical 
work,  P.  Rochon;  plastering,  R.  Gonne- 
ville;  painting,  A.  Deschamps. 

Store  and  tenements  costing  $12,000 
for  Vve.  T.  Bernard,  165  Laviolette'  Ave.: 
Plumbing,  Germain  &  Freres;  plastering, 
R.  Gonneville;  electrical  work,  J.  B. 
Badeau;  brick,  Cossette  &  Gauthier. 

Toronto,  Ont. 

The  Gurney  Foundry  Co.,  Limited, 
have  the  heating,  and  R.  Cudmore,  26 
Bird  Street,  the  plastering  contract  for 
a  $8,600  residence  for  J.  Hipkiss,  99 
Wright  Ave.  Tenders  are  wanted  on 
plumbing  and  tinsmithing. 

For  the  erection  of  a  $12,000  residence 
for  J.  J.  Vaughan,  care  of  architects, 
Laughy  &  Hawland,  112  King  St.  W., 
the  following  contracts  have  been  . 
awarded: — Carpentry,  Geo.  L.  Robinson, 
107  Armstrong  Ave.,  plumbing  and  heat- 
ing, Fiddis  &  Hogarth  Ltd.,  122  King 
St.  E.,;  plastering,  H.  H.  Bremner,  226 
Beatrice  St.;  painting,  J.  McCausland  & 
Son  Ltd.,  11  Nelson  St.;  electrical  work, 
E.  Worman,  209  Soudon  Street. 

Residence  costing  $7,500  for  T.  Wilkes, 
34  Maher  St.:  Electrical  work,  P.  T. 
Dunn,  3124  Dundas  St.  W.;  plumbing, 
W.  S.  Fraser,  367  Windermere  Ave.; 
heating,  Christie  Bros.,  3046  Dundas  St. 
W. 

Stratton  &  Cook,  314  Lee  Ave.,  have 
plumbing  and  heating,  and  B.  B.  Ro3'l, 
147  Ascot  Ave.,  has  plastering  for  resi- 
dence costing  $8,000  for  S.  Janes,  85 
Lappin  Ave. 

Windsor,  Ont. 

R.  Livingstone,  2  Ontario  Place, 
Walkerville,  has  general  contract  for 
Wm.  Heyden,  2  Ontario  Place,  Walk- 
erville. Plumbing,  heating  and  plaster- 
ing will  be  let. 


Miscellaneous 

Edmonton,  Alta. 

By-law  re  construction  of  grand  stand 
for  Edmonton  Exhibition  Assoc.,  presi- 
dent, J.  R.  Mcintosh,  526  Telger  Blk., 
will  be  submitted  soon.    Mayor,  Jos.  A. 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 


WRITE  FOR  PRICES  AND  SPECIFICATIONS 

i 

THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 

Representatives  in  Eastern  Canada:  Ottawa  Representative- 

JAS.  W.  PYKE  &  CO.,  Limited,  J.  w.  ANDERSON, 

232  St.  James  St.,  Montreal  7  Bank  St  Chambers 
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Clark,  Civic  Block,  Edmonton.  Esti- 
mated cost,  $l.r,0,000. 

Hamilton,  Ont. 

Mayor  Chas.  G.  Booker,  City  Hall, 
receives  tenders  until  5  p.m.  Feb.  83rd 
for  broken  stone  and  screenings,  lime- 
stone dust,  asphalt)  asphalt  sand,  sand 
and  gravel,  vitrified  brick,  creosoted 
wooden  blocks,  lumber,  sewer  pipe,  sew 
or  brick,  lime,  valves,  castings  (ordin- 
ary), hydrants,  extension  boxes,  bard- 
ware,  lead  pipe,  pig  lead,  road  oil,  lub- 
ricating oil,  flux,  fuel  oil,  gasoline,  con- 
crete and  garbage  duck  covers,  rubber 
boots,  rubber  hose,  bass  brooms,  sec- 
tional sweepers,  porlland  cement.  Plans 
wilb  City  Engineer. 

Lethbridge,  Alta. 

City  receives  tenders  until  noon  Feb. 
25th  for  one  turbine  driven  pump,  1 
million  imperial  gallons  capacity  and 
one  motor  driven  pump  I  million  im- 
perial gallons  capacity.  Specifications 
with  City  Commissioner  of  Public  Utili- 
ties, M.  Freeman. 

London,  Ont. 

Utilities  Commission  have  under  con- 
sideration the  construction  of  2<>  x  80 
cxtensioiv  to  greenhouse  at  Springbank 
Park.  General  Manager,  E.  V.  Buch- 
anan. . 

Ottawa,  Ont. 

The  Ottawa  Improvement  Commis- 
sion. Castle  Bldg.,  Queen  Street,  plan 
the  purchase  of  1920  supply  of  prepared 
tar    tarvia.    Secretary.    Win.  Kearns. 

Tenders  received  by  Board  of  Control 
until  Feb.  14th  for  valves,  lead  pipe, 
pig  lead,  C.I.  pipe  and  castings. 

Ottawa  Improvement  Commission, 
Castle  Bldg.,  will  call  tenders  shortly 
for  hardware  for  1920.  Secy.,  \Vm. 
Kearns;  engineer,  Alex.  Stuart. 

Winnipeg,  Man. 

Tenders  called  by  the  City  for  steel 
storage  tanks,  capacity  160  tons,  for  as- 
phalt at  asphalt  plant.  City  clerk,  C.  J. 
Brown.    Tenders  close  -  Feb.  21st. 

City  will  be  recommended  to  repair 
bins  and  trestles  at  Ross  Ave.  yards  and 
at  Elmwood  yards.  Estimated  cost,. $6,- 
750.  Clerk,  C.  J.  Brown;  engineer,  W. 
P.  Brereton. 

CONTRACTS  AWARDED 
North  Battleford,  Sask. 

City  placed  contract  for  245  h.p.  water 
tube  boilers  at  $19,130  and  for  smoke 
stack  and  flue  at  $1,850  with  Goldie  & 
McCulloch  Co. 

Trent  Canal,  Ont. 

Randolph  MacDonald  Co.  Ltd.,  Crown 
Office  Bldg.,  Toronto,  have  the  contract 
for  the  construction  of  a  canal  for  the 
Dominion  Government. 

Winnipeg,  Man. 

Carter-Halls-Aldinger  Company  have 
the  general  contract  for  foundation  cost- 
ing $37,000  for  the  Manitoba  Cold  Stor- 
age Co.  Limited. 


Fires 

Halifax,  N.S. 

hire  destroyed  church;  loss,  $55,ooo. 
Owner,  Oxford  St.  Methodist  Church; 
pastor,  Rev.  Harold  T.  Roe,  Quinpool 
Road. 

Lake  Saskatoon,  Sask  . 

Fire  destroyed  store,  pool  room,  post 


office  and  telephone  buildings;  loss,  $15,- 
000.  Owner  of  store,  Geo.  F.  Ncilson. 
Will  likely  rebuild. 

Louisburg,  N.S. 

Fire    destroyed     round    house;  loss. 
$10,000.    Owner,  C.  N.  Rlys.,  head  office, 
1  Toronto  St.,  Toronto. 
Mapleton,  Ont. 

John   Charlton   plans  to   rebuild  resi- 
dence  destroyed   by   lire;   COSt,  $3,500. 
Montreal,  Que. 

Allan  Smith,  458  Melrose  Ave.,  Notre 
Dame  de  Grace,  will  repair  residence 
destroyed  by  lire;  loss.  $5,000. 

Factory  owned  by  the  St.  Lawrence 
Welding  Co.  Ltd.,  138-140  Inspector  St. 
Loss  $35,000. 

New  Carlisle,  Que. 

Fire  destroyed  hotel  of  A.  Couillard, 
residence  of  John  Allard  and  residence 
of  Noc  Menard.    Loss,  $0,000. 

Quebec,  Que. 

hire  destroyed  factory;  loss  $10,000. 
Owner,  Quebec  Heel  Co.,  M.  Rodrigiu  , 
manager. 

Toronto,  Ont. 

Wilder  Cartage  Co.,  25  Osfiington 
Ave.,  sustained  a  loss  of  $5,000  on  build- 
ing and  $60,000  mi  contents  when  lire 
destroyed  their  garage.  Building  will  be 
repaired. 

Fire  destroyed  residence;  loss,  $6,000. 
Owner,  Dr.  \Y.  ('.  Trotter,  "Hillhome," 
North  Forest  Hill  Rd..  will  repair. 

Win.  Davies  Co.,  521  Front  St.  E., 
will  repair  ofhees  damaged  by  lire;  loss, 
on  buildings,  $15,000. 

hire  destroyed  residence;  loss  on 
building,  $6*000.  Owner,  Sir  Clifford 
Sifton,  18  Wellington  E.,  will  repair. 

Woodville,  Ont. 

Presbyterian  Church  will  rebuild 
church  damaged  by  fire;  loss,  $30,000. 
Pastor,  Rev.  H.  Bryden.  J.  Hornsby,  St. 
Paul  St.,  Lindsay,  will  probably  be  re- 
tained, as  architect. 


Incorporations 

Charlottetown,  P.E.I. 

Canadian  Farm  Products  Ltd.,  was  re- 
cently incorporated  with  a  capital  of 
$100,000,  and  will  erect  large  butter  plant, 
seed  warehouse,  small  elevator  and  frost 
proof  potato  ware  house.  Manager,  Wm. 
Kerr. 

Orillia,  Ont. 

Glasscoat  Sewerpipe  &  Clay  Products 
Ltd.,  head  office,  Toronto,  has  been  in- 
corporated. Plant  is  being  put  in  shape 
and  manufacturing  is  expected  to  begin 
about  May  1st.  Sec.-treas.,  Miss  Camer- 
on. 17  Bloor  E.,  Toronto. 


Give  India  what  India  Wants 

Hitherto  a  great  deal  of  what  for 
want  of  a  more  appropriate  name  has 
been  called  in  the  United  States  export- 
ing, has  in  reality  been  nothing  more 
than  selling  surplus  or  superfluous  stock 
in  markets  beyond  the  geographical  lim- 
its of  the  country.  Many  of  these  pro- 
ducts, primarily  manufactured  for  Am- 
erican people  and  American  require- 
ments, have  been  offered  for  purchase 
overseas  on  a  sort  of  "take  it  or  leave 
it"  principle.  This  haphazard  method 
of  foreign  selling  is  not  exporting  as 
exporting  should  be  understood.  It  is 
not  enough  to  say  of  this  or  that  article 


that   it   suits  American   conditions,  and 

therefore  is  good  enough  for  anybody, 

Remember  that  it  is  not  always  a  ques- 
tion of  whether  it  is  or  is  not  good 
enough;  the  point  is,  is  it  suitable. 

In  countries  like  India  where  every 
European  has  his  native  servant,  prob- 
ably several  of  them,  private  conveyan- 
ces must  be  provided  with  an  extra  seat 
lor  a  "boy."  This  is  usually  at  the  back. 
Naturally  vehicles  equipped  in  this  fash- 
ion by  their  manufacturers  are  more  in 
request  than  those  not  so  equipped.  An 
American  runabout  motor  car  at  home 
may  not,  and  probably  does  not,  need 
this  extra  seat;  but  if  India  needs  it  and 
wants  it,  the  wide-awake  American  man- 
ufacturer of  motor  cars  will  see  that 
this  seat  is  provided  on  those  cars  he 
sends  to  India. 

A  second  example:  In  American  cities 
Water-supply  hydrants  are  universally 
installed,  and  a  steam  roller  or  tractor 
or  concrete  mixer  or  other  machine  re- 
quiring periodical  water  supply  has  no 
difficulty  in  Idling  its  tank.  But  there 
are  places  in  India  where  water  is  not 
thus  easily  available.  An  attachment  to 
the  tractor  designed  to  hold  a  water 
cart  is  a  simple  matter,  and  if  India 
wants  this  attachment,  then  manufactur- 
ers should  provide  it.  It  is  a  matter  of 
record  in  India  that  a  German  firm  be- 
fore the  war  secured  a  contract  for  a 
certain  light  railway  at  a  price  higher 
than  that  tendered  by  others  simply 
because  it  asked  the  purchaser  exactly 
what  he  wanted  and  then  agreed  to  give 
it  to  him.  notwithstanding  that  to  do  so 
complete  sets  of  new  patterns  had  to  be 
made  for  part  of  the  work. 


Canadians  Active  in  Professional 
Welfare 

The  British  Columbia  Technical  As- 
sociation at  its  general  monthly  meet- 
ing, Nov.  17.  in  Vancouver,  received 
satisfactory  reports  on  various  phases 
of  its  activities,  and  took  up  new  plans 
for  future  action.  The  association  has 
taken  an  active  part  in  endeavoring  to 
improve  the  status  and  salary  grading 
of  technical  men  in  the  Dominion  civil 
service,  and  for  several  months  past 
has  been  in  constant  correspondence 
with  the  authorities  at  Ottawa  regarding 
the  matter.  It  has  taken  similar  action 
with  regard  to  the  regrading  work  of 
the  provincial  Civil  Service  Commis- 
sion. Committee  reports  presented  to 
the  meeting  indicated  that  a  committee 
of  the  provincial  Civil  Service  Com- 
mission then  in  conference  with  the  re- 
grading  authorities  did  not  contain  a 
representative  of  the  technical  men  in 
the  service.  It  was  made  evident  to  the 
members  present  that  all  classes  of  em- 
ployees in  the  provincial  service,  except 
the  technical,  were  in  position  to  be  as- 
sured of  proper  grading.  Consequently, 
a  delegation  was  appointed  in  the  meet- 
ing, and  left  for  Victoria  on  the  follow- 
ing day  to  interview  the  Civil  Service 
Commissioner  on  the  matter. 

The  proceedings  included  a  discussion 
on  the  minor  parts  which  engineers  and 
other  technical  men  have  taken  in  the 
public  matters  of  the  locality— a  laxity 
resulting  in  the  general  expenditure  of 
public  money  on  engineering  and  other 
technical  work  by  nontechnical  men. 
Following  the  discussion  a  public  service 
committee  was  created  and  given  in- 
structions to  promote  and  encourage  a 
greater  interest  in  municipal,  provincial, 
and  Dominion  Government  affairs 
among  technical  men. 
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STEEL 
BARS 


FOR  CONCRETE 
REINFORCING. 


ROUNDS  SQUARES 
TWISTED  SQUARES 


FLATS  CHANNELS  ANGLES 
SPECIAL  SECTIONS 


BARS  BENT  TO  SHAPE  FOR  BEAMS,  STIRRUPS,  ETC. 

PROMPT  SHIPMENT 
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Reinforcing  in  Concrete  Pavement 

In  discussing  results  with  reinforcing 
in  concrete  pavements,  one  of  those 
present  at  a  recent  meeting  of  Western 
engineers  made  the  following  comments: 

"Reinforcement  has  been  used  in  many 
places  and  has  always  been  a  good  in- 
vestment. There  is  often  a  clear  line 
<>f  demarcation  between  that'  portion 
which  was  reinforced  and  the  one  which 
was  not  so  treated.  The  reinforced  sec- 
tion is  generally  without  a  longitudinal 
crack,  while  the  reinforced  section  ad- 
joining would  be  shattered  in  every  di- 
rection. I  am  not  prepared  to  state  that 
expansion  of  abode  has  anything  to  do 
with  it.  Rather  1  should  say  that  it  is 
due  to  settlement  laterally.  If  water  be 
kept  out  of  adobe  by  oiling  and  so  mak- 
ing waterproof  the  shoulders  and  sub- 
grade  and  good  and  deep  side  drainage 
is  provided,  probably  much  of  the  trou- 
ble may  be  obviated.  A  layer  of  sand 
on  top  of  the  adobe,  while  often  advo- 
cated as  a  cushion,  has  in  some  cases 
permitted  water  to  percolate  beneath 
the  pavement  and  water  has  so  softened 
and  settled  the  subgrade  that  the  pave- 
ment has  been  quite  thoroughly  shat- 
tered. The  proper  way  is  to  make  the 
subgrade  impervious  to  moisture. 

"Both  triangular  mesh  and  bar  rein- 

FOR  SALE 
Steam  Shovel 

18  B.  BUCYRUS 

Traction  Wheels  7/8  Dipper 

Steam  Roller 

14  Ton  Kelly  Springfield 

Gasoline  Roller 

10  Ton  OHIO 

WRITE  FOR  PARTICULARS 

Eastern  Equipment  Co. 

MONTREAL  Limited 


To  Road  Contractors 

Large  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally advantageous 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

400  McKinnon  Building 
TORONTO 


forcing  have  been  used  and  both  have 
proven  satisfactory.  The  bar  placing  is 
undoubtedly  the  simpler  and  cheaper 
method.  Since  the  lateral  cracks  always 
appear  to  be  wider  at  the  top  surface, 
undoubtedly  the  reinforcing  should  be 
placed  in  the  upper  part  of  the  pave- 
ment. Weight  for  weight,  the  mesh  re- 
inforcing costs  not  only  more  per  pound 
but  also  is  more  ditlicult  and,  conse- 
quently more  costly  to  place.  .  .  .  Rim 
reinforcing  should  always  be  used  with 
artificial  expansion  joints,  or  where  there 
is  a  doubtful  subgrade  or  shoulder  ma- 
terial." 


Concrete  Mast  164  Feet  High  Built  in 
Place 

Two  wireless  masts  of  reinforced  con- 
crete, each  104  ft.  high,  are  to  be  built 
for  the  American  Navy  on  the  city  wall 
at  Pekin,  China,  according  to  an  article 
in  [ngeriioren  of  Aug.  2,  1919.  One  of 
these  masts  has  already  been  completed, 
and  the  other  is  under  way.  The  con- 
tract was  let  by  the  Navy  to  the  firm 
of  Andersen,  Meyer  &  Co.,  Ltd.,  Shang- 
hai. For  the  first  mast  the  original  pro- 
gram contemplated  precasting  in  two 
parts.  This  was  done,  but  while  the  two 
parts  were  being  lifted  into  vertical 
position  the  tackle  broke,  or  some  other 
similar  accident  occurred,  and  the  mast 
fell,  killing  the  European  engineer  in 
charge  and  four  coolies.  It  was  then 
decided  to  build  the  mast  in  place  from 
a  timber  scaffolding.  It  is  stated  that 
this  method  proved  very  costly,  and  dif- 
ficulties were  experienced  in  construct- 
ing a  scaffolding  sufficiently  rigid  to 
support  the  concrete  while  setting.  The 
work  was  carried  out,  however,  to  a 
successful  conclusion.  The  mast  is  of 
hollow  reinforced  concrete,  16%  in.  in 
outside  diameter,  with  a  4-in.  wall  at 
the  base,  and  12  in.  in  diameter,  with 
.'i^-in.  walls  at  the  top.  A  1:2:3  con- 
crete was  used,  with  a  %  x  5^-in.  rec- 
tangular corrugated  bars  as  reinforce- 
ment. The  number  of  rods  was  not 
given  in  the  article.  The  mast  is  guyed 
by  four  guy  ropes,  three  of  which  go  to 
the  wall  itself  and  the  fourth  to  the 
ground  inside  the  wall.  The  mast  was 
designed  with  a  factor  of  safety  of  4 
when  carrying  11  ice-laden  wires  and 
exposed  to  a  strong  gale. 


Output  of  Mineral  Products  in  1918 

According  to  a  preliminary  report  on 
the  mineral  production  of  the  United 
States  in  1918,  based  on  figures  compil- 
ed by  the  United  States  Geological  Sur- 
vey, the  production  of  mineral  compon- 
ents of  building  material,  such  as  clay 
products,  building  stone,  cement,  lime, 
and  gypsum,  showed  a  great  decline 
from  the  output  for  1917.  The  total 
value  of  all  minerals  produced  was  ap- 
proximately $5,500,000,000,  more  than 
$500,000,000  in  excess  of  the  value  re- 
corded for  1917,  but  the  total  quantity 
produced  was  less.  The  output  of  fuels 
was  greater  than  in  1917,  though  some- 
what less  anthracite  coal  was  marketed. 
The  increase  in  the  quantity  of  coal 
marketed  was  about  5  per  cent.,  but  the 
increase  in  value,  due  to  higher  prices, 
was  more  than  17  per  cent.  It  is  signi- 
ficant that  although  the  increase  in  the 
quantity  of  petroleum  marketed  was 
only  a  little  more  than  4  per  cent.,  the 
increase  in  value  was  over  32  per  cent. 
The  value  of  the  metals  produced  was 
about  :;  per  cent,  greater  in  1918  than 
in  1917. 


Concrete  Pipe  &  Products 
Company,  Limited 
HAMILTON 
TRY  OUR  SILLS  AND  CORNICE 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
Branches:  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also   Bonds  for  Special  Purposes 


THE 

Canadian  Surety  Co. 

Specialists  in 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile,  Burglary,   Plate  Glass 
INSURANCE. 

Head  Office :  26  Wellington  Street  E. 

Toronto,  Ont.  Phone  M.  2609-1840 

Branch  Offices; 
Montreal   Trust    Bldg.,   Montreal,  Que. 
90S  Paris  Bldg.,  Winnipeg,  Man. 

Representatives  in  all  Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 


Definite  "Prospects" 

We  send  you  a  big,  steady,  daily 
stream  of  them  and  give  you  reli- 
able information  of  contracts  being 
awarded.  MacLean  Reports  cut 
down  your  selling  expense.  Your 
salesmen  work  on  definite  pros- 
pects— not  on  mere  hearsay  "tips." 

Building;  &  Engineering 

contracts  are  being  let  in  hundreds 
— dozens  right  in  your  territory. 
MacLean  Daily  Reports  on  the 
desk  every  morning  are  a  business 
gold  mine  for  others.  Why  not 
you,  too? 

Write  for  full  information. 
MacLean   Daily   Reports,  Limited, 
345  Adelaide  St.  West,  Toronto. 

MacLean 
REPORTS 
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Start  Your  New  Work  Now 

Don't  Postpone  Until  the  11th  Hour 

IN  equipping  a  plant  —  either  large  or  small  —  for  effective  production,  it  pays  to  figure  not 
alone  on  immediate  efficiency,  but  on  the  life  of  the  various  units  installed,  and  the  probable 
percentage  to  be  added  to  first  cost  on  account  of  repairs,  lost  time  for  shut-downs,  etc.  It  is 
also  wise  to  consider  the  conservation  of  power,  both  mechanical  and  man-power.  This  means 
production  at  a  less  cost  per  unit  and  a  consequent  profit  of  greater  proportions. 

One  of  the  reasons  for  the  superiority  of  Link-Belt  Plants  lies  in  the  patented  Dull  System  of 
Inclined  Conical  Screens,  illustrated.  By  this  method  the  material  is  intro- 
duced into  the  large  end  of  the  screens,  which  have  more  screening  area  and 
greater  wearing  surface  than  the  small  end,  and  is  the  logical  end  to  do  the 
mcst  work.  This  distributes  the  wear  evenly  over  the  entire  length  of  the 
screen  plates,  giving  longer  life. 


Walkway  caC*  SiOg 


The  screens  all  being  mounted  on 
one  shaft  and  being  driven  by  one 
pair  of  gears  simplifies  the  driving 
machinery,  timber  construction  and 
thus  saving  power  and  upkeep  ex- 
pense. 

Let  our  engineers  consult  with  you  re- 
garding changes  in  your  old  plant,  and 
submit  designs  for  your  new  plant. 


Canadian 
Link-Belt  Co. 
Limited 

WELLINGTON  AND  PETER  STS. 

TORONTO 


435 


Sand  and  Gravel  Plants 


We  Also  Make 

□  Elevators  and  Conveyors 

□  Link-Belt  and  Sprockets 

□  Silent  Chain  Drives 

□  Truck  and  TractorChains 

□  Electric  Hoists 

□  Portable  Loaders 

□  Coal  and  Ashes  Systems 

□  Coal  Pockets 

Write  for  Catalogs 
Place  X  in  Square 
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JAEGER 


The  Machine  of  Merit 


SPEEDY 
THOROUGH 
EFFICIENT 
ECONOMICAL 


poises  to  a  minimum 
they  earn  their  place 
trading  outfit. 


The  secret  of  the  success 
won  by  the  "Jafcger"  mixers 
is  that  they  combine  in  an 
exclusive  manner  features  of 
design  and  construction  that 
speed  production,  maintain  a 
uniform  quality  of  work,  and 
keep  down  operating  ex- 
By  their  all-round  efficiency 
as  part  of  every  modern  con- 


"The  Jaeger  Mix-A-Minute" 

is  made  in  all  sizes  to  answer  every  purpose;  whe- 
ther you  wish  to  build  a  silo  or  a  skyscraper,  you 
will  find  a  "Jaeger"  for  the  job. 

Write  to-day  for  catalogues  covering  our 
complete  line. 

The  Jaeger  Machine  Co. 


220  Dublin  Avenue 


COLUMBUS,  OHIO. 


STEEL  w  PERMANENCE 

The  All  Steel  Elevated  Water  Tank  is  the  most 
economical  installation  for  Automatic  Sprinkler  Sys- 
tems for  fire  protection,  general  mill  supply,  or  Muni- 
cipal Water  Works  systems. 

Its  first  cost  is  not  excessive,  the  maintenance  ex- 
pense is  very  low,  and  there  is  no  danger  of  leakage, 
falling  ice,  or  possibility  of  the  tank  bursting  or  catch- 
ing fire. 

Hundreds  of  our  All  Steel  Elevated  Water  Tanks 
now  in  service  throughout  Canada  bear  witness  to 
these  facts. 

Our  Product  is  Made  in  Canada 

Write  us  for  Plans,  Specifications  and  Estimates. 
Our  Catalogue  No.  16  mailed  on  request. 

CANADIAN  CHICAGO  BRIDGE  &  IRON  CO.  Ltd. 

Bridgeburg,  -  Ontario 
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OUT  OF  SIGHT 


Buf  on  the  job! 


u 


McAVTTY 

WATER  GATES 

Down  beneath  the  city's  busy  streets — always 
ready  with   quick   and   positive   action  to 
perform    the  efficient  service    for  which 
they  are  made. 


These  valves  are  made  right  by  skilled 
workers,  of  quality  materials,  and 
are   fitted  with    "oversize"  spindles. 

All  sizes  up  to  16 


FOR  PRICES  WRITE  TO 


Established  1834 


Incorporated  1907 


T.  McAVITY  &  SONS,  Ltd. 

Brass,  Iron  and  Steel  Founders,  Machine  Shops,  etc. 

St.  John,  N.B. 

MONTREAL       TORONTO       WINNIPEG  VANCOUVER 


Harvard  Turnbull  &  Co. 
207  Excelsior  LifeBldg. 


ll  (I 


WW 
k  A 
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CONTRACTORS !  Now  is  the  Time  to  Buy  Plant ! 

We  Offer  for  Prompt  Shipment,  the  Following  Hoisting  Engines 

1 — Rebuilt  8      x  12  Marsh  &  Henthorn  3  drum  hoist,  with  boiler  and  swinger  for  clam. 
1 — NEW    8l/4  x  10  Port  Arthur  2  drum  hoist,  with  boiler  and  swinger.  IMMEDIATE. 
7      x  12  Rand  double  drum  hoist,  with  or  without  boiler. 


1— Used 
1— NEW 
1— Used 
l_Used 
l_Used 


6%  x  8 

5y2  x  8 

5  x  8 
5      x  8 


2— Used 
l_Used 
1— Used 
1— Used 
l_Used 
1— NEW 


Doty  double  drum  hoist,  with  boiler.  IMMEDIATE. 

American  Hoist  &  Derrick  Co.  2  drum  hoist  and  swinger  without  boiler. 

Marsh  &  Henthorn  2  drum  hoist,  with  boiler. 

Byers  2  drum  hoist,  without  boiler, — vertical  engines. 

10    x  12  Lidgerwood  hoists,   single  drum,  without  boiler. 
6     x  12  Doty  single  cylinder  1  drum  hoist,  with  boiler. 

5  x  8    Lidgerwood  single  cylinder  1  drum  hoist,  with  boiler. 
4^4  x  ^    American  Builders'  Hoist,  reversing,  with  boiler. 

6  x  8    Dominion  single  drum  hoist,  reversing,  without  boiler. 
6     x  7    Midland  single  drum  steam  winch,  reversing.  IMMEDIATE. 

Also  a  large  assortment  of  Clam  Shells,  Derricks,  Steam  Shovels,  Dump  Cars, 
Locomotives,  Crushers,  Boilers,  Engines,  Motors,  Pumps  and  General 
Contractors'  Equipment.    Write  for  Stock  List  No.  61. 

Phone  Contractors'  Dept.  Ad.  20 

The  A.  R.  Williams  Machinery  Co.,  Ltd. 


64  FRONT  STREET  WEST 


St.  John,  N.  B. 


Montreal 


Winnipeg 


TORONTO 

Vancouver 


Beaver  Tools  Make  Hard  Work  Easy 


"Ohio"  Non  Receding 
Die  Stock 


No.  :i:5  threads  all  sizes,  Right  and  Left,  from  Yn"  to 
1<4"  in  inclusive.  No.  33  threads,  Right  and  Left, 
from  '//'  to  2"  inclusive. 

The  Ohio  Die  Stock  is  a  distinct  advance  in  the  design 
of  threading  tools.  It  is  Non-Receding  and  very  simple 
in  construction,  having  fewer  parts  than  any  other  Die 
Stock  of  this  type. 

It  will  cut  either  Right  or  Left  threads. 

Let  us  send  you  prices  and  further  information. 


All  Steel  Square  End 
Pipe  Cutter 


This  new  all-steel  Pipe  Cutter  is  the  last  word  in  Pipe 
Cutting  Tools.  No  burrs  are  made  as  the  Cutters  used 
are  made  such  a  shape  as  to  make  the  edge  clean  cut. 
This  is  a  great  improvement  over  any  kind  of  Wheel 
Cutters. 

In  addition  it  is  a  simple  working  tool  exceptionally 
strong  and  built  for  hard  usage. 

Full  particulars  and  prices  gladly  sent  on  request. 


Borden  Canadian  Company 

110  Church  Street      -  TORONTO 
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DOORS 

FROM  OUR  WAREHOUSES 
ARE  THE  BEST 

BECAUSE: 

Our  Stock  is  New,  Clean  and 
Kept  Under  Ideal  Conditions. 

Our  Prices  Are  Right 

Let  Us  Quote*  You  on  Your 
Next  List. 

KLIMAX  and  KORELOCK 

DOORS  ALWAYS  IN  STOCK 

Large  quantities  were  purchased 
during  1919. 
Now  beginning  to  arrive. 


THE 


PANNILL 


DOOR 
COMPANY 


DOOR  SPECIALISTS 

131  Front  Street  East,  TORONTO,  ONT. 

Phone  Main  659 


IOkUntS 

SPRINKLER 
TANKS 


AND 

TOWERS 

have  stood  the  test  of 
long  years  of  efficient 
service,  saving  their 
owners  thousands  of 
dollars  in  fire  insur- 
ance premiums. 

We  are  specialists  in 
Urban,  Rural  and  Sub- 
urban  Water    Supply  Systems. 

Get  the  benefit  of  our  30  years'  experience  by 
submitting  your  problems  to  us. 

Our  Engineering  Department  will  cheerfully 
furnish  blue  prints  and  estimates  free  of  charge. 

Ontario  Wind  Engine  &  Pump  Co. 

Limited 

Winnipeg  Montreal     TORONTO     Regina  Calgary 


Spirals 


Re-inforcing 


Concrete  Reinforcing  Material 

Rectangular  Mesh — any  size 

Triangular  \y2"  and  2"  Mesh — for  heavy  work 

Round  Bars,  straightened  and  cut  to  length 

Spirals — all  sizes 

Roller-bearing  Stock 

Bright  and  Galvanized  Wire  for  all  purposes 

FROST  CHAIN-LINK  FENCE 

is  specially  designed  for  Factories  and  Parks.  Built 
on  Steel  Posts  with  Barb  Wire  Protection  Arms. 
GET  OUR  ESTIMATES  ON  YOUR  REQUIREMENTS.    CAN  MAKE  PROMPT  SHIPMENT. 

FROST  STEEL  AND  WIRE   CO.,  LTD. 

HAMILTON 
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Architectural 

=  Sheet  Metal  = 

Building  Material 

 Including  

Embossed  Steel  Ceilings  and  Interior  Decorations,  Galvanized 
Cornices,  Finials,  Ventilators,  Skylights,  Roofing,  Eave 
Troughing,   Wall   Ties,    Fire   Proof  Windows, 
Expanded  Steel  Lath,  etc.    Agents  for 
Steel  Factory  Sash  and  Casements 

Send  for  our  Catalogue  and  Prices 

THE  GALT  ART  METAL  CO.,  LIMITED 

GALT         -  ONTARIO 


Contractors'  Machinery,  Brick 
Machinery,  Grey  Iron  Castings, 
and  Gear  Cutting 


Scotch  Derricks 

Hand  and  Power  from  *4  ton  to  6  ton 
capacity. 


PUMPS 

Duplex  Boiler  Feed  and  Vacuum 

REPAIRS 


JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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Puze  UJggE  Undeaugac 


O.V.  (Ottawa  Valley)  brand  has  been  worn  for 
fifteen  years  by  Canada's  nation  builders — on 
railroads,  farms  and  the  Empire's  battlefields; 
in  mines  and  in  construction  camps.  Made 
for  warmth  and  durability,  in  medium  and 
heavy  weights,  in  combinations  and  two 
piece  suits.  Guarantee  with  every  garment. 
Moderate  prices. 

Sold  throughout  the  wholesale  trade  only. 


OxyAcetylene  and  Cutting 


Cutting   H   inch   Sheet   Steel  Piling   (including  lock  joints 
2'A  inches  thick)  by  the  Prest-O-Lite  Process. 

One  man  does  the  work  of 
two  in  less  time,  at  less  cost 

This  illustration  shows  one  man,  with  a  Prest-O-Lite  blow- 
pipe, cutting  J^-inch  sheet  steel  piling,  used  in  the  con- 
struction of  the  protection  piers  of  a  large  drawbridge. 
This  one  man  bandied  the  entire  job,  cutting  an  average 
of  seven  feet  of  piling  per  hour  —  an  enormous  saving  over 
the  old  slow  and  costly  method  of  sawing,  which  required 
the  services  of  two  men. 


offers  splendid  opportunities  for  substantial  savings  in 
manufacturing,  construction  and  repair  work. 

Prest-O-Lite  Oxy-Acetylene  welding  and  cutting  is  opening 
the  way  to  construction  and  repair  operations  which  can- 
not be  performed  by  any  other  process. 

Employs  both  gases  (acetylene  and  oxygen)  in  portable 
cylinders.  Prest-O-Lite  Dissolved  Acetylene  is  backed  by 
Prest-O-Lite  Service,  which  insures  prompt  exchange  of 
full  cylinders,  for  empty  ones.  Provides  dry,  purified  gas, 
insuring  better  welds,  quicker  work  and  lower  operating 
cost. 

Thorough  instructions  are  furnished  free  to  every  user  of 
Prest-O-Lite  Dissolved  Acetylene.  Any  average  workman 
who  understands  metals  can  learn  the  process  quickly  and 
easily.  There  is  practically  no  line  of  metal  manufacturing 
or  repairing  in  which  oxy-acetylene  welding  has  not  already 
established  itself  firmly  as  standard  routine  method. 

Write  for  valuable  illustrated  literature  and  data  on  work 
others  are  doing  by  Prest-O-Lite  welding  process.  It  .may 
point  out  ways  to  solve  your  problems. 


Address  Dept.  C-105. 

PREST-O-LITE  COMPANY 
OF  CANADA,  LIMITED 

Prest-O-Lite  Building, 
Cor.   Elm  Street  and  Centre  Avenue 
TORONTO 
Plants  at: 
TORONTO,  Ont. 
SHAWINIGAN  FALLS,  P.Q. 
MERRITTON,  ONT.  ST.  BONIFACE.  Man. 


Worlds  Largest  Makers  of  Dissolved  Acetylene 


\ 
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Windsor  Street.  Montreal. 

These  granite  blocks  have  been  down  for  27-  years 
without  attention  or  repair. 

Supplied  to  the  city  of  Montreal  by  Brodie's  Ltd. 

All  stock  sizes  of  granite  paving  blocks  for 
immediate  shipment. 

BRODIE'S  LIMITED 

128  Bleury  Street  -  MONTREAL 


Liberal  Profits  and  a  Sure  Demand 


awaits  the  man  who  begins  the 
manufacture  of  Ideal  Concrete 
Building  Units  in  any  community. 
No  previous  experience  necessary, 
and  but  a  very  small  capital. 


-r  ^ — t  a 


i 


The  Product 


'Ideal"  block  Machine 

Ideal  Concrete  Machinery  Company,  Limited 

Lock  Drawer  250  WINDSOR,  ONT. 


National  Iron  Corporation 


LIMITED 


Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  In  Stock  at 

MONTREAL  -  TORONTO  -    PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


DOMTARBOND 

For  Modern  Good  Roads 


ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.     SAULT  STE.  MARIE,  ONT. 

SALES  OFFICE:  TV~krfc /MTT/\ 

400  McKinnon  Building  *  "  lUKUNIO 
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STEAM  ROAD  ROLLERS 

"Made  in  Canada" 
Double  Cylinder  or  Compound  Cylinder 


10-Ton 


12-Ton 


15-Ton 


Equipped  with  Differential  and  all  Modern  Improvements 


MUSSENS  LIMITED 


MONTREAL    QUEBEC— Pruneau  &  Co. 
WINNIPEG 

VANCOUVER  TORONTO- Confederation  Life  Bldg. 


Safeguard  your 
Plants  and  Pro- 
perty against  loss 
or  damage  by 
fire  by  installing 
Fire-proof  Doors 
of  approved 
make. 


Our  plant  is  equipped  with  special  cutting  dies  for 
manufacturing  these  doors. 

We  also  specialize  in  Kalamein  Doors,  Windows  and 
Mouldings,  Steel  Doors,  etc.  Roberton  Patent  Lock 
Metal  Weather-stripping  for  Doors  and  Windows — 
Saves  20  per  cent,  of  your  fuel  consumption. 

Give  us  a  call — we  can  save  you  money. 

ROBERTON-OLSEN 

LIMITED,  INC. 
Head  Office  &  Factory:    Ft.  of  Cherry  St.,  Toronto 
Phone  Adelaide  4093 

Agents  at  Vancouver,  Medicine  Hat,  Ottawa,  Kingston, 
Montreal,  Halifax. 


Ideas  and  Suggestions 
for  House  Trim 

Read  the  articles  on  the 
above  subject  by  W.  H. 
Shaw  now  running  in  the 
,  Canadian  Woodworker. 
Subscription  price  of  this 
publication,  100  pages 
monthly,  One  Dollar  a 
year. 

Order  from 

WOODWORKER    PUBLISHING   CO.,  LIMITED 
343  Adelaide  St.  West,  Toronto 


J.  G.  AlUn,  President 


James  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  CO 


Manufacturers  of 


i 


LIMITED 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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Heating  a  Radiator 
with  a  Teakettle 


It  was  done  at  the  Ottawa  Technical 
School  before  a  feroup  of  engineers  who 
were  amazed  at  the  demonstration.  It 
proved  beyond  Question  thai  low  pres- 
sure steam  will  quickly  heat  a  radiator 
to  100%  efficiency  if  the  trap  is  right. 
It  undisputably  proved  that  the  Dunham 
Radiator  Trap  functions  perfectly. 

Since  1903,  the  Dunham  Radiator  Trap 
has  been  eliminating  any  chance  of  trap 
trouble  in  thousands  of  installations.  It 
was  the  first  thermostatic  disc  trap. 
Think  of  this  when  you  think  of  traps, 
and  remember  that  the  Dunham  Trap  is 
only  one  element  in  Dunham  Heating 
Service.  The  entire  service  offers  much 
to  the  man  who  plans,  sells  and  installs 
the  heating  system— and  more  to  him 
wdio  pays  the  bills. 

If  you  welcome  suggestions  that  do 
not  obligate  you,  get  in  touch  with  our 
nearest  office.  For  authoritative  infor- 
mation, write  for  booklet,  "Data  on  Dun- 
ham Heating." 


Dunham 

■Cheating  service 

MADE  IN  CANADA 

C.  A.  Dunham  Co.  Ltd.,  Toronto,  Ont. 


Halifax 
Ottawa 


Vancouver 
Montreal 


Winnipeg 
Calgary 


London  :    64  Regent  House,  Regent  Street,  W.  I. 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE      -  ONTARIO 


Sewers 

and 

Culverts 

built  from 

Our  Concrete 

give  maximum  service 
at  minimum  cost 

(LARGE  STOCK  ON  BAND) 
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Railway  and  Track  Supplies 

For  Lumber  and  Contractors' 
requirements 

Rails,  Locomotives,  Accessories, 
Cars,  Lion  Brand  Babbitt  Metal 

Correspondence  solicited 

Sessenwein  Bros.,  Montreal 


S 1 M  PLC 

Ric-wir 
METHOD  1*4 

It  is  a  clean-cut,  complete  and  practical  method  of  pipe 
insulation.  The  kind  that  highly  trained  technical  men  and 
practical  operating  engineers 
both  approve.  Bulletin  No.  1 
explains  Ric-wiL  simplicity 
and  other  features. 
Write  for  it  to-day. 


{^Ric-wiL 


iiiiiiiiiiimiiiiiiiiiiiiiiiiiuiiiiiiimuimiiiimiiv 


Canadian  Engineering  &  Contracting  Co* 


Limitec 


Bridges,  Roadways 
Reinforced  Concrete  Bldgs. 
Foundations  a  Specialty 


Bank  of  Hamilton  Bldg.,  Hamilton,  Ont. 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street     -     Vancouver,  B.  C. 
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Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt    Deliveries.        Attractive  Prices. 


Address  your  inquiries  to 

CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 
CHATHAM,  ONT.      275  Inshes  Ave. 

Associated  with 
PITTSHURGIIDES  MOINES  STEEL  CO. 

42  Church  St.  945  Curry  Illdg. 

New  York  City  Pittsburgh,  Pa. 

Des    Moines,    Iowa.    9.38    Tuttle  Street 


Electric  Cranes 


Electric 
and  Hand 
Traveling 

Cranes 

Electric 
and  Air 
Hoist  8 


Patent  Type  E  Crane  Trolley 


Made  in  Canada  " 

NORTHERN  CRANE  WORKS,  LTD. 

WALKER V1LLE,  ONT, 


For  the  New  Home 

Not  only  docs  this  Radiantfire  give  you 
heat  at  a  lower  cost,  hut  the  original  ex- 
pense of  installing  is  far  less.-  No  ex- 
pensive chimney  is  needed,  no  huilt-in 
mantel.  Any  small  pipe  or  flue  connec- 
tion will  do,  and  the  mantel  can  be 
placed  on  any  wall. 

Cost  of  Average  Fireplace 

Cost  of  Chimney  $150  to  $200 

Cost  of  Mantel  $  50  to  $100 

Cost  of  Coal  Basket,  Andirons 

and  Equipment   $  25  to  $  50 

Cost  of  Radiantfire  Installation 

Cost  of  Flue   $10  to  $  15 

Cost  of  Mantel  $50  to  $100 

Cost  of  Radiantfire  $30  to  $  60 

It  is  to  the  Contractor's  or  Architect's  interest  as  well  as  the  prospective  buyer  to  have  adequate 
piping  installed  to  take  care  of  auxiliary  heating. 

May  we  assist  you?    Our  building  inspection  service  is  entirely  free. 

Phone  Adelaide  2180 

THE  CONSUMERS'  GAS  COMPANY  OF  TORONTO 


•Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 
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Work!  at  Walkervllle.  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modem  Designs. 
Prices  right. 

Write  for  prices  and  see. 


Si 


IIMITED 


VALVE-HYDRANT  MANUFACTURERS 

WALKERVI LLE,  ONT. 


Algoma 

Structural  Steel — Merchant  Bars 


Blooms,  Billets  and  Slabs 


Concrete  Reinforcing  Bars 
Shafting — Pulleys  —  Hangers 
Iron,  Brass  and  Bronze  Castings 

STEEL  RAILS  Open  Hearth  Quality 

All  Sections— 12  lb.  to  100  lb.  per  yard 
Splice  Bars      Steel  Tie  Plates 


Sulphate  of  Ammonia — Sulphuric 
Acid— Nitre  Cake 


PIG  IRON 


Basic 


Foundry 
Spiegel 


Bessemer 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         .  Ontario 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME,  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $3.30  per  bbl.  ; 
with  bags,  $4.10;  car  lots,  $2.45  on  the  track, 
with  pkgs.,  $3.25;  5c  per  bbl.  discount  20 
days. 

Lime — in  bulk— grey  69c,  white  79c  per  100 
lbs.,  delivered,  if  not  less  than  2,000  lb.  lots. 
At  the  warehouse,  grey  63c,  white  73c, 
$14.60  ton.  Hydrated  lime,  $17.25  per  ton 
delivered;  $16.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dut  pressed  red  brick, 
$30:  buff,  $30;  No.  2f  $26;  common  red 
stock  brick,  $22;  grey,  $22;  wire-cut  brick 
for  foundation  work,  $20.  Milton  Rug  brick, 
$30  to  $35;  Eatonia  brick,  $50;  sand  lime 
brick,  $16.25,  f.o.b.  car  at  King  Edward 
siding,  $14  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $55  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto. 
$100  per  thousand.  Huff  Oriental,  $35,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $25  at  plant, 
$31  delivered  in  city. 

Fire  brick — delivered — Savage,  $75  per  M. ;  S. 
Crown.  $70;  W.  W.,  $60.    Fire  clay,  $15  per 

ton ;  chimney  tops,  $8.75  each. 

Flue  lining — delivered — list  price — S'/i  x  S'/i  in., 
60c  per  ft. ;  8/i  x  13  in.,  90c  per  ft.  Dis- 

cuonts  30  and  10  per  cent,  off  list. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.05;  1  in.,  $2.25;  H  in., 
$2.25 ;  crusher  rock,  $2.15 ;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton;  screened,  $1.70 
per  ton. 

LUMBER  (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $53;  10  and  16  ft.,  $55;  2  x  12  in.,  12 
and  14  ft.,  $54;  10  and  16  ft.,  $56 ;  1  x  4  in., 
and  1  x  6  in.,  T.  and  G.,  $56;  No.  2,  $4 
less  than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $55; 
1x6  in.,  $57;  1  x  8  in.,  $60;  1  x  10  in.,  $65; 

1  x  12,  $65.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $66;  1  x  6  in.,  $70;  1  x  8,  $76;  1  x  10 
$80 ;  1  x  12,  $85 ;  2  x  4  in.,  10  to  16  ft.  long, 
common,  rough,  $58;  2  x  6,  $60;  2  x  8,  $62; 

2  x  10,  $66;  2  x  12,  $70.  No.  1  flooring,  $70; 
No.  1  V  or  beaded  sheathing,  4  in.,  $72. 
Pine  trim,  4  in.,  casing,  $3.50  per  100  ft. ; 
5  in.  ditto,  $4;  8  in.,  pine  base,  $7.50;  4  in. 
pine  window  stool,  $5.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $58;  1  x  6  and  2x6,  $60;  Lx 
8  and  2  x  8,  $62 ;  1  x  10  and  2  x  10,  $66; 
1  x  12  and  2  x  12,  $70. 

Dimension  Timber  (B.  C.  Fir) — 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $68;  12  x  18,  12  x  20,  14  x  18, 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$73.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $9.00;  XX  B.  C,  $8.00; 
N.  B.  extras,  $9.00;  N.  B.  clears,  $8.00;  No. 
1  W.  pine  lath,  $14;  No.  2  W.  pine  lath, 
$13;  M.  R.  spruce  lath,  $12.50. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $4.75  base;  twisted  and 
deformed,  $4.85;  3/16  in.  and  lighter  $5.25. 

Shapes — Angles,  35  lbs.  and  over,  per  yard,  $4.60 
per  100  lbs. ;  under  35  lbs.  per  yard,  $4.70 
per  100  lbs. ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $4.60;  under  35  lbs. 
per  yard,  $4.80. 

Plates — 6  ins.  to  60  ins.  wide,  $4.80;  over  60  ins., 
$5.00.  Tank  and  boiler  plates — 'A  in.  and 
over  and  under  30  ins.,  $4.50.  Gauge  plates 
—No.  10,  $5.55;  No.  12,  $5.60;  No.  14,  $5.65 
per  100  lbs.  Black  American  Bessemer  Plates 
— dealers  not  quoting  prices. 

Flats     ruder  <i  ins.  wide,  $4.50  per  100  lbs. 

Rivets  Hutton  and  cone  head — lA"  to  %"  diam., 
$5.80. 


EXTRAS    FOR    SHAPES    AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  leftover  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/10  in.  thick  and  under.  1/loc 
per  lb.  for  Angles  under  5  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
$1.60.  . 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized   iron — dealers   not  quoting  prices. 
Cast-iron  pipe — Standard     prices,     carload  lots, 

f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices,  with  discounts  as  be- 
low, f.o.b.  factory — 4  in.,  30c  per  ft.;  6  in., 
45c;  8  in.,  70c;  9  in.,  90c;  10  in..  $1.05;  12 
in.,  $1.35;  15  in..  $1.80;  18  in.,  $2.50;  20  in.. 
$3;  22  in.,  $4;  24  in.,  $4.50.  Discounts— 30 
and  10  per  cent,  off  list. 

Tile  wall  coping — delivered — 8  or  9  in.  wall,  50c 
per  ft.  ;  12  in.  or  13  in.  wall,  75c  per  ft.  ; 
18  in.  wall,  $1.50  per  ft.;  carried  in  6,  12. 
IS  and  24  in.  lengths.  Discount  30  and  10 
per  cent,  off  list. 

PAINTS  AND  OILS. 

Prices,  delivered. 
White  lead — ground  in  oil,    less  than   ton  lots, 

$1.S.75  ptr  100  lbs.;  ton  lots,  $18.50  per  100 
lbs. 

Boiled  Linseed  Oil — in  bbls.,  $2.60  per  gal.  of  f) 
lbs. ;  red  lead,  dry,  $17  per  100  lbs. ;  Pure- 
putty  in  bulk,  $8.95  per  100  lbs.  ;  in  100  lb. 
drums,  $9.80;  in  25-lb.  tins,  $10.05  per  100 
lbs.  ;  steel  sash  putty,  in  25-lb.  tins,  $10.30 
per  100  lbs. ;  turpentine,  in  bbls.,  $3.05  per 
Imp.  gal.,  based  on  southern  gauge.  Tur- 
pentine and  oil  in  less  than  barrel  lots,  15c 
extra  per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2c  per  lb. ; 
black,  in  bbls.,  6c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
25c ;  ultra  blue,  dry,  in  bulk,  25c ;  green, 
French  permanent,  dry,  20c;  ochre,  French, 
dry,  12c;  red  Venetian,  dry,  6c;  sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  12j4c. 

SUNDRIES 

Hard-wall    Plaster — $11.50    per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.30;  delivered  in 

5    barrel    lots,    $4.75    at    warehouse,  $4.55; 

single  bbl.,  $5.55. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board — $50  per  M. 

Rope — retail  prices  delivered — 54  in.  and  1  in., 
45c  per  lb. ;  in  700-foot  coils,  42'Ac.  Lath 
yarn,  40c  per  lb. ;  in  full  coils,  33c. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton ;  lump,  $15. 
Brick — No.   1   pressed,   $24.75 ;    No.   2  pressed, 

$20.75;  red  rustic,  $21.75;  vertical,  $23.00; 

plastic,  $17.50. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c;  10-in.  52c;  12-in.  60c;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.75;  54 -in.  $2.00;  Vs-in. 

$2.25  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.15  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  8  in.  and  up,  $4.76;  1  in. 

x  1  in    x  14  in.,  25c  extra;  54  in.  x  54  in. 

'A  in.,  75  cents  extra.     Boiler  plates — A  in- 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$5.70 ;  under  36  in.  diameter,  $6.15.  Beams 

and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $6.25,  f.o.b.  Mont 

treal,  net  cash.  Corrugated  iron — 26  gauge, 
$10.00;  28  gauge,  $9.25  per  100  sq.  ft.,  sub- 
ject to  change  without- notice.  Copper  bear- 
ing sheets — Keystone  black,  28  U.  S.  gauge, 
$7.25  per  100  lbs.  nominal.  Cast  iron  pipes, 
standard  prices,  car  load  lots,  $80  for  6  in. 
and  larger,  and  $83  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot)— 4  in.,  80c;  6  in.,  46c;  6 
in.,  70c;  9  in.,  86c;  10  in.,  $1.06;  12  in.,  $1.35; 
15  in.,  $1  mi,  18  in.,  $2.60;  20  in.,  $3;  22' in., 
$4;  24  5n.,  $4.60;  27  in.,  $6.60;  30  in.,  $7.20 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  66c. 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  $5.20,  $6.76.  One-eighth  benda  (4  In. 
to  30  in.),  $1.20,  $1.80,  $2.80  $3.60,  $4  20, 
$6.40,  $7.20,  $10,  $12,  $16,  $18,  $26.  $28; 
'A,  $1.20,  $1.80,  $3.15,  $405,  S47B,  $6.10. 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Double 
collar.  90c.  $186.  $2.10.  $2.65.  $3.16.  $4  06. 
$5.40;  slant  1  foot  long  aide  (4  in.  to  16 
in  ).  90c.  $1.35.  $2  10,  $2.68,  $3.15.  $4  06. 
$5.40.  Single  branch  (6  in  to  9  in.),  3  ft., 
$2.26,  $3  60,  $4.25;  2  and  2y>  ft  (4  in.  to  30 
In.),  $1.35,  $1.80,  $3.15.  $3.85.  $4  75,  $6  10, 
$8.10.  $11.25,  $13  50,  $18.  $20  25.  $32  50,  $f,C 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in  ),  $1.80,  $2  70,  $4.90.  $6.30.  $7.85.  $10  80, 
$14.40.  $20,  $24.  $32,  $36,  $45.60,  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  In.  to 
15  in  ),  $3,  $4,  $7,  $9.  $10  60,  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in  ),  $3.  $4,  $7,    $9.    $10  60.  $1*. 

These  prices  are  subject  to  a  discount  of  30 
per  cent  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  50  58  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  $4  30  per  bbl..  both  less  5%  for  cash. 
Rope — Best  Manilla,  31c  basis  per  pound: 
Beaver  Manilla.  26c  basis:  sisal  rope,  22'Ac 
basis:  lath  yarn.  22'Ac.  Boiled  linseed  oil — 
in  barrels.  $2.52'/$  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.50. 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50,000  or  over, 

$15.00;  carload  lots,  less  than  50,000,  $16.00: 

selected  builders  for  veneering  work,  carload 
lots,  $19.00;  "Citadel"  rustic  face  brick,  $25 

to  $30. 

Baker  oven  tile,  15"  x  8'/2"  x  2K".  $25  per  100. 

"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 
splits,  7c  per  superf.  ft. ;  12  x  9  x  3,  solid, 
10c. ;  12  x  8  x  4,  11c. ;  12  x  8  x  6,  18c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel   in  carload  lots,  bags 

returnable  in  good  condition  at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock   Brick — $19.50  per  thousand   delivered  on 

the  job. 

Herringbone  Metal  Latl},  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet ;  double  ply,  $8.40  per 
roll  of  250  square  feet ;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 14 ^c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office— 
95  King  Street  East 
TORONTO 


Works- 
Cor.  Munition  and 
Commit *ioner  Street* 
TORONTO 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 


Air  Compressors 
Boilers 
Buckets 
Cars 

Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Locomotives 
Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—2801 
Yard*  and  Shops — New  Toronto,  Canada 


It  Saves  Your  Coal 


and  Increases 
the  Efficiency 
of  the 

Heating  Plant 

Suitable  for 

Community  Heating, 
Large  Industrial  Buildings, 
Hospitals,  Laundries,  Etc. 


THE  ECONOMIC  HEATER  is  guaranteed  to 
give  you  perfect  satisfaction  in  the  matter  of 
heating  and  hot  water  supply  for  any  sized 
building.  You  will  find  it  a  potent  factor  in 
the  saving  of  fuel,  while  its  efficiency  as  a 
heater  is  absolute  and  defies  competition. 
Adaptable  for  attachment  to  any  steam  sys- 
tem, it  is  easily  installed. 

We  will  be  pleased  to  demonstrate  its  value 
in  your  plant. 

ENQUIRIES  SOLICITED 


The  Montreal  Machine  Shop,  Ltd. 

481  Ontario  Street  East,  MONTREAL 

Sole  Agents  for  Ontario:  EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  Toronto,  Ont. 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS — continued 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — l'A-'n.  to  2-in.,  $3.05  per  yard; 
ii-to.  to  1-in.,  $3.00;  stone  dust,  $3.85;  rub- 
ble  stone,    $20.00   per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone   Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER   (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  lor  cash) 

Flooring. — 3  in.  No.  1  and  2  E.G.  Fir,  $84; 
4  in.  No.  1  and  2  KG.  Fir,  $84;  4  in.  No. 
3  E.G.  Fir,  $78;  4  in.  Flat  G.  Fir,  $62;  4 
in.  No.  4  (Shiplap  Grade),  $50;  4  in.  No.  2 
Common  Pine,  $55;  4  in.  No.  3  Pine  or 
Spruce,  $50;  6  in.  No.  1  and  2  E.G.  Fir, 
$84;  6  in.  No.  3  Flat  Fir,  $05;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $54;  6  in.  No.  2  Com- 
mon Pine,  $60;  6  in.  No.  3  Pine  or  Spruce, 
$55;  2  x  6  No.  1  Common,  $52;. 

For  selected  lengths,  add.  Pine,  $1.25;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $2.50;  for  l'A,  l'/2  or  2  inch,  add 
$5. 

Birch  and  Maple   Flooring — Clear   (First  Grade) 
' — 13/16  x  l'/2  in.  to  2^4   in.  face,  $135;  ffc 

x  l'A  in.  and  1%  in.  face,  $100. 
No.   1   (Second   Grade)— 13/16  x  l'A   in.  to  2jtf 

in.  face,  $125;  41  x  l'/2  in.  and  ly^  in.  face, 

$!J0. 

No.  2  Factory— 13/16  x  IK  in.  to  2'A  in.  face, 
$105.00. 

Selected  White— 13/16  n  1/j  in.  to  2'A  in.  face, 
$100. 

DIMENSION  TIMBERS,  No.  1 
6  x  10  to  12  x  12,  up  to  32  ft.  long,  $65;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $66 ;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $07 ;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $6S.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  1  'A  in.  to  2'A  in.  face,  $245;  H 

x  l'A  in.  and  1J4  in.  face,  $195. 
No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 

$100;  H  x  l'A  in.  and  HA  in.  face,  $165. 

PLAIN  RED  OAK  FLOORING 
Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $180;  f£ 
x  l'/i  in.  and  2  in.  face,  $140. 


No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 
$100;  Ji  x  1/j  in.  and  144  in.  face,  $115. 

STEEL  AND  IRON 

Steel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs.  ;  channels  and '  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  C  in.,  30c;  8  in.,  45c; 
0  in.,  52c;  10  in.,  62c;  12  in. ,72c;  15  in., 
$1.20;   IS  in.,  $1.70;  20  in.,  $2.10;  24  in.. 

$2.75. 

Plaster  of  Paris,  $1  in  paper  bags ;  $1.40  in 
jute  bags. 

Plasterers'   Hair — 00c   per  bushel. 

Mortar  Color— $7.00  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  00  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  8Sc  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 
Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 
Mixed  Paint — Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal.  ;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.00 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 
$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.00;  up  to  0  tons,  $10.00;  less 
than    ton    lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,   LIME,   AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  tine  white,  .$9.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Atlas  cement,  $9.00  per  bbl.  of  200 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.20  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house ;  $16.00  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house ;  $33  in  car  lots ;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $00  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan 

titles. 


LUMBER    (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.     Mills  operat 
ing  on  an  open  market. 

Dimension  timber— Douglas  hr — »  x  8,  $29;  10  x 
10,  $29;  10  x  12,  *2u;  10  x  14,  $29.6o;  12  x 
12,  ftW;  14  x  14,  $29.50 ;  14  x  10,  $30.50  ;  0 
X  10,  $29.5(1;  6  x  12,  $30;  o  x  10,  $30;  8  x  12, 
$29.50;  10  x  16,  $31;  12  x  16,  $31;  16  x  16, 
».JO.0u;  O'X  14,  $.'(1  ,  h  x  14,  ».il  ;  12  x  U»,  $.ij  , 
18  x  20,  $33-  14  x  20,  $32.50;  16  x  18,  $32.50; 
16  x  20,  $33  50;  Is  x  18,  $32.50;  20  x  20, 
$32.50;  24  x  24,  33. 

Fir  Flooring — 1  x  3  edge  grain,  $48;  1x4,  $48; 

1x4  hat  giain,  *3f> ;  No.  1  and  2,  l  inen 
clear  hr  double  dressed,  $46;  No.  1  and  2, 
l'A  and  l'A  inch  fir  double  dressed  $46; 
2-inch  fir  double  dressed  $46;  fir  lath,  $2.25; 
spruce  lath,  $3.00;  cedar  lath,  $3.50;  B.  C. 
cedar  shingle*,  XX,  $2.00;  XXX,  $3.00; 
XXXXX,  $3.60. 

STEEL   AND  IRON 

Vancouver   prices   f.o.b.  warehouse: 
Steel — round  and  square  hart,  $6.00  base;  twist- 
ed  and  deformed,  $7  50  base;  structural  sec 
tions,  $7.00. 

Galvanized  iron — 28  gauge,  $11.35  per  100  Ibt. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheeta. 

$11.75;  9  and  10  ft.  sheets.  $11.90  per  square 
Black  steel  sheets,  24  gauge,  $10.35  per  100 
lbs. 

Steel  angles — $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams— $9.00  per  100  lbs.,  de- 
pending on  size,  quantity  and  specifications. 

Steel  plates — Cut  sizea,  $8.00. 

SEWER  PIPE. 

Sewer   pipe — Vancouver   prices   f.o.b.  warehouse; 

4-in.,  17c  per  ft.;  6-in.,  25c  per  ft.;  8-in..  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  65c  ft.;  15  in., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.; 

24-in.,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f  o  b.  Van 

couver,  bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla — ^  in.,  39c  base;   'A  'n.,  39^c; 

ii  in.,  40c ;   'A   in.,  40c ;  second  grade,  33c 

base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  fc 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4.. 5. 

Raw  linseed   oil — In   bbls.,   $2.10  per   gal.;  red 

lead,   dry  $18.00   per  100  lbs.;   in  oil,  22c; 

putty  in  bulk,  Standard,  $6.00;   Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 

Head  Office 

Mark  Fisher  Building  . 
MONTREAL 


CAST  IRON  PIPE 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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We  make  a  specialty  of 
unloading  cars  of 

SAND,  GRAVEL,  CRUSHED  STONE 
COAL,     CEMENT    AND  BRICK 

Get  our  Prices 

Contractors  Transport  Company 

Main  4570         401   Lumsden  Bldg.,  Toronto 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


For  Sale 
Industrial  and  Contractors' 
Equipment 

1 — Brown  Hoist  Locomotive  Crane,  8-wheel,  35  ft.  Boom.  Just 

overhauled.     Immediate  shipment. 
4 — 36  in.  Gauge  14  to  18  Locomotives. 
10 — 4  yd.  2-way  K  &  J  Dump  Cars,  36  in.  Gauge. 
1 — Yi   yd.   Smith  Concrete  Mixer. 
1 — Vx  yd.  Smith  Concrete  Mixer. 
1 — H  yd.  Clam  Shell  Bucket. 
1 — 1'/2  yd.  Clam  Shell  Bucket. 

T.  J.  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  5185.     Nights,  Park.  6906. 


DV  supplying  our  customers  with  electric  wires  and 
cables  and  cable  accessories  of  the  highest  quality, 
Standard  has  come  to  mean  to  them  real  economy — 
that  is  maximum  durability  at  a  reasonable  price.  Ask 
our  customers  and  then  write  our  nearest  office  about 
your  requirements. 

Standard   Underground  Cable  Co. 
of  Canada,  Limited 

Hamilton,  Ont. 

Montreal.  Que.  Toronto,  Ont.  Seattle,  Wash. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  .  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


CRANE  MALLEABLE  FITTINGS 

CRANE 

LIMITED 

MEAD  OFFICE  5  WORKS 
1280  ST  PATRICK  ST 

MONTREAL 

BRANCHES:  Toronto,    Winnipeg,  Vancouver. 

SALES  OFFICES:  Halifax,    Quebec,     Ottawa,  Calgary. 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Willis   Chipman,   M.   Eng.    Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
Seo.  H.  Power,  A.  M.  Eng.   Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 

Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals   of    Works   and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 


CONSULTING  ENGINEERS 
Toronto  Street     -     TORONTO,  CAN. 


Water  Supply  and  Purification;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
Disposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.  LTD. 

"Faraday  Works" 
LEICESTER,  ENGLAND 

Electric  Clocks 

Cablet  :  "L  odestone,  Leicester 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto,  Winnipeg  &  Vancouver 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,   Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.     -  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 

Inspection  and  Testing  of  all  materials  of 

construction.  , 
Independent    sampling    of    CEMENT  at 
point   of   manufacture,   and   Testing  in 
our  own  Laboratories. 
The   most  up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply;  Sewerage  and  Drainage;  Water 
Purification;  Disposal  of  Sewage  and  Refute : 
Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bid*.  Telephone 
MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE 


WILLIAM  STORRIE 


I.C,  M.INST.  C  E  .  M.E.I.C..  A.M.INST.  C  E. 

4 E R .  W.  W.ASSOC.  M.  AMER.  W.  W.  ASSOC. 

GEORGE  G.  NASMITH,  CMC 


PH  O     D  SC. 


O.P.I 


GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


Robert  W.  Hunt 
President 


Charles  Warnock 
Vice-President  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineer!, 
Chemists  and  Metallurgists 

Expert  Inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Reports  on  Properties  and  Procettet 

Head  Office  and  Laboratories  : 
McGUl  Building,  Montreal 
Branches  : 

Toronto         Vancouver         London,  England 


McAllister  &taylor 

ENGINEERS  *  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
87  Sun   Life   Bldg..   HAMILTON.  ONT. 
Harbor    Improvements    and  Dredging 
Dams,   Piledriving,  Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


J.  P.  Anglin,  B.Sc. 
President 


H.  J.  Gross, 
Vice-Pres.  &  Treas. 


C.  D.  Harrington,  B.Sc, 
Vice-Pres.  &  Mgr. 

Anglin-Norcross 

LIMITED 

Contracting  Engineers  and  Builders 

65  Victoria  Street,  -  Montreal. 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  St  Inspectors 

PAVING 
Designed,  Superintended,  Inspected. 
Chas    A    Mullen.  Director. 

CEMENT  4  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


CEKB1  r 


The  Toronto  Testing  Laboratory 

Limited 
160  Bay  Street,  Toronto 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 
Main  4472  TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E,  TORONTO 
Phones— Main  904  and  90S 


Crushed 

Stone 
Steel  and 
Wood 
Water  Pipe 


T.  A.  Morrison  &  Co.,  ^SVtrTIl* 


Established  1884. 


Main  2453. 


Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  'Phones— Park    538. -Park  3302. 


Silica  Pressed  Bricks 

In  Grey  or  Natural  Color 
For  Prompt  Shipment 

Samples  submitted  on 
request 

Schultz  Bros. Co.  Ltd. 

BRANTFORD 
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Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Pbones,  Office  North  j  664    Evenings.  North  2107 


For  Profitable  Results 


advertise  in   the  most  widely  read  and  leading 
publication,    reaching   the   majority   of  the  con- 
tracting,    engineering     and     municipal  officials. 
Rates  on  application 

Contract    Record   &   Engineering  Review 

347  Adelaide  St  West,  TORONTO 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M4516       Residence  P2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFiCE  AND  WORKS 
NIAGARA  FALLS 


ONT. 


"  Absolutely 

Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 


n  AKT  SWINGING 
l^AIVE,  ENGINES 


INSURE 
Speed  (Durahdity 
Economy 

Contractors  everywhere 
recognize  that  Dake  swing- 
ers save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:   A.  R.  Williams  Machinery  Company,  Limited. 
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MALLEABLE 
CASTINGS 


25£  PRATT  MS  LETCH  WORTH 
COMPANY,  LIMITED 

Transportation  Building,  Montreal 


Toronto 
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Turnbull 

Elevators 

Have  Been 

Tried 

and 

Proven 


A SHORT  investigation  of  the 
Turnbull  Elevators  now  in 
operation  in  Canada,  will 
substantiate  our  claims  as  to 
the  complete  satisfaction  of  every 
Turnbull  installation.  We  consider 
the  service  these  elevators  are  giv- 
ing to  be  the  best  recommendation 
we  can  give  for  Turnbull  satisfac- 
tion. You  will  find  these  lifts  operat- 
ing under  all  conditions  and  made 
to  suit  numerous  requirements.  Ab- 
solute safety  is  the  basis  upon  which 
perfect  mechanism  is  fashioned  to 
give  highest  efficiency,  while  enhanc- 
ing the  appearance  of  any  building. 
They  lack  nothing  in  design  and  ap- 
pearance. 

They  are  made  in  Canada  by  a 
Canadian  Company,  and  have  been 
proving  their  worth  for  a  period  of 
years. 

Let  us  send  you  full  particulars 
regarding  an  installation,  for  your 
requirements.  We  shall  be  pleased 
to  give  estimates  or  prepare  sug- 
gestions without  obligation  to  you. 
Technical  descriptions  may  be  had 
for  the  asking. 


Turnbull  Elevator  Manufacturing  Co. 

126  John  Street,  TORONTO,  Ontario 


Montreal  Office 


202  Mappin  &  Webb,  Building 
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DOMINION  Wire  Rope 

Repeat  orders  tell  their  own  story 

Use  our  WIRE  ROPE  on  any  job 

Its  DURABILITY  has  been  proved 
in  its  extensive  use 

The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


"  C.  H.  &  E." 
Contractors'  Equipment 


HOISTS 


Either  Gasoline  Engine 
or  Electric  Motor  Driven 


MATERIAL  ELEVATORS 

Either  Single  or  Double  Cage 

MORTAR  MIXERS 


"MARION"  Shovels 

for  all  classes  of  work 

"Ransome"  Concrete  Mixers 
"Andrews"  Drill  and  Tool  Steel 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 

Telephone  Mam  3420 
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NATIONAL  IRON  CORPORATION,  LIMITED 

Head  Office,  Works  and  Docks: -TORONTO 


Every  Size  of  Cast  Iron  Pipe  for  Water,  Gas,  Culvert  or  Sewer,  Carried  in  Stock  at 
Lake  or  Rail  Shipments     MONTREAL,  TORONTO  and  PORT  ARTHUR 
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COMPARISON  of  the  foundry  buildings 
illustrated  above  proves  that  Daylight 
and  V entilation  are  two  important  factors  to 
be  considered  when  planning  the  erection  of 
a  modern  foundry  building. 

Daylight  is  essential  to  good  workmanship. 
Workers  labor  under  a  handicap  in  dingy, 
poorly  lighted  foundries  like  the  one  in  the 
upper  picture.  Note  how  the  modern  foun- 
dry below  is  flooded  with  daylight  admitted 


through  window  walls  of  Lumina  Solid  Steel 

Windows. 

The  health  of  your  employees  demands 
fresh  air  and  ventilation.  Lack  of  it  deadens 
their  productive  abilities.  The  extra  large 
ventilators  in  Lumina  Solid  Steel  Windows 
provide  for  efficient  ventilation. 

Let  us  show  you  why  it  will  be  to  your  ad- 
vantage to  specify  window  walls  of  Lumina 
Solid  Steel  Windows  for  that  new  building. 


CANADIAN  METAL  WINDOW  COMPANY,  Limited 

136  ConfederationXife  Building,  Toronto,  Ontario    Representing  Canadian  Detroit  Steel  Products,  Ltd.,  Windsor,  Ontario 
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Foremost  in  the  Field 

 T5he  


LONDON 


LINE 


of  Concrete  Machinery 

The  reason  why  the  London  Line  of  Concrete  Machinery  has 
a  coast  to  coast  reputation  as  first  for  efficiency,  is  that  by  its 
superior  facilities  it  has  met  the  most  difficult  problems  for  the 
contractor,  and  has  accomplished  under  adverse  conditions  what 
other  contracting  equipment  has  failed  to  do.  We  have  many 
important  jobs  in  mind  when  we  make  this  statement :— and  the 
reasons  for  the  all-round  efficiency  of  the  London  Line  and  the 
particular  advantages  of  each  machine  arc  being  demonstrated 
on  practically  every  large  job  now  under  way  in  Canada. 


London  Concrete  Mixer 
equipped   with  Novo  Dust  Proof  Gasoline  Engines 
covered  with  steel  liouse. 


Built  in  sizes 
from  4  cu.  ft. 
to   80   cu.  ft. 
capacity. 
With  any 
power  and 

any 
equipment. 


London  Concrete  Mixer 
lachine  with  a  reputation  for  thorough  and  rapid  work. 
Will  run  for  years  without  repairs. 


The  London  Concrete  Cart 


The  London  Concrete  Lhie  in- 
cludes, Concrete  Mixers,  Contrac- 
tors' Pumps,  Gasoline  Hoisting 
Engines,  Concrete  Block  and  Brick- 
Machines,  Tile  Machines,  Concrete 
Cars. 

We  are  also  Canadian  Distribut- 
ors _  for  the  Novo  Engines,  Air 
Compressors  and  Outfits. 

Catalogues  for  any  of  these  lines 
will  be  mailed  on  request. 


i 


The  London  Concrete 
Machinery  Co.,  Limited 


LONDON 


ONTARIO 


London  Concrete  Mixer 
Made  in  two  sizes,  No.  4  or  No.  6,  portable  and 
suitable  for  small  jobs,  requiring  a  capacity  up 
to  60  cu.  yards  per  day. 


World's  Largest  Manufacturers  of  Concrete  Machinery 
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HARDY  SIMPLEX 

HAMMER  DRILLS 

NEW  AND   IMPROVED  TYPES 


Hand 
Cradle 


Stopers 
Drifters 


All  The  Very  Latest  Designs 

'Titanic"  Hollow  Drill  Steels 

WRITE  FOR  BULLETINS 

SAMI OSBORN  <&■*>  Limited 


Branches  and  Stock  : 


MONTREAL 

TORONTO  WINNIPEG 


VANCOUVER 
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Increase  your  YARDAGE-DECREASE  your  Costs 


Buy  Bucyrus  Shovels 

THEY  NEVER  FAIL  TO  DO  IT 


We  sell  all 
Bucyrus  Products 
Steam  Shovels 
Electric  Shovels 
Dragline 

Excavators 
Trench 

Excavators 
Wrecking  Cranes 
Unloading  Plows 
Dredges 
Pile  Drivers 

New  and 
Second-hand 
Contractors' 

Equipment 
of  all  kinds 


We  represent 
Western  Wheeled 

Scraper  Co. 
and  sell  all  their 
products 

Air  Dump  Cars 
Dump  Wagons 
Elevating 

Graders 
Scrapers,  Etc. 


Locomotives 
(all  kinds) 
Freight  Cars 
(all  kinds) 
New  and 

Second-hand 


WORKING  DIMENSIONS  BUCYRUS  REVOLVING  SHOVELS 


Capacity  of  Dipper   (level  full) 


14-B 

2/3  cu.  yd. 


Trac.  Cat. 

Dumping  Radius   21'-  6"  21'-  6" 

Height  of  Dump   11'- 2"  11'- 11" 

Maximum  Width  of  Level  Floor  .  ,  .  .  34'-  0"  34'-  0" 

Dig  Below  Wheels   3'- 2"       2'- 5" 

Width  of  Cut  at  8  Feet   47'-  0"  47'-  0" 

Height  Dipper  Will  Cut   16'- 6"  17'- 3" 


Trac. 


18- B 

T/&  cu.  yd. 


23 
11' 
37' 
3' 
51 
18' 


-5" 
-10" 
-0" 
-3" 
-0" 
-0" 


Cat. 
23'-  5" 
12'-  2" 
37'-  0" 
2'- 11" 
51'-  0" 
18'-  4" 


35- B 
lyi  cu.  yd. 


Trac. 
30'-  6" 
17'-  3" 
45'-  0" 

5'-  1" 
65'-  0" 
25'-  0" 


Cat. 
30'-  6" 
17'-  0" 
45'-  0" 
5'-  3" 
65'-  0" 
24'- 10" 


Mechanical  Shovels  built  by  BUCYRUS  COMPANY,  South  Milwaukee,  Wis.,  are  unsurpassed,  and  thous- 
ands of  contractors  are  ready  to  testify  that  in  WORKING  RANGE,  ECONOMY,  SIMPLICITY,  STRENGTH, 
MOBILITY  and  EFFICIENCY, 

BUCYRUS  SHOVELS  HAVE  NO  EQUAL. 

CATERPILLAR  TRACTION  helped  to  win  the  war.    Have  you  yet  used  it  to  help  you  win  profits?    Let  us 
show  you  how  it  can  be  done. 

Before  purchasing  a  shovel  write  to  us;  practical  shovel  experts  on  our  staff  will  gladly  place  before  you 
facts  and  figures  demonstrating  how  BUCYRUS  SHOVELS  cut  down  your  costs  and  increase  your  yardage 
without  equal. 


Canadian    Equipment     CO      Limited  Representatives  for  Eastern  Canada 

*    r  Bucyrus  Company,  south  Milwaukee,  Wis. 

285  Beaver  Hall  Hill       -       Montreal  Western  Wheeled  Scraper  Co.,  Aurora,  111. 

Branch  :    St.  Catharines,  Ont.  In  Eastern  Canada 
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The  following 
quarter  page, 

:d  index 

regulations  apply  to  all 
six  headings;  half  page, 

advertisers: — Eighth  page,  every  issue,  three  headings; 
twelve  headings;     full     page,    twenty-four  headings. 

Acetylene  Gas 

The  Prest-O-Lite  Co. 


Inc. 


Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Air  Washing  Plants 

Spray   Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoists 

Canadian  Ingersoll-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 

•    McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Conveyors 

Booker  &  McKechnie 

Ash  Hoists 

Canadian  Link-Belt  Co. 

Asphalt 

Asphalt  Association 
Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Beam  Spans 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Belting   (Transmission,  Elevator, 

Conveyor,  Rubber) 
Dunlop  Tire  &  Rubber  Goods  Co. 
Goodyear  Tire  &  Rubber  Goods 

Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 

Boilers 

Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Inglis  Company,  John 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Boiler  Inspection 
Trades  &  Labour  Branch  Dept., 
Public  Works 

Boxes — Junction 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Brass  Goods 

Duniop  Tire  &  Rubber  Goods  Co. 

Bricks 

Shultz  Bros.  Company 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 


Buckets 

Canadian  Link-Belt  Co. 
Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 

Buckets — Steel 

Brown  Hoisting  Machinery  Co. 
Canadian  Link-Belt  Co. 
McKinnon  Steel  Company 
Marsh  Engineering  Works,  Ltd. 

Building  Materials 
Robertson  Co.,  H.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cars— Steel  Body 

Marsh  Engineering  Works,  Ltd. 
Mackinnon  Steel  Co. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb  Engineering  Works 

Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
CenJent  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd.  '  " 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co..  Ltd. 

Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian   Ingersoll-Rand  Co. 

National  Equipment  Company 
Chains 

McKinnon  Columbus  Chain  Co. 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Booker  &  McKechnie 
Coa!  Handling  Apparatus 

Beatty  &  Sons,  M. 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-LIte  Co..  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co. 

St.  Clair  Bros. 
Concrete  Culvert  Pipe 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

American  Cement  Machine  Co. 

Hopkins  &  Co.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 

St.  Clair  Bros. 


Concrete  Sewer  Pipe 

Dominion  Concrete  Company 
Conduits 

Conduits    Company,  Limited 

Orpen  Conduit  Company 
Contractors 

Anglins  Limited 

Archibald  &  Holmes 

Gore,  Nasmith  &  Storrie 

Holmes  &  Co.,  Fred 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Miller  &  Son.  Roger 

Thomson  Bros. 
Contractors'  Plant  &  Supplies 

Hall  Engine  Company 

Beatty  &  Sons.  M. 

Boving  Hydraulic  &  Engineering 
Company 

Brown    Hoisting    &  Machinery 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Link  Belt  Co. 

Dake  Engineering  Works,  Ltd. 

Gartshore,  John  J. 

Hamilton  Bridge  Works  Co. 

Hepburn  Ltd.,  John  T. 

Manitoba  Bridge  &  Iron  Works 

Marsh  Engineering  Works,  Ltd. 

Sessenwein  Bros. 
Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 
Conveying  Appliances 

Brown  Hoisting  Machinery  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Corrugated  Iron 

Pedlar  People  Limited 
Corrugated  Roofing 

Asbestos    Mfg.  Company 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 
,'-  Canadian  Link-Belt  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 
■  Northern    Crane  Works 
Creosote  Oils 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Culverts 

Pedlar  Pteople  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil   Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 

Hepburn  Ltd.,  John  T. 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Marsh   Engineering   Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 
Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian   Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 
Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 


Dump  Cars,  Wheels,  etc. 

Gartshore,  John  J. 
Hopkins  &  Company,  F.  II. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 
Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario   Wind   Engine  &  Pump 

Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  Gener'al  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.  B. 

Elevators 

Northern  Crane  Works 
Turnbull  Elevator  Company 

Enameled  Brick 

American  Enameled  Brick  & 

Tile  Company 

Engines 

Canadian   Allis-Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co. 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Robb   Engineering  Works 

Waterous  Engine  Works  Co. 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthington,  W.  R. 
Excavators 

Ball  Engine  Company 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 
Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Heads 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co. 
Sheldon  Limited 

Fireproofing 

Asbestos  Mfg.  Company 

Fireproof  Doors  and  Windows 
Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Pedlar  People  Limited 
Roberson-Oleson  Limied 
Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Canadian  Welding  Works 
Dennis  Wire  &  Iron  Works  Co. 
McGregor  &  Mclntyre 

Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 

Fittings 

Crane  Limited  , 
Flag  Poles 

MacKinnon  Steel  Company 

Ontario  Wind   Engine  &  Pump 
Company 

McGregor  &  Mclntyre 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial  Oil  Company 
Sonneborn  Sons,  Inc.,  L. 

Forges 

Canadian  Blower  and  Forge  Co. 

Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 
(Continued  on  page  8) 
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TRENCH  MACHINE.  (26  ft.  dipper 
stick)  Digging  from  200  to  300  cu.  yards 
a  day  in  16  foot  trench  cut.  One  of  two 
Eries  owned  by  Miller  Bros.,  Youngstown, 

Ohio. 


in*  more  than  «w»  (aver. 
•Erie-  » 


RAILROAD   DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


What  you  can  do 
with  an  ERIE  ± 


The  different  kinds  of  work  shown 
by  these  photos  can  be  - handled  by 
every  Type-B  ERIE'Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  ERIE 
Steam  Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 


We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

Liuilders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


Revolving 
Shovels 


LOADING  MIXER,  when  the 
harvest  season  took  all  tne  labor.  Re- 
placed a  mixercrew  of  18men,  loading 
into  a  wood  hopper.  One  of  the  two 
Eries  owned  by  Hanlon  &  Okes, 
Minneapolis.  . 


PILE  DRIVING  equipment1 
breaking  up  concrete  so  that  the 
pieces  will  go  into  dump  wagons 
When  the  shovel  tore  up  the  concrete 
without  breaking,  the  pieces  were  too 
large.  One  of  two  Eries  owned  by 
Lennane  Bros.,  Detroit. 


QUARRY  WORK  is 
what  makes  the  strong- 
est boosters  for  the 
Erie,  because  she  is 
built  to  'stand  rock 
digging-  "Stronger 
construction  at  every 
point  of  wear  and 
strain."  Just  ask  the 
owners  of  this  Erie- 
Tarbox  &  McCall, 
Findlay,  Onio. 


lt  isn't  quite  as  smooth  », 
baUr°m?re  even  cutting  for 
sa^mnJ     Get  the  Erie's. 

RAILROAD  WORK,  loading 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgh. 


is*?*'*'.-.    «.••  W  'iX  A 
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Galvanized  Cornices 

Gait  Art'  Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario   Wind   Engine   &  Pump 

Company 
Osborn  Canada  Ltd.,  Samuel 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown    Hoisting    &  Machinery 
Company 

Gravel 

Sand  &  Supplies  Ltd. 

Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 

Hauling  Contractors 

Contractors   Transport  Co. 

Heating  Apparatus 

Dunham  Company,  C.  A. 

Canadian  Blower  and   Forge  Co. 

Modern   Heating  &  Engineering 
Company. 

Montreal  Machine  Shop,  Ltd. 
Heat  Insulating  Materials 

Armstrong   Cork  Company 
Heating  Systems  (Steam  Traps) 

Dunham  Company,  C.  A. 

Hoists,  Electric 
Canadian  Link-Belt  Co. 
Northern  Crane  Works 


Hoisting  Apparatus 
Heatty  &  Sons,  M. 
Brown  Hoisting  Machinery  Co. 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Marsh   Engineering  Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams   Machinery   Co.,   A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian    Allis-Chambei  s  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Dunlop  Tire  &  Rubber  Goods  Co 

Hydrants 
Canada  Iron  Foundries 
Kerr   Engine  Company 
Gartshore-Thompson  Pipe  Co. 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Hopkins   &   Company,   F.  II. 
McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 

Laboratories 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Company 

Insulation  (Asbestos) 
Asbestos  Mfg.  Company 

Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 
Spielman    Agencies  Regd. 
Standard  Underground  Cable  Co 
of  Canada  Limited 

Insulating  Bricks 

Armstrong  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton    Bridge   Works  Co.. 

Northern   Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 

Hamilton  Birdge  Works  Co. 

Kilns 

Canadian  Blower  and  Forge  Co. 
McKinnon  Steel  Company 

Lead  Pencils 

American   Lead   Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Linabestos  Wallboard 

Asbestos  Mfg.  Company 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Hall  Engine  Company 

Brown    Hoisting    &  Machinery 

Company 
Lumber  (Asbestos) 

Asbestos  Mfg.  Company 
Machinery  Insulation 

Armstrong  Cork  Company 
Metal  Lath 

Canadian  Metal  Window  Co. 

Pedlar  People  Limited 

Trussed  Concrete  Co.,  Ltd. 
Metallic  Roofing 

Pedlar  People  Limited 
Motors 

Canadian  General  Electric  Co. 

Motor  Trucks 

Ford  Motor  Company 

Nozzles 

Spray  Engineering  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 


Hamilton  Bridge  Worki  Co. 
Imperial  Oil  Company,  Ltd. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 

Ornamental  Iron 
Canadian  Welding  Works 
Dennis  Wire  Iron  Work*  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Packing 

Dunlop  Tire  &  Rubber  Goods  Co. 
Paint  (Heated  Surfaces) 
Ric-Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Company,  F.  H. 
Spielman   Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett   Company,  Ltd. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons  Inc.,  L. 
Spielman  Agencies  Regd. 
Trussed  Concrete  Steel  Co  ,  Ltd 

Paint  Spraying  Equipment 
Spray  Engineering  Co. 

Park  Sprinklers 

Spray   Engineering  Co. 

Paving  and  Paving  Materials 
Asphalt  &  Supply  Company 
Barrett  Company,  Limited 
Carey  Company,  Philip 
Dominion  Tar  &  Chemical  Co. 
Imperial   Oil   Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Pipe   (Concrete,   Iron   &  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thompson  Pipe  Co. 
National  Iron  Works 

(Continued  on  page  10) 


Stop — Read — and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

jj  If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

11  If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral— Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 


Marsh  Engineering  Works,  Limited,  E'trS!iShed  Belleville,  Ontario 

Sales  Agents:  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 


February  18,  1920 


THE  CONTRACT  RECORD 


9 


A  fire  department  you  never  heard  of 


No 

No 


HERE  it  is  — posing  for  its  picture, 
clanging  bells  or  shrieking  sirens, 
red  lined  coats.   Nothing  spectacular. 

Just  a  (i\v  skilled  workmen  —  yet  these  men 
sa^e  the  ladder  and  the  engine  crews  many  a 
trip  by  making  roofs  fire-safe  with  Asbestos. 
For  the  time  to  put  out  fires  is  before  they 
start.  And  there  is  no  better  way  to  prevent 
roof  communicated  fires  than  by  covering  roofs 
with  Asbestos. 

Moreover,  it  is  not  only  through  fire  protec- 
tion that  Asbestos  makes  roofs  safe,  but  also 
through  weatherproof  durability.  In  fact,  As- 
bestos seems  ordained  by  nature  to  be  roofing 
material.    This  wonderful  fibrous  mineral  is 


not  only  absolutely  fire-proof,  but  in  roofing 
form,  it  is  immune  to  the  disintegrating  effects 
of  sun,  snow,  hcil,  ice,  rain,  smoke  and  acid 
fumes. 

On  the  big  Hat  roofs  of  industrial  plants  and 
other  buildings  you  will  find  Johns -Manville 
roofers  applying  permanent  fire  prevention 
with  Johns-Manville  Asbestos  Roofing.* 

And  on  thousands  of  smaller  buildings  the 
owners  themselves,  or  their  employees,  are 
doing  the  same.  For  the  many  different  types 
of  Johns  -  Manville  Asbestos  Roofing  give 
everyone  the  opportunity  to  protect  what  is 
ordinarily  the  most  defenseless  part  of  his 
building — the  roof — with  one  of  these  roofings. 


Through  — 


CANADIAN  JOHNS-MANVILLE  CO.,  LIMITED 

Montreal       Toronto       Vancouver  Winnipeg 
Hamilton        London  Ottawa 

*/n  sixty-three  cities  throughout  the  United  States  and  Canada  Ihzrc 
are  Johns-Manville  Branches,  which  have  crews  of  expert  roofers  con- 
stantly employed  in  laying  Johns-Manville  Asbestos  Roofing  cn  large 
roof  areas. 

And  for  the  thousand  and  one  types  of  modern  buildings  — including 
duellings— Johns-Manville  Asbestos  Ready  Roofings  and  Shingles  are 
handled  by  dealer}  and  dealer-contractors  everywhere. 


Asbestos  Roll  Roofing,  Johns-Man- 
ville Standard  and  Colorblende  Asbeslos 
Shingles,  Johns-Manville  Asbeslos  Ready 
Roofing,  Johns-Manville  Corrugated  As- 
bestos Roofing,  Johns-Manville  Buill-Up 
Asbeslos  Roofings. 

Johns-Manville  Asbestos  Roofings  are 
approved  by  the  Underwriters'  Labora- 
tories, Inc. 

All  Johns-Manville  Asbestos  Roofing 
is  bached  by  Johns-Manville  Service  and 
Responsibility.  Through  our  Roofing 
Registration  Service  we  are  able  to  keep 
in  touch  with  Johns-Manville  Roofing  in 
Service.  This  is  your  assurance  that  it  will 
give  the  service  claimed  for  it. 


Asbestos 

and  its  allied  products 
INSULATION 

that  ktfpi  tht  htat  *hct  if  bttongl 
CEMENTS 
that  matt  boiler  walU  Ink  proof 
ROOFINGS 
lf>al  <ut  do+n  fite  mil 
PACKINGS 
lhal  u>/  pomtr  »< 

LININGS 

thai  makekrakfi  taft 


FIRE 
PREVENTION 
PRODUCTS 


ohns-Manville 

Serves  in  Conservation 
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CLASSIFIED  INDEX  TO  ADVERTISEMENTS— Continued 


Pipe  Covering  (Underground) 

Ric-Wil  Company 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals  • 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Magnesia,  Asbestos, 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb  Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Waterous  Engine  Works  Co. 

Road  Material  . 

Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement  , 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Asbestos  Mfg..  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 
Pedlar   People  Limited 

Rubber  Goods 

Barrett  Company,  Limited 

Road  Oil 

Imperial  Oil  Company,  Ltd. 

Pneumatic  Machinery 

Canadian   Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 

Goldie  &  McCulloch  Co. 

Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Ontario   Wind   Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian   Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Rails 

Sesenwein  Bros. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  J. 
Hopkins  &  Company,  F.  H. 


Reinforcements,  Concrete  and  Stee! 

Haines  &  David  Ltd. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 

Company 

Rigging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 


Sash 

Trussed  Concrete  Steel  Co. 
Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 

Sheeting 

Barrett   Company,  Limited 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  Co. 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylnty're 

Sills  and  Cornices 
Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Roberton-Olsen  Limited 
Robertson  Co.,  H.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Slates 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Pedlar  People  Limited 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 

Steel 

Burlington  Steel  Company 
Hopkins  &  Company.  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Steel  &  Coal  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Iturlington   Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art  Metal  Company 


Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 
Page-Hersey  Iron,  Tube  &  Lead 
Company 


Steel  Plate  Construction 

Hamilton   Bridge  Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh   Engineering  Works,  Ltd. 
Waterous  Engine  Works,  Co. 


Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &   Radiation,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd 


Transformers 

Canadian  General  Eelectric  Co. 


Turnbuckles 

Dominion  Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Gartshore-Thompson  Pipe  Co. 
McAvity  &  Sons,  Ltd. 


Ventilators 
Robertson  Co. 


Ik- 


Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario   Wind   Engine    &  Pump 

Company 
Robb   Engineering  Works 
Waterous  Engine  Works  Co.  , 
Williams  Machinery  Co..  A.  R. 

Tar 

Dominion  Tar  &  Chemical  Co. 


Testing  an<t  Inspecting  Bureau 
Hunt  &  Company,  Root.  W. 
Milton  Hersey  Company 


Tile  Moulds 

London  Concrete  Machinery  t»o 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 


II.  II. 


Ventilating    &    Heating  Apparatus 

Canadian  Blower  and  Forge  Co. 

Varnishes — Insulating 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wall  Ties 

Gait  Art  Metal  Company 

Wallboard  (Asbestos,  Linabestos) 

Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 

Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 


Well  Drilling  Plants 
American  Well  Works 
Ontario   Wind   Engine   &  Pump 

Company 


Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 


Wood  Pipe 
.  Canadian  Pipe  Company 
'  Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver  Wood   Pipe  &  Tank 
Company 


Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 

Company 
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"Perfect  Protection" 

afforded 

All  Structural  Materials 

either  of  Wood  or  Metal — by  the  use  of 

"Ferrodor"  Paint 

"You  Can  Trust  Griffiths'  Products" 

When  other  paints  have  perished  and  washed  off,  blistered,  cracked  or  in  any  way  failed  to  stand 
up  under  all  conditions,  "Ferrodor"  will  remain  firm  and  sound,  looking  nearly  as  well  as  the  day  it 
was  applied.  That  is  why  it  is  more  economical  than  any  other  paint.  That  is  why  it  has  been 
chosen  by  the  War  Office,  the  British  Admiralty  and  hundreds  of  engineers  and  builders  all  over  the 
world. 

"Ferrodor"  will  give  your  work  an  enduring  reputation  for  resistance  to  weather  and  elements  no 
matter  of  what  material  or  under  what  conditions. 

Made  in  London,  England,  by  Griffiths  Bros.  &  Company 

(Contractors  to  H.  M.  Imperial  and  Overseas  Governments) 

STOCKED  BY 

SPIELMAN  AGENCIES  (Regd.)  SftftSSiSr  Montreal 


DUNDAS  STONE 


Crushed  Stone 

Dundas  Crushed  Stone  has  the  big  advantage  of  being  a  tried 
and  proven  material.  In  miles  of  roadway  throughout  the  province 
Dundas  Stone  is  making  good.  We  can  give  you  much  valuable 
information  in  this  connection,  if  you  are  interested  in  good  roads. 

Write  to-day 

Canada  Crushed  Stone  Corporation,  Limited 

DUNDAS,  -  -  ONTARIO 

Toronto  Office:  Room  409  McKinnon  Bldg.,  Toronto 

Phone  Adelaide  5784 
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Robertson  Process  Metal 

What  It  Is  and  How  It  Has  Served  Industry 


Robertson  Process  Metal  is  an  Asphalt  - 
Asbestos  -  Waterproofing  -  PROTECTED 
METAL  that  will  withstand  not  only  the  most 
severe  weather  conditions  but  exposure  to 
smokes,  gases  and  fumes. 

It  is  made  in  corrugated  sheets,  flat  sheets 
and  other  shapes  and  bars,  for  use  in  roofing, 
siding,  bridge-caps,  gutters,  downspouts  and 
general  building  trim'as  well  as  in  the  Robertson 
Ventilator  and  the  supporting  bars,  gutter  and 
cap  of  Robertson  Skylight. 

Long  life  and  stamina  under  the  most  severe 
condition  gives  Robertson  Process  Metal  its 
great  economy.  It  saves  its  cost  in  paint  and 
repairs.  It  gives  protection  both  within  and 
without  the  plant. 

A  sample  showing  the  Robertson  Process  will 
convince  you  of  these  facts.  Write  today  for 
technical  bulletin  and  sample. 

H.  H.  ROBERTSON   COMPANY,  Limited 
Sarnia,  Ontario 
Branch  Offices:    Toronto,  Montreal,  Vancouver 


ROBERTSON 
.  PROCESS 

BUILDING  PRODUCTS  &  HIGHWAY  MATERIALS 
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The  Hand  That  Rocks  the  Cradle  Goes  "Jackhamering" 


This  photo,  taken  in  the  Buxton  Lime  Work's  quarries  in 
England,  during  the  war,  brings  to  mind  the  noble  way  in 
which  the  women  of  the  old  land  responded  to  the  call  when 
their  men  folks  marched  off  to  Flanders  Fields,  and  at  the 
same  time  lends  emphasis  to  the  oft  repeated  phrase,  "  as 
easy  to  run  as  a  'Jackhamer.'  " 

"Jackhamers"  are  light  in  weight,  simple  in  construction,  and 
so  well  balanced  and  easily  controlled  that  women  can  run 
them  without  trouble  or  physical  strain. 

Portable  to  the  highest  degree,  "Jackhamers"  lose  no  time 
before  or  while  at  work,  cost  little  to  buy,  little  to  maintain 
and  little  to  run,  and  concentrate  all  of  their  energy  on  the 
drilling  of  rock  speedily  and  efficiently. 


"Jackhamers"  are  made  in  several  sizes 
for  wet  and  dry  drilling.  Descriptive 
bulletins    will    be    sent    on  request. 


CANADIAN  INGERSOLL-RAND  CO.,  LIMITED 

Sydney,  N.  S.  Sherbrooke,  Que.  Montreal,  Que.  Toronto,  Ont. 
Cobalt,  Ont.     Winnipeg,  Man.      Nelson,  B.  C.      Vancouver,  B.C. 
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B 


TORONTO 

IRON  AND  STEEL  MERCHANTS 

Bars,  Angles,  Channels,  Beams,  Shafting,  Screw 
Stock,  Cold  Drawn  Flats,  Squares,  Hexagons,  Black 
and  Galvanized  Sheets,  Plates,  Box  Strapping, 
Bolts,  Nuts,  Washers       Wire  Rope       Guy  Wire 


Mode 


REINFORCING  STEEL 


EXPANDED  METAL 


foi 


|uipim  nl  foi  Li  idinj  l 
.  i         *  ■     potent    rn  in 

OFFICE 

98  Esplanade 


STEEL  YARD 

Eastern  Harbor  Terminals 


0 

Robb  Power  Plants 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 

Montreal  Office — Phone  Westmount  6800  Toronto  Office — 20  Victoria  Street 
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BROWNHOIST 


Products  include  : 

Locomotive  Cranes 
Grab  Buckets 
Drag-Line  Buckets 
Electric  Hoists 
Tramrails  &  Trolleys 
Overhead  Tr.  Cranes 
Pillar  &  Jib  Cranes 
Heavy  Dock  Machinery 
Suspended  Concrete  Bins 

Write  for  Catalogs 


Even  lump  limestone  is  handled  rapidly 

This  Brownhoist  locomotive  crane  loads  large  lump 
limestone  from  storage  into  the  railroad  cars  for 
shipment.  The  stone  is  received  in  large  lumps,  is  very 

hard  and  therefore,  very  difficult  to  handle.  But  the  Brownhoist 
crane  with  Brownhoist  bucket  loads  many  50  ton  cars  each  day 
and  quickly  cuts  its  way  into  the  pile  containing  thousands  of 
tons. 

Work  on  such  a  large  scale  would  be  impossible  if 
handled  by  hand.  But  the  Brownhoist  with  only  one 
operator  and  a  ground  man  not  only  does  the  loading 

but  will  switch  the  cars  as  well.  This  means  that  the  cars  can 
be  moved  whenever  necessary,  and  without  the  use  of  a  switch- 
ing engine.  Any  way  you  consider  it,  the  Brownhoist  not  only 
does  the  work  better ;  it  does  it  faster  and  much  more  economic- 
ally as  well. 

If  your  handling  costs  are  too  high,  write  for  Cata- 
log K,  which  shows  Brownhoist  locomotive  cranes  at 
many  different  kinds  of  work.  It  may  give  you  an  idea 

as  to  how  best  to  solve  your  own  handling  problem. 


The  Brown  Hoisting  Machinery  Company 

40  Years  in  Crane  Business  Cleveland,  Ohio,  U.  S.  A. 

Engineers  and  Manufacturers  of  Heavy  Dock  Machinery  Branch  Offices  in  New  York,  Pittsburgh,  Chicago  and  San  Francisco 

Bridge  Cranes,  etc.,  as  well  as  Smaller  Cranes  and  Hoists.  European  Rep.,  H.  E.  Hayes,  12  Rue  de  Phalsbourg,  Paris 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation   00 

American  Enameled  Brick  and  Tile 

Company   19 

American  Lead  Pencil  Company  . . 

American  Well  Works    65 

Anglin-Norcross  Limited   72 

Armstrong  Cork  Company    04 

Asbestos   Manufacturing  Company. 

Asphalt  Association,  The  

Asphalt  and  Supply  Co  

Ault  &  Wiborg  Co   04 

Auto  Road  Construction  Co   21 


Baines  &  David   14 

Ball  Engine  Company   7 

Barber,  Frank  ...   72 

Barrett  Company   57 

Bates  &  Innes   09 

Booker  &  McKechnie    65 

Boving    Hydraulic    &  Engineering 

Company   07 

Brantford  Roofing  Company  

Britnell  Company,  Limited    73 

Brodies,  Limited  

Brown  Hoisting  Machinery  Co.  ...  IS 

Burlington  Steel  Company    55 


Canada  Cement  Company    20 

•  Canada  Crushed  Stone  Corporation.  11 

Canada  Iron  Foundries,  Limited   ..  70. 

Canada  Wire  &  Cable  Co   09 

Canada  Wire  and   Iron   Goods  Co.  07 

Canadian  Allis-Chalmers   22 

Canadian  Blower  and  Forge  Co.  .  .  .  00 
Canadian  Chicago  Bridge  and  Iron 

Company     07 

Canadian  Des  Moines  Steel  Co.  ...  03 
Canadian   Engineering  &  Contract- 
ing Company  

Canadian  Equipment  Co   5 

Canadian  General  Electric    22 

Canadian  Ingersoll-Rand  Co   13 

Canadian     Inspection    and  Testing 

Laboratories    72 

Canadian  Johns-Manville  .  .   ...   ...  9 

Canadian  Link-Belt  Co  

Canadian  Metal  Window  Co   2 

Canadian  Pipe  Company,  Ltd  

Canadian  Steel  Foundries   74 

Canadian   Surety  Company    50 

Canadian  Welding  Works    19 

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co.  . . 

Chipman  and   Power,   Ltd   72 

Colwell  Sand  and  Gravel  Co.  ...  ... 

Conduits  Company,  Limited    04 

Consumers  Gas  Company  

Contractors  Transport   Co   71 

Cook,  A.  D   60 

Concrete  Pipe  &  Products  Co.   ...  72 

Crane  Limited    71 

Crushed  Stone,  Limited   73 

Dakc  Engine  Company    73 

Dennis  Wire  and  Iron  Company  ...  07 


Dept.  of  Public  Works  

Dominion  Concrete  Company   21 

Dominion  Engineering  and  Inspec- 
tion Company   72 

Dominion  Paint  Works  

Dominion  Tar  &  Chemical  Co   59 

Dominion  Wire  Rope  Co   70 

Dunham   Company,  C.  A  

Dunlop  Tire  &  Rubber  Goods  Co. 

Engineering  &   Machine  Works  of 
Canada,  Limited  

Ford  Motor  Company   

Foyle,  W.  &  G  t   56 

Frost  Steel  &  Wire  Co   07 

Gait  Art  Metal  Company   02 

Gartshore,  John  J   04 

Gartshore-Thompson  Pipe  &  Foun- 
dry Company   i . .  01 

Gent  Company   72 

Goldie  .&  McCulloch  Co  

Goodyear  Tire  &  Rubber  Co  

Gore,  Nasmith  &  Storrie   72 

Gray  Construction  Co.,  John  V.  ...  ' 

Hamilton  Bridge  Works  Co  

Hamilton  Co.,  Wm  

Hepburn,  John  T   62 

Holmes  &  Sons,  Fred    72 

Hopkins  &  Company,  F.  H   70 

Hunt  &  Company,  Robert  W   72 

Hynes,  W.  J   65 

Ideal  Concrete  Machinery  Co  

Imperial  Oil  Limited   18 

Inglis   Company,  John    53 

Jaeger  Machine  Company   59 

James  &  Company.  E.  A   72 

Jamieson  Lime  Company   04 

Johnston  &  Sons,  C.  H   24 


Morris  Crane  &  Hoist  Co.,  Herbert  73 

Morrison  &  Co.,  T.  A   76 

Mussens  Limited   01 


Kerr  Engine  Company,  Ltd. 


66 


Lea,  R.  S.  &  W.  S.  ...    72 

London  Concrete  Machinery  Co.  .  .  3 
London  &  Lancashire  Guarantee  & 

Accident  Company   56 

MacKinnon  Steel  Co  

MacLean  Daily  Reports   56 

Manitoba  Bridge  &  Iron  Company 

Maritime  Bridge  Works  Co   71 

Marsh  Engineering  Works    8 

McAllister  &  Taylor   72 

McAvity  &  Sons,  T  

McGovern,  T.  J   71 

McGregor  &  Mclntyre    71 

McKinnon  Columbus  Chain  Co.  ...  07 

Metal  Shingle  &  Siding  Co.  

Miller  &  Sons,  Roger  

Milton  Hersey  Company   72 

Montreal  Machine  Shop    58 


National  Conduit  Company   . . . 

National  Equipment  Co  

National   Iron   Corporation    .  .  . 

Northern  Electric  Co  

Northern   Crane   Works,  Ltd. 
Nova  Scotia  Steel  and  Coal  Co. 


74 
1 

03 


Ormsby  Company,  Ltd.,  A.   B.  ... 

Ontario  Wind  Engine  and  Pump  Co.  03 

Osborn  Canada  Ltd.,  Samuel   4 

Owen  Bucket  Company   61 

Pacific  Coast  Pipe  Company   03 

Pannill  Door  Company   63 

Pedlar  People   

Pratt  &  Letchworth   74 

Prest-O-Lite  Company   

Port  Credit  Brick  Co  

Reid  &  Brown  Structural  Steel  and 

Iron  Company  ■   72 

Ric-wiL  Company   

Robb  Engineering  Works   14 

Robertson  Co.,  H.  H   12 

Roberton-Olsen,  Ltd.  

Scully,  A.  A   58 

Sessenwein  Bros  

Sbinn  Mfg.  Company    65 

Sonneborn  Sons  L.,  Inc   75 

Spielman  Agencies    11 

Spray  Engineering  Company  

Standard  Motor  Sales   23 

Standard  Steel  Construction  Co.  ...  73 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   71 

Steel  &  Radiation   73 

Sterling  Engine  Company   60 

St.  Clair  Bros   19 

Thompson  Bros   72 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 
Toronto  Steel  Construction  Co.  ...  58 

Toronto  Testing  Laboratory   72 

Trades   &  Labor  Branch,   Dept.  of 

Public  Works  

Turnbull  Elevator  Company  

United  States  Fidelity  &  Guaranty 
Company  .  .  t    56 

Vancouver  WTood    Pipe    and  Tank 

Company   63 

Vitrified  Clay  Pipe  Co  

Waterous  Engine  Works  Company  17 

Wells  &  Gray  

Wettlaufer  Bros   24 

Williams  Machinery  Co.,  Ltd.,  A.  R.  69 

Wood  Mosaic  Company   . .  61 

Worthington,  W.  R   72 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 


February  18,  l'J20 
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ROAD 
SCARIFIER 


These  cuts  show  Buffalo- 
Springfield  patented  pressure 
Scarifier,  which  we  manufac- 
ture under  rights  for  Canada. 

This  Scarifier  is  far  superior 
to  all  other  styles  in  use,  and 
is  indispensable  for  road  main- 
tenance. 

Always  ready  for  use,  being 
permanently  attached  to  roller. 

Scarifies,  at  regular  travell- 
ing speed,  a  width  of  approxi- 
mately 6  feet.  Width  and 
depth  of  cut  varied  to  suit 
conditions. 

Economical  to  operate,  one 
man  handles  roller  and  scari- 
fier. 

Instantly  controlled  by 
operation  of  one  valve. 


Raises  automatically  on  striking 
hidden  obstacle. 

Separate  arms  for  each  digging 
tool  prevents  clogging  of  material 
ahead  of  tooth  bars. 

Steam  pressure  cylinder  with 
long  stroke  gives  sufficient  force 
for  tearing  up  hard  stone  roads 
and  maintains  uniformity  in  cutting 
depth  on  uneven  surfaces. 

Scarifier  built  to  fit  Waterous 
Rollers. 

Send  for  cuts  and  circulars  if 
you  are  interested. 


BRANTFORD,  ONTARIO.CANADA 
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Every  Ounce  of  Energy 


AMONG  the  most  important  factors  in  keeping  production  up 
and  operation  costs  down  is  the  efficient  transmission  and 
utilization  of  every  ounce  of  energy  developed  by  power- 
generating  machinery.    A  high  friction  load  means  a  corresponding 
reduction  in  the  power  available. 

The  burden  of  this  rests  entirely  on  the  correct  lubrication  of 
every  machine,  axle,  pulley  and  shaft.  Nothing  but  scientific  lubri- 
cation throughout  your  entire  mechanical  equipment  will  enable  it  to 
contribute  its  full  quota  to  the  success  of  your  business. 

Imperial  Lubricants  are  specially  designed  for  each  type  of 
machine  under  actual  service  conditions.  Their  use  will  bring  in- 
creased income  through  greater  production,  and  reduced  expenses 
through  smaller  depreciation  of  machinery. 

Imperial  Lubricants  are  prepared  with  infinite  care.  Each  one 
has  real  merit  as  its  recommendation.  There  is  the  proper  lubricant 
for  every  individual  part  of  your  machinery.  They  are  Canadian 
made,  and  their  high,  uniform  quality  is  assured  by  the  use  of  only 
the  finest  crudes. 

Imperial  Lubrication  Engineers  will  be  glad  to  consult  with 
your  own  engineer  or  mechanical  superintendent  in  deciding  the 
proper  lubrication  of  your  machinery.  The  benefit  of  their  know- 
ledge and  experience  is  yours  without  charge  or  obligation. 


Lubricants 

For  Manufacturing, 
Mining  and  Milling 

Cylinder  oils 

Imperial  Valve  Oil 
Imperial  Cylinder  Oil 
Imperial  Capitol  Cylinder  Oil 
Imperial  Beaver  Cylinder  Oil 
Imperial  20th  Century  Cylin- 
der Oil 

Engine  Oils 

Imperial  Kearsarge  Engine  Oil 
Imperial  Solar  Red  Engine  Oil 
Imperial  Atlantic  Red  Engine 
Oil 

Imperial  Junior  Red  Engine 
Oil 

Imperial  Bayonne  Engine  Oil 
Imperial  Renown  Engine  and 

Dynamo  Oil 
Imperial  Standard  Gas  Engine 

O  1 

Imperial  Ario  Compressor  Oil 


Write  us  at  56  Church  Street,  Toronto,  or  at  any  of  our 
branches   for   appointment   or   lubrication  information. 


IMPERIAL  OIL  LIMITED 

L Power  \  Heat  *  Light  *  Lubrication  j 
BRANCHES  IN  ALL  CITIES 


February  18,  1920 
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American  Enameled 
Brick  for  Exterior  Use 

A  pure  white  brick  or  one  of  the 
mottled  effects,  Grey,  Brown  or 
Black. 

What  could  be  more  striking  than 
Enameled  Brick  for  the  exterior  of 
a  building? 

Be  different— let  that  new  struc- 
ture or  exterior  alteration  be  a  land- 
mark in  the  neighborhood. 

Millions  of  our  brick  furnished  for 
exterior  purposes  in  the  United 
States  and  Canada. 

See  Sweets  Catalogue,  U.S.A. 
or 

Specification  Data — Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and   Fire  Brick, 

52  Vanderbilt  Ave.,  New  York  City. 

Representatives  in  all  principal  Canadian  Cities. 


A  TIME  SAVER 

THE  "CANWELD"  CONCRETE  BUGGY 

Adequate  methods  of  carrying  cement  from  the  mixer  to  the  job 
means  the  saving  of  much  time.  The  Canweld  concrete  buggy  is 
doing  this  wherever  used.  Made  of  wrought  iron  and  steel 
throughout,   ensuring  the  greatest  durability  and  service. 

Write  to-day  for  further  particulars. 


Canadian  Welding  Works  Limited 

Architectural  Iron  Works. 
Steel  Tank  Manufacturers.  Welding  Engineers. 

134  Queen  Street,  Montreal. 


Where  Little  Things  Are  Big. 


A  TIP  FOR  CONTRACTORS 


Think  what  this 
cart  can  do. 
Inadequate  methods 
of  carrying  concrete 
from  the  mixer  to 
the  job,  causes  un- 
necessary labor,  ex- 
tra expense,  and  a 
great  loss  of  time. 

These  carts  are  pay- 
ing for  themselves 
on  every  job  they 
are  put  on. 


THE  ST.  CLAIR  CONCRETE  CART 


Manufactured  in  Canada  by  St.  Clair  Bros. 


The  only  cart  man- 
ufactured  which 
dumps  the  load  by 
merely  releasing  a 
clip  on  the  side  of 
the  bowl. 

Bowl  turns  '  over, 
legs  and  frame  re- 
maining stationary. 

Does  away  with 
the  dissatisfaction  of 
having  to  tip  load 
out  of  cart  by  main 
force. 


ST.  CLAIR  BROS. 


Gait,  Ont.,  Canada 
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SHEEHY  &  SONS,  PETERBORO.  Contractors,  T.  HARRY  JONES,  City  Engineer 


ICANADA  CEMENT! 

CONCRETE 

Jr.oR  pcrmanenceI 


CONCRETE— 

A  SATISFACTORY  PAVEMENT  for  CITY  STREETS 


BRANTFORD,    Ontario,    with  approxi- 
mately   100,000  square   yards   of  Con- 
crete Paving,  some  of  it  ten  years  old, 
has  had  enough'  experience  to  be  able  to  en- 
dorse this  type  as  satisfactory  for  City  Streets. 

The  illustrations  show  streets  paved  with 
Concrete  in  1919 — in  the  lower  picture,  West 
Street,  with  the  Alexander  Graham  Bell  Me- 
morial in  the  centre  background — in  the  small- 
er picture  inset,  Park  Avenue. 

For  these  two  streets,  Concrete  was  select- 
ed, because  the  people  of  Brantford  have  ob- 
tained from   Concrete  pavements  previously 


laid,  that  satisfaction  which  warrants  them  in 
regarding  it  as  a  satisfactory  pavement. 

They  have  found  that  extremes  of  heat  and 
cold  and  the  natural  wear  of  traffic  have  no 
appreciable  effect  on  Concrete.  They  appreci- 
ate the  importance  of  its  hard  non-absorbent 
surface — so  even  and  so  true  that  it  is  econ- 
omically kept  in  a  clean  and  sanitary  condi- 
tion. They  know  it  to  be  a  Safety  First  pave- 
ment, offering  a  sure  foothold  for  horses  and 
preventing  the  skidding  of  motor  cars.  In 
short,  they  are  proving  the  truth  of  our  claim 
that  Concrete  gives  the  greatest  return  for  the 
money  invested. 


CANADA  CEMENT  COMPANY  LIMITED 

5  Herald  Building  MONTREAL 

Sales  Offices  at  Montreal  Toronto  Winnipeg  Calgary 


February  18,  !lJ:io 


THE  CONTRACT  RECORD 


31 


WILLITE 


"  BEFORE " 


"  AFTER " 


PERMANENT 


Facing  the  Upper  Steel  Arch  Bridge  at  Niagara  Falls,  Canada.  . 

A  remarkable  change  in  the  surface  of  an  old  macadam  road  on  one  of  the  main  streets  of  Niagara  Falls,  Ontario.  This  road  re- 
presents the  start  of  laying  permanent  pavements  in  this  city,  where  four  miles  of  streets  were  paved  in  1919  and  many  miles  of 
Willite  are  to  be  laid  in  1920.  Willite  was  specified  after  careful  investigation.  Engineers  found  that  Willite  did  not  crack  or 
soften,  weaken  or  become  brittle.  It  was  shown  to  be  economical  to  build  and  proven  to  need  little  attention  after  laying.  Its 
great  enduring  powers  make  it  the  best  material  for  the  job.  Exclusive  territory  with  rights  to  lay  Willite  can  be  had  through 
the  Canadian  Company.     Now  is  the  time  to  organize  Willite  Companies.    Write  for  particulars. 

i$*ty$M*dj  Qmdrudwn  (o:  ^'miied. 

LICENSEE 

20  ERIE  AVENUE,   NIAGARA  FALLS,  ONTARIO 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

imr  (LARGE  STOCK  ON  HAND) 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 


KEMPTVILLE 


ONTARIO 


'J"  H  E  CON  T  K  ACT  RECORD 
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Contractors'  Equipment  in  Stock 


Lidgerwood 
Hoisting 
Engines 


Concrete  Mixers 


Pile  Hammers 


CANADIAN  ALLIS-GHALMERS 


Head  Office, 


Toronto 


LIMITED 


Branch  Offices:   Montreal,  Quebec,  Halifax,  Sydney,  St.  John,  Ottawa,  Hamilton,   London,   Windsor,   Cobalt,   South   Porcupine,  Winnipeg, 

Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 


February  18,  1920 
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Saving  Money 

Contractors 


Standard  5  ton — Equipped  with  Woods  Hoist  and  steel  body 


Standard  Motor  Trucks  have  remark- 
ably long  lives.  The  first  Standard  built 
has  been  in  operation  over  ten  years. 
Day  after  day,  week  after  week  and 
month  after  month,  Standards  are 
meeting  unreasonable  requirements,  and 
stay  Standard. 


STANDARD  UNITS 

CONTINENTAL  Motors 
SPICER  Universal  Joints 
GEM  MER  Steering  Gears 
PERFECTION  Springs 
EISEM ANN  Ignition 
LONG  Radiators 
Tl  MK  EN- DETROIT  Axles 

and  Bearings 
BROWN-LI  PE  Clutch  and 

Transmission 


STANDARD  MOTOR  SALES,  lT^21 
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DO  YOU  REALIZE 

what  a  great  saving  in  labor  and  money  our  HEART- 
SHAPE  MIXER  will  make  for  you  over  hand  labor  in  the 
mixing  of  your  concrete?    We  have  the  mixers  in 
all  sizes  and  styles  for  any  class  of  work. 


Over 
5,000 
in  use. 


Made  in  Canada 


Write  for  our 
Special  Offers 


Famous  Heart  Snap:  Mixer 


Concrete  Machinery 

Crushers,  Rolls,  Brick,  Block, 
Tile,    Sewer    Pipe  Machines, 
Screens,  etc.    Contractors'  and 
Builders'  Equipment. 

We  make  a  specialty  of  supply- 
ing complete  plants  (or  the 
manufacture  of  Brick,  Block, 
Drain  Tile,  Sewer  Pipe,  Cement 
Products,  etc. 


Famous  No.  0  Power  Mixer 


WETTLAUFER  BROS.  Ltd.,  1 78  Spadina  Ave.  Joronto,  Ont. 


No    6  Brick  Machine 


lllllllllllllllllllllllllllllllllllliillllllllH 


llllllllllllllllllllllllllllllllllllllllllllllllllll^ 


Wire  Guards 

for  Windows  and  Skylights 

Wire  Partitions 
Wire  Screens 


for  Sand  and  Gravel 


Wire  Work 


of  all  kinds 


C.  H.  Johnson  &  Sons,  Ltd 

Wire  Works :  St.  Henry,  Montreal 
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Architects  to  Urge  Use  of  Canadian 
Building  Materials 

SOME  of  the  leading  officials  of  the  Ontario  Asso- 
ciation of  Architects  have  been  taking  up  the 
question  of  developing  Canadian  resources  and 
employing  domestic  materials  for  construction 
purposes.  In  this  connection,  the  president  of  the  as- 
sociation, Mr.  Herbert  E.  Moore,  has  addressed  a  let- 
ter to  the  members  of  the  O.  A.  A.,  asking  for  indivi- 
dual opinions  on  the  matter.  As  the  letter  speaks  for 
itself,  it  is  printed  herewith  in  full. 

"During  the  war  there  was  considerable  comment 
and  discussion  amongst  architects  concerning  the  use 
of  imported  materials  and  the  employing  of  profes- 
sional talent  from  the  United  States,  in  the  erection 
of  some  of  our  principal  buildings.  Since  that  time,  a 
great  deal  has  happened  to  further  accentuate  condi- 
tions, namely : — 

"1.  Rate  of  currency  exchange  with  the  United 
States,  which  shows  at  the  present  time  something  like 
12  per  cent,  against  our  money. 

"2.  Various  warnings  by  our  educational  authori- 


ties urging  the  utilization  of  Canadian  brains  as  well 
as  Canadian  material  resources. 

"3.  The  effort  of  the*  Association  of  Canadian  Buil- 
ding and  Construction  Industries  to  ensure  the  use  of 
Canadian  goods,  showing  that  the  business  interests 
are  alive  on  this  question. 

"Time  and  again  architects  are  asked,  'What  are 
you  doing  in  this  matter?'  and  so  far  as  one  can  see, 
very  little  has  been  attempted  by  way  of  systematic 
effort.  In  some  cases,  individual  efforts  have  been 
passively  looked  upon  as  an  outburst  of  some  crank, 
who  either  has  an  axe  to  grind  or  has  some  mistaken 
idea  as  to  the  possibilities  of  business  in  its  relation 
to  patriotism. 

"It  would  seem  that  this  question  has  reached  a 
vital  point ;  one  where  we,  as  architects,  should  state 
our  position,  and  I  would  therefore  ask  you  for  your 
views,  with  any  suggestions  you  might  have  concern- 
ing the  advisability  of  placing  our  Association  on 
record  before  the  Government  and  the  Public,  and  an 
answer  to  the  question,  'What  are  we  doing  in  our 
practice  to  develop  Canadian  resources?'  " 


Quebec  Builders'  Association  to  Overcome 
House  Scarcity 

THE  Quebec  Builders'  Association  at  a  special 
meeting  on  Feb.  4,  discussed  the  housing  plan 
as  suggested  by  the  Federal  Government.  The 
meeting  was  held  under  the  chairmanship  of 
Mr.  E.  G.  Brousseau,  president  of  the  association.  So 
far  Quebec  City  has  not  availed  itself  of  the  advan- 
tages offered  by  the  law,  but  it  is  expected  the  buil- 
ders' association  will  start  a  movement  to  benefit  by 
the  offer  and  erect  buildings  which  are  badly  needed. 

There  is  a  marked  shortage  of  dwellings  both  in 
Quebec  City  and  the  suburbs  and  the  Quebec  Build- 
ers' Association,  by  starting  work  on  houses  would 
help  to  overcome  the  shortage. 

The  meeting  voted  to  write  the  Government  for 
detailed  information  as  to  the  plans  and  conditions  of 
loans  and  the  association  have  invited  Dr.  Emile  Na- 
deau,  chief  provincial  executive  under  the  housing 
law,  to  meet  them  and  explain  the  operation  of  the 
law. 


Unusual  Method  of  Bracing  in  Construction 
of  Halifax  Pier 

AN  unusual  method  of  bracing  was  employed 
for  the  construction  of  the  cylinder  founda- 
tions of  the  Withy  Steamship  pier,  Halifax. 
Each  bent  of  the  substructure  has  four  con- 
crete-filled steel  cylinders  6  and  7  ft.  in  diameter  and 
25  ft.  9  in.  and  30  ft.  apart  on  centers.  After  the  cylin- 
ders were  concreted  to  a  little  above  low  wafer  level 
holes  were  cut  in  the  steel  shells  to  receive  the  ends 
of  the  panels  of  bracing  which  weighed  12  and  14  tons 
apiece  and  were  pre-cast  in  the  contractor's  yards  in 
advance  of  erection.  Each  brace  consisted  of  a  pair 
of  18  x  18-in.  heavily  reinforced  diagonals  with  a  hori- 
zontal connecting  the  lower  ends  and  a  short  vertical 
strut  projecting  upwards  from  their  intersection.  The 
reinforcement  bars  from  all  these  members  projected 
some  distance  beyond  the  concrete  and  were  bent'  at 
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the  ends  to  afford  anchorage  and  bonding  with  the 
concrete  in  the  cylinders  and  in  the  pier  floor.  Up  to 
an  elevation  7y2  ft.  above  low  water  the  braces  were 
permanently  sheathed  with  3-in.  of  timber  in  two 
thicknesses,  the  outer  thickness  creosoted  to  afford 
protection  against  frost  and  ice. 


Joint  Action  Needed  to  Improve 
Engineer's  Status 

Retiring  President  of  Engineers'  Club  of  Toronto 
Urges  Cooperation  in  the  Profession 


THE  need  of  joint  action  and  unity  of  purpose 
among  engineers  and  the  benefits  resulting 
from  suc'i  co-operative  effort  was  th :  out- 
standing theme  of  the  valedictory  address  of 
Mr.  J.  R.  W.  Ambrose,  retiring  president  of  the  En- 
gineers' Club  of  Toronto,  at  the  annual  meeting  at 
the  club's  headquarters,  96  King  St.  West,  on  Thurs- 
day, February  5.  While  the  status  of  the  engineer 
formed  the  main  topic,  Mr.  Ambrose,  as  is  usual  in 
such  addresses,  reviewed  the  progress  of  the  club's 
activities  during  his  tenure  of  office.  The  year  1919, 
he  pointed  out,  was  one  of  success  and  expansion  so 
far  as  the  club  was  concerned.  The  membership  had 
grown  consistently  until  a  stage  had  been  reaclu-d 
where  a  waiting  list  would  soon  have  to  be  established. 
In  nine  years,  according  to  Mr.  Ambrose,  the  resident 
membership  had  increased  from  300  to  500  and  the 
non-resident  membership  from  70  to  150,  and,  at  the 
present  time,  a  considerable  number  of  applications 
for  membership  had  been  received  as  a  result  of  the 
club's  decision  to  increase  the  entrance  fees,  so  that 
unless  a  waiting  list  was  determined  upon,  the  club's 
facilities  would  soon  be  taxed.  One  gratifying  feature 
to  which  Mr.  Ambrose  drew  attention  was  that  75 
per  cent,  of  the  club's  members  were  technical  men. 

The  fostering  of  all  engineering  activities  was 
emphasized  by  Mr.  Ambrose  .as  one  of  the  club's  pur- 
poses. With  this  end  in  view,  it  was  willing  to  co- 
operate with  technical  societies  and  make  its  facilities 
available  to  them.  The  library,  one  of  the  big"  assets 
of  the  club,  was  a  feature  that  technical  non-members 
had  taken  advantage  of,  but  there  had  been  compar- 
atively little  appreciation  of  it  by  the  club-membership. 

Expansion  is  Expected 

Financially,  the  club  was  sound.  It  was  not  its 
aim,  of  course,  to  be  a  money  making  organization, 
as  it  was  operated  for  the  mutual  benefit  of  the  mem- 
bers, but  its  books  closed  in  1919  with  a  gratifying 
balance  on  the  right  side ;  this  in  spite  of  the  fact 
that  fees  and  charges  were  lower  than  most  other 
clubs  in  Toronto.  As  it  had  suffered  no  set-back  dur- 
ing the  war  but  had  been  flourishing  consistently,  it 
was  Mr.  Ambrose's  confident  expectation  that  this 
progress  would  so  continue  that  by  the  time  the  lease 
on  the  present  premises  expired,  the  club  would  be 
able  to  build  its  own  quarters. 

Mr.  Ambrose  welcomed  back  the  soldier  members 
of  the  club  who  had  returned  and  paid  solemn  tribute 
to  those  who  had  proved  their  devotion  to  the  prin- 
ciple of  right  and  justice  by  their  sacrifice  on  the  field 
of  battle. 

In  developing  the  main  topic  of  his  address — the 
status  of  the  engineer — Mr.  Ambrose  reminded  his 


audience  of  the  part  that  engineers  have  played  in 
world  development  and  affairs.  The  public  had  been 
slow  in  giving  the  rightful  credit  to  the  engineer  and 
even  among  engineers  themselves  there  were  not  many 
who  realized  the  importance  of  their  calling  and  the 
contribution  they  had  given  to  the  upbuilding  of 
Canada  and  the  world  in  general.  Behind  every 
source  of  our  country's  wealth,  except,  possibly,  agri- 
culture— and  even  behind  that  to  some  extent — was  the 
engineer,  but  in  spite  of  this  influential  position  at 
the  very  foundation  of  our  economic  development, 
he  was  content  to  rest  unnoticed  and  unrewarded. 
In  citing  examples  of  the  part  that  engineers  played, 
Mr.  Ambrose,  as  a  railroader,  naturally  drew  on  the 
railroads  for  his  illustrations  and  he  paid  tribute  to 
the  work  of  the  engineers  that  made  possible  the  ex- 
tension of  those  pioneer  lines  through  the  West  amid 
tremendous  difficulties.  The  railroads,  however,  were 
not  alone  in  furnishing  examples  of  the  role  of  the 
engineer  as  a  benefactor  of  mankind — in  a  multitnde 
of  other  industries  and  lines  of  activity,  the  engineer 
was  faithfully  performing  his  own  duty  and  contrib- 
uting his  share.  For  this  did  he  reap  his  just  reward? 
No;  in  spite  of  all  this,  he  stood  aside  and  let  some 
ward  politician  take  the  credit. 

Engineers  Responsible  for  Large  Expenditures 

Engineers  are  trustees,  declared  Mr.  Ambrose, 
for  the  vast  amount  of  invested  capital  in  our  indus- 
tries and  for  the  millions  spent  annually  in  their  main- 
tenance and  improvement.  Take  the  railroads  as  an 
example.  With  one  billion  dollars  invested  in  Canada 
and  forty  millions  expended  annually  on  maintenance, 
engineers  had  a  tremendous  responsibility  on  their 
shoulders — a  responsibility  that  should  guarantee  them 
a  higher  place  in  the  economic  life  of  the  country 
and  a  greater  reward  than  they  have  in  the  past  been 
accustomed  and,  indeed,  willing  to  receive.  When 
these  many  millions  of  dollars  were  augmented  by  the 
vast  expenditure  of  the  municipalities,  the  province 
and  the  Dominion,  the  hydro-electric  enterprises,  the 
industries,  the  mines,  and  other  users  of  engineering 
service — an  expenditure  for  the  sane  investment  of 
which  engineers  are  almost  wholly  responsible — it  is 
evident  that  they  are  carrying  a  big  burden  ridicu- 
lously out  of  proportion  to  the  meagre  position  they 
have  attained  in  the  eyes  of  the  public. 

A  billion  dollars  was  the  amount  estimated  by  Mr. 
Ambrose  as  passing  through  the  hands  of  engineers  in 
Canada  annually.  If  they  received  five  per  cent,  of 
this  amount  as  remuneration,  every  engineer  in  Can- 
ada would  receive  $5,000  a  year. 

Joint  Action  is  Needed 

Joint  action  was  Mr.  Ambrose's  suggested  remedy 
for  the  ills  of  the  engineering  profession.  Unity  of 
purpose  and  co-operation  of  effort  was  the  method  of 
increasing  the  prestige  of  engineers  and  nothing  could 
be  done  to  increase  this  prestige,  in  the  opinion  of  Mr. 
Ambrose,  until  they  did  get  together.  There  was  a 
great  deal  of  debate  these  days  on  the  subject  of  legis- 
lation as  a  means  of  increasing  the  prestige  of  the  en- 
gineering profession,  and  it  was  obvious  that  it  very 
intimately  affected  the  life  and  living  of  engineers. 
However  before  legislation  must  come  some  measure 
of  co-operation. 

Engineers  have  been  asking  for  public  recognition, 
they  have  been  taking  the  public  to  task  for  not  recog- 
nizing them,  but  they  have  made  no  effort  to  get 
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Canada's  Engineers— W.  G.  Swan 


In  appointing  Major  William  George  Swan  to  the 
position  of  Chief  Engineer  of  the  Vancouver  Harbor 
Board,  the  commissioners  have  selected  a  man,  the 
greater  portion  of  whose  engineering  experience  has 
been  gained  in  British  Columbia,  where  he  has  been 
connected  largely  with  railroad  development.  In  the 
practice  of  his  profession  he  has  had  a  varied  experi- 
ence that  specially  fits  him  for  the  class  of  work  that 
will  engage  his  attention  in  his  new  sphere  of  activity. 
Mr.  Swan  is  a  graduate  of  the  Faculty  of  Applied 
Science  of  the  University  of  Toronto,  with  the  de- 
grees of  B.A.Sc.  and  C.  E.  For  two  years  he  was 
on  the  staff  of  his  alma  mater  as  demonstrator  and 
lecturer  on  mechanics  of  building  materials.  In  1903 
he  acted  as  assistant  hydrographic  engineer  for  the 
Dominion  Government,  and,  in  the  following  year  he 
entered  the  service  of  the  Canadian  Northern  Railway. 
While  with  this  company  he  served  in  turn  as  resident, 
bridge,  divisional,  terminal  and  district  engineer,  with 
headquarters  in  New  Westminster.  In  addition  to  his 
general  railway  construction  experience,  Mr.  Swan 
was  for  three  years  in  charge  of  the  construction  of 
the  Pacific  Coast  mainland  terminals  of  the  C.  N.  R. 
He  also  designed  and  superintended  the  construction 
of  the  Port  Mann  wharves  and  was  in  charge  of  the 
reclamation  of  False  Creek  Mud  Flats  for  railway 
terminals.  Mr.  Swan  has  to  his  credit  three  and  a  half 
years  of  military  service;  two  years  and  three  months 
of  which  were  spent  in  France,  where  he  was  a  major 
in  a  railway  construction  battalion.    When  war  broke 


out  he  was  an  officer  in  the  104th  Westminster  Fusi- 
liers, and  he  took  an  active  part  in  the  formation  of 
the  131st  battalion,  with  which  unit  he  went  overseas. 


Major  W.  G.  Swan 

He  won  the  Distinguished  Service  Order  and  the 
French  Croix  de  Guerre.  Mr.  Swan  is  a  member  of 
the  Engineering  Institute  of  Canada. 


together  and  thereby  get  the  recognition  they  demand. 
Engineers  must  bring  themselves  before  the  public, 
must  accept  public  office,  must  be  ready  to  help  the 
public,  must  serve  the  public  without  thought  of  self. 
This  stand,  brought  about  only  by  co-operation,  will 
win  for  the  profession  the  status  it  deserves  and  desires. 
As  soon  as  engineers  give  something  to  the  public, 
just  so  soon  will  the  public  be  willing  to  give  them 
their  rightful  dues.  Co-operation  and  unity  was  Mr. 
Ambrose's  only  hope  for  the  engineer.  That  alone 
would  win  him  prestige.  As  the  speaker  stated,  "If 
each  engineer  will  exert  some  fraternal  spirit,  he  will 
receive  his  fair  share  of  the  benefits  of  life." 

Officers  Elected  by  Engineers'  Club 

The  following  officers  were  elected  .for  1920: — 
President,  Mr.  Melville  P.  White;  1st  vice-president, 
Tracy  D.  LeMay;  2nd  vice-president,  T.  B.  Carswell ; 
3rd  vice-president,  W.  R.  McRae.  Directors — J.  R. 
W.  Ambrose,  A.  B.  Cooper,  E.  G.  Hewson,  Charles  H. 
Heys,  Arthur  H.  Hull,  J.  H.  McKnight,  L.  V.  Rorke, 
J.  R.  W.  Wainwright,  Walter  F.  Wright,  Major  E. 
W.  Wright  and  T.  S.  Young;  Secretary-treasurer,  R. 
B.  Wolsey. 


Prizes  for  Mount  Royal  Houses 

Awards  have  been  made  in  an  architectural  com- 
petition for  designs  for  residences  to  be  erected  in 
the  town  of  Mount  Royal  during  the  present  year. 
Four  prizes  of  $150  each  were  offered  by  the  Model 
City  Housing  Company,  for  designs  for  detached  and 
semi-detached  residences,  two  of  each  type.  Sixty- 
seven  designs  were  sent  in.  The  designs  were 
judged  by  a  committee  of  the  board  of  the  company, 
together  with  Mr.  David  R.  Brown  and  Mr.  J.  E. 
Wilder.  The  prizes  were  awarded  to  the  following 
designs :  Detached  eight-room  house,  C.  R.  Tetley 
and  S.  D.  Ritchie,  Montreal ;  semi-detached  eight- 
room  house,  A.  D.  Thacker,  Montreal ;  detached  six- 
room  house,  W.  L.  Somerville,  Toronto ;  semi-de- 
tached six-room,  H.  M.  Patterson,  Montreal.  The 
prize-winning  designs  will  be  used,  together  with 
others,  for  the  fifty  to  one  hundred  houses  which  the 
company  proposes  building  this  year. 


A  free  scholarship,  covering  four  years'  tuition  in 
architecture,  chemistry,  civil,  mechanical  or  electrical 
engineering  at  McGill  University,  has  been  offered  by 
the  Canadian  Pacific  Railway,  subject  to  competitive 
examination,  to  apprentices  and  other  employees  en- 
rolled on  the  permanent  staff  of  the  company,  under 
21  years  of  age,  and  to  minor  sons  of  employees. 


The  extensive  additional  powers  given  to  the  Que- 
bec Public  Service  Commission, — the  new  name  of 
the  Public  Utilities  Commission, — will,  in  one  way, 
affect  engineers  and  other  experts  who  are  concerned 
in  acting  on  expropriation  and  arbitration  boards.  Un- 
der the  new  Bill  this  work  will  be  done  by  the  com- 
mission, who  will  not  make  a  charge  for  the  services 
rendered,  but  the  Lieutenant-Governor  in  Council  has 
the  right  to  charge  a  certain  tariff  to  cover  the  ex- 
penses of  the  Commission. 
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Ontario  Builders  and  Supply  Men  at  Enthusi- 
astic Conference  Seek  to  Elevate  Status 
of  the  Construction  Industry 

At  Eighth  Annual  Convention  of  the  Provincial  Builders' 
and  Supply  Association,  Contractors'  Problems  are  Dis- 
cussed    and     Remedies     and     Improvements  Suggested 


THE  Eighth  Annual  Convention  of  the  Provin- 
cial Builders'  and  Supply  Association  opened 
on  Tuesday  afternoon,  February  10,  in  the 
King  Edward  Hotel,  Toronto,  with  the  Presi- 
dent, Mr.  H.  Elgie,  in  the  chair.  There  were  two  ad- 
dresses of  welcome  delivered — one  by  Mr.  J.  C.  Scott, 
on  behalf  of  the  Toronto  Builders'  Exchange,  and  the 
other  by  Controller  Maguire,  on  behalf  of  the  city  of 
Toronto.  Both  Mr.  C.  Blake  Jackson,  the  President 
of  the  Builders'  Exchange,  and  Mayor  Church,  were 
to  have  been  present,  but  were  unable  to  attend  on 
account  of  illness.  Their  "proxies."  however,  did  the 
honors  in  a  very  graceful  and  acceptable  manner. 

The  minutes  of  last  year's  convention  were  read 
by  the  secretary,  Mr.  T.  R.  Wright,  and  the  auditor's 
report,  presented  by  Mr.  Geo.  Gander.  These  were 
approved.  Mr.  Elgie  then  made  his  presidential  ad- 
dress, which  follows,  practically  in  full  : 


Vast   Opportunities   in   the  Contracting 
Business — Address  by  President 
Elgie 


Gentlemen  of  the  Convention  : 

It  is  with  the  greatest  of  pleasure  that  I  meet  with 
you  to-day.  A  year  ago  you  forcibly  conscripted  me 
and  placed  me  in  the  chair  as  your  president — a  Brit- 
ish subject,  however,  will  obey  the  people  of  the  coun- 
try that  he  loves,  whether  conscript  or  otherwise. 

Now  you  need  not  thank  your  president  for  any 
work  that  has  been  done.  1  may  have  written  and 
sent  several  hundred  letters  and  dodgers  to  all  of  the 
contractors  and  supply  men  throughout  the  cities  and 
towns  of  the  Province  of  Ontario,  but,  I  want  you  to 
know  that  Mr.  Wright  has  spared  no  time  nor  trouble 
for  the  Provincial  and  your  executive — Mr.  Dillon  on 
the  Lien  Law,  Mr.  Gander  on  the  Compensation  Act, 
and  all  the  others  were  Johnnie-on-the-Spot  every 
time.  1  must  not  forget  the  Contract  Record,  they 
have  rendered  a  very  valuable  service — Major  Rey- 
nolds, Dr.  Carr  and  Mr.  Turner  deserve  your  very 
great  thanks. 

I  take  it  that  we  are  here  to  do  business  that  we 
owe  to  ourselves.  There  never  was  a  time  when  1 
felt  more  intimately  concerned  with  the  problem  than 
J  do  to-day  at  this  convention  of  my  fellow  craftsmen. 
I  am  not  one  of  the  men  that  embarked  in  the  contract- 
ing business  without  having  had  practical  experience, 
because  I  spent  a  score  of  years  of  my  life  with  ;i 
trowel  in  my  hand  and  overalls  on  and  that  brings 
a  man  closer  to  this  subject  than  anything  else.  The 


actual  performance  of  the  work  gives  one  a  real  ready 
knowledge  of  the  business. 

I  think  contracting  gives  greater  opportunities  than 
any  other  business  that  you  can  find,  and  yet  it  is  sub- 
ject to  the  greatest  number  of  abuses.  You  men  are 
being  imposed  on  more  than  men  in  any  other  business 
or  industry.  If  you  can  establish  in  your  organiza- 
tion a  proper  method  for  the  transaction  of  business 
for  contractors  you  are  going  to  leave  a  legacy  that 
will  be  worth  more  to  your  successors  than  millions 
of  dollars,  because,  you  put  your  business  on  the  foot- 
ing where  it  belongs.  Do  you  know  that  the  con- 
tracting business  is  the  second  largest  industry  in  the 
Dominion?  And  yet,  you  have  not  secured  the  status 
you  should  have  in  the  community.  You  do  not  take 
a  stand  and  satisfy  yourselves  that  you  hold  a  proper 
place  in  the  public  estimation.  Some  of  you  contrac- 
tors let  the  general  contractor  peddle  your  bids  and 
you  bite,  or  again  you  will  try  to  find  out  your  com- 
petitor's bid  and  under-bid  him  again.  Now,  neither 
of  you  is  honest  and  you  know  it.  You  cannot  do  a 
wrong  tu  your  fellow  contractor  without  doing  a 
wrong  to  your  industry  and  the  community  which 
you  live  in.  This  is  one  of  the  very  bad  abuses  which 
I  hope  you  will  be  able  to  remedy. 

A  Higher  Standard 

I  hope,  by  an  exchange  of  thoughts,  ideas  and 
views  in  a  convention  of  this  kind,  you  will  bring 
about  a  better  condition  and  that  the  delegates  that 
are  here  when  they  go  back  to  their  home  town  or  city 
will  preach  to  their  membership  the  importance  of 
their  own  business.  Look  upon  yourselves  as  equal 
to  the  steel  magnate,  manufacturer  or  merchant.  If 
you  would  consider  yourselves  his  equal  mentally  you 
would  become  so  financially.  If  you  will  make  your- 
selves believe,  and  properly  so,  that  you  have  a  right 
to  transact  your  business  in  the  same  manner  that 
the  banker  or  the  lawyer  does,  then  you  will  succeed. 
If  you  can  bring  that  home  to  the  minds  of  your  own 
people  you  need  not  indulge  in  anything  dishonest  or 
illegal  in  order  to  gain  success.  The  country  is  op- 
posed to  malpractice  and  you  are,  and  so  am  I.  I  am 
against  combinations.  I  do  not  believe  it  is  right  or 
honest  for  a  class  of  men  to  get  together  and  frame 
up  a  combination  and  fix  a  price  on  ?  job  because 
they  have  it  under  their  control  ;  that  is  morally  wrong. 
But  I  do  think  that  every  man  is  entitled  to  a  fair  price 
for  his  work.  We  know  that  when  a  man  is  out  of  a 
contract  he  is  willing  to  figure  down  to  almost  a 
starvation  point.  That  is  not  fair  to  you  nor  your 
competitors,  nor  to  the  men  you  emplov.  It  is  a 
crime  against  your  family,  your  supply  men  and  your 
creditors.    You  are  stealing  from  them.    Surely  we 
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can  attain,  through  your  organization,  to  a  higher 
standard  and  a  better  condition  of  affairs; 

Make  Good  as  a  Contractor 

Inaugurate  a  code  of  ethics  or  practice  in  your  in- 
dustry. Deal  fairly  and  honestly  with  competitors  and 
the  public.  The  men  representing  your  organization 
must  necessarily  set  that  example.  You  must  go  back- 
home  and  establish  and  work  it  out  yourselves. 

Then  again  a  contractor  should  be  a  contractor ;  he 
should  not  want  to  do  all  the  work  himself.  You 
think  because  you  can  lay  more  bricks  than  your  men 
that  you  are  making  money.  Are  you  making  good 
as  a  contractor  or  just  as  a  journeyman?  You  can 
earn  that  money  as  a  journeyman  and  only  work  eight 
hours  a  day.  As  it  is,  you  do  a  journeyman's  job  and 
then  go  home  at  night  and  slave  at  figures.  Are  you 
making  good  as  a  contractor?  I  say  No.  You  ought 
to  uphold  the  dignity  of  the  position.  You  ought  to 
ensure  that  you  are  just  as  good  as  anv  man  who  sits 
in  his  office  and  dictates  the  policy  of  his  business. 
You  ought  to  feel  that  you  are  the  equal  of  any  other 
busmess  man. 

The  Work  is  Waiting — What  is  Needed  are  Proper 
Methods  of  Doing  it. 

I  know  that  we  arc  going  to  have  a  better  condition 
of  affairs.  I  know  that  the  demand  for  your  product 
— and  it  may  be  properly  called  a  product — is  going  to 
be  so  great  that  you  will  not  see  the  end  of  it  for  a 
number  of  years.  There  is  no  use  you  deceiving  your- 
selves, or  me  deceiving  myself.  They  are  going  to 
demand  houses  and  factories,  churches  and  institu- 
tions all  over  the  country  just  as  fast  as  you  can 
build  them  for  the  next  ten  years  or  more.  Just 
stop  and  consider  that  there  were  five  years  of  idle- 
ness, practically,  and  if  you  will  just  go  along  as  fast  as 
they  can  produce  the  material  and  the  men  you  will 
not  make  up  those  five  years  in  the  next  ten  years. 
You  don't  have  to  worry  about  not  having  enough 
work.  You  will  have  all  the  work  you  will  need  and 
all  you  need  to  do  is  to  direct  your  business  in  such 
a  way  that  you  are  going  to  do  that  work  properly 
so  that  it  will  reflect  credit  upon  you,  at  the  same  time 
remembering  that  you  have  a  standing  in  the  com- 
munity the  same  as  any  other  professional  or  business 
man. 

A  Plea  for  Openness  and  Fairness 

Now  will  you  take  what  I  am  going  to  say  in  good 
part  because  it  affects  myself  the  same  as  it  does  you. 
But  I  say  it  ;  we  must  have  better  conditions;  we  want 
to  go  forward:  we  must  go  forward;  we  must  have 
more  faith  in  one  another.  Remember  that  the  other 
fellow  has  a  lot  of  good  qualities  that  we  have  not  seen 
as  we  should  and  we  have  some  qualities  that  we  are 
glad  to  hide  from  the  other  fellow.  I  want  to  stop,  if 
I  can,  this  sharpening  the  pencil  on  one  another.  I 
want  you  when  you  send  in  your  estimate  to  your 
architects  or  owner,  to  stand  for  that  estimate.  I 
want  you  to  trust  one  another.  I  want  you  to  make 
up  your  minds  that  in  your  various  associations  when 
your  estimates  are  made,  they  shall  be  so  figured  that 
you  shall  receive  that  which  is  right  for  the  work; 
that  which  is  just ;  that  which  will  give  you  a  fair 
return  for  the  money  you  have  invested  and  having 
written  your  figures  once  with  the  knowledge  that 
they  are  right  and  just,  that  you  will  not  change  them 
for  any  living  soul. 

Then,  I  would  like  you,  to  have  in  your  respective 
cities,  an  association  or  executive  officer  who  shall  re- 


ceive from  you  sealed  copies  of  your  tenders  on  each 
job  and  shall  make  these  tenders  known  to  each  of 
the  bidders  on  a  specified  day,  after  which  no  other  bid 
shall  be  submitted. 

Stability  of  Prices 
I  would  also  like  to  see  the  Exchange  as  a  whole 
have  one  set  fee  for  dues,  but  the  different  sections 
be  changed,  say,  l/\  of  \'/<  of  pay  roll 'taken  from  the 
same  pay  sheets  or  time  book  that  is  given  to  the  Com- 
pensation board.  Further  I  would  suggest  that  a 
committee  of  supply  men  get  together  and  discuss  the 
possibility  of  stabilizing  prices  for  eight  or  twelve 
months  ahead  so  that  it  will  be  possible  for  a  con- 
tractor to  give  some  kind  of  an  intelligent  estimate.  I 
have  a  feeling  that  this  should  be  a  great  benefit.  We 
must  realize  that  we  are  Canadians  and  citizens  of 
the  Province  of  Ontario  and  other,  Provinces  before 
we  were  contractors  or  supply  men  and  we  must 
consider  the  greatest  good  for  this  fair  Canada  of 
ours.    Its  future  depends  on  the  men  of  to-day. 

Advice  to  Committees 

I  would  greatly  appreciate  it  if  the  chairman  of 
each  Committee  would  select  his  numbers  as  geo- 
graphically as  possible,  so  as  to  have  the  several 
districts  represented. 

The   joint   Industrial  Committee  should  carefully 


Mr.  H.  Elgie.  retiring  President  of  the 
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and  seriously  consider  the  advisability  .of  recommend- 
ing a  council  to  be  organized  in  every  town  and  city  in 
the  province.  Also  recommend  it  to  be  encouraged 
by  the  Government  as  to  settle  differences  that  arise 
from  time  to  time  between  employers  and  employees 
and  to  further  the  interest  that  is  common  to  both. 

I  have  no  doubt  that  Mr.  E.  R.  Dennis  will  bring- 
in  a  valuable  resolution  on  Technical  Education  and 
Apprenticeship  as  this  is  the  most  vital  subject  per- 
taining to  our  industry,  and  if  some  action  is  not 
taken  in  the  near  future  the  building  trades  will  be 
retarded  beyond  recovery. 

Universal  Building  By-laws 

In  dealing  with  this  subject  it  has  been  brought  to 
our  notice  that  several  towns  and  cities  in  the  province 
are  very  lax  in  their  building  by-laws  and  some  of  the 
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smaller  places  have  no  building  by-laws  whatever, 
and  buildings  have  been  erected  and  arc,  no  doubt, 
dangerous  to  life.  I  am  of  the  opinion  that  this  matter 
should  be  brought  before  the  Provincial  Government. 
The  International  Agreement  Committee  will  find 
that  they  have  a  very  important  subject  to  deal  with 
as  we  in  Ontario  have  been  greatly  affected  in  the 
past  by  not  having  some  understanding  with  our 
cities  and  towns  in  Canada  and  United  States  in  re- 
gard to  hours  of  labor  and  wages. 

We  have  a  very  able  chairman  of  the  Organization 
and  Membership  Committee  in  Mr.  P.  L.  Fraser. 
Through  his  long  experience  as  an  organizer  and 
Secretary  of  our  Association  he  is  alive  to  the  fact  that 
the  work  of  his  Committee  means  the  future  life  and 
success  of  our  organization,  and  I  hope  they  will 
devise  some  means  of  reaching  the  contractors  in 
districts  where  no  Exchange  exists  and  also  con- 
sider new  by-laws. 

If  the  convenors  of  Legal  Affairs  and  Lien  Law 
Committees  care  to  get  together  it  might  be  possible 
to  satisfactorily  group  the  two  and  embody  the  peti- 
tions of  both  in  one  resolution. 

Mr.  Gander  has  done  good  work  in  protecting  our 
interests  in  opposing  drastic  amendments  to  the  Com- 
pensation Act  and  has  watched  every  movement  of 
the  Board  since  its  formation.  I  am  sure  his  Commit- 
tee will  give  us  a  report  which  will  be  of  great  value 
to  us.  I  know  we  would  all  like  to  hear  a  report  of 
the  good  work  he  has  done,  as  well  as  having  a  sep- 
arate resolution  recomthending  any  improvements  that 
his  Committee  deem  wise. 

The  Code  of  Ethics  is  also  a  very  important  sub- 
ject and  is  prized  very  dearly  among  the  builders  and 
contractors  throughout  the  United  States. 

*     *  * 

Mr.  Geo.  Crain,  of  Ottawa,  declared  that  the  Presi- 
dent's address  had  brought  out  a  number  of  very  im- 
portant points,  which  should  receive  the  considera- 
tion of  the  convention,  and  he  moved  that  it  should 
be  referred  to  a  committee  for  some  definite  action. 

Mr.  W.  E.  Dillon,  of  Toronto,  seconded  the  motion, 
and  Messrs.  Gibbs,  Gibson,  Dillon  and  Graham,  were 
appointed  as  a  committee  to  take  up  the  various  points 
touched  upon  in  the  address  and  bring  in  a  report. 

Activities  of   Local   Exchanges  —  Chatham, 
London,  Ottawa,  Sault  Ste.  Marie, 
Toronto,  Sarnia,  Hamilton 

Representatives  from  the  various  towns  and  cities 
were  then  called  upon  to  report  regarding  the  activi- 
ties of  their  local  exchanges  and  conditions  in  the 
trade  generally. 

The  Chatham  exchange  reported  that  they  had 
about  eighteen  members  in  good  standing  and  that 
they  were  doing  their  best  to  increase  the  number. 

Mr.  L.  A.  Boss,  from  London,  stated  that  while 
the  activities  of  the  London  Builders'  Exchange  for 
1919  were  not  as  encouraging  as  might  be  desired, 
still,  it  was  shown  that  they  were  continually  making 
progress  along  safe  lines.    Proceeding,  Mr.  Ross  said: 

"Organization  has  been  the  keynote  of  the  Lon- 
don Exchange  since  its  inception,  and  although  the 
responses  to  its  many  appeals  for  a  getting  together 
movement  amongst  the  members  of  all  lines  of  build- 


ing industry  have  so  far  been  disappointing,  still  we 
look  for  a  full  harvest  in  the  near  future. 

"A  number  of  our  members  are  of  the  opinion — 
and  I  think  rightly  so — that  the  only  way  to  accomp- 
lish our  aims  is  by  the  appointing  of  a  permanent 
officer,  who  will  be  capable  of  managing  the  business 
of  the  different  trade  sections,  as  well  as  of  the  cor- 
poration, and  who  will  be  able  to  devote  all  his  spare 
time  to  organizing  trade  groups  or  canvassing  for  new 
members.  This  would  necessitate  ample  financial  re- 
sources, such  as  can  only  be  obtained  when  our  con- 
tractors agree  to  provide  for  them  in  their  estimates. 

Public  Best  Served  by  United  Building  Industry 

"We  think  that  this  is  a  question  well  within  the 
province  of  the  Provincial  Association  to  discuss,  and 
advise  all  local  organizations  upon,  for  the  general 
public  will  be  best  served  when  all  the  building  in- 
terests of  this  country  are  united  in  one  association 
and  all  governed  by  just  and  equitable  rules. 

"As  regards  building  conditions  in  London  dur- 
ing the  past  year,  I  suppose  they  have  been  similar 
to  all  other  centres.  Materials  fluctuating  in  price 
every  few  days.  Transportation  facilities  rotten.  And 
as  to  wage  agreements  with  the  unions,  they  were 
merely  scraps  of  paper,  utterly  ignored. 

"Right  here  is  another  question  that  might  be  en- 
trusted to  a  committee  of  this  convention  to  consider 
and  advise  upon — that  is,  the  standardizing  of  wages 
throughout  the  province.  As  we  cannot  compel  the 
labor  organizations  to  be  incorporated,  and  conse- 
quently can  obtain  no  redress  for  any  violation  of  an 
agreement,  we  should  be  protected  by  having  wages 
standardized,  as  then  there  would  be  no  object  in  men 
leaving  one  centre  for  another. 

"Another  matter  that  our  Directors  thought  should 
receive  attention  from  the  Provincial  Association  is 
the  supervision  of  locally-made  fire  doors.  Our  con- 
tractors, when  needing  such,  have  to  secure  them  from 
only  one  factory,  as  they  are  the  only  ones  that  are 
able  to  put  on  the  Chicago  label  that  the  Fire  Under- 
writers demand.  Why  not  have  a  local  inspector  in 
each  centre  who  shall  be  supplied  with  the  Under- 
writers' specifications  and  be  able  to  put  the  label  on 
any  door,  locally  made,  that  comes  up  to  the  require- 
ments of  their  board. 

"We  are  pleased  to  report  that  the  harmonious 
and  pleasant  relationships  existing  between  the  Lon- 
don contractors  and  the  Guild  of  Architects  during 
the.  past  years  are  still  maintained.  Any  matters  need- 
ing adjustment  always  receive  any  attention  neces- 
sary to  avert  friction. 

Abundance  of  Work  in  Sight 

"In  our  Western  district  of  Ontario,  the  pros- 
pects of  a  large  amount  of  building  work  are  far  more 
in  evidence  than  an  abundance  of  supplies,  and  al- 
though we  would  not  restrict  the  exporting  of  those 
materials  that  we  so  much  need  here,  to  the  war  de- 
vastated areas  overseas,  still  we  would  urge  that  the 
manufacturing  plants  for  the  production  of  lumber, 
brick,  cements,  steel,  etc.,  be  greatly  increased  so  that 
all  our  demands  may  be  promptly  met. 

"During  1919,  contracts  to  the  amount  of  $1,500,- 
000  were  carried  out  by  our  members  in  London,  and 
about  $1,000,000  by  outside  firms. 

"Our  entertainment  committee  has  nobly  looked 
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after  the  social  end  of  our  season's  activities  and  all 
onr  functions  have  passed  off  successfully." 

Underwriters'  Approval  of  Fire  Doors 

In  reference  to  securing  the  Underwriters'  approv- 
al of  fire-doors,  Mr.  W.  E.  Dillon  pointed  out  that  the 
Underwriters  would  send  an  inspector  to  any  point  in 
the  province  to  place  their  label  on  doors  meeting-  their 
requirements.  There  was,  however,  much  trouble 
and  expense  in  connection  with  new  inventions  and 
devices,  as  these  had  to  be  sent  to  Chicago  at  con- 
siderable outlay  in  order  to  be  examined  and  approved 
by  the  Underwriters.  He  thought  that  either  the  Do- 
minion or  Provincial  Government  should  take  the  mat- 
ter up  and  establish  facilities  on  this  side  of  the  line 
for  testing  new  devices. 

Ottawa  Contractors  Going  Strong 

Mr.  Geo.  Crain  spoke  as  representing  the  Ottawa 
Association.  It  gave  him  great  pleasure  to  be  present 
again  at  a  provincial  convention,  but,  in  the  first 
place,  he  thought  it  was  due  to  his  own  association  to 
make  clear  their  position  with  reference  to  the  pro- 
vincial organization,  as  there  seemed  to  have  been 
some  misunderstanding.  They  had  been  out  of  busi- 
ness altogether  for  the  last  three  or  four  years,  due 
to  war  conditions.  A  year  a^o  last  November  they 
had  talked  over  the  matter  of  forming  a  branch  of 
the  national  association,  but  took  no  action  at  that 
time.  Later,  when  they  were  forced  to  deal  with 
labor  collectively,  it  became  absolutely  necessary  for 
them  to  get  together.  A  meeting  was  held,  to  which 
Mr.  J.  P.  Anglin,  president  of  the  A. C. B.C. I.,  was  in- 
vited, and  the  Ottawa  branch  of  the  A. C. B.C. I.  was 
formed.  This  step  seemed  absolutely  necessary. 
Their  old  Exchange  had  failed,  and  in  order  to  bring 
the  better  element  into  their  organization  they  had  to 
organize  along  broader  lines.  Twenty-five  men  came 
together  and  appointed  a  small  executive,  which  was 
instrumental  in  settling  labor  troubles.  In  order  to 
finance  the  association,  they  had  every  man  guarantee 
$50.  Some  fifty  agreed  to  this.  They  then  appointed 
a  young  man  as  secretary,  who  was  on  the  job  all  the 
time  in  a  very  fine  suite  of  rooms.  As  a  result  of  their 
action,  the  association  was  in  a  stronger  position  than 
ever  before,  and  they  were  going  to  make  their  in- 
fluence felt. 

The  board  of  trade,  which  had  reorganized,  has 
asked  them  to  appoint  one  of  their  members  to  the 
board,  and  in  any  question  affecting  their  interests 
that  might  come  before  the  board,  they  had  their  re- 
presentation to  deal  with  it. 

Amicable  Settlement  of  Labor  Troubles 

In  regard  to  labor,  the  Ottawa  Association  had  co- 
operated with  the  labor  unions  in  forming  a  Joint 
Industrial  Council,  similar  to  that  operating  in  To- 
ronto. This  consisted  of  five  representatives  from  the 
unions  and  five  from  the  association,  and  its  activities 
had  been  of  immense  benefit.  Many  questions,  which 
might  have  led  to  strikes  and  ill-feeling,  had  been 
threshed  out  by  the  council  and  settled  amicably. 

At  the  present  time  they  were  dealing  with  ques- 
tions of  wages  for  the  coming  year,  and  they  had  come 
to  the  provincial  convention  to  get  information  that 
might  assist  them. 

As  far  as  business  was  concerned,  Ottawa  was  in 
a  fairly  good  position.  About  half  their  mechanics 
had  left,  however,  with  the  result  that  work  had  been 
delayed.     In  view  of  this  situation,  they  felt  that 


some  action  should  be  taken  towards  the  stabilization 
of  wages.  While  on  board  the  train  they  had  been 
told  that  the  labor  men  themselves  intended  to  take 
some  steps  toward  this  end. 

Mr.  Crain  also  spoke  in  regard  to  the  A. C. B.C. I., 
as  honorary  secretary  of  that  organization.  He  point- 
ed out  that  the  1918  convention  had  only  been  for 
the  purpose  of  getting  together  and  seeing  what 
could  be  done,  but  at  the  last  conference  the  consti- 
tution had  been  finally  adopted.  The  idea  was  not 
in  any  sense  to  force  out  the  provincial  organization 
— they  felt  in  Ottawa  that  there  had  been  more  benefit 
from  the  provincial  association  than  any  other.  He 
believed  that  the  new  national  association,  in  its  pre- 
sent form  of  organization,  would  appeal  to  every  man 
present. 

Conditions  in  Sault  Ste.  Marie 

Mr.  Peter  McLarty,  of  McLarty  Bros.,  general  con- 
tractors, reported  regarding  conditions  in  Sault  Ste. 
Marie.  As  far  as  the  builders'  exchange  there  was 
concerned,  he  declared  it  was  too  young  to  say  much 
about.  They  had  just  organized  in  April  of  last  year, 
when  conditions  had  practically  compelled  them  to 
get  together.  Twelve  or  thirteen  men  came  in  in  the 
spring,  and  considerable  benefit  was  apparent  as  a 
result.  During  the  last  three  months  the  activities 
of  the  exchange  were  particularly  successful.  A  num- 
ber had  formed  an  agreement  that  there  would  be  no 
bidding  against  one  another  and  that  their  business 
should  be  carried  out  on  a  cost-plus  basis.  The  ar- 
chitects had  been  notified  and  they  seemed  quite  well 
satisfied  with  the  scheme. 

Trade  conditions  were  very  good.  There  was  the 
new  courthouse  under  way,  which  involved  an  ex- 
penditure of  some  $300,000;  also  a  technical  school, 
costing  in  the  neighborhood  of  $200,000,  and  three 
other  schools,  some  $100,000.  Their  greatest  difficulty 
was  to  get  skilled  labor. 

Cost-Pius  Contract  Adopted  by  Soo  Contractors 

The  cost-plus  form  of  contract  had  been  adopted 
by  the  principal  contractors  of  Sault  Ste.  Marie,  ow- 
ing to  the  continually  advancing  costs  and  the  prac- 
tical impossibility  of  having  them  guaranteed.  Gen- 
erally speaking,  15  per  cent,  was  added  to  the  cost 
of  the  work.  As  a  protection  to  owner  and  contrac- 
tor alike,  it  was  provided  that  if  the  contractor  was 
able  to  effect  any  saving  over  the  estimated  cost,  75 
per  cent,  should  go  to  the  owner  and  the  remaining 
25  per  cent,  to  the  contractor;  and  on  the  other  hand, 
if  there  were  any  excess  over  the  estimate,  the  owner 
bore  75  per  cent,  of  it  and  th  contractor  25  per  cent. 

Mr.  F.  E.  Ingram,  general  contractor,  spoke  as  re- 
presenting the  building  interests  of  Stratford.  Their 
exchange  in  that  city  was  in  very  good  condition  at 
present,  and  was  better  off  both  in  numbers  and  fin- 
ances than  it  had  been  for  some  time.  Considerable 
work  was  showing  up,  and  it  looked  as  if  this  was 
going  to  be  a  good  year.  A  number  of  new  industries 
were  coming  in,  including  the  Northern  Electric  Co. 
and  the  Simmon  Bed  Co.  They  also  needed  a  lot  of 
houses  and  expected  to  build  quite  a  number  this  sea- 
son. The  only  difficulty  was  the  material  and  labor 
situation. 

Mr.  David  J.  Davidge,  secretary  of  the  Toronto 
Builders'  Exchange,  gave  a  review  of  the  activities 
of  this  exchange,  which  indicated  considerable  pro- 
gress and  increased  prosperity.    (This  review  appear- 
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ed  in  the  report  of  Toronto  Builders'  Exchange  An- 
nual Meeting  in  issue  of  Jan.  28). 

New  Building  Code  in  Sarnia 

Mr.  Norris  E.  Gihh,  marine  contractor,  spoke  for 
Sarnia.  The  exchange  in  that  city,  he  said,  was  on  a 
much  healthier  basis,  both  numerically  and  financially, 
than  it  had  been  for  some  time.  Carpenters'  and 
plumbers'  sections  had  recently  been  formed,  and  a 
plumbers'  section  was  just  being  completed.  There 
was  no  building  by-law  in  force  at  the  present  time, 
but  one  was  in  course  of  preparation,  and  as  soon  as 
it  was  ready  for  criticism,  the  Builders'  Exchange 
were  to  have  it  for  one  week  for  consideration  before 
its  final  submission.  The  old  building  by-law,  which 
had  previously  been  in  use,  was  now  entirely  obsolete. 

Conditions  in  the  building  industry  in  Sarnia  had 
been  very  good.  Last  year  the  local  contractors  had 
constructed  242  houses — while  the  assessment  growth 
only  demanded  150,  so  that  Sarnia's  needs  in  the  way 
of  housing  accommodation  were  well  provided  for, 
unless  the  steel  company  would  require  a  large  num- 
ber of  houses  for  new  employees. 

There  were  twenty-two  members  in  their  Ex- 
change. All  the  supply  firms  and  all  the  electricians 
were  members,  besides  eleven  carpenters  and  four 
plumbers. 

In  Sarnia  the  wages  of  the  workmen  were  con- 
trolled by  the  rates  in  Detroit,  and  for  this  reason, 
the  speaker  thought  that  if  there  were  any  action 
taken  in  the  matter  of  standardizing  wages,  it  would 
have  to  be  in  zones. 

General  Contractors  of  Hamilton  Get  Together 

Mr.  J.  W.  Frid,  of  the  Frid  Construction  Co.,  gen- 
eral contractors,  reported  regarding  conditions  in 
Hamilton.  During  the  past  year  an  organization  had 
been  brought  into  existence  in  that  city,  which  was, 
however,  composed  largely  of  general  contractors  at 
the  present  time.  The  contractors  had  been  playing 
hide  and  seek  with  one  another  and  had,  in  effect, 
donated  $50,000  or  $100,000  to  the  men.  Finally,  for 
self-preservation  they  had  come  together.  Some 
thought  the  contractors  would  not  be  able  to  stick 
together  on  the  maintenance  of  the  wage  rate,  but  the 
speaker  believed  they  could. 

Hamilton,  Mr.  Frid  said,  had  been  somewhat  lax 
in  the  past,  but  they  would  be  heard  from  in  the  future. 
The  point  that  concerned  them  most  at  the  present 
time  was  the  conservation  of  the  profits  now  in  sight, 
and  in  order  to  do  this,  it  seemed  that  the  cost-plus 
system  of  contracting  must  be  adopted. 

Mr.  Crain,  speaking  regarding  the  maintenance  of 
the  wage  rate,  declared  that  with  a  strong  organiza- 
tion it  was  quite  possible  to  hold  together  on  the  rate 
agreed.  In  Ottawa  one  concern  had  raised  the  wages 
5c  an  hour,  but  the  matter  was  taken  up  with  them 
by  the  local  association,  and  they  dropped  their  rates 
again  to  the  original  level. 

Mr.  J.  Bogue,  general  contractor,  of  Peterboro, 
said  they  had  no  exchange  in  his  city,  though  there 
were  a  number  of  abuses  prevalent  which  an  organiz- 
tion  would  help  to  remedy.  They  had  suffered  with 
outside  contractors  coming  in  and  raising  the  wage 
rates  and  also  with  workmen  moving  away  to  other 
points  where  higher  wages  were  offered. 

Mr.  T.  R.  Wright  congratulated  the  Soo  on  their 
organization  and  wished  there  were  more  exchanges 
like  theirs.    They  had  been  very  prompt  in  reply  to 


his  invitation  and  were  well  represented  at  the  con- 
vention. 

Mr.  Wright  emphasized  the  importance  of  getting 
out  the  report  of  monthly  wage  rates.  He  pointed  out 
that  the  incoming  secretary  should  send  out  forms  to 
each  city  in  the  province  in  May  and  October,  and 
urged  that  the  members  should  be  very  prompt  in 
filling  them  out  and  returning  them. 


Standardization  of  Wages 


Mr.  Crain  said  it  seemed  almost  imperative  that 
some  action  should  be  taken  with  regard  to  the  stand- 
ardization of  wages — that  was  one  reason  why  the 
Ottawa  delegates  had  been  so  anxious  to  come  to  the 
provincial  convention.  The  only  feasible  way  to  handle 
the  matter  appeared  to  be  by  dividing  the  province  in- 
to zones.  Various  sections  of  Ontario  were  affected 
by  conditions  in  other  provinces  and  across  the  bor- 
der. Two  firms  in  Ottawa  had  been  outbid  on  a  large 
marble  contract  in  that  city  by  two  Montreal  firms, 
which  were  able  to  figure  their  labor  costs  at  a  smaller 
figure  due  to  lower  wages  rates  demanded  by  the 
French-Canadian  unions.  This  matter  had  been 
brought  before  the  Joint  Industrial  Council  in  Ottawa 
and  they  had  agreed  to  call  off  carpenters,  steamfit- 
ters  and  other  classes  of  labor,  unless  the  Montreal 
marble  contractor  would  pay  the  same  rates  as  were 
prevalent  in  Ottawa.  The  labor  men  on  the  council 
had  always  lived  up  to  their  agreements  with  the  em- 
ployers, Mr.  Crain  said.  He  moved  that  a  committee 
be  appointed  to  consider  the  matter  of  wage  stand- 
ardization. 

Mr.  Gibbs  seconded  the  motion.  He  also  suggest- 
ed that  it  should  be  possible  to  standardize  the  work. 
The  unions  said  a  certain  standard  of  wages  must 
be  established.  Why  should  not  the  contractors  de- 
mand that  a  certain  standard  of  work  be  given  in 
return  ? 

Agreed  Wage  Does  Not  Hold 

Mr.  R.  G.  Wilson,  of  R.  G.  Wilson  &  Son,  general 
contractors,  London,  stated  that  in  his  city  they  had 
started  off  with  65  cents  as  the  agreed  wage  rate  last 
season,  but  that  they  were  now  paying  as  high  as 
$1.10.  This  condition  had  been  brought  about  mainly 
owing  to  outside  contractors  coming  in  and  doing 
work  on  a  percentage  basis.  He  did  not  see  why  the 
employers  coidd  not  get  together  and  when  an  agree- 
ment was  made,  force  the  men  to  work  for  no  one 
who  did  not  belong  to  their  association,  and  who  did 
not  pay  the  rate  agreed  upon.  There  should  also  be 
something  done  along  the  line  of  standardization,  as 
many  of  the  men  were  moving  to  other  cities. 

Mr.  Ed.  Charters,  of  Sault.  Ste.  Marie,  pointed  out 
that  in  any  scheme  of  standardization  special  con-    ,  * 
sideration  wauld  have  to  be  given  points  such  as  Sault 
Ste  Marie,  where  the  season  was  short,  and  they  had 
competition  for  labor  from  the  other  side  of  the  line. 

Mr.  Elgie.  drew  attention  to  the  fact  that  in  New 
York  the  arrangement  was  that  the  mechanic  who 
worked  the  least  number  of  hours  got  the  highest 
wages.  He  thought  the  same  principle  should  be  oper- 
ative in  Ontario,  so  that  if  mechanics  in  Sault  Ste. 
Marie  worked  a  smaller  number  of  hours  during  the 
season,  they  should  be  better  paid. 

On  motion  of  Mr.  C.  F.  Till,  the  following  were 
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appointed  as  a  committee  to  consider  the  question  of 
wage  standardization :  Geo.  A.  Crain,  Thos.  Bier,  N.  E. 
Gibb,  Ed.  Charters,  Robt.  Marson,  Geo.  Gander,  J.  M. 
.   Piggott,  J.  Bogue. 


Protection  on  Uncompleted  Contracts 


Mr.  Ingram,  of  Stratford,  thought  there  should  be 
some  way  of  protecting  a  contractor  with  an  uncom- 
pleted contract  when  an  increased  scale  of  wages  was 
demanded. 

Mr.  Wright  did  not  think  it  possible  to  hold  the 
unions  to  anything  until  they  were  made  chartered 
institutions. 

Mr.  Peter  McLarty  said  he  had  been  a  member 
of  an  international  union  for  a  number  of  years  and 
that  there  was  a  clause  in  their  by-laws  providing 
that  for  any  job  under  way  when  a  new  wage  scale 
was  established  the  labor  must  be  supplied  at  the  old 
rate,  unless  the  contractor  was  willing  to  pay  more. 
In  the  Soo  they  had  agreed  with  their  men  on  a  rate 
of  $1.15  for  the  year,  and  no  matter  what  outside 
contractor  came  in,  the  agreement  provided  that  there 
should  be  no  change  in  the  rate. 

Mr.  Elgie  pointed  out  that  there  were  cases  where 
the  men  lived  right  up  to  their  agreements  even  un- 
der very  adverse  circumstances.  In  Indianapolis,  Ind., 
for  example,  they  continued  to  work  for  90  cents  an 
hour,  while  all  the  surrounding  towns  were  paying 
higher  rates.  Seeing  their  loyalty,  the  contractors 
had  voluntarily  raised  the  wages.  In  Toronto  this 
year  the  masons'  section  had  signed  an  agreement 
with  the  men  for  a  rate  of  $1.00  per  hour  from  April 
1.  They  had  come  to  the  conclusion  that  this  was  a 
sufficiently  high  rate  so  that  they  would  not  be  in- 
duced to  leave  the  city. 

*      *  * 

The  Banquet 

A  very  enjoyable  banquet  was  held  on  Tuesday 
evening.  Mr.  Fred  Armstrong  was  in  the  chair,  and 
among  the  speakers  were  Dr.  Merchant,  director  of 
Technical  Education  for  the  Province,  Mr.  Clapper- 
ton,  of  the  Plumbers'  &  Steamfitters'  Association, 
Mr.  A.  Frank  Wickson,  president  of  the  Royal  Archi- 
tectural Institute  of  Canada,  Mr.  Shepherd,  vice-pre- 
sident of  the  Ontario  Association  of  Architects,  and 
Rev.  A.  Logan  Geggie.  The  speech-making  was  in- 
terspersed with  enjoyable  musical  numbers. 

After  proposing  the  toast  to  the  King,  Mr.  Arm- 
strong extended,  on  behalf  of  the  city  of  Toronto,  a 
right  royal  welcome  to  the  guests  from  other  towns 
and  cities.  He  endeavored  to  impress  upon  those  pre- 
sent the  high  responsibilities  of  their  association,  and 
the  important  place  their  industry  held  in  their  com- 
munity. There  was  no  industry  in  the  world,  he  point- 
ed out,  which  used  the  products  of  inventive  genius 
to  the  same  extent.  Bureaus  of  scientific  research 
were  continually  at  work  testing  strains  and  stresses 
of  structural  materials,  and  that  some  of  the  best  lab- 
oratories in  the  world  devoted  their  energies  to  such 
problems  as  heat  loss,  through  walls  and  windows, 
and  so  on.  It  was  not  too  much  to  say  that  at  least 
half  of  the  population  of  a  country  was  connected  di- 
rectly or  indirectly  with  the  building  industry.  In 
short,  the  building  game  was  the  greatest  game  on 
earth. 


Technical  Education — Dr.  Merchants' 
Address 


"We  in  the  Department  of  Education  have  cer- 
tain interests  in  common  with  you  men  of  the  build- 
ing industry,"  said  Dr.  Merchant. ,  "One  of  the  urgent 
demands  at  the  present  time  is  for  production.  I  go 
to  a  building  which  is  being  erected  and  on  which  the 
endeavor  is  being  made  to  speed  up  the  work,  and  I 
am  told  that  the  chief  drawback  is  the  lack  of  produc- 
tion of  material.  I  go  down  to  a  store  and  try  to  buy 
something  for  my  table,  but  find  the  price  almost  pro- 
hibitive, for  the  same  reason.  I  wish  to  import  some- 
thing from  the  United  States  and  I  find  I  have  to  pay 
an  additional  percentage  over  the  cost  in  U.  S.  cur- 
rency, and  I  am  told  it  is  because  of  the  adverse  bal- 
ance of  trade.  Now,  on  what  does  production  depend? 
On  the  number,  the  purpose,  the  knowledge,  the  skill 
and  the  resourcefulness  of  the  workers.  We  may  say 
it  is  dependent  on  material,  but  the  availability  of  ma- 
terial and  its  usefulness  depend  on  human  effort.  We 
were  reminded  a  few  moments  ago  that  the  future  of 
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our  country  is  to  a  large  extent  dependent  on  our 
industries  and  upon  those  engaged  in  them.  We  have 
two  great  fundamental  resources — first,  on  the  materi- 
al side,  our  large  mineral  areas,  vast  water  reaches  and 
limitless  forests,  and,  secondly,  on  the  human  side, 
we  have  the  possibilities  that  lie  latent  in  our  chil- 
dren. In  both  of  these  cases  our  resources  are  as  yet 
potential.  We  have  never  realized  them  to  the  full. 
What  our  children  will  accomplish  will  depend  to  a 
great  extent  on  the  educational  agencies  that  assist 
them  to  develop  their  talents.  The  real  resources  then 
to  supply  the  worker  of  the  country  are  the  children 
in  our  schools  and  our  homes.  Your  work,  therefore, 
is  very  closely  coupled  with  mine.   It  may  be  said  that 

we  must  import  more  workers.    That  may  be  true  

but  it  should  not  be.    We  should  develop  in  our  own 
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schools  the  workers  for  our  industries  and  it  is  your 
business  and  mine  to  do  it. 

No  Training  in  the  Factories 

"The  time  was  when  they  received  training  in  the 
factories,  and  that  method  of  training  had  decided  ad- 
vantages, but  it  has  passed  away.  The  young  lad  of 
the  present  day  demands  full  payment  for  his  services. 
I  was  in  a  plumbing  class  not  long  ago  and  the  in- 
structor told  me  that  not  one  of  the  boys  had  ever 
had  an  iron  in  his  hand  to  do  a  piece  of  work.  Each 
boy  was  used  to  the  best  advantage  of  his  employers 
at  ttie  time;  and  the  shop  was  not  organized  to  give 
instruction. 

"We  must  make  adequate  provision  lor  instruc- 
tion throughout  the  province.  You  know  the  old  line 
of  education  led  away  from  the  industries.  The  train- 
ing of  the  schools  was  all  for  the  professions  and  for 
commercial  life,  and  the  industries  were  supplied  with 
boys  who  dropped  out  before  their  education  was 
completed.    The  fundamental  purpose  we  have  in  view 
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in  the  newer  form  is  to  direct  a  much  larger  propor- 
tion of  bright  young  boys  and  girls  into  industry,  and 
to  give  them  in  these  schools  a  fundamental  training 
that  will  fit  them  for  it.  I  mean  by  a  fundamental 
training,  first,  a  good  common  school  education.  One 
of  the  weaknesses  of  industry  is  that  it  has  been  re- 
cruited from  classes  that  have  not  received  a  good 
common  school  education.  What  we  are  endeavoring 
to  do  is  to  insure  that  each  boy  will  be  kept  at  school 
long  enough  to  obtain  a  fair  common  school  education, 
and  then  that  he  will  have  fundamental  training  for 
industrial  life.  The  time  was  when  a  parent  had  to 
decide  whether  it  would  be  an  education  or  a  trade 
for  their  child.  That  time  has  gone  by.  To  be  suc- 
cessful in  his  trade,  the  boy  should  know  something 
of  the  scientific  knowledge  of  the  principles  of  air 
pressure  and  the  physical  relations  that  bear  upon  the 
processes  he  is  engaged  in,  and  the  enlightened  plumb- 
er of  the  future  should  have  a  fair  scientific  training. 
I   am  not  referring  to  a  university  training,  but  be 


should  have  the  principles  drilled  into  him  at  school 
experimentally.  Jle  should  have  the  principles  of 
mathematical  calculation.  What  we  want,  as  con- 
sumers, is  more  accurate  calculations-  no  guess  work  • 
about  it  at  all.  There  is  scarcely  a  trade  that  has  not 
scientific  principles  and  mathematical  data  on  which 
it  is  based.  There  is  hardly  a  trade,  either,  in  which 
drawing  is  not  a  fundamental,  and  the  boy  should 
have  a  good  sound  training  in  the  principles  of  mech- 
anical practice.  J  think  there  is  no  town  in  Ontario 
with  a  population  over  5,000  where  there  is  not  estab- 
lished either  a  day  or  evening  technical  school. 

Trade  School  Cannot  Replace  Shop 

"As  regards  the  trade  school,  1  am  not  here  as  an 
exponent  of  it.  I  have  seen  the  best  in  existence,  and 
I  have  not  yet  seen  one  that  can  do  for  a  man  what  a 
practical  shop  training  will  do.  What  1  want  to  point 
out  is  that  the  trade  school  cannot  take,  in  full,  the 
place  of  apprenticeship,  and  the  only  solution  is  a  com- 
bination between  the  school  and  the  shop  training. 
At  the  Toronto  Technical  School  we  have  seventy 
boys  from  the  plumbers'  trade  taking  courses.  They 
are  getting  those  things  we  have  been  talking  about — 
English,  mathematics,  drawing,  and  practical  work. 
They  cannot  get  all  their  practical  work  at  the  school, 
but  somethings  can  be  taught  just  as  well  at  the  school 
as  in  the  shop — making  joints,  for  instance.  The  boy 
needs,  however,  to  get  out  on  the  job  and  come  in 
direct  contact  with  the  actual  problems,  in  order  to 
obtain  a  really  practical  training.  We  want  a  closer 
co-ordination  between  the  school  and  the  trades.  We 
have  no  cut  and  dry  programme  for  dealing  with  the 
various  trades,  but  what  we  are  concerned  with  is  to 
give  the  boy  a  good  general  education,  including  the 
elements  of  citizenship,  and  then  get  together  with 
you  as  practical  men  and  solve  the  problem  of  his 
practical  training.  I  want  to  work  out  a  course  on  the 
practical  side  that  will  be  of  real  benefit  to  all  con- 
cerned and  will  couple  up  the  school  very  directly 
with  industry,  and  1  ask  the  leaders  in  the  various 
lines  of  trade  to  assist  in  mapping  out  school  courses 
and  in  effecting  combinations  between  the  school  and 
industry. 

Compulsory  Attendance  at  Schools 

"Of  one  thing  I  am  cmite  convinced,  you  can't  get 
all  the  boys  to  take  courses  unless  some  form  of  com- 
pulsion is  used.  Otherwise  the  majority  will  stav 
away.  The  plumbers  are  telling  the  boys  that  they 
must  go  to  school  or  they  will  be  apprentices — that  is 
the  best  type  of  compulsion.  At  the  last  session  of  the 
Legislature,  a  measure  was  unanimously  passed  which 
will  require  all  workers  between  the  ages  of  fourteen 
and  eighteen  years  to  attend  school  a  certain  number 
of  hours  per  year,  to  be  arranged  as  conveniently  as 
possible.  I  bespeak  for  this  measure  your  most  hearty 
support. 

"1  want  to  discuss  with  you' several  things.  What 
should  be  taught  in  school  in  this  trade  and  that  trade? 
How  is  the  best  type  of  teacher  to  be  obtained?  We 
allow  no  man  to  teach  a  practical  subject  who  has  not 
himself  had  wide  experience  in  the  trade,  including 
apprenticeship  and  successful  work.  It  is  often  diffi- 
cult to  get  men  to  become  teachers.  At  the  present 
time  we  are  carrying  on  an  experimental  class  for  the 
training  of  teachers.  One  of  the  best  teachers  is  a 
man  who  had  no  training  whatever  in  teaching,  but 
he  seemed  to  just  have  a  natural  instinct  for  the  work. 
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Others  have  no  aptitude  for  it  whatever.  One  of  our 
biggest  problems  is  to  get  the  right  type  of  man. 

Appropriations  for  Technical  Training 

"We  shall  have  no  trouble  with  our  equipment. 
The  province  has  set  aside  a  large  sum  and  the  Do- 
minion Government  has  also  appropriated  $10,000,000 
for  the  same  purpose,  to  be  expended  during  the  next 
ten  years  by  the  different  provinces.  Just  recently 
the  Minister  of  Education  signed  an  agreement  under 
which  there  has  been  set  aside  for  Ontario  during  the 
coming  year  the  sum  of  $224,000.  Next  year  the 
amount  will  be  increased,  so  that  we  see  our  way  clear 
to  assist  municipalities  in  putting  up  buildings  and 
supplying  equipment.  Plans  are  now  under  way  for 
schools  at  Brantford,  Guelph,  Kitchener  and  many 
other  municipalities. 

"In  conclusion,  what  I  would  ask  of  you  is  to  help 
me  to  develop  the  proper  practical  courses,  to  obtain 
teachers,  and  to  more  closely  connect  the  work  of  the 
schools  with  your  industry." 

*      *  * 

What  the  Plumbers  are  Doing  in  the  Training  of 
Apprentices 

Mr.  Geo.  Clapperton,  of  Bennett  &  Wright,  told  of 
gathering  something  of  what  the  plumbers  were  do- 
ing in  the  training  of  apprentices.  "We  have,"  he 
said,  "seventy  boys  at  the  Technical  School  taking 
lessons,  two  nights  a  week.  They  are  taking  one  hour 
of  practical  instruction,  and  one  hour  of  mechanical 
drawing,  mathematics,,  history,  etc.,  and  if  any  one 
of  you  were  to  see  the  interest  those  boys  are  show- 
ing, I  am  sure  you  would  get  busy  and  have  the  boys 
in  your  line  go  there  for  technical  education.  Some 
time  ago  our  association  appointed  a  committee,  of 
which  I  was  a  member,  to  try  and  bring  forward  some 
scheme  to  improve  and  uplift  our  trade.  I  am  sorry 
to  say  that  in  the  last  few  years  the  trade  has  gone 
back,  because  the  men  in  the  trade  are  not  fitted  to 
teach  boys  anything  more  than  the  mechanical  end. 
We  therefore  asked  the  members  of  the  Association 
that  they  should  pick  out  from  amongst  their  boys 
those  who  wanted  to  be  mechanics  and  who  were  pre- 
pared to  go  on  with  the  trade.  After  they  had  done 
so,  we  wrote  to  their  parents  and  told  them  what  we 
were  going  to  do,  and  asked  their  co-operation.  We 
told  them  three  of  our  influential  members  had  sub- 
scribed a  fund  whereby  we  could  offer  the  boys  some 
inducement  to  attend.  The  interest  derived  from  the 
fund  will  be  sufficient  to  provide  four  scholarships, 
two  to  be  awarded  from  the  technical  school  and 
two  from  our  association.  We  got  replies  from  most 
of  the  parents  saying  they  wrere  well  pleased.  We  also 
have  a  report  from  the  Technical  School  every  week 
of  those  present  and  those  absent,  and  we  told  the  boys 
they  must  go  to  these  classes  every  night,  as  if  he 
didn't  we  would  feel  he  did  not  want  to  learn  the 
business.  A  week  ago,  we  went  to  the  Technical 
School  and  had  the  teacher  explain  what  was  being 
done,  and  it  was  a  treat.  I  would  advise  anyone  to  go 
there  of  an  evening  and  see  for  himself,  and  I  think 
every  man  in  the  industry  should  go  and  help.  The 
reason  our  trade  has  been  going  back  is  because  we 
have  depended  on  immigration.  I  want  to  try  and  im- 
press upon  the  members  of  this  association  the  neces- 
sity of  taking  the  boys  of  our  own  city  and  giving 
them  this  technical  education.    If  you  do,  they  will 


be  more  than  tradesmen  in  the  future  and  put  the  in- 
dustry where  it  belongs." 

Architect  and  Builder  Go  Hand  in  Hand 

Mr.  A.  Frank  Wickson,  President  of  the  Royal 
Architectural  Institute  of  Canada,  spoke  of  the  place 
of  architecture  in  the  life  of  the  community.  The  ar- 
chitect and  the  builder  went  hand  in  hand  tind  he  be- 
lieved good  progress  was  being  made  by  both.  Many 
years  ago  some  excellent  work  was  done;  then  there 
came  a  period  which,  from  the  artistic  point  of  view 
was  wicked,  but  it  was  a  great  pleasure  to  be  able  to 
point  out  the  type  of  building  that  was  being  put  up 
in  the  city  of  Toronto  at  the  present  time. 

Canadian  Talent  for  Canadian  Work 

Mr.  R.  K.  Shepard,  of  the  Ontario  Association  of 
Architects,  urged  the  necessity  of  conserving  Can- 
adian talent  for  Canadian  work.  Some  time  ago  it 
had  become  rather  fashionable  to  engage  outside  ar- 
chitects and  engineers  to  design  our  buildings.  It 
seemed  a  rather  illogical  policy  for  the  government 
to  spend  large  sums  of  money  on  technical  schools 
and  colleges,  and  then  to  do  nothing  to  conserve  the 
trained  men  produced  by  them  for  Canadian  under- 
takings. He  bespoke  the  co-operation  of  the  associa- 
tion to  which  his  hearers  belonged  in  keeping  Can- 
adian construction  work  for  Canadian*  architects  and 
builders. 

Mr.  G.  F.  W.  Price,  the  recently  appointed  city 
architect  of  Toronto,  was  a  guest  at  the  banquet  and 
was  given  a  very  enthusiastic  reception  when  called 
upon  to  speak.  Mr.  Price  expressed  his  appreciation 
of  the  welcome  given  him.  The  building  industry,  he 
pointed  out,  was  now  in  a  very  active  condition.  Com- 
mencing with  October,  Toronto  had  been  making  his- 
tory. October,  November,  December  and  January, 
had  each  been,  respectively,  the  largest  months  the 
city  had  had,  and  it  was  expected  that  February 
would  also  be  the  largest  February. 

A  very  humorous  and  entertaining  address  was 
given  by  Rev.  A.  Logan  Geggie. 

Mr.  Geo.  Crain,  on  behalf  of  the  visitors,  expressed 
their  appreciation  of  the  very  enjoyable  banquet  and 
entertainment  provided  by  the  Toronto  men. 

Mr.  Elgie,  who  was  called  upon  to  speak,  declared 
that  the  contractors  throughout  the  province  were  tak- 
ing up  very  seriously  the  practical  side  of  technical 
education,  and  that  they  realized  that  every  boy  re- 
quired both  technical  and  practical  training".  He  also 
urged  that  no  government  had  the  right  to  bring  a 
foreign  element  into  the  country  without  educating 
them. 

*      *  * 
Wednesday  Morning  Session 

The  first  item  of  business  on  Wednesday  morn- 
ing was  the  appointment  of  committees  to  deal  with 
the  various  subjects.  The  members  of  the  Legal  Com- 
mittee were  as  follows:  H.  W.  McLeod  (chairman); 
R.  J.  Fuller,  W.  E.  Dillon,  T.  Grace,  J.  H.  Thomas, 
Peter  McLarty,  J.  Bogue,  L.  A.  Boss. 

Resolutions  Committee:  Geo.  Gander,  L.  A.  Boss, 
R.  Marson,  John  Whittaker. 

Committee  on  joint  Industrial  Council  and  Labor: 
N.  E.  Gibb  (chairman);  ].  M.  Lillow,  W.  II.  Palmer, 
Peter  McLarty,  J.  Bogue,  II.  J.  Graham,  W.  E.  Dil- 
lon, W.  C.  Northcy,  G.  II.  Thomas. 

Nomination  Committee:  T.  Grace,  Ed.  Charters,  C. 
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F.  Till,  J.  W.  Frid,  G.  H.  Thomas,  T.  Raymcnt,  H. 
McLeod,  L.  A.  Boss,  J.  Rogue,  Geo.  Crain. 

Mr.  N.  E.  Gibb,  as  convenor  of  the  committee  on 
Joint  Industrial  Councils  and  Labor,  presented  a  pa- 
per dealing  with  the  situation: 

Objection  to  Lien  Clause 

Mr.  W.  E.  Dillon  reported  regarding  the  activities 
of  the  Committee  on  the  Lien  Law  during  the  past 
year.  He  pointed  out  that  there  was  one  clause  in 
the  Act  to  which  objection  had  been  taken  because 
it  benefited  the  general  Contractor  more  than  the  sub- 
contractor. This  was  the  clause  which  provided  that 
the  general  contractor  could  lien  a  building  within 
seven  days  after  the  issuance  or  refusal  to  issue  a  final 
certificate.  The  Retail  Lumbermen's  Association  had 
also  been  taking  the  matter  up,  and  both  associations 
had  been  advised  by  Hon.  Mr.  Lucas  to  get  together 
on  the  matter  and  bring  in  their  joint  resolutions. 
These,  however,  had  not  been  put  through,  and  it  was 
decided,  instead,  to  frame  a  complete  new  act.  A 
committee  had  been  appointed  at  the  last  session  in 
this  connection,  but  the  members  had  been  defeated  in 
the  recent  election.  The  provincial  association's  com- 
mittee had  had  some  correspondence  with  the  new 
Premier  and  Attorney-General,  who  asked  them  to 
make  some  recommendations.  The  Cabinet,  they 
were  advised,  were  ready  to  meet  them  at  any  time 
they  might  suggest. 

The  committee  had  also  been  instrumental  in  hav- 
ing the  merit  and  demerit  clause  in  the  Workmen's 
Compensation  Act  repealed  so  far  as  the  building 
trades  were  concerned. 

Legislation  on  Technical  Education 

Regarding  technical  education,  Mr.  Dillon  referred 
to  their  interview  with  Hon.  Dr.  Cody  and  Dr.  Mer- 
chant. The  Department  of  Education  was  convinced, 
as  were  the  builders,  that  some  form  of  compulsion 
was  necessary.  They  were  ready  to  give  a  certain 
amount  of  legislation  if  the  builders  would  agree  to 
the  part  time  system.  He  also  thought  that  both  the 
provincial  and  Dominion  organizations  deserved  credit 
for  getting  larger  grants  from  the  government  for 
technical  education. 

Mr.  Dillon  also  spoke  of  the  formation  of  the  Joint 
Industrial  Council  of  the  Toronto  Building  Trades. 
Very  encouraging  results  had  been  obtained  from  it 
up  to  the  present,  and  it  had  been  clearly  demonstrated 
that  the  employers  and  the  workmen  had  much  in 
common.  Last  year  they  had  attempted  to  get  the 
Premier  of  Ontario  to  consent  to  have  all  disputes 
settled  through  the  Council.  This  was  under  consider- 
ation when  the  government  was  defeated.  He  thought 
this  idea  should  be  adopted  throughout  the  Dominion. 

Mr.  W.  W.  Pearse  on  Building  By-laws 

Following  the  mid-day  luncheon,  Mr.  W.  W. 
Pearse,  former  city  architect  of  Toronto,  and  now  gen- 
eral manager  of  the  Board  of  Education  of  that  city, 
addressed  the  association.  Mr.  Pearse  said  it  had  been 
his  fortune,  during  his  period  of  office  as  city  archi- 
tect, to  be  asked  to  draft  a  new  building  by-law  for 
Toronto.  The  question  of  drafting  building  by-laws 
was  of  vital  importance  to  a  city.  If  the  by-law  were 
simply  jumped  at  and  composed  from  other  by-laws, 
the  best  results  could  not  be  expected.  When  they 
undertook  the  work  in  Toronto,  the  unfortunate  thing- 
was  that  they  could  get  very  little  information  regard- 


ing Canadian  products.  When  they  wanted  to  find 
the  strength  of  material  they  had  had  to  turn  to  the 
institutions  to  the  south  of  the  line.  Ever  since,  he 
had  been  trying  to  preach  the  doctrine  that  there 
should  be  a  central  bureau  in  the  Dominion  for  the 
testing  of  Canadian  materials.  Brick  had  been  in  use 
for  some  6,000  years,  and  yet  less  was  known  about 
it  than  about  many  much  more  recently  adopted 
structural  materials.  There  had,  for  instance,  been 
extensive  laboratory  tests  on  steel  and  concrete.  In 
view  of  this  situation,  the  speaker  said  he  had  in- 
duced the  city  council  to  make  a  grant  of  $500  for  the 
purpose  of  carrying  out  tests  on  brick  piers.  (De- 
tails of  these  tests  were  given  in  the  Contract  Record 
issue  of  Feb.  19,  1919).  The  information  gained,  he 
believed,  would  help  to  save  millions  of  dollars. 

In  regard  to  fire  prevention,  the  question  was  a 
very  large  one.  They  had  tried  to  find  out  through 
research  the  best  fire  protective  devices  and  apparatus. 
The  fire  department  had  informed  them  that  90  per 
cent,  of  the  fires  started  in  the  basement,  and  it  is 
very  difficult,  as  a  rule,  to  get  into  the  basements. 
Therefore,  if  the  basements  were  straightened  out  it" 
might  be  the  means  of  effecting  great  saving. 

Tests  on  Flat  Slab  Concrete  Construction 

Tests  on  flat-slab  concrete  construction  had  been 
carried  out  in  conjunction  with  Toronto  University, 
and  it  had  been  decided  to  adopt  the  Chicago  code  for 

this  class  of  construction. 

The  question  of  economy  was  a  very  important 
one.  Any  fool  could  put  up  a  building  that  would  not 
fall  down,  but  in  order  to  build  an  economical  struc- 
ture, a  man  should  know  all  about  strength  of  mater- 
ials and  should  make  sure  that  he  is  not  providing  for 
live  loads  greater  than  safety  required. 


Workmen's  Compensation  —  A.  C.  B.  C.  I. 
Claims  Presented  by  Mr.  J.  C.  Reilly 


In  the  absence  of  Mr.  J.  P.  Anglin,  president  of 
the  Association  of  Canadian  Building  and  Construc- 
tion Industries,  who  was  detained  owing  to  illness  in 
his  family,  Mr.  J.  C.  Reilly,  the  general  secretary  of 
that  organization,  presented  its  claims  to  the  members 
of  the  Provincial. 

Mr.  Samuel  Price,  chairman  of  the  Workmen's 
Compensation  Board,  also  addressed  the  Association, 
citing  a  number  of  individual  instances  as  illustrative 
of  the  operation  of  the  Compensation  Act : 

Awards  in  Cases  of  Death 

A  carpenter  (John  T.  Moore,  aged  50,  in  the  em- 
ploy of  James  B.  Currie,  Toronto),  on  October  17, 
1919,  slipped  on  a  frosty  roof  and  fell  from  the  build- 
ing on  which  he  was  working,  dropping  on  to  the 
verandah  and  thence  to  the  ground,  suffering  injuries 
from  which  he  died  ten  days  later.  His  average  wages 
were  $30.64  a  week.  Fifty-five  per  cent,  of  this  was 
paid  by  the  Board  to  the  widow  for  the  ten  days  he 
lingered  and  upon  his  death  an  award  was  made  giving 
the  widow  (aged  47)  $30  a  month  for  herself  until 
death  or  re-marriage  and  $7.50  a  month  for  one 
daughter  while  under  16.  The  capitalized  value  of  the 
pension  was  $5,115.  Doctor,  hospital,  and  nursing  bills 
to  the  amount  of  $243.35  were  paid;  also  $75  for  funer- 
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al  expenses ;  making  a  total  of  $5,456  for  the  accident. 

A  laborer  (Albert  Pritchard,  aged  38,  in  the  em- 
ploy of  A.  E.  Ponsford  Ltd.,  of  St.  Thomas),  on  July 
3,  1919,  (at  London)  was  unloading  material  from  a 
wagon,  when  the  horses  ran  away,  throwing  him  un- 
der the  wagon  causing  his  death  the  same  day.  He 
left  a  widow  (aged  39)  and  three  children  under  16. 
The  workman's  average  wage  amounted  to  only  $85.80 
per  month,  and  55  per  cent,  of  this,  namely  $47.19  a 
month,  was  awarded  the  widow  for  herself  and  three 
children.  The  capitalized  value  amounted  to  $6,752. 
Seventy-five  dollars  was  paid  for  funeral  expenses  and 
$13  for  doctor  bill. 

A  workmen  (Eli  W.  Hambleton,  aged  65,  in  the 
employ  of  I.  S.  Rose,  Newmarket,  on  July  30,  1919, 
was  shingling  on  a  bay  window  about  10  feet  from  the 
ground,  when  the  scaffold  collapsed,  causing  injuries 
from  which  the  workman  died.  His  widow  is  receiv- 
ing a  pension  of  $30  a  month  until  death  or  remar- 
riage and  $75  were  paid  for  funeral  expenses,  and  $18 
for  doctor  bill.  There  were  no  children  under  16.  The 
capitalized  value  of  the  pension  was  $3,703. 

A  Total  Disability  Case 

A  carpenter  (Henry  Stiver,  aged  53,  in  the  employ 
of  H.  G.  Christman,  Hamilton),  on  December  5,  1916, 
was  working  on  scaffolding  when  a  shore  slipped  out. 
causing  the  workman  to  lose  his  balance  and  to  fall 
down  an  elevator  shaft,  a  distance  of  60  feet,  on  to  a 
pile  of  lumber,  causing  injuries  to  his  hip  and  right 
hand,  which  totally  disabled  him  from  work.  His 
average  weekly  wages  were  $25.50.  He  was  paid  $14.03 
a  week,  in  bi-weekly  payments,  for  113  weeks,  and  was 
then  awarded  $'>0  a  month  for  life.  The  capitalized 
value  of  the  pension  was  $8,852,  making  the  total  cost 
of  the  accident  $10,435. 

A  painter  (Eli  J.  Wildfong,  aged  31,  in  the  employ 
of  the  T.  Eaton  Co.,  Ltd.,  Toronto),  on  June  26,  1919, 
fell  from  an  extension  ladder,  fracturing  his  right  arm 
near  the  elbow  joint.  His  average  earnings  were  $25 
a  week.  He  received  $13.75  a  week  for  9  weeks  while 
totally  disabled,  and  for  his  permanent  disability,  con- 
sisting of  some  limitation  of  movement  and  weakness 
of  the  arm,  he  was  awarded  $100  cash  and  a  pension 
of  $8.50  a  month  for  life.  The  capitalized  value  of  the 
pension  was  $1,704.  Medical  aid  to  the  amount  of 
$151.25  was  paid. 

Awards  for  Temporary  Injuries 

A  plumber  (Lauson  H.  Eckhardt,  aged  26,  in  the 
employ  of  D.  N.  Flanders,  Ingersoll),  on  March  5, 
1918,  was  carrying  a  pot  of  molten  solder  when  it 
slipped  from  the  pliers  he  was  carrying  it  with,  and 
splashed  in  his  eye,  badly  injuring  the  sight  of  the 
eye.  He  was  paid  $11.41  a  week  while  totally  dis- 
abled, and  for  the  permanent  impairment  of  sight  was 
awarded  $50  cash  and  a  pension  of  $6.50  a  month  for 
life.  The  capitalized  value  of  the  pension  was  $1,349. 
Twenty-one  dollars  and  fifty  cents  was  paid  for  med- 
ical aid. 

A  workmen  (Mike  Sedlick,  aged  31,  in  the  employ 
of  W.  H.  Cooper,  Hamilton),  on  August  5,  1919,  when 
taking  down  upper  scaffold,  brace  under  his  feet  gave 
way  and  he  fell  from  first  floor  to  the  basement,  dis- 
locating his  shoulder.  His  average  wages  were  $27.95 
and  he  received  $13.37  a  week  for  6-5/6  weeks  till  able 
to  resume  work,  amounting  to  $103.22.  There  was 
no  permanent  disability.  Twenty-one  dollars  and  fifty 
cents  was  paid  for  medical  aid. 


A  mason  (Leonard  Saint,  aged  34,  in  the  employ  of 
the  Yates  Construction  Company,  Hamilton),  on  De- 
cember 3,  1919,  was  going  up  hoist  when  cable  broke 
and  he  fell  a  distance  of  8  feet  to  the  ground,  injuring 
his  legs  and  back.  His  average  wages  were  $38.46  and 
he  received  $21.15  a  week  for  1-2/3  weeks,  when  he 
returned  to  work.  There  was  no  permanent  disability. 
Doctor  bills  amounting  to  $9.05  were  also  paid. 

Workmen's  Compensation  in  Building  Trades  in  1919 

Mr.  Price  also  placed  before  the  members  a  state- 
ment of  what  the  board  had  actually  done  in  the 
building  industry  during  the  year. 

The  total  number  of  accidents  in  the  building  trades 
in  which  compensation  or  medical  aid  was  paid  during 
1919  was  1,630,  as  against  1,609  during  1918.  There 
were  18  fatal  cases  compensated  during  1919,  as  against 
24  in  1918. 

Of  the  non-fatal  cases  98  involved  some  degree  of 
permanent  disability,  1,070  temporary  disability  only, 


Mr.  L.  A.  Boss,  2nd  Vice-  President 


and  444  were  cases  in  which  medical  aid  only  and  no 
compensation  was  paid. 

Assessments  and  Accident  Cost 

The  assessments  in  the  building  trades  for  1919,  in- 
cluding estimated  adjustments,  amounted  to  a  total  of 
$294,723.99,  the  total  number  of  employers  contributing 
being  about  5,500. 

The  accident  cost  for  1919,  including  estimates  for 
cases  not  finally  disposed  of,  is  as  follows:  Compensa- 
tion $261,061.18,  and  medical  aid  $30,973.67,  eivingf  a 
total  of  $292,034.85. 

The  year  has  thus  been  a  favorable  one,  there  being 
a  small  provisional  balance  on  the  right  side  of  the 
ledger,  as  compared  with  the  prior  year  when,  accord- 
ing to  the  provisional  statement  as  published  in  the 
report,  there  was  a  deficit,  which,  however,  by  reason 
of  the  adjustments  turning  out  to  be  more  than  esti- 
mated, has  been  reduced  by  the  completed  figures,  and 
which  was  more  than  taken  care  of  by  the  surplus 
which  was  carried  forward  from  prior  years. 

The  figures  for  the  various  classes  of  industry  are 
published  in  the  Board's  annual  reports,  those  for  the 
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yea*  last  closed  being  provisional  (contained  in  Table 
1  of  the  report),  the  final  figures,  when  all  adjustments 
and  all  awards  for  accidents  as  far  as  possible  have  been 
completed,  being  given  a  year  later  (in  Table  14  of  the 
report). 

Expenses 

There  will  also  be  the  matter  of  expenses  to  In- 
taken  care  of.  This  amounted  for  the  prior  year  to 
only  1.55  per  cent,  of  the  assessment.  Eor  the  year 
just  closed  it  will  be  about  1 .05  per  cent.,  the  slight 
difference  being  caused  by  the  fact  that  the  Govern- 
ment grant  toward  expenses  remained  the  same  while 
both  assessments  and  compensation  proportionately 
increased  by  reason  of  the  general  increase  in  wages. 
Rates  of  Assessment 

Though  after  the  rather  unfavorable  experience  of 
1918  it  was  feared  it  would  not  any  longer  be  possible 
to  carry  the  building  trades  at  the  rates  that  have  pre- 
vailed for  some  years  past,  the  1919  figures  arc  re- 


The  new  Secretary-treasurer  of  the 
organization,   Mr.   Geo.  Gander 


assuring,  and  no  advance  seems  at  present  to  be  ne- 
cessary. 

The  rates  have  been  much  less  than  was  expected 
when  the  Act  was  going  into  effect.  The  1915  rates 
were  the  highest  tTiat  have  been  charged.  Since  then 
in  the  building  trades  the  rates  have  been  practically 
constant — one  of  the  few  instances  in  the  present 
times'  in  which  costs  have  not  increased. 

The  following  comparison  with  the  rates  in  other 
places  (compiled  from  the  latest  available  rate  lists) 
will  be  interesting — 

Industry  Out.  Ohio  Mich.  N.Y.  N.S.  Man. 

Brick  or  Stone  Masonry    ..1.50    2.85    7.52    8.74    2.00  2.10 

Plastering  1.00    1.20    2.99    3.49    2.00  1.80 

Carpentry,   N.O.S  1.50    2.10    7.52    7.85    2.00  2.10 

fainting,  N.O.S.,  and  Decor- 
ating  1.00    4.95    5.46    6.34     1.50  2.40 

Sheet  Metal  Work  1.50    1.85    4.54    5.28    2.30  3.25 

Hoofing  1.50    4.45    7.19    8.36    2.30  3.25 

Electric  Wiring  80      .80    1.74    2.03    1.50  1.75 

Plumbing  80    1.20    1 .07    1.94    1.50  1.50 

*       *  * 

Following  Mr.  Price's  address,  Mr.  ('rain  brought 
up  the  question  of  the  Provincial  Association's  alti- 


tude to  the  A  C. B.C. I.  Messrs.  Dillon,  Gander,  Gra- 
ham, Scott  and  Bogue,  spoke  strongly  in  favor  of 
affiliation  with  the  national  association  as  provided 
for  in  its  constitution,  and  on  Mr.  Crain's  motion,  it 
was  unanimously  resolved  "that  this  Provincial 
Builders'  and  Supply  Association,  be  affiliated  with  the 
Association  of  Canadian  Building  and  Construction 
Industries  and  elect  the  three  members  to  the  National 
Council." 

It  was  moved  by  Mr.  Wright,  and  seconded  by  Mr. 
Charters,  that  the  Association  request  the  supply  men 
to  get  together  and  see  if  anything  could  be  done 
toward  the  stabilization  of  prices.  Mr.  Wright 
thought  it  would  be  well  that  advice  to  this  effect 
should  be  sent  to  the  convention  of  the  Retail  Lumber- 
men's Association  which  is  to  meet  in  Hamilton 
shortly.    The  motion  was  carried. 

Mr.  Elgie  spoke  of  the  work  which  the  secretary, 
Mr.  Wright,  had  done  for  the  association  during  the 
past  year.  Nothing  had  been  too  much  trouble  for 
him  and  he  had  looked  after  the  interests  of  the  asso- 
ciation very  well.  He  thought,  therefore  that  he 
should  receive  some  tangible  appreciation  of  his  ser- 
vices. 

On  motion  of  Mr.  Till,  seconded  by  Mr.  Lillow,  an 
honorarium  of  $150  was  voted  to  Mr.  Wright. 

Mr.  Till  expressed  the  opinion  that  the  present 
per  capita  tax  of  $1.00  did  not  provide  the  Provincial 
Association  with  sufficient  finances  to  place  it  in  the 
position  it  should  occupy.  The  tax  had  been  fixed 
at  a  time  when  the  expenses  were  smaller  and  he 
thought  that  now  some  increase  should  be  made. 

Mr.  (  rain  moved  that  a  committee  of  five  should 
be  appointed  to  thresh  out  this  matter  and  bring  in  a 
budget.  Mr.  McFarren  seconded  the  motioji,  which 
was  carried. 


Legislative  Committee  Report 


The  report  of  the  Legislative  Committee  was 
brought  in  on  Thursday  morning,  consisting  of  two 
resolutions,  as  follows: 

That  no  amendments  be  made  to  the  Compensation 
Act,  or  Lien  Act,  without  first  notifying  the  various 
bodies  of  employers  that  may  be  interested  in  those 
amendments.  (Moved  by  Mr.  Gander,  seconded  by 
Mr.  Dillon) 

That  this  association  appeal  to  Aldermen  Phinne- 
more  and  Maxwell  to  bring  before  the  assessment 
commission  the  advisibility  of  proper  assessment  or 
taxation  of  foreign  contractors,  engaged  in  the  con- 
struction industry  in  this  city  so  that  they  will  be 
placed  on  the  same  basis  as  local  contractors.  (Moved 
by  Mr.  Gander,  seconded  by  Mr.  Scott), 

There  was  considerable  discussion  on  the  second 
resolution.  Mr.  Webster,  of  Gait,  moved  an  amend- 
ment that  the  word  "foreign"  be  deleted  and  the  word 
"outside"  substituted,  and  that  a  preamble  be  inserted 
that  there  was  not  desire  to  place  any  impediment  to 
outside  contractors  doing  business  in  any  town  or 
city,  but  that  it  was  the  purpose  to  place  them  on  the 
same  footing  as  the  local  contractor.  Mr.  Marson 
seconded  this  amendment. 

An  amendment  to  the  amendment  was  proposed 
by  Mr.  Jackson,  as  follows: 

"Whereas,  it  has  been  forcibly  impressed  upon  this 
convention  that  contractors  coming  to  the  Province 
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of  Ontario  from  outside  points  and  temporarily  engag- 
ing in  construction  work  do  not,  as  a  rule,  pay  the 
municipal  taxes  that  the  resident  citizen  pays. 

"Therefore,  it  is  resolved  that  we  interview  Alder- 
men Maxwell  and  Phinnemore  to  endeavor  to  have 
them,  through  the  Toronto  City  Council,  secure  an 
amendment  to  the  municipal  tax  by-laws  so  that 
persons  temporarily  carrying  on  construction  work  in 
the  city  of  Toronto  and  not  paying  taxes  in  the  Prov- 
ince of  Ontario  will  be  subject  to  the  same  municipal 
taxation  as  the  resident  citizen. 

"It  is  felt  that  if  this  change  is  first  made  in  To- 
ronto, it  will  quickly  become  operative  throughout  all 
cities  and  towns  in  the  Province." 

Mr.  Jackson  thought  they  would  be  getting  down 
to  a  very  narrow  viewpoint  if  they  asked  for  the  taxa- 
tion of  each  other. 

Mr.  Gibb  said  he  had  done  work  in  eleven  different 
municipalities  last  year  and  if  he  were  to  be  taxed  in 
all  it  would  practically  mean  his  giving  up  business. 

Mr.  Jackson's  amendment  was  carried. 

Regarding  standardization  of  wages,  it  was  moved 
by  Mr.  Penn,  seconded  by  Mr.  Crain,  "that  the  execu- 
tive of  the  Provincial  Association  was  of  the  opinion 
that  the  time  was  not  opportune  to  standardize  wages 
in  zones  throughout  the  province,  and  that  the  Do- 
minion Association  be  requested  to  take  up  this 
matter." 

Explanation  of  "Open  Price"  Plan 

Mr.  W.  R.  Carr,  of  the  Contract  Record,  was  called 
upon  by  Mr.  Elgie  to  speak  on  the  "Open  Price". plan. 
Mr.  Carr  pointed  out  that  this  plan  was  being  used  by 
the  electrical  contractors.  It  was,  he  said,  very  simple 
in  its  operation.  It  was  merely  an  arrangement  by 
which  the  contractors  exchanged  tenders  on  their 
different  jobs  through  a  clearing  house.  In  the  first 
place  it  was  essential  to  have  some  disinterested  party 
act  in  this  capacity.  There  were  two  points  to  note 
in  particular.  First,  there  was  no  suggestion  of  col- 
lusion among  the  contractors  to  fix  the  price  or  keep 
the  prices  higher  than  they  ought  to  be.  Secondly, 
the  main  advantage  seemed  to  be  that  the  contractors 
often  got  together  and  compared  their  figures  and 
notes  and  saw  .where  they  had  made  mistakes.  The 
speaker  cited  the  case  of  a  job  worth  some  $40,000, 
on  which  the  highest  bid  was  around  $39,000,  the 
next  $37,000,  the  next  $34,000,  the  next  $32,000,  and 
still  another  for  a  smaller  amount.  After  the  contract 
was  let  the  contractors  got  together  and  discussed  the 
big  discrepancies.  They  brought  figures  and  estimates 
and  took  up  the  various  items — material,  labor,  profits, 
and  overhead.  In  this  way  they  discovered  how  and 
where  they  differed,  and  it  often  happened  that  serious 
mistakes  were  discovered.  Through  this  comparison 
of  bids  from  time  to  time,  however,  they  were  finally 
reaching  a  stage  where  they  were  standardizing,  and 
it  was  hoped  that  eventually  they  would  arrive  at  a 
standardized  sheet  covering  every  item,  so  that  nothing 
would  ever  be  omitted.  In  New  York,  through  the 
operation  of  this  plan,  it  was  said  they  had  got  the 
differences  in  this  bids  down  to  hundred's  of  dollars 
now  instead  of  thousands. 

For  the  purpose  of  the  scheme  the  different  con- 
tractors were  supplied  with  special  letterhead  forms, 
on  which  the  various  items  on  the  job  were  noted — 
cost  of  material,  cost  of  labor,  percentage  of  over- 
head, and  profit — and  these  forms  when  filled  in  were 
submitted  to  the  clearing  house. 

In  reply  to  a  question  by,  Mr.  Elgie  regarding  the 


amount  of  overhead  the  electrical  contractor's  usually 
included,  Mr.  Carr  said  that  there  was  in  Chicago  an 
estimators'  association,  which  had  worked  on  figures 
prepared  by  the  contractors  "over  a  series  of  years 
and  had  compiled  a  table  showing  the  percentage  of 
overhead.  These  varied  from  55  per  cent,  on  a  $500 
job  to  40  per  cent,  on  a  $1,000  job,  30  per  cent,  on 
$2,000.  and  when  they  got  up  to  $150,000,  the  percent- 
age was  about  8. 


A  Suggested  Code  of  Ethics 


Mr.  Elgie  also  called  upon  Mr.  Carr  to  make 
some  remarks  on  ethics  in  the  contracting  business. 
The  following  was  the  code  suggested  by  Mr.  Carr : 

The  members  of  the  association  should  regard 
themselves  as  having  well  defined  obligations:  first 
to  the  public,  and  second,  to  their  fellow  contractors. 

1.  Obligations  to  the  Public. 

The  contractor  should  carry  out  all  construction 
work  efficiently  and  economically,  having  in  mind, 
at  all  times,  the  best  interests  of  his  client.  He  should 
never,  knowingly,  accept  work  at  a  figure  that  will 
not  yield  him  a  fair  profit,  nor  should  he  ever  exact, 
from  any  client,  more  than  a  fair  profit.  To  this  end, 
it  is  the  duty  of  every  contractor  to  qualify  himself, 
by  careful  study,  to  prepare  accurate  and  reliable 
cost  figures  upon  which  to  base  his  tenders,  and  to 
so  acquaint  himself  with  the  details  of  his  business, 
through  a  proper  record  and  accounting  system,  that 
the  chances  of  error  in  the  bid  he  submits  on  any 
piece  of  construction  work  may  be  reduced  to  a 
minimum. 

2.  Obligations  to  Fellow  Contractors. 

It  is  the  duty  of  every  contractor  to  so  co-operate 
with  his  fellow  members  that  all  building-  and  con- 
struction work  may  yield  a  fair  profit.  This  means 
the  elimination  of  such  practices  as  undercutting  of 
bid  prices  or  the  submission  of  a  bid  price  which  the 
tenderer  knows  to  be  too  low. 

Member  contractors  should  discourage,  in  every 
way,  the  fallacious  theory,  generally  held  by  the  public 
that  the  lowest  tender  is  the  cheapest.  Clients  must 
be  brought  to  realize  the  value  of  "service".  It  be- 
comes, therefore,  the  duty  of  every  contractor  to  seek 
to  establish  in  the  public  mind  the  fact  that  discrep- 
ancies in  bid  prices  are  largely  a  matter  of  the  value 
of  the  "service"  included. 

Member  contractors  should  endeavor  to  uphold 
one  another's  character  and  ability,  to  the  end  that 
the  public  may  have  greater  confidence  and  respect 
for  the  industry. 

A  vote  of  thanks  to  the  Contract  Record  for  its 
services  to  the  building  industry  throughout  the 
province  was  moved  by  Mr.  Geo.  Crain  and  seconded 
by  Mr.  Wright. 


Organization  Committee  Report 


The  report  of  the  Organization  Committee,  brought 
m  by  Mr.  Till,  made  the  following  recommendations: 

That  Rule  14  re  annual  dues  be  amended  to  read 
$2.00  per  capita,  and  that  in  places  where  there  is  not 
in  existence  any  organized  body  of  employers  engaged 
in  the  building  and  construction  business',  the  fees  for 
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annual  membership  in  this  organization  shall  be  $5.00. 
(Moved  by  Mr.  Till,  seconded  by  Mr.  Rayment). 

That  the  secretary's  office  be  permanently  located 
in  Toronto,  and  his  services  shall  be  remunerated  by 
the  payment  of  $300.00  per  year,  to  be  paid  semi- 
annually. (Moved  by  Mr.  Crain,  seconded  by  Mr. 
Scott). 

That  whereas  we,  having  unanimously  joined  with 
the  National  body,  therefore  recommend  that  the  pres- 
ident, secretary-treasurer,  and  one  other  member  be 
appointed  as  the  councillors  representing  this  asso- 
ciation. (Moved  by  Mr.  Crain,  seconded  by  Mr. 
Boss) . 

In  regard  to  the  recommendation  that  the  secre- 
tary's office  be  located  permanently  at  Toronto,  Mr. 
Till  cited  the  following  as  reasons  for  this  measure: 

(1)  Toronto  is  the  seat  of  the  provincial  government; 

(2)  it  is  the  commercial  and  financial  centre  of  the 
province ;  (3)  it  is  the  headquarters  of  the  Workmen's 
Compensation  Board;  (4)  it  is  the  headquarters  of 
other  bodies  of  employers — such  as  the  Canadian  Man- 
ufacturers' Association,  Lumbermen's  Association, 
etc.;  (5)  it  will  be  easier  to  keep  in  touch  with  the 
headquarters  of  the  A. C. B.C. I.  ;  (6)  The  association 
will  have  better  standing  from  the  viewpoint  of  other 
organizations. 

On  motion  of  Mr.  Crain,  seconded  by  Mr.  Charters, 
the  report  of  the  Committee  on  organization  was 
adopted. 


Industrial   Council  and    Labor  Committee 

Report 


The  report  presented  by  Mr.  Gibb,  for  the  com- 
mittee on  industrial  Councils  and  Labor,  was'  taken 
up  by  committee  of  the  whole,  and  the  various  rec- 
ommendations— regarding  rental  charges  for  equip- 
ment, overhead  expenses,  and  depreciation — were 
approved. 

Your  Committee  on  Industrial  Council  and  Labor 
beg  to  submit  the  following  report : 

We  believe  that  the  building  industry  can  best  be 
improved  by  a  careful  study  of  past  faults  and  by 
taking  measures  to  eliminate  them  in  the  future. 
Success  should  be  noted  and  wherever  possible,  im- 
provements made. 

The  first  step  to  success  should  be  a  thorough 
organization  of  all  contractors  in  each  locality,  with 
a  determination  to  give  to  the  general  public  the  very 
best  service  at  the  least  possible  expense. 

That  can  only  be  attained  by  a  careful  study  of  the 
costs  of  equipment,  over  head,  depreciation,  wages, 
and  material. 

Equipment,  that  is  everything  owned  or  rented  by 
the  contractor,  and  used  on  the  work,  should  have  an 
actual  rental  charge  from  the  time  that  it  leaves  the 
contractor's  premises  until  it  is  loaded  for  return,  no 
matter  whether  the  job  be  contract,  day  work,  or  cost- 
plus  plan. 

Overhead,  as  its  name  indicates,  covers  those  items 
which  do  not  directly  show  up,  or  can  not  be  accur- 
ately measured,  in  the  finished  work.  They  include 
such  items  as  rent,  insurance,  supervision,  telephone, 
non-productive  labor,  and  supplies  which  do  not  enter 
directly  into  the  work. 

Depreciation  varies  with  the  different  classes  of 


equipment,  but  usually  can  be  classed  under  four 
heads : 

1.  Depreciation  resulting  from  wear  and  tear. 

2.  Depreciation  resulting  from  age. 

3.  Depreciation  due  to  inadequacy. 

4.  Depreciation  due  to  obsolescence. 

All  of  these  factors  must  be  given  the  most  careful 
consideration  in  determining  the  average  life  of  an  in- 
dustrial equipment.  Knowing  the  average  life  and 
scrap  value,  it  is  a  comparatively  simple  task  to  deter- 
mine an  actual  rate  of  depreciation,  which,  when  ap- 
plied to  the  items  under  consideration,  will  give  a  cor- 
lesponding  depreciation  in  dollars  per  annum. 

First  of  all  what  arc  wages?  In  the  broad  mean- 
ing of  the  word,  wages  are  the  return  of  effort. 

And  in  order  to  give  to  the  worker  a  fair  return 
on  his  effort,  it  requires  a  thorough  grading  of  the 
worker  and  instead  of  standardizing  the  pay,  the  job 
should  be  standardized. 

Very  often  a  man  is  hired  by  "sizing  him  up"  but 
if  his  qualifications  are  analyzed,  there  would  be  less 
uncertainty  as  to  his  fitness  for  the  job. 

His  value  may  be  arrived  at  by  a  knowledge  of — 

(1)  Experience  and  education,  length  of  service 
in  the  trade.  This  furnishes  a  rough  idea  of  a  work- 
er's ability  and  perhaps  character. 

(2)  Employer  previously  associated  with  in  the 
trade  and  length  of  service.  A  worker's  connection 
for  a  long  period  of  time  with  a  contractor  or  firm 
known  for  a  high  standard  of  efficient  production  fur- 
nishes an  important  indication  of  his  ability. 

(3)  Education.  The  knowledge  of  whether  or  not 
a  worker  has  had  a  common  or  high  school  education, 
or  special  training  along  certain  lines,  serves  as  a 
guide  in  determining  a  worker's  value. 

(4)  Knowledge  of  work.  The  extent  of  a  work- 
er's knowledge  and  his  ability  to  apply  that  knowledge 
to  his  work  is  an  essential  point  to  be  determined. 
This  knowledge  of  work  includes  familiarity  with 
hand  tools,  measuring  devices  and  materials  common 
to  the  trade.  The  possession  by  an  employee  of  var- 
ious tools,  applying  to  the  trade,  is  an  indication  that 
the  worker  has  a  knowledge  of  their  use. 

(5)  General  value  to  his  employer.  Accuracy  of 
workmanship — quality  of  production.  The  degree 
of  accuracy  which  the  worker  can  consistently 
maintain  is  an  essential  measure  of  his  value 
on  certain  work.  The  skill  in  doing  this7  may  depend 
on  the  aid  given  him,  as  some  work  must  be  carried 
out  through  a  worker's  own  judgment  and  ability, 
while  other  work  may  be  done  with  a  helper.  Quality 
of  work  is  always  a  feature  to  be  considered. 

By  adopting  the  policy  of  standardizing  the  job  and 
paying  the  worker  what  he  is  worth,  it  should  be  an 
incentive  for  men  to  become  more  efficient,  and  try  to 
get  to  the  top  of  the  mechanical  ladder.  This 
can  only  be  accomplished  by  educating  the  worker 
to  his  responsibility  as  a  produce1:  of  the  industrial 
progress  of  the  community.  It  may  mean  that  salary 
is  but  part  of  his  wage.  The  opportunity  of  practic- 
ing his  trade  pleasantly,  the  desirable  character  of  his 
companions,  and  other  considerations,  may  help  ma- 
terially to  make  up  the  return  of  his  effort.  But 
if  he  wants  a  greater  return  on  his  effort,  he 
must  become  more  efficient.  He  may  have  ambition, 
and  energy,  but  through  lack  of  training,  he  wastes 
il  He  does  things  in  a  haphazard,  hit-or-miss  fashion, 
whereas  the  efficient  man  knows  what  to  do  and  does 
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it.  The  efficient  man  does  the  thing,  does  it  right,  and 
does  it  without  any  waste  motion.  Efficiency  is  the 
brilliant  use  of  common  sense,  which  the  worker  should 
remember.  When  they  have  signed  an  agreement  as  to 
rates  of  pay  for  a  limited  time,  they  should  have  suffi- 
cient honor  to  abide  by  that  agreement.  The 
experience  of  a  great  many  contractors  last 
year  was  that  the  workers  failed  to  back  up  their  sig- 
nature to  a  contract,  and  something  will  have  to 
be  done  if  the  contractor  is  to  continue  to  take  a  pare 
in  the  industrial  development  of  the  community. 

Your  committee  in  closing  has  in  mind  a  saying 
from  Kipling: — 

It  ain't  the  guns  nor  armaments 
Nor  funds  that  they  can  pay, 
But  the  close  co-operation  that 

makes  them  win  the  day ; 
It  ain't  the  individual,  nor  the 

army  as  a  whole, 
But  the  everlastin'  teamwork 

of  every  blooming  soul. 


Report  of  Legal  Committee 


The  report  of  the  Legal  Committee  was  next  pres- 
ented : 

Your  Committee  beg  to  recommend  the  following 
resolutions : 

(1)  That  the  Provincial  Builders'  and  Supply  As- 
sociation of  Ontario  approach  the  Provincial  Govern- 
ment and  request  them  to  follow  the  policy  of  the  late 
Government,  and  appoint  a  committee  to  take  evidence 
and  draft  a  complete  new  Mechanics  Lien  Act,  and  this 
Association  appoint  a  standing  committee  to  follow  up 
th!s  matter  to  see  that  the  interests  of  our  indusuy  arc 
protected. 

(2)  That  the  Provincial  Builders'  and  Supply  As- 
sociation of  Ontario  approach  the  Ontario  Govern- 
ment and  request  that  they  increase  their  grant  for 
administration  of  the  Workmen's  Compensation  Act 
to  cover  fully  the  increased  expense  of  such  adminis- 
tration. 

(3)  That  the  Provincial  Builders'  and  Supply  As- 
sociation take  steps  to  have  the  Provincial  and  Muni- 
cipal authorities  make  optional  the  furnishing  of  bids 
in  place  of  certified  cheques  with  tenders  for  public 
works. 

(4)  That  the  Provincial  Builders'  and  Supply  As- 
sociation take  steps  to  have  enactments  passed  to  pro- 
hibit public  works  being  executed  by  day  labor  until 
such  time  work  has  been  advertised  and  contractors 
given  an  opportunity  to  tender  thereon.  Also  all  ten- 
ders on  public  works  to  be  opened  in  public. 

(5)  That  we  approach  the  Provincial  Government 
and  request  that  no  amendments  be  made  to  the  Work- 
men's Compensation  Act,  and  that  no  legislation  be 
enacted  that  may  effect  our  industry  without  first  giv- 
ing due  notice  to  the  Provincial  Builders'  and  Supply 
Association  of  said  proposals,  so  that  we  may  have 
an  opportunity  to  present  our  objections,  or  approval 
so  that  the  interests  of  our  industry  are  properly  pro- 
tected. 

The  various  recommendations  in  this  report  were 
taken  up  one  by  one  and  approved. 

*      *  * 

Mr.  Till  brought  in  a  motion,  that  the  incoming 


president  of  this  organization  appoint  a  committee 
forthwith  to  wait  upon  the  Minister  of  Education  to 
confer  with  him  regarding  technical  education  and 
the  inauguration  of  an  apprenticeship  system  to  operate 
in  conjunction  with  the  existing  sister  organization. 

Mr.  Dillon,  in  seconding  the  motion,  declared  that 
this  was  a  very  vital  question.  Eighty-five  per  cent, 
of  the  boys  at  present  were  working  in  positions  of 
unskilled  labor. 

In  answer  to  an  enquiry  by  Mr.  W  right,  in  regard 
to  how  boys  in  rural  districts  would  be  affected  by  the 
requirement  of  technical  education,  Mr.  Dillon  pointed 
out  that  it  was  provided  that  boys  in  districts  where  no 
technical  school  existed  might  receive  correspondence 
courses. 

Mr.  Elgie  stated  that  the  masons'  section  of  the 
Toronto  Builders'  Exchange  was  at  present  paying 
40,  50  and  60  cents  an  hour  to  induce  boys  to  serve 
their  time. 

Mr.  Gander  pointed  out  that  if  the  boys  were  to 
receive  technical  training,  the  employers  would  have 
to  be  prepared  to  accept  the  part  time  system. 

The  motion  carried. 

The  report  of  the  Nominating  Committee  which 
was  as  follows,  was  accepted  in  toto : 


New  Officers 


President,  R.  Marson,  Stratford ;  First  Vice-presi- 
dent, N.  E.  Gibb,  Sarnia ;  Second  Vice-president,  L.  A. 
Boss,  London ;  Secretary-treasurer,  Geo.  Gander,  To- 
ronto. Directors — Chatham,  T.  Rayment;  London,  R. 
G.  Wilson ;  Sarnia,  T.  Grace ;  Gait,  Geo.  Thomas ; 
Hamilton,  J.  M.  Piggott ;  Toronto,  C.  T.  Penn,  H.  G. 
Elgie  (Past-President);  Peterborough,  John  Bogue; 
Sault  Ste.  Marie,  Peter  McLarty ;  Ottawa,  H.  J.  Gra- 
ham. 

Representatives  to  National  Council  of  A. C. B.C. I. 
— R.  Marson,  Geo.  Gander,  J.  M.  Piggott. 

Mr.  Marson,  on  taking  the  chair,  expressed  his 
appreciation  of  the  honor  conferred  upon  him  and 
promised  his  best  efforts  on  behalf  of  the  Association. 

Mr.  Crain,  seconded  by  Mr.  Gibb,  moved  that  the 
thanks  of  the  convention  be  tendered  to  the  retiring 
officers. 

The  best  advice  of  the  retiring  president,  Mr.  El- 
gie, was  that  everything  in  the  Association  should  be 
above  board.  That  was  vital  to  its  last  success  and 
to  its  standing  in  the  eyes  of  the  public. 

Mr.  Boss,  on  behalf  of  the  outside  delegates,  ten- 
dered a  vote  of  thanks  to  the  Toronto  Builders'  Ex- 
change for  their  entertainment. 

Mr.  Scott  moved  that  Toronto  be  rnade  the  con- 
vention city  of  the  Provincial  Accociation.  This  mo- 
tion was,  however,  afterwards  withdrawn,  and  it  was 
decided  on  motion  of  Mr.  Gibb,  seconded  by  Mr.  Elgie, 
that  the  choice  of  the  place  for  the  next  convention 
be  left  to  the  incoming  executive. 

Mr.  Gander  moved  the  Legislative  Committee  for 
the  coming  year  be  composed  of  the  following:  Alder- 
men Phinnemore,  W.  E.  Dillon,  Geo.  Gander,  R.  Mar- 
son, and  Mr.  Maxwell.  Carried. 

On  motion  of  Mr.  Crain,  seconded  by  Mr.  Till,  it 
was  decided  that  the  association  should  take  advan- 
tage of  the  clause  in  the  Workmen's  Compensation 

(Concluded  on  Page  162) 
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Hints  for  the  Contractor 

That  May  Save  Him  Time  and  Money — We  Will  Pay  for  All  Accepted  Items 

Send  One  In 


Blueprints  and  Drawings  Waterproofed  by 
Saturating  with  Molten  Paraffin  Wax 

By  F.  A.  McLean* 

ARCHITECTS,  engineers,  contractors,  linemen, 
etc.,  often  have  occasion  to  refer  to  drawings 
and  blueprints,  in  all  kinds  of  weather,  and 
visually  find  that  before  long  their  prints  are 
in  a  very  dilapidated  condition.  A  simple  way  of  over- 
coming this  trouble  is  to  render  them  waterproof  by 
saturating  them  with  paraffine  wax  such  as  is  used 
for  sealing  fruit  jars,  etc.,  and  sold  under  the  name  of 
Parowax. 

If  the  prints  are  placed  directly  in  a  pan  filled  with 
this  molten  wax,  they  will  soak  up  too  much  of  it  and 
will  always  feel  more  or  less  greasy  to  the  touch.  The 
most  convenient  way,  therefore,  is  to  soak  a  number 
of  pieces  of  absorbent  cotton  eloth  a  foot  or  more 
square,  in  the  wax.  When  these  pieces  of  cloth  are 
cool  lay  as  many  as  are  required  (depending  on  the 
size  of  the  blueprint)  on  a  table  or  other  smooth  sur- 
face, place  the  print  on  top  of  these  and  then  on  top  of 
the  print  lav  more  of  the  cloths  until  it  is  entirely 
covered.  After  this  is  done  it  is  only  necessary  to 
run  a  hot  iron  over  them  for  a  few  moments.  The 
print  will  immediately  absorb  the  paraffine  until  the 
surfaces  become  saturated.  If  the  table  on  which 
the  work  is  carried  out  has  a  highly  finished  surface, 
a  layer  or  two  of  heavy  wrapping  paper  should  be 
placed  between  the  cloths  and  the  table.  Should  one 
of  the  family  irons  be  used  in  the  process  it  would 
also  be  a  good  plan  to  interpose  a  piece  of  wrapping 
paper  between  the  iron  and  the  cloth  also,  as  it  will 
prevent  the  iron  from  being  fouled  with  the  wax. 


Collapsible  Circular  Scaffold  Makes  for  Rapid 
Construction  of  Concrete  Silos 

A COLLAPSIBLE  circular  scaffold  was  a  factor 
in  the  rapid  building  of  cement  silos  in  Min- 
nesota where  five  men  erected  nine  silos  in 
14  days  with  an  apparatus  that  is  apparently 
adaptable  for  the  construction  of  any  vertical  cylin- 
ders made  of  pre-cast  concrete  units. 

This  scaffold,  as  described  in  "Contracting,"  has  a 
gas  pipe  skeleton  framework  consisting  of  a  rectangle 
inscribed  in  a  circle  and  provided  with  diagonals  in- 
tersecting at  right  angles.  The  diagonals  clear  the 
center  point  a  few  inches  where  they  overlap  and  are 
connected  by  a  toggle  joint  attachment  that  can  be 
operated  by  a  horizontal  wheel  and  sweep  lever  to 
expand  or  contract  the  circle.  The  same  toggle  also 
operates  four  horizontal  wooden  radial s  in  the  plane 
of  the  scaffold  and  intermediate  between  the  diagon- 
als, which  bisect  the  sides  of  the  square  and  project 
beyond  the  circle.  When  the  circle  is  expanded  these 
wooden  radials  rest  on  the  tops  of  the  staves  and  sup- 

•Publifity  department,  Canadian  Ingersoll-Rand  Co.,  Sherbrooke,  Que. 


port  the  framework  which  is  covered  with  sufficient 
planks  to  provide  a  working  platform. 

The  staves  are  about  30  in.  long,  and  have  stag- 
gered butt  joints.  Sheaves  attached  to  the  tops  of 
the  projecting  staves  at  quarter  points  of  the  circle 
provide  for  hoisting  ropes  by  which  the  scaffold  is 
raised  15  in.  for  every  new  course  of  staves. 

After  the  staves  are  erected  and  hooped  the  scaf- 
fold is  collapsed  slightly  to  clear  it  from  the  walls  and 
is  lowered  a  convenient  distance  of  6  or  7  ft.  at  a  time 
to  provide  support  for  the  men  applying  the  inside 
wash.  This  scaffold  is  designed  and  used  by  the 
Clayford  Silo  Co.,  Clarksfield,  Minnesota.  It  is  ad- 
justable for  different  diameters  and  is  so  light  that  it 
is  moved  from  one  job  to  another  transported  on  a 
semi-trailer  coupled  behind  the  automobile  that  car- 
ries the  working  crew. 


Provincial  Builders'  and  Supply  Association 

(Concluded  from  page  161) 

Act  providing  for  the  formation  of  an  accident  pre- 
vention association,  and  that  the  formation  of  this 
association  be  left  to  the  incoming  executive. 

There  was  some  discussion  as  to  the  suggestion 
made  in  the  address  of  the  president  regarding  the 
stabilization  of  prices. 

Mr.  McEarren,  of  the  Interprovincial  Brick  Co., 
did  not  see  how  it  would  be  possible  for  the  supply 
men  to  fix  their  prices  for  any  length  of  time,  inas- 
much as  they  did  not  know  their  costs.  The  supply 
men  often  made  prices  good  for  a  job  even  though  it 
was  unprofitable  business.  He  took  the  viewpoint 
that  the  contractors  were  somewhat  arbitrary. 

Mr.  Elgie,  however,  pointed  out  that  there  was 
nothing  arbitrary  in  his  suggestion.  It  was  not  a 
demand,  but  merely  a  proposal  that  the  supply  men 
might  get  together  and  discuss  the  possibility  of  sta- 
bilizing prices.  He  mentioned  a  job  on  which  one 
ihem  of  the  material  had  gone  up  $1,000  since  he  had 
taken  the  contract.  All  he  wanted  was  that  they 
should  get  together  to  help  one  another.  He  also 
pointed  out  that  the  contractor  was  often  placed  in  a 
difficult  and  humiliating  position  by  delay  on  the  part 
of  the  owner  to  award  the  contract,  as  in  some  cases, 
when  he  received  the  contract,  the  prices  of  materials 
had  in  the  meantime  been  raised. 

Mr.  Gibb  said  that  in  the  Sarnia  Builders'  Exchange 
a  few  weeks  previous  the  contractors  had  called  a  meet- 
ing and  asked  the  supply  men  to  take  some  action  with 
the  fixing  of  prices.  The  supplymen  had  agreed  to 
quote  prices  that  would  remain  fixed  until  March 
15,  and  at  that  date,  they  stated  that  they  would 
quote  prices  that  would  remain  good  till  June  15. 

No  definite  action  was  decided  upon  by  the  con- 
vention. 

Mr.  Elgie  moved  a  vote  of  thanks  to  the  conven- 
tion committee, — Messrs.  Till,  Penn,  Fraser  and  Dil- 
lon- for  the  excellent  work  they  had  done  towards 
making  the  convention  a  success. 
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Making  St.  John,  N.  B.,  an  Up-to-date  Port 

Contract  to  be  Completed  in  1922  Provides  for  Long  Break- 
water, Entrance  Channel  and  Basin,  Wharves  and  Dry  Dock 


THE  Government  of  the    Dominion    of  Canada 
have  under  construction  in  Courtenay  Bay, 
St.  John,  X.  B.,  a  large  and  comprehensive 
scheme  of  harbour  development,  the  object  of 
which  is  to  cope  with  the  increasing  demands  of  Can- 
ada's large  export  and  import  trade.    In  conjunction 
with  these  improvements,  there  are  also  under  course 


The  facilities  to  take  care  of  this  trade  in  the  main 
harbour  are  inadequate  and  it  was  this  condition  that 
led  to  the  consideration  of  the  advantages  of  Courtenay 
Bay  and  to  the  final  adoption  of  the  scheme  of  im- 
provements that  is  now  being  carried  oh. 

The  map  of  the  harbour  of  St.  John  shows  the 
present  deep  water  wharves  and  accommodation  in  the 


Map  of  St.  John,  N.B.,  showing  present  facilities 

of  construction  a  dry  dock  and  well  equipped  shin 
repair  plant. 

By  reason  of  its  location  on  the  Atlantic  coast, 
with  the  shortest  rail  haul  to  the  interior,  and  the 
terminus  of  two  large  transcontinental  railway  lines, 
St.  John  is  Canada's  chief  and  natural  winterport  and, 
as  regards  volume  of  trade,  is  the  second  ocean  port 
of  Canada. 

The  total  value  of  exports  and  imports  during  re 
cent  years  were  as  follows : 

Imports           Exports  Total 

1915  $8,847,040  $  43,081,020  $  51,928,978 

1916                               1  1,057,022          110,490,818  1  :S0,547,840 ' 

1917                             14,956,948         180,250,101  201,210.04') 

1018  10,787,150          200.783,047  217,570,797 

1919                             15,702,440         149,886,167  165,088,013 

$G7,350,015        $099,601,002  $700,952,277 


and  development  under    way  in  Courtenay  Bay 

main  harbour  and  the  location  of  Courtenay  Bay  and 
its  relation  to  St.  John  and  the  system  of  'the  Can- 
adian National  Railways. 

Courtenay  Bay  is  particularly  well  adapted  to  the 
further  expansion  in  harbour  and  terminal  facilities 
required  by  St.  John.  It  has  a  considerable  area,  an 
advantage  over  the  present  main  harbour,  and  it  is 
free  from  objectionable  currents  which  make  naviga- 
tion and  berthing  of  vessels  difficult.  There  is  ample 
room  for  industrial,  railway  and  terminal  development 
at  the  head  and  on  the  east  side  of  the  bay  and  easy 
access  is  afforded  the  Canadian  National  Railways 
which  has  lines  on  both  sides,  one  of  which  terminates 
at  the  dry  dock  now  under  construction. 

General  Description  of  Improvements 

The  works  now  under  construction  are  comprised 
in  two  contracts  known  as  the  "Harbour  Works  Con- 
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Canada's  Contractors — John  V.  Gray 


One  of  the  well-known  figures  in  Canadian  contract- 
ing circles  is  John  V.  Gray,  president  and  general  man- 
ager of  the  John  V.  Gray  Construction  Co.,  Ltd.,  gen- 
eral contractors,  of  Toronto.  From  early  youth  Mr. 
Gray's  inclinations  have  been  directed  toward  con- 
struction in  one  way  or  another,  and  as  a  result  of 
over  thirty  years'  experience,  he  has  acquired  a  thor- 
ough familiarity  with  all  branches  of  the  building  busi- 
ness. Commencing  as  a  carpenter,  he  has  risen  suc- 
cessively through  the  grades  of  outside  and  factory 
foreman,  superintendent  and  estimator  to  member  of 
a  general  contracting  concern,  and  finally  to  principal 
in  the  John  V.  Gray  Construction  Company.  For  seven 
years  Mr.  Gray  was  with  one  of  the  older  successful 
jgeneral  contracting  firms  of  Detroit,  Teakle  &  Golden, 
as  their  factory  superintendent,  and  later  general  sup- 
erintendent and  estimator  in  charge  of  outside  work. 
Among  the  well-known  jobs  which  this  concern 
handled,  during  Mr.  Gray's  connection  with  it,  was 
the  original  Packard  Motor  Car  plant,  which  was  the 
nucleus  of  the  present  extensive  works.  Mr.  Gray  left 
this  firm  to  come  to  Toronto,  where,  for  twelve  years, 
he  has  been  engaged  in  general  contracting. 

The  firm  of  which  he  is  now  the  head  has  carried 
out  some  very  notable  pieces  of  construction  for  well- 
known  corporations,  and  it  speaks  well  for  the  class 
of  work  which  he  turns  out  that  these  companies  have 
given  him  repeat  contracts  from  year  to  year.  Among 
the  companies  which  are  his  clients  are:  The  Riordan 
Pulp  &  Paper  Company;  Harris  Abattoir  Company; 
Canadian  National  Carbon  Company;  Canadian  Fair- 
banks-Morse Company;  Gunn's,  Limited;  Internation- 
al Harvester  Company;  Swift  Canadian  Company;  Can- 
ada Cycle  &  Motor  Company;  Union  Stockyards  of 
Toronto,  Limited;  Canadian  Rumely  Company;  the 
Albert  Kerr  Company.  Some  of  the  jobs  which  have 
just  recently  been  carried  out,  or  which  are  in  pro- 
gress, are:  Four-storey  concrete  factory  for  Dunlop 
Tire  &  Rubber  Goods  Company;  seven-storey  factory 
for  the  Cowan  Company,  Toronto;  warehouse  for  W. 
Clark  Company,  Harrow,  Ont.;  addition  to  factory  for 
Brunswick-Balke-Collender  Company,  Toronto;  fire- 
proof factory  for  the  Champion  Spark  Plug  Company, 
Windsor;  factory  for  Home  Bros.  Woolen  Company, 
Lindsay. 

Although  in  a  position  where  administrative  and 
executive  duties  demand  a  great  deal  of  his  attention, 
nevertheless,  Mr.  Gray  likes,  as  far  as  possible,  to  give 
his  personal  attention  to  the  contracts  which  his  firm 
handles.  The  principle  on  which  he  works  is  to  pro- 
duce satisfied  customers  and,  as  a  means  to  this  end, 
he  believes  that  personal  supervision  is  a  safeguard 
against  careless  or  inefficient  work,  and  forms  a  guar- 


antee to  the  owner  of  careful  building  and  a  thorough- 
ly complete  job. 

Mr.  Gray  is  thoroughly  convinced  of  the  merits  of 
co-operation  between  employer  and  employee  and  has 
spent  much  time  developing  in  his  own  organization 
that  esprit  de  corps  which  is  such  a  valuable  asset  in 
any  concern.  The  result  has  been  that  his  organiza- 
tion is  remarkable  for  the  harmony  which  prevails. 


Mr.   John   V.  Gray 

Mr.  Gray  believes  in  making  his  staff  feel  that  they  are 
part  of  the  business  and  a  further  move  in  this  direc- 
tion is  shortly  to  be  made,  when  a  reorganization  Will 
introduce  an  even  greater  degree  of  co-operation  and 
harmony  than  now  exists.  As  a  result  of  the  thorough- 
ness with  which  Mr.  Gray's  firm  handles  its  work,  it 
has  been  consistently  growing  to  such  an  extent  that 
more  commodious  quarters  have  just  been  acquired. 

Mr.  Gray  is  an  enthusiast  for  the  out-of-doors  and 
when  he  wishes  to  forget  the  cares  of  contracting,  he 
finds  a  suitable  relaxation  in  hunting  and  fishing.  He 
is  a  member  of  the  Engineers'  Club  of  Toronto,  Board 
of  Trade  and  the  Toronto  Builders'  Exchange. 


tract"  and  the  "Dry  Dock  Contract."  These  contracts 
were  taken  over  in  July  of  last  year,  by  the  St.  John 
Dry  Dock  and  Shipbuilding  Company,  the  principals 
of  which  company  have  engaged  for  some  years  in 
harbour  developments  on  the  great  lakes  and  in  trans- 
portation and  shipbuilding. 

The  "Harbour  Works  Contract"  provides  for  the 
construction  of  a  breakwater,  entrance  channel  and 
basin  and  deep  water  wharves.  The  breakwater  is 
of  the  rubble  mound  type,  7070  feet  in  length,  with  top 
width  of  20  feet,  outer  slope  one  on  two  horizontal 
and  inner  slope  one  on  one  and  a  half  horizontal.  The 
outer  end  or  head  has  both  outer  and  inner  slopes  of  one 
on  three  horizontal.  Large  stones  of  from  2  to  25 
tons  cover  the  slopes.  The  last  extension  of  2,500  feet 
in  length  has  been  under  construction  since  December 


of  last  year  and  is  now  at  its  ultimate  length  and 
almost  completed. 

Entrance  Channel  and  Basin 

Navigable  access  to  the  bay  will  be  afforded  by  an 
entrance  channel  500  feet  in  width  with  a  depth  of 
22  feet  at  lowest  water.  With  the  range  of  tide  that 
obtains,  the  depth  in  this  channel  at  high  water  will 
vary  from  43  feet  to  50  feet.  The  entrance  channel 
enlarges  into  a  turning  basin,  which  will  have  a 
depth  of  32  feet  at  lowest  water. 

The  removal  of  some  7,000,000  cubic  yards  of  soft 
material  is  required  in  the  entrance  channel  and  basin 
and  a  hydraulic  dredge  is  now  at  work  in  the  basin 
and  it  is  proposed  to  place  a  bucket  ladder  dredge  at 
work  shortly  in  the  entrance  channel. 

On  the  west  side  of  Courtenay  Bay  there  will  be 
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constructed  a  series  of  deep  water  wharves  affording 
some  6.500  feet  of  berth  space,  with  a  depth  of  32  feet 
at  lowest  water. 

Dry  Dock  and  Ship  Repair  Yard 

Under  the  terms  of  "The  Dry  Dock's  Subsidies 
Act,  1910,"  and  "The  Dry  Docks  Amendment  Act, 
1917,"  the  St.  John  Dry  Dock  and  Shipbuilding  Com- 
pany have  undertaken  tu  construct  and  operate  a 
dry  dock  of  the  first  class  for  naval  and  general 
purposes. 

The  Act  specifies  a  first  class  dry  dock  as: 
"(a)  Dry  docks,  other  than  floating  dry  docks,  of 
dimensions  when  completed  of  not  less  than  the  prin- 
cipal dimensions  next  hereinafter  mentioned,  that  is  to 
say,  clear  length  on  bottom  from  caisson  groove  or 
hollow  cpioin  to  head,  eleven  hundred  and  fifty  feet, 
clear  width  of  entrance,  one  hundred  and  twenty-five 
feet,  depth  of  water  over  sill  at  high  water  ordinary 
spring  tides,  thirty-eight  feet." 

There  is  also  included  in  the  Act  the  following 
proviso : 

"Provided,  however,  that  any  such  dry  dock  shall 
not,  for  the  purposes  of  this  Act,  be  deemed  to  be 
a  dry  dock  of  the  first  class  unless  there  can  be  received 
and  repaired  therein  with  ease  and  safety  the  largest 
ships  or  vessels  of  the  British  Navy  existing  at  the 
time  at  which  the  contract  is  entered  into." 

Details  of  the  Dry  Dock 

The  dry  dock,  the  location  of  which  is  shown  on 
the  map  of  the  harbour,  has  the  following  general  di- 
mensions:  Length.  1150  feet;  width  at  coping,  133  feet; 
depth  on  sill  at  high  water,  42  feet.  By  a  recent 
change,  the  sill  will  be  lowered  two  feet  thus  giving 
a  depth  of  that  much  more  than  is  shown  on  the  gen- 
eral plan. 

The  dry  dock  is  the  only  one  on  the  Canadian  Atlan- 
tic coast  capable  of  taking  vessels  over  600  ft.  in  length 
and  will  embody  in  its  construction  the  latest  and 
most  efficient  features  of  dry  dock  construction. 

Provision  is  made  by  an  intermediate  sill  and 
caisson  to  use  separate  portions  of  the  dock  650  feet 
and  500  feet  in  length,  to  suit  the  size  of  vessels  to  be 
accommodated.  The  inner  and  outer  entrances  will 
be  closed  by  floating  caissons,  two  of  these  being 
provided. 

The  pumping  equipment  will  consist  of  three  52 
inch  vertical  centrifugal  motor  driven  pumps,  capable 
of  unwatering  the  dock  in  two  hours  and  a  half. 

The  dock  will  be  equipped  with  a  travelling. crane 
capable  of  lifting  40  tons  at  a  reach  of  one-half  the 
width  of  the  dock. 

To  the  north  of  and  immediately  adjoining  the 
dock,  on  a  reclaimed  area,  there  will  be  established 
an  extensive  ship  repair  yard  which  will  include  the 
following  buildings :  Main  office  ;  boiler,  engine  and 
machinery  shops;  steel  and  brass  foundries;  joiner 
shop;  plater  and  framer  shops;  blacksmith  shop;  pat- 
tern shop ;  stores  and  moulding  loft ;  power  house. 

The  estimated  cost  of  the  dry  dock  is  $5,500,000, 
of  which  sum  the  ship  repair  equipment  will  cost 
$1,100,000. 

Completion  of  the  two  contracts  is  required  by 
July  of  1922,  but  at  the  present  rate  of  progress  it  is 
anticipated  that  all  these  works  will  be  finished  in 
1921. 


Mainly  Constructional 
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Building  permits  issued  in  Ottawa  for  January,  1920, 
total  $79,150,  as  against  $51,050  for  January,  1919,  an  increase 
of  $28,100. 

A  by-law  providing  $100,000  to  be  spent  on  county  high- 
ways during  the  present  year  was  passed  at  a  recent  meet- 
ing of  the  county  council  of  Elgin,  Out.  ' 

Kitchener  Construction  Co.,  Kitchener,  Ont.,  announced 
recently  that  plans  are  being  made  for  the  erection  of  from 
400  to  500  houses  in  Kitchener  during  the  year. 

The  county  councils  of  Leeds  and  Grenville,  Ont.,  at 
their  recent  meeting  in  Brockville,  passed  a  by-law  provid- 
ing for  the  expenditure  of  $275,000  on  county  roads  this  year. 

The  report  of  the  Commission  of  Conservation  shows 
a  total  fire  loss  in  Canada,  during  1919,  of  approximately 
$2:5,500,000,  or  a  waste  equal  to  $2.90  per  capita  of  the  popu- 
lation. 

Building  figures  compiled  for  Canada  during  the  year 
1919  show  a  total  expenditure  of  $73,084,453  as  against  $35,- 
454,930  for  the  year  1918.  Toronto's  total  of  $19,420,000  heads 
the  list  of  cities. 

The  officers  of  the  .Chamber  of  Commerce,  London, 
Ont.,  report  they  have  secured  $160,000  in  their  campaign 
to  raise  $500,000  for  the  erection  of  a  large  hotel  in  London. 
The  balance  of  the  local  subscription  is  in  sight  and  efforts 
are  now  being  made  to  attract  outside  investors. 

The  Otis-Fensom  Elevator  Company  have  opened  a 
district  sales  and  service  office  in  the  old  Board  of  Trade 
building,  Hamilton,  and  will  carry  a  complete  stock  of  re- 
pair parts,  •  supplies  and  lubricants.  This  branch  will  be  in 
charge  of  Mr.  John  Parkin,  district  sales  manager. 

The  Bricklayers'  Union  and  the  Builders'  Exchange,  at 
Toronto,  have  reached  the  following  agreement  in  regard  to 
the  wage  question:  Bricklayers  are  to  receive  ninety  cents 
an  hour  until  April  1;  one  dollar  an  hour  for  the  balance 
of  the  year;  weekly  pay  system  to  commence  May  1. 

Parliament,  at  the  coming  session,  will  be  asked  to  vote 
the  sum  of  $21,000,000  towards  the  cost  of  carrying  out  pub- 
lic works  improvements  throughout  the  Dominion  during 
the  fiscal  year  1920-1921.  These  projects  include,  harbor 
works  at  Toronto  and  St.  John,  N.  B.,  wharves  at  Fort 
William,  Ont.,  breakwater  at  Port  Arthur,  Ont.,  and  dry- 
dock  at  Esquimalt,  B.C. 

It  is  rumored  that  the  Toronto  Housing  Commission 
are  not  in  favor  of  continuing  their  activities  and  have  asked 
that  they  be  relieved  from  their  responsibilities.  Lack  of 
demand  for  the  Commission's  houses  and  the  high  price  of 
building  materials  are  given  as  the  reasons  for  the  proposed 
cessation  of  activities.  Practically  all  the  houses  erected  by 
the  Commission  last  season,  however,  have  been  occupied. 

The  following  wage  scale  has  been  submitted  to  the 
builders  of  Ottawa  by  the  members  of  the  various  branches 
of  the  building  trades,  which  they  will  demand  to  take  effect 
May  1:  Bricklayers,  masons,  stonecutters,  marble  tile  work- 
ers, $1  an  hour;  carpenters,  85  cents;  sheet  metal  workers, 
85  cents;  plasterers,  85  cents;  painters,  paperhangers  and 
decorators,  80  cents;  cement  finishers,  75  cents;  stationary 
engineers,  70  to  75  cents;  laborers,  65  cents. 

A  deputation  of  municipal  authorities  of  Chatham,  Ont., 
waited  on  Hon.  F.  C.  Biggs,  Minister  of  Public  Works! 
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recently,  for  the  purpose  of  securing  his  co-operation  in 
having  the  present  act,  which  limits  an  urban  municipality 
to  the  expenditure  of  half  a  mill  of  its  taxes  on  suburban 
roads,  changed  at  the  coming  session.  The  act  as  it  stands 
will  not  permit  the  municipality  to  carry  out  its  contemp- 
lated road  program  during  the  coming  construction  season. 

The  election  of  officers  at  the  Oth  annual  convention  of 
the  Ontario  Granite  &  Marhle  Dealers'  Association,  held  re- 
cently in  Toronto,  resulted  as  follows:  J.  W.  Hutchison, 
Aylmer,  president;  C.  Jones,  London,  1st  vice-president;  II. 
N.  Thomas,  Hamilton,  2nd  vice-president,  and  Frank  Crcber, 
Toronto,  secretary-treasurer.  The  executive  committee  for 
the  year  will  consists  of  the  following:  R.  D.  Mcintosh,  C. 
Wardell,  S.  11.  Rutledge,  Geo.  D.  MacKcnzic  and  Janus 
Morris. 

The  proposal  of  Mr.  N.  Cauchon  to  construct  a  deep- 
water  canal  from  Montreal  via  the  Ottawa  River  to  near  tin' 
city  of  Ottawa,  then  cutting  across  country  to  link  up  with 
the  St.  Lawrence  at  Cardinal,  will  he  laid  before  the  Joint 
International  Commission.  It  is  claimed  that  this  plan 
would  he  less  expensive  and  not  offer  as  great  engineering 
difficulties  as  would  the  deepening  of  the  St.  Lawrence  canal 
system  between  Cardinal  and  Montreal.  The  Ottawa  Hoard 
of  Trade  has  endorsed  the  proposal. 

Mr.  G.  F.  W.  Price,  Toronto's  New 
City  Architect 

Mr.  G.  F.  W.  Price,  who  was  last  week  appointed  by 
the  Toronto  city  council  to  succeed  Mr.  W.  W.  Pearse,  as 
city  architect  and  superintendent  of  building,  has  been  in 
the  city  architect's  department  for  about  15  years,  latterly 


City  Architect  of  Toronto, 
Mr.  G.  F.  W.  Price 


as  assistant  city  architect  and  chief  inspector.  He  was  born 
in  Belfast,  Ireland,  52  years  ago  and  came  to  Toronto  in 
1879,  receiving  his  education  in  Toronto  public  and  high 
schools  and  subsequently  at  the  Methodist  College,  Belfast 
and  the  Belfast  Technical  Schooll.  Mr.  Price  served  his 
apprenticeship  as  an  architect  with  Mr.  E.  J.  Lennox,  of 
Toronto,  and  was  later  employed  as  a  draftsman  in  the  offices 
of  Edwards  &  Webster,  Toronto;  Darling  &  Curry,  Toronto, 
and  LeHommedcau  &  Son,  New  York.  He  was  also  chief 
draughtsman  for:  W.  G.  Storm,  Toronto;  Darling  &  Pear- 
son, Toronto;  S.  G.  Curry,  Toronto;  Geo.  Millar  &  Co.,  To- 
ronto, and  James  Balfour,  Hamilton.     He  also  spent  two 


and  one-half  years  in  the  office  of  W.  J.  Gilleland,  civil 
engineer,  Belfast,  and  was  on  the  work  of  the  building  of 
the  city  hall,  Toronto,  for  about  four  and  one-half  years.  He 
came  to  the  City  Architect's  Department  about  15  years  ago 
in  the  capacity  of  an  engineer  and  was  later  appointed  assis- 
tant city  architect  and  chief  inspector.  While  in  this  latter 
position  he  had  personal  charge  of  the  inspection  of  over 
two  hundred  million  dollars'  worth  of  work.  Mr.  Price  has 
been  a  keen  student  of  fire  prevention  for  the  last  ten  years 
and  during  that  period  has  represented  his  department  at 
different  conventions  in  this  connection. 


Personal 

Mr.  W.  J.  Moore,  Pembroke,  Out.,  will  succeed  J.  R. 
McQuiggc,  as  road  superintendent  of  Renfrew  County,  Out. 

Reeves  Jenkins,  of  Mariposa,  Tompkins,  of  Fcnelon,  and 
South  am  of  Vcrulam  Townships,  have  been  elected  members 
of  the  Victoria  County,  Ont,  Good  Roads  Board. 

Mr.  R.  McDowell,  who  has  been  consulting  engineer  for 
the  County  of  Grey,  Out.,  for  over  a  year,  has  been  perman- 
ently appointed  to  the  position  of  county  engineer. 

Mr.  James  J.  Fletcher,  for  the  past  five  years  master 
mechanic  at  the  Harbor  Commission,  Toronto,  who  has  re- 
signed to  become  connected  with  the  Nukol  Co.,  was  pre- 
sented with  a  travelling  bag  recently  by  Assistant  Super- 
intendent Mahoney. 

The  Niagara  Falls  Park  Commission  has  secured  the 
services  of  Mr.  Thos.  Adams,  town  planning  adviser  to  the 
Commission  of  Conservation,  Ottawa.  Mr.  Adams  will  de- 
vote part  of  his  time,  outside  his  regular  duties,  to  the  inter- 
ests of  the  Park  Commission. 

Mr.  Arthur  Sande,  consulting  engineer,  Hamilton,  Ont., 
formerly  with  B.  H.  Prack,  industrial  engineer,  Toronto,  has 
been  made  an  associate  member  of  the  Engineering  Insti- 
tute of  Canada;  member  of  the  American  Society  for  Test- 
ing Materials;  associate  member  of  the  National  Fire  Pro- 
duction Association  and  a  member  of  the  American  Asso- 
ciation of  Engineers. 

Mr.  Henry  Terrault  will  succeed  T.  W.  Lesage  as  water- 
works superintendent  of  Montreal,  the  latter  gentleman  re- 
signing, after  nearly  forty  years  of  service  in  the  Montreal 
Waterworks  Department,  to  take  over  the  position  of  con- 
sulting engineer  in  the  city's  Public  Works  Department. 
Mr.  Terrault  was  formerly  connected  with  the  Government 
Shipyards,  at  Sorel,  Que. 

Mr.  J.  R.  M.  Fairbairn,  chief  engineer  of  the  Canadian 
Pacific  Railway  is  one  of  the  nominees  for  the  directorate 
of  the  American  Railway  Engineering  Association.  He  is 
the  only  Canadian  nominated  for  the  Board  of  Directors  for 
this  year  and  efforts  are  being  made  to  ensure  his  election 
in  order  that  this  country  may  be  represented  on  the  Asso- 
ciation. Mr.  U.  E.  Gilllen,  general  manager  of  the  Toronto 
Terminals  Railway  Co.,  is  also  a  nominee  for  the  Nomin- 
ating Commttee  of  the  Association.  The  results  of  the  elec- 
tion will  be  announced  at  the  21st  annual  convention  on 
March  17. 


Obituary 

Mr.  C.  C.  Gillies,  vice-president  of  the  Frank  A.  Gillies 
Co.,  Ltd.,  contractors'  supplies,  Halifax,  N.S.,  died  recently. 

Capt.  D.  Kyle,  M.C.,  vice-president  of  the  Algoma  Steel 
Corporation,  of  Sault  Ste.  Marie,  Ont.,  died  recently  of 
pneumonia. 

Mr.  Henry  Walker,  contractor,  of  Windsor,  Ont.,  died 
recently  in  his  85th  year,  following  a  brief  illness.  Among 
the  largest  of  Mr.  Walker's  undertakings  in  Windsor  were, 
the  Hotel  Dieu,  Victoria  Block,  and  the  Manning  House. 


Contracts  Department 

News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Alderdale,  Ont. 

Plans  will  be  prepared  for  paving  and 
drainage  work  for  Chisholm  Township. 
Clerk,  R.  VV.  Butler,  Alderdale. 

Cawston,  B.  C. 

Plans  are  in  progress  for  extension  to 
waterworks  for  Similakamen  Fruitland 
Co.  Engineer,  Major  C.  A.  Shaw. 

Cayuga,  Ont. 

Haldimand  County  Council  plan  to 
construct  stone  road  from  Hagersville 
to  Springvale.  Clerk,  H.  Arrell,  Cay- 
uga. 

Eastview,  Ont. 

Town  contemplates  oiling  and  tarring 
several  roads  in  the  spring.  Mavor,  Mr. 
White. 

Fergus,  Ont. 

Town  and  County  Council  plan  to  con- 
struct road.    Reeve,  C.  S.  Ewing. 

Hamilton,  Ont. 

Mayor  Chas.  G.  Booker  receives  ten- 
ders until  March  1st  for  2,000  linear  ft., 
33  in.  and  36  in.  reinforced  concrete 
sewer.  Plans  with  engineer,  E.  R.  Gray, 
City  Hall. 

Hagersville,  Ont. 

Wm.  G.  Clark,  Chairman  Good  Roads 
Commission  for  Haldimand  County 
Council,  R.  R.  No.  5,  Hagersville,  has 
plans  and  receives  tenders  until  noon  Feb. 
25th  for  supplying  material  and  hauling, 
rolling,  levelling,  sprinkling  and  finish- 
ing 22^  miles  of  macadam  road  in  Hal- 
dimand County.  Road  Supt.,  D.  W.  Mc- 
Burney,  has  plans  also. 

Iroquois  Village,  Ont. 

VV.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Works,  Pari. 
Bldgs.,  Toronto,  receives  tenders  until 
March  16th  for  supply  of  about  4,000 
cubic  yards  3  in.  stone  to  be  dumped 
west  of  the  town  and  6,000  cubic  yards 
3  in.  stone  to  be  dumped  east  of  the 
town.  Plans  may  be  seen  after  Feb.  23rd 
at  office  of  Resident  Engineer,  Cornwall, 
and  at  office  of  Deputy  Minister. 

Kingsville,  Ont. 

Town  plans  construction  of  pavement 
to  cost  $20,000.  Prices  wanted  on  pav- 
ing materials.    Mayor,  Mr.  Wigle. 

London,  Ont. 

H.  A.  Brazier,  engineer,  City  Hall,  is 
preparing  plans  for  installation  of  new 
sand  driers  apd  drum  in  City's  paving 
plant;  cost,  $8,000. 

Merritton,  Ont. 

By-law  passed  authorizing  expenditure 
of  $10,000  on  improvements  to  highway. 
Clerk,  R.  Clark. 

Montreal  North,  Que. 

Town  plans  to  make  extension  to  wa- 
terworks system  costing  $44,000.  Mayor, 
A.  Brosseau;  sec.-treas.,  J.  A.  Cadieux. 

Napanee,  Ont 

Prices  wanted  at  once  on  one  com- 


plete new  outfit  for  road  building  also 
on  two  engines  for  work  on  county 
roads  for  Lennox  and  Addington  County. 
Sec.-treas.,  W.  G.  Wilson,  Napanee. 

Parkhill,  Ont. 

Middlesex  County  Council   will  have 
plans  prepared  for  new  tile  drain.  En- 
gineer, F.  W.  Farncombe,  Dominion  Sav- 
ings Bldg.,  London. 
Perth,  Ont. 

Lanark  County  Council  wants  prices 
at  once  on  two  complete  new  crushers, 
tarvia  and  asphalt.  It  is  planned  to  ex- 
pend $60,000.  Clerk,  W.  A.  Moore, 
Perth,  Ont. 

Port  Dalhousie,  Ont. 

T.  O.  Johnston,  Chairman  Water  Com- 
mission for  Town,  receives  tenders  until 
noon  Feb.  21st  for  all  work  and  material 
required  in  the  installation  of  a  gravity 
supply  waterworks  system.  Plans  with 
Chairman  and  with  Engineer,  R.  W.  An- 
gus, 402  Excelsior  Life  Bldg.,  Toronto. 

Shannonville,  Ont. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Highways,  Pari.  Bldgs., 
Toronto,  receives  tenders  until  March 
9th  for  clearing,  grubbing,  rock  work, 
concrete  structures.  Plans  with  Resi- 
dent Engineer,  Napanee,  Ont.,  with  City 
Engineer,  Belleville,  and  at  Deputy  Min- 
ister's Office. 

Sherbrooke,  Que. 

Construction  of  brick  sewer  in  the 
south  part  of  City  has  been  going  on 
all  winter,  by  day  labor;  estimated  cost, 
$75,000.  T.  Tremblay  is  engineer  for 
City. 

Ste.  Genevieve  De  Batiscan,  Que. 

Municipality  is  gravelling  road  from 
Ste.  Genevieve  de  Batiscan  to  Batiscan 
Ferry,  by  day  labor  at  a  cost  of  $30,000. 
Chairman,  A.  Biron,  care  St.  Arnault, 
Biron  &  Co. 

Streetsville,  Ont. 

Town  plans  construction  of  macadam 
roadway;  cost,  $25,000.  By-law  will  be 
submitted  shortly.    Clerk,  S.  H.  Smith. 

St.  Thomas,  Ont. 

Elgin  County  Council  plans  to  ex- 
pend $30,000  on  the  construction  of  bitu- 
minous macadam  road  and  $100,000  on 
improvements  to  roads.  Crushers  and 
rollers  will  be  purchased.  Clerk,  E.  W. 
McKay,  St.  Thomas. 

Sydney,  N.  S. 

City  will  start  work  shortly  on  con- 
struction of  extension  to  waterworks 
system.  Tenders  will  be  called  for  exca- 
vation.   Engineer,  N.  K.  Hayes. 

Tooley's  Hill.  Ont. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Works,  Pari. 
Bldgs.,  Toronto,  receives  tenders  until 
March  for  clearing,  grubbing,  earth  work, 
concrete  structures.  Plans  with  Resi- 
dent Engineer,  Port  Hope,  Town  Engi- 
neer, Oshawa,  and  Deputy  Minister's  of- 
fice. 

Toronto,  Ont. 

Bd.  of  Control,  T.  L.  Church,  chair- 


man, contemplates  extension  of  Craw- 
ford St.  to  College  St.  to  cost  $180,000 
and  extension  of  Swanwick  Ave.  to  cost 
$8,000.  Works  Commissioner,  R.  C. 
Harris.  Construction  of  highway  through 
jail  grounds  to  relieve  congestion  at 
Broadview  and  Gerrard  Sts.  also  plan- 
ned. 

West  Nissouri,  Ont. 

Township  Council  will  have  p/lans  pre- 
pared for  new  tile  drains  costing  $6,000 
En  gineer,  F.  W.  Farncombe,  Dominion 
Savings  Bldg.,  London. 

CONTRACTS  AWARDED 
Como  East,  Que. 

J.  Complong,  Hudson,  Que.,  and  H.  L. 
St.  George,  127  Stanley  St.,  Montreal, 
are  General  Contractors  on  construction 
of  roads  for  Municipality. 


Railroads,  Bridges  and  Wharves 

Cameron,  Ont. 

Fenelon  Township  Council  plans  to 
erect  steel  bridge,  16  ft.  wide,  32  ft.  long. 
Clerk,  J.  B.  Powles,  Cameron. 

Hawtrey,  Ont. 

Work  will  start  about  the  middle  of 
March  on  construction  of  station  cost- 
ing $6,000  for  G.  T.  Rly.,  head  office, 
Montreal,  Que. 

Lancaster,  Ont. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Works,  Toronto, 
receives  tenders  until  March  9th  for  sup- 
ply, erection  and  field  painting  of  bridge, 
170  ft.  steel  span.  Plans  with  Resident 
Engineer,  Cornwall,  Ont.,  and  with  De- 
partment, Toronto. 

London,  Ont. 

London  &  Port  Stanley  Rly.,  Colborne 
St.,  want  prices  on  six  locomotive  coaches 
and  one  electric  locomotive.  Chairman, 
Philip  Pocock. 

Morris,  Man. 

Plans  are  in  progress  and  tenders  will 
be  called  about  March  15th  for  bridge 
costing  $110,000  for  Municipality  and 
Provincial  Good  Roads  Bd.  Secy,  for 
Municipality,  Wm.  Stevenson,  Morris. 

Penticton,  B.  C. 

City  plans  to  rebuild  bridge  at  a  cost 
of  $7,000  and  to  repair  others.  Engineer, 
J.  C.  Dufresne. 

Perth,  Ont. 

Lanark  County  Council  plans  to  ex- 
pend $14,000  on  construction  of  Maber- 
ley  and  Ashton  Bridges  and  culverts  at 
Appleton,  Barber's  Creek  and  Arthur's 
Creek. 

Port  Dover,  Ont. 

Plans  have  been  drawn  for  bridge  to 
be  built  over  Lynn  River  for  Norfolk 
County  Council,  clerk,  Elias  Boughner, 
Simcoe,  Ont.  Consulting  Engineer,  E. 
H.  Darling,  604  Spectator  Bldg.,  Hamil- 
ton.   Tenders  will  be  called  about  May. 

Stewart,  B.  C. 

R.  C.  Desrochers,  secretary  for  Do- 
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minion  Dept.  Public  Works,  receives  ten- 
ders until  noon  March  .r>th  for  wharf. 
Plans  at  Dept.,  Ottawa,  with  District 
Engineer,  Prince  Rupert,  Post  Office, 
Vancouver,  B.  C,  and  Stewart,  B.  C. 

CONTRACTS  AWARDED 
Charleswood,  Man. 

Carter-Halls-Aldinger  Co.,  Union  Bank 
Bldg.,  Winnipeg,  have  general  contract 
for  bridge  costing  $35,229  for  R.  M. 
Charleswood  and  Good  Roads  Bd. 

Collingwood,  Ont. 

The  York  Contracting  Co.,  Excelsior 
Life  Bldg.,  Toronto,  have  general  con- 
tract for  breakwater  for  Dominion  Dept. 
Public  Works. 

Montreal,  Que. 

Raymond  Concrete  Pile  Co.  have  been 
awarded  contract  for  foundations  of  Cote 
St.  sub-station  for  Montreal  Tramways 
Co.,  Montreal. 

Parish  of  St.  Janvier,  Que. 

St.  Ours  Construction  Co.,  St.  Ours, 
Que.,  have  general  contract  for  bridge 
tor  Parish  Council. 

Levis,  Que. 

Joseph  Blais  has  general1  contract  for 
paving  work  costing  $45,000  for  City. 
Mayor,  N.  Belleau. 

Pointe  Aux  Trembles,  Que. 

Jos.  Gosselin  Ltd.,  Levis,  Que.,  have 
general  contract  for  repairs  to  landing 
pier  for  Dominion  Dept.  Public  Works. 

St.  Valerien  De  Milton,  Que. 

J.  Ducharme,  St.  Cesaire,  Que.,  lias 
general  contract  and  MacKinnon  Steel 
Co.,  Sberbrooke,  Que.,  have  steel' con- 
tract for  three  bridges  costing  $41,000 
for  Municipality. 

Thamesville,  Ont. 

Canadian  Des  Moines  Steel  Co.,  Inches 
Ave.,  Chatham,  have  steel  contract  for 
Duffis  Creek  Bridge  costing  $15,000  for 
Kent-  County  Council.  County  Road 
Supt.,  L.  A.  Pardo,  Chatham,  has  plans 
and  receives  tenders  until  0  p.m.  Feb. 
27th  for  construction  of  two  reinforced 
concrete  abutments.  500  cubic  yards.  En- 
gineer, W.  G.  McGeorge,  Chatham,  also 
has  plans. 

Three  Rivers,  Que. 

Raymond  Concrete  Pile  Co.  have  been 
awarded  contract  for  grading  and  piling 
for  the  addition  to  shipways  for  National 
Shipbuilding  Corp.,  Three  Rivers. 


Public  Buildings,  Churches 
and  Schools 

Aurora,  Ont. 

Wm.  Rae,  architect,  48  Grenville  St., 
Toronto,  is  preparing  plans  for  addition 
to  parish  hall  for  Trinity  Parish  Hall, 
Aurora.  Tenders  will  be  caliled  about 
March  1st. 

Cainsville,  Ont. 

F.  C.  Bodley,  architect.  Commercial 
Chambers,  Brantford,  is  preparing  plans 
for  public  school  costing  $40,000  for 
School  Bd.;  secy.-treas.,  Mr.  Foster.  Ten- 
ders will  be  called  about  March  1st. 

Drummondville,  Que. 

Town  plans  to  erect  hospital.  Mayor, 
J.  O.  Montplais. 

Dutton,  Ont. 

Flans  will  be  prepared  for  church  cost- 
ing $22,000  for  Knox  Congregation.  Ten- 
ders will   be  called    about    April  15th. 


Building  Committee,  W.  Hollingshcad. 
J.  M.  Blue  and  Dr.  Cameron. 

Hamilton,  Ont. 

Bd.  of  Education  plans  to  build  eight 

room  addition  to  school  on   Picton  St. 

Secy.,  R.  H.  Foster,  City  Hall. 

Hull,  Que. 

City  plans  to  make  extensive  altera- 
tions to  police  station.  Mayor,  Mr.  Cou- 
sin can. 

Listowel,  Ont. 

Listowel  Masonic  Lodge  plans  to  erect 
temple  costing  $30,000.  Address  secre- 
tary. 

London,  Ont. 

H.  C.  McBridc,  architect,  Molson's 
Bank  Bldg.,  London,  is  preparing  plans 
for  nurses'  home  costing  $100,000  to  be 
erected  in  Westminster  Township  for 
Dominion  Dept.  Public  Works,  R.  C. 
Desrochers,  secretary,  Ottawa. 

Knights  of  Columbus  plan  to  have  new 
hall.  Will  either  build  or  lease  prem- 
ises and  remodel.  Address  M.  P.  Mc- 
Donagh,  425  Richmond  St. 

Victoria  Hospital  Trust,  Ottawa  Ave., 
plans  to  erect  nurses'  home  to  cost  $50,- 
000.    Chairman,  Col.  W.  M.  Gartshore. 

Montreal,  Que. 

Trades  &  Labor  Council  plan  to  erect 
labor  temple.  President.  J.  T.  Foster, 
253  Blvd.  St.  Joseph  East. 

Mount  Dennis,  Ont. 

W.  Dever,  40  Jarvis  St.,  Toronto,  buil- 
ding inspector  for  York  Township,  re- 
ceives tenders  until  Feb.  21st  on  all 
trades  for  construction  of  brick  fire  hall. 

Niagara  Falls,  Ont. 

Plans  are  in  progress  for  church  cost- 
ing $100,000  for  Morrison  St.  Methodist 
Church,  Morrison  St.  Chairman  Bldg. 
Committee,  Wm.  Hodgins,  Ryerson  Ave. 

Norwich,  Ont. 

Town  has  under  consideration  the 
erection  of  fire  hall.  Chairman  of  Com- 
mittee, Councillor  Milne,  has  prelimin- 
ary sketch  plans. 

Orangeville,  Ont. 

F.  W.  Warren,  architect.  Bank  of  Ham- 
ilton Bldg.,  Hamilton,  will  prepare  sketch 
plans  for  hospital  costing  $50,000  for 
General  Hospital  Bd. 

Penticton,  B.  C. 

J.  R.  Soule,  architect,  has  prepared 
tentative  plans  for  church  and  parish  hall 
costing  $11,000  for  St.  Saviours  Church 
Congregation.  Rector,  Rev.  J.  A.  Cle- 
land. 

Shawinigan  Falls,  Que. 

By-laws  for  approval  of  expenditure  of 
$80,000  on  construction  of  fire  hall, 
$15,000  on  purchase  of  fire  equipment, 
$35,000  on  fire  station  and  $10,000  on  im- 
provements to  City  Hall  will  be  sub- 
mitted Feb.  20th.  Clerk,  J.  E.  Meunier. 
Architect,  Ernest  A.  Labelle.  By-law 
also  covers  repairs  to  market  building. 

South  London,  Ont. 

L.  V.  Carrothers,  architect.  Hydro  Of- 
fices, will  prepare  plans  for  school  addi- 
tion costing  $70,000  for  School  Board, 
Thomas  Rowe,  187  Dundas  St.,  Chair- 
man. 

Ste.  Anne  Du  Lac,  Que. 

Viau  &  Venne,  architects,  76  St.  Ga- 
briel St.,  Montreal,  have  plans  and  re- 
ceive tenders  until  Feb.  21st  for  church 
and  sacristy  to  be  erected  for  Parish 
Congregation. 

Sudbury,  Ont. 

School  Bd.  plans  to  erect  school  addi- 


tion costing  $40,000.  Secy.-treas.,  J. 
Lowler,  Sudbury.  Ellis  &  Ellis,  Man- 
ning Chambers,  Toronto,  are  architects. 

Plans  are  prepared  for  school  costing 
$50,000  for  Separate  School  Bd.  Secy.- 
treas,  John  Frawley.  Architect,  I'.  O. 
Gorman. 

Toronto,  Ont. 

Old  St.  Andrew's  I'resby  terian 
Church,  Jarvis  St.,  plans  to  erect  com- 
munity hall  costing  $00,000. 

Women's  College  Hospital  and  Dis- 
pensary, 125  Rusholme  Rd.,  will  shortly 
have  addition  built.  Architects,  Gordon 
&  Helliwell,  Confederation  Life  Bldg. 

Vellore,  Ont. 

E.  A.  James  Co.,  36  Toronto  St'.,  To- 
ronto, have  plans  and  receive  tenders 
until  noon  Feb.  27th  for  memorial  hall 
to  lie  erected  for  Village  Council,  reeve, 
J.  Whitmore. 

Wallaceburg,  Ont. 

Catholic  Congregation  have  purchased 
premises  on  Nelson  St.  and  plan  to  re- 
model it  and  fit  it  up  for  lodge  rooms 
and  auditorium. 

Whitby,  Ont. 

(  has.  F.  McGillivray.  secy.-treas.  for 
Bd.  of  Education,  receives  tenders  until 
March  9th  for  public  school  costing  $40,- 
000.  Plans  with  architects,  Chapman, 
Oxley  &  Bishop,  Harbour  Commission 
Bldg.,  Toronto. 

Winnipeg,  Man. 

Gordon  Methodist  Congregation  plan 
to  erect  church  costing  $36,000.  Pastor. 
Rev.  Phillip  Barker,  201  Poplar  Ave., 
Elmwood,  Winnipeg. 

School  Bd.  has  under  consideration  the 
addition  of  86  rooms  to  city  schools  at 
an  estimated  cost  of  $6,600  per  room. 
Chairman.  R.  W.  Craig. 

CONTRACTS  AWARDED 
Gravenhurst,  Ont. 

W.  J.  Trimble,  Bell  Telephone  Bldg.. 
Toronto,  has  general  contract  for  addi- 
tions to  sanitorium  for  National  Sani- 
torium  Ass'n.,  223  College  St.,  Toronto. 

Hamilton,  Ont. 

School  costing  $98,775  for.  Bd.  of  Edu- 
cation: Steel.  Hamilton  Bridge  Works 
Co.,  Bay  St.  N.;  plastering.  Hill  Bros., 
53  Rosslyn  Ave.  N.;  roofing,  Thos.  Ir- 
win &  Sons,  22  McNab  St.  S.;  plumbing 
and  heating.  Adam  Clark,  7  Main  St.  W. 
W.  H.  Cooper,  Clyde  Bldg..  carries  out 
masonry,  carpentry  and  roofing  in  addi- 
tion to  general  contract. 

Pembroke,  Ont. 

Wm.  Markus  Ltd.,  Pembroke  St.,  have 
general  contract  for  addition  and  alter- 
ations to  general  hospital  costing  $30,- 
000  for  Hospital  Board. 

Weston,  Ont. 

National  Sanitorium  Ass'n..  223  Col- 
lege St.,  Toronto,  placed  general  con- 
tract for  additions  to  sanitorium  with  W. 
J.  Trimble,  Bell  Telephone  B'ldg.,  To- 
ronto. .  * 


Business  Buildings  and  Indus- 
trial Plants 

Brockville,  Ont. 

Erection  of  bank  building  is  contem- 
plated by  Bank  of  Toronto,  head  office. 
King  and  Bay  Sts.  Local  manager,  W. 
Atkinson. 

Cap  De  La  Madeleine,  Que. 

Joseph  Arcand  &  Bros,  are  erecting  ice 
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storage  building  costing  $5,000.  Roofing, 
painting  and  electrical  work  will  be  let. 

Capreol,  Ont. 

Canadian  National  Rlys.,  1  Toronto 
St..  Toronto,  are  erecting  Y.  M.  C.  A. 
building;  cost.  $45,000.  Architect.  G.  C. 
Briggs.  19  Wellington  St.  E.,  Toronto, 
is  carrying  out  all  work. 

Charlottetown.  P.  E.  I. 

Bank  of  Nova  Scotia.  39  King  St.  W., 
Toronto,  contemplates  erection  of  bank. 
Architect.  Mr.  Stewart. 

Coaticook,  Que. 

Belding  Paul  Corticelli  Silk  Company 
plan  the  erection  of  factory. 

Glace  Bay,  N.  S. 

Canadian  Bank  of  Commerce.  23  King 
St.  W.,  Toronto,  plans  to  erect  bank  on 
Commercial  St.  in  the  spring. 

Grand  Mere,  Que. 

P.  T.  Legare  Ltd..  273  St.  Paul  St.. 
Quebec,  contemplate  erecting  store  cost- 
ing $12,000  and  are  preparing  plans. 

E.  Labe/'le.  architect.  35  Seventh  St., 
Shawinigan  Falls,  is  preparing  plans  for 
store  costing  $15,000  for  J.  M.  E.  Mar- 
cotte. 

Hamilton,  Ont. 

Tenders  are  in  for  alterations  to  ware- 
house costing  $75,000  for  Hamilton  Ter- 
minal Warehouse  Co.  Arthur  Sande. 
Consulting  Engineer,  313  Lister  Bldg.. 
wants  prices  on  sprinkler  system,  eleva- 
tors, heating  and  electrical  work. 

Mills  Bros..  King  St.  E..  are  remodel- 
ling warehouse  for  office  building  at  a 
cost  of  $35,000  and  are  carrying  out 
general  contract,  masonry,  carpentry, 
roofing,  plastering  and  painting.  Ten- 
ders wanted  on  plumbing  and  heating. 

Canadian  Nathan  Ltd..  527  Catherine 
St.  N..  plan  to  make  alterations  and 
build  addition  to  factory.  Sec.-treas..  R. 
F.  Curtin. 

Frid  Construction  Co..  Clyde  Bldg., 
general  contractors  for  Arcade  Ltd.,  43- 
51  James  St.  N.,  on  the  construction  of 
store  costing  $280,000  want  prices  on  all 
sub  trades.  Plans  with  contractors  at 
Hamilton  and  at  Toronto  office,  61  Ade- 
laide St.  E. 

Kitchener,  Ont. 

W.  Cowan,  architect,  King  St.  E..  is 
preparing  plans  for  garage  costing  $20.- 
000  for  A.  Lockhart  &  Co.,  Queen  St.  S. 

B.  &  B.  Furniture  Co..  Ahrens  St.  W., 
plan  to  build  addition  to  their  factory. 
Manager,  Edward  Bauer. 

Lake  George,  N.  B. 

North  American  Antimony  &  Smelt- 
ing Co.  plans  to  construct  concentration 
plant.  Manager.  W.  F.  Dickson,  Duf- 
ferin  Hotel,  St.  John,  N.  B. 

Leamington.  Ont. 

The  Dominion  Canning  Co.  will  start 
work  shortly  on  erection  of  factory  to 
cost  $25,000.  Manager.  F.  G.  Gregory. 
Tenders  will  be  called  about  March  1st. 

Cart  Atwell  plans  to  build  addition  to 
canning  factory  costing  $15,000. 

Listowel,  Ont. 

Perfect  Knit  Mills  will  have  plans  pre- 
pared for  an  addition  to  their  factory 
costing  $60,000. 

London,  Ont. 

Plans  will  be  prepared  for  drug  and 
stock  food  factory  to  be  erected  at  a 
cost  of  $300,000.  Interested.  Gordon 
Philip,  Chamber  of  Commerce. 

Greene,  Swift  Co.,  Talbot  St.,  plan  fac- 


tory addition  costing  $100,000.  Archi- 
tect, \V.  G.  Murray,  Dominion  Savings 
Bldg. 

Utilities  Board,  General  Manager,  E. 
V.  Buchanan,  plans  to  add  another  storey 
to  present  office  building  on  Dundas  St.; 
cost,  $25,000.  Architect,  L.  Y.  Carroth- 
ers,  Utilities  Bldg. 

L.  G.  Bridgeman,  architect.  Bank  of 
Commerce  Bldg.,  will  prepare  plans  for 
addition  to  factory  costing  $10,000  for 
Ontario  Spring  Bed  Co.,  King  St. 

Moncton,  N.  B. 

P.  McSvveeney  Co.,  690  Main  St.,  plans 
to  build  addition  to  factory.  Manager,  A. 
E.  McSweeney. 

Montreal,  Que. 

Dougall  Varnish  Co..  305  Manufactur- 
ers St.,  plan  to  build  addition  to  factory. 

Erection  of  office  and  manufacturing 
building  to  cost  $500,000  is  planned  by 
a  syndicate.  Interested,  James  E.  Wil- 
der, 325  Bleury  St. 

The  erection  of  a  public  garage  is  con- 
templated by  P.  X.  Lenoir,  161  St.  Denis 
St. 

New  Richmond,  Que. 

Arthur  Sande,  Consulting  Engineer, 
313  Lister  Bldg.,  Hamilton,  Ont..  has 
plans  and  receives  tenders  until  Feb.  25th 
for  sulphite  pulp  mill. 

Ottawa,  Ont. 

M.  Raport  &  Co..  62  George  St..  are 
receiving  tenders  for  abattoir  costing 
$10,000. 

Peterboro,  Ont. 

Canadian  Generail  Electric  Co.,  212 
King  St.  W.,  (Toronto,  plan  to  expend 
$500,000  on  construction  of  additions  to 
plant  and  purchase  of  equipment.  Presi- 
dent, Senator  Nicholls;  assistant  general 
manager,  Mr.  Ashworth. 

Quebec,  Que. 

R.  C.  Desrochers,  secretary  for  Do- 
minion Dept.  Public  Works,  Ottawa,  re- 
ceives tenders  until  Feb.  27th  for  general 
restoration  and  fitting  up  of  interior  of 
Marine  store  building.  Plans  at  office  of 
Chief  Architect,  Dept.  Public  Works.  Ot- 
tawa, Clerk  of  Works,  Postal  Station 
"B,"  Quebec,  and  Builders'  Exchange, 
Montreal. 

Richmond,  Que. 

J,  W.  Gregoire,  architect,  Casino  Bldg.. 
Sherbrooke,  is  preparing  plans  for  store 
to  be  erected  for  C.  Brouillette. 

Sarnia,  Ont. 

E.  R.  Sperry,  Port  Huron,  has  pur- 
chased St.  Clair  Hotel  and  will  remodel 
it  for  store. 

Sherbrooke,  Que. 

J.  W.  Gregoire,  architect.  Casino  Bldg.. 
is  preparing  plans  for  store  to  be  erected 
on  Wellington  St.  for  C.  O.  St.  Jean. 

St.  John,  N.  B. 

Standard  Bank  of  Commerce.  15  King 
St.  W..  Toronto,  plans  to  alter  building 
into  bank  at  a  cost  of  $20,000.  Architect, 
J.  H.  Galloway,  15  King  St.  W.,  To- 
ronto. 

Sydney,  N.  S. 

Bank  of  Nova  Scotia,  39  King  St.  W.. 
Toronto,  contemplates  erection  of  bank. 
Architect,  A.  J.  McCormick,  344  Town- 
send  St.,  Sydney. 

Weismiller  &  MacKenzie  Bros.,  1425 
Queen  St.  W.,  will  erect  six  or  seven 
stores  and  apartments  costing  from  $7,- 
000  to  $10,000  each  and  will  carry  out 
masonry  and  carpentry.  Roofing,  plumb- 


ing, heating,  plastering,  painting  and 
electrical  work  will  be  let. 

F.  J.  Cummings,  66  Pine  Crescent,  is 
erecting  two  stores  and  apartments  cost- 
ing $7,500  each  and  will  carry  out  ma- 
sonry and  carpentry.  Roofing,  plumb- 
ing, heating,  plastering,  painting  and 
electrical  work  will  be  let. 

Tecumseh,  Ont. 

Windsor  Petroleum  Co.  plan  to  con- 
struct refining  plant  to  cost  $250,000. 
Directors,  Col.  Clarence  Smith,  Mon- 
treal, Que.,  Gordon  M.  McGregor,  90 
Victoria  Ave..  Windsor.  Ont.,  etc. 

Tilbury,  Ont. 

Mayor  Mather  has  purchased  Interna- 
tional Hotel  buiflding  and  plans  to  re- 
model it  and  install  equipment  for  flour 
mill. 

Timmins,  Ont. 

Keora  Mining  Co.  plans  to  expend 
$10,000  on  erection  of  buildings,  installa- 
tion of  steam  plant,  sinking  of  shafts  and 
general  development  work.  Prices 
wanted  on  all  equipment. 

Toronto,  Ont. 

B.  H.  Prack.  architect  and  engineer; 
50  Bay  St.,  is  preparing  pllans  for  addi- 
tion to  plant  for  Sangamo  Electric  Co., 
183  George  St. 

Morris  Dennis,  738  Richmond  St.  W., 
is  going  ahead  with  construction  of 
three  stores  and  apartments  costing  $8,- 
000  each  and  will  let  roofing,  plumbing, 
heating,  plastering,  painting  and  elec- 
trical work. 

R.  B.  Storey,  38  Marmaduke  St.,  plans 
to  erect  three  stores  and  apartments  and 
will  start  work  in  the  spring.  It  is  also 
intended  to  erect  other  stores. 

B.  H.  Prack,  architect  and  engineer, 
50  Bay  St.,  is  preparing  plans  for  addi- 
tion to  warehouse  for  Staunton's  Ltd., 
944  Yonge  St. 

G.  S.  Glass,  1380  Bathurst  St.,  has 
plans  drawn  for  store  and  apartments  and 
will  let  all  trades. 

F.  S.  Mallory,  architect.  65  Adelaide  E., 
is  preparing  plans  for  addition  to  plant 
for  Canada  Metal  Co.,  Fraser  Ave. 

Empire  Mfg.  Co.,  119  Adelaide  W.. 
plan  to  make  alterations  to  building.  Ar- 
chitects, Watt  &  Blackwell,  79  Adelaide 
E. 

Mrs.  Chas.  Lennox.  35  Patricia  Dr., 
receives  tenders  on  roofing,  heating, 
plumbing,  plastering,  painting,  electrical 
work,  glass  and  store  fronts  for  two 
store  and  apartments  being  erected  to 
cost  $7,500  each. 

Tenders  called  for  excavating  for  four- 
teen stores  and  apartments  costing  $84,- 
000  for  F.  T.  Burgess,  36  Langley  Ave. 
Tenders  will  be  called  later  for  steel, 
roofing,  heating,  plumbing,  plastering, 
painting  and  electrical  work.  Supt,  W. 
H.  Howard,  98  Langford  Ave. 

E.  W,  Brupbacker,  24  Wellington  St. 
W.,  contemplates  alterations  to  factory. 

Mrs.  E.  Fletcher,  38  "The  Maples," 
Bain  Ave.,  plans  to  alter  residence  into 
warehouse. 

Republic  Stamping  &  Enamelling  Co., 
Canton,  Ohio,  have  secured  controlling 
interest  in  Consolidated  Stamping  and 
Enamelling  Co.  and  contemplate  ex- 
tending plant  at  2382  Dundas  St.  \\  . 
about  March  15th. 

Watt  &  Watt,  Dominion  Bank  Bldg.. 
have   purchased   old    Merchant's  Hotel 

(Continued  on  page  51) 


School  Tenders     I  Tenders  for  Dredge  Work     Tenders  Wanted 


Hulk  tenders  will  be  received  at  the  office  of 
the  Secretary  until  five  o'clock  p.m.,  February 
28th,  1920,  for  the  erection  and  completion  of  a 
sixteen  roomed  Public  School,  tile  and  concrete 
construction,  fireproof  building,  at  Ingersoll,  Ont. 

Plans  can  be  secured  at  the  Architect's  office. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

A  marked  cheque  for  5  per  cent,  of  the  cost 
of  the   building  must  accompany  tenders. 


For  Sale 


Twelve-roomed  brick  school  building  with  all 
fixtures,  exclusive  of  seats  and  blackboards. 

JOHN  J.  McLEOD, 
Secretary  of  Building  Committee. 
Ingersoll,  Ont. 
Wm.  G.  MURRAY,  Architect, 
6-7  London,  Ont. 


TENDERS 
for  General  Supplies 


Tenders  for  general  supplies  required  by  the 
Corporation  of  Ottawa  from  March  1st,  1920,  to 
March  1st,  1921,  as  per  specifications  to  be  had 
al  the  office  of  the  Commissioner  of  Works,  City 
Hall,  will  be  received  by  the  Secretary  of  the 
Board  of  Control  not  later  than  Tuesday,  Feb- 
ruary 24th,  1920.  Tenders  will  be  addressed  to 
the  Chairman  and  Members  of  the  Board  of 
Control  and  endorsed  Tender  for  material  ten- 
dered on. 

Supplies  on  which  tenders  are  asked  include: 
Asphalt,  Brick,  Stone,  Cement,  Castings,  Draught- 
ing Supplies,  Lead  Pipe  and  Pig  Lead,  Oils  and 
Grease,  Plank  and  Cedar,  Sand,  Valves,  Sewer 
Pipe,  Road  Oils,  Fuel  Oil,  Brass  Work,  Flux 
Oil,  Asphalt  Filler  and  Special  Pipe  Castings. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

A.  F.  MACALLUM, 
7  Commissioner  of  Works. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  the  supply  of  crushed  stone,"  will  be  re- 
ceived by  the  undersigned  until  twelve  o'clock 
noon  on  Tuesday,  March  16,  1920,  for  the  sup- 
ply of  approximately  four  thousand  cubic  yards, 
loose  measurement,  of  satisfactory  three-inch 
stone,  dumped  as  directed  on  the  Provincial 
Highway  between  the  west  boundary  of  Matilda 
Township  and  the  west  boundary  of  Iroquois 
Village,  a  distance  of  about  one  and  one-half 
miles. 

Tenders  marked  as  above  will  also  be  received 
at  the  same  time  for  the  supply  of  approximately 
six  thousand  cubic  yards,  loose  measurement,  of 
satisfactory  three-inch  stone  dumped  as  directed 
on  the  Provincial  Highway  from  the  east  bound- 
ary of  Iroquois  Village  easterly  for  a  distance  of 
approximately  three  miles. 

Specifications  and  tender  envelopes  may  be  ob- 
tained on  and  after  Monday,  February  23,  1920, 
at  the  office  of  the  Resident  Engineer,  Cornwall, 
and  at  the  office  of  the  undersigned. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of   Public  Highways, 

Toronto,  February  11,  1920.  7 


Sealed  tenders  will  be  received  by  the  Coun- 
cil of  the  Township  of  Chatham  up  till  eleven 
o'clock  a.m.  of  Wednesday,  February  25th,  1920, 

at  the  Township  Office,  Scane  Block,  Chatham, 
Ontario,  for  the  work  of  excavation  in  connec- 
tion with  the  improvement  of  the  Little  Bear 
Creek  Drain  in  the  Townships  of  Chatham  and 
Dover. 

Plans,  specifications  and  form  of  contract  may 
be  seen  at  the  office  of  the  Township  Clerk,  A. 
McArlhur,  Tupperville,  Ontario,  or  at  the  office 
of  W.  G.  McGeorge,  C.E.,  Chatham,  Ontario. 

Each  tender  must  be  delivered  to  the  Town- 
ship Clerk  and  must  be  accompanied  by  a  marked 
cheque  on  a  Canadian  chartered  bank  for  at  least 
5%  of  the  amount  of  the  tender,  which  cheque 
will  be  forfeited  if  the  contractor  should  fail  to 
enter  into  the  contract  if  it  is  awarded  to  him. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

ALEX.  J.  TEMPLETON, 
4-7  Reeve. 


Tenders  Wanted 

for 

Road  Improvement 


Separate,  sealed  tenders,  marked  as  to  con- 
tents, will  be  received  by  the  undersigned  until 
12  o'clock  noon,  Wednesday,  February  25th, 
1920,  for  supplying  material  and  hauling,  level- 
ling, rolling,  sprinkling,  and  finishing  22^2  miles 
of  Macadam  road  in   Haldimand  County. 

First  tender  consists  of  15  miles  of  Macadam 
road;  width  16  feet;  depth  8  inches  when  rolled 
and  consolidated.  Tender  must  be  accompanied 
by  an  accepted  cheque  of  $2,500.00. 

Second  tender  consists  of  7J4  miles  of  Mac- 
adam road ;  width  10  feet ;  depth  8  inches  when 
rolled  and  consolidated.  Tender  must  be  accom- 
panied by  an  accepted  cheque  for  $1,000.00. 

Specifications  and  all  necessary  information 
may  be  obtained  at  the  office  of  the  Road  Super- 
intendent,  D.   W.   McBurney,  Hagersville,  Ont. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

W.  G.  Clark, 
Chairman,  Good  Roads  Committee. 
G-7  R.  R.  No.  5,  Hagersville,  Ont. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  work  at  Tooleys  Hill,  in  the  Township  of 
Darlington,"  will  be  received  by  the  undersigned 
un-til  twelve  o'clock  noon  on  Tuesday,  March 
9th,  for  the  clearing,  grubbing,  earthwork,  con- 
struction of  concrete  structures  and  other  neces- 
sary work  on  the  Provincial  Highway  in  the 
Township  of  Darlington  at  a  point  about  three 
miles  east  of  the  Town  of  Oshawa. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Monday,  February  16th, 
1920,  at  the  office  of  the  Resident  Engineer, 
Port  Hope ;  at  the  office  of  the  Town  Engineer, 
Oshawa,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500.00,  payable  to  the 
Minister  of  Public  Works  and  Highways  for  On- 
tario,  must   accompany    each  tender. 

A  Guarantee  Company's  bond  for  10  per  cent, 
of  the  amount  of  the  tender  will  be  required  when 
contract   is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways, 
Parliament  Bldgs.,  Toronto. 
Department  of  Public  Highways, 

Toronto,  February  12,  1920.  7 


Scaled  proposals  will  be  received  in  the  office 
of  Arthur  Sande,  Consulting  Engineer,  Hamil- 
ton, Ontario,  Canada,  for  the  following  work: — 

Contract  No.  1: — Buildings  for  a  200  ton  Sul- 
phite Pulp  Mill  to  be  erected  in  Bay  de  Chal- 
eur,   Quebec  site. 

Contract  No.  2; — Grading,  Excavation,  Pav- 
ing, Sewage  and  Water  Supply  for  the  townsite 
in  connection   with  the  mill. 

Contract  No.  3: — 150  houses  for  townsite.  All 
contracts  will  be  given  out  on  a  cost  plus  per- 
centage basis  with  a  fixed  commission. 

Forms  of  contracts,  specifications  and  plans 
will  be  ready  about  February  12th  and  bids  are 
due  February  25th.  A  deposit  of  $25.00  is  re- 
quired for  each  set  of  drawings,  specifications, 
etc.,  and  will  be  returned  when  plans  are  re- 
turned. 

ARTHUR  SANDE, 

Consulting  Engineer, 
313  315  Lister  Building, 
6-7  Hamilton,  Ont. 


Tenders  for 
Concrete  Abutments 


Scaled  tenders  will  be  received  by  the  under- 
signed up  till  six  p.m.  on  Friday,  February  27th, 
1920,  for  the  construction  of  two  reinforced  con- 
crete abutments,  containing  about  five  hundred 
(500)  cubic  yards  of  concrete  in  all,  for  a  bridge 
to  be  erected  over  the  Duffis  Creek  at  the  River 
Road  in  the  Township  of  Howard,  near  Thames- 
ville. 

Plans  and  specifications  may  be  seen  at  the 
office  of  W.  G.  McGeorge,  C.E.,  Chatham,  Ont., 
or  at  the  office  of  the  undersigned,  Chatham,  Ont. 

Tenders  must  be  accompanied  by  marked 
cheques  for  at  least  5  per  cent,  of  the  amount 
of  the  tenders.  Security  of  the  same  amount 
will  be  required  for  the  due  performance  of  the 
work,  which  must  be  completed  not  later  than 
August  1st,  1920. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

L.  A.  PARDO,  Esq., 

County  Roads  Supt., 
5.7  Chatham,  Ont. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  work  at  Shannonville,  in  the  Township  of 
Tyendinaga,"  will  be  received  by  the  undersigned 
until  twelve  o'clock  noon  on  Tuesday,  March  9th, 
for  the  clearing,  grubbing,  rock  work,  concrete 
structures  and  other  necessary  work  on  the  Pro- 
vincial Highway  in  the  Township  of  Tyendinaga 
at  the  Village  of  Shannonville. 

Plans,  specifications  and  forms  of  tender  may 
he  seen  on  and  after  Tuesday,  February  17th, 
1920,  at  the  office  of  the  Resident  Engineer, 
Napanee;  at  the  office  of  the  City  Engineer, 
Belleville ;  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500.00,  payable  to  the 
Minister  of  Public  Works  and  Highways  for 
Ontario,  must  accompany  each  tender. 

A  Guarantee  Company's  bond  for  10  per  cent, 
of  the  amount  of  the  tender  will  be  required  when 
the  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of  Public  Highways, 
Toronto,  February  12,  1920. 


February  18,  1920 


Notice  to  Contractors 


Sealed  tenders,  marked  (Tenders  for  Pave- 
ment).  will  be  received  by  the  undersigned  until 
Saturday,  March  20th,  1920,  for  the  construc- 
tion of  one  and  one-quarter  (1J4)  miles  of  Con- 
crete Pavement  on   Main  Street,  Exeter. 

Plans,  specifications  and  form  of  tender  may 
he  seen  at  the  office  of  the  Municipal  Clerk, 
Exct.T,  or  at  the  office  of  the  Engineer, 

T.  ROY  l'ATTERSON, 
7-10  Goderich,  Ontario. 


Proposals  Wanted 


Proposals  addressed  to  the  City  Clerk,  Niag- 
ara Kails,  Ontario,  will  be  received  up  to  March 
15,  1920.  to  furnish  a  Standard  Built  Motor 
Pumper. 

100  to  110  Horse  Power. 

Rotary  Pump  of  600  imperial  gallon  capacity. 
Chemical  tank  —35  gallon  capacity. 
Sewell  cushion  wheels. 
Standard  equipment. 

State  where  such  apparatus  may  be  seen  in 
action. 

W.  J.  SEYMOUR, 
7-10  City  Clerk. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  work  in  the  Township  of  Richmond,"  will  be 
received  by  the  undersigned  until  twelve  o'clock 
noon  on  Tuesday,  March  9th,  for  earthwork  and 
other  necessary  work  on  the  Provincial  Highway 
in  the  Township  of  Richmond  at  a  point  about 
half  a  mile  East  of  the  Town  of  Deseronto. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Tuesday,  February  19, 
1920,  at  the  office  of  the  Resident  Engineer, 
Napanee,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500.00,  payable  to  the 
Minister  of  Public  Works  and  Highways  for 
Ontario,  must   accompany   each  tender. 

A  Guarantee  Company's  bond  for  10  per  cent, 
of  t'ie  amount  of  the  tender  will  be  required 
when    the   contract   is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

\V.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of  Public  Highways, 

Toronto,  Feb.  14th,  1920.  7 


Agencies  Wanted 


Firms  manufacturing  Building  Supplies  and 
Contractors'  Equipment.  Advertiser  has  sales 
organization  to  systematically  and  thoroughly 
cover    Toronto    and    territories    in  Ontario. 

Box  No.  151,  Contract  Record,  Toronto.  7 


Brick  Plant  For  Sale 


The  plant  of  the  Silicate  Brick  Co.  of  Ottawa. 
Ltd.  Two  Babcock  &  Wilcox  Boilers,  95  and  115 
H.P.  Two  Komnick  Rotary  Presses,  capacity 
20,000  each.  Brick  Cars,  Retorts,  Turntables, 
etc. 

Particulars  and  prices  on  application. 

SILICATE  BRICK  COMPANY, 
Echo  Drive, 

7-8  Ottawa,  Ont. 


THE  CONTRACT  RECORD 


TENDERS  WANTED 


Tenders,  properly  marked  as  to  contents,  will 
be  received  by  the  undersigned,  until  noon,  Feb- 
ruary 26th.  1920,  for  approximately  40,000  gal- 
lons of  Road  Oil.     Particulars  at  this  office. 

W.  C.   MILLER,  City  Engineer, 
7  St.  Thomas,  Ont. 


TENDERS  WANTED 


Tenders  will  be  received  by  the  undersigned, 
until  noon,  Monday,  March  1st,  1920,  for  ap- 
proximately 13,000  square  yards  of  Asphalt  Pave- 
ment, with  Curb  and  Gutter,  Track  Foundations, 
etc. 

Plans,  specifications,  etc.,  may  be  seen  at  the 
City   Engineer's  office. 

Lowest  or  any  tender  not  necessarily  accepted. 

J.  D.  CURTIS, 
Chairman,   Board  of  Works, 
7  St.  Thomas,  Ont. 


Tenders  for  Street  Cars 


Tenders  will  be  received  by  registered  post 
only,  addressed  to  the  Chairman,  Board  of  Con- 
trol, City  Hall,  Toronto,  up  to  12  o'clock  noon, 
on  Tuesday.  March  16th,  1920,  for  the  supply  ot 
the  following: — 

Tender  No.  41 — 13  Street  Cars  Complete. 

Envelopes  containing  tenders  must  be  plainly 
marked  on  the  outside  as  to  contents.  Specifica- 
tions and  forms  of  tender  may  be  obtained  at  the 
Works  Department,  Room  12,  City  Hall.  Ten- 
ders must  comply  strictly  with  conditions  of 
City  By-law  as  to  deposits  and  sureties,  as  set 
out  in  specifications  and  forms  of  tender.  The 
lowest  or  any  tender  not  necessarily  accepted. 

T.  L.  CHURCH,  Mayor, 
7  Chairman,  Board  of  Control. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  work  at  15-mile  Creek,  in  the  Township  of 
Louth,"  will  be  received  by  the  undersigned  un- 
til twelve  o'clock  noon  on  Tuesday,  March  16th, 
for  the  clearing,  grubbing,  earthwork,  construc- 
tion of  concrete  structures  and  other  necessary 
work  on  the  Provincial  Highway  in  the  Town- 
ship of  Louth  at  15-mile  Creek. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Monday,  February  23rd, 
1020,  at  the  office  of  the  Resident  Engineer, 
Heamsville;  at  the  office  of  the  City  Engineer, 
St.  Catharines ;  and  at  the  office  of  the  under- 
signed. 

A  marked  cheque  for  $500.00,  payable  to  the 
Minister  of  Public  Works  and  Highways  for 
Ontario,   must  accompany   each  tender. 

A  Guaranty  Company's  bond  for  10  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  the  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of  Public  Highways, 

Toronto,  February  16th,  1920.  7 


Tug  For  Sale— "Buffalo  Type" 


Length  75  ft.,  main  breadth  17  ft.,  draft  8  ft. 
5  in.  Engine  Steeple  compound,  12;4  x  28, 
equipped  with  surface  condenser  and  fresh  water 
tanks.     Bunker   capacity   30  tons. 

Address  to 

LACHANCE  LIMITED, 
5-8  99  Dalhousie  St.,  Quebec. 
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Town  Engineer  Wanted 

Applications  for  the  position  of  Town  Engineer, 
addressed  to  the  undersigned,  will  he  received  up 
to  March  1st,  1920. 

Applicants  will  please  state  age,  giving  qualifi- 
cations, experience  and  salary. 

By  order,  JAMES  ROY,  Town  Clerk. 
7  Town  of  New  Glasgow,  N.S. 


Sealed  Tenders 

for  the  erection  of  a  new  school  building  at 
Whitby,  Ontario,  in  accordance  with  plans  and 
specifications  prepared  by  Chapman,  Oxley  & 
Bishop,  Architects,  Toronto,  will  be  received  by 
the  "Secretary,  Board  of  Education,  Whitby, 
Ontario,"  up  to  and  including  Wednesday,  March 
10th,  1920,  and  shall  be  marked  "Tender  for 
School."  Plans  and  specifications  may  be  seen 
at  the  office  of  the  Secretary,  Whitby,  Ont.,  or 
of  the  Architects,  50(i  Harbor  Commission  Bldg., 
Toronto,  any  time  after  Wednesday,  February 
18th,  1020.  The  board  reserves  the  right  to  re- 
ject any  or  all  tenders  received.  7 


Contractors'  Plant  Wanted 

Parsons  or  Austin  sewer  ditcher  wanted,  state 
maximum  depth  and  width  same  will  excavate. 

Austin  cube  paver  wanted,  half  or  three-quarter 
yard. 

State  lowest  cash  price,  where  same  can  be 
seen  and  full  information.  Box  No.  14S,  Con- 
tract Record,  Toronto.  0-7 


FOR  SALE 

One  pair  Beatty  throttle  reverse  anchor  en- 
gines. Size  G"  x  6".  In  first  class  condition, 
can  be  used  as  swingers  or  thrusting  engines. 

Apply   Box  154,  Contract  Record,  Toronto.  7 


Business  Buildings  and  Indus- 
trial Plants 

(Continued  from  page  49) 

and  will  remodel  it  into  up-to-date  of- 
fices. 

M.  Caiderone,  30  Queen  St.  E.,  has 
plans  drawn  for  store  and  apartments 
costing  $7,500  and  will  let  all  trades. 

J.  Pijoan,  44  Colborne  St.,  will  erect 
store  and  residence  shortly;  cost,  $5,000. 

Geo.  Coles  Ltd.,  719  Yonge  St.,  have 
purchased  Bell  Telephone  Bldg.  on  Hay- 
den  St.  and  will  alter  it  into  bakery  and 
candy  manufacturing  plant. 

Windsor,  Ont. 

J.  C.  Pennington,  architect,  La  Belle 
Bldg.,  is  preparing  plans  for  business 
block  costing  $75,000  for  E.  N.  Bartlet, 
Victoria  Blk. 

McGiffen  &  Smith,  architects,  57  Queen 
St.  W.,  Toronto,  are  preparing  plans  for 
bank  to  be  erected  for  Bank  of  Hamil- 
ton, head  office,  Bank  of  Hamilton  Bldg., 
Hamilton,  Ont. 

Winnipeg,  Man. 

Union  Bank  of  Canada  plans  to  erect 
branch  banks  throughout  the  provinces 
of  Manitoba  and  Saskatchewan.  Ad- 
dress Western  Superintendent,  Union' 
Bank  Bldg.,  Winnipeg. 

CONTRACTS  AWARDED 

Chatham,  Ont. 

Benjamin  Blonde,  14  Cornhill  St.,  has 
general  contract  for  remodelling  stores 
at  a  cost  of  $43,000  for  Chas.  Austin 
Co.,  King  St. 

Hamilton,  Ont. 

Canadian   Engineering  and  Construe- 
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tion  Co.,  Bank  of  Hamilton  Bldg.,  have 
general  contract  and  carry  out  all  work 
for  alterations  for  offices  costing  $5,000 
for  Royal  Markets  Ltd.,  James  St.  N. 

Addition  and  alterations  to  factory 
costing  $i:i,000  for  Firth  Bros.,  Tailors, 
144  James  St.  N.:  General  contract,  ma- 
sonry, carpentry  and  painting,  W.  H. 
Cooper,  Clyde  Bldg.;  steel  sash,  Trussed 
Concrete  Steel  Co.,  Walkerville,  Ont. 
Owners  want  tenders  on  heating,  plumb- 
ing and  electrical  work. 

Factory  costing  $.'S0,000  for  MacPher- 
son  Mfg.  Co.,  Earl  St.:  Steel,  Hamilton 
Bridge  Works,  Bay  St.  N.;  painting,  A. 
M.  MacKenzic,  4.">  Ferguson  Ave.  S. 

Laidlaw  Bale-Tie  Co.,  Stipes  Kd.,  will 
erect  factory  addition  costing  $15,000  and 
will  carry  out  electrical  work:  General 
contract,  carpentry  and  painting,  Geo.  J. 
White,  105  Main  St.  E.;  masonry,  Geo. 
E.  Mills,  614  King  St.  E.;  roofing,  Jno. 
E.  Riddcll  &  Sons,  12  Ferguson  Ave.,  N. 

Factory  addition  costing  $50,000  for 
Hamilton  Cotton  Co.,  :104  Mary  Street: 
General  contract,  masonry  and  carpen- 
try, Stuart  &  Sinclair,  17  Jackson  St.  E.; 
roofing,  John  E.  Riddell  &  Sons,  12  Fer- 
guson Ave.  N.;  painting,  Goodale  & 
Laidlaw,  20  Hunter  St.  E.;  steel  sash. 
Trussed  Concrete  Steel  Co.,  Walkerville, 
Ont. 

Factory  costing  $70,000  for  National 
Paper  Goods  Co.,  114  Queen  N.:  Roof- 
ing and  sheet  metal,  Jno.  E.  Riddell  & 
Son,  14  Ferguson  Ave.  N.;  plumbing  and 
heating,  Adam  Clark,  7  Main  St.  W.; 
painting  and  glazing,  Jas.  Church.  8^ 
John  St.  N.;  steel  sash.  A.  B.  Ormsby 
&  Co.,  48  Abel  St.,  Toronto;  elevator, 
Otis-Fensom  Elevator  Co..  50  Bay  St., 
Toronto. 

Humboldt,  Sask. 

Merchants  Bank  of  Canada  placed  gen- 
eral contract  for  branch  bank  costing 
$15,000  with  R.  N.  Wyatt,  505  Merchants 
Bank  Bldg.,  Winnipeg. 

Kitchener,  Ont. 

Casper  Braun,  King  St.  W.,  has  gen- 
eral contract  for  hotel  addition  costing 
$50,000  for  Walper  House.  King  St.  Ar- 
chitect, J.  M.  Miller,  304  Dorchester  St. 
W..  Montreal. 

London,  Ont. 

R.  H.  Smith,  191  Wharncliffe  Rd.,  has 
general  contract  for  store  and  apartment 
costing  $10,000  for  Ralph  Slater,  376 
Dundas  St. 

Montreal,  Que. 

J.  Gersovitz,  1123  St.  Urbain  St.,  has 
general  contract  for  repairs  to  four 
stores  costing  $6,000  for  H.  Levy,  198 
McGill  St.  Plumbing,  heating,  plaster- 
ing and  electrical  work  will  be  let. 

Factory  costing  $22,000  for  the  Hall 
Thompson  Co.,  195  St.  Catherine  St.  E.: 
Roofing,  Dominion  Sheet  Metal  Works, 
294  Laval  Ave.  E.;  electrical  work,  Mon- 
treal Electric  Co.,  90  Mount  Royal  Ave.; 
plumbing  and  heating,  B.  Lankelcvitch, 
490  St.  Dominique  St. 

Ottawa,  Ont. 

O.  Rose,  98  Water  St.,  has  general 
contract  for  store  and  printing  office 
costing  $6,000  for  Miss  Francis  Evans, 
229  Augusta  St. 

Steam  laundry  costing  $8,000  for  W. 
Smith,  1 1  Howe  Ave.,  Neurachel,  New 
York,  U.S.A.:  Steel,  Canadian  Agency 
&  Supply  Co.,  Butterworth  Bldg.,  Sparks 
St.;  roofing,  J.   D.  Sanderson,  535  Mc- 


Leod  St.;  boilers,  Campbell  Iron  &  Steel 
Co.,  Carling  Ave. 
Regina,  Sask. 

Merchants  Bank  of  Canada  placed  gen- 
eral contract  for  office  building  costing 
$500,000   with    R.    N.    Wyatt.   505  Mer- 
chants Bank  Bldg.,  Winnipeg, 
Sarnia,  Ont. 

Beigman  &  Lindman,  New  York,  Jiave 
general  contract  for  boiler  house  and 
stack  for  Cleveland  Sarnia  Saw  Mill 
Co.,  Front  St. 

Thos.  Grace,  Christina  S.,  has  general 
contract  for  office  building  costing  $7,- 
500  for  the  New  Perfection  Stone  Co. 

Sault  Ste.  Marie,  Ont. 

Fraser,  Brace  &  Co.,  83  Craig  W., 
Montreal,  have  general  contract  for  ex- 
tension to  structural  steel  plant  costing 
$6,000,000  to  $7,000,000  for  Algoma  Steel 
Corp.,  Queen  E. 

Shawinigan  Falls,  Que. 

Joseph  Aube  has  general  contract  for 
alterations  to  theatre  costing  $10,000  for 
Joseph  Tardif.  Fifth  St.  Architect. 
Ernest  A.  Labelle,  Fifth  St. 

Stratford,  Ont. 

Boiler  house  costing  $15,000  for  Kin- 
del  Bed  Co.,  Ontario  St.:  General  con- 
tract, masonry,  plastering,  steel,  carpen- 
try and  roofing,  Robt.  Marson,  Nelson 
St. 

Three  Rivers,  Que. 

F.  X.  Gravel,  116  Du  Fleuve  St.,  has 
general  contract  and  carpentry  for 
warehouse  costing  $35,000  for  N.  E.  Go- 
din,  Des  Forges  St.  Architect,  Jules 
Caron,  69  St.  Francois  Xavier  St.  Ma- 
sonry, roofing,  plumbing,  heating,  plas- 
tering and  electrical  work  will  be  let 
by  owner. 

Toronto,  Ont. 

Orsiny  Construction  Co.,  709  Lums- 
den  Bldg.,  are  erecting  two  stores  and 
apartments  and  are  carrying  out  carpen- 
try: Masonry,  R.  T.  Hall,  Mt.  Dennis, 
Ont.  Steel,  roofing,  plumbing,  heating, 
plastering,  painting  and ■  electrical  work 
will  be  let. 

Storage  warehouse  costing  $7,500  for 
C.  E.  Pickard,  59  Sherwood  Ave.:  Gen- 
eral contract,  carpentry,  painting,  plumb- 
ing, heating  and  electrical  work,  W.  J. 
Pickard,  924  Ossington  Ave.;  masonry, 
A.  Stewart,  477  Delaware  Ave. 

Bakery  costing  $40,000  for  Eclipse 
Bakery  Co.,  850  Yonge  St.:  Steel,  To- 
ronto Steel  Construction  Co.,  95  King 
E.;  roofing,  Toronto  Sheet  Metal  Works, 
675  Richmond  St.  W. 

Factory  costing  $25,000  for  Fielder 
Paper  Box  Co.,  208  Victoria  St.:  Steel 
sash.  Steel  &  Radiation  Ltd.,  Fraser 
Ave.;  roofing,  Toronto  Sheet  Metal 
Works,  675  Richmond  St.  W. 

Warehouse  costing  $300,000  for  Gen- 
eral Building  Corp.,  606  Kent  Bldg.: 
Steel,  Toronto  Steel  Construction  Co., 
95  King  E.;  caps  and  base,  Canadian  Al- 
lis-ChaJmers  Ltd.,  212  King  W.;  steel 
sash,  A.-  B.  Ormsby  Co.,  48  Abel  St.: 
stone,  Peerless  Art  Stone  Ltd.,  Coxwell 
Ave. 

Harry  Hickey,  Peterborough,  has  gen- 
eral contract  and  will  handle  all  trades 
for  addition  to  manufacturing  building 
for  Laura  Secord  Candy  Studio,  64  Prin- 
cess St. 

Bank  costing  $15,000  for  Bank  of  Mon- 
treal, head  office,  Montreal:  Masonry, 
Witchall  &  Son,   156  St.   Helen's  Ave.; 


carpentry,  A.  Weller  &  Co.,  54  Tecum- 
seh  St.;  roofing,  A.  Mathews  Ltd.,  254 
Adelaide  W.;  plastering,  E.  A.  Murby, 
71  West  Ave.;  painting  and  glazing,  Wal- 
ter Webster.  Weston,  Ont.;  plumbing 
and  heating,  R.  Paterson.  907  Keele  St.; 
electrical  work,  R.  A.  L.  Gray  &  Co..  85 
York  St. 

W.  F.  Sparling  Co.,  engineers,  placed 
contract  for  rolling  steel  doors  and  tin 
clad  doors  on  the  Lever  Bros,  new  build- 
ing with  A*.  B.  Ormsby  Co.,  Toronto. 

P.  H.  Secord  &  Sons  Construction  Co. 
awarded  the  steel  sash  on  the  Oakoal 
Building  to  A.  B.  Ormsby  Co.,  Toronto. 

Vancouver,  B.  C. 

Molsons  Bank.  Montreal,  G.  W.  Swais- 
land,  local  manager,  Vancouver,  placed 
general  contract  for  alterations  to  bank 
building  costing  $9,000  with  Edward 
Cox,  735  Helmeken  St.,  Vancouver. 
Plumbing,  plastering,  painting  and  elec- 
trical work  will  be  let.  Architects, 
Sharpe  &  Thompson,  904  London  Bldg. 

Windsor,  Ont. 

Bank  costing  $110,000  for  Imperial 
Bank,  head  office,  Wellington  St.  E., 
Toronto:  Cut  stone,  Geo.  Oakley  &  Son, 
278  Booth  Ave.,  Toronto;  sash,  A.  B. 
Ormsby  Co.,  48  Abel  St.,  Toronto;  paint- 
ing and  heating,  Windsor  Hardware  Co., 
69  Sandwich  St.  E.,  Windsor;  electrical 
work,  Harris  &  Marson,  81a  Parkway 
Ave.,  Toronto;  painting,  Fred  G.  Ro- 
berts, 106  Wells  St.,  Toronto. 

Wells  &  Gray  Ltd.,  Bank  of  Commerce 
Bldg.,  Toronto,  have  general  contract 
for  erection  of  two  factory  additions 
costing  $18,000  for  Kelsey  Heel  Co., 
McDougall  Ave.  Plumbing,  heating  and 
electrical  work  will  be  let. 

Winnipeg,  Man. 

Merchants  Bank  of  Canada,  Geo.  Mun- 
roe,  205  Merchants  Bank  Bldg.,  Winni- 
peg, Western  Superintendent,  placed  fol- 
lowing contracts  with  R.  N.  Wyatt,  505 
Merchants  Bank  Bldg..  Winnipeg: 
Branch  bank  costing  $15,000  to  be  erect- 
ed at  Portage  and  Goulding  Sts. ;  altera- 
tions to  Main  St.  bank;  twelve  branch 
banks  to  be  erected  throughout  the  pro- 
vinces of  Manitoba  and  Saskatchewan. 

John  A.  Girvin,  317  Portage  Ave.,  is 
architect  and  general  contractor  for 
Home  Investment  &  Savings  Assoc.,  Vic- 
tory Bldg..  on  alterations  to  office  build- 
ing costing  $25,000. 


Residences 

Amherstburg,  Ont. 

Jas.  Jones  contemplates  erection  of 
residence  costing  $4,000  and  will  prepare 
plans. 

Ayer's  Cliff,  Que. 

Ayer's  Cliff  Building  Corp.  plan  to 
erect  residences.  Sec.-treas.,  F.  J.  Mc- 
Yeay. 

Batiscan  Station,  Que. 

Price  Bros.,  Batiscan  Station  and  56 
St.  Pierre  St.,  Quebec,  plan  to  erect 
thirty  tenements  costing  $75,000;  man- 
ager, Mr.  Boyle.  Work  will  start  in 
SU  miner. 

Beaverton,  Ont. 

Geo.  Veale  will  erect  residence  casting 
$5,000  and  is  preparing  plans. 

Cap  de  la  Madeleine,  Que. 

A..  Lemay  is  erecting  residence  cost- 
ing $6,000.  Plumbing,  painting,  plaster- 
ing and  electrical  work  will  be  let. 

Eudore    Deshaies,    Coteau   St.  Louis, 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 


WRITE  FOR  PRICES  AND  SPECIFICATIONS 

THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative: 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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Three  Rivers,  is  erecting  bungalow  cost- 
ing $5,000.  Masonry,  plumbing  and  elec- 
trical work  will  be  let. 

Claremont,  Ont. 

R.  E.  Forsyth  wants  tenders  for  the 
erection  of  a  residence  estimated  to 
cost  $8,000. 

Grand  Mere,  Que. 

Laurentide  Co.  plan  to  erect  forty 
workmen's  residences  to  cost  $80,000. 
President,  Geo.  Cahoon,  Sr.  Chs.  Gel- 
inas,  care  Company,  is  the  architect. 

Hamilton,  Ont. 

Henry  Dirk,  187  Ottawa  St.,  wants 
prices  on  roofing,  plumbing,  heating, 
plastering,  painting  and  electrical  work 
for  apartment  costing  $25,000. 

Arthur   Sande,    Consulting  Engineer, 
313-15   Lister   Bldg,    will    call  tenders 
March  1st  for  apartment  house  to  cost 
$500,000. 
London,  Ont. 

G.  R.  Dennis,  Chairman  for  London 
Housing  Commission,  will  call  tenders 
Feb.  19th  for  60  residences  costing  $200,- 
000.  Architect,  H.  C.  McBride,  Mol- 
son's  Bank  Bldg. 

L.  G.  Bridgeman,  architect.  Bank  of 
Commerce  Bldg.,  London,  will  prepare 
plans 'for  bungalow  costing  $8,000  to  be 
erected  in  Westminster  Township. 

Mount  Hamilton,  Ont. 

Wentworth  Construction  Co.  plan  to 
erect  fifty  residences  costing  $3,000  each. 
Secretary.  Stuart  Chambers,  care  Cham- 
bers &  Co.,  508  Spectator  Bldg.,  Ham- 
ilton. 

Montreal,  Que. 

Raoul  Leduc,  116  Rose  de  Lima  Ave., 
is  erecting  two  residences  costing  $5,000 
each.    Sub  trades  will  be  let. 

Mount  Forest,  Ont. 

Ernest  Bros,  have  plans  and  are  re- 
ceiving tenders  on  all  trades  for  foun- 
dry addition  costing  $20,000. 

Ottawa,  Ont. 

W.  C.  Leech,  140  Spadina  Ave.,  plans 
to  erect  apartment  house.    Private  plans. 

Sarnia,  Ont. 

Geo.  French,  297  London  Rd.,  wants 
tenders  on  all  trades  for  residence  cost- 
ing $10,000. 

Shawinigan  Falls,  Que. 

Asselin  &  Denoncourt,  architects, 
Notre  Dame  St.,  Three  Rivers,  are  pre- 
paring plans  for  four  flats  and  one  gar- 
age costing  $25,000  for  Joseph  Savard. 
Owner  will  call  tenders  March  1st. 

St.  Pacombe,  Que. 

Lorenzo  Auger,  architect,  39  St.  John 
St.,  Que.,  is  preparing  plans  for  residence 
costing  $10,000  for  J.  W.  Dube. 

Strathroy,  Ont. 

Fred  Merrick  plans  to  erect  three  resi- 
dences costing  $10,000  and  will  start 
work  in  March. 

St.  Romuald,  Que. 

Lorenzo  Auger,  architect,  39  St.  John 
St.,  Quebec,  is  preparing  plans  for  resi- 
dence costing  $18,000  for  Gideon  Gravel. 

Three  Rivers,  Que. 

N*ip.  Vener,  88  Plaisante  St.,  will  erect 
two  tenements  costing  $8,000  by  day  la- 
bor. Plumbing  and  electrical  work  will 
be  let. 

Asselin  &  Denoncourt,  architects, 
Notre  Dame  St.,  are  preparing  plans  for 
conversion  of  store  and  public  hall  into 
flats  at  a  cost  of  $10,000  for  Three  Rivers 


Shipyard  Co.,  H.  L.  Clifford,  manager. 
Work  will  be  done  by  Company's  staff. 

St.  Maurice  Lumber  Company  con- 
template the  erection  of  residences  to 
cost  $160,000  in  the  early  spring.  T.  R. 
Remsen  is  manager. 

Toronto,  Ont. 

Merrill  System,  303  Kent  Bldg.,  plan 
to  erect  apartment  costing  $50,000. 

W.  J.  O'Reilly,  526  Colborne  St.,  has 
plans  drawn  for  residence  and  garage 
costing  $7,500  and  will  carry  out  mason- 
ry and  carpentry.  Roofing,  plumbing, 
heating,  plastering,  painting  and  elec- 
trical work  will  be  let. 

A.  G.  Chambers,  39  Wood  Ave.,  has 
plans  drawn  for  32  residences  costing 
$25,000  and  will  supervise  all  work. 
Prices  wanted  on  materials. 

S.  H.  Lumb,  563  Greenwood  Ave.,  is 
erecting  four  pair  of  residences  costing 
$24,000  and  will  carry  out  masonry  and 
carpentry.  Plumbing,  heating,  plaster- 
ing, painting  and  electrical  work  will  be 
let.  Pla  ns  are  drawn  for  four  pair  of 
additional  residences  costing  $24,000,  for 
which  the  same  trades  will  be  let. 

CONTRACTS  AWARDED 
Fairville,  N.B. 

Addition  to  girls'  residence  costing 
$15,000  for  T.  S.  Simms  &  Co.:  Masonry, 
and  plastering,  H.  O.  Clark,  51  Water 
St.;  electrical  work,  Vaughan  Electric 
Co.,  94  Germain  St.;  plumbing  and  heat- 
ing, R.  E.  Fitzgerald,  35  Dock  St.;  paint- 
ing, A.  G.  Staples,  130  Princess  St. 

Hamilton,  Ont. 

MacKay  Bros.,  47  James  St.  S.,  will 
erect  apartments  costing  $45,000  and  will 
carry  out  masonry  and  carpentry:  Elec- 
trical work,  John  A.  Dynes,  Prospect 
St.;  plumbing,  Jas.  Saynor,  427  Aber- 
deen Ave.;  heating,  Robt.  A.  Dow,  15 
Bay  St.  N.;  painting,  A.  Brellisford,  201 
Grosvenor.  Architect,  Gordon  Hutton, 
Bank  of  Hamilton  Bldg. 

Kitchener,  Ont. 

Residence  costing  $7,000  for  D.  D. 
Eidt:  General  contract,  carpentry,  roof- 
ing, A.  H.  Koepke,  91  Chapel  St.;  ma- 
sonry, R.  Bierwagon  &  Sons,  Waterloo 
Street. 

Montreal,  Que. 

A.  Pepin,  1726  Des  Erables  St,  has 
general  contract,  masonry  and  carpentry 
and  may  let  sub  trades  for  residence 
costing  $6,000  for  C.  Laquerre,  1723  Des 
Erables  St. 

Ottawa,  Ont. 

Geo.  Graves  Construction  Co,  415 
Booth  Bldg,  have  general  contract  for 
alterations  to  apartment  house  costing 
$25,000  for  Capt.  W.  P.  Grant,  81  Som- 
erset St. 

Shawinigan  Falls,  Que. 

L.  A.  Heroux  has  general  contract  for 
residence  costing  $5,200  for  Jos.  Marin- 
eau,  St.  Marc  de  Shawinigan. 

Three  Rivers,  Que. 

Two  tenements  costing  $10,000  for 
Adjutor  Blanchette,  29  Richard  St.:  Gen- 
eral contract,  carpentry,  plastering,  and 
painting,  Odina  Blanchette;  electrical 
work,  A.  Martel,  Laviolette  St.;  plumb- 
ing, L.  Ducharme,  223  Laviolette  St.; 
lumber,  Geo.  Bourgeois. 

Toronto,  Ont. 

Alex.  Campbell,  1251  King  St.  W,  has 
general  contract  for  addition  and  altera- 
tion to  residence  for  Dr.  Angus  Camp- 
bell, 880  College  St.    Tenders  wanted  on 


heating,  painting,  plumbing,  plastering 
and  electrical  work. 

E.  S.  Duggan  &  Co,  Eglington  Ave, 
have  general  contract  for  residence  cost- 
ing $15,000  for  Toronto  Developments 
Ltd,  Excelsior  Life  Bldg. 

A.  E.  Leeder,  85  Perth  Ave,  is  erect- 
ing bungalow  costing  $7,500  and  is  carry- 
ing out  masonry  and  carpentry:  Plumb- 
ing and  heating,  D.  &  G.  Lynch,  62 
Marchmont  Rd.  Plastering,  painting 
and  electrical  work  will  be  let. 

Power  Plants,  Electricity  and 
Telephones 

Bradford,  Ont. 

West  Gwillimbury  Township  will  se- 
cure estimates  on  cost  of  Hydro  system. 
Clerk,  Edgar  J.  Evans,  Bradford. 

Paisley,  Ont. 

Town  Council  has  Chairman,  reeve 
David  Forrester,  negotiating  with  Hy- 
dro Commission  for  installation  of 
power  and  lighting  system. 

Trout  Creek,  Ont. 

Town  will  secure  estimates  re  elec- 
tric lighting  system;  by-law  will  be  sub- 
mitted shortly.     Mayor,  Mr.  Pedder. 


Miscellaneous 

Glace  Bay,  N.  S. 

The  Black  Diamond  Athletic  Associa- 
tion contemplate  the  construction  of  a 
$30,000  rink.     Secretary,    Stewart  Mc- 

Cowley. 

Hamilton,  Ont. 

Wentworth  County  Council  wants 
prices  on  two  steam  tractors,  two  road 
graders  and  two  motor  trucks.  Clerk, 
John  Vance,  Court  House,  Hamilton. 

Kitchener,  Ont. 

Peter  Cragnilini,  286  King  St.  E, 
wants  prices  at  once  on  one  carload  of 
laths. 

London,  Ont. 

W.  Hueston,  380  Wellington  St,  plans 
to  erect  pavilion  costing  $10,000.  Work 
will  start  about  March  15th. 

Montreal,  Que. 

Lockwood  Greene  &  Co.  of  Canada 
Ltd,  285  Beaver  Hall  Hill,  want  prices 
at  once  on  a  quantity  of  lumber. 

The  City  Council  want  prices  on  com- 
pression water  gauge  cocks,  rough  pine, 
merchantable  spruce,  galvanized  iron,  etc. 
Purchasing  manager,  L.  O.  Pion. 

Peace  River,  Alta. 

The  Peace  River  Petroleum  Limited 
want  prices  on  mining  machinery  and 
equipment.  W.  O.  Goffatt  &  Co,  12 
King  Street  E,  Toronto,  are  agents. 

Strathroy,  Ont. 

Strathroy  Fair  Bd.  plans  to  build  ex- 
tension to  grand  stand  at  a  cost  of  $3,- 
500.    Secy,  David  Evans. 

CONTRACTS  AWARDED 
London,  Ont. 

Dominion  Dept.  Public  Works  placed 
general  contract  for  gravity  tank  at 
Westminster  Homeopathic  Hospital 
with  Canadian  Des  Moines  Steel  Co, 
Chatham,  Ont. 

Ottawa,  Ont. 

City  placed  contract  for  hardware  with 
Gray,  Harvey  Co,  115  Rideau  St. 

St.  John,  N.  B. 

Estey  &  Co,  49  Dock  St,  have  gen- 
eral contract  for  sand  drier  for  City. 
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Burlington  Steel 
Co.,  Ltd. 

Hamilton,  Canada 

STEEL  BARS 

For 

Concrete  Reinforcing 


THE  MOST  IMPORTANT  FACTOR  IN 
CONCRETE  REINFORCEMENT  IS  THE 
TENSILE  STRENGTH  AND  ELASTIC 
LIMIT  OF  THE  REINFORCING  BAR. 

OTHER  THINGS  BEING  EQUAL, 
STEEL  HAVING  THE  HIGHEST  ELAS- 
TIC LIMIT,  OR  YIELD  POINT,  WILL  BE 
THE  MOST  SATISFACTORY  FOR  REIN- 
FORCEMENT. WHEN  UNDER  STRAIN, 
AS  SOON  AS  THE  ELASTIC  LIMIT  OF 
ANY  REINFORCING  BAR  IS  REACHED, 
THE  METAL  STRETCHES,  RAPIDLY 
DECREASING  IN  SECTION,  DRAWING 
LOOSE  FROM  THE  CONCRETE,  AND 
DESTROYING  THE  MONOLITHIC  BOND 
EXISTING  BEFORE  THIS  POINT  IS 
REACHED.  THEREFORE,  THE  SAFETY 
OF  THE  ENTIRE  CONSTRUCTION  IS  IN 
DIRECT  PROPORTION  TO  THE  ELAS- 
TIC LIMIT  OF  THE  STEEL  USED. 

THE  ELASTIC  LIMIT  OF  RAIL  CAR- 
BON STEEL  IS  50,000  TO  60,000  POUNDS 
PER  SQUARE  INCH,  EITHER  TWISTED 


OR  PLAIN,  AS  COMPARED  WITH  AN 
ELASTIC  LIMIT  OF  25,000  TO  30,000 
POUNDS  IN  SOFT  STEEL. 

THAT'S  WHY  RAIL  CARBON  STEEL, 
WITH  ITS  80,000  POUNDS  MINIMUM 
TENSILE  STRENGTH,  IS  RECOMMEND- 
ED AS  BEING  FAR  SUPERIOR  FOR  ALL 
KINDS  OF  REINFORCED  CONCRETE 
WORK. 

AT  OUR  HAMILTON,  ONT.,  WORKS 
WE  BUY  SELECT  RAILS,  AND  ROLL 
THEM  INTO  RAIL  CARBON  STEEL  RE- 
INFORCING BARS  IN  A  PLANT  WHICH 
IS  THE  EMBODIMENT  OF  THE  LATEST 
THOUGHT  AND  PRACTICE. 

THESE  BARS  CAN  BE  SUPPLIED 
FROM  STOCK  IN  VARIOUS  SIZES, 
LENGTHS.  AND  SHAPES.  WE  CAN 
ALSO  ROLL  SPECIAL  SHAPES  AND 
SIZES  TO  FIT  YOUR  PARTICULAR  RE- 
QUIREMENTS. 


Bars  bent  to  shape  for  Beams 
Stirrups,  Etc. 

Prompt  Shipment 
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Combined  Water  Meter  and  Curb  Cock 
Box 

A  combined  water  meter  and  curb  or 
corporation  cock  box  known  as  the  No. 
II  Oval  Southland  Clark  Meter  Box  has 
been  put  on  the  market  by  the  H.  W. 
(  lark  Co.,  Mattoon,  111.  Ready  access 
to  the  corporation  cock  is  afforded,  but 
the  meter  can  be  got  at  only  by  the 
use  of  a  special  key  which  serves  also 
to  lift  the  covet  to  the  box.  Removal 
of  the  key  locks  the  box.  Provision  is 
made  for  the  removal  of  the  entire  box 
without  injury  to  the  walk  or  pavement 
in  which  it  is  set. 


Illumination  Power 

V.  K.  Stalford,  a.i.e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


To  Road  Contractors 

Large  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally advantageous 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

400  McKinnon  Building 
TORONTO 


Reliable  Advance 
Information  For  You 


The  success  of  every  business  de- 
mands it.  Are  your  travellers  mak- 
.  ing  productive  calls  or  are  they 
wasting  time  on  "missionary" 
work  .  and  hazy  tips?  MacLean 
Reports  on  your  desk  every  morn- 
ing give  you  definite  information 
of   contracts  for 

Building  &  Engineering 

that  you  might  otherwise  never 
hear  of.  Give  you  concrete,  re- 
liable "prospects"  that  mean  a  big 
percentage  of  orders.  Hundreds  of 
the  best  houses  use  us  year  after 
year.     Why  not  you? 

Write  for  full  information. 
MacLean    Daily   Reports,  Limited, 
345  Adelaide  St.  West,  Toronto. 


M 


acLean 

REPORTS 


Large  Production  of  Synthetic  Cast  Iron 

Over  150,000  tons  of  "synthetic  cast 
iron,"  made  from  steel  turnings,  were 
produced  in  France  during  the  war  by  a 
single  company  operating  three  works, 
according  to  information  given  by  C.  A. 
Keller  at  a  meeting  of  the  Iron  and  Steel 
Institute  in  September,  1919.  The  pro- 
cess involved  is  one  in  which  the  steel 
turnings  arc  melted  in  an  electric  fur- 
nace in  contact  with  coke.  To  reduce 
the  conductivity  of  the  mixed  charge  of 
turnings  and  coke,  and  at  the  same  time 
to  desulphurize  the  metal,  basic  slag  is 
mixed  with  the  charge.  As  the  mass  is 
heated  by  the  electric  current  passing 
through  it,  carburization  of  the  iron  be- 
gins well  before  fusion,  but  goes  on 
much  more  rapidly  as  the  melting  tem- 
perature is  approached.  Complete  car- 
burization is  attained  upon  melting.  The 
silicon  content  of  the  metal  may  be  kept 
practically  unchanged.  Working  the 
electric  furnace  by  continuous  charging, 
the  consumption  of  electrical  energy  has 
been  reduced  to  as  low  as  C75  kw.-hr.  per 
ton  of  pig,  in  a  2.500-kw.  furnace  of  80 
to  100  tons  capacity  per  24  hours.  In 
case  the  raw  material  used  is  undesir- 
ably high  in  phosphorous,  it  is  neces- 
sary to  resort  to  duplex  working,  de- 
phosphorizing in  an  electric  furnace, 
with  partial  carburization.  and  then  car- 
rying out  the  remaining  carburization  in 
an  open  furnace.  The  power  consump- 
tion is  more  than  doubled  in  this  case, 
but  an  iron  of  a  very  high  degree  of  pur- 
ity may  be  produced. 


Housing  Crisis  in  Brussels 

In  Brussels,  as  in  other  large  cities  all 
over  the  world,  there  exists  an  acute 
shortage  of  dwelling  houses  and  apart- 
ments. The  population  of  greater  Brus- 
sels,— which  at  the  end  of  191.3  was 
about  800,000, — now  is  estimated  at  more 
than  830.000.  Needless  to  say.  there  has 
been  no  new  construction  during  the  per- 
iod of  German  occupation,  nor  has  there 
been  any  considerable  resumption  since 
the  armstice. 

Before  the  war  the  municipality  of 
Brussels  organized  a  corporation  for  the 
construction  of  dwelling  houses,  which 
were  to  become  the  property  of  the  city 
at  the  expiration  of  a  99-year  lease.  This 
corporation  had  undertaken  but  little 
v/ork  when  the  war  broke  out.  and  it  is 
estimated  that  there  is  now  immediate 
need  for  the  construction  of  7.000  houses 
and  apartments  in  the  city. 

It  is  now  reported  that  the  Belgian 
Government  is  prepared  to  enact  a  law 
creating  a  national  society  for  con- 
structing dwelling  houses  at  a  reason- 
able price,  in  view  of  the  congestion 
prevailing  in  other  large  towns  in  Bel- 
gium. 


Pipe  Breaks  in  St.  Louis 

Four  breaks  in  four  years  on  a  30-in. 
main  of  class  A  cast-iron  pipe  laid  in 
1887  led  the  officials  of  the  St.  Louis 
water  department  to  investigate  the  re- 
cords to  see  whether  the  light  pipe  was 
accountable  for  the  large  amount  of 
trouble  experienced,  since  all  of  the 
breaks  have  occurred  without  apparent 
reason.  The  records  indicate  that  16  of 
19  breaks  in  large  mains,  30  to  48  in.  in 
diameter,  have  occurred  in  the  class  A 
pipe.  Pressures  varied  from  r>l  to  89  lb. 
One  class  C  pipe  broke  under  a  heavy 
viaduct  fill. 


BOOKS 

on  Huilding,  Engineering  and  all  Technical 
Subjects,  Second-hand  at  half  prices.  New  at 
lowest  prices.  State  wants  and  send  for  Cata- 
logue No.         post  free. 

WE  HAVE  THE  BOOKS  YOU  WANT. 
Books  Bought.  Best  Prices  Given. 

W.  &  G.  FOYLE,  LTD., 
121-125,  Charing  Cross  Road,  London,  Eng. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
Branches   Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also   Bonds  for  Special  Purposes 


THE 

Canadian  Surety  Co. 

Specialists  in 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile.   Burglary,   Plate  Glass 
INSURANCE. 

Head  Office :  26  Wellington  Street  E. 

Toronto,  Ont.  Phone  M.  2609--1840 

Branch  Offices; 
Montreal   Trust    Bldg.,    Montreal,  Que. 
908  Paris  Bldg.,  Winnipeg,  Man. 
Representatives  in  all  Cities  and  Towns. 
Maximum   Service.  Minimum  Cost. 


Give  us  a  call  on  your 
next  contract  where  a 
Bond  is  required  and 
test  our  service. 


Unttfb  &tatPB  Mrltlg  Sc 
(guaranty  (Enmpatuj 


Resources  Over  - 
Canadian  Securities 


$20,000,000 
$1,162,000 


Heatl  Officr 
36  Toronto  St.  -  TORONTO 

Brandt  Offiea 
Pari,  Building      ■  WINNIPEG 
112  Si     •  -  MONTREAL 

ARTHUR  B.  KIRKPATRICS. 

SIDNKV  V.  BAND,  AuL  Ctngril  H—ftr 
w   R.  KIRKFATR1CX.   Ctmttn  Wrtwj 
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Barrett  Specification  Roof,  guaranteed  for  20  years,  on  the  Technical  School,  Quebec  City,  Que. 
Architects:   Tanguay  &   Lebon,   Quebec   City,   Que.     General   Contractors:    Jinchereau  & 
Lamonde.  Quebec  City.  Que.    Roofing  Contractor:  Eugene  Falardeau,  Quebec  City.  Que. 

A  permanent  roof  for 
a  permanent  building— 


HP  HE  type  of  roof  to  be  used  on  a  job  like  this 
cannot  be  decided  on  the  basis  of  individual 
preference.  Nor  can  experimenting"  be  tolerated. 
For  the  investment  is  too  large  and  the  conse- 
quences of  a  mistake  are  too  serious.  When  ar- 
chitects and  engineers  face  a  roofing  job  like  this 
they  have  to  get  right  down  to  proved  facts  and 
figures.  They  have  to  be  absolutely  sure  on  four 
points. 

First.  That  from  start  to  finish  they  will  get  just  the  kind  of  a 
roof  they  specify,  with  no  chance  for  "skimping"  or  substituting 
inferior  materials. 

Second.  That  the  manufacturer  of  the  roofing  materials  is  thor- 
oughly reliable,  and  has  had  long  and  successful  experience  in  the 
roofing  business. 

Third.     That  the  roof  will  positively  be  trouble-proof  and  free 
from  maintenance  expense  for  a  long  period  of  years. 
Fourth.     That  it  shall  be  the  most  economical  roof  possible  to 
obtain,  not  as  to  first  cost,  but  what  is  of  greater  importance,  as  to 
cost  per  year  of  service. 

Because  a  Barrett  Specification  Roof  meets  all  of  these 
requirements  better  than  any  other  type  of  roof,  it  was 
selected  to  cover  this  splendid  building. 
Today  the  standard  covering  for  permanent  buildings 


if  a  Barrett  Specification  Roof.  It  takes  the  base  rate 
of  insurance.  It  costs  less  per  year  of  service  than  any 
other  type  of  permanent  roof.  It  is  guaranteed  for 
20  years. 

The  20- Year  Guaranty 

A 20-YEAR  Surety  Bond  is  now  offered  on  all 
Barrett  Specification  Roofs  of  fifty  squares  and 
over  in  all  cities  of  25,000  population  and  more,  and  in 
smaller  places  where  our  Inspection  Service  is  available. 
This  Surety  Bond  exempts  the  owner  from  all  expense 
for  repairs  or  upkeep  on  his  roof  for  20  years.  It  is 
issued  by  a  well-known  Fidelity  and  Guaranty  Com- 
pany. 

Our  only  requirements  are  that  The  Barrett  Specifica- 
tion dated  May  1,  1916,  shall  be  strictly  followed  and 
that  the  roofing  contractor  shall  be  approved  by  us 
and  his  work  subject  to  our  inspection. 

Thus,  in  spite  of  the  fact  that  we  do  not  build  roofs 
ourselves,  we  are  put  in  a  position  where  we  can 
actually  guaranty  the  delivery  of  the  long  years  of 
service  which  Barrett  roofs  are  capable  of  giving. 
Copies  of  the  Barrett  Specification  with  roofing  dia- 
grams, sent  free  on  request. 


Montreal  Toronto 
Winnipeg   •  Vancouver 


The 


LIMITED 


Company 


St.  John,  N.B.    Halifax,  N.S. 
Sydney,  N.S. 
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ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office— 
95  King  Street  East 
TORONTO 


Works- 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 


We  have  the  followi 
stockt  and  can  make 

Air  Compressors 
Boilers 
Buckets 
Cars 
Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 

We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—280) 
Yards  and  Shops — New  Toronto,  Canada 


ng  machinery  in 
delivery  at  once: 

Locomotives 
Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


It  Saves  Your  Coal 


and  Increases 
the  Efficiency 
of  the 

Heating  Plant 

Suitable  for 

Community  Heating, 
Large  Industrial  Buildings, 
Hospitals,  Laundries,  Etc. 


THE  ECONOMIC  HEATER  is  guaranteed  to 
give  you  perfect  satisfaction  in  the  matter  of 
heating  and  hot  water  supply  for  any  sized 
building.  You  will  find  it  a  potent  factor  in 
the  saving  of  fuel,  while  its  efficiency  as  a 
heater  is  absolute  and  defies  competition. 
Adaptable  for  attachment  to  any  steam  sys- 
tem, it  is  easily  installed. 

We  will  be  pleased  to  demonstrate  its  value 
in  your  plant. 

ENQUIRIES  SOLICITED 


The  Montreal  Machine  Shop,  Ltd, 

481  Ontario  Street  East,  MONTREAL 

Sole  Agents  for  Ontario:  EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  Toronto,  Ont. 
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JAEGER 


The  Machine  of  Merit 


SPEEDY 
THOROUGH 
EFFICIENT 
ECONOMICAL 

penses  to  a  minimum. 


The  secret  of  the  success 
won  by  the  "Jaeger"  mixers 
is  that  they  combine  in  an 
exclusive  manner  features  of 
design  and  construction  that 
speed  production,  maintain  a 
uniform  quality  of  work,  and 
keep  down  operating  cx- 
By  their  all-round  efficiency 
they  earn  their  place  as  part  of  every  modern  con- 
tracting outfit. 


"The  Jaeger  Mix-A-Minute" 

is  made  in  all  sizes  to  answer  every  purpose;  whe- 
ther you  wish  to  build  a  silo  or  a  skyscraper,  you 
will  find  a  "Jaeger"  for  the  job. 

Write  to-day  for  catalogues  covering  our 
complete  line. 

The  Jaeger  Machine  Co. 

220  Dublin  Avenue        COLUMBUS,  OHIO. 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 


SYDNEY,  NOVA  SCOTIA.     SAULT  STE.  MARIE,  ONT. 


SALES  OFFICE: 

400  McKinnon  Building 


TORONTO 
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Water  Supply 

from 

Deep  Wells 

is  obtained  at  a  mini- 
mum cost  by  use  of  our 
deep  well  pumps. 


Write  for 
Bulletin  26 
explaining 
tlie  use  of 
Cook's 
Patent 
Hrass  Tube 
Well 
Strainer 


A.  D.  COOK 

Lawrenceburg,  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES,  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


rlitt 


THE  ENGINE/REFINEMENJ 

7Zr/6t 

/inest  boats  (fat /~foat 

Full  Power  and  Full  Speed  Immediately ! 

Sterling  gasoline  motors  are  equipped  with  electric 
starters  and  generators  and  get  under  way  by  simply 
pressing  the  switch.  They  are  hacked  by  16  years'  lead- 
ership in  the  marine  industry,  by  extensive  Navy  use, 
Army  Ordnance  use,  and  by  many  creditable  perform- 
ances as  high  speed  commercial  and  marine  engines. 


Sterling  45  H.P.  motor,  direct  connected  to  Allis-Chalmers  2-stage 
fire  pump,  suction  8",  discharge  6",  speed  900  R.P.M.,  installed  at 
Westmount.   Montreal,  Quebec.  /  ' 

STERLING  ENGINE  CO.,  Dept.  C-9,  Buffalo,  N.Y.,  U.S. A 

12  to  300  H  P.,  speeds  of  400  to  1400  R.P.M. 


Buffalo  Duplex 
Piston  Packed 
Steam  Pumps 


For  Boiler  Feed  or  General  Service  for  pres- 
sure up  to  150  lbs.  will  handle  thick  or  thin,  hot 
or  cold  liquids. 

All  sizes  have  brass  liners  in  the  water  cylin- 
ders, brass  valve  seats,  and  brass  valves. 

They  maintain  their  full  stroke  at  all  piston 
speeds;  standard  sizes  carried  in  stock. 

WRITE  FOR  BULLETIN  911 

Canadian  Blower  &  Forge  Co.,  Limited 

Kitchener,  Ontario 

Manufacturers  of  Steam,  Power  and  Centrifugal  Pumps  and  Condensers. 
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A  Crusher  for  Hard  Work 

"THE  INTERNATIONAL" 

The  Road  Builders  Standard 

Also  Elevators,  Screens,  Bins,  etc. 

MUSSENS  LIMITED 


MONTREAL 

WINNIPEG 

VANCOUVER 


TORONTO 

Confederation  Life  Bldg 


FLOORS 

The  Wood  Mosaic  Kind 


For  every  home — Old  or  New.  Can  be 
installed  by  your  mechanics.  Our  5/16" 
flooring  can  be  laid  in  old  or  new  houses. 
We  make  all  kinds  and  thicknesses;  Wood- 
Carpet,  strips,  Plain  and  Ornamental  Par- 
quetry, Tongue  and  Groove  Flooring. 

Send  accurate  measurements  of  rooms 
for  sketch  with  exact  estimate  of  cost  of 
the  flooring  required.  Instructions  for  lay- 
ing and  finishing  accompany  all  orders 
shipped. 

Floor  laying  firms  in  many  locations  in 
Canada  are  now  handling  our  material. 


Send  for  Free  Catalog 

Wood-Mosaic  Company 

NEW  ALBANY,  INDIANA 


J.  G.  Allan,  President 


James  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturer*  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 


HAMILTON,  ONT. 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


-Including- 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 


GALT 


ONTARIO 


Electric  Derricks 

up  to  6  ton  capacity  and  70  ft. 
booms.  For  Stone  Yards, 
Quarries,    Stock   Yards,  etc. 


Mould  Sander  for 
Soft  Mud  Brick 

Strongly  made  of  the  best  material. 
Repairs  a  Specialty 

Also  PumpSy  Contractors*  Machinery,  Brick  Machinery,  Grey  Iron 
Castings  and  Gear  Cutting.  Write  for  particulars  and  prices 

JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt  Deliveries. 


Attractive  Prices. 


Address  your  inquiries  to 

CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 

CHATHAM,  ONT.      275  Inshes  Ave. 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
42  Church  St.  945  Curry  Iildg. 

New  York  City  Pittsburgh,  Pa. 

Des    Moines,    Iowa,    938    Tuttle  Street 


lORONJTo 

SPRINKLER 
TANKS 


AND 

TOWERS 

have  stood  the  test  of 
long  years  of  efficient 
service,  saving  their 
owners  thousands  of 
dollars  in  fire  insur- 
ance premiums. 

We  are  specialists  in 
Urban,  Rural  and  Sub- 
urban  Water    Supply  Systems. 

Get  the  benefit  of  our  30  years'  experience  by 
submitting  your  water  problems  to  us. 

Our  Engineering  Department  will  cheerfully 
furnish  blue  prints  and  estimates  free  of  charge. 

Ontario  Wind  Engine  &  Pump  Co. 

Limited 

Winnipeg  Montreal     TORONTO     Regina  Calgary 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling-Posltlvely  LEAK  PROOF. 
We  are  the  originator,  of  the  BORED  OUT  Wood  Sleeve  Coupling. 
Write  tor  Illustrated  Catalogue. 

850  Hastings  St.  W.      VANCOUVER,  B.C. 


CRANES 


Heavy  Mill 
Crane 
Patented 


Made  in 
Canada 


Electric  and  Hand  Traveling  Cranes 
Electric  and  Air  Hoists 

NORTHERN    CRANE   WORKS,  LTD. 

WALKERVILLE,  ONT. 


DOORS 

FROM  OUR  WAREHOUSES 
ARE  THE  BEST 

BECAUSE: 

Our  Stock  is  New,  Clean  and 
Kept  Under  Ideal  Conditions. 

Our  Prices  Are  Right 

Let  Us  Quote  You  on  Your 
Next  List. 

KLIMAX  and  KORELOCK 

DOORS  ALWAYS  IN  STOCK 

Large  quantities  were  purchased 
during  1919. 
Now  beginning  to  arrive. 


THE 


PANNILL 


DOOR 
COMPANY 


DOOR  SPECIALISTS 

131  Front  Street  East,  TORONTO,  ONT. 

Phone  Main  659 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diamet.r 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 


1551  Granville  Street 


Vancouver,  B.  C. 
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'Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  (or  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


Saved— $1209.60  Per  Year 

In  1915  the  Iowa  Gas  &  Electric  Company,  Mount 
Pleasant,  Iowa,  completely  insulated  two  gas 
benches  of  six  retorts  each  with  A]/>  inches  of 

Nonpareil 
Insulating  Brick 

For  Furnaces,  Ovens,  Boiler  Settings,  Etc. 

After  the  brick  had  been  in  service  for  nearly  four 
years,  Mr.  George  S.  Carson,  President  of  the  Com- 
pany, wrote : 


"This  (the  insulation  of  the  benches)  resulted  in 
a  saving  daily  of  TOO  pounds  of  Franklin  County. 
111.,  coal  which  is  what  we  use  for  bench  fuel,  and 
sell  all  the  coke  we  make  from  the  retorts.  This 
saving  of  700  pounds  was  on  each  bench.  With 
the  cost  of  coal  $4.80  per  ton  you  can  readily 
figure  the  amount  saved  per  month  and  whether 
it  is  worth  while  to  spend  money  for  saving  heat. 
"We  have  four  boiler  settings  at  the  power  plant 
at  Washington  insulated  with  Nonpareil  Brick 
with  results  that  fully  warrant  the  cost  several 
times  over. 

"It  is  willful  waste  to  allow  this  heat  to  escape 
when  it  can  be  so  easily  saved." 


Two  gas  benches  with  walls  and  arches  insulated  with  Nonpareil 
Insulating  Hrick,  Iowa  Gas  and  Electric  Company, 
Mount  Pleasant,  Iowa. 


At  $4.80  per  ton,  this  saving  of  1,400  pounds  of 
coal  per  day  for  the  two  benches  amounts  to  $100.80 
per  month  or  a  total  of  $1209.60  per  year — a  return 
of  more  than  100%  annually  on  the  money  invested 
in  Nonpareil  Insulating  Brick.  These  figures  indi- 
cate clearly  the  fuel  savings  you  can  make,  too,  by 
simply  insulating  your  furnaces,  ovens,  boiler  set- 
tings and  other  high  temperature  equipment  with 
Nonpareil  Insulating  Brick.  Instead  of  allowing 
valuable  heat  to  go  to  waste,  Nonpareil  Brick  keep 
it  inside  where  it  can  do  useful  work. 


Are  you  interested?  Samples  and  full  information  will  be  sent  on  request,  without  obligation- 
Armstrong  Cork  &  Insulation  Company,  Ltd.,  sos  McGiii  Building  Montreal,  Que.,  Canada. 


1^   i  Tf   O   New  and  Relaying 

1— <0  Switches,  Turntables,  Etc. 


Carried  in  Stock 


Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


Renfrew  Lime 


makes  more  and  better  mortar,  requires 
less  tempering,  Bricks  easier  bedded  down, 
which  means  your  bricklayer  can  lay  more 
bricks  each  day. 

Get  our  Prices  for  Lime,  Brick  and 
Farm  Tile. 

Jamieson  Lime  Company 

Renfrew,  Ontario 
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Observe 
Its 

Accessi- 
bility 
and 
Sim- 
plicity 


The  pump  shown  is  an  AMERICAN'  2-stage  Centrifugal 
>(  tlie  diffuser  type,  with  horizontally-split  sh-ill  which 
makes  it  pos>il>le  to  remove  impeller,  shaft  and  hearings 
without  breaking  suction  ami  discharge  connections. 

Impellers  are  of  enclosed  type  and  made  of  rast  iron 
or  bronze,  in  accordance  with  requirements,  Labyrinth 
wearing  rings  are  used,  reducing  to  a  minimum  the  hak- 
Kgt  fioni  discharge  to  suction  chambers. 
.This  pump  is  di  signed  for  high  heads,  the  number  J>1 
stages  furnished  depending  on  character  of  the  service 
intended. 

Catalog  Xo.  H'.l  describes  this  pump  and  fifty  other 
Styles  of  American  Centrifugal  Pumps.  A  cop/  will  he 
mailed  on  request. 

THE  AMERICAN     WELL  WORKS 

Gen.  Offices  and  Works,  Aurora,  111. 
Chicago  Office,  First  National  Bank  Bldg. 

Calvary.  Kdmonton.  Montreal.  Chatham.  \  ancouver.  Winnip 


The  Arctic  Water  Meter 


A  PRACTICAL 
FOR  ALL 


WATER  METER 
SEASONS 


The  top  casing  is  made  of  bronze  with  a  cast  iron, 
breakable  bottom  plate,  strong  enough  to  resist  any 
unusual  pressure,  but  designed  to  break  when  ex-, 
posed  to  the  excessive  strain  imposed  by  freezing. 

When  the  water  freezes  the  added  pressure  of  the 
expanded  ice  breaks  the  lugs  from  the  bottom  of  the 
plate  allowing  the  disc  chamber  and  intermediate 
to  move  freely  with  the  expanding  ice,  the  chamber 
sections  separating  and  relieving  the  working  parts 
of  the  meter  from  any  damage. 

Made  in         Y&"  x  y4",  }i"  and  1"  sizes. 

Send  for  booklet  and  further  particulars. 
Canadian  Sales  Agents 

Booker  &  McKechnie 

285  Beaver  Hall  Hill,  Montreal 


Contractors  Plasterers 

Modelling 
Relief  Decorations 
Designing 

W.  J.  HYNES,  LIMITED 

858  DUPONT  ST.  TORONTO 

PHONE  HILLCREST  1750 


Every  Building  Should  Be 
Protected  Against  Lightning 

Shinn-Fiat 

Lightning  Protection 

An  important  specification  in  the  plans 
for  a  building  of  any  size  should  be 

Lightning  Rods 

If  rods  are  not  the  most  efficient  or  are 
improperly  installed,  the  protection  is 
not  sufficient  to  be  worth  while.  Shinn- 
Flat  Rods  have  36%  more  carrying 
power  and  we  arrange  to  have  an  ex- 
pert superintend  the  installation.  Build- 
ers find  that  a  Shinn-Flat  Agency  works 
out  profitably  with  their  operations. 
Send  us  a  "blue-print"  of  the  building 
and  we  will  quote  on  the  installation. 

Write  for  agency  proposition. 

ShinnMfg.Co. 

of  Canada,  Limited 
BOX  69A      GUELPH,  ONT. 


Tenders 


A  few  dollars  spent  in  advertising 
your  proposals  in 

The  Contract  Record 

would  result  in  additional  competition 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 
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Algoma 

Structural  Steel — Merchant  Bars 


Blooms,  Billets  and  Slabs 
Concrete  Reinforcing  Bars 
Shafting — Pulleys — Hangers 
Iron,  Brass  and  Bronze  Castings 

STEEL  RAILS— OP^  Hearth  Quality 
All  Sections — 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 

Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 

Basic        Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 
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Save  Coal  and  Power 

Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 

BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


CHAIN 

Crane,  Dredge,  Conveyor, 
"Hercules"  Steam  Shovel, 
Anchor,  Sling  Chains, 
Common  Coil  Chain. 

Write  for  our  Catalogue 

McKinnon  Columbus  Chain 

LIMITED 

ST.  CATHARINES        -  ONTARIO 


CANADIAN  CHICAGO  BRIDGE 
and  IRON  COMPANY 

Limited 

ELEVATED  STEEL  TANKS 
and  STANDPIPES 

For  Municipal.  Railroad  and  Factory  Service. 
We  also  construct  storage  tanks  for  Oil, 
Molasses,  Pulp,  Acids  and  other  liquids. 

Our  Product  is  Made  in  Canada 

Catalogue  No.  16  gladly  mailed  on  request. 
Our   Engineering   Experience   is  at  your 
Disposal. 

Offices  and  Shops  : 

BRIDGEBURG,  ONTARIO 


We  Make  Everything 
in  Wirework 


With  an  experience  of  over  a  half- 
century  we  have  acquired  the 
special  knowledge  and  skill  de- 
manded by  wire-working. 
Two  large  plants  at  your  dis- 
posal, turning  out  great  quanti- 
ties of : 

Wire  Screens,  Wire  Window 
Guards,  Wire  Partitions,  Wire 
Mats,  Wire  Machinery  Guards, 
Wire  Panels,  Wire  Racks,  Wire 
Baskets,  Wire  Doors,  Wired 
Railing,  Wire  Signs,  Garden 
Goods,  etc. 


mm»m 


Wire  Guard 
(Channel  Iron 
frame) 


We  Also  Make 

Steel  Lockers,  Shelving,  Bins,  Cabinets,  Stools, 
Chairs,  Etc.    Ornamental  Iron  and  Bronze. 
General  Builders'  Ironwork. 

Write  for  Folders 
Halifax  The  Dennis  Wire  and  lRONHami]ton 

Montreal  WORKS   CO.  LlMITED  Winnipeg 

?oronto  London  £a,Ea^ 

Toront0  canaoa  Vancouver 


Concrete  Bonding 
Locker*  for  Clothes 
ron  Stairways 

Screening 
11  purposes 


Wire 
Cloth 

Perforated 
Metals 


CANADA  WIRE  &  IRON  GOODS  CO.  HAMILTON 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement— delivered  in  5-barrel  lots,  $3.30  per  bbl.  ; 
with  bags,  $4.10;  car  lots,  $2.45  on  the  track, 
with  pkgs.,  $3.25;  5c  per  bbl.  discount  20 
days. 

Lime— in  bulk— grey  69c,  white  79c  per  100 
lbs.,  delivered,  if  not  less  than  2,000  lb.  lots. 
At  the  warehouse,  grey  63c,  white  73c, 
$14.00  ton.  Hydrated  lime,  $17.25  per  ton 
delivered ;  $16.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$30;  buff,  $30;  No.  2,  $26;  common  red 
stock  brick,  $22;  grey,  $22;  wire-cut  brick 
for  foundation  work,  $20.  Milton  Rug  brick, 
$30  to  $35;  Eatonia  brick,  $50;  sand  lime 
brick,  $16.25,  f.o.b.  car  at  King  Edward 
siding,  $14  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $55  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto. 
$100  per  thousand.  Buff  Oriental,  $35,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $25  at  plant, 
$31  delivered  in  city. 

hire  brick— delivered— Savage,  $75  per  M. ;  S. 
Crown,  $70;  W.  W.,  $60.    Fire  clay,  $15  per 

ton;  chimney  tops,  $8.75  each. 

Flue  lining — delivered — list  price — 8Yi  x  8Yi  in., 
60c  per  ft. ;  8Yi  x  13  in.,  90c  per  ft.  Dis- 

cuonts  30  and  10  per  cent,  off  list. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.05;  1  in.,  $2.25;  H  in., 
$2.25;  crusher  rock,  $2.15;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton ;  screened,  $1.70' 
per  ton. 

LUMBER  (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $53;  10  and  16  ft.,  $55 ;  2  x  12  in.,  12 
and  14  ft.,  $54;  10  and  16  ft.,  $56 ;  1  x  4  in., 
and  1x6  in.,  T.  and  G.,  $56;  No.  2,  $4 
less  than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $55; 
1x6  in.,  $57;  1  x  8  in.,  $60;  1  x  10  in.,  $65; 

1  x  12,  $65.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $66;  1  x  6  in.,  $70;  1  x  8,  $76;  1  x  10 
$80;  1  x  12,  $85;  2x4  in.,  10  to  16  ft.  long, 
common,  rough,  $58;  2  x  6,  $60 ;  2  x  8,  $62; 

2  x  10,  $66;  2  x  12,  $70.  No.  1  flooring,  $70; 
No.  1  V  or  beaded  sheathing,  4  in.,  $72. 
Pine  trim,  4  in.,  casing,  $3.50  per  100  ft.; 
5  in.  ditto,  $4;  8  in.,  pine  base,  $7.50;  4  in. 
pine  window  stool,  $5.00. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $58;  1  x  6  and  2  x  6,  $60;  1  x 
8  and  2  x  8,  $62 ;  1  x  10  and  2  x  10,  $66; 
1  x  12  and  2  x  12,  $70. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $68  ;  12  x  18,  12  x  20,  14  x  18, 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$73.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $9.00;  XX  B.  C,  $8.00; 
N.  B.  extras,  $9.00;  N.  B.  clears,  $8.00;  No. 
1  W.  pine  lath,  $14;  No.  2  W.  pine  lath, 
$13;  M.  R.  spruce  lath,  $12.50. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $4.75  base ;  twisted  and 
deformed,  $4.85;  3/16  in.  and  lighter  $5.25. 

Shapes — Angles,  35  lbs.  and  over,  per  yard,  $4.60 
per  100  lbs. ;  under  35  lbs.  per  yard,  $4.70 
per  100  lbs. ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $4.60;  under  35  lbs. 
per  yard,  $4.80. 

Plates— 6  ins.  to  60  ins.  wide,  $4.80;  over  60  ins., 
$5.00.  Tank  and  boiler  plates — ]4  in.  and 
over  and  under  36  ins.,  $4.50.  Gauge  plates 
—No.  10,  $5.55;  No.  12,  $5.60;  No.  14,  $5.65 
per  100  lbs.  Black  American  Bessemer  Plates 
— dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $4.50  per  100  lbs. 

Rivets — Button  and  cone  head — Yz"  to  Ys"  diam., 
$5.80. 


EXTRAS    FOR    SHAPES    AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  leftover  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  1/lUc 
per  lb.  for  Angles  under  5  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
$1.50. 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Calvanized   iron — dealers   not  quoting  prices. 
Cast-iron  pipe — Standard     prices,     carload  lots, 

f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 

SEWER  PIPE 
Sewer  pipe — Toronto  prices,  with  discounts  as  he 

low,  f.o.b.   factory — 4  in.,  30c  per  ft.;  6  in., 

45c;  8  in.,  70c;  9  in.,  90c;  10  in..  $1.05;  12 

in.,  $1.35;  15  in..  $1.80:  IS  in..  $2.50;  20  in.. 

$3:  22  in.;  $4;  24  in.,  $4.50.    Discounts— 30 

and  10  per  cent,  off  list. 
Tile  wall  coping — delivered — 8  or  9  in.  wall,  50c 

per  ft.;   12  in.   or  13  in.   wall,  75c  per  ft.; 

18  in.  wall,  $1.50  per  ft  ;  curried  in  6,  12. 

IS  and  24  in.  lengths.     Discount  30  and  10 

per*  cent,  off  list. 

PAINTS  AND  OILS. 

Prices,  delivered. 
White   lead — ground   in  oil,    less   than    ton  lots, 

$18.75  per  100  lbs.;  ton  lots,  $18.50  per  100 
lbs. 

Boiled  Linseed  Oil — in  bbls.,  $2.60  per  gal.  of  9 
lbs.;  red  lead,  dry,  $17  per  100  lbs.;  Pure 
putty  in  bulk,  $8.95  per  100  lbs. ;  in  100  lb. 
drums,  $9.80;  in  25-lb.  tins,  $10.05  per  100 
lbs. ;  steel  sash  putty,  in  25-lb.  tins,  $10.30 
per  100  lbs. ;  turpentine,  in  bbls.,  $3.05  per 
Imp.  gal.,  based  on  southern  gauge.  Tur- 
pentine and  oil  in  less  than  barrel  lots,  15c 
extra  per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2c  per  lb. ; 
black,  in  bbls.,  6c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
25c;  ultra  blue,  dry,  in  bulk,  25c;  green, 
French  permanent,  dry,  20c ;  ochre,  French, 
dry,  12c.  ;  red  Venetian,  dry,  6c ;  sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  12j4c. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.30;  delivered  in 

5    barrel    lots,    $4.75    at    warehouse,  $4.55 ; 

single  bbl.,  $5.55. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — Y\  in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  42^c.  Lath 
yarn,  40c  per  lb. ;  in  full  coils,  33c. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton ;  lump,  $15. 
Brick — No.    1   pressed,   $24.75;    No.   2  pressed, 

$20.75;  red  rustic,  $21.75;  vertical,  $23.00; 

plastic,  $17.50. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c;  10-in.  52c;  12-in.  60c;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.75;  J^-ini  $2.00;  f$-in. 

$2.25  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.15  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  3  in.  and  up,  $4.75;  1  in. 

x  1  in.  x  'A  in.,  25c  extra;   Y*  in.  x  H  in. 

Y%  in.,  75  cents  extra.     Boiler  plates — %  in. 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  $6.15.  Beams 

and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $5.25,  f.o.b.  Mont 

treal,  net  cash.     Corrugated  iron — 26  gauge, 

$0.00;  28  gauge,  $8.25  plus  5%  due  to  ex- 
change rates  per  100  sq.  ft  ,  subject  to  change 
without  nrtice.  Copper  bearing  sheets — 
Keystone  black,  28  U.  S.  gauge,  $7.25  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  enr  load  lots,  $S5  for  6  in.  and  larger, 
and   $NK  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c;  8 
in.,  70c;  0  in.,  85c;  10  in.,  $1.06;  12  in.,  $1.35; 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  in., 
$4;  24  in.,  $4.60;  27  in.,  $6.50;  30  in.,  $7.20. 
Channel  pipe  (4  in.  to  30  in.)  24c,  30c,  66c. 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  In. 
to  30  in.),  $1.20,  $1.80,  $2.80  $3.60,  $4.20, 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28; 
X,  $1.20,  $1.80,  $3.15,  $4.05,  $4.75,  $6.10. 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Double 
collar.  »0c.  $135.  $2.10.  $2.55.  $3.15.  $4  06. 
$5.40;  slant  1  foot  long  side  (4  in.  to  15 
in.).  90c.  $1.35,  $2 10.  $2.65.  $3.15,  $4. 06, 
$5.40.  Single  branch  (6  in  'o  9  in.),  3  ft., 
$2.25,  $3  50.  $4.25;  2  and  2y,  ft  (4  in.  to  30 
in  ),  $1.35.  $1.80,  $3.15.  $3.85.  $4  75:  $610. 
$8.10.  $11.25,  $13.50,  $18,  $20.25.  $32.50.  $r.C 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.),  $1.80,  $2.70,  $4.90.  $6.30.  $7.35.  $10.80, 
$14.40,  $20,  $24.  $32,  $36,  $45.50,  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  in.  to 
15  in  ),  $3,  $4.  $7.  $9,  $1050.  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.),  $3.  $4,  $7,    $9.    $10.60,  $1«. 

These  prices  are  subject  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  50  58  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  $4  30  per  bbl.,  both  less  5%  for  cash. 
Rope — Best  Manilla,  31c  basis  per  pound ; 
Beaver  Manilla,  26c  basis:  sisal  rope,  2214c 
basis;  lath  yarn,  22^c.  Boiled  linseed  oil — 
in  barrels.  $2.52^4  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.50. 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick — prices   per   M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50,000  or  over, 

$15.00;  carload  lots,  less  than  50,000,  $16.00; 
selected  builders  for  veneering  work,  carload 
lots,  $19.00;  "Citadel"  rustic  face  brick,  $25 

to  $30. 

Baker  oven  tile,  15"  x  8Y2"  x  2Yz",  $25  per  100. 
"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 

splits,  7c  per  superf.  ft. ;  12  x  9  x  3,  solid. 

10c. ;  12  x  8  x  4,  11c. ;  12  x  8  x  6,  18c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel   in  carload  lots,  bags 

returnable  in  good  condition  at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock   Brick — $19.50  per  thousand   delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 14}4c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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CONTRACTORS !  Now  is  the  Time  to  Buy  Plant ! 

W©  Offer  for  Prompt  Shipment,  the  Following  Hoisting  Engines 

1 — Rebuilt  8     x  12  Marsh  &  Henthorn  3  drum  hoist,  with  boiler  and  swinger  for  clam. 
1— NEW    8yA  x  10  Port  Arthur  2  drum  hoist,  with  boiler  and  swinger.  IMMEDIATE. 
1 — Used     7     x  12  Rand  double  drum  hoist,  with  or  without  boiler. 
1— NEW    6y2  x  8    Doty  double  drum  hoist,  with  boiler.  IMMEDIATE. 
1 — Used     5^  2  x  8    American  Hoist  &  Derrick  Co.  2  drum  hoist  and  swinger  without  boiler. 
1 — Used     5     x  8    Marsh  &  Henthorn  2  drum  hoist,  with  boiler. 
1 — Used     5     x  8    Byers  2  drum  hoist,  without  boiler, — vertical  engines. 

10    x  12  Lidgerwood  hoists,  single  drum,  without  boiler. 
6      x  12  Doty  single  cylinder  1  drum  hoist,  with  boiler. 

5  x  8    Lidgerwood  single  cylinder  1  drum  hoist,  with  boiler, 
x  6    American  Builders'  Hoist,  reversing,  with  boiler. 

6  x  8    Dominion  single  drum  hoist,  reversing,  without  boiler. 
6     x  7    Midland  single  drum  steam  winch,  reversing.  IMMEDIATE. 


2— Used 
1— Used 
1— Used 
1— Used 
1— Used 
1— NEW 


Also  a  large  assortment  of  Clam  Shells,  Derricks,  Steam  Shovels,  Dump  Cars, 
Locomotives,  Crushers,  Boilers,  Engines,  Motors,  Pumps  and  General 
Contractors'  Equipment.    Write  for  Stock  List  No.  61. 

Phone  Contractors'  Dept.  Ad.  20 

The  A.  R.  Williams  Machinery  Co.,  Ltd, 


64  FRONT  STREET  WEST 


St.  John,  N.  B. 


Montreal 


W 


innipeg 


TORONTO 

Vancouver 


Wire 

OF  TESTED  STEEL 


Rope 


Specializing  on  the  production  of  wire 
rope  we  give  close  attention  to  every  factor 
that  makes  for  its  reliability  under  all  con- 
ditions of  strain  and  constant  use.  Both  in 
material  and  structure  our  steel  wire  rope  is 
subjected  to  rigid  tests  before  pronounced 
fit  to  leave  our  factory. 

We  manufacture  steel  wire  rope  for  hoist- 
ing, haulage  and  transmission,  drilling 
cables,  wire  rope  slings,  etc.  Plain  or  gal- 
vanized, steel  or  hemp  cores;  S.M.S.  cruci- 
ble steel,  plough  or  extra  plough  steel. 

Let  us  quote  you  on  your  requirements. 
Prompt  shipment  assured. 


Canada  Wire&  Cable  Company  Limited 


674  Harrington  St., 
Halifax,  N.  S. 


District  Offices  and  Warehouses;    TORONTO    Phone  Belmont  2300 
143  Beaver  Hall  Hill  692  Notre  Dame  Ave.  738-llth  Ave.  West  358  Water  St. 

Montreal,  yue.  w.,   Winnipeg,  Man  Calgary,  Alta.  Vane  ouver,  B.C. 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement— Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.     (All  prices  include  bags). 

Lime— White  or  grey,  in  bulk,  55c  per  bushel; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone— lyi-in.  to  2-in.,  $3.05  per  yard; 
54-to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble  stone,    $20.00   per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.S5. 

Roofing  Gravel,  $4.50. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $84; 
4  in.  No.  1  and  2  E.G.  Fir,  $84;  4  in.  No. 
3  E.G.  Fir,  $78;  4  in.  Flat  G.  Fir,  $62;  4 
in.  No.  4  (Shiplap  Grade),  $50;  4  in.  No.  2 
Common  Pine,  $55;  4  in.  No.  3  Pine  or 
Spruce,  $50;  6  in.  No.  1  and  2  E.G.  Fir, 
$84;  6  in.  No.  3  Flat  Fir,  $05;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $54;  6  in.  No.  2  Com- 
mon Pine,  $00;  6  in.  No.  3  Pine  or  Spruce, 
$55;  2  x  6  No.  1  Common,  $52;. 

For  selected  lengths,  add,  Pine,  $1.25;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $2.50;  for  lyi,  lyi  or  2  inch,  add 
$5. 

Birch  and  Maple  Flooring— Clear  (First  Grade) 

— 13/10  x  lyi  in.  to  2yi   in.  face,  $135;  H 

x  lyi  in.  and  1*4  in.  face,  $100. 
No.  1   (Second  Grade)— 13/16  x  lyi  in.  to  2-U 

in.  face,  $125;  ffc  x  lyi  in.  and  lyi  in.  face, 

$90. 

No.  2  Factory— 13/16  x  lyi  in.  to  254  in-  'ace, 
$105.00. 

Selected  White — 13/16  x  lyi  in.  to  2J4  in.  face, 
$100. 

DIMENSION  TIMBERS,  No.  1 
6  x  10  to  12  x  12,  up  to  32  ft.  long,  $65;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $66;  6  x  16,  to 
1G  x  16,  up  to  32  ft.  long,  $07 ;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $6S.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  lyi  in.  to  2J4  in.  face,  $245;  H 
x  lyi  in.  and  l\i  in.  face,  $195. 

No.  1  (Selects)— 13/16  x  lyi  in.  to  2yi  in.  face, 
$190;  H  x  lyi  in.  and  lyi,  in.  face,  $165. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  lyi  in.  to  2yi  in.  face,  $180;  H 
x  lyi  in.  and  2  in.  face,  $145. 


No.  1  (Selects)— 13/16  x  lyi  in.  to  2J4  in.  face, 
$100;  H  x  lyi  in.  and  1   i  in.  face,  $115. 

STEEL  AND  IRON 

Bteel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs.  ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft., '4  in.,  21c;  6  in.,  30c;  8  in.,  45c; 
0  in.,  52c;  10  in.,  02c;  12  in. ,72c;  15  in.. 
$1.20;  18  in.,  $1.70;  20  in.,  $2.10;  24  in., 

$2.75. 

Plaster  of  Paris,  $1  in  paper  bags;  $1.45  in 
jute  bags. 

Plasterers'   Hair — 90c   per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/0  x  32  in.,  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $3.13  per  gal. 

Mixed  Paint— Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal. ;  putty 
in  bulk.  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 
$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than   ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,   LIME,   AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs.;  superfine,  white,  $9.50  per  bbl.; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house; $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 

SAND  AND  GRAVEL 

Sand— Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan 
tities. 


LUMBER    (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.     Mills  operat 
ing  on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $29;  10  x 
10,  $29;  10  x  12,  $29;  1"  x  14,  $29.50;  12  x 
12,  $29;  14  x  14,  $29.60;  14  x  10,  $30.50;  6 
x  10,  $29.50;  «  x  12,  $30  ;  8  x  10,  $30;  8  x  12, 
$29.50;  10  x  10,  $31;  12  x  10,  $31;  10  x  10. 
$30.50;  0  x  14,  $31  ;  *  x  14,  $31  ;  12  x  1*.  ; 
18  x  20,  $33;  14  x  20,  $32.50;  16  x  18,  $32.50; 

10  x  20,  $33  50;  18  x  18,  $32.50;  20  x  20, 
$32.50;  24  x  24,  33. 

Fir  Flooring — 1  x  3  edge  grain,  $48;  1x4,  $48; 
1  x  4  Hat  grain,  $35;  No.  1  and  2,  1-Inch 
clear  fir  double  dressed,  $46;  No.  1  and  2, 
1%  and  lyi  inch  fir  double  dressed  $40; 
2-inch  fir  double  dressed  $40;  fir  lath,  $2.25; 
spruce  lath,  $3.50;  cedar  lath,  $3.50;  R.  C. 
cedar  shingles,  XX,  $2.00;  XXX,  $3.00; 
XXXXX,  $3.60. 

STEEL   AND  IRON 
Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bara,  $6.00  base;  twist- 
ed and  deformed,  $7.50  base;  structural  sec 
tions,  $7.00. 

Galvanized  iron — 28  gauge,  $11.35  per  100  lbs. 

Corrugated  irtjn — 26  gauge,  6,  7  and  8  ft.  sheets. 

$11.75;  9  and  10  ft.  sheets,  $11.90  per  square 
Black  steel  sheets.  24  gauge,  $10.35  per  100 
lbs. 

Steel  angles — $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $9.00  per  100  lbs.,  de- 
pending on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  $0.00. 

SEWER  PIPE. 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 

4-in.,  17c  per  ft. ;  6-in.,  25c  per  ft. ;  8-in..  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.:  15  in., 
$1.10  ft.;  18-in.,  $1.30  ft.  j  20-in  ,  $1.55  ft.; 

24-in..  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f  o  b.  Van 

couver,  bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— H  in.,  39c  base;   y,  in.,  39j4c; 

11  in.,  40c;  yi  in.,  40c;  second  grade,  33c 
base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.18  per  gal.  of  t 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4..5. 

Raw  linseed   oil — In  bbls.,  $2.10  per   gal. ;  red 

lead,   dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk,  Standard,  $6.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45- 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 


CAST  IRON  PIPE 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 


February  18,  1930 
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We  make  a  specialty  of 
unloading  cars  of 

SAND,  GRAVEL,  CRUSHED  STONE 
COAL,     CEMENT    AND  BRICK 

Get  our  Prices 

Contractors  Transport  Company 

Main  4570         401   Lumsden  Bldg.,  Toronto 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


For  Sale 
Industrial  and  Contractors' 
Equipment 

1 — Brown  Hoist  Locomotive  Crane,  8-wheel,  35  ft.  Boom.  Just 

overhauled.     Immediate  shipment. 
4 — 36  in.  Gauge  14  to  18  Locomotives. 
10 — i  yd.  2-way  K  &  J  Dump  Cars,  36  in.  Gauge. 
1 — Vi   yd.   Smith   Concrete  Mixer. 
1 — X   yd-   Smith  Concrete  Mixer. 
1—  X  yd.  Clam  Shell  Bucket. 
1—114  yd.  Clam  Shell  Bucket. 

T.  J.  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  5185.    Nights,  Park.  6906. 


Standard 
Lamp  Cord   and  Portable  Cord 

stand  for  superior  quality  both  of 
materials  and  workmanship  at 
prices  which,  durability  considered, 
mean  greatest  economy. 

Write  our  nearest  office  for  prices. 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Hamilton,  Ont. 

Montreal,  Toronto,  Seattle,  Wash. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  .  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


CRANE  VALVES 
CRANE 

LIMITED 

HEAD  OFFICE  S  WORKS 
1280  ST.  PATRICK  ST 

MONTREAL 

BRANCHES:  Toronto,    Winnipeg,  Vancouver. 

SALES  OFFICES:  Halifax,    Quebec,     Ottawa,  Calgary. 
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Directory  oi 

i  Engineers 

Special 
Interest* 

Willis  Chipman,  M.   Eng.   Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
Seo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 
Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals  of   Works   and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
l«  Toronto  Street  -  TORONTO.  CAN. 
Water  Supply  ami  Purification;  Sewerage 
Systems ;  Munic  ipal  and  Trade  Waste 
Tiispojal  Plants;  incinerators;  Pavements; 
Tltidges  and  Structural  work,  including 
Reinfoiced  Concrete 


GENT  &  CO.,  Ltd. 

"FARADAY  WORKS- 
LEICESTER     -  ENGLAND 

INTERPHONES 

Cibles:  "LiiJitone,  Leicester" 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto      &  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 
Inspection  anil  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point   of   manufacture,   and   Testing  in 
our  own  Laboratories. 
The   most  up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 
Purification;  Disposal  of  Sewage  and  Refute : 
Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bids.  Telephone 
MONTREAL,  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE        WILLIAM  STORRIE 

M.E.I.C..  M.INST.  C.E..  M.E.I.C..  A.M.IN9T.  C.E. 

M.AMER   w    W.ASSOC.  M    AMER    W    W  ASSOC 

GEORGE  G.  NASM1TH,  C.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


Robert  W.  Hunt 
President 


Charles  Warnock 
Vice-President  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories  : 
McGUl  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


McAllister  &taylor 

ENGINEERS  ft  CONTRACTORS 
J.  W.  McAllister  Joha  Taylor, 

M.  Am.  soc.  C.  K 
87  Sun   Life  Bldg.,   HAMILTON.  ONT. 
Harbor   Improvements  and  Dredging 
Dams,  Piledrlvlng,  Concrete  Work  and 
Excavation.    Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


J.  P.  Anglin,  B.Sc. 
President 


H.  J.  Gross, 
Vice-Pres.  &  Treas. 


C.  D.  Harrington,  B.Sc, 
Vice-Pres.  &  Mgr. 

Anglin-Norgross 

LIMITED 

Contracting  Engineers  and  Builders 

65  Victoria.  Street,  -  Montreal. 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  ft  Inspectors 
PAVING 
Designed,  Superintended,  Inspected. 
Chas.  A.   Mullen,  Director. 

CEMENT  &  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


The  Toronto  Testing  Laboratory 

Limited 
160  Bay  Street,  Toronto 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E.  TORONTO 
Phones— Main  904  and  905 


Crushed 
S  tone 
Steel  and 
Wood 
Water  Pipe 


TAMC0 

C 

o 


Cut  Stone 
Sand 
Brick 


T.  A.  Morrison  &  Co.,  ^ont'real1 


Established  1884.  Main  2453. 

Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  'Phones— Park    538. -Park  8302. 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
TRY  OUR  SILLS  AND  CORNICE 
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Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Pbones,  Office  North  j  664   Evenings.  North  2107 


Tiering  Machines 
and  Barrel  Storage  Racks 

ECONOMY 

Simple 
Safe 
Sure 

and 

Speedy 

It  is  locked  to  the 
floor,  yet  easily  port- 
able when  desired. 
The  ECONOMY 
makes  the  pay  roll 
smaller  while  increas- 
ing efficiency.  Let  us  send  you  particulars  of  power  or  hand  ma- 
chines, also  our  barrel  storage  steel  racks. 

Standard  Steel 
Construction  Co.  Limited 

Port  Robinson,  Ontario. 


Do  You  Want  Crushed  Stone  ? 

That  is  Glean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS 
NIAGARA  FALLS 


ONT 


Absolutely 
Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 


nAKT  SWINGING 
U*\MVE*  ENGINES 


INSURE 
Speed  'Durability 
Economy 

Contractors  everywhere 
recognize  that  Dake  swing- 
ers save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:  A.   R.  Williams  Machinery  Company,  Limited. 
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MALLEABLE 
CASTINGS 


S£  PRATT  £S  LETCH  WORTH 
COMPANY.  LIMITED 

Transportation  Building,  Montreal 


Made  in  Canada 
Conduit 


<4 

V. 


0/ 


Manufactured  by 

National  Conduit  Co.,  Limited 

Toronto 


February  18,  1920 


THE  CONTRACT  RECORD 


No  More  Leaky  Roofs 

Keep  your  Roofs  watertight 
for  ten  years.    One  coat  of 

ST0RMT1GHT 

saves  the  cost  of  tearing  up 
old  worn  material  —  saves 
the  cost  of  a  new  roof. 

Permanent  Protection 
No  Repairs  No  Repainting 

Write  for  Literature 

MANUFACTURED  BY 

L.  Sonneborn  Sons  Inc.  262 &!r*  New  York 

DISTRIBUTED  BY 

N.  J.  Dinnen  &  Co.,  Ltd.,  Winnipeg,  Man.  Chapman  &  Flinn,  Ltd.,  Amherst,  N.S. 

John  B.  Keeble  &  Co.,  Toronto,  Ont,  and  Lon-  E.  F.  Stevens,  Halifax,  N.S. 

don,  Ont.  Sumner  Company,  Moncton,  N.B. 

The  Western  Supply  &  Equipment  Co.,  Calgary,  Shaw  &  Mason,  Ltd.,  Sydney,  N.S. 

Edmonton,  Lethbridge,  Alta.  Spencer  Bros.  &  Turner,  Ltd.,  Truro,  N.S. 
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"DOMINION"  Wire  Rope 

Flexibility  and  Strength 

for  the 

Stiffest  Requirements 

Let  us  quote  you  for 

Blocks,  Clips,  Thimbles  and  Shackles 

The  Dominion  Wire  Rope  Company,  Limited 


MONTREAL 


TORONTO 


WINNIPEG 


Let  us  quote  you  for 

The  "HOLT*  CATERPILLAR  Tractor 

which  is  now  available  for 

Agricultural  and  Commercial  Purposes 

"MARION"  Revolving  Shovels 

mounted  on 

Crawling  Traction  Trucks 

Specify  "RANSOME" 

Concrete 
Mixers 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


for 
Your  Next 
Contract 


Head  Office 

MONTREAL 

Telephone  Main  3420 
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KINGSTON  APPROVES  ASPHALT 


Hot-Mix  Asphalt  on  Montreal  Street,  Kingston,  from  Russell  to  Kingston  Junction,  laid  in  1019. 


'ONTREAL  STREET,  Kingston,  from  Russell  to  Kings- 
ton Junction,  is  probably  one  of  the  most  heavily  travel- 
led suburban  roads  in  Ontario.  For  some  time  past,  this 
stretch  has  needed  reinforcement  to  enable  it  to  carry  the  heavy, 
varied  traffic  passing  over  it  and  to  do  away  with  constant- 
patching  and  repairing." 

"Last  summer,  this  road  was  rebuilt  and  given  a  Hot-Mix  As- 
phalt surface.  It  now  offers  a  smooth,  resilient  surface  admir- 
ably suited  to  horse  and  motor  traffic  alike." 

"Hot-Mix  Asphalt  is  the  popular  choice  for  city  streets  and 
main  highways.  It  is  weatherproof,  waterproof  and  practically 
dustless.  Made  with  Imperial  Paving  Asphalt  it  is  economical 
to  build  and  easy  to  maintain." 

"Kingston  uses  Imperial  Paving  Asphalt  and  other  Imperial  As- 
phalts, too,  and  they  are  highly  satisfied  with  the  uniform  high 
quality  of  these  products.  Indeed,  City  Engineer  R.J. McClelland 
recently  wrote,  'Your  Paving  Asphalt  was  very  satisfactory  in 
every  respect  and  delivery  was  made  in  every  case  promptly.'  " 


"All  Imperial  Asphalts  are  made  in 
our  large  modern  refinery  at  Mont- 
real East.  Only  the  best  Mexican 
asphaltum  crudes  are  used  in  their 
production.  Immediate  delivery  in 
specially-equipped  tank  cars  or  in 
packages  can  be  given  to  any  part 
of  Canada." 


IMPERIAli  ASPHAUT 

Proved  through  the  Ages 


IMPERIAL  PAVING  ASPHALTS      IMPERIAL  LIQUID  ASPHALTS     IMPERIAL  ASPHALT  BINDERS 


FOR  DLsT  PREVENTION  AND  KIR  MAINTENANCE 
Of  MACADAM.  I.RAVEL  \ND  EARTH  ROADS 


PENETRATION  ASPHALT  PAVEMENTS 


FtOAD      E1WCI1SJEERING     DEF>A  R  TIVIE 7V  T 

Imperial  Oil  Limited         Toronto  Ontario 


Alphabetical  Index  to  Advertisers,  Page  16      Classified  Directory  to  Advertisements,  Page  6 
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Wire  Wound  Wood  Pipe  and  C.  I.  Specials 

Our  Pipe  and  Tanks  are  manufactured  from  the  best  grade  of 
B.  G.  Douglas  Fir  in  the  finest  factory  in  Canada.  Complete 

installations  our  Specialty. 

Write  for  Illustrated  Catalogue  Let  us  Solve  your  Problems 


Canadian  Pipe  Company,  Ltd. 

550  Pacific  St.,  VANCOUVER,  B.  C. 


February  25,  1920 
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Our  Rolling  Steel  and  Counterbalanced  Doors  installed  at 
Canadian  Consolidated  Rubber  Co.,  Limited,  Kitchener. 

The  Door  You  Really  Require 

"Made  in  Canada" 
Endorsed  by  The  Canadian  Board  of  Fire  Underwriters 

Note  the  cuts.  The  right  hand  cut  shows  conditions  which  demand  a  Rolling  Steel 
Door  on  one  side  of  the  elevator  opening  and  a  Counterbalanced  Door  on  the  other 
side.  The  other  cut  shows  our  Counterbalanced  Door  in  action. 

This  is  the  one  firm  in  Canada  that  can  give  you  the  logical  Door.  We  have  a 
complete  line.  We  push  no  one  door  in  preference  to  another.  We  manufacture  all 
and  recommend  what  will  be  best  for  your  peculiar  and  special  conditions. 

Let  us  submit  quotations  on  your  requirements.  Our  goods  will  please  you, 
your  customers  and  the  Underwriters,  ar.c*  our  service  is  worth  while. 


THE  A.  B.  ORMSBY  CO.,  LIMITED,  TORONTO,  ONT. 

Associated  with  the  Metal  Shingle  and  Siding  Company,  Limited 

Montreal,  Wi  inipeg,  Calgary,  Saskatoon  and  Preston 

AGENTS: 

MARITIME  PROVINCES:  F.  A.  Gillis  &  Co.,  Halifax,  N.S. 
BRITISH  COLUMBIA:  A.  T.  Chambers,  Vancouver,  B.  C. 
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Thousands  of  Yards  of  Concrete 


are  being  mixed  daily  by  the 


LONDON 

MIXERS 


On  all  classes  of  con- 
crete work  throughout 
Canada.  Because  of 
their  superior  facilities 
and  positive  unvarying 
operation  they  have 
been  requisitioned  for 
the  most  important 
work,  including  such 
undertakings  as  the 
Welland  Canal,  Niag- 
ara Falls  Power  De- 
velopment and  the 
Winnipeg  Waterways. 


The 

Handy  Cart 

The  London  Concrete  Cart  has 
given  excellent  service  on  the  many 
jobs  on  which  it  has  been  used,  and 
it  has  proved  invaluable  to  con- 
tractors for  speedy  moving  and 
dumping  of  material.  Will  last 
many  years  because  it  is  made  right, 
and  is  considerably  lower  in  price 
than  any  imported  cart. 


London  Concrete  Mixers  are  the  result  of 
continued  development  and  constant  improve- 
ment, and  are  built  by  experts  to  meet  the  re- 
quirements of  Modern  Concrete  construction. 

Illustration  shows  our  Mixer  No.  30  with  a 
capacity  of  45  cubic  feet  per  batch;  40  cubic 
yards  per  hour. 

We  manufacture  a  complete  line  of  Concrete 
Mixers,  Diaphragm  Pumps,  Gasoline  Hoist- 
ing Engines,  Brick  Machines,  Block  Machines, 
Tile  and  Sewer  Pipe  Moulds.  Our  catalogue 
will  be  sent  on  request. 


LONDON  CONCRETE  MACHINERY  CO.  Limited 


LONDON 


ONTARIO 


World's  Largest  Manufacturers  of  Concrete  Machinery 
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THE  CONCRETE  BLOCK 

Is  The  Coming  Building  Material 

The  high  price  and  scarcity  of  lumber  and  brick  has  made  it  necessary  for  BUILD- 
ERS AND  CONTRACTORS  to  resort  to  other  materials. 

The  Concrete  Block,  WHEN  PROPERLY  MADE,  is  recognized  as  the  logical  build- 
ing unit,  and  it  is  both  superior  and  more  economical  than  the  materials  now  gener- 
ally used. 

THE  PORTLAND  CEMENT  ASSOCIATION  has  just  launched  an  extensive  cam- 
paign to  educate  the  public  to  the  use  of  concrete  blocks. 

The  result  of  their  work  will  affect  every  city  and  town  in  the  Dominion,  and  the 
manufacturers  of  concrete  blocks,  who  are  equipped  with  modern  machinery  and 
moulds,  are  assured  of  a  permanent  and  profitable  business. 

CAST  STONE  BLOCKS  are  made  from  the  wet-mix  or  poured  concrete ;  sometimes 
called  the  slush  system.  Every  person  who  is  experienced  in  cement  work  can  ap- 
preciate the  advantage  of  this  system  over  the  old  method. 


THE  PRODUCT 


These  Blocks  can  be  faced  with  Granite  at  a  very  Low  Cost 

We  sell  to  only  one  person  or  company  in  each  city  or  locality;  that  is,  we  give  you  exclusive 
right  to  your  territory. 

It  can  be  truthfully  said,  without  fear  of  contradiction,  that  there  is  no  concrete  block  made  which 
is  superior  to  the  Cast  Stone  Block.  Manufacturers  in  the  following  cities  have  been  compelled  to  in- 
crease their  output  and  will  be  glad  to  give  you  any  further  information  which  you  might  require; 
Toronto,  Chatham,  Windsor,  Three  Rivers,  Edmundston,  Niagara  Falls,  Sault  Ste.  Marie,  St.  Jerome, 
Gait,  and  many  other  cities  and  towns,  the  names  of  which  we  will  gladly  furnish  upon  request. 

Send  for  our  catalogue  which  describes  the  system  in  detail 
Some  one  will  secure  your  territory:  it  might  as  well  be  you 

Cast  Stone  Block  and  Machine  Co.  Limited 

300  HOWARD  AVENUE  -  -  WINDSOR,  ONTARIO 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Air  Washing  Plants 

Spray   Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoists  ' 
Canadian  Ingersoll-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 
Canadian  Allis-Clialmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 
Asbestos  Mfg.  Company 

Ash  Conveyors 

Booker  &  McKechnie 

Ash  Hoists 

Canadian  Link-Belt  Co. 

Asphalt 

Asphalt  Association 
Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Beam  Spans 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Belting   (Transmission,  Elevator, 

Conveyor,  Rubber) 
Dunlop  Tire  &  Rubber  Goods  Co. 
Goodyear  Tire  &  Rubber  Goods 

Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 

Boilers 

Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Inglis  Company,  John 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 

Boxes — Junction 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Brass  Goods 

Dunlop  Tire  &  Rubber  Goods  Co. 

Bricks 

Shultz  Bros.  Company 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 


Buckets 

Canadian  Link-Belt  Co. 
Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 

Buckets — Steel 

Brown  Hoisting  Machinery  Co. 
Canadian  Link-Belt  Co. 
McKinnon  Steel  Company 
Marsli  Engineering  Works,  Ltd. 

Building  Materials 
Robertson  Co.,  II.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cars— Steel  Body 

Marsh  Engineering  Works,  Ltd. 
Mackinnon  Steel  Co. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 

Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co..  Ltd. 

Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian   Ingersoll-Rand  Co. 

National  Equipment  Company 
Chains 

McKinnon  Columbus  Chain  Co. 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Booker  &  McKechnie 
Coa!  Handling  Apparatus 

Beatty  &  Sons,  M. 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co. 

St.  Clair  Bros. 
Concrete  Culvert  Pipe 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

American  Cement  Machine  Co. 

Hopkins  &  Co.,  F.  H. 

Ideal   Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 

St.  Clair  Bros. 


Concrete  Sewer  Pipe 

Dominion  Concrete  Company 
Conduits 

Conduits    Company,  Limited 

Orpen  Conduit  Company 
Contractors 

Anglins  Limited 

Archibald  &  Holmes 

Gore,  Nasmith  &  Storrie 

Holmes  &  Co.,  Fred 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Miller  &  Son.  Roger 

Thomson  Bros. 
Contractors'  Plant  &  Supplies 

Ball  Engine  Company 

Beatty  &  Sons.  M. 

Boving  Hydraulic  &  Engineering 
Company 

Brown     Hoisting     &  Machinery 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Link  Belt  Co. 

Dake  Engineering  Works,  Ltd. 

Gartshore,  John  J. 

Hamilton  Bridge  Works  Co. 

Hepburn  Ltd.,  John  T. 

Manitoba  Bridge  &  Iron  Works 

Marsh  Engineering  Works,  Ltd. 

S'cssenwein  Bros. 
Contrat  tors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 
Conveying  Appliances 

Brown  Hoisting  Machinery  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Corrugated  Iron 

Pedlar  People  Limited 
Corrugated  Roofing 

Asbestos    Mfg.  Company 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Northern    Crane  Works 
Creosote  Oils 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada  Crushed  Stone  Corpora- 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Culverts 

Pedlar  People  Limited 
Damp   Proof  Coating 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil   Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Doors 

Pannill  Door  Company 

Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 

Hepburn  Ltd.,  John  T. 

Hopkins  &  Company,  F-  H. 

Maritime  Bridge  Company 

Marsh   Engineering   Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 
Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  II. 


Drill  Steel  Sharpeners 

Canadian   Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 
Gartshore,  John  J. 
Hopkins   &   Company,   F.  II. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 
Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario   Wind    Engine   &  Pump 

Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  "Co. 

Elevator  Doors 

Ormsby  Company,  A.  B. 

Elevators 

Northern   Crane  Works 
Turnbull  Elevator  Company 

Enameled  Biick 

American  Enameled   Brick  & 
Tile  Company 

Engines 

Canadian    Allis-Chalmers  Lid. 

Canadian  Blower  and  Forge  Co. 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Robb   Engineering  Works 

Waterous  Engine  Works  Co. 
Engineers  (Civil  arrd  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthington,  W.  R. 
Excavators 

Ball  Engine  Company 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 
Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Heads 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co. 
Sheldon  Limited 

Fireproofing 

Asbestos  Mfg.  Company 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Pedlar  People  Limited 

Roberson-Oleson  Limied 

Trussed   Concrete  Steel  Co. 
Fire  Escapes 

Canadian  Welding  Works 

Dennis  Wire  &  Iron  Works  Co. 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 
Fittings 

Crane  Limited 

Flag  Poles 

MacKinnon  Steel  Company 
Ontario   Wind   Engine  &  Pump 

Company 
McGregor  &  Mclntyre 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial   Oil  Company 
Sonneborn   Sons,  Inc.,  L. 

Forges 

Canadian  Blower  and  Forge  Co.' 

Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 
(Continued  on  p»ge  8) 
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,  TRENCH  MACHINE.  (26  ft.  dipper 
st-'ck)  Digging  from  200  to  300  cu.  yards 
a  day  in  16  foot  trench  cut.  One  of  two 
Eries  owned  by  Miller  Bros.,  Youngstown, 
Ohio. 


r  1 

<i  1 

Erie-  - 


RAILROAD  DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


ORANGE-PEEL.  One  of  three 
Eries  owned  by  Robert  Swan  Jr.  Co., 
Pittsburgh.  The  other  two  Eries  are 
equipped  for  standard  shovel  work. 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of  work  shown 
by  these  photos  can  be 'handled  by 
every  Type-B  ERIE  "  Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  ERIE 
Steam  Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 

We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

Builders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


ERIE 


Involving 
Shovels 


LOADING  MIXER,  when  the 
harvest  season  took  all  tne  labor.  Re- 
:  placed  a  mixercrew  of  18men,  loading 
'into  a  wood  hopper.  One  of  the  two 
Eries  owned  by  Hanlon  &  Okes, 
Minneapolis. 


PILE  DRIVING  equipment! 
breaking  up  concrete  so  that  the 
pieces  will  go  into  diimp  wagons. 
When  the  shovel  tore  up  the  concrete1 
without  breaking,  the  pieces  were  too 
large  One  of  two  Eries  owned  by 
Lennane  Bros.,  Detroit. 


QUARRY  WORK  is- 
what  makesthestrong- 
est  boosters  for  the 
Erie,  because  she  is 
built  to  stand  rock 
digging.  "Stronger 
construction  at  every 
point  of  wear  and 
strain."  Just  ask  the 
owners  of  this  Erie- 
Tarbox  &  McCall,. 
Findlay,  Ohio. 


-  "StkEeTg^RAD  I  N  G. 

n  ;«n't  ouite  as  smooth  as  a 

Chas 1  IppoWo.  Orange.  H.  J- 

RAILROAD  WORK,  loading 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgh. 


s 
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Galvanized  Cornices 

Gale  Art   Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis  Chalmers  Ltd. 
London  Concrete   Machinery  Co. 
Ontario   Wind   Engine   &  Pump 

Company 
Osborn  Canada  Ltd.,  Samuel 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Tnipfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown    Hoisting    &  Machinery 
Company 

Gravel 

Sand  &  Supplies  Ltd. 

Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis  Chalmei  s  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 

Hauling  Contractors 

Contractors   Transport  Co. 

Heating  Apparatus 

Dunham  Company,  C.  A. 

Canadian  Blower  and  Forge  Co. 

Modern   Heating  &  Engineering 
Company. 

Montreal  Machine  Shop,  Ltd. 
Heat  Insulating  Materials 

Armstrong   Cork  Company 
Heating  Systems  (Steam  Traps) 

Dunham  Company,  C.  A. 

Hoists,  Electric 

Canadian  Link-Belt  Co. 
Northern   Crane  Works 


Hoisting  Apparatus 
lieatty  &  Sons,  M. 
Brown  Hoisting  Machinery  Co. 
Hopkins  &  Company,  F.  H. 
London   Concrete  Machinery  Co. 
Marsh   Engineering  Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams   Machinery   Co.,   A.  R. 

Hoisting  Engines 

Beatty   &   Sons,  M. 
Canadian    AllisChambers  Ltd 
Hopkins  &  Company,  F.  II. 
Marsh  Engineering  Works,  -Ltd. 

Hose 

Dunlop  Tire  &  Rubber  Goods  Co. 

Hydrants 

Canada  Iron  Foundries 
Kerr   Engine  Company 
Gartshore-Thompson  Pipe  Co. 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 

Laboratories 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Company 

Insulation  (Asbestos) 
Asbestos  Mfg.  Company 

Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 
Spielman    Agencies  Regd. 
Standard  Underground  Cable  Co 
of  Canada  Limited 

Insulating  Bricks 

Armstrong  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton   Bridge  Works  Co. 

Northern   Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 

Hamilton  Birdge  Works  Co. 

Kilns 

Canadian  Blower  and  Forge  Co. 
McKinnon  Steel  Company  • 

Lead  Pencils 

American   Lead   Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis  Chalmers  Ltd. 

Linabestos  Wallboard 

Asbestos  Mfg.  Company 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown     Hoisting     &  Machinery 

Company 
Lumber  (Asbestos) 

Asbestos  Mfg.  Company 
Machinery  Insulation 

Armstrong  Cork  Company 
Metal  Lath 

Canadian  Metal  Window  Co. 

Pedlar  People  Limited 

Trussed  Concrete  Co.,  Ltd. 
Metallic  Roofing 

Pedlar  People  Limited 
Motors 

Canadian  General  Electric  Co. 

Motor  Trucks 

Ford  Motor  Company 

Nozzles 

Spray  Engineering  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 


Hamilton  Bridge  Works  Co. 
Imperial  Oil  Company,  Ltd. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 

Ornamental  Iron 
Canadian  Welding  Works 
Dennis  Wire  Iron  Works  Co. 

Ornamental  Moulds 

Ideal   Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Packing 

Dunlop  Tire  &  Rubber  Goods  Co. 
Paint  (Heated  Surfaces) 

Ric-Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Company,  F.  H. 
Spielman  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Company*,  Ltd. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons  Inc.,  L. 
Spielman  Agencies  Regd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Paint  Spraying  Equipment 
Spray  Engineering  Co. 

Park  Sprinklers 

Spray   Engineering  Co. 
Paving  and  Paving  Materials 

Asphalt  &  Supply  Company 

Barrett  Company,  Limited 

Carey  Company,  Philip 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil  Company,  Ltd. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Pipe   (Concrete,   Iron   &  Wood) 

Boving  Hydraulic  &  Engineering 
Company 

Dominion  Concrete  Company 

Gartshore  Thompson  Pipe  Co. 

National  Iron  Works 

(Continued  on  page  10) 


Stop — Read — and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

II  If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral— Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 

Marsh  Engineering  Works,  Limited, E lt^6hed  Belleville,  Ontario 

Sales  Agents:  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 


February  25,  1920 
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Contractors'  Equipment  in  Stock 


Lidgerwood 
Hoisting 
Engines 


Concrete  Mixers 


Pile  Hammers 


CANADIAN  ALLIS-CHALMERS 


Head  Office, 


Toronto 


LIMITED 


Branch  Offices:  Montreal,  Quebec,  Halifax,  Sydney,  St.  John,  Ottawa,  Hamilton,   London,  Windsor,  Cobalt,   South  Porcupine,  Winnipeg, 

Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 
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CLASSIFIED   INDEX  TO   ADVERTISEMENTS  Continued 


Pipe  Covering  (Underground) 

Ric-Wil  Company 

Pencils  (Lead) 
American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Magnesia,  Asbestos, 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb  Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Waterous  Engine  Works  Co. 


Road  Material 

Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 
Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 
Pedlar   People  Limited 

Rubber  Goods 

Barrett  Company,  Limited 

Road  Oil 

Imperial  Oil  Company,  Ltd. 

Pneumatic  Machinery 

Canadian  Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis   Company,  John 

Ontario  Wind   Engine  &  Pump 

Company  , 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian   Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Rails 

Sesenwein  Bros. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  J. 
Hopkins  &  Company,  F.  H. 


Reinforcements,  Concrete  and  Steel 

Haines  &  David  Ltd. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 


Sash 

Trussed  Concrete  Steel  Co. 
Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 

Sheeting 

Barrett   Company,  Limited 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  Lo. 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Roberton-Olsen  Limited 
Robertson  Co.,  H.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Slates 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Pedlar  People  Limited 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 

Steel 

Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Steel  &  Coal  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art  Metal  Company 


Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 
Page-Hersey  Iron,  Tube  &  Lead 
Company 


Steel  Plate  Construction 

Hamilton   Bridge  Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works,  Co. 


Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel  &   Radiation,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
C»n.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton   Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Worfcs 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario   Wind   Engine   &  Pump 

Company 
Pobb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Dominion  Tar  &  Chemical  Co. 


Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 


Tile  Moulds 

London  Concrete  Machinery  t»o 

Towers 

Can.  Chicago  Bridge  &  Iron  Co 
Hamilton  Bridge  Works  Co. 


Transformers 

Canadian  General  Eelectric  Co. 

Turnbuckles 

Dominion  Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Gartshore-Thompson   Pipe  Co. 
McAvity  &  Sons,  Ltd. 

Ventilators 

Robertson  Co.,  H.  H. 

Ventilating    4    Heating  Apparatus 
Canadian  Blower  and  Forge  Co 

Varnishes— Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 


Wall  Ties 

Gait  Art  Metal  Company 

Wallboard   (Asbestos,  Linabestos) 

Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co 
imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L 
Trussed  Concrete  Steel  Co.,  Ltd 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 

.Hamilton  Company,  Wm. 

Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 


Well  Drilling  Plants 
American  Well  Works 
Ontario   Wind   Engine   &  Pump 
Company 


Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 


Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 


Wood  Pipe 

Canadian  Pipe  Company 
Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tank 
Company 


Wood  Tanks 

Pacific  Coast   Pipe  Company 
Vancouver  Wood  Pipe  and  Tan* 

Company 
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The  HAMILTON  BRIDGE  WORKS  CO. 


ENGINEERS  AND 
BUILDERS 

of 

Steel  Railway  Bridges 

Steel  Highway  Bridges 

Steel  Buildings 

Steel  for  Ships 

Steel  Turntables 

Steel  Structures  of 
every  Class 

Enquiries  Solicited 

Capacity    36,000  Tons 


Hamilton,  Canada 


LIMITED 


Steel  work  for  Steam  Power  House  recently  erected  for 
The  Dominion  Power  and  Transmission  Co.,  Hamilton. 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 

Montreal  Office— Phone  Westmount  6800  Toronto  Office— 20  Victoria  Street 
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Patented  in  Canada  Oct.  16th.  1917 
other  Patents  pending 


The  "Keystone"  for  Successful 

Road  Making 

GOOD  roads  are  to  be  built  everywhere.  You  can  cash  in  on  this  move- 
ment if  you  have  a  Keystone  Excavator  Model  4.  Get  your  share  of  the 
contracts — let  the  Keystone  dig  up  big  profits  for  you.  Contractors  say  it  does 
the  work  of  100  shovel  men.  Capacity  is  250  to  300  cubic  yards  per  working 
day  of  10  hours.    It  will  lift  old  pavement,  cement,  brick,  asphalt,  etc. 

Travels  under  its  own  power,  two  speeds.  Heavy  and  strong  enough  to 
tackle  any  material — yet  light  enough  to  go  wherever  a  loaded  dump  wagon 
could  be  hauled.  It  can  pay  for  itself  in  70  working  days,  and  is  a  big  money 
maker  for  the  farseeing  contractor. 

More  work  than  ever  this  Spring.  Get  a  Keystone  from  stock  now — and 
be  ready. 

LET  US  SEND  YOU  BOOKLET 

Sole  Licensees  and  Builders  for  Canada 

Engineering  &  Machine  Works  of  Canada,  Limited 

ST.  CATHARINES,  ONT. 
Eastern  Sales  Office:  Hall  Machinery  Company,  Sherbrooke,  Que. 


KEYSTONE 


EXCAVATOR 


Model 


February  25,  1920 
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Ashes  Handling  Mach- 
inery 

Hoisting  Towers 

Cranes,  Gantry 

Cable  Ways 

Boiler  House  Equip-' 
ment 

Coal  Crushers 

Conveyors — McCastin 
Gravity  Bucket 

Cable  Railway  Systems 

Bridges — Man  Trolley 
and  Rope  Operated, 
Material  Handling 

Cars — Automatic, 
Cable  and  Electric 

Coal  Pockets 

Coal  Handling  Mach- 
inery 

Coal  Screening  Plants 

Ship  Bunkering  Equip- 
ment 

Ore  Handling  Equip- 
ment 

Electric  Transfer  Cars 
Transporters — Electric 

Monorail 
Ship  Loaders  • 
Car  Dumpers 


HOISTING  MACHINERY 
LABOR  SAVING  PLANTS 


TIT  AVING  recently  purchased 
the  manufacturing  plant  of 
M.  Beatty  and  Sons  at  Welland, 
Ont.,  and  the  Canadian  business 
of  the  Mead-Morrison  Mfg.  Go. 
of  Boston,  New  York  and  Chic- 
ago, we  take  pleasure  in  an- 
nouncing our  new  organization— 


CANADIAN 
MEAD  -  MORRISON  CO. 

LIMITED 

We  are  MANUFACTURING 
IN  CANADA  the  well  known 
Mead-Morrison  Products  as  well 
as  the  Beatty  line  of  Dredges, 
Derricks,  Hoists,  etc. 


Steam  Hoisting  En- 
gines 

Electric  Hoists 

Gasoline  Hoists 

Belt  Hoists 

Engines — Hoisting, 
Pile  Driving,  Bridge 
Erecting,  Mining 

Contractors'  Centri- 
fugal Pumps 

Grab  Buckets — Clam 
Shell  and  Orange 
Peel 

Weighing  Larries 
Winches — Power 

Driven 
Swinging  Engines — 

Steam  and  Electric 
Winches — Motor  Truck 
Car  Pullers 
Dredges 
Quarry  Hoists 
Derrick  Hoists 
Derricks  and  Derrick 

Irons 
Cargo  Hoists 
Trawler  Winches 
Ship  Winches 


Contractors  for  Complete  Labor  Saving  Plants 

We  will  be  pleased  to  assist  you  in  your  hoisting 
and  material  handling  problems. 

CANADIAN  MEAD-MORRISON  CO. 

LIMITED 

ENG/NEERS  MANUEACTURERS& CONTRACTORS 

Works  General Sa/es  Offices 
VELLAND,  ONTARIO  285 BEAVER  HALL  HILLMONTREAL 
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Steel  Plate  Work 


Steel  Tanks 
Stand  Pipes 
Smoke  Stacks 
Boiler  Breachings 
Riveted  Steel 

Pipe 
Steel  Bins 
Hoppers 


Structural  Steel 
Work 


Send  us  your  speci- 
fications 


Quality  &  Service 


William  Hamilton  Co. 

Limited 

Peterborough,  Canada 


□IIIIIHIIIIIIIIIIIIIIHHIIIIIIIIIIIIIIHIIIHIIIHII  Illllllllllllllllllllllllimillllllllllllllig 


PUDLO 

PATENTED    APHO     REGISTERED  • 

Proportions 

You  can  trust  this 
English  product. 


CEMENT 

m 

m 


Diagram     showing     the     proportionately  small 
amount    of    "^udlo"    required   for  waterproofing 
fiat  roofs,  tanks,  etc. 

Make  Cement 
Water  -  proof 

STOCKED  BY 

SPIELMAN  AGENCIES  (Reg'd.) 

45  St.  Alexander  Street,  Montreal 

Send  for  booklet  "CE"  (English)  or 
"CF"  (French) 


ROGER  MILLER  &  SONS  LIMITED 

ENGINEERS  AND  CONTRACTORS 

For  many  years  it  has  been  our 
business  to  advise  on,  plan  and 
execute  all  kinds  of  engineering 
and  contracting,  including 

Docks 
Harbors 
Breakwaters 
Canals 
Industrial 
Plants 

We  shall  be  pleased  to  discuss 
with  you  any  constructional 
work  you  may  be  contemplat- 
ing, and  give  you  the  benefit  of 
our  long  and  varied  experience. 


View  of  rolling  mills  foundation  and  steel  erection  of  Baldwin  Canadian 
Steel  Corporation,  Aslibridges  Bay,  Toronto. 


Head  Office:    Lumsden  Building,  TORONTO 


Holmes  Foundry  Building,  Sarnia,  Ont. 

H.  M.  Lane  Co.,  Wells  &  Gray  Ltd., 

Architects  Contractors 

Plant  recently  completed  for 
Holmes  Foundry  Co.  We  have 
the  organization  and  equipment 
to  carry  on  Industrial  buildings 
of  all  kinds  in  the  quickest  pos- 
sible time. 

Wells  &  Gray  Limited 

ENGINEERS  &  CONTRACTORS 


Branch  Office : 

Bank  of  Commerce  Bldg., 

WINDSOR,  ONT. 


Head  Office: 

701  Confederation  Life  Bldg., 
TORONTO. 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation   66 

American  Enameled  Brick  and  Tile 

Company   56 

American  Lead  Pencil  Company  .  . 

American  Well  Works   

Anglin-Norcross  Limited  .  .   .  .'.   ...  72 

Armstrong  Cork  Company   

Asbestos  Manufacturing  Company..  17 

Aspbalt  Association,  The  

Asphalt  and  Supply  Co   64 

Ault  &  Wiborg  Co.  .   67 

Auto  Road  Construction  Co   19 

Baines  &  David  

Ball  Engine  Company   7 

Barber,  Frank    72 

Barrett  Company  

Bates  &  Innes  

Booker  &  McKechnie   

Boving    Hydraulic    &  Engineering 

Company  

Brantford  Roofing  Company  

Britnell  Company,  Limited    73 

Brodies,  Limited   62 

Brown  Hoisting  Machinery  Co.  . . . 
Burlington  Steel  Company    55 

Canada  Cement  Company    18 

Canada  Crushed  Stone  Corporation. 
Canada  Iron  Foundries,  Limited   .  .  70 

Canada  Wire  &  Cable  Co  

Canada  Wire  and  Iron  Goods  Co. 

Canadian  Allis-Chalmers   9 

Canadian  Blower  and  Forge  Co.  .  . . 
Canadian  Chicago  Bridge  and  Iron 

Company   57 

Canadian  Des  Moines  Steel  Co.  ...  67 
Canadian  Engineering   &  Contract- 
ing Company     65 

Canadian  Equipment  Co  

Canadian   General   Electric    9 

Canadian  Ingersoll-Rand  Co  

Canadian    Inspection    and  Testing 

Laboratories   72 

Canadian  Johns-Manville  

Canadian  Link-Belt  Co  

Canadian  Metal  Window  Co  

Canadian  Pipe  Company,  Ltd   2 

Canadian  Steel  Foundries   74 

Canadian  Surety  Company    54 

Canadian  Welding  Works   

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co.  .  .  5 

Chipman  and   Power,  Ltd   72 

Colwell  Sand  and  Gravel  Co  

Conduits  Company,  Limited   67 

Consumers  Gas  Company  

Contractors  Transport  Co   71 

Cook,  A.  D  

Concrete  Pipe  &  Products  Co.   ...  54 

Crane  Limited    71 

Crushed  Stone,  Limited   73 

Dake  Engine  Company   73 

Dennis  Wire  and  Iron  Company  . . . 

Dept.  of  Public  Works   61 

Dominion  Concrete  Company   56 

Dominion  Engineering  and  Inspec- 
tion Company   72 


Dominion  Paint  Works  

Dominion  Tar  &  Chemical  Co  

Dominion  Wire  Rope  Co  

Dunham  Company,  C.  A  

Dunlop  Tire  &  Rubber  Goods  Co. 


62 
76 


Morrison  &  Co.,  T.  A. 
Mussens  Limited  .  . 


Engineering  &   Machine   Works  of 

Canada,   Limited    12 

Ford  Motor  Company   

Foyle,  W.  &  G  

Frost  Steel  &  Wire  Co   59 

Gait  Art  Metal  Company   60 

Gartshore,  John  J  

Gartshore-Thompson  Pipe  &  Foun- 
dry Company   63 

Gent  Company   72 

Goldie  &  McCulloch  Co  

Goodyear  Tire  &  Rubber  Co  

Gore,  Nasmith  &  Storrie   72 

Hamilton  Bridge  Works  Co   11 

Hamilton  Co.,  Win   14 

Harvard  Turnbull  Co   58 

Hepburn,  John  T   60 

Holmes  &  Sons,  Fred    72 

Hopkins  &  Company,  F.  H   76 

Hunt  &  Company,  Robert  W   72 

Hynes,  W.  J  

Ideal  Concrete  Machinery  Co   62 

Imperial  Oil  Limited   1 

Inglis   Company,  John    53 

Jaeger  Machine  Company   57 

James  &  Company,  E.  A   72 

Jamieson  Lime  Company  

Johnston  &  Sons,  C.  H   21 

Kerr  Engine  Company,  Ltd   66 

Koebel  &  Co.,  Joyce   61 

Lea,  R.  S.  &  W.  S.  . . .    72 

London  Concrete  Machinery  Co.  .  .  4 
London  &  Lancashire  Guarantee  & 

Accident  Company   54 

MacKinnon  Steel  Co   64 

MacLean  Daily  Reparts   54 

Manitoba  Bridge  &  Iron  Company  22 

Maritime  Bridge  Works  Co   71 

Marsh  Engineering  Works    8 

McAllister  &  Taylor   72 

McAvity  &  Sons,  T  

McGovern,  T.  J   71 

McGregor  &  Mclntyre    71 

McKinnon  Columbus  Chain  Co.  ...  67 

Mead-Morrison  Co   13 

Metal  Shingle  &  Siding  Co   -  3 

Miller  &  Sons,  Roger   14 

Milton  Hersey  Company   72 

Montreal  Machine  Shop   69 

Morris  Crane  &  Hoist  Co.,  Herbert  73 


National  Conduit  Company  . . . 

National  Equipment  Co  

National  Iron  Corporation   . . . 

Northern  Electric  Co  

Northern  Crane  Works,  Ltd.  . 
Nova  Scotia  Steel  and  Coal  Co. 


72 
63 

74 
62 
67 


Ormsby  Company,  Ltd.,  A.  B   3 

Ontario  Wind  Engine  and  Pump  Co.  65 

Osborn  Canada  Ltd.,  Samuel  

Owen  Bucket  Company   56 

Pacific  Coast  Pipe  Company   65 

Pannill  Door  Company   65 

Pedlar  People   

Pratt  &  Letchworth   74 

Prest-O-Lite  Company   61 

Port  Credit  Brick  Co  

Reid  &  Brown  Structural  Steel  and 

Iron  Company   72 

Ric-wiL  Company   65 

Robb  Engineering  Works   11 

Robertson  Co.,  H.  H  

Roberton-Olsen,  Ltd   63 

Scully,  A.  A   69 

Sessenwein  Bros   65 

Shinn  Mfg.  Company   .'  61 

Sonneborn  Sons  L.,  Inc  

Spielman  Agencies   14 

Spray  Engineering  Company   59 

Stalford,  V.  K   72 

Standard  Motor  Sales   21 

Standard  Steel  Construction  Co.  ...  73 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   71 

Steel  &  Radiation   73 

Sterling  Engine  Company  

St.  Clair  Bros   19 

Thompson  Bros   72 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 
Toronto  Steel  Construction  Co.  ...  69 

Toronto  Testing  Laboratory   72 

Trades  &  Labor  Branch,  Dept.  of 

Public  Works  

Turnbull  Elevator  Company   75 

United  States  Fidelity  &  Guaranty 
Company  

Vancouver  Wood    Pipe    and  Tank 

Company  

Vitrified  Clay  Pipe  Co   20 

Waterous  Engine  Works  Company 

Wells  &  Gray   15 

Wettlaufer  Bros   24 

Williams  Machinery  Co.,  Ltd.,  A.  R.  58 

Wood  Mosaic  Company   61 

Worthington,  W.  R   72 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.  Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Roofed  with 


55 


"  ASBESTOSL  ATE 

The  Permanent  Roof 

Requires  no  paint,  repairs  or  other  treatment. 

"  ASBESTOSL  ATE  "  is  absolutely  the  most 
economical  roof  in  the  long  run. 

The  first  cost  is  very  little  more  than  inflam- 
mable roofings.    Samples  and  prices  on  request. 


TRADE  MARK 


ASBESTOS 
SHINGLES 

13 


Asbestos  Manufacturing  Co.,  Limited 

SALES  OFFICES 
708,  709,  710  Drummond  Building 
MONTREAL  -  CANADA 

Factory:  Lachine,  P.Q. 
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CANADA  CEMENT! 

CONCRETE 

FOR  PERMANENCE 


A  Beautiful  Water-Gap — 

Beautifully  Bridged 


AESTHETIC  considerations  should 
inevitably  enter  into  the  selec- 
tion of  the  design  and  material  for  a 
Bridge.  And  when  it  is  realized  that 
Concrete — the  material  which  blends 
most  admirably  with  the  surround- 
ing landscape — costs  approximately 
the  same  as  materials  that  fail  to  ap- 
proach it  in  sightliness,  it's  easy  to 
understand  why  Concrete  has  played 
so  large  a  part  in  our  bridge-building 
during  the  past  few  years.  As  its  ad- 
vantages become  more  widely  under- 


stood, Concrete  will  certainly  be  em- 
ployed even  more  extensively  for  such 
purposes.  Apart  from  all  considera- 
tions of  beauty,  Concrete  reveals 
practical  advantages  for  bridge  work 
that  place  it  high  in  favor  among  en- 
gineers who  understand  its  possibili- 
ties. They  know — and  can  prove  to 
those  who  have  to  bear  the  cost — that 
Concrete  is  free  from  maintenance 
expenses  that  make  other  materials 
more  expensive  in  the  long  run,  re- 
gardless of  first  cost. 


This  particular  Concrete  Bridge  was  designed  by  the 
Engineering  Department  of  the  City  of  Port  Arthur, 
Ont,  and  built  by  Seaman  and  Penniman — Contractors. 


CANADA    CEMENT    COMPANY  LIMITED 

5  HERALD  BUILDING  MONTREAL 
Sales  Offices  at  Montreal  Toronto  Winnipeg  Calgary 
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Quick  Construction 


The  Cheapest 
to  Build. 

The  Longest 
to  Last. 


Absolute  Permanence 


THE 


IMPROVED 


PERMANENT 


Lay  It  To-day 
Use  It  To-morrow 
and  for  Ages. 


PAVEMENT 


Willite  is  an  asphalt  paving  cement  with  the  addi- 
tion of  metallic  sulphates,  which  toughen  and  tem- 
per it.  It  is  completely  waterproof.  Impervious 
to  frost  or  heat;  it  endures  through  all  seasons  and 
all  temperatures  without  cracking  or  softening. 
Willite  owes  its  endurance  to  its  great  tensile 
strength — elasticity.  It  is  made  for  the  heaviest 
traffic. 

We  claim  for  it  a  saving  of  time  and  labour  in 
repairs  when  finished.    We  should  like  to  show 


you  why  it  is  the  best  material  for  complete  new 
roads  and  for  surfacing  any  kind  of  substantial 
road  foundation.  It  is  most  satisfactory  for  re- 
surfacing old  worn  out  roads  and  it  will  make  them 
better  than  new. 

Exclusive  territory  with  rights  to  lay  Willite  can 
be  had  through  the  Canadian  Company. 

Now  is  the  time  to  organize  Willite  Companies. 
Write  for  particulars. 


LICENSEE 

20  ERIE  AVENUE,  NIAGARA  FALLS,  ONTARIO 


Where  Little  Things  Are  Big, 

A  TIP  FOR  CONTRACTORS 

THE  ST.  CLAIR  CONCRETE  CART 


Think  what  this 
cart  can  do. 
Inadequate  methods 
of  carrying  concrete 
from  the  mixer  to 
the  job,  causes  un- 
necessary labor,  ex- 
tra expense,  and  a 
great  loss  of  time. 

These  carts  are  pay- 
ing for  themselves 
on  every  job  they 
are  put  on. 


The  only  cart  man- 
ufactured which 
dumps  the  load  by 
merely  releasing  a 
clip  on  the  side  of 
the  bowl. 

Bowl  turns'  over, 
legs  and  frame  re- 
maining stationary. 

Does  away  with 
the  dissatisfaction  of 
having  to  tip  load 
out  of  cart  by  main 
force. 


Manufactured  in  Canada  by  St.  Clair  Bros. 


ST.  CLAIR  BROS. 


Gait,  Ont.,  Canada 
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48"  Segment  Block  Double  Sewer  Construction,  Montreal  East,  1916 


Segment  Block  Sewers 

A  Type  of  Construction  Universally  Used 

SEWERS  constructed  of  Segment  Block,  made  of  Vitrified  Clay,  suc- 
cessfully withstand  great  external  as  well  as  great  internal  pressure. 
Laboratory  tests  and  long  years  of  actual  service  have  made  this 
type  of  sewer  construction  popular    from    one    end    of  the  continent 
to  the  other. 

Segment  Block  Sewers  are  not  expensive  to  build.  This  type  of1 
construction  can  be  carried  on  throughout  even  the  coldest  winter.  In» 
the  two  photographs  above,  we  show  six  thousand  feet  of  48"  Vitrified; 
Clay  Segment  Sewer  under  construction  in  Montreal  East  in  1916.  Right 
now,  in  the  dead  of  winter,  the  city  of  St.  Hyacinthe,  Que.,  is  laying  a 
66"  Segment  Block  line. 

Careful  building  insures  that  all  Vitrified  Clay  Segment  Blocks  will 
go  together  easily  and  fit  snugly.  Being  made  of  Vitrified  Clay  (Salt 
Glazed)  Segment  Blocks  are  not  affected  by  sewer  gases  or  any  soil 
elements.  Their  glossy  surfaces  promote  sanitariness  through  a  perfect 
flow  of  sewerage. 

Vitrified  Clay  Segment  Sewer  is  supplied  in  sizes  for  lines  from 
30"  to  108"  in  diameter.  For  larger  lines  there  is  no  type  of  construction 
that  equals  Segment  Sewer  Blocks,  made  of  Vitrified  Clay. 

There  is  a  shipping  point  conveniently  near  your  locality  and  every 
order  can  be  filled  without  delay. 

For  full  information  including  quotations,  write  to 
Vitrified  Clay  Pipe  Publicity  Bureau, 
8  Colborne  Street,   Toronto,  Ontario. 
St.  Johns,  P.Q.  New  Glasgow,  N.S. 
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Wire  Guards 

for  Windows  and  Skylights 

Wire  Partitions 
Wire  Screens 


for  Sand  and  Gravel 


Wire  Work 


of  all  kinds 


C.  H.  Johnson  &  Sons,  Ltd 

Wire  Works :  St.  Henry,  Montreal 


SAVING   MONEY  FOR  CONTRACTORS 


Standard  Motor 
Trucks  have  remark- 
ably long  lives.  The 
first  Standard  built 
has  been  in  opera- 
tion over  ten  years. 
Day  after  day,  week 
after  week  and 
month  after  month, 
Standards  are  meet- 
ing unreasonable  re- 
quirements, and  stay 
Standard. 


Standard  5  ton — Equipped  with  Woods  Hoist  and  steel  body 


STANDARD  MOTOR  SALES 


STANDARD  UNITS 

CONTINENTAL  Motors 

SPICER  Universal  Joints 

GEMMER  Steering  Gears 

PERFECTION   Springs  . 

EISEMANN  Ignition 

LONG  Radiators 

TIM  KEN-DETROIT  Axles 
and  Bearings 

BROWN-LIPE  Clutch  and 
Transmission 

PHONE  JUNCTION  8305 

TORONTO,  ONT. 


All  the  name  implies' 
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(Ranitoba  Bridge 

Products  of  Quality 


backed 


by 


Efficient  Service 


STEEL  STRUCTURES 

BUILDINGS— Offices,  Warehouses  and  Industrial 
Plants,  etc. 

BRIDGES — Railway,  Highway,  Swing  and  Bas- 
cule, etc. 

CRANES — Electric  and  Hand  Power,  Travelling, 
etc. 

TOWERS — Transmission  Poles  and  Towers,  etc. 
PLATE  &  TANK  CONSTRUCTION 

PLATE  WORK— All  kinds. 
Boilers  and  Riveted  Pipe. 

STEEL  TANKS— All  kinds. 

Water  Supply  Tanks  and  Towers,  Steel  Stand 
Pipes,  Smoke  Stacks,  Penstocks,  Bins  and  Hop- 
pers, etc. 

FORGINGS 

Heavy  and  Light,  Marine,  Locomotive  and  General 
Forgings. 

ELEVATOR  &  POWER  TRANSMISSION 
MACHINERY 

Complete  Equipment  for  Grain  Elevators,  etc. 
BOLTS,  NUTS,  WASHERS,  SPIKES, 
RIVETS,  ETC. 
UPSET  RODS 

Recent  installation  of  Hydraulic  Upsetting.  Equip- 
ment capable  of  Upsetting  Rods  up  to  4  in. 
diameter. 

POLE  LINE  HARDWARE 
PLAIN  AND  GALVANIZED 
CASTINGS 

Grey  Iron,  Semi-steel  and  Chilled  and  Electric  Steel. 

MINING  EQUIPMENT 
Mine  Cars,  Melting  Pots,  Screens,  etc. 
COAL  AND  COKE  HANDLING  EQUIPMENT 

RAILWAY  EQUIPMENT 
Turntables,  Frogs  and  Switches,  Snow  Plows,  Brake 
Shoes,  etc. 


SHIPBUILDING 

Ship  Bolts  and  Spikes,  Plain  and  Galvanized.  Gen- 
eral Forgings,  Tanks,  Ta.il  Shafts,  Propellors, 
Fastenings,  etc. 

CONTRACTORS*  SUPPLIES 

Derricks,  Buckets,  Dump  Cars,  Post  Caps  and  Bases, 
Hoisting  Equipment,  Skips,  etc. 

REINFORCING  STEEL 

Plain  Rounds,  Squares  and  Twisted,  Bent  to  Specifi- 
cations for  Beams,  Stirrups,  etc. 

MISCELLANEOUS 

Equipment  for  Rolling  Mills,  Pulp  and  Paper  Mills, 
Oil  Refineries,  Saw  Mills,  Packing  Houses, 
Stables,  Jails. 

Tank  and  Silo  Rods  and  Lugs,  Galvanized  Pump 
Rods,  Survey  Stakes,  etc.,  etc. 

Ornamental  Iron  Work,  Fire  Escapes,  Fences,  etc. 

GALVANIZING  PLANT 

Customs  Galvanizing. 

Lengths  up  to  21  feet.  Capacity  about  10 'tons  per 
day. 

ROAD  BUILDING  AND  EARTH  HANDLING 
EQUIPMENT 

Cast  Iron  Culvert  Pipe,  Gravel  Screening  Plants, 
Road  Drags  and  Levellers,  Steel  Drag  Scrapers, 
Reinforcing  Steel  for  Concrete  Work,  Highway 
Bridges,  Catch  Basin  Covers,  Sewer  Manhole 
Covers,  etc.,  etc. 

CONSULTING,  CONTRACTING  AND 
GENERAL  ENGINEERING  AND 
MACHINE  WORK 

GENERAL  ELECTRICAL  WORK— Rewinding 
Armatures,  etc. 


Iron  Works  Limited 


WINNIPEG 


CANADA 
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Immediate  Action  Needed  To  Reduce  Canada's 
$2.90  Per  Capita  Fire  Loss 


RECORD-BREAKING,  while  a  commendable 
enough  procedure  in  some  connections,  is 
grossly  misapplied  when  fire  losses  are  con- 
cerned. In  this  regard,  however,  Canada 
seems  year  by  year  to  be  breaking  new  records,  striv- 
ing, to  all  appearances,  to  maintain  its  position  at  the 
top — or  shall  we  preferably  say,  the  bottom— of  the 
list.  The  per  capita  fire  loss  in  Canada  is  notoriously 
high — the  highest  in  the  world  and,  in  spite  of  every 
attempt  of  propaganda  to  demonstrate  the  wanton- 
ness and  wastefulness  of  our  neglect  and  carelessness, 
this  loss  is  not  mitigated  as  the  years  go  by.  Even 
when  the  fire  demon  himself  brings  right  home  to  us 
the  loss  of  life,  of  employment,  of  created  property, 
of  material  resources  and  of  commercial  prosperity, 
that  follow  in  his  wake,  we  scarcely  heed,  much  less 
profit  by  the  lesson.  With  twenty-three  and  a  half 
millions  gone  up  in  smoke  in  1919,  we  can  hardly  be 


said  to  be  taking  fire  prevention  ideas  to  heart.  Put- 
ting it  on  a  per  capita  basis,  Canada  has  lost,  through 
fire  this  past  year,  $2.90  for  each  man,  woman  and 
child.  With  this  to  its  credit,  Canada  is  a  sorry  sight 
beside  Europe  with  its  71  cents  por  capita  loss — a 
quarter  as  much. 

Canada's  fire  wastage  has  indeed  reached  such 
alarming  proportions  that  its  reduction  is  one  of  the 
country's  most  vital  and  urgent  problems.  Effective 
measures  for  its  control  are  demanded  if  any  con- 
servation of  our  national  wealth  and  resources  is  to 
be  secured.  Fire  waste  is  needless  and  definite  action 
must  be  taken  or  the  present  tremendous  loss  of  pro- 
perty and  life  cannot  but  vitally  affect  the  economic 
future  of  the  country. 

The  twenty-three  and  a  half  millions  is  but  a  par- 
tial representation  of  the  real  loss.  The  indirect  loss, 
involving  interrupted  business  relationships,  loss  of 
earnings  by  employees,  loss  to  property  owners,  loss 
to  municipalities  through  destruction  of  taxable  values 
and  the  loss  of  human  lives — this  loss  is  beyond  the 
power  of  figures  adequately  to  represent.  However, 
considering  only  the  monetary  loss,  $2.90  per  capita 
is  an  enormous  drain  upon  the  resources  of  the  Do- 
minion and  demands  some  more  adequate  measures 
for  its  control. 


Municipalities  Get  More  Power  Under 
Amended  Quebec  Housing  Act 

THE  Quebec  Government's  scheme  for  erecting 
workmen's  dwellings  and  providing  garden 
cities  has  proved  unworkable,  and  is  to  be 
discarded.  The  Government  Housing  Act 
contained  clauses  dealing  with  the  loan  of  monies  to 
various  cities  and  towns,  and  also  the  class  of  house 
to  be  constructed.  Under  this  act  a  technical  com- 
mission was  appointed,  consisting  of  a  director,  archi- 
tect, sanitary  expert,  and  landscape  architect.  The 
commission,  whose  duties  were  to  pass  on  all  schemes, 
draw  plans,  and  generally  carry  out  the  objects  of 
the  act,  the  expenses  being  met  by  a  levy  of  2l/2  per 
cent,  on  the  amount  of  the  loan  to  the  town  or  city. 

There  were  numerous  applications  for  loans,  but 
very  little  was  done  in  the  way  of  actually  carrying 
out  the  act.  The  restrictions  were  found  in  practice 
to  be  very  onerous,  and  Montreal  in  particular  raised 
serious  objections,  not  only  to  the  tax  imposed  by  the 
technical  commission,  but  also  to  the  regulation's  gov- 
erning the  class  of  houses  to  be  built.  To  meet  these 
objections,  the  Quebec  Government  has  introduced 
an  amending  Bill,  which  alters  the  previous  act  very 
radically,  and  abolishes  the  technical  commission. 

In  the  place  of  the  former  machinery,  the  Govern- 
ment will  simply  allot  the  amount  of  the  Federal 
grant  to  the  municipalities,  and  leave  to  each  muni- 
cipality the  absolute  control  of  the  construction  of  the 
dwellings  and  the  full  responsibility.  The  municipali- 
ties will  in  turn  be  able  to  make  loans  to  individuals 
or  housing  companies.  The  Government  are  of  the 
opinion  that  it  will  be  an  almost  impossible  task  to 
look  after  the  construction  of  houses  in  perhaps  100 
or  200  cities  and  towns.  They  will,  however,  advance 
sums  of  money  to  the  municipalities,  in  return  for 
which  the  municipalities  will  give  the  Government 
its  bonds  at  5  per  cent.,  taken  at  par. 

Provision  is  made  in  the  bill  whereby  the  munici- 
palities, for  their  greater  protection,  may  have  the  land 
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on  which  individuals  are  to  construct  houses  trans- 
ferred to  the  municipalities.  The  hill  adds:  "Such 
transfer  may  he  made  as  a  condition  to  a  loan  of 
money,  providing;  the  municipality  agrees  to  re-convey 
the  said  lands  and  said  buildings  to  the  borrower  when 
the  latter  shall  have  paid  to  the  municipality  twenty- 
five  per  cent,  of  the  amount  of  the  loan." 

'  Provision  is  made  whereby  a  municipality  may 
appoint  a  commission  to  do  the  work  for  any  length 
of  time,  and  delegate  to  such  commission  all  or  part 
of  its  powers. 

There  is  a  clause  affecting  Montreal  only,  str  ting 
that  in  case  Montreal  appoints  a  commission,  the  acts 
of  the  latter  do  not  require  the  approval  of  the  Provin- 
cial Director  of  Housing. 

The  bill  permits  of  the  construction  of  a  tenement 
consisting  of  three  dwellings — the  limit — rt  a  total 
cost  of  $13,500.  This  was  done  at  the  request  of  the 
city  of  Montreal,  which  was  not  clear  as  to  the  defini- 
tion of  a  dwelling  under  the  law,  and  feared  that  it 
meant  a  self-contained  house,  or  a  semi-det;  ched,  not 
"flats."  According  to  the  Hon.  W.  Mitchell,  the  Fed- 
eral interpretation  of  a  dwelling  permits  of  the  tene- 
ment type  of  building,  but  to  reassure  Montreal  the 
law  is  being  amended. 

The  amendments  to  the  act  are  designed  to  m;  ke 
schemes  for  working  men's  dwellings  more  simple  in 
operation,  the  powers  formerly  exercised  by  the  Gov- 
ernment being  delegated  to  the  municipalities.  The 
-  mount  of  red-tape  will  thus  be  reduced,  and  a  more 
direct  system,  through  the  municipalities,  adopted. 
The  former  plan  was  too  rigid  and  complex,  rnd  in- 
volved regulations  which,  it  was  felt  by  many,  did  not 
make  for  the  economical  and  expeditious  construction 
of  workmen's  houses. 


Legislation  for  Engineers  Making  Progress  in 
Quebec  and  Nova  Scotia 

FOLLOWING  up  a  meeting  of  a  committee  of 
the  branches  of  the  Engineering  Institute  of 
Canada,  held  last  ye?r  in  Montreal,  at  which 
the  subject  of  the  status  of  engineers  was 
discussed,  legislation  is  now  being  sought  by  provin- 
cial engineers  wdio  are  members  of  the  Institute. 

The  incorporation  by  provincial  charter  of  the  pres- 
ent members'  of  the  Engineering  Institute  of  Canada, 
domiciled  rnd  practising  in  the  Province  of  Quebec 
as  "The  Corporation  of  Professional  Engineers  of 
Quebec,"  has  been  approved  by  the  committee  of  the 
Legislative  Council.  The  body  referred  to  will  deal 
with  the  status  of  engineers. 

At  Halifax  at  a  meeting  of  engineers,  a  provincial 
council,  with  president  and  vice-president,  was  se- 
lected to  take  office,  after  the  passage  by  the  Nova 
Scotia  Legislature  of  the  bill  fixing  the  status  of  the 
engineering  profession  in  the  province,  the  council  to 
carry  on  for  not  more  than  six  months.  The  officers 
and  council  elected  are  :  President,  Mr.  C.  E.  W.  Dod- 
well,  Halifax;  vice-president,  Mr.  D.  H.  McDougrll, 
New  Glasgow;  council,  Messrs.  J.  L.  Allan,  Dart- 
mouth; T.  J.  Brown,  Sydney  Mines;  F.  A.  Bowman, 
Halifax;  F.  W.  Doane,  Halifax ;  A.  F.  Dyer,  Halifax; 

F.  R.  Faulkner,  Halifax;  I.  P.  McNab,  Halifax;  W. 

G.  Matheson,  New  Glasgow-;  W.  P.  Morrison,  Dart- 
mouth ;  C.  M.  O'Dell,  Glace  Bay ;  D.  W.  Robb,  Am- 


herst;  J.  W.  Roland,  Halifax;  F.  P.  Sexton,  Halifax; 
K.  H.  Smith,  Halifax;  L.  H.  Wheaton,  Halifax.  If 
this  bill  is  passed,  a  new  and  permanent  council  will 
be  appointed  within  six  months. 


Ontario  Highway  Department's  Annual  Con- 
ference of  Road  Superintendents 


THE  sixth  annual  Conference  on  Road  Construc- 
tion for  County    Road    Superintendents  and 
Engineers  will  be  held  at  Parliament  Build- 
ings, Toronto,  March  1st,  2nd  .mid  3rd,  1920. 
This  yearly  conference  is  held  under  the  auspices  of 
the  Ontario  Department  of  Public  Highways.  The 
program  follows: — 

Monday,  March  1st. — Morning  Session — 10  a.m., 
"Drainage,"  G.  R.  Mrrston,  County  Engineer  of  Nor- 
folk. Discussion  introduced  by  Chas.  Talbot,  County 
Engineer  of  Middlesex;  J.  (i.  Cameron,  County  Engi- 
neer of  Stormont,  Dundas  and  Glengarry.  "Quarry- 
ing and  Crushing,"  T.  V.  Anderson,  County  Road  Su- 
perintendent of  Lennox  and  Addington.  Discussion 
introduced  by  R.  H.  Fair,  County  Road  Superinten- 
dent of  Frontenac ;  J.  R.  McQuigge,  County  Engineer 
of  Renfrew. 

Afternoon  Session — 2  p.m.,  address,  lion.  F.  S. 
Biggs,  Minister  of  Public  Works  and  Highways.  "Me- 
chanical Handling  of  Stone  and  Gravel,"  A.  M.  Jack- 
son, County  Engineer  of  Brant.  Discussion  intro- 
duced by  J.  F.  Pineo,  County  Road  Superintendent  of 
Elgin  ;  T.  R.  Allison,  County  Road  Superintendent  of 
YVentw  orth. 

Tuesday,  March  2nd. — Morning  Session — 9.30  a.m., 
"Bituminous  Penetration  Surfrces,"  A.  B.  Manson, 
City  Engineer  of  Stratford.  Discussion  introduced  by 
Peter  Robertson,  County  Road  Superintendent  of  Lin- 
coln ;  F.  A.  Senecal,  County  Road  Superintendent  of 
Prescott  and  Russell.  "Street  Paving  in  Towns  and 
Villages,"  E.  A.  James,  Engineer  to  the  Toronto  and 
York  Roads  Commission.  Discussion  introduced  by 
J.  G.  Mill,  City  Engineer  of  Belleville. 

Afternoon  Session — 2  p.m,,  "Highway  Laws." 
Open  discussion,  introduced  by  W.  A.  McLean,  De- 
puty Minister  of  Highwrys  of  Ontario. 

Wednesday,  March  3rd. — Morning  Session — 9.30 
a.m.,  "Time  and  Cost  Keeping  on  County  Roads,"  K. 
W.  McKay,  County  Clerk  of  Elgin.  Discussion  in- 
troduced by  D.  W.  McBurney,  County  Road  Super- 
intendent of  Haldimand ;  D.  J.  Kean,  County  Engineer 
of  Ontario.  "Concrete  Rord  Construction,"  H.  E.  Da- 
vis, Assistant  Engineer,  Department  of  Public  High- 
ways. Discussion  introduced  by  W.  G.  McGeorge, 
County  Engineer  of  Kent ;  J.  F.  Millen,  Sandwich. 

Afternoon  Session — 2  p.m.,  "Concrete  Bridges  and 
Culverts,"  Arthur  Sedgwick,  Assistant  Engineer,  On- 
tario Department  of  Public  Highways.  Discussion  in- 
troduced by  T.  R.  Patterson,  County  Engineer  of 
Huron  ;  J.  M.  Young,  County  Road  Superintendent  of 
Wellington.  "Maintenance  of  Stone  and  Grrvel 
Roads,"  William  Watters,  County  Road  Superinten- 
dent of  Lanark.  Discussion  introduced  by  W.  W. 
Brookfield,  County  Road  Superintendent  of  Welland ; 
H.  G.  Bleecker,  County  Road  Superintendent  of  Has- 
tings. 
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Canada's  Engineers — E.  M.  Proctor 


The  subject  of  the  sketch  in  the  "Canada's  Engi- 
neers" section  of  this  week's  issue  is  E.  M.  Proctor, 
manager  of  the  E.  A.  James  Co.,  Ltd.,  consulting  en- 
gineers, Toronto.  Mr.  Proctor  was  born  in  Sarnia, 
Ont,  in  the  year  1888,  and  was  educated  at  the  Sarnia 
Collegiate  Institute.  In  1905  he  entered  the  Faculty 
of  Applied  Science,  University  of  Toronto,  and  obtained 
the  d  egree  of  B.A.Sc,  in  1909.  During  the  summer  of 
1907  he  was  engaged  as  recorder  on  plane  table  and 
stadia  survey  for  the  Canadian  Pacific  Irrigation  Com- 
pany, Alberta,  and  the  summer  of  1908  was  employed 
as  leveller  on  final  location  work  for  the  National 
Transcontinental  Railway  in  Northern  Ontario. 

After  graduation  he  was  employed  for  nine  months 
as  resident  engineer  for  Mr.  Willis  Chipman,  on  water- 
works construction  in  Western  Canada.  For  the  next 
two  years  and  a  half  he  was  with  the  Canada  Foundry 
Company,  now  the  Canadian  Allis-Chalmers  Company 
of  Toronto,  as  structural  detailer  in  connection  with 
steel  bridges  and  buildings.  In  1912  he  joined  the 
bridge  engineering  staff  of  the  Department  of  Rail- 
ways and  Bridges  for  the  City  of  Toronto,  being  en- 
gaged on  the  design  of  many  city  bridges,  including 
the  following: — St.  Clair  Ave.,  Crawford  Street, 
Olympic  Island,  Mount  Pleasant  Road,  Strachan  Ave. 
and  the  bridges  in  connection  with  the  eastern  entrance 
to  the  Exhibition;  also  designs  for  the  replacement  of 
the  Rosedale  bridges,  which  work  has  not  yet  been 
carried  out. 

In  1916  Mr.  Proctor  joined  the  staff  of  James, 
Loudon  &  Hertzberg,  Limited,  now  the  E.  A.  James 
Company,  Limited,  and  within  a  few  months  was  ap- 
pointed manager  of  the  company.  Since  then  he  has 
had  direct  charge  of  their  engineering  activities,  the 
work  upon  which  he  has  been  personally  associated, 
being  of  a  varied  nature,  and  including  the  following: 
Waterworks  system,  garbage  incinerator  and  housing 
scheme  at  New  Toronto,  Ont.;  water  filtration  plant  at 
Weston,  Ont.;  pavements  and  storm  sewers  in  Orillia, 
Strathroy,  and  Mimico,  Ont.;  garbage  incinerator  at 
Sarnia,  Ont.;  industrial  buildings  for  the  Mueller  Met- 
als, Port  Huron,  Mich.,  the  Northern  Rubber  Co.  and 
the  Partridge  Rubber  Co.,  of  Guelph,  Ont.,  and  the 


Bawden  Machine  Company,  of  Toronto;  structural 
work  of  the  Toronto  Orthopaedic  Hospital  for  the 
Department  of  Public  Works,  Ottawa.  Consultations 
and  reports  upon  municipal  problems  have  also  been 
conducted  for  the  towns  of  Beaverton,  Newmarket, 


Mr.  E.  M.  Proctor 

Aurora,  Campbellford,  Richmond  Hill,  Scarboro  Town- 
ship, Acton,  Milverton,  Napanee,  Seaforth,  Forest, 
Port  Dover,  Chatham  and  Windsor. 

Mr.  Proctor  is  an  Associate  Member  of  the  Engi- 
neering Institute  of  Canada;  Member  of  the  American 
Society  of  Municipal  Improvements;  Member  of  the 
Engineers'  Club,  Toronto,  and  the  Board  of  Trade, 
Toronto. 


$30,000,000  for  Quebec  Roads  Since  1912 

Under  a  bill  amending  the  Quebec  Good  Roads 
Act,  the  Government  has  power  to  borrow  ten  millions 
additional  for  the  continuation  of  the  good  roads  pol- 
icy, making  a  total  of  $30,000,000  in  all  since  1912. 
The  Government  is  authorized  to  pay  up  to  six  per 
cent,  for  this  loan,  instead  of  four  and  a  half  as  here- 
tofore, but  the  rate  of  interest  charged  the  municipali- 
ties, three  per  cent.,  remains  unchanged.  Of  the  $20,- 
000,000  spent  under  the  Act  only  $5,000,000  has  been 
actually  borrowed,  the  remainder  having  been  pro- 
vided out  of  the  consolidated  revenue  fund  from  the 
surpluses  and  other  sources. 


Uses  for  Waste  Asbestos 

Mr.  J.  H.  Walsh,  general  manager  of  the  Quebec 
Central  Railway  Company,  draws  attention  to  the 
enormous  quantity  of  waste  asbestos  on  the  line.  "As- 
bestos sand,"  when  mixed  with  cement,  makes  a  very 
solid  and  suitable  block,  of  the  kind  used  in  building 
the  company's  stations.  It  is  also  used  in  making 
sheathing  and  asbestos  building  board.  The  waste 
sand  from  the  dump  can  be  had,  he  thinks,  for  the 
taking  away  of  it,  and  the  finer  grade,  called  asbestos 


fibre  D,  at  a  very  small  cost,  $4.00  to  $8.00  a  ton.  The 
freight  rate  to  Sherbrooke  on  this  material  is  as  fol- 
lows: Sand  in  bags  (value  $10  per  ton  and  under),  6 
cents  per  100  lbs.,  minimum  60,000  lbs  ;  sand  in  bulk, 
4><  cents  per  100  lbs.,  minimum  60,000  lbs..  Mr. 
Walsh  suggests  that  a  suitable  building  could  be  ob- 
tained at  East  Broughton  for  the  manufacture  of 
blocks  or  beaver  board. 


Protection  for  B.  G.  Architects 

With  a  view  to  putting  an  end  to  American  archi- 
tects practising  in  British  Columbia,  the  architects  of 
the  province  have  a  bill  before  the  Legislature  which 
provides  incorporation  for  an  architectural  institute, 
and  also  protects  Canadian  architects.  The  clause 
which  debars  American  architects  from  practising  is 
as  follows : — "An  architect  seeking  admission  under 
this  Act,  who  is  a  citizen  of  a  foreign  country  or  state, 
shall  be  admitted  to  practise  architecture  in  this  pro- 
vince on  passing  such  an  examination  as  may  be  pre- 
scribed by  the  council ;  provided  that  such  foreign 
country  or  state  of  which  he  is  a  citizen  recognize  the 
standards  of  qualification  set  out  herein  on  an  equal 
footing  with  their  own,  and  admit  the  members  of  this 
institute  equally  with  their  own  citizens." 
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Sewage  System  for  Mowat  Sanitorium  Uses 
Imhoff  Tank  and  Sprinkling  Filter 

Private  Plant,  Serving  Hospital  Buildings,  Shows 
Clear    Effluent  —  Ghlorination    to    be  Added 

  By  A.  Langlols,  B  A.Sc,  C.E.*   — —  


THE  Mowatt  Sanatorium  is  situated  in  the  town 
of  Portsmouth,  Ont.,  about  three  miles  west 
of  the  city  of  Kingston.  The  hospital  consists 
of  a  series  of  four  large  pavilions,  one  voca- 
tional building,  one  nurses'  home,  one  orderlies'  build- 
ing and  storehouse,  six  small  cottages,  a  power  house 
and  a  large  central  building,  where  are  located  the 
laboratories  and  offices,  dining  rooms  and  kitchens. 
The  top  storey  of  this  main  building  is  used  for  the 
bed  patients  of  the  more  severe  cases.  The  institu- 
tion is  well  situated  as  a  sanatorium — on  top  of  a 
hill,  the  slopes  of  which  are  covered  with  fine  trees, 
and  which  is  at  an  elevation  of  80  ft.  above  the  level 
of  Lake  Ontario.  The  capacity  of  the  hospital,  which 
is  at  the  present  time  under  the  administration  of  the 
Department  of  Soldiers  Civil  Re-establishment,  is  300, 
including  the  staff. 

The  town  of  Portsmouth  has  no  system  of  sewage 
disposal,  each  householder  being  individually  respon- 
sible for  his  own.  It  was  considered  necessary,  for  the 
good  of  the  inhabitants,  as  well  as  for  the  hospital  it- 
self, that  the  wastes  coming  from  the  hospital  should 
be  purified  before  they  were  discharged  into  the  na- 
tural drains  to  Lake  Ontario.  After  investigation  and 
study  of  the  situation,  it  was  decided  to  install  a  sew- 
age disposal  plant  that  would  have  a  highly  clarified 
effluent. 

Imhoff  Tank,  Sprinkling  Filter  and  Sludge  Bed 

The  plant  decided  upon  consists  of  an  Imhoff  sedi- 
mentation tank  with  siphon  chamber,  a  stone  sprink- 


"Senior  Assistant  Engineer,  Department  of  Public  Works,  Ottawa. 


ling  filter  and  sludge  bed.  The  system,  as  built,  has 
been  approved  by  the  Ontario  Board  of  Health  with 
the  recommendation  that  chlorination  be  added  de- 
pending on  the  quality  of  the  effluent.  The  system 
has  been  in  operation  since  October,  1919,  and  is 
working  as  well  as  expected.  It  is  quite  noticeable 
that  the  effluent  is  becoming  more  and  more  clarified. 
However,  to  ensure  greater  safety,  the  Department 
of  Public  Works  has  decided  to  chlorinate  and  purify 
the  water  until  it  is  absolutely  inoffensive. 

The  size  of  the  sewer  pipe  for  the  entire  system 
is  6  inches,  and  although  this  may  be  a  subject  of 
discussion,  it  has'  proved  to  be  sufficiently  large  to 
take  care  of  the  flow  it  is  intended  to  carry.  There 
are  ten  manholes  on  the  sewer  system  with  cleanouts 
consisting  of  three-quarter  pipes  opened  for  the  full 
length  of  the  manholes. 

Sedimentation  Tank 

The  sedimentation  tank  is  of  the  Imhoff  type,  built 
of  reinforced  concrete.  It  measures  20  x  9  ft.  in  plan. 
The  depth  from  the  flow  line  to  the  bottom  is  15  feet. 
The  floor  is  divided  into  two  sections,  pitching  to  the 
centre  in  the  form  of  a  pyramid.  The  sludge  compart- 
ment is  so  designed  that  the  sludge  can  be  stored 
for  about  5  months.  The  period  of  retention  is  from 
1^2  to  3  hours.  The  sewage  passes  a  baffle  at  the 
front  end  and  one  at  the  low  end  of  the  settling  com- 
partment. The  effluent  from  the  sedimentation  tank 
is  quite  clear  and  free  from  suspended  matter  and  the 
odor  is  hardly  noticeable  when  the  covers  are  open. 

The  plant  has  been  in  operation  about  four  months 
and  a  thick  scum  has  already  formed  at  the  top  of  the 
sludge  compartment.  The  surface  of  the  water  in  the 
settling  chamber  is  clear  near  the  outlet.  The  sewage 
from  the  tank  is  conducted  through  a  6-inch  pipe  into 
the  siphon  chamber  without  any  screen,  which  has 
not  been  thought  necessary.. 

Siphon  Chamber  and  Sprinkling  Filter 

The  siphon  chamber  is  Sy2  ft.  long  by  5  ft.  wide, 
inside  measurements,  and  has  a  pyramidal  bottom. 
Its  capacity  is  200  gallons,  and  it  is  operated  by  a 
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5-inch  Miller  Siphon  discharging  into  a  6  in.  main 
carrier,  leading  to  the  sprinkling  filter  with  a  7  ft. 
maximum  head.  The  siphon  chamber  is  made  of  rein- 
forced concrete  and  forms  part  of  the  sedimentation 
tank. 

The  sprinkling  filter  is  a  reinforced  structure, 
measuring  26  x  18  ft.  inside.  It  is  divided  into  two 
compartments  longitudinally  by  a  concrete  wall  to 
permit  the  cleaning  of  the  filtering  stone.  The  con- 
crete floor  has  a  fall  of  2l/2  per  cent,  towards  the  ch!  )- 
rination  tank,  and  upon  it  is  laid  the  underdrains  con- 
sisting of  5-in.  half  vitrified  tiles  resting  in  grooves. 
The  sewage  is  directed  to  a  gutter  at  the  lower  end 
of  the  filter,  finally  flowing  into  the  chlorination  com- 
partment. The  filtering  stone  measures  about  5-in. 
for  the  first  foot  on  top  of  the  half  drains,  voids  be- 
ing partly  filled  with  smaller  size  stone.  The  balance 
is  a  mixture  of  equal  quantity  of  y2  and  inch 
stone.  The  total  depth  of  the  filtering  materials  is 
5  ft. 

The  sewage  is  brought  to  the  nozzles  through  two 
3-inch  galvanized-iron  distributing  pipes  branching 
off  from  a  six-inch  cast  iron  feed  pipe  controlled  by 
two  gate  valves.  The  distributors  are  carried  by  \y2 
inch  rods  embedded  into  the  concrete  floor  and  pro- 
vided with  iron  saddles.  At  points  of  support,  tees 
are  placed  to  provide  for  the  nozzles,  six  of  which  are 
used,  three  on  each  side.  They  are  of  the  Taylor 
square  spray  type.  Four  ventilators  give  aeration  to 
the  filtering  stone. 

It  was  at  first  proposed  to  leave  the  filter  in  the 
open  air,  but  in  view  of  the  intense  cold  weather  of  this 
part  of  the  province  it  was  thought  advisable  to  erect 
a  house  over  it  to  protect  the  nozzles  from  frost  dur- 
ing the  night,  when  for  about  eight  hours  there  is 
practically  no  water  coming  from  the  hospital.  An 
ordinary  coal  heater  supplies  the  heat. 

Samples  of  the  effluent  from  the  filter  are  being 
taken  every  two  weeks  for  analysis.  Reports  of  these 
tests  are  not  available  yet,  but  the  quality  of  the 


effluent  is  improving  to  such  an  extent  that  it  is  al- 
most clear  and  free  from  any  odors  and  will,  no  doubt, 
become  highly  clarified. 

Chlorination  Basin  and  Sludge  Bed 

The  chlorination  tank  will  be  part  of  the  filter  and 
consists  of  a  well,  8x6  ft.,  with  a  depth  of  3  feet. 
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Details  of  Sprinkling  Filter 


This  part  of  the  system  is  now  under  construction  and 
will  be  in  operation  in  a  short  time.  An  ordinary 
chloride  of  lime  process  will  be  employed.  A  second- 
ary sedimentation  basin  may  be  established  to  provide 
for  the  settling  of  the  humus  matter  which  may  come 
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through  the  filtering  stone.  However  this  will  de- 
pend on  the  quality,  of  the  effluent. 

The  sludge  bed  was  excavated  in  the  natural 
ground  to  a  depth  of  four  feet  and  made  with  natural 
sloped  embankments.  It  has  an  area  of  400  square 
feet  and  the  depth  of  the  filtering  material  is  3  feet. 
This  material  consists  of  a  mixture  of  fine  broken 
stone  and  gravel,  covered  with  a  6-in.  layer  of  sand. 
On  the  bottom  were  laid  3-inch  field  tiles  placed  2 
ft.  apart.  The  sludge  is  carried  to  the  drying  bed 
through  a  vitrified  clay  pipe. 

The  cost  of  the  entire  system  was  $11,800,  and  in- 
cludes the  building  of  2,600  lin.  ft.  of  6  in.  sewer, 
1,600  lin.  ft.  of  ditch  for  surface  water,  and  the  build- 


ing of  the  tanks,  etc.,  as  follows :  590  cu.  yds.  of  rock 
excavation;  1,044  cu.  yds.  of  earth  excavation;  1,100 
cu.  yds.  of  back  filling  (earth  and  stone);  hauling 
275  cu.  yds.  of  excavated  rock  1,500  feet  away;  2,- 
600  lin.  ft.  of  sewer  trench,  part  7  ft.  deep  in  rock; 
1,600  lin.  ft.  of  trench  18  in.  deep  for  surface  water; 
11  concrete  manholes;  the  reinforced  concrete  tank 
and  filter  house  and  sludge  bed.  The  excavation  for 
septic  tank,  18  ft.  in  depth,  was  in  solid  rock.  In 
that  cost  of  $11,800  is  not  included  the  salary  of  the 
engineer  in  charge. 

The  writer  had  charge  of  the  design  and  the  build- 
ing of  the  system  under  the  direction  of  Mr.  S.  J. 
Chapleau,  C.E.,  district  engineer. 


Activities  of  Dominion  Town  Planning  Branch 

Report  to  Commission  of  Conservation  Gives  Account  of 
Past  Year's  Accomplishments  and  This  Year's  Prospects 


THE  following  account  of  the  work  of  the  Town 
Planning  Branch  of  the  Commission  of  Con- 
servation for  the  prst  year  was  given  by  Mr. 
Adams  before  the  Commission  of  Conserva- 
tion at  the  eleventh  annual  meeting  held  in  Montreal 
Feb.  18  to  20. 

Legislation 

An  Act  was  drafted  for  Quebec  Province  which 
passed  a  first  reading  the  last  session  and  is  still  un- 
der consideration  of  the  Government. 

A  special  Draft  was  also  prepared  for  revising  the 
Ontario  Act  to  meet  the  needs  of  the  large  cities  and 
towns. 

A  draft  Act  was  prepared  for  British  Columbia  and 
has  been  submitted  to  the  Government. 

Different  sets  of  regulations  under  town  planning 
legislation  have  been  prepared  or  reviewed  during  the 
year.  Provisions  of  St.  John  and  Halifax  Town  Plan- 
ning schemes  have  been  revised  and  are  now  about 
ready  for  presentation  to  the  provincial  governments. 

Proposals  have  been  made  to  the  cities  of  Edmon- 
ton, Calgary,  Lethbridge  and  Medicine  Hat  as  to  the 
special  provision  necessary  to  deal  with  their  some- 
what unique  conditions  under  town  planning  schemes. 

Housing  Legislation  and  Administration 

Under  the  Order  in  Council  of  12th  December  last 
the  Town  Planning  Adviser  of  the  Commission  was 
asked  to  give  assistance  and  co-operation  to  the  Hous- 
ing Committee  of  the  Cabinet  to  carry  on  the  work  of 
the  Committee  in  administering  the  housing  loan  of 
$25,000,000  granted  under  the  general  housing  pro- 
ject of  the  Federal  Government.  A  large  part  of  the 
time  during  the  past  year  has  been  given  to  this  work 
with  the  assistance  of  a  special  staff  appointed  by  the 
Housing  Committee  of  the  Cabinet. 

General  Town  Planning  Schemes 

General  advice  has  been  given  to  the  cities  all 
over  the  country  in  connection  with  proposals  to  pre- 
pare town  planning  schemes.  Meetings  have  been 
held  or  visits  paid  to  cities  in  all  the  provinces.  Con- 
siderable progress  has  been  made  with  plans  for  sev- 
eral cities,  including  St.  John,  Halifax,  Borden  (P.E.I.), 
Hamilton,  London,  Ottawa,  Calgary  and  other  smaller 
cities. 

A  housing  report  has  been  advanced  towards  the 


stage  of  being  nearly  ready  for  publication  and  a  re- 
port on  regional  planning  was  completed.  A  report 
on  industrial  decentralization  in  large  cities  is  under 
preparation,  after  a  considerable  amount  of  research 
in  Toronto  and  Montreal  by  Captain  Ferguson, 
M.K.I.C. 

Reports  have  also  been  prepared  on  the  surveying 
of  curves  by  Mr.  H.  L.  Seymour,  A.M.E.I.C.,  and  on 
comparative  conditions  of  assessment  and  taxation  in 
different  cities  by  Mr.  A.  G.  Dalzell,  A.M.E.I.C.,  and 
on  several  incidental  questions  such  as  sunlight  en- 
gineering. 

Plans  for  different  cities  and  housing  schemes  have 
involved  preliminary  study  of  underlying  factors. 

Educational  Work 

Meetings  have  been  held  in  numerous  cities  and 
several  papers  have  been  prepared  for  conferences. 
The  Branch  continues  to  lend  slides  and  typewritten 
lectures  and  to  prepare  material  for  many  publications, 
including  "Conservation  of  Life." 

Expert  Advice  to  Government  Departments 

During  the  past  year  the  Town  Planning  Adviser 
has  been  acting  in  an  advisory  capacity  to  the  Depart- 
ment of  Public  Works  in  connection  with  the  planning 
of  the  sites  for  public  buildings  in  Ottawa  and  in  re- 
spect of  other  matters. 

In  connection  with  the  Housing  Committee  of  the 
Cabinet  a  number  of  designs  for  houses  have  been 
prepared  by  Mr.  W.  D.  Cromarty  and  Mr.  B.  Evan- 
Parry  including  a  special  design  for  soldiers  suffering 
from  tuberculosis  and  one  for  a  farm  house  for  the 
Sold;ers'  Settlement  Board. 

The  Town  Planning  Adviser  has  also  reported  on 
the  question  of  erecting  wooden  houses  in  England  to 
the  Department  of  Trade  and  Commerce. 

Consideration  has  been  given  to  the  preparation 
of  aerial  maps  of  cities  and  towns,  of  topographical 
maps  by  Government  departments. 

General  Correspondence  and  Advisory  Work 

Correspondence  has  been  received  from  all  parts 
of  Canada  and  from  Government  and  other  depart- 
ments in  United  States,  Australia,  England,  Holland. 
Central  Africa  and  elsewhere  regarding  town  plan- 
ning legislation  and  schemes.    This  part  of  the  work 
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continues  to  increase  and  make  a  large  demand  on 
the  staff  of  the  office. 

WORK  FOR  THE  PRESENT  YEAR 

Legislation 

Town  planning  covers  a  continually  extending 
field  of  work  because  of  the  large  number  of  elements 
that  enter  into  the  growth  of  cities  and  towns  and  the 
new  factors  that  are  constantly  arising.  Hence,  it  is 
necessary  to  keep  legislation  up  to  drte  and  to  confer 
with  the  provinces  regarding  improvements  and 
amendments  needed. 

Apart  from  Ontario,  Quebec  and  British  Colum- 
bia, we  have  up-to-date  legislation  in  Canada  but  in 
the  three  provinces  named  negotiations  must  be  con- 
tinued to  get  proper  town  planning  Acts  on  the  stat- 
ute books.  The  Quebec  Government  still  have  the 
matter  under  consideration  and  continued  efiort  is 
necessary.  The  Branch  is  co-operating  with  the  mem- 
bers of  the  Government  and  last  year  the  Act  passed 
its  first  reading.  Now  that  the  wrr  is  over  there  is 
more  interest  being  taken  in  the  matter  and  any  de- 
lay is  due  to  lack  of  time  on  the  part  of  the  Govern- 
ment and  not  to  lack  of  conviction  of  the  desirability 
of  town  planning.  In  Ontario  there  is  a  Town  Plan- 
ning  and  Development  Act  but  it  is  not  satisfactory 
to  the  municipalities.  The  Branch  is  acting  in  co- 
operation with  the  Government  with  a  view  to  getting 
the  Act  amended  and  enlarged  in  scope.  Even  if  this 
is  accomplished  in  the  coming  session  there  will  be 
a  good  deal  of  work  to  be- done  during  the  year  in  pre- 
paration of  the  necessary  regulations.  It  is  possible, 
however,  that,  owing  to  the  Government  of  Ontario 
being  new  in  office,  it  may  be  next  session  before  the 
Act  is  improved  along  the  lines  being  advocated.  In 
British  Columbia  it  is  necessary  to  continue  nego- 
tiations with  the  Government  as  we  have  not  yet 
obtrined  legislation  in  that  province.  In  the  other 
provinces,  while  we  have  the  legislation,  we  have  to 
continue  to  advocate  for  its  effective  administration 
and  to  give  assistance  in  drafting  regulations  and  ad- 
vising municipalities. 

In  all  this  work  the  Branch  is  acting  in  co-opera- 
tion with  the  provincial  governments. 

Expert  Advice  to  Government  Departments  and  Muni- 
cipalities 

The  activities  of  this  Branch  are  continually  being 
widened  owing  to  the  demands  of  different  depart- 
ments of  the  Federal  Government,  the  Provincial  Gov- 
ernments, and  municipalities,  for  assistance  in  deal- 
ing with  town  planning  problems.  Advice  is  likely  to 
be  required  in  the  coming  year  in  connection  with  Fed- 
eral departments  as  follows  : — - 

•  Department  of  Public  Health — Administration  of 
Federal  Housing  Project. 

Department  of  the  Interior — Planning  of  Jasper 
end  other  townsites  ;  also  regional  planning  of  areas 
in  connection  with  water  power  developments. 

Department  of  Public  Works — Co-operation  in 
planning  of  site  of  Government  Buildings  in  Ottawa 
with  the  consulting  architect  and  chief  architect  of 
the  Department. 

In  co-operation  with  the  Provincial  Governments 
the  Branch  has  been  assisting  rnd  will  continue  to 
assist  in  the1  preparation  of  plans  for  Greater  Halifax, 
St.  John  (N.B.),  Borden  (P.E.I. ),  and  other  cities. 

The  requests  received  from  municipalities  for  as- 
sistance in  preparing  town  planning  schemes  are  very 
numerous.    The  whole  of  the  time  of  a  much  larger 


staff  could  be  employed  if  compliance  were  to  be  made 
with 'all  these  requests. 

Studies  and  Investigations  on  Housing  and  Town 
Planning  Conditions 

The  investigations  which  have  been  begun  this 
year  by  Captain  Ferguson  into  the  industrial  develop- 
ments of  the  largest  cities  in  the  country  will  be  com- 
pleted and  the  tendencies  towards  industrial  decen- 
tralization should  be  continued.  These  investiga- 
tions will  provide  us  with  valuable  information  re- 
garding the  direction  in  which  population  is  becoming 
distributed  and  regarding  the  frctors  which  are  caus- 
ing industries  to  move  from  one  district  to  another. 

The  Branch  is  also  continuing  investigations  into 
the  housing  problem  which  has  taken  up  a  consider- 
able part  of  the  time  during  the  past  three  years.-  It 
presents  such  great  difficulties  and  complexities  rs  to 
require  continuous  study.  The  problem  is  not  now 
confined  to  bad  conditions  in  the  big  cities  but  to 
shortage  of  good  houses  in  all  cities  and  towns  and  a 
need  for  improvement  in  the  methods  of  planning  and 
construction. 

A  leading  part  has  been  taken  in  promoting  a 
movement  to  develop  regions  1  plans  for  industrial 
areas  such  as  the  area  comprised  in  the  Niagara  dis- 
trict which  centres  round  the  power  development  of 
Niagara  Falls.  This  movement  is  involving  a  good 
deal  of  research  work  and  is  already  leading  to  good 
results  and  widespread  interest. 

Reports  and  papers  will  have  to  be  prepared  to 
meet  part  of  the  great  demand  which  the  Branch  has 
for  information,  articles,  papers  for  conferences,  etc. 

The  Branch  has  been  co-operating,  and  will  re- 
quire to  continue  to  co-operate  with  the  universities 
and  the  Town  Planning  Institute,  in  developing  edu- 
cation in  town  planning. 

Other  research  work  during  the  coming  year  will 
include  further  investigation  into  assessment  and 
taxation,  particularly  in  the  western  cities  where 
acute  problems  are  arising  in  connection  with  these 
matters. 

Work  has  to  be  limited  to  giving  general  advice, 
to  carrying  on  educational  work  in  some  of  the  leading 
municipalities  and  to  advising  as  to  the  procedure 
which  should  be  followed.  Help  may  have  to  be  given 
during  the  coming  year  to  the  cities  of  Hamilton, 
Border  Cities,  London,  Peterborough,  and  several 
western  cities.  As  the  Branch  has  no  direct  responsi- 
bility in  advising  municipalities  and  can  only  do  so 
with  the  approval  of  the  province,  efforts  have  to  be 
confined  to  general  advice  and  education.  This  work 
will  keep  the  Branch  fully  employed  during  the  year, 
along  with  the  work  connected  with  legislation. 

Expert  Advice  in  Connection  with  Development  of 
New  Towns 

This  work  must  in  future  be  confined  to  corres- 
pondence and  reports  on  general  principles.  The  de- 
tail planning  of  new  developments  should  be  left  to 
those  engaged  in  special  work  as  it  is  impossible  for 
this  Branch  to  undertake  more  than  has  already  been 
done  in  this  way  of  planning  one  or  two  examples, 
such  as  the  Kipawa  scheme. 

It  is  also  desirable  to  encourage  professional  prac- 
tice in  town  planning  so  as  to  gradually  build  up  a 
skilled  profession  in  the  country,  capable  of  dealing 
with  the  immense  problems  and  numerous  schemes 
in  the  future. 
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Canadian  Marble  Resources  Being  Neglected 

Author  Claims  That  This  Country  Can  Produce  Architectural 
and    Ornamental    Stone    Equal    to    Any    Foreign  Product 
 By  w.  H. 


THE  prediction  made  at  the  recent  convention  of 
Provincial  (Ont.)  Builders'  and  Supply 
Association,  that  Canada  is  on  the  eve  of  a 
building  boom,  recalls  forcibly  the  lamentable 
fact  that  we  in  Canada  have  neglected  in  the  past  to  de- 
velop our  wonderful  natural  resources  for  the  supply 
of  raw  material  in  a  department  which  is  one  of  the 
most  essential  and  important  in  the  building  trade. 
The  reference  is  to  Canadian  building  stone,  particu- 
larly architectural  and  ornamental  stone. 

Considering  the  natural  resources  of  the  country, 
the  Canadian  stone  industry  has  been  sorely  neglected, 
but  there  are  vital  reasons  why  this  industry  should 
now  and  without  delay  be  stabilized.  The  conditions 
of  foreign  exchange  figuratively  says  that,  in  spite  of 
our  great  nature  1  resources,  our  dollar  is  not  worth 
its  full  value.  Why?  Because  we  as  a  nation  are  not 
equalizing  our  national  resources ;  we  are  concentrat- 
ing on  the  development  of  a  few  and  neglecting  other 
natural  industries  of  which  the  Canadian  stone  indus- 
try is  one,  one  which  can  help  the  country  substan- 
tially in  equalizing  its  imports  and  exports.  Changes 
in  world  conditions  are  automatically  forcing  upon 
this  industry  a  glorious  future,  but  what  are  we  doing 
on  our  part?  The  exchange  question  may  be  elim- 
inated in  a  reasonable  time  by  equalizing  the  trade 
values,  but  that  will  not  eliminate  the  necessity  of 
fostering  our  home  industries  and  our  natural  re- 
sources. 

The  labor  question  which  is  playing  such  a  big 
part  in  forcing  up  the  values  of  some  of  our  natural 
resources,  particularly  our  marbles,  is  almost  certain 
to  be  permanent.  In  foreign  countries  it  may  be  pos- 
sible for  them  to  reduce  their  local  labor  cost  enabling 
them  to  prepare  raw  materials  for  shipment  more 
cheaply  than  we  can,  but  this  relatively  small  item 
does  not  compare  with  transportation  costs  where  the 
shorter  haul  of  our  material  gives  us  a  very  decided 
advantage.  This  is  not  only  a  decided  but  a  sure  ad- 
vantage for  some  years  to  come  as  the  hold  labor  has 
on  transportation  costs  is  undoubtedly  firm. 

Develop  Our  Own  Resources 

It  is  essential  that  these  opportunities  which  have 
been  thrown  our  way  should  be  taken  advantage  of 
by  coupling  them  with  our  undeveloped  resources. 
With  the  aid  of  the  press  and  our  governments  the 
facts  relating  to  the  building  stone  industry  can  be 
presented  to  the  public  in  such  a  way  as  to  assist  in 
securing  the  necessary  capital  which,  with  proper 
management  and  co-operation  among  the  different 
owners,  should  develop  this  industry  so  as  to  elimin- 
ate the  necessity  of  importing.  This  would  minimize, 
for  the  prospective  builder,  two  vexing  questions,  ex- 
change and  the  necessity  of  importing  ornamental 
building  stone.  These  questions  are  two  of  the  prin- 
cipal causes  of  retarding  the  erection  of  the  larger 
and  more  important  projected  buildings  throughout 
the  Dominion. 

It  may  be  well  to  bear  in  mind  that  in  the  past  most 
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of  the  stone  entering  into  the  construction 
of  the  larger  and  more  important  buildings 
out  the  Dominion  was  imported,  with  its 
every  way,  and  in  many  cases  its  superior,  resting  at 
home  not  quarried.  It  is  not  generally  known  that 
Canada  is  so  fortunate  as  to  have,  in  Hastings  County, 
Ontario,  vast  deposits  of  ornamental  stone,  or  marble 
as  it  is  more  commonly  called,  which  have  been  pro- 
nounced as  being  second  to  none  of  the  best  offerings 
of  the*world's  ornamental  stone  markets,  by  experts 
who  have  seen  and  examined  them.  From  these  de- 
posits the  replicas  of  most  of  the  foreign  marbles  can 
be  obtained,  duplicating  in  every  way  their  quality, 
color,  texture,  and  strength. 

Canadian  Stones  Not  Inferior 

Dr.  Parks  in  his  report  to  the  Dominion  Govern- 
ment, entitled  "Ornamental  Building  Stone,"  especi- 
ally mentions  this  area  and  the  features  of  this  marble 
in  comparison  with  the  imported  marbles.  He  calls 
the  attention  of  Canadian  architects  to  the  possibili- 
ties of  the  Bancroft  marbles  for  interior  and  exterior 
building  purposes,  analyses  showing  that  the  strength 
and  low  absorption  as  well  as  the  non-staining  quali- 
ties of  this  stone,  make  our  domestic  product  by  far 
a  more  desirable  and  pleasing  marble. 

Dr.  Parks  in  this  report  advises  the  Canadian  ar- 
chitect to  investigate  the  wonderful  possibilities  to  be 
derived  architecturally  from  the  application  and  use  of 
the  ornamental  and  building  stones  of  Hastings 
County. 

No  true  Canadian  would  doubt  our  own  ability  to 
operate  our  industries  under  proper  working  condi- 
tions equally  as  well  as  our  foreign  competitors. 
Therefore  the  adaptability  of  the  natural  resources 
must  contribute  the  means  of  economic  production 
and  distribution  of  the  product  in  marketable  form 
and  in  such  a  way  as  to  not  only  meet  our  competitors 
but  to  sell  low  enough  to  eliminate  them  as  keen 
contenders. 

Adaptabilities  of  Canadian  Resources 

The  natural  adaptabilities  of  the  Hastings  County 
areas  are  exceptional  when  viewed  from  a  commercial 
standpoint.  The  strata  from  which  these  marbles  are 
quarried  rre  compactly  grouped  in  a  wonderful  as- 
sortment of  varieties,  white,  colored,  bread  and  but- 
ter, monotone  and  variegated.  There  are  sources  of 
ample  water  power  which  when  developed  should  re- 
duce the  production  costs  to  the  most  economic  basis. 
Economy  in  shipping  is  another  essential  feature  in 
low  cost  of  production  and  this  is  already  assured  in 
this  area  by  the  location  through  the  quarries  of  a 
line  of  the  Canadian  National  Railways. 

The  same  general  advantages  are  found  in  another 
grouping  of  excellent  stone  quarries,  capable  of  sup- 
plying stone  of  an  entirely  different  formation  yet 
essentially  of  great  value  to  the  building  trade.  The 
writer  refers  to  the  Peel  County  group  which  supplied 
the  stone  entering*  into  the  construction  of  the  facade 
of  our  Ontario  Parliament  buildings,  a  stone  acknow- 
ledged to  be  at  the  very  top  of  its  own  classification. 
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The  writer  understands  that  an  effort  is  being 
made  to  group  under  one  management  some  of  the 
properties  in  Hastings  County;  this  is  a  move  in  the 
right  direction.  In  so  far  as  our  ornamental  building 
quarries  are  concerned,  if  they  were  grouped  in  their 
own  classification  for  economy  in  sales  or  grouped  in 
location  for  economy  in  production,  and  organized 
under  some  system  of  controllable  co-operation  as  an 
industry,  it  would  go  a  long  way  towards  wiping  out 
our  heretofore  keen  foreign  competition.  Such  an  in- 
dustry, with  its  wealth  of  natural  resources  in  archi- 
tectural and  ornamental  stones  which  are  in  many 
cases  superior  to  the  foreign,  should  under  proper 


business  management  soon  develop  into  an  exporting 
industry. 

Our  Governments,  public  utilities,  and  large  finan- 
cial institutions,  erect  magnificent  edifices  in  which  to 
conduct  their  business.  In  these  edifices  the  architec- 
tural ornamentation  is  not  necessary  for  the  carrying- 
on  of  the  business  but  is  added  as  a  matter  of  national 
pride  and  to  emphasize  our  national  strength,  figura- 
tively speaking  "They  build  of  masonry  the  pages  of 
our  National  advertising."  Then  let  us  as  a  nation  see 
that  this  industry  becomes  a  national  one,  so  that  our 
future  advertising  may  be  truly  National,  MADE  IN 
CANADA. 


Ontario  Land  Surveyors  Hold  Convention 

Report  of  Proceedings — Papers  on  Surveying  Topics — 
Highway  Development  Given  Considerable  Attention 


1HE  opening  meeting  of  the  twenty-eighth  an- 
nual convention  of  the  Association  of  On- 
tario Land  Surveyors  was  held  in  the  Engi- 
neers' Club,  Toronto,  Tuesday  afternoon,  Feb. 
17.  After  the  reading  of  the  minutes  of  the  last  meet- 
ing and  the  disposal  of  other  formal  business,  the 
association's  president,  Mr.  C.  Frascr  Aylsworth, 
delivered  an  address,  dealing  with  the  importance  of 
organization  among  land  surveyors  to  protect  their 
interests,  and  endorsing  a  Dominion  wide  associa- 
tion. Next  in  order  came  the  reports  of  the  different 
business  committees,  read  by  the  respective  chair- 
men. Mr.  E.  Deville's  paper  on  "Boundary  Monu- 
ments" was  read  by  the  secretary,  Mr.  L.  V.  Rorke,  ow- 
ing to  the  absence  of  Mr.  Deville.  Considerable  discus- 
sion took  place  on  a  question  which  was  raised  re- 
garding the  formation  of  a  Dominion  Land  Surveyors' 
Association,  the  outcome  of  which  was  the  appoint- 
ment of  a  committee,  composed  of  Col.  Van  Nostrand, 
J.  A.  Dobie  and  C.  F.  Aylsworth,  to  confer  with 
committees  from  other  associations  interested  and  re- 
port at  the  next  meeting. 

The  evening  session  was  opened  by  the  reading 
of  a  paper  on  "Possibilities  of  the  Aeroplane  in  Con- 
nection with  Surveying,"  by  Lt.-Col.  R.  Leckie,  of 
the  Canadian  Air  Board,  which  was  illustrated  by 
several  lantern  slides  of  actual  photographs  taken  from 
aeroplanes.  Mr.  H.  L.  Seymour,  of  the  Commission 
of  Conservation,  Ottawa,  next  read  a  very  interest- 
ing paper  dealing  with  the  subject  of  "Housing  and 
Town  Planning,"  which  brought  the  evening  session 
to  a  close. 

Wednesday  Morning  Session 

The  first  item  of  business  of  the  Wednesday  morn- 
ing session  was  the  reading  of  the  report  of  the  Com- 
mittee on  Roads  and  Pavements  by  its  chairman,  Mr. 
George  Hogarth.  After  a  short  discussion  on  the 
contents  of  the  report,  a  move  that  same  he  adopted 
was  carried.  The  question  of  the  advantage  of  the 
motor  truck  for  hauling  materials  was  raised  at  this 
point  and  Mr.  Hogarth  pointed  out  that  in  certain 
seasons  of  the  year,  when  the  roads  were  in  a  bad 
condition,  it  was  next  to  impossible  to  use  trucks  for 
this  purpose,  but  was  of  the  opinion  that  under  favor- 
able conditions  the  truck  was  superior  for  hauling 
materials.    In  comparing  the  truck  to  the  tractor,  Mr. 


Hogarth  favored  the  truck  on  account  of  its  greater 
speed  and  reliability  of  operation. 

Provincial  Highway  Work 

Next  on  the  program  was  Mr.  Hogarth's  illus- 
trated talk  on  "Provincial  Highway  Work."  The 
speaker  first  touched  upon  the  location  of  the  main 
branches  comprising  the  province  of  Ontario's  road 
system  and  explained  the  standard  adopted  for  road 
layout  with  reference  to  overall  width,  allowances  for 
ditches,  etc. 

Many  before  and  after  views  were  shown,  depict- 
ing the  bad  conditions  existing  on  various  roads 
throughout  the  province  owing  to  the  lack  of  proper 
drainage  facilities  and  the  measures  taken  by  the  De- 
partment of  Highways  to  correct  this.  An  illustra- 
tion of  the  danger  sign  being  used  on  highways  which 
are  crossed  by  railway  lines  was  shown.  This  sign 
is  placed  at  a  distance  of  about  300  ft.  from  the  open 
crossing,  warning  vehicles  of  the  danger  spot  ahead. 
Mr.  Hogarth  stated  that  by  spring,  this  year,  the 
department  expected  to  have  placed  these  danger 
signs  near  every  crossing  in  the  province.  A  num- 
ber of  interesting  slides  dealing  with  the  elimination 
of  sharp  curves,  grading,  hill  cutting,  the  excavation 
of  ditches,  the  department's  road  building  machinery 
in  operation,  stone  crushing  plant,  bridges  and  cul- 
verts constructed,  etc.,  were  also  shown.  Mr.  Empey, 
also  of  the  Ontario  Highway  Department,  gave  a 
short  talk,  also  illustrated  by  lantern  slides,  on  the 
work  done  on  the  Ottawa-Prescott  branch  of  the  Pro- 
vincial Highway.  Owing  to  the  great  amount  of  rock' 
encountered  in  the  construction  of  the  foundation  of 
this  road,  a  machine  for  removing  boulders  was  in- 
stalled, and  in  some  cases  blasting  was  necessary. 
Towards  the  end  of  Mr.  Empey's  talk,  he  read  a  sum- 
mary of  the  work  that  had  been  carried  out  on  this 
particular  branch  of  the  Provincial  highway,  which 
covered  the  following:  12-1/3  miles  of  ditch  filled  in 
with  rock  to  bring  the  road  to  a  30-ft.  width ;  2y2 
miles  of  macadam  completed;  5-1/10  miles  grading 
about  half  completed ;  27-6/10  miles  grading  com- 
pleted ;  considerable  area  near  Ottawa  on  which  grad- 
ing has  been  completed  and  macadam  surface  laid.  A 
vote  of  thanks  was  moved  by  Mr.  Speight  and 
seconded  by  Mr.  Gibson,  to  Mr.  Hogarth  and  Mr. 
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Empey,  and  unanimously  responded  to  by  the  mem- 
bers. 

The  Wednesday  afternoon  session  included  a  paper 
on  "Highway  Drainage"  by  Mr.  U.  V.  Christie,  which 
pointed  out  the  important  bearing  proper  drainage  had 
upon  the  life  of  the  road.  The  report  of  the  Council 
of  Management  and  Board  of  Examiners  was  read  by 
Mr.  T.  B.  Speight,  and  that  of  the  Committee  on 
Drainage  by  Mr.  W.  G.  McGeorge.  The  report  of  the 
Committee  on  Repository  and  Biography  was  also  pre- 
sented. 

The  election  of  officers  and  nominations  for  mem- 
bers of  council  were  the  important  items  of  business 
on  the  program  for  the  final  day  of  the  convention. 
The  new  officers  elected  were:  President,  T.  B.  Le- 
May,  Toronto;  vice-president,  G.  A.  McCubbin,  Chat- 
ham; secretary-treasurer,  L.  V.  Rorke  (reappointed); 
auditors,  John  Van  Nostrand  and  D.  D.  James;  scru- 
tineers, A.  T.  Ward  and  H.  L.  Esten.  Two  members 
will  be  elected  to  the  council  and  the  following  were 
nominated  for  the  vacancies:  F.  N.  Rutherford,  St. 
Catharines;  J.  W.  Pierce,  Ottawa;  H.  M.  Anderson, 
North  Bay;  W.  G.  McGeorge,  Chatham;  J.  J.  Mac- 
Kay,  Hamilton;  J.  D.  Evans,  Trenton,  and  E.  D.  Bol- 
ton, Listowel. 

A  luncheon  in  the  afternoon,  tendered  to  veteran 
surveyors  who  have  been  in  actual  practice  for  30 
years  or  more,  was  the  closing  event  of  a  very  success- 
ful convention. 


Minter  System  of  Burning  Clay  Ware 
Gives  Excellent  Results 

  By  D.  C.  Merkley   

FOR  a  number  of  years  we  have  been  interested 
in  clay  working  and  plant  operation.  We 
visited  a  number  of  plants  and  naturally  looked 
into  every  phase  of  operation  wherever  oppor- 
tunity offered.  We  always  found  round  down-draft 
kilns  producing  results,  and  decided  that  it  was  the 
type  of  kiln  best  suited  to  variable  requirements  and 
the  production  of  the  very  best  quality  of  ware.  The 
cost  of  burning  ware  in  round  down-draft  kilns  has 
always  been  high,  and  this  fact  led  us  to  investigate 
a  system  known  as  the  Minter  System.  The  writer 
made  a  special  trip  to  the  plant  of  The  Flint  River 
Brick  Company,  Albany,  Ga.  They  had  had  the  sys- 
tem in  use  for  more  than  two  years,  and  the  results 
optained  as  proven  by  their  records,  the  burned  ware 
on  hand,  and  the  actual  Operation,  were  noted  very 
carefully. 

I  was  convinced  that  the  claims  for  this  system 
were  conservative  and  were  based  on  actual  perform- 
ance. After  fully  investigating  the  Minter  system  we 
entered  into  a  contract  for  a  battery  of  kilns,  and  Mr. 
Minter  came  to  Ottawa  and  supervised  the  construc- 
tion of  these  kilns.  We  used  the  best  material  and 
construction  methods  and  believe  we  have  a  battery 
of  kilns  that  embody  everything  known  in  kiln  con- 
struction and  operation  of  this  type  of  kiln  at  the  time 
they  were  constructed. 

System  is  Flexible 

The  flexibility  of  the  system  is  remarkable  by  rea- 
son of  the  fact  that  just  as  good  ware  is  produced 
when  operations  are  temporarily  interrupted  as  when 
the  operation  is  continuous. 

The  flue  system  is  designed  to  do  any  one  of  three 
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things;  to  discharge  from  kilns  to  (1 J  induction  ;  (2)  to 
waste  heat  flue;  (3)  to  the  next  kiln  ahead  of  burning 
kiln  and  in  each  burn  each  flue  is  used  at  some  stage 
of  the  burning  process. 

The  draft  is  produced  by  a  niultiblade  fan  and  25 
h.p.  motor,  and  is  directed  from  kiln  to  kiln  and  from 
flue  to  flue  by  almost  air-tight  dampers.  The  damper 
can  be  regulated  to  give  instantly  just  the  draft  de- 
sired, according  to  the  stage  of  the  burn  through 
which  the  kiln  is  passing  and  the  kiln  atmosphere 
required. 

Control  of  the  distribution  is  by  a  series  of  flues 
and  openings  built  in  and  require  no  regulation  what- 
ever in  operation — the  only  necessary  attention  being 
to  remove  any  obstruction  that  may  get  into  them, 
and  this  can  be  done  from  the  outside.  The  continu- 
ous principle  is  carried  through  the  regular  cycle  of 
operation,  with  No.  1  kiln  cooling  and  furnishing 
waste  heat  for  watersmoking  No.  4  kiln,  or  to  the 
drier  or  to  both  the  drier  and  watersmoking  kiln,  No. 
2  kiln  previously  pre-heated  from  No.  1  under  full  fire 
and  the  draft  from  No.  2  passing  through  No.  3  and 
thence  to  induction. 

While  in  full  operation  there  is  one  cooling  kiln, 
one  firing,  one  pre-heating,  and  one  watersmoking 
kiln,  the  draft  on  four  kilns,  and  only  one  kiln  under 
fire.  We  use  one  day  and  one  night  fireman.  We  find 
that  in  using  waste  heat  from  the  kilns  for  the  drier 
that  the  amount  of  fuel  required  for  the  kiln  would 
be  used  in  the  boiler  if  steam  was  run  through  coils  to 
dry  an  amount  of  ware  equal  to  what  we  dry  with  the 
waste  heat  from  the  kiln. 

Improvement  in  Quality  of  Ware 

Waste  heat  is  the  cheapest  source  of  heat  possible 
for  use  so  far,  and  the  result  of  the  use  of  the  sys- 
tem at  our  plant  has  been,  as  stated  above,  very  cheap 
in  operation,  easy  to  contrpl,  and  altogether  satisfac- 
tory. There  was  a  great  improvement  in  the  quality 
of  the  ware  over  our  old  method  of  burning.  We  be- 
gan operating  the  kilns  in  the  fall  of  last  year. 

Some  of  the  kilns  and  flues  were  wet  on  the  last 
burn  around  just  before  we  closed  down  for  the  win- 
ter, and  the  weather  was  cold,  near  zero,  for  portion 
of  the  time.  We  burned  five  kilns  holding  a  total  of 
520,000  brick  with  135  tons  of  coal,  or  520  lbs.  per 
1000.  The  brick  were  well  burned  and  85  per  cent, 
were  face  brick  and  sold  as  such. 

In  addition  to  burning  the  brick  the  waste  heat 
was  used  to  dry  about  75  in  our  waste  heat  drier.  We 
are  making  a  mixed  product,  common  brick,  face  brick, 
terra  cotta,  and  hollow  ware  of  'various  sizes.  Our 
kilns  are  adapted  to  the  manufacture  of  a  mixed  pro- 
duct.   Our  operation  is  practically  smokeless. 


The  Sterling  Engine  Company,  of  Buffalo,  N.  Y., 
have  issued  a  pamphlet  describing  the  model  G-R  Ster- 
ling engine.  This  series  comprises  4,  6  and  8  cylinder 
engines,  of  the  dual-valve-in-the-head  type,  ranging  in 
power  up  to  300  h.p.  These  engines  have  been  de- 
veloped from  previous  models  and  are  not  a  radical 
departure  from  Sterling  practice.  A  detachable  cylin- 
der head  containing  overhead  dual  inlet  and  dual 
exhaust  valves  has  been  added,  in  addition  to  which 
various  bearing  surfaces  have  been  increased.  Other 
refinements  have  also  been  incorporated  in  the  design. 
Complete  specifications  with  prices  are  given  in  the 
folder.  These  engines  will  soon  be  available  up  to 
450  h.p. 
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General  Features  of  Bituminous  Roads 

Light  Bituminous,  Bituminous  Macadam  and  Concrete,  and  Sheet 
Asphalt  Explained  in  Paper  Before  Toronto   Branch,   E.  I.  G. 

  By  Bruce  Aldrich*  '  


IN  recent  years  the  tremendous  increase  of  auto- 
mobile and  truck  traffic  has  caused  the  engineers 
in  charge  of  county  and  small  town  roads  and 
streets  much  worry.    Roads  which  stood  up  well 
under  horse  drawn  traffic,  rapidly  disintegrated  and  be- 
came a  burden  to  the  ratepayers  on  account  of  enor- 
mous maintenance  costs. 

Engineers  and  others  soon  began  to  look  for  some 
means  to  arrest  the  disintegration  of  their  roads  and 
to  bring  down  the  maintenance  charges.  Bituminous 
roads  of  various  types  were  brought  out  with  varying 
success  depending  on  the  materials  and  the  manner  in 
which  they  were  constructed.  Light  bituminous  ma- 
terials were  tried  with  the  idea  of  overcoming  the  dust 
nuisance  and  preventing  disintegration  of  the  sur- 
faces. 

Surface  treatment  should  be  applied  as  soon  as  the 
road  surface  has  hardened  or  set  to  a  point  where 
sweeping  will  remove  all  dust  and  the  surface  present 
a  hard  mosaic  appearance.  In  new  construction  it  is 
frequently  advisable  to  apply  the  bituminous  mater- 
ials before  opening  the  road  to  traffic.  After  appli- 
cation the  road  should  be  kept  closed  for  about  36 
hours,  in  order  that  the  bitumen  may  penetrate  the 
surface  before  it  is  disturbed  and  also  to  allow  any 
excess  of  volatile  constituents  to  evaporate. 

Many  engineers  believe  in  giving  two  applications 
of  light  material  the  same  year,  one  in  the  early  spring 
and  another  in  the  fall,  followed  by  an  application  of 
heavier  materials  the  next  spring;  after  making  this 
last  application  very  coarse  sand  or  ^  to  ^  inch  chips 
are  spread,  which  after  being  ironed  into  the  surface 
by  traffic,  gives  the  surface  the  appearance  of  a  bitu- 
minous concrete  road.  In  making  this  last  applica- 
tion it  is  necessary  that  no  pools  of  bituminous  ma- 
terial are  left  on  the  road  or  that  a  greater  amount  of 
stone  or  sand  is  used  in  these  places  with  the  idea  of 
drying  up  the  excess  of  bitumen  (the  excess  of  bitu- 
men should  be  swept  off  the  road)  as  these  conditions 
are  the  cause  for  the  surface  "pushing"  under  traffic. 

Before  applying  bituminous  materials  to  old  ma- 
cadam surfaces  or  retreating  roads  which  have  had 
one  or  more  applications,  care  must  be  taken  in  re- 
pairing holes  or  ruts.  These  must  be  thoroughly 
cleaned,  all  loose  stone  removed  and  new  material 
tamped  in,  first  well  painting  the  bottom  of  the  holes 
with  the  material  which  is  to  be  applied  to  the  sur- 
faces or  with  a  mixture  of  sand  and  stone  and  a  cold 
patch  material. 

Bituminous  Macadam 

The  bituminous  macadam  pavements,  another  type 
used  most  entensively  since  the  advent  of  motor  traffic, 
have  a  wearing  course  of  macadam  coated  with  as- 
phalt or  tar  by  the  penetration  method  and  usually 
laid  on  a  stone  foundation  though  often  on  concrete  or 
on  old  macadam  surfaces. 

In  the  construction  of  bituminous  macadam  roads, 
too  much  care  cannot  be  taken  in  the  preparation  of 
the  foundation,  as  defects  in  workmanship  very  rapidly 
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show  in  the  surface  of  these  pavements.  In  placing 
the  stone  for  the  foundation,  it  is  customary  to  spread 
it  by  hand,  but  mechanical  spreaders  are  often  used 
successfully.  When  spreading  stone  by  hand,  the 
stone  should  be  dumped  along  the  road  sufficiently  far 
apart  in  order  that  all  the  stone  be  shovelled  ahead, 
as  the  practice  of  dumping  stone  where  it  is  required 
and  merely  levelling  it  out  results  in  segregation  of 
the  finer  material  and  prevents  proper  penetration  of 
the  binding  material ;  also  the  stone  in  the  centre  of 
the  piles  receives  a  greater  compaction  than  that 
which  has  been  spread  around  it,  causing  an  uneven 
foundation  which  unevenness  will  be  duplicated  in 
the  wearing  surface  after  the  road  has  been  subjected 
to  traffic. 

After  the  base  has  been  consolidated,  the  stone  for 
the  wearing  course  is  spread,  generally  to  a  depth  of 
three  or  four  inches.  This  is  rolled,  but  only  suffi- 
ciently to  compact  the  stone  to  the  contour  of  the  road 
and  bring  out  any  irregularities  which  may  develop,  as 
an  excessive  amount  of  rolling  at  this  time  is  likely 
to  break  up  the  stone  and  fill  the  voids  with  small 
fragments,  thereby  preventing  the  penetration  of  the 
binding  medium. 

The  application  of  the  bituminous  material  should 
be  made  as  soon  as  possible  after  the  initial  rolling  of 
the  wearing  course.  This  is  usually  applied  by  a  dis- 
tributor, using  a  pressure  of  about  35  pounds  though 
where  a  distributor  is  not  available,  it  is  done  by 
means  of  hand  pouring  cans.  This  latter  method  is 
not  likely  to  produce  the  best  results  unless  the  max- 
imum sized  stone  is  used,  the  material  heated  to  its 
maximum  permissible  temperature  and  the  work  done 
in  warm  weather. 

Immediately  after  the  application  of  the  binding 
materials,  %  to  1  inch  clean  stone  should  be  spread  at 
about  35  to  40  pounds  to  the  square  yard.  The  road 
is  then  rolled  after  which  it  is  swept  in  order  to  re- 
move any  excess  of      inch  stone  or  fine  material. 

The  seal  coat  is  then  applied  at  the  rate  of  not 
more  than  one-half  gallon  to  the  square  yard.  Coarse 
sand  is  then  spread  uniformly  over  the  seal  coat.  Roll- 
ing is  continued  until  the  surface  is  smooth  and  uni- 
form. 

In  the  construction  of  many  of  the  earlier  bitu- 
minous macadam  roads  by  the  penetration  method,  it 
would  appear  that  "waving"  or  "corrugation"  of  the 
surface  was  caused  by  the  use  of  excessive  amounts  of 
binding  materials,  the  use  of  too  soft  a  material  or 
inferior  construction  of  foundations. 

This  type  of  pavement  is  one  that  has  gained  popu- 
larity in  recent  years,  by  reason  of  its  simplicity  of 
construction,  long  life,  cheapness  and  ease  with  which 
it  is  repaired.  The  American  Society  of  Civil  Engi- 
neers define  a  bituminous  concrete  pavement  as  fol- 
lows: "A  bituminous  concrete  pavement  is  one  hav- 
ing a  wearing  course  composed  of  stone,  gravel,  sand 
or  slag,  or  a  combination  thereof,  and  bituminous  ma- 
terial incorporated  by  mixing  methods." 

The  binding  materials  used  in  the  construction  of 
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bituminous  concrete  pavements  are  asphalts,  water, 
gas  tars  and  coal  tars. 

Under  the  heading  of  bituminous  concrete  are  a 
large  number  of  different  pavements  which  have  been 
used  and  have  given  excellent  results.  Among  those 
more  commonly  used  are  the  "Bitulithic,"  "Warren- 
ite,"  "Amiesite,"  "Topeka,"  "Filbertine,"  "Bitoslag" 
and  what  is  termed  "the  Open  Mix  Specification."  The 
principal  differences  in  the  specifications  is  the  char- 
acter of  the  mineral  aggregate  and  the  class  of  bitu- 
minous material  entering  into  the  composition  of  the 
wearing  surface. 

In  new  construction,  bituminous  concrete  is  laid 
on  either  cement,  concrete  or  broken  stone  foundation. 
A  cement  concrete  foundation  six  inches  thick,  com- 
posed of  a  1-3-6  mixture  is  recommended  for  very 
heavy  traffic ;  broken  stone  for  suburban,  or  lighter 
traffic ;  a  Telford  foundation  is  recommended  in  low 
flat  country  where  drainage  is  poor. 

In  resurfacing  the  macadam  roads,  bituminous  con- 
crete has  proven  very  satisfactory;  for  worn  out  brick 
and  concrete  streets,  it  is  the  most  satisfactory  rem- 
edy. The  method  generally  used  for  resurfacing  old 
brick  or  concrete  surfaces,  is  to  first  thoroughly  clean 
the  surface  of  the  old  pavement,  then  fill  all  holes  or 
depressions  with  bituminous,  or  cement  concrete, 
bringing  the  surface  to  an  even  grade.  A  two  or  three 
inch  wearing  surface  is  then  laid. 

Some  engineers  give  the  old  surfaces  a  coat  of 
bituminous  paint  before  laying  the  new  wearing  sur- 
face. The  paint  coat  should  be  applied  with  great 
care  as  an  excess  will  soften  the  mixture  and  cause  it 
to  "roll"  or  "push"  under  traffic.  Resurfacing  of  this 
type  can  be  done  at  about  half  the  cost  of  the  original 
pavements,  the  results  being,  in  most  cases,  very  satis- 
factory. 

There  are  a  number  of  different  types  of  asphalt 
plants  with  which  various  kinds  of  mineral  aggregate 
may  be  economically  heated  and  mixed  with  bitu- 
minous materials.  Among  these  are  the  stationary, 
railroad  and  portable  road  plants.  There  are  also  a 
number  of  types  of  cement  concrete  mixers  fitted  with 
heating  attachments  which  are  largely  used  in  prepar- 
ing the  "open  mix"  specification  mixture. 

The  surface  mixture  should  he  brought  to  the  road 
or  street  at  a  temperature  between  275  degrees  F.  and 
250  degrees  F.  If  necessary  to  retain  temperature  in 
transit  from  plant  to  street,  canvas  covers  should  be 
provided  for  the  trucks  or  wagons  in  which  the  mix- 
ture is  hauled.  In  no  case  should  it  be  laid  on  a  wet 
or  damp  surface,  or  when  the  air  temperature  is  be- 
low 35  degrees  F.  as  it  will  cool  so  rapidly  that  proper 
compression  will  not  be  obtained  when  rolled.  It 
should  be  uniformly  spread  by  means  of  hot  iron  rakes 
in  such  manner  that  after  having  received  its  final  com- 
pression by  rolling  the  finished  pavement  conforming 
to  the  proper  grade  and  crown,  will  have  a  thickness 
of  not  less  than  two  inches.  It  is  important  in  the 
spreading  of  the  wearing  surface  to  see  that  the  mix- 
ture is  completely  loosened  up  and  spread  evenly  with 
rakes  before  the  use  of  the  roller  is  permitted. 

Waviness  in  a  surface  is  often  caused  by  insuffi- 
cient raking  of  the  hot  material ;  no  lumps  should  re- 
main. No  workman  should  be  allowed  to  walk  or 
place  his  foot  in  the  hot  mixture  for  the  purpose  of 
reaching  out  to  correct  some  defect ;  depressions  thus 
made  will  be  filled  by  the  raker  causing  more  rnaterial 
at  these  points  than  elsewhere,  resulting  in  unequal 


compression.  Extreme  care  should  be  taken  in  spread- 
ing the  mixture 

The  rolling  and  compression  of  bituminous  con- 
crete surfaces  require  a  skillful  workman,  but  the  best 
man  cannot  secure  the  proper  results  if  the  surface 
mixture  has  not  been  properly  spread  by  the  rakers. 
Initial  compression  is  best  effected  by  a  roller  weigh- 
ing about  two  and  one-half  tons  and  final  compression 
by  a  roller  weighing  at  least  eight  tons.  The  amount 
of  transverse  rolling  should  be  equal  to  the  longi- 
tudinal rolling. 

All  material  that  cannot  be  compressed  by  the  roller 
should  be  well  tamped  with  hot  iron  tampers.  Smooth- 
ing irons  should  never  be  used  unless  handled  by  ex- 
perienced men  as  they  often  burn  the  surface  causing 
it  to  disintegrate. 

Immediately  after  the  wearing  surface  has  been 
compacted,  and  while  the  surface  is  clean  and  dry,  the 
seal  coat  of  about  one-quarter  gallon  to  the  square 
yard  of  hot  asphaltic,  is  spread  uniformly  over  the 
surface.  On  this  is  spread  clean  dry  stone  chips  from 
*4  to  y2  inch  in  size ;  the  surface  is  again  thoroughly 
rolled  and  the  street  opened  to  traffic.  In  using  the 
finer  mixture  the  seal  coat  is  often  left  off  and  the 
wearing  surface  swept  with  a  small  amount  of  port- 
land  cement. 

The  most  important  factors  in  securing  the  best 
results  in  bituminous  concrete  pavements  are  as  fol- 
lows : 

1.  Use  the  best  materials  available. 

2.  The  proper  grading  of  the  mineral  aggregate. 

3.  Using  the  proper  consistency  of  the  asphalt 
cement  and  determining  the  right  amount 
of  bitumen  in  order  that  the  mixture  is  not 
too  lean  nor  too  rich. 

4.  Proper  and  thorough  mixing  at  the  plant. 

5.  Care  in  raking  and  rolling. 

The  sheet  asphalt  pavement  is  one  having  a  wear- 
ing course  composed  of  a  carefully  graded  sand  lime- 
stone dust  or  portland  cement  and  asphalt  cement 
mechanically  combined.  This  is  usually  called  "top- 
ping". This  mixture  is  almost  always  laid  on  an 
intermediate  course  called  "binder"  of  which  there  are 
two  kinds,  "open"  and  "close".  The  former  consists 
of  stone  usually  from  \y2  to  *4  inches  in  size;  coated 
with  asphalt  cement ;  the  latter,  which  is  largely  used 
to-day,  is  composed  of  stone  similar  to  that  used  in 
the  "open"  binder  and  sand  usually  in  proportions  of 
75%. stone,  25%  sand.  This,  when  mixed  with  asphalt 
cement,  produces  a  bituminous  concrete  which  is 
more  impressive  and  offers  greater  resistance  to  dis- 
placement than  the  "open"  binder. 

Both  the  binder  and  the  topping  of  the  Sheet 
Asphalt  pavement  are  prepared  at  a  paving  plant 
similar  to  those  used  in  the  manufacture  of  bituminous 
concrete,  from  which  they  are  carried  directly  to  the 
site  of  work  and  laid  and  compacted  while  hot. 
They  should  be  delivered  on  the  work  at  such 
temperatures  that  they  may  be  readily  spread  and  the 
loads  should  never  be  dumped  in  place  but  should  be 
shovelled  from  piles.  Each  pile  should  be  shovelled 
from  the  bottom  and  the  mix  deposited  upon  the  road 
preferably  by  turning  the  shovel  completely  over. 
It  is  then  spread  by  means  of  hot  rakes  to  such  a 
thickness  as,  after  compaction,  will  produce  the  spec- 
ified thickness  for  that  particular  course.  The  rakers 
should  not  stand  on  the  hot  mix  more  than  absolutely 
necessary. 

Each  course  should  be  compacted  by  rolling  while 
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hot,  and  as  soon  as  possible  after  spreading  and  raking. 
Initial  compaction  is  sometimes  secured  by  the  use 
of  a  three  to  five  ton  tandem  roller  and.  final  compac- 
tion with  a  heavier  roller,  usually  seven  to  eight  tons 
in  weight.  To  prevent  the  mix  from  adhering  to  the 
wheels  of  the  roller,  they  should  be  mopped  with 
kerosene  and  water  during'  the  rolling  operation. 
Places  which  cannot  be  reached  by  a  roller  should  be 
compacted  and  finished  with  hot  tampers  and  in  the 
case  of  topping,  with  smoothers.  Smoothing  irons, 
however,  should  be  used  only  when  absolutely  neces- 
sary as  without  great  care  burning  or  blistering  the 
surface  may  result.  Rolling  should  be  conducted  as 
continuously  as  possible  to  avoid  unnecessary  forma- 
tion of  joints.  It  is  very  important  that  the  binder 
be  well  compacted  and  all  binder  that  shows  lack  of 
bond  or  which  may  become  broken  up  before  it  is 
covered  with  topping  should  be  removed  rnd  replaced 
with  good  material.  No  more  should  be  laid  at  any 
one  time  than  can  be  covered  by  the  day's  run  of 
paving  plant  on  topping.  As  soon  as  possible,  after 
the  binder  is  laid  and  preferably  while  still  wrrm,  it 
should  be  covered  with  topping  in  order  to  effect  the 
most  thorough  bond  between  the  two.  The  binder 
should  be  kept  clean  and  as  free  from  traffic  as  possible 
under  working  conditions. 


Competition  the  True  Basis  of 
Successful  Contracting 

— — — — — —— —  By  James  O.  Heyworth'  ^— ^— — 

TAKING  advantage  of  extraordinary  conditions 
the  last  few  years,  much  has  been  written, 
said  and  advertised  by  experienced  and  re- 
liable ruthorities  advocating  the  many  ad- 
vantages to  employer  and  employee  through  cost  plus 
fixed  profit  or  percentage  contracts  in  construction 
work. 

The  situation  may  'be  summarized  as  follows : 

1st.  There  is  no  argument  or  question  but  that 
there  is  an  advantage  to  the  employee  or  contractor. 

2nd.  Speed  in  execution  of  work  is  seldom  if  ever 
obtained  by  executing  a  contract  before  plans  and 
specifications  are  ready,  although  this  is  the  argument 
commonly  used  with  the  layman. 

3rd.  The  advantage  to  the  employer  is  at  best 
theoretical  and  is  substantiated  only  by  the  talk  of  the 
salesman. 

Why? 

Because  it  robs  the  employer  of  the  ingenuity  of 
several  minds  and  organizations  in  competition ;  it 
robs  him  of  the  opportunity  to  obtain  a  contractor  who 
has  an  experienced  and  successful  organization  which 
needs  work  to  hold  together  what  has  taken  years  to 
develop ;  it  robs  the  contractor  of  the  opportunity 
to  place  a  premium  on  efficiency,  ingenuity,  long  hours, 
sacrifice  and  success. 

What  contractor  could  intelligently  bid  on  a  job 
unless  he  had  men,  in  whom  he  placed  confidence,  at 
hand  to  put  in  charge  of  the  job?  It  is  an  indefensible 
position  for  a  firm  to  send  one  engineer  or  superin- 
tendent to  a  locality  and  start  a  job,  employing  all 
foremen  and  mechanics  locally. 

The  cost  plus  a  profit  contract  removes  from  a 
job  the  only  standard  hy  which  success  cm  be  meas- 
ured.   By  so  removing  this  standard,  it  automatically 

*Engineer  and  Contractor,  Chicago,  Illinois,  in  Bulletin  of  the  As- 
sociated General  Contractors. 


kills  the  pride  and  satisfaction  of  the  human  being. 
What  nation  ever  won  a  war  with  an  army  of  hire- 
lings? History  has  plenty  of  examples  of  such 
methods. 

Satisfaction  Not  Measured  by  the  Dollar 

My  experience  has  been  that  there  is  the  highest 
type  of  loyalty,  efficiency,  sacrifice  and  citizenship 
in  the  men  who  really  do  the  construction  work  of 
the  country.  They  are  as  much  interested  in  a  job 
as  is  their  boss,  provided  they  have  any  real  reason 
for  this  interest. 

Ambition,  satisfaction  and  contentment  are  never 
measured  entirely  and  completely  by  the  dollar. 

Show  me  the  man  who  at  night  comes  into  his 
home  with  the  flush  of  success  on  his  face ;  with  the 
pride  of  achievement  in  his  whole  bearing;  Avith  the 
confidence  and  poise  of  contentment  stamped  on  his 
brow  ;  and  I  know  the  world  will  say  he  is  a  real  suc- 
cess. This  man  would  never  change  places  with  any 
man  who  has  earned  an  extra  dollar  because  he  has 
made  the  work  cost  a  little  more. 

Economic  Laws  Enter  the  Case 

For  argument's  sake  let  us  forget  the  human  be- 
ing and  deal  with  the  question  scientifically,  if  I  may 
so  term  it.  We  all  admit  the  "law  of  supply  and  de- 
mand" fixes  the  price  of  everything.  A  cost-plus  con- 
tract is  obligated  to  no  such  law.  The  "survival  of 
the  fittest"  is  another  law  that  the  years  have  not 
been  able  to  change  one  iota.  This  law  must  also  be 
ignored  in  cost  plus  work  because  the  standard  of 
success  has  been  removed. 

After  all  is  said  and  done,  a  contractor  has  cer- 
tain merchandise  to  sell.  If  he  does  not  know  its 
value,  he  certainly  ought  not  to  be  able  to  sell  it. 


Granite  and  Marble  Dealers  Meet 

The  annual  convention  of  the  Granite  and  Marble 
Dealers  of  the  Province  of  Quebec  was  held  at  the 
Queen's  Hotel,  Montreal,  February  16-17.  In  the  ab- 
scence  of  Mr.  H.  Morris,  the  president,  Mr.  Joseph 
Murphy,  first  vice-president,  occupied  the  chair.  The 
sessions  on  the  16th  were  mainly  occupied  with  the 
consideration  of  cost  of  material  and  labor,  Mr.  A. 
Brault,  of  Valleyfield,  delivering  an  address  on  this 
subject.  The  first  day  of  the  convention  closed  with 
a  banquet.  New  business  and  the  election  of  officers 
occupied  the  last  day.  The  election  of  officers  resulted 
as  follows :  President,  Mr.  J.  Murphy,  Montreal ;  first 
vice-president,  Mr.  A.  L.  Smith,  Montreal ;  second 
vice-president,  Mr.  I.  Barron,  St.  Hyacinthe ;  secre- 
tary-treasurer, Mr.  Arthur  Brault,  Valleyfield. 


In  the  Contracts  Department  of  the  January  21 
issue  of  the  Contract  Record,  it  was  announced  that 
the  city  of  St.  Thomas,  Ont.,  had  awarded  the  contract 
for  electrical  pumping  equipment,  at  $23,000,  to  Goldie 
&  McCulloch  Company,  of  Gait,  and  the  contract  for 
an  auxiliary  gasoline  engine  system,  at  $4,000,  to  Ar- 
thur S.  Leitch  Company,  Kent  Building,  Toronto. 
This  information  was  in  error  and  the  facts  as  cor- 
rectly stated  are :  Contract  for  electrical  pumping 
equipment  awarded  to  Arthur  S.  Leitch  Company, 
at  $27,250,  and  the  contract  for  auxiliary  gasoline  en- 
gine system  to  Goldie  &  McCulloch  Co.,  at  $23,000. 
In  supplying  this  equipment,  Arthur  S.  Leitch  Co. 
are  representing  the  Dayton  Dowd  Co.,  of  Quincy, 
111. 
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Manchester's  Experience  with  Activated  Sludge 

Year's  Operation  of  English  Installation  Shows  that 
No    Difficulty    in   Operation   Need    be   Expected  ' 


IN  the  annual  report  of  .the  Manchester  (Eng.) 
River  Department,  extended  reference  is  made 
to  an  activated  sludge  sewage  purification  plant 
in  that  city,  known  as  the  Withington  works. 
Excerpts  from  this  report  are  given  herewith : 

During  the  year  a  total  volume  of  59,228,000  gallons 
of  sewage,  which  had  been  screened  and  passed  through 
detritus  tanks  whose  capacity  is  equal  to  approxim- 
ately forty  minutes'  dry-weather  flow,  was  treated 
in  this  plant,  an  average  of  172,000  gallons  per  day 
(actually  in  operation).  The  plant  was  out  of  com- 
mission for  a  period  of  twenty  days  in  consequence 
of  the  closing  down  of  the  power  plant. 

The  operation  of  the  plant  has  been  handicapped 
by  an  uncertain  air  supply  consequent  on  difficulties 
experienced,  especially  during  the  summer  months, 
in  maintaining  an  adepuate  steam  supply.  The  actual 
volume  of  sewage  purified  by  this  plant  has,  of  course, 
been  influenced  materially  by  this  factor  and  also  by 
reason  of  its  use  as  a  demonstration  plant  for  the 
purpose  of  obtaining  additional  information  with  re- 
spect to  the  factors  controlling  its  economic  operation. 

The  following  typical  average  analytical  returns 
will  give  a  general  idea  of  the  results  obtained: — 

Average  Results  in  Grains  per  Gallon 
Dry  Weather  Sewage — Low  Air  Supply 

Screened  and 

Flow  roughly  proportioned  to  rate    detritus-freed  Effluent 
the  sewage  is  received  sewage 

Four  hours'  oxygen  absorption   2.73  .51 

Free  and  saline  ammonia   1.86  1.62 

Albuminoid  ammonia  46  .08 

Nitrite  and  nitrate  (in  terms  of  NH3) . .      —  .10 

Dissolved  oxygen  absorption   —  .65 

(*Royal  Commission  Test) 

Vdlume  of  sewage  treated   250,000  gals,  per  day. 

Air  consumption  1.0  cubic  foot  free  air 

per  gallon  of  sewage 
treated 

Dry  Weather  Sewage — Maximum  Air  Supply 

Screened  and 
Uniform  rate  of  flow       detritus-freed  Effluent 

sewage 

Four  hours'  oxygen  absorption   2.47  .46 

Free  and  saline  ammonia   2.10  1.08 

Albuminoid  ammonia  415  .07 

Nitrite  and  nitrate  (in  terms  of  NHs) .  .      —  .45 

Dissolved  oxygen  absorption   —  .65 

(*Royal  Commission  Test) 

Suspended  solids   12.6  2.1 

Volume  of  sewage  treated    250,000  gals,  per  day. 

Air  consumption  1.7  cubic  feet  air  per 

gal.  of  sewage  treated 

Wet  Weather  Sewage — Low  Air  Supply 

Screened  and 

Uniform  rate  of  flow  detritus-freed  Effluent 

sewage 

Four  hours'  oxygen  absorption   1.77  .47 

Free  and  saline  ammonia   1.36  1.14 

Albuminoid  ammonia  325  .09 

Nitrite  and  nitrate  (in  terms  of  NH3)..      —  .26 

Dissolver  Oxygen  Absorption   .70 

(*Royal  Commission  Test) 

Suspended  solids   9.1  2.4 

Volume  of  sewage  treated  (average) . . .  334,000  gals  per  day. 

Air  consumption   0.80  cubic  foot  free 

air  per  gal.  of  sew- 
age treated. 
^Standard  recommended  =  1.40. 


There  Need  be  no  Difficulty  in  Operation 

The  experience  gained  with  this  installation  during 
the  year  under  observation  may  be  summarized  as 
follows : — 

(1)  The  satisfactory  results  previously  published 
obtained  by  the  treatment  of  the  Withington  sewage 
by  the  activated  sludge  process  have  been  well  main- 
tained. 

(2)  The  idea  that  the  scientific  control  required 
for  the  successful  operation  of  the  process  would  ren- 
der its  adoption  impracticable  has  been  proved  to  be 
without  foundation.  Provided  care  is  taken  to  estab- 
lish the  factors  controlling  success — i.e.,  the  period  of 
aeration  and  volume  of  air  required  for  the  production 
of  a  satisfactory  effluent  from  any  given  sewage — no 
difficulty  need  arise  in  the  operation  of  an  activated 
sludge  plant  if  proper  attention  is  paid  to  the  efficient 
settlement  of  the  sludge  and  to  its  regular  return  to 
the  aeration  chamber,  so  as  to  maintain  the  requisite 
volume  of  sludge  in  contact  with  the  sewage. 

(3)  This  volume  may  vary  considerably — e.g.,  from 
15  per  cent,  to  30  per  cent — by  volume  measured  after 
one  hour's  settlement,  without  interfering  materially 
with  the  purification  effect.  Uuless  a  high  degree  of 
nitrification  is  desired,  the  operation  of  the  plant  is 
facilitated  by  employing  a  sludge  content  approaching 
the  lower  of  these  two  limits.  In  this  way  there  is 
less  liability  of  difficulty  with  sludge  settlement,  and, 
of  course,  the  volume  of  sludge  in  circulation — i.e.,  to 
be  raised  by  air  lift — is  reduced,  while  it  is  quite 
sufficient  to  produce  a  perfectly  clarified  and  thorough- 
ly stable  effluent. 

Diffusers  Give  Excellent  Service 

(4)  One  of  the  outstanding  features  of  the  ex- 
perience with  this  plant  is  the  highly  satisfactory 
operation  of  the  diffusers  employed.  It  has  not  been 
necessary  to  replace  any  of  these  diffusers,  although 
at  the  time  of  writing  they  have  been  in  actual  opera- 
tion for  a  period  of  two  years.  Only  six  of  the  300 
employed  have  been  removed  from  the  tank,  and  re- 
placed after  cleaning,  to  remedy  indifferent  diffusion. 
It  is  also  important  to  note  that,  so  far,  no  signs  of 
clogging  have  been  observed.  Careful  observation  of 
the  air  pressure  employed  give  no  indications  of  any 
rise  due  to  increased  friction.  The  air  pressure  only 
varies  from  3.1  lb.  to  3.25  lb.,  dependent  on  the  volume 
of  air  passed  through  the  diffusers.  In  this  connection 
it  will  be  remembered  that  the  depth  of  water  in  the 
aeration  tank  is  6  ft.,  measured  from  diffuser  to  water 
level. 

(5)  The  earlier  determinations  of  the  column  of 
air  required  have  been  confirmed.  Unless  a  high  de- 
gree of  nitrification  is  required,  an  air  consumption  of 
1.0  cubic  feet  of  free  air  compressed  to  3.1  lb.  per  gallon 
of  sewage  treated  is  sufficient  to  produce  a  satisfactory 
effluent  under  average  conditions.  In  periods  of  dry 
weather  this  volume  should  be  increased  to  a  minimum 
of  1.25  cubic  ft.,  mainly  to  avoid  disturbance  with  the 
settlement  of  the  sludge.  It  would  appear  that  the 
additional  air  supply  is  concerned  with  the  mainten- 
ance of  a  thoroughly  active  state  of  the  sludge,  and  it 
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is  possible  that  re-aeration  of  the  sludge  prior  to  its 
return  to  the  aeration  chamber  might  be  advantageous, 
even  with  a  weak  sewage  of  the  character  of  that  treat- 
ed at  the  Withington  works.  In  wet  weather,  when 
the  sewage  is  diluted  by  rain,  satisfactory  effluents 
may  be  obtained  with  an  air  consumption  as  low  as 
0.8  cubic  ft.  free  air  (compressed  to  3.1  lb.)  per  gallon 
of  sewage  treated. 

Effect  of  Rate  of  Flow 

(6)  In  view  of  the  criticism  directed  against  the 
employment  of  a  more  or  less  uniform  rate  of  flow 
throughout  the  twenty-four  hours,  comparative  trials 
have  been  made  with  the  rate  of  flow,  roughly  pro- 
portional to  the  rate  it  is  received  at  the  works — i.e., 
with  the  day  flow  approximately  double  the  night  flow. 
The  results  obtained  show  that  the  purification  is  well 
maintained,  although  the  composition  of  the  final 
effluent  varies  slightly  on  account  of  the  fact  that  the 
average  strength  of  the  sewage  thus  treated  is  in- 
creased. 

(7)  Further  determination  of  the  sludge  produc- 
tion agree  fairly  closely  with  the  figure  already  publish- 
ed of  0.5  ton  dry  matter  per  1,000.000  gallons  of  sewage 
treated.  The  actual  volume  of  sludge  this  solid  matter 
represents  depends  on  the  means  adopted  for  the  re- 
moval of  the  surplus  sludge  from  the  installation. 
The  water  content  of  the  sludge  removed  need  not 
exceed  98.8  per  cent.,  which  means  an  actual  sludge 
production  of  approximately  42  tons  per  1,000,000 
gallons  sewage  treated.  As  previously  reported,  the 
volume  of  this  sludge  can  be  considerably  reduced 
by  ordinary  settlement. 

Dewatering  of  Sludge 

The  problem  of  dewatering  the  resultant  sludge 
so  that  full  advantage  may  be  taken  of  its  value  as  a 
fertilizer  has  received  attention,  but  the  progress  made 
in  this  direction  is  not  such  as  could  be  desired. 

Fairly  extensive  trials  have  been  made  with  an 
experimental  continuously-operated  centrifuge.  The 
sludge  has  been  treated  by  this  machine,  both  with  and 
without  preliminary  treatment,  such  treatment  having 
included  (1)  settlement;  (2)  acidification;  (3)  appli- 
cation of  heat. 

The  results  so  far  obtained  are  not  very  encourag- 
ing, the  best  trial  under  most  favorable  circumstances 
yielding  a  product  containing  85  per  cent,  water. 
While  this  means  a  very  great  reduction  in  the  volume 
of  the  sludge  treated,  the  water  content  is  still  too 
high  to  consider  direct  heat  as  a  means  of  reducing  the 
material  to  a  marketable  product.  A  considered  re- 
port of  this  research  is  reserved  for  a  later  communica- 
tion when  other  preliminary  methods  of  treatment 
have  been  studied,  including  the  application  of  electric- 
al energy.  It  is  also  proposed  to  compare  the  effect 
produced  by  treatment  under  various  conditions,  in  a 
special  experimental  press,  with  that  of  centrifugal 
action. 

Fill  and  Draw  Activated  Sludge  Plant 

The  "fill  and  draw"  activated  sludge  plant  at 
Davyhulme,  a  general  description  of  which  appeared  in 
the  appendix  to  the  annual  report  for  the  year  ending 
March,  1917,  has  been  in  operation  throughout  the  year. 
Generally  speaking,  this  tank,  whose  capacity  is 
20,000  gallons,  has  received  three  fillings  per  day,  with 
an  average  aeration  period  of  five  hours,  and  has 
thus  dealt  with  45,000  gallons  of  screened  sewage  per 
day. 


The  following  average  analytical  returns  show  that 
a  satisfactory  effluent  has  been  obtained: — 

Results  in  Grains  per  Gallon 

Screened 

sewage  Effluent 


Four  hours'  oxygen  absorption    6.64  .93 

Percentage  purification                            —  86% 

Free  and  saline  ammonia   1.94  .93 

Albuminoid  ammonia  54  .09 

Percentage  purification.   .•                      —  85% 

Nitrite  and  nitrate  (in  terms  of  NHj) . .       —  .44 

Dissolved  oxygen  absorption                         —  .58 

(*Royal  Commission  Test) 


♦Standard  recommended  =  1.40. 

The  arrangement  of  this  experimental  plant  pre- 
cludes any  addition  to  the  information  already  obtained 
with  respect  to  the  economics  of  the  process.  It  has 
therefore  been  kept  in  operation  mainly  to  note  the 
results  to  be  obtained,  over  long  periods,  in  the  treat- 
ment of  the  city  sewage,  containing  as  it  does  a  great 
variety  of  trade  wastes. 

It  is  satisfactory  to  report  that  there  has  been  no 
material  interference,  due  to  the  presence  in  the  sewage 
of  inhibitory  trade  waste,  during  the  year  under  ob- 
servation. As  previously  reported,  however,  the  trouble 
has  been  experienced  occasionly  by  the  admittance  to 
the  tank  of  an  undue  proportion  of  oily  matter,  which, 
although  it  has  not  interfered  with  the  bacterial  activity 
of  the  sludge,  has,  by  emulsification,  resulted  in  the 
production  of  turbid  effluents.  Such  experience  con- 
firms the  opinion,  frequently  expressed,  that  arrange- 
ments should  be  made  whereby  any  appreciable 
amounts  of  oils,  &c,  are  removed  from  the  sewage 
prior  to  treatment  in  the  aeration  chamber.  This  has 
been  borne  in  mind  in  the  design  of  the  large  scale 
continuous-flow  unit  described  below. 

Large  Scale  Continuous-Flow  Activated  Sludge  Plant 

This  plant,  has  been  under  construction  during  the 
year  under  observation.  Its  design  is  based  on  the 
experience  gained  with  the  operation  of  the  plants  at 
the  Withington  works  and  elsewhere,  and  also  on  the 
information  obtained  from  a  glass  demonstration  tank 
constructed  by  Messrs.  Jones  &  Attwood,  Limited,  at 
their  works,  to  study  the  currents  produced  by  the 
admission  of  diffused  air  into  water. 

Briefly,  the  plant  may  be  described  as  follows: — 

Preliminary  Grit  Chambers.— These  detritus  cham- 
bers are  provided  owing  to  the  inadequacy  at  times  of 
heavy  rainfall  of  the  existing  screening  and  detritus 
chamber  at  the  entrance  to  the  works.  The  dimensions 
of  each  of  these  two  chambers  are  12  ft.  8  in.  by  15  ft. 
by  8  ft.  6  in.  deep  (approximate  water  level)  and  their 
combined  capacity  is  20,000  gallons.  Two  Clifford 
inlets  are  aranged  in  each  tank,  and  the  sewage  is 
raised  by  air  lifts  (combined  capacity  2,000,000  gallons 
per  day)  from  these  preliminary  grit  chambers  to  the 
aeration  chamber.  These  chambers  should  also  act  as 
grease  traps  and  arrest  any  undue  proportion  of  oily 
matter  in  the  sewage. 

Aeration  Chamber. — The  aeration  chamber,  which 
is  241  ft.  long  and  9  ft.  deep  (water  level  to  diffuser) 
is  divided  by  two  longitudinal  walls  so  as  to  form  a 
channel  8  ft.  wide  and  723  ft.  in  length.  Its  capacity 
is  322,425  gallons.  The  floor  of  the  tank  is  level 
throughout.  Aeration  is  effected  through  lines  of 
diffusers  placed  alongside  the  curved  footings  of  these 
divisional  walls  on  one  side  of  the  channel  only. 
The  diffusers  are  4  ft.  by  7  in.  (over  all),  so  that  their 
total  tank  area  is  approximately  one-fourteenth  of  the 
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aeration  tank  area.  The  ratio  of  actual  diffusion  area 
to  total  tank  area  is  approximately  1.18.  An  overhead 
system  of  air  pipes  is  provided,  and  the  air  admitted 
to  the  diffusers  by  a  series  of  down-pipes,  one  to  each 
diffuser.  Valves  are  arranged  on  the  air  mains  so  that 
the  tank  may  be  sectionised  so  far  as  air  supply  is 
concerned.  In  addition,  each  down-pipe  is  fitted  with 
a  needle  and  orifice  control  for  securing  uniform  air 
distribution.  Cross-baffle  walls,  each  with  3-ft.  by  1-ft. 
openings  over  the  diffuser  lines,  are  constructed  at 
intervals  of  16  ft.  along  the  whole  length  of  the  aeration 
channel. 

Sludge  Re-areation  Channel. — This  channel  runs  a- 
longside  the  aeration  chamber,  and  is  consequently  121 
ft.  long.  It  is  4  ft.  6  in.  wide,  and  its  capacity  is  52,650 
gallons.  The  re-aeration  of  the  sludge  as  it  passes 
down  this  channel  from  the  settlement  tanks  to  meet 
the  incoming  sewage  passing  into  the  aeration  chamber 
is  effected  through  diffusers  arranged  similarly  to  those 
in  the  aeration  tank.  Cross-baffle  walls  are  also  pro- 
vided. Surplus  sludge  will  be  removed  from  the  end 
of  this  channel  adjacent  to  the  grit  chamber  through  a 
pipe  which  passes  to  the  existing  sludge  subway. 

Settlement  Tanks 

Two  types  of  settlement  tanks  are  provided,  which 
can  be  operated  independently  or  together  in  parallel — 

(a)  Circular  Tank. — The  diameter  of  this  tank  is 
29  ft.  2  in.,  and  its  mean  depth  to  water  level  is  11  ft. 
6  in.,  with  a  water  holding  capacity  of  56,130  gallons. 
Four  Clifford  inlets  arranged  symmetrically  are  pro- 
vided, and  the  effluent  leaves  over  the  periphery  cill. 
A  helical  scraper  operated  through  gear  from  a  water 
wheel  fixed  in  the  discharge  effluent  channel  is  pro- 
vided to  move  the  deposited  sludge  to  an  opening  in 
the  centre  of  the  floor  of  the  tank,  which  communicates 
with  a  separate  sludge  pit.  An  air  lift  is  fixed  in  this 
sump,  by  means  of  which  the  sludge  is  discharged  into 
the  sludge  re-aeration  channel. 

(b)  Inverted  Pyramidal  Tank,  with  four  pockets. 
— This  tank  is  28  ft.  8  in.  square  ;  its  depth  from  water 
level  to  the  apex  of  the  pyramids  is  21  ft.  6  in.  Its 
water-holding  capacity  is  69,370  gallons.  Four  Clifford 
inlets  are  arranged  over  the  centre  of  each  of  the 
pyramidal  pockets,  and  the  effluent  leaves  the  tank  over 
a  periphery  cill.  Earthenware  pipes  convey  the  de- 
posited sludge  t'o  four  separate  sludge  pits,  each  pro- 
vided with  air  lift  for  discharging  the  sludge  into  the 
re-aeration  channel. 

One  Million  Gallons  per  Day 

The  effluent  from  the  plant  passes  through  a 
measurement  chamber  prior  to  its  discharge  to  the 
culvert  entering  the  canal.  It  is  anticipated  that  this 
plant  will  be  capable  of  treating  1,000,000  gallons  of  the 
city  sewage  per  day,  with  the  production  of  a  satisfac- 
tory effluent.  At  this  rate  the  sewage  treated  would 
receive  approximately  six  hours'  aeration,  and  the 
sludge  prior  to  its  return  to  the  aeration  chamber 
would  be  re-aerated  for  from  two  to  four  hours,  de- 
pendent on  the  volume  of  sludge  in  circulation. 

While  the  general  lay-out  of  this  plant  is  somewhat 
similar  to  that  of  the  installation  at  the  Withington 
works,  it  differs  in  many  respects  from  the  latter  plant 
in  actual  design.  Such  alterations  in  design  have  been 
adopted  with  the  idea  mainly  of  reducing  the  cost  of 
construction  without  lowering  the  efficiency  of  the 
plant.  The  chief  new  features  are  the  flat-bottomed 
aeration  chamber,  which  does  away  with  the  costly 
concrete  ridges  employed  in  the  Withington  plant, 


and  a  reduction  to  the  extent  of  50  per  cent,  of  the 
diffusion  area,  with  consequent  considerable  saving 
in  the  equipment  charges.  In  addition,  arrangements 
are  provided  for  the  re-aeration  of  the  sludge  in  circu- 
lation, which  it  is  considered  will  be  advantageous  in 
the  case  of  the  treatment  of  a  strong  trade  sewage. 
The  success  or  otherwise  will  depend  very  largely  on 
the  volume  of  air  required  to  produce  a  floor  velocity 
sufficient  to  obviate  the  deposition  of  the  sludge. 

At  the  time  of  signing  this  report  the  construction 
and  equipment  of  this  plant  is  practically  complete, 
but  unfortunately  it  cannot  be  brought  into  actual 
operation  until  an  auxiliary  power  supply  is  available. 
This  matter  has  been  subject  to  unavoidable  delay, 
but  a  scheme  is  now  in  hand  whereby  electrical  power 
will  be  obtained  from  the  nearest  public  supply.  The 
air  necessary  for  the  operation  of  the  plant  will  be  ob- 
tained from  three  electrically-driven  Reavell  air  com- 
pressors, the  capacity  of  each  of  which  is  500  cubic  ft. 
per  minute. 

The  estimated  cost  of  this  installation  was  $65,000, 
made  up  as  follows:  $45,000,  constructional  work; 
$15,500,  equipment  supplied  by  Messrs.  Jones  &  Att- 
wood,  Limited ;  $4,500,  erection  and  housing  of  air 
plant,  measurement  of  air  flow,  etc. 

The  total  expenditure  during  the  period  covered 
by  this  report  was  $26,795. 


Code  of  Practice  for  the  Contractor 

A  Statement  Submitted  to  the  Committee  on 
Ethics  of  Associated  General  Contractors 


IN  all  dealings  with  fellow  contractors,  with  sub- 
contractors and  supply  houses,  with  owners  and 
their  representatives,  with  labor,  and  with  the 
public,  the  general  contractor  should  ever  be 
guided  by  the  principles  of  fair  practice  that  are  gen- 
erally accepted  as  just  in  the  business  world.  In 
addition,  the  reputable  contractor  will  observe  and 
be  bound  by  all  rules  of  practice  established  for  the 
good  of  contractors  and  generally  recognized  as  bene- 
ficial, and  will  lend  his  willing  support  to  their  en- 
forcement, so  long  as  the  interests  of  the  public  are 
not  thereby  endangered. 

Skill,  Honesty  and  Responsibility 

Those  qualities  of  honesty,  skill  and  responsibility 
required  for  membership  in  the  Associated  General 
Contractors  of  America  should  become  the  guiding 
factors  in  determining  the  general  contractor's  re- 
lations with  others.  Honesty  of  purpose  should  be 
the  basis  of  all  his  business  transactions.  This  pre- 
supposes a  reasonable  degree  of  skill  in  performing 
whatever  work  he  may  undertake,  and  the  possession 
of  sufficient  resources,  including  organization,  equip- 
ment and  finances,  to  enable  him  to  carry  the  work 
to  a  successful  conclusion,  and  he  should  be  willing 
to  prove  the  existence  of  these  resources  upon  de- 
mand. 

No  reputable  contractor  will  enter  into  a  contract 
for  the  execution  of  any  project  for  which  his  training 
and  experience  have  not  fitted  him,  nor  will  he  em- 
bark upon  an  enterprise  for  the  execution  of  which 
his  resources,  including  assistance  that  he  can  reas- 
onably expect,  are  not  sufficient  to  carry  out  the  un- 
dertaking. This  is  not  to  be  interpreted  that  personal 
experience  in  any  particular  field  of  construction  is  a 
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pre-requisite  to  entrance  into  that  field,  but  the  con- 
tractor or  his  representatives  should  have  demon- 
strated their  ability  to  handle  construction  work  on 
a  scale  similar  to  that  proposed,  and  preferably  work 
of  a  similar  nature. 

Bidding 

No  contractor  should  be  a  party  to  any  method  of 
letting  a  public  contract  not  in  accordance  with  the 
recognized  legal  procedure  and  established  fair  prac- 
tice. 

On  private  work,  a  fair  code  of  bidding  practice 
should  be  adhered  to  strictly  for  the  joint  protection 
of  the  contractor  and  the  owner  or  his  representa- 
tives. 

When  a  contractor  is  invited  to  submit  a  proposal 
on  work  for  which  he  is  unable  or  unwilling  to  com- 
pete, he  should  immediately  notify  the  architect  or 
engineer  to  that  effect. 

No  general  contractor  should  submit  a  borrowed 
or  accommodation  bid. 

Where  plans  for  securing  payment  for  estimating 
are  in  force,  no  contractor  should  collect  payment 
for  an  estimate  without  the  knowledge  of  the  owner 
or  his  representative. 

After  bids  have  been  opened  and  rejected,  no  con- 
tractor should  be  a  party  to  the  award  of  the  contract 
until  new  proposals  have  been  taken  in  due  form. 

Recognition  of  Existing  Agreements 

In  undertaking  work  in  a  locality  where  there  are 
generally  recognized  agreements  in  force  between  con- 
tractors and  labor,  between  contractors  and  archi- 
tects and  engineers,  or  between  contractors  and  any 
other  group,  a  contractor  should  respect  these  agree- 
ments, if  possible ;  or  he  should  confer  with  those 
responsible  for  such  agreements  regarding  them ;  or 
he  should  publicly  announce  his  intentions  not  to 
abide  by  the  terms  of  such  agreements,  giving  his 
reasons  for  so  doing.  Changes  in  an  agreement  should 
be  brought  about,  as  far  as  possible,  through  joint 
consent  of  accredited  representatives  and  not  through 
infraction  of  its  provisions.  Much  of  the  stability  and 
prosperity  of  the  construction  industry  is  entirely  de- 
pendent upon  the  strict  adherence  to  agreements  rnd 
codes  of  practice  not  always  enforceable  by  law. 

Loyalty  to  Contractors  as  a  Group 

Upon  each  general  contractor  falls  the  responsi- 
bility of  maintaining  and  building  up  the  reputation 
of  contractors  as  a  group.  His  duty  to  his  fellows  and 
to  himself  demands  that  by  energetic  application  and 
keen  attention  to  the  enterprise  in  hand,  he  keep  the 
standards  of  contracting  high  and  add  to  its  good  repu- 
tation. Where  not  opposed  to  public  interest,  he 
should  work  loyally  for  the  success  of  measures 
brought  forward  to  benefit  contractors  as  a  whole, 
regardless  of  his  present  interest  or  lack  of  interest 
in  the  plan. 

Work  for  the  Public  Welfare 

Since  it  is  part  of  every  man's  duty  to  participate 
in  movements  to  protect  and  advance  the  public  wel- 
fare, the  general  contractor  should  exert  his  influence 
toward  furthering  the  interests  of  the  public.  Par- 
ticularly in  matters  in  which  his  experience  makes 
him  unusually  well  qualified  to  act,  he  should  give 
freely  of  his  thought  and  support,  and  hold  himself 
in  readiness  to  assume  responsibilities  should  that  be 
requested  of  him.  He  should  co-operate  with  public 
officials  in  the  discharge  of  their  duties  in  matters 
where  such  co-operation  is  proper,  and  should  watch 


carefully  to  see  that  none  of  the  laws  pertaining  to 
construction  are  violated  on  his  operations. 

By  sincerely  following  these  general  principles  as 
a  basis,  with  the  further  guidance  of  a  series  of  de- 
cisions from  the  Committee  on  Ethics  concerning 
representative  cases,  members  of  this  Association  will 
continually  offer  proof  of  their  integrity  and  respon- 
sibility, and  will  safeguard  the  good  name  of  con- 
tracting. 


Owner-Contractor  Co-opera- 
tion Cuts  Costs  of 
Construction 

THE  high  cost  of  construction  which  is  so  power- 
fully influencing  not  only  those  industries  di- 
rectly involved,  but  also  the  living  conditions 
of  the  whole  population,  has  caused  a  wider 
and  deeper  attention  by  those  concerned  to  the  funda- 
mentals of  the  construction  industry.  Perhaps  out  of 
this  forced  consideration  will  develop  new  methods 
of  business  and  technical  practice  which  will  in  the 
future  raise  the  efficiency  of  the  industry  and  stabilize 
costs  and  relations. '  Certainly  all  parties  in  actual 
construction  should  study  the  whole  field  so  that  they 
may  effectively  direct  their  efforts  to  improving  their 
own  side  of  the  problems.  This  idea  is  developed  in 
an  article  by  Richard  Deming,  vice-president  Ameri- 
can Surety  Co.,  in  the  New  York  Evening  Post  and 
reprinted  by  "Concrete."  This  article  is  abstracted 
as  follows : 

The  owner  of  a  building  or  prospective  building  has 
been  inclined  either  to  postpone  his  activities  or  to 
go  ahead,  blaming  the  material  manufacturer,  the  con- 
struction worker,  the  contractor,  and  conditions  gen- 
erally. As  is  natural,  he  expects  improvement  from 
the  others,  not  realizing  that  it  is  within  his  power  to 
help  better  conditions — and  that  it  is  perhaps  his  duty, 
at  least  to  the  industry  to  do  so.  And  incidentally,  it 
will  be  to  his  own  advantage,  for  improved  construc- 
tion conditions  will  inevitably  accrue  to  his  benefit. 
Almost  as  important  as  materials,  labor  and  man- 
agement, is  the  factor  of  relations  between  owner  and 
contractor — and  there  is  considerable  opportunity  for 
constructive  effort  by  the  owner. 

The  More  the  Risks  the  Greater  the  Cost 

In  general,  in  the  actual  construction  of  a  building 
or  any  other  project,  the  contractor  takes  the  risks. 
The  more  risks  the  contractor  is  asked  to  take,  and 
the  less  certain  the  probability  of  profit,  the  higher 
will  be  the  cost  of  construction  and  the  greater  will 
be  the  chances  of  failure.  It  is  therefore  up  to  the 
owner  to  reduce  the  hazards  of  the  industry  as  far  as 
is  in  his  power — not  only  as  an  individual  on  his  own 
particular  work,  but  as  a  member  of  any  organizations 
of  owners  to  which  he  may  belong.  Stabilizing  the 
business  of  the  contractor  will  help  stabilize  the  whole 
industry — and  the  business  of  the  owner. 

The  business  of  the  contractor  is  probably  more 
hazardous  than  that  of  any  other  producing  industry. 
There  are  more  doubtful  elements  in  a  construction 
job  than  in  any  bill  of  goods.  It  requires  either  more 
"nerve"  to  take  chances  or  more  "gall"  to  cover 
chances.    More  foresight;  more  skill  and  accuracy  in 
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figuring;  better  management  in  controlling  every  new 
combination  of  conditions — these  distinguish  the  task 
of  the  contractor.  When  a  manufacturer  sees  that 
costs  are  running  ahead  of  estimates,  all  he  need  do  is 
to  send  out  a  little  "announcement  to  the  trade," 
which  "passes  the  buck"  to  the  consumer.  When  a 
contractor  finds  himself  on  a  losing  job,  under  the 
usual  form  of  contract,  he  can  overdraw  his  bank  ac- 
count, mortgage  his  house  or  equipment  or  call  a  meet- 
ing of  the  creditors.  The  owner  may  be  protected  by 
a  good  surety  bond — there  is  no  protection  for  the 
contractor  against  loss.  The  best — or  worst — he  can 
do  is  to  "pass  the  buck"  to  the  surety. 

While  the  greatest  opportunity  of  the  owner  in 
bettering  construction  conditions  is  in  his  relations 
with  the  contractor,  there  are  many  other  points  at 
which  he  may  help  reduce  the  hazards  under  which 
the  contractor  works  and  thus  increase  his  own  chances 
of  getting  satisfactory  service  at  the  minimum  price. 
The  contract  is  the  expression  of  the  business  rela- 
tions between  the  owner  and  the  contractor.  But  it  can 
be  more  than  a  legal  document  binding  the  contractor 
to  his  task — it  may  be  made  an  instrument  of  mutual 
co-operation  for  effective  and  economical  results,  for 
helpfulness  and  for  the  reduction  of  unnecessary  haz- 
ards. 

This  does  not  mean  that  the  owner  should  take 
upon  himself  the  burden  of  all' risks — or  even  share 
them  with  the  contractor.  It  does  mean  that  a  con- 
tract may  take  into  account  the  difficulties  which  con- 
front the  contractor  and  make  allowances  for  them  and 
help  him  obviate  them  if  this  does  not  involve  any 
unreasonable  effort  on  the  part  of  the  owner.  A  con- 
tract does  not  have  to  be  what  it  so  often  is — hand- 
cuffs and  chains  which  the  owner  puts  on  the  con- 
tractor, defying  him  to  do  his  best. 

The  Cost-Pius  Contract  Will  Help 

Without  going  into  the  relative  merits  of  the  vari- 
ous types  of  contracts,  the  need  for  more  equitable 
contract  methods  should  be  emphasized.  All  factors 
in  the  industry  are  beginning  to  realize  this — as  in- 
dicated by  the  growing  use  of  "cost-plus"  forms  of 
contracts.  Under  the  stress  of  war  conditions,  the 
weaknesses  of  the  "lump  sum"  contracts  were  exposed. 
The  contractor  was  not  sufficiently  protected — he  had 
to  work  within  fixed  limits,  fixed  before  conditions 
rapidly  changed.  Rising  prices  of  materials;  shortage 
of  labor,  higher  wage  scales  and  industrial  unrest ; 
restricted  transportation  facilities — the  combination  of 
all  these  adverse  conditions  of  the  war  and  readjust- 
ment period  resulted  in  severe  losses  to  most  con- 
tractors and  failure  for  many.  Some  owners,  such  as 
State  highway  departments,  have  given  a  measure  of 
relief  through  special  legislation  authorizing  additional 
payments — but  private  owners  have  not  shown  any 
general  disposition  to  share  burdens. 

The  exigencies  of  the  war  popularized  the  "cost- 
plus"  type  of  contract,  but  there  is  no  doubt  that  a 
reaction  has  set  in  against  too  extreme  and  loosely 
liberal  forms  of  the  indeterminate  contracts.  The 
owner  is  not  afforded  adequate  protection  against  de- 
liberate extravagance  or  careless  indifference  on  the 
part  of  the  contractor  or  his  workmen.  Somewhere 
between  the  two  extreme  types  is  the  most  equitable, 
and  we  are  now  in  a  period  of  wholesome  experiment 
with  various  forms  in  search  of  the  best.  There  is 
room  for  much  sincere  work  and  intelligent  co-opera- 
tion in  the  development  and  formulation  of  better  con- 


tracts and  the  business  principles  on  which  they  are 
based. 

The  Time  Element 

In  the  specific  clauses  of  the  contract  there  are 
many  possibilities  of  strengthening  the  contractor 
without  weakening  the  protection  of  the  owner.  In 
all  cases  reasonable  consideration  should  rule.  In  the 
fixed  time  limit  required  in  most  contracts  there  should 
not  be  an  attempt  to  rush  the  contractor,  unless  speed 
is  an  essential  factor.  It  is  to  a  contractor's  own  ad- 
vantage to  make  good  time,  and  unnecessary  haste  may 
result  in  bad  work.  Even  when  nature  is  assisted,  con- 
crete takes  time  to  set.  Provision  for  a  penalty  is 
desirable,  but  this  should  be  preferably  small — cer- 
tainly it  should  never  be  excessive  as  compared  with 
possible  damage.  Extensions  should  be  provided  for 
and  allowed  whenever  the  architect  or  engineer  con- 
siders them  reasonable  because  of  unforeseen  delays. 
At  the  same  time,  many  contracts  would  be  much 
fairer  if  they  provided  for  a  penalty  to  be  paid  by  the 
owner  for  unwarranted  delays  caused  by  him  or  his 
agents.  There  are  at  this  very  time  a  number  of  cases 
in  the  courts  which  would  have  been  obviated  if  the 
contractor  had  had  recourse  to  a  definite  contract 
clause  rather  than  the  law. 

Most  Contracts  Do  Not  Provide  Proper  Payment 

Clauses 

In  the  matter  of  payments  the  average  contract  is 
very  one-sided.  They  are  merely  provided  for — there 
is  no  enforceable  clause  requiring  definite  dates  and 
warning  of  penalties.  It  is  unreasonable  to  ask  a  con- 
tractor to  tie  up  all  available  capital  in  materials  and 
equipment  and  to  continue  to  pay  out  current  ex- 
penses of  labor  and  supervision  without  receiving  regu- 
lar payments  even  on  parts  of  work  already  done.  A 
reasonable  clause  binds  the  owner  to  pay  from  80  per 
cent,  to  90  per  cent,  of  value  of  Avork  done  as  esti- 
mated by  the  owner's  technical  representative,  and  the 
balance  soon  after  completion. 

The  Quantity  Survey — Divide  the  Cost 

The  physical  conditions  which  are  to  confront  a 
contractor  should  be  clearly  and  accurately  defined. 
It  may  be  legitimate  to  expect  a  contractor  to  come 
and  look  over  the  ground  for  a  nearby  job  or  one  of 
unusual  size,  but  he  should  not  be  expected  to  make 
extensive  or  intensive  investigations.  Where  there 
are  possibilities  of  very  adverse  conditions  the  greatest 
care  should  be  taken  by  owner  and  engineer  to  dis- 
cover and  describe  them.  The  courts  are  still  decid- 
ing and  contractors  still  recovering  from  difficulties 
arising  from  the  engineers  stating  a  few  years  ago 
that  an  underwater  tunnel  was  to  be  bored  through 
rock  and  the  contractors  found  quicksand.  In  such 
doubtful  cases  provision  should  be  made  for  proper 
adjustment  where  the  contractor  finds  either  deliber- 
ate or  unintentional  misrepresentation.  The  most 
trouble  comes  from  projects  involving  subaqueous  or 
underground  work — sewers,  water  mains,  tunnels, 
deep  excavation,  foundations,  dredging,  etc. — in  these 
types  of  work  the  owner  and  engineer  should  appre- 
ciate their  responsibility. 

Where  the  project  is  of  an  unusual  nature  or  con- 
siderable size  it  is  not  desirable  to  make  bidding  a 
guessing  contest.  The  fairest  plans  and  specifications 
include  an  accurate  "quantity  survey"  which  will  elim- 
inate all  guesswork  or  difficult  and  expensive  figuring, 
and  put  all  bidders  on  an  equal  basis.  The  owner 
should  provide  this  survey  and  either  pay  for  it  him- 
self or  have  the  cost  divided  among  the  bidders. 
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Hints  for  the  Contractor 

That  May  Save  Him  Time  and  Money — We  Will  Pay  for  All  Accepted  Items — 

Send  One  In 


Solution  of  Lye  and  Lime  Facilitates  Re- 
moval of  Paint  from  Steel  Structures 

By  F.  A.  McLean* 

A SIMPLE  and  effective  way  of  removing  old 
paint  from  iron  and  steel  structures  is  to 
dissolve  one  pound  of  concentrated  powdered 
lye  in  three  quarts  of  hot  water  adding  lime 
to  make  the  solution  thick  enough  to  spread  evenly. 
The  solution  should  be  applied  as  soon  as  it  is  mixed, 
by  means  of  a  brush  and  allowed  to  remain  on  the 
surfaces  to  be  cleaned  until  it  is  almost  dry.  If  it  is 
then  removed  it  will  take  the  paint  with  it  unless  it 
is  very  old  and  thick,  in  which  case  a  second  coat  of 
the  solution  should  be  applied  after  first  coat  has  been 
washed  off  the  surface.  Before  applying  a  new  coat 
of  paint,  the  metal  should  be  thoroughly  washed  with 
a  solution  composed  of  one-half  pound  of  sal  soda 
dissolved  in  two  gallons  of  warm  water.  After  the 
soda  solution  has  been  applied,  the  surface  of  the 
metal  should  be  wiped  or  warmed  until  thoroughly 
dried.  A  method  similar  to  this  is  in  use  by  the 
United  States  Coast  Artillery  for  cleaning  the  ex- 
terior portions  of  big  guns  and  their  carriages. 


Ditch  Dug  to  Receive  Surplus  Excavation 
from  Trench 

■ 

FACILITY  in  disposing   of   surplus  excavation 
from  sewer  trench  is  gained  by  a  Detroit  con- 
tractor in  the  manner  indicated  by  the  accom- 
panying diagram  from  Engineering  Record. 
A  4-ft.  trench  about  20  ft.  deep,  for  a  4  x  6  ft.  egg- 
shaped  brick  sewer  is  being  dug  by  a  trench  exca- 
vator in  an  unpaved  street  in  a  sparcely  built-up  dis- 


Backfilling  method  on  sewer  job 

trict.  The  material  below  the  top  soil  is  clay,  which 
cannot  be  disposed  of  except  by  long  haul  to  dumps, 
as  property  owners  will  not  use  it  for  grading  or  al- 
low it  to  be  scattered  on  their  land.  Since  the  vol- 
ume of  excavation  displaced  by  the  sewer  had  in  some 
w,ay  to  be  wasted,  the  contractor  excavated,  with  a 
steam  shovel,  a  broad,  shallow  ditch.  The  excavation 
took  only  the  top  soil,  which  was  loaded  into  wagons 

•Publicity  Department,  Canadian  Ingersoll-Rand  Co.,  Limited,  Sher- 
brooke,  P.Q. 


and  which  could  be  readily  disposed  of  on  nearby  and 
often  adjacent  lots.  The  volume  of  the  ditch  was  ap- 
proximately the  volume  of  sewer  displacement.  A 
power  backfiller  taking  from  the  spoil  bank  filled  the 
ditch.  Then  the  remainder  of  the  spoil  required  to 
refill  the  trench  was  filled  back  by  steam  shovel.  With 
the  machine  outfit  indicated,  about  35  ft.  per  day  of 
4  x  6-ft.  brick  sewer  was  averaged. 


Service  Tests  Indicate  Possibility  of  Using 
Sodium  Fluoride  as  a  Wood  Preservative 

TESTS  made  years  ago  at  the  U.  S.  Forest  Pro- 
ducts Laboratory  indicated  that  sodium  fluor- 
ide might  be  successfully  used  as  a  wood  pre- 
servative, because  it  has  high  toxicity, 
was  not  injurious  to  metal,  and  was  convenient  to 
handle.  Laboratory  tests  alone,  however,  are  never 
sufficient  to  establish  the  value  of  any  material  as  a 
wood  preservative ;  actual  service  tests,  even  though 
they  require  years  to  complete,  are  also  needed. 

In  order  to  obtain  comparative  durability  records, 
the  laboratory  in  1914  placed  sap-pine  ties  treated 
with  sodium  fluoride,  together  with  ties  treated  with 
zinc  chloride  and  creosote,  in  one  of  the  mines  of  the 
Tennessee  Coal,  Iron  and  Railway  Company,  at  Bir- 
mingham, Alabama.  Similar  service  tests  were  also 
started  at  this  time  on  red  oak  ties  placed  in  the  tracks 
of  the  Baltimore  and  Ohio  Railway  Company. 

After  five  years  of  service  the  mine  ties  which 
were  treated  with  sodium  fluoride  have  been  found 
in  as  good  condition  as  those  treated  with  zinc  chlo- 
ride, both  showing  very  little  deterioration.  The  creo- 
soted  mine  ties  apparently  were  in  still  better  con- 
dition, while  the  untreated  ones  were  in  various  ad- 
vanced stages  of  decay.  The  red  oak  railway  ties 
treated  with  sodium  fluoride  were  practically  all 
sound,  as  were  those  treated  with  zinc  chloride, 
whereas  a  large  percentage  of  the  untreated  oak  ties 
had  been  removed. 

Both  of  these  tests,  as  well  as  others  started  later, 
must  continue  for  a  number  of  years  yet  before  the 
relative  value  of  the  sodium  fluoride  treatment  for 
ties  and  timbers  is  definitely  known. 


Ditcher  Working  in  Close  Quarters  Picks  Us 
Rails  in  Single  Track  Tunnel 

ON  the  Northern  Pacific  Ry.  there  is  a  single- 
tracked  tunnel  a  mile  long  in  which  rail  re- 
placement has  always  been  a  very  difficult 
job.  Until  not  very  long  ago  such  work  had  al- 
ways been  done  by  hand,  because  the  men  in  charge  did 
not  believe  that  it  was  possible  for  a  machine  to  work 
in  such  restricted  quarters.  When  old  rail  was  to  be 
taken  up,  the  spikes  were  pulled  and  the  rails  shoved 
to  one  side,  still  connected  together.  In  this  shape  they 
were  dragged  out  of  the  tunnel  by  a  locomotive.  Out- 
side they  were  disconnected  and  loaded  onto  cars  by 
hand.   The  cost  of  replacing  the  old  steel  and  loading 
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Canada's  Contractors — Roger  Miller 


Few  contractors  in  Canada  are  identified  with  as 
many  interests,  or  have  such  an  extended  experience 
as  Mr.  Roger  Miller,  president  of  Roger  Miller  &  Sons, 
Ltd.,  engineers  and  contractors,  Toronto;  president  of 
Roger  Miller  &  Company,  Ltd.,  contractors,  Prince 
Edward  Island  and  Shediac,  N.  B.;  president  Clayburn 
Co.,  Ltd.,  fire  brick  manufacturers,  Vancouver,  B.  C. 
As  a  contractor,  Mr.  Miller  has  specialized  on  marine 
work,  and  it  is  in  this  field  that  most  of  his  experience 
has  been  gained.  He  was  born  at  Jerseyville,  Ancaster 
Township,  Ontario,  in  1849,  and  was  educated  in  the 
public  schools  of  Ingersoll,  Ont.,  and  at  Trinity  Med- 
ical College,  Toronto.  Following  his  study  of  medicine 
at  this  institution  from  1865  to  1869,  he  engaged  in  me- 
chanics under  his  father,  who  was  a  carpenter  and 
builder  in  Ingersoll.  From  1872  to  1875  he  gained  some 
valuable  experience  in  general  storekeeping  but  in  the 
latter  year  became  foreman  and  overseer  for  the  Gov- 
ernment on  the  northern  section  of  the  Welland 
Canal.  He  held  this  position  till  1879,  when  he  became 
a  member  of  the  firm  of  Townsend,  Miller  &  Com- 
pany, which  had  the  contract  for  the  lock  gates  on 
the  Welland  Canal.  From  1878  to  1905  he  was  a  mem- 
ber of  the  firm  of  J.  &  R.  Miller,  contractors,  build- 
ers and  mill  owners,  owning  sawmills  at  Markdale  and 
Grand  Valley,  Ont.,  and  grist  mills  at  Elgin,  Ont. 
The  firm  obtained  government  contracts  for  all  lock 
gates  from  Sault  Ste.  Marie  to  the  Soulanges  canal. 
In  1908  his  brother  retired  and  the  partnership  of 
Roger  Miller  &  Sons  was  formed,  the  company  be- 
ing incorporated  in  1910,  with  Roger  Miller  as  presi- 
dent. 

The  contracting  companies  of  which  Mr.  Roger 
Miller  is  president,  have  carried  out  very  extensive 
contracts,  largely  of  a  marine  character.  Some  of  the 
outstanding  projects  undertaken  under  Mr.  Miller's 
direction  have  been:  repairs  to  the  Sault  Ste.  Marie 
canal  when  the  break  occurred  in  1909;  the  construc- 
tion of  all  the  new  gates  for  this  canal;  the  construc- 
tion of  the  new  duplicate  intake  for  the  city  of  To- 
ronto; the  84-inch  conduit  from  the  Toronto  filtration 
plant  to  the  tunnel  under  Toronto  Bay;  the  installa- 
tion of  connections  from  the  new  duplicate  intake  to 
the  filtration  plant  and  from  the  filtration  plant  to  the 
84-inch  conduit;  the  building  of  all  the  lock  gates  for 
approximately  half  the  Trent  Valley  canal;  the  car 
ferry  terminals  at  Prince  Edward  Island;  a  large 
portion  of  the  work  in  the  building  of  the  British 
Forgings  plant  at  Ashbridges  Bay,  Toronto;  the  in- 
stallation of  the  foundations  for  the  plant  of  Baldwin's 
Canadian  Steel  Corporation,  also  on  Ashbridges  Bay; 
the  widening  of  the  upper  entrance  to  the  Morrisburg 


canal,  St.  Lawrence  River;  the  lock  gates  for  the  East 
River  ship  canal  at  New  Glasgow,  N.S.,  and  the  carry- 
ing out  of  $1,250,000  worth  of  work  for  the  Dominion 
Government  on  Toronto  harbor.  Other  large  works 
with  which  Mr.  Roger  Miller  has  been  connected  in- 
clude repairs  to  the  banks  of  the  Lachine  canal;  the 
construction  of  the  Toronto  waterworks  tunnel;  break- 
water and  landing  piers  at  Depot  Harbor;  breakwater 
at  Port  Stanley,  Ont.,  and  numerous  other  projects  of 
a  national  character. 

Mr.  Miller  was  also  connected,  in  a  consulting  capa- 


M/.  Roger  Miller 


city,  with  the  construction  of  the  New  York  State 
barge  canal,  and  has  been  a  member  of  a  number  of 
consulting  boards  in  connection  with  engineering 
problems. 

Mr.  Miller  was  also  at  one  time  a  member  of  the 
contracting  firm  of  Haney  &  Miller,  and  for  two  years 
was  managing  director  of  the  Montreal  Locomotive 
Works,  and  had  charge  of  the  building  and  initial 
operation  of  this  plant.  The  present  firm  of  Roger 
Miller  &  Sons,  Ltd.,  includes,  besides  Mr.  Miller,  as, 
president,  his  two  sons,  Fred  and  Roy. 


it  for  shipment  was  about  $1,000,  which  includes  the 
expense  of  repairing  the  roadbed  and  replacing  ties 
damaged  when  the  old  rail  was  dragged  out  of  the 
tunnel. 

It  was  decided  to  give  a  ditching  machine  a  tryout 
at  loading  the  rails  in  the  tunnel,  instead  of  the  usual 
large  labor  gang.  The  work  train  arrangement  was 
as  follows:  An  empty  flat  car  was  coupled  in  front 
of  the  one  on  which  the  ditcher  was  mounted  and, 
with  four  laborers  to  hook  and  unhook  the  rail  tongs, 
work  was  commenced  at  the  east  end  of  the  tunnel. 
As  soon  as  the  car  was  loaded  the  train  ran  out  of 
the  tunnel,  and  another  empty  coupled  on  in  place  of 
the 'one  just  loaded. 

As  the  tunnel  was  a  single-track  affair,  naturally 
there  was  very  little  clearance,  but  so  carefully  did 
the  operator  handle  his  machine,  and  so  responsive 
wrs  it  to  the  levels  that  the  boom  did  not  touch  the 
walls  of  the  tunnel.    The  fact  that  rails  could  be 


picked  up  only  from  one  side  at  a  time  on  account  of 
the  tight  quarters,  slowed  up  the  work  a  trifle,  but, 
at  that,  the  job  was  completed  in  eleven  hours  of 
actual  work  and  it  was  estimated  that  the  saving  over 
the  old  way  of  doing  the  same  work  was  not  less  than 
$500. 


Quebec  Director  of  Housing 

Dr.  Nadeau  has  been  appointed  Director  of  Hous- 
ing for  the  Province  of  Quebec,  in  connection  with  the 
Quebec  Housing  Law  recently  passed.  A  provincial 
housing  scheme  has  also  been  prepared.  The  appoint- 
ment of  Dr.  Nadeau,  rs  Director  of  Housing,  is  sig- 
nificant of  the  importance  which  the  province  attaches 
to  the  promotion  of  housing  schemes  in  the  form  of 
Garden  Suburbs.  Quebec  has  introduced  town  plan- 
ning provisions  in  its  housing  scheme  and  the  inten- 
tion is  to  pass  a  Town  Planning  Act  at  the  present 
session  of  the  legislature. 
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Building  Permits  Still  Surpass  Those  of 
Year  Ago 

ACTIVITIES  in  the  building  trades  as  indicated 
by  the  value  of  building  permits  issued  in  35 
cities  showed  a  decrease  during  December  as 
compared  with  the  preceding  month,  the  to- 
tal value  of  building  permits  falling  from  $6,936,438 
in  November,  to  $4,945,539  in  December,  a  decrease 
of  $1,990,899,  or  28.7  per  cent.  Nova  Scotia  was  the 
only  province  to  record  an  increase  in  this  comparison. 

As  compared  with  the  corresponding  month  in 
1918  there  was  an  increase  of  201.1  per  cent.,  the 
value  for  December,  1918,  being  $1,642,362.  In  this 
comparison  all  the  provinces  recorded  substantial  in- 
creases. 

Of  the  larger  cities,  Montreal,  Toronto,  Winnipeg, 
Edmonton  and  Vancouver  recorded  declines  as  com- 
pared with  the  preceding  month.  In  comparison  with 
December,  1918,  these  cities  reported  large  increases. 

Of  the  smaller  centres,  Halifax,  Sydney,  Moncton, 
Sherbrooke,  Westmount;  Kingston,  London,  St. 
Thomas,  Moose  Jaw,  Saskatoon  and  Victoria  all  re- 
corded substantial  increases,  both  as  compared  with 
November,  1919,  and  with  December,  1918. 

Estimated  Cost  of  Building  Work  as  Indicated  by  Building  Permits 
Issued  in  Thirty-five  Cities 

December.  1919,  compared 
with  December,  1918 
City  December,       December,    Increase  (*)  Decrease  (t) 

1919  191S  Amount  Percent. 

Nova  Scotia   $374,083  $98,756       *   $275,327       *     278  80 

Halifax   341,240  74,390       *     200.850       *  358.72 

Sydney   32,843  24,366       *        8,477       *  34.79 

New   Brunswick    .    .       67,600  5,825       *      61,775       *  1,060.52 

Moncton   67,000  5,825       *      61,775       *  1,060.52 

Quebec   828,151  192.420  *  635.731  *  330.39 

MontrealMaison- 

neauve   658,401  170.045  *  482,356  *  274.00 

Quebec   91,150  5,575  *.  85,575  *  1,534.98 

Sherbrooke   15,600    *  15,600 

Three  Rivers  .  .    .  .  15,800  5.600  *  10,200  *  182.14 

Westmount   47,200  5,200  *  42,000  *  807.69 

Ontario   3,187,337  1,132,118  *  2,055,219  *  446.73 

Brantford   78.325  1,565  *  76,760  *  4,904.79 

Fort  William   ....  850  54,365  f  53,515  t  98.44 

Guelph   4,100  350  *  3,750  *  1,071.43 

Hamilton   180,750  309,900  t  129,150  t  41.67 

Kingston   143,885  8,548  *  135,337  *  1.583.26 

Kitchener                        17,380  400  *  16,980  *  4,245.00 

London   431,200  27,980  *  403,220  *  1,441.10 

Ottawa   118,575  58,163  *  60,412  *  103.87 

Peterborough    .    .  .  3,243  3,175  ■  68  *  2.14 

.  Port  Arthur   . .    .  .  1,714  4,721  t  3,007  t  63.69 

Stratford   1,455  35  *  1,420  *  4,057.14 

St.   Catharines    .    .  29,125  15,545  *  13,580  *  87.36 

St.    Thomas    .  .    .  .  64,050  85  *  63,965  *75,252.94 

Toronto   2,039,625  610,451  *  1,429,174  *  234.12 

Windsor   73,060  36,835  *  36,225  *  98.34 

Manitoba   156,610  10,150       *     146,460       *  1,442.96 

Brandon   7,160  300       *        6,860       *  2,286.67 

Winnipeg   149,450  9,850       *     139,600       *  1,417.26 

Saskatchewan    .  .     .  .  90,885  62,160  *  28,695  *  48.16 

Moose  Jaw   48,900  47,950  *  950  *  1.98 

Regina   12,400  5,160  *  7,240  *  150.00 

Saskatoon   29,555  9,050  *  20,505  *  226.57 

Alberta   53,600  37,100       *       16,500       *  44.47 

Calgary   34,000  27,300       *        6,700       *  24.54 

Edmonton   19,600  9,800       *        9,800       *  100.00 

British  Columbia   .    .  187,303  103,833  *  83,470  *  80.39 

New  Westminster  .  9,500  11,440  t  1,940  t  16.96 

Vancouver   118,453  81,653  *  36,800  *  45.07 

Victoria   59,350  10,740  *  48,610  *  452.61 

Total— 35  Cities.    .    .$4,945,539       $1,642,362       *$3,303,177       *  201.12 


Mr.  F.  I.  Spielman,  of  Spielman  Agencies,  Regd., 
Montreal,  has  been  appointed  vice  president  of  the 
Canadian  Association  of  British  Manufacturers.  The 
object  of  this  association  is  to  further  the  interests  of 
British  trade  and  to  deal  with  such  matters  as  tariffs, 
taxes,  freight  rates,  time  limits  for  tenders,  etc. 


Pannill  Door  Go.  Reports  Brisk  Demand 
for  Doors 

The  Pannill  Door  Company,  131  Front  St.  E., 
Toronto,  report  a  brisk  demand  for  their  stock  and 
look  forward  to  a  successful  season  in  the  sale  of 
doors.  This  company,  of  which  Captain  Hunter  Pan- 
nill is  the  head,  do  a  wholesale  and  retail  business, 
dealing  exclusively  in  doors.  They  carry  a  stock  of 
several  thousand  in  all  sizes,  in  plain  and  quarter  cut 
white  oak,  red  oak  and  birch,  and  solid  white  pine, 
featuring  the  "Korelock"  and  "Kilmax"  line.  This 
company  was  formed  a  few  months  ago  by  Captain 
Pannill,  who,  previous  to  enlistment,  was  associated 
with  the  Northern  Alluminum  Co.,  of  Toronto. 
Captain  Pannill  went  overseas  with  the  38th  Battalion 
of  Ottawa,  arriving  in  France  in  the  latter  part  of  1915. 
He  was  wounded  at  Vimy  Ridge  and  was  sent  back 
to  London  where  he  spent  some  months  in  the  hospital. 
Upon  his  recovery  he  joined  the  Royal  Air  Force  and 
qualified  as  an  observer.  Captain  Pannill  had  some 
thrilling  experiences  while  in  the  Air  Force  and  was 
wounded  by  an  explosive  shell  from  an  anti-aircraft 
gun  while  flying  eight  thousand  feet  above  the  German 
lines  in  September,  1917.  After  being  confined  to 
the  hospital  for  nearly  a  year  he  returned  to  Canada 
in  August,  1918.  Captain  Pannill  was  awarded  the 
Military  Cross  for  gallantry  on  the  field.  Major  E.  I. 
Harrington,  one  of  the  best  known  sash  and  door  men 
in  Canada  is  indirectly  associated  with  Captain  Pannill 
in  this  new  firm.  The  success  of  this  firm  during 
the  six  months  they  have  been  in  business  points  to 
a  big  demand  for  their  products  during  the  coming 
building  season. 


Presentation  to  John  V.  Gray 

A  few  weeks  ago  the  chief  employees  of  the  Jno. 
V.  Gray  Construction  Co.,  Toronto,  held  a  little  sur- 
prise party  with  their  chief  and  presented  him  with  a 
gold  wrist  watch  suitably  engraved.  A  circumstance 
of  this  character  goes  far  to  prove  the  cordial  rela- 
tions between  employer  and  employee  which  exists 
in  this  firm.  It  indicates  the  presence  of  that  esprit 
de  corps  which  is  such  a  valuable  asset  in  any  con- 
cern, and,  in  these  days  of  unrest,  all  too  rare. 


Trade  Incorporations 

The  Cox  Construction  Company,  with  head  office  at 
Winnipeg,  capital  $60,000. 

Kilmer  &  Barber,  Limited,  with  head  office  at  Toronto, 
capital  $300,000,  to  carry  on  the  business  of  contractors  and 
builders. 

Toronto  Cement  Products,  Limited,  with  head  office 
at  Toronto,  capital  $40,000,  to  carry  on  the  manufacture  of 
cement,  brick  tile,  etc. 

National  Building  Company,  Limited,  with  head  office  at 
Toronto,  capital  $125,000,  to  carry  on  the  business  of  build- 
ers and  real  estate  agents. 


The  firm  of  Crane,  Limited,  of  Montreal,  the  largest 
dealers  in  plumbing,  heating  and  engineering  supplies  on  the 
continent,  have  purchased  a  site  in  Regina,  and  will  shortly 
locate  a  branch  in  that  city. 


A  general  increase  affecting  almost  the  entire  staff  of 
civic  employees  at  Guelph,  Ont,  has  been  granted. 
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East  and  West— From  Coast  to  Coast 


Fifty  miles  of  new  rails,  costing  $150,000,  will  be  in- 
stalled in  the  London  division  of  the  Canadian  Pacific  Rail- 
way this  year. 

The  estimates  of  Property  Commissioner  Chisolm,  of 
Toronto,  for  1920,  will  involve  an  expenditure  in  the  neighbor- 
hood of  $900,000  to  be  spent  on  new  civic  buildings  and 
improvements. 

It  is  reported  that  the  Canadian  branch  of  the  Gartley, 
Weston  Company,  of  Detroit,  will  be  located  at  London, 
Ont.  The  firm  are  manufacturers  of  metal  plating  and  will 
employ  500  men  in  their  new  plant. 

Cornwall,  Ont.,  will  adopt  the  Dominion  Government's 
housing  scheme  this  year.  At  a  recent  meeting  of  the  town 
council,  Messrs.  P.  E.  Campbell  and  A.  C.  Robertson  were 
appointed  as  a  housing  commission. 

Out  of  300  municipalities  in  the  Province  of  Saskatche- 
wan, 294  have  accepted  the  offer  made  by  the  Department 
of  Highways,  providing  for  the  payment  of  grants  by  the 
Provincial  Government  for  the  maintenance  of  main  high- 
ways. 

Ten  acres  of  land  have  been  purchased  by  the  London 
Housing  Commission,  in  East  London,  which  will  be  the 
site  of  a  model  community  to  be  developed  this  year.  Several 
applications  for  houses  have  already  been  received  by  the 
commission. 

Building  figures  in  the  border  cities  of  Windsor,  Walker- 
ville,  Ford  and  Sandwich,  Ont.,  for  the  past  year,  totalled 
approximately  five  and  a  half  million  dollars.  Windsor  lead 
with  $2,601,370;  Walkerville  was  next  with  $2,008,000;  Sand- 
wich, $457,000  and  Ford,  $400,000. 

It  is  reported  the  Building  Exchange  at  London,  Ont., 
are  contemplating  the  organization  of  an  Industrial  Council 
so  that  strikes  and  disagreements  can  be  seiiled  prornptly 
by  arbitration  and  not  seriously  affect  the  extensive  building, 
operations  looked  for  during  the  coming  season. 

The  Esquimalt  &  Nanaimo  Railway  will  spend  in  the 
neighborhood  of  $1,000,000  this  year  on  general  construction 
and  improvements.  Included  in  this  amount  will  be  $150,- 
000  for  new  offices  in  Victoria  and  $100,000  as  the  company'.': 
contribution  towards  the  cost  of  the  new  Johnson  Street 
bridge. 

At  a  recent  meeting  of  the  Chamber  of  Commerce. 
Niagara  Falls,  Ont.,  several  of  the  members  pledged  them- 
selves to  take  stock  in  a  new  company  to  be  formed  for  the 
purpose  of  building  houses  in  the  city.  The  company  which 
will  be  known  as  the  Niagara  Falls  Homes,  Limited,  will 
apply  for  a  charter  and  will  be  capitalized  at  $250,000. 

Mr.  R.  E.  Kelly,  president  of  the  Western  Ontario 
Highway  Association,  will  head  a  deputation  of  citizens 
from  the  Border  cities  between  Niagara  Falls  and  Windsor, 
to  wait  on  the  Provincial  Government  in  the  near  future  to 
ask  that  the  construction  of  Provincial  highways  in  this 
district  be  of  a  permanent  nature,  surfaced  with  either 
asphalt  or  brick. 

City  Solicitor  T.  G.  Meredith,  of  London,  Ont.,  has 
ruled  that  the  Council  is  not  governed  by  the  result  of  a 
vote  of  the  citizens  taken  recently,  which  was  against  the 
construction  of  a  $140,000  bridge  across  the  Thames.  The 
Board  of  Works  is  greatly  in  favor  of  the  bridge  which  they 


claim  is  urgently  needed,  and  it  is  more  than  likely,  under 
the  above  ruling,  that  construction  will  be  gone  ahead  with. 

A  deputation  composed  of:  Mayor  Gray  and  Reeve  Sing, 
of  Meaford;  Mayor  Patterson,  of  Owen  Sound;  Mayor  Hol- 
den,  of  Collingwood;  and  Reeve  Brown,  of  Collingwood 
township,  waited  upon  Hon.  Mr.  Drury  and  Col.  Carmichael 
recently  to  urge  the  taking  over  of  the  road  between  Barrie, 
Owen  Sound,  Meaford  and  Collingwood  as  a  provincial  high- 
way. Premier  Drury  promised  the  consideration  of  this 
question. 

A  joint  public  meeting  was  held  recently  at  St.  John. 
N.  B.,  composed  of  representatives  of  the  local  branch  of 
the  Engineering  Institute,  Commercial  Club,  the  Board  of 
Trade  and  several  prominent  citizens,  for  the  purpose  of 
considering  the  subject  of  town  planning.  W.  F.  Burdiit, 
chairman  of  the  St.  John  Town  Planning  and  City  Expansion 
Committee,  read  a  very  interesting  paper  on  the  subjec, 
which  embod'ed  several  worth  while  suggestions  for  local 
improvements.  Mr.  H.  L.  Seymour  also  spoke  on  "Some  of 
the  General  Principles  of  City  Planning  with  Application  to 
St.  John." 

A  delegation  of  property  owners  of  Notre  Dame  de  Grace, 
a  suburb  of  Montreal,  waited  on  the  Administrative  Com- 
mission recently,  for  the  purpose  of  having  the  present  by- 
law, which  provides  only  for  the  erection  of  detached  or 
semi-detached  cottages  in  this  district,  amended.  Property 
owners,  it  was  stated,  are  ready  to  erect  two-storey  buildings 
to  the  number  of  about  50,  which  would  be  capable  ot 
accomodating  100  tenants,  thereby  relieving  the  present 
congested  conditions  which  exist.  Commissioner  Ross,  who 
met  the  delegation,  looked  favorably  on  the  scheme  and 
promised  his  co-operation  in  securing  this  amendment. 


Personal 

Mr.  J.  Smythe,  C.  E.,  has  been  appointed  superintendent 
cf  work-:  at  Cornwall,  Ont.,  succeeding  Mr  C.  A.  L.junt. 
who  resigned  recently. 

Mayor  Fetterly  and  Mr.  J.  A.  Chisolm,  of  Cornwall, 
Ont.,  have  been  appointed  members  of  the  Isle  Perrot 
Bridge  Commission. 

Mr.  Beaumont  Jarvis,  architect,  of  Toronto,  originator 
of  the  Roman  Stone  Company,  has  taken  up  residence  in 
Belleville,  Ont.,  in  which  city  he  may,  it  is  said,  organize 
a  concrete  industry. 

Mr.  W.  T.  Randall,  son  of  Mr.  W.  H.  Randall,  man- 
aging director  of  the  Neptune  Meter  Co.  Ltd.,  Toronto,  has 
taken  a  position  as  salesman  with  this  company.  Mr.  Randall, 
Jr.,  went  overseas  with  the  180th  battalion,  being  transferred 
to  the  4th  battalion  in  France.  He  was  returned  to  Canada 
suffering  from  shell  shock  and  on  recovery  went  to  New  York 
where  he  had  special  training  in  the  manufacture  of  meters 
with  the  Neptune  Meter  Company,  of  that  city. 


Obituary 

Mr.  Leonard  Foulds,  Toronto,  died  recently  of  pneu- 
monia. For  eleven  years  he  was  an  architect  in  Toronto 
and  during  the  war  joined  the  220th  battalion.  Since  his 
discharge  from  the  army,  he  has  been  connected  with  the 
drafting  department  of  the  Canadian   National  Railways.  • 

Mr.  George  Plunkett  Magann,  one  of  the  oldest  railway 
supply  contractors  in  the  Dominion,  passed  away  at  his  home 
19  Dowling  Avenue,  Toronto,  recently,  following  an  attack 
of  pneumonia.  Deceased,  who  was  in  his  71st  year,  was 
formerly  in  the  lumber  business,  but  he  was  best  known  in 
connection  with  railway  contracting,  having  had  large  con- 
tracts for  the  Grand  Trunk,  the  Canadian  Pacific  and  the 
Canadian  National  Railways. 


Contracts  Department 

News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Elmira,  Ont 

Town  plans  to  expend  $3,500  on  lay- 
ing of  sewers  this  spring.  Reeve,  P.  F. 
Stumpf. 

Exeter,  Ont. 

Jos.  Senior,  Town  Clerk,  Exeter,  has 
plans  and  receives  tenders  until  March 
20th  for  concrete  pavement  costing 
$25,000.  Engineer,  T.  R.  Paterson, 
Goderich,  Ont.,  also  has  plans. 

Gravenhurst,  Ont. 

Water  Commissioners  plan  to  extend 
water  mains:  cost,  $5,000.  Chairman, 
Mayor  Van  Stone. 

Highgate,  Ont. 

F.  Littlejohns,  Highgate,  clerk  for  Or- 
ford  Township,  has  plans  and  receives 
tenders  until  Feb.  28th  for  construction 
of  Duffus,  Cruickshanks,  Good,  Brand 
and  King  drains,  costing  $4,500. 

Levis,  Que. 

Lionel  Lemieux,  clerk,  City  Hall,  re- 
ceives tenders  until  March  2nd  for  pav- 
ing work  costing  $80,000  for  Municipal- 
ity. Plans  with  engineer,  Edouard  Ha- 
mel,  City  Hall. 

Midland,  Ont. 

Town  has  appointed  committee  to  se- 
cure plans  and  estimates  and  to  make 
report  as  to  the  cost  of  installing  new 
sewerage  system.  Chairman,  Councillor 
Mr.  Toole. 

North  Lancaster,  Ont. 

A.  J.  Macdonald,  North  Lancaster, 
clerk  for  Lancaster  Township,  has  speci- 
fications and  receives  tenders  until 
March  2nd  for  ditching,  crushing  and 
spreading  crushed  stone  or  gravel  on  a 
number  of  roads. 

Ottawa,  Ont. 

Ottawa  Surburban  Roads  Commission, 
chairman.  John  Bingham,  Ottawa  Dairy 
Co.,  Somerset  St.,  has  under  considera- 
tion the  construction  of  following  roads: 
Richmond  Road,  6^  miles,  $10,000; 
Montreal  Rd.,  sy2  miles,  $13,000;  Rus- 
sell Rd.,  4  miles,  $6,000;  Metcalfe  Rd, 
10y2  miles,  $24,000;  Bowesville  Rd.,  zy> 
miles,  $9,000. 

Saraguay,  Que. 

R.  T.  Heneker,  secy.-treas.  for  vil- 
lage, Room  No.  68,  232  St.  James  Street, 
Montreal,  has  plans  and  receives  tenders 
until  Feb.  28th  for  construction  of  Main 
River  Road  with  bituminous  macadam 
for  a  distance  of  1-1/3  miles. 

St.  Margeret  Village,  N.S. 

Provincial  Highway  Board,  Hollis  St., 
Halifax,  has  plans  and  calls  for  tenders 
until  March  6th  for  road. 

St.  Thomas,  Ont 

J.  D.  Curtis,  Chairman,  Board  of 
Works,  receives  tenders  until  noon 
March  1st  for  approximately  13,000  sq. 
yards  of  asphalt  pavement  with  curb  and 


gutter,  track  foundations,  etc.  Plans  at 
office  of  Engineer,  W.  C.  Miller. 

Thorold,  Ont. 

Town  Council  will  consider  shortly 
the  matter  of  laying  sewers.  Mayor, 
Edward  P.  Foley;  clerk,  D.  J.  C.  Mun- 
ro. 

Toronto,  Ont. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Highways,  Pari. 
Bldgs,  Toronto,  receives  tenders  until 
noon  March  16th  for  clearing,  grubbing, 
earthwork,  construction  of  ^concrete 
structures  and  and  other  necessary  work 
on  the  Provincial  Highway  in  Louth 
Township.  Plans  at  office  of  Resident 
Engineer,  Beamsville,  at  offices  of  City 
Engineer,  St.  Catharines,  and  at  Office 
of  Deputy  Minister. 

\Y.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Highways,  re- 
ceives tenders  until  March  9th  for  earth 
work  and  other  necessary  work  on  Pro- 
vincial Highway  in  Richmond  Town- 
ship. Plans  with  Resident  Engineer  and 
Deputy  Minister. 

City  plans  to  fill  in  Sully  Crescent. 
This  will  necessitate  the  wrecking  of  38 
houses.  Chairman,  T.  L.  Church,  City 
Hall. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Highways,  Pari.  Bldgs, 
Toronto,  receives  tenders  until  noon 
March  17th  for  excavating,  construction 
of  concrete  structures  and  other  neces- 
sary work  in  Grantham  Township,  Nia- 
gara Township  (A)  and  (B),  Richmond 
Township,  Ernestown  and  Kingston 
Townships,  Brighton  and  Murray  Town- 
ships, Hamilton  and  Haldimand  Town- 
ships. Plans  at  office  of  Resident  Engi- 
neer, Napanee,  Port  Hope  and  Beams- 
ville, and  at  office  of  Deputy  Minister. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Highways,  Pari. 
Bldgs,  Toronto,  has  plans  and  receives 
tenders  until  March  15th  for  supply  of 
four  pumps,  capable  of  handling  asphal- 
tic  road  oils. 

Board  of  Control  contemplates  widen- 
ing of  Broadview  and  Gerrard  corner. 
Cost,  $20,000.  Chairman,  T.  L.  Church; 
commissioner  of  works,  R.  C.  Harris. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Works,  Pari. 
Bldgs,  Toronto,  receives  tenders  until 
noon,  March  16th,  for  clearing,  grub- 
bing, earth  work,  rock  work,  construc- 
tion of  concrete  structures  and  other 
necessary  work  on  Provincial  Highway 
in  Pittsburg  Township.  Plans  at  office 
of  Resident  Engineer,  Gananoque,  Ont, 
City  Engineer,  Kingston,  and  Deputy 
Minister. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Highways,  Pari.  Bldgs, 
Toronto,  receives  tenders  until  noon, 
March  16th,  for  earth  work  and  other 
necessary  work  on  Provincial  Highway 
in  Townships  of  East  and  West  Whit- 
by.    Plans  at  office  of  Resident  Engi- 


neer, Port  Hope,  Ont,  Town  Engineer, 
Oshawa,  and  Deputy  Minister,  Toronto, 
ronto. 

Winnipeg,  Man. 

Tenders  will  be  called  soon  for  24  ft. 
Asphalt  No.  2  pavement  on  Grosvenor 
Ave.  between  Guelph  and  Cambridge 
Sts.  and  on  Newman  St.  between  Port- 
age and  Wolseley  Aves.  Total  cost  $32,- 
163.    Clerk  for  City,  C.  J.  Brown. 

CONTRACTS  AWARDED 
Fergus,  Ont. 

James  Gow  has  excavating  work  for 
reservoir  for  Town. 

Guelph,  Ont. 

P.  H.  Secord  &  Sons,  133  Nelson  St, 
Brantford,  Ont,  have  general  contract 
on  cost  plus  basis  for  sewage  disposal 
plant  for  city. 

Ottawa,  Ont. 

Sawyer-Massey  Co,  305  St.  James  St., 
Montreal,  Que,  have  general  contract 
for  road  supplies  for  Carleton  County 
Council. 


Railroads,  Bridges  and  Wharves 

Bromptonville,  Que. 

Municipality  plans  to  construct  iron 
bridge  costing  $5,000  and  concrete 
bridge  costing  $6,000.  Secy.-treas,  J. 
O.  Ouellet.  A  quantity  of  steel  and 
wood  will  be  required. 

Calgary,  Alta. 

Plans  are  in  progress  for  express  of- 
fice for  C.  P.  Rly.  General  Supt,  J.  M. 
Cameron,  Calgary;  District  Engineer,  W. 
Alexander,  Calgary. 

C.  P.  Rly.  is  having  plans  prepared  for 
following  projects:  Lochearn,  station; 
Hardisty,  engine  house;  Metiskow,  sta- 
tion; Cardston,  station;  Medicine  hat, 
improvements  to  station,  engine  house 
and  trackage.  General  Supt,  J.  M.  Cam- 
eron, Calgary. 

Dalhousie  Lake,  Ont. 

Dalhousie  Township  Council  contemp- 
lates erection  of  bridge,  probably  tim- 
ber, and  will  have  plans  prepared.  Clerk, 
W.  Geddes,  Dalho  usie  Lake,  Ont. 

Dunwich,  Ont. 

Dunwich  Township  Council  will  have 
plans  prepared  for  steel  and  concrete 
bridge.  Construction  of  tile  drains  will 
also  be  considered.  Clerk,  D.  A.  Mc- 
Nabb,  Dunwich,  Ont. 

Fortierville,  Que. 

C.  N.  Rlys,  1  Toronto  St,  Toronto, 
purchased  line  from  Lotbiniere  &  Me- 
gantic  Rly.  and  will  extend  it  from  For- 
tierville to  Quebec  Bridge.  Chief  Engi- 
neer, L.  D.  Brown,  Moncton,  N.  B. 

Fort  William,  Ont. 

C.  P.  Rly.  plans  to  construct  at  Fort 
William,  engine  house  and  additional  yard 
facilities  and  trackage,  and  coal  handling 
plant;  at  Port  Arthur,  additional  yard 
facilities   and   trackage.     District  Engi- 
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neer,  J.  C.  Holden,  Winnipeg;  General 
Supt,  A.  E.  Stevens,  Winnipeg. 

Kenora,  Ont. 

R.  C.  Desrochers,  Secretary  for  Do- 
minion Dept.  Public  Works,  Ottawa,  re- 
ceives tenders  until  noon,  March  10th, 
for  wharf  to  be  constructed  at  Rideout 
Bay.  Plans  at  Dept.,  Ottawa,  office  of 
District  Engineer,  Port  Arthur,  and  at 
P.  O.  Kenora. 

London,  Ont. 

City  plans  to  expend  $4.r>,000  on  con- 
struction of  new  steel  bridge  at  Ridout 
St.  Engineer,  H.  A.  Brazier,  City  Hall. 
Moose  Jaw,  Sask. 

C.  P.  .Rly.  will  call  tenders  for  new 
stations  at  Dafoe,  Insinger,  Corrinne, 
Willows  and  Rutland.  General  Supt., 
W.  A.  Mather,  Moose  Jaw. 
A.  Mather,  Moose  Jaw;  District  Engi- 
P.  Rly.,  has  plans  and  receives  tenders 
for  station. 

Nanaimo,  B.C. 

Tenders  will  be  called  shortly  for  sta- 
tion for  Esquimalt  &  Nanaimo  Railway. 
General  Manager,  H.  E.  Beasley,  Vic- 
toria, B.C. 

Plans  are  in  process  for  railway  im- 
provements at  Esquimalt  and  Nanaimo 
costing  $750,000  for  C.  P.  R. 

Ottawa,  Ont. 

Dominion  Dept.  Rlys.  &  Canals  con- 
template construction  of  railway  from 
Montreal  to  Labrador.  Minister,  Hon. 
T.  D.  Reid,  Ottawa. 

Regina,  Sask. 

Plans  are  in  progress  for  alterations 
and  extension  to  station,  also  for  con- 
struction of  coaling  plant  and  engine 
house  for  C.  P.  Rly.  General  Supt.,  W. 
A.  Mather,  Moose  Jaw;  District  Engi- 
neer, J.  R.  C.  Macredie,  Moose  Jaw. 

Sherbrooke,  Que. 

G.  T.  Merkell,  Chief  Engineer  for 
Quebec  Central  Railway,  Sherbrooke, 
will  prepare  plans  for  railway  extension 
from  Scott's  Junction  to  Quebec  Bridge. 
General  Supt.,  J.  T.  Reid,  Sherbrooke. 

St.  Eustache,  Que. 

J.  A.  J.  Belisle,  secy.-treas.  for  Town, 
has  plans  and  receives  tenders  until  Feb. 
38th  for  reinforced  concrete  bridge.  En- 
gineer, Ivan  Vallee,  Public  Works  Dept., 
Pari.  Bldgs.,  Quebec,  also  has  plans. 

St.  Norbert,  Man. 

H.  DeMosaic,  Fort  Garry  P.  O.,  sec- 
retary for  rural  municipality  of  Fort 
Garry,  calls  for  tenders  on  bridge  cost- 
ing $35,000. 

Toronto,  Ont. 

T.  L.  Church,  Chairman  Board  of 
Control,  receives  tenders  until  March 
16th  for  13  street  cars  complete.  Plans 
at  Room  12,  City  Hall. 

Winnipeg,  Man. 

Plans  are  in  progress  for  cleaning 
plant,  platforms  and  freight  car  shop  for 
C.  P.  Rly.  General  Supt.,  A.  E.  Stevens, 
Winnipeg. 

Wynyard,  Sask. 

Plans  are  in  progress  for  engine  house 
for  C.  P.  R.,  head  office,  Montreal.  Gen. 
eral  Supt.,  W.  A.  Mather,  Moose  Jaw. 
Engineer,  J.  R.  C.  Macredie,  Moose  Jaw. 

Yorkton,  Sask. 

J.  R.  C.  Macredie,  District  Engineer, 
Moose  Jaw,  is  preparing  plans  for 
freight  shed  for  C.  P.  R.  General  sup- 
erintendent, W.  A.  Mather,  Moose  Jaw. 


CONTRACTS  AWARDED 
Banff,  Alta. 

Dominion  Dept.  Public  Works  placed 
general  contract  for  bridge  costing  $190,- 
000  with  Bennett  &  White  Construction 
Co.,  Second  St.  E.,  Calgary. 

St.  Nazaire  D'Action,  Que. 

A.  Cordeau,  N.  D.  du  Bon  Conseil, 
Que.,  has  general  contract  for  concrete 
bridge  costing  $7,000  for  Municipality. 

Toronto,  Ont. 

Toronto  Harbour  Commission,  Har- 
bour Commission  Bldg.,  placed  general 
contracts  for  harbour  head  walls  cost- 
ing $1,500,000  as  follows:  York  and  Bay 
Sts.  section,  Weddell  &  Saunders,  Mc- 
Kinnon  Bldg;  Bay  and  Yonge  Sts.  sec- 
tion, Port  Arthur  Construction  Co.,  Ex- 
celsior Life  Bldg. 

Public  Buildings,  Churches 
and  Schools 

Brandon,  Man. 

Tenders  will  be  called  early  in  March 
for  nurses'  home  costing  $150,000  for 
Provincial  Dept.  Public  Works.  Jordan 
Overs,  C.  P.  R.  Bldg.,  Winnipeg,  is  ar- 
chitect. 

Tenders  will  be  called  shortly  for  hos- 
pital to  cost  $250,000  for  Hospital'  Bd. 
Clerk,  Hospital  Bd.,  Robt.  Darrach, 
Court  House,  Brandon.  Stevens  &  Lee, 
Toronto,  are  architects. 

Calgary,  Alta. 

School  Board  has  under  consideration 
the  erection  of  schools  in  several  school 
districts  next  summer.  Secy.,  J.  H. 
Hanna. 

Crediton,  Ont. 

Trustees  S.  S.  No.  18  plan  to  erect 
school  costing  $16,000  in  Stephen  Town- 
ship. Secy.,  M.  E.  Hutton,  Greenway 
via  Parkhill,  Ont. 

Cold  Springs,  Ont. 

Hamilton  Township  contemplates 
erection  of  community  hall.  Clerk,  Jas. 
D.  Stewart,  Cobourg,  Ont. 

Cupar,  Sask. 

Storey  &  Van  Egmond,  architects,  Mc- 
Callum  Hill  Blk.,  Regina,  have  plans  and 
receive  tenders  until  March  20th  for  con- 
solidated school  costing  $25,000  for  Cu- 
par School  Board. 

Dungannon,  Ont. 

School   Board  plans   to   erect  school 
costing  $7,000.    Inspector  Tom,  Goder- 
ich,  Ont.,  will  supervise  plans. 
East  Florenceville,  N.  B. 

P'ans  are  in  progress  and  tenders  will 
be  called  about  April  1st  for  school  for 
School  Board,  secy.,  Andrew  McCain. 
Architect,  F.  Neil  Brodie,  42  Princess 
St.,  St.  John. 

Elmira,  Ont. 

Elmira  Hospital  Trust  plans  new  hos- 
pital. Either  new  building  will  be  erect- 
ed or  one  will  be  purchased  and  remod- 
elled.    Secy.-treas.,  W.  V.  Uttley. 

Fletcher,  Ont. 

W.  B.  Adams,  architect,  Box  135,  Chat- 
ham, is  preparing  plans  for  school  to  be 
erected  in  Raleigh  Township  for  S.  S. 
No.  16.  Chairman  Bldg.  Committee, 
Clifford  Hitchcock,  R.  R.  No.  1,  Flet- 
cher, Ont. 

Fredericton,  N.  B. 

Plans  are  in  progress  and  tenders  will 
be  called  about  March  15th  for  improve- 
ments to  church  costing  $20,000  for 
Methodist    Congregation,     Rev.    G.  M. 


Young,  pastor.  F.  Neil  Brodie,  42  Prin- 
cess St.,  St.  John,  is  architect. 

Gamier,  Que. 

School  Board  has  under  consideration 
the  erection  of  two  schools.  Secy.- 
treas.,  Joseph   Potuin,   P.   O.  L'Ascen- 

sion. 

Glace  Bay,  N.  S. 

Town  Council  plans  to  erect  town 
hall.     Clerk,   Neil   R.   MacLean,  wants 

competitive  plans. 

Halifax,  N.  S. 

A.  R.  Cobb,  architect,  Tramway .  Bldg., 
is  preparing  plans  for  library  building 
addition  for  Dalhousie  University,  Co- 
burg  Rd.  President,  Prof.  A.  S.  Mac- 
kenzie. 

Harwood,  Ont. 

Hamilton  Township  Council  plans  to 
erect  community   hall.     Clerk,  Jas.  D. 

Stewart,  Cobourg,  Ont. 

Hayter,  Alta. 

Ernest   May,   Box  2,   Hayter,  secy.- 
treas.,  for  Hurstbourne  School  District 
No.  3647,  has  plans  and  receives  tenders 
until  March  1st  for  school. 
He  Aux  Coudres,  Que. 

School  Board  plans  to  erect  school, 
\Yz  storeys,  28  x  30.  Secy.-treas.,  Louis 
Perron. 

Kempt,  Que. 

School  Board  has  under  consideration 
the  erection  of  school,  \l/2  storeys,  23  x 

31.  Secy.-treas,   J.   E.   Belzile,   P.  O. 

Padoue. 

Kerrobert,  Sask. 

G.  W.  V.  A,  Dr.  Olsen,  president,  and 
Town  Council,  D.  Lockerbie,  clerk,  con- 
template erection  of  memorial  hall. 

Kitchener,  Ont. 

D.  R.  Franklin,  2  College  St,  Toronto, 
has  been  appointed  architect  and  wul 
prepare  plans  for  school  addition  for 
School  Bd,  E.  G.  Lang,  chairman. 

L'Assomption,  Que. 

School  Board  has  under  consideration 
the  erection  of  school,  \l/2  storeys,  22  x 

32.  Secy.-treas,  J.  E.  Duhamel. 

Lethbridge,  Alta. 

Masonic  Hall  Co.  have  purchased 
premises  and  contemplate  altering  and 
renovating  for  an  up-to-date  hall. 

Lucan,  Ont. 

Plans  will  be  prepared  for  hall  cost- 
ing $10,000  for  Biddulph  Township 
Council.  Clerk,  R.  H.  Radcliffe,  Gran- 
ton,   Ont.     By-law    will    be  submitted 

shortly. 

Lucknow,  Ont. 

Trustees  S.  S.  No.  9  plan  erection  of 
new  school  in  Ashfield  Township  to  cost 
$7,000.  Secy,  Frank  Johnston,  R.  R.  No. 
7,  Lucknow.  Inspector  J.  Elgin  Tom, 
Goderich,  will  supervise  construction. 

Manley,  Ont. 

Geo.  F.  Bennew'ies,  R.  R.  No.  1,  Wal- 
ton, Ont,  has  plans  and  receives  tenders 
until  Feb.  28th  for  school  costing  $7,000 
for  School  Bd. 

Midland,  Ont. 

Simcoe  County  Council  has  appointed 
Councillors  House  and  McKinley  to  se- 
cure estimates  on  cost  of  erecting  new 
town  hall. 

Montreal,  Que. 

Ross  &  MacDonald,  architects,  1  Bel- 
mont St,  are  preparing  plans  for  school 
costing  $250,000   for   Protestant   Bd.  of 
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School  Commissioners,  3C  Belmont  St. 
Treas.,  C.  J.  Binmore. 

Congregation  of  St.  Leo  R.  C.  Church, 
4311  Western  Ave.,  plans  to  complete 
church  costing  $100,000.  Parish  priest, 
Rev.  Oscar  P.  Gauthier. 

Protestant  Bd.  of  School  Commis- 
sioners, 36  Belmont  St.,  plan  to  repair 
and  redecorate  school.  Treas.,  C.  J.  Bin- 
more. 

Provincial  Dept.  Public  Works  plans 
to  make  repairs  to  court  house  at  a  cost 
of  $5,000.  Minister  of  Public  Works, 
Hon.  A.  Galipeault.  Tenders  will  be 
called  shortly. 

Moose  Jaw,  Sask. 

Plans  are  prepared  and  tenders  will  be 
called  for  school  costing  $150,000  for 
School  Board,  chairman,  W.  Grayson. 
R.  J.  Bunyard,  Moose  Jaw,  is  architect. 

Normandin,  Que. 

School  Board  has  under  consideration 
the  erection  of  school,  l?/2  storeys,  30  x 
30.    Secy.-treas.,  J.  S.  Theberge. 

Ottawa,  Ont. 

J.  Albert  Ewart.  Booth  Bldg.,  Sparks 
St.,  has  been  appointed  architect  for  de- 
corating church  for  Calvin  Presbyterian 
Church. 

Pembroke,  Ont. 

J.  E.  Poirier,  440  Clarence  St.,  Ottawa, 
general  contractor  on  construction  of 
hospital  costing  $130,000  for  Pembroke 
General  Hospital  Commission,  receives 
tenders  until  March  11th  for  roofing, 
plumbing,  heating,  plastering,  painting 
and  electrical  work. 

Pinkerton,  Ont. 

Presbyterian  Congregation  plans  to 
erect  church  costing  $7,000.  Pastor,  Rev. 
Mr.  Lee. 

Prince  Albert,  Sask. 

Provincial  Dept.  Public  Works  plans 
to  erect  jail  costing  $100,000.  Minister, 
Hon.  A.  P.  McNab,  Regina. 

Point  Grey,  B.  C. 

Plans  are  in  progress  for  memorial 
hall  costing  $25,000  for  G.  W.  V.  A.. 
Point  Grey.  President,  Capt.  C.  Car- 
michael. 

Roland,  Man. 

Municipality  plans  to  erect  hall  cost- 
ing $18,000.    Clerk,  W.  H.  Southam. 

St.  Donat,  Que. 

R.  C.  Congregation  plans  to  make  al- 
terations to  church;  curate,  J.  P.  Lebel. 
Architect,  Pierre  Levesque,  115  St.  John 
St.,  Quebec. 

St.  Elie  De  Caxton,  Que. 

Erection  of  school  is  under  consider- 
ation by  School  Board.  Secy.-treas.,  J. 
V.  Philibert. 

St.  Eloi,  Que. 

Erection  of  school,  ll/2  storeys.  31  x 
30,  is  planned  by  School  Board.  Secy.- 
treas.,  Joseph  April. 

Ste.  Felicite,  Que. 

School  Bd.  olans  to  erect  school,  V/2 
storeys,  30  x  35.  Secy.-treas.,  Alex.  Har- 
rison. 

St.  Jerome  Parish,  Que. 

School  Board  contemplates  erection  of 
school,  iy2  storeys,  28  x  45.  Secy.-treas., 
C.  A.  Lorrain. 

St.  John,  N.  B. 

F.  Neil  Brodie,  architect,  42  Princess 
St.,  is  preparing  plans  for  addition  to 
building  costing  $20,000  for  Church  of 
England  Institute,  president,  Rev.  R.  A. 


Armstrong,  62  Charlotte  St.  Architect 
will  call  tenders  April  1st. 
St.  Michel  Des  Saints,  Que. 

Erection  of  school,  iy>  storeys,  30  x 
30,  is  contemplated  by  School  Board. 
Secy.-treas.,  L.  Menard. 

St.  Vital,  Man. 

Royal  Canadian  Golf  >k  Aviation  Club, 
St.  Vital,  plan  to  erect  club  house  esti- 
mated to  cost  $40,000.  Address  Capt. 
J.  H.  Cathcart,  Tribune  Bldg.,  Winni- 
peg. 

St.  Zenon,  Que. 

School  Board  plans  to  erect  school, 
\y2  storeys,  23  x  31.  Secy.-treas.,  Jo- 
seph Lachance,  P.  O.  St.  Zenon. 

Toronto,  Ont. 

City  has  under  consideration  the  erec- 
tion of  hospital  buildings,  including 
nurses'  home  costing  $125,000  and 
measles  hospital  costing  $100,000.  Chair- 
man, T.  L.  Church,  City  Hall. 

St.  Mary's  Maternity  Hospital,  81  Bond 
St.,  plans  to  erect  large  hospital  and  is 
negotiating  with  City  for  site  at  St. 
Clair  and  Bathurst. 

Vancouver,  B.  C. 

School  Bd.  plans  to  erect  school  cost- 
ing $50,000;  secy.,  G.  Upton.  Architect, 
F.  A.  A.  Barrs,  care  School  Bd. 

Weston,  Ont. 

School  Board  has  under  consideration 
the  erection  of  school  costing  $30,00(). 
Chairman,  C.  Lome  Fraser,  Main  St. 

Winnipeg,  Man. 

Southwood  Golf  Club  plan  to  erect 
clubhouse.  Secy.,  F.  A.  Wilson,  290 
Garry  St. 

By-law  re  additions  to  hospital  cost- 
ing $425,000  for  Winnipeg  Hospital  Bd. 
will  probably  be  submitted  in  April. 
Chairman,  Aid.  A.  H.  Pulford. 

Tenders  are  in  for  alterations  to  bath 
building  for  City,  C.  J.  Brown,  clerk.  P. 
C.  Peterson,  196  Johnson  Ave.,  will  be 
recommended  for  contract  at  $6,395. 

Yorkton,  Sask. 

Knights  of  Columbus  plan  to  erect 
hall.  Building  will  include  stores,  apart- 
ments and  hall. 

Storey  &  Van  Egmond,  McCallum  Hill 
Blk.,  Regina,  have  been  appointed  archi- 
tects and  are  preparing  plans  for  school 
costing  $100,000  for  Public  School  Board, 
secy.,  J.  M.  Clark. 

CONTRACTS  AWARDED 
Peterboro,  Ont. 

School  costing  $240,000  for  Bd.  of  Edu- 
cation: Steel,  Dominion  Bridge  Co.,  Im- 
perial Life  Bldg.,  Toronto;  roofing,  Alex. 
McLeod,  301  Townsend  St.;  painting, 
Duncan  Bros.,  446  George  St.;  sheet  me- 
tal, Henry  Hope  &  Sons  of  Canada  Ltd., 
Monaghan  Rd.;  marble,  tile  and  terrazzo, 
Vermont  Marble  Co.,  Maria  St. 

Portage  La  Prairie,  Man. 

Snyder  Bros.,  Portage  La  Prairie,  have 
general  contract  for  alterations  and  ad- 
dition to  post  office  for  Dominion  Dept. 
Public  Works. 
Tate,  Sask. 

Johnson  Construction  Co.,  Regina,  have 
general  contract  for  school  costing  $12,- 
000  for  School  District  Bd. 

Toronto,  Ont. 

Nurses'  home  and  hospital  addition 
costing  $300,000  for  St.  Michael's  Hos- 
pital, 30  Bond  St.:  Plastering,  E.  J.  Curry, 
58  King  W.;  roofing,  A.  Mathews  Ltd., 
254  Adelaide  W.;  painting,  Fred  G.  Ro- 
berts  Co.,  106  Wells  St.;  marble  and 


tile,  Italian  Mosaic  &  Marble  Co.  of 
Canada  Ltd.,  442  King  W.;  steel,  Mc- 
Gregor &  Mclntyre  Ltd.,  1139  Shaw  St. 

Wilcox,  Sask. 

Waterman  &  Waterbury  Co.,  118  Don- 
ahue Blk.,  Regina,  have  general  contract, 
heating  and  plumbing  for  public  school 
costing  $25,000  for  School  Board. 


Business  Buildings  and  Indus- 
trial Plants 

Bienfait,  Sask. 

Lignite  LTtilization  Bd.  of  Canada, 
Montreal,  Que.,  receives  tenders  until 
noon  March  6th  for  construction  of  and 
supply  of  material  for  buildings  for 
briquetting  plant.  Plans  at  Board's  Of- 
fices, Montreal,  and  at  office  of  J.  M. 
Leamy,  Power  Commissioner  for  Mani- 
toba, Winnipeg. 

Brockville,  Ont. 

Machinery  &  Foundries  Ltd.  has  been 
incorporated  with  capital  of  $250,000  to 
manufacture  castings  for  pulp  and  pa- 
per machinery,  and  will  erect  foundry 
to  cost  $60,000.  Incorporators,  J.  G. 
Gardner,  W.  McLeod  Gardner,  G.  E. 
Purkis,  J.  R.  A.  Laing  and  A.  G.  Bowie, 
all  of  Brockville. 

Chicoutimi,  Que. 

The  Filature  du  Saguenay  Ltd.,  con- 
template erection  of  wool  factory. 

Calgary,  Alta. 

Alex.  McDonald,  Supt.  of  Construc- 
tion, will  call  tenders  soon  for  theatre 
for  Allen  Theatres  Inc.,  Toronto  and 
Winnipeg. 

Cloverdale,  B.C. 

Royal  Bank  of  Canada  plans  to  erect 
branch  bank  costing  $15,000.  Supt.,  C. 
W.  Fraser,  400  Hastings  St.  W.,  Van- 
couver. 

Delia,  Alta. 

Merchants  Bank  of  Canada  will  start 
work  in  spring  on  erection  of  bank  cost- 
ing $20,000.  Prices  wanted  on  lighting, 
hot  water  heating  and  water  system. 

Esquimalt,  B.C. 

Silver  Foam  Mfg.  Co.  will  start  short- 
ly on  alterations  and  additions  to  soap 
factory;  cost  $50,000.  Work  will  be  by 
day  labor. 

Guilds,  Ont. 

Ernest  Shewburg  plans  to  rebuild  gen- 
eral store  recently  destroyed  by  fire. 
Cost,  $11,000. 

Hamilton,  Ont. 

McPhie  &  Kelly,  architects,  701  Bank 
of  Hamilton  Bldg.,  have  completed  plans 
for  Sunday  school  costing  .$25,000  for 
Chalmers  Presbyterian  Church,  Pastor, 
Rev.  A.  L.  Budge,  39  Cliff  Ave. 

Plans  are  in  progress  for  office  and 
gasoline  station  costing  $10,000  for  Con- 
sumers Gasoline  Supply  Co.,  Main  and 
Walnut  Sts.  President  and  manager,  H. 
R.  Knowles,  542  St.  Clair  Ave.,  Toronto. 

Plans  are  in  progress  for  theatre 
costing  $1,000,000  for  Pantages  Theatres, 
Manager,  Geo.  Stroud,  10  Tisdale  St.  S. 
Thos.  W.  Lamb,  39  Adelaide  St.  W.,  is 
architect.    Work  will  start  this  spring. 

Hawkesbury,  Ont. 

Messrs.  Hopkins  &  Plaunt,  Renfrew, 
Ont.,  plan  to  erect  flour  mill  costing 
$50,000. 

Lachine,  Que. 

Cardinal  &  Beauchamp,  architects,  26 
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St.  James  St.,  Montreal,  have  plans  and 
receive  tenders  for  two  stores  and  five 
residences  costing  $20,000  for  Dr.  J.  H. 
Deschesnes,  131A  Notre  Dame  St. 

Moncton,  N.B. 

Sumner  Co.,  635  Main  St.,  plans  to 
erect  store  and  warehouse. 

Montreal,  Que. 

A.  G.  Nosworthy,  304  University  Ave., 
has  been  appointed  architect  and  is  pre- 
paring plans  for  producing  plant  cost- 
ing $75,000  for  Canadian  Film  Co.,  284 
St.  Catherine  St.  W. ;  president,  Wm,  H. 
Cooper. 

Albert  Dumont,  24  Cazelais  St.,  plans 
to  erect  auto  service  station. 

A.  G.  Nosworthy,  architect,  304  Uni- 
versity Ave.,  has  plans  and  receives  ten- 
ders on  cost  plus  percentage  basis  for 
alterations  to  business  block  costing 
$50,000  for  Armstrong  Estate,  Manager, 
Edgar  M.  Armstrong,  44  Bank  of  Otta- 
wa Bldg.,  St.  James  St.  Plumbing,  heat- 
ing and  electrical  work  will  be  let  sep- 
arately. 

Cardinal  &  Beauchamp,  architects,  26 
St.  James  St.,  have  plans  and  receive 
tenders  for  alterations  to  stores  and  resi- 
dence costing  $7,000  for  Jos.  Maison- 
neuve,  780  Delorimier  St. 

Chas.  David,  architect,  78  Crescent 
St.,  is  preparing  plans  for  alterations  to 
building  costing  $10,000  for  Montreal 
Sheet  Metal  Works,  2B  Park  Ave. 

New  Lowell,  Ont. 

John  A.  Bell  &  Sons,  New  Lowell  via 
Creemore,  Ont.,  have  under  considera- 
tion the  reconstruction  of  grain  elevator 
recently  destroyed  by  fire.    Cost,  $7,000. 

Ottawa,  Ont. 

Millson  &  Burgess,  209  Sparks  St., 
have  been  appointed  architects  and  are 
preparing  plans  for  alterations  to  factory 
for  Ottawa  Paint  Works,  687  Welling- 
ton St. 

City  contemplates  erection  of  garage, 
storage  and  repair  shop  to  cost  $50,000. 
Mayor,  Harold  Fisher. 

A.  Garvock,  Regent  Theatre  Bldg., 
will  repair  and  alter  storage  building 
and  carry  out  general  contract.  Cost, 
$5,000. 

Port  Arthur,  Ont. 

Salvation  Army  will  make  alterations 
to  hotel  at  a  cost  of  $5,000  by  day  labor. 
Some  trades  will  be  let.  Address  Major 
Peacock,  Confederation  Life  Bldg.,  Win- 
nipeg. 

Ravensworth,  Ont. 

Quincy  Adams  Lumber  Co.,  Graven- 
hurst,  Ont.,  plan  to  rebuild  lumber  mill 
destroyed  by  fire.     Cost,  $7,000. 

Regina,  Sask. 

Storey  &  Van  Egmond,  architects,  re- 
ceive tenders  until  March  1st  for  garage 
costing  $20,000  for  Thos.  Wilkinson, 
3014  Victoria  St.,  and  J.  A.  Allen,  2353 
Smith  St. 

Plans  are  in  progress  for  warehouse 
costing  $35,000  for  Peart  Bros.  Hardware 
Co.,  Railway  and  Rose  Sts.  Storey  & 
Van  Egmond,  McCallum  Hill  Blk.,  Re- 
gina, are  architects. 

Storey  &  Van  Egmond,  McCallum 
Hill  Block,  have  plans  and  receive  ten- 
ders until  about  March  1st  for  ware- 
house costing  $75,000  for  Canadian 
Fairbanks-Morse  Co.,  8-23rd  St.  E.,  Sas- 
katoon. 

Sask.  Grain  Growers'  Assn.,  Regina, 


plan  to  erect  warehouse  costing  $75,000. 
Secy.,  J.  B.  Musselman,  Regina. 

Rosetown,  Sask. 

H.  Mclnnis  plans  to  erect  store  cost- 
ing $5,000. 

Saskatoon,  Sask. 

Municipality  of  Cory  plans  to  erect 
office  building  costing  $6*,000.  Reeve, 
Mr.  Cameron. 

Sault  Ste.  Marie,  Ont. 

Famous  Players  Canadian  Corp.  plan 
to  erect  theatre  here  costing  $200,000. 
Managing  director,  N.  L.  Nathanson, 
Temple  Bldg.,  Toronto. 

St.  Boniface,  Man. 

Mr.  McCormick,  care  Dowse  Sash  & 
Door  Co.,  Tache  Ave.,  Winnipeg,  plans 
to  erect  stores  here. 

Walter  Parr,  architect,  227  Curry 
Bldg.,  Winnipeg,  will  prepare  plans  for 
store  and  apartments  costing  $60,000  for 
Mr.  Meigher,  54  Provencher  Ave.,  St. 
Boniface. 

Plans  have  been  prepared  for  office 
building  addition  costing  $60,000  for 
Public  Markets  Ltd.  Construction  en- 
gineer, W.  E.  Pender,  care  owners. 

St.  Davids,  Ont. 

Silver  Lake  Canning  Co.  will  start 
work  shortly  on  store  rooms  and  boiler 
room;  cost,  $6,000.  Masonry  will  be 
let.    Manager,  C.  L.  Black. 

St.  John,  N.B. 

General  Public  Hospital  Commission- 
ers plan  to  construct  refrigerator  plant 
costing  $5,000.  Supt.,  Dr.  H.  E.  Hed- 
den. 

Three  Rivers,  Que. 

Asselin  &  Denoncourt,  architects, 
Notre  Dame  St.,  are  preparing  plans  for 
hotel  extension  costing  $10,000  for  Chas. 
Page,  Hotel  St.  Louis. 

Toronto,  Ont. 

Bd.  of  Control  plans  to  alter  fire  hall 
at  Bay  and  Temperance  into  up-to-date 
offices  for  Industrial  Commission.  Chair- 
man, T.  L.  Church,  City  Hall. 

Board  of  Education    plans    to  erect 
supply  building  and   garage.  Business 
Administrator,  W.  W.  Pearse,  155  Col-* 
lege  St. 

Pantages  Theatre  plans  to  erect  the- 
atre at  Danforth  and  Pape.  Manager, 
Dr.  N.  L.  Nathanson,  Temple  Bldg. 

It  is  planned  to  incorporate  the 
Guardian  Realty  Co.,  Royal  Bank  Bldg., 
with  a  view  to  altering  the  old  Palmer 
Hotel  into  an  office  building.  Chapman, 
Oxley  &  Bishop,  Harbour  Commission 
Bldg.,  are  architects. 

T.  Eaton  Co.,  190  Yonge  St.;  will 
erect  five  storey  building  at  24  Queen 
St.  W. 

Plans  are  drawn  and  work  will  start 
at  once  on  erection  of  garage  and  office 
for  S.  A.  Hager,  544  Bathurst  St.  All 
trades  will  be  let. 

H.  J.  Chown,  architect,  20  Wayland 
Ave.,  has  completed  plans  for  public 
garage  for  John  Lucas,  200  Gillard  Ave. 

Wm.  Steele  &  Son,  Ryrie  Bldg.,  have 
been  appointed  architects  and  are  pre- 
paring plans  for  new  factory  costing 
$15,000  for  E.  W.  Brupbacker,  24  Wel- 
lington St.  W. 

Vancouver,  B.C. 

Plans  will  be  prepared  for  cold  stor- 
age plant  and  smoke  house  costing  $50,- 
000  for  Burrard  Wharf  Co.,  Bidwell  St. 
Manager,  R.  Graham. 

B.  C.  Silica  &  Talc  Co.  plan  to  erect 


talc  grinding  factory  costing  $10,000. 
Managing  director,  D.  K.  McMaster; 
mechanical  superintendent,  W.  K.  Hamp- 
ton. 

Alunite  Mining  Products  Co.,  Vic- 
toria, plan  to  erect  glass  factory  costing 
$10,000.    Tenders  will  be  called  soon. 

Victoria,  B.C. 

Canadian  Electric  Steel  Products  of 
New  York  plan  to  construct  smelter  and 
steel  rolling  mills  at  a  cost  of  $5,000,000. 
Representing  promoters,  A.  P.  Gillis. 

Wilcox,  Sask. 

Bank  of  Nova  Scotia,  Wilcox,  plans 
to  erect  bank  building.  Address  man- 
ager. 

Winnipeg,  Man. 

Plans  are  in  progress  for  theatre  cost- 
ing $600,000  for  Famous  Players  Can- 
adian Corporation,  head  office,  Toronto. 
General  manager,  N.  L.  Nathanson,  To- 
ronto, Ont. 

Jordan  &  Overs,  47  C.  P.  R.  Bldg., 
have  been  appointed  architects  and  are 
preparing  plans  for  addition  to  build- 
ing costing  $30,000  for  Paulin  Chambers 
&  Co.,  311  Rose  Ave.,  C.  C.  Wardrope, 
manager. 

H.  M.  Corcoran,  architect,  Toronto, 
has  completed  plans  for  theatre  costing 
$750,000  for  Pantages  Theatre  Co.,  Can- 
adian head  office,  Toronto.  Local  man- 
ager, H.  Fogg,  Pantages  Theatre,  Win- 
nipeg. 

Dominion  Elevator  Co.,  355  Grain  Ex- 
change Bldg.,  Winnipeg,  plans  to  erect 
three  to  five  elevators  throughout  Pro- 
vince of  Manitoba.  General  manager, 
H.  Cavaner. 

Woodstock,  Ont. 

Breeders'  Assn.  and  City  Council  plan 
to  erect  modern  sales  building.  Inter- 
ested, Mayor  A.  J.  Gahugen. 

CONTRACTS  AWARDED 
Brockville,  Ont. 

W.  E.  Brown,  175  Jessie  St.,  has  gen- 
eral contract,  carpentry  and  roofing  for 
factory  addition  costing  $4,000  for  In- 
ternational Metal  Works. 

Halifax,  N.  S. 

Richmond  Paper  Co.,  Hollis  St., 
placed  general  contract  for  factory  with 
J.  R.  Mackenzie,  Queen  Bldg. 

Levis,  Que. 

Joseph  Blais,  Mount-Marie  Ave.,  is 
carrying  out  general  contract  on  alter- 
ations and  extension  to  factory  costing 
$6,000  for  J.  H.  Jacques  &  Fils,  Com- 
mercial St. 

Montreal,  Que. 

Thos.  Lidstone  &  Co.,  227  Craig  St. 
W.,  have  general  contract  and  may  let 
sub  trades  for  repairs  to  office  building 
costing  $6,000  for  Wm.  F.  Lighthall,  413 
Western  Ave. 

David  Paquette,  1176  De  La  Roche 
St.,  has  general  contract  and  masonry, 
and  lets  sub  trades  for  alterations  of 
premises  for  warehouse  costing  $12,000 
for  John  Auld  Estate,  107  St.  James  St. 

Atlas  Construction  Co.,  36  Belmont 
St.,  have  general  contract  and  let  sub 
trades  for  brewing  tanks,  vats,  etc..  cost- 
ing $100,000  for  Dow  Brewery  Co.,  38 
Chaboillez  Square.  L.  A.  Amos,  78  Cres- 
cent St.,  is  architect. 

Robert  Sharp,  206  Olivier  Ave.,  has 
general  contract,  masonry  and  carpentry 
and  will  let  sub  trades  for  alterations  to 
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office  building  for  Fairbanks,  Gosselin  & 
Co.,  86  St.  Francis  Xavier  St. 

Ottawa,  Ont. 

W.  G.  Adamson,  126  Sparks  St.,  has 
general  contract  for  abattoir  costing  $10,- 
000  for  M.  Raport  &  Co.,  62  George  St. 

Senator  Belcourt.  Wilbrod  and  Char- 
lotte Sts.,  placed  general  contract  for 
garage  costing  $20,000  with  W.  G.  Adam- 
son.  126  Sparks  St. 

Peterboro,  Ont. 

VVm.  J.  Mein,  427  Mark  St.,  has  gen- 
eral contract  and  masonry  for  boiler 
house  costing  $5,000  for  Peterboro  Milk 
Product  Ltd. 

Regina,  Sask. 

Thos.  Wilkinson,  30147  Victoria  St., 
and  J.  A.  Allan.  2353  Smith  St.,  have 
general  contract  for  store  costing  $20.- 
000  for  Motor  Accessories  Ltd..  Corn- 
wall St.  Architects,  Storey  &  Van  Eg- 
mond. 

Toronto,  Ont. 

Dairy  building  costing  $30,000  for  J. 
V.  Moore.  393  Dundas  E. :  Roofing,  A. 
Mathers  Ltd..  254  Adelaide  W.;  sash. 
Steel  &  Radiation  Ltd..  Fraser  Ave.; 
painting  and  glazing.  Fred  G.  Roberts 
Co..  106  Wells  St. 

Factory  costing  $10,000  for  J.  Peacock. 
187  King  E.:  Masonry.  M.  Manley.  1058 
College  St.;  steel.  Reid  &  Brown  Struc- 
tural Steel  &  Ironworks  Ltd..  63  Esplan- 
ade East.  Tenders  called  for  roofing, 
plumbing,  heating  and  electrical  work. 

Walter  Snelling.  66  Hiawatha  Rd.,  has 
general  contract  and  lets  sub  trades  for 
carburetor  plant  costing  $40,000  for  Cana- 
dian Lygard  Engine  Co.  Architect,  H. 
R.  Watson,  and  engineer.  E.  O.  Ewing. 
907  Excelsior  Life  Bldg.  Work  ii  done 
on  a  cost  plus  basis. 

Archibald  &  Holmes.  Continental  Life 
Bldg..  have  general  contract  and  will  let 
sub  trades  for  dairy  building  costing 
$30,000  for  T.  V.  Moore,  393  Dundas  St. 
E.  H.  G.  Salisbury.  17  Bowden  Ave.,  is 
architect. 

T.  F.  Robertson,  438  Delaware  Ave., 
has  general  contract  for  storage  build- 
ings $12,000  for  Dominion  Glass  Co.. 
Dovercourt  Rd. 

Vancouver,  B.  C. 

A.  D.  &  A.  W.  Snider.  Butte  and  Al- 
berni  Sts..  have  general  contract  for  fac- 
tory addition  costing  $20,000  for  Em- 
press Manufacturing  Co.,  1106  Homer 
St. 

Theatre  costing  $300,000  for  Allen  The- 
atres Ltd.,  Toronto  and  Winnipeg:  Sheet 
metal,  Campbell  &  Grill.  1235  Seymour 
St.;  marble  work.  Continental  Marble 
Works,  470  Granville  St. 

Windsor,  Ont. 

Tno.  P.  Thomson,  215  Victoria  Ave., 
Walkerville,  has  general  contract  for  al- 
terations to  store  costing  $8,000  for  G. 
H.  Wilkinson,  11  Ouellette  Ave. 

Winnipeg,  Man. 

A.  T.  Bonnett  &  Brother,  902  Con- 
federation Life  Bldg.,  have  general  con- 
tract for  alterations  to  warehouse  cost- 
ing $5,000  for  Robinson-Little  &  Co.,  54 
Arthur  St. 


Residences 

Brockville,  Ont. 

Robt.  Armour,  Pearl  and  Park  Sts.,  will 
rebuild  four  attached  residences  recently 
destroyed  by  fire.  Cost,  $6,000. 

Delia,  Alta. 

Henry  Moore,  Delia,  P.  O.,  will  start 


work  shortly  on  residence  costing  $5,- 
000. 

Edmonton,  Alta. 

Plans  are  in  progress  for  three  resi- 
dences costing  $2,000  each  for  W.  G. 
Elliot.  10168    102nd  St.,  Edmonton. 

Elmira,  Ont. 

Elmira  Housing  Commission  plans  to 
erect  residences.    Secy..  A.  Werner. 

George  Forewell,  Haw'%esville.  Ont. 
plans  to  erect  four  residences  in  the 
spring. 

Halifax,  N.  S. 

A.  R.  Cobb,  architect.  Tramway  Bldg.. 
is  preparing  plans  for  residence  costing 
$9,000  for  F.  A.  Bowman,  58  Queen  St. 

Kitchener,  Ont. 

Otto  Kuss.  Lancaster  St..  has  plans 
and  receives  tenders  until  March  1st  for 
residence  costing  $4,000.  O.  G.  Schei- 
fele.  Waterloo,  Ont.,  is  architect. 

Leamington,  Ont. 

Wallace  Latam.  Elliott  St.,  contem- 
plates erection  of  residence  costing  $4,- 
000  and  will  prepare  plans. 

E.  D.  Hills  contemplates  erection  of 
residence  costing  $6,000  and  will  pre- 
pare plans. 

London,  Ont. 

Employees  of  the  McCormick  Mfg. 
Co.  are  forming  a  Housing  Co.  and  plan 
to  erect  twelve  residences  costing  $30.- 
000  in  East  London.  Interested.  H. 
Biggs,  care  McCormick  Mfg.  Co. 

Montreal.  Que. 

David  Farrell.  605  Lansdowne  Ave., 
plans  to  erect  four  residences. 

Federal  Construction  Co..  Northeliflfe 
Ave.,  are  erecting  two  residences  cost- 
ing $19,000  and  are  carrying  out  all 
work. 

A.  E.  Gagnon.  358  Outremont  Ave., 
olans  to  erect  residences  here  and  is 
looking  for  suitable  sites.  • 

J.  Cassiani.  933  Henri  Julien.  is  erect- 
ing three  residences  costing  $13,000  and 
may  let  sub  trades. 

Mount  Dennis,  Ont. 

W.  G.  Piggott,  Mt.  Dennis  P.  O..  plans 
to  erect  residence  costing  $10,000  and 
will  start  work  in  the  spring. 

Niagara  Falls,  Ont. 

Niagara  Falls  Homes,  Ltd..  contem- 
plate erection  of  residences  and  will  ap- 
ply to  Legislature  for  charter  with  capi- 
tal of  $250,000. 

Ottawa,  Ont. 

Plans  are  in  progress  for  residence 
costing  $10,000  for  Dr.  H.  H.  Gordon,  27 
Willard  St. 

W.  E.  Noffke,  architect.  Central  Cham- 
bers, Elgin  St.,  has  plans  and  receives 
tenders  until  Feb.  26th  for  alterations 
of  building  into  apartment  house  cost- 
ing $11,000  for  Dr.  E.  A.  Taggart,  100 
Metcalfe  St. 

Mr.  White.  Woodruff  P.  O.,  near  Ot- 
tawa, plans  to  erect  residence  on  Bel- 
mont Ave. 

Port  Arthur,  Ont. 

H.  E.  Lloyd  Owen,  architect.  707 
Whalen  Bldg.,  is  receiving  tenders  for 
residence  to  be  erected  on  Hebert  St. 
for  Steve  Downing. 

Regina,  Sask. 

Andrew  MacBeth  plans  to  erect  resi- 
dence costing  $12,000. 

Fred  England  plans  to  erect  residence 
costing  $18,000  this  year. 

A.  H.  Harwood  plans  to  erect  resi- 


dence costing  $15,000  and  will  start  work 
in  the  spring. 

Sturgeon  Creek,  Man. 

C.  H.  Salmons,  architect,  Sturgeon 
Creek,  has  plans  and  receives  tenders  for 
residence  for  F.  R.  Kilby,  1019  Strath- 
cona  St.,  Winnipeg. 

Tilbury,  Ont. 

W.  B.  Adams,  architect,  Box  135,  Chat- 
ham, Ont.,  is  preparing  plans  for  bunga- 
low costing  $6,000  for  H   J.  Beuglet. 

Toronto,  Ont. 

A.  Saunders,  166  Essex  Ave.,  has  plans 
drawn  for  three  residences  costing  $4,- 
500  each  and  will  carry  out  general  con- 
tract, carpentry,  and  masonry.  Plumb- 
ing, heating,  painting,  plastering  and 
electrical  work  will  be  let. 

A.  A.  Mulholland.  38  Edgar  Ave.,  plans 
to  alter  residence  into  apartments. 

Jas.  Bodie,  456  Page  Ave.,  who  is  su- 
pervising the  erection  of  two  residences 
to  cost  $6,000  each,  will  let  all  trades 
except  carpentry  and  will  purchase  ma- 
terial. 

W.  E.  Taylor,  22  Falcon  Ave.,  will 
start  work  on  two  residences  costing 
$6,000  each  and  will  carry  out  carpentry 
and  roofing.  Tenders  called  on  plumb- 
ing, heating,  painting,  plastering  and 
electrical  work. 

J.  Sim,  372  Markham  St.,  wants  prices 
on  masonry,  plumbing,  heating,  plaster- 
ing, painting  and  glazing  and  electrical 
work  for  two  residences  costing  $6,500 
each. 

Jos.  Irving,  109  Cranbrook  Ave.,  is  ex- 
cavating for  two  residences  costing  $4,- 
500  each  and  will  carry  out  masonry  and 
carpentry.  He  also  plans  to  erect  five 
residences  costing  $5,000  each. 

Plans  are  in  progress  for  one  pair  of 
residences  costing  $4,000  each  for  W.  C. 
Luck,  2139  Gerrard  St.  E. 

Tenders  received  on  all  trades  for  resi- 
dence costing  $5,000  to  be  erected  at 
Island  for  F.  McLaughlin,  care  archi- 
tects, George  &  Moorehouse.  65  Victoria 
St. 

Thos.  Coop,  167  Bloor  St.  E.,  plans  to 
alter  residence  into  tea  room. 

Plastering,  painting,  plumbing,  heat- 
ing and  electrical  work  will  be  let  for 
six  residences  costing  $5,000  to  $6,000 
each  for  Chaplin  Realty  Co.,  care  gen- 
eral contractor,  H.  Addison  Johnston, 
404  Lake  Front. 

G.  H.  Boner,  42  Doncaster  Ave.,  is 
having  plans  prepared  for  one  pair  of 
residences  costing  $4,000  each. 

Herbert  D.  Buie,  169  Glenholme  Ave., 
is  erecting  duplex  residence  costing  $15,- 
000  and  is  carrying  out  masonry  and  car- 
pentry. Roofing,  plumbing,  heating, 
painting,  plastering  and  electrical  work 
will  be  let. 

Plans  are  drawn  for  duplex  residence 
costing  $10,000  for  H.  A.  Farthing,  171 
Leslie  St.    All  trades  will  be  let. 

Roofing,  plumbing,  heating,  painting, 
plastering  and  electrical  work  will  be  let 
for  residence  costing  $5,000  for  H.  T. 
Belfrey,  92  Wheeler  Ave. 

Wm.  Cornell,  452  Woodbine  Ave.,  has 
plans  drawn  for  three  pair  of  residences 
costing  $4,500  each  and  will  carry  out 
masonry  and  carpentry.  Plumbing,  heat- 
ing, painting,  plastering  and  electrical 
work  will  be  let. 

R.  C.  Vaughan,  66  Dunvegan  Rd.,  will 
alter  four  residences  in  duplex  residences 
about  April  1st.    All  trades  will  be  let. 

(Continued  on  page  52) 
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CITY  OF  BRANTFORD 

Tenders  for  Road  Oil 


Scaled  tenders,  addressed  to  Aid.  Henry  Simp- 
son, Chairman  of  the  Board  of  Works,  in  care 
of  the  City  Clerk,  Brantford,  Ont.,  will  be  re- 
ceived till  12  o'clock  noon  on  Friday,  February 
27th,  1920,  for  Road  Oil  required  by  the  City  of 
Brantford  during  the  season  of  1920. 

Specifications  and  form  of  tender  can  be  had 
on  application  to  the  City  Engineer. 

T.  HARRY  JONES, 
Brantford,  Ont.  City  Engineer, 

City  Engineer's  Office, 

February  20th,  1920.  8 


Sealed  Tenders 


for  the  erection  of  a  new  school  building  at 
Whitby,  Ontario,  in  accordance  with  plans  and 
specifications  prepared  by  Chapman,  Oxley  & 
Bishop,  Architects,  Toronto,  will  be  received  by 
the  "Secretary,  Board  of  Education,  Whitby,  On- 
tario," up  to  and  including  Wednesday,  March 
10th,  1920,  and  shall  be  marked  "Tender  for 
School." 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  Secretary,  Whitby,  Ont.,  or  of  the 
Architects,  506  Harbor  Commission  Bldg.,  To- 
ronto. 

The  Board  reserves  the  right  to  reject  any  or 
all  tenders  received.  8 


Tenders  for 
Road  Construction 


Sealed  tenders,  marked  "Tenders  for  Road 
Construction,"  will  be  received  by  Adrian  I.  Mac- 
Donell,  County  Clerk,  Cornwall,  Ont.,  up  to 
noon,  Friday,  March  12th,  1920,  for  the  con- 
struction of  water-bound  macadam  on  the  fol- 
lowing sections  of  road  in  the  United  Counties 
of   Stormont,   Dundas  and  Glengarry. 

Plans  and  specifications  may  be  seen  and  forms 
of  tender  obtained  at  the  office  of  the  under- 
signed. 

(1)  Road  No.  9,  from  Finch  Village  west,  3 
miles,  16  feet  wide,  and  Road  No.  12,  from  Finch 
Village  south,  through  Concessions  1  and  2,  Finch 
Township,  miles,  14  feet  wide. 

(2)  Road  No.  12,  from  Newington  south,  1J4 
miles,  14  feet  wide. 

(3)  Road  No.  11,  from  the  Provincial  High- 
way, Aultsville,  north  2J4  miles;  14  feet  wide. 

(4)  Road  No.  28,  Chesterville,  1  mile;  16  feet 
wide. 

(5)  Road  No.  3,  from  Inkerman  Station,  north 
and  east,  1  mile ;  14  feet  wide. 

(6)  Road  No.  19,  from  Lancaster,  west  2!^ 
miles ;  14  feet  wide. 

(7)  Road  No.  25,  from  the  Provincial  High- 
way, north  through  Bainsville,  1J4  miles;  14 
feet  wide. 

A  cash  deposit  or  an  accepted  cheque  for  five 
per  cent.  (5%)  of  the  tender  price  must  accom- 
pany each  tender. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

J.  G.  CAMERON, 
County   Road  Superintendent. 
Finch,  Out.,  Feb.  10,  1920.  8 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Concrete  Pavement,"  will  be  received  by  the 
undersigned  until  twelve  o'clock  noon  on  Tues- 
day, March  23,  1920,  for  the  construction  of  the 
concrete  pavement  and  other  necessary  work  on 
the  Provincial  Highway  in  the  Township  of 
Brantford,  from  the  east  limits  of  the  City  of 
Brantford  to  the  Brantford  and  Hamilton  Elec- 
tric Railway  crossing,  a  distance  of  approximately 
2.8  miles. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Wednesday,  March  3,  1920, 
at  the  office  of  the  Resident  Engineer,  Paris ; 
at  the  office  of  the  City  Engineer,  Brantford ; 
and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $2,000.00,  payable  to  the 
Minister  of  Public  Works  and  Highways  for 
Ontario  must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  20  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  the  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN. 
Deputy    Minister   of  Highways. 
Department    of    Public  Highways, 

Toronto,    February  21st,   1920.  8 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,   separate  sealed  tenders,  marked 

"Tender  for  Concrete  Culverts,  Item  No.  ," 

will  be  received  by  the  undersigned  until  twelve 
o'clock  noon  on  Wednesday,  March  17th,  1920, 
for  the  following  work : — 

(1)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Township 
of  Grantham. 

(2)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Township 
of  Niagara  (A). 

(3)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Township 
of  Niagara  (B). 

(4)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Township 
of  Richmond. 

(5)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Townships 
of  Ernesttown  and  Kingston. 

(6)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Townships 
of  Brighton  and  Murray. 

(7)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Townships 
of  Hamilton  and  Haldimand. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Wednesday,  February  25th, 
1920,  at  the  office  of  the  Resident  Engineers, 
Napanee,  Port  Hope  and  Beamsville  ;  and  at  the 
office  of  the  undersigned. 

A  marked  cheque  for  $500.00,  payable  to  the 
Minister  of  Public  Works  and  Highways  for 
Ontario,  must  accompany  the  tender  for  each 
separate  item. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  the  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of  Public  Highways, 

Toronto,  February  20th,  1920.  S 


Proposals  Wanted 


Proposals  addressed  to  the  City  Clerk,  Niag- 
ara Falls,  Ontario,  will  be  received  up  to  March 
15,  1920,  to  furnish  a  Standard  Built  Motor 
Pumper. 

100  to  110  Horse  Power. 

Rotary  Pump  of  600  imperial  gallon  capacity. 
Chemical  tank — 35  gallon  capacity. 
Sewell  cushion  wheels. 
Standard  equipment. 

State   where  such   apparatus   may   be   seen  in 

action. 

W.  J.  SEYMOUR, 
7  10  City  Clerk. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Work  at  Thornton's  Hill,"  will  be  received 
by  the  undersigned  until  twelve  o'clock  noon  on 
Tuesday,  March  16th,  1920,  for  earth  work  and 
other  necessary  work  on  the  Provincial  Highway 
in  the  Townships  of  East  and  West  Whitby  at  a 
point  about  one  mile  west  of  the  Town  of  Oshawa. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Tuesday,  February  24th, 
1920,  at  the  office  of  the  Resident  Engineer,  Port 
Hope ;  at  the  office  of  the  Town  Engineer,  Osh- 
awa ;  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500.00,  payable  to  the 
Minister  of  Public  Works  and  Highways  for 
Ontario,  must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  the  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of  Public  Highways, 

Toronto,    February   18th,   1920.  8 


Notice  to  Road  Equipment 
Manufacturers  and  Dealers 


Sealed  tenders,    marked    "Tenders    for  Road 
Making  Equipment,"  will  be  received  by  Adrian 
I.  MacDonell,  County  Clerk,  Cornwall,  Ont.,  un- 
til   twelve    o'clock    noon,    Friday,    March  12th, 
1920,  for  the  supplying,  in  lots  as  directed,  f.o.b. 
railway  stations  in  the  United  Counties  of  Stor- 
mont, Dundas  and  Glengarry,  of  the  following  road 
building  equipment.     Tenders  must  be  accomp- 
anied  by   complete   information   and  description, 
respecting  the  quality  and  design  of  the  equip- 
ment proposed  to  be  supplied : 
Two — Twelve-ton  steam  road  rollers. 
Two — Portable  jaw  rock  crushers,  10  x  20,  in- 
cluding bins,  screens,  elevators,  etc. 
Two — Gas,  oil  or  steam  traction  engines,  capable 

of  running  10  x  20  crusher. 
Two — Fuel  tenders,  on  wheels. 
Two — Sprinklers. 

Eight — Spreader  wagons,  2  cu.  yds.  capacity. 
Two — Complete   portable   air   or    steam  drilling 
outfits. 

Two — Complete  equipments,  on  wheels,  for  board- 
ing 30  men. 
One — Distributor  for  cold  tar  or  asphalt. 
One — Horse  sweeper. 

Delivery  of  the  above  equipment  to  be  com- 
pleted on  or  before  May  1st,  1920. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

J.  G.  CAMERON, 
County  Engineer  and  Road  Superintendent. 
Finch,  Ont.,  Feb.  10,  1920.  8 
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Tenders  for  Steel  Flushing 
Tanks  and  Centrifugal 
Pumping  Outfits 


Tenders  will  be  received  by  registered  post 
only,  up  to  12  o*clock  noon  on  Tuesday,  March 
9th,  1920,  lor  six  steel  flushing  tanks  and  six 
gasoline  engine  driven  centrifugal  pumping  out- 
fits, for  the  Department  of  Street  Cleaning.  Ten- 
ders must  be  addressed  to  the  Chairman  of  the 
Board  of  Control,  City  Hall,  Toronto,  and  be 
plainly  marked  on  the  outside  of  envelope  "Ten- 
ders for  Steel  Flushing  Tanks  and  Pumping  Out- 
fits." Form  of  tender  and  conditions  of  tender- 
ing may  be  had  on  application  at  the  office  of 
the  Street  Commissioner,  City  Hall.  The  usual 
conditions  pertaining  to  tendering  as  prescribed 
by  City   By-law  must  be  strictly  complied  with. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

T.  L.  CHURCH.  Mayor, 
S  Chairman  Board  of  Control. 


Notice  to  Contractors 
for  Crushed  Stone 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  the  Supply  of  Crushed  Stone,"  will  be  re- 
ceived by  the  undersigned  until  12  o'clock  noon 
on  Monday.  March  the  22nd,  1920,  for  the  sup- 
ply, f.o.b.  quarry,  of  150,000  tons  of  crushed 
stone,   prior   to   January   the  1st,  1921. 

Specifications  and  forms  of  tender  may  be 
seen  on  and  after  Friday,  February  the  27th, 
1920,  at  the  office  of  the  undersigned. 

A  marked  cheque  for  Five  Hundred  Dollars 
payable  to  the  Minister  of  Public  Works  and 
Highways  Ontario,  must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  the  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of  Public  Highways, 

Toronto,   February  21st,   1!)20.  8 


Notice  to  Contractors 
for  Road  Oil 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked-  "Tender 
for  the  Supply  of  Road  Oil,"  will  be  received 
by  the  undersigned  until  12  o'clock  noon  on 
Tuesday,  March  the  23rd,  1920,  for  the  supply 
of  from  25  to  40  tank  car  lots  and  300  to  (300 
barrels  of  50  per  cent,  asphaltic  road  oil  prior 
to  October  the  1st,  1920. 

Specifications  and  tender  envelopes  may  be  ob- 
tained on  and  after  February  the  25th  at  the 
office  of  the  undersigned. 

A  marked  cheque  for  Five  Hundred  Dollars, 
payable  to  the  Minister  of  Public  Works  and 
Highways,  Ontario,  must  accompany  each  tender. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy   Minister  of  Highways. 
Department   of   Public  Highways, 

Toronto,  February  23rd,  1920.  8 


Notice  to  Contractors 


Sealed  tenders,  marked  (Tenders  for  Pave- 
ment), will  be  received  by  the  undersigned  until 
Saturday,  March  20th,  1920,  for  the  construc- 
tion of  one  and  one-quarter  (1J4)  miles  of  Con- 
crete Pavement  on  Main  Street,  Exeter. 

Plans,  specifications  and   form   of   tender  may 
be  seen   at*  the  office   of   the  Municipal  Clerk, 
Exeter,  or  at  the  office  of  the  Engineer, 
T.  ROY  PATTERSON. 
7-10  Goderich,  Ontario. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Work  in  the  Township  of  Pittsburg,"  will 
be  received  by  the  undersigned  until  twelve 
o'clock  noon  on  Tuesday,  March  16th,  1920,  for 
the  clearing,  grubbing,  earth  work,  rock  work, 
construction  of  concrete  structures  and  other 
necessary  work  on  the  Provincial  Highway  in 
the  Township  of  Pittsburg  at  a  point  about 
three  and  one-half  miles  east  of  Kingston. 

Plans,  specifications,  and  forms  of  tender  may 
be  seen  on  and  after  Tuesday,  February  24th, 
1920,  at  the  office  of  the  Resident  Engineer, 
Gananoque;  at  the  office  of  the  City  Engineer, 
Kingston ;  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500.00,  payable  to  the 
Minister  of  Public  Works  and  Highways  for 
Ontario,   must  accompany   each  tender. 

A  Guaranty  Company, s  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when    the   contract   is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of  Public  Highways, 

Toronto,    February    18th,   1920.  8 


1 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,   separate  sealed   tenders,  marked 

"Tender  for   Concrete   Culverts,   Item   No.  ," 

will  be  received  by  the  undersigned  until  twelve 
o'clock  noon  on  Wednesday,  March  17th,  1920, 
for   the   following   work: — 

(1)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Townshir 
of  Leeds  (A). 

(2)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Township 
of  Leeds  (B). 

(3)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Township 
of  Escott. 

(4)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Township 
of  Lansdowne. 

(5)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Township 
of  Cornwall. 

(0)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Town- 
ship of  Charlottenburg  (A). 

(7)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Township 
of  Charlottenburg  (B). 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Wednesday,  February  25th, 
1920,  at  the  office  of  the  Resident  Engineers, 
Cornwall  and  Gananoque  ;  and  at  the  office  of  the 
undersigned. 

A  marked  cheque  for  $500.00.  payable  to  the 
Minister  of  Public  Works  and  Highways  for 
Ontario,  must  accompany  the  tender  for  each 
separate  item. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  the  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of  Public  Highways, 

Toronto,   February  20th,  1920.  8 


Notice  to  Pump  Manu- 
facturers and  Dealers 


Pursuant  to  the  provisions  of  the  Canada  High- 
ways Act,  sealed  tenders,  marked  "Tender  for 
Asphaltic  Oil  Pumps,"  will  be  received  by  the 
undersigned  until  twelve  o'clock  noon  on  Mon- 
day, March  15th,  1920,  for  the  supply  of  four 
pumps  capable  of  handling  asphaltic  road  oils. 

Specifications  and  tender  envelopes  may  be  ob- 
tained on  and  after  Monday,  February  23rd, 
1920.  at  the  office  of  the  undersigned. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN. 
Deputy  Minister  of  Public  Highways. 
Department  of  Public  Highways, 

Toronto,    February   16th,   1920.  8 


Air  Compressor 
and  Boiler 
For  Sale 


The  City  of  Saint-Boniface,  Man.,  offers  for 
sale : 

1  Only  Ingersoll-Rand  Cross  Compound  Motor- 
driven  Air  Compressor,  complete  with  100  H.P. 
Fairbanks  Motor,  550  volt,  3  phase,  60  cycle, 
720  r.p.m.,  slip  ring  type,  with  switchboard. 
Piston  displacement  per  minute  at  normal 
speed  534  cubic  feet. 

1  Only   Robb  Mumford  Boiler,  70  H.P. 

All  in  first  class  condition.     Good  as  new. 

For  further  particulars  apply:  J.  A.  Meindl, 
City  Engineer.  8 


Quantity  Surveyor 

(Scotch),  20  years'  experience,  for  the  past  eight 
years  with  one  Canadian  firm  as  Office  Man- 
ager and  General  Superintendent.  Thoroughly 
qualified  taking  off  quantities,  preparing  and  pric- 
ing tenders,  dealing  with  Architects  and  Sub-Con- 
tractors and  supervising  work  to  completion. 

For  further  particulars,  apply  Box  155,  Con- 
tract Record,  Toronto.  11 


Construction 
Superintendent  Wanted 

Construction  superintendent  for  ten  storey  re- 
inforced concrete  office  building.  Must  be  first 
class  man  of  good  organizing  ability  and  have 
thorough  experience  in  all  branches  of  the  build- 
ing trades.  Experience  in  mechanical  trades  not 
necessary  but  desirable.  Business  end  of  work 
will  be  handled  from  head  office.  Apply,  giving 
experience,  tD  Box  No.  159,  Contract  Record, 
Toronto.  8-9 

Bricklayer  Foreman 
Wanted 

Must  be  first  class  man  able  to  efficiently  and 
economically  handle  his  end  of  the  work.  Apply 
stating  experience  to  Box  No.  158,  Contract 
Record,  Toronto.  8-9 
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Carpenter  Foreman 
Wanted 

Must  be  first  class  man  with  thorough  knowledge 
of  reinforced  concrete  construction,  Apply  stat- 
ing experience  to  Itox  Xo.  157.  Contract  Record, 
Toronto.  8-9 


Salesman  Wanted 

A  position  will  shortly  be  open  to  a  technically 
and  practically  trained  man  having  sales  ability, 
experience  and  connection  with  the  building 
trade. 

Position  carries  big  remuneration  and  therefore 
demands  a  thoroughly  capable  man. 
Preference  to  University  Graduates, 
liox  KiO,  Contract  Record,  Toronto.  8 


Electrical  work,  P.  Ackroyd,  4 Hi  Bank 
St.;  plumbing,  J.  R.  McLennan,  240  Bank 
St.;  heating,  J.  R.  Cameron,  488  Lewis 
St.;  plastering,  Bowman  &  Sons,  18 
Thornton  Ave. 
Outremont,  Que. 

Twelve  residences  costing  $119,500  for 
City:  Roofing,  Jos.  Lamarche,  890  Dro- 
let  St.,  Montreal;  electrical  work,  Jos. 
Valois,  444  Durocher  St.,  Outremont; 
plumbing  and  heating,  Lalande  &  Du- 
beau,  1209  Van  Home  Ave. 
Sturgeon  Creek,  Man. 

City  &  District  Land  Co.,  McArthur 
Bldg.,  Winnipeg,  have  general  contract 
for   residence  costing  $5,800   for   E.  R. 


Hambly,  377  Kennedy  St.,  Winnipeg, 
residence  costing  $6,000  for  W.  Downie, 
care  Royal  Crown  Soap  Co.,  residence 
costing  $4,950  for  L.  W.  Allen,  55.'}  Broad- 
way, Winnipeg,  residence  costing  $4,950 
for  M.  J.  Guaine,  270  Assiniboine  Ave., 
Winnipeg,  residence  costing  $5,800  for 
D.  F.  Dennison,  Westminster  Blk.,  Win- 
nipeg, and  residence  costing  $5,800  for  C. 
A.  Cashmorc,  .'19  Sherbrooke  St.,  Win- 
nipeg. 

Three  Rivers,  Que. 

Repairs  to  residence  costing  $4,000  for 
L.  Ernest  Denoncourt:  General  contract, 
A.  Marineau,  07A  Bonaventure  St.;  elec- 
trical work,  J.  B.  Badeaux,  471  St.  Maur- 


Brick  Plant  For  Sale 


The  plant  of  the  Silicate  lirick  Co.  of  Ottawa. 
Ltd.  Two  Babcock  &  Wilcox  Boilers,  95  and  115 
H.P.  Two  Komnick  Rotary  Presses,  capacity 
20,000  each.  Brick  Cars,  Retorts,  Turntables, 
etc. 

Particulars  and  prices  on  application. 
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SILICATE  BRICK  COMPANY, 
Echo  Drive, 

Ottawa,  Ont. 


Tug  For  Sale— "Buffalo  Type' 


Length  75  ft.,  main  breadth  17  ft.,  draft  8  ft. 
5  in.  Engine  Steeple  compound,  12J4  x  28, 
equipped  with  surface  condenser  and  fresh  water 
tanks.      Bunker   capac.tv   30  tons. 

Address  to 
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LACHANCE  LIMITED, 

99  Dalhousie  St.,  Quebec. 


Residences 

(Continued  from  page  49) 

Frank  Vokes,  102  St.  George  St.,  will 
start  work  shortly  on  erection  of  bun- 
galow to  cost  $8,000.  G.  M.  Miller  & 
Co.,  93  Yonge  St.,  are  architects. 

J.  W.  Commeford,  261  College  St.,  has 
plans  drawn  for  residence  costing  $15,000 
and  will  let  all  trades  except  electrical 
work. 

Weyburn,  Sask. 

Canadian  Investment  Co.  plan  to  alter 
club  building  into  apartments. 

Winnipeg,  Man. 

Greater  Winnipeg  Building  Corp.  has 
had  plans  prepared  for  at  least  25  resi- 
dences costing  $4,500  to  $6,500  each  and 
these  will  be  erected  in  the  summer. 
Manager,  R.  Hunter  Young,  Electric  Rly. 
Chambers. 

CONTRACTS  AWARDED 
Halifax,  N.  S. 

Halifax  Housing  Co.,  Prince  &  Hollis 
Sts.,  placed  general  contract  for  16  dou- 
ble residences  costing  $112,000  with  J. 
H.  Holman  &  Co.,  48  Allen  St. 

Hamilton,  Ont. 

Apartments  costing  $17,000  for  Hor- 
ace Hazel,  Caroline  and  Bold  Sts.:  Ma- 
sonry, Isbister  Bros.,  care  architects,  W. 
D.  Armstrong,  Bell  Telephone  Bldg.; 
electrical  work,  Ed.  Smith,  9  Rossmore; 
carpentry,  Barclay  and  Rosie,  care  ar- 
chitect; heating,  Robt.  Dow.  15  Bay  St. 
NY;  plumbing,  R.  McC'ardle,  S.  E,  Wil- 
son and  Cathcart  Sts.;  painting,  T.  H. 
Foote,  Park  Row. 

Ottawa,  Ont. 

Two  residences  costing  $5,000  and  $5,- 
500  for  M.  E.  Davies,  33  Bellwood  Ave.: 


Sale  of  Military  &  Other 
Government  Stores 


Equipment  and  Supplies  for  Hospitals,  Institu- 
tions, Bunkhouses,  Camps,  Dining  Rooms, 
Kitchens,  Etc. 

Bedsteads,  Furniture,  Hardware,  Dry  Goods,  Rubbers, 
Overshoes  and  other  Footwear,  Blankets,  Sheets, 
Pillows,  Baskets,  Woodenware,  Brushes,  etc. 

Construction  Equipment  and  Machinery — Ambulances 


The  Stores  are  located  at  various  places  throughout  Canada 


Instead  of  or  in  addition  to  sales  by  sealed  tender 

Price  Lists  Will  Now  Be  Issued 

for  most  articles — the  goods  being  offbred  in  lots  for  purchase 
by  wholesale  houses,  jobbers,  and  the  trade  generally. 

TRADE  ONLY  SUPPLIED 

except  that  arrangements  previously  announced  for  sale  to 
returned  soldiers  and  sailors  and  widows  and  dependents  of 
same  through  the  G.  W.  V.  A.  and  similar  organizations  and} 
to  hospitals  and  philanthropic  institutions  will  be  continued. 


SALES  WILL  CEASE  IN  MARCH.  Any  balances  left  will  be 
cleared  by  public  auction  shortly  thereafter.  This  advertisement  will 
not  be  repeated.  Those  interested  should  therefore  apply  AT  ONCE 
for  price  lists  and  other  information  to  the — 

SECRETARY  OF  THE  WAR  PURCHASING  COMMISSION, 
BOOTH  BUILDING,  OTTAWA 

February,  1920 


February  25,  1920 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 

WRITE  FOR  PRICES  AND  SPECIFICATIONS 


THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative : 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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ice  St.;  plumbing  and  heating,  Germain 
&  Freres,  87  St.  Antoine  St.;  plastering 
and  painting,  A.  Descbamps,  29l  Lavio- 
lette  St. 

Toronto,  Ont. 

Residence  costing  $12,000:  General 
contractor  and  architect,  J.  A.  Gordon, 
Delisle  Ave.;  masonry,  Fred  Gordon 
:fl4  High  Park  Ave.;  carpentry  and  roof- 
ing, Wilson  &  Mitchell,  4  Coulton  Ave; 
plastering,  Jas.  Robertson,  1294  Lans- 
downe  Ave.;  heating,  Robt.  Steen,  42 
Grimthorpe  Ave.;  painting,  A.  K.  Cuta- 
way, 7  Helena  Ave 

One  pair  of  residences  costing  $5,000 
each  for  W.  Simpson,  117  Balliol  St.: 
Carpentry  and  roofing,  F.  W.  Abbott 
:if>0  Balliol  St.;  electrical  work,  Douglas 
Bros.,  171  Ronan  Ave.;  heating  and 
plumbing,  W.  R.  Willis,  189  Broadway. 
Owner  carries  out  masonry  and  plaster- 
ing. 

W.  Summerville,  258  Danforth  Ave., 
has  plans  drawn  for  four  residences  cost- 
ing $7,000  each  and  will  ca>rry  out  car- 
pentry, painting,  roofing  and  masonry: 
Electrical  work,  N.  McLeod,  690  Dan- 
forth Ave.;  plumbing,  J.  Barrett  63  Bert- 
mount  Rd.;  heating,  Leslie  Bros.,  1027 
Gerrard  E.;  plastering,  Wm.  Taylor,  503 
Greenwood  Ave. 

Residence  costing  $9,000  for  F.  Gren- 
ville  Smith,  325  Kendal  Ave.:  Electrical 
work,  L.  P.  Mills,  care  owner;  plumbing, 
W.  C.  Smith,  care  owner;  heating,  J.  H. 
Antliff,  2  Belsize  Drive;  painting  Jos. 
Clinton,  128  Erskin  Ave. 

Residence  for  M.  Granatstein,  486  Wel- 
lington St.  W.:  Masonry,  J.  Hill,  52  Mc- 
Caul  St.;  carpentry,  K.  Narofsky,  261 
Richmond  W.;  roofing,  Toronto  Sheet 
Metal  Works,  675  Richmond  St.  W.;  plas- 
tering, E.  A.  Murby,  71  West  Ave.;  elec- 
trical work,  E.  B.  Swackhomer,  33  North 
St.;  plumbing  and  heating  Purdy  Man- 
sell  Co.,  63  Albert  St. 

One  pair  of  residences  costing  $4,000 
each  for  I.  Broadway,  433  Kingston  Rd.: 
Electrical  work,  A.  E.  Richardson,  23 
Herbert  Ave.;  plumbing  and  heating,  A. 
J.  Wise  Heating  Co.,  133  Vaughan  Rd.; 
plastering,  J.  H.  White,  62  Osborne  Ave.- 

Bungalow  costing  $6,500  for  H.  Ad- 
dison Johnston,  404  Lake  Front  Rd.: 
Electrical  work,  A.  E.  Richardson,  23 
Herbert  Ave.;  hot  air  heating,  Leslie 
Bros.,  1027  Gerrard  St.  E.;  plastering, 
H.  Hill,  16  Lawlor  Ave. 

H.  Addison  Johnston,  404  Lake  Front, 


To  Road  Contractors 

Large  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally advantageous 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

400  McKinnon  Building 
TORONTO 


has  general  contract  for  35  residences 
costing  from  $4,500  to  $6,500  each  for 
Chaplin  Realty  Co.  Plastering,  plumb- 
ing, heating  and  electrical  work  will  be 
let. 


Power  Plants,  Electricity  and 
Telephones 

Arthur,  Ont. 

Town  has  under  consideration  the 
erection  of  Hydro  building.  Clerk,  D. 
J.  Small. 

Delisle,  Que. 

Adelard  Lemay  plans  to  expend  $40,- 
000  on  hydro  electric  power  develop- 
ment. Engineer,  J.  A.  Clareau,  Chicou- 
timi. 

Howick  Station,  Que. 

Farmers  Telephone  Co.  has  been  in- 
corporated and  plans  to  expend  $200,000 
on  construction  of  three  telephone  lines 
from  Howick  to  various  points.  Inter- 
ested, William  Currie,  St.  Chrysostome, 
Que.,  and  Wm.  H.  Hooker,  St.  Malachie, 
Que. 

Kamsack,  Sask. 

J.  W.  McLennan,  secy.-treas.  for  The 
Prairie  Queen  Rural  Telephone  Co.,  has 
specifications  and  receives  tenders  until 
March  1st  for  extension  to  telephone 
system.  Plans  also  at  Dept.  Telephones, 
Regina. 

Kerrobert,  Sask. 

A.  M.  Carlyle,  secy.-treas.  for  Ker- 
robert Southern  Telephone  Co.,  Ker- 
robert, receives  tenders  until  noon  March 
5th  for  telephone  system  costing  $4,000. 
Specifications  at  Dept.  of  Telephones, 
Regina,  and  with  secy.-treas. 

Lenora  Lake,  Sask. 

Lenora  Lake  Rural  Telephone  Co. 
plan  to  expend  $4,500  on  extensions  to 
telephone  system.  Tenders  will  be  called 
soon  by  J.  H.  Sand,  secy.-treas. 

Point  Du  Bois,  Man. 

C.  J.  Brown,  city  clerk  for  Winnipeg, 
receives  tenders  until  3  p.m.  March  8th 
for  supply  of  labor  and  materials  on  con- 
struction of  extension  to  power  house. 
Plans  at  54  King  St.,  Winnipeg. 

Radisson,  Sask. 

R.  M.  McNaught,  sec.-treas.  for  South 
Radisson  Rural  Telephone  Co.,  Radisson, 
receives  tenders  until  March  1st  for  two 
circuit  telephone  extensions.  Specifica- 
tions at  Dept.  Telephones,  Regina,  and 
with  Secy.-treas. 

Radville,  Sask. 

Town  has  under  consideration  the  con- 
struction of  power  house.  Clerk,  Da- 
vid Bradley. 


Miscellaneous 

Cornwall,  Ont. 

The  Municipal  Council  of  the  Town- 
ship of  Caledonia  has  under  contempla- 
tion a  large  drainage  scheme  to  drain 
about  10,000  acres  of  bog  land  lying  im- 
mediately south  of  Caledonia  Springs. 
The  estimated  cost  of  the  work  is  $55,- 
200,  and  tenders  will  probably  be  asked 
for  within  the  next  two  months.  J.  H. 
Methot,  R.  R.  No.  2,  Vankleek  Hill,  is 
the  Township  Clerk,  and  Magwood  & 
Stidwill,  Civil  Engineers,  Cornwall,  Ont., 
are  in  charge. 

Montreal,  Que. 

P.  G.  Demetre,  581  St.  James  St.,  wants 
to  purchase  a  concrete  mixer,  hoist  and 
hopper  complete. 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
TRY  OUR  SILLS  AND  CORNICE 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
Branches  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also  Bonds  for  Special  Purposes 


THE 

Canadian  Surety  Co. 

Specialists  in 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile,   Burglary,  Plate  Glass 
INSURANCE. 

Head  Office :  26  Wellington  Street  E. 

Toronto,  Ont.  Phone  M.  2609-1840 

Branch  Offices; 
Montreal  Trust   Bldg.,   Montreal,  Que. 
908  Paris  Bldg.,  Winnipeg,  Man. 

Representatives  in  all  Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 


Your  Travellers' 
Wasted  Calls 

are  too  big  a  burden  on  your 
selling  costs.  We  reduce  it. 
We  give  you  daily  a  batch  of 
clean-cut,  definite  reports — 
nothing  hearsay  or  hazy 
about  them — on  contracts  for 

Building  &  Engineering 

work  being  let  that  should  mean 
thousands  of  dollars  in  your  bank 
account  every  year.  Our  news- 
gathering  service  is  unique  and 
Dominion-wide.  Hundreds  of  big 
firms  gladly  use  it. 

Write  for  full  information. 
MacLean   Daily  Reports,  Limited, 
345  Adelaide  St.  West,  Toronto. 

MacLean 
REPORTS 
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American  Enameled  Brick 

Defy  the  ravages  of  time  and  keep 
a  building  looking  new  for  a  cen- 
tury. 

•  Adaptable  for  the  building  of 
either  interior  or  exterior  walls. 
Specified  by  prominent  rrchitects 
where  the  highest  standard  of  brick 
perfection  is  demanded. 

Their  permanent  value  makes 
this  material  the  cheapest  that  can 
be  used. 

Millions  of  our  brick  furnished 
for  exterior  purposes  in  the  United 
States  and  Canad?. 

Se--  Sweets  Catalogue,  U.S.A. 
or 

Specification  Data — Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and   Fire  Brick, 

52  Vanderbilt  Ave.,  New  York  City. 

Representatives  in  all  principal  Canadian  Cities. 


Owen  Buckets 

cover  a  range  of  work  that  ordinarily 
requires  the  use  of  two  or  more  buck- 
ets of  different  design  because  their 
adjustable  features  of  operation  quick- 
ly adapt  them  for  efficient  use  on  any 
crane  or  derrick  and  in  all  kinds  of 
material. 

Eliminate  idle  equipment.  Let  the 
Owen  work  for  you  every  minute. 

The  Owen  Bucket  Co. 

53  Rockefeller  Bldg.,  Cleveland,  0. 


Sewers 

and 

Culverts 

built  from 

Our  Concrete 

give  maximum  service 
at  minimum  cost 

(LARGE  STOCK  ON  HAND) 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE      -  ONTARIO 
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JAEGER 


The  Machine  of  Merit 


SPEEDY 
THOROUGH 
EFFICIENT 
ECONOMICAL 

pen^es  to  a  minimum 
they  earn  their  place 
trading  outfit. 


The  secret  of  the  success 
won  by  the  "Jaeger"  mixers 
is  that  they  combine  in  an 
exclusive  manner  features  of 
design  and  construction  that 
speed  production,  maintain  a 
uniform  quality  of  work,  and 
keep  down  operating  ex- 
By  their  all-round  efficiency 
as  part  of  every  modern  con- 


"The  Jaeger  Mix-A-Minute" 

is  made  in  all  sizes  to  answer  every  purpose;  whe- 
ther you  wish  to  build  a  silo  or  a  skyscraper,  you 
will  find  a  "Jaeger"  for  the  job. 

Write  to-day  for  catalogues  covering  our 
complete  line. 

The  Jaeger  Machine  Co. 

220  Dublin  Avenue        COLUMBUS,  OHIO. 


STEEL  for  PERMANENCE 

The  All  Steel  Elevated  Water  Tank  is  the  most 
economical  installation  for  Automatic  Sprinkler  Sys- 
tems for  fire  protection,  general  mill  supply,  or  Muni- 
cipal Water  Works  systems. 

Its  first  cost  is  not  excessive,  the  maintenance  ex- 
pense is  very  low,  and  there  is  no  danger  of  leakage, 
falling  ice,  or  possibility  of  the  tank  bursting  or  catch- 
ing fire. 

Hundreds  of  our  All  Steel  Elevated  Water  Tanks 
now  in  service  throughout  Canada  bear  witness  to 
these  facts. 

Our  Product  is  Made  in  Canada 

Write  us  for  Plans,  Specifications  and  Estimates. 
Our  Catalogue  No  16  mailed  on  request. 

CANADIAN  CHICAGO  BRIDGE  &  IRON  CO.  Ltd. 

Bridgeburg,  -  Ontario 


58 


THE  CONTRACT  RECORD 


February  25,  1920 


CONTRACTORS !  Now  is  the  Time  to  Buy  Plant ! 

We  Offer  for  Prompt  Shipment,  the  Following  Hoisting  Engines 

1 — Rebuilt  8     x  12  Marsh  &  Henthorn  3  drum  hoist,  with  boiler  and  swinger  for  clam. 
1 — NEW    8y4  x  10  Port  Arthur  2  drum  hoist,  with  boiler  and  swinger.  IMMEDIATE. 
1 — Used     7     x  12  Rand  double  drum  hoist,  with  or  without  boiler. 
1— NEW    6/2  x  8    Doty  double  drum  hoist,  with  boiler.  IMMEDIATE. 
1 — Used     5%  x  8    American  Hoist  &  Derrick  Co.  2  drum  hoist  and  swinger  without  boiler. 
1 — Used     5     x  8    Marsh  &  Henthorn  2  drum  hoist,  with  boiler. 
1 — Used     5     x  8    Byers  2  drum  hoist,  without  boiler, — vertical  engines. 

10    x  12  Lidgerwood  hoists,   single  drum,  without  boiler. 
6     x  12  Doty  single  cylinder  1  drum  hoist,  with  boiler. 

5  x  8    Lidgerwood  single  cylinder  1  drum  hoist,  with  boiler. 
4^4  x  6    American  Builders'  Hoist,  reversing,  with  boiler. 

6  x  8    Dominion  single  drum  hoist,  reversing,  without  boiler. 
6     x  7    Midland  single  drum  steam  winch,  reversing.  IMMEDIATE. 


2— Used 
1— Used 
1— Used 
1— Used 
1— Used 
1— NEW 


Also  a  large  assortment  of  Clam  Shells,  Derricks,  Steam  Shovels,  Dump  Cars, 
Locomotives,  Crushers,  Boilers,  Engines,  Motors,  Pumps  and  General 
Contractors'  Equipment.   Write  for  Stock  List  No.  61. 

Phone  Contractors'  Dept.  Ad.  20 

The  A.  R.  Williams  Machinery  Co.,  Ltd. 


64  FRONT  STREET  WEST 


St.  John,  N.  B. 


Montreal 


W 


innipeg 


TORONTO 

Vancouver 


Built  in  sizes 
from  4  cu.  ft. 
to  80  cu.  ft. 
capacity. 
With  any 
power  and 

any 
equipment, 


London  Concrete  Mixer 
A  machine  with  a  reputation  for  thorough  and  rapid  work. 
•    Will  run  for  years  without  repairs. 

Agents  for— 

London  Concrete 
Machinery  Co.,  Ltd. 

Lodnon,  Ont. 


The 

London  Line 

OF  CONTRACTORS'  SUPPLIES 

Concrete  Mixers  in  all  sizes  from  4  to  30  cu.  ft.  mixed 
concrete  per  batch,  operated  by  Steam,  Gasoline  or 
Electric  Power. 

Wheelbarrows,  Concrete  Carts,  Concrete  Spouting. 
Gasoline  Hoists,  Centrifugal  and  Diaphragm  Pumps. 

Send  for  catalogue,  stating  requirements. 

Harvard  Turnbull 

&  Company 

301  Excelsior  Life  Bldg. 

TORONTO      -  ONT. 
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CONCRETE 


RE-INFORCING 


MATERIALS 


SPIRALS  WIRE  MESH 

Round  Bars  Straightened  and  Cut 
Prompt  Estimates    Quick  Service 

Frost  Steel  &  Wire  Co.  Limited,  Hamilton 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


i — Including- 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 

GALT         -  ONTARIO 


Hydrants 

and  Valves 


Material  and 
Workmanship 
Second  to  None 

Supplied  to  the 
City  of  Toronto 
and  York  Twp. 


Scotch  Derricks 

Hand  and  Power  from  y2  ton  to  6  ton 
capacity. 

Contractors'  Machinery,  Brick 
Machinery,  Grey  Iron  Castings, 
and  Gear  Cutting 

JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 


February  25,  1920 


THE  CONTRACT  RECORD 


61 


Diamonds 

For  Sawing  Stone 


Furniss  Clarke  &  Co. 

364   University  Street, 
MONTREAL.  CANADA. 


Sole  Canadian  Agents  for 
The  Joyce-Koebel  Co.,Inc 

New  York  London 


IMMEDIATE  DELIVERY  FROM  STOCK 


What  kind  of  a 
Builder  Are  You  ? 

Would  you  consider  you  had 
done  a  complete  job  in  your 
specifications  if  you  had  not 
provided  safety  against 

LIGHTNING 

There  is  only  one  System  that  is 
100%  safe — guaranteed.  That  is  the 

Shinn-Flat 

System  of  Lightning  Prevention 

BUILDERS  MAKE  GOOD  AGENTS. 
Write  for  Terms. 

ShinnMfg.Co. 

of  Canada,  Limited 
BOX  69A      GUELPH,  ONT. 


DEPARTMENT  OF  LABOUR 

Ontario  Government 

NOTICE 

To  Manufacturers,  Dealers,  and  Users  of 
Steam  Boilers 

All  steam  boilers  built  in,  or  entering  the  Province  of  Ontario,  and 
boilers  exchanged  or  repaired,  are  subject  to  Government  Inspec- 
tion as  prescribed  in  the  Steam  Boilers  Act,  3  George  V.,  C.  61. 

Before  any  work  of  repair  or  alteration  is  commenced  on 
any  boiler,  notice  must  be  sent  to  the  Department  stating 
the  nature  and  extent  of  the  repairs  or  alterations  proposed 
to  be  made.  If  the  Chief  Inspector  should  consider  such 
repairs  or  alterations  of  an  extensive  character,  the  boiler 
must  be  inspected  in  accordance  with  the  Regulations  by  an 
Inspector  authorized  under  the  Act. 

All  communications  should  be  addressed  to  the  Steam  Boiler 
Branch,  Department  of  Labour,  Parliament  Buildings,  Toronto. 
HON.  W.  R.  ROLLO,  W.  A.  RIDDELL,  M.A.,  Ph.D., 

Minister  of  Labour.  Deputy  Minister  of  Labour. 

D.  M.  MEDCALF,  Chief  Inspector  of  Steam  Boilers. 


Ox^AcetyleneJWelding  and  Cutting 


Prest-O-Lite  Service 
Never  Wears  Out 

Never  grows  obsolete — and  yon  never  can  out- 
grow it.  Of  what  other  manufacturing  facility 
is  this  true?  Once  you  subscribe  to  Prest-O-Lite 
Service  it  is  yours  for  life — a  definite,  permanent, 
transferable  right  which  fits  the  varying  require- 
ments of  your  business  perfectly.  Sure  as  sun- 
rise and  sunset — flexible  as  a  sectional  bookcase. 


DISSOLVED  ACETYLENE 

"The  Universal  Gas  with  the  Universal  Service." 

Physically — a  self-contained,  all-purpose  unit  of 
ideal  form — portable,  sturdy,  accessible  any- 
where. 

Technically — the  one  component  gas  which  sat- 
isfactorily, simply  and  economically,  performs 
all  heating  operations,  from  the  heaviest  welding 
and  cutting  to  the  lightest  soldering  and  brazing. 
Subscribers  to  Prest-O-Lite  Service  may  now 
draw  upon  an  organization,  plant,  and  cylinder 
equipment  unequalled  for  size  and  quality  any- 
where in  the  world. 

Write  us  about  it — there  are  ample  facilities 
right  near  you. 


PREST-O-LITE  COMPANY 
OF  CANADA,  LIMITED 

Dept.  C-105 
Prest-O-Lite  Building,  TORONTO 
Branches:    Montreal,  Toronto,  Winnipeg. 

Plants  at:  Toronto,  Ont,  Merritton,  Ont., 
St.  Boniface,  Man.,  Shawinigan  Falls,  P.Q. 


mm 


Worlds  Largest  Makers  of  Dissolved  Acetylene  | 
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Windsor  Street,  Montreal. 

These  granite  blocks  have  been  down  for  27  years 
without  attention  or  repair. 

Supplied  to  the  city  of  Montreal  by  Brodie's  Ltd. 

All  stock  sizes  of  granite  paving  blocks  for 
immediate  shipment. 

BRODIE'S  LIMITED 

128  Bleury  Street  -  MONTREAL 


Liberal  Profits  and  a  Sure  Demand 


awaits  the  man  who  begins  the 
manufacture  of  Ideal  Concrete 
Building  Units  in  any  community. 
No  previous  experience  necessary, 
and  but  a  very  small  capital. 


The  Product  'Ideal"  Block  Machine 

Ideal  Concrete  Machinery  Company,  Limited 

Lock  Drawer  250  WINDSOR,  ONT. 


National  Iron  Corporation 


LIMITED 


Head  Office,  Works  and  Docks-TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -    PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 


SYDNEY,  NOVA  SCOTIA.     SAULT  STE.  MARIE,  ONT. 


SALES  OFFICE : 

400  McKinnon  Building 


TORONTO 
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Reduce  the  Cost  of  Loading  and  Unloading 

"B-G"  Portable  Conveyors  and  Bucket  Loaders 

 j.  

for  Coal,  Crushed  Stone,   Gravel,   Cement  and  all  Bulky 

Material 


SEND  FOR  PARTICULARS 


MUSSENS  LIMITED 


MONTREAL 
WINNIPEG 
VANCOUVER       Confederation  Life  Bldg. 


TORONTO 


Safeguard  Your  Plan  ts 
and  Property 


against  loss 
or  damage 
by  fire  by 
installing 
Fire  -  proof 
Doors  of 
approved 
make. 


Our  plant  is  equipped  with  special  machinery  for 
manufacturing  these  doors. 

We  also  specialize  in  Kalamein  Doors,  Windov/s  and 
Mouldings,  Steel  Doors,  etc.    Roberton  Patent  Lock 
Metal  Weather-stripping  for  Doors  and  Windows — 
Saves  20  per  cent,  of  your  fuel  consumption. 
Give  us  a  call — we  can  save  you  money. 

ROBERTON  -  OLSEN 

LIMITED,  INC. 

Head  Office  &  Factory:    Ft.  of  Cherry  St.,  Toronto 

Phone  Adelaide  4093 

Agents  at  Vancouver,  Medicine  Hat,  Ottawa,  Kingston, 
Montreal,  Halifax. 


Ideas  and  Suggestions 
for  House  Trim 

Read  the  articles  on  the 
above  subject  by  W.  H. 
Shaw  now  running  in  the 
Canadian  Woodworker. 
Subscription  price  of  this 
publication,  100  pages 
monthly,  One  Dollar  a 
year. 

Order  from 

WOODWORKER    PUBLISHING   CO.,  LIMITED 
343  Adelaide  St.  West  Toronto 


J.  G.  All»n,  President 


James  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


PIPE5 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 


HAMILTON,  ONT. 
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Preserves  Roads,  Saves  Expense 

Flu^phalte  binds  and  hardens  the  surface  of  macadam  roads  making  them  smooth  and  durable  as 
asphalt  pavements.  It  prevents  the  surface  dusting  and  wearing  down  to  the  rock.  It  makes  the 
road  wear  many  years  longer,  thereby  saving  great  expense  in  continuous  road  repairs. 

Send  for  new  illustrated  book.    Free  on  request. 


STEEL  CRANE  RUNWAYS 


Among  the  many  forms  of  structural  steel  work  we  Our  experience  in  this  work  enables  us  to  advise 

fabricate  and  erect  are  crane  runways.    The  accom-  on  and  plan  structural  steel  equipment  suited  to  your 

panying  picture  shows  a  crane  runway  we  have  just  individual   requirements.     On   any   such   project  you 

completed  for  the  Davie  Shipbuilding  and  Repairing  may  have  in  mind,  we  shall  be  pleased  to  give  advice 

Company.  and  estimated. 

MacKINNON  STEEL  CO.  LIMITED 

Montreal  Office— 404  New  Birks  Building  SHERBROOKE,  QUE. 
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Railway  and  Track  Supplies 

For  Lumber  and  Contractors' 
requirements 

Rails,  Locomotives,  Accessories, 
Cars,  Lion  Brand  Babbitt  Metal 

Correspondence  solicited 

Sessenwein  Bros.,  Montreal 


IOronTS 

SPRINKLER 
TANKS 

AND 

TOWERS 

have  stood  the  test  of 
long  years  of  efficient 
service,  saving  their 
owners  thousands  of 
dollars  in  fire  insur- 
ance premiums. 

We  are  specialists  in 
Urban,  Rural  and  Sub- 
urban  Water    Supply  Systems. 

Get  the  benefit  of  our  30  years'  experience  by 
submitting  your  water  problems  to  us. 

Our  Engineering  Department  will  cheerfully 
furnish  blue  prints  and  estimates  free  of  charge. 

Ontario  Wind  Engine  &  Pump  Co. 

Limited 

Winnipeg  Montreal     TORONTO     Regina  Calgary 


Canadian  Engineering  &  Contracting  Co. 


Limitec! 


Bridges,  Roadways 
Reinforced  Concrete  Bldgs. 
Foundations  a  Specialty 


Bank  of  Hamilton  Bldg.,  Hamilton,  Ont. 


SIMPLE 

Ric-wir 
METHOD  fee* 


It  is  a  clean-cut,  complete  and  practical  method  of  pipe 
Jnsulation.  The  kind  that  highly  trained  technical  men  and 
practical  operating  engineers 
both  approve.  Bulletin  No.  1 
explains  RlC-wiL  simplicity 
and  other  features. 
Write  for  it  to-day. 


'iiiiiiiiiiimiiiiiiiiiiiiiiiiimiimii 


DOORS 


We  have  just  unloaded  a  car  of  the  al- 
ways popular 

KLIMAX  DOOR 

Two  panel  design,  beautiful  three  ply 
Birch  Panels,  White  Pine  Stiles  and  Rails. 

And  this  car  is  certainly  the  best  ship- 
ment we  have  ever  received. 

Order  now  while  our  stock  is  in  good 
shape.  All  stock  sizes  available. 

A  Good  Stock  of  Pine  Doors  on  Hand. 
Also  Oak. 


Prices  Are  Advancing  Rapidly. 
Better  Place  Your  Orders  NOW. 


THE 


PANNILL 


DOOR 
COMPANY 


131  Front  Street  East,  TORONTO,  ONT. 


Phone  Main  659 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

Irom  16  in.  to  12  ft.  diameter 

1551  Granville  Street     -     Vancouver,  B.  C. 
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Works  at  Walkervllle.  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


Si 


jlMITED 


VALVE- HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


Algoma 

Structural  Steel — Merchant  Bars 


Blooms,  Billets  and  Slabs 


Concrete  Reinforcing  Bars 


Shafting — Pulleys  —  Hangers 
Iron,  Brass  and  Bronze  Castings 

STEEL  RAILS— <>Pen  Hearth  Quality 
All  Sections— 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 


Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 


Basic 


Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 
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'Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


Reinforced 
Concrete  Construction 


Sold  separately 


Series  of  Three  Volumes 

By  G.  A.  Hool,  Associate  Professor  of  Structural 
Engineering,  University  of  Wisconsin. 

You  probably  know  something  about  these  books — 
How  they  came  out  without  the  advantage  of  a  widely  known  name 
as  author. 

How  the  leading  civil  engineering  papers  hailed  them  as  the  best 
on  the  subject. 

How  they  were  at  once  recognized  as  the  most  useful  and  practical 
books  that  have  appeared. 

They  are  today  standard  among  engineers,  architects  and  contrac- 
tors, as  well  as  in  colleges. 

Vol.  1 — Fundamental  Principles,  254  pages,  6  x 

9,  88  illus.,  $2.50  net,  postpaid. 
Vol.  II — Retaining  Walls  and   Buildings,  675 

pages,  6x9,  412  illus.,  34  plates,  $6.00  net 
postpaid. 

Vol.  Ill — Bridges  and  Culverts,  688  pages,  6x9, 
over  600  illus.,  41  plates,  $6.00  net,  postpaid. 

SEND  YOUR  ORDERS  TO 

Contract  Record  &  Engineering  Review 

347  Adelaide  St.  West,  TORONTO 


Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt    Deliveries.        Attractive  Prices. 


Address  your  inquiries  to 

CANADIAN  DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 

CHATHAM,  ONT.      275  Inshes  Ave. 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 

42   Church   St.  945   Curry  Bldg. 

New  York  City  Pittsburgh,  Pa. 

Des    Moines,    Iowa.    938    Tuttle  Street 


Electric  Cranes 


MADE  IN  CANADA 


Electric  and  Hand 
Travelling  Cranes 

Electric  and  Air 
Hoists 


NORTHERN  CRANE  WORKS,  LTD. 

WALKER VTLLE,  ONT. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME,  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $3.30  per  bbl.  ; 
with  bags,  $4.10 ;  car  lots,  $2.45  on  the  track, 
with  pkgs.,  $3.25;  5c  per  bbl.  discount  20 
days. 

Lime — in  bulk — grey  69c,  white  79c  per  100 
lbs.,  delivered,  if  not  less  than  2,000  lb.  lots. 
At  the  warehouse,  grey  63c,  white  73c, 
$14.60  ton.  Hydrated  lime,  $17.25  per  ton 
delivered ;  $16.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$30;  buff,  $30;  No.  2,  $26;  common  red 
stock  brick,  $22;  grey,  $22;  wire-cut  brick 
for  foundation  work,  $20.  Milton  Rug  brick, 
$30  to  $35;  Eatonia  brick,  $50;  sand  lime 
brick,  $16.25,  f.o.b.  car  at  King  Edward 
siding,  $14  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $55  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental,  $35,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $25  at  plant, 
$31  delivered  in  city. 

Fire  brick — delivered — Savage,  $75  per  M. ;  S. 
Crown,  $70;  W.  W.,  $60.    Fire  clay,  $15  per 

ton ;  chimney  tops,  $8.75  each. 

Flue  lining — delivered — list  price — 8'A  x  8'A  in., 
60c  per  ft. ;  8'A  x  13  in.,  90c  per  ft.  Dis- 

cuonts  30  and  10  per  cent,  off  list. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone — 2  in.,  $2.05;  1  in.,  $2.25;  in., 
$2.25;  crusher  rock,  $2.15;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton ;  screened,  $1.70 
per  ton. 

LUMBER  (BUILDING  MATERIAL) 

Retail  Prices  Delivered 
Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $58;  10  and  16  ft.,  $60 ;  2  x  12  in.,  12 
and  14  ft.,  $59;  10  and  16  ft.,  $61 ;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $61.  No.  2,  $4  less 
than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $65; 
1x6  in.,  $67;  1  x  8  in.,  $70;  1  x  10  in.,  $75; 
1  x  12,  $80.  Shelving,  rough,  1x4  in.  and; 
5  in.,  $78;  1  x  6  in.,  $82 ;  1  x  8,  $86;  1  x  10, 
$90 ;  1  x  12,  $103 ;  2  x  4,  10-16  ft.  long,  com- 
mon, rough,  $68;  2  x  6,  $70 ;  2  x  8,  $72 ;  2  x 
10,  $76;  2  x  12,  $80.  No.  1  flooring,  $70; 
No.  1  V  or  beaded  sheathing,  4  in.,  $82. 
Pine  trim,  4  in.,  casing,  $4  per  100  ft.  ;  5 
in.  ditto,  $5;  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $6.25. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $63;  1  x  6  and  2  x  6,  $65 ;  1  x  8 
and  2  x  8,  $67 ;  1  x  10  and  2  x  10,  $71 ;  1  x 
12  and  2  x  12,  $75. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $80;  12  x  18,  12  x  20,  14  x  18, 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$85.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $10.50;  XX  B.  C,  $8.00; 
N.  B.  extras,  $10.50;  N.  B.  clears,  $9.50; 
No.  1  W.  pine  lath,  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $4.75  base;  twisted  and 
deformed,  $4.85;  3/16  in.  and  lighter  $5.25. 

Shapes— Angles,  35  lbs.  and  over,  per  yard,  $4.60 
per  100  lbs. ;  under  35  lbs.  per  yard,  $4.70 
per  100  lbs. ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $4.60;  under  35  lbs. 
per  yard,  $4.80. 

Plates— 6  ins.  to  60  ins.  wide,  $4.80;  over  60  ins., 
$5.00.  Tank  and  boiler  plates— 54  in.  and 
over  and  under  36  ins.,  $4.50.  Gauge  plates 
—No.  10,  $5.55;  No.  12,  $5.60;  No.  14,  $5.65 
per  100  lbs.  Black  American  Bessemer  Plates 
— dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $4.50  per  100  lbs. 
Rivets— Button  and  cone  head—  'A"  to  %"  diam., 
$5.80. 


EXTRAS    FOR    SHAPES    AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  l/10c 
per  lb.  for  Angles  under  5  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
$1.50. 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized  iron — dealers  not  quoting  prices. 
Cast-iron   pipe — Standard     prices,     carload  lots, 

f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 


SEWER  PIPE 

Sewer  pipe — Toronto  prices,  with  discounts  as  be- 
low, f.o.b.  factory — 4  in.,  30c  per  ft.;  6  in., 
45c;  8  in.,  70c;  9  in.,  90c;  10  in.,  $1.05;  12 
in.,  $1.35;  15  in.,  $1.80;  18  in.,  $2.50;  20  in., 
$3;  22  in.,  $4;  24  in.,  $4.50.  Discounts— 30 
and  10  per  cent,  off  list. 

Tile  wall  coping — delivered — 8  or  9  in.  wall,  50c 
per  ft.  ;  12  in.  or  13  in.  wall,  75c  per  ft. ; 
18  in.  wall,  $1.50  per  ft. ;  carried  in  6,  12, 
18  and  24  in.  lengths.  Discount  30  and  10 
per  cent,  off  list. 

PAINTS  AND  OILS. 

Prices,  delivered. 
White  lead — ground  in  oil,    less  than   ton  lots, 
$18.75  per  100  lbs. ;  ton  lots,  $18.50  per  100 

lbs. 

Boiled  Linseed  Oil— in  bbls.,  $2.60  per  gal.  of  9 
lbs. ;  red  lead,  dry,  $17  per  100  lbs. ;  Pure 
putty  in  bulk,  $8.95  per  100  lbs.;  in  100  lb. 
drums,  $9.80;  in  25-lb.  tins,  $10.05  per  100 
lbs.;  steel  sash  putty,  in  25-lb.  tins,  $10.30 
per  100  lbs. ;  turpentine,  in  bbls.,  $3.05  per 
Imp.  gal.,  based  on  southern  gauge.  Tur- 
pentine and  oil  in  less  than  barrel  lots,  15c 
extra  per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2c  per  lb.; 
black,  in  bbls.,  6c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb.;  lamp  black,  dry,  in  1  lb.  papers, 
25c ;  ultra  blue,  dry,  in  bulk,  25c ;  green, 
French  permanent,  dry,  20c ;  ochre,  French, 
dry,  12c;  red  Venetian,  dry,  6c;  sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  Yll/*z. 

SUNDRIES 

Hard-wall  Plaster- — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.30;  delivered  in 

5    barrel    lots,    $4.75    at    warehouse,  $4.55 ; 

single  bbl.,  $5.55. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — H  in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  42j4c.  Lath 
yarn,  40c  per  lb. ;  in  full  coils.  33c. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton;  lump,  $15. 
Brick — No.    1   pressed,    $24.75;   No.   2  pressed, 

$20.75;  red  rustic,  $21.75;  vertical,  $23.00; 

plastic,  $17.50. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c;  10-in.  52c;  12-in.  60c;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.75;  ?4-in.  $2.00;  ^-in. 

$2.25  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.15  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  3  in.  and  up,  $4.76;  1  In. 

x  1  in.  x  lA  in.,  25c  extra;   y4  in.  x  Vt  in. 

%  in.,  75  cents  extra.    Boiler  plates — 'A  in. 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$5  70;  under  36  in.  diameter,  $6.15.  Beams 

and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $6.26,  f.o.b.  Mont- 

treal,  net  cash.  Corrugated  iron — 26  gauge, 
$9.00;  2K  gauge,  $8.25  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheets 
— Keystone  black,  28  U.  S.  gauge,  $7.25  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $85  for  6  in.  and  larger, 
and  $S8  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c;  6 
in.,  70c;  0  in.,  86c  ;  10  in.,  $1.06;  12  in.,  $1.86; 
15  in.,  $1.80;  18  in.,  $2.60;  20  in.,  $3;  22  In., 
$4;  24  in.,  $4.60;  27  in.,  $6.60;  30  in.,  $7.20. 
Channel  pip.e  (4  in.  to  30  in.)  24c,  36c,  66c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  $5.20,  $6.75.  One-eighth  bends  (4  in. 
to  30  in.),  $1.20,  $1.80,  $2.80  $3.60,  $4.20, 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28; 
'A,  $1.20,  $1.80,  $3.15,  $4.05,  $4.76,  $6.10, 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Double 
collar.  90c,  $1  35.  $2.10.  $2.55.  $3.15.  $4.06. 
$5.40;  slant  1  foot  lone  side  (4  in.  to  16 
in.).  90c,  $1.35,  $2  10,  $2.55,  $3.15.  $4.06, 
$5.40.  Single  branch  (6  in  »o  9  in.),  3  ft., 
$2.25,  $3.60,  $4.25;  2  and  2*A  ft  (4  in.  to  30 
in.),  $1.35.  $1.80.  $3.15,  $3.85.  $4.75,  $6.10. 
$8.10,  $11.25,  $13  50,  $18,  $20.25,  $32.50,  JSC 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.),  $1.80,  $2.70,  $4.90.  $6.30.  $7.35,  $10.80, 
$14.40,  $20,  $24,  $32.  $36,  $45.50,  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  In.  to 
15  in  ),  $3,  $4,  $7,  $9,  $10.50.  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.),  $3.  $4,  $7,    $9.    $10.50.  $18. 

These  prices  are  subject  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  BO  58  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  $4.30  per  bbl.,  both  less  5%  for  cash. 
Rope — Best  Manilla,  31c  basis  per  pound; 
Beaver  Manilla,  26c  basis;  sisal  rope,  22'Ac 
basis;  lath  yarn,  22Ac.  Boiled  linseed  oil — 
in  barrels,  $2.52'A  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.50. 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50,000  or  over, 

$15.00;  carload  lots,  less  than  50,000,  $16.00; 
selected  builders  for  veneering  work,  carload 
lots,  $19.00;  "Citadel"  rustic  face  brick,  $25 

to  $30. 

Baker  oven  tile,  15"  x  814"  x  2'A",  $25  per  100. 
"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 

splits,  7c  per  superf.  ft. ;  12  x  9  x  3,  solid. 

10c. ;  12  x  8  x  4,  11c. ;  12  x  8  x  6,  18c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel  in  carload  lots,  bags 

returnable  in  good  condition  at  15c. 
Hardwall  Plaster— $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock   Brick — $19.50  per  thousand   delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet ;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — U'Ac  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office- 
95  King  Street  East 
TORONTO 


Works- 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 

Air  Compressors  Locomotives 


Boilers 
Buckets 
Cars 

Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—2801 
Yards  and  Shops — New  Toronto,  Canada 


It  Saves  Your  Coal 


and  Increases 
the  Efficiency 
of  the 

Heating  Plant 

Suitable  for 

Community  Heating, 
Large  Industrial  Buildings, 
Hospitals,  Laundries,  Etc. 


THE  ECONOMIC  HEATER  is  guaranteed  to 
give  you  perfect  satisfaction  in  the  matter  of 
heating  and  hot  water  supply  for  any  sized 
building.  You  will  find  it  a  potent  factor  in 
the  saving  of  fuel,  while  its  efficiency  as  a 
heater  is  absolute  and  defies  competition. 
Adaptable  for  attachment  to  any  steam  sys- 
tem, it  is  easily  installed. 

We  will  be  pleased  to  demonstrate  its  value 
in  your  plant. 

ENQUIRIES  SOLICITED 


The  Montreal  Machine  Shop,  Ltd, 

481  Ontario  Street  East,  MONTREAL 

Sole  Agents  for  Ontario:  EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  Toronto,  Ont. 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS-^ontinned 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.    (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel ; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone— lJ4-in.  to  2-in.,  $3.65  per  yard; 
J4-to.  to  lin.,  $3.05;  stone  dust,  $3.85;  rub- 
ble stone,   $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring. — 3  in.  No.  1  and  2  E.G.  Fir,  $84; 
4  in.  No.  1  and  2  E.G.  Fir,  $84;  4  in.  No. 
3  E.G.  Fir,  $78;  4  in.  Flat  G.  Fir,  $62;  4 
in.  No.  4  (Shiplap  Grade),  $50;  4  in.  No.  2 
Common  Pine,  $55;  4  in.  No.  3  Pine  or 
Spruce,  $50;  6  in.  No.  1  and  2  E.G.  Fir, 
$84;  6  in.  No.  3  Flat  Fir,  $05;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $54;  6  in.  No.  2  Com- 
mon Pine,  $C0;  6  in.  No.  3  Pine  or  Spruce, 
$55;  2  x  6  No.  1  Common,  $52;. 

For  selected  lengths,  add.  Pine,  $1.25;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $2.50;  for  l'A,  154  or  2  inch,  add 
$5. 

Birch  and  Maple  Flooring — Clear  (First  Grade) 

— 13/10  x  l'A  in.  to  2'A   in.  face,  $135;  H 

x  l/i  in.  and  1H  in.  face,  $100. 
No.  1   (Second  Grade)— 13/10  x  l'A  in-  to  2'A 

in.  face,  $125;  fi  x  l'A  in.  and  1J4  face, 

$00. 

No.  2  Factory— 13/16  x  lyi  in.  to  2'A  in.  face, 
$105.00. 

Selected  White — 13/16  x  l'A  in.  to  2'A  in.  face, 
$100. 

DIMENSION  TIMBERS,  No.  1 
6  x  10  to  12  x  12,  up  to  32  ft.  long,  $65 ;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $66;  6  x  16,  to 
1G  x  16,  up  to  32  ft.  long,  $07 ;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $6S.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  1/,  in.  to  2'A  in.  face,  $245;  H 

x  l'A  in.  and  1 in.  face,  $195. 
No.  1  (Selects)— 13/16  x  1}4  in.  to  2'A  in.  face, 

$190;  H  x  l'A  in.  and  1H  in.  face,  $165. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  l/i  in.  to  2'A  in.  face,  $180;  H 
x  l'A  in.  and  2  in.  face,  $145. 


No.  1  (Selects)— 13/16  x  l'A  in.  to  2<A  in.  face, 
$160;  Yi  x  l'A  in.  and  1&  in.  face,  $115. 

STEEL  AND  IRON 

Bteel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs.  ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe— Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  6  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  02c;  12  in. ,72c;  15  in., 
$1.20;   18  in.,  $1.70;  20  in.,  $2.10;  24  in., 

$2.75. 

Plaster  of  Paris,  $1  in  paper  bags;  $1.45  in 
jute  bags. 

Plasterers'   Hair — 90c  per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  00  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 

Mixed  Paint— Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal. ;  putty 
in  bulk.  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 

$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $10.90;  less 
than   ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Atlas  cement,  $9.o0  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick— Common  red  brick,  $18.00  f.o.b.  ware- 
house ;  $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver;  pressed  red  brick,  f.  o.  b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan 

tities. 


LUMBER   (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.     Mills  opciai 
ing  on  an  open  uiaiket. 

Dimension  timber — Douglas  fir — 8  x  8,  $29;  10  x 
10,  $29;  10  x  12,  $29;  10  x  14,  $20.60;  12  x 
12,  *29;  14  x  14,  $29.50;  14  x  10,  $30.5u  ;  i, 
x  10,  $29.50;  6  x  12,  $30;  8  x  10,  $30 ;  i>  x  12, 
$29.50;  10  x  16,  $31;  12  x  10,  $31;  10  x  ltt. 
$30.60 ;  (i  x  14,  $31  ;  k  x  H,  $;il  ;  12  x  l.\ 
18  x  20,  $33;  14  x  20,  $32.50;  16  x  18,  $32.60; 
16  x  20,  $33.50;  18  x  18,  $32.50;  20  x  20, 
$32.50;  24  x  24,  33. 

Fir  Flooring — 1  x  3  edge  grain,  $48;  1x4,  $48; 
1x4  rial  grain,  $35;  No.  1  and  2,  1  men 
clear  fir  double  dressed,  $46;  No.  1  and  2, 
l'A  and  l'A  inch  fir  double  dressed  $46; 
2-inch  fir  double  dressed  $46;  fir  lath,  $2.25; 
spruce  lath,  $3.50;  cedar  lath,  $3.50;  H.  C. 
cedar  shingles,  XX,  $2.00;  XXX,  $3.00; 
XXXXX,  $3.60. 

STEEL  AND  IRON 
Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  base;  twist- 
ed and  deformed,  $7.50  base;  structural  sec 
tions,  $7.00. 

Galvanized  iron — 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets. 

$11.75;  9  and  10  ft.  sheets,  $11.00  per  squarr 
Itlack  steel  sheets,  24  gauge,  $10.35  per  100 
lbs. 

Steel  angles — $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $9.00  per  100  lbs..  dr 
pending  on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  $9.00. 

SEWER  PIPE. 

Sewer  pipe — Vancouver  prices  f.o.b.   warehouse ; 

4-in.,  17c  per  ft.;  6-in..  25c  per  ft.;  8-in..  35c 
ft. ;  10-in.,  45c  ft. ;  12-in.,  65c  ft. ;  16  in.. 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.; 

24  in.,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van 

couver,  bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate— $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— #  in.,  39c  base;   V,  in..  39^c; 

ii  in.,  40c ;   'A  in.,  40c;  second  grade,  33c 

base;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  fc 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4.,  5. 

Raw  linseed   oil — In   bbls.,  $2.10  per   gal.;  red 

lead,  dry  $18.00  per  100  lbs.;  in  oil.  22c; 

putty  in  bulk,  Standard,  $6.00;   Pure.  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 

Head  Office 

Mark  Fisher  Building 
MONTREAL 


CAST  IRON  PIPE 

..;..^U-.    *j 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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We  make  a  specialty  of 
unloading  cars  of 

SAND,  GRAVEL,  CRUSHED  STONE 
COAL,     CEMENT    AND  BRICK 

Get  our  Prices 

Contractors  Transport  Company 

Main  4570         401  Lumsden  Bldg.,  Toronto 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


For  Sale 
Industrial  and  Contractors' 
Equipment 

1 — Brown  Hoist  Locomotive  Crane,  8-wheel,  35  ft.  Boom.  Just 
overhauled.     Immediate  shipment. 

4 — 36  in.  Gauge  14  to  18  Locomotives. 
10 — i  yd.  2-way  K  &  J  Dump  Cars,  36  in.  Gauge. 

1 — yd.  Smith  Concrete  Mixer. 

1 — yd.  Smith  Concrete  Mixer. 

1— H  yd.  Clam  Shell  Bucket. 
l—l'A  yd.  Clam  Shell  Bucket. 

T.  J.  McGOVERN 

Room  505,  Lumsden  BIdg.,  TORONTO,  Ont. 

Phone  Main  5185.    Nights,  Park.  6906. 


Standard 
Lamp  Cord   and  Portable  Cord 

stand  for  superior  quality  both  of 
materials  and  workmanship  at 
prices  which,  durability  considered, 
mean  greatest  economy. 

Write  our  nearest  office  for  prices. 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Hamilton,  Ont. 

Montreal,  Toronto,  Seattle,  Wash. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  .  TORONTO,  CAN. 

Telephone'  Hillcrest  1614—1615—1616. 


CRANE  FITTINGS 
CRANE 

LIMITED 

MEAD  OFFICE  S  WORKS 
I260  ST  PATRICK  ST 


BRANCHES: 

SALES  OFFICES:  Halifax 


MONTREAL 

Toronto,    Winnipeg,  Vancouver. 

Quebec,     Ottawa,  Calgary. 
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Civil 

n*  ~   t 

r 

Contractors 

tlectrical 
Mechanical 

Uirectory  ot 

hngineers 

Special 
Interests 

Willis  Chipman,  M.   Eng.   Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
5eo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 

Pavements  and  Other  Municipal  Works 
Reports,  Estimates-, 

Supervision  of  Construction 
Appraisals   of   Works   and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
t«  Toronto  Street  -  TORONTO.  CAN. 
Water  Supply  and  Purification;  Sewerage 
Svstems;  Municipal  and  Trade  Wasle 
Tlisposal  Plants;  Incinerators;  Pavements; 
Titidges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.,  Ltd. 

"FARADAY  WORKS" 

LEICESTER  ENGLAND 

WATER  LEVEL 
INDICATORS 

CABLES:  "  LODESTONE,  LEICESTER 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
320  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto      &  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists, 
inspection  and  Testing  of  all  materials  of 

construction, 
[ndepcndent    sampling    of    CEMENT  at 
point   of    manufacture,   and   Testing  in 
our  own  Laboratories. 
The   most   up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply;  Sewerage  and  Drainage  ;  Water 
Purification;  Disposal  of  Sewage  and  Refute  : 
Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birke  Bldg.  Telephone 
MONTREAL,  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE        WILLIAM  STORRIE 

M  E  I.e.,  M.INST.  C.E..  M.E.I.C..  A.M.INST,  C  E. 

M.AMER.  W.  W  ASSOC.  M.  AMER.  W.  W.  ASSOC. 

GEORGE  G.  NASM1TH,  C.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


Robert  W.  Hunt 
President 


Charles  Warnock 
Vice-President  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  Inspection  and  tests  of  all  structuial 
materials  and  mechanical  equipment. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories : 
McGIU  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


McAllister  &taylor 

ENGINEERS  &  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
87  Sun   Life  Bldg.,   HAMILTON,  ONT. 
Harbor    Improvements   and  Dredging 
Dams,  Piledriving,  Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


J.  P.  Anglin,  B.Sc. 
President 


H.  J.  Gross, 
Vice-Pres.  &  Treas. 


C.  D.  Harrington,  B.Sc, 
Vice-Pres.  &  Mgr. 

Anglin-Norgross 

LIMITED 

Contracting  Engineers  and  Builders 

65  Victoria  Street,  -  Montreal. 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  &  Inspectors 
PAVING 
Designed,  Superintended,  Inspected. 
Chas.  A.   Mullen,  Director. 

CEMENT  &  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination  Power 

V.  K.  Stalford,  a.i  e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


The  Toronto  Testing  Laboratory 

Limited 
160  Bay  Street,  Toronto 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E,  TORONTO 
Phones— Main  904  and  90S 


Crushed 
S  tone 
Steel  and 
Wood 
Water  Pipe 


TamcC 
c 
o 


Cut  Stone 
Sand 
Brick 


T.  A.  Morrison  &  Co.,  20iJ&ftS£ 


Established  1884.  Main  2453. 

Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  'Phones— Park    538.    Park  3302. 
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Sand,  Gravel  and  Crushed  Stone 


Fire  Clay 
Fire  Brick 
Sewer  Pipe 
Weeping  Tile 


Lime 
Cement 
Plaster 
Hair 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 


Pbones,  Office  North 


i  664 

!665 


Evenings.  North  2107 


STEELWORK 

FOR  EVERY  PURPOSE 


Saugeen   River  Bridge,   215  ft. 
Span,   16  ft.   Roadway,   Built  and 
erected   by  us  for  Bruce  County. 
Frank  Barber,  Engineer. 


We  manufacture  and 
erect — 

GIRDERS, 
COLUMNS, 
TRUSSES, 
etc. 

STEEL 

BUILDINGS 

and 

BRIDGES 

Bars,  angles,  plates, 
beams,  channels,  rivets, 
bolts,  etc.,  in  stock  for 
immediate  shipment. 
A  post  card  will  bring 
you  our  monthly  stock 
list  by  return  mail. 


Standard  Steel  Construction  Co. 

LIMITED 

PORT  ROBINSON,  ONTARIO 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS: 
NIAGARA  FALLS 


ONT 


"  Absolutely 
Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 


DAKF  swinging 

U/\IVE,  ENGINES 

INSURE 
Speed  Durahdity 
Economy 

Contractors  everywhere 
recognize  that  Dake  swing- 
ers save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:   A.   R.  Williams  Machinery  Company,  Limited. 
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MALLEABLE 
CASTINGS 


3£  PRATT  £SS  LETCH  WORTH 
COMPANY.  LIMITED 

Transportation  Building,  Montreal 


Made  in  Canada 
Conduit 


x 


Manufactured  by 

National  Conduit  Co.,  Limited 

Toronto 
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|  Turnbull  Elevator 

MANUFACTURING  CO  TORONTO 


SAFETY 
FIRST 

 then  

efficiency 
durability 
appearance 


These  are  the  governing 
factors  in  the  construction 
of  every  Turnbull  Elevator. 
Whether  it  is  our  heavy 
freight  lift,  our  passenger 
elevator,  or  the  small  resi- 
dence installation,  the  same 
care  in  workmanship  and 
quality  of  materials  is  per- 
sisted in  with  utmost  vigi- 
lance. 

No  installation  is  too  large 
or  too  small,  nor  is  any  ele- 
vator problem  too  knotty  to. 
be  solved  with  satisfaction 
by  the  Turnbull  Company. 


We  will  be  pleased  indeed  to  prepare  plans  and  suggestions  with  esti- 
mates for  proposed  work,  without  charge  or  obligation.  If  you  are  interest- 
ed in  elevators  do  not  fail  to  investigate  the  merits  of  TURNBULL  Elevators 
and  learn  why  they  are  second  to  none  in  the  Dominion. 

Write  for  technical  descriptions. 

Turnbull  Elevator  Manufacturing  Co. 


126  John  Street,  TORONTO,  Ontario 


Montreal  Office 


202  Mappin  &  Webb,  Building 
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USE 

"DOMINION" 
Wire  Rope 

for 

Ships'  Rigging 
Towing  Lines 
Cargo  Falls 
Hawsers,  etc. 

The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 

It  Will  Pay  You 
To  Get  Our  Prices 
Before  Buying  Elsewhere 

Contractors* 

and  Marine  Supplies 

Winches, 

Rigging  Screws, 

Windlasses 

MARINE  LAMPS 

"  Shipmate  "  Ranges 
Air  Ports 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


CfB  1J  JJ         I  •  0  £$  Head  Office 

t'ttTOWftinfr&W  MONTREAL 

■  Telephone  Main  3420 


Vol.  34 


Toronto,  March  3,  1920 


No.  9 


PACIFIC  COAST  PIPE  CO.  Ltd 


1551  Granville  Street, 


VANCOUVER,  B.C. 


Continuous 
Wood  Stave 
Pipe 

for  Hydro  Electric 
Power  Development 


This  illustration  shows  one  of  our  Stave  Pipes,  13 
ft.  6  in.  inside  diameter.  The  largest  Wood  Pipe  in 
Canada. 

The  problem  of  the  industrial  future  of  Canada  is 
largely  in  its  undeveloped  water  resources.  Our 
Wood  Stave  Pipe  will  solve  many  of  these  prob- 
lems where  low  initial  development  cost  has  to  be 
considered.  Write  us  for  information  and  estimates. 


Wire  Wound 
Wood  Stave 
Pipe 

for  General  Water 
Works  Systems 


Alphabetical  Index  to  Advertisers,  Page  16      Classified  Directory  to  Advertisements,  Page  6 


THE  CONTRACT  RECORD 


March  3,  1920 


BY  WAY  OF  CONTRAST— 


COMPARISON  of  the  foundry  buildings 
illustrated  above  proves  that  Daylight 
and  V entilation  are  two  important  factors  to 
be  considered  when  planning  the  erection  of 
a  modern  foundry  building. 

Daylight  is  essential  to  good  workmanship. 
Workers  labor  under  a  handicap  in  dingy, 
poorly  lighted  foundries  like  the  one  in  the 
upper  picture.  Note  how  the  modern  foun- 
dry below  is  flooded  with  daylight  admitted 


through  window  walls  of  Lumina  Solid  Steel 

Windows. 

The  health  of  your  employees  demands 
fresh  air  and  ventilation.  Lack  of  it  deadens 
their  productive  abilities.  The  extra  large 
ventilators  in  Lumina  Solid  Steel  Windows 
provide  for  efficient  ventilation. 

Let  us  show  you  why  it  will  be  to  your  ad- 
vantage to  specify  window  walls  of  Lumina 
Solid  Steel  Windows  for  that  new  building. 


CANADIAN  METAL  WINDOW  COMPANY,  Limited 

1 36  ConfederationXi  fe  Building,  Toronto,  Ontario    Representing  Canadian  Detroit  Steel  Products,  Ltd.,  Windsor,  Ontario 
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London  Concrete  Mixer 
Equipped  with   Novo   Dust  Proof  Gasoline  Engines 
covered  with  steel  house. 


CONCRETE  machinery  is  a 
big  item  in  all  your  calcu- 
lations. It  enters  into  the 
question  of  time,  economy  and 
results — three  important  con- 
siderations on  any  tender  you 
offer;  and  furthermore,  being- 
reliable,  you  may  confidently 
state  your  time  limit  to  a  day; 
figure  your  expenses  close  and 
produce  satisfactory  results. 


The  London  Concrete  Cart 

The  handy,  indispensable  cart  on  every  job. 


LONDON 

Name 

On  Concrete  Machinery 

Is  a  guarantee  of  efficiency  that  has  been 
proved  many  times  over  by  severe  conditions, 
demanding  results  where  other  contracting 
equipment  has  failed,  and  in  this  way  has 
earned  the  confidence  of  big  contractors  who 
want  reliable  machinery  for  large  jobs. 


London  Concrete  Mixer 


These  types  are  but  three  of  our  many  Con- 
crete Machines,  but  one  and  all  are  working- 
demonstrations  of  the  London  guarantee,  for 
speed,  output,  economy  and  results. 


We  manufacture  a  full  line  of  Concrete  Machinery,  Contractors'  Pumps,  Hoisting  Engines  and 
Contractors'  Outfits.     Send  for  catalogue,  stating  requirements. 


Complete  Catalogues 
for  amp  of  these  lines 
will  be  mailed  upon 
request 


The  London  Concrete 
Machinery  Co.,  Limited 


LONDON 


ONTARIO 


World's  Largest  Manufacturers  of  Concrete  Machinery 
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HARDY  SIMPLEX 

HAMMER  DRILLS 

NEW  AND   IMPROVED  TYPES 


Hand 
Cradle 


Stopers 
Drifters 


All  The  Very  Latest  Designs 

'Titanic"  Hollow  Drill  Steels 

WRITE  FOR  BULLETINS 

SAMI 0SB0RN  <Lu  Limited 


Branches  and  Stock 


MONTREAL 

TORONTO  WINNIPEG 


VANCOUVER 
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Increase  your  YARDAGE— DECREASE  your  Costs 

Buy  Bucyrus  Shovels 

THEY  NEVER  FAIL  TO  DO  IT 


We  sell  all 
Bucyrus  Products 
Steam  Shovels 
Electric  Shovels 
Dragline 

Excavators 
Trench 

Excavators 
Wrecking  Cranes 
Unloading  Plows 
Dredges 
Pile  Drivers 

New  and 
Second-hand 
Contractors' 
Equipment 
of  all  kinds 


We  represent 
Western  Wheeled 

Scraper  Co. 
and  sell  all  their 
products 

Air  Dump  Cars 
Dump  Wagons 
Elevating 

Graders 
Scrapers,  Etc. 


Locomotives 
(all  kinds) 
Freight  Cars 
(all  kinds) 
New  and 

Second-hand 


WORKING  DIMENSIONS  BUCYRUS  REVOLVING  SHOVELS 


Capacity  of  Dipper  (level  full) 


14-B 

2/3  cu.  yd. 


Trac.  Cat. 

Dumping  Radius   21'-  6"  21'-  6" 

Height  of  Dump   11'- 2"  11'- 11" 

Maximum  Width  of  Level  Floor  .  .  .  .  34'-  0"  34'-  0" 

Dig  Below  Wheels                                    3'- 2"  2'- 5" 

Width  of  Cut  at  8  Feet  ..   47'- 0"  47'- 0" 

Height  Dipper  Will  Cut   1G'- 6"  17'- 3" 


18-B 

Yi  cu.  yd. 


Trac. 
23'-  5" 
11'-  10" 
37'-  0" 
3'-  3" 
51'-  0" 
18'-  0" 


Cat. 
23'-  5" 
12'-  2" 
37'-  0" 

2'- 11" 
51'-  0" 
18'-  4" 


35-B 
cu.  yd. 


Trac. 
30'- 6" 
17'-  3" 
45'-  0" 

5'- 1" 
65'-  0" 
25'-  0" 


Cat. 


30 
17 
45' 
5' 
65' 
24 


-6" 
-0" 
-0" 
-3" 
-0" 
- 10" 


Mechanical  Shovels  built  by  BUCYRUS  COMPANY,  South  Milwaukee,  Wis.,  are  unsurpassed,  and  thous- 
ands of  contractors  are  ready  to  testify  that  in  WORKING  RANGE,  ECONOMY,  SIMPLICITY  STRENGTH 
MOBILITY  and  EFFICIENCY, 

BUCYRUS  SHOVELS  HAVE  NO  EQUAL. 

CATERPILLAR  TRACTION  helped  to  win  the  war.    Have  you  yet  used  it  to  help  you  win  profits?    Let  us 
show  you  how  it  can  be  done. 

Before  purchasing  a  shovel  write  to  us;  practical  shovel  experts  on  our  staff  will  gladly  place  before  you 
facts  and  figures  demonstrating  how  BUCYRUS  SHOVELS  cut  down  your  costs  and  increase  your  yardage 
without  equal. 


Canadian    Equipment    CO.     Limited  RePresentatives  for  Eastern  Canada  for : 

„          „  „  ._.„               __          ,  Bucyrus  Company,  South  Milwaukee,  Wis. 

285  Beaver  Hall  Hill       -       Montreal  Western  Wheeled  Scraper  Co.,  Aurora,  111. 

Branch:    St.  Catharines,  Ont.  In  Eastern  Canada 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Air  Washing  Plants 

Spray   Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoists 

Canadian  Ingersoll-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp  tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 

Ash  Conveyors 

Booker  &  McKechnie 

Ash  Hoists 

Canadian  Link-Belt  Co. 

Asphalt 

Asphalt  Association 
Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Beam  Spans 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Belting   (Transmission,  Elevator, 

Conveyor,  Rubber) 
Dunlop  Tire  &  Rubber  Goods  Co. 
Goodyear  Tire  &  Rubber  Goods 

Company 

Blast  Hole  Drills 
Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 

Boilers 

■  Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Inglis  Company,  John 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 

Boxes — Junction 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Brass  Goods 

Dunlop  Tire  &  Rubber  Goods  Co. 

Bricks 

Shultz  Bros.  Company 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMolnes  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime'  Bridge  Company 


Buckets 

Canadian  Link-Belt  Co. 
Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 

Buckets — Steel 

Brown  Hoisting  Machinery  Co. 
Canadian  Link-Belt  Co. 
McKinnon  Steel  Company 
Marsh  Engineering  Works,  Ltd. 

Building  Materials 
Robertson  Co.,  II.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cars— Steel  Body 

Marsh  Engineering  Works,  Ltd. 
Mackinnon  Steel  Co. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb  Engineering  Works 

Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co..  Ltd. 

Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian   Ingersoll-Rand  Co. 

National  Equipment  Company 
Chains 

McKinnon  Columbus  Chain  Co. 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Booker  &  McKechnie 
Coal  Handling  Apparatus 

Beatty  &  Sons,  M. 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Llte  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co. 

St.  Clair  Bros. 
Concrete  Culvert  Pipe 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

American  Cement  Machine  Co. 

Hopkins  &  Co.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 

St.  Clair  Bros. 


Concrete  Sewer  Pipe 

Dominion  Concrete  Company 
Conduits 

Conduits    Company,  Limited 

Orpen  Conduit  Company 
Contractors 

Anglins  Limited 

Archibald  &  Holmes 

Gore,  Nasmith  &  Storric 

Holmes  &  Co.,  Fred 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Miller  &  Son,  Roger 

Thomson  Bros. 
Contractors'  Plant  &  Supplies 

Ball  Engine  Company 

Beatty  &  Sons,  M. 

Boving  Hydraulic  &  Engineering 
Company 

Brown    Hoisting    &  Machinery 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Link  Belt  Co. 

Dake  Engineering  Works,  Ltd. 

Gartshore,  John  J. 

Hamilton  Bridge  Works  Co. 

Hepburn  Ltd.,  John  T. 

Manitoba  Bridge  &  Iron  Works 

Marsh  Engineering  Works,  Ltd. 

S'essenwein  Bros. 
Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 
Conveying  Appliances 

Brown  Hoisting  Machinery  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Corrugated  Iron 

Pedlar  People  Limited 
Corrugated  Roofing 

Asbestos    Mfg.  Company 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Northern    Crane  Works 
Creosote  Oils 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada   Crushed  Stone  Corpora- 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Culverts 

Pedlar  People  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Doors 

Pannill  Door  Company 
Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 

Hepburn  Ltd.,  John  T. 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Diamonds 

Joyce-Koebel  Company 
Diamond  Saw  Teeth 

Joyce-Koebel  Company 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 


Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 
Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario   Wind   Engine   &  Pump 
Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 
Elevator  Doors  • 

Ormsby  Company,  A.  B. 
Elevators 

Northern   Crane  Works 

Turnbull  Elevator  Company 
Enameled  Brick 

American  Enameled  Brick  & 
Tile  Company 

Engines 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 

Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthington,  W.  R. 
Excavators 

Ball  Engine  Company 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 
Exhaust  _  Heads  • 

Canadian  Blower  and  Forge  Co. 
Expanded  Heads 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co. 
Sheldon  Limited 

Fireproofing 

Asbestos  Mfg.  Company 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Pedlar  People  Limited 

Roberson-Oleson  Limied 

Trussed  Concrete  Steel  Co. 
Fire  Escapes 

Canadian  Welding  Works 

Dennis  Wire  &  Iron  Works  Co. 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 
Fittings 

Crane  Limited 
Flag  Poles  , 

MacKi  nnon  Steel  Company 

Ontario   Wind   Engine   &  Pump 
Company 

McGregor  &  Mclntyre 

Flooring  Materials 
Armstrong  Cork  Company 
Imperial  Oil  Company 
Sonneborn  Sons,  Inc.,  L. 
(Continued  on  page  8) 
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TRENCH  MACHINE.  (26  ft.  dipper 
stick)  Digging  from  200  to  300  cu.  yards 
a  day  in  16  foot  trench  cut.  One  of  two 
Eries  owned  by  Miller  Bros.,  Youngstown, 

Ohio. 


^C^AM  SHELL  unloa- _ 
inimore  than  400  tons 

Erie-  ... 


RAILROAD  DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of  work  shown 
by  these  photos  can  be;  handled  by 
every  Type-B  ERlE'Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  Erie 
Steam  Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 

We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

Builders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


Revolving 
,  Shovels 


LOADING  MIXER,  when  the 
harvest  season  took  all  tne  labor.  Re- 
placed a  mixer  crew  of  18men,  loading 
into  a  wood  hopper.  One  of  the  two 
Eries  owned  by  Hanlon  &  Okes, 
Minneapolis. 


PILE  DRIVING  equipment 
breaking  up  concrete  so  that  the 
pieces  will  go  into  dump  wagons 
When  the  shovel  tore  up  the  concrete 
without  breaking,  the  pieces  were  too 
large.  One  of  two  Eries  owned  by 
Lennane  Bros.,  Detroit. 


QUARRY  WORK  is 
what  makesthestrong- 
est  boosters  for  the 
Erie,  because  she  is 
built  to  stand  rock 
digging.  "Stronger 
construction  at  every 
point  of  wear  and 
strain."  Just  ask  the 
owners  of  this  Erie-- 
Tarbox  &  McCall, 
Findlay,  Ohio. 


STREET  GRADING 

A~k  the  owner  of  this  out 
Cnas !  Ippolito.  Orange,  N.  J. 

RAILROAD  WORK,  loading 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgh. 
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Forges 

Canadian  Blower  and  Forge  Co. 
Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 
Galvanized  Cornices 

Gait  Art  Metal  Company 
Gasoline  Engines 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

London  Concrete  Machinery  Co. 

Ontario  Wind   Engine   &  Pump 
Company 

Osborn  Canada  Ltd.,  Samuel 
Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown     Hoisting    &  Machinery 
Company 
Gravel 

Sand  &  Supplies  Ltd. 

Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 

Hauling  Contractors 

Contractors   Transport  Co. 

Heating  Apparatus 

Dunham  Company,  C.  A. 

Canadian  Blower  and  Forge  Co. 

Modern   Heating  &  Engineering 
Company. 

Montreal  Machine  Shop,  Ltd. 
Heat  Insulating  Materials 

Armstrong   Cork  Company 
Heating  Systems  (Steam  Traps) 

Dunham  Company,  C.  A. 


Hoists,  Electric 

Canadian  Link-Belt  Co. 
Northern   Crane  Works 

Hoisting  Apparatus 
Beatty  &  Sons,  M. 
Brown  Hoisting  Machinery  Co. 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Marsh   Engineering  Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams   Machinery   Co.,   A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian    Allis-Chambers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Dunlop  Tire  &  Rubber  Goods  Co. 

Hydrants 
Canada  Iron  Foundries 
Kerr    Engine  Company 
Gartshore-Thompson  Pipe  Co. 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Hopkins  &   Company,   F.  H. 
McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 

Laboratories 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Company 

Insulation  (Asbestos) 
Asbestos  Mfg.  Company 

Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 
Spielman   Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada  Limited 

Insulating  Bricks 

Armstrong  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton   Bridge   Works  Co. 

Northern   Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 

Hamilton  Birdge  Works  Co. 

Kilns 

Canadian  Blower  and  Forge  Co. 
McKinnon  Steel  Company 

Lead  Pencils 

American   Lead   Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 

Linabestos  Wallboard 

Asbestos  Mfg.  Company 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown     Hoisting    &  Machinery 

Company 
Lumber  (Asbestos) 

Asbesto's  Mfg.  Company 
Machinery  Insulation 

Armstrong  Cork  Company 
Metal  Lath 

Canadian  Metal  Window  Co. 

Pedlar  People  Limited 

Trussed  Concrete  Co.,  Ltd. 
Metallic  Roofing 

Pedlar  People  Limited 
Motors 

Canadian   General   Electric  Co. 

Motor  Trucks 

Ford  Motor  Company 

Nozzles 

Spray  Engineering  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 


Hamilton  Bridge  Works  Co. 
Imperial  Oil  Company,  Ltd. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 

Ornamental  Iron 
Canadian  Welding  Works 
Dennis  Wire  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Packing 

Dunlop  Tire  &  Rubber  Goods  Co. 
Paint  (Heated  Surfaces) 

Kic-Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Company,  F.  II. 
Spielman  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett   Company,  Ltd. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons  Inc.,  L. 
Spielman  Agencies  Regd. 
Trussed  Concrete  Steel  Co.,  Ltd 

Paint  Spraying  Equipment 
Spray  Engineering  Co. 

Park  Sprinklers 

Spray    Engineering  Co. 
Paving  and  Paving  Materials 

Asphalt  &  Supply  Company 

Barrett   Company,  Limited 

Carey  Company,  Philip 

Dominion  Tar  &  Chemical  Co. 

Imperial    Oil   Company,  Ltd. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Pipe   (Concrete,   Iron   &  Wood) 

Boving  Hydraulic  &  Engineering 
Company 

Dominion  Concrete  Company 

Gartshore  Thompson  Pipe  Co. 

National  Iron  Works 

(Continued  on  page  10) 


Stop — Read — and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral—Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 

Marsh  Engineering  Works,  Limited,  E ^eed  Belleville,  Ontario 

Sales  Agents :  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 
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A.  W.  Grosvenor,  Engineer, 
builder  of  this  Ft.  Wayne, 
Indiana  bridge  says  — 


N  THE  PLANS  ...  I  specified  the  Carey  Elastite  for 
all  expansion  joints  in  spandrel  walls,  copings  and  on 
each  side  of  the  posts  in  the  hand  rails.  I  have  used 
various  other  materials  in  the  effort  to  secure  proper  pro- 
vision for  expansion  and  contraction  particularly  in  the 
spandrels  and  hand  rails  of  arch  bridges  in  which  expan- 
sion joints  are  most  essential,  and  have  found  nothing 
which  so  well  fulfills  all  requirements  as  the  Carey. 

''The  Carey  Elastite  does  not  run  in  the  hottest  weather 
nor  dees  it  stain  concrete  even  when  the  concrete  is  green. 
In  cold  weather  when  joints  in  concrete  will  open  it  keeps 
the  joint  tight  by  adhering  to  the  concrete  on  both  sides.' 

For  particulars  about  Elastite  in  walks, 
streets,  bridges,   highways,  etc.,  write 

Elastite  Dept. 

THE  PHILIP  CAREY  COMPANY     -    TORONTO,  Ont. 

The  Wm.  Rutherford  &  Sons  Co.,  Limited,    Montreal,  Que. 
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CLASSIFIED  INDEX  TO  ADVERTISEMENTS— Continued 


Pipe  Covering  (Underground) 

Ric-Wil  Company 

Pencils  (Lead) 
American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Magnesia,  Asbestos, 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb   Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Waterous  Engine  Works  Co. 


Road  Material 

Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 
Pedlar   People  Limited 

Rubber  Goods 

Barrett  Company,  Limited 

Road  Oil 

Imperial  Oil  Company,  Ltd. 

Pneumatic  Machinery 
Canadian  Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Ontario  Wind   Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian   Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Rails 

Sesenweln  Bros. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  J. 
Hopkins  81  Company,  F.  H. 


Reinforcements,  Concrete  and  Steel 

Baines  &  David  Ltd. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Sash 

Trussed  Concrete  Steel  Co. 

Saw  Teeth 

Joyce-Koebel  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 

Sheeting 

Barrett   Company,  Limited 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  Co. 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Roberton-Olsen  Limited 
Robertson  Co.,  H.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Slates 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Pedlar  People  Limited 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 

Steel 

Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Steel  &  Coal  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Burlington   Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art  Metal  Company 


Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 
Page-Hersey  Iron,  Tube  &  Lead 
Company 


Steel  Plate  Construction 

Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works,  Co. 


Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel  &   Radiation,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Alfis- Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario  Wind   Engine  &  Pump 

Company 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Dominion  Tar  4  Chemical  Co. 


Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 


Tile  Moulds 

London  Concrete  Machinery  tso. 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 


Transformers 

Canadian  General  Eelectric  Co. 

Turnbuckles 

Dominion  Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Gartshore-Thompson   Pipe  Co. 
McAvity  &  Sons,  Ltd. 

Ventilators 

Robertson  Co.,  H.  H. 

Ventilating    &    Heating  Apparatus 
Canadian  Blower  and  Forge  Co 

Varnishes — Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 


Wall  Ties 

Gait  Art  Metal  Company 

Wallboard   (Asbestos,  Linabestos) 

Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 

Hamilton  Company,  Wm. 

Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind   Engine   &  Pump 

Company 


Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
Johnson  &  Sons,  C.  H. 

Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 


Wood  Pipe 

Canadian  Pipe  Company 
Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tank 
Company 


Wood_  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 

Company 
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"Perfect  Protection" 

afforded 

All  Structural  Materials 

either  of  Wood  or  Metal — by  the  use  of 

"Ferrodor"  Paint 

"You  Can  Trust  Griffiths'  Products" 

When  other  paints  have  perished  and  washed  off,  blistered,  cracked  or  in  any  way  failed  to  stand 
up  under  all  conditions,  "Ferrodor"  will  remain  firm  and  sound,  looking  nearly  as  well  as  the  day  it 
was  applied.  That  is  why  it  is  more  economical  than  any  other  paint.  That  is  why  it  has  been 
chosen  by  the  War  Office,  the  British  Admiralty  and  hundreds  of  engineers  and  builders  all  over  the 
world. 

"Ferrodor"  will  give  your  work  an  enduring  reputation  for  resistance  to  weather  and  elements  no 
matter  of  what  material  or  under  what  conditions. 

Made  in  London,  England,  by  Griffiths  Bros.  &  Company 

(Contractors  to  H.  M.  Imperial  and  Overseas  Governments) 

STOCKED  BY 

SPIELMAN  AGENCIES  (Regd.)  ^sS^JST  Montreal 


Dundas 

Crushed 

Stone 


When  you  want  to  be  sure  of  hav- 
ing permanent  roads  that  will  wear 
without  repairs  — »  use  Dundas 
Crushed  Stone.  We  can  refer  you  to 
many  Engineers  and  Contractors 
who  specify  this  stone  for  all  their 
road  work.  Their  practical  exper- 
ience has  shown  that  Dundas  Stone 
will  always  make  a  first-class  job. 

Write  for  Information 


Canada  Crushed  Stone  Corporation,  Limited 

DUNDAS,  -  -  ONTARIO 

Toronto  Office:  Room  409  McKinnon  Bldg.,  Toronto 

Phone  Adelaide  5784 


Bridges  Require  Positive  Protection 


Engineers  recognize  the  wisdom  and  economy  of 
providing  positive  protection  for  bridges  against 
rust  action  and  other  agencies  which  cause  rapid 
deterioration. 

Through  service  records  on  many  of  the  most  pro- 
minent bridges  of  the  country  covering  a  period  of 
thirty-five  years  Superior  Graphite  Paint  has  be- 
come recognized  as  the  leader  among  metal  pro- 
tective coatings. 

Superior  Graphite  Paint  is  made  from  amorphous, 
silica-graphite  base  and  pure  linseed  oil.  It  will 
not  crack  under  extremes  of  temperature  or — 
through    unusual    service    conditions.  Unusual 


elasticity  permits  the  paint  to  expand  and  contract 
with  the  surface  on  which  it  is  applied. 

For  maximum  service — elimination  of  frequent  re- 
paintings — for  positive  protection  to  structural  steel 
and  metal — for  lowest  ultimate  cost — specify  Super- 
ior Graphite  Paint.  It  can  be  used  without  the 
hazard  of  experiment. 

DOMINION  PAINT  WORKS,  LIMITED 

Maker*  of 
Degraco  Paints,  Varnishes,  Enamels 

Walkerville,  Canada 

montreal  toronto  winnipeg 

quebec  vancouver  sydney 


SUPERIOR  GRAPHITE  PAINT 

It  Prevents  Rust 
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Portable  Air  Service 


for  the^ 
Contractor 


14 
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BAINES  &  DAVID,  LIMITED 

TORONTO 


IRON  AND  STEEL  MERCHANTS 


Bars,  Angles,  Channels,  Beams,  Shafting, — Screw 
Stock,  Cold  Drawn  Flats,  Squares,  Hexagons,  Black 
and  Galvanized  Sheets,  Plates,  Box  Strapping, 
Bolts,  Nuts,  Washers       Wire  Rope      Guy  Wire 


REINFORCING  STEEL 

Rounds,  Squares,  Square  Twisted  and  Deformed. 
Modern  equipment  for  bending  to  shape  ready 
for  placing.      Competent  engineers  employed. 

OFFICE: 

98  Esplanade 


EXPANDED  METAL 


A  full  range  of  all  sizes  and  sections  carried  in 
stock. 

STEEL  YARD: 
Eastern  Harbor  Terminals 


Telephone  Adelaide  6540 


j  ■ 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 

Montreal  Office — Phone  Westmount  6800  Toronto  Office — 20  Victoria  Street 
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How  Long  Do  Your  Trucks  Wait? 

Trucks,  while  waiting  for  a  load,  are  non-produc- 
tive.  But  the  driver  must  be  paid  just  the  same 

and  often  the  motor  is  left  running-  to  add  to  the  expense. 
You  pay  most  of  the  operating  costs  but  get  no  return. 
And  nearly  all  of  this  waste  could  be  turned  into  profit  by 
proper  handling  in  your  yard. 

Many  concerns  have  found  a  Brownhoist  locomo- 
tive crane  the  most  useful  and  dependable  equip- 
ment in  their  yards.  Trucks  are  loaded  in  a  minute  or  two, 
either  direct  from  cars  or  from  storage  bins,  as  shown. 
Non-productive  waits  are  avoided  and  fewer  delivery  units 
cover  a  larger  area.  And  besides  the  saving  in  your  delivery 
system,  the  Brownhoist  will  switch  the  cars,  handle  miscel- 
laneous material  and  keep  your  yard  more  orderly  than  it 
could  possibly  be  without  the  crane. 

Brownhoist  locomotive  Cranes  with  patented  boom 
head  and  Brownhoist  buckets  can  work  at  right 

angles  or  parallel  to  the  boom.  This  is  a  big  advantage  in 
unloading.  And  in  dumping  the  bucket,  you  control  the 
opening  of  the  spades  so  no  material  is  spilled  over  the 
sides  of  Trucks.    It  pays  to  use  a  Brownhoist. 


The  Brown  Hoisting  Machinery  Company 

40  Years  in  Crane  Business  Cleveland,  Ohio,  U.  S.  A. 


BROWNHOIST 


Products  include : 

Locomotive  Cranes 
Grab  Buckets 
Drag-Line  Buckets 
Electric  Hoists 
Tramrails  &  Trolleys 
Overhead  Tr.  Cranes 
Pillar  &  Jib  Cranes 
Heavy  Dock  Machinery 
Suspended  Concrete  Bins 

Write  for  Catalogs 


Engineers  and  Manufacturers  of  Heavy  Dock  Machinery 
Bridge  Cranes,  etc.,  as  well  as  Smaller  Cranes  and  Hoists. 


Branch  Offices  in  New  York,  Pittsburgh,  Chicago  and  San  Francisco 
European  Rep.,  H.  E.  Hayes,  12  Rue  de  Phalsbourg,  Paris 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation    78 

American  Enameled  Brick  and  Tile 

Company     19 

American  Lead  Pencil  Company  . . 

American  Well  Works    77 

Anglin-Norcross  Limited   21 

Armstrong  Cork  Company    70 

Asbestos  Manufacturing  Company.. 

Asphalt  Association,  The  

Ault  &  Wiborg  Co.   70 

Auto  Road  Construction  Co   29 

Baines  &  David   14 

Ball  Engine  Company   7 

Barber,  Frank    84 

Barrett  Company   09 

Bates  &  Innes  

Boake  Mfg.  Company   77 

Booker  &  McKechnie   77 

Boving    Hydraulic    &  Engineering 

Company   79 

Brantford  Roofing  Company   25 

Britnell  Company,  Limited    85 

Brodies,  Limited  

Brown  Hoisting  Machinery  Co.  ...  15 

Burlington  Steel  Company    07 

Canada  Cement  Company   23 

Canada  Crushed  Stone  Corporation.  11 

Canada  Iron  Foundries,  Limited   .  .  74 

Canada  Wire  &  Cable  Co   81 

Canada  Wire  and   Iron   Goods  Co.  79 

Canadian  Allis-Chalmers   22 

Canadian  Blower  and  Forge  Co.  ...  80 
Canadian  Chicago  Bridge  and  Iron 

Company   79 

Canadian  Des  Aloines  Steel  Co.  ...  83 

Canadian  Engineering   &    Contract-  - 

ing  Company  

Canadian  Equipment  Co   5 

Canadian  Ingersoll-Rand  Co.  ......  13 

Canadian    Inspection    and  Testing 

Laboratories    84 

Canadian  Johns-Manville  

Canadian  Link-Belt  Co   20 

Canadian  Metal  Window  Co   2 

Canadian  Pipe  Company,  Ltd  

Canadian    Producers    &  Exporters 

Directory   30 

Canadian  Surety  Company   08 

Canadian  Welding  Works    19 

Cape  &  Company,  E.  G.  M   24 

Carey  Company,  Philip   9 

Cast  Stone  Block  &  Machine  Co.  . . 

Chipman  and  Power,  Ltd   84 

Colwcll  Sand  and  Gravel  Co  

Conduits  Company,  Limited    70 

Consumers  Gas  Company  

Contractors  Transport  Co   75 

Cook,  A.  D   '80 

Concrete  Pipe  &  Products  Co   00 

Crane  Limited    75 

Crushed  Stone,  Limited   85 

Dake  Engine  Company    85 

Dennis  Wire  and  Iron  Company  ...  79 

Dept.  of  Public  Works  

Dominion  Concrete  Company   29 

Dominion   Engineering  and  Inspec- 
tion Company   84 

Dominion  Paint  Works   12 


Dominion  Tar  &  Chemical  Co  

Dominion   Wire   Rope  Co.%  

Dunham  Company,   C.  A  

Dunlop  Tire  &  Rubber  Goods  Co. 


71 

88 


Engineering  &   Machine   Works  of 
Canada,  Limited   

Ford  Motor  Company  .  .•  

Foyle,  W.  &  G   08 

Frost  Steel  &  Wire  Co  

Gait  Art  Metal  Company   82 

Gartshore,  John  J   70 

Gartshore-Thompson  Pipe  &  Foun- 
dry Company   23 

Gent  Company   84 

Goldie  &  McCulloch  Co  

Goodyear  Tire  &  Rubber  Co  

Gore,  Nasmith  &  Storrie   84 

Hamilton  Bridge  Works  Co  

Hamilton  Co.,  Wm  

Harvard  Turnbull  Co  

Hepburn,  John  T  '   82 

Holmes  &  Sons,  Fred    84 

Hopkins  &  Company,  F.  H   88 

Hunt  &  Company,  Robert  W   23 

Hynes,  W.  J  

Ideal  Concrete  Machinery  Co   ■ 

Imperial  Oil  Limited  ...   

Independent  Concrete  Pipe  Co.   ...  31 

Inglis   Company,  John    05 

Jaeger  Machine  Company   71 

James  &  Company,  E.  A   84 

Jamieson  Lime  Company   70 

Johnston  &  Sons,  C.  H   32 

Kerr  Engine  Company,  Ltd   78 

Koebel  &  Co.,  Joyce   23 

Lea,  R.  S.  &  W.  S.  . .   84 

London  Concrete  Machinery  Co.  .  .  3 
London  &  Lancashire  Guarantee  & 

Accident  Company   60 

MacKinnon  Steel  Co  

MacLean  Daily  Reports   68 

Manitoba  Bridge  &  Iron'  Company 

Mansfield  Engineering  Co   25 

Maritime  Bridge  Works  Co   75 

Marsh  Engineering  Works    8 

McAllister  &  Taylor   84 

McAvity  &  Sons,  T  

McGovern,  T.  J   75 

McGregor  &  Mclntyre    75 

McKinnon  Columbus  Chain  Co.  ...  79 

Mead-Morrison  Co   30 

Metal  Shingle  &  Siding  Co  

Miller  &  Sons,  Roger   

Milton  Hersey  Company   84 

Montreal  Machine  Shop   28 

Morris  Crane  &  Hoist  Co.,  Herbert  85 

Morrison  &  Co.,  T.  A   84 

Mussens  Limited   73 


National  Conduit  Company    86 

National  Equipment  Co  

National   Iron   Corporation    83 

Neptune  Meter  Company   24 

Northern  Electric  Co  

Northern   Crane  Works,  Ltd   83 

Nova  Scotia  Steel  and  Coal  Co.  ...  70 

Ormsby  Company,  Ltd.,  A.  B  

Ontario  Wind  Engine  and  Pump  Co.  83 

Osborn  Canada  Ltd.,  Samuel   4 

Owen  Bucket  Company   23 

Pacific  Coast  Pipe  Company   1 

Pannill  Door  Company   83 

Pedlar  People   

Pratt  &  Letchworth   86 

Prest-O-Lite  Company   

Port  Credit  Brick  Co  

Portland  Cement  Association   17 

Reid  &  Brown  Structural  Steel  and 

Iron  Company   84 

Ric-wiL  Company  

Robb  Engineering  Works   14 

Robertson  Co.,  H.  H  -.  .... 

Roberton-Olsen,  Ltd  

Scully,  A.  A.  .'   '.   70 

Sessenwein  Bros  

Sonneborn  Sons  L.,  Inc   87 

Spielman  Agencies   11 

Spray  Engineering  Company  

Stalford,  V.  K   84 

Standard  Motor  Sales    31 

Standard  Steel  Construction  Co.  ...  85 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   75 

Steel  Co.  of  Canada   18 

Steel  &  Radiation   85 

Sterling  Engine  Company   80 

St.  Clair  Bros   19 

Thompson  Bros   84 

Tiffin  Wagon  Company   26 

Toronto  Plate  Glass  Importing  Co. 
Toronto  Steel  Construction  Co.  ...  70 

Toronto  Testing  Laboratory   84 

Trades  &  Labor  Branch,  Dept.  of 

Public  Works   

Turnbull  Elevator  Company  

United  States  Fidelity  &  Guaranty 

Company  •   68 

Vancouver  Wood    Pipe    and  Tank 

Company   83 

Vitrified  Clay  Pipe  Co  

Waterous  Engine  Works  Company  27 

Wells  &  Gray  

Wettlaufer  Bros   32 

Williams  Machinery  Co.,  Ltd.,  A.  R.  81 

Wood  Mosaic  Company   24 

Worthington,  W.  R.  . ,   84 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Speaking  of 

CONCRETE  ROADS 
STREETS  and  ALLEYS 

53,000,000  Square  Yards 

1Were    Placed  Under 
Contract  During  1919— 

Over  twice  that  of  any  previous  year. 
Every  state — your  state  —  contributed  to 
this  total.  Puhlic  preference  is  expressed 
in  this  record.    Watch  1920! 

Concrete  highways  defy  the  poundings 
of  traffic  year  in  and  year  out.  They 
won  t  hlow  away  during  dry  weather, 
won  t  wash  away  m  wet  weather.  Let 
weather  and  season  change  —  the  road 
wont  —  for  any  day,  any  season  is  just 
the  same  to  a  concrete  road.  It  s  not 
what  they  cost  to  build  hut  the  little 
they  cost  to  maintain  that  makes  con- 
crete pavements  economical. 

People  know  what  they  want  and  ask 
for  it  —  concrete — a  dollar  of  value  for 
every  dollar  that  they  are  so  generously 
investing  in  improved  highways. 

PORTLAND  CEMENT  ASSOCIATION 


Atlanta  Detroit  Milwaukee  Salt  Lake  City 

Chicago  Helena  Minneapolis  Seattle 

Dallas  Indianapolis  New  York  St.  Louis 

Denver  Kansas  City  Parkersburtf  Washington 

Des  Moines  Los  Angeles  Pittsburgh 
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American  Enameled  Brick 

Make  your  building  the  most  at- 
tractive on  the  street  by  using  Am- 
erican Enameled  Brick  on  the  ex- 
terior as  well  as  the  interior. 

It  makes  a  distinctive  appearance, 
gives  the  same  effect  as  glazed 
Terra  Cotta  and  at  less  cost.  In 
White,  Mottled  Grev,  Brown  or 
Black. 

Millions  of  our  brick  furnished  for 
above  purposes  in  the  United  States 
and  Canada. 

See  Sweets  Catalogue,  U.S.A. 
or 

Specification  Data — Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and  Fire  Brick, 

52  Vanderbilt  Ave.,  New  York  City. 

Representatives  in  all  principal  Canadian  Cities. 


The  "CANWELD"  Concrete  Buggy 


The  most  durable  and  serviceable  concrete  buggy  made. 
It  is  constructed  throughout  of  wrought  iron  and  steel 
(no  cast  iron  is  used).  Is  mounted  on  a  pair  of  strong 
36  inch  wheels,  with  wide  rims,  running  smoothly  on 
a  rigid  axle,  the  whole  well  balanced. 
Capacity  6  cu.  ft. 

Consult  us  first  when  in  the  market  for  concrete 
buggies. 

Prompt  Shipment  from  Stock. 

Canadian  Welding  Works  Limited 

Architectural  Iron  Works. 
Steel  Tank  Manufacturers.  Welding  Engineers. 

134  Queen  Street,  Montreal. 


Where  Little  Things  Are  Big. 


A  TIP  FOR  CONTRACTORS 


THE  ST.  CLAIR  CONCRETE  CART 


Think  what  this 
cart  can  do. 
Inadequate  methods 
of  carrying  concrete 
from  the  mixer  to 
the  job,  causes  un- 
necessary labor,  ex- 
tra expense,  and  a 
great  loss  of  time. 

These  carts  are  pay- 
ing for  themselves 
on  every  job  they 
are  put  on. 


The  only  cart  man- 
ufactured which 
dumps  the  load  by 
merely  releasing  a 
clip  on  the  side  of 
the  bowl. 

Bowl  turns  over, 
legs  and  frame  re- 
maining stationary. 

Does  away  with 
the  dissatisfaction  of 
having  to  tip  load 
out  of  cart  by  main 
force. 


Manufactured  in  Canada  by  St.  Clair  Bros. 


ST.  CLAIR  BROS.      -      Gait,  Ont,  Canada 
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Does  the  Work  of  From 
Twenty  to  Thirty  Men 

matter  what  you  handle,  it 
will  pay  you  to  consider  the 
use  of  a  Link-Belt  Crane— if  you 
desire  low  handling  costs  and  high 
efficiency. 

It  does'nt  pay  to  employ  hand  labor  for 
moving  any  materials  nowadays  that  can  be 
handled  with  greater  speed  and  economy 
by  machinery. 

One  man  and  a  Link-Belt  Crane  can  unload  all 
your  materials,  store  your  coal,  switch  your  cars  and 
do  many  other  jobs.  If  you  now  had  a  crane,  we 
venture  the  prediction  that  you  would  not  part  with 
it  for  considerably  more  than  you  paid  for  it. 

Write  for  Crane  Catalog  No.  370. 

Canadian 
Link-Belt  Company 
Limited 

WELLINGTON  &  PETER  STS. 
TORONTO 


I  LI 


LOCOMOTIVE  CRANES 


Wc  Also  Make 

□  Elevators  and  Conveyors 

□  Link-Belt  and  Sprockets 

□  Silent  Chain  Drives 

□  Truckand  TractorChains 

□  Electric  Hoists 

□  Portable  Loaders 

□  Coal  and  Ashes  Systems 

□  Coal  Pockets 

Write  for  Catalogs 
Place  X  in  Square 
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Drummond  Bui  ding 
Montreal 


EFFICIENCY,  ECONOMY,  RELI- 
ABILITY AND  SPEED  are  all 
best  obtained  by  using  "A.-N." 
Organization  for  Building  and  Construc- 
tion work. 

ANGLIN-MORCROSS 

A*  LIMITED 

Contracting  Engineers  and 
Builders 

J.  P.  Anglin,  B.Sc,  President. 
C.  D.  Harrington,  B.Sc,  Vice-Pres.  &  Manager. 
H.  J.  Gross,  Vice-Pres.  &  Treas. 

MONTREAL 
TORONTO  &  HALIFAX 


Royal  Trust  Building. 
Montreal, 


Canadian  General 
Electric  Coy. 
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Duplex  Steam  Boiler  Feed  Pumps 

The  Duplex  Steam  Boiler  Feed  Pumps  described  have  been  designed  with  the  idea  of  making 
them  more  compact  and  accessible  than  any  pumps  hitherto  offered  for  this  service. 


The  new  standard  pumps  can  be  fur- 
nished in  sizes  to  give  any  quantity  of 
water  desired  up  to  1,666  Imperial  or  2,000 
U.  S.  gallons  per  minute  against  a  working- 
pressure  of  150  lbs.  per  square  inch,  with  a 
steam  pressure  of  approximately  100  lbs. 
per  square  inch. 

Pockets  for  square  head  bolts  have  been 
substituted  for  studs  wherever  possible, 
This  construction  admits  of  quicker  dis- 
mantling or  assembling  of  pump  parts. 


Valves  of  large  area  are  being  used  in 
water  end,  thus  easing  work  on  pump  and 
ensuring  long  life  for  valves  themselves. 
An  open  type  of  stretcher  has  been  adopt- 
ed to  make  parts  more  accessible. 


DUPLEX   BOILER  FEED  PUMP 


A  small,  flexible  hydraulic  packing  is  used  in  water  piston.  This  makes  a  better  contact  with 
cylinder  walls  and  reduces  slip  to  a  minimum. 


The  piston  rod  stuffing  boxes  have  been  equipped  with  a  smaller  and  more  flexible  packing,  thus 
reducing  the  diameter  of  stuffing  box,  which  is  provided  with  a  cast  iron  hexagonal  packing  nut. 

The  parts  in  the  steam  cylinder  have  been  located  so  as  to  assure  a  full  stroke  under  all  condi- 
tions and  the  valve  motion  is  designed  to  give  constant  and  steady  speed. 


Above  illustration  shows  Pumps  in  stock  at  our  Davenport  Works,  Toronto,  for  immediate  shipment. 
FOR  PRICES  APPLY  TO  ANY  OP  OUR  OFFICES  LISTED  BELOW. 


ASK  FOR  BULLETIN  2005. 


CANADIAN  ALLIS-CHALMERS 

Head  Office,        -  Toronto 


LIMITED 


Branch  Offices:  Montreal,  Quebec,  Halifax,  Sydney,  St.  John,  Ottawa,  Hamilton,   London,   Windsor,  Cobalt,   South  Porcupine,  Winnipeg, 

Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 
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Robert  W.  Hunt 
President 


Charles  Warnock 
Vice  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches:         Toronto         Vancouver         London,  England 


Diamonds 

For  Saw  img  Stone 


Furniss  Clarke  &  Co. 

3&4  University  Street, 
MONTREAL.  CANADA. 


Sole  Canadian  Agents  for 
The  Joyce-KoebelCo.,Inc. 


New  York 


London 


IMMEDIATE  DELIVERY  FROM  STOCK 


HI 


Tenders 

A  few  dollars  spent  in  advertising 
your  proposals  in  the 

Contract  Record 

and  Engineering  Review 

would  result  in  additional  competition, 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 


ORIGINAL 

Ric-wir 
METHODii 

The  materials,  constructive  features,  installation  methods 
and  practical  results  appeal  with  equal  force  to  the  consult- 
ing engineer,  to  the  practical 
operating  man  and  to  the 
business  executive. 
Write  to-day  for  Bulletin 
No.  2. 


£Ric-wiL 


niiiiiiiimrmTTT 


J.  G.  Allen,  President 


James  A.  Thomson,  Vice-President 


the  CARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturer*  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


CAST  IRON  PIPE 


3  inchei  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 


HAMILTON,  ONT. 
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E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Construction 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont. ; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.      PHILLIPS  SQUARE 

MONTREAL 


FLOORS 

The  Wood  Mosaic  Kind 


For  every  home — Old  or  New.  Can  be 
installed  by  your  mechanics.  Our  5/16" 
flooring  can  be  laid  in  old  or  new  houses. 
We  make  all  kinds  and  thicknesses;  Wood- 
Carpet,  strips,  Plain  and  Ornamental  Par- 
quetry, Tongue  and  Groove  Flooring. 

Send  accurate  measurements  of  rooms 
for  sketch  with  exact  estimate  of  cost  of 
the  flooring  required.  Instructions  for  lay- 
ing  and   finishing   accompany   all  orders 

shipped. 

Floor  laying  firms  in  many  locations  in 
Canada  are  now  handling  our  material. 

Send  for  Free  Catalog 


Wood-Mosaic  Company 

NEW  ALBANY,  INDIANA 


TRIDENT  DISC  METERS 


EXPERIENCE  has  demonstrated  that  the  disc 
piston  type  of  meter  is  best  adapted  for  house 
and  similar  small  service  requirements.  As 
fitted  with  the  Trident  patent  roller-bearing  piston 
to  take  the  thrust  it  has  proven  to  be  the  most  reli- 
able as  well  as  the  most  accurate  for  small  volumes 
of  water  at  moderate  pressures. 


NEPTUNE  METER  CO.,  LIMITED 

W.  H.  RANDALL,    Man'g  Director 

Factory  and    Head   Office : 

1197  KING  STREET  W.  TORONTO,  ONTARIO 

WINNIPEG— WALSH  &  CHARLES,  406  TRIBUNE  BUILDING 
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The  Best  Bucket 
for  Cable  way 
Excavating 


THE  PIONEER  BACK-DUMP  BUCKET  is  an  excellent  bucket  for  cableway  excava- 
tion of  sand,  gravel,  loose  dirt,  and  similar  materials.  In  Ontario  it  is  used  for  reclaim- 
ing tailings  from  silver  cobalt  mines.  It  uses  a  minimum  amount  of  power,  and  it  digs, 
elevates,  conveys  to  the  dumping  level  and  dumps,  under  control  of  only  one  man.  The 
Pioneer  loads  full  and  empties  clean.  Investigate  this  unusually  efficient  bucket.  There 
is  nothing  like  it  on  the  market.   Write  us  for  complete  information  and  prices. 


Made  by 

THE  MANSFIELD  ENGINEERING  CO. 

Fletcher  Savings  &  Trust  Bldg. 
INDIANAPOLIS,  INDIANA,  U.S.A. 


Canadian  Agent: 

A.  A.  SCULLY,  LIMITED 
123  BAY  ST.,  TORONTO 
Phones:  Main  2800;  2801 


Brantford 

Asphalt  Slates 

Artistic  Roofing  for  Substantial  Homes 
and  the  Better  Class  of  Buildings 


The  coming  roof  for  churches,  homes  and  the  better 
class  of  buildings  is  the  beautiful,  modern  Brantford 
Asphalt  Slate. 

People  look  twice  at  a  home  covered  with  these  softly- 
colored  slates  of  reddish  brown  and  dark  green,  which 
harmonize  with  the  surroundings  and  are  so  suggestive 
of  permanency. 

Brantford  Asphalt  Slates  arc  as  lasting  as  they  look. 
When  laid  they  form  a  thick,  strong  layer  of  crushed 


slate  and  asphalt  that  defies  rain,  snow,  frost  and  the' 
burning  sun,  even  fire  itself.  They  lie  closely  and 
firmly  to  the  roof,  and  their  crushed  slate  surface  re- 
tains its  natural  color  year  after  year. 

Let  us  furnish  you  with  samples,  prices  and  further  in- 
formation about  this  highly  efficient  and  attractive  all- 
Canadian  Roofing.  Let  us  show  you  pictures  of  beau- 
tiful Canadian  homes  roofed  with  Brantford  Asphalt 
Slates. 


Brantford  Roofing  Co 


!,  Limited 


Head  Office  and  Factory :  BRANTFORD,  Can. 
Branches  at  Toronto,  Montreal,  Halifax,  Winnipeg 
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Trucks  « 


Dump  Wagons  - 

ARE  STILL 
STANDARD 


Flushers 


Road  builders  know  when  they 
buy  Tiffin  vehicles,  that  they  are 
getting  a  product  of  standard 
quality. 

They  know  that  Tiffin  Dump 
Wagons  have  been  giving  de- 
pendable service  to  contractors 
for  a  quarter  century. 

They  know  that  Tiffin  Motor- 
ized Street  Flushers  were  the 
first  successful  machines  of  their 
type,  and  that  they  still  hold  a 
leading  place. 

They  know  that  Tiffin  Motor 
Trucks,  built  in  the  same  staunch 
and  reliable  way,  are  sure  to 
deliver  a  maximum  service. 


Catalog  upon  request. 


THE 


Tiffin  Wagon  Company 

TIFFIN,  OHIO 
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ROAD 
SCARIFIER 


These  cuts  show  Buffalo- 
Springfield  patented  pressure 
Scarifier,  which  we  manufac- 
ture under  rights  for  Canada. 

This  Scarifier  is  far  superior 
to  all  other  styles  in  use,  and 
is  indispensable  for  road  main- 
tenance. 

Always  ready  for  use,  being 
permanently  attached  to  roller. 

Scarifies,  at  regular  travell- 
ing speed,  a  width  of  approxi- 
mately 6  feet.  Width  and 
depth  of  cut  varied  to  suit 
conditions. 

Economical  to  operate,  one 
man  handles  roller  and  scari- 
fier. 

Instantly  controlled  by 
operation  of  one  valve. 


Raises  automatically  on  striking 
hidden  obstacle. 

Separate  arms  for  each  digging 
tool  prevents  clogging  of  material 
ahead  of  tooth  bars. 

Steam  pressure  cylinder  with 
long  stroke  gives  sufficient  force 
for  tearing  up  hard  stone  roads 
and  maintains  uniformity  in  cutting 
depth  on  uneven  surfaces. 

Scarifier  built  to  fit  Waterous 
Rollers. 

Send  for  cuts  and  circulars  if 
you  are  interested. 


BRANTFORD,  ONTARIO.CANADA 

Toronto  Office :     72  Queen  Street  W. 
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Double  the 

EFFICIENCY 

of  your 

HEATING 
SYSTEM 


To  claim  that  the  Economic  Heater  will 
double  the  efficiency  of  your  heating  system 
is  a  big  claim.  But  that  is  what  it  is  actu- 
ally doing. 

In  many  buildings  in  which  this  appliance 
has  been  installed  it  has  substantiated  every 
claim  we  have  made. 

The  Economic  Heater  can  be  easily  at- 
tached to  any  steam  heating  device.  It 
needs  but  little  space  and  can  be  installed 
by  any  mechanic  or  plumber. 


Unusually  adapted 
to — 

Laundries 

Hospitals 
Public  Institutions 
and 

Industrial  Buildings 


Manufactured  in  Canada  by 


Montreal  Machine  Shop  Limited 


481  Ontario  Street  East 


Montreal,  Que. 


Sole  Agents  for  Ontario  :    Equipment  Specialties  Ltd.,  1409  Royal  Bank 

Building,  Toronto,  Ont. 
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Before  Willite  Treatment 


NOT  more  than  twelve  hours  elapsed  between  the  completion  of 
this  road  and  its  use  for  general,  traffic.   Here  is  a  striking  ex- 
ample of  the  transfiguration  of  a  worn  out  macadam   road  by 
resurfacing  with   "Willite."     Tough  and  strong,  Willite  is  made  to 
stand  the  traffic  of  ages.     It  is  best  for  your  job.     Let  us  show  you. 

Exclusive  territory  with  rights  to  lay  Willite  can  be  had  through  the 
Canadian  Company.     Now  is  the  time  to  organize  Willite  Companies. 

Write  for  particulars. 

Qmdrudwn  (p.  ^miied. 


LICENSEE 

20  ERIE  AVENUE, 


Can  be  laid  TO-DAY 


THE 


IMPROVED 


NIAGARA  FALLS, 


ONTARIO 


mi 


PERMANENT 


PAVEMENT 

and  used  TO-MORRO  W 


After  Willite.  Treatment 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE      -  ONTARIO 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

§r~  (LARGE  STOCK  ON  HAND) 
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MEAD-MORRISON 


HOISTING 
MACHINERY 

Manufactured  in  Canada 


Furnishes  dependable 
service  and  is  selected 
because  of  its  efficiency, 
durability  and  minimum 
cost  of  maintenance. 

HOISTING  MAGHI" 
NERYfor  Quarry  Men, 
Contractors,  Bridge - 
builders,  Railroad, 
Dock,  Sewer  and  Sub- 
way Construction; 
Dredging,  Logging, 
Hauling,  Erecting  and 
Driving;  Ships  Docks, 
Coal  Wharves,  Mines, 
etc. 

Send  us  your  enquiries  for 
Hoists — Steam  or  Electric. 

Clam  Shell 

and 

Orange  Peel  Grab 
Buckets 


Contractors  for 
Complete  Coal  Handling  Plants 

CANADIAN  MEAD-MORRISON  CO. 

LIMITED 

/zMG/NKBS  MANUFACTUMRS  &  COMWACroaS 
Works  Gertyof Safes  O/YYces 
WtU.AND.  ON1AKIO  £85BfcAVKR  IIAU.  IIII.LMONTIitAL 


Are  You  Interested 


in- 


The  Export  Trade 
to  Belgium  and 
France  ? 

The  Canadian  Producers 
&  Exporters'  Directory 


offers  the  Best  Means  of 
Introducing 

Canadian  Manufacturers 

to 

Belgian  &  French  Buyers 


Full  information  concerning  Export  Trade  to  the 
above  Countries  upon  application  to 

J.  G.  Van  Wtberghe 

dM^anager 

20  St.  James  St.  MONTREAL 
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"McCracken"  Sewer  Pipe 

Manufactured  in  accordance  with  standard  speci- 
fications, issued  by  American  Society  for  Testing  Mat- 
erials for  Cement-Concrete  Sewer  pipe. 


6  in.  to  2\  in.  tKameter 


Lock  Joint  Pipe 

Concrete  pipe  for  large  diameter  sewers  assures 
strength,  speed  of  construction,  economy  and 
safety.  The  Lock  Joint  prevents  infiltration  or 
leakage. 

Specifications  and  prices  gladly  sent  upon  request. 

Independent  Concrete  Pipe  Co. 

LIMITED 

502  Harbor  Building         -  -  TORONTO,  Ont. 


27  in.  to  108  in.  diameter 


SAVING   MONEY  FOR  CONTRACTORS 


Standard  Motor 
Trucks  have  remark- 
ably long  lives.  The 
first  Standard  built 
has  been  in  opera- 
tion over  ten  years. 
Day  after  day,  week 
after  week  and 
month  after  month, 
Standards  are  meet- 
ing unreasonable  re- 
quirements, and  stay 
Standard. 


Standard  5  ton — Equipped  with  Woods  Hoist  and  steel  body 


STANDARD  MOTOR  SALES 


STANDARD  UNITS 

CONTINENTAL  Motors 

SPICER  Universal  Joints 

GEMMER  Steering  Gears, 

PERFECTION  Springs 

EISEMANN  Ignition 

LONG  Radiators 

TIM  KEN-DETROIT  Axles 
and  bearings 

BROWN-LIPE   Clutch  and 
Transmission 

PHONE  JUNCTION  8305 

TORONTO,  ONT. 


"All  the  name  implies' 


32 


THE  CONTRACT  RECORD 


March  3,  1920 


DO  YOU  REALIZE 

what  a  great  saving  in  labor  and  money  our  HEART- 
SHAPE  MIXER  will  make  for  you  over  hand  labor  in  the 
mixing  of  your  concrete?    We  have  the  mixers  in 
all  sizes  and  styles  for  any  class  of  work. 


Made  in  Canada 


Write  for  our 
Special  Offers 


Famous  Heart  Shape  Mixer 


Famous  No.  0  Power  Mixer 


Concrete  Machinery 

Crushers,  Rolls,  Brick,  Block, 
Tile,    Sewer    Pipe  Machines, 
Screens,  etc.    Contractors'  and 
Builders'  Equipment. 

We  make  a  specialty  of  supply- 
ing complete  plants  for  the 
manufacture  of  Brick,  Block, 
Drain  Tile,  Sewer  Pipe,  Cement 
Products,  etc. 


WETTLAUFER  BROS.  Ltd.,  178  Spadina  Ave.Joronto,  Ont. 


No    6   Brick  Machine 


Wire  Guards 

for  Windows  and  Skylights 

Wire  Partitions 
Wire  Screens 

for  Sand  and  Gravel 

Wire  Work 


of  all  kinds 


C.  H.  Johnson  &  Sons,  Ltd 

Wire  Works :  St.  Henry,  Montreal 
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Engineers,  Contractors  and  Architects  to  Advise 
on  Montreal  Building  Code 

THE  Public  Works  Department  of  the  City  of 
Montreal  has  invited  the  Builders'  Exchange, 
Engineering  Institute  of  Canada,  and  the  As- 
sociation of  Architects  of  the  Province  of  Que- 
bec to  each  nominate  a  member  of  the  Advisory 
Board  constituted  under  the  new  code  of  building  by- 
laws, which  has  now  taken  definite  shape.  The  Board 
will  be  composed  of  an  experienced  builder,  engineer, 
and  architect,  and  the  object  is  to  obtain  the  benefit 
of  their  help  and  advice  at  the  period  of  organization, 
as  well  as  after  the  code  has  been  put  in  force. 

The  function  of  the  Board  for  the  present  will  be 
to  advise  the  Public  Works  Department  in  regard  to 
whatever  changes  it  may  be  thought  rdvisable  to 
make  in  the  preliminary  draft  of  the  code,  and  also  in 
regard  to  building  restrictions  in  the  various  streets 
and  wards  of  the  city,  etc.  Later  the  Board  may  be 
called  upon  to  advise  on  all  matters  relative  to  the 
interpretation  of  the  code,  and  make  recommendations 
to  the  city  authorities.    The  Board  will  meet  as  often 


as  requested  by  the  Director  of  Public  Works,  and  the 
members  will  be  paid  a  fixed  sum  per  meeting.  It  is 
requested  that  members  of  the  Board  shall  have  a  wide 
experience  in  their  professions,  and  shall  take  a  keen 
interest  in  the  business  in  the  building  trade  of  the 
city,  and  shall  thoroughly  know  the  wards  of  the  city, 
etc.  The  Builders'  Exchange  have  sent  in  their  nomin- 
ations. 

Mechanical  Device  Cleans  Railway  Ballast 
Efficiently  and  Quickly 

AX  interesting  device  has  recently  been  put  on  the 
market  after  exhaustive  tests  that  have  proved 
its  efficient  application  to  the  work  of  clean- 
ing  railroad  ballast  between  trucks.  The  mach- 
ine does  mechanically  what  hand  labor  has  been  requir- 
ed to  do  in  the  past.  It-consists  of  a  bucket  elevator,  a 
shaking  or  vibrating  wire  mesh  screen,  a  gasoline 
engine  with  driving  mechanism,  the  whole  being 
mounted  on  a  wide  steel  frame.  It  moves  forward  on 
two  endless  chain  treads,  similar  to  the  well  known 
"caterpillar"  principle.  It  is  propelled  by  a  ratchet 
mechanism,  operated  by  the  same  engine  that  furnishes 
power  to  the  digging  elevator.  It  can  also  be  moved 
by  a  hand  lever. 

As  the  machine  is  "inched"  along,  the  shovels  dig 
up  the  ballast  to  a  depth  of  14  inches  below  the  top 
of  the  ties,  depositing  it  in  the  hopper  of  the  slicking 
screen.  The  dirt  falls  through  the  screen  to  a  tray 
beneath  from  which  ic  is  shovelled  out  by  hand  while 
the  cleaned  stone  rolls  down  the  inclined  screen  and 
back  into  the  ditch.  The  construction  is  such  that' 
trams  can  pass  on  either  track  while  the  machine  is 
operating.  Four  automatic  insulated  clearance  arms 
keep  the  machine  a  pre-determined  distance  from 
either  track. 

This  machine  will  clean  900  to  950  cubic  feet  of 
ballast  per  day,  with  four  men,  making  the  output 
per  man  average  225  cubic  feeet  per  day,  in  contrast 
with  an  average  day's  work  of  80  to  100  cubic  feet  per 
man  under  the  old  system  of  forking  by  hand. 

Development  in  Waterworks  and  Sewage 
Installations  in  Canada 

IN  1887  there  were  30  waterworks  in  Ontario,  28 
in  Quebec,  1  in  Alberta,  2  in  British  Columbia, 
7  in  Nova  Scotia  and  5  in  New  Brunswick,  mak- 
ing a  total  of  73.  To-day  there  are  about  340 
waterworks  in  operation,  supplying  about  450,000,000 
gallons  per  day.  The  capital  cost  is  about  $125,000.- 
000,  which  is  an  index  of  the  growth  in  our  municipal 
activities.  There  are  now  about  76  waterworks  in  the 
Prairie  provinces,  all  of  which,  except  Calgary,  have 
been  built  in  the  last  33  years.  Water  filters  are 
mostly  of  recent  construction,  the  drifting  sand  filter 
in  Toronto  being  the  latest  development.  Toronto 
granted  a  franchise  to  a  company  to  install  water- 
works in  1842,  but  in  1872  acquired  the  same.  In 
1887  there  was  a  lively  controversy  as  to  whether  this 
city  should  obtain  its  supply  of  water  from  Lake 
Simcoe  or  Lake  Ontario.  One  proposal  was  to  con- 
struct a  canal  from  Lake  Simcoe  to  the  Humber 
River  to  supply  power  and  water.  A  similar  scheme 
was  suggested  from  Lake  Erie  to  Hamilton. 

The  problem  of  how  best  to  dispose  of  sewage  has 
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been  one  of  the  usual  difficulties  in  m;  ny  places.  Can- 
ada possesses  many  large  rivers  and  lakes  which  are 
most  tempting  outlets  for  disposal.  Mr.  Willis  Chip- 
man,  in  1912,  read  an  interesting  paper  at  the  annuel 
meeting  of  the  Canadian  Public  Health  Association, 
giving  the  history  of  several  sewage  works  and  the 
following  items  are  extracted.  The  first  practical  at- 
tempt on  sewage  purification  in  Ontario  was  on  the 
flat  bed  irrigation  system,  at  the  London  Asylum  in 
1888.  The  first  municipal  sewage  works  built  in  this 
country  was  at  Kitchener,  1892,  followed  by  Water- 
loo, 1896.  Hamilton  installed  the  first  chemical  pre- 
cipitrtion  plant  with  presses  in  1896.  Stratford  and 
Kitchener  were  the  first  to  have  the  septic  tanks, 
and  Vernon,  B.  C,  in  1912,  the  first  trickb'ng  filters. 
The  activated  sludge  process  was  developed  in  Man- 
chester in  1913,  but,  up  to  the  present,  no  plant  has 
been  built  here.  The  Massachusetts  State  Board  of 
Health  has  been  conducting  experiments  in  sewrge 
treatment  since  1888  and  the  activated  sludge  pro- 
cess was  founded  upon  investigations  which  had  been 
made  at  its  Lawrence  station. 


A  Cement  Gun  Installation  Cures  Trouble 
in  Coal  Mine 


QUITE  a  troublesome  condition  frequently  met 
with  in  bituminous   coal    mines   is  what  is 
known  as  "buckwheat  slate"  reef.    This  is 
rather  more  descriptive  than  scientific,  but  it 
conveys  the  idea  accurately.     Broken    slate  rapidly 
disintegrr  tes  by  the  action  of  the  air  currents  and  faHs 
continuously  in  small  particles. 

To  timber  against  this  condition  is  costly  and  also 
ineffective.  Aside  from  the  danger,  the  cost  and  in- 
convenience of  maintaining  men  to  clean  the  tracks 
is  obvious,  and  delays  to  transportation  from  dirty 
tracks  is  quite  a  factor.  It  is  seldom  that  pieces  fall 
large  enough  to  cause  direct  accidents,  but  the  block- 
ing of  the  tracks  from  fallen  slate  may  cruse  wrecks 
to  locomotives  and  cars. 

At  the  Cadogan  mine  of  the  Allegheny  River  Min- 
ing Company  conditions  were  encountered  in  one 
seam,  through  large  sections  of  the  mine,  which  for 
some  time  almost  completely  baffled  the  mine  officials. 

A  very  complete  recount  of  how  this  trouble  was 
taken  care  of  was  given  by  Mr.  Fred  T.  Norman, 
Chief  Engineer  of  the  Allegheny  River  Mining  Com- 
pany, in  Coal  Age,  recently,  his  narrative  being  here 
reproduced. 

At  the  instance  of  the  superintendent  of  the  mine 
an  investigation  of  the  work  of  the  cement  gun  at 
the  Bruceton  Experimental  Mine  was  mrde,  with  the 
result  that  the  company  decided  to  give  this  cement 
apparatus  a  tryout.  To  this  end  the  necessary  equip- 
ment was  purchased  and  prepared  for  operations.  The 
outfit  comprised  the  cement  gun,  water  trnk,  motor 
driven  air  compressor  and  receiver,  all  mounted  on 
rail  trucks,  with,  also,  mixing  board  and  sand  screen. 

To  operate  this  outfit,  six  men  were  employed,  as 
follows:  One  nozzlcman,  one  gun  operator,  two  at- 
tendants to  screen  rnd  mix  sand  and  two  men  to  pre- 
pafe  the  top  and  sides  of  the  entry.  All  loose  ma- 
terial must  be  carefully  trimmed  off  before  cement 
is  applied  to  insure  a  good  job.  As  high  as  120  Hn. 
feet  of  entry  have  been  cemented  in  one.  e'ght-hour 
shift,  but  the  average  run  falls  short  of  this,  and  ac- 


tually is,  by  computation  of  several  months'  work,  85 
lineal  feet  per  shift. 

The  gunite  (or  cement  and  sand  mixture)  consists 
of  <me  part  cement  and  three  parts  sand;  it  is  blown 
against  the  rock  face  which  is  to  receive  treatment 
with  about  30  lbs.  per  square  inch  pressure.  The  ce- 
ment penetrates  the  small  crevices  rnd  interstices  to 
a  cons-'derable  depth  and  the  surface  coating  of  gunite 
over  the  rock  will  average  about  five-eighths  inch 
thick. 

Great  care  must  be  exercised  to  remove  all  loose 
and  disintegrated  mrterial,  so  that  the  gunite  can  get 
a  good  grip  on  solid  rock. 

The  cement  gun  outfit  at  this  mine  was  put  into 
operation  Sept.  12,  1918,  and  worked  mostly  dur- 
ing night  shifts  for  sixty-four  eight-hour  shifts,  up  to 
the  tune  statistics  were  computed.  During  this  period 
5,482  lineal  feet  of  entry,  or  approximately  87,700 
square  feet  of  surface,  was  coated. 

The  rverage  work  per  eight-hour  shift  was  85  lin- 
eal feet  of  entry,  or  1,370  square  feet  of  surface,  cov- 
ered with  a  five-eighth-inch  thick  cement  coating.  An 
accurate  account  of  the  cost  of  this  work  was  kept,  as 


follows : 

Labor  .   ...  $2176.03 

Sand,  264  tons,  at  .$2.65    699.60 

Cement,  502  barrels,  at  $2.52    1265.04 


Total   $4140.67 

Cost  per  lineal  foot  of  entry   0.7553 

Cost  per  square  foot  of  surface   .0472 

The  labor  costs  include:  Loading  sand,  cement  and 


water  outside;  trimming  of  entry;  mixing  s?nd  and 
cement  by  hand ;  the  operation  of  the  cement  gun ; 
also  the  training  of  men  for  the  work. 

Up  to  the  present  tune  the  cement  coating  of  the 
entries  has  proved  quite  satisfactory  and  neither 
breaking  of  the  coating  nor  signs  of  slacking  behind 
the  coating  have  been  observed  in  work  rbout  eight 
months  old.  Thin  places  will  show  up  in  time  rnd 
must  be  re-coated. 

For  brattice  work  the  outfit  also  proves  efficient ; 
breakthroughs  walled  up  with  rock  or  slate  are  given 
a  coating  of  cement  and  sand — gunite — which,  by  the 
force  of  the  gun,  penetrrtes  every  little  crevice  and 
effects  an  air-tight  and  quite  satisfactory  job. 

The  Cement  Gun  equipment  can  be  utilized  for 
many  other  purposes'  about  the  mine.  When  not  in 
the  cement  gun  service,  the  compressor  is  kept  busy 
blowing  out  motors  and  generators,  operating  pick 
mining  machines  for  entry  driving,  or  furnishing  power 
for  air  drills  or  rivet  hammers  if  such  work  is  de- 
manded on  r  construction  job,  or  special  work  of  any 
kind. 


To  determine  the  benefit  to  strength  due  to  mix- 
ing of  cement  and  water  for  a  long  period  (15  to  30 
minutes),  and  then  adding  aggregate  to  produce  a 
concrete  instead  of  the  ordinary  method  of  mixing  ce- 
ment, aggregate,  and  water  together  for  one  to  two 
minutes,  comparative  tests  of  concrete  by  the  two 
methods  were  made  last  year  by  the  U.  S.  Bureau  of 
Standards.  Exactly  the  same  materials  and  amount 
of  water  were  used.  The  compressive  strengths  ob- 
tained were  about  the  same,  indicating  that  there  is 
no  advantage  in  long  premixing  of  cement  and  water 
from  the  standpoint  of  strength. 
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Canada's  Engineers— A.  H.  Harkness 


Andrew  H.  Harkness,  consulting  structural  engi- 
neer, Toronto,  was  born  in  1873  in  Dundas  County, 
Ontario.  He  obtained  his  technical  education  at  the 
School  of  Practical  Science,  Toronto,  now  the  Faculty 
of  Applied  Science,  University  of  Toronto,  from  which 
he  graduated  with  honors  in  1895,  obtaining  the  de- 
gree of  B.A.Sc.  in  1897.  For  four  years  from  1898  he 
was  on  the  staff  of  the  School  of  Practical  Science,  as 
a  fellow  in  civil  engineering.  His  vacations  and  spare 
time  were  spent  mostly  in  architects'  offices  and  partly 
on  municipal  drainage  work.  From  1902  to  1909  Mr. 
Harkness  was  in  the  bridge  department  of  the  Canada 
Foundry  Company,  Toronto,  serving,  in  turn,  in  the 
capacities  of  draftsman,  checker,  designer  and  assistant 
structural  engineer  on  bridge  and  building  designs.  In 
the  summer  of  1909  he  was  engaged  on  the  St.  Andrews 
movable  dam  near  Winnipeg,  as  engineer  of  erection 
and  in  the  following  year  he  went  into  private  practice 
in  Toronto,  entering  into  partnership  with  Mr.  J.  M. 
Oxley  in  1911,  as  consulting  architectural  and  structural 
engineers.  Mr.  Oxley  went  overseas  in  1915,  but  .the 
same  firm  name  was  retained  until  April,  1919.  At  the 
present  time  Mr.  Harkness  is  a  member  of  the  newly 
formed  partnership  of  Harkness,  Loudon  &  Hertzberg. 
Mr.  Harkness  has  been  retained  as  consulting  engineer 
to  the  architect  on  a  great  number  of  buildings  in  To- 
ronto and  elsewhere,  among  these  being:  The  C.  P.  R., 
Dominion  Bank,  Williams  Piano  Co.,  Excelsior  Life 
and  the  Methodist  Book  Room  buildings,  Toronto;  the 
Bank  of  Commerce  and  Confederation  Life  Building, 
Winnipeg,  and  the  new  Parliament  Buildings,  Ottawa. 
The  industrial  plants  on  which  he  has  been  consulting 
engineer  for  the  design  include:  Boiler  and  machine 
shops  for  the  John  Inglis  Co.,  Toronto;  shops  of  the 
Hamilton  Gear  &  Machine  Co.,  Toronto;  the  Woods 
Mfg.  Co.,  Toronto;  Herbert  Morris  Crane  &  Hoist  Co., 


Niagara  Falls,  and  garage  for  the  Automobile  &  Supply 
Co.,  Toronto.  Mr.  Harkness  is  a  member  of  the  En- 
gineering Institute  of  Canada,  and  also  a  member  of 


Mr.  A.   H.  Harkness 


the  American  Society  of  Civil  Engineers.  During  1919 
he  was  chairman  of  the  Toronto  Branch  of  the  Engi- 
neering Institute  of  Canada. 


How  to  Build  Fireproof  Partitions 

As  a  rule  the  partitions  in  fire-proof  buildings  are 
not  required  to  support  any  weight,  but  merely  to 
serve  the  purpose  of  dividing  the  space  into  rooms, 
and  to  confine  a  fire  to  the  compartment  in  which  it 
originates.  No  greater  strength  is  therefore  required 
in  a  partition  than  is  necessary  to  carry  its  own 
weight.  However,  rigidity  is  required,  and  that  in 
proportion  to  its  height  and  unsupported  length. 
Where  partitions  separate  apartments  or  sections  of 
a  story,  that  is,  when  they  practically  are  without  win- 
dow or  door  openings,  they  should  b  :  rigid  enough  to 
prevent  the  passage  of  water  from  a  hose  stream  as 
well  as  flame.  In  other  cases  this  may  be  unnecessary ; 
in  fact,  at  tim^s  it  may  seem  desirable  that  the  parti- 
tions are  easily  removed  for  the  purpose  of  getting  at 
a  fiie  spreading  through  doors  or  windows. 

The  materials  of  partitions  should  be  incombust- 
ible. They  should  also  be  poor  conductors  of  heat. 
It  is  also  desirable  that  they  shall  not  be  affected  by 
water.  Lightness  is  also  a  desirable  quality,  as  any 
increase  in  the  dead  weight  of  the  construction  adds 
to  t'.e  cost  of  the  structure.  Partitions  should  also 
be  as  sound-proof  as  possible. 

.  So  far  as  may  be,  fire-proof  partitions  should  have 
no  window  openings  in  them,  and  even  as  few  door 
openings  as  possible.  In  many  buildings,  however, 
where  halls  have  no  openings  into  streets  or  courts, 
such  windows  are  necessary  for  lighting  the  halls. 
When  this  is  the  case  the  frames  should  be  made  fire- 
proof and  wire  glass  should  be  used,  the  sash  being 
stationary,  if  possible. 


B.  G.  General  Contractors  Appoint  Officers 

The  General  Contractors'  and  Master  Builders' 
Association  of  British  Columbia,  at  their  annual  meet- 
ing, held  on  Feb.  12,  elected  the  following  officers : 
Mr.  T.  F.  King,  president;  J.  C.  Gill  and  J.  Tucker, 
vice-presidents;  George  Murray,  honorary  treasurer; 
James  Hart,  secretary.  The  Executive  Committee  con- 
sists of  Messrs.  E.  G.  Baynes,  W.  J.  Prout,  H.  A. 
Wiles,  S.  J.  Newitt  and  E.  C.  Chrystal.  Wage  in- 
creases are  requested  by  a  number  of  trades.  The 
bricklayers  are  asking  the  association  for  $9  a  day  in- 
stead of  $8;  painters  are  requesting  $1  an  hour  and  a 
5-day  week,  and  carpenters  are  also  seeking  general 
increases. 


The  Barber  Asphalt  Paving  Company,  Philadel- 
phia, has  issued  a  little  folder  descriptive  of  the  new 
Iroquois  Macadam  Roller,  which  is  claimed  to  em- 
body a  distinctive  advance  in  design.  The  outstand- 
ing features  of  its  construction  are  delineated  in  this 
folder.  This  company  has  also  issued  a  sheet  tabu- 
lating the  kinds  and  amount  of  asphalt  in  Buffalo, 
N.Y.,  for  each  year  from  1879  to  the  present. 


The  Quebec  Government  will  assist  in  building  a 
main  highway  from  Richmond  to  Sorel. 

The  city  council  of  Windsor,  Ont.,  has  joined  hands 
with  Ford  City  and  Walkerville  in  a  request  that  will 
be  forwarded  to  the  Ontario  Legislature  for  the  ap- 
pointment of  a  harbor  commission  to  control  the 
waterfront  on  the  Canadian  side  of  the  Detroit  river. 
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Administration  of  Water  Powers  of  Quebec 
and  Activities  of  Streams  Commission 

Water  Power  Policy  of  Quebec  Province  Affords  Safety  for 
Capital  Invested  and  Assures  Public  of  a  Share  in  the  Value 
of  These  Resources — Storage  Works  Regulate  Stream  Flow 

 By  Olivier  Lefebvre.  A. M.E.I C*  


THE  administration  of  the  water  powers  of  the 
province  of  Quebec  is  under  the  Department 
of    Lands    and    Forests,    more  particularly 
through   its   Hydraulic   Service   Branch,  of 
which  Arthur  Amos  is  the  chief  engineer. 

The  policy  which  prevails  is  the  following: — 

1.  Water  powers  are  leased  for  a  period  of  25  to 
99  years,  according  to  the  importance  of  the  power 
and  the  capital  required  for  development. 

2.  The  payment  for  the  land  granted  of  a  fixed 
annual  rental  covering  the  term  of.  the  lease. 

3.  A  supplementary  annual  rental  which  may  vary 
from  ten  to  thirty-five  cents  per  horse-power  devel- 
oped, according  to  the  facilities  or  difficulties  of  de- 
velopment. This  supplementary  rental  may  be  re- 
vised every  twenty-one  years. 

4.  A  delay  of  two  years  to  start  development,  and 
two  more  years  to  begin  the  production  of  power. 

5.  A  deposit  guarantee. 

6.  The  lessee  must  submit  plans  of  the  proposed 
works  and  report  to  the  Department  of  Lands  and 
Forests  as  to  the  amount  of  power  developed  in  the 
plant. 

In  the  case  of  rivers  which  are  navigable  and 
floatable,  the  lessee  must  submit  his  plans  to  the 
Federal  Government,  which  has  to  protect  the  inter- 
ests of  navigation. 

All  water  powers  which,  at  mean  low  water  have 
a  capacity  of  200  h.p.  and  over,  have  been  declared 
of  public  interest,  and  the  owner  of  such  water  pow- 
ers mSy  proceed  to  the  expropriation  of  adjacent 
lands  required  for  the  proper  development  of  its  pro- 
perty, but  this  expropriation  cannot  be  exercised 
against  an  industry  previously  established,  or  water- 
works supplying  the  whole  or  part  of  a  municipality. 
(Articles  7287,  >288,  7289,  Revised  Statutes  of  Que- 
bec, 1909). 

A  law  was  passed  in  1918,  chapter  68,  amending 
article  7295a  of  the  Revised  Statutes  of  Quebec, 
which  stipulates  that  the  plans  and  specifications  for 
works  proposed  in  streams  of  the  province  must  be 
submitted  to  the  Lieutenant-Governor  in  Council  for 
approval.  Before  1918.  it  was  not  possible  to  build 
dams  for  storage  purposes  unless  authorized  to  this 
effect  by  a  bill  of  the  Legislature,  but  in  1918  a  law 
was  passed,  article  7305a,  by  which  such  works  may 
now  be  carried  out,  provided  the  plans  and  specifi- 
cations have  been  submitted  to  the  Lieutenant-Gov- 
ernor in  Council  and  approved. 

Such  is  to-day  the  water  power  policy  of  the 
Province,  and  it  is  claimed  that  it  affords  safety  for 
capital  invested.  It  assures  the  public  of  a  share  in 
the  value  of  these  natural  resources,  and  it  prevents 
any  speculation  in  that   development  being  imposed 

"Chief  engineer,  Quelxr  Streams  Commission,  at  general  professional 
meeting,  K.  I.  C,  Montreal. 


within  a  definite  period  under  penalty  of  the  lease 
being  cancelled  and  the  deposit  confiscated. 

Water  Powers  Unlike  Other  Resources 
The  writer  believes  that  water  power  development 
should  be  encouraged  as  much  as  possible.  Among 
our  natural  resources,  it  stands  in  a  class  by  itself.  In 
his  work,  "Conservation  of  Water  by  Storage," 
George  Filmore  Swain  divides  natural  resources  into 
three  classes,  as  follows: 

1 .  Tbose  resources  which  are  not  renewable,  and 
in  which  utilization,  even  though  without  any 
waste,  necessarily -destroys  the  store  available 
for  future  generations.  Such  are  coal,  oil,  gas, 
phosphates,  and  other  mineral  deposits.  Every 
particle  of  these  resources  which  is  utilized 
diminishes  by  so  much  what  is  left  for  our 
successors. 

2.  Those  resources  which  arc  self-renewing, 
though  at  a  comparatively  slow  rate,  requiring 
considerable  time  for  a  complete  renewal.  In 
this  class  are  included  the  forests,  which  may 
be  entirely  cut  down,  but  which  will  ordinarily 
reproduce  themselves  in  time. 

3.  Water  power  falls  in  a  different  class  from 
either  of  the  above,  and  seems  to  occupy  a  place 
by  itself,  having  several  peculiar  characteristics. 
In  the  first  place,  while  resources  of  the  first 
two  kinds,  if  not  utilized,  are  in  general  store 
and  preserved  for  the  use  of  future  generations, 
water  power  if  not  utilized  is  constantly  wast- 
ing, with  no  good  results  to  anybody. 

While,  as  stated  before,  the  conditions  under  which 
water  powers  may  be  acquired  from  the  Crown  are 
only  one  of  the  factors  which  make  their  develop- 
ment desirable  or  not,  this  factor  may  help  that  de- 
velopment or  it  may  retard  it  to  a  large  extent. 

Capital  will  not  invest  where  the  conditions  are 
drastic  or  arbitrary,  and  it  is  not  assured  of  proper 
protection  by  definite  conditions  covering  a  long 
number  of  years.  It  is  claimed  that  the  policy  follow- 
ed by  the  Province  offers  capital  every  guarantee  of 
safety. 

The  amount  of  power  there  is  available  in  Quebec 
has  been  estimated  by  Mr.  Amos,  Chief  of  the  Hy- 
draulic Service,  as  being  five  million  horse-power,  not 
including  any  territory  above  the  fiftieth  degree  of 
latitude.  As  to  the  amount  of  power  in  the  latter 
territory,  no  accurate  estimate  has  been  made. 

Amount  of  Power  Developed 

A  census  of  water  powers  developed  in  the  Pro- 
vince of  Quebec  in  1918  was  made  by  the  Hvdraulic 
Service.  It  was  found  that  the  amount  of  power 
installed  was  832,274  horse-power.  And  this  total  does 
not  include  any  station  generating  less  than  1,000 
h.p.  It  is  estimated  that,  should  the  smaller  develop- 
ments be  included,  tlic  amount  of  hydro-power  in- 
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stalled  in  the  Province  must  be  875,000  horse-power. 
Statistics  prepared  by  the  Dominion  Bureau  of  Sta- 
tistics, in  collaboration  with  the  Dominion  Water 
Tower  Branch  and  the  Hydraulic  Service  of  Quebec, 
published  recently,  state  that  on  the  first  of  January. 
1^18,  the  primary  power  generated  by  water  in  this 
province  was  575,551  horse-power,  or  257  horse-power 
per  thousand  of  population.  The  statistics  compiled 
by  the  Province  mention  the  capacity  installed,  while 
the  Dominion  Statistics  mention  primary  power.  The 
capital  invested  in  the  central  electric  stations  in  Que- 
bec was  at  that  tme  $130,000,000.  The  total  revenue 
from  the  sale  of  power  at  these  stations  was  $14,350,- 
000,  and  new  installations  contemplated  were  estim- 
ated at  about  200,000  h.p. 

Work  of  the  Quebec  Streams  Commission 

The  writer  now  comes  to  a  field  with  which  he 
is  much  more  familiar  than  the  subject  dealt  with 
above . 

The  Quebec  Streams  Commission  has  done  a  large 
amount  of  work  which  has  made  very  important  power 
sites  considerably  more  .valuable,  both  in  the  case  of 
developed  and  undeveloped  water  powers.  This  Com- 
mission was  appointed  in  the  latter  part  of  the  year 
1911.  Among  the  duties  it  was  called  upon  to  perform, 
are  the  following: 

1.  To  devise  just  and  practical  rules,  respecting 
the  flow,  the  drawing  off,  the  disposal,  the  distribution, 
the  storage  and  generally  respecting  the  preservation 
and  management  of  running  waters  in  the  Province 
of  Quebec. 

2.  To  consider  whether  it  is  expedient  to  have 
the  rivers  of  the  Province  classified  as  navigable  and 
floatable  rivers,  and  rivers  which  are  not  navigable 
nor  floatable,  classified  by  an  administrative  commis- 
sion or  otherwise,  according  to  uniform  rules,  and  to 
submit  such  rules,  if  it  be  advisable. 

The  Commission  is  formed  of  three  members;  one 
chairman  and  two  commissioners.  The  chairman  is 
the  Honourable  S.  N.  Parent,  former  Prime  Minister 
of  this  Province.  The  two  commissioners  were,  at 
first,  Messrs.  Wm.  I.  Bishop,  Civil  Engineer,  and 
Ernest  Belanger,  Civil  Engineer.  Since  the  death  of 
Mr.  Belanger,  Arthur  Amos,  Chief  Engineer  of  the 
Hydraulic  Service  at  Quebec,  has  been  appointed 
commissioner. 

The  first  work  which  The  Quebec  Streams  Com- 
msision  was  called  upon  to  do  was  an  investigation 
of  the  characteristics  of  the  rivers  of  this  Province 
and,  in  1913,  it  submitted  a  report  recommending  that 
the  said  rivers  be  classed  as  being  public  or  private 
property, — according  to  the  area  of  their  watershed. 
It  recommended  that  the  expressions  "navigable"  and 
"floatable"  be  eliminated,  that  all  rivers  having  a 
drainage  area  of  three  hundred  square  miles  or  over 
should  be  public  property,  and  that  all  rivers  with  an 
area  less  than  three  hundred  square  miles  should  be 
private  property. 

The  most  important  work  which  the  Commission 
has  performed  to  date  is  the  regulation  of  the  flow  of 
the  St.  Maurice  river  and  that  of  the  St.  Francois 
river.  In  the  case  of  the  former  river,  a  complete 
control  of  the  water  supplied  by  a  drainage  basin  of 
3,650  square  miles  has  been  established  near  the  head 
waters  of  the  river.  A  few  details  regarding;  these 


works  and  the  results  obtained  therefrom  should 
prove  interesting. 

The  St.  Maurice  River  Flow  Regulation 

The  St.  Maurice  River  flows  into  the  St.  Lawrence 
at  Three  Rivers,  about  half-way  between  Montreal 
and  Quebec.  Its  drainage  area  is  17,000  square  miles 
and  the  river  is  about  365  miles  long.  The  difference 
in  level  between  its  head  waters  and  its  mouth  is  ap- 
proximately 1,300  feet.  This  grade  is  distributed  in  a 
large  number  of  rapids  and  some  high  falls,  the  most 
important  of  which  are: 

The  Gres  44  feet 

Shawinigan                        ..135  feet 

Grand'  Mere  40  feet 

La  Tuque  90  feet 

Rapid  Blanc  210  feet 

Radip  des  Coeurs  93  feet 

Rapid  Allard  55  feet 

Of  these  powers,  full  developments  have  been  car- 
ried out  at  Shawinigan  under  a  head  of  150  feet,  and 
at  Grand'  Mere  under  a  head  of  75  feet.  At  the  latter 
point,  the  natural  fall  is  40  feet,  but  by  building  a  high 
dam  the  water  is  backed  up  about  25  miles  and  small 
falls  and  rapids  are  flooded. 

Under  natural  conditions,  the  minimum  flow  of 
the  St.  Maurice  river  at  Shawinigan  was  6,000  cubic 
feet  per  second.  It  reached  the  absolute  minimum 
of  5,200  second-feet,  but  for  a  few  days  only  during 
the  period  1900-1912.  Daily  re-  .i  ds  of  the  flow  of 
this  river  at  Shawinigan  have  been  kept  by  the  Shaw- 
inigan Water  &  Power  Company  from  1900  to  date. 
As  the  demand  for  power  was  increasing  largely,  the 
need  of  increasing  the  minimum  flow  was  felt,  and 
the  St.  Maurice  Hydraulic  Company,  in  1910,  built 
three  small  storage  dams  on  the  Manouane  river — a 
tributary  to  the  St.  Maurice  river,  into  which 
it  flows  near  the  Indian  post  at  Weymontachingue, 
about  188  miles  above  Shawinigan.  These  small  reser- 
voirs paved  the  way  of  the  regulation  on  a  larger 
scale  as  carried  out  by  the  Commission,  for  they  had 
proved  that  the  water  which  was  let  out  from  these 
small  dams  in  winter  reached  Shawinigan  with  com- 
paratively little  loss.  This  possibility  had  been  doubt- 
ed somewhat. 

Minimum  Flow  Doubled 

In  19,12  the  St.  Maurice  Hydraulic  Company  Lim- 
ited applied  to  the  Legislature  for  authorization  to 
carry  out  a  storage  scheme  in  the  upper  St.  Maurice. 
The  Government  did  not  deem  it  advisable  to 'grant 
the  power  demanded,  but  it  decided  the  Quebec 
Streams  Commission  was  the  proper  party  to  look 
into  the  question  and  carry  out  the  scheme  if  it  was 
thought  desirable.  After  a  thorough  examination  of 
the  whole  question,  it  was  decided'  to  build  a  dam  at 
the  foot  of  a  large  series  of  lakes  at  a  point  two  miles 
above  the  falls  called  "La  Loutre."  The  construction 
of  the  dam  was  started  in  1915  and  it  was  completed 
in  the  month  of  December  1917.  The  cost  of  the  total 
scheme,  including  the  acquisition  by  the  Commission 
of  the  three  storage  dams  on  the  Manouane  river 
amounts  to  $2,500,000. 

As  a  result  of  the  control  of  the  waters  by  this 
dam,  which  is  now  called  "the  Gouin  Dam,"  the  mini- 
mum flow  of  the  river  is  kept  at  12,000  second-feet  at 
Shawinigan.  Thus  the  primary  power  capacity  of  the 
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plants  at  Shawinigan  and  Grand-Mere  has  been  doubl- 
ed. 

For  the  benefits  derived  from  the  storage,  the 
power  companies  are  paying  to  the  Government  an 
annual  sum  amounting  now  to  $191,000.  This  annual 
revenue  will  be  largely  increased  when  other  water 
powers  are  developed. 

Largest  Power  Reservoir  in  World 

The  capacity  of  the  reservoir  created  by  the  Gouin 
dam  is  estimated  to  be  one  hundred  and  sixty  billion 
cubic  feet,  and  it  is  the  largest  power  reservoir  in  the 
world— having  about  twice  the  capacity  of  the  As- 
suan  reservoir  in  Egypt.  It  is,  however,  exceeded 
by  the  Gatun  reservoir  built  in  connection  with  the 
Panama  Canal — the  capacity  of  which  is  one  hundred 
and  eighty  three  billion  cubic  feet,  but  it  is  only  fair 
to  say  that  part  only  of  this  water  can  be  used  for 
supplying  part  of  the  Panama  Canal.  The  capacity 
of  some  of  the  largest  reservoirs  in  the  world  are: 

Gatun..   . .  183,000,000,000  cubic  feet 

Pa  Loutre,  St.  Maurice .  .160,000,000.000  cubic  feet 

Assuan,  Nile   78,000,000,000  cubic  feet 

Roosevelt,  Salt  Lake  .  .  .  52,000,000,000  cubic  feet 
Pathfinder  North  Platte..  45,000,000,000  cubic  feet 
Shoeshone,  Shoeshone  .  .  20,000,000,000  cubic  feet 
The  area  of  the  lakes  and  the  rivers  affected  by 
the  Gouin  dam  is  two  hundred  and  nine  square  miles, 
and  with  the  reservoir  full  the  area  of  the  lake  will 
exceed  three  hundred    square    miles.    The  water  is 
backed  up  a  distance  of  one  hundred  and  thirty-five 
miles  above  the  dam. 

Power  Possibility  Increased  by  400,000  H.P. 
The  amount  of  power  due  to  the  storage  has  been 
calculated  by  using  the  flow  curve  of  the  lowest  year 
during  the  period  ^1900-1912— that  is  the  year  1906- 
and  the  figures  arrived  at  were  32,000  horse-power- 
years  in  the  case  of  Shawinigan.  and  16,000  horse- 
power-years in  the  case  of  Grand'  Mere.  It  is  esti- 
mated that  the  low  water  power  possibility  of  the  St. 
Maurice  river  has  been  increased  by  about  400,000 
horse-power. 

The  control  of  the  head  waters  of  the  St.  Maurice 
river  is  also  beneficial  to  the  lumbering  trade  in  this 
valley.  The  flood  waters  in  the  spring  are  not  so  high 
and  the  minimum  flow  is  very  much  increased.  There- 
fore, the  driving  of  logs  down  the  river  may  be  car- 
ried out  under  better  conditions.  AVater  may  be  sup- 
plied for  the  log  drive  at  a  time  when  it  is  not  re- 
quired by"  the  power  companies  and  when  it-is  need- 
ed to  destroy  log  jams  which  are  formed  at  certain 
rapids.  For  example,  this  year,  (1919),  early  in  July, 
about  one  million  and  a  half  logs  were  jammed  and 
aground  in  the  rapid  Blanc,  about  thirty-five  miles 
upstream  from  La  Tuque.  The  Commission  was  ask- 
ed to  help  the  association  out  of  this  difficulty  by 
giving  a  shot  of  water.  The  Gouin  dam  was  opened 
to  discharge  13,600  second-feet  during  twelve  days, 
raising  the  water  to  nearly  flood  conditions.  All  of  the 
jammed  timber  was  brought  out  of  the  rapid  and 
Moated  down  to  La  Tuque  in  about  two  weeks. 
River  St.  Francois 

The  next  storage  scheme  which  the  Commission 
was  called  upon  to  study  was  the  partial  regulation 
of  the  discharge  of  the  St.  Francois  river,  by  a  control 
of  water  supplied  to  lake  St.  Francois  and  to  lake  Ayl- 
mcr,  both  near  the  head  of  the  river. 

Pake  St.  Francois  is  located  six  miles  east  from 
the  town  of  Disraeli  and  about  ten  miles  south-west 


from  the  town  of  Thetford  Mines.  River  St.  Francois 
has  a  drainage  area  of  4,100  square  miles  and  drains 
the  largest  part  of  the  Eastern  Townships.  Jt  flows 
into  the  St.  Pawrence  at  the  head  of  lake  St.  Peter 
and  runs  through  the  towns  of  Disraeli,  East 
Angus,  Sherbrooke,  Windsor  Mills,  Richmond  and 
Drummondville.  The  distance  between  Lake  St.  Fran- 
cois and  Pake  St.  Pierre  is  about  120  miles,  and  the 
slope  is  practically  900  feet.  This  slope  is  distributed 
through  numerous  falls  and  rapids,  makin  gthe  river 
very  desirable  for  the  development  of  power.  In  fact, 
power  plants  are  located  as  follows: 

At  Disraeli,  St.  Francois  Water  Power  Co. ..40'  head 


Disraeli,  The  Champoux  Company  30' 

Weedon,  City  of  Sherbrooke  30' 

East    Angus,     Brompton    Pulp  &  Paper 

Co.  Ltd  30' 

Bromptonville,  Brompton  Pulp  &  Paper 

Co.  Ltd.  30' 

Windsor  Mills,  Canada  Paper  Company, 

Ltd  16' 

Drummondville,  Southern  Canada  Power 

Co.  Ltd  30' 


Minimum  Flow  Increased  Five-Fold 

By  the  construction  of  a  dam  at  the  outlet  of  lake 
St.  Francois,  a  complete  control  of  the  water  running 
from  a  basin  of  472  square  miles  has  been  secured,  and 
this  water  is  being  evenly  distributed  throughout  the 
year  at  the  rate  of  600  cubic  feet  per  second.  The 
minimum  flow  from  this  lake,  under  natural  condi- 
tions, has  been  measured  as  100  second-feet.  The 
minimum  flow  from  this  source  has  therefore  been 
increased  by  500  second-feet. 

Pake  Aylmer  is  located  immediately  below  the 
town  of  Disraeli  at  an  altitude  of  practically  one 
hundred  feet  below  that  of  lake  St.  Francois.  Its 
drainage  area  is  one  hundred  and  thirty-five  square 
miles,  and  its  run-off  is  controlled  by  a  dam  at  the 
outlet  of  the  lake  near  the  village  of  St.  Gerard.  It 
has  been  calculated  that  this  lake  will  supply  one 
hundred  and  fifty  second-feet  above  its  natural  mini- 
mum flow. 

The  dam  at  Lake  St.  Francois  can  raise  the  water 
27  feet  above  natural  low  water,  and  the  dam  at  St. 
Gerard  can  raise  the  water  12  feet  above  natural  low- 
water. 

The  storage  capacity  of  the  reservoir  created  by 
lake  St.  Francois  dam  is  438  square  miles,  or  12.2 
billion  cubic  feet.  The  reservoir  is  filled  up  in  the 
spring. 

Charges  on  Second-Foot-Head  Method 

The  cost  of  the  storage  scheme  on  river  St.  Fran- 
cois amounted  to  $700,000.  Of  this  cost,  the  power 
owners  who  reap  benefits  from  the  storage  have  been 
called  upon  to  pay  a  yearly  rental  which  covers  the 
interest  charges,  the  sinking  fund  within  a  period  of 
thirty  years,  the  cost  of  maintenance  and  repairs  and 
a  reasonable  profit.  The  amount  necessary  to  cover 
the  above  mentioned  items  is  $59,000.  The  benefits 
to  be  derived  by  each  company  using  the  storage 
water  could  not  be  ascertained  as  no  records  of  the 
How  of  the  river  were  available,  and  any  figures  as  to 
additional  power  due  to  the  storage  could  only  be  ap- 
proximate. In  the  case  of  the  St.  Maurice  river,  it 
w  as  different :  our  calculations  were  made  from  com- 
plete data.  But  in  this  case,  to  avoid  any  discussion 
or  litigation  as  to  the  benefits  derived,  it  was  de- 
cided to  divide  the  charges  according  to  the  head 
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under  which  the  water  was  used,  multiplied  by  the 
increase  in  the  minimum  discharge.  This  is  called  the 
"second-foot-head  method."  It  is  used  by  the  Wis- 
consin Valley  Improvement  Company  to  distribute 
the  storage  charges  between  the  various  power  com- 
panies on  the  Wisconsin  river.  For  example:  the 
storage  reservoir  of  lake  St.  Francois  supplies  five 
hundred  second  feet  above  the  natural  minimum  flow. 
This  water  is  used  by  the  St.  Francois  Hydraulic  Com- 
pany under  a  head  of  forty  feet.  The  charge  of  this 
company  would  be  calculated  as  being  500  x  40  = 
20.000  second-foot-head.  The  companies  which  have 
their  power  plants  located  below  lake  Aylmer  receive 
an  additional  150  second-feet  and,  in  the  case  of  the 
Brompton  Pulp  &  Paper  Company,  Limited,  which 
uses  that  water  over  a  head  of  85  feet,  the  proportion 
would  be  650  x  85  =  55.250  second-foot-head.  The 
rate  was  therefore  fixed  at  fifty  cents  per  second-foot- 
head.  Some  of  the  plant  owners  have  signed  con- 
tracts and  others  have  accepted  the  tariff  just  men- 
tioned. 

River  St.  Anne  de  Beaupre 

A  smaller  storage  scheme  has  also  been  carried 
out  in  the  watershed  of  the  river  St.  Anne  de  Beaupre, 
to  increase'  the  minimum  How  at  St.  Ferreol,  Seven 
Falls,  where  the  Laurentian  Power  Company  operates 
a  plant  under  a  head  of  410  feet.  The  minimum 
natural  flow  of  the  river  at  that  point  was  165  second- 
feet,  and  it  is  hoped  to  raise  that  minimum  to  two 
hundred  and  over.  This  storage  is  provided  by  a  dam 
at  the  outlet  of  Lake  Brule  and  gives  a  control  of  the 
run-off  from  a  watershed  of  twelve  square  miles  only. 
The  Commission  is  contemplating  additional  storage 
on  this  river. 

Other  Activities  of  the  Quebec  Streams 
Commission 

The  other  activities  of  The  Quebec  Streams  Com- 
mission have  been  a  complete  study  of  the  valley  of 
the  Chaudiere  river,  in  the  Beauce  district,  where  dis- 
astrous floods  occur  occasionally.  On  the  31st  of  July, 
1917,  after  very  heavy  rains,  the  water  rose  32  feet 
in  less  than  24  hours.  The  Commission  has  been 
called  upon  to  make  a  full  report  on  the  possible  pre- 
vention of  such  disasters,  and  this  report  is  now  being 
prepared. 

The  Commission  has  also  made  a  complete  stud}' 
of  the  possibilities  of  Lake  St.  John  as  a  storage  re- 
servoir. It  was  found  that  by  a  suitable  control  at  the 
outlet  of  this  lake,  it  was  possible  to  keep  the  mini- 
mum flow  of  the  Saguenay  river  at  22.000  second-feet 
without  causing  any  damage  to  lands,  wharves,  etc., 
around  the  lake.  Such  a  storage  would  make  possible 
the  development  of  600,000  horse-power  on  the  river 
Saguenay,  above  the  town  of  Joncquieres.  Lake  St. 
John  has  an  area  of  350  square  miles,  and  drains  a 
watershed  of  30,000  square  miles. 

Storage  on  Lake  Kenogami 

The  Commission  has  also  made  a  complete  study 
of  the  possibilities  of  creating  a  storage  reservoir  in 
lake  Kenogami,  west  of  the  towns  of  Chicoutimi  and 
Kenogami.  This  lake  has  an  area  of  12  square  miles, 
and  there  is  at  present  partial  regulation  under  the 
control  of  the  Chicoutimi  Pulp  Company.  Lake  Ke- 
nogami has  two  outlets;  one  into  the  river  Chicoutimi 
which  flows  into  the  Saguenay  river  at  Chicoutimi 
about  ten  miles  from  Kenogami;  the  other  outlet  is 
through  the  river  Aux  Sables  which  flows  into  the 
Saguenay  at  Kenogami.  Lake  Kenogami  is  about  475 


feet  above  the  level  of  the  Saguenay  river;  its  two 
outlets  are  well  provided  with  falls  and  rapids.  On 
the  Chicoutimi  river,  water  powers  have  been  develop- 
ed and  are  being  used  by  the  Chicoutimi  Pulp  Com- 
pany to  operate  their  large  pulp  mills.  On  the  river 
Aux  Sables,  Price  Brothers  Limited  have  developed 
water  powers  for  the  operation  of  their  pulp  and 
paper  mills  at  Kenogami.  The  cost  of  storage  in 
Lake  Kenogami  was  estimated  at  $1,800,000  in  1916, 
but.  under  present  conditions,  it  is  believed  that  its 
cost  would  be  nearly  $3,000,000.  The  question  as  to 
whether  this  work  should  be  carried  out  or  not  is 
now  under  consideration. 

Among  the  other  activities  of  The  Quebec  Streams 
Commission,  there  is  the  study  of  a  certain  number 
of  undeveloped  water-powers,  namely  on  the  St. 
.Maurice  River,  on  St.  Francois  River,  on  Bell  and 
llarricana  Rivers  in  the  Abitibi  district,  and  on  the 
Manicouagan,  Aux  ( hitardes  and  Natashquan  rivers 
on  the  north  shore  of  the  St.  Lawrence. 

The  Commission  has  also  started  systematic  gaug- 
ings  of  a  certain  number  of  rivers  in  the  province. 
This  field  of  investigation  is  being  enlarged  every  year 
and  it  is  the  aim  of  the  Commission  to  extend  it  over 
the  whole  of  the  Province. 

Results  of  Work  Done 

Beneficial  results  have  been  already  obtained 
through  the  water  conservation  policy  inaugurated  by 
the  Government.  Very  important  industries  have 
located  in  the  St.  Maurice  valley,  namely:  at  Shaw- 
inigan  and  Three  Rivers,  owing  to  the  large  increase 
in  the  power  possibilities  of  this  valley.  On 
the  river  St.  Francois,  plants  are  now  being  construct- 
ed at  Drummondville,  Richmond  and  Sherbrooke,  in 
which  several  million  dollars  must  be  invested  and 
where  two  or  three  thousand  hands  will  be  given  em- 
ployment . 

As  mentioned  above,  the  money  invested  by  the 
province  in  the  conservation  of  water  is  a  very  pro- 
fitable investment,  not  only  through  the  charges 
which  are  made  to  the  power  companies  using  the 
water,  but  through  the  industrial  prosperity  which 
the  said  policy  will  contribute  largely  to  bring  here. 

The  University  of  Illinois  is  conducting  a  short 
course  in  Ceramic  .Engineering,  under  the  direction 
of  the  staff  of  the  Ceramic  Engineering  Department. 
This  course  commenced  on  March  1  and  will  continue 
for  two  weeks.  It  is  designed  to  meet  the  require- 
ments of  practical  men  and  will  deal  with  the  prin- 
ciples underlying  the  work  of  managers,  superin- 
tendents, foremen,  burners  and  others  who  may  be 
concerned  .with  the  manufacture  of  ceramic  products. 
The  instruction  is  being  conducted  in  a  spirit  of  mu- 
tual co-operation  and  consists  of  lectures,  laboratory 
work,  practice  in  firing  kilns  and  informal  gatherings 
for  question  asking. 


The  Tiffin  Wagon  Co.,  of  Tiffin,  Ohio,  have  issued 
a  folder  illustrating  and  describing  their  line  of  motor 
trucks.  These  are  built  in  capacities  of  \y2,  2l/2,  Zy2, 
5  and  6  tons.  The  specifier  tions  of  each  are  deline- 
ated in  this  folder  and  a  wide  variety  of  applications 
are  indicated  by  a  number  of  illustrations. 


Messrs.  Colthurst  &  Trace,  architects,  of  10  Med- 
bury  Block,  Windsor,  Out.,  have,  moved  into  larger 
premises  and  will  in  future  be  found  at  15  Sandwich 
St.  W.,  Windsor. 
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Fixed-Fee  Contract  for  Building  Construction 

Necessary  With  To-Day's  Mounting  Prices — Economy 
by   Co-ordination  —  Adaptable    to    Smaller-Sized  Jobs 


ONE  of  the  most  important  matters  discussed 
at  the  recent  National  Conference  on  Con- 
struction— the  annual  meeting  of  the  Asso- 
ciated General  Contractors  of  America — was 
forms  of  contracts.  Representative  engineers  and  con- 
tractors presented  their  viewpoints,  each  type  of  con- 
tract coming  in  for  its  share  of  approval  and  criti- 
cism. The  advantages  of  the  fixed-fee  type  of  con- 
tract were  presented  by  F.  A.  Wells,  vice-president 
of  the  Wells  Bros.  Construction  Company,  in  a  paper 
which  is  printed  herewith.  The  merits  of  this  parti- 
cular form  of  contract  and  its  superiorities  over  other 
types  are  delineated  in  this  article,  which  follows : 

Is  the  general  contractor  to  remain  a  constructive 
force  in  the  building  industry?  We  would  hardly  be 
attending  this  meeting-  were  we  not  certain  that  the 
general  contractor  renders  a  needed  service  to  the 
owner  and  architect  and  engineer.  Certainty  of  de- 
livery within  the  set  time,  reasonableness  of  the  cost 
of  construction,  and  the  carrying  out  of  plans  and 
specifications  without  undue  difficulty  to  owner  or 
architect  in  getting  that  compliance,  are  dependent 
upon  the  existence  of  concerns  such  as  are  represented 
in  the  memberships  of  his  association. 

An  Architect's  Viewpoint 

Yet  there  are  certain  individuals  who  see  this  mat- 
ter differently,  and  who,  noting  certain  things  wrong, 
believe  that  the  remedy  is  to  be  found  in  the  elimin- 
ation of  the  general  contractor,  and  the  assumption 
of  his  duties  by  the  architect.  What  are  some  of 
these  difficulties,  and  what  is  the  true  answer?  A 
well-known  middle  west  architect  recently  stated  one 
side  of  the  question  in  a  letter  to  an  architectural 
paper.  That  letter  is  significant  as  -outlining  a  de- 
finite effort  being  made  to  get  work  done,  without 
the  general  contractor.  It  started  with  the  right 
premises.  I  do  not  feel  however,  that  we,  as  an  or- 
ganization, or  as  individuals,  can  agree  with  the  con- 
clusions.  Let  me  quote: 

"Curiously  enough  the  architect  has  little  or  no 
direct  dealings  with  the  craftsman  who  executes  his 
designs  and  the  worst  of  it  is  that  the  head  contract- 
or is  placed  in  a  position  in  relation  to  the  architect, 
which  is  the  very  opposite  of  what  it  should  be  to 
secure  the  ideal  results  for  architecture. 

"Our  system  of  letting  work  by  competitive  bid- 
ding and  then  placing  the  contractor  in  a  position 
where  his  profit  depends  largely  on  doing  as  little  as 
the  contract  will  allow  for  the  final  execution  of  the 
work  is  a  vicious  system  which  has  always  resulted 
in  making  impossible  that  sympathetic  co-operation 
between  architect,  master  builder  and  craftsman, 
which  must  exist  in  order  to  secure  the  best  results 
in  the  work." 

I  think  little  explanation  of  this  statement  is  neces- 
sary. We  all  know  it  to  be  true.  It  is  a  clear  portray- 
al of  the  situation  under  the  lump-sum  contract. 
Regardless  of  the  builder's  ability,  the  amount  re- 
maining for  profit  is, little  or  much,  precisely  according 
as  the  builder  is  fair  or  unfair,  generous  or  tight  in 
1 1 i ->  interpretation  of  specifications. 

lint  what  is  the  answer  ?  The  author  quoted  has 


one  idea  and  we  have  another.  This  architect  goes  on 
to  say : 

"An  architectural  firm  with  an  architect  at  the 
head,  a  master  builder  and  all  of  his  assistants,  in- 
cluding a  competent  force  of  skilled  craftsmen  to 
carry  out  sympathetically  all  of  the  details  of  the 
work,  would  make  an  organization  which,  it  must  be 
admitted,  would  undoubtedly  be  far  superior  in  every 
way  to  the  organization  it  is  at  present  necessary  to 
gather  together  for  every  architectural  problem  un- 
dertaken." 

I  submit  that  the  fixed-fee  contract  is  a  better 
solution  of  the  problem.  It  requires  that  a  reasonable 
fee  he  paid  for  a  definite  service. 

No  Need  for  Architect  to  Broaden  His  Scope 

Some  architects  may  handle  their  clients'  work 
through  letting  all  operations  to  sub-contractors  and 
may  accomplish  a  good  result,  but  there  is  no  inher- 
ent necessity  for  the  architect  to  broaden  his  scope. 
If  he  desires  to  increase  his  opportunity  of  making 
profit  by  extending  his  activities  into  the  construc- 
tion field  it  is  unquestionably  permissible,  hut  to  do 
so  he  must  build  a  special  construction  organization 
able  to  do  just  what  the  general  contractor  now  does, 
and  candidly,  most  architects  would  prefer  not  to 
he  responsible  for  the  larger  organization  with  its 
certain  heavy  overhead.  In  our  judgment,  after  forty 
years'  experience  with  the  various  forms  of  building 
contracts,  the  cost-plus-fixed-fee  contract,  when 'made 
with  a  builder  of  integrity  and  ability,  brings  all  that 
a  fair-minded  owner  can  expect  or  want. 

Ability  to  co-ordinate  work  is  fundamental  to  eco- 
nomy. It  is  second  nature  to  the  general  contractor. 
While  men  available  to  the  general  contractor  are  also 
available  to  the  architectural  firm,  yet  certain  jobs 
going  forward  to-day,  where  the  architect  handles  all 
the  work  through  sub-contracts,  show  very  conclu- 
sively the  lack  of  that  co-ordination.  A  structure 
cannot  be  erected  piecemeal,  particularly  in  the  case 
of  concrete  frame  and  floors.  The  continuance  of 
identical  operations  over  large  areas  is  vital  to  eco- 
nomy. The  synchronizing  of  sub-contracts  is  equally 
important.  If  the  orderly  procession  of  work  is  not 
maintained  someone  is  going  to  lose  money  or  time, 
or  both.  The  sub-contractor .  will  not  take  that  re- 
sponsibility. The  architect  will  do  his  best  to  co- 
ordinate all  operations,  but  the  owner  holds  the  bag. 

We  have,  then,  merely  a  merging  of  architectural 
and  construction  activities  under  one  head.  That  co- 
ordination may  be  entirely  successful  but  it  does  not 
argue  against  the  general  contractor  continuing  to 
operate  to  the  advantage  of  the  majority  of  owners 
and  also  of  architects  who  prefer  to  remain  within 
their  chosen  field. 

Economy  by  Co-ordination 

Co-ordination  means  economy,  and  is  dependent 
upon  the  absolute  dovetailing  of  all  trades  represented 
with  each  other  and  partcularly  with  the  main  struc- 
tural elements.  The  framework  could  be  build  at  least 
cost  if  no  cognizance  were  taken  of  other  trades. 
If  that  work  is  let  as  a  separate  contract  there  will 
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be  little  sympathy  on  the  part  of  the  builder  with  de- 
lays occasioned  by  or  to  other  trades.  Such  delays 
will  be  the  basis  for  "extras."  The  better  way  is  to 
have  the  structural  frame  handled  by  the  same  or- 
ganization responsible  for  the  general  co-ordination 
of  all  work.  Therefore  the  architectural  firm  handl- 
ing construction  should  do  exactly  what  the  general 
contractor  now  does.  But  as  a  matter  of  fact,  archi- 
tectural firms  do  not,  except  in  rare  cases,  retain  any 
part  of  the  work  for  their  own  construction  force  to 
handle.  Therefore  such  architect's  service  does  not 
parallel  the  operations  of  the  general  contractor  who 
does  from  40  to  60  per  cent,  of  the  work  with  his 
own  organization  and  equipment. 

But  how  will  this  contract  meet  our  critic's  ob- 
jections? He  wants  the  builder  to  operate  with,  in- 
stead of  against,  the  architect.  On  the  lump-sum 
basis  there  is  a  premium  placed  upon  skinning  the 
job  and  the  multiplying  of  controverted  interpretations 
of  plans  and  specifications.  Remove  that  premium 
and  the  difficulty  disappears.  The  fixed-fee  contract 
does  it. 

The  "ideal  result  for  architecture"  consists  in  ob- 
taining the  best  possible  building  at  the  lowest  cost 
compatible  with  a  reasonable  time  for  execution.  Now 
the  best  possible  building  is  not  reasonably  to  be  ex- 
pected where  the  builder  can  increase  his  profit  by  the 
amount  of  every  omission  or  undetected  substitution. 
Nor  will  there  be  a'  fine  execution  of  the  work  where 
every  minor  opportunity  for  betterment  of  plans  and 
in  fact  every  necessity  for  change  from  original  lay- 
out oft'ers  opportunity  for  extras  on  which  few  con- 
tractors have  ever  been  known  to  suffer  a  loss.  Un- 
der the  fixed-fee  plan  it  is  possible  to  order  changes, 
great  or  small,  with  absolute  knowledge  that  the 
cost  will  be  fair  and  often  without  increasing  the 
amount  of  the  fee. 

Faults  of  the  Lump  Sum  Contract 

Unquestionably  the  lump-sum  system  has  many 
faults.  It  often  gives  opportunity  for  abitrary  and 
unfair  rulings  against  the  contractor,  in  favor  of  the 
owner.  It  kills  that  sympathetic  co-operation  be- 
tween architect,  master  builder,  craftsman  and  own- 
er, which  should  exist  if  the  owner  is  to  secure  the 
best  results.  To  revive  that  co-operation  we  need 
only  to  adopt  the  fixed-fee  principle. 

May  I  quote  from  another  well-known  architect 
writing  also  in  the  architectural  press  and  answering 
a  question  propounded  to  the  membership  of  the  Il- 
linois Society  of  Architects.  The  question  was:  "Can 
construction  costs  be  lowered?"  We  are  all  interested 
in  its  solution.  Let  me  quote  him  briefly:  "On  first 
reading  I  was  inclined  to  say  that  it  cannot  be  done 
....  one  method  occurs  to  me.  The  idea  I  had 
concerns  the  letting  of  contracts  ....  There  are 
two  methods,  first:  Letting  separate  contracts  for 
each  branch  of  the  work  on  a  unit  price  basis ;  sec- 
ond :  Letting  a  general  contract  for  the  entire  work 
on  the  cost-plus-percentage  basis.  The  latter  method 
is  the  one  I  suggest."  Quoting  further:  "The  ques- 
tion is  largely  one  of  buying  power.  The  general  con- 
tractor can  buy  and  sub-let  so  mufh  cheaper  than  the 
architect  that  he  saves  not  only  his  own  percentage 
but,  in  most  cases,  considerably  more. 

"The  organized  contractor's  buying  power  is  based 
on  the  same  qualification  as  that  of  any  business  man 
who  goes  into  the  market  to  buy  goods.  He  knows 
values  and  he  knows  the  market. 

"There  is  still  another  advantage.    The  element 


of  divided  interest  is  eliminated!  The  relation  of 
owner,  contractor  and  architect  becomes  one  of  co- 
operation solely,  each  striving  for  the  best  results  at 
minimum  cost." 

Thus  we  have  .heard  from  two  architects.  There 
is  between  them  no  middle  ground.  With  the  pre- 
mises of  the  former  we  may  agree,  and  with  both  the 
premises  and  conclusions  of  the  latter  we  do  agree. 

Some  of  our  members  are  strong  partisans  still 
of  the  lump-sum  contract  and  desire  the  fixed-fee 
contract  to  be  dropped.  I  believe,  however,  that  un- 
der to-day's  conditions  the  consensus  of  opinion  of 
this  organization,  as  well  as  of  most  owners,  architects 
and  engineers,  is  that  the  fixed-fee  form  of  contract 
is  wise  and  necessary. 

No  Control  of  Prices 

The  case  might  be  different  if  we  knew  what  car- 
penter labor  would  cost  six  weeks  from  to-day  or 
whether  cabinet  work  included  in  the  contract  will  be 
delivered  at  an  estimated  figure  or  at  a  considerably 
increased  cost,  because  of  the  almost  impossibility 
of  securing  materials.  Are  contracts  for  certain  ma- 
terials worth  the  paper  on  which  they  are  written? 
It  is  my  understanding  that  certain  of  the  smaller  ma- 
terial manufacturers  in  one  field  have  oversold  their 
capacity  several  times  and  can  deliver  but  a  fraction 
of  what  they  have  contracted  to  deliver.  Will  they 
make  good  on  their  earlier  low-priced  orders  or  on 
their  later  high-priced  contracts  ?  What  will  we  have 
to  pay  next  summer  when  excuses  take  the  place  of 
shipments  ? 

I  believe  these  conditions  are  sufficient  reason  for 
the  adoption  of  the  cost-plus-fixed-fee  contract  by 
builders;  for  its  approval  by  architects  and  engineers, 
and  for  its  acceptance  by  owners  who  are  fair  enough 
to  expect  to  pay  what  their  buildings  really  cost  under 
capable  and  trustworthy  management.  We  can  do 
our  utmost  to  safeguard  an  owner  against  undue  cost, 
but  it  is  not  our  province  to  guarantee  a  cost  unless 
we  wish  to  enter  into  competition  with  Lloyd's.  On 
the  other  hand,  were  the  market  falling',  surely  the 
owner  would  desire  the  advantage  of  possible  lower 
costs. 

Adaptable  to  Smaller-Sized  Jobs 

The  cost-plus-fixed-fee  contract  is  just  as  adapt- 
able to  smaller  sized  jobs  as  to  the  largest  construc- 
tion work  and  the  smaller  contractors  who  are  honest 
and  capable  can  do  work  on  this  basis  as  readily  as 
the  larger  contractors.  The  inefficient,  dishonest  con- 
tractor, whether  large  or  small,  will,  be  weeded  out, 
and  the  standards  of  the  building  industry  will  inevit- 
ably be  raised  to  much  higher  levels  than  would  ever 
be  possible  under  the  lump-sum  contract. 

To  me  the  vital  necessity  to-day  is  for  this  asso- 
ciation to  get  behind  the  cost-plus-fixed-fee  contract 
for  building  construction.  General  contractors  will  not 
lose  by  its  adoption ;  they  have  much  to  gain.  Archi- 
tects and  engineers  have  much  to  gain.  Owners  have 
much  to  gain. 

For  neither  the  owner  nor  his  architect  and  en- 
gineer desires  the  cheapest  building  it  is  possible  for 
a  builder  to  erect  under  the  plans  and  specifications. 
But  that  is  exactly  what  he  gets  under  the  lump- 
sum contract.  There  can  be  no  such  thing  as  com- 
plete specifications.  A  lump-sum  contract  is  a  stand- 
ing invitation  to  a  builder  to  skimp  the  work  just  as 
far  as  he  can  get  away  with  it. 

Of  course,  a  reliable  contractor,  jealous  of  his 
reputation,  will  not  intentionally  be  unfair,  and  yet 


J  98 


THE  CONTRACT  RECORD 


March  :j,  1920 


he  is  not  able  to  look  at  a  problem  wholly  from  the 
standpoint  of  the  owner  if  such  an  attitude  jeopardizes 
his  profit.  Details  not  specifically  covered  in  plans 
and  specification's  are  frequently  essential  to  the  suc- 
cess of  a  building  and  the  builder  is  not  able  under 
a  lump-sum  contract  both  to  conserve  his  own  inter- 
ests and  comply  with  the  owner's  wishes. 

On  the  fixed-fee  plan,  however,  his  profit  is  de- 
termined when  the  contract  is  signed  and  from  that 
date  he  is  seeking  to  erect  the  building  speedily  (so 
that  he  may  release  his  organization  to  earn  another 
fee),  to  erect  it  according  to  plans  and  specifications 
plus  all  later  expressed  wishes  of  architect  and  own- 
er (in  order  that  owner  may  again  seek  his  service) 
and  to  erect  it  at  the  least  cost  compatible  with  the 
set  standard  of  quality  and  speed,  in  order  that  he 
may  share  in  the  savings.  ^Naturally  the  architect  has 
an  interest  in  these  things.  His  work  need  be  only 
that  of  interpreter,  and  not  of  watch  dog. 

Makes  Speedy  Erection  Possible 

Furthermore  the  fixed-fee  contract  permits  work 
to  proceed  on  the  day  the  contract  is  signed.  Con- 
struction may  go  on  coincidentally  with  the  develop- 
ment of  details.  If  speed  is  paramount  the  fixed-fee 
plan  permits  saving  weeks  and  often  months,  requir- 
ed otherwise  for  completion  of  plans  and  specifica- 
tions, quantity  surveys,  advertising  for  bids  and  final 
letting  of  contract.  Under  the  lump-sum  contract  not 
one  step  can  be  taken  until  the  contract  is  let  on 
completed  plans  and  specifications.  Occasionally  a  few 
dollars  may  be  lost  to  an  owner  due  to  the  later  de- 
tailed plans  necessitating  changes  in  the  preliminary 
construction,  but  this  seldom  occurs. 

An  interesting  comparison  of  results  under  the 
two  methods  of  contracting  has  come  to  our  atten- 
tion. Last  year,  two  competing  mercantile  concerns 
decided  at  about  the  same  time  to  enter  a  new  terri- 
tory, and  service  could  only  start  after  new  ware- 
houses were  erected.  Two  reputable  general  con- 
tractors were  engaged,  one  upon  the  lump-sum  and 
the  other  upon  the  fixed-fee  basis.  The  lump-sum  job. 
almost  identical  in  size  with  the  other,  was  started 
first,  but  is  not  yet  in  service.  The  fixed-fee  job  was 
completed  and  in  use  in  December.  Owners  of  the 
latter  advised  architect  and  builder  of  the  imperative 
need  for  speed  and  the  successful  outcome  was  the 
result,  not  of  greater  contracting  ability,  but  of  co- 
operation, trust  and  confidence  on  one  job  and  its  lack 
on  the  other,  and  the  possibility  under  the  fixed-fee 
contract  of  beginning  work  on  the  signing  of  the  con- 
tract, of  excavating  while  foundation  plans  were  be- 
ing prepared,  and  of  keeping  the  work  throughout, 
only  one  step  behind  the  design. 

But  from  the  standpoint  of  the  builder  (a  mem- 
ber of  this  association)  what  are  the  benefits  ex-, 
cept  as  we  share  the  satisfaction  of  owner  and  ar- 
chitect ? 

Do  we  not  render  a  definite  service  for  which 
we  should  be  paid  ?  Is  it  not  well  that  we  know 
with  some  certainty  what  a  given  operation  is  to 
net  us  ?  Is  it  not  legitimate  that  we  put  our  profes- 
sion upon  a  service  basis  comparable  to  that  of  the 
architect  and  engineer  ?  Building  contracting  firms 
are  notoriously  shortlived  and  the  fault  is  not,  we  be- 
lieve, in  the  lack  of  business  ability  so  much  as  the 
system. 

Will  Eliminate  Dishonest  Builder 

Iiut  a  more  fundamental  reason  exists  than  those 
previously  mentioned.   I  believe  that  the  reason  that 


this  association  should  go  on  record  as  favoring  the 
fixed-fee  contract  is  that  it  will  eliminate  from  the 
field  the  dishonest  builder.  It  will  eliminate  the  or- 
ganization which  has  not  the  ability  to  do  successful 
work  and  that  elimination  will  come  about  through 
the  impossibility  of  that  firm  obtaining  new  business. 
Its  record  in  the  past  will  stand  against  it.  Keputa- 
ton  is  vital  to  a  builder  on  fixed-fee  operations.  !t 
is  built  up  only  through  years  of  painstaking  effort. 
It  can  be  wrecked  by  a  single  operation.  Therefore, 
dishonesty  or  lack  of  ability  will  promptly  place  a 
builder  in  such  a  position  that  he  will  be  unable  to 
stand  investigation  and.  therefore,  be  unable  to  op- 
erate. There  should  be  no  room  in  the  building  field 
for  other  than  able,  conscientious  builders. 

To-day's  practice  with  some  builders  operating 
under  the  fixed-fee  plan  is  to  refuse  to  make  preli- 
minary estimates  in  competition.  If  owner  and  archi- 
tect have  not  enough  confidence  and  trust  to  make 
a  contract  subject  to  the  builder's  making  a  satisfac- 
tory estimate  of  probable  cost,  then  they  prefer  not  to 
serve,  believing  that  they  can  do  their  best  where  the 
fullest  confidence  is  reposed  in  them. 

I  sincerely  believe  that  in  these  times  of  high 
building  costs  we  can,  through  the  fixed-fee  plan, 
turn  out  a  building  at  the  absolute  minimum  cost. 
Costs  are  high  at  best.  Legitimate  projects  are  being 
passed  Up  daily,  due  to  the  difficulty  of  figuring  a 
profit  on  the  use  of  structures  at  to-day's  costs.  Co- 
operation, identity  of  interest  and  early  covering  in 
rising  markets,  permitted  through  the  fixed-fee  con- 
tract will  help  toward  cost  reduction. 


Salvaging  Old  Reinforcing  Steel 

During  the  great  flood  of  July,  1916,  the  reinforced 
concrete  bridge  over  the  Catawba  River  near  Bel- 
mont. N.  C,  was  destroyed.  In  replacing  this  bridge 
with  a  series  of  reinforced  concrete  arches  and  girder 
spans  a  considerable  saving  of  money  was  made  by 
utilizing  the  steel  imbedded  in  the  original  wrecked 
structure.  Regarding  this  the  State  Highway  Engi- 
neer for  North  Carolina,  Mr.  W.  S.  Fallis,  in  his  re- 
port for  1917-1918,  gives  the  following: 

On  account  of  the  greatly  increased  cost  of  rein- 
forcing steel,  as  well  as  its  scarcity,  and  the  congest- 
ed shipping  facilities  due  to  war  conditions,  it  was  de- 
cided to  attempt  to  break  up  the  old  wrecked  concrete 
and  to  salvage  therefrom  the  old  reinforcing  steel. 
Very  gratifying  and  interesting  results  were  obtained. 
Jt  was  impossible  to  let  this  salvage  work  to  contract, 
so  the  counties  agreed  to  furnish  the  necessary  labor 
and  tools,  and  the  work  of  salvage  was  carried  out 
under  the  personal  direction  and  supervision  of  the 
Highway  Commission's  engineer.  Over  100,000  lbs.  of 
steel  was  secured  in  this  way.  The  concrete  was 
broken  with  sledge  hammers  and  dynamite ;  and, 
strange  to  say,  generally  the  hammers  were  more  ef- 
fective than  the  dynamite.  The  steel  was  bent  into 
every  conceivable  shape,  and  had,  of  course,  to  be 
straightened  out  ai*d  sorted.  It  was  not  found  to  be 
damaged  in  the  lerst.  The  total  cost  of  salvaging  this 
steel,  including  the  engineer's  salary,  was  only  1*4 
•cent,  per  pound,  and  is  considered  a  remarkable  show- 
ing, in  this  way  alone,  through  the  assistance  of  the 
State  Highway  Commission,  the  counties  cleared  be- 
tween $3,000  and  $4,000  on  steel,  which  they  had  not 
anticipated. 
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Advantages  of  Permanent  Road  Construction 

Good  Roads  are  an  Economic  Necessity — Property  Val- 
ues Greatly  Increase  as  Result  of  Improved  Highways 

 By  H.  S.  Van  Scoyoc*  '  


G()()D  roads  arc  an  economic  necessity.  This 
bare  statement,  a  comparatively  few  years 
ago  would  have  furnished  the  text  for  hours 
of  bitter  discussion  in  almost  any  gathering 
at  which  it  might  have  been  introduced.  To-day  it 
is  a  proposition  which  would  receive  the  unanimous 
support  of  any  meeting.  This  result  has  been  brought 
about  by  the  most  satisfactory  method  of  proof  pos- 
sible, for  good  roads  have  been  built  in  many  sections 
and  the  results  have  convinced  the  most  skeptical. 
They  have  reduced  transportation  costs;  they  have 
enlarged  social  intercourse;  they  have  improved  edu- 
cational opportunities;  they  have  increased  rural 
church  attendance;  they  have  even  saved  human  lives 
by  bringing  the  physician  nearer  to  his  patient. 

What  has  become  of  the  fear  that  paying  for  them 
would  bankrupt  the  community  ?  Who  pays  for  good 
roads  ?  Good  roads,  like  good  advertising,  pay  for 
themselves.  Good  roads  do  cost  money,  but  they 
save  out  of  all  proportion  to  their  cost.  To  be  more 
concrete,  let  us  examine  the  Toronto-Hamilton  high- 
way, the  cost  of  which  was  a  very  live  subject  about 
four  years  ago.  Approximately  40  per  cent,  of  its  cost 
is  borne  by  the  Provincial  Government  out  of  con- 
solidated revenue,  but  the  ultimate  source  was  the 
motorists'  fees.  Speaking  in  Toronto  recently  Mr.  A. 
W.  Campbell,  director  of  highways,  Ottawa,  said 
that  improved  roads  would  save  annually  approxi- 
mately 20  per  cent,  of  the  investment  in  motor  ve- 
hicles. He  included  reduced  fuel  consumption  and 
reduced  charges  for  upkee  )  of  vehicles.  The  motorist 
is  a  willing  contributor  for  road  improvement  and 
he  can  afford  to  be  if  he  gets  his  money's  worth  in 
sat  is  factor)-  construction. 

A  Means  of  Linking  Towns  Together 

The  cities  of  Toronto  and  Hamilton,  together,  con- 
tributed 30  per  cent,  of  the  cost.  In  bad  weather 
$ronte  is  now  nearer  Toronto,  as  far  as  time  is  con- 
cerned, than  New  Toronto  was  before  construction 
began.  Farm  produce  from  the  Grimsby  section  is 
hauled  direct  to  the  Toronto  market,  and  Hamilton 
has  one  of  the  best,  if  not  the  best,  farmers'  markets 
in  Canada. 

Just  at  this  time,  when  the  larger  Canadian  cities 
feel  that  they  are  called  upon  to  contribute  too  large 
a  share  of  provincial  funds,  the  experience  of  Detroit. 
Mich.,  may  be  interesting.  For  road  taxation  pur- 
poses Detroit  is  part  of  the  county  of  Wayne,  and 
pays  in  direct  proportion  to  assessed  valuation.  On 
October  1,  1906,  when  Wayne  County  began  its 
coUnty  road  system,  the  total  county  valuation  was 
$418,070,750,  of  which  Detroit's  share  was  $355,363,- 
747.  or  approximately  85  per  cent.  On  October  1. 
1915,  the  total  valuation  was  $694,158,333,  of  which 
Detroit's  share  was  $558,043,950,  or  only  80  per  cent. 
In  other  words,  while  the  valuation  of  Detroit  during 
a  period  of  phenomenal  growth,  increased  by  57  per 
cent.  the  valuation  of  the  townships  in  the  same  per- 
iod has  increased 'by  117  per  cent.  In  addition,  the  city 

"Manager  of  Publicity,  Canada  Cement  Co..  Ltd.,  formerly  Chief 
Engineer,  Toronto-Hamilton  Highway  Commission,  address  before  Brant- 
ford  Rotary  Club. 


had  annexed  some  of  the  most  desirable  township 
property.  Detroit  has  thus  found  a  satisfactory  way 
to  reduce  its  share  of  the  burden. 

Counties  on  the  Toronto-Hamilton  highway  pay 
approximately  $6,000  per  mile.  In  some  cases  the 
charges  are  actually  less  than  the  county  paid  for 
maintenance  of  less  durable  types  previously.  In  all 
cases  increased  assessments  will  place  the  carrying 
charges  in  reality  upon  the  taxpayers  whose  properties 
have  been  improved.  The  townships  pay  $4,000  per 
mile,  which  may  be  assessed  on  property  adjoining 
the  highway,  or  over  the  entire  township  or  by  a 
combination  of  the  two  methods. 

In  any  case  the  cost  will  largely  fall  on  those  di- 
rectly benefiting.  Farmers,  six  miles  away,  have  haul- 
ed their  produce  to  wayside  markets  along  the  high- 
wax.  In  at  least  one  instance  the  townships'  share 
has  been  placed  on  the  entire  township,  but  in  any 
case  the  individual  property  owner  is  meeting  his 
share  of  cost  willingly. 

Good  Roads  Increase  Property  Values 

One  owner  writing  on  January  22,  1920,  says: 
"Property  along  the  Hamilton  and  Toronto  High- 
way, in  the  locality  where  I  live,  has  increased  enor- 
mously in  value  in  the  past  seven  or  eight  years, 
durin  which  time  the  highway  was  first  discussed 
and  finally  built.  For  instance,  land  lying  between 
the  road  and  the  lake  has  jumped,  I  would  say,  from 
an  average  of  three  to  five  hundred  dollars  an  acre 
to  an  average  of  from  four  to  six  thousand  per  acre. 
One  definite  transaction  is  the  Crystal  Beach,  which 
immediately  adjoins  my  farm.  This  propertv,  which 
lies  between  the  road  and  the  lake,  running-  in  depth 
from  three  to  four  hundred  feet,  consists  of  a  little 
over  eight  acres.  It  was  purchased  in  1911  for  $4,500. 
All  of  the  lots  into  which  this  property  was  sub-divid- 
ed have  been  sold,  and  quite  a  number  which  changed 
hands  during  1919  sold  for  $1,500  or  better  per  lot. 
Figuring  the  average  of  these  lots  this  is  at  a  rate 
of  between  $5,500  and  $6,000  per  acre. 

Further  back,  on  the  next  concession,  along  which 
the  radial  line  runs,  a  number  of  parcels  of  five  and 
ten  acres  were  sold  last  summer  at  "prices  a  little  bet- 
ter than  $500  per  acre.  This  was  bare  land  without 
trees  or  buildings,  situated  about  two-thirds  of  a  mile 
back  from  the  highway.  Any  amount  of  land  along 
that  road  could  have  been  purchased  eight  years  ago 
for  between  $100  and  $150  per  acre." 

"Hard  to  Compute  the  Saving" 

( )n  January  17,  1917,  a  Clarkson  farmer  wrote  the 
Commission  saying,  in  part : 

"I  have  much  pleasure  in  expressing-  my  high  ap- 
preciation of  the  value  of  the  road  to  the  residents  of 
this  section  of  the  township.  Being  one  of  the  prin- 
cipal objectors  to  the  building  of  the  highway  on 
account  of  the  damage  I  thought  it  would  do  to  my 
property,  it  is  only  fair  to  say  that  the  way  the  front- 
age has  been  improved  has  made  my  place  much 
more  valuable,  while  the  road  itself  is  of  incalcul- 
able value  to  me  as  a  fruit  grower;  for  example,  this 
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year  my  only  cost  for  wagon  repairs  has  been  the 
setting  of  the  tires,  while  formerly  the  expense  of 
keeping  my  wagon  in  running  order  has  been  as  high 
as  fifty  or  sixty  dollars.  I  am  able  to  take  large  loads 
of  produce  to  Toronto  without  tiring  my  team,  and 
save  several  hours  on  the  way,  as  well  as  the  large 
expense  of  shipping  by  express  and  the  commission 
for  selling,  and  it  would  be  hard  to  compute  the  sav- 
ing in  dollars  in  one  season." 

Speaking  before  the  Ontario  Good  Roads  Associ- 
ation on  March  1,  1918,  Mr.  R.  H.  Lush  said:  "I 
happen  to  be  on  the  Toronto-Hamilton  highway, 
where  we  now  have  a  frontage  tax  of  a  cent  and  a 
half  per  foot  and  every  ratepayer  on  the  road  is  quite 
willing  to  pay  for  it."  When  the  chairman  asked : 
"Would  you  pay  twice  a  cent  and  a  half  per  foot  rather 
than  be  without  the  road?"  he  replied:  "Certainly,  I 
pay  quite  a  bit  now,  but  I  would  not  be  without  it. 
I  think  it  will  be  worth  many  thousands  to  me  when 
I  want  to. sell  my  property.  Not  only  that,  but  I  can 
now  go  to  market  with  my  produce  with  ease  and 
when  you  consider  all  the  advantages  it  is  a  'cinch' 
to  pay  frontage  tax." 

Another  property  owner,  writing  January  27th, 
1920,  says:  "Land  values  have  undoubtedly  increased 
since  the  construction  and  completion  of  the  high- 
way. Of  couse,  you  will  realize  that  one  of  the  reas- 
ons for  the  increase,  especially  of  these  portions  ad- 
jacent to  the  lake,  is  the  fact  of  their  having  lake 
frontage,  which  makes  it  desirable  from  a  standpoint 
of  summer  homes  for  city  residents,  and  as  a  great 
number  of  the  better  portions  are  gradually  being 
picked  up,  the  remaining  parts  are  increasing  in  value. 
East  of  Burlington,  land  is  now  being  held  at  any- 
where from  $20  to  $30  per  foot  frontage.  I  made  a 
sale  last  fall  of  a  portion  of  my  farm,  fronting  on  the 
highway  and  running  back  to  the  lake  shore  at  $30 

per  foot.  I  understand  that  Mr.  sold  a  certain 

frontage  at  $25  per  foot  last  year.  Mr.    bought 

a  nine-acre  holding  from  Mr.  ,  just  east  of 

Appelby  Road,  and  paid  in  the  neighborhood  of  $25 
per  foot.  Several  Crystal  Beach  lots  changed  hands 
at  about  $35  per  foot.  The  cost  has  not  been  a  cause 
for  worry  since  the  advantages  have  been  seen." 

High  Class  Construction 

A  road  which  is  better  than  its  predecessor  will 
win  for  itself  warm  friends  and  supporters,  but  there 
are  eertain  conditions  of  traffic  and  surroundings 
which  justify  high-iclass  construction).  It  has  been 
possible  for  me  to  secure  figures  concerning  contracts 
awarded  in  28  States  of  the  United  States  during 
1919.  These  figures  refer  to  state  contracts  only,  no 
county  or  township  contracts  being  included. 

Including  only  those  mileages  where  some  form 
of  surfacing  was  applied,  a  summary  of  road  con- 
struction shows  that  of  4516.76  miles  placed  under 
contract  in  1919:  2455.58  miles  were  cement  concrete; 
395.96  miles  were  bituminous  concrete;  88.83  miles 
were  sheet  asphalt;  254.05. miles  were  brick;  0.20 
miles  were  stone  block;  0.30  miles  were  asphalt  block; 
344.95  miles  were  bituminous  macadam;  224.51  miles 
were  macadam ;  752.38  miles  were  gravel.  It  is  sig- 
nificant that  3194.92  miles  or  more  than  70  per  cent, 
of  the  total  is  for  a  type  higher  than  bituminous  ma- 
cadam. The  cement  concrete  road  yardage,  exclusive 
of  streets  and  lanes  placed  under  contract  in  the 
United  States  during  1919  totaled  40,453,337  square 
yards,  equivalent  to  3,830  miles  of  road,  18  feet  in 
width . 

There  are  some  good  reasons  for  this  preponder- 


ance of  high-class  construction,  comparatively  high 
in  first  cost,  viz.,  saving  in  tractive  effort,  saving  in 
fuel,  and  saving  in  maintenance. 

Saving  in  Tractive  Effort 

In  1917  the  Good  Roads  Bureau  of  the  California 
State  Automobile  Association  conducted  a  series  of 
tests  showing  the  pull  in  pounds  per  ton  required  to 
move  a  load  over  various  types  of  unimproved  and 
improved  highways. 

The  results  are  summarized  as  follows: 

Pull  in  Pounds  per  Ton 

Over  a  level,  unsurfaced  concrete  27.6 

Concrete  base  3/8  inch    skin   top  asphaltic  oil  and 

screenings  49.2 

Waterbound  Macadam  level,  good  condition  64.30 

Concrete  base  l!/2  inch  Topeka  top  level,  good  con- 
dition   68.50 

Gravel  road,  good  condition,  level  78.20 

Earth  road  fine  dust  level  92,00 

Earth  road,  stiff  mud  on  top,  firm  underneath,  level.  .218.00 
Loose  gravel,  not  packed  down,  new  road,  level. .  .263.00 

Saving  in  Fuel 

The  White  Company.  Cleveland,  in  co-operation 
with  The  Portland  Cement  Association,  conducted  a 
series  of  tests  on  various  types  of  highways  in  the 
vicinity  of  Cleveland,  Ohio.  These  tests  were  made 
in  the  fall  of  1918  during  cool  weather.  Five  two-ton 
trucks  loaded  to  capacity  were  run  repeatedly  over 
various  sections  of  paved  and  improved  roads.  The 
average  mileage  per  gallon  of  gasoline  is  shown  by 
the  following  table : 

Earth  5.78  miles  per  gallon 

Fair  gravel  7.19  "  " 

Good  gravel  9.39  "  " 

Fair  Bituminous  Macadam  ... .  9.48  "  " 

Fair  Brick  9.88  "  " 

Good  Brick  11.44  "  " 

Concrete  11.78  "      •  " 

In  the  Iowa  State  Highway  Commission  Service 
Bulletin  for  September,  1919,  are  given  results  secur- 
ed from  tests  made  by  the  Good  Roads  Section  of  the 
Engineering  Experiment  Station  of  Iowa  State  Col- 
lege, at  Ames.  A  heavy  aviation  type  army  truck 
with  a  gross  weight  of  truck  and  load  of  nearly  eight 
tons  is  being  used  in  the  series  of  tests.  The  gaso- 
line consumption  has  been  reduced  to  an  equivalent 
level  road  so  that  the  effect  of  any  grades  that  might 
occur  has  been  eliminated. 

Miles  Ton-miles 
Kind  of  Road  Surface  per  gallon    per  gallon 

Ordinary  gravel   2.22  17.8 

Gravel  in  excellent  condition    2.66  22.42 

Bitulithic   2.86  22^8 

Concrete  in  good  condition   .    ...  3.83  30.64 

Monolithic  Brick   3.84  30.72 

Maintenance  figures  are  likely  to  be  misleading 
unless  all  of  the  conditions  are  known.  Sometimes 
only  surface  maintenance  is  included.  In  other  in- 
stances cited  details  will  be  given  as  far  as  known: 


State  of  Washington  for  Year  1918 


Type  of  Surface 
Brick  pavement — Excessive  brick  costs 

due  to  extensive  replacements  made 

necessary  by  roadbed  settlement  etc. 

Concrete  

Asphaltic  Concrete  

Bitulithic  and  Warrenite  

Sheet  Asphalt  

y2  width  Concrete  and  ^2  width  gravel 

and  macadam  

Bituminous  Macadam  

Waterbound  Macadam  

Crushed  Rock  Surfacing  

Gravel  Surfacing  


Mileage 


8.81 
102.38 
23.24 
17.77 
5.97 


Cost 
per  mile 


$755.08 
111.61 
338.68 
289.45 
34.68 


  8.53  288.61 

  40.06  490.03 

  '125.05  418.52 

  66.30  483.61 

  825.81  428.48 

The  cost  figures  include  all  expenditures  reported 
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upon  the  highway,  its  roadbed,  drainage  facilities, 
surfacing-  or  pavement ;  also  apportionment  of  costs 
of  equipment,  supplies  and  supervision. 

Figures  Published  in  Ohio  State  Highway  Report,  1916 

Cost 
per  mile 

Type.  Mileage     per  year 

Concrete   203  51.00 

Brick   381  105.00 

Gravel   40  194.00 

Macadam   731  263.00 

Maintenance  Cost  in  New  York  1915  to  1918 

Average 

Cost 
per  mile 

Type  Miles  maintained    per  year 

Bituminous  penetration   2793  $490 

Gravel   173  843 

YVaterbound  macadam   2451  911 

Brick   284  210 

Cement  concrete   208  138 

Second  class  concrete  •   291  938 

Mixed  method  bituminous  on  concrete  89  356 

Commissioner  Greene,  of  New  York,  says  80.48 
miles  of  macadam  roads  which  were  built  in  1912,  at 
an  average  cost  of  $11,874  per  mile,  had  cost  by  Jan. 
7,  1919,  an  average  of  $8,723  per  mile  for  maintenance, 
the  average  maintenance  per  mile  per  ve&r  being 
$1342. 

Toronto-Hamilton  Highway  Costs 

Toronto-Hamilton  Highway  expenditure  on  con- 
crete macadam  road — surface"  only — for  labor,  ma- 
terials and  superintendence  is  given  in  the  following 

table :  Concrete 

1916       1917        1918  1919 

Miles  in  service   16  miles  31  miles  36  miles  36  miles 

Chiselling  joints  $512.34  $948.28  $581.14 

Tarring   cracks   and   joints    377.05    767.70  1614.45 

Total  maintenance  cost.  .  .$889.39  $1715.98  $2195.59  $1 726. 6S 
Average  cost  per  mile...    55.59       55.35       60.99  47.83 

Macadam 

1.17  miles  1.70  miles  1.70  miles  1.20  miles 
Surface  treatment  ..  .$1256.16  $6140.36  $9726.98  $7491.90 
Average  cost  per  mile  1073.63  3611.97  5721.75  6243.25 
The  average  cost  per  mile,  per  year,  thus  works  out 
as:  Surface  treated  macadam,  $4265.85;  cement  concrete, 
$54.81. 


A  study  of  the  haulage  costs  and  upkeep  charges 
will  serve  to  explain  the  present  tendency  in  main 
highway  construction,  where  experience  is  being 
crystallized  into  action!  There  is  still  a  better  and  a 
loftier  reason  for  high-class  construction.  It  makes 
for  a  higher  type  of  citizenship.  In  1916,  when  Chief 
Engineer  of  the  Toronto-Hamilton  Highway,  it  was 
my  good  fortune  one  day  to  have  dinner  in  a  farm 
house  fronting  on  the  highway.  Over  our  final  cup 
of  tea  I  said  to  the  good  lady  of  the  house :  "What 
do  you  think  of  the  new  road  ?  I  will  never  forget 
her  reply :  "Words  cannot  tell  what  it  is  doing  for 
us.  We  have  lived  here  for  twenty  years,  ever  since 
we  were  married.  Our  children  are  growing  up  here. 
As  you  know,  this  road  was  not  previously  the  most 
travelled.  On  account  of  the  heavy  sand  it  was  avoid- 
ed in  dry  weather,  but  was  the  only  possible  road 
when  rain  made  the  clay  stretches  on  Dundas  street 
impassable.  Travellers  were  few.  We  used  to  hud- 
dle by  the  window  in  the  front  parlor  and  carefully 
peek  out  under  the  shades  to  watch  them  go  by. 
Their  heads  were  down.  If  it  was  necessary  to  turn 
out  to  pass  another  rig  we  had  to  close  our  ears  to 
keep  out  the  burning  language.  They  cursed  the 
country,  the  province,  the  county,  the  township,  the 
Farm.  We  were  ashamed.  But  now  hundreds  go 
by  where  one  went  before.  Every  one  is  sitting  up 
Straight  w  ith  a  smile  on  his  face.  We  sit  on  the  front 
balcony  and  enjoy  the  cheery  greetings.  When  they 
pass  another  rig  there  is  a  wave  of  the  hand ;  often  we 
hear  "A  fine  day."  "a  dandy  road,"  "best  crops  we 
have  ever  seen."  We  are  proud  of  our  farm,  our 
township,  our  county,  our  province,  our  country." 
That  is  the  spirit  that  will  make  our  country  great. 

Let  us  say  with  Ruskin :  "Therefore  when  we 
build,  let  us  think  that  Ave  build  forever.  Let  it  not 
be  for  present  delight,  nor  for  present  use  alone.  Let 
it  be  such  work  as  our  descendants  will  thank  us  for, 
and  let  us  think,  as  we  lay  stone  on  stone,  that  a  time 
is  to  come  when  those  stones  will  be  held  sacred  be- 
cause our  hands  have  touched  them,  and  that  men 
will  say  as  they  look  upon  the  labor,  and  wrought 
substance  of  them:  'See  this  our  fathers  did  for  us.'" 


Sewage  Problems  of  York  Township,  Ont. 

This  Municipality  Has  Peculiar  Problems  Owing  to  its 
Proximity  to  Toronto — Considerations  in  Design  of  System 

 By  J.  M.  M.  Greig*  


THE  Township  of  York,  Ont.,  almost  encloses 
the  city  of  Toronto,  consequently  there  was 
at  one  time  a  rapid  growth  of  houses  and 
streets  in  the  township  areas  immediately  ad- 
joining the  city  limits.  The  people  on  the  margin 
expected  to  obtain  water  supply,  sewers,  gas,  etc., 
from  the  city  and  the  tendency  up  to  a  certain  stage 
was  to  look  for  all  improvements  in  that  direction. 
A  few  streets  in  the  township  have  been  sewered  in  the 
last  few  years  and  these  sewers  have  their  outlets  in 
the  adjoining  city  sewers. 

The  populous  parts  of  the  township  are  now  no 
longer  the  mere  margin  of  the  city,  but  the  population 
has  spread  itself  out  to  such  an  extent  that  the  time 
has  arrived  for  the  township  to  look  into  the  pos- 
sibilities of  sewering  the  whole  area.    In  consequence 

*Read  before  Toronto  Branch,  E.  I.  C. 


the  township  council  called  for  a  preliminary  report 
on  a  comprehensive  sewer  scheme  for  the  township. 

Mr.  R.  O.  Wynne-Roberts,  who  is  affiliated  with 
Mr.  Frank  Barber,'  the  township  engineer,  has  pre- 
pared a  preliminary  report  on  the  whole  area,  and 
this  paper  read  last  Thursday  before  the  Toronto 
Branch,  E.I.C.,  gives  some  notes  on  the  methods 
adopted  in  the  preliminary  investigation  of  the  pos- 
sibilities of  the  comprehensive  sewer  scheme. 

Township  Tied  in  With  City 

Generally  speaking  the  greater  part  of  the  town- 
ship slopes  towards  Lake  Ontario.  The  next  most  im- 
portant slopes  are  those  towards  the  rivers  Humber 
and  Don  but  the  general  trend  of  part  of  the  Western 
area  is  cut  into  by  creeks  which  rise  in  the  high 
ground  and  run  diagonally  from  northwest  to  south- 
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east  right  through  the  city.  The  city  and  township 
meet,  not  on  any  natural  watershed  or  stream  course 
but  along  arbitrary  lines,  which  are  the  outcome  of 
real  estate  subdivision. 

The  township  of  York  almost  surrounds  the  city 
and  the  streams  rising  in  the  township  flow  towards 
the  lake  through  the  city.  The  effect  of  this  is  ob- 
vious. It  means  that  many  parts  of  the  township 
must  be  sewered  a gainst  the  natural  grade  if  they  are 
to  be  kept  clear  of  the  city.  The  Black  Creek  water- 
shed, Swansea  district  and  the  small  section  north  of 
Danforth  and  east  of  Woodbine  Heights  are  the  only 
localities  in  which  it  is  possible  to  drain  naturally 
away  from  the  city. 

It  is  not  the  object  of  this  paper  to  deal  with  the 
actual  reports  submitted  to  the  Council,  but  rather 
to  state  the  methods  adopted  in  arriving  at  the  data 
for  these  reports.  Districts  and  boundaries  may  there- 
fore be  left  out  of  consideration  for  the  present. 

Residental  District;  Population  not  Dense 

The  first  consideration  then  is  the  quantity  of 
sewage  to  be  dealt  with.  The  township  is  broadly 
speaking  a  residential  district  and  the  population  is 
not  likely  to  be  dense.  Forty  persons  per  acre  using 
SO  gals,  of  water  per  day  with  hr If  of  this  drawn  off 
in  8  hours  gives  a  flow  per  acre  of  something  less 
than  one  one-hundreth  of  a  cubic  ft.  per  second.  One 
one-hundredth  c.f.s.  was  taken  as  the  figure  for  sewage. 
It  was  possible  to  design  a  scheme  dealing  with  sew- 
rge  alone  with  comparatively  small  pipes,  and  at  first 
sight  this  would  seem  the  obvious  plan  for  the  town- 
ship in  its  early  stages  of  development.  One  diffi- 
culty which  confronted  us  was  the  flat  gradients  re- 
quired to  get  out  of  the  valleys  sloping  towards  the 
city. 

It  was  necessary  in  some  cases  to  take  the  trunk 
sewers  through  the  ridge  dividing  water  sheds  at,  of 
course,  great  depths.  Though  small  diameter  sewers 
would  carry  the  sewage  on  reasonable  gradients,  when 
working  against  the  disadvantages  mentioned,  much 
larger  diameters  were  necessary,  with  the  consequent 
increase  in  cost.  These  disproportionately  large  sew- 
ers would  have  too  low  velocities  and  would  likely 
cause  much  trouble  by  prolonging  the  time  the  sewage 
must  remain  in  the  sewer.  These  considerations 
caused  us  eventually  to  abandon  the  idea  of  a  separate 
system  of  sewers  for  most  of  the  scheme. 

Allowance  for  Rain  Water 

In  the  separate  system  no  allowance  is  made  for 
rain  water  from  roofs  of  houses,  so,  unless  the  house- 
holders have  it  in  water  cisterns  and  take  advantage 
01  this  supply  of  soft  water,  flooding  will  occur  on  the 
lawns  and  yai'ds.  If  water  is  admitted  to  the  sewers 
from  the  down  pipes  the  conditions  are  naturally 
changed.  The  sewers  would  receive  benefit  from  the 
flushing  caused  by  the  increased  quantity  of  water 
during  rainstorms  which  would  be  of  assistance  where 
ihe  grades  are  flat,  but  on  the  other  hand,  the  sewers 
would  now  have  to  be  much  larger. 

Investigation  showed  that  6  or  7  houses  was  a 
fair  average  per  acre,  and  the  area  of  house  roofs 
would  then  be  .075  of  the  total  area.  With  a  rainfall 
intensity  of  1.0  inches  per  hour  the  runoff  from  roofs 
would  be  .12  cu.  ft.  per  second  per  acre,  that  is,  12 
limes  the  dry  weather  flow.  This  "roofwater  and 
-cwage"  in  the  same  sewer  looks  a  pretty  good  scheme 
for  a  developing  district,  but  like  the  "sewage  only" 
scheme  it  is  not  a  final  solution.    There  is  still  the 


storm  water  from  roads,  lawns  and  back  yards  to 

deal  with. 

Taking  Care  of  Storm  Water 

As  a  district  gets  built  up  sidewalks  are  laid,  pave- 
ments put  down  and  the  proportion  of  land  which  will 
absorb  rain  as  it  falls  becomes  less.  In  time  every 
heavy  rain  fall  will  mean  flooded  ground.  How  is  this 
to  be  dealt  with?  The  trunk  systems  of  the  sewers 
might  be  paralleled  by  additional  trunks  or  relief 
sewers,  which  would  receive  from  the  original  trunks 
by  overflows  such  excess  rainfall  as  they  could  not 
carry,  but  the  lateral  sewers  in  each  individual  street 
would  not  be  large  enough  to  deal  with  the  rainfall 
were  connections  to  be  made  to  them  from  the  catch 
pits.  etc.  So  to  deal  with  the  storm  water  in  addition 
to  the  sewage  and  roof  water  it  would  be  necessary  to 
have  a  second  sewer  in  each  street.  These  storm  sew- 
ers might  be  laid  in  shallower  trenches  and  so  be  less 
costly,  also  their  installation  might  be  delayed  for  a 
good  many  years  and  so  keep  down  the  initial  capital 
charges,  but  on  the  other  hand  pavements  would  be 
cut  (ip  by  them  and  house  connections  already  in, 
might,  in  crossing  coincide  with  the  adopted  grade 
of  the  storm  sewer  and  cause  much  trouble.  There 
is  also  the  danger  of  house  drains  being  connected 
to  the  wrong  sewer.  Where  a  district  slopes  toward 
a  stream,  into  which  storm  water  can  be  discharged 
at  many  points  of  its  course,  that  is  to  say,  where  near- 
ly every  street  running  towards  the  river  could  deliver 
its  storm  water  into  it,  probably  a  seperate  system 
would  be  the  least  costly,  both  in  the  developing  stage 
and  ultimately.  In  York  township  the  conditions  are 
not  very  favorable  to  this  system  for  in  most  cases 
the  outfall  for  storm  water  would  be  into  the  city 
area  into  which  it  now  flows  from  the  land. 

Overflows  for  Certain  Areas 

In  the  district  east  of  the  Woodbine  Heights,  in  the 
Black  Creek  area,  and  in  the  Swansea  district,  it  is 
possible  to  keep  down  the  size  of  the  main  trunks  by 
overflows  at  certain  points  with  short  relief  sewers 
taken  from  these  overflows,  to  the  stream. 

In  the  lower  Black  Creek  area  immediately  ad- 
joining the  creek  and  in  the  lowest  parts  of  Swansea 
where  the  lack  of  fall  compels  the  use  of  pumps, 
sewage  only  is  dealt  with  in  the  present  proposal  as 
these  areas  lend  themselves  to  the  separate  system 
and  short  storm  sewers  could  deal  later  with  any  part 
likely  to  be  flooded. 

A  few  reasons  have  been  given  for  the  adoption  of 
the  combined  system  and  now  it  is  necessary  to  ascer- 
tain what  we  may  expect  in  the  way  of  rainfall  and 
runoff. 

The  volume  of  storm  water  will  be  so  large  as 
compared  with  the  sewage  flow  that  it  is,  in  most 
cases,  unnecessary  to  consider  sewage  except  from  one 
angle,  namely  that  of  fixing  gradients,  so  as  to  make 
the  sewers  self  cleansing  with  dry  weather  flow. 

Rainfall  Data 

Until  comparatively  recent  times  rainfall  gauges 
simply  recorded  the  total  fall  and  if  they  were  examined 
daily,  the  record  taken  was  that  of  the  precipitation  for 
each  day,  usually  stated  in  inches.  This  information 
is  very  useful  in  estimating  the  monthly  or  yearly 
yield  of  a  catchment  area  for  water  supply  or  power 
development,  but  it  is  not  of  much  use  in  sewer 
design.    The  object  of  a  combined  system  is  to  get 
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rid  of  the  surface  water  as  soon  as  possible  and  so 
prevent  flooding. 

Land  in  a  natural  state  with  a  fair  slope  permits 
the  falling  rain  to  flow  oft'  in  a  film  over  the  surface 
to  the  streams,  r.nd  it  also  absorbs  a  great  quantity 
which  percolates  directly  into  the  soil,  but  with  paved 
areas  etc.,  as  in  a  city,  less  absorption  takes  place, 
the  surface  film  is  barred  by  artificial  objects  and  the 
result  is  roads  are  converted  into  rivulets  and  flooding 
takes  place  in  numerous  localities  before  the  water 
can  reach  the  natural  outlet  in  the  stream.  The  point 
then  is  not  what  is  the  total  rainfall  in  a  day  but  rrther 
what  happens  every  five  minutes.  Many  cities  now 
have  self-recording  rain  gauges  which  give  rainfall 
over  short  periods.  From  these  we  find  that  some 
storms  may  be  so  intense  that  y2  inch  falls  in  one 
particular  five  minutes,  that  is,  at  the  rate  of  six 
inches  per  hour.  A  total  precipitation  of  6  inches  in 
24  hours  is  a  very  severe  storm.  Taking  these  short 
period  gaugings,  maximum  rates  have  been  found  for 
5  minutes,  10  minutes,  etc.  rnd  so  on,  over  a  period  of 
years.  The  highest  rainfall  occurring  in  each  year  or 
period  of  years  has  also  been  found  and  from  this  in- 
formation it  is  possible  to  say,  for  instance,  that  every 
five  years  there  may  be  a  storm  intensity  of  4.7  inches 
per  hour  for  a  period  of  five  minutes. 

Definite  figures  for  rainfall  are  readily  obtained 
but  it  is  hard  to  estimate  the  amount  of  runoff,  as  so 
much  depends  on  the  state  of  the  surface  on  which 
the  rain  falls.  In  a  residential  district  about  30%  of 
the  total  area  will  be  impermeable  when  fully  devel- 
oped. The  remaining  70%  of  the  area  will,  at  the 
start  of  the  storm,  absorb  a  good  deal  of  the  rain  and 
the  roughness  of  the  lawns,  etc.,  will  hold  up  a  fiilm  of 
water  and  act  as  storage  tanks  delaying  the  progress 
of  the  water  towards  the  sewers.  Only  very  careful 
gauging  of  existing  sewers  in  conjunction  with  short 
time  rainfall  measurements  will  enable  us  to  solve 
the  problem  of  runoff. 

Rain  falling  at  the  rate  of  1  inch  per  hour  if  all 
collected  would  mean  a  rate  of  runoff  from  one  acre 
of  nearly  1  cu.  ft.  per  second.  The  coefficients  of 
run-off  are  roughly  30  per  cent,  of  the  rain  fall  for  the 
first  20  minutes;  after  20  minutes,  some  allowance  has 
been  made  for  the  flow  from  the  previous  area,  as  by 
this  time  it  is  probable  the  ground  will  be  so  soaked 
that  the  surface  run-off  will  be  considerably  increased. 
A  table  of  run-off  coefficients  gives  a  ready  method 
of  estimating  the  quantity  of  water  to  be  dealt  with, 
but  in  using  these  it  is  necessary  to  know  the  time 
of  concentration  for  each  point  in  the  sewer. 

Determination  of  Run-off 

In  some  instances  the  quantity  of  run-off  has  been 
worked  out  on  the  principle  of  applying  the  rate  of 
rainfall  corresponding  with  the  time  of  concentration 
at  each  point  in  the  line  of  a  trunk  sewer.  Thus,  if 
the  storm  water  took  ten  minutes  to  reach  a  certain 
point,  then  the  ,  area  tributary  to  this  point  in  acres 
was  multpilied  by  the  rainfall  rate  for  a  ten  minute 
storm  and  reduced  by  the  percentage  of  impermeable 
area.  By  plotting  the  results  arrived  at  in  this  way 
for  a  number  of  sewers,  a  curve  was  obtained  which 
gives  directly  the  run-off  to  be  expected  from  any 
acreage.  With  this  curve  it  is  possible  to  estimate 
the  run-off  from  any  acreage  without  going  into  the 
time  required  for  water  to  flow  through  the  sewer. 

A  graphic  method  of  working  out  the  probable 
quantity  of  storm  water  in  a  trunk  sewer  was  suggested 
by  Mr.  Wynne-Roberts.    Without  going  into  details 


the  object  of  these  diagrams  is  to  show  how  it  is  pos- 
sible for  the  flood  from  one  branch  to  have  passed 
a  particular  section  before  that  section  receives  the 
peak  load  from  another  branch  sewer.  This  diagram 
has  been  worked  out  for  storms  of  5,  10  and  20  minutes 
duration  from  one  district. 

All  the  proposed  sewers  in  the  York  Township 
scheme  have  been  worked  out  on  the  "Rational  Meth- 
od" taking  the  time  of  concentration  into  account  and 
their  sizes  fixed  by  the  quantities  arrived  at  in  this 
way.  When  it  comes  down  to  making  working  draw- 
ings it  would  be  well  to  try  out  each  trunk  by  the 
diagrammatic  method. 

Mapping 

Plans  to  a  scale  of  200  ft.  1  in.  were  prepared  and 
contours  drawn  on  them  from  lines  of  levels  run  on 
street  lines.  A  study  of  the  contours  brought  out  the 
best  lines  for  trunk  sewers  and  then  the  direction  of 
flow  of  all  laterals  was  indicated  on  each  street,  the 
watersheds  being  thus  defined.  Every  street  inter- 
section was  given  a  number.  The  information  on 
these  plans  was  then  transferred  to  a  calculation  sheet 
with  headings:  Street,  name,  from,  to,  distance,  length 
(for  area)  width  (for  area ),  surface  elevations.  From 
this  the  acres  tributary  to  each  section  can  be  worked 
out.  The  surface  elevations  give  an  indication  of  the 
gradients  available.  The  elevations  for  the  inverts  were 
entered  in  the  table  as  if  the  sewers  were  lying  on  the 
surface  of  the  ground  or  near  to  it,  so  that  at  a  glance 
it  was  observable  how  nearly  the  adopted  grades 
paralleled  the  surface.  After  working  through  the 
calculations  in  this  way,  it  was  only  necessary  to  take 
10  feet  off  of  all  elevations  to  arrive  at  the  real  invert 
levels.  It  was  possible  by  taking  the  data  from  the 
plans  into  the  calculation  sheets  to  settle  the  gradients 
and  sewer  sizes  without  further  reference  to  the  plans 
or  plotting  of  any  profiles.  Of  course  when  working 
drawings  are  got  out,  profiles  will  be  used  and  probably 
many  minor,  modifications  and  improvements  made  on 
the  gradients. 

Financial  Considerations 

The  report  sent  in  is  purely  a  preliminary  one,  but 
having  built  up  this  general  scheme  it  is  possible  to 
try  out  various,  modifications  with  some  idea  of  how 
they  will  effect  the  building  as  a  whole.  In  a  sewerage 
scheme  comprising  many  drainage  areas,  artificial  and 
natural  watersheds  contiguous  to  one  another,  it  is 
a  very  intricate  problem  to  arrange  the  design  so  that 
they  are  in  co-relation.  Whatever  you  take  from  one 
area  must  be  added  to  another  with  the  corresponding 
changes  made  in  sewer  sizes,  etc.  involved  thereby. 
The  most  serious  problem  is  to  so  design  the  sewers 
that  they  will  serve  the  present  needs  without  an 
undue  financial  burden  and  yet  form  part  of  a  greater 
scheme  capable  of  taking  future  requirements.  This 
side  of  the  problem  will  need  further  study  and  it  is 
possible  we  shall  find  a  financially  sound  policy  to  lay 
down  certain  portions  of  trunk  sewers  now,  the  capac- 
ity of  which  will  be  quite  inadequate  for  final  con- 
ditions, and  arrange  to  parallel  them,  possibly  ten 
years  hence,  with  relief  sewers.  The  history  of  a  great 
many  cities  has  shown  this  to  be  the  method  actually 
carried  out,  but  how  much  of  this  was  due  to  lack  of 
foresight  and  how  much  to  financial  considerations  we 
cannot  tell. 

Tt  is  to  be  hoped  that  the  town  planning  authorities 
will   exercise  their  powers,  to  prevent  promiscuous 

(Continued  on  page  207) 
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Developments  in  1919  in  the  Uses  of  Machinery 

for  Highway  Construction 

Progress  Made  in  Determining  Types  of  Plant  Adapted 
to  Rapid  and  Economical  Construction— Use  of  Motor 
Trucks  and  Tractor-Trailers  for  Material  Haulage  Increases 


MACHINERY  was  more  widely  employed  last 
year  and  in  larger  plant  units  than  ever 
before  in  highway  construction.  Due  to 
experimentation,  unskilled  direction  and 
lack  of  experience  in  selecting  plant,  the  results  were 
not  definite.  Toward  the  end  of  the  season,  certain 
general  conclusions  began  to  be  drawn.  Experience 
had  indicated  which  types  and  arrangement  of  equip- 
ment gave  the  better  results.  Nevertheless,  highway 
builders  will  not  "  find  in  the  year's  experience  a 
definite  answer  to  any  specific  question,  not  even  to 
the  question  whether  extensive  machine  equipment 
is  wise. 

The  season,  however,  did  advance  highway  con- 
struction plant  practice  in  one  respect :  it  pointed  out 
the  need  for  more  careful  co-ordination  between  the 
various  items  of  plant,  the  introduction  of  the  factory 
idea.  In  other  words,  it  directed  attention  to  the 
plant  as  a  whole,  rather  than  to  individual  machines 
or  items  of  equipment.  In  addition,  it  helped  to 
establish  a  broad  classification  for  types  of  highway 
plant;  it  emphasized  the  importance  of  skilled  direction 
of  operation,  and  showed  up  weakness  in  plant  design. 
This  development  is  described  by  C.  S.  Hill  in  Engine- 
ering News  Record  from  which  this  article  is  reprinted. 

Broad  Lessons  Learned 

In  general,  the  chief  advance  of  the  year  was  the 
emphasis,  above  referred  to,  on  the  development  of 
complete  road-building  plants.  There  was  little  new 
in  the  development  of  machines  as  such.  The  power 
finishing  machine,  which  came  nearest  being  new,  was 
old,  though  not  previously  widely  used,  and  so  were 
other  devices  that  in  the  last  year  were  generally  con- 
sidered novelties. 

Despite  the  fact  that  the  chief  advance  of  the  year 
was  in  the  direction  of  properly  co-ordinated  plant,  the 
impression  must  not  be  given  that  there  was  universal 
appreciation  of  the  idea.  There  was  progress,  how- 
ever, in  getting  it  accepted,  and  this  progress  was  due 
to  two  circumstances :  The  adoption  of  large-mileage 
contracts  and  the  extensive  entrance  into  the  field  of 
large  general  construction  companies.  The  large  con- 
tract provided  the  opportunity  and,  perhaps,  the  need, 
and  the  large  contractor  posessed  the  necessary  capital. 

Progress  during  the  year  in  determining  the  best 
types  of  plant,  like  the  progress  in  the  co-ordinated 
plant  idea,  was  partial.  Four  general  types  were 
used : 

1.  First  in  order  of  use  and  in  the  perfection 
with  which  the  details  had  been  worked  out,  was 
industrial-railway  haulage  of  batches  loaded  at  a  central 
proportioning  plant  and  charged  directly  to  mixers 
traveling  the  subgrade. 

2.  Stationary  mixing  plants  with  long-distance 
haulage  of  wet  concrete  on  to  the  subgrade. 

3.  Portable    mixing    plants,    moved  to  widely 


spaced  stock  piles  in  succession,  with  short-distance 
wet  haulage  onto  the  subgrade. 

4.  The  long-familiar  paving-mixer  outfit  charged 
by  wheeling  from  continuous  stock  piles  on  the  sub- 
grade. 

Classified  according  to  the  magnitude  of  the  oper- 
ation, the  first  type  led,  followed  closely  by  the  third 
type  ;  these  were  the  popular  plants  for  large  operations 
of  10  to  20  miles  of  road,  and  were  in  general  use 
for  smaller  operations  also.  Generally,  the  second  and 
fourth  types  were  confined  to  contracts  of  about  five 
miles  and  never  to  those  exceeding  10  miles. 

Classified  according  to  magnitude  of  investment, 
the  first  type  of  plant  led  in  cost,  with  the  second  and 
third  types  close  seconds  and  the  fourth  type  well  in 
the  rear.  Classified  according  to  the  number  of  units 
and  the  necessity  for  their  close  co-ordination,  the 
types  ranked  about  in  the  order  in  which  they  have 
been  numbered.  Classified  according  to  general 
utility  of  the  equipment,  the  order  was  about  as 
follows :  The  first  type  of  plant  had  the  fewest  major 
units  which  were  suited  to  other  operations  than 
highway  construction,  the  fourth  type  followed,  the 
third  came  next,  and  the  second  type  had  the  greatest 
number  of  units  which  could  be  used  for  general 
construction. 

Based  on  last  year's  records,  which  is  unfair  for 
reasons  which  are  indicated  further  on,  none  of  these 
plant  units  demonstrated  great  superiority  over  the 
others  in  average  output  for  a  season. 

Large  Versus  Small  Plants 

The  fact  that  under  last  year's  conditions  the 
small  outfit  suffered  so  little  in  comparison  of  output 
with  that  of  the  large  plants,  draws  attention  to  the 
need  for  skilled  management.  Let  it  be  clearly  under- 
stood that  in  thus  comparing  outputs  of  small  and 
large  plants,  the  latter  exhibited  much  greater  rates 
of  output,  but  little,  if  any,  greater  averages.  Better 
management  of  the  smaller  plants  was  possible  under 
the  conditions  of  acute  materials  shortage.  They 
could  be  operated  to  full  capacity  when  the  large  plant 
could  not.  They  could  be  operated  at  part  capacity 
at  less  cost  per  unit  of  production.  This  did  not  prove 
that  the  large  plant  was  inferior ;  it  merely  demon- 
strated that  large-plant  conditions  were  necessary 
for  successful  large-plant  operation. 

In  emphasizing  the  conditions  required  for  the  use 
of  large  plants,  last  year's  experience  performed  its 
greatest  service  to  the  contractor.  These  requirements 
are : 

1.  Materials  supply  always  equal  to  the  output 
capacity. 

2.  Exact  co-ordination  of  plant  units  in  speed  and 
capacity. 

3.  Precise  routing  of  materials  on  the  work. 


March  :;.  1920 


THE  CONTRACT  RECORD 


205 


4.  Rigid  maintenance  of  all  machines  in  working 
order. 

5.  Planning-  ahead  of  operations,  and 

6.  Complete  recording  and  analysis  of  methods 
and  results. 

Experience  last  year,  furthermore,  made  plain  the 
fact  that  unless  these  conditions  are  assured,  large- 
plant  construction  outfits  will  fall  short  of  their 
possibilities  and  may  prove  unwise. 

To  recapitulate,  the  year's  far-reaching  develop- 
ments in  machine  construction  of  highways  were: 
Extension  of  the  practice  of  the  factory  idea  of  co- 
ordinated equipment ;  broad  definition  of  successful 
plant  types,  and  emphasis  on  the  importance  of  skilled 
direction  of  plant  operations. 

New  Machines  and  Operations 

Strictly  speaking,  no  new  road-building  machines 
were  developed.  Several  were  new  in  the  sense  that 
they  were  generally  used  for  the  first  time  last  year. 
Outstanding  among  these  is  the,  power  compacting 
and  finishing"  machine  for  concrete  slabs.  For  cpiick 
reference,  the  machine  development  of  the  year  may 
be  considered  under:  Grading  and  subgrade  prepara- 
tion ;  unloading  and  proportioning  of  materials ; 
transportation  of  materials;  charging  materials  and 
mixing;  placing  and  finishing  pavement. 

In  heavy  grading,  tractor  operation  of  plows,  scari- 
fiers, and  grading  machines  was  noticeably  increased. 
The  development  of  a  definite  practice  of  substituting 
tractors  for  horses  in  all  operations  requiring  more 
than  one  team  appeared.  With  tractor  operation  an 
indication  also  was  had  of  the  need  for  strengthening 
machines  for  uprooting  and  cutting  down  hard  packed 
material  like  old  macadam  and  gravel  surfacing.  For 
light  grading  or  subgrading  preparation  there  was 
an  increased  use  of  machines  for  fine  finishing  in 
order  to  meet  the  growing  tendency  of  specifications 
to  call  for  profiles  exceedingly  close  to  theoretical 
lines  and  surfaces.  In  some  specifications  y$  in.  was 
the  variation  permitted.  In  design  of  novelty,  the 
subgrade  finisher  or  planing  machine  stood  out  most 
prominently.  This  machine  rides  on  steel  side  forms 
set  ahead  accurately  for  slab  construction,  and  is 
handled  by  a  road  roller  or  tractor,  with  skilled 
operation,  the  fresno  scraper  was  another  successfully 
used  device  for  close  finishing. 

Loading-plant  practice  in  1919  indicated  that  the 
ideas  of  contractors  were  still  rather  jumbled.  Sta- 
tionary elevator  bins,  travelling  bins,  and  stock  piles 
over  tunnels,  both  surface  and  subsurface,  were  used 
about  equally,  with  both  locomotive  cranes  and  der- 
ricks, and  both  large  and  small  buckets  for  unloading. 
Toward  the  end  of  the  year,  favor  leaned  to  the 
elevated  bin  plant.  A  growing  inclination  toward 
traveling  bins  as  advantageous  in  cutting  down 
switching  and  shunting  operations  was  also  ap- 
parent. Bulk  handling  of  cement  was  the  successful 
loading  plant  experiment  of  the  year.  The  experience 
of  several  contractors  demonstrated  the  practicability 
of  (1)  safe  shipment  in  open  top  cars  with  tarpaulin 
covers ;  (2)  unloading  without  waste  by  clamshell 
buckets;  (3)storage  in  open  top  bins  with  tarpaulin 
covers;  (4)  charging  by  measuring  chutes  without 
excessive  dusting.  Careful  planning  of  material 
handling  appliances  is  sufficient  to  make  the  use  of 
bulk  cement  entirely  practicable  in  highway  construc- 
tion, with  a  consequent  material  saving,  if  the  limited 
experience  of  the  year  is  a  safe  criterion. 


Job  transportation  of  materials  was  demonstrated 
anew  by  the  year's  experience  to  be  the  crucial  task 
of  modern  paved-road  construction.  There  were  three 
types  of  haulage  operations:  (1)  Haulage  of  raw 
materials  to  stock  piles  in  the  grade;  (2)  of  dry  batch 
from  loading  plant  to  mixer;  and  (3)  wet  batch  from 
mixing  plant  to  subgrade.  Each  of  the  three  oper- 
ations presented  its  special  problem. 

Increased  use  of  motor  trucks  and  of  tractors 
with  trailers  was  the  year's  new  development  in 
hauling  material  to  stock  pile  on  the  grade.  Success 
was  dependent  upon  road  conditions.  Dirt  roads  in 
wet  weather  put  the  large-load,  heavier  vehicles 
virtually  out  of  commission  through  reduced  speed 
even  when  the  machines  were  not  stalled.  This  led  as 
experience  was  gained,  to  the  use  of  lighter  trucks. 
The  question  whether  light  trucks,  through  greater 
ability  to  travel  soft  roads,  might  not  increase  the 
number  of  trips  sufficiently  to  excel  in  haulage  per- 
formance the  larger,  though  slower,  heavy  trucks,  was 
raised  by  the  year's  experience. 

Dry-batch  haulage  to  the  mixer  from  a  central 
loading  plant,  through  the  use  of  industrial-railway 
plant,  was  general.  Gasoline  locomotives  were  the 
motive  power.  Batches  were  carried  in  boxes  on 
flat-cars  or  in  car  bodies  removable  from  the  trucks. 
In  detail,  the  approach  to  a  standard  was  not  so  close. 
Weight  of  locomotive  and  of  truck,  length  of  trains 
and  size  of  batches,  showed  a  great  variation.  The 
manifest  haul  was,  however,  less  a  lack  of  uniformity 
than  one  of  capacity.  To  operate  the  modern  three- 
bag  batch  or  large  mixer  at  full  capacity,  greater 
speed  was  found  necessary  in  carrying  materials,  and 
a  demand  for  heavier  equipment  developed — for  six- 
ton  in  place  of  three-ton  locomotives;  for  25-lb.  instead 
of  20-lb.  rail ;  for  20-car  to  30-car  trains  instead  of 
10-car  to  20-car  trains;  and  for  15-mile  speed  instead 
of  eight-mile  speeds. 

Realization  of  the  vital  importance  of  thoroughly 
equipped  industrial-railway  plant,  and  its  efficient 
operation,  was  the  outstanding  feature  of  the  year. 
As  employed  on  fast  road  work,  the  industrial  railway 
is  in  miniature  a  modern  commercial  railway  with 
intensive  traffic.  Train  schedules,  train  loads,  running 
speed,  accident  prevention  and  maintenance  are 
essentials  that  must  be  planned,  and  the  plan  must  be 
flexible  to  meet  emergencies.  The  job  of  traffic 
manager  is  a  position  which  this  year's  experience 
with  industrial-railway  haulage  has  raised  to  prime 
importance. 

Wet-Batch  Haulage  Possible 

Wet-batch  haulage  was  demonstrated  by  the  year's 
operations  to  be  an  important  possibility.  Two  means 
of  transportation  were  successful — motor  trucks  for 
long  hauls  and  truck-tractors  for  short  hauls.  With 
hauls  up  to  two  miles  no  trouble  was  experienced  in 
getting  the  mixture  onto  the  grade  without  segrega- 
tion or  preliminary  set.  The  disadvantages  which 
were  most  evident  were:  (l)That  hard  roads  are 
essential  to  continuous  motor-truck  operation;  (2) 
that  motor  truck  travel  over  finished  subgrade 
necessitates  a  second  finishing  and  rolling,  and  (3) 
that  pumping  and  road  side  pipe,  lines  continue 
necessary  for  curing  the  slab. 

Toward  the  end  of  the  year  studies  of  plans  for 
obviating  these  disadvantages  had  made  progress. 
Wet-batch  haulage  by  industrial  railway  was  an  ob- 
vious thought.    This  plan  met  the  first  two  disadvan- 
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Canada's  Contractors — L.  £.  Bowling 


In  regard  to  building  prospects  in  Canada,  Mr.  L. 
E.  Dowling,  general  contractor  of  Toronto,  cannot  help 
but  feel  optimistic.  He  has  great  faith  in  the  construc- 
tion industry  and  feels  assured  that  for  many  years  to 
come,  Canada  will  experience  an  activity  that  will  be 
unprecedented.  He  bases  this  forecast  on  an  intimate 
knowledge  of  business  conditions  which  he  has  ac- 
quired as  a  general  contractor  for  a  great  many  years. 
Mr.  Dowling  is  not  a  Canadian  by  birth,  but  he  has 
been  so  long  with  us  and  he  has  such  faith  in  Canada 
that  we  can  now  regard  him  as  a  Canadian.  He  was 
born  in  the  United  States  and  educated  along  technical 
lines,  obtaining  the  degree  of  C.  E.  For  about  four 
years  he  was  employed  in  railway  construction  for  the 
New  York  Central  and  Baltimore  &  Ohio  Railways. 
After  this  railroad  experience,  Mr.  Dowling  was  with 
the  Bureau  of  Filtration  of  the  City  of  Pittsburgh  dur- 
ing the  building  of  their  $8,000,000  water  purification 
system.  After  three  years  in  this  connection,  he  was 
with  several  Pittsburgh  construction  companies  and 
was  engaged  in  various  parts  of  the  United  States  as 
their  representative.  It  was  while  with  the  Heinde- 
man-Henderson  Company,  with  which  concern  he  had 
been  in  turn,  engineer,  estimator  and  superintendent, 
that  he  came  to  Toronto,  eleven  years  ago,  as  super- 
intendent of  the  construction  of  the  Standard  Sanitary 
Manufacturing  Company's  plant  at  Royce  and  Lans- 
downe  Avenues.  Following  the  completion  of  the  job, 
he  stayed  in  Toronto  and  has  engaged  in  industrial 
work  almost  exclusively,  and  has  handled  a  great  many 
warehouses  and  manufacturing  plants  of  various  de- 
scriptions, among  these  being  the  manufacturing  plants 
in  Toronto  of  the  Canadian  Bag  Company,  United  Drug 
Company,  Hoyt  Metal  Company,  and  the  American 
LaFrance  Fire  Engine  Company.  In  Montreal  he  has 
done  work  for  the  Consumers'  Cordage  Company  and 
the  Canadian  Bag  Company,  and  at  Halifax  he  was  en- 


gaged in  the  re-construction  of  the  Consumers'  Cordage 
Company's  plant  which  was  an  example  of  particularly 
speedy  construction.    At  the  present  time,  Mr.  Dow- 


Mr.  L.  E.  Dowling 

ling  is  handling,  among  others,  a  new  ice  plant  for  the 
Lake  Simcoe  Ice  Company;  a  manufacturing  building 
for  Henry  Greisman  and  a  new  plant  for  the  Murray 
Printing  Company,  all  of  Toronto. 


tages  but  not  the  third.  A  more  original  plan  was 
based  on  the  reasoning  that  if  the  water  in  the  wet 
batch  could  be  prevented  from  escaping  by  absorp- 
tion into  the  subgrade  and  by  surface  evaporation,  the 
need  of  a  water-supply  on  the  grade  would  be  elim- 
inated. It  was  considered  that  this  conservation  of 
water  might  be  effected  by  oiling  the  subgrade  and 
by  covering  the  concrete,  immediately  after  finish- 
ing, with  a  thin  skin  of  asphaltic  material.  Other 
considerations  were  the  use  of  lighter  trucks  and  the 
use  of  pneumatic  tires. 

The  mixer  experience  of  the  year  ^demonstrated 
that:  (1)  For  high-speed  road  construction,  mixers 
of  greater  strength  and  endurance  in  details  are  essen- 
tial ;  (2)  a  number  of  mixers  are  incapable  of  handling- 
dry  mixtures  speedily.  Without  much  doubt,  the  use 
of  dry  mixtures  will  be  extended.  Whether  they  will 
prevail  elsewhere  than  on  paper  is  an  open  question. 
Observations  of  many  operations  under  dry-mixture 
specifications  last  year  led  one  to  wonder  how  much 
.if  the  concrete  which  went  into  pavement  slab  came 
strictly  within  the  requirements  of  a  2-in.  maximum 
lump.  Ill  the  circumstances,  then,  it  may  not  matter 
whether  great  effort  is  made  to  improve  mixers  for 
handling  dry  concrete,  but  the  improvement  of  their 
strength  and  endurance  is  essential. 

Machine  finishing  of  concrete  slabs  was  a  success 
wherever  employed.  It  produced  a  well-compacted 
concrete  and  a  smooth,  even  surface.  As  a  labor  saver 
it  demonstrated  its  right  to  a  prominent  place  among 
road-making  machines,  whether  dry  mixtures  or  wet 
mixtures  be  used.    A  sturdy  side  form  is  necessary, 


and  the  year's  experience  indicated  that  side  forms 
need  to  be  heavier  to  remain  firm  under  the  vibrating 
travel  of  the  finisher  and  not  to  develop  a  permanent 
set.  An  observation  which  merits  attention  is  the  ac- 
tion of  the  machine  in  flushing  to  the  surface  an  ap- 
preciable depth  of  mortar  above  the  stone.  This  is 
an  advantage,  or  the  contrary,  as  one  approves  a  mor- 
tar surface  or  holds  that  tough  stone,  flush  with  the 
surface,  is  essential  to  resist  wear. 

Heavier  Standards  Required 

Greater  ability  to  endure  continuous  hard  service 
is,  in  general,  a  requirement  of  highway-construction 
equipment.  There  are  individual  machines  which  do 
not  need  strengthening,  but,  in  general,  weight  and 
strength  must  be  added.  The  nature  of  certain  oper- 
ations is  such  that  responsibility  rests  on  a  single 
unit  and  so,  when  that  unit  fails,  work  stops.  Du- 
plication of  such  units  is  expensive,  but  that  is  not 
the  most  disadvantageous  feature,  in  road  work,  of 
this  ordinarily  successful  insurance  of  continuous  pro- 
duction. If  a  mixer  has  a  minor-part  breakdown,  for 
example,  the  time  required  to  move  a  duplicate  ma- 
chine several  miles  into  the  field  is  seldom  less  than 
would  be  required  to  repair  the  break.  Duplication  of 
plant  is  scarcely  practicable  except  in  the  sense  of 
providing  spare  machines  and  parts;  and,  therefore, 
road  machinery  needs  to  be  exceptionally  well  guar- 
anteed against  accident  by  strong  construction.  A 
master  mechanic  and  a  repair  gang  and  ample  spare 
parts  arc  further  insurance  required  on  every  heavily 
outfitted  road-construction  operation. 

Heavily   machine-equipped    operations  character- 
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ized  the  year's  highway-Construction  methods.  Un- 
der the  conditions  prevailing,  the  year's  record  of  per- 
formance did  not  establish  the  superiority  of  large- 
plant  methods.  Management  becomes  a  greater  fac- 
tor of  success  in  large-plant  operations,  and  heavier 
equipment  in  general  is  required  to  guarantee  the  in- 
tensive service  which  is  its  fundamental  idea.  Con- 
tinuous output  requires  factory  methods  in  maintain- 
ing raw-material  supply,  in  routing  operations,  and 
in  keeping  equipment  in  working  condition.  These 
are  the  broad  acquisitions,  from  last  year's  experience; 
to  the  knowledge  of  road-construction  plant  with 
which  contractors  undertake  the  new  vear's  work. 


Sewage  Problem  of  York  Township,  Ont. 

(Continued  from  page  203) 

subdivision  of  land  in  the  future  and  so  regulate  build- 
ing operations  that  houses  are  built  in  more  or  less 
compact  districts  ever  growing  from  their  margins 
instead  of  our  present  system,  which  leaves  the  sew- 
erage engineer  with  the  problem  of  connecting  up 
groups  of  houses  separated  by  stretches  of  undeveloped 
land.  Another  point  is  that  subdivisions  might  some- 
times be  laid  out  on  the  natural  contours  of  the  ground 
and  a  break-away  made  from  the  rectangular  system 
of  street  planning  when  the  latter  involves  absurd 
street  grades  and  arbitrary  interference  with  water- 
sheds. Subdivisions  should  ;  lso  be  so  arranged  that 
accommodation  for  sewers  and  transportation  might 
be  provided  on  the  most  suitable  lines. 

This  is  a  brief  description  of  some  of  the  work- 
done  in  framing  a  sewerage  scheme  for  a  large  area. 
I  have  not  touched  on  the  disposal  of  sewage  as  that 
is  a  problem  in  itself.  In  conclusion  1  would  like  to 
give  credit  to  Mr.  Wynne-Roberts,  the  initiative  for 
much  of  the  work  here  described  being  his. 


Publicity  for  the  Contractor 

A  new  idea  in  publicity  for  construction  work  has 
been  instituted  in  the  building  of  an  extension  for 
Selfridge's,  the  large  American  department  store  in 
London.  A  gangway  is  laid  across  one  end  of  the 
excavation  and  the  public  is  invited  to  pass  over  and 
view  the  foundation  work.  To  assist  the  non-tech- 
nical man  in  comprehending  what-he  sees,  all  the  ma- 
chinery is  labelled  conspicuously :  "concrete  mixer," 
"crane,"  etc.  This  is  in  decided  contrast  to  the  more 
usual  practice  of  putting  up  a  tight  fence  and  leaving 
a  more  or  less  curious  public  to  peep  through  occa- 
sional and  unsatisfactory  knot  holes.  The  publicity 
idea  has  elements  of  value  to  the  contractor  and — in 
this  case — to  the  owner  also,  who  instituted  it  to  ad- 
vertise his  store  and  its  activities!1 


Trade  Incorporations 

Border  Housing  Company,  Limited,  with  head  office  at 
Walkerville,  Ont.,  capital  $500,000. 

Canadian  Reclaimers,  Limited,  with  head  office  at  To- 
ronto, capital  $50,000,  to  manufacture  machinery,  construc- 
tion tools,  etc. 

Banigan,  Armstrong  &  Thompson,  Limited,  with  head 
office  at  Toronto,  capital  $40,000,  to  carry  on  the  business 
of  architects  and  engineers. 

Pearson,  Burleigh,  Limited,  with  head  office  at  Win- 
nipeg, capital  $20,000,  to  carry  on  the  business  of  general 
contractors  and  builders. 


Method  of  Checking  Movement  of  Crib 
Through  Which  Piles  are  Driven 

By  A.  Langlois,  B.A.Sc,  C.E.* 

THE  sketch  herewith  illustrates  the  method  em- 
ployed to  check  tlie  movement  of  the  faces  of 
a  timber  crib  during  the  driving  of  two  test 
piles,  50  ft.  long,  driven  through  20  ft.  of  the 
stone  of  the  crib.  The  object  of  the  experiment  was 
to  determine  just  what  movement  takes  place  when 
piles  are  driven  through  the  crib  ballast.  The  test 
was  made  by  Mr.  S.  J.  Chapleau,  District  Engineer, 
Department  of  Public  Works,  the  writer  having  charge 
of  the  instruments.    In  carrying  out  the  experiment, 
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Piles  driven  through  stone  filling  of  crib  produce  negligible  movement 

a  trestle  or  stand  was  erected  on  which  was  attr.ched 
a  pole  supporting"  a  disc  and  the  transit.  The  method 
of  making  the  observations  is  evident  from  the  sketch.. 
Two  50-ft.  piles  were  driven  for  their  full  length,  20 
ft.  through  the  stone  of  the  crib  work  and  the  bal- 
ance through  clay.  The  piles  were  shod  with  erst 
iron  shoes  and  banded  at  the  butt  with  an  iron  ring. 
A  200-lb.  hammer  was  used  for  driving.  The  result 
of  the  experiment  was  most  satisfactory,  one  pile  be- 
ing driven  as  close  as  12  in.  from  the  face  of  the  pier, 
with  a  slight  move  of  hrrdly  %  in.  recorded  on  the 
top  two  timbers.  During  the  driving  of  pile  No.  1  not 
the  slightest  move  was  detected. 


Co-operation  of  industrial  and  technical  associa- 
tions as  an  effective  means  for  promoting  the  inter- 
ests of  an  industry  was  brought  out  in  a  report  pre- 
sented at  the  annual  meeting  of  the  National  Asso- 
ciation of  Sand  and  Gravel  Producers,  held  in  Chi- 
cago on  February  11  to  13. 


"Chief  assistant  engineer,  Department  of  Public  Works,  Ottawa. 
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Squamish  Hydro -electric  Power  and 
Water  Supply  Development 

History  of  Project  and  Construction  Details  by  J.  B.  Holdcroft, 
A.  M.  E.  I.  C,    Designing  Engineer  and    Engineer   in  Charge 


The  town  of  Squamish,  B.C.,  while  at  present  little  more 
than  a  village  in  population,  is  the  southern  terminal  of  the 
Pacific  Great  Eastern  Railway,  and  the  site  of  the  com- 
pany's repair  shops.  The  town  is  very  pleasantly  situated  at 
the  head  of  Howe  Sound,  and  gives  a  promise  of  becoming, 
if  not  a  large  city,  at  any  rate  a  very  prosperous  industrial 
town  as  the  various  local  natural  resources  are  opened  up. 
The  southern  end  of  the  railway,  of  which  Squamish  is  the 
logical  outlet  to  salt  water,  is  very  richly  endowed  by  nature, 
and  should  develop  along  agricultural  lines  to  a  large  ex- 
tent, as  well  as  profit  tremendously  from  the  almost  illimit- 
able supplies  of  timber  available  close  at  hand,  while  the 
mineral  possibilities  have  hardly  been  exploited  or  even 
explored,  as  yet,  but  are  known  to  be  very  great. 

The  town  is,  very  naturally,  the  home  of  a  great  number 
of  the  railway  employees,  and  it  was  this  fact,  coupled  with 
the  necessity  of  finding  an  economical  source  of  power  for 
the  repair  shops,  that  in  1913  induced  the  then  directors  of 
the  company  to  commence  the  development  of  a  hydro- 
electric power  plant  to  produce  500  horse-power  from  the 
waters  of  Monmouth  Creek,  a  stream  three  miles  west  of 
Squamish  and  across  the  Squamish  River.  Plans  were  com- 
pleted, the  machinery  and  pipe  for  the  penstock  were  purch- 
ased and  delivered  on  the  site  of  the  work,  and  construction 
was  on  the  point  of  commencing,  when  orders  were  sud- 
denly issued  by  the  directors  of  the  company  to  discontinue 
the  work  indefinitely. 

The  supply  of  water  for  domestic  purposes  in  the  town 
was  not  contemplated  under  this  project,  for  the  reason 
that  the  Newport  Water  Company  had  obtained  a  license 
to  divert  and  use  for  domestic  purposes  three  second  feet 
of  water  from  the  Stawamus  River,  a  stream  east  of  the 
town,  undertaking  to  install  suitable  head  works,  a  pipe-line 
and  distributing  system  to  give  a  good  supply  of  water  to 
the  town.  This  company  laid  a  distribution  system  of  sorts, 
but  had  installed  temporary  headworks  on  a  small  stream, 
a  branch  of  the  main  Stawamus  River,  pumping  a  more  or 
less  inadequate  supply  from  this  point  to  a  5,000  gallon 
tank  situated  on  top  of  a  saddle-back  about  175  feet  above 
the  town.  This  supply  was  most  unsatisfactory,  and  gave  a 
lot  of  trouble,  owing  to  the  engine  or  pump  breaking  down 
frequently  at  awkward  times,  but  the  company  never  made 
any  move  to  complete  the  original  project,  probably  on 
account  of  financial  difficulties.  Later  on,  during  the  busi- 
ness depression  immediately  preceding  and  during  the  war, 
the  water  company  gave  up  even  trying  to  operate  the  sys- 
tem as  it  stood,  and  put  it  up  to  the  residents  to  run  the 
system  themselves  as  best  they  could,  charging  them  only 
a  nominal  rental. 

This  situation  resulted  in  many  public  meetings  and 
much  heart-burning,  but  after  several  plans  had  been  tried 
nnt  and  found  impracticable  for  various  reasons,  Mr.  Wal- 
lace Kennedy,  a  well-known  resident  of  Squamish,  agreed 
to  take  over  and  operate  the  plant  as  it  stood,  undertaking 
to  pay  the  rentals  and  reimburse  himself  out  of  water  rates 
which  were  then  agree  upon.  The  duties  thus  taken  over 
proved  onerous  beyond  all  expectations,  with  the  profits  not 
by  any  means  commensurate  with  the  trouble  involved,  and 


much  credit  is  due  to  Mr.  Kennedy  for  the  public  spirit 
displayed  in  sticking  to  the  work  through  increasing  diffi- 
culties until  the  gravity  supply  was  at  last  available. 

Even  under  this  arrangement,  however,  the  supply  was 
necessarily  so  uncertain  and  spasmodic  that  as  soon  as  the 
Provincial  Government  had  taken  over  the  management  of 
the  Pacific  Great  Eastern  Railway  system,  the  residents  of 
the  town  started  a  campaign  to  have  the  government  either 
force  the  water  company  to  complete  their  project,  or  itself, 
through  the  railway  company,  install  the  system.  These 
representations  finally  resulted  in  the  purchase,  by  the  rail- 
way company,  of  all  the  property  of  the  water  company  for 
the  cost  of  actual  construction,  without  any  allowances  for 
repairs  or  interest,  while  "good-will"  was  naturally  non- 
existent under  the  .circumstances. 

Surveys  and  investigations  were  immediately  under- 
taken to  determine  on  the  best  method  of  utilizing  and  im- 
proving the  property  thus  acquired,  and  it  was  finally  decid- 
ed to  apply  for  the  record  of  additional  water  on  the  Sta- 
wamus River,  and  make  the  plant  a  combined  water-supply 
and  power  plant,  utilizing  the  machinery  which  had  been 
purchased  several  years  before  for  the  development  at 
Monmouth  Creek.  Thus  would  be  gained  the  advantage  of 
a  self-contained  plant  which  would  give  an  adequate  supply 
of  gravity  water  for  the  town  and  the  use  of  the  railroad 
shops,  while  electric  current  could  be  generated  to  the 
extent  of  a  maximum  of  about  270  horse-power  within  a 
reasonable  limit  of  expenditure.  This  plan  contemplated 
using  all  of  the  pipe  and  machinery  purchased  for  the  or- 
iginal Monmouth  Creek  plan  with  the  exception,  of  course, 
of  the  water-wheel  itself,  which  would  have  to  be  changed 
to  meet  the  new  hydraulic  conditions. 

Designs  were  now  drawn  up  on  these  lines.  The  selec- 
tion of  all  equipment  was  done  with  an  eye,  as  far  as  pos- 
sible, to  keeping  the  .expenditure  within  the  Province,  as 
well  as  keeping  it  as  low  as  possible.  With  this  in  view  the 
dam  was  to  be  constructed  of  crib-work  from  timber  cut 
near  the  site,  and  the  main  portion  of  the  pipe-line  of  wood 
stave  pipe  manufactured  in  Vancouver. 

Three  second  feet  of  water  were  already  recorded  by 
the  Newport  Water  Company  for  domestic  purposes,  and 
the  conditional  license  for  their  works  became  the  pro- 
perty of  the  Railway-  Company  with  their  other  assets. 
Seven  second  feet  more,  for  power  purposes,  were  applied 
for,  and  as  the  working  head  for  the  sizes  of  pipe  chosen 
was  calculated  to  be  350  feet,  the  horse-power  available 
would  be  about  223.  It  wsa  considered  probable,  however, 
that  for  a  considerable  time  to  come  the  entire  quantity 
of  water  reserved  for  domestic  purposes  would  not  be  re- 
quired, and  that  one  second  foot  would  much  more  than 
cover  the  maximum  demand.  It  was  therefore  decided  to 
arrange  the  unit  so  as  to  be  able  to  use  two  additional 
second  feet  of  water  for  power,  with  only  minor  altera- 
tion, in  which  case  the  delivery  of  power  would  be  in  the 
neighborhood  of  270  h.p.,  as  stated  above. 

The  total  length  of  pipe  line  is  10,900  feet,  and  the  total 
head  is  420  feet.  Storage  is  not  possible,  as  far  as  has 
been  ascertained  though  the  stream  has  not  been  explored 
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with  this  in  view  for  a  greater  distance  than  6  miles  above 
the  site  of  the  dam.  The  low  water  flow  was  taken  as  8 
second  feet  from  observations  made  by  Messrs.  Cleveland 
and  Cameron,  who  were  consulting  engineers  for  the  New- 
port Water  Company  when  the  original  waterworks  were 
in  progress.  During  the  twelve  months  in  which  the  pre- 
sent engineers  have  been  engaged  on  the  work  no  flow  as 
low  as  this  has  been  noticed,  though,  owing  to  the  pressure 
of  the  work  no  proper  measurements  have  been  taken,  and 
only  rough  estimating  methods  have  been  used  in  judging 
of  the  river's  actual  flow.  The  maximum  flood  or  freshet 
flow  was  estimated,  from  a  study  of  such  data  as  were  avail- 
able, to  be  4,000  second  feet,  and  spillway  room  was  pro- 
vided for  this  flow.  This  calculation  was  proved  to  be  sub- 
stantially correct  since  the  dam  has  been  completed.  The 
structure  has  successfully  withstood  two  heavy  floods,  the 
second  of  which  was  accompanied  by  considerable  quanti- 
ties of  broken  ice.  The  spillway  proved  to  be  of  ample  size 
without  being  too  large,  and  no  damage  was  done  to  any 
part  of  the  structure. 

Design 

The  type  of  construction  chosen  for  the  dam, 
as  stated  above,  was  timber  crib,  as  regards  most  of  its 
length,  including  the  spillway,  but  a  section  of  56  feet  is 
of  "log-wall,"  backed  by  a  slope  of  heavy  boulders  laid  in 
concrete.  It  was  sited  about  175  feet  further  up-stream 
than  the  site  chosen  by  the  Newport  Water  Company,  for 
the  sake  of  using  a  small  island  in  the  centre  of  the  river 
as  a  central  buttress  for  the  structure.  It  was  also  consid- 
ered necessary  to  provide  ample  spillway  room  on-  account 
of  the  extreme  flood  con8iti(3ns  expected,  as  stated  above, 
which  fact  also  had  weight  in  the  selection  of  the  site. 
The  spill-way  was  made  60  feet  long  and  at  an  elevation 
of  7  feet  below  the  crest  of  the  main  dam.  It  was  calcu- 
lated that  an  extreme  flood  would  cause  a  flow  of  4  feet 
over  this  spillway,  which  calculation  was  proved  substan- 
tially correct  when  a  very  sudden  and  heavy  flood  occurred 
in  the  latter  part  of  November,  1919.  This  was  the  first  of 
the  two  floods  mentioned  in  the  preceding  paragraph.  The 
second  flood  raised  the  water  about  6  feet  in  the  pool 
above  the  dam,  but  though  this  flood  occurred  in  the  night, 
and  was  not  observed  by  any  of  the  employees  of  the  plant, 
it  is  believed  that  a  jam  of  ice  formed  just  upsteam  of  the 
spillway,  thus  raising  the  water,  and  that  the  abnormal 
rise  was  not  due  solely  to  the  quantity  of  water  flowing  at 
the  time. 

The  forebay,  which  is  a  simple  wooden  tank,  8  ft.  x  8 
ft.  x  24  ft.,  is  located  about  500  feet  down-stream  from  the 


dam,  and  is  built  on  a  bench  of  ruck  about  :>0  feet  above 
the  river,  so  that  it  is  absolutely  safe  from  any  conditions 
of  flood  that  may  arise.  Connection  from  the  dam  to  fore- 
bay  is  made  with  20  in.  wood  stave  pipe,  laid  with  a  total 
difference  of  elevation  between  the  two  ends  of  0  inches. 
The  working  head,  however,  is  three  feet  or  over,  as  the 


Section  of  turbine  and  generator,  Squamish,  B.C. 

overflow  of  the  forebay  is  set  three  feet  lower  than  the 
crest  of  the  spillway  at  the  dam. 

The  flow  is  controlled  by  a  20  in.  gate-valve  set  at  the 
up-stream  end  of  the  forebay,  while  the  intake  chamber  at 
the  dam  is  also  provided  with  a  square  wooden  gate  oper- 
ated by  a  hand-wheel  and  screw  and  the  pipe-line  is  pro- 
tected from  the  entrance  of  large  pieces  of  foreign  matter 
by  a  wooden  rack  screen  set  over  the  end  of  the  pipe. 
At  the  outlet  of  the  forebay  another  screen  is  provided, 
cylindrical  in  shape,  built  up  of  light  angle  iron  sections 
and  covered  with  wire  cloth  with  one-half  inch  meshes. 
Troble  was  experienced  during  flood  periods  with  leaves 
and  other  debris  getting  through  the  rack  screen  and  ac- 
cumulating on  the  wire  screen  in  the  forebay.  This  oc- 
curred to  such  an  extent  that  the  wire  screen  eventually 
partially  collapsed,  and  a  repetition  of  the  occurrence  will 
be  prevented  by  installing  additional  flat  wire  screens  which 
can  be  easily  raised  for  cleaning  without  exposing  the  end 
of  the  pipe. 

From  this  point  on  to  the  tanks  which  were  installed 
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as  distributing  reservoir^  for  the  domestic  and  fire  protec- 
tion supply,  the  water  is  carried  in  wood  stave  pipe  of  the 
factory-made  type,  the  sizes  varying  from  20  in.  at  the 
forebay  to  10  in.  at  the  tanks,  the  size  varying  by  2  in.  at 
each  change.  Joints  were  made  by  means  of  wood  stave 
sleeves  fitted  with  from  2  to  5  round  iron  hoops  of  the 
type  used  for  continuous  stave  pipe,  according  to  the  pres- 
sure at  each  particular  location.  The  highest  static  head 
on  any  portion  of  the  wood  stave  pipe  is  320  feet.  At  the 
tanks,  as  above  noted,  the  construction  changes  to  steel 
pipe,  using  the  pipe  which  was  manufactured  for  the  Mon- 
mouth C  reek  project  which  was  14  in.  in  diameter,  partly 
fitted  with  hub  and  spigot  joints  and  in  the  lower  section, 
with  bolted  flange  joints.  Practically  no  trouble  has  been 
experienced  with  the  pipe.  No  serious  leaks  have  develop- 
ed, with  the  exception  of  a  blow-out  which  occurred  at  a 
bend.  In  this  case  the  ground  had  become  very  much  soft- 
ened by  long  continued  rain  and,  the  weight  of  the  concrete 
anchor  alone  proved  insufficient  to  hold  the  work  together. 
This  was  repaired  in  a  few  hours,  however,  and  service 
resumed  with  scarcely  any  interruption. 

The  power  house  is  a  simple  frame  structure,  20  ft. 
x  24  ft.,  but  well  built,  as  is  of  course  necessary  for  hous- 
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ing  the  electrical  machinery.  It  was  found  necessary  to 
drive  piles  to  support  both  the  building  and  machinery, 
as  it  is  located  on  the  bank  of  the  river  on  a  silt  and  sand 
deposit  and  it  was  feared  that  the  vibration  would  cause 
trouble . 

The  generator  is  a  Canadian  General  Electric  3  phase, 
60  cycle,  alternating  current  dynamo,  designed  for  400  kilo- 
watt output  at  4,200  volts.  The  water-weel  is  direct  con- 
nected (single  overhung),  and  is  governed  by  a  Pelton 
type  oil  pressure  governing  machine.  The  hydraulic  con- 
ditions being  entirely  different  from  the  original  scheme, 
it  was  necessary  to  change  the  water-wheel  runner.  Of- 
fers were  received  from  the  Pelton  Company  and  from  the 
McKinnon  Waterwheel  and  Power  Company  for  making 
the  changes;  the  latter  being  a  British  Columbia  concern 
as  well  as  showing  a  considerable  advantage  in  price  over 
the  Pelton  offer,  the  work  was  handed  to  the  local  firm. 
This  may  be  said  to  be  the  first  special  wheel  of  this  or 
any  type  to  be  manufactured  in  the  province  and  it  has 
proved  most  satisfactory  during  the  trials,  only  a  few  minor 
alterations  and  adjustments  requiring  to  be  made.  The  de- 
signs and  detail  drawings  for  this  wheel,  with  its  govern- 
ing mechanism  (of  the  deflecting  type)  were  made  by  the 
writer. 


The  penstock  anchorage,  generator  foundation  and  the 
first  section  of  the  tailrace  are  made  monolithic  in  concrete, 
a  small  amount  of  reinforcing  steel  being  used.  On  leaving 
the  power  house,  the  tail-race  construction  changes  to  a 
simple  timber  flume  to  the  river  bank,  a  distance  of  about 
70  feet.  This  part  of  the  structure  is  reinforced  by  timber 
brackets  with  outside  bracing,  and  is  weighted  down  with 
stones  and  earth,  a  precaution  made  necessary  by  the  fact 
that  at  high  tides,  when  the  river  is  in  flood,  the  water 
rises  almost  to  the  wall  of  the  power  house,  and  would 
otherwise  lift  the  flume  out  of  its  place — which  actually 
happened  once  during  construction . 

The  high  tension  distribution  system  consists  of  No. 
0  hard  drawn  copper  wire,  and  leaves  the  power  house  in 
two  three-phase  circuits  arranged  in  equilateral  triangles. 
One  circuit  branches  off  at  the  railway  crossing  and  fol- 
lows the  track  to  the  railway  shops,  where  a  pole  sub- 
station is  located,  consisting  for  the  present  of  two  30  kw. 
transformers  from  4000  to  220  volts  for  the  motors  and 
one  5  kw.  transformer  from  4000  to  110  volts  for  the  light- 
ing system. 

The  other  circuit  goes  on  into  the  town  and  supplies 
current  for  the  street  lighting  system,  as  well  as  for  pri- 


vate consumers  and  lighting  the  company's  office  and  dock. 
Two  5  kw.  transformers  and  two  of  3  kw.  are  provided 
for  this  purpose,  and  another  of  3  kw.  capacity  is  installed 
at  the  end  of  the  railway  dock  to  care  for  the  lighting 
needs  there.  It  is  expected  that  another  of  10  kw.  capacity 
will  be  required  at  this  point  before  long  to  supply  power 
for  operating  a  new  transfer  slip  which  is  proposed  to  be 
erected  there.  All  wires  with  the  exception  of  telephone 
wires  are  covered  with  w.p.  braid  insulation  inside  the  town 
limits.  Secondary  mains  are  of  No.  2  soft-drawn  copper 
wire. 

A  telephone  system  has  been  installed  in  connection 
with  the  power  house,  with  instruments  at  the  railway 
offices  in  town,  at  the  shops,  and  at  the  power  house  itself. 
All  practicable  precautions  have  been  taken  to  prevent  in- 
jury to  the  system  or  to  persons  from  contact  high  tension 
wires.  Lightning  arrestors  have  been  provided  on  both 
power  and  telephone  circuits,  and  emergency  cut-outs  are 
installed  on  each  power  wire  leaving  the  generating  sta- 
tion. 

The  largest  single  item  included  in  the  improvements 
to  the  water  system  taken  separately,  was  the  laying  of  an 
s  in.  main  to  the  railway  shops  for  fire  protection  and 
general  water-supply  purposes.  The  headworks  were  much 
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improved  also.  The  temporary  system  installed  by  the 
Newport  Water  Company  included  a  5,000  gallon  wooden 
tank,  intended  as  a  balancing  reservoir.  The  pumped  sup- 
ply described  above,  however,  was  so  meagre  that  water 
was  only  available  intermittently,  and  sometimes  failed  al- 
together for  hours  at  a  time. 

A  tank  of  25,000  gallons'  capacity  was,  therefore,  added 
to  the  existing  tank,  while  the  latter  was  raised  to  bring 
its  water  surface  to  the  same  height  as  the  larger  one. 
Supply  was  then  arranged  for  from  the  power  penstock, 
a  6  in.  riser  being  put  in  from  the  main  to  each  tank,  con- 
trolled in  the  first  instance  by  gate  valves,  and  at  the  tanks, 
for  normal  operating  conditions,  by  automatic  float  valves. 
The  two  tanks  were  then  so  connected  on  the  discharge  side 
that  either  tank  could  be  retained  in  service  while  the  other 
was  being  emptied  for  cleaning  or  repairs,  although  under 
normal  conditions  the  two  tanks  are  operated  as  a  unit. 
This  arrangement  has  been  found  to  meet  all  requirements 
very  satisfactorily,  and  no  complaints  of  shortage  of  water 
have  been  received  since  the  completion  of  the  work.  Ir 
was  '"ound  absolutely  necessary,  however,  to  provide  some 
kind  of  a  supply  from  the  earliest  possible  moment  during 
the  construction  period  as  the  pumped  supply  was  on 
the  point  of  giving  out  altogether,  owing  to  the  iminence 
of  a  complete  breakdown  of  the  pump  and  engine.  A  tem- 
porary connection  was  made  therefore  as  soon  as  the  pen- 
stock leached  the  point  where  the  new  tank  was  to  be  lo- 
cated. The  end  of  the  pipe  was  temporarily  plugged,  and 
an  ordinary  hose  connection  (2-1/2  in.)  was  inserted  with 
a  short  length  of  hose  attached  which  was  led  into  the  dis- 
connected end  of  the  old  10  in.  water  supply  main  to  the 
town.  This  service  was  maintained  thereafter,  with  scarcely 
a  break  until  the  tanks  were  properly  connected  up  and 
ready  to  put  into  regular  service. 

All  the  formalities  incident  to  obtaining  the  water  li- 
censes were  also  carried  out  and  completed  during  the  pro- 
gress of  the  work,  while  tentative  plans  were  also  made 
for  the  organization  of  the  operating  system.  The  plant 
commenced  its  existence  as  an  operating  public  utility  on 
December  15th,  1919,  with  a  list  of  about  80  subscribers 
for  water  and  about  25  connections  made  for  electric  light 
service,  in  addition  to  the  power  and  water  connections  at 
the  railroad  shops.  These  connections  are  being  added  to 
at  the  present  time  as  fast  as  the  work  can  be  done,  and  it 
is  estimated  that  the  present  business  will  more  than  take 
care  of  the  operating  expenses,  while  if  the  entire  output 
can  be  disposed  of  at  power  rates  the  revenue  will  not  only 
pay  all  financial  charges,  but  provide  a  very  satisfactory  divi- 
dend as  well.  This  is  the  more  satisfactory  as  the  plant 
was  not  designed  primarily  with  a  view  to  profit-making, 
and  would  have  been  satisfactory  if  it  would  only  be  barely 
self-supporting  as  regards  revenue  on  account  of  the  in- 
direct advantages  accruing  which  can  hardly  be  estimated 
in  terms  of  money. 

Statement  of  Capital  Expenditure 

Construction  &  equipment  of  buildings, 

fixtures  &  grounds  $  2,706.61 

Hydraulic  Power  Works   68,314.86 

Hydraulic  Power  Plant   1,606.20 

Distribution  System  (Electric)    11,114.40 

Waterworks  System   20,380.07 

General  Expenses    9,125.41 

January  payments  (not  distributed)   . .  .  15,349.96 

 —$128,597.51 

Accounts  outstanding,  Jan.  21,  1920 

Robertson  &  Partners   3,375.10 

McKinnon  Water  Wheel  &  Power 

Company   623.85 

Vancouver  Engineering  Works   .  .  .  26.15 

  4,025.10 

Total   cost   of  Development    $132,622.61 


Plus  increased  Capitalization  to  supply 
a  town  of  300  houses. 

Electric   Distribution,   estimated   3,000.00 

Water  Distribution,   estimated    5,000.00  8,000.00 

$140,623.01 

Statement  of  Fixed  and  Operating  Charges  (Estimated) 
Fixed  Chaages 

Twenty  year  life. 

Total  cost  of  plant  as  at  date,  Jan. 
21st,  1920,  $132,622.61. 

Interest  on  capital  of  $140,000.00  at 

5y2%  $  7,709.00 

Sinking  fund  on  capital  of  $140,000.00 

(20  years)  at  6%   3,805.20 

Replacement  or  renewal  fund. 

Note — it  is  not  considered  advisable 
to  include  a  fund  for  entire  re- 
newal at  end  of  life,  or  for  per- 
petual maintenance,  as  it  is  as- 
sumed that  the  development  in 
its  present  form  will  become  ob- 
solete at  the  end  of  assumed  life 
of  20  years. 

Maintenance  and   repairs,    1%  per 

annum   1,400.00 

 $  12,905.20 

Operating  Charges 

Salaries  and  wages,  estimated   12,240.00 

Supplies    ...    •   600.00 

Taxes   

Water  License   113.50 

 ■  12,953.50 

Total  estimated  yearly  charges  . $  25,858.70 
Statement  of  Annual  Revenue  (Estimated) 

Electric 

Connected  Load,  Jan.  21st,  1920 

38  house  and  store  services  at  esti- 
mated average  $3.00  $  1,368.00 

Railway  Co.  shops,  station,  wharf, 
etc.,  5  kw.  lighting  load,  esti- 
mated   1,530.00 

Railway  Co.  power  load,  45  kw.  . .  .  7,974.00 

 $  10,872.00 

Rest.    130  kw.  at  power  rate  (2c) 

figured  on  10  hour  load   9,442.50 

Plus  nominal  overload  capacity  for 

power  50%   4,721.25 

Plus  power  available  for  lighting  at 
night,  say  200  houses  at  $2.00 
monthly  (unsaleable  at  present)  4,800.00 

  18,963.75 

$29,835.75 

Water 

Connected 

Estimated,  80  house  connections  at 

average  of  $1.25  monthly   1,200.00 

Railway  shops  at  $200.00  monthly..  2,400.00 

Two  industries  at  average  of  $50.00 

monthly   1,200.00 

  4,800.00 

Future 

Estimated     200     houses     at  $1'.25 

monthly   3,000.00  • 

Estimated  5  industries    at  average 

of  $50.00    3,000.00 

(Unsaleable  at  present)-   6,000  00 

Grand  Total  of  estimated  possible 

revenue   $  40,635.75 

Personnel 

Owners — Pacific  Great  Eastern  Railway. 

Chief  Engineer — A.  F.  Proctor. 

Engineer  in  Charge_ — J.  B.  Holdcroft. 

Resident  Engineer — G.  T.  Livingstone. 

General  Contractors — Robertson  and  Partners. 

Sub  Contractors — C.  H.  E.  Williams,  electrical  instal- 
lation.; Gordon  and  Walker,  consrtuction  of  dam 
and  clearing;  Cox  and  Verge,  pipe  laying  and  ex- 
cavation; Pacific  Coast  Pipe  Co.,  supply  of  wood 
stave  pipe. 
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Building  permits  issued  in  Quebec  city  during  last 
month  showed  an  aggregate  value  of  $110,650,  compared 
with  $20,095  for  the  month  of  January,  1910. 

The  Hepworth  Silica  Pressed  Brick  Company,  of  Hep- 
worth,  Out.,  have  commenced  to  refit  their  plant  in  pre- 
paration for  the  coming  building  season,  when  a  large  de- 
mand for  the  product  is  anticipated. 

The  Housing  Commission  at  Niagara  Falls,  Ont.,  have 
applied  for  a  further  loan  of  $500,000  to  carry  on  housing 
work  in  the  city  during  the  coming  building  season.  A 
total  of  78  houses  have  been  erected  to  date,  under  the 
housing  scheme,  at  Niagara  Falls,  at  an  expenditure  of 
$225,000. 

It  is  rumored  that  the  Semet-Solvay  Company,  of  Syra- 
cuse, New  York,  have  purchased  a  site  in  the  Ashbridges 
Bay  district,  Toronto,  for  the  establishment  of  a  large  by- 
product coke  oven  plant.  This  company  has  nineteen  plants 
in  operation  on  the  other  side  and  owns  and  controls  its 
own  mines  in  Pennsylvania. 

The  Housing  Commission  of  Woodstock,  Ont.,  antici- 
pates a  busy  season  in  house  building.  The  Commission 
has  $82,000  of  last  year's  grant  available,  so  that  there 
will  be  no  delay  in  getting  operations  under  way  just  as 
soon  as  weather  permits.  It  is  expected  a  further  grant 
will  be  asked  for  this  year. 

The  erection  of  a  four-building  hospital,  at  Windsor, 
Ont.,  comprising  a  300-bed  hospital  for  general  purposes, 
a  50-bed  hospital  for  isolation  cases,  nurses'  quarters  and 
a  power  plant,  to  serve  the  interests  of  the  border  cities, 
is  now  being  considered  by  the  Joint  Board  of  Health  and 
Essex  Border  Utilities  Commission.  The  estimated  cost  of 
the  proposed  building  is  $1,000,000. 

The  Alberta  Association  of  Architects  has  petitioned 
the  Board  of  Commerce  to  take  immediate  action  to  pre- 
vent, or  at  least  curtail,  the  export  of  lumber  to  the  United 
States  until  such  time  as  the  demands  of  the  Canadian  con- 
sumers have  been  satisfied.  The  Architects  further  ask  that 
steps  be  taken  to  regulate  the  price  of  lumber. 

Figures  issued  recently  from  the  City  Architect's  office, 
Toronto,  show  that  3,066  dwelling  houses  were  erected  in 
the  city  during  last  year,  as  against  792  for  the  year  1918. 
Of  the  1919  total,  2,692  houses  were  of  brick  construction, 
with  a  total  value  of  $8,385,280;  brick  front  and  rough- 
cast dwellings  numbered  303,  with  a  value  of  $623,210,  and 
frame  dwellings,  71  for  a  total  value  of  $123,100. 

The  annual  meeting  of  the  General  Contractors'  and 
Master  Builders'  Association  was  held  recently  in  the  Pa- 
cific building,  Vancouver.  Following  are  the  names  of 
officers  elected  for  1920:  President,  F.  T.  King  (re-elected); 
first  vice-president,  J.  C.  Dill;  second  vice-president,  J. 
Tucker;  honorary  treasurer,  George  Murray;  secretary,  James 
Hart;  executive,  E.  G.  Baynes,  W.  J.  Prout,  H.  A.  Wyles, 
S.  J.  Hewitt,  E.  C.  Chrystal. 

Preliminary  work  on  the  construction  of  a  canal  and 
the  rebuilding  of  the  dam-  at  Bobcaygeon,  Ont.,  is  under 
way.  The  surveyors  arc  at  present  on  the  job  and  arrange- 
ments have  been  made  for  the  building  of  shacks  to  accom- 
modate 200  laborers.  The  re-building  of  the  dam  will  be 
gone  ahead  with  first  and  it  is  expected  this  will  be  corn- 
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pleted  towards  the  end  of  the  summer.  The  construction 
of  the  canal  will  probably  be  started  in  the  fall.  This  latter 
project  will  require  about  two  years  to  complete. 

Mr.  R.  L.  Dobbin,  Superintendent  of  the  Waterworks 
Department,  Peterboro,  addressed  a  recent  meeting  of  the 
Board  of  Trade  of  that  city,  on  the  subject  of  "Water  Fil- 
tration." The  address  was  illustrated  with  several  inter- 
esting slides  of  various  types  of  filtration  plants  in  use  in 
foreign  countries.  Several  members  of  the  local  branch  of  the 
Engineering  Institute  were  present  at  the  meeting. 

The  Dominion  Government  is  now  calling  tenders  for 
the  construction  of  the  lignite  briquetting  p'ant  to  be  lo- 
cated at  Hudson  Bay  mine,  in  the  Bienfait  district,  Sask. 
This  is  but  the  first  step  in  the  development  of  the  lignite 
industry  in  Saskatchewan.  The  initial  plant,  mentioned 
above,  will  include:  Office  and  laboratory,  29  by  50  ft., 
brick  veneer  car  house,  16  by  44  ft.,  frame;  crusher  build- 
ing, 15  by  20  ft.;  two  raw  lignite  bins,  40  feet  high  by 
25  feet  in  diameter,  reinforced  concrete;  drier  building,  84 
by  40  ft.,  structural  steel  and  brick  curtain  wall;  carbonizer 
building,  84  by  55  ft.,  brick  curtain  wall;  briquetting  building, 
55  by  42  ft.,  brick  curtain  wall;  briquette  bin,  80  by  16  ft., 
frame;  power  house,  100  by  48  ft.,  brick  bearing  walls  and 
wood  roof;  coal  shed,  15  by  42  ft.,  reinforced  concrete;  coal 
shed,  15  by  60  ft.,  frame.  This  plant  will  cost  in  the  neigh- 
borhood of  $400,000. 


Personal 

Mr.  Henri  Ortiz,  assistant  engineer  in»  charge  of  the 
Road  Department  of  the  City  of  Montreal,  has  been  ap- 
pointed manager  of  the  Town  of  Grand'Mere,  P.  Q. 

Mr.  L.  L.  Theriault,  C.  E.,  has  been  appointed  town 
manager  of  Edmundston,  N.  B.  Mr.  Theriault  was  pre- 
viously engaged  as  road  engineer  in  the  .Public  Works  De- 
partment of  New  Brunswick. 

Four  appointments  to  the  staff  of  the  City  Architect's 
Department,  Toronto,  have  been  approved  by  the  Board  of 
Control:  Messrs.  James  H.  Lowry  and  John  M.  Scott  as 
draftsmen,  and  Wm.  B.  Redman,  B.A.  Sc.,  and  Thos.  S. 
Graham,  BA.  Sc.,  to  the  engineering  division. 

Capt.  Charles  P.  Disney  has  been  appointed  Bridge  En- 
gineer of  Eastern  lines  of  the  Canadian  National  Railway, 
with  headquarters  at  Toronto.  Capt.  Disney,  previous  to 
his  departure  for  France  in  1915,  had  been  engaged  in  bridge 
construction  with  the  Intercolonial  Railway,  the  National 
Transcontinental  Railway  and  the  Dominion  Bridge  Com- 
pany. 

Mr.  F.  M.  Clarke,  formerly  of  the  Barrett  Company, 
has  received  an  appointment  to  the  position  of  assistant  to 
Chief  Engineer  Roland  of  the  Nova  Scotia  Highways  Com- 
mission. Mr.  Clarke  has  had  extensive  road  building  ex- 
perience both  in  Canada  and  the  United  States,  one  of  his 
latest  undertakings  being  the  Tarvia  road  between  St.  John 
and  Rothesay,  N.  B. 


Trade  Incorporations 

Archambault-Leclair,  Limited,  with  head  office  at  Mon- 
treal, capital  $100,000,  to  carry  on  the  business  of  building 
contractors. 

Bonnycastle  Buildings,  Limited,  with  head  office  at  To- 
ronto, capital  $40,000,  to  carry  on  the  business  of  general 
contractors  and  builders. 

Jno.  Maguire  Contracting  Co.,  Limited,  head  office  at 
Toronto,  capital  $40,000,  to  carry  on  the  business  of  general 
contracting  in  all  its  branches. 


Contracts  Department 


News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Caledonia,  Ont. 

Oneida  Township  Council  will,  have 
plans  prepared  for  four  new  roads.  Ten- 
ders will  he  called  early  in  April.  Clerk. 
John  Senn,  Caledonia. 

Eastview,  Ont. 

Town  will  start  work  on  extension  to 
water  mains  in  May.    Mayor,  Mr.  White. 

Erieau,  Ont. 

By-law  re  construction  of  20.000  yards 
of  concrete  roadway  for  Village  will  he 
submitted.  Clerk,  Percy  Shillington, 
Blenheim,  Ont. 

Finch,  Ont. 

Adrian  I.  MacDonell.  clerk.  Cornwall. 
Ont.,  receives  tenders  for  Counties  of 
Stormont,  Dundas  and  Glengarry,  until 
noon  March  12th,  for  road  machinery, 
delivery  to  be  completed  on  or  before 
May  1st.  Plans  with  County  Road  Supt., 
J.  G.  Cameron,  Finch,  Ont.  Tenders  also 
received  until  March  12th  for  construct- 
tion  of  water  bound  macadam  roads. 

Fort  Garry,  Man. 

By-law  passed  authorizing  construc- 
tion of  waterworks  system  costing  $200,- 
000  for  R.  M.  of  Fort  Garry.  Secy.- 
treas.,  H.  O.  DeMoissac,  Fort  Garry. 
Address  Reeve  J.  F.  Fielde,  401  Electric 
Rly.  Chambers,  Winnipeg. 

Goderich,  Ont. 

Town  has  instructed  Engineer  to  se- 
cure estimates  for  extension  of  25  ft.  to 
stand  pipe.  Chairman  of  Committee, 
Mayor  Wigle. 

Hamilton,  Ont. 

Mayor  Chas.  Booker  receives  tenders 
until  5  p.m.  March  8th  for  supplying  and 
erecting  one  centrifugal  pump,  motor 
and  accessories.  Specifications  at  office 
of  City  Engineer. 

Havelock,  Ont. 

Prices  wanted  on  road  oil  and  tarvia 
for  Village  at  once.  Clerk,  T.  P.  Lan- 
caster. 

London,  Ont. 

H.  C.  McBride,  supervising  architect, 
Molsons  Bank  Bldg.,  London,  has  plans 
and  receives  tenders  for  Dominion  Dept. 
Public  Works  until  March  5  for  concrete 
foundation,  gravity  tank,  valve  house,  in- 
stallation of  connections  from  house  'to 
water  tank,  erection  and  connection  of 
an  upright  engine  to  operate  fan. 

Montreal,  Que. 

Tenders  will  be  called  for  widening  of 
subway  on  St.  Denis  St.  Mayor,  M. 
Martin. 

Tenders  received  by  Administrative 
Commission  until  March  15th  for  two 
electric  pumps  for  installation  at  Mon- 
treal Water  works,  capacity  30,000,000 
gallons  per  day.  Plans  with  Public 
Works  Dept. 

Nicolet,  Que. 

Town  has  under  consideration  the  con- 
struction  of  macadam   road    from  St. 


Lambert  to  Levis.  Mayor,  L.  J.  Caron. 
secy.-treas.,  W.  Camirand. 

Prince  Rupert,  B.  C. 

R.  C.  Desrochers,  secretary  for  Do- 
minion Dept.  Public  Works,  Ottawa,  re- 
ceives tenders  until  noon  March  18th 
for  dredging  work.  Specifications  with 
secretary  and  with  District  Engineers  at 
Prince  Rupert  and  New  Westminster, 
B.  C. 

Scarboro,  Ont. 

Scarboro  Township  Council  has  under 
consideration  the  construction  of  water- 
works system.  Clerk,  W.  D.  Annis, 
Scarboro,  Ont. 

Simcoe,  Ont. 

Town  contemplates  expending  $10,000 
on  purchase  of  glazed  tile  for  storm 
drainage  in  connection  with  pavements. 
Clerk.  W.  C.  McCall. 

St.  David  D'Yamaska,  Que. 

Municipality  contemplates  construc- 
tion of  macadam  road.  Secy.-treas.,  L. 
W.  Joyal. 

Streetsville,  Ont. 

S.  H.  Smith,  Town  Clerk,  wants  prices 
on  4  in.  lead  pipe. 

Toronto,  Ont. 

T.  L.  Church,  Chairman  Bd.  of  Con- 
trol, receives  tenders  until  noon  April 
20th  for  40,000,000  Imperial  gallon  Cen- 
trifugal Sewage  Pump.  Specifications 
at  Room  12,  Works  Dept.,  City  Hall. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept..  Public  Highways,  Pari. 
Bldgs.,  Toronto,  receives  tenders  until 
noon  March  22nd,  for  supply  f.o.b.  quarry 
of  150,000  tons  of  crushed  stone  prior  to 
Jan.  1st,  1921.  Specifications  at  office 
of  Deputy  Minister. 

T.  L.  Church,  Chairman  Bd.  of  Con- 
trol, receives  tenders  until  March  9th  for 
installation  of  sanitary  conveniences  in 
a  number  of  residences.  Specifications 
at  office  of  Medical  Officer  of  Health, 
City  Hall. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Highways,  Pari 
Bldgs..  Toronto,  receives  tenders  until 
noon  March  23rd  for  supply  of  from  25 
to  40  tank  car  lots  and  300  to  600  bar- 
rels of  50  per  cent,  asphaltic  road  oil, 
prior  to  Oct  1st,  1920.  Specifications  at 
office  of  Deputy  Minister. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Highways,  re- 
eives  'tenders  until  noon  March  17th  for 
supply  of  from  one  to  five  horse-drawn 
steel  gasoline  tanks  approximate  capa- 
city 400  gallons  for  storing  and  moving 
gasoline. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Highways,  re- 
ceives tenders  until  March  24th  for  sup- 
ply of  2  gasoline  driven  mechanical  wa- 
gon loaders,  one  f.o.b.  Beamsville,  Ont., 
and  one  f.o.b.  Cainsville,  Ont.,  with  de- 
livery not  later  than  May  17th. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Works,  receives 
tenders  until  noon  March  19th  for  sup- 


ply of  approximately  7,000  cubic  yards 
loose  measurement  of  No.  4  stone 
dumped  as  directed  on  Provincial  High- 
way in  Nepean  Township.  Specifications 
at  offices  of  Resident  Engineer,  Kempt- 
ville,  and  with  Deputy  Minister. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Highways,  receives  ten- 
ders until  March  23rd  for  construction 
of  concrete  pavement  and  other  neces- 
sary work  on  Provincial  Highway  from 
east  limits  of  Brantford  City  to  the 
Brantford  &  Hamilton  Electric  Rly. 
crossing,  a  distance  of  approximately 
2.8  miles.  Plans  at  office  of  Resident 
Engineer,  Paris,  Out.,  City  Engineer, 
Brantford,  Ont.,  and  at  office  of  Deputy 
Minister. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Highways,  Toronto,  re- 
ceives tenders  until  noon  March  17th  for 
excavating,  construction  of  concrete 
structures  and  other  necessary  work  in 
Townships  of  Leeds  (A)  and  (B),  Es- 
cott,  Lansdowne,  Cornwall,  Charlotte- 
town  (A)  and  _(B).  Plans  at  office  of 
Resident  Engineers,  Cornwall,  and 
Gananoque,  Ont.,  and  at  office  of  De- 
puty Minister. 

Vancouver,  B.  C. 

Plans  are  in  progress  for  extension  to 
waterworks  system  costing  $113,375  for 
City.  Superintending  engineer,  F.  L.  Fel- 
lowes,  City  Hall.    Clerk,  Wm.  McQueen. 

Vankleek  Hill,  Ont. 

J.  H.  Methot,  clerk  for  Caledonia 
Township,  R.  R.  No.  2,  Vankleek  Hill, 
receives  tenders  until  1  p.m.,  March  22nd, 
for:  60,681  cubic  yards  of  earth  excava- 
tion, 339  cubic  yards  rock  excavation. 
Plans  at  office  of  Civil  Engineers,  Mag- 
wood  &  Stidwell,  Cornwall,  Ont. 

Vernon,  B.  C. 

City  (Electric  Light  &  Power  Dept.) 
contemplates  installation  of  meters  on 
all  electric  water  heaters  now  in  use  and 
will  require  about  100  meters.  Mayor, 
R.  Fitzmaurice;  clerk,  J.  G.  Edwards. 

Wingham,  Ont. 

P.  Powell,  clerk  for  Turnburry  Town- 
ship, Wingham,  receives  tenders  until 
March  22nd  for  construction  of  Mc- 
Michael  Drain. 

CONTRACTS  AWARDED 
Milverton,  Ont. 

Contract  for  cast  iron  pipe  for  Milver- 
ton Waterworks  system  has  been  award- 
ed to  the  Gartshore-Thompson  Co.  ot 
Hamilton.  The  Rutlidge  Co.,  Shelburne, 
Ont.,  have  contract  for  sinking  -well. 
Engineers,  E.  A.  James  Co.,  Toronto. 

Scarboro,  Ont. 

Contract  for  pipe  for  Scarboro  Wa- 
terworks system  has  been  placed  with 
the  National  Iron  Co.  of  Toronto.  The 
Dominion  Foundry  Co.  have  contract  for 
specials.  Engineers,  E.  A.  James  Co., 
Toronto. 

St.  James,  Man. 

J.    W.    Ferguson,    Hampton    St.,  St. 
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James,  has  general  contract  for  water 
mains   for   Municipality   of  Assiniboia. 

Woodstock,  Ont. 

City  placed  contract  for  sewer  pipe 
with  Independent  Concrete  Pipe  Co., 
Huron  St. 


Railroads,  Bridges  and  Wharves 

Barrie,  Ont. 

Simcoe  County  Council  will  have  plans 
and  estimates  prepared  for  rebuilding  of 
two  bridges  on  the  Simcoe  DufTerin 
Line.    Clerk,  R.  J.  Fletcher,  Barrie,  Out. 

Brandon,  Man. 

Sketch  plans  have  been  prepared  and 
tenders  will  be  called  soon  by  District 
Engineer,  J.  C.  Holden,  305  C.  P.  K. 
Station,  Winnipeg,  for  yard  office  for 
C.  P  R. 

Brantford,  Ont. 

T.  Harry  Jones,  city  engineer,  is  pre- 
paring plans  and  will  call  tenders  for 
bridge  costing  $211,000. 

Broadview.  Sask. 

J.  C.  Holden,  District  Engineer  for  C. 
P.  R.,  Winnipeg,  Man.,  is  preparing 
plans  for  alterations  to  ice  house.  Ten- 
ders will  be  called  soon. 

Conn,  Ont. 

Township  Council  will  have  plans  pre- 
pared for  concrete  bridge  on  side  road 
3.    Clerk,  W.  W.  Duncan,  Conn,  Ont. 

Dutton,  Ont. 

Dunwich  Township  will  have  plans 
prepared  for  steel  and  concrete  bridge. 
Construction  of  tile  drains  is  also  under 
consideration.  Clerk.  D.  A.  McNabb. 
Dutton,  Ont. 

Fergus,  Ont. 

Plans  are  in  progress  for  bridge  for, 
County  of  Wellington.    Clerk,  J.  Beattie, 
Fergus.    Bowman  &  Connor,  34  Victoria 
St.,  are  engineers. 

Fort  Garry,  Man. 

Plans  are  in  progress  for  bridge  cost- 
ing $21,000  for  Rural  Municipality  of 
Fort  Garry.  By-law  passed.  Address 
Reeve  J.  F.  Field,  401  Electric  Rly.  Cham- 
bers, Winnipeg. 

Ireland  South,  Que. 

Plans  are  prepared  for  bridge  costing 
$11,000  for  Municipality.  Mayor,  P.  A. 
Lawchell.  Maple  Grove.  Que.;  clerk. 
Thomas  R.  Porter,  Porter,  Que. 

Lambton,  Que. 

Construction  of  electric  line,  18  miles 
long,  costing  $30,000,  is  contemplated. 
Zephirin  Bureau,  sec.-treas.,  Lambton. 
wants  to  know  cost  of  1.000  electric  lights 
and  electric  power  required  for  same. 

Lethbridge,  Alta. 

C.  P.  Rly.  contemplates  construction 
of  railway  line  in  Alberta.  Supt.  Leth- 
bridge Division,  Colin  D.  Macintosh. 
Lethbridge. 

Nanaimo,  B.  C. 

Tenders  will  he  called  shortly  for 
wharf  extension  costing  $25,000  for 
Esquimalt  &  Nanaimo  Rly.  General 
manager,  E.  H.  Beasley,  Victoria,  B.  C. 

Owen  Sound,  Ont. 

C.  P.  Rly.,  head  office,  Montreal,  Que., 
plans  to  expend  $7,000  on  reconstruction 
of  dock.    Supt.,  A.  Williams,  London. 

Regina  Beach,  Sask. 

Plans  are  in  progress  for  additional 
trackage  for  C.  P.  Rly.  General  Supt., 
W.  A.  Mather,  Moose  Jaw. 


Simcoe,  Ont. 

Plans  are  in  progress  for  four  bridges 
costing  $58,000  for  Town.  Tenders  will 
be  called  about  April  1st.  By-law  will 
be  submitted  March  15th.  Clerk,  W.  C 
McCall. 

St.  Esprit,  Que. 

J.  F.  Daniel,  secy.-treas.  for  Munici- 
pality, has  plans  and  and  receives  ten- 
ders until  March  17th  for  steel  bridge. 

Vancouver,  B.  C. 

B.  C.  Electric  Rly.  Co.  will  construct 
street  car  line  costing  $25,000  and  will 
probably  do  work  by  day.  labor. 

City  plans  to  widen  bridge  across  False 
Creek;  cost,  $8,000.  Clerk,  Wm.  Mc- 
Queen. 

Walkerton,  Ont. 

F.  B.  James,  engineer  for  Bruce- 
County,  Walkerton,  Ont.,  has  plans  and 
receives  until  March  15th  on  construc- 
tion of  steel  and  concrete  bridge  separ- 
ate tenders,  (1)  for  concrete  abutments, 
pier  and  reinforced  concrete  span,  (2) 
for  105  ft.-  steel  through  truss. 

Winnipeg,  Man. 

J.  C.  Holden.  District  Engineer  for  C. 
P.  R.,  305  C.  P.  R.  Station,  Winnipeg,  is 
preparing  plans  and  will  call  tenders  soon 
for  extension  to  freight  car  shop.  Plans 
will  also  be  prepared  for  280  ton  coal 
dock  at  Fort  William,  Ont..  100  ton  coal 
dock  at  Raith,  Ont.,  and  100  ton  coal 
docks  at  Austin  and  Napinka,  Man. 

CONTRACTS  AWARDED 
Buckland,  Que. 

Gauvin  &  Lessard,  147  Mountain  Hill, 
Que.,  have  general  contract  for  concrete 
bridge  costing  $7,300  for  Municipality. 

Cornwall,  Ont. 

Ontario  Bridge  Co..  Crown  Office 
Bldg.,  Toronto,  have  general  contract 
for  bridge  for  Counties  of  Dundas,  Stor- 
mont  and  Glengarry.  Clerk,  Adrian  I. 
MacDonell,  County  Bldg.,  Cornwall. 
Ont. 

Ottawa,  Ont. 

Jas.  Kelly,  Fourth  Ave.,  has  general 
contract  for  steel  bridge  costing  $200,- 
000  for  City  and  County  Council. 


Public  Buildings,  Churches 
and  Schools 

Arborg,  Man. 

By-law  re  erection  of  $8,500  school  ad- 
dition for  Ardal  School  District  No.  1292, 
will  be  submitted  to  ratepayers  of  Rural 
Municipality  of  Bifrost  March  6th.  Secy.- 
treas.  for  Municipality,  I.  Ingaldson,  Ar- 
borg. 

Barrie,  Ont. 

Simcoe  Township  Council  plans  to  re- 
model court  house;  cost.  $25,000.  County 
clerk,  R.  J.  Fletcher,  Barrie. 

Belleville,  Ont. 

Beaumont  Jarvis.  64  Gloucester  St., 
Toronto,  has  been  appointed  architect 
and  has  prepared  plans  for  school  cost- 
ing $100,000  for  Bd.  of  Education.  Col- 
legiate institute  may  also  be  erected. 

Blyth,,  Ont. 

Geo.  E.  MacTaggart,  •  Chairman  of 
Citizens'  Committee,  receives  tenders  un- 
til March  15th  for  memorial  hall  cost- 
ing $12,000.  Plans  with  architect,  W.  G. 
Murray,  Dominion  Savings  Bldg.,  Lon- 
don. 

Brandon,  Man. 

Plans  have  been  drawn  for  school  ad- 


dition for  School  Board.  Chairman  Bldg. 
Committee,  J.  H.  Matthews. 

Burnaby,  B.  C. 

By-law  re  erection  of  new  schools  and 
additions  costing  $70,000  for  Burnaby 
School  Board  will  be  submitted.  Chair- 
man, F.  Dingle. 

Comber,  Ont. 

Citizens'  Committee  plans  to  erect  me- 
morial building  costing  $7,000.  Inter- 
ested, W.  A.  Keith,  C.  F.  Kennedy  and 
B.  Kneister. 

Cut  Knife,  Sask. 

Cut  Knife  Hospital  Board  plans  to 
erect  union  hospital  costing  $30,000.  Ad- 
dress' secy.,  Hospital  Bd. 

Dashwood,  Ont. 

Trustees  S.  S.  No.  15  plan  to  erect 
school  costing  $8,000.  Secy.,  Jacob 
Schroeder,  Dashwood.  Inspector  J.  El- 
gin Tom,  Goderich,  will  be  in  charge  of 
plans. 

Duchess,  Alta. 

C.  V.  Wellman,  secy.-treas.  for  School 
District  No.  3853,  has  plans  and  receives 
tenders  until  March  15th  for  school. 
Plans  also  at  Dept.  Education,  Edmon- 
ton. 

Edmonton,  Alta. 

Separate  School  Board  plans  either  to 
build  two  room  addition  to  present 
school  or  to  erect  two  room  school. 
Secy.,  Mr.  Dooley,  103rd  St. 

Florenceville,  N.  B. 

Chas.  L.  Archibald,  architect,  50  Prin- 
cess St.,  St.  John,  has  submitted  prelim- 
inary plans  for  school  and  memorial  hall 
costing  $35,000  for  School  Bd.  Tenders 
will  be  called  about  April  1st.  Secy.,  Cob 
Melville,   East  Florenceville. 

Halifax,  N.  S. 

Leslie  R.  Fairn,  architect,  Aylesford. 
N.  S.,  is  preparing  plans  for  rebuilding 
of  church  for  Oxford  St.  Methodist 
Church.    Pastor,  Rev.  Harold  Roe. 

City  plans  to  make  alterations  to  city 
hall;  cost,  $20,000.  Mayor,  J.  S.  Par- 
ker. 

S.  P.  Dumaresq,  Royal  Bank  Bldg., 
has  been  appointed  architect  and  is  pre- 
paring plans  for  temple  for  Masonic 
Lodge,  Salter  and  Barrington  Sts. 

Plans  are  in  progress  for  alterations 
to  church  costing  $25,000  for  First  Bap- 
tist Church,  Spring  Garden  Road,  pastor, 
Rev.  A.  L.  Huddleston.  S.  P.  Dumaresq, 
Royal  Bank  Bldg.,  is  architect. 

Army  &  Navy  Veterans,  McKerson  & 
Crease  Bldg.,  Barrington  St.,  plan  to 
erect  soldiers'  home.  President,  Lt.-Col. 
A-  N.  Duffus. 

W.  W.  Kenny,  secy,  to  Victoria  Gen- 
eral Hospital,  330  Tower  Rd..  receives 
tenders  until  March  20th  for  hospital  ad- 
dition costing  $50,000.  Plans  with  H.  E. 
Gates,  architect,  Queen  Bldg.  Associated 
architects,  Stephens  &  Lee,  2  College 
St.,  Toronto. 

Hercule,  Alta. 

School  District  plans  to  erect  school. 
Address  Miss  Grant,  Hercule. 

Ingersoll,  Ont. 

John  J.  McLeod,  secy.  Bldg.  Commit- 
tee, receives  tenders  until  March  9th  for 
school  costing  $120,000  for  School  Bd. 
Plans  at  office  of  architect,  W.  G.  Mur- 
ray,  Dominion   Savings   Bldg.,  London. 

La  Reine,  Que. 

Rev.  R.  Chevalier,  curate,  St.  Phillippe 
de  la  Reine,  receives  tenders  until  March 


March  ::.  1020 


THE  CONTRACT  RECORD 


59 


14th  for  church.    Plans  with  curate  and 
with  architect,  Louis  Caron,  Nicolet. 

London,  Ont. 

Plans  are  in  progress  for  comfort  sta- 
tion costing  $7,500  for  City.  H.  A.  Bra- 
zier. City  Hall,  is  architect.  Tenders 
will  he  called  about  March  15th. 

K.  C,  Desrochers,  secretary  to  Do- 
minion Dept.  Public  Works,  receives 
tenders  until  noon  March  25th  for  con- 
struction of  gate  keeper's  lodge,  assist- 
ant M.  O.'s  quarters,  nurses'  quarters, 
and  heating  conduit  to  M.  O.'s  residence, 
assistant  M.  O.'s  quarters  and  nurses' 
quarters.  Plans  at  office  of  Chief  Ar- 
chitect, Dept.  Public  Works,  Ottawa. 
Supt.  of  Westminster  Psychopathic  Hos- 
pital, London,  Ont..  Supt.  of  Dominion 
Bldgs.,  Postal  Station  "F,"  Toronto, 
Builders'  Exchange.  Montreal.  Que.,  and 
Overseer  of  Dominion  Bldgs..  Central 
P.  O..  Montreal. 

Hebrew  Congregation,  Horton  &  Col- 
borne  Sts.,  plans  to  erect  synagogue  cost- 
ing $5,000.  Chairman  of  Committee, 
Max  Lerner.  502  Hill  St. 

Montreal,  Que. 

Ste.  Justine  Hospital.  1879  St.  Denis 
St..  plan  to  make  extension  to  hospital. 
Chairman,  Rev.  Father  Labelle. 

Andrew  A.  Jones,  141  Ann  St.,  plans 
to  erect  public  garage  at  63  Prince  St. 

North  Vancouver,  B.  C. 

City  and  Municipality  of  North  Van- 
couver plan  to  expend  $50,000  on  public 
hospital.  By-law  will  he  submitted. 
City  clerk.  R.  F.  Archibald;  municipal 
clerk,  John  G.  Farmer. 

Ottawa,  Ont. 

Board  of  Trade.  40  Elgin  St.,  plan  to 
erect  new  building  instead  of  adding  two 
storeys  to  Laurentian  Club  rooms.  Secy- 
Cecil  Bethune.  46  Elgin  St. 

Ottawa  Collegiate  Institute,  Lisgar  St.. 
plans  ,to  erect  school  addition.  Chair- 
man, Mr.  Bowie. 

Tentative  plans  have  been  drawn  for 
alterations  and  addition  to  church  cost- 
ing from  $10,000  to  $12,000  for  St.  Bar- 
tholomew's Anglican  Church.  Inter- 
ested, Major  D.  L.  McKeand,  RockclifTe, 
and  Harry  Ackland,  Creighton  St. 

Point  Grey,  B.  C. 

Point -Grey  School  Bd.  plans  to  erect 
three  schools  costing  $245,000.  Address 
secretary,  School  Bd.  - 

Shawinigan  Falls,  Que. 

By-laws  passed  authorizing  expendi- 
ture of  $10,000  on  improvements  to  city 
hall  and  $80,000  on  construction  of  fire 
station.  City  Clerk.  T.  E.  Meunier,  City 
Hall.    A.  Labelle.  Fifth  St.,  is  architect. 

Simcoe,  Ont. 

Baptist  congregation  plans  to  erect 
church  costing  $40,000.  Pastor,  Rev.  H. 
C.  Newcombe.  Tenders  will  be  called 
about  April  1st. 

St.  Dominique,  Que. 

R.  C.  School  Commission  will  have 
$4,500  school  erected  by  day  labor,  super- 
visor, Urgel  Lapalme.  Secy.-treas..  Ray- 
mond Lapierre. 

St.  Jean  Des  Piles,  Que. 

Rev.  C.  Carbonneau  has  plans  and  re- 
ceives tenders  for  brick  veneering  church; 
cost,  $10,000. 

St.  The,  Que. 

Plans  are  prepared  and  tenders  will 
be  called  about  March  11th  for  college 
costing  $38,000  for  School  Bd.  Presi- 
dent. Emile  Jacob.  Lorenzo  Auger,  39 
St.  John  St.,  Quebec,  is  architect. 


Sudbury,  Ont. 

Plans  are  in  progress  for  high  school 
costing  $200,000  for  School  Bd.;  secy.- 
treas.,  J.  B.  Gow.  P.  T.  O.  Gorman  is 
architect. 

Summerside,  P.  E.  I. 

Knights  of  Columbus  will  expend  $<>,- 
000  on  remodelment  of  building  for  hall. 
Secy.,  J.  J.  Morris. 

Surrey  Centre,  B.  C. 

By-law  re  erection  of  high  school  and 
additions  costing  $50,000  for  Surrey 
School  Board  will  be  submitted. 

Toronto,  Ont. 

Victoria  Presbyterian  Church,  An- 
nette St..  plan  to  build  addition  to  Sun- 
day School. 

C.  J.  Reade.  67  Bond  St..  has  been 
appointed  architect  and  is  preparing 
working  drawings  for  school  costing  $75,- 
000  to  be  erected  at  174  Beverley  St.  for 
Separate  School  Bd..  67  Bond  St.  Secy.. 
E.  F.  Henderson. 

Tudor.  Alta. 

H.  W.  Leonard,  secy.-treas.  for  School 
District  No.  3164,  has  plans  and  receives 
tenders  until  April  1st  for  school. 

Unity.  Sask. 

R.  M.  Thompson,  architect.  Bank  of 
Nova  Scotia.  Saskatoon,  is  preparing 
plans  for  hospital  costing  $42,000  for 
Hospital  Bd.  Secy.-treas..  J.  Needham. 
Unity. 

Winnipeg,  Man. 

Anglican  C  hurch  plans  to  build  addi- 
tions to  college  at  an  estimated  cost  of 
$100,000.  Address  Archbishop  Mathe- 
son. 

Woodstock.  Ont. 

Bd.  of  Education  contemplates  heat- 
ing system  for  Broadway  School.  Plans 
and  prices  wanted.  Property  Commit- 
tee, E.  Caufield,  chairman,  R.  J.  John- 
stone and  J.  Steele. 

CONTRACTS  AWARDED 

Asbestos,  Que. 

Alf.  Dion,  51  Brooks  St..  Sherbrooke. 
Que.,  has  general  contract  and  will  let 
sub  trades  for  college  costing  $62,000  for 
R.  C.  School  Commission. 

Levis,  Que. 

Police  and  fire  station  costing  $37,280 
for  City:  Steel,  Eastern  Canada  Steel  & 
Iron  Works  Ltd.,  Lesage  Ave.,  Quebec; 
plumbing,  heating  and  electrical  work, 
J.  B.  A.  Lachance,  Mont-Marie  Ave., 
Levis. 

Addition  and  alterations  to  club  cost- 
ing $30,000  for  Knights  of  Columbus: 
Steel.  Eastern  Canada  Steel  &  Iron 
Works  Ltd.,  LeSage  Ave.,  Quebec; 
plastering,  Georges  Therrien,  Fraser  St. 

Milford,  N.  S. 

W.  Fraser  has  general  contract  for 
school  costing  $9,000  for  Trustees  of 
Milford  School. 

Ottawa,  Ont. 

Ritchie  &  Nunn,  280  Sunnyside  Ave., 
have  general  contract  for  decorating 
church  for  Calvin  Presbyterian  Church. 

St.  David  D'Yamaska,  Que. 

Jules  Teberge,  St.  Hyacinthe,  Que., 
has  general  contract  for  presbytery  cost- 
ing $19,900  for  Parish  Congregation. 
Architect,  L.  J.  Caron,  Nicolet,  Que. 

Toronto,  Ont. 

E.  J.  Curry,  56  King  St.  W.,  has  lath 
and  plastering  contract  for  St.  Thomas 
Church.  Eden,  Smith  &  Son  are  archi- 
tects. Mr.  Curry  also  has  the  lath  and 
plastering  contract  for  the  new  nurses' 


home  of  St.  Michael's  Hospital.  Archi- 
tects, Hynes,  Feldman  &  Watson. 


Business  Buildings  and  Indus- 
trial Plants 

Belleville,  Ont. 

I  Mans  are  in  progress  for  warehouse 
and  garage  for  Imperial  Oil  Ltd.,  66 
Church  St.,  Toronto.  Supt.,  Mr.  Hen- 
bert. 

Brockville,  Ont. 

By. law  passed  authorizing  expenditure 
of  $20,000  for  construction  of  siding  fbf 
the  $60,000  foundry  which  Machinery  & 
Foundries  Ltd.  contemplate  erecting. 

Brule  Lake  Station,  Ont. 

Petewawa  Lumber  Co.  will  rebuild  at 
once  saw  mill  destroyed  by  fire;  cost, 
$7,000. 

Calgary,  Alta. 

Plans  have  been  prepared  for  theatre 
costing  $500,000  for  Pantages  Theatre 
Co.,  Canadian  head  office,  Toronto.  Lo- 
cal manager.  D.  G.  Inverarity.  3  Houl- 
ton  House,  Calgary.  H.  M.  Corcoran, 
Toronto,  is  architect. 

Chatham,  Ont. 

W.  B.  Adams,  architect.  Box  135,  is 
preparing  plans  for  alterations  to  office 
costing  $5,000  for  Chatham  Public  Util- 
ities Commission.  Manager,  J.  G.  Jack- 
son, Hydro  Office,  Chatham. 

Clinton,  Ont. 

Plans  are  in  progress  for  flax  mill  cost- 
ing $;!0.000  for  John  J.  Merner,  Sea- 
forth.  Tenders  wi'I  be  called  about  Ap- 
ril 1st. 

Collingwood,  Ont. 

Plans  are  prepared  for  alterations  and 
additions  to  theatre  costing  $8,000  for 
Sam.  Russ.  John  Wilson  is  architect. 

Delia,  Alta. 

Geo.  E.  Kennedy  is  erecting  store 
costing  $5,000. 

Elmira,  Ont. 

Royal  Bank  of  Canada,  head  office. 
Montreal,  have  purchased  Zilliax  Hotel 
and  will  remodel  it  for  bank.  W.  Sch- 
nialz,  Jr.,  architect,  288  Frederick  St., 
Kitchener,  is  preparing  plans. 

Glace  Bay,  N.  S. 

Dominion  Coal  Co.  will  start  work  by 
day  labor  on  construction  of  bank  head 
and  scree  ling  plant  costing  $20,000  at 
No.  11  Colliery,  and  bank  heads  and 
screening  plants  costing  $34,000  at  O'- 
Xeil  Point  and  No.  24  Colliery.  Purch- 
asing agent,  J.  W.  Revere,  Glace  Bay. 

Halifax,  N.  S. 

National  Electro-Products  .Ltd.,  head 
office,  83  Church  St.,  Toronto,  plan  to 
erect  one  storey  concrete  oxygen  plant 
here.  Will  employ  own  staff  to  carry 
out  construction. 

Plans  are  in  progress  for  rebuilding  of 
store  for  Maritime  Telephone  &  Tele- 
graph Co.,  Hollis  St.;  manager,  I.  H. 
Winfield.  A.  R.  Cobb,  Tramway  Bldg., 
is  architect. 

J.  R.  Mackenzie,  Roy  Bldg.,  general 
contractor  for  Richmond  Paper  Co.,  Hol- 
lis St.,  on  the  erection  of  factory  will 
let  plumbing,  heating,  plastering,  paint- 
ing, glazing  and  electrical  work. 

S.  P.  Dumaresq,  architect,  Royal  Bank 
Bldg.,  is  preparing  plans  for  alterations 
to  cafe  "Tally  Ho"  for  "Tally  Ho"  Co., 
Barrington  St.;  Pres.,  C.  N.  Butcher. 

S.  P.  Dumaresq,  Royal  Bank  Bldg.,  is 
preparing  plans   for   bank   building  for 
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Royal  Bank  of  Canada,  George  St.  Man- 
ager, Ci.  Burnham  Mitchell. 

Tenders  will  he  called  about  April  1st 
for  warehouse  for  Crane  Co.,  St.  Pat- 
rick St.,  Montreal,  Que.  S.  P.  Dumar- 
esq,  Royal.  Bank  Bldg.,  George  St.,  Hal- 
ifax, is  architect. 

Plans  are  prepared  and  tenders  will  he 
called  ahout  March  16th  for  warehouse 
for  Pilkington  Bros.,  Queen  St.  Archi- 
tect, H.  E.  Gates,  Queen  Bldg. 

S.  P.  Dumaresq,  architect,  Royal  Bank 
Bldg.,  is  preparing  plans  for  alterations 
to  store  for  N.  S.  Furnishing  Co.,  Bar- 
rington  St.;  vice-president,  E.  A.  Wil- 
son. 

Plans  are  in  progress  for  pipe  ware- 
house for  The  Crane  Co.,  St.  Patrick  St.. 
Montreal.  S.  P.  Dumaresq.  Royal  Bank 
Bldg.,  Halifax,  is  architect. 

Plans  are  drawn  for  warehouse  and 
cold  storage  plant  costing  $50,000  for  J. 
H.  Emmett,  Gottingen  St.  A.  E.  Priest, 
58  Bedford  Row,  is  architect. 

Plans  are  prepared  for  two  stores  and 
flats  for  William  Dennis,  Argyle  St. 
Work  will  commence  shortly.  H.  A.  An- 
drews Construction  Co.,  Roy  Bldg.,  are 
architects. 

Hamilton,  Ont. 

J.  &  J.  J.  Allen,  Richmond  &  Victoria 
Sts.,  Toronto,  plan  'to  erect  large  theatre 
at  King  and  King  William  Sts.  this 
year. 

Harrow,  Ont. 

Chas.  Clark  contemplates  erection  of 
warehouse  costing  $7,000  and  will  pre- 
pare plans.    Site  purchased. 

Hawkesbury,  Ont. 

By-law  will  be  submitted  exempting 
from  taxation  the  $50,000  flour  mill 
which  Messrs.  Hopkins  &  Plaunt,  Ren- 
frew, Ont.,  contemplate  erecting.  Ten- 
ders will  be  called  by  J.  C.  Hopkins. 

Kitchener,  Ont. 

Casper  Braun.  King  St.  W.,  general 
contractor  for  Walper  House,  King  St., 
on  erection  of  hotel  addition  costing 
$50,000,  will  let  plumbing,  heating,  paint- 
ing, electrical  work,  elevator  and  steel. 

Leamington,  Ont. 

Wm.  Bateman  plans  to  erect  business 
block  costing  $10,000. 

London,  Ont. 

H.  J.  Jones  &  Sons  Ltd.,  1153  Dundas 
Ct.,  contemplate  building  addition  to  fac- 
tory and  will  prepare  plans  at  once.  Cost, 
$15,000. 

Midland,  Ont. 

J.  H.  Galloway,  architect,  15  King  St. 
W.,  Toronto,  has  plans  and  receives  ten- 
ders until  March  &th  for  bank  costing 
$15,000  for  Standard  Bank,  15  King  St. 
W.,  Toronto. 

Montreal,  Que. 

Canadian  Pacific  Ocean  Services  Ltd., 
Windsor  Station,  plan  to  make  altera- 
tions and  build  addition  to  offices;  cost, 
$20,000.  Assistant  manager,  Capt.  J.  T. 
Walsh.  D.  H.  Mapes,  Windsor  Station, 
is  architect. 

James  Wilder,  325  Blcury  St.,  is  erect- 
ing manufacturing  buildings  by  day  la- 
bor. 

C.  Dufort,  architect,  105  St.  Catherine 
St.  E.,  is  preparing  plans  for  auto  re- 
pair workshops  for  Bramson  Auto  Ser- 
vice; manager,  T.  Bramson,  445  Phillips 
Place. 

A.  Capradies,  871  Ontario  St.  E., 
has    plans    and     receives    tenders  for 

remodelment  of  and  alterations  to  the- 


atre costing  $12,000.  Architect,  C.  Du- 
fort, 195  St.  Catherine  St.  E. 

North  Vancouver,  B.  C. 

Robt.  McNair  Shingle  Co.,  G70  Thur- 
low  St.,  Vancouver,  B.  C,  are  having 
plans  prepared  for  shingle  mill  costing 
£00,000. 

L.  R.  Steel  Co.,  Royal  Bank  Bldg., 
Toronto,  will  start  work  shortly  on  al- 
terations and  addition  to  store  costing 
$200,000.  Architect,  Geo.  Monette,  83 
Craig  St.  W.,  Montreal,  will  handle  the 
alterations  and  additions  and  J.  E.  Ber- 
ger,  Toronto  Representative,  care  Com- 
pany, will  purchase  all  interior  equip- 
ment. 

Ottawa,  Ont. 

Millson  &  Burgess,  209  Sparks  St., 
have  been  appointed  architects  and  are 
preparing  plans  for  factory  for  J.  Angus 
McKenzie,  229  Clemow  Ave. 

O.  Rose,  98  Water  St..  general  con- 
tractor for  Miss  Francis  Evans,  229  Au- 
gusta St.,  on  erection  of  store  and  print- 
ing office  costing  $6,000,  receives  tenders 
on  heating,  plumbing,  plastering  and 
electrical  work. 

R.  W.  Hamilton,  81  Echo  Drive,  plans 
to  erect  stores,  etc. 

Owen  Sound,  Ont. 

Ratepayers  passed  by-law  granting 
certain  concessions  to  The  Circle  Bar 
Knitting  Co.  on  the  alteration  of  build- 
ing for  factory;  cost,  $15,000  to  $20,000. 
President,  W.  Mitchell.  Entire  new  plant 
may  be  erected  later. 

Picton,  Ont. 

Willards  Chocolates,  433  Wellington 
St.  W.,  Toronto,  are  erecting  creamery 
costing  $40,000  by  day  labor.  Architect 
and  engineer,  Henry  J.  Chown,  20  Way- 
land  Ave.,  Toronto. 

Regina,  Sask. 

Regina  Properties  Ltd.,  will  award 
general  contract  for  garage  to  cost  $25,- 
000  soon.  Architects,  Storey  &  Van  Eg- 
mond,  Regina. 

Renfrew,  Ont. 

Renfrew  Yarn  Co.  will  erect  factory 
this  summer. 

Sault  Ste.  Marie,  Ont.  . 

National  Electro-Products  Ltd.,  83 
Church  St.,  Toronto,  plan  to  erect  one 
storey  concrete  oxygen  plant  here.  Will 
employ  their  own  start  for  construction 
work. 

Sherbrooke,  Que. 

H.  G.  James,  architect.  Whiting  Block, 
is  preparing  plans  for  bottling  works 
costing  $28,000  for  J.  H.  Bryant. 

Stave  Falls,  B.  C. 

Western  Power  Co.  of  Canada  Ltd., 
head  office.  198  Hastings  St.  W.,  Van- 
couver, will  rebuild  warehouse  destroy- 
ed by  fire;  cost,  $10,000.  General  man- 
ager, R.  F.  Hayward. 

St.  Mary's,  Ont. 

Royal  Bank  of  Canada,  head  office. 
Montreal,  'have  purchased  premises  and 
plan  to  remodel;  cost,  $10,000.  $5,000  will 
also  be  expended  on  remodelment  of 
bank  building. 

St.  Thomas,  Ont. 

Plans  are  in  progress  for  warehouse, 
garage,  etc..  for  Imperial  Oil  Ltd..  56 
Church  St.,  Toronto.  Supt.,  Mr.  ITenbert. 

Sydney,  N.  S. 

National  Electro-Products  Ltd.,  head 
office,  83  Church  St.,  Toronto,  plan  to 
erect  one  storey  concrete  oxygen  plant 


here.  Will  employ  their  own  staff  for 
construction  work. 

Thorold,  Ont. 

The  Semi-Weekly  Post  receives  ten- 
ders for  installation  of  hot  water  heat- 
ing system. 

Ontario  Paper  Co.,  Allanburg  lid., 
plans  to  build  factory  addition  costing 
$100,000. 

Three  Rivers,  Que. 

Chas.  Lafond,  architect,  Alexander  St., 
is  preparing  plans  for  bottling  works  and 
tenements  costing  $12,000  for  Frisco  Bot- 
tling Works,  Bonaventure  St. 

Toronto,  Ont. 

Plans  are  drawn  for  restaurant  addi- 
tion costing  $6,000  for  F.  R.  Ginn,  281 
St.  George  St.   Contract  will  be  let. 

Plans  are  drawn  for  stores  and  apart- 
ments costing  $50,000  for  J.  Beeker,  265 
Gladstone  Ave.  B.  Swartz,  336  Dundas 
St.  W.,  is  architect. 

Tenders  will  be  called  about  April  1st 
for  public  garage  for  Jas.  J.  Kehoe,  246 
MacPherson  Ave. 

Muirhead's  Ltd.,  99  Yonge  St.,  have 
purchased  Thompson's  Lunch  and  will 
probably  expend  $25,000  on  alterations. 

W.  Pendleton,  615  Greenwood  Ave., 
general  contractor  on  construction  of 
store  and  apartments  costing  $9,500  re- 
ceives tenders  for  all  trades  except  ma- 
sonry. 

County  of  York  contemplates  erection 
of  new  Registry  Office.  Plans  will  be 
prepared  by  the  architectural  department 
of  the  E.  A.  James  Co.,  engineers. 

B.  Swartz,  architect,  336  Dundas  St. 
W.,  has  plans  and  receives  tenders  on 
all  trades  for  three  stores  and  apart- 
ments costing  $22,000  for  Chas.  Ciro,  284 
Gerrard  St.  E.,  and  three  stores  and 
apartments  costing  $25,000  for  P.  Polito, 
109  Queen  St.  W. 

M.  Helfand,  1384  St.  Clair  Ave.  W., 
will  shortly  erect  store  and  apartment 
and  will  supervise  all  work.  B.  Swartz, 
336  Dundas  St.  W.,  is  architect. 

All  trades  will  be  let  for  addition  and 
alterations  to  dairy  costing  $6,000  for  F. 
A.  Harris  &  Sons,  67  Elm  Grove  Ave. 
Prices  wanted  on  dairy  equipment  and 
machinery. 

Photo  Engravers  Ltd.,  70  Bond  St.. 
are  having  plans  prepared  for  manufac- 
turing building  to  be  erected  at  Spa- 
dina  Ave.  and  Grange.  Manager,  Mr. 
Northgrave  or  Mr.  Gardiner. 

Imperial  Oil  Co.,  56  Church  St ,  will 
erect  garage  and  gasoline  service  sta- 
tion at  Danforth  and  Eaton  Aves.  Build- 
ings on  site  are  being  razed. 

J.  M.  Anderson,  2926  Yonge  St.,  con- 
templates erection  of  three  stores  and 
apartments. 

John  Lucas,  200  Gillard  Ave.,  is  erect- 
ing three  stores  and  apartments  and  will 
carry  out  masonry,  carpentry,  roofing, 
plastering  and  painting.  Plumbing,  heat- 
ing and  electrical  work  will  be  let. 

Bell  Telephone  Co.  of  Canada,  76  Ade- 
laide W.,  have  secured  site  upon  which 
it  is  planned  to  erect  telephone  build- 
ing. 

Wm.  Steele  &  Sons,  Ryrie  Bldg.,  have 
been  appointed  architects  and  are  pre- 
paring plans  for  dye  house  and  manu- 
facturing building  for  Toronto  Carpet 
Mfg.  Co.,  1179  King  W. 

A.  &  F.  Fisher,  114  Church  St.,  gen- 
eral contractor  for  Geo.  T>  Lanning,  338 
Yonge  St.,  on  the  erection  of  factory  ad- 
dition  costing  $15,000,   receives  tenders 
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on  heating,  plastering,  roofing,  plumb- 
ing, painting  and  electrical  work. 

Trail,  B.  C. 

Consolidated  Mining  &  Smelting  Co., 

Trail,  will  call  tenders  tor  additions  to 

smelting  plant  costing  $450,000. 

Vancouver,  B.  C. 

Plans  are  in  progress  for  alterations 
to  warehouse  costing  $9,000  for  Swartz 
Bros.,  135  Water  St. 

Vernon,  B.  C. 

William  McNairn,  Armstrong,  B.  C, 
will  rebuild  by  day  labor  fruit  ware- 
house recently  destroyed  by  fire;  esti- 
mated cost,  $20,000.  Local  manager,  Mr. 
Clark. 

Windsor,  Ont. 

T.  Pringle  &  Son,  engineers,  Excel- 
sior Life  Bldg.,  Toronto,  receive  gen- 
eral tenders  until  March  8>th  for  ware- 
house to  be  erected  for  Canadian  Fair- 
banks-Morse Co.,  26  Front  St.  W.,  To- 
ronto. 

Winnipeg,  Man. 

United  Grain  Growers  Ltd.,  Winnipeg, 
contemplate  an  extensive  building 
scheme  involving  the  erection  of  eleva- 
tors in  towns  of  Manitoba  and  Saskatch- 
ewan. Assistant  General  Manager,  J.  R. 
Murray,  Bank  of  Hamilton  Bldg.,  Win- 
nipeg. 

International  Elevator  Co.,  404  Grain 
Exchange,  Winnipeg,  plan  to  erect  grain 
elevators  throughout  Manitoba  and  Sas- 
katchewan. General  manager,  J.  C. 
Gage. 

Chas.  Bridgman,  22  C.  P.  R.  Bldg.,  is 
preparing  plans  for  garage  costing  $30,- 
000  for  Buckham  &  Walmsley,  care  Pal- 
ace Garage. 

T.  D.  Atchison  &  Co.,  architects,  914 
Boyd  Bldg.,  have  plans  and  will  call  ten- 
ders early  in  March  for  addition  to  block 
for  Mason  &  Risch,  head  office,  Toronto. 
Local  manager,  F.  E.  Biggs. 

Ruthenian  Farmers  Elevator  Co.,  262 
Grain  Exchange  Bldg.,  Winnipeg,  plan 
to  erect  grain  elevators  throughout  pro- 
vinces of  Manitoba  and  Saskatchewan. 
General  manager,  W.  T.  Maddaford,  262 
Grain  Exchange  Bldg. 

Weyburn,  Sask. 

Plans  are  in  progress  for  offices  and 
storage  for  C.  P.  Rly.  General  Supt, 
W.  A.  Mather,  Moose  Taw. 

CONTRACTS  AWARDED 
Dartmouth,  N.  S. 

Smith  &  Whebby  have  general  con- 
tract for  drug  store  and  flats  costing 
$5,000  for  W.  H.  Stevens. 

Halifax,  N.  S. 

Vaughan  &  Synott,  North  Albert  St., 
have  general  contract  for  stores  and  flats 
costing  $6,700  for  James  Vaughan  & 
Son,  North  Albert  St. 

Theatre  addition  costing  $50,000  for 
Majestic  Theatre:  Plumbing  and  heating, 
G.  A.  Perrier,  Hollis  St,;  electrical  work, 
Farquhar  Bros.,  Barrington  St.;  painting, 
Walsh  Bros.,  Hollis  St. 

Alterations  to  office  costing  $30,000 
for  S.  M.  Brookfield  &  Co..  Hollis  St.: 
Plumbing  and  heating,  G.  A.  Perry, 
Hollis  St.:  electrical  work.  Farquhar 
Bros.,  Barrington  St.;  painting,  Walsh 
Bros.,  Hollis  St. 

Alterations  to  offices  for  Saunders  & 
Duffus,  47  Hollis  St.:  "Heating,  Longard 
Bros..  Hollis  St.;  plumbing,  Michael 
Day,  Cornwallis  St.;  electrical  work, 
Dunn's  Ltd.,  Upper  Water  St.;  painting, 
Martin  &  Moore,  Barrington  St. 


Rhodes,  Curry  Co.,  Windsor  St.,  have 
general  contract  for  warehouse  and  oil 
station  costing  $25,000  for  Canadian  Oil 

Co. 

Hamilton,  Ont. 

Store  costing  $280,000  for  Arcade  Ltd., 
43-51  James  St.  N.:  Terra  Cotta,  Atlan- 
tic Terra  Cotta  Co.,  1170  Broadway, 
New  York;  glass,  Consolidated  Plate 
Glass  Co.,  241  Spadina  Ave.,  Toronto; 
rooting  and  sheet  metal,  Thos.  Irwin  & 
Sons,  22  McNab  St.  S.,  Hamilton. 

Kitchener,  Ont. 

Casper  Braun,  King  and  Water  Sts., 
has  general  contract,  masonry,  carpentry, 
painting  and  roofing,  and  receives  ten- 
ders until  March  30th  for  plumbing, 
heating  and  electrical  work  for  foundry 
addition  costing  $30,000  for  Philip  Gies, 
Water  St. 

London,  Ont. 

John  Hayman  &  Sons  Co.,  432  Wel- 
lington St.,  have  general  contract  for 
remodelling  store  at  a  cost  of  $10,000 
for  R.  H.  &  J.  Dowler,  Dundas  St.  Ar- 
chitects, Watt  &  Blackwell,  Bank  of 
Toronto  Bldg. 

Thos.  Jones,  307  King  St.,  has  general 
contract  for  factory  addition  costing  $5,- 
000  for  Lanson  &  Jones,  Clarence  St. 

John  Hayman  &  Sons,  432  Welling- 
ton St„  have  general  contract  for  fac- 
tory costing  $5,000  for  Geo.  Wilson  & 
Co.,  615  Dundas  St.  W.  G.  Murray,  Do- 
minion Savings  Bldg.,  is  architect. 

Sam  Willis,  765  Talbot  St.,  has  gen- 
eral contract  for  remodelment  of  hotel 
for  bank  costing  $10,000  for  Merchants 
Bank,  head  office,  Montreal. 

Mitchell,  Ont. 

Remodelment  of  building  for  bank 
costing  $4,500  for  Merchants  Bank  of 
Canada,  head  office,  Montreal:  General 
contract,  carpentry,  plastering  and 
painting,  J.  Avery,  Mitchell,  Ont.;  heat- 
ing, W.  J.  Mundy,  Mitchell.  Architect, 
H.  Little,  Montreal. 

Montreal,  Que. 

General  Building  Corporation,  609 
Kent  Bldg.,  ^Toronto,  has  general  con- 
tract for  theatre  costing  $300,000  for  J. 
&  J.  J.  Allen,  Richmond  &  Victoria 
Sts.,  Toronto. 

Alterations  to  manufacturing  building 
costing  $35,000  for  Benson  &  Hedges 
Ltd.,  171  St.  James  St.:  General  con- 
tract, masonry  and  painting,  D.  G.  Loo- 
mis  &  Sons,  1112  St.  Patrick  St.; 
electrical  work,  Vincent  &  Say  Electric 
Co.,  351  Union  Ave.  Plumbing,  heating, 
millwork  and  plastering  will  be  let. 
Architect,  D.  J.  Spence,  Beaver  Hall 
Hill. 

Factory,  warehouse  and  cold  storage 
costing  $120,000  for  Holt,  Renfrew  & 
Co.,  401  St.  Catherine  St.  W.:  Plumb- 
ing and  heating,  Thos.  O'Connell,  183 
Ottawa  St.;  painting  and  glazing,  El- 
bert Mopes,  8  McGill  College  Ave. 
New  Carlistle,  Que. 

H.  Manger,  Hopetown,  Que.,  has  gen- 
eral contract  and  will  let  sub  trades  for 
bank  building  costing  $12,000  for  Bank 
of  Nova  Scotia,  head  office,  Toronto. 

Ottawa,  Ont. 

Garage  costing  $20,000  for  Senator 
Belcourt,  Wilbood  &  Charlotte  Sts.: 
Roofing,  McFarlane  &  Douglas,  212  Sla- 
ter St.;  electrical  work,  Stanley  Lewis, 
Metcalfe  St.;  painting,  A.  J.  Marshall, 
437  Bank  St. 

Regina,  Sask. 

H.Emke,  2201  Toronto  St.,  has  general 
contract  for  store  and  bakery  costing 


$20,000  for  Harry  Kerr,  1834  Eleventh 
Ave. 

Sherbrooke,  Que. 

Sherbrooke  Construction  Co.,  St. 
Francis  St.,  have  general  contract  for 
warehouse  costing  $16,000  for  G.  T. 
Armstrong  &  Sons  Ltd.,  corner  Aber- 
deen and  Alexander  St. 

St.  Boniface,  Man. 

A.  T.  Bonnett  &  Brother,  405  Confed- 
eration Life  Bldg.,  have  general  con- 
tract for  storage  warehouse  costing  $20,- 
000  for  Prest-o-Lite  Co.,  605  Tache  Ave. 

Sudbury,  Ont. 

Tinklaton  &  Jackson  have  general 
contract  for  remodelment  of  old  Russell 
House   for  restaurant;   cost,  $4,500. 

Toronto,  Ont. 

Jas.  A.  Wickett  Ltd.,  59  Yon«e  St., 
has  general  contract  for  addition  to 
public  garage  costing  $25,000  for  Secord 
&  Howie,  2805  Dundas  St.  W. 

Addition  to  plant  for  R.  Laidlaw  & 
Co.,  65  Yonge  St.:  Roofing,  Toronto 
Roofing  &  Repair  Co.,  96  King  W.; 
plumbing,  R.  G.  Copeland,  1424  Queen 
\\'.;  heating,  Steel  &  Radiation  Ltd., 
Fraser  Ave. 

E.  J.  Curry,  56  King  St.  W.,  has  lath 
and  plastering  contract  for  Wm.  Davies 
building,  Queen  St.  W.  Hynes,  Feld- 
man  &  Watson  are  architects. 

Vancouver,  B.  C. 

E.  Cook  &  Co.,  625  Birks  Bldg.,  Van- 
couver, have  general  contract  for  alter- 
ations to  bank  building  costing  $9,000  for 
Molson's  Bank,  head  office,  Montreal, 
Que. 

Winnipeg,  Man. 

Hazelton  &  Walin,  608  Electric  Rly. 
Chambers,  have  general  contract  for 
theatre  costing  $600,000  for  Famous 
Players  Canadian  Corp.,  head  office, 
Toronto.   Sub  trades  will  be  let. 

Fraser  &  McDonald,  838  Somerset 
Bldg.,  -  have  general  contract  for  office 
building  costing  $25,000  for  the  North- 
western Life  Insurance  Co.,  407  Bank 
of  Nova  Scotia,  Winnipeg. 


Residences 

Amherstburg,  Ont. 

W.  W.  Trimble  contemplates  erection 
of  residence  costing  $4,500. 

Aylmer,  Ont. 

Aylmer  Housing  Commission  plan  to 
erect  residences  costing  $40,000.  Chair- 
man. Mayor  Jos.  Davis. 

Billings,  Ont. 

Rich.  Tustian,  Billings  via  Gore  Bay, 
Ont.,  contemplates  erection  of  'residence 
costing  $3,800  and  is  preparing  plans. 
Blue  Sea  Lake,  Que. 

C.  S.  Scott,  25  Oakland  Ave.,  Ottawa, 
Ont.,  will  erect  summer  cottage  this 
spring. 

Bonar  Point,  N.  S. 

John  Morley,  architect,  Glace  Bay,  N. 
S.,  is  preparing  plans  and  will  call  ten- 
ders for  fifty  residences  costing  from 
$2,000  to  $4,000  each  for  Dominion  Coal 
Co.,  Glace  Bay. 

Brampton,  Ont. 

R.  Blaine,  Jr.,  Brampton,  wants  prices 
on  all  sub  trades  for  residence.  W. 
Breden  Galbraith,  Excelsior  Life  Bldg., 
Toronto,  is  architect.  Owner  supplies  all 
material. 

(Continued  on  page  63) 


Tenders  and  For  Sale  Department 


Tenders  for  Bridge 


Scaled  tenders  will  be  received   by  me,  as  un-  I 
der,  for  the  Bruce  County  Council,  up  to  C  p.m. 
cm  Monday,  March  15th,  1920,  for  a  New  Bridge 
across   the   Teeswater   River   on    the    Brant   and  I 
Greenock    Township    line.      Plans    and  specifica- 
tions may  ■  be  seen  at  my  office,  Walkerton. 

Tender    No.    1,    for    Concrete    abutments  and 
pier   and   reinforced   concrete  Span. 

fender  No.  2,  for  105  feet  span  steel  through 
truss. 

FRED  li.  JAMES,  County  Engineer, 
Walkerton,  Out. 
February  24,  1920.  9  I 


Sealed  Tenders 

Marked  "Tenders  for  Drainage  Work"  will  be 
received  by  me  at  my  office  in  the  Township  of 
Caledonia  until  one  o'clock  in  the  afternoon  of 
Monday,  the  22nd  day  of  March  next,  for  tin- 
construction  of  the  "Cross  Creek  Drainage 
Work"   in   the   Township   of  Caledonia. 

The  estimated  volume  of  work  to  be  done  is: — 
60,681  cu.  yds.  of  earth  excavation ;  339  cu.  yds. 
rock  excavation. 

Drawings  and  specifications  may  be  examined 
and  forms  of  tender  secured  at  my  office  or  at 
the  office  of  Magwood  it  Stidwill,  Civil  Engi- 
neers,  Cornwall,  Out. 

A  cash  deposit  or  certified  check  on  a  char- 
tered bank  equal  to  five  per  cent,  of  the  tendered 
price  must  accompany  each  tender. 

The  lowest  or  any  tender  not  necessarily 
accepted.   . . . 

(Signed)  J.  H.  METHOT, 

Twp.  Clerk  of  Caledonia, 
R.  R.  No.  2,  Vankleek  Hill,  Out. 
'Dated  this  23rd  day  of  Feb.,  A.D.  1920.  9-10 


Separate  sealed  tenders,  addressed  to  the 
undersigned,  and  endorsed  "Tender  for  Gate 
Keeper's  Lodge,  Assistant  M.O.'s  Quarters, 
Nurses'  Quarters,  etc.,  Westminster  Psychopa- 
thic Hospital,  London,  Out.,"  as  the  case  may 
be,  will  be  received  until  12  o'clock  noon,  Thurs- 
day. March  25,  1920,  for  the  construction  of  a 
(late  Keeper's  lodge,  Assistant  Medical  Officers' 
Quarters,  Nurses'  Quarters,  and  Heating  Con- 
duit to  M.O.'s  Residence,  Assistant  M.O.'s  Quar- 
t?rs,  and  Nurses'  Quarters,  Westminster  Psycho- 
pathic  Hospital,   London,  Ont. 

Plans  and  specifications  can  be  seen  and  forms 
of  tender  obtained  at  the  offices  of  the  Chief 
Architect,  Department  of  Public  Works,  Ottawa; 
the  Superintendent  of  Westminster  Psychopathic 
Hospital,  London.  Ont.;  the  Superintendent  of 
Dominion  Buildings,  Postal  Station  "  F,"  Toron- 
to, Ont.  ;  the  Builders.'  Exchange,  Montreal,  P. 
().,  and  the  Overseer  of  Dominion  Buildings, 
Central   P.   O.,  Montreal,  P.Q. 

Tenders  will  not  be  considered  unless  made  on 
the  forms  supplied  by  the  Department  and  in  ac- 
cordance with  the  conditions  set  forth  therein. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank  payable  to 
the  order  of  the  Minister  of  Public  Works,  equal 
to  10  p.c.  of  the  amount  of  the  tender.  War 
Loan  Bonds  of  the  Dominion  will  also  be  accept- 
ed as  security,  or  war  bonds  and  cheques  if  re 
'luircd  to  make  up  an  odd  amount. 

By  order, 

P.  C.  DESROCHERS, 

Secretary. 

Department  of  Public  Works, 

Ottawa,  February  23,  1920.  9-10  I 


Proposals  Wanted 


Proposals  addressed  to  the  City  Clerk,  Niag- 
ara Falls,  Ontario,  will  be  received  up  to  March 
15,  1920,  to  furnish  a  Standard  Built  Motor 
Pumper. 

100  to  110  Horse  Power. 

Rotary   Pump  of  600  imperial  gallon  capacity. 
Chemical  tank — 35  gallon  capacity. 
Sewell  cushion  wheels. 
Standard  equipment, 

State  where  such  apparatus  may  be  seen  in 
action. 

W.  J.  SEYMOUR, 
7-10  City  Clerk. 


Notice  to  Manufacturers 
and  Dealers  in 
Equipment 

Sealed  tenders,  marked  "Tender  for  Waggon 
Loaders,"  will  be  received  by  the  undersigned 
until  12  o'clock  noon  on  Wednesday,  March  the 
24th.  1920,  for  the  supply  of  two  gasoline  "driven 
mechanical  waggon  loaders ;  one  f.o.b.  Beams- 
ville,  and  one  f.o.b.  Cainsville,  with  delivery  not 
later  than  May  17th,  1920. 

Specifications  and  tender  envelopes  may  be 
obtained  on  and  after  Monday,  March  the  1st, 
at  the  office  of  the  undersigned. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department   of   Public  Highways, 

Toronto,    February   25th,    1920.  9 


Notice  to  Manufacturers  and 
Dealers  in  Road-Building 
Machinery 


Sealed  tenders,  marked  "Tender  for  Gasoline 
Tanks,"  will  be  received  by  the  undersigned  un- 
til twelve  o'clock  noon  on  Wednesday,  March 
17th,  1920,  for  the  supply  of  from  one  to  five 
horse-drawn  steel  gasoline  tanks,  approximate 
capacity  400  gallons,  for  storing  and  moving 
gasoline.     Bidders  will  quote  prices  f.o.b.  factory. 

Tender  envelopes  may  be  obtained  on  and  after 
Wednesday,  February  25th,  1920,  at  the  office 
of  the  undersigned. 

The  lowest  or  any  tender  not  necessarily- 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department    of   Public  Highways, 

Toronto,   February  23,  1920.  9 


FOR  SALE 

One  pair  Beatty  throttle  reverse  anchor  en- 
gines. Size  6"  x  6".  In  first  class  condition, 
can  be  used  as  swingers  or  thrusting  engines. 

Apply  Box  151,  Contract  Record,  Toronto.  9-tf 


Notice  to  Contractors 


Sealed  tenders,  marked  (Tenders  for  Pave- 
ment), will  be  received  by  the  undersigned  until 
Saturday,  March  20th,  1920,  for  the  construc- 
tion of  one  and  one-quarter  O  !4 )  miles  of  Con- 
crete Pavement  on  Main  Street,  Exeter. 

Plans,  specifications  and  form  of  tender  may 
be  seen  at  the  office  of  the  Municipal  Clerk, 
Exeter,  or  at  the  office  of  the  Engineer, 

T.   ROY  PATTERSON. 
7-10  Goderich,  Ontario. 


TENDERS  WANTED 

for 

Trunk  Sewer  and  Sewage 
Disposal  Works 

Sealed   tenders  will  be  received  by  John  Mor- 
rison,   City    Clerk,    Woodstock.    Ontario,    up  till 
li  p.m.    of    Wednesday,    the   24th   day   of  March 
for  the  construction  of  approximately  two  miles 
i  of   Trunk    Sewer,   and   also   for  the  construction 
j  of  a  1,300,000  gallon  sewage  disposal  plant. 

Plans  and  specifications  may  be  seen  at  the 
•  office  of  tin  undersigned  or  will  be  mailed  upon 
a  deposit  of  $10.00'  for  the  Sewer  and  $15.00  for 
the  Disposal  Works,  which  sums  will  be  returned 
upon  the  return  of  the  plans  and  specifications, 
or  upon  the  receipt  of  a  bona  fide  tender  for  the 
j  work. 

A  marked  cheque,  payable  to  the  City  Trea- 
surer, for  three  per  cent,  of  the  amount  of  the 
tender  must  accompany  each  tender. 

The    lowest    or    any    tender    not  necessarily 

accepted. 

F.  J.  URE  &  SON,  Engineers, 
9-10  Woodstock,  Ontario. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  the  Supply  of  Crushed  Stone,"  will  be  re- 
ceived by  the  undersigned  until  twelve  o'clock 
noon  on  Friday,  March  19th,  1920,  for  the  supply 
of  approximately  7,000  cubic  yards,  loose  mea- 
surement, of  No.  4  stone,  dumped  as  directed,  on 
the  Provincial  Highway  in  Nepean  Township 
from  the  Brick  Yards  south  to  Black  Rapids, 
a  distance  of  approximately  4  miles. 

Specifications  and  tender  envelopes  may  be 
obtained  on  and  after  Friday,  February  27th, 
1920,  at  the  office  of  the  Resident  Engineer, 
Kemptvi'.le  ;  and  at  the  office  of  the  undersigned. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required  when 
the  contract  is  signed. 

The    lowest    or    any    tender    not  necessarily 

accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 

Department   of   Public  Highways, 

Toronto,  February  24th,  1920.  9 


WANTED — An  Agricultural  Engineer  or  a 
civil  engineer  familiar  with  conditions  on  the 
farm  is  desired  for  the  service  department  of 
one  of  the  largest  manufacturing  companies  in 
Canada.  One  speaking  and  writing  both  French 
and  English  is  preferred.  Correspondence  con- 
fidential. State  age,  experience  and  salary  ex- 
pected. Apply  Box  169,  Contract  Record,  To- 
ronto, Ont.  9 


March  3,  1920 
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TORONTO  &  YORK  ROADS 
COMMISSION 


Pavements  and  Bridges 


Tenders  will  be  received  up  to  noon  on  March 
12th.  1920.  by  the  Toronto  &  York  Roads  Com- 
mission, for: — 

(a)  3  miles  of  water-bound  macadam. 

(b)  4  miles  of  bituminous  bound  macadam  or 
asphaltic  concrete. 

(c)  A  90-foot  Concrete  Truss. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  Engineer,  57  Adelaide  Street  East, 
Toronto. 

R.  \V.  PHILLIPS,  Secretary. 
9  D.    SPENCE,  Chairman. 


Tenders  for  Bridges 


Sealed  tenders  will  be  received  by  me  as  un- 
der, for  the  Bruce  County  Council,  up  to  6 
p.m.  on  Thursday,  the  26th  of  March  next,  for 
Concrete  and   Steelwork  of   Bridges  as  under: — 

1 —  For  105  feet  span  bridge  across  the  Tees- 
water  River,  Culross  Township. 

2 —  For  120  feet  span  bridge  across  the  Sauble 
River,   Amabel   Township. | 

3 —  For  about  25  tons  steel  reinforcing  rods. 
Specifications    and    other    particulars    may  be 

seen  at  my  office,  YValkerton. 

FRED  B.  JAMES,  County  Engineer, 

Walkerton,  Out. 

March  1st,  1920.  9 


First  Class  Engineer  or  Superintendent  wanted. 
Must  have  experience  on  large  reinforced  con- 
crete work  and  able  to  get  results. 

Apply,  stating  salary,  etc.,  to  Box  171,  Con- 
tract Record,  Toronto,  Ont.  9 


WANTED 

French  Back-filler.  State  length  of  boom  and 
all  particulars  to  Box  170,  Contract  Record,  To- 
ronto, Ont.  9-11 


Carpenter  Foreman 
Wanted 

Must  be  first  class  man  with  thorough  knowledge 
of  reinforced  concrete  construction.  Apply  stat- 
ing experience  to  Box  No.  157,  Contract  Record, 
Toronto.  8-9 


Quantity  Surveyor 

(Scotch),  20  years'  experience,  for  the  past  eight 
years  with  one  Canadian  firm  as  Office  Man- 
ager and  General  Superintendent.  Thoroughly 
qualified  taking  off  quantities,  preparing  and  pric- 
ing tenders,  dealing  with  Architects  and  Sub-Con- 
tractors and  supervising  work  to  completion. 

For  further  particulars,  apply  Box  155,  Con- 
tract Record,  Toronto.  11 


Construction 
Superintendent  Wanted 

Construction  superintendent  for  ten  storey  re- 
inforced concrete  office  building.  Must  be  first 
class  man  of  good  organizing  ability  and  have 
thorough  experience  in  all  branches  of  the  build- 
ing trades.  Experience  in  mechanical  trades  not 
necessary  but  desirable.  Business  end  of  work 
will  be  handled  from  head  office.  Apply,  giving 
experience,  to  Box  No.  159,  Contract  Record, 
Toronto.  8-9 


Bricklayer  Foreman 
Wanted 

,  Must  be  first  class  man  able  to  efficiently  and 
economically  handle  his  end  of  the  work.  Apply 
stating  experience  to  Box  No.  158,  Contract 
Record,  Toronto.  8-9 


FOR  SALE 

Steam  Shovel 

18  B.  BUCYRUS 

Traction  Wheels  7/8  Dipper 

Steam  Roller 

14  Ton  Tom  Kelly  Springfield 

Gasoline  Roller 

10  Ton  OHIO 

WRITE  FOR  PARTICULARS 

Eastern  Equipment  Co. 

MONTREAL  Limited 


Residences 

(Continued  from  page  611 

Grand  Pre,  N.  S. 

Hugh  G.  Baud,  architect,  Maple  St., 
Dartmouth,  N.  S.,  has  prepared  plans 
for  residence  costing  $20,000  for  Charles 
S.  Pickford. 

Halifax,  N.  S. 

J.  R.  Mackenzie,  Roy  Bldg.,  general 
contractor  for  James  Coolen  on  the  erec- 
tion of  residence  costing  $8,000,  wants 
prices  on  plumbing,  heating,  plastering 
and  electrical  work. 

Canadian  Construction  Co.,  Roy  Bldg., 
have  secured  site  upon  which  apartment 
house  will  be  erected  at  a  cost  of  $50,- 
000.  Manager,  W.  L.  Young. 

B.  H.  Morrison  and  A.  F.  Dyer,  care 
N.  S.  Construction  Co.,  Upper  Water 
St..  will  erect  five  residences  costing 
$15,000  by  day  labor;  plumbing,  plaster- 
ing and  electrical  work  will  be  let.  Ar- 
chitect, A.  E.  Priest,  58  Bedford  Row. 
Hamilton,  Ont. 

Plans  are  drawn  for  four  residences 
costing  $3,500  each  for  M.  H.  Coleman, 
200  Park  Row  S.  Plumbing,  heating  and 
electrical  work  will  be  let. 
Kirks  Ferry,  Que. 

Mrs.  P.  O'Connor,  43  Empress  Ave., 
Ottawa,  plans  to  erect  summer  cottage 
this  spring. 

A.  Joanes,  165  Florence  St.,  Ottawa, 
will  erect  summer  cottage  in  spring. 

F.  W.  Rice,  578  O'Connor  St.,  Ottawa, 
will  erect  summer  cottage  in  spring. 
Kitchener,  Ont. 

Wm.  Ranel  has  plans  and  receives  ten- 
ders until  March  6th  for  general  contract 
for  residence  costing  $5,000.  General 
Contractor  will  let  all  trades. 

W.  B.  Wilgeind,  49  Cameron  St.,  re- 
ceives tenders  until  March  10th  for  gen- 
eral contract  for  residences  costing  $4,- 
000.  W.  H.  E.  Schmalz,  architect,  Fred- 
erick St.,  has  plans. 

Frederick  Martin,  Frederick  St.,  re- 
ceives tenders  until  March  8th  for  gen- 
eral contract  for  residence  costing  $4,- 
800.  W.  H.  E.  Schmalz,  architect,  Fred- 
erick St.,  has  plans. 

F.  Daub,  Heins  Ave.,  will  start  work 
shortly  on  residence  costing  $5,500.  All 
sub  trades  will  be  let.  W.  H.  E. 
Schmalz,  Frederick  St.,  is  architect. 

A.  H.  Koepke,  91  Chapel  St.,  general 
contractor  for  D.   D.   Eidt  on  erection 


of  residence  costing  $7,000,  wants  prices 
on  plumbing,  heating,  painting  and  elec- 
trical work. 

Lindsay,  Ont. 

B.  F.  Reesor  contemplates  the  erec- 
tion of  residence.  Cost,  $6,000. 

Mimico,  Ont. 

Work  will  start  shortly  on  erection 
of  bungalow  costing  $10,000  for  Walter 
L.  Keens,  259  Spadina  Ave.,  Toronto. 
W  ork  will  be  done  on  time  and  material 
basis  under  supervision  of  architect,  W. 
Ereden  Galbraith,  Excelsior  Life  Bldg., 
Toronto. 

Montreal,  Que. 

Todd  &  Cochius,  801  New  Birks  Bldg., 
plan  to  erect  at  least  ten  residences  this 
summer  by  day  labor. 

Bastien  &  Cartier,  architects,  76  St. 
James  St.,  are  preparing  plans  and  will 
call  tenders  about  March  15th  for  resi- 
dence for  Estate  Masson,  13  St.  James 
St. 

L.  A.  Beauchemin  &  Co.,  Champagneur 
St.,  plan  to  erect  two  residences  cost- 
ing $7,000  each. 

Victor  E.  Lambert,  350  Marcil  Ave., 
has  purchased  sites  and  contemplates 
erecting  several  residences  this  summer. 

Construction  Ltd.,  221  Harvard  Ave., 
contemplates  erecting  residences  costing 
$6,000  each  this  year. 

Tenders  received  by  Administrative 
Commissioners  until  March  6th  for  re- 
pairs to  residence  for  city.  Plans  at  city 
architect's  office.  Clerk,  Rene  Bauser. 

Bastien  &  Cartier,  architects,  76  St. 
James  St.,  are  preparing  plans  and  will 
receive  tenders  from  March  15th  to 
March  22nd  for  seveii  tenements  cost- 
ly $100,000  for  Masson  Estate,  13  St. 
James  St. 

L.  N.  Noiseux,  55  Convent  St.,  has 
plans  and  receives  tenders  for  separate 
trades  for  semi  detached  residence  cost- 
ing $15,000.  C.  Dufort,  195  St.  Cather- 
ine St.  E.,  is  architect. 

Mount  Forest,  Ont. 

W.  A.  Gardiner  plans  to  erect  resi- 
dence costin  $5,000. 

Oshawa,  Ont. 

Frank  Amsbary  will  start  work  short- 
ly on  residence  costing  $4,500  and  will 
carry  out  masonry,  carpentry  and  roof- 
ing. J.  M.  Brant  is  architect. 

Ottawa,  Ont. 

Geo.  Graves  Construction  Co.,  415 
Booth  Bldg.,  general  contractors  for 
Capt.  W.  P.  Grant,  81  Somerset  St.,  on 
alterations  to  apartment  house  costing 
$25,000,  wants  prices  on  heating,  plumb- 
ing, plastering  and  electrical  work. 

Plans  are  drawn  for  two  or  three  resi- 
dences costing  $4,800  eaclj  to  be  erected 
for  Barrett  Bros.,  Catherine  St. 

Tenders  received  by  Chairman  Ottawa 
Housing  Commission,  Bank  National 
Bldg.,  until  March  8th  for  residences 
costing  $700,000.  Plans  with  architect, 
Mr.  Belfrey,  care  Ottawa  Housing  Com- 
mission. 

Perth,  Ont. 

Mr.  Carson  plans  to  erect  two  resi- 
dences at  Peter  and  Lewis  Sts. 

Jas.  J.  Smith  plans  to  erect  double 
residence  at  Brock  and  Drummond  Sts. 

Pierreville,  Que. 

Alphonse  Trudel  is  erecting  residence 
costing  $0,000  by  day  labor. 

Paul  Buissons  plans  to  erect  residence 
costing  $6,000. 

Sherbrooke,  Que. 

H.  G.  James,  architect,  Whiting  Block, 
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is  completing  plans  for  alterations  and 
addition  to  stores  costing  $15,000  for  A. 
C.  Skinner,  Strathcona  Sq. 
South  Vancouver,  B.  C. 

Gillingham  &  Korner,  1302  Tower 
Bldg.,  Pender  St.  W.,  have  plans  and 
receive  tenders  for  two  bungalows  cost- 
ing $10,000. 

St.  James,  Man. 

M.  D.  Eraser,  415  Inglewood  St.,  and 
N.  R.  Fraser,  302  Truro  St.,  each  con- 
template the  erection  of  residence  to 
cost  $4,500  and  will  supervise  work. 

D.  A.  Best,  337  Woodlawn  St.,  plans 
to  erect  residence  costing  $0,200,  M.  C. 
Scarfe,  7  Home  Bank  Bldg.,  Winnipeg, 
plans  to  erect  residence  costing  $6,000, 
and  M.  R.  Quigley,  Hammond  Blk.,  Win- 
nipeg, plans  to  erect  residence  costing 
$5,800. 

St.  Simon  D'  Yamaska,  Que. 

Work  will  start  shortly  on  erection  of 
residence  costing  $3,500  for  Ephriam 
Marin.  Adelard  Paquette,  St.  Hugues  D' 
Yamaska,  is  architect. 

Toronto,  Ont. 

International  Contractors  Ltd.,  112 
Roselawn  Ave.,  have  secured  site  and  will 
erect  four  pair  of  residences  costing  $5,- 
000  each. 

Jas.  McKernan,  20  Barrington  Ave.,  is 
erecting  five  residences  costing  $5,000 
each  and  will  carry  out  masonry  and 
carpentry.  Plastering,  plumbing,  heat- 
ing, painting  and  electrical  work  will  be 
let. 

John  Wilson,  974  Logan  Ave.,  has 
plans  drawn  for  three  residences  costing 
$3,500  each  and  will  carry  out  masonry, 
carpentry,  roofing,  and  painting.  Plumb- 
ing, heating  and  electrical  work  will  be 
let. 

A.  J.  Leelis,  302  Windermere  Ave.,  is 
erecting  residence  costing  $6,000  and  is 
carrying  out  masonry  and  carpentry. 
I'lumbing,  heating,  plastering,  painting 
and  electrical  work  will  be  let. 

S.  Paddle,  702  Rushton  Rd.,  is  erecting 
two  residences  costing  $3,000  each  and 
is  carrying  out  all  work. 

Geo.  Hedges,  281  ,Waverley  Rd.,  has 
plans  drawn  for  residence  and  garage 
costing  $5,000  and  will  carry  out  mason- 
ry and  carpentry.  Plumbing,  heating, 
plastering,  painting  and  electrical  work 
will  be  let. 

Plans  are  drawn  for  duplex  residence 
and  garage  costing  $6,500  for  G.  B.  Coo- 
ney,  169  Delaware  Ave.  Tenders  received 
on  all  trades. 

I).  Mclnnes,  302  Windermere  Ave.,  is 
erecting  residence  costing  $6,000,  and  is 
carrying  out  masonry  and  carpentry. 
I'lumbing,  heating,  plastering,  painting, 
and  electrical  work  will  be  let. 

Plastering,  plumbing,  heating,  paint- 
ing and  electrical  work  will  be  let  for 
residence  costing  $6,000  for  H.  C.  Card, 
2 1  Rowland  Ave. 

Dodds  Ltd.,  C.P.R.  Bldg.,  Toronto, 
have  plans  drawn  for  fifty  bungalows 
costing  $5,000  to  $12,000  each  and  will 
carry  out  carpentry.  Masonry,  roofing, 
plastering,  plumbing,  heating,  painting, 
and  electrical   work  will  be  let. 

I'lans  are  drawn  for  residence  costing 
$6,500  for  C.  K.  Johnson,  98  Moore  Ave. 
Trades  will  be  let. 

G.  T.  Death,  203  Keewatin  Ave.,  has 
plans  drawn'  for  live  residences  costing 
$1,000  each  and  will  carry  out  masonry 
and  carpentry.   Plumbing,  heating,  plas- 


tering, painting  and  electrical  work  will 
be  let. 

F;  Crosswell,  739  Indian  Rd.,  has  plans 
drawn  for  one  pair  of  residences  costing 
$4,000  each  and  will  carry  out  masonry 
and  carpentry.  Plumbing,  heating,  plas- 
tering, painting  and  electrical  work  will 
be  let. 

Tony  Chilco,  323  Roncesvalles  Ave., 
receives  tenders  on  all  trades  and  prices 
on  all  materials  for  one  pair  of  stores 
and  apartments  costing  $8,500  each. 

Frank  Miller,  1512  Danforth  Ave.,  has 
plans  drawn  and  will  carry  out  mason- 
ry and  carpentry  for  two  residences 
costing  $4,500  each.  Plastering,  plumb- 
ing, roofing,  heating,  painting  and  elec- 
trical work  will  be  let. 

Thos.  M.  O'Connell,  architect,  8  Ash- 
dale  Ave.,  receives  tenders  until  April 
28th  on  all  trades  for  number  of  semi- 
detached residences  costing  $4,000  a  pair. 

Uxbridge,  Ont. 

Plans  will  be  prepared  for  two  resi- 
dences costing  $5,000  for  the  Uxbridge 
Hardware  Co. 

Waverley,  N.  S. 

R.  A.  Johnson,  architect,  I'arrington 
St.,  Halifax,  is  preparing  plans  for  resi- 
dence for  Dr.  Temple. 

West  Kildonan,  Man. 

Joseph  Farr,  115  Atlantic  Ave.,  Win- 
nipeg, will  erect  residence  costing  $4,000 
in  the  spring. 

Windsor,  Ont. 

A.  S.  Shepherd,  Gladstone  and  Shep- 
erd  Sts.,  will  start  work  shortly  on  erec- 
tion of  residence  costing  $4,000.  Plumb- 
ing, heating,  plastering  and  painting  will 
be  let. 

Woodstock,  Ont. 

A.  Barthelmas  &  J.  E.  Hoare,  247 
Yonge  St.,  Toronto,  have  purchased 
stores  next  door  to  their  factory  and 
will  alter  them  into  apartments. 

CONTRACTS  AWARDED 
Cap  De  La  Madeleine,  Que. 

II.  W.  Rousseau  has  general  contract 
for  residence  costing  $6,000  for  Honore 
Brousseau.  Plumbing  and  electrical 
work  will  be  let. 

Clanwilliam,  Man. 

The  Valley  Lumber  Co.  have  general 
contract  for  farm  residence  costing  $5,- 
000  for  Win'.  Harris. 

Halifax,  N.  S. 

J.  R.  Mackenzie,  Roy  Bldg.,  has  gen- 
eral contract  for  residence  costing  $6,- 
000  for  Mrs.  Con.  Upham,  Gottingen  St. 
Plumbing,  plastering,  painting,  glazing 
and  electrical  work  will  be  let. 

Flats  costing  $9,000  for  Eastern  In- 
vestment Corp.,  Cragg  Bldg.:  Plumbing, 
W.  S.  Craig,  Upper  Water  St.;  heating. 
Longards  Ltd.,  Hollis  St.;  electrical 
work,  Cragg  Bros.,  Barrington  St. 

Residence  costing  $6,000  for  A.  Pev- 
erill,  Seaforth  St.:  Heating.  Hillis  & 
Sons  Ltd.,  Hollis  St.;  plumbing,  J.  P. 
McTomney.  120^  Windsor  St.;  electri- 
cal work,  E.  Belliveau,  care  owner. 

Lambton,  Ont. 

Twelve  residences  costing  $2,500  each 
for  Dodds  Ltd.,  C.P.R.  Bldg.,  Toronto: 
Electrical  work,  Jno.  Bland,  St.  Marks 
Rd.,  Lambton;  plastering,  John  T.  Me- 
thers,  Bannon  Ave.,  Lambton;  heating, 
Bathurst  Furnace  Co.,  856  Bathurst  St. 

Mimico,  Ont. 

Roberts  Bros.,  241  Dovercourt  Rd.,  To- 
ronto, have  general  contract  and  will 
handle  all  trades  on  alterations  of  resi- 


dence into  duplex  for  Walter  J.  Keens, 
259  Spadina  Rd.,  Toronto. 

M.  A.  Crowe,  Milton  St.,  has  general 
contract  for  residence  costing  $5,800  for 
Miss  Ryan,  Station  Rd. 

Montreal,  Que. 

Residence  costing  $25,000  for  E.  C.  B. 
Fetherstonhaugh,  775  Sherbrooke  St.  W.: 
General  contract  and  masonry,  Reid 
Bros.,  515  Guy  Street;  steel,  Phoenix 
Bridge  &  Ironworks  Limited,  83  Col- 
borne  Street;  milwork,  R.  MacFarlane 
&  Co.,  953  St.  James  Street;  roofing, 
Richardson  Simard  &  Co.,  745  Clarke 
St.;  electrical  work,  R.  S.  Muir  &  Co., 
32  Park  Ave.;  plumbing  and  heating, 
John  Tweddle  &  Co.,  163  Lagauchetiere 
St.  W.;  plastering,  A.  T.  Clark,  8  McGill 
College  Ave.;  decorating,  painting  and 
glazing,  Fryer  &  Matheson,  1356  St. 
Lawrence  Blvd.;  cut  stone.  Quinlan  Cut 
Stone  Ltd.,  4414  St.  Catherine  St.  W.; 
dumb  waiter,  fly  screens,  marble  and  tile, 
James  Walker  Hardware  Co.,  252  St. 
James  St. 

Oakville,  Man. 

W.  Noxon,  Portage  La.  Prairie,  Man., 
has  general  contract  for  residence  costing 
$7,000  for  Dr.  Alforfl,  Oakville.  Masonry, 
plumbing,  heating,  plastering,  painting, 
and  electrical  work  not  let  yet. 

Oshawa,  Ont. 

The  Gay  Co.  has  general  contract,  ma- 
sonry, carpentry  and  roofing  for  four 
residences  costing  $2,000  each  for  J.  V. 
Hill. 

Ottawa,  Ont. 

Residence  costing  $5,200  for  R.  M. 
Ballantyne,  250  Cooper  St.:  Heating. 
Capital  Hardware  Co.,  845  Bank  St.: 
plumbing,  Gervin  &  Hodgins,  Bank  and 
Sunnyside;  electrical  work,  P.  S.  Ack- 
rord,  416  Bank  St. 

Apartment  house  costing  $25,000  for 
John  W.  Wakeley,  594  Driveway  West: 
Electrical  work,  L.  Raoul  Viau,  113  Ho- 
tel de  Ville,  Hull,  Que.;  plumbing  and 
heating,  Louis  Gendron,  89  Bridge  St., 
Hull;  plastering,  Mr.  Barthelet,  care 
owner;  painting,  N.  Michaud,  Irving  Ave. 

Owen  Sound,  Ont. 

Residence  for  Wm.  Sims,  care  Davis- 
Smith  Malone  Co.:  General  contract, 
Evans  &  Anderson,  654  Eighth  St.  E.; 
masonry  and  plastering,  W.  P.  Evans, 
654  Eighth  St.;  carpentry,  W.  J.  Ander- 
son, 1180  Third  Ave,  E. ;  plumbing, 
Christie  Bros.  Co.,  969  Second  Ave.  E. 

St.  Charles,  Man. 

City  &  District  Land  Co.,  McArthur 
Bldg.,  Winnipeg,  have  general  contract 
for  residence  for  E.  G.  Stewart,  123 
Sherbrooke  St.,  Winnipeg. 

Three  Rivers,  Que. 

Villeneuve,  Vincent  &  Lacroix,  148A 
Xotre  Dame  St.,  have  masonry  for  apart- 
ment house  costing  $50,000  for  Ernest 
Marchand,  St.  Tite,  Que. 

J.  Lessard,  338  St.  Francois  Xavier 
St.,  has  general  contract  for  twelve  ten- 
ements costing  $25,000  for  L.  Boisvert. 
care  Burrill  Lumber  Co.  Plumbing,  heat- 
ing and  electrical  work  will  be  let, 

Toronto,  Ont. 

Residence  costing  $8,000.  architects, 
Eden  Smith  &  Son,  33  Scott  St.:  Mas- 
onry, W.  S.  Saunders.  2357  Yonge  St.; 
cut  stone,  Witchall  &  Son,  156  St.  Hel- 
en's Ave.;  carpentry,  Geo.  C.  Annon,  41 
Hounslow  Heath  Rd.;  plastering,  J.  Nel- 
son &  Son,  273  Rusholme  Rd.;  painting. 
C.  1'.  Button  &  Co..  54  Orchard  View 
Blvd.;  sheet  metal,  W.  E.  Dillon  &  Co., 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 


AND 


TANKS 


Plant  of  The  John  Inglls  Company,  Limited 


WRITE  FOR  PRICES  AND  SPECIFICATIONS 

THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative: 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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183  George  St.;  electrical  work,  Moss  & 
Stocks  Electric  Co.,  14  Prince  St.;  plumb- 
ing, McNaughton  &  MacKenzie,  1029 
Shaw  St.;  tile,  Italian  Mosaic  &  Marble 
Go,  of  Canada,  44a  King  St.  VV. 

W.  G.  Charlton,  117  Grenadier  Rd., 
has  general  contract,  masonry  and  car- 
pentry for  two  duplex  residences  costing 
$10,000  each  for  Stuart  H.  Glass,  200 
Westminster  Ave.  Rooting,  plumbing, 
heating,  plastering,  painting  and  electri- 
cal work  will  be  let. 

Four  pair  of  residences  costing  $24,000 
and  four  pair  of  residences  costing  $22,- 
000  for  S.  H.  Lumb,  r>G:i  Greenwood  Ave.: 
Electrical  work,  G.  A.  Newman,  52  Car- 
oline Ave.;  plumbing,  J.  Reid,  Marjory 
St.;  heating,  J.  C.  Mcl'adden,  :;22  Dah- 
forth  Ave.;  plastering,'  John  H.  Mat- 
thews, 425  Clinton  St. 

Alteration  of  residence  into  duplex 
costing  $5,000  for  Thos.  Wisker,  280  Carl- 
ton  St.:  Carpentry  and  roofing,  Sam. 
Cox,  32  Metcalfe  St.;  electrical  work, 
Nitro  Electric  Co.,  18  Queen  E.;  plumb- 
ing, Robt.  Sherlock,  425  Gerrard  E.; 
heating,  Pease  Foundry  Co.,  118  King 
St.  E.;  painting,  Wffl.  Hampton,  213 
Gerrard  E.  Supervisor,  \Y.  R.  Doidge, 
206  Gerrard  E. 

Geo.  Drury,  54  Iona  Ave.,  is  erecting 
two  residences  costing  $6,500  each  and 
is  carrying  out  masonry,  carpentry  and 
painting:  Plumbing,  J.  Barrett,  63  Bert- 
mount  Rd.;  heating,  Geo.  Mathewson, 
734  Queen  E. 

S.  H.  Lumb,  563  Greenwood  Ave.,  is 
erecting  three  pair  of  residences  and  one 
single  residence  costing  $5,300  each  and 
is  carrying  out  masonry,  roofing,  paint- 
ing and  carpentry:  Electrical  work,  G.  A. 
Newman,  52  CarKne  Ave.;  plumbriig,  J. 
Reid,  Marjory  St.;  heating,  J.  C.  Mc- 
Fadden,  322  Danforth  Ave.;  plastering, 
John  H.  Matthews,  425  Clinton  St: 

Residence  costing  $7,000  for  W.  E. 
Phipps,  682  Shaw  St.:  Roofing,  Metallic 
Roofing  Co.  of  Canada,  1194  King  St.  VV.; 
plumbing,  Byrnes  Bros.,  253  Brock  Ave.; 
heating,  Mr.  Regan,  care  general  con- 
tractor, F.  A.  Ransome,  24  Pacific  Ave.; 
plastering,  Feast  &  Feast,  66  Runnymede 
Rd.;  painting,  John  McConkey,  131  Fair- 
view  Ave. 

Residence  costing  $8,000  for  Architec- 
tural Builders  Ltd.,  415  Roncesvalles 
Ave.;  Electrical  work,  T.  W.  Shingler, 
2383  Dundas  St.  W.;  plumbing,  Byrnes 
Bros.,  253  Brock  Ave.;  heating,  Pease 
Heating  Co.,  118  King  E.;  plastering. 
Feast  &  Feast,  66  Runnymede  Rd. 

Victoria,  B.  C. 

D.  H.  Bale,  General  Delivery,  Victoria, 
B.C.,  has  general  contract  for  residence 
costing  $6,000  for  H.  F.  Morrow,  Vic- 
toria. 

West  Kildonan,  Man. 

R.  R.  Howard,  78  Smitheld,  has  gener- 
al contract  for  residence  costing  $3,500 
for  George  T.  Adams,  320  Scotia  St.,  and 
residence  costing  $3,500  for  C,  R.  Chid- 
wick,  218  Hartford. 

Windsor,  Ont. 

Border  Cities  Co.,  1  Ouellette  Ave., 
have  general  contract  for  residence  cost- 
ing $4,000  for  A.  E.  Harris,  134  Tuscaroa 
St.    Plumbing  and  heating  will  be  let. 

Woodstock,  N.  B. 

Henry  Post  ha*  general  contract  for 
bungalow  for  Hon.  F.  B.  Carvell,  Cou- 
ncil Rd. 


Power  Plants,  Electricity  and 
Telephones 

Hilliardton,  Ont. 

By-law  re  construction  of  telephone 
system  for  Hilliard  Township  will  be 
submitted;  cost,  $4,000*  Clerk,  Chas. 
Wood,  Hilliardton. 

Leney,  Sask. 

J.  F.  Gamble,  secy.-treas.  for  Sunny- 
side  Rural  Telephone  Co.,  receives  ten- 
ders until  March  10th  for  material  and 
construction  of  extensions  to  telephone 
system . 

Oakville,  Man. 

Provincial  Govt,  contemplates  construc- 
tion of  power  line  from  Oakville  to  Mor- 
(len.  Address  Dept.  Public  Works;  Min- 
ister, Hon.  Geo.  Grierson,  Winnipeg. 

Ripley,  Ont. 

'  By-law  re  hydro  system  costing  $10,- 
000  for  Ripley  Township,  passed.  Work 
will  start  as  soon  as  possible.  Clerk', 
Angus  Martyn,  Ripley,  Ont. 

Seaforth,  Ont. 

Tuckersmith  Township  will  have  esti- 
mates prepared  for  extension  of  Hydro 
through  Township.  Clerk,  1).  F.  Mac- 
Gregor,  Seaforth. 

Thamesville,  Ont. 

Zone  Township  Council  will  secure  es- 
timates on  cost  of  new  Hydro  power  sys- 
tem. By-law  will  be  submitted  shortly. 
Clerk,  W.  J.  Johnston,  Thamesville. 


Miscellaneous 

Finch,  Ont. 

County  Road  Supt.,  Finch,  Ont.,  will 
call  tenders  for  roller,  crusher,  dump 
wagons  and  other  equipment  for  Coun- 
ties of  Stormont.  Dundas  and  Glen- 
garry. 

Lac  Du  Bonnet,  Man. 

C.  J.  Brown,  clerk  for  Winnipeg  City, 
receives  tenders  until  3  p.m.  March  8th 
for  two  rotary  oil  pumps  and  electric 
motors  for  water  turbine  governors. 
Specifications  at  54  King  St.,  Winnipeg. 

Tenders  are  in  for  water  wheel  for 
City  of  Winnipeg  and  Canadian  Boving 
Co.,  Lindsay,  Ont.,  will  be  recommended 
for  contract  at  $150,000.  City  clerk,  C. 
J.  Brown. 

Niagara  Falls,  Ont. 

W.  J.  Seymour  City  clerk,  receives 
tenders  until  March  15th  for  furnishing 
of  standard  built  motor  pumper,  100  to 
110  h.p.  rotary  pump  of  600  imperial  gal- 
lon capacity,  chemical  tank  of  35  gallon 
capacity,  Sewell  cushion  wheels,  stan- 
dard equipment.  State  where  such  ap- 
paratus may  be  seen  in  action. 

Ottawa,  Ont. 

Suburban  Road  Commission  has  under 
consideration  the  purchase  of  following 
road  machinery:  Twelve  ton  steam  rol- 
ler, 450  gallon  water  wagon,  oil  distrib- 
utor witli  two  graders,  stone  crushers, 
steam  drills,  steam  tractors  for  crushers. 
Chairman,  John  Bingham,  Somerset  St. 

Point  Du  Bois,  Man. 

C.  J.  Brown,  city  clerk  for  Winnipeg, 


receives  tenders  until  March  8th  for  2 
pumps,  rotary  gear,  300  imperial  gal- 
lons per  minute  against  200  pounds  pres- 
sure, electrically  driven. 

Sarnia,  Ont. 

Canadian  Mausoleums  Ltd.,  125}/ 
Front  St.,  contemplate  the  construction 
of  mausoleum.  Sales  manager,  O.  M. 
Trano. 

Spry,  Ont. 

W.  Jenks,  Spry  via  Wiarton,  Ont., 
plans  to  erect  stock  barn  costing  $6,000 
in  the  spring. 

Stratford,  Ont. 

R.  T.  Orr,  Downie  St.,  secy,  to  Strat- 
ford Park  Bd.,  receives  tenders  until 
March  8th  for  kitchen  and  lavatories 
costing  $8,000.  Plans  with  architect, 
James  Russell,  Downie  St. 

St.  Vital,  Man. 

Royal  Canadian  Golf  &  Aviation  Club 
has  applied  for  provincial  charter  and 
contemplates  erection  of  aerodrome  to 
cost  $10,000.  Address  Capt.  J.  H.  Cath- 
cart,  Tribune  Bldg.,  Winnipeg,  Man. 

Toronto,  Ont. 

T.  L.  Church,  Chairman  Bd.  of  Con- 
trol, receives  tenders  until  noon  March 
9th  for  six  steel  flushing  tanks  and  six 
gasoline  engine  driven  centrifugal 
pumping  outfits  for  Dept.  of  Street 
("leaning.  Specifications  at  office  of 
Street  Commissioner,  City  Hall. 

Vancouver,  B.  C. 

Vancouver  Exhibition  Assn.,  130  Hast- 
ings St.  W.,  plan  to  erect  model  cattle 
barn  costing  $80,000.  President,  J.  J.  Mil- 
ler, 1015  Salsbury  Drive. 

Plans  have  been  prepared  For  roller 
rink  and  dance  hall  costing  $150,000  for 
English  Bay  Amusement  Co.,  manager. 
R.  R.  Norman. .  H.  S.  Griffith,  207  Hast- 
ings St.,  West  Vancouver,  is  architect. 

Virden,  Man. 

Manitoba  Clays  &  Building  Supplies, 
806  Electric  Rly.  Chambers,  Winnipeg, 
plan  to  construct  brick  kilns  and  dryer; 
cost,   $60,000.     General   manager,  J.  L. 

Thomas. 

Winnipeg,  Man. 

By-law  re  construction  of  three  baths 
costing  $300,000  will  be  submitted  in 
April.    Clerk,  C.  J.  Brown. 


Fires 

Baltimore,  Ont. 

Fire  destroyed  store  and  storehouse, 
owner,  Robt.  Laing;  residence,  James 
McKayne,  owner;  harness  shop,  Lewis 
Hill,  owner;  office,  Haldimand  Rural 
Telephone  Co.,  owner.  Loss,  $14,000  to 
$18,000. 

Bassano,  Alta. 

Fire  destroyed  electric  light  plant  of 
United  Electric  &  Engine  Co.  Loss 
$25,000. 

Montreal,  Que. 

Fire  destroyed  old  temple  belonging  to 
R.  N.  Smythe  Estate.  Tenants,"  Rapid 
Electrotype  and  Toronto  Type  Foundry 
Co. 

Fire  destroyed  manufacturing  building 
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belonging;  to  James  Reid  Wilson  Estate, 
17  Place  D'Armes  Hill.  Loss,  $75,000. 

Nominingue,  Que. 

J'ire  destroyed  residence  of  J.  A.  R. 
Bedard.  Loss,  $5,000. 

Port  Arthur,  Ont. 

Fire  damaged  store  of  Louis  Walsh, 
Arthur  St.     Loss  on  l)iiilding,  $10,000. 

Ramsay,  Ont. 

Fire  destroyed  farm  out-buildings,  etc.; 
loss,  $5,000.  Owner,  Ernest  Turner. 

Rigaud,  Que. 

Fire  destroyed  foundry  of  M.  J.  A. 
Desjardins.    Loss,  $05,000. 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
TRY  OUR  SILLS  AND  CORNICE 


To  Road  Contractors 

Large  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally advantageous 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

400  McKinnon  Building 
TORONTO 


Jobs  You'd 
Never   Hear  Of 

but  for  our  Dominion-wide 
news-gathering  facilities  can 
be  reported  on  your  desk 
every  morning.  A  big  daily 
stream  of  live  "prospects" 
that  your  selling  force  will 
be  keen  to  turn  into  orders. 

Building  &  Engineering 

contract  information,  definite  and 
clean-cut,  is  here  awaiting  you. 
ft  will  cut  down  your  selling 
expense.  It  will  increase  your 
business — speed  up  your  sales- 
men. 

Write  for  full  particulars. 
MacLean   Daily  Reports,  Limited, 
345  Adelaide  St.  West,  Toronto. 


M 


a c Lean 

REPORTS 


Robertsonville,  Que. 

Federal  Asbestos  Co.  will  rebuild  mill 
damaged  by  fire. 

St.  Hyacinthe,  Que. 

Fire  damaged  residence  of  Arthur  Fli- 
botte;  loss,  $10,000. 

Toronto,  Ont. 

Julia  M.  Crombie,  care  Grombie,  Wor- 
rell &  Gwynne,  76  Adelaide  YV.,  will  re- 
build warehouse  destroyed  by  fire.  Dam- 
age to  building,  $50,000. 

Woodstock,  N.  B. 

Hayden  Theatre  Co.  sustained  a  loss 
of  $15,000  when  fire  destroyed  their 
theatre. 

Fire  destroyed  telephone  office  of  New 
Brunswick  Telephone  Co.,  22  Prince 
William  St.,  St.  John,  N.  B.  Loss,  $10,- 
000. 


Splitting  and   Relaying  Granite  Blocks 

Old  granite  paving  blocks  at  Nash- 
ville, Tenn.,  are  being  taken  up,  split 
and  set  in  cinder  concrete,  and  the 
joints  are  being  filled  with  pitch,  at  a 
total  cost  of  $2  to  $2.10  per  square  yard. 
The  original  blocks  were  8  to  13  in. 
long,  3}/2  to  4  in.  wide  and  6  in.  deep. 
By  the  splitting  crosswise,  blocks  with 
a  new  face,  generally  4x6  in.,  and  with 
a  depth  of^5  in.,  are  obtained.  The  cin- 
der concrete  is  mixed  1  :  iy2  :  5  and 
placed  dry  to  a  depth  of  2'  to  3  in.  on 
an  old  concrete  or  macadam  base,  the 
thickness  varying  according  to  inequal- 
ities in  base  surface.  After  the  resplit 
blocks  have  been  set,  a  garden  hose  is 
used  to  wet  down  the  concrete.  A  mas- 
tic filler  is  used  instead  of  cement  grout, 
because  the  blocks  were  originally  joint- 
ed with  pitch.  This  cinder  concrete, 
says  W.  W.  Southgate,  city  engineer  of 
Nashville,  gives  a  resilient  cushion,  at 
the  same  time  affording  a  matrix  for  the 
blocks.  The  city  supplies  all  the  material 
and  the  labor  is  performed  by  contract. 
The  contract  price  for  splitting  and 
redressing  the  blocks  is  90c.  per  square 
yard  and  for  resetting  the  blocks,  mix- 
ing and  placing  cinder  concrete,  and 
pouring  the  joints,  45c  per  square  yard. 
The  material  for  the  cinder  concrete 
cost  45c.  per  square  yard,  and  for  the 
joints  cost  the  city  30c.  per  square  yard. 


Careful  Census  of  Manufacturers  to  be 
Taken 

According  to  a  bulletin  issued  from 
the  Bureau  of  the  Census,  Department 
of  Commerce,  Washington,  D.  C,  a  spe- 
cial effort  is  being  put  forth  to  make  the 
manufacturers'  section  of  the  approaching 
14th  decennial  census  the  most  nearly 
complete  and  comprehensive  inventory 
of  the  nation's  manufacturing  establish- 
ments ever  taken.  Schedules  tabulating 
information  concerning  the  country's 
industrial  resources  have  already  been 
prepared  and  printed.  These  schedules 
will  be  mailed  to  every  manufacturing 
establishment  in  the  United  States  dur- 
ing December,  so  that  factory  owners 
and  managers  can  familiarize  themselves 
in  advance  with  the  questions  to  be  an- 
swered when  the  records  of  the  past 
year's  business  have  been  compiled.  In 
1914,  the  year  when  the  last  manufac- 
tures census  was  taken,  approximately 
275,000  manufacturing  establishments 
were  listed.  This  time  more  than  300,- 
000  establishments  will  be  scheduled, 
and,  in  addition,  it  is  expected  that  about 
50,000   mines   and   quarries   will   be  re- 


BOOKS 

on  Building,  Engineering  and  all  Technical 
Subjects,  Second-hand  at  half  prices.  New  at 
lowest  prices.  State  waVits  and  send  for  Cata- 
logue No.  23,  post  free. 

WE  HAVE  THE  BOOKS  YOU  WANT. 
Books  Bought.  Best  Prices  Given. 

W.  &  G.  FOYLE,  LTD., 
121-125,   Charing  Cross  Road,   London,  Eng. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
Branches  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also  Bonds  for  Special  Purposes 


THE 

Canadian  Surety  Co. 

Specialists  in 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile,  Burglary,   Plate  Glass 
INSURANCE. 

Head  Office :  26  Wellington  Street  E. 

Toronto,  Ont.  Phone  M.  2609--1840 

Branch  Offices; 
Montreal   Trust    Bldg.,   Montreal,  Que. 
90S  Paris  Bldg.,  Winnipeg,  Man. 

Representatives  in  all  Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 


pt  Will 


You  may  know  you  can 
complete  any  contract  you 
undertake,  but  modern 
business  methods  require 
security  that  you  can — 
Business  men  prefer  our 
bond. 


Ituifii  &iatPB  iFiiiHttu  $c 
(guaranty  Cmnuany 


Resources  Over  - 
Canadian  Securities 


$20,000,000 
$1,162,000 


Head  Office 
36  Toronto  St.  -  TORONTO 

Brunch  Office.' 
Ptm  Building     •  WINNIPEG 
112  Si.  Junes  Si.  •  MONTREAL 

ARTHUR  E.  KIKKfATKICIi. 

.......  u. ......  '..  Cmmede 

SIDNEY  W.  BAND,  AM.   ........  ««..,« 

W   R.  KIRKPATR1CK. 
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Edwards  Street,  Kitchener,  Ont.,  "Tarvia-X"  pavement. 

Tar viaTo wns  in  Ontario 

These  three  Ontario  towns  shown  above 
have  had  the  usual  gratifying  experience 
with  Tarvia. 

In  1916  the  authorities  of  Kitchener  and 
Ingersoll  built  a  "Tarvia-X"  pavement  over 
a  concrete  base,  while  in  1913  Waterloo  fol- 
lowed the  specification  for  a  Tarvia  Modi- 
fied Modern  Pavement. 

In  the  future,  if  traffic  conditions  require 
it,  an  occasional  "Tarvia-B"  treatment  will 
keep  these  roads  in  excellent  shape — mud- 
less,  dustless,  frostproof  and  automobile- 
proof — at  an  extremely  low  cost  for  up- 
keep. 

Tarvia  is  the  material  that  has  made 


Oxford  St 
Tngersoll,  Ont. 
Tarvia-X"  191G. 

thousands  of  miles  of  roads  stand  up  under 
the  hard  usage  of  modern  motor  traffic. 

To  have  smooth  easy  avenues  of  trans- 
port and  travel  is  a  vital  necessity  of  any 
country.  They  are  the  arteries  of  com- 
merce and  trade,  and  today  are  forging  a 
new  link  between  the  producer  and  con- 
sumer. 

Such  roads  built  and  maintained  with 
Tarvia  cost  only  a  little  more  than  plain 
waterbound  macadam.  Their  superiority 
is  immeasurable  in  comfort  and  conveni- 
ence, and  their  extreme  cheapness  in  main- 
tenance makes  them  most  economical  in  the 
end. 

Illustrated  booklets  telling  about  the  vari- 
ous Tarvia  treatments  free  upon  request. 


Preseri/es Roads-Prevents Dust 


Special  Service  Department 

This  company  has  a  corps  of  trained  engineers 
and  chemists  who  have  given  years  of  study  to 
modern  road  problems.  The  advice  of  these 
men  may  be  had  for  the  asking  by  any  one 
interested. 

If  you  will  write  to  the  nearest  office  regarding 
road  problems  and  conditions  in  your  vicinity, 
the  matter  will  be  given  prompt  attention 


MONTREAL  TORONTO 
WINNIPEG  VANCOUVER 


Company  ST-  J°HN>  N-B-  Halifax,  n.s. 
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ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office— 
95  King  Street  East 
TORONTO 


Works— 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 

Air  Compressors 
Boilers 
Buckets 
Cars 

Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Locomotives 
Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—280] 
Yards  and  Shops — New  Toronto,  Canada 


Nova  Scotia  Steel  &  Coal  Company,  Ltd. 

Beg  To  Announce 

That  their  new  steam-hydraulic  forge  shop  is  now  in  opera- 
tion, as  also  is  their  recently  installed  "Harmet"  fluid  com- 
pression-plant. 

These  improvements  bring  " Scotia's"  equipment  abreast 
of  the  best  foreign  forges. 

They  are  accordingly  open  to  supply  forgings  of  all  shapes 
and  sizes.  Made  of  ordinary  or  fluid  compressed  open- 
hearth  steel,  and  satisfying  the  most  severe  specifications. 


For  Prices  and  Particulars  Apply  to 

Head  Office  -  -  New  Glasgow,  N.  S. 
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JAEGER 


The  Machine  of  Merit 


SPEEDY 
THOROUGH 
EFFICIENT 
ECONOMICAL 


penses  to  a  minimum 
they  earn  their  place 
tracting  outfit. 


The  secret  of  the  success 
won  by  the  "Jaeger"  mixers 
is  that  they  combine  in  an 
exclusive  manner  features  of 
design  and  construction  that 
speed  production,  maintain  a 
uniform  quality  of  work,  and 
keep  down  operating  ex- 
By  their  all-round  efficiency 
as  part  of  every  modern  con- 


"The  Jaeger  Mix-A-Minute" 

is  made  in  all  sizes  to  answer  every  purpose;  whe- 
ther you  wish  to  build  a  silo  or  a  skyscraper,  you 
will  find  a  "Jaeger"  for  the  job. 

Write  to-day  for  catalogues  covering  our 
complete  line. 

The  Jaeger  Machine  Co. 

220  Dublin  Avenue        COLUMBUS,  OHIO. 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.     SAULT  STE.  MARIE,  ONT. 

SALES  OFFICE:  TAnrkllTrk 

400  McKinnon  Building  *  M  1 URON  TO 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement— delivered  in  5-barrel  lots,  $3.30  per  bbl.  ; 
with  bags,  $4.10;  car  lots,  $2.45  on  the  track, 
with  pkgs.,  $3.25;  5c  per  bbl.  discount  20 

days. 

Lime — in  bulk — grey  69c,  white  79c  per  100 
lbs.,  delivered,  if  not  less  than  2,000  lb.  lots. 
At  the  warehouse,  grey  63c,  white  73c, 
$14.60  ton.  Hydrated  lime,  $17.25  per  ton 
delivered ;  $16.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$30;  buff,  $30;  No.  2,  $26;  common  red 
stock  brick,  $22;  grey,  $22;  wire-cut  brick 
for  foundation  work,  $20.  Milton  Rug  brick, 
$30  to  $35;  Eatonia  brick,  $50;  sand  lime 
brick,  $16.25,  f.o.b.  car  at  King  Edward 
siding,  $14  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $55  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental,  $35,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $25  at  plant, 
$31  delivered  in  city. 

tire  brick — delivered — Savage,  $75  per  M.  ;  S. 
Crown,  $70;  W.  W.,  $60.  Fire  clay,  $15  per 
ton ;  chimney  tops,  $8.75  each. 

Flue  lining — delivered — list  price — 8}4  x  8'A  in., 
60c  per  ft. ;  8/j  x  13  in.,  90c  per  ft.  Dis- 

cuonts  30  and  10  per  cent,  off  list. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.05;  1  in.,  $2.25;  H  in., 
$2.25;  crusher  rock,  $2.15;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton ;  screened,  $1.70 
per  ton. 

LUMBER   (BUILDING  MATERIAL) 

Retail  Prices  Delivered 
Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $58;  10  and  16  ft.,  $60;  2  x  12  in.,  12 
and  14  ft.,  $59;  10  and  16  ft.,  $01 ;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $61.  No.  2,  $4  less 
than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $65; 
1x6  in.,  $67;  1  x  8  in.,  $70;  1  x  10  in.,  $75; 
1  x  12,  $80.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $78;  1  x  6  in.,  $82 ;  1  x  8,  $86;  1  x  10, 
$90;  1  x  12,  $103;  2x4,  10-16  ft.  long,  com- 
mon, rough,  $68 ;  2  x  6,  $70 ;  2  x  8,  $72 ;  2  x 
10,  $76;  2  x  12,  $80.  No.  1  flooring,  $70; 
No.  1  V  or  beaded  sheathing,  4  in.,  $82. 
Pine  trim,  4  in.,  casing,  $4  per  100  ft.  ;  5 
in.  ditto,  $5;  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $6.25. 

Spruce— 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $63;  1  x  6  and  2  x  6,  $65;  1  x  8 
and  2  x  8,  $67 ;  1  x  10  and  2  x  10,  $71 ;  1  x 
12  and  2  x  12,  $75. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $80;  12  x  18,  12  x  20,  14  x  18, 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$85.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $10.50;  XX  B.  C,  $8.00; 
N.  B.  extras,  $10.50;  N.  B.  clears,  $9.50; 
No.  1  W.  pine  lath,  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $4.75  base;  twisted  and 
deformed,  $4.85;  3/16  in.  and  lighter  $5.25. 

Shapes — Angles,  35  lbs.  and  over,  per  yard,  $4.60 
per  100  lbs.  ;  under  35  lbs.  per  yard,  $4.70 
per  100  lbs. ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $4.60;  under  35  lbs. 
per  yard,  $4.80. 

Plates — 6  ins.  to  60  ins.  wide,  $4.80;  over  60  ins., 
$5.00.  Tank  and  boiler  plates — *A  in.  and 
over  and  under  36  ins.,  $4.50.  Gauge  plates 
—No.  10,  $5.55;  No.  12,  $5.60;  No.  14,  $5.65 
per  100  lbs.  Black  American  Bessemer  Plates 
— dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $4.50  per  100  lbs. 

Rivets — Button  and  cone  head — to  Yt"  diam., 
$5.80. 


EXTRAS    FOR   SHAPES   AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  l/10c 
per  lb.  for  Angles  under  5  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
$1.50. 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized   iron — dealers   not  quoting  prices. 
Cast-iron   pipe — Standard     prices,     carload  lots, 

f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices,  with  discounts  as  he- 
low,  f.o.b.  factory — 4  in.,  30c  per  ft.;  6  in.. 
45c:  8  in.,  70c;  9  in..  90c;  10  in..  $1.05;  12 
in..  $1.35;  15  in..  $1.80:  18  in..  $2.50;  20  in.. 
$3:  22  in.,  $4;  24  in.,  $4.50.  Discounts— 30 
and  10  per  cent,  off  list. 

Tile  wall  coping — delivered — 8  or  9  in.  wall,  50c 
per  ft. ;  12  in.  or  13  in.  wall,  75c  per  ft  ; 
18  in.  wall,  $150  per  ft.;  carried  in  6,  12. 
18  and  24  in.  lengths.  Discount  30  and  10 
per  cent,  off  list. 

PAINTS  AND  OILS. 

Prices,  delivered. 
White  lead — ground   in   oil,    less  than    ton  lots. 
$18.75  per  100  lbs.  ;  ton  lots,  $18.50  per  100 

lbs. 

Boiled  Linseed  Oil— in  bbls.,  $2.60  per  gal.  of  9 
lbs. ;  red  lead,  dry,  $17  per  100  lbs. ;  Pure 
putty  in  bulk,  $8.95  per  100  lbs. ;  in  100  lb. 
drums,  $9.80;  in  25-lb.  tins,  $10.05  per  100 
lbs.  ;  steel  sash  putty,  in  25-lb.  tins.  $10.30 
per  100  lbs.;  turpentine,  in  bbls.,  $3.05  per 
Imp.  gal.,  based  on  southern  gauge.  Tur- 
pentine and  oil  in  less  than  barrel  lots,  15c 
extra  per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2c  per  lb.; 
black,  in  bbls.,  6c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
25c ;  ultra  blue,  dry,  in  bulk,  25c ;  green, 
French  permanent,  dry,  20c;  ochre,  French, 
dry,  12c.  ;  red  Venetian,  dry,  6c ;  sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  W/iC. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.30:  delivered  in 

5    barrel    lots,    $4.75    at    warehouse,  $4.55; 

single  bbl.,  $5.55. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — ii  in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  42»/Sc.  Lath 
yarn,  40c  per  lb» ;  in  full  coils.  33c. 


MONTREAL  PRICES 

CEMENT.  LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton;  lump,  $15. 
Brick — No.   1   pressed,   $24.75;    No.   2  pressed, 

$20.75;  red  rustic,  $21.75;  vertical,  $23.00; 

plastic,  $17.50. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c;  10-in.  52c;  12-in.  60c;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21 -in.  $1.65;  24-in.  $2.00;  30-in.  $3.00-;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.75;  ?4-in.  $2.00;  H-in. 

$2.25  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.15  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  3  in.  and  up,  14.75;  1  In. 

x  1  in.  x  JA  in.,  25c  extra:   M  in.  x  Yt  in. 

%  in.,  75  cents  extra.     Boiler  plates — 'A  in. 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  $0.15.  Beams 

and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $6.25,  f.o.b.  Mont 

treal,  net  cash.  Corrugated  iron — 26  gauge, 
$10.00;  28  gauge,  $9.25  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheets 
—Keystone  black;  28  U.  S.  gauge,  $7.25  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $85  for  6  in.  and  larger, 
and  $88  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  46c;  8 
in.,  70c;  9  in.,  85c;  10  in.,  $1.06;  12  in.,  $1.85; 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  In  , 
$4;  24  in.,  $4.60;  27  in.,  $6.50;  30  in.,  $7.20 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  66c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  In. 
to  30  in.),  $1.20,  $1.80,  $2.80  $3.60,  $4.20, 
$6.40,  $7.20,  $10,  $12,  $16.  $18,  $26,  $28; 
'A,  $1.20,  $1.80,  $3.16,  $4.05,  $4.78,  $6.10, 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Double 
rollar.  00c.  $135.  $2.10.  $2.65.  $3.15.  $4.06. 
$5.40;  slant  1  foot  long  side  (4  in.  to  16 
in  ).  90c.  $1.35.  $210.  $2.55.  $3.15.  $4  06. 
$5.40.  Single  branch  (6  in  to  9  in.),  3  ft.. 
$2.25,  $3  50.  $4.25;  2  and  2'A  ft  (4  In.  to  30 
in.).  $1.35.  $1.80,  $3.15,  $3.85.  $4.75,  $6.10, 
$8.10.  $11.25,  $13.50,  $18.  $20.25,  $32.50,  $SC 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.),  $1.80,  $2.70.  $4.90.  $6.30.  $7.85.  $10.80. 
$14.40,  $20.  $24.  $32.  $36,  $45.50.  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  In.  to 
15  in  ),  $3.  $4,  $7,  $9.  $10.50.  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.),  $3.  $4,  $7.    $9.    $10.50,  $18. 

These  prices  are  subject  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  disennnt  o'  f'om  50  5"  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  piaster — $22.50  per  ton.  Plaster  of 
Paris  $4.30  per  bbl.,  both  less  5%  for  cash. 
Rope — Best  Manilla,  31c  basis  per  pound; 
Beaver  Manilla,  26c  basis:  sisal  rope,  22yic 
basis;  lath  yarn,  22'/2c.  Boiled  linseed  oil — 
in  barrels.  %2.57'A  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.55. 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick— prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50,000  or  over 
$17.00;  carload  lots,  less  than  50,000,  $18.00; 
selected  builders  for  veneering  work,  carload 
lots,  $20.00;  "Citadel"  rustic  face  brick,  $26 
to  $30. 

Baker  oven  tile,  15"  x  8'A"  x  2y2",  $25  per  100. 
"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 

splits,  7c  per  superf.  ft. ;  12  x  9  x  3,  solid. 

10c. ;  12  x  8  x  4,  11c.  ;  12  x  8  x  6,  18c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel  in  carload  lots,  bags 

returnable  in  good  condition  at  15c. 
Hardwall  Plaster— $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock  Brick — $19.50  per  thousand  delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 14^c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 


March  3,  1920 


THE  CONTRACT  RECORD 


73 


You  Have  No  Breakdowns 

To  Hold  Up  Your  Work 

 When  You  Use  

Smith 
Concrete 
Mixers 


THEY  ARE  BUILT 
FOR  SERVICE 

MUSSENS  LIMITED 

MONTREAL  WINNIPEG 
TORONTO  VANCOUVER 


74 


THE  CONTRACT  RECORD 


March  3,  1920 


CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS — continued 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2. -JO.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — lj^-in.  to  2-in.,  $3.65  per  yard; 
$4 -to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble   stone,    $20.00   per  cord. 

Sand,  gravel  and  torpedo  sand— $3.10  per  yard. 

Stone   Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER   (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring. — 3  in.  No.  1  and  2  E.G.  Fir,  $115; 
4  in.  No.  1  and  2  E.G.  Fir,  $115;  4  in.  No. 
3  E.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common  Tine,  $75;  4  in.  No.  3  Pine  or 
Spruce,  $01;  0  in.  No.  1  and  2  E.G.  Fir, 
$110;  6  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $75;  6  in.  No.  2  Com- 
mon Pine,  $N0 ;  0  in.  No.  3  Pine  or  Spruce, 
$70;  2x6  No.  1  Common,  $70. 

For  selected  lengths,  add.  Pine,  $5.00;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $5;  for  l'A,  l'/i  or  2  inch,  add 
5. 

Birch  and  Maple  Flooring — Clear  (First  Grade) 
—13/16  x  l'A  in.  to  2H  in.  face,  $190;  Vs 
x  l'A  in.  and  l'A  in.  face,  $147. 

No.  1   (Second  Grade)— 13/16  x  l'A  in.  to  2A 

in.  face,  $184;  Yt  x  l'/2  in.  and  1A  in  face, 
$139. 

No.  2  Factory— 13/16  x  l'A  in.  to  2'A  in.  lace, 

$153.00 

Selected  .White— 13/16  x  l'A  in.  to  2'A  in.  face, 

$210.00 

DIMENSION  TIMBERS,  No.  1 

0  x  10  to  12  x  12,  up  to  32  ft.  long,  $70;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $77 ;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $78 ;  6  x  18  to  18 
x  IS,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  l/;  in.  to  2'A  in.  face,  $400;  H 

x  l'A  in.  and  1A  in.  face,  $350. 
No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 

$.350;  H  x  l'At  in.  and  1A  in.  face,  $250. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $300;  U 
x  l'A  in.  and  2  in.  face,  $220. 


No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 
$100;  yt  x  l'/i  in.  and  1J4  in.  face,  $115. 

STEEL  AND  IRON 

Steel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs. ;  channels  and  angles,  beams 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  6  in.,  30c;  8  in..  45c; 
!)  in.,  52c;  10  in.,  62c;  12  in.,72c;  15  in 
$1.20;  18  in.,  $1.70;  20  in.,  $2.10;  24  in. 

$2.75. 

Plaster  of  Paris,  $1  in  paper  bags;  $1.45  in 
jute  bags. 

Plasterers'    Hair — 90c   per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  00  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  S8c  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 

Mixed  Paint— Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal.;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 
$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $10.90;  less 
than   ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,   LIME,  AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  tine  white,  $9.00  per  bbl.  of 
300  lbs.;  superfine,  white,  $9.50  per  bbl.; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house; $10.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house; fire  clay,  $10.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan- 
tities. 


LUMBER   (Building  Material) 

Vancouver  prices,  f.o.b.  mills : 
Prices  subject  to  frequent  cl  lange.     Mills  opetat 
ing  on  an  open  market. 

Dimension  timber  — Douglas  fir — 8  x  8,  $40;  10  x 
10,  $40;  10  x  12,  $40;  10  x  14,  $40.50;  12  x 
12,  $40;  14.x  14,  $40.50;  14  x  16,  $41.50;  6 
x  10,  $40.50;  6  x  12,  $41 ;  8  x  10,  $41  ;  8  x 
12,  $40.50;  10  x  16,  $42;  12  x  16,  $42;  16  x 
16,  $41.50;  6  x  14,  $42 ;  8  x  14,  $42;  12  x 
I  N,  $43;  18  x  20,  $44;  14  x  20,  $43.50;  16  x 
18,  $43.50;  16  x  20,  $44.50;  18  x  18,  $43.50; 
20  x  20,  $43.50 ;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50;  1x4, 
$99.50;  1  x  4  fiat  grain,  $89.50;  No.  1  and  2, 
1-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  l'A  and  l'A  inch  fir  double  dressed 
$76;  2-inch  fir  double  dressed  $77;  fir  lath,. 
$15;  II.  C.  cedar  shingles,  XX,  $5.25;  XXX, 
$7.50;  XX XXX,  $0.25. 

STEEL  AND  IRON 
Vancouver  prices  f.o.b.  warehouse: 
Steel— round  and  square  bars,  $6.00  base;  twist 

ed  and  deformed,  $7.50  base;  structural  sec 
tions,  $7.00. 

Galvanized  iron — 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets 

$11.75;  0  and  10  ft.  sheets.  $11.90  per  squa" 
I'.lack  steel  sheets,  24  gauge,  $10.35  per  1<K> 

lbs. 

Steel  angles — $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams— $9.00  per  100  lbs.,  de 
pending  on  size,  quantity  and  specifications. 

Steel  plates — Cut  sizei,  $9.00. 

SEWER  PIPE. 

Sewer   pipe — Vancouver   prices   f.o.b.  warehouse; 

4-in.,  17c  per  ft.;  6-in.,  25c  per  ft.;  H-in.,  35r 
ft.;  10-in.,  45c  ft.;  12-in.,  65c  ft.;  15  in.. 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.; 

24  in.,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van 

couver,  bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand.  $6  50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— in.,  39c  base;   A  in..  39j4c; 

}i   in.,  _40c;   'A   in.,  40c;   second  grade,  33r 

base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  t 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4.  5. 

Raw  linseed   oil — In   bbls.,   $2.10  per   gal.;  red 

lead,  dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk,  Standard,  $6.00;   Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead — Ground  in  oil.  $10.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 

Head  Office 

Mark  Fisher  Building 
MONTREAL 


CAST  IRON  PI 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Casting's 
of  all  kinds,  Mooring*  Bollards  for  both  Concrete  and  Wooden  Docks 
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We  make  a  specialty  of 
unloading  cars  of 

SAND,  GRAVEL,  CRUSHED  STONE 
COAL,     CEMENT    AND  BRICK 

Get  our  Prices 

Contractors  Transport  Company 

Main  4570         401   Lumsden  Bldg.,  Toronto 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


TRADE 


MARK 


STANDARD 

Wires  and  Gables 

include   a  complete  line  of  bare  and 
insulated    copper,    brass,    bronze  and 
copper  clad  steel  conductors  to  meet 
all  kinds  of  service  requirements. 

Write  our  nearest  office. 

Standard  Underground  Gable  Go. 
of  Canada,  Limited 

Hamilton,  Ont.  A 

Montreal,  Toronto,   Seattle,  Wash. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars., 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  .  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


For  Sale 

INDUSTRIAL  AND  CONTRACTORS' 
EQUIPMENT 

2— Marion   Steam  Shovels,   Model  61,   Shop   No.   2822  and  No. 

2823,  2y2  yard  dippers,  first  class  condition. 
1— Model  60  Marion  Steam  Shovel,   Shop  No.  2396. 

4 —  Type  O  Thew  Shovels,  s/i  yard  dippers,  on  traction  wheels. 
All  thoroughly  overhauled. 

1 — 3/n  yard  Clamshell  Bucket. 
1 — V/A  yard  Clamshell  Bucket. 
1 — iy2  yard  Clamshell  Bucket. 
1 — Standard  gauge  35  ton,  4  wheel  locomotive. 

5 —  14  to  18  ton  36"  gauge  locomotives.  , 
25 — 4  yard  36"  gauge  Western  and  K.  &  J.  dump  cars. 

T.  J.  McGOVERN 

Room  505,  Lumsden  BIdg.,  TORONTO,  Ont. 

Phone  Main  6185.    Niehts,  Park.  6906. 


CRANE  FLANGED  FITTINGS 

CRANE 

LIMITED 

MEAD  OFFICE. X  WORKS 
1280  ST  PATRICK  ST 


BRANCHES: 

SALES  OFFICES:  Halifax 


MONTREAL 

Toronto,    Winnipeg,  Vancouver. 

Quebec,     Ottawa,  Calgary. 
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'Galvaduct"  and  "Loricated' 


Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  (or  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


Saved— $1209.60  Per  Year 

In  1915  the  Iowa  Gas  &  Electric  Company,  Mount 
Pleasant,  Iowa,  completely  insulated  two  gas 
benches  of  six  retorts  each  with  \y2  inches  of 

Nonpareil 
Insulating  Brick 

For  Furnaces,  Ovens,  Boiler  Settings,  Etc. 

After  the  brick  had  been  in  service  for  nearly  four 
years,  Mr.  George  S.  Carson,  President  of  the  Com- 
pany, wrote : 


"This  (the  insulation  of  the  benches)  resulted  in 
a  saving  daily  of  700  pounds  of  Franklin  County, 
111.,  coal  which  is  what  we  use  for  bench  fuel,  and 
sell  all  the  coke  we  make  from  the  retorts.  This 
saving  of  700  pounds  was  on  each  bench.  With 
the  cost  of  coal  $4.80  per  ton  you  can  readily 
figure  the  amount  saved  per  month  and  whether 
it  is  worth  while  to  spend  money  for  saving  heat. 
"We  have  four  boiler  settings  at  the  power  plant 
at  Washington  insulated  with  Nonpareil  Brick 
with  results  that  fully  warrant  the  cost  several 
times  over. 

"It  is  willful  waste  to  allow  this  heat  to  escape 
when  it  can  be  so  easily  saved." 


Two  gas  benches  with  walls  and  arches  insulated  with  Nonpareil 
Insulating  Brick,  Iowa  Gas  and  Electric  Company, 
Mount  Pleasant,  lowi. 


At  $4.80  per  ton,  this  saving  of  1,400  pounds  of 
coal  per  day  for  the  two  benches  amounts  to  $100.80 
per  month  or  a  total  of  $1209.60  per  year — a  return 
of  more  than  100%  annually  on  the  money  invested 
in  Nonpareil  Insulating  Brick.  These  figures  indi- 
cate clearly  the  fuel  savings  you  can  make,  too,  by 
simply  insulating  your  furnaces,  ovens,  boiler  set- 
tings and  other  high  temperature  equipment  with 
Nonpareil  Insulating  Brick.  Instead  of  allowing 
valuable  heat  to  go  to  waste,  Nonpareil  Brick  keep 
it  inside  where  it  can  do  useful  work. 


Are  you  interested?      Samples  and  full  information  will  be  sent  on  request,  without  obligation. 

Armstrong  Cork  &  Insulation  Company,  Ltd.,  505  McGiii  Building  Montreal,  Que.,  Canada. 


1^  A  f  f   O   New  and  Relaying 

¥\  r\  *  '  ^  *  Switches,  Turntables,  Etc. 


Carried  in  Stock 


Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


Renfrew  Lime 


Brick  and  Farm  tile,  good  quality, 
supplied  in  straight  or  mixed  car  lots 

Write  us  To-day 

Jamieson  Lime  Company 

Renfrew,  Ontario 
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A  Dependable  Fire  Pump 

Illustration    shows  an 
AMERICAN  high-pres- 
sure two-stage  centrifug- 
al  fire-pump,  direct-con- 
nected  by    flexible  shaft 
coupling   to   high  speed 
ventilated  electric  motor 
which  is  enclosed  to 
protect  it  again.-t  be- 
ing deluged   in  case 
of  hose 
rupture 
There  is 
also  a 
safe- 
guard against 
motor  burning 
o  u  t    from  over- 
load.   This  pump 
conforms    to  all 
underwriters' 
specifications. 

Catalog  on 
Request 

THE    AMERICAN    WELL  WORKS 

Gen.  Offices  and  Works,  Aurora,  III. 
Chicago  Office,  First  National  Bank  Bldg. 
Calgary,  Kdmonton,  Montreal,  Chatham,  Vancouver.  Winnipeg 


The  Arctic  Water  Meter 


A  PRACTICAL 
FOR  ALL 


WATER  METER 
SEASONS 


The  top  casing  is  made  of  bronze  with  a  cast  iron, 
breakable  bottom  plate,  strong  enough  to  resist  any 
unusual  pressure,  but  designed  to  break  when  ex- 
posed to  the  excessive  strain  imposed  by  freezing. 

When  the  water  freezes  the  added  pressure  of  the 
expanded  ice  breaks  the  lugs  from  the  bottom  of  the 
plate  allowing  the  disc  chamber  and  intermediate 
to  move  freely  with  the  expanding  ice,  the  chamber 
sections  separating  and  relieving  the  working  parts 
of  the  meter  from  any  damage. 

Made  in  x  24",  Va"  and  1"  sizes. 

Send  for  booklet  and  further  particulars. 


Canadian  Sales  Agents 

Booker  &  McKechnie 

285  Beaver  Hall  Hill,  Montreal 


Engineers  and  Contractors 

We  specialize  in  heavy 
timbers  &  long  joists, 
in  Southern  Pine  & 
B.C.  Fir 


Wire,  Write  or  Phone  us  for  Prices 

Our  Shipment  is  Prompt 
and  Our  Prices  are  Right 

THE 

Boake  Mfg.  Co., 

LIMITED 
HOWLAND  AVE.  &  C.P.R.  TRACKS 

TORONTO,  ONT. 
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Works  at  Walkervllle.  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  (or  prices  and  see. 


■mm-  ■ 


Si 


flMITED 


VALVE- HYDRANT  MANUFACTURERS 

WALKERVI LLE,  ONT. 


Algoma 

Structural  Steel — Merchant  Bars 


Blooms,  Billets  and  Slabs 


Concrete  Reinforcing  Bars 


Shafting — Pulleys  —  Hangers 
Iron,  Brass  and  Bronze  Castings 

STEEL  RAILS— Open  Hearth  Quality 
All  Sections— 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 


Sulphate  of  Ammonia — Sulphuric 
Acid— Nitre  Cake 


PIG  IRON 

Basic        Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 
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Save  Coal  and  Power 

Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 

BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


CHAIN 

Crane,  Dredge,  Conveyor, 
"Hercules"  Steam  Shovel, 
Anchor,  Sling  Chains, 
Common  Coil  Chain. 

Write  for  our  Catalogue 

McKinnon  Columbus  Chain 

LIMITED 

ST.  CATHARINES        -  ONTARIO 


CANADIAN  CHICAGO  BRIDGE 
and  IRON  COMPANY 


Limited 

ELEVATED  STEEL  TANKS 
and  STANDPIPES 

For  Municipal.  Railroad  and  Factory  Service. 
We  also  construct  storage  tanks  for  Oil, 
Molasses,  Pulp,  Acids  and  other  liquids. 

Our  Product  is  Made  in  Canada 

Catalogue  No.  16  gladly  mailed  on  request. 
Our  Engineering  Experience  is  at  your 
Disposal. 

Sales  Office:  Montreal,  Que. 

260  St.  James  Street. 
Works:  Bridgeburg,  Ontario. 


We  Make  Everything 
in  Wirework 


With  an  experience  of  over  a  half- 
century  we  have  acquired  the 
special  knowledge  and  skill  de- 
manded by  wire-working. 
Two  large  plants  at  your  .dis- 
posal, turning  out  great  quanti- 
ties of : 

Wire  Screens,  Wire  Window 
Guards,  Wire  Partitions,  Wire 
Mats,  Wire  Machinery  Guards, 
Wire  Panels,  Wire  Racks,  Wire 
Baskets,  Wire  Doors,  Wired 
Railing,  Wire  Signs,  Garden 
Goods,  etc. 


Wire  Guard 
(Channel  Iron 
frame) 


We  Also  Make 

Steel  Lockers,  Shelving,  Bins,  Cabinets,  Stools, 
Chairs,  Etc.    Ornamental  Iron  and  Bronze. 
General  Builders'  Ironwork. 

Write  for  Folders 
„  ...     The  Dennis  Wire  and  Ironu  „ 

Halifax  Hamilton 
Montreal,  WORKS   CO.  LlMITED  Winnipeg 

?rraonto  London  £a,gary 

loronto  canaoa.  Vancouver 


mm 


Concrete  Bonding 
Lockers  for  Clothes 
Iron  Stairways 


Screening 
I  purposes 

X0A6A6A6  A  ^XIKSk^ 


Wire 
Cloth 

Perforated 
Metals 


CANADA  WIRE  &  IRON  G00D5  CO.  HAMILTON 
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Water  Supply 
from 
Deep  Wells 

is  obtained  at  a  min- 
imum cost  by  use  of 
our  deep  well  pumps. 


Write  for  Bulletin  26 
explaining  the  use  of 
Cook's  Patent  Brass 
Tube  Well  Strainer. 


A.  D.  COOK 

Lawrenceburg,  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES,  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


THE  ENGINE/REFINEMENJ 

finest  boats  t/tatffoat 

High  Speed  Emergency  Power  Plants 

12  to  300  H  P.,  400  to  1400  R.P.M. 
For  centrifugal  pumps  and  electric   generator  drives. 

UNUSUAL  EFFICIENCY 


Sterling  85  H.P.  engine,  direct  connected  to  Worthington  3-stage 
fire  pump  at  Cartierville,  Quebec.  Capacity  1,250,000  imperial  gal- 
lons in  24  hours.  This  engine  has  been  in  operation  over  4  years, 
and  has  never  given  trouble  in  any  way.  It  has  a  record  run  of  7 
days  and  7  nights,  24  hours  per  day  continuous  running  at  top  speed 
and  full  load  without  stopping. 

STERLING  ENGINE  C0.,Dept.  C-9,  Buffalo,  N.Y.,  U.S.A 


Buffalo  Class  S  Centrifugal  Pumps 

have  double  suction  impellers  and  the  casings  are  divided  so  the  upper  half  can  be  removed 
without  disturbing  pipe  connections. 

They  are  so  designed  that  high  efficiencies  are  obtained  in  even  the  smallest  sizes — against 
cither  low  or  high  herfd. 

The  double  suction  impeller  feature  eliminates  all  chances  of  thrust  trouble— and  your  re- 
pair bills  will  be  practically  negligible. 

Canadian  Blower  and  Forge  Company  Ltd.,  Kitchener,  Ont. 

Manufacturers  of  Steam,  Power  and  Centrifugal  Pumps  and  Condensers 

Built  in  sizes  from  1"  to  48"  for 
heads  up  to  200  feet. 

Write  for  Bulletin  270. 

Power  Saving  in 
a  Small  Pump  is 
Just  as  Important 
as  in  a  Large  One 

II  ill  'i  .i   ■!    i    r   :    :    '    .         ■  , 
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You  Can  Save  s/e  of  Your  Cost  of  Handling  Material 

BY  USING  THE  PORTABLE  SCOOP  CONVEYOR 


It  saves  6  to  12  shovellers. 

It  will  handle  any  material: 
Crushed  Stone,  Sand,  Gravel, 
Dirt,  Coal,  Ashes,  Bricks,  Tile, 
Etc. 

Has  capacity  of  1  ton  per  minute. 
Loads  into  Wagons,  Trucks, Cars 
Unloads  Cars  into  Wagons  or 
Piles. 

Easily  Moved  by  One  Man. 
Electric  Motor  or  Gasoline  Drive. 
Saves  Demurrage,  Keeps  Trucks 
Moving. 

Over  2,000  satisfied  Contractors, 
Excavators,  Sand,  Gravel  and 
Crushed  Stone  Dealers,  Coal 
Yards,  Boiler  Plants,  Cartage 
Contractors  and  Industrial 
Firms  are  Cutting  their  Costs 
by  this  Machine. 


The  A.  R.  Williams  Machinery  Co.,  Ltd.,  Sole  Canadian  Agents 
ST.  JOHN,  N.B.  MONTREAL  TOF  ONTO  WINNIPEG  VANCOUVER 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


— Including- 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 

GALT  ONTARIO 


Contractors'  Machinery,  Brick 
Machinery,  Grey  Iron  Castings, 
and  Gear  Cutting 


PUMPS 

Duplex  Boiler  Feed  and  Vacuum 

REPAIRS 


Scotch  Derricks 

Hand  and  Power  from  ^  ton  to  6  ton 
capacity. 


JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt    Deliveries.        Attractive  Prices. 


Address  your  inquiries  to 

CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 
CHATHAM,  ONT.      275  Inshes  Ave. 

Associated  with 
PITTSIiLRGII-DES  MOINES  STEEL  CO. 

42   Church   St.  945   Curry  Uldg. 

New  York  City  Pittsburgh,  Pa. 

Des    Moines.    Iowa.    !>3S    Tuttle  Street 


SPRINKLER 
TANKS 

AND 

TOWERS 

have  stood  the  test  of 
long  years  of  efficient 
service,  saving  their 
owners  thousands  of 
dollars  in  fire  insur- 
ance premiums. 

We  are  specialists  in 
Urban,  Rural  and  Sub- 
urban  Water    Supply  Systems. 

Get  the  benefit  of  our  30  years'  experience  by 
submitting  your  water  problems  to  us. 

Our  Engineering  Department  will  cheerfully 
furnish  blue  prints  and  estimates  free  of  charge. 

Ontario  Wind  Engine  &  Pump  Co. 

Limited 

Winnipeg  Montreal     TORONTO     Regina  Calgary 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling— PoriHvely  LEAK  PROOF. 
Weurath*  originator.  »(  the  BORED  OUT  Wood  SUaro  Coupling. 
Write  for  Illustrated  Catalogue. 

850  Hastings  St  W.      VANCOUVER,  B.C. 


Electric  Cranes 


Electric 
and  Hand 
Traveling 

Cranes 

Electric 
and  Air 
Hoists 


Patent  Type  E  Crane  Trolley 
Made  in  Canada 


NORTHERN  CRANE  WORKS,  LTD. 

WALKER VILLE,  ONT, 


DOORS 

We  have  just  unloaded  a  car  of  the  al- 
ways popular 

KLIMAX  DOOR 

Two  panel  design,  beautiful  three  ply 
Birch  Panels,  White  Pine  Stiles  and  Rails. 

And  this  car  is  certainly  the  best  ship- 
ment we  have  ever  received. 

Order  now  while  our  stock  is  in  good 
shape.   All  stock  sizes  available. 

A  Good  Stock  of  Pine  Doors  on  Hand. 
Also  Oak. 

Prices  Are  Advancing  Rapidly. 
Better  Place  Your  Orders  NOW. 

^  PANNILL  COMPANY 
131  Front  Street  East,  TORONTO,  ONT. 

Phone  Main  659 


National  Iron  Corporation 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Willis  Chipman,   M.   Eng.   Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
Seo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 

Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals   of   Works   and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
SI  Toronto  Street  -  TORONTO.  CAN. 
Water  Supply  ind  Purification;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
Disposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.,  LTD. 

"Faraday  Works" 

LEICESTER   —  ENGLAND 

Manufacturing 
Electrical  Engineers 

CABLES:  "LODESTONE,  LEICESTER. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.     -  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 
Inspection  and  Testing  of,  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point  of   manufacture,   and   Testing  in 
our  own  Laboratories. 
The   most   up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuie ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE       WILLIAM  STORRIE 

M.E.I.C.,  M.INST.  C.E..  M.E.I.C..  A.M.INST.  C  E. 

M.AMER.  W.  W.ASSOC.  M.  AMER.  W.  W.  ASSOC. 

GEORGE  G.  NASMITH,  C.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


Robert  W.  Hunt 
President 


Charles  Warnock 
Vice-President  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

Consulting  and  Inspecting  Engineers, 
Chemists  and  Metallurgists 

Expert  inspection  and  tests  of  all  structural 
materials  and  mechanical  equipment. 

Reports  on  Properties  and  Processes 

Head  Office  and  Laboratories  : 
McGill  Building,  Montreal 
Branches : 

Toronto         Vancouver         London,  England 


McAllister  &taylor 

ENGINEERS  4  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
87  Sun  Life   Bldg.,   HAMILTON,  ONT. 
Harbor    Improvements    and  Dredging 
Dams,  Piledriving,  Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


J.  P.  Anglin,  B.Sc. 
President 


H.  J.  Gross, 
Vice-Pres.  &  Treas. 


C.  D.  Harrington,  B.Sc, 
Vice-Pres.  &  Mgr. 


Anclin-Norcross 

LIMITED 

Contracting  Engineers  and  Builders 

65  Victoria  Street,  -  Montreal. 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  &  Inspectors 

PAVING 
Designed,  Superintended,  Inspected. 
Chas    A    Mullen,  Director. 

CEMENT  &  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination 


V.  K.  Stalford,  a.i.e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


The  Toronto  Testing  Laboratory 

Limited 
160  Bay  Street,  Toronto 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E,  TORONTO 
Phones— Main  904  and  905 


Crushed 
Stone 
Steel  and 
Wood 
Water  Pipe 


T.  A.  Morrison  &  Co.,  ^ggfrtegff 


Established  1884. 


Main  2453. 


Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  'Phones— Park    538.     Park  3302. 
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Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Pbones,  Office  North  j  j>64   Evenings.  North  2107 


Tiering  Machines 
and  Barrel  Storage  Racks 


ECONOMY 


Simple 

Safe 

Sure 


and 


Speedy 


It  is  locked  to  the 
floor,  yet  easily  port- 
able when  desired. 
The  ECONOMY 
makes  the  pay  roll 
smaller  while  increas- 
ing efficiency.  Let  us  send  you  particulars  of  power  or  hand  ma- 
chines, also  our  barrel  storage  steel  racks. 

Standard  Steel 
Construction  Co.  Limited 

Port  Robinson,  Ontario. 


Do  You  Want  Crushed  Stone  ? 

That  is  Glean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED  STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS 
NIAGARA  FALLS 


ONT. 


u  Absolutely 
Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 


DAKF  swinging 

iy/\J\Ci  ENGINES 

INSURE 
Speed  Tiurahdity 
Economy 

Contractors  everywhere 
recognize  that  Dake  swing- 
ers save  them  time,  labor 
and  money.  You  can  depend  upon  thera  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:  A.   R.  Williams  Machinery  Company,  Limited. 
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,™f,  PRATT  SSS  LETCH  WORTH 
COMPANY.  LIMITED 

Transportation  Building,  Montreal 


Toronto 


March  3,  19_'0 
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No  More  Leaky  Roofs 

Keep  your  Roofs  watertight 
for  ten  years.    One  coat  of 

STORMTIGHT 

saves  the  cost  of  tearing  up 
old  worn  material  —  saves 
the  cost  of  a  new  roof. 

Permanent  Protection 
No  Repairs  No  Repainting 

Write  for  Literature 

MANUFACTURED  BY 

L.  Sonneborn  Sons  Inc.  262  d^"'  New  York 

DISTRIBUTED  BY 

Chapman  &  Flinn,  Ltd.,  Amherst,  N.S. 
E.  F.  Stevens,  Halifax,  N.S. 
Sumner  Company,  Moncton,  N.B. 
Shaw  &  Mason,  Ltd.,  Sydney,  N.S. 
Spencer  Bros.  &  Turner,  Ltd.,  Truro,  N.S. 


N.  J.  Dinnen  &  Co.,  Ltd.,  Winnipeg,  Man. 

John  B.  Keeble  &  Co.,  Toronto,  Ont.,  and  Lon- 
don, Ont. 

The  Western  Supply  &  Equipment  Co.,  Calgary, 
Edmonton,  Lethbridge,  Alta. 
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Not  "How  Cheap" 
But  "How  Long  will 
it  Wear?" 


Buy  "DOMINION"  and 
get  Ultimate  Service 

The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


"Hayward"  Buckets 


FOR 


ALL  CLASSES  OF  WORK 

Substantially  Built 
Easy  to  Operate 
Few  Wearing  Parts 
Reasonable  in  Price 

"MARION" 

STEAM  SHOVELS  AND  DITCHERS 


CATERPILLARS 

FOR  TRACTION  PURPOSES 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 

Telephone  Main  3420 


Vol.  34 


Toronto,  March  10,  1920 


No.  10 


GLASS  BENDERS 


TO  THE  TRADE 


THE  TORONTO  PLATE  GLASS 
IMPORTING  COMPANY 


LIMITED 


GLASS  IMPORTERS  AND  MANUFACTURERS 

91-113  DON  ROADWAY,  TORONTO 


y  Convention  County  Roads  Superintendents  and  Engineers 
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Wire  Wound  Wood  Pipe  and  C.  I.  Specials 

Our  Pipe  and  Tanks  are  manufactured  from  the  best  grade  of 
B.  G.  Douglas  Fir  in  the  finest  factory  in  Canada.  Complete 

installations  our  Specialty. 

Write  for  Illustrated  Catalogue  Let  us  Solve  your  Problems 


Canadian  Pipe  Company,  Ltd. 

550  Pacific  St.,  VANCOUVER,  B.  C. 


March  H>,  i;i:iO 
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Provides 
Hot  Water 
-Instantly 


A  DEMONSTRATION 

At  the  Hotel  Dieu  Hospital,  Montreal,  all  the  hot 
water  faucets  in  all  the  rooms  from  laundry  to  the 
top  Moor  were  opened  running  cold  water,  and  from 
the  time  steam  was  turned  on,  on  your  8"  heater  from 
boiler  of  80  lbs.  pressure,  reduced  to  5  lbs.  pressure 
at  heater,  water  of  160  deg.  F.  was  obtained  in  3  min- 
utes and  a  temperature  of  210  deg.  F.  in  5  minutes, 
without  faucets  being  turned  off. 

(Extract  from  letter  on  fyle). 


The  above  is  a  typical  example  of  the  many  let- 
ters we  receive  from  enthusiastic  users  in  all 
parts  of  the  country. 

THE  ECONOMIC  HEATER  is  readily  attached 
to  any  steam  heating  device,  and  can  be  in- 
stalled by  any  mechanic  or  plumber.  It  requires 
little  space. 

We  guarantee  it  for 
twenty  years  against 
leaks,  from  expansion 
or  contraction. 

We  will  install  this 
heater;  if  it  does  not  ■ 
give  entire  satisfaction 
we  will  take  it  out  and 
stand  all  expense. 


Montreal  Machine  Shop  Limited 


481  Ontario  Street  East 


Montreal,  Que. 


SDle  Agents  for  Ontario:    Equipment  Specialties  Ltd.,  1409  Royal  Bank 

Building,  Toronto,  Ont. 
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LONDON 

CONCRETE  MIXER 


A  Mixer  wholly  reliable,  efficient  and  a  speedy  producer,  it  has  been  many 
times  selected  for  use  on  construction  undertakings  of  national  importance,  and 
has  constantly  upheld  the  London  name  as  one  that  was  a  synonym  for  steadi- 
ness and  continuous  production.  It  upheld  its  reputation  on  mammoth  jobs,  in- 
cluding Welland  Canal,  Niagara  Falls  Power  Development,  and  the  Winnipeg 
Waterways. 

We  manufacture  a  complete  line  of  Concrete  Mixers,  Diaphragm  Pumps, 
Gasoline  Hoisting  Engines,  Brick  Machines,  Block  Machines,  Tile  and  Sewer 
Pipe  Moulds.   Our  catalogue  will  be  sent  on  request. 

LONDON  CONCRETE  MACHINERY  CO.  Limited 

LONDON  -  ■  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery 
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Buildings  of  Beauty  and  Permanence 

Built  of  Durable,  Damp-Proof  Concrete  Blocks 

Decidedly  economical  yet  durable  and  artistic  are  buildings  built  of  these  blocks.  They  have  met 
with  the  approval  of  engineers  and  architects  everywhere  because  they  are  made  from  wet  mix  or 
poured  concrete  which  eliminates  dampness  entirely. 

We  are  now  facing  these  blocks  with  granite  which  gives  them  a  beautiful  sparkling  granite  finish. 

We  also  manufacture  machinery  for  making  these  Concrete  Blocks.  We  own  the  Canadian  pat- 
ents and  can  give  exclusive  rights  for  any  territory,  not  yet  sold. 

Cast  Stone  Block  &  Machine  Co.,  Limited 

302  HOWARD  AVENUE  -  -  WINDSOR,  ONTARIO 


G 
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CLASSIFIED  INDEX  TO  ADVERTISEMENTS 

The  following  regulations  apply  to  all  advertisers: — Eighth  page,  every  issue,  three  headings; 
quarter  page,  six   headings;   half   page,   twelve  headings;     full     page,    twenty-four  headings. 


Acetylene  Gas 

The  Prest-O-Lite  Co., 


Inc. 


Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Air  Washing  Plants 

Spray   Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoists 

Canadian  Ingersoll-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Inip'tg  Co. 

Asbestos  Shingles 
Asbestos  Mfg.  Company 

Ash  Conveyors 

Booker  &  McKechnie 

Ash  Hoists 

Canadian  Link-Belt  Co. 

Asphalt 

Asphalt  Association 
Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Beam  Spans 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Belting   (Transmission,  Elevator, 

Conveyor,  Rubber) 
Dunlop  Tire  &  Rubber  Goods  Co. 
Goodyear  Tire  &  Rubber  Goods 

Company 

Blast  Hole  Drills 
Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 

Boilers 

Beatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Inglis  Company,  John 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Boiler  Inspection 
Trades  &  Labour  Branch  Dept., 
Public  Works 

Boxes — Junction 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Brass  Goods 

Duniop  Tire  &  Rubber  Goods  Co. 

Bricks 

Shultz  Bros.  Company 

Brick  Dryers 
Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 


Buckets 

Canadian  Link-Belt  Co. 
Beatty  &  Sons,  M. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 

Buckets — Steel 

Brown  Hoisting  Machinery  Co. 
Canadian  Link-Belt  Co. 
McKinnon  Steel  Company 
Marsh  Engineering  Works,  Ltd. 

Building  Materials 
Robertson  Co.,  H.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Cable  . 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cars — Steel  Body 

Marsh  Engineering  Works,  Ltd. 
Mackinnon  Steel  Co. 
Williams  Machinery  Co.,  A.  R. 

Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 

Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co..  Ltd. 

Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian   Ingersoll-Rand  Co. 

National  Equipment  Company 
Chains 

McKinnon  Columbus  Chain  Co. 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Booker  &  McKechnie 
Coa!  Handling  Apparatus 

Beatty  &  Sons,  M. 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co. 

St.  Clair  Bros. 
Concrete  Culvert  Pipe 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

American  Cement  Machine  Co. 

Hopkins  &  Co.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 

St.  Clair  Bros. 


Concrete  Sewer  Pipe 

Dominion  Concrete  Company 
Conduits 

Conduits    Company,  Limited 
Orpen  Conduit  Company 
Contractors 

Anglins  Limited 

Archibald  &  Holmes 

Gore,  Nasmith  &  Storrie 

Holmes  &   Co.,  Fred 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Miller  &  Son,  Roger 

Thomson  Bros. 
Contractors'  Plant  &  Supplies 

Ball  Engine  Company 

Beatty  &  Sons,  M. 

Boving  Hydraulic  &  Engineering 
Company 

Brown    Hoisting    &  Machinery 
Company 

Canadian  Allis-Chalmers  Ltd.- 

Canadian  Link  Belt  Co. 

Dake  Engineering  Works,  Ltd. 

Gartshore,  John  J. 

Hamilton  Bridge  Works  Co. 

Hepburn  Ltd.,  John  T. 

Manitoba  Bridge  &  Iron  Works 

Marsh  Engineering  Works,  Ltd. 

S'essenwein  Bros. 
Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 
Conveying  Appliances 

Brown  Hoisting  Machinery  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Corrugated  Iron 

Pedlar  People  Limited 
Corrugated  Roofing 

Asbestos    Mfg.  Company 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Northern    Crane  Works 
Creosote  Oils 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada  Crushed  Stone  Corpora- 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Culverts 

Pedlar  People  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil   Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Doors 

Pannill  Door  Company 
Derricks  and  Derrick  Fittings 

Beatty  &  Sons,  M. 

Hepburn  Ltd.,  John  T. 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Marsh   Engineering   Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Diamonds 

Joyce-Koebel  Company 
Diamond   Saw  Teeth 

Joyce-Koebel  Company 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  II. 


Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 
Gartshore,  John  J. 
Hopkins   &  Company,  F.  II. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 
Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario   Wind   Engine   &  Pump 
Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.  B. 

Elevators 

Northern   Crane  Works 
Turnbull  Elevator  Company 

Enameled  Brick 

American  Enameled  Brick  & 
Tile  Company 

Engines 

Canadian   Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 

Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthington,  W.  R. 
Excavators 

Ball  Engine  Company 

Beatty  &  Sons,  M. 

Hopkins  &  Company,  F.  H. 
Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Heads 

Pedlar  People  Limited 

Trussed  Concrete  Steel  Co.,  Ltd. 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co. 
Sheldon  Limited 

Fireproofing 

Asbestos  Mfg.  Company 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Pedlar  People  Limited 

Rober  son-Oleson  Limied 

Trussed  Concrete  Steel  Co. 
Fire  Escapes 

Canadian  Welding  Works 

Dennis  Wire  &  Iron  Works  Co. 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 
Fittings 

Crane  Limited 
Flag  Poles 

MacKinnon  Steel  Company 

Ontario   Wind   Engine  &  Pump 
Company 

McGregor  &  Mclntyre 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial   Oil  Company 
Sonneborn  Sons,  Inc.,  L. 
(Continued  on  page  8) 
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TRENCH  MACHINE.  (26  ft.  dipper 
stick)  Digging  from  200  to  300  cu.  yards 
a  day  in  10  foot  trench  cut.  One  of  two 
Eries  owned  by  Miller  Bros.,  Youngstown, 


i^s^M  FlLVouoRR 

'Erie-  m 


RAILROAD   DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of  work  shown 
by  these  photos  can  be;  handled  by 
every  Type-B  ERlE"Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  ERIE 
Steam  Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

l^You  can  always  find  work  for  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 

We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

Builders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


HIGH  LIFT  Erie  Shovel 
loading  on  a  14  ft.  bank.   One  of 
.  three  Eries  owned  by  The  Cable 
■  Co-,  Canton,  Ohio. 


ERIE 


Hevolving 
Shovels 


LOADING  MIXER,  when  the 
harvest  season  took  all  tne  labor.  Re 
placed  a  mixercrew  of  I8men,  loading 
into  a  wood  hopper.  One  of  the  two 
Eries  owned  by  Hanlon  &  Okes, 
Minneapolis. 


PILE  DRIVING  equipmentf'-" 
breaking  up  concrete  so  that  the 
pieces  will  go  into  dump  wagons 
When  the  shovel  tore  up  the  concrete 
without  breaking,  the  pieces  were  too 
large  One  of  two  Eries  owned  by 
Lennane  Bros.,  Detroit. 


QUARRY  WORK  is 
what  makes  thestrong- 
est  boosters  for  the 
Erie,  because  she  is 
built  to  stand,  rock 
digging-  "Stronger 
construction  at  every 
point  of  wear  and 
strain."  Just  ask  the 
owners  of  this  Erie- 
Tarbox  &  McCall, 
Findlay,  Ohio. 


STREET  GRADING. 
It  isn't  quite  as  smooth  £  * 

RAILROAD  WORK,  loading 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgh. 
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Forges 

Canadian  Blower  and  Forge  Co. 
Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 
Galvanized  Cornices 

Gait  Art  Metal  Company 
Gasoline  Engines 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis  Chalmers  Ltd. 

London  Concrete  Machinery  Co. 

Ontario   Wind   Engine   &  Pump 
Company 

Osborn  Canada  Ltd.,  Samuel 
Generators 

Canadian   General   Electric  Co. 

Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown     Hoisting     &  Machinery 
Company 
Gravel 

Sand  &  Supplies  Ltd. 

Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmei  s  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 

Hauling  Contractors 

Contractors   Transport  Co. 

Heating  Apparatus 

Dunham  Company,  C.  A. 
Canadian   Blower  and   Forge  Co. 
Modern   Heating   &  Engineering 

Company. 
Montreal  Machine  Shop,  Ltd. 
Heat  Insulating  Materials 
Armstrong    Cork  Company 

Heating  Systems  (Steam  Traps) 
Dunham  Company,  C.  A. 


Hoists,  Electric 

Canadian  Link-Belt  Co. 
Northern   Crane  Works 

Hoisting  Apparatus 
Keatty  &  Sons,  M. 
Brown  Hoisting  Machinery  Co. 
Hopkins  &  Company,  F.  II. 
London   Concrete  Machinery  Co. 
Marsh   Engineering  Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams   Machinery   Co.,   A.  R. 

Hoisting  Engines 
Beatty  &  Sons,  M. 
Canadian    Allis-Chambers  Ltd. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Dunlop  Tire  &  Rubber  Goods  Co. 

Hydrants 
Canada  Iron  Foundries 
Kerr   Engine  Company 
Gartshore-Thompson  Pipe  Co. 
McAvity  &  S'ons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
TTopkins  &   Company,   F.  H. 
McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 

Laboratories 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Company 

Insulation  (Asbestos) 
Asbestos  Mfg.  Company 

Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 
Spielman    Agencies  Regd. 
Standard  Underground  Cable  Co 
of  Canada  Limited 

Insulating  Bricks 

Armstrong  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton   Bridge  Works  Co. 

Northern   Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 

Hamilton  Birdge  Works  Co. 

Kilns 

Canadian   Blower  and  Forge  Co. 
McKinnon  Steel  Company 

Lead  Pencils 

American   Lead   Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmei  s  Ltd. 

Linabestos  Wallboard 

Asbestos  Mfg.  Company 
Lockers  (Clothes) 

Canada  Wire  &  lion  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown    Hoisting    &  Machinery 

Company 
Lumber  (Asbestos) 

Asbestos  Mfg.  Company 
Machinery  Insulation 

Armstrong  Cork  Company 
Metal  Lath 

Canadian  Metal  Window  Co. 

Pedlar  People  Limited 

Trussed  Concrete  Co.,  Ltd. 
Metallic  Roofing 

Pedlar  People  Limited 
Motors 

Canadian  General  Electric  Go. 

Motor  Trucks 

Ford  Motor  Company 

Nozzles 

Spray  Engineering  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering  . 
Company  • 


Hamilton  Bridge  Works  Co. 
Imperial  OH  Company,  Ltd. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 

Ornamental  Iron 
Canadian  Welding  Works 
Dennis  Wire  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 

Packing 

Dunlop  Tire  &  Rubber  Goods  Co 
Paint  (Heated  Surfaces) 
Ric-Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Company,  F.  H. 
Spielman  Agencies  Regd. 

Paints  (Bridge  and  Structural  Iron 
and  Pipe  Coating) 
Barrett  Company,  Ltd. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons  Inc.,  L. 
Spielman   Agencies  Regd. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Paint  Spraying  Equipment 
Spray  Engineering  Co. 

Park  Sprinklers 

Spray  Engineering  Co. 
Paving  and  Paving  Materials 

Asphalt  &  Supply  Company 

Barrett   Company,  Limited 

Carey  Company,  Philip 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil  Company,  Ltd. 

Trussed  Concrete  Steel  Co.,  Ltd 
Pipe   (Concrete,   Iron   &  Wood) 

Boving  Hydraulic  &  Engineering 
Company 

Dominion   Concrete  Company 

Gartshore  Thompson   Pipe  Co. 

National  Iron  Works 

(Continued  on  page  10) 


Stop — Read— and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral— Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 

Marsh  Engineering  Works,  Limited,  E '  ^  Belleville,  Ontario 

Sales  Agents:  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 
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other  Patents  pending 


"Good  Roads"  To  Profits 

Are  found  in  road  making  contracts  when  you  have  a  Keystone  Excavator 
Model  4.  It  finishes  the  job  within  two  inches  of  grade — leaving  little  hand 
trimming  to  be  done.  It  digs  and  lifts  a  half  yard  with  every  fourteen-foot 
thrust  of  its  bucket — a  half  yard  every  minute!  It  does  the  work  of  100 
shovel  men.  No  job  too  big  for  this  "first  aid"  to  good  roads.  No  haulage  or 
setting  up  costs — it  travels  under  its  own  power  and  will  go  wherever  a  load- 
ed dump  waggon  can  be  hauled.  Can  be  used  for  ditch  digging,  back  filling, 
car  loading,  etc.,  simply  by  changing  the  scoop. 

Those  contracts  you  are  after  will  be  more  profitable  if  you  have  a  good  ex- 
cavator. Get  your  share  of  the  road  work  this  Spring — and  clean  up  the  jobs 
with  a  Keystone. 

"IT  GETS  THERE,  AND  DIGS!" 

LET  US  SEND  YOU  BOOKLET 
Sole  Licensees  and  Builders  for  Canada 

Engineering  &  Machine  Works  of  Canada,  Limited 

ST.  CATHARINES,  ONT. 
Eastern  Sales  Office:  Hall  Machinery  Company,  Sherbrooke,  Que. 


KEYSTONE 


EXCAVATOR 


Model 
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Pipe  Covering  (Underground) 

Ric-Wil  Company 

Pencils  (Lead) 
American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 
Deatty  &  Sons,  M. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Magnesia,  Asbestos, 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong    Cork  Company 

Planing  Mill  Exhausters 

Canadian  Dlower  and   Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb   Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  I. 
Manitoba  Bridge  &  Iron  Works 
Waterous  Engine  Works  Co. 


Road  Material 

Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 
Pedlar   People  Limited 

Rubber  Goods 
Barrett  Company,  Limited 

Road  Oil 

Imperial   Oil  Company,  Ltd. 

Pneumatic  Machinery 

Canadian   Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Beatty  &  Sons,  M. 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Ontario   Wind    Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian    Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Rails 

Sesenwein  Bros. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  J. 
Hopkins  &  Company,  F.  H. 


Reinforcements,  Concrete  and  Steel 

Baincs  &  David  Ltd. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Pedlar  People  Limited 
Trussed  Concrete  Steel  Co.,  Ltd 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Spans 
McKinnon  Steel  Company 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Sash 

Trussed  Concrete  Steel  Co. 

Saw  Teeth 

Joyce-Koebel  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 

Sheeting 

Barrett   Company,  Limited 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  Co. 
Beatty  &  Sons,  M. 
Hopkins  &  Company,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Roberton-Olsen  Limited 
Robertson  Co.,  H.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Slates 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Pedlar  People  Limited 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 

Steel 

Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Steel  &  Coal  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Burlington  Steel  Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art  Metal  Company 


Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 
Page-Hersey  Iron,  Tube  &  Lead 
Company 


Steel  Plate  Construction 

Hamilton   Bridge  Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering  Works,  Ltd 
Waterous  Engine  Works,  Co. 


Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel  &  Radiation,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 


Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Worfts 
Maritime   Bridge  Company 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario   Wind   Engine  &  Pump 

Company 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Dominion  Tar  &  Chemical  Co. 


Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 

Tile  Moulds 

London  Concrete  Machinery  e»o 

Towers 

Can.  Chicago  Bridge  &  Iron  Co 
Hamilton  Bridge  Works  Co. 


Transformers 

Canadian  General  Eelectric  Co. 


Turnbuckles 

Dominion   Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Gartshore-Thompson   Pipe  Co. 
McAvity  &  Sons,  Ltd. 

Ventilators 

Robertson  Co.,  H.  H. 

Ventilating    &    Heating  Apparatus 
Canadian  Blower  and  Forge  Co 

Varnishes — Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 


Wall  Ties 

Gait  Art  Metal  Company 

Wallboard  (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 


Well  Drilling  Plants 
American  Well  Works 
Ontario   Wind   Engine   &  Pump 

Company 


Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 

Johnson  &  Sons,  C.  H. 

Wire  Rope 

Raines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 


Wood  Pipe 

Canadian   Pipe  Company 
Morrison  &  Co..  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tank 
Company 


Wood  Tanks 

Pacific  Coast   Pipe  Company 
Vancouver  Wood  Pipe  and  Tan* 

Company 
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The  HAMILTON  BRIDGE  WORKS  CO., 


Hamilton,  Canada 


LIMITED 


ENGINEERS  AND 
BUILDERS 

of 

Steel  Railway  Bridges 

Steel  Highway  Bridges 

Steel  Buildings 

Steel  for  Ships 

Steel  Turntables 

Steel  Structures  of 
every  Class 

Enquiries  Solicited 

Capacity    36,000  Tons 


Steel  work  for  Steam  Power  House  recently  erected  for 
The  Dominion  Power  and  Transmission  Co.,  Hamilton. 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


Water  tube*  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 

Montreal  Office— Phone  Westmount  6800  Toronto  Office— 20  Victoria  Street 
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Duplex  Steam  Boiler  Feed  Pumps 

The  Duplex  Steam  Boiler  Feed  Pumps  described  have  been  designed  with  the  idea  of  making 
them  more  compact  and  accessible  than  any  pumps  hitherto  offered  for  this  service. 


The  new  standard  pumps  can  be  fur- 
nished in  sizes  to  give  any  quantity  of 
water  desired  up  to  1,666  Imperial  or  2,000 
U.  S.  gallons  per  minute  against  a  working 
pressure  of  150  lbs.  per  square  inch,  with  a 
steam  pi'essure  of  approximately  100  lbs. 
per  square  inch. 

Pockets  for  square  head  bolts  have  been 
substituted  for  studs  wherever  possible, 
This  construction  admits  of  quicker  dis- 
mantling or  assembling  of  pump  parts. 

■  Valves  of  large  area  are  being  used  in 
water  end,  thus  easing  work  on  pump  and 
ensuring  long  life  for  valves  themselves. 
An  open  type  of  stretcher  has  been  adopt- 
ed to  make  parts  more  accessible. 


DUPLEX  BOILER  FEED  PUMP 


A  small,  flexible  hydraulic  packing  is  used  in  water  piston.  This  makes  a  better  contact  with 
cylinder  walls  and  reduces  slip  to  a  minimum. 

The  piston  rod  stuffing  boxes  have  been  equipped  with  a  smaller  and  more  flexible  packing,  thus 
reducing  the  diameter  of  stuffing  box,  which  is  provided  with  a  cast  iron  hexagonal  packing  nut. 

The  parts  in  the  steam  cylinder  have  been  located  so  as  to  assure  a  full  stroke  under  all  condi- 
tions and  the  valve  motion  is  designed  to  give  constant  and  steady  speed. 


Above  illustration  shows  Pumps  in  stock  at  our  Davenport  Works,  Toronto,  for  immediate  shipment. 
FOR  PRICES  APPLY  TO  ANY  OF  OUR  OFFICES  LISTED  BELOW. 

ASK  FOR  BULLETIN  2005. 

CANADIAN  ALLIS-CHALMERS 

Head  Office,        -  Toronto 


LIMITED 


Branch  Offices:  Montreal,  Quebec,  Halifax,  Sydney,  St.  John,  Ottawa,  Hamilton,   London,  Windsor,  Cobalt,   South  Porcupine,  Winnipeg, 

Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 
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ROAD 
SCARIFIER 


These  cuts  show  Buffalo- 
Springfield  patented  pressure 
Scarifier,  which  we  manufac- 
ture under  rights  for  Canada. 

This  Scarifier  is  far  superior 
to  all  other  styles  in  use,  and 
is  indispensable  for  road  main- 
tenance. 

Always  ready  for  use,  being 
permanently  attached  to  roller. 

Scarifies,  at  regular  travell- 
ing speed,  a  width  of  approxi- 
mately 6  feet.  Width  and 
depth  of  cut  varied  to  suit 
conditions. 

Economical  to  operate,  one 
man  handles  roller  and  scari- 
fier. 

Instantly  controlled  by 
operation  of  one  valve. 


Raises  automatically  on  striking 
hidden  obstacle. 

Separate  arms  for  each  digging 
tool  prevents  clogging  of  material 
ahead  of  tooth  bars. 

Steam  pressure  cylinder  with 
long  stroke  gives  sufficient  force 
for  tearing  up  hard  stone  roads 
and  maintains  uniformity  in  cutting 
depth  on  uneven  surfaces. 

Scarifier  built  to  fit  Waterous 
Rollers. 

Send  for  cuts  and  circulars  if 
you  are  interested. 


BRANTFORDj  ONTARICCATSTADA 

Toronto  Office :     72  Queen  Street  W. 
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Steel  Plate  Work 


Steel  Tanks 
Stand  Pipes 
Smoke  Stacks 
Boiler  Breachings 
Riveted  Steel 

Pipe 
Steel  Bins 
Hoppers 


Structural  Steel 
Work 


Send  us  your  speci- 
fications 

Quality  &  Service 


William  Hamilton  Co. 

Limited 

Peterborough,  Canada 


E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Construction 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont. ; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.       PHILLIPS  SQUARE 
MONTREAL 


ROGER  MILLER  &  SONS  LIMITED 

ENGINEERS  AND  CONTRACTORS 


For  many  years  it  has  been  our 
business  to  advise  on,  plan  and 
execute  all  kinds  of  engineering 
and  contracting,  including 


Docks 
Harbors 
Breakwaters 

Canals 
Industrial 
Plants 


We  shall  be  pleased  to  discuss 
with  you  any  constructional 
work  you  may  be  contemplat- 
ing, and  give  you  the  benefit  of 
our  long  and  varied  experience. 


Toronto   Harbor   Improvements — Portion   of   Western   Sea   Wall   Constructed  in  1919 


Head  Office: 


Lumsden  Building 


TORONTO 
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Holmes  Foundry  Building,  Sarnia,  Ont. 

H.  M.  Lane  Co.,  Wells  &  Gray  Ltd., 

Architects  Contractors 


Plant  recently  completed  for 
Holmes  Foundry  Co.  We  have 
the  organization  and  equipment 
to  carry  on  Industrial  buildings 
of  all  kinds  in  the  quickest  pos- 
sible time. 

Wells  &  Gray  Limited 

ENGINEERS  &  CONTRACTORS 


Branch  Office  : 

Bank  of  Commerce  Bldg., 

WINDSOR,  ONT. 


Head  Office: 

701  Confederation  Life  Bldg., 
TORONTO. 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation    83 

American  Enameled  Brick  and  Tile 

Company   72 

American  Lead  Pencil  Company   .  . 

American  Well  Works   

Anglin-Norcross  Limited   89 

Archibald  &  Holmes   79 

Armstrong  Cork  Company   ...  ... 

Asbestos  Manufacturing  Company..  17 

Asphalt  Association,  The  

Ault  &  Wiborg  Co.   ...  74 

Auto  Road  Construction  Co   29 

Baines  &  David  

Ball  Engine  Company   7 

Barber,  Frank   88 

Barrett  Company  

Bates  &  Innes  

Boake  Mfg.  Company  

Bolender  Bros   24 

Booker  &  McKechnie   

Boving    Hydraulic    &  Engineering 

Company  

Brantford  Roofing  Company   27 

Britnell  Company,  Limited    81 

Brodies,  Limited   78 

Brown  Hoisting  Machinery  Co.  . . . 
Burlington  Steel  Company    71 

Canada  Cement  Company   28 

Canada  Crushed  Stone  Corporation. 
Canada  Iron  Foundries,  Limited  . .  86 

Canada  Wire  &  Cable  Co  

Canada  Wire  and  Iron  Goods  Co. 

Canadian  Allis-Chalmers   12 

Canadian  Blower  and  Forge  Co.  . . . 
Canadian  Chicago  Bridge  and  Iron 

Company   73 

Canadian  Des  Moines  Steel  Co.  ...  14 


Canadian   Engineering   &  Contract- 
ing Company  

Canadian  Equipment  Co  

Canadian  Self-Locking  Concrete  Wall 


Company   27 

Canadian  Ingersoll-Rand  Co.  . .  ... 

Canadian    Inspection    and  Testing 

Laboratories   88 

Canadian  Johns-Manville  

Canadian  Link-Belt  Co   19 

Canadian  Mead-Morrison  Co   24 

Canadian  Metal  Window  Co  

Canadian  Pipe  Company,  Ltd.  ...  2 
Canadian    Producers    &  Exporters 

Directory   25 

Canadian  Surety  Company    70 

Canadian  Welding  Works   

Cape  &  Company,  E.  G.  M   14 

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co.  . .  5 

Chipman  and  Power,  Ltd.    88 

Colwell  Sand  and  Gravel  Co  

Conduits  Company,  Limited   74 

Consumers  Gas  Company   76 

Contractors  Transport  Co   87 

Cook,  A.  D  

Concrete  Pipe  &  Products  Co   88 

Crane  Limited    87 

Crushed  Stone,  Limited   89 

Dake  Engine  Company    89 

Dennis  Wire  and  Iron  Company  ... 


Dept.  of  Public  Works  

Dominion  Concrete  Company   72 

Dominion  Engineering  and  Inspec- 
tion Company   84 

Dominion  Paint  Works  

Dominion  Tar  &  Chemical  Co   78 

Dominion  Wire  Rope   Co   92 

Dunham  Company,  C.  A   80 

Dunlop  Tire  &  Rubber  Goods  Co. 

Engineering  &  Machine   Works  of 

Canada,  Limited    9 

Ford  Motor  Company   

Foyle,  W.  &  G   ... 

Frost  Steel  &  Wire  Co   20 

Gait  Art  Metal  Company  ........  82 

Gartshore,  John  J  

Gartshore-Thompson  Pipe  &  Foun- 
dry Company   79 

Gent  Company   88 

Goldie  &  McCulloch  Co  

Goodyear  Tire  &  Rubber  Co   18 

Gore,  Nasmith  &  Storrie   88 

Hamilton  Bridge  Works  Co   11 

Hamilton  Co.,  Wm   14 

Harvard  Turnbull  Co  

Hepburn,  John  T   82 

Holmes  &  Sons,  Fred    88 

Hopkins  &  Company,  F.  H  ■  92 

Hunt  &  Company,  Robert  W   89 

Hynes,  W.  J  

Ideal  Concrete  Machinery  Co   78 

Imperial  Oil  Limited   26 

Independent  Concrete  Pipe  Co.  . . . 

Inglis  Company,  John    69 

Jaeger  Machine  Company   73 

James  &  Company,  E.  A   88 

Jamieson  Lime  Company  

Johnston  &  Sons,  C.  H   31 

Kerr  Engine  Company,  Ltd   83 

Koebel  &  Co.,  Joyce   24 

Lea,  R.  S.  &  W.  S.  . . .   *   88 

London  Concrete  Machinery  Co.  .  .  4 
London  &  Lancashire  Guarantee  & 

Accident  Company  

MacKinnon  Steel  Co   75 

MacLean  Daily  Reports   70 

Manitoba  Bridge  &  Iron  Company 

Mansfield  Engineering  Co  

Maritime  Bridge  Works  Co   87 

Marsh  Engineering  Works    8 

McAllister  &  Taylor   88 

McAvity  &  &Sons,  T   23 

McGovern,  T.  J   87 

McGregor  &  Mclntyre    87 

McKinnon  Columbus  Chain  Co.  . . . 

Metal  Shingle  &  Siding  Co   32 

Miller  &  Sons,  Roger   14 

Milton  Hersey  Company   88 

Montreal  Machine  Shop   3 


Morris  Crane  &  Hoist  Co.,  Herbert  24 

Morrison  &  Co.,  T.  A   88 

Mussens  Limited   85 

National  Conduit  Company   90 

National  Equipment  Co  

National  Iron   Corporation    78 

Neptune  Meter  Company.   74 

Northern  Electric  Co  

Northern   Crane   Works,  Ltd   74 

Nova  Scotia  Steel  and  Coal  Co.  . . . 

Ormsby  Company,  Ltd.,  A.  B.   . . .  32 

Ontario  Wind  Engine  and  Pump  Co.  81 

Osborn  Canada  Ltd.,  Samuel  

Owen  Bucket  Company   72 

Pacific  Coast  Pipe  Company   81 

Pannill  Door  Company   81 

Pratt  &  Letchworth   90 

Prest-O-Lite  Company  

Port  Credit  Brick  Co   77 

Portland  Cement  Association   21 

Reid  &  Brown  Structural  Steel  and 

Iron  Company   88 

Ric-wiL  Company  

Robb  Engineering  Works   11 

Robertson  Co.,  H.  H  

Roberton-Olsen,  Ltd.  .'   79 

Scully,  A.  A.  '.  ...  . .  80 

Sessenwein  Bros   81 

Sonneborn  Sons  L.,  Inc  

Spielman  Agencies  

Spray  Engineering  Company   75 

Stalford,  V.  K.   88 

Standard  Motor  Sales    31 

Standard  Steel  Construction  Co.  ...  89 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   87 

Steel  Co.  of  Canada  

Steel  &  Radiation   89 

Sterling  Engine  Company  

St.  Clair  Bros   29 

Thompson  Bros   88 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co.  1 
Toronto  Steel  Construction  Co.  ...  80 

Toronto  Testing  Laboratory   88 

Trades  &  Labor  Branch,  Dept.  of 

Public  Works  

Turnbull  Elevator  Company   91 

United  States  Fidelity  &  Guaranty 
Company  

Vancouver  Wood    Pipe    and  Tank 

Company  

Vitrified  Clay  Pipe  Co   30 

Waterous  Engine  Works  Company  13 

Wells  &  Gray  ...    15 

Wettlaufer  Bros  

Williams  Machinery  Co.,  Ltd.,  A.  R.  76 

Wood  Mosaic  Company  

Worthington,  W.  R   88 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Roofed  with 


"  ASBESTOSL  ATE 

The  Permanent  Roof 

Requires  no  paint,  repairs  or  other  treatment. 

"  ASBESTOSLATE  "  is  absolutely  the  most 
economical  roof  in  the  long  run. 

The  first  cost  is  very  little  more  than  inflam- 
mable roofings.    Samples  and  prices  on  request. 


Asbestos  Manufacturing  Co.,  Limited 

SALES  OFFICES 

708,  709,  710  Drummond  Building 
MONTREAL  -  CANADA 

Factory:  Lachine,  P.Q. 
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MADE 


GOOD  YEAR 


N  CANADA 


INDUSTRIAL  HOSE. 


Tires  Lowered  the  Cost  of  Hose 

The  policy  which  built  the  Goodyear  tire  business — 
and  made  Goodyears  the  largest  selling  tires  in  the 
world — has  made  possible  lower  costs  for  hose  in 
industrial  plants. 

Hose  built  to  fit  the  needs  of  many  different  in- 
dustries. 

Fabrics  specially  selected  for  hose.  Rubber  com- 
pounds brought  to  an  exact,  scientific  standard. 
Construction  governed  only  by  the  work  the  hose  is 
to  do. 

Is  it  any  wonder  that  Goodyear  Industrial  Hose  is 
giving  longer  service;  reducing  hose  costs;  preventing 
delays  due  to  repairing  and  replacing  hose? 

In  foundry,  paper  mill,  mine,  railway,  steel  plant, 
and  every  other  industry,  Goodyear  is  setting  new 
standards  for  hose. 

Goodyear  Industrial  Hose  will  open  up  to  you  new  possibilities 
of  economy,  increased  production  and  hose  satisfaction. 

A  man  trained  by  Goodyear  in  hose  problems  will  gladly  call 
upon  you  without  obligation. 

Just  'phone,  wire  or  write  the  nearest  branch. 


The  Goodyear  Tire  &  Rubber  Co.,  of  Canada,  Limited 


Halifax 


St.  John,  Quebec.  Montreal.  Ottawa,  Toronto,  Hamilton,  London,  Winnipeg 
Rcgina,  Saskatoon,  Calgary,  Edmonton,  Vancouver 


\ 
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A  Small  Portable  Washer  for  Contractors 

UERE  is  a  machine  that  will  prove  a  boon  to 
contractors.  It  is  a  small  portable  gravel 
washing  plant,  which  we  have  designed,  not  to  replace 
the  large  permanent  plants,  but  to  fill  the  need  for  a 
small  machine  that  can  be  moved  from  bank  to  bank  on 
road  work,  and  contracts,  where  permanent  plants  are 
not  available,  and  where  the  gravel  must  be  taken  from 
small  deposits. 

The  machine  washes  and  screens  the  material  thoroughly- 
It  has  a  normal  capacity  of  about  10  cubic  yards  per  hour  of  pit 
run  material.   Let  us  send  you  further  particulars  and  prices. 

Canadian  Link-Belt  Co.,  Limited 

WELLINGTON  &  PETER  STS.,  TORONTO 


FRONT  VIEW  SHOWING  ELEVATOR 


1=1 ! 


LABOR-SAVING  MACHINERY 
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and  Night 


FROST 


Always  on  the  Job 

CHAIN- 
LINK 

Protection  Fence 

adds  beauty  and  dignity 
to  your  plant.  Will  last  a 
lifetime.  Cannot  blow  down 
or  burn  down.  Keeps  out 
intruders   of  every  kind. 

Made  in  Canada 

by 

FROST  STEEL  &  WIRE  CO.,  LTD.,  HAMILTON,  ONT.  g 
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Speaking  of 

CONCRETE  ROADS 
STREETS  and  ALLEYS 

53,000,000  Square  Yards 

Were    Placed  Under 
Contract  During  1919— 

o  ver  twice  that  of  any  previous  year. 
Every  state — your  state  —  contributed  to 
this  total.  Public  preference  is  expressed 
in  this  record.     Watch  1920! 

Concrete  highways  defy  the  poundings 
of  traffic  year  in  and  year  out.  They 
won  t  blow  away  during  dry  weather, 
won  t  wash  away  m  wet  weather.  Let 
weather  and  season  change-  the  road 
won  t  —  for  any  day,  any  season  is  just 
tke  same  to  a  concrete  road.  It  s  not 
what  they  cost  to  build  but  the  little 
they  cost  to  maintain  that  makes  con- 
crete pavements  economical. 

People  know  what  they  want  and  ask 
for  it  —  concrete — a  dollar  of  value  for 
every  dollar  that  they  are  so  generously 
investing  m  improved  highways. 

PORTLAND  CEMENT  ASSOCIATION 


Atlanta  Detroit  Milwaukee  Salt  Lake  City 

Chicago  Helena  Minneapolis  Seattle 

Dallas  Indianapolis  New  York  St.  Louis 

Denver  Kansas  City  Parkersbur*  Washington 

Des  Moines  Los  Angeles  Pittsburgh 
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Words 
Words 
Words 


<jj  "Let  me  write  the  copy  and  my  office  boy  can  make  the  adver- 
tising contracts."  This  remark  is  attributed  to  Mr.  C.  W.  Post, 
of  Grape  Nuts  fame.  That  he  carries  this  fundamental  truth  in- 
to his  own  business  is  evidenced  by  the  fact  that  in  a  remarkably 
short  time  he  made  known  to  many  millions  of  people  his  own 
products. 

€J  Carlyle  has  very  aptly  said,  "Words,  right  words,  bring  mind 
in  harmony  with  mind."  Therefore  a  desirable  and  harmonious 
state  of  mind  can  only  be  created  by  forcible  copy  and  effective 
illustration. 

t§  Your  copy  is  the  brain  of  your  advertising  space.  Are  you 
getting  the  most  out  of  it? 

*I  If  you  think  not,  we  will  place  at  your  disposal  the  services  of 
men  skilled  in  the  production  of  strong,  forcible  copy. 

OUR  SERVICE  DEPARTMENT 

is  organized  for  the  benefit  of  our  advertisers,  is  fully  equipped 
to  handle  the  writing  of  your  copy,  the  preparation  of  any  art 
work  you  may  require,  and  the  making  of  any  necessary  engrav- 
ings. The  staff  is  fully  experienced,  and  many  national  adver- 
tisers have  their  advertisements  prepared  by  our  Service  Depart- 
ment. No  charge  is  made  for  writing  copy. 

<J  If  you  feel  your  copy  could  be  improved  and  made  more  at- 
tractive, just  send  on  the  data  you  think  would  be  helpful  to  us. 
We  will  then  prepare  copy  suggestions  for  your  approval. 

<]J  Why  not  take  advantage  of  the  service  we  offer? 


341  Adelaide  St.,  West 
TORONTO 
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Lull 


Combining  positive  and 
quick  action  under  all 
conditions  with  an  ap- 
pearance fit  to  grace 
any  location. 


Established  1834 


"McAvrrr 

IMPROVED  TYPE 

FIRE  HYDRANTS 

are  becoming  the  Standard  in  many 
of  Canada's  cities  and  towns 


Send  in  to  us  for  a  copy  of  our  Corporation  Supply 
Catalogue,  which  shows  our  line  of  supplies  for  Cor- 
poration work — Hydrants,  Indicator  Posts,  Cocks, 
Water  Gates  and  Valves  of  all  kinds.  This  is  mailed 
to  those  interested  FREE. 


Incorporated  1907 


T.  McAVITY  &  SONS,  Ltd. 

Brass,  Iron  and  Steel  Founders,  Machine  Shops,  etc, 

St.  John,  N.B. 

MONTREAL       TORONTO       WINNIPEG  VANCOUVER 


Harvard  Turnbull  &  Co. 
207  Excelsior  Life  BIdg. 


JjJ'"U|| 


in 
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MtAD  MORRISON 


CANADIAN 
PRODUCTS 

Built  by  Canadians 


"MEAD  MORRISON" 
EQUIPMENT  furnishes 
DEPENDABLE  SER- 
VICE and  is  selected 
because  of  its  efficiency, 
durability  and  minimum 
cost  of  maintenance. 

You  will  always  find 
" MEAD  MORRISON" 
hoists  and  buckets  as 
standard  equipment  on 
the  "  big  jobs "  where 
speed  and  low  operating- 
costs  are  vital. 

Purchasers  of  "  MEAD 
MORRISON"machinery 
receive  the  benefit  of  our 
WORLD  WIDE  experi- 
ence, covering  a  period 
of  over  half  a  century 
in  building  HOISTING 
EQUIPMENT. 

Dependable  Service  is 
assured  if  you  come  to  us 
with  your  unloading, 
storing  or  handling  prob- 
lems. 


CANADIAN  MEAD-MORRISON  CO. 

LIMITED 

£MG/N££RS  MANUFACriWfRS  &  COMTRACrORS 
WorA.s  firn>rri/.S<//f.s  Offices 

WEIXAND.  ONTARIO  285BKAVKU  1IAIX  IIMX.MONTUtAL 


Crushed  White  Stone 
Marble  Dust 

Graded  from  l/2 "  to  dust,  makes 
concrete  look  better,  for  facing 
blocks,  bricks,  etc.  Unsurpassed 
for  stucco,  white  plastering,  floor 
finish.    Samples  and  prices. 

White  Star  Mine,  Haliburton,  Ont. 


Diamonds 

For  Sawing  Stone 


Furniss  Clarke  &  Co. 

3G4    University  Street, 
MONTREAL.  CANADA. 


Sole  Canadian  Agents  for 
The  Joyce-KoebelCo.,Inc. 

New  York  London 


IMMEDIATE  DELIVERY  FROM  STOCK 


r 


THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS: 
NIAGARA  FALLS 


ONT. 


Tenders 

A  few  dollars  spent  in  advertising 
your  proposals  in  the 

Contract  Record 

and  Engineering  Review 

would  result  in  additional  competition, 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 
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Are  You  Interested 

 in  — 

The  Export  Trade 
to  Belgium  and 
France? 

The  Canadian  Producers 
&  Exporters'  Directory 

offers  the  Best  Means  of 
Introducing 

Canadian  Manufacturers 

to 

Belgian  &  French  Buyers 


Full  information  concerning  Export  Trade  to  the 
above  Countries  upon  application  to 

J.  G.  Van  Wtberghe 

Manager 

20  St  James  St.  MONTREAL 


BOOKS 


for  Engineers 
and  Contractors 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

American  Highway  Engineers'  Handbook,  by  Arthur  II. 
Blanchard.  1st  edition  just  published  by  John  Wiley  & 
Sons,  Inc.    1668  pages.     Price  $0.(111. 

"Concrete-Steel  Construction."  Part  1 — Buildings.  Second 
edition,  recently  published.  A  treatise  upon  the  elementary 
principles  of  design  and  execution  of  reinforced  concrete 
work  in  buildings,  by  Henry  T.  Eddy  and  C.  A.  P.  Turner, 
477  pages,  illustrated.     Price,  $10.00. 

"Highway  Inspectors'  Handbook,"  by  Prevost  Hubbard.  First 
edition,  just  published  by  John  Wiley  &  Sons.  372  pages, 
illustrated.     Price,  $3.00. 

"Hand  Book  of  Hydraulics,"  by  Horace  Williams  King.  1st 
edition   just    published    by    McGraw-Hill    Book    Co.,  Inc. 

424  pages.     Price  $2.50. 

History  of  Bridge  Engineering,  by  Henry  Giatton  Tyrrell, 
C.E.    480  pages,  illustrated.     Price  $5.00. 

Locks  and  Builders'  Hardware,  by  Henry  R.  Towne.  Published 
in  -1904  by  John  Wiley  &  Sons.    1,116  pages,  illustrated. 
Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.    First  edition,  just  published  by  the  McGraw-Hill 

Book  Co.     271  pages,  illustrated.     Price  $3.00. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.  205  pages,  illustrated.  Price  $1.50. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communicalion  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill   Book  Company.  387  pages.     Price  $4.75. 

Relief  from  Floods.  The  Fundamentals  of  Flood  Prevention, 
Flood  Protection  and  the  means  of  determining  proper 
remedies.  By  John  W.  Alvord  and  Charles  B.  Burdock. 
First  edition  just  published,  by  McGraw-Hill  Book  Com- 
pany,  Inc.     175  pages,   illustrated.     Price  $2.50. 

Steci  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
by  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.    Price  $2.00. 

Trautwine,    The    Civil    Engineer's    Handbook.     20th  edition, 

1919.  1576  pages,  1250  illustrations,  thumb-index  and 
gilt  edges.     Price  $7.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.    Price  $2.00. 

"Use  of  Water  in  Irrigation,"  by  Samuel  Fortier.  Second  edi- 
tion.   Published  by  McGraw-Hill  Book  Company,  1916.  325 

pages,   illustrated.     Price  $2.50 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   843  pages,  illustrated.     Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  Company.    485  pages,  illustrated.  Price 

$6.00. 

Waterworks  Engineering.  A  Practical  Treatise  on  the  Con- 
struction of  Waterworks  for  the  use  of  Engineers  and 
Students  in  Engineering,  by  Fred.  C.  Uren,  M.  Inst.  C. 
E.  I.  With  numerous  plates  and  186  illustrations.  Pub- 
lished by  Castle  Litho  Limited,  Bristol,  England,  in  1914. 
268  pages.     Price  $3.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$6.00. 
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yj<»"  Sri  Minn 


WELLINGTON  ,\PCLL  •/. 

{j*9     m.o/  Ofopo*  ro 


deter 


These 
141  Ontario 
Municipalities  Used 

Imperial  Asphalts 
during  1919 


EVERYWHERE  asphalt  is  the  popular  choice.    There  is  an  asphalt  that  will 
give  all  the  advantages  desired  at  moderate  cost  on  every  type  of  road, 
whether  city  and  town  streets,  interurban  highways  or  country  roads. 

Hot-Mix  Asphalt  made  with  Imperial  Paving  Asphalt  is  ideal  for  city  streets 
and  provincial  highways.  It  stands  up  under  great  stress,  resists  the  ceaseless, 
grind  of  heavy  traffic  and  gives  a  traction  surface  unequalled  for  cleanliness,  per- 
manence and  economy  of  maintenance. 

Imperial  Asphalt  Binders  are  specially  prepared  for  Penetration  Asphalt  Mac- 
adam. The  uniform  appearance  and  lasting  qualities  of  this  type  recommend  it 
for  towns,  interurban  highways  and  country  roads. 

Imperial  Liquid  Asphalts  are  for  country  roads  and  less-traveled  streets. 
They  prevent  dust  on  macadam,  gravel  and  earth  roads  and  form  an  elastic 
asphaltic  film  coat  on  the  surface  of  the  gravel  and  macadam  roads  which  in- 
creases their  traffic-carrying  capacity  many  times  and  greatly  lengthens  their  life. 

All  Imperial  Asphalts  are  produced  in  our  Montreal  East  Refinery  from  the 
best  Mexican  asphaltum  crudes.  They  can  be  delivered  anywhere  in  Canada  in 
specially  equipped  tank  cars  or  in  packages. 


IMPERIAll  ASPHA11T 

Proved  through  the  Ages 


IMPERIAL  PAVING  ASPHALTS     IMPERIAL  LIQUID  ASPHALTS     IMPERIAL  ASPHALT  BINDERS 


PUR  DllVI  PREVEMION  AND  MJR  MAINTENANCE 
0E  MACADAM.  I.KAVEC  AND  EAR  I H  ROADS 


ROAD      EJVCI1VEERIJVG  DEPARTMENT 


Imperial  Oil  Limited 


Toronto  Ontario 
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Announcing 


CAPITAL  $500,000. 

CRAIG  MILLAR, 

President. 
A.  S.  McGOWAN, 
Vice-Pres.  and  Treas. 

E.   H.  ROSS, 
Man.  Dir.  and  Secty. 


THE    CANADIAN    SELF-LOCKING  CONCRETE 
WALL  COMPANY  (S0S?bbJ})  LIMITED 

OWNING  AND  OPERATING 
THE 

AWYER 
YSTEM 


s 


Can.  Pat.  No.  188,642 


TWO  PIECE  SELF-LOCKING,  CON- 
CRETE  WALL  CONSTRUCTION 

TEMPORARY  OPERATING  OFFICE  PERMANENT  OFFICE 

3301  L.  C.  Smith  Bldg.  Montreal    -    P.  Q. 

Seattle  -         Wash.,  U.  S.  A.  By  April  15th 

CORRESPONDENCE  should  be  addressed  to  119  Board  of  Trade  Bldg.,  Montreal 


Architects  Find 

CLIMAX 

Sheathing  Paper 

Very  Satisfactory 

The  increasing  demand  for  Climax  Sheathing  Besides  keeping  out  dampness,  Climax  Sheath- 
Paper  indicates  that  architects  appreciate  its  ing  paper  also  keeps  out  the  wind— which  makes 
quality  and  usefulness  and  are  specifying  it  it  especially  valuable  for  houses  in  exposed  loca- 
largel) .  tions.    It  makes  houses  cooler  in  summer  and 

Climax  is  a  tough  Kraft  paper  coated  with  warmer  in  winter.    It  saves  coal    It  is  also  used 

high  grade  asphalt.   It  is  both  durable  and  water-  for  alI  manner  Gf  insulation  and  cold  storage 

proof — and  very  reasonable  in  price.  work 

It  is  unexcelled  for  damp-proofing  purposes.  It  .                                    •  . 

is  used  between  footing  and  foundation ;  between  Samples    and    prices    of    Climax  Sheathing 

foundation  and  wall ;  underneath  floors  in  houses  ;  Paper  and  any  further  information  desired  will 

on  walls  before  lath  and  plaster  are  put  on.  be  mailed  on  request. 


.Limited 


Brantford  Roofing  Co 

Head  Office  and  Factory :  BRANTFORD,  Ont. 
Branches  at  Toronto,  Montreal,  Halifax,  Winnipeg 
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The  Concrete 
Driveway 


INDUSTRIAL  ROADWAY  LEADING  TO  PLANT  OF 
MYALL*  SONS  CONSTRUCTION  COMPANY  LIMITED 


M' 


"UDHOLES  in  the  roadway 
that  serve§  a  factory  may 
be  a  serious  menace  to  that 
plant's  output.  No  business  man 
can  see  trucks  or  waggons 
"stuck  in  the  mud"  within  a  few  feet  of  the  re- 
ceiving door  or  loading-platform,  without  real- 
izing the  tremendous  loss  of  valuable  time 
thus  involved.  Sometimes  one  stalled  truck 
will  block  the  driveway  so  effectually  that  all 
shipping  must  be  suspended  until  the  road  is 
cleared.  Sometimes  a  truck  has  to  restrict  its 
load  to  half  its  proper  capacity — the  motive 
power  being  unable  to  move  a  full  load  in  a 
badly  rutted  roadway. 


An  Important 
link  in  \ho 
Transportation  facilities 
of  atu|  Factory 


To  maintain  full  efficiency  in  a  driveway,  it  must  be  available  for  use  every  working  day  in  the  year 
— in  any  season — in  any  weather.   That  may  be  accomplished  by  paving  it  with  CONCRETE. 

Concrete  pavement — on  an  industrial  driveway,  a  city  street,  or  a  country  road — costs  less  to  build 
than  any  other  type  equally  permanent.  But  it  is  the  low  maintenance  cost  of  Concrete  that  especi- 
ally recommends  it  to  far-sighted  executives. 

We  will  gladly  co-operate  with  anyone  interested  in  Concrete  industrial  driveway  pavement,  in  ad- 
vising as  to  specifications  and  details  of  construction. 

CANADA  CEMENT  COMPANY  LIMITED 

HERALD  BUILDING  MONTREAL 
Sales  offices  at  Montreal      Toronto      Winnipeg  Calgary 


Specify 
Canada 
Cement 

Uniformly 
Reliable 


CANADA  CEMENT 

CONCRETE 

FOR  PERMANENCE 


Our  Service  Department  is  anx- 
ious to  co-operate  in  all  lines  of 
work  for  which  Concrete  is 
adapted.  Our  comprehensive 
Library,  including  hooks  that 
deal  with  all  types  and  phases 
of  Concrete  work,  is  at  your 
disposal  at  all  times  without 
charge. 
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The  Permanent  Re-surface 
For  Macadam 

No  type  of  roadway  gives  any  greater  satisfaction  than  "Willite."  Quick  to 
apply,  it  is  long  to  endure.  It  is  unusual  in  textile  strength  and  elasticity. 
Frost  or  heat  alike  have  absolutely  no  effect  upon  its  durability.  We  should 
like  to  show  you  some  of  the  reasons  why  "Willite"  is  particularly  adapt- 
able to  your  job.  It  makes  new  roads  to  last  for  ages.  It  gives  old  roads  an 
enduring  surface.    Let  us  send  you  data. 

Exclusive  territory  with  rights  to  lay  Willite  can  be  had  through  the  Can- 
adian Company.    Now  is  the  time  to  organize  Willite  Companies. 

Write  for  particulars. 


LICENSEE 

20  ERIE  AVENUE,  NIAGARA  FALLS,  ONTARIO 


Where  Little  Things  Are  Big. 


A  TIP  FOR  CONTRACTORS 


Think  what  this 
cart  can  do. 
Inadequate  methods 
of  carrying  concrete 
from  the  mixer  to 
the  job,  causes  un- 
necessary labor,  ex- 
tra expense,  and  a 
great  loss  of  time. 

These  carts  are  pay- 
ing for  themselves 
on  every  job  they 
ar£_put  on. 


THE  ST.  CLAIR  CONCRETE  CART 


Manufactured  in  Canada  by  St.  Clair  Bros. 


The  only  cart  man- 
ufactured which 
dumps  the  load  by 
merely  releasing  a 
clip  on  the  side  of 
the  bowl. 

Bowl  turns  over, 
legs  and  frame  re- 
maining stationary. 

Does  away  with 
the  dissatisfaction  of 
having  to  tip  load 
out  of  cart  by  main 
force. 


ST.  CLAIR  BROS. 


Gait,  Ont,  Canada 
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The  Round  Pipe 

for 

All-Round  Service 


X  T  ITRIFIED  CLAY  PIPE  (salt  glazed)  has  a  wonderful  record  of  ser- 
vice.    Over  and  over  again,  in  every  community,  its  splendid  qualities 
have  been  proved.    It  is  the  pipe  for  all-round  service. 

No  other  material  is  nearly  so  long-lasting  in  the  presence  of  moist  earth 
and  running  water.  It  is  immune  to  electrolytic  and  chemical  action.  Water 
and  frost  are  powerless  to  harm  it  because  it  is  so  compact,  so  thoroughly 
vitrified  and  glazed. 

As  a  sanitary  conveyor,  it  holds  first  place.  The  round  pipe  insures  maxi- 
mum flow.  The  glazed  interior  prevents  clogging  besides  giving  a  water- 
proof, watertight  drain — and  these  are  salient  points  in  all  sanitary  systems. 

And  Vitrified  Clay  Pipe  is  very  economical.  Its  moderate  first  cost  and  its 
freedom  from  depreciation  render  it  a  most  satisfactory  capital  investment. 

Build  your  drains  and  sewers  of  Vitrified  Clay  Pipe.  Follow  the  lead  of  the 
world's  best  engineers. .  See  that  it  appears  in  all  specifications. 

Vitrified  Clay  Pipe  is  a  staple,  standardized  product.  Large  stocks  always 
on  hand  for  rush  orders.  Special  orders  receive  special  attention.  Conveni- 
ent distributing  points  mean  quick  delivery  and  reduced  freight  charges. 


For  full  information  including  quotations,  write  to 
Vitrified  Clay  Pipe  Publicity  Bureau, 
8  Colborne  Street,   Toronto,  Ontario. 
St.  Johns,  P.Q.  New  Glasgow,  N.S. 


IED  PLAY 
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Wire  Guards 

for  Windows  and  Skylights 

Wire  Partitions 


Wire  Screens 

for  Sand  and  Gravel 

Wire  Work 

of  all  kinds 


C.  H.  Johnson  &  Sons,  Ltd. 

Wire  Works  :  St.  Henry,  Montreal 
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Ormsby-Lupton  Steel  Sash 

'MADE    IN  CANADA" 


American  Can  Company,  Limited,  Plant,  Montreal,  Que. 
Anglin-Norcross  Company,  Limited,  General  Contractors 


THE  SASH  MAKES  THE  FACTORY 

AND  Time  is  the  test  of  the  sash.  This  building  has  been  through 
weather  conditions,  good,  bad  and  indifferent.  This  sash  has 
withstood  gales  of  wind,  snow  and  sleet,  and  to-day  it  stands  one  of 
the  many  monuments  to  Ormsby-Lupton  Steel  Sash  that  comprises 
not  only  beauty  and  striking  lines,  but  strength  in  the  right  place. 
Weather-tight  ventilators  and  proper  fittings. 

We  are  glad  to  co-operate  with  your  architect  or  engineer  and  to* 
advise  intending  users  as  to  the  best  type  and  arrangement  of  sash  for 
their  special  needs.  Shall  we  send  literature?  We  make  Side  Wall, 
Counterbalanced  Sash,  Steel  Partitions  and  Doors.  We  are  specialists 
in  this  line. 

THE  A.  B.  ORMSBY  COMPANY,  LIMITED 

Associated  with  the  Metal  Shingle  and  Siding  Company,  Limited 

Factories  at  Preston,  Toronto,  Montreal,  Winnipeg,  Saskatoon,  Calgary. 
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MARITIME  PROVINCES:  F.  A.  Gillis  &  Co.,  Halifax,  N.S. 
BRITISH  COLUMBIA:  A.  T.  Chambers,  Vancouver,  B.  C. 
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"  Good  Roads  Week  "  in  Ontario  Develops 
Movement  for  Better  Highways 

ii  OOD  Roads  Week"  is  the  term  by  which  last 

I  week,  March  1  to  6,  might  well  be  called, 

so  far  as  Ontario  is  concerned.  During: 
five  days  of  that  week  two  conventions 
were  assembled  to  discuss  the  highway  policy  of  the 
province  and  to  present  for  consideration  the  prob- 
lems and  difficulties  confronting  the  builders  and  ad- 
vocates of  better  roads.  It  is  safe  to  sry  that  such 
great  enthusiasm  as  was  evident  this  year  was  never 
before  displayed  at  any  previous  meetings  of  the  asso- 
ciations which  met  last  week.  The  attendance  at  both 
conferences  was  vastly  greater  than  was  anticipated 
and  exceeded  the  capacity  of  the  halls  provided  for 
the  meetings.  But  not  only  was  the  attendance  in 
excess  of  previous  records  but  the  enthusiasm  among 
the  delegates  was  at  a  higher  pitch.  Discussions  were 
lively  and  profitable;  interest  was  sustained  and  wide- 
spread and  the  calibre  of  the  papers  and  addresses 
was  of  a  particularly  high  order. 

*  $  * 

In  their  particular  fields,  the  conference  on  Road 
Construction  for  County  Road  Superintendents  and 
Engineers  and  the  Ontario  Good  Roads  AssociaCon 
ere  each  unique.  The  former,  which  meets  annually 
under  the  auspices  of  the  Ontario  Department  of  Pub- 
lic Highways  is  a  body  whose  aim  is  largely  educa- 
tional.. It  comprises  the  various  county  road  super- 
intendents and  engineers  of  Ontario  who  meet  in  con- 
•  junction  with  the  staff  of  the  Highways  Department 
for  co-operr tive  enlightenment  and  education.  The 
principal  object  is  to  get  these  practical  superinten- 
dents together  to  have  what  amounts  to  a  heart-to- 
heart  talk.  They  are  enabled  to  exchange  ideas,  to 
discuss  their  difficulties,  to  offer  suggestions  and  to 
generally  improve  their  knowledge  of  road  building. 
The  problems  that  confront  these  men  on  their  daily 
rounds  of  duty  are  aired  and  remedies  suggested.  Light 
is  shed  on  little  vexing  technicalities  of  legislation -as 
they  affect  county  superintendents  and  means  are 
suggested  for  overcoming  the  perverseness  of  county 
and  township  councils  often  so  detrimental  to  the 
progress  and  well-being  of  rord  programs.  These  and 
a  dozen  other  things  come  before  the  county  superin- 
tendents and  engineers  at  this  annual  conference  held 
by  the  Ontario  Highways  Departments. 

*  *  * 

It  is  apparent  that  it  is  really  a  get-together  family 
gathering  under  the  paternal  guidance  of  the  depart- 
mental staff.  On  their  part,  this  staff  has  much  to  do 
and  much  to  gain.  They  meet  the  superintendents,: 
get  acquainted  with  their  ideas  and  methods  and  are 
enabled  thus  to  co-operate  to  the  best  possible  advan- 
tage with  the  men  who,  in  reality,  carry  on  their  shoul- 
ders the  burden  of  responsibility  for  a  good  road  sys- 
tem throughout  the  province.  The  department  engi- 
neers arrange  a  program  of  papers,  prepared  on  as 
practicr  1  a  basis  as  possible  and  urge  all  the  super- 
intendents to  join  in  the  discussion.  In  fact  the  dis- 
cussion feature  is  emphasized  and  brevity  in  the  papers 
or  addresses  themselves  is  urged  so  that  there  will 
be  time  to  have  the  opinions  and  experiences  of  the 
practical  road  builders  exchanged. 

What  has  been  the  result  of  such  r  conference? 
One  needs  to  travel  the  counties  and  townships  to 
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see  the  real  lasting  effects  of  this  policy  of  the  Ontario 
Department  of  Highways.  The  real  results  are  evi- 
dent in  the  handiwork  of  the  superintendents — in  the 
better  roads  they  put  down  and  in  the  improved  and 
more  conscientious  methods  they  try  to  adopt.  Each 
superintendent,  after  attending  this  three-day  confer- 
ence in  Toronto,  goes  back  to  his  county  animated  by 
a  spirit  of  co-operation,  not  only  with  the  provincial 
highway  department,  but  with  his  brother  superin- 
tendents of  other  counties.  He  knows  that  his  tribu- 
lations are  not  his  alone,  but  have  been  met  and  over- 
come by  his  confreres  elsewhere;  he  learns  that  the 
physical  disadvantages  of  his  county  need  not  defeat 
the  construction  of  improved  highways  any  more  than 
they  do  in  other  counties;  he  recognizes  that  his 
county  being  an  integral  prrt  of  the  whole  province, 
demands  a  course  of  action  that  will  elevate  its  stan- 
dard of  construction  and  thereby  keep  up  the  stan- 
dard of  the  province  as  a  unit. 

The  Ontario  Department  of  Highways  did  not  go 
far  astray  in  determining  upon  a  policy  of  holding  an 
annual  conference  of  the  nature  described.  The  one 
which  took  place  last  week  on  March  I,  2  and  3,  was 
the  sixth.  With  each  succeeding  one  there  has  been 
a  growth  of  interest  and  last  week's  showed  conclu- 
sively that  the  good  roads  movement  had  taken  firm 
root  and  was  exerting  a  powerful  influence.  On  paper 
it  is  impossible  to  record  enthusiasm,  but  it  must 
suffice  to  state  that  the  interest  displayed  at  that  meet- 
ing was  a  sure  indication  that  in  the  very  near  future 
Ontario  will  have  a  road  system  giving  first  place  to 
none  on  the  continent. 

*  *  * 

No  less  enthusiasm  was  evident  at  the  eighteenth 
annual  meeting  of  the  Ontario  Good  Roads  Associa- 
tion, which  met  on  March  3,  4  and  5  in  Toronto.  The 
Association  had  a  somewhat  broader  raison  d'etre  than 
the  conference  referred  to  above,  The  object  of  the 
Ontario  Good  Roads  Association  is  more  propagandic 
and  legislative.  Organized  in  1894  it  has  consistently 
and  persistently  advocated  the  building  of  improved 
highways.  The  prime  reason  for  its  existence,  indeed, 
has  been  to  secure  throughout  the  province  of  Ontario 
a  system  of  highways  that  will  meet  its  transporta- 
tion requirements. 

Further  than  that,  however,  the  Association  has 
been  advising  on  legislation.  Enjoying  the  recogni- 
tion of  the  Ontario  Government,  it  has  been  enabled 
to  offer  wise  suggestions  regarding]  legislative  ac- 
tion. On  the  statute  books  to-day  there  are  many 
highway  laws  and  amendments  that  have  been  based 
on  stands  taken  initially  by  members  of  the  Ontario 
Good  Roads  Association.  One  of  the  chief  features, 
indeed,  of  their  annual  meetings  is  the  submission 
and  consideration  of  questions  and  resolutions  on 
legal  points. 

*  *  * 

•  This  year  added  interest  -accrued  to  the  meetings 
held  last  week  by  virtue  of  the  change  of  govern- 
ment. The  policy  of  this  new  legislature  so  far  as 
roads  were  concerned,  was,  therefore,  awaited  with 
keen  expectancy.  With  greater  elaboration  than  here- 
tofore, the  new  policy  was  explained  at  both  conven- 
tions by  Hon,  Mr.  Biggs,  Minister  of  Public  Works 
and  Highways  for  Ontario,  and  won  instant  and  un- 
animous approval.  The  details  of  it  are  dealt  with  at 
some  length  elsewhere  in  this  issue.  Suffice  it  to  say 
that  it  is  a  policy  that  is  both  progressive  and  far 
seeing. 


The  Contract  Record  has,  through  its  editors,  kept 
in  close  touch  with  the  proceedings  of  both  the  con- 
ference on  Road  Construction  of  the  County  Road 
Superintendents  and  Engineers  and  the  meeting  of 
the  Ontario  Good  Roads  Association.  The  proceed- 
ings are  published  in  the  following  pages  which  re- 
cord the  activities  of  the  two  most  enthusiastic  gath- 
erings in  Ontario  in  the  interest  of  roads. 

Committee  on  Waters  and  Water  Powers 
Presents  Report 


IN  addition  to  the  kind  of  motive  power  with  which 
it  is  more  directly  concerned,  namely,  water- 
power,  the  Committee  on  Waters  and  Water- 
Powers  is  also  interested  in  others  such  as  steam, 
gas,  oil,  etc.,  for  the  purposes  of  comparison  with 
water-power  in  such  matters  as  cost,  desirability  and 
possibilities.  With  this  in  view  and  further  prompted 
by  the  close  connection  which  water-power  has  with 
electricity,  this  Committee  began  an  investigation  on 
the  production  of  electrical  energy  throughout  the  Do- 
minion whether  derived  from  water-power,  steam,  or 
other  modes  of  primary  power,  this  resulting  in  our 
report  on  "Electrical  Generation  and  Distribution  in 
Canada". 

This  report,  which  was  published  and  distributed 
during  the  year,  has  been  well  received  and  seems  to 
fill  a  long-felt  want,  being  the  first  publication  to 
cover  the  subject  for  Canada  in  a  complete  and  de- 
tailed manner.  In  view  of  the  important  place  taken 
by  hydro-electric  energy  in  the  various  expansions 
of  the  country,  it  seems  desirable  to  have  adequate 
data  both  as  to  the  supply,  distribution,  demand  and 
rates  in  connection  with  electrical  energy  in  the  vari- 
ous communities  of  the  Dominion. 

The  intimate  relationship  between  electrical  energy 
and  water-power  is  now  a  well  established  fact  and 
the  above  mentioned  .  report  demonstrates  that  this 
is  particularly  applicable  in  Canada;  of  the  total 
central  electric  station  capacity,  over  85  per  cent  is 
installed  in  water-power  plants  and  less  than  14  per 
cent  in  steam  plants.  Nor  do  these  figures  sufficiently 
accentuate  the  predominance  of  hydro-electric  energy 
in  the  actual  supply  of  the  country's  needs  as  a  large 
number  of  steam  plants  are  only  installed  for  auxiliary 
or  emergency  purposes  and  some  years  may  not  be 
used  at  all.  It  is  of  interest  to  note  the  large  size 
of  our  hydro-electric  plants ;  41  per  cent  of  the  total 
installation  is  in  plants  of  100,000  h.p.  or  over  while 
another  43  per  cent  is  in  plants  of  between  10,000  h.p. 
and  100,000  h.p.  leaving  only  16  per  cent  in  plants  of 
under  10,000  h.p.  capacity. 

Rapid  Strides  in  Hydro-electric  Development 

The  rapid  strides  previously  recorded  in  this  con- 
nection are  attaining  even  greater  proportions,  this 
being  fully  demonstrated  by  recent  progress  in  hydro- 
electric installations  actually  completed  and  placed  in 
operation,  as  well  as  in  the  developments  at  present 
in  construction  and  others  definitely  contemplated  for 
the  near  future.  During  the  past  year  the  installa- 
tion of  a  total  of  64,400  h.p.  was  completed  in  various 
portions  of  the  Dominion  ;  the  various  developments  at 
present  under  construction  or  in  process  of  installa- 
tion aggregate  over  370,000  h.p.,  while  other  projects 
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No.  14 

Canada's  Engineers — Geo.  Hogarth 


If  we  were  to  pick  out  two  men  responsible  for  the 
success  of  the  Conference  on  Road  Construction,  the 
sixth  annual  meeting  of  which  is  recorded  in  this  is- 
sue, we  should  name  Mr.  W.  A.  McLean,  Deputy  Min- 
ister of  Highways  for  Ontario,  and  Mr.  George  Ho- 
garth, Chief  Engineer  of  the  Highways  Department, 
whose  sketch  is  appearing  herewith. 

Mr.  Hogarth  is  a  road  engineer  through  and  through, 
having  been  connected  with  the  Department  of  Public 
Works  in  Toronto  since  his  graduation  in  engineer- 
ing. Mr.  Hogarth  is  a  native  of  Toronto  and  attended 
the  public  and  high  schools  in  that  city.  He  gradu- 
ated from  the  Faculty  of  Applied  Science,  University 
of  Toronto,  in  1909.  From  1905  to  1907  he  was  en- 
gaged on  railway  work  with  the  Canadian  Northern 
Railway  and  the  Grand  Trunk.  With  the  Grand  Trunk 
Railway  he  served  as  instrument  man  on  track  work; 
on  surveys  and  general  railway  maintenance  work,  on 
the  construction  of  sidings,  coal  trestles,  double  track- 
ing and  grading.  From  1910  to  1916  he  was  assistant 
engineer  of  the  Ontario  Department  of  Public  Works, 
engaged  on  the  construction  and  maintenance  of 
bridges,  locks,  dams,  drainage  work,  waterworks  and 
other  departmental  engineering  work.  Some  of  the 
biggest  undertakings  were:  Magnetawan  Lock  on  Mag- 
netawan  River;  Kaministikwia  River  Bridge;  Winnipeg 
River  Bridge,  Spanish  River  Bridge  and  the  Sturgeon 
Falls  Bridge.  At  the  present  time  Mr.  Hogarth  is 
chief  engineer  of  the  Department  of  Highways,  in 


and  expansions  definitely  contemplated  for  the  near 
future  will  add  some  750,000  h.p. 

The  salient  feature  in  this  present  expansion  is  the 
stupendous  undertaking  in  connection  with  the  Ontario 
Hydro-Electric  Power  Commission's  development  at 
Niagara  Falls,  the  construction  of  this  being  at  pres- 
ent about  one-half  completed.  While  the  initial  in- 
stallation for  this  Chippawa  development  is  to  be 
around  200,000  h.p.,  expansions  to  500,000  h.p.  are 
contemplated  in  the  not  far  distant  future.  In  addi- 
tion to  the  large  amount  of  power  involved  the  de- 
velopment is  also  remarkable  as  being  designed  to 
uSfe  the  greatest  possible  head  available  for  Niagara 
power,  namely  316  ft.  as  compared  with  heads  varying 
from  64  ft.  to  180  ft.  at  the  other  Niagara  plants. 

Progressive  Policy  of  Quebec  Government 

Another  item  worthy  of  note  in  regard  to  Canada's 
water-power  expansions  is  the  impetus  given  by  the 
progressive  policy  of  the  Quebec  Government  in  facili- 
tating and  encouraging  conservation  water  storage. 
This  has  been  put  into  actual  practice  on  a  number  of 
streams  while  projects  for  a  number  of  others  are 
either  under  construction  or  definitely  contemplated. 
As  a  direct  result  of  this  a  number  of  plants  have 
been  able  to  increase  their  output  and  new  plants 
have  been  installed.  As  an  instance,  it  has  recently 
been  stated  in  connection  with  the  Gouin  Government 
reservoir  on  the  St.  Maurice  river  that  the  capacity 
of  the  Shawinigan  and  Grand'mere  plants  is  soon  to 
be  raised  from  the  present  330,000  h.p.  to  some  600,000 
h.p. 

(Continued  on  page  23b) 


charge  of  the  construction  and  maintenance  of  pro- 
vincial highways.  One  of  the  large  projects  now  being 
carried  out  under  his  supervision  is  the  Rouge  River 


Mr.  Geo.  Hogarth 

bridge  near  Toronto,  of  650  ft.  span.  Mr.  Hogarth  is 
an  Ontario  Land  Surveyor  and  member  of  the  Engi- 
neering Institute  of  Canada. 


The  Asphalt  Association 

Permanent  headquarters  for  the  Asphalt  Associa- 
tion, an  organization  representing  the  producers  and 
users  of  Asphalt  for  paving  purposes,  have  been  estab- 
lished in  the  new  national  Association  Building,  25 
West  43rd  Street,  New  York  City.  From  its  main 
headquarters  and  its  branch  offices  at  Washington, 
Chicago  and  Toronto,  the  Asphalt  Association  will 
continue  its  educational  and  research  work,  looking 
to  extension  and  development  of  asphaltic  types  of 
highway  construction  along  the  most  effective  engi- 
neering and  economic  lines. 

J.  E.  Draney,  of  the  United  States  Asphalt  Re- 
fining Company,  is  president  of  the  association ;  W. 
W.  McFarland  of  the  Warner-Quinlan  Company,  is 
vice-president ;  Herbert  Spencer,  of  the  Standard  Oil 
Company  of  New  Jersey,  is  treasurer,  and  J.  E.  Penny- 
backer,  formerly  Chief  of  Management  of  the  United 
States  Bureau  of  Public  Roads,  is  secretary. 

A  feature  of  the  association's  activities  is  a  bro- 
chure series  explaining  the  approved  methods  of  con- 
structing asphalt  pavements  including  asphalt  maca- 
dam, asphaltic  concrete  and  sheet  asphalt  pavements 
and  presenting  information  as  to  asphalt  specifica- 
tions,  the  use  of  asphalt  fillers  for  brick  and  block 
pavements.  Lectures  in  universities  and  colleges 
have  been  given,  or  arranged  for,  in  about  twenty-five 
of  the  leading  educational  institutions  of  the  United 
States  and  Canada. 

The  Canadian  district  offices  of  this  association 
are  located  at  95  King  Street  East,  Toronto,  Out. 
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County  Road  Superintendents  and  Engineers 
Go-operate  with  Departmental  Staff 

Sixth  Annual  Conference  Under  Auspices  of  Ontario  Department  of  High- 
ways —  Papers  Covering  Wide  Range  of  Topics  are  Published  Herewith 


LyNDKR  the  auspices  of  the  Ontario  Department 
j  of  Highways,  the  sixtli  annual  conference  on 
/  Road  Construction  of  Road  Superintendents 
and  Engineers  met  on  March  1,  2  and  3  at 
the  Parliament  Buildings,  Toronto.  Reference  has 
already  been  in;  de  in  our  editorial  to  the  record  at- 
tendance and  the  interest  and  enthusiasm  displayed  by 
the  delegates.  The  papers  read  at  the  conference  were 
comprehensive  so  far  as  topics  were  concerned  and 
were  primarily  prepared  to  stimuk-te  discussion  and 
evolve  ideas.  Some  of  these  papers  appear  in  more 
or  less  abstracted  form  elsewhere  in  this  issue.  The 
discussions  which  followed  their  readmg  was  well 
taken  up  and  produced  many  worth-while  idea-. 

Future  Road  Policy  of  Ontario 

If  rny  one  feature  of  the  conference  demanded 
emphasis,  it  was  the  address  of  P.  C.  Biggs,  Minister 
of  Public  Works  and  High  wax's,  in  which  he  described 
the  future  policy  of  his  department.  The  value  of 
maintenance  was  emphasized  and  the  Minister  did 
some  plain  speaking  in  regard  to  his  policy  on  this 
point.  He  stated  th;  t  the  old  practice  of  constructing 
a  good  highway,  and  then  practically  forgetting  it,  so 
-  far  as  maintenance  is  concerned,  is  going  to  be  stop- 
ped, and  that  the  Department  of  Highways  is  not  go- 
ing to  pay  maintenrnce  grants  to  counties  that  are 
not  getting  results. 

Maintenance  Insisted  Upon 
"One  point  upon  which  the  mind  of  the  Depart- 
ment is  made  up  is  this,"  he  said,  "that  when  a  Gov- 
ernment engineer  goes  out  for  a  final  inspection  an- 
other year,  or  any  time  during  the  season,  and  finds 
a  certain  mileage  that  is  not  being  consistently  main- 
tained up  to  a  reasonable  standard,  we  distinctly  intend 
to  cut  your  maintenance  grant  on  that  road.  I  make 
that  statement  so  that  you  may  know  exrctly  where 
you  stand  in  making  your  arrangements,  in  making 
your  report  to  the  county  councils,  because  we  in- 
tend to  do  exactly  what  we  say  we  will." 

A  new  announcement  by  Hon.  Mr.  Biggs  was  that 
the  Government  proposed*  to  increrse  tbe  grant  to- 
ward township  engineers'  salaries  from  25  per  cent, 
up  to  40  per  cent. 

Roads  Through  Villages 
He  further  announced  that  it  was  the  policy  of  his 
department  to  increase  the  maintenance  grant  on  sub- 
Urban  area  roads  from  20  per  cent,  to  40  per  cent. 

Another  important  announcement  was  in  reference 
to  the  percentage  of  cost  which  was  to  be  charged 
agrinst  villages  through  which  the  trans-provincial 
highway  passes.  "We  want  to  make  some  changes 
where  the  highway  passes  through  the  smaller  vil- 
lages," said  Mr.  Biggs.  "We  propose  to  build  the  Pro- 
vincial highway  right  through  villages  of  1  500  popu- 
lation or  less  without  asking  that  village  to  contribute 
one  cent  to  the  expense  of  building  that  portion  Of 
road.   We  won't  ask  them  to  go  to  any  extra  expense." 


A  brief  sketch  of  the  highway  laws  of  Ontario  was 
given  by  Mr.  W.  A.  McLean,  Deputy  Minister  of 
Public  Works,  who  outlined  the  progress  of  legisla- 
tion from  the  time  of  toll  roads  to  the  present.  He 
referred  to  the  interpretation  of  highway  laws  and 
urged  the  road  superintendents  to  make  a  thorough 
study  of  highway  legislation  and  regulations.  "The  en- 
gineers are  out  to  see  that  they  are  properly  observ- 
ed," said  Mr.  McLean,  "and  some  of  the  counties  may 
find  themselves  in  the  lurch  unless  they  have  familiar- 
ized themselves  with  the  Highway  Act." 

In  the  discussion  which  followed  a  number  of 
changes  in  highway  legislation  were  urged.  The  con- 
ference adjourned  at  noon  on  Wednesday,  March  3. 


Drainage  is   First  Consideration  in 
Road  Building 

  By  G.  R.  Marston   

IN  road  construction,  road  maintenance  and  culvert 
construction,  our  first  thoughts  should  be  given 
to  drainage.  It  is  the  first  principle  of  road 
building.  Many  articles  have  been  written  in 
the  scientific  journals  and  mrny  papers  read  before 
road  conventions  on  drainage,  but  they  have  not  yet 
penetrated  deep  enough  into  the  minds  of  those  in 
charge  of  roads  or  else  they  have  failed  to  impress 
this  matter  on  those  working  on  the  roads ;  because  if 
drrinage  was  carried  out  properly,  there  would  be 
fewer  mudholes  in  earth,  sand-clay,  gravel  and  water- 
bound  macadam  roads  and  less  foundation  failure  in 
the  bituminous  macrdam,  asphaltic-concrete  and  brick 
roads  and  less  cracks  in  .concrete  roads.  While  there 
are  road  failures  from  other  causes,  poor  drainage  is 
the  first  cause.  Water  is  the  greatest  nrtural  enemy 
of  all  roads. 

There  is  no  set  rule  for  draining  a  road.  Each 
portion  of  the  road  will  present  its  difficulties  and  Uie 
road  engineer's  business  is  to  overcome  the  difficulties 
and  to  devise  the  proper  system  to  drain  the  rord. 
The  nature  of  the  subsoil,  the  topographical  features 
of  the  road  itself  and  those  of  the  surrounding  coun- 
try will  be  his  chief  guides. 

Thres  Types  of  Drainage  , 

Three  types  of  drainage  for  roads  present  them- 
selves: (1)  To  keep  the  water  out  of  them;  (2)  To 
keep  the  wrter  from  alongside  of  them;  (3)  To  keep 
the  water  from  under  them.  The  first  two  of  these 
propositions  are  accomplished  by  what  is  known  as 
surface  drainage,  and  the  third  by  subdrainage.  Sur- 
face drainage  is  rlways  necessary;  subdrainage  is 
needed  in  soils  having  no  natural  underdrainage. 

The  crown  of  the  road,  the  side  ditches  or  gutters, 
pipes  and  culverts,  are  means  which  are  resorted  to 
to  procure  surface  dr;  inage.    The  height  of  the  crown 

*  C'oa:  t.  engineer  <>■  .\o..oil:,  ui  t 
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of  a  road  necessary  to  drain  an  earth  road  is  best  ob- 
tained by  experience.  The  usual  crown  is  about  an 
inch  to  the  foot  of  width  from  the  centre  of  the  road 
to  the  side  ditches  and  this  is  usurlly  increased  as 
the  longitudinal  grade  of  the  road  increases.  As 
heavy  traffic  soon  ruts  earth  roads,  it  is  necessary  to 
use  the  road  drags  frequently  to  prevent  the  forma- 
tion of  deep  ruts  or  the  surface  will  follow  the  ruts 
rnd  the  roads  will  suffer  from  washouts  and  erosion. 

The  side  ditch  and  gutters  are  intended  to  carry 
off  the  water  shed  from  the  road  by  the  crowns  and 
to  keep  the  water  from  outside  of  the  right  of  way 
from  flowing  into  the  road.  These  ditches  should  be 
dug  to  as  uniform  a  grade  as  possible  and  should  be 
in  good  rlignment  and  sufficiently  wide  to  carry  off 
the  water  and  about  two  feet  deep  below  the  outer 
edge  of  the  graded  portion  of  the  road.  These  ditches 
will  carry  the  water  to  the  smaller  creeks  or  outlet 
drains.  If  there  is  no  apparent  outlet,  one  must  be 
procured  either  by  consent  or  by  the  application  of 
the  Ditches  and  Watercourses  Act. 

It  is  important  that  these  side  ditches  and  gutters 
be  properly  maintained  or  they  may  become  choked 
and  cause  serious  damage.  When  roads  are  con- 
structed along  hill  sides,  it  is  often  necessary  to  dig 
what  is  known  as  a  secondary  drain.  This  drain 
should  be  well  up  the  side  of  the  hill  so  that  it  will 
intercept  and  dispose  of  the  larger  amount  of  water 
before  it  has  a  chrnce  to  reach  the  regular  ditches. 

Better  Surface  Drainage  from  Hard  Surfaces 

The  penetration  of  the  earth,  gravel  and  macadam 
rords  by  water  has  not  altogether  been  solved  by 
crowning  of  the  roads  and  for  this  reason  many  muni- 
cipalities are  constructing  roads  with  more  perman- 
ent surface,  such  as  bituminous  and  concrete  surface, 
wh:ch  prevent  the  rutting  and  the  consequent  action 
of  wrter.  There  is  no  doubt  that  with  increasing 
traffic,  which  means  more  rutted  roads,  these  more 
permanent  surfaces  will  become  more  popular,  and 
while  more  expensive  to  construct,  the  decrease  in 
maintenance  will  offset  the  increases  in  cost. 

Subdrainage  is  required  where  the  soil  is  so  dense 
that  the  wrter  lies  in  the  ground  and  can  be  made 
dry  only  by  drams  placed  under  the  ground  deep 
enough  to  reach  this  water.  The  drains  are  intended 
to  drain  the  subsoil  only  and  it  is  not  intended  that 
any  surface  drainage  should  be  rllowed  to  enter  them. 
Underdrains  lower  the  level  of  the  water  in  the  soil 
and  thereby  prevent  the  road  surface  from  being  dis- 
turbed by  softening  of  the  foundation. 

The  older  types  of  subdrains  such  as  the  wooden 
box  drain  and  drrins  built  with  flat  stone  have  been 
replaced  in  the  present  day  by  the  use  of  tile.  The 
layout  of  a  subdrainage  scheme  depends  upon  the 
conditions  found  in  the  road  to  be  drained.  A  study 
of  the  road  should  be  made  and  inquiries  made  from 
old  residents  who  h;  ve  known  the  road  for  some  time. 
The  source  and  the  amount  of  water  should  be  de- 
termined as  this  information,  taken  in  conjunction 
with  the  grade  which  it  is  possible  to  give  the  tile, 
will  determine  the  size  of  the  tile  required.  Tile 
should,  as  a  rule,  be  laid  on  both  sides  of  the  road, 
but  this  may  not  always  be  necessrry.  Where  the 
roadway  is  in  a  cut,  having  a  bank  on  on.e  or  both 
sides,  the  water  will  usually  be  found  to  come  from 
these  banks  in  the  form  of  seepage  or  springs  and  in 
the^e  cr  ses  a  tile  should  be  placed  under-  the  side 
ditch  at  the  foot  of  the  bank  which  wili  prevent  the 


water  from  passing  under  the  roadway.  Special  at- 
tention should  be  given  in  grades,  as  springs  fre- 
quently occur  and  sometimes  it  is  an  advantage  to 
cross  tap  a  road  to  prevent  water  seeping  down  the 
hill. 

Placing  of  Tile  Side  Drains 

Care  should  be  taken  in  laying  the  tile.  The  trench 
should  be  dug  in  a  strright  line.  The  position^  of 
this  trench  must  be  determined  by  the  road  engineer. 
I  am  in  favor,  in  ordinary  cases,  of  placing  the  tile 
immediately  under  the  shoulders  of  the  road  or 
slightly  nearer  the  centre  of  the  road  than  the  side 
ditch.  The  tile  should  be  laid  true  to  grade.  In 
shifting  soil,  it  mry  be  necessary  to  lay  the  tile  on 
inch  boards  about  four  or  rive  inches  wide.  This  will 
ensure  them  against  buckling,  which  often  happens 
with  tile  laid  in  a  quick  sand  bottom.    The  backfilling 


Mr.  W.  A.   McLean,  Deputy  Minister  of  Highways,  Ontario,  has  contri- 
buted much  to  the  development  of  a  progressive  road  policy 
for  the  province 


of  the  trench  should  be  made  with  gravel  or  stone 
if  possible. 

In  bad  soils  it  may  be  necessary  to  use  a  tar  paper 
over  the  joints  to  prevent  the  silt  entering  the  tile. 
Sawdust  has  been  used  very  successfully  for  this  pur- 
pose. Where  the  drains  have  a  long  run,  catch  basins 
should- be  used.  These  are  used  for  inspection  pur- 
poses, and  sediment  will  be  trapped  here  if  the  bot- 
tom of  the  catch  basin  be  constructed  lower  than  the 
flow  line  of  the  tile.  The  bottom  should  be  about 
eighteen  inches  below  the  tile.  They  also  provide  a 
vent  to  the  drain.  The  outlets  of  all  tile  drains  should 
be  protected  with  concrete  walls  where  the  drains  are 
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deep,  and  by  slabs  placed  over  the  tile  where  the  tile 
is  shallow. 

While  a  great  deal  more  may  be  said  and  written 
on  the  subject  of  drainage,  it  will  be  of  no  avail  un- 
less all  persons  engaged  in  road  work  be  taught  the 
benefits  that  a  road  derives  from  a  good  drainage  sys- 
tem. 


Quarrying  and  Crushing 

 By  T.  V.  Anderson*  

THE  operation  of  quarrying  and  crushing  consti- 
tutes a  very  important  item  in  the  cost  of 
highway  construction  and  I  am  presenting 
herewith  a  few  figures  and  opinions  as  I  see 

them. 

In  selecting  a  quarry,  rock  containing  earthy  seams, 
shelly  bedding,  and  heavy  overburden  should  be 
avoided.  The  quarry  that  makes  for  greatest  output 
is  one  with  light  overburden,  rock  in  regular  beds 
from  four  to  nine  inches  in  depth  and  an  avers  ge 
depth  of  face  of  twelve  feet. 

Cost  of  Drilling 

The  first  matter  to  be  considered  in  opening  a 
quarry  is  the  removal  of  the  top  earth  or  overburden, 
which  usually  costs  from  fifty  cents  to  eighty  cents 
per  cubic  yard.  For  quarrying  rock  the  steam  drill 
and  jackhammer  are  most  commonly  used.  A  good 
drill  runner  and  his  assistant  will  easily  average 
75  feet  of  hole  per  day  of  ten  hours  and  the  cost  will 
be  approximately  16  cents  per  foot  made  up  as  fol- 


lows : 

Wages  of  drill  runner  $  3.50 

Wages  of  assistant    3.00 

Fuel     3.00 

Sharpening  steels  75 

Rent  of  engine    2.00 

Depreciation  of  drill  65 

Oil  25 


In  quarrying  where  the  rock  is  comparatively  solid 
the  jackhammer  is  a  very  useful  tool.  Owing  to  its 
light  weight  it  can  be  readily  moved  from  place  to 
place  by  one  man  and  lrrge  sections  of  rock  that  have 
been  blown  out  may  be  quickly  drilled  and  broken 
into  smaller  pieces,  but  where  rock  is  inclined  to  be 
shelly  the  jackhammer  is  rather  difficult  to  operate, 
owing  to  small  pieces  of  stone  dropping  in  the  drill 
hole  and  clogging  the  drill. 

Crushing  Costs 

A  crusher  with  a  jaw  opening  of  10  x  20  inches 
set  to  2  inches  will  easily  average  95  cubic  yards  of 
crushed  stone  per  day.  In  operating  the  crusher  it 
is  advisable  to  employ  a  man  to  level  the  stone  in 
the  bin,  to  see  that  the  teams  hauling  away  the  stone 
are  quickly  and  uniformly  loaded  and  also  keep  a 
record  of  the  number  of  yards  and  trips  each  team 
makes.  The  daily  cost  of  crushing  is  about  as  fol- 
lows : 

Engineer    $  4.00  per  day 

Two  feeders   7.00 

Fuel   5.00 

One  bin  man   3.00 

Oil   r<0 

or  approximately  38  to  40  cents  per  cubic  yard. 

The  following  is  a  summary  of  the  cost  per  cubic 

yard  of  stone  ready  for  the  road : 

•County  road  superintendent  of  Lennox  and  Addington. 


Drilling  per  cubic  yard   33  cents 

Explosives    30  " 

Quarrying,  sledging  and  loading    42  " 

Hauling  to  crusher    15  " 

Crushing    38  " 

Supervision    5  " 

Contingencies   12  " 

Total  ...    .-  $1.75 


These  prices  arc  for  limestone  quarries  and  con- 
ditions as  they  are  found  in  Eastern  Ontario. 

Location  of  Holes 

In  placing  the  holes  they  should  usually  be  about 
three-quarters  of  the  depth  of  the  hole  from  the  face 
extending  about  the  same  distance  apart  across  the 
quarry.  After  the  holes  have  been  charged  they  should 
be  fired  by  use  of  a  battery.  An  ordinary  battery  will 
fire  up  to  thirty  holes  at  once.  Much  more  can  be 
accomplished  by  firing  a  series  of  holes  simultane- 
ously than  individually. 

In  lime  stone  quarries  it  will  require  from  three- 
quarters  to  one  pound  of  explosive  of  fifty  per  cent, 
dynamite  per  cubic  yard  of  rock.  The  quantity  of 
explosive  to  be  used  depends  largely  on  the  depth 
and  length  of  face  of  the  quarry. 

In  moving  the  stone  from  the  quarry  to  the  crusher 
the  common  wagon,  dump  wagon  and  dump  cart  are 
usually  employed.  Where  the  haul  is  short  one  team 
will  haul  to  the  crusher  45  yards  per  day.  The  cost 
will  run  about  15  cents  per  yard.  For  quarrying, 
sledging  and  loading  into  wagons  the  cost  will  aver- 
age 42  cents  per  yard. 

Crushing 

■  The  most  commonly  used  crusher  for  highway 
work  is  portable  and  of  the  jaw  type  and  preferably 
with  a  jaw  opening  of  not  less  than  10  x  20  inches, 
with  an  elevator  of  sufficient  length  to  discharge  the 
crushed  stone  into  a  revolving  screen  mounted  on  a 
20  or  30  ton  bin  with  compartments  separating  the 
various  sizes  of  stone.  When  the  product  of  the  quarry 
is  principally  of  uniform  size,  or  what  is  termed  one 
man  stone,  the  unloading  platform  or  drive  way  should 
be  of  such  a  height  that  the  bottom  of  the  wagon  will 
be  a  few  inches  higher  than  the  crusher  opening. 
With  stone  of  this  size  two  men  will  have  no  diffi- 
culty in  keeping  the  crusher  full.  When  the  product 
of  the  quarry  is  small  or  principally  shovel  stuff  it  is 
preferable  to  load  it  in  dump  wagons  or  carts. 

A  platform  with  approaches  built  over  the  top  of 
the  crusher  and  provided  with  a  trap  door,  can  be 
used  to  advantage.  The  contents  of  the  wagon  or 
cart  may  be  dumped  directly  over  the  opening  of  the 
crusher.  This  method  saves  much  time  of  both  teams 
and  men  and  will  save  many  times  its  cost  of  erec- 
tion. 


More  Road  Work  in  Haldimand,  Ont. 

Messrs.  MacConnell  and  Hicklin,  contractors,  of 
Toronto  and  Ottawa,  have  received  a  quarter  million 
dollar  contract  for  water-bound  macadam  roads  in 
Haldimand  county,  Ont.  The  contract  includes  15 
miles  of  16  ft.  road  at  $15,000  a  mile ;  4  miles  at  $6,500 
a  mile,  and  2>y2  miles  at  $8,500  a  mile.  The  first  road 
runs  from  Cayuga  to  Dunnville,  and  the  others  are 
in  the  vicinity  of  Hagersville  and  Jarvis.  The  same 
firm  completed  a  long  stretch  for  the  same  county  last 
year. 
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Bituminous  Penetration  Surfaces 

By  A.  B.  Manson* 

THIS  country  lias  now  reached  a  state  of 
development  when  its  rural  as  well  as  urbr.n 
roads  require  more  than  the  lesser  types  of 
permanency  on  its  main  highways  and  yet  it 
may  not  have  so  far  advanced  as  to  stand  the  expensive 
pavement.  The  bituminous  penetration  pavement  is 
one  of  the  types  that  bridges  the  two  extremes.  The 
advent  of  the  automrbile  in  all  its  forms  is  doubtless 
the  chief  visible  propagandist  of  improved  roads, 
backed  by  the  real  'emand  for  improvement  as  an 
economic  necessity.  Tlvx  idea  of  the  bituminous  pene- 
tration road  is  to  gU  something  of  a  more  permanent 
nature,  something  with  a  bond  more  enduring  than 
water  and  stone  dust,  something  that  will  prevent 
the  very  life  of  the  road  frc  :n  being  thrown  over  the 
neighbor's  fence  every  lime  a  motor  car  passes,  without 
the  bankrupting  cost  of  the  expensive  pavement. 

The  simplicity  of  construction  of  bituminous  roads 
lends  itself  admirably  to  roar  building-  distant  from 
cities  and  centres  of  population.  No  extensive  plant 
and  equipment  is  necessary.  Skilled  labor  is  not  so 
absolutely  essential  though  skilled  supervision  is 
desirable.  Thoroughfares  need  not  be  kept  closed  for 
the  long  periods  as  in  some  types  of  construction. 
When  the  above  items  are  considered  it  readily  fol- 
lows that  the  cost  is  not  excessi  'e  or  prohibitive. 

Among  the  items  to  be  considered  in  choosing 
this  wearing  surface  are:  it  should  be  smooth,  easily 
cleaned,  not  dusty,  noisy  or  slippery,  easy  to  constrn:t, 
easy  to  repair,  attractive  in  appearance  and  above  all 
susceptible  to  the  traffic  to  which  it  will  be  subjected. 
Assume  that  it  is  the  best  class  of  bituminous  pene- 
tration pavement  that  is  being  constructed,  that  is, 
the  surface  is  to  be  of  stone  rather  than  gravel  or 
inferior  material,  although  in  general  the  re"iarks 
which  will  follow  may  apply  to  both. 

Before  placing  the  first  course  of  stone  all  excess 
dirt  and  fine  material  should  be  swept  from  the  surface 
of  the  foundation.  This  promotes  a  closer  bond  be- 
tween the  pavement  and  the  foundation  and  tends 
also  to  prevent  the  stone  being  dust  coated  and  thus 
interfere  with  the  proper  adhesion  of  the  bituminous 
to  the  surface  of  the  individual  fragments.  If  tar  is 
used  as  the  cementing  element  in  the  road,  a  covering 
or  coat  of  tar  is  applied  to  the  base  thus  cleaned. 
This  tar  penetrates  to  a  degree  and  also  forms  a  close 
binder  between  the  base  and  the  surface. 

Quality  of  Stone 

If  asphalt  is  used  as  the  binder  this  first  or  paint 
coat  is  not  employed.  As  the  completed  thickness  of 
the  pavement  is  usually  two  or  three  inches  the  broken 
stone  should  all  pass  a  two-inch  ring.  It  should 
consist  of  sound,  tough  and  angular  fragments  of 
uniform  quality  free  from  dirt  and  other  objection- 
able matter  either  occuring  loose  or  adhering  to  the 
stone.  The  stone  should  be  as  nearly  a  uniform  size 
as  possible  so  as  to  produce  a  course  of  uniform  tex- 
ture which  when  rolled  will  have  the  voids  evenly 
distributed.  Wide  variation  in  sizes,* particularly  run- 
ning to  small  sizes,  results  in  the  formation  of  spots 
which  become  so  dense  that  uniform  .penetration  will 
be  very  much  hindered  or  prevented  altogether. 

The  stone  should  also  be  sufficiently  durable  to 
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prevent  the  excessive  formation  of  dust  during  the 
first  rolling  and  before  the  application  of  the  bitumen. 
Further,  for  securing  the  best  results  the  broken  stone 
should  be  shovelled  and  not  dumped  in  place  on  the 
foundation.  The  common  practice  of  dumping  loads 
where  the  stone  is  required  and  spreading  out  the  piles 
results  in  the  segregation  of  the  fine  material  which 
hinders  penetration  and  makes  the  uniformity  of  the 
surface  almost  impossible.  Best  practice,  which  is 
possibly  seldom  followed,  calls  for  dumping  the  stone 
on  dumping  boards  from  which  it  is  spread  by  shovel- 
ing. 

After  the  stone  has  been  uniformly  spread  to  a 
depth  of  three  inches  loose,  it  is  rolled  dry  until  the 
fragments  are  well  set,  a  twelve-ton  three-wheel  roller 
usually  is  satisfactory  and  is  operated  as  in  ordinary 
water-bound  macadam  construction.  The  rolling- 
should  be  discontinued  when  the  stone  is  thoroughly 
keyed  together  and  before  dust  begins  to  accumulate 
on  the  surface  or  the  stone  is  crushed.  The  tendency 
is  to  under  roll  rather  than  over  roll  and  in  either 
case  an  inferior  pavement  results. 

Mechanical  Distribution  of  Binder 

Possibly  the  most  satisfactory  results  are  obtained 
from  the  use  of  mechanical  distributors  for  applying 
the  bituminous  binder.  Most  of  the  modern  distrib- 
utors apply  the  heated  bitumen  either  by  a  single 
nozzle  operated  at  the  rear  or  by  a  set  of  nozzles  set 
in  a  row  close  to  the  road.  The  single  nozzle  requires 
considerable  skill  on  the  part  of  the  operator  but  on 
the  other  hand,  has  a  wider  scope.  As  the  distributor 
passes  over  the  compacted  stone  it  is  very  important 
that  rutting  does  not  occur.  It  is  essential  therefore 
that  sufficiently  wide  tires  be  used  on  the  machine. 

In  operating  a  mechanical  distributor  it  is  import- 
ant that  applications  should  not  overlap  either  at  the 
ends  or  sides  and  that  at  the  completion  the  nozzles 
should  not  drip  on  the  road.  Care  should  be  taken 
that  the  nozzles  are  kept  clean  so  that  no  strips  are 
left  to  be  later  closed  in  by  the  hand  pouring<  pot. 
By  calculation  and  experience  the  proper  amount  of 
bitumen  may  be  delivered  on  the  road  with  reasonable 
precision.  Adjustments  in  speed  of  travel  and  in  feed 
to  the  nozzle  may  be  readily  arrived  at  by  an  experi- 
enced operator. 

The  Seal  Coat 

Immediately  after  the  first  application  of  bitumen 
a  uniform  layer  of  small  size  broken  stone  should  be 
spread  over  the  surface  in  such  quantity  as  to  fill  the 
surface  voids.  '  The  road  should  then  be  rolled  with 
the  addition  of  more  stone  if /necessary.  Good  practice 
is  to  deliver  the  stone  by  a  side  swing  of  the  shovel 
which  spreads  the  stone  evenly  and  gives  more  oppor- 
tunity for  the  stone  to  come  to  rest  in  the  voids. 
Just  sufficient  of  this  course  should  be  used  other- 
wise the  roller  will  crush  the  excess  and  form  a  blanket 
or  mat  with  little  wearing  ability  and  preventing  the 
penetration  of  bitumen.  The  surface  is  then  swept  to 
remove  excess  of  stone  and  fine  material  not  held 
firmly  in  place. 

The  seal  coat  is  the  applied  in  the  same  manner 
as  the  previous  applications  except  that  the  quantity 
is  less,  there  being  much  less  penetration.  The  surface 
is  uniformly  coated,  care  being  taken  to  avoid  excess 
which  would  form  a  thick  undesirable  mat. 

Immediately  after  the  bitumen  is  applied,  it  should 
be  covered  with  a  thin  layer  of  small  broken  stone  of 
good  clean,  hard  quality  or  clean  sharp  sand.  The 
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amount  placed  should  be  just  enough  to  fill  any  remain- 
ing voids  and  act  as  a  thin  covering  over  the  bitumen 
to  prevent  it  sticking  to  the  wheels.  Rolling  then 
finally  compacts  the  road  and  forces  the  particles  of 
sand  or  stone  together  leaving  a  finished  smooth 
surface. 

Final  Rolling  is  Important 

Rolling  of  the  pavement  after  it  is  completed  is 
a  matter  which  appears  to  he  slighted  frequently. 
The  rolling  of  a  penetration  road  is  a  vastly  different 
proposition  from  the  rolling  of  sheet  asphalt  or  of 
bituminous  concrete  having  a  well  graded  mineral 
content.  It  should  he  rolled  when  sufficiently  warm 
so  that  the  road  is  somewhat  plastic.  This  rolling 
should  be  carried  on  for  sometime  after  the  pavement 
is  opened  to  traffic,  possibly  for  two  weeks.  Too  much 
stress  cannot  be  laid  on  the  rolling  or  compacting  of 
the  road  and  the  reduction  of  voids  to  a  minimum. 

It  goes  without  saying  that  all  this  work  should  be 
clone  in  the  heat  of  Summer  but  in  practice  very 
often  this  is  not  the  case  end  frequently  contracts  run 
into  late  Fall  which  of  course  gives  rise  to  many  diffi- 
culties. The  stone  is  cold  and  chills  the  bitumen  caus- 
ing improper  penetration.  The  stone  is  more  apt  to 
be  damp,  preventing  proper  adhesion. 

The  final  dressing  of  small  stone  or  sand  above 
referred  to  should  be  left  on  and  if  necessary  kept  on 
and  swept  about  for  the  first  year,  which  very 
materially  assists  in  filling  the  surface  voids.  Traffic 
will  iron  a  dressing  of  sand  if  properly  spread  to  a 
very  smooth  surface.  Being  smooth  it  readily  lends 
itself  to  ease  in  cleaning  which  in  turn  prevents  dust. 

One  of  the  most  desirable  features  of  penetration 
pavements  is  the  ease  of  construction.  Practically  all 
the  machinery  required  besides  dump  waggons  is  the 
heater,  distributor  and  roller.  If  material  is  to  be 
hauled  any  great  distance  the  use  of  motor  tractors 
will  be  found  most  economical. 

Should  Require  Only  Small  Repairs 

Following  the  capital  cost  of  any  pavement  the 
most  important  consideration  is  the  question  of  main- 
tenance. Ordinarily  a  properly  designed  and  con- 
structed penetration  road  should  require  small  repairs. 
A  rejuvenation  of  the  seal  coat  or  its  renewal  when 
worn  away  should  be  the  limit  unless  traffic  is  ex- 
ceedingly heavy  or  the  dirt  hauled  on  the  road  has 
been  ground  into  the  surface  before  cleaning.  How- 
ever, no  attention  should  be  required  for  from  three 
to  five  years  and  then  a  light  dressing  of  bitumen 
covered  with  stone  chips  or  sharp  sand  will  replace 
or  renew  the  life  of  the  seal  coat.  Care  should  be 
taken  that  too  thick  a  mat  is  not  formed  which  will 
have  quite  a  tendency  to  shove  under  traffic  rnd  form 
waves. 

The  seal  coat  should  never  be  allowed  to  wear  out 
as  it  forms  a  waterproof  blanket  preventing  water 
from  penetrating  and  spelling  destruction.  If  proper 
adhesion  to  the  road  is  secured  and  traffic  is  at  all 
uniformly  distributed  it  will  wear  away  very  slowly 
and  uniformly.  When  sufficiently  worn  a  coat  or 
dressing  should  be  applied  in  a  manner  exactly  similar 
to  the  original  seal  coat.  If  on  the  other  hand  breaks 
occur  anywhere  in  the  seal  coat  they  should  be 
promptly  repaired. 

By  maintaining  the  seal  coat  the  life  of  the  road 
is  continued  indefinitely.  Frequently  a  break  in  the 
surface  is  due  to  lack  of  support  from  below.  The 
cause  of  this  may  be  weak  foundation,  poor  subgrade 


or  faulty  drainage.  Under  such  circumstances  it  is 
obvious  that  the  proper  procedure  is  to  remove  the 
cause  of  failure  before  attempting  a  repair  on  the 
surface.  Further  causes  of  failure  may  be  unsound 
stone  and  improper  distribution  as  well  as  the  use  of 
bitumen  damaged  or  unsuitable  for  the  purpose.  Ruts 
appearing  may  be  the  result  of  improper  rolling  or 
the  rutting  of  the  stone  while  the  bitumen  is  being 
applied,  or  the  use  of  too  much  or  too  soft  binder. 

So  it  will  appear  that  although  a  penetration  road 
is  possibly  the  simplest  to  build  it  nevertheless  requires 
eternal  vigilance  on  the  part  of  the  superintendent 
if  he  wishes  to  turn  out  a  finished  road  and  avoid  the 
many  pitfalls  waiting,  which  will  spell  destruction  to 
the  best  intentions. 

What  Bituminous  Roads  Cost 

Costs  at  the  present  time  are  the  most  problematic- 
al element  entering  into  road  construction  of  any  kind 
and  it  is  scarcely  safe  to  hazard  an  estimate  due  to 
the  varying  scale  of  wages  paid  and  the  uncertain 
cost  of  materials.  Citing  the  city  of  Stratford  as  an 
example,  the  cost  of  laying  a  3-inch  bituminous  pene- 
tration surface  on  a  prepared  base  was  81.6  cents  per 
square  yard  during  1919  as  compared  with  47  cents 
during  1915.  We  anticipate  that  the  cost  for  1920  will 
be  considerably  higher. 

In  conclusion,  we  would  just  like  to  add  that 
though  the  penetration  road  may  not  represent  the 
finest  product  in  so-called  permanent  pavements  it  is 
still  worthy  of  due  consideration  as  the  go-between 
and  we  feel  it  has  a  proper  place  to  fill  in  the  advance- 
ment of  our  highways  and  that  place  will  be  no  mean 
proportion  of  the  very  comprehensive  scheme  now 
being  contemplated. 


Mechanical  Handling  of  Stone  and 
Gravel 

— — — —  By  Alan  Mair  Jackson* 


HE  following  may  be  said  to  cover  most  of  the 
usual  methods  of  transferring  crushed  stone 
from  railway  cars  to  wagons  or  trucks: 


(1)  Shovelling  by  hand  over   the  sides  to 
the  ground  and  shovelling  again  into  wagons. 

(2)  Shovelling  by  hand  over  the  sides  direct  into 
wagons. 

(3)  Shovelling  into  skips  on  the  side  of  the  car 
which  can  be  tripped  into  wagons. 

(4)  Shovelling  by  hand  over  the  sides  and  loading 
with  a  mechanical  loader. 

(5)  Dumping  hopper  bottom  cars  and  loading  with 
a  mechanical  loader. 

(6)  Dumping  hopper  bottom  cars  over  a  slot  in  the 
track,  the  bottom  of  which  is  inclined  so  as  to  dis- 
charge on  to  an  elevator  which  in  turn  discharges  to 
a  stock  pile  or  storage  bin. 

Cost  of  Unloading  Cars 

I  found  that  last  year  with  wages  at  40c  per  hour, 
the  cost  of  unloading  by  hand  amounted  to  20c  per 
ton,  when  the  material  was  shovelled  out  of  flat  bot- 
tom cars  with  about  3  ft.  sides.  The  cost  of  shovelling 
from  hopper  bottom  cars  would  be  more.  In  fact,  I 
find  that  the  prevailing  price  for  which  coal  unloading 
is  contracted  around  Brantford  by  hand  is  30  to  40c 
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per  ton.  These,  1  think,  may  fairly  be  taken  as  aver- 
age prices. 

Shovelling  by  hand  obviates  demurrage,  but  entails 
an  expenditure  of  almost  as  much  as  the  unloading 
charge  for  reloading  again  into  the  wagon,  while  the 
reloading  by  hr.nd  into  motor  trucks  higher  than  wa- 
gons would  probably  bring  the  cost  of  reloading  up 
to  30c  per  ton.  This  method,  however,  of  handling 
stone  is  primitive  and  entails  having  other  work  avail- 
able at  which  the  gang  of  shovellers  can  be  placed  until 
another  car  is  spotted  and  it  is  probably  practised  only 
for  small  quantities  of  materials  as  the  cost  is  not 
likely  to  be  less  than  50c  per  ton. 

Shovelling  by  hand  out  of  cars  direct  into  wagons 
or  trucks  is  obviously  considerably  cheaper  than  the 
first  method,  because  it  entails  handling  the  material 
once  only  instead  of  twice  but  it  costs  more  than  one 
handling  of  material.  This  is  by  reason  of  the  time 
lost  by  the  teams  standing  idle  while  they  are  being 
loaded.  With  men  at  40c  and  teams  at  80c  per  hour 
and  with  yd.  wagons,  I  found  the  cost  of  unload- 
ing cars  to  be  31c  per  ton.  These  were  flat  bottom  cars 
and  the  teamsters  shovelled,  and  the  increase  in  cost 
over  shovelling  to  the  ground  was  due  to  the  idle  time 
of  teams  and  shovellers,  principally  the  former.  Every 
locality  has  its  peculiar  advantages  or  disadvantages. 
Some  have  the  advantage  of  a  raised  track  and  sunken 
wagon  road  so  that  cars  may  be  shovelled  more  cheaply 
by  first  dumping  them  than  by  lifting  the  material  out 
over  the  side,  but  considering  the  case  of  wagons  on 
a  road  at  the  same  level  as  the  track,  I  believe  this  cost 
of  31c  is  quite  usual. 

Mechanical  Loaders 

I  believe  that  no  simple  mechanical  method  has  yet 
been  found  of  unloading  railway  cars  of  stone  from 
the  top  and  it  would  seem  that  when  cars  have  to  be 
unloaded  from  the  top,  the  man  with  the  shovel  will 
long  hold  his  own.  One  method,  however,  of  mak- 
ing an  economy  on  which  must  always  remain  an 
expensive  operation,  is  the  use  of  loading  skips.  These 
are  fastened  to  the  side  of  the  car  or  stand  indepen- 
dent of  it  but  close  by,  and  hold  about  1^2  yds.  Two 
or  three  may  be  used  on  one  car.  The  skips  are  filled 
by  the  shovellers  while  the  wagons  are  away  dis- 
charging, and  the  wagon  is  very  rapidly  filled  by  trip- 
ping the  skip,  so  that  by  a  little  arranging  of  the  num- 
ber of  teams  and  shovellers,  very  little  time  would  be 
lost  by  either. 

A  considerable  improvement  over  the  above 
methods  is  brought  about  by  the  mechanical  wagon 
loader,  several  of  which  are  now  on  the  market.  One 
type  in  particular  can  be  used  to  very  good  advantage 
from  the  stock  pile  and  the  other  for  unloading  hopper 
bottom  cars.  These  machines  are  both  portable  and 
are  of  two  distinct  types,  one,  with  a  chain  of  buckets 
which  digs  into  the  pile  and  the  other  with  a  belt 
conveyor  which  requires  that  the  material  fall  on  the 
belt  or  be  placed  there.  Both  types  deliver  at  a  height 
suitable  for  loading  a  wagon,  truck  or  trailer. 

Bucket  Type  of  Loader 

You  all  know  the  difficulty  of  shovelling  into  a  pile 
of  loose  broken  stone  and  this  is  the  difficulty  which 
is  presented  to  the  bucket  type  of  loader.  It  is  a 
difficulty  which  increases  with  the  size  of  the  stone  and 
is  very  real  when  the  pile  consists  of  stone  of  4  inch 
and  upwards  such  as  is  used  for  base  course  road  work. 
This  type  will  load  a  wagon  in  upwards  of  a  minute 


and  a  half  under  favorable  conditions  and  is  operated 
"by  an  8  h.p.  gasoline  engine. 

Under  the  old  rule  of  1  pint  of  fuel  per  h.p.  per 
hour,  this  would  bring  the  cost  of  running  to  about 
$3.50  for  gasoline  per  day  of  10  hours.  It  would  be 
unusual  to  run  at  full  load  for  10  hours  on  account  of 
the  difficulty  of  having  an  empty  wagon  or  truck  al- 
ways ready  to  take  the  place  of  a  loaded  one.  It  may, 
however,  be  considered  that  lc  per  ton  is  a  fair  cost 
for  fuel.  Small  gasoline  engines  not  usually  requiring 
highly  skilled  operators,  either  of  these  types  can  be 
successfully  handled  at  very  little  over  ordinary  un- 
skilled wages.  The  bucket  machine,  undoubtedly 
works  better  in  gravel  than  in  broken  stone  and  costs 
in  the  neighborhood  of  $1,800. 

Belt  Conveyor 

The  second  type  with  the  simple  belt  conveyor  is 
a  cheaper  machine  costing  about  half  of  the  former, 
but  it  requires  considerably  more  feeding,  in  that  it 
does  not  dig  into  a  pile  but  must  have  the  material 
fed  to  it.  It  requires  about  3  h.p.  and  is  usually  oper- 
ated by  a  gasoline  engine.  Two  men  can,  by  the  use 
of  this  machine,  unload  a  50  ton  car  of  coal  in  about 
4  hours.  This  type  operates  well  under  a  hopper  bot- 
tom car  as  the  car  can  be  dumped  after  the  toe  of  the 
elevator  has  been  set  in  under  the  pocket,  and  so  long 
as  the  material  runs  to  it,  the  elevator  will  automatic- 
ally carry  it  away.  Owing,  however,  to  the  construc- 
tion of  hopper  bottom  cars,  the  four  pockets  of  the 
car  have  each  a  door ;  two  of  the  four  doors  at  one  end 
of  the  car  open  simultaneously  when  dumped  and  con- 
sequently there  is  a  gush  of  material  which  runs  out 
on  to  the  track  for  more  than  the  full  width  of  the 
car.  It  will  thus  be  seen  that  with  the  elevator  set 
in  under  the  pocket  on  one  side,  considerable  material 
will  run  out  of  the  pocket  on  the  opposite  side.  More- 
over, w  hen  one  pocket  has  discharged  itself,  the  oppo- 
site side  must  be  shovelled  out  by  hand  and  these  con- 
tain on  an  average  5  tons.  It  will  thus  be  seen  that 
in  unloading  a  50  ton  car,  probably  10  tons  has  still 
to  be  shovelled  by  hand. 

Speaking  generally  of  these  two  types  of  wagon 
loaders,  they  are  capable  of  a  variety  of  applications 
and  have  very  real  spheres  of  usefulness,  not  only  in 
unloading  cars  but  also  in  loading  to  and  from  stock 
piles  and  in  gravel  pits.  The  lack,  however,  of  storage 
puts  these  machines  in  a  different  class  from  those 
which  are  operated  in  connection  with  a  storage  bin. 

Slot,  Elevator  and  Bin  Method 

The  most  economical  method  of  handling  stone 
from  railway  cars  to  wagons  or  trucks  that  I  know  of 
is  by  the  slot,  elevator,  and  bin  method.  A  slot  4  feet 
deep  across  the  track  is  excavated  16  in.  wide  between 
ties  and  is  lined  with  ties  one  on  top  of  the  other.  A 
plate  some  9  ft.  long  x  16  inches  wide  is  set  in  this 
slot  at  a  slope  on  which  stone  runs  freely,  i.e.,  30° 
from  the  horizontal.  The  plate  should  be  set  so  that 
the  largest  material  will  pass  under  the  rail  at  the  upper 
end  and  the  lower  end  so  that  it  will  discharge  on  the 
buckets  of  an  elevator.  The  elevator  is  set  in  a  pit 
at  one  side  of  the  track  with  the  centre  of  the  lower 
tumbler  about  5  feet  below  base  of  rail.  With  this 
setting,  a  30  ft.  elevator  standing  at  60°  from  hori- 
zontal will  have  sufficient  length  to  fill  a  55  ton  bin. 
The  motor  consisting,  in  this  case,  of  a  9  h.p.  oil  en- 
gine is  set  under  the  elevator  in  a  small  portable  house 
and  provided  with  a  clutch  drive,  by  6  in.  belt,  onto  the 


THE  CONTRACT  RECORD 


jackshaft  of  the  elevator.  The  elevator  is  of  standard 
construction  14  in.  wide  and  delivering  about  120  buck- 
ets per  minute. 

The  flow  of  stone  to  the  elevator  is  controlled  by  an 
ordinary  slide  door  operated  by  a  lever  and  is  set  be- 
tween angles  fastened  to  two  plates  lining  the  sides  of 
the  16  in.  slots  at  the  lower  end.  The  pit  in  which 
the  elevator  is  set  is  made  large  enough  for  the  oper- 
ator to  get  down  to  the  lower  tumbler  and  is  timbered 
on  the  track  side  and  decked  over.  A  trap  door  is  left 
in  the  deck  so  that  the  lever  operating  the  stone  feed 
may  be  got  at  and  cover  boards  are  provided  for  the 
slot  across  the  track  so  that  the  whole  may  be  left 
safe  when  not  in  operation.  The  usual  spacing  of  ties 
is  about  20  in.  centres,  which  leaves  approximately  11 
in.  space  between  ties.  I  found  that  railway  companies 
would  give  permission  on  sidings  for  ties  to  be  spread 
to  an  opening  of  16  in.  if  a  piece  of  rail  was  put  in 
under  the  running  rails  as  an  extra  support.  As  they 
supplied  the  pieces  of  rail,  this  seemed  easy  to  me, 
though  it  was  necessary  to  sign  rn  agreement  with 
the  railway  companies  relieving  them  from  all  responsi- 
bility for  accident. 

Unloading  Costs 

Two  of  these  outfits  were  installed  by  the  county 
of  Brant  this  year  and  operated  during  the  construc- 
tion season.  The  cost  of  unloading  cars  and  loading 
into  wagons  by  this  method  has  been  about  3c  per 
ton.  The  total  kerosene  purchased  at  20]/2c  for  un- 
loading 1854  tons  was  33  gallons  giving  a  cost  for  fuel 
of  about  4/10c  per  ton.  A  50  ton  car  can  be  unloaded 
in  2l/2  hours,  though  allowing  for  oiling  round  and 
starting  up,  I  figure  3  hours  about  a  fair  allowance. 
The  operator  in  each  case  has  been  an  unskilled  man 
paid  40c  per  hour.  The  bin  used  discharges  through 
four  12  in.  x  12  in.  openings  in  the  bottom  by  means  of 
any  one  of  which  a  l/2  yard  wagon  can  be  filled  in  30 
seconds.  The  height  from  the  ground  to  bottom  of  bin 
is  6  ft.  8  in.,  though  this  can  be  increased  by  lowering 
the  roadway.    The  cost  of  unloading  50  tons  may  be 


taken  as  follows : 

3  hrs.  time  at  40c  $1.20 

50  tons  at  4/lOc  for  fuel  20 

Oil  and  waste  and  grease  10 

Total  $1.50 

These  outfits  cost  approximately  $1,800  made  up 

as  follows : 

Engine  and  clutch  $  545.00 

Elevator   650.00 

Lumber  for  bin  and  pit   215.00 

Ironwork  for  bin  and  slot   225.00 

Construction    165.00 


Total   $1800.00 


I  estimate  that  the  unloaders  can  be  taken  down 
and  re-erected  for  about  $200. 

A  bin  of  this  capacity  is  not  portable  in  the  strict 
sense  of  the  word  but  the  bins  used  in  Brant  county 
last  year  were  made  so  that  the  whole  structure  could 
be  readily  taken  apart.  No  nailed  parts  would  have 
to  be  torn  out  except  the  lining  boards  of  the  end  of 
the  bin,  each  of  which  requires  two  4  in.  nails,  so  that 
no  loss  should  occur  in  knocking  down  the  bin. 

In  most  counties,  I  believe  stone  unloading  points 
can  be  located  on  the  railways  from  which  it  would  be 
possible  to  do  several  seasons'  work. 

I  assume  that  the  commonest  method  of  unloading 
cars  is  to  shovel  out  into  wagons  which  will  cost  in 
the  neighborhood  of  31c  per  ton  or  $15.50  for  a  50  ton 
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car.  Taking  the  cost  of  unloading  by  the  slot,  elevator 
and  bin  method  at  3c  per  ton  or  $1.50  for  a  50  ton  car, 
a  saving  can  be  effected  of  28c  per  ton  or  $14  per  car. 
A  season's  work  for  one  macadam  outfit  might,  1  think, 
be  fairly  placed  at  one  car  per  day  for  140  working 
days.  This  would  represent  a  cost  for  unloading  by 
the  one  method  of  $2,170  and  by  the  other  of  $210,  or 
a  saving  of  $1,960  for  one  season,  a  little  more  than 
the  cost  of  the  outfit.  I  should  consider  the  invest- 
ment worth  while  if  the  outfit  paid  for  itself  in  three 
years. 


Concrete  Road  Construction 

 By  H.  E.  Davis*  

CONCRETE  pavements  present  many  character- 
istics totally  unlike  those  of  other  forms  of 
the  more  permanent  types  of  pavement.  The 
fact  that  they  are  composed  of  large  mono- 
lithic slabs  makes  it  necessary  to  consider  certain  fea- 
tures of  construction  not  usually  important  in  these 
other  forms.  The  strength  of  concrete  to  resist 
stresses  of  all  character  depends  on  the  strength  of 
the  matrix  or  mortar  holding  the  aggregate  together, 
assuming  of  course,  that  we  use  an  aggregate  of  sound, 
hard  particles.  The  concrete  being  made  of  various 
size  particles  it  becomes  necessary  that  none  of  them 
should  be  loosened  under  the  action  of  climatic  or 
traffic  conditions. 

Preparation  and  Treatment  of  Subgrade 

It  is  practically  impossible  to  formulate  specific 
directions  for  the  preparation  of  subgrades  that  will 
be  of  general  application.  Every  section  of  road  in- 
volves problems  that  are  complicated  by  financial, 
geological  and  physical  conditions. 

The  necessity  or  at  least  the  desirability  of  spend- 
ing more  time  and  money  upon  thorough  preliminary 
investigation  cannot  be  too  strongly  emphasized. 
Such  expenditure  is  in  the  end  a  real  economy. 

The  most  met  with  cross  sections  are  as  follows: — 

(1)  Subgrade  parallel  to  wearing  surface. 

(2)  Subgrade  crown  somewhat  less  than  concrete 
wearing  surface. 

(3)  Flat  subgrade,  in  this  case  the  crown  is  given 
by  varying  the  thickness  of  the  concrete.  This  is  the 
one  most  generally  used. 

Whatever  form  is  used  however,  the  sub-base 
should  be  made  of  uniform  texture,  should  be  finished 
true  to  the  specified  outline  and  should  be  kept  true 
to  the  specified  outline,  that  is  free  of  the  tracks,  holes 
and  ruts,  until  the  concrete  is  laid. 

Shoulders,  Crowns  and  Grades 

Experience  in  various  localities  with  the  shoulders 
along  concrete  paved  roadways  has  been  variable. 
This  is  without  doubt  due  to  the  variation  in  kind  and 
density  of  traffic  on  these  roads.  Where  shoulders 
will  not  stand  up  under  the  turnout  of  traffic  along  a 
concrete  road  an  additional  width  should  be  considered 
or  the  use  of  a  crushed  stone  shoulder  is  recommended. 
The  recommended  width  of  shoulder  to  edge  of  em- 
bankment should  not  be  less  than  4  feet. 

Unlike  some  types  of  pavement,  concrete  surfaces 
are  undamaged  by  water,  unless  it  finds  its  way  into 
the  subgrade.  Theoretically,  with  perfectly  surfaced 
concrete,  only  a  slight  side  fall  is  required  to  accomplish 
unwatering.    Data  that  is  available  would  indicate 
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that  in  case  of  uniformly  thick  pavements,  the  amount 
of  centre  longitudinal  failures,  has  varied  directly  with 
the  amount  of  crown.  With  few  exceptions  the 
crowns  most  generally  used  range  between  1/65  to 
1,  100  of  the  width  of  the  pavement. 

There  would  appear  to  be  no  reliable  information 
on  the  relative  slipperiness  of  concrete  pavements. 
Generally  speaking  concrete  road  is  less  slippery  than 
other  classes  especially  after  only  a  slight  rain  has 
fallen.  It  would  appear  that  it  is  a  question  of  placing 
the  concrete  on  the  grades  rather  than  the  grade  itself. 

Specifications  generally  cr  11  for  concrete  roads  to  be 
6  to  8  inches  thick.  It  should  however  be  borne  in 
mind  that  owing  to  the  monolithic  structure  of  con- 
crete, it  is  necessary  to  have  the  cross  section  true  to 
grade  so  that  additional  concrete  need  not  be  employed 
to  fill  the  depressions  and  uneven  places  in  the  sub- 
grade. 

Aggregates  for  Concrete  Roads 

The  most  important  success  in  construction  of 
concrete  highways  will  depend  upon  the  materials 
used.  All  roads,  permanent  types  or  otherwise,  must 
be  designed  and  built  to  withstand  three  different 
destructive  agencies,  namely,  traffic,  weather  and 
structural  stresses.  The  wearing  resistance  of  concrete 
roads  subject  to  given  conditions  of  traffic  and  weather 
will  depend  upon  the  following  factors: — 

(1)  The  properties  of  the  concrete  materials;  (2) 
proportions  and  consistency  of  mix;  (3)  thoroughness 
of  mixing;  (4)  method  of  placing;  (5)  surface  finish 
conditions  of  seasoning,  and  (6)  age  of  concrete. 

The  aggregates  constitute  75  to  85%  of  the  material 
in  concrete  roads,  hence  the  resistence  to  weather 
and  traffic  and  the  final  integrity  of  the  structure 
depends  largely  on  the  aggregates  and  the  way  in 
which  they  are  incorporated. 

For  concrete  road  construction,  sand  is  generally 
much  coarser  than  that  used  in  building  construction. 
The  advantage  of  using  coarse  sand  is  not  only  to 
obtain  strength  and  density  but  to  prevent,  near  the 
surface,  the  formation  of  a  thin  layer  of  fine  sand  and 
cement.  Sand  should  be  free  from  vegetable  or  organ- 
ic matter  or  the  concrete  is  liable  to  harden  not  at  all 
or  too  slowly  to  be  serviceable.  Low  voids  should 
be  secured  since  the  strength  and  the  working  ability 
of  the  concrete  will  thus  be  greatly  improved*  A  well 
graded  natural  sand  with  coarse  aggregate  screened 
out  will  show  voids  as  low  as  25%  ;  in  a  poorly  graded 
sand  the  value  may  be  as  high  as  38%.  The  voids 
in  crushed  stone  frequently  run  to  50%. 

The  use  of  gravel  in  the  most  recent  specifications 
calls  for  screening  into  sand  and  gravel,  then  recom- 
bining  in  proportions  according  to  voids.  Pit-run 
gravel  generally  contains  sand  in  excessive  propor- 
tions to  gravel.  If  gravel  contains  40%  sand  and  a 
very  rich  mix  is  used,  say,  1-3^,  a  fair  concrete  can 
sometimes  be  produced  but  it  is  always  cheaper  in 
such  cases  to  screen  the  gravel  and  remix  the  sand 
and  stone  in  proper  proportions.  In  this  particular 
instance  there  will  be  a  saving  of  l/$  barrel  of  cement 
per  cubic  yard  of  concrete  by  using  proportions  of 
1-2-3,  also  the  resulting  strength  may  be  increased. 

The  sizing  of  stone  called  for  in  concrete  road  con- 
struction, requires  little  screening  and  only  those 
screens  need  to  be  used  that  will  enable  you  to  obtain 
a  stone  that  will  pass  a  2  in.  ring  and  be  retained  on 
a  ^  or       in.  screen. 

The  concrete  mixers  generally  used  are  those  of 


batch  type,  provided  with  traction  driven  power  loader 
and  automatic  regulated  water  tanks.  Mixers  with 
boom  and  bottom  dump  buckets  of  sufficient  size  to 
convey  one  complete  batch,  are  those  most  commonly 
used  and  specified. 

The  filling  of  the  skip  is  accomplished  in  practice 
in  two  ways: — shovelling  directly  from  supply  piles, 
or  loading  wheel  barrows.  The  former  means,  how- 
ever, is  generally  discouraged,  as  accuracy  is  impossible 
in  obtaining  the  correct  proportions,  and  besides  the 
entire  loading  gang  loses  time  waiting  while  the  con- 
tainer is  raised  and  lowered. 

The  question  of  correct  proportions  for  concrete 
is  being  taken  up  in  practically  every  laboratory  in 
Canada  and  the  United  States,  the  result  of  investiga- 
tions accomplished  so  far  indicating  that  unsatisfac- 
tory concrete  will  result  from  the  use  of  best  aggregates 
if  they  are  not  properly  proportioned. 

The  general  recommendation  of  1  :  I3/2 :  3  or  1  :2 :4 
mix  must  be  considered  only  general  and  it  is  most 
essential  that  the  material  for  use  be  thoroughly 
tested  out  under  laboratory  conditions  before  used  in 
construction. 

Consistency 

The  question  of  correct  consistency  is  in  most  in- 
stances, treated  with  the  proportioning  of  aggregates, 
as  the  make  up  of  this  combination  results  in  the  best 
concrete.  Most  engineers  would  prefer  dealing  with 
the  question  of  consistency  first  and  allowing  the  ques- 
tion of  proportion  to  be  dealt  with  secondly. 

A  scheme  that  was  used  on  the  work  that  I  am 
most  familiar  with  proved  to  be  of  great  value  in  keep- 
ing the  consistency  a  constant.  The  method  was  to 
incline  a  board  at  various  angles,  placing  a  shovel 
full  of  green  concrete  at  one  end,  then  incline  the 
board  to  an  angle  at  which  the  best  predetermined 
consistency  from  laboratory  investigation  showed. 
Alter  heavy  rain,  stock  piles  absorb  a  considerable 
quantity  of  water  and  with  the  scheme  mentioned 
above  it  is  quite  easy  to  keep  the  same  consistency  as 
was  first  used.  It  requires  very  little  time  to  deter- 
mine the  right  angle  and  it  has  the  advantage  of 
keeping  the  water  content  fairly  constant  and  assists 
in  placing  and  finishing. 

Joints  and  Reinforcement 

Studies  have  been  made  of  various  slab  lengths 
under  various  weather  and  subgrade  conditions  and  it 
would  appear  that  on  sandy  subsoils,  the  slab  length 
can  be  lengthened  to  50  or  60  feet,  and  on  clay  subsoil 
to  35  or  40  feet.  The  more  recent  tendency  however 
has  been  to  increase  the  slab  length  to  70  and  80  feet 
for  sandy  subsoil,  and  40  to  50  feet  for  clay  subsoil. 
This  is  a  matter  that  should  be  given  due  consideration 
as  climatic  conditions  and  temperature  change,  such 
as  we  have  here  in  Ontario,  must  be  taken  into  con- 
sideration. 

It  is  generally  recommended  that  reinforcing  be 
placed  in  concrete  roads  over  20  feet  in  width.  The 
amount  of  reinforcement  to  be  used  per  sq.  yard  should 
be  determined  by  an  engineer  familiar  with  local 
conditions.  The  temperature  range  and  percentage  of 
moisture  varies  with  each  locality.  It  is  evident  there- 
fore that  each  roadway  must  be  studied  to  suit  these 
conditions . 

Finishing  and  Curing 

Prior  to  finishing,  it  is  essential  that  the  surface 
of  the  concrete  be  brought  to  the  proper  grade  and 
cross-section.    The  manner  of  doing  this  will  depend 
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primarily  upon  the  width  of  the  road  or  whether  side 
forms  or  curbs  will  be  used  to  guide  the  strike  board. 

During  hot  weather  it  will  usually  be  found  neces- 
sary to  cover  the  surface  of  the  finished  pavement 
with  canvas  as  soon  after  floating  or  belting  is  com- 
pleted as  the  effect  of  covering  assists  in  keeping  a 
more  uniform  temperature  over  the  finished  work, 
which  results  in  increased  strength  and  assists  in  giv- 
ing a  better  wearing  surface  to  the  road. 

The  process  of  curing  involves  two  distinct  features  : 

(1)  Protection  until  the  hardening  of  concrete  has 
reached  its  final  set;  (2)  protection  after  final  set. 

In  the  first  instance  a  canvas  is  supported  over  the 
road  by  means  of  portable  frame  work  2  feet  above  the 
surface  on  which  is  placed  canvas. 

For  protection  after  final  set,  the  canvas  covers 
are  removed  and  the  concrete  covered  with  earth  or 
other  water  retaining  material.  This  covering  should 
be  at  least  two  inches  thick  and  should  be  kept  thoro- 
ughly wet  for  a  period  of  from  ten  to  14  days. 


Street  Paving  in  Towns  and  Villages 

 By  E.  A.  James*  

ECONOMICAL  municipal  administration,  inex- 
pensive transportation,  convenience  and  clean- 
liness demand  paved  roadways  in  towns  and 
villages  just  as  surely  as  present  day  commerce 
requires  railroads.  The  building  of  provincial  high- 
ways to  the  limits  of  towns  and  villages  creates  a  new 
demand  for  pavements  in  the  urban  districts  which 
must  be  met. 

Unfortunately  we  have  not  been  planning  for  pave- 
ments as  we  should.  Streets  have  been  graded, 
sidewalks  laid,  shop  and  dwelling  entrances  construc- 
ted without  any  regard  to  future  paving  schemes,  and 
the  grade  line  must  be  struck  if  the  pavement  is  to  be 
either  economical  of  construction  or  easy  of  travel. 
In  every  town  and  village  where  we  have  supervised 
paving  work  the  cost  of  taking  care  of  improperly 
constructed  sidewalks  and  haphazard  doorsteps  has 
been  many  times  the  fee  that  would  have  been  re- 
quired to  pay  for  proper  plans  when  the  street  was 
first  graded  or  sidewalks  laid. 

Preparing  Plans  and  Profiles 

A  survey  for  pavements  should  usually  cover  not 
only  the  street  to  be  paved,  but  the  streets  intersect- 
ing and  the  drainage  area  tributary  to  the  street  de- 
fined. Following  this  general  plan;  a  detailed  survey 
of  the  street  should  be  made.  In  making  this  survey 
the  building  line,  street  limits,  sidewalks,  poles,  hyd- 
rants, trees  and  other  obstructions  should  be  accurately 
located.  In  the  roadway  itself,  sewer,  water,  tele- 
phone and  electric  light  manholes  should  be  located 
rs  to  position  and  depth.  Careful  measurements 
should  be  made  of  existing  water  outlets,  such  as 
culverts  and  old  drains,  and  this  information  care- 
fully plotted  to  a  suitable  scale,  preferably  40  feet  to 
the  inch.  On  the  profile  will  be  shown  the  elevation 
of  the  doorsteps  on  both  sides  of  the  centre  line,  the 
sidewalk  elevation  and  the  elevation  of  the  intersect- 
ing streets.  In  taking  levels  for  the  profile,  levels 
should  be  taken  every  hundred  feet,  or  more  often  if 
there  is  a  marked  change  in  the  elevation  of  the  ground 
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at  the  centre,  quarters,  curb  line  and  two  feet  back 
of  the  curb.  These  levels  will,  in  addition  to  giving 
a  profile,  serve  as  a  basis  for  calculating  the  quantities. 

Alignment 

The  alignment  of  roads  in  towns  and  villages  is 
usually  within  such  confined  limits  as  to  admit  of 
little  variation;  the  controlling  points  usually  being 
the  telegraph  and  telephone  poles,  electric  light  poles, 
fire  hydrants  and  tree  lines.  W  ith  these  controlling 
points  fixed,  the  only  consideration  is  that  of  safety 
and  the  expense  of  construction.  Of  course,  when 
possible  the  centre  line  of  the  pavement  should  be  the 
centre  line  of  the  street,  although  on  streets  which 
have  a  different  elevation  on  either  side  the  centre 
line  of  the  pavement  is  sometimes  put  off  centre  to 
assist  in  lowering  or  raising  the  curb  line. 

Grades 

The  grade  established  on  the  profile  will  in  most 
cases  be  governed  rather  by  the  elevation  of  steps 
of  buildings  than  the  traffic  requirements  of  an  eco- 
nomic grade.  Except  in  unusual  circumstances,  the 
maximum  grade  now  found  in  towns  and  villages 
will  be  found  to  be  6  per  cent.  This  grade  was  estab- 
lished in  the  days  when  roads  were  built  for  horse 
driven  vehicles,  and  in  a  rough  way  the  streets  were 
graded  to  a  6  per  cent,  maximum.  The  expense  of 
lowering  this  grade,  hav  ing  regard  to  land  damages, 
will  usually  be  greater  than  any  saving  in  transporta- 
tion charges.  It  is  not  yet  determined  what  grade 
is  an  economic  grade  for  motor  vehicles.  The  ques- 
tion is  being  carefully  studied,  having  in  mind  the 
fact  that  the  maximum  grade  for  motor  vehicles  is 
the  steepest  grade  that  can  be  negotiated  with  min- 
imum of  power.  Until  motor  vehicles  are  better 
standardized,  there  is  not  likely  to  be  a  very  satis- 
factory solution  to  this  problem. 

At  the  beginning  and  end  of  all  grades  where  the 
grade  changes  abruptly,  vertical  curves  should  be 
used  so  as  to  provide  gradual  change  in  direction, 
which  is  conducive  to  easy  riding.  If  hauling  were 
the  only  consideration,  a  level  grade  would  be  the 
most  economical,  but  where  the  road  surface  is  com- 
paratively smooth  this  is  not  so  important,  as  ordin- 
arily a  road  surface  causes  greater  resistance  to 
traffic  than  the  grade. 

Width  of  Pavement 

Having  settled  the  alignment  and  the  grade,  the 
width  of  pavement  should  be  the  next  consideration. 
The  limit  of  width  of  vehicles  operating  on  Ontario 
highways  is  90  inches,  so  that  it  will  be  seen  two 
trucks  would  theoratically  pass  on  a  16  ft.  roadway. 
Practically  however,  due  to  overhang,  the  trucks 
might  operate  on  two  feet  less,  so  that  theoretically 
an  8  ft.  pavement  would  be  sufficient  for  one  line  of 
traffic.  When  the  traffic  increases  so  that  vehicles 
pass  or  meet  one  another  at  a  greater  rate  than  ten 
turnouts  per  hour,  the  pavement  should  be  wide  enough 
for  two  lines  of  traffic,  of  for  safety,  18  to  20  feet. 
Perhaps  better  still,  for  two  line  traffic,  18  ft.  roadway 
with  3  ft.  shoulders  on  either  side. 

Tt  is  now  customary  to  pave  residential  streets  28 
ft.  wide,  as  this  permits  vehicles  to  be  parked 
on  either  side  of  the  roadway,  leaving  a  width  be- 
tween sufficient  for  passing  of  other  vehicles,  and  also 
provides  room  for  turning.  Where  the  blocks  are 
short  and  the  traffic  not  dense,  24  feet  of  pavement  is 
sufficient.    On  business  streets  where  space  may  be 
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required  for  three  lines  of  traffic,  streets  are  usually 
paved  36  ft.  wide.  This  allows  for  delivery  waggons 
to  stand  at  the  curb,  leaving  plenty  of  space  for  mov- 
ing traffic,  both  slow  and  rapid,  to  pass  through. 

Crown 

The  crown  given  will  depend  on  the  grade,  type 
of  pavement,  and  in  a  lesser  degree  on  the  personal 
preference  of  the  engineer.  Formerly  pavements  were 
constructed  with  very  high  crown.  This  is  not  at 
all  necessary  with  water-proof  surfaces,  whether 
bituminous  or  concrete.  On  the  highly  crowned 
pavements  three-quarters  of  the  drop  from  the  crown 
to  gutter  came  between  the  quarter  and  the  curb  line, 
thus  throwing  extra  strain  on  the  wheel  of  the  vehicles. 
With  bituminous  materials  built  with  a  high  crown 
there  is  a  tendency  to  creep  to  the  curb,  and  because 
of  this  the  first  repairs  are  required  along  the  gutter. 

For  permanent  pavements  we  now  adopt  a  max- 
imum crown  of  4  in.  for  24  ft.  pavement ;  Ay2  in.  crown 
fof  a  28  ft.  pavement  and  up  to  5^4  in.  for  a  42  ft. 
pavement.  When  the  pavement  approaches  an  inter- 
section with  a  rising  grade  across  it,  the  curb  and 
gutter  are  tilted,  the  centre  remaining  the  same.  The 
curb  on  the  high  side  is  raised  and  on  the  low  side 
dropped,  and  the  crown  thrown  over  on  the  quarter 
on  the  higher  side. 

At  pavement  intersections  it  is  good  practice  to 
raise  the  crown  an  inch  or  an  inch  and  a  quarter 
above  the  grade  as  shown  on  the  profile.  This  adds 
to  the  appearance  and  assists  in  shedding  the  water 
at  intersections. 

Storm  Sewers 

Having  decided  on  the  grade  and  width  of  pave- 
ment, it  is  now  possible  to  plan  for  the  removal  of 
storm  water.  If  the  pavement  is  a  comparatively 
narrow  strip  in  the  middle  of  the  highway,  it  may  be 
possible  to  dispose  of  the  water  by  open  "side  ditches, 
but  in  towns  and  villages  the  better  practice  is  to 
construct  the  pavement  with  curb  and  gutter,  and  to 
provide  for  the  removal  of  storm  water  by  pipe  drains 
provided  with  suitable  catch  basins  and  manholes. 
The  size  of  the  sewer  will  depend  upon  the  grade, 
distance  to  outlet  and  catchment  area.  It  is  good 
practice  to  design  for  the  removal  of  V/2  inches  of 
rain  per  hour.  Where  possible  it  is  best  to  locate 
the  sewer  outside  of  the  curb  of  the  pavement,  more 
especially  if  the  storm  sewers  and  pavements  are  to 
be  laid  in  the  same  year.  Where  this  is  not  possible, 
and  the  sewer  is  laid  under  the  pavement,  great  care 
should  be  taken  in  backfilling.  As  storm  sewers  do 
not  need  to  be  laid  at  a  greater  depth  than  four  feet, 
this  backfilling  can  be  so  made  as  not  to  endanger 
the  pavement. 

Selecting  Type  of  Pavement 

The  selection  of  the  most  desirable  type  of  pave- 
ment demands  a  knowledge  of  the  characteristics 
and  costs  of  available  raw  materials  which  go  into 
pavement  construction,  together  with  a  knowledge  of 
the  suitability  of  those  types  of  pavements  to  the  pres- 
ent and  possible  future  traffic.  In  street  paving 
attention  should  always  be  given  to  aesthetic  con- 
siderations, but  among  the  various  standard  types  of 
pavements  that  are  now  available,  all,  when  properly 
constructed,  have  a  pleasing  effect. 

A  whole  book  might  be  written  on  the  selection 
of  a  type  of  pavement,  but  just  here  reference  will 
be  made  to  a  few  of  the  principles  that  should  govern 
selection.    Now  that  the     Loads     of  Vehicles  Act 


specifies  the  weight  of  traffic  that  may  be  carried,  there 
is  more  definiteness  than  formerly  in  connection  with 
the  selection  of  foundation.  A  physical  examination 
of  the  soil  and  sub-soil  will  have  to  be  made  to  de- 
termine whether  a  concrete  base  eight  inches,  six 
inches  or  five  inches  may  be  used,  and  experience  only 
will  guide  one  in  forming  an  opinion.  It  may  be 
found  more  economical  to  use  a  consolidated  broken 
stone  base.  It  will  usually  be  found  that  a  rolled 
stone  base  should  be  25  per  cent,  heavier  than  a 
concrete  base.  Conditions  sometimes  warrant  rein- 
forcing the  concrete  base.  In  fact,  frequently  we  have 
considered  it  more  economical  to  add  reinforcing  than 
to  add  concrete  when  the  soil  and  sub-soil  are  soft. 

For  a  wearing  surface  one  has  a  choice  of  concrete, 
bituminous  bound  macadam,  bituminous  concrete, 
sheet  asphalt,  bitulithic,  brick  and  block,  etc.,  each 
having  merit  when  traffic  and  local  materials  are  con- 
sidered. , 

Last  season  we  laid  several  miles  of  bitulithic, 
using  a  gravel  aggregate,  because  near  the  town  where 
we  were  paving  there  was  a  large  and  inexpensive 
gravel  deposit.  In  our  1920  work  we  expect  in  at  least 
two  towns  to  build  fifty  thousand  square  yards  with- 
out using  a  ton  of  stone,  and  in  each  case  bituminous 
binders  will  be  used.  Local  materials  are  going  to 
be  more  than  ever  in  demand,  because  of  the  present 
high,  and  the  probable  future  higher,  freight  rate. 
Of  course  in  selecting  the  type  of  pavement,  one  must 
have  regard  to  the  grade,  as  some  of  the  more  econom- 
ical pavements  are  very  smooth  and  slippery.  The 
use  of  bituminous  concrete  or  sheet  asphalt  up  to  a 
4  per  cent,  grade  is  quite  permissable. 

Bituminous  macadam  up  to  seven  per  cent,  will 
be  found  to  give  good  traction,  and  water  bound  mac- 
adam up  to  12  per  ent.  can  be  negotiated  without 
great  difficulty. 

Financing 

The  method  of  financing  the  street  paving  in  towns 
and  villages  varies  all  the  way  from  the  whole  cost 
being  borne  by  the  municipality  to  the  municipality 
paying  but  one  per  cent.  Paving  may  be  undertaken 
as  a  local  improvement,  either  on  petition,  on  the  initia- 
tive or  on  the  forced  local  improvenent  ;.cheme  ;  or  the 
Council  may  submit  a  By-law  to  the  people  to  raise 
funds  for  paying  for  all  the  pavement  or  part  thereof. 

A  canvass  recently  made  of  26  Ontario  towns 
showed  that  in  66  per  cent  abutting  property  pays 
all ;  in  8  per  cent  abutting  property  pays  50  per  cent ; 
in  24  per  cent  abutting  property  pays  more  than  50 
and  less  than  60  per  cent ;  in  2  per  cent  the  municipal- 
ity pays  all.  It  might  be  pointed  out  that  these  per- 
cents  include  the  street  intersections  and  flankages 
which  the  Local  Improvement  Act  requires  the  muni- 
cipality to  pay. 

A  deputation  from  southwestern  Ontario  waited  upon 
Premier  Drury  and  Hon.  H.  C.  Nixon  recently,  asking  for 
legislation  giving  powers  for  town  planning.  The  deputa- 
tion submitted  two  suggestions  for  legislation  for  the  gov- 
ernment's consideration.  The  following  gentlemen  repre- 
sented the  different  municipalities:  Fred.  Carr,  Oakville; 
Prof.  Hutt,  Georgetown;  Mayor  Westbee,  Guelph;  Aid.  Rif- 
fer,  St.  Catharines;  J.  McAdams,  of  the  Chamber  of  Com- 
merce, Sarnia;  Aid.  J.  M.  Shuttleworth,  Brantford;  Mr.  Brei- 
thaupt,  Kitchener;  Aid.  McQueston,  Hamilton;  A.  Kinzinger, 
Niagara  Falls;  H.  Meill,  Windsor;  Mayor  Little  and  John 
Cottam,  London;  Mr.  O'Brien,  Toronto  Civic  Guild,  Toronto. 
The  Premier  promised  consideration  of  the  schemes. 


226 


THE  CONTRACT  RECORD 


March  10,  1020 


Meeting  of  Ontario  Good  Roads  Association 
is  Most  Enthusiastic  on  Record 

Largest  Gathering  in  History  of  Organization  Hears  Ad- 
dresses of  High  Order  and  Participates  in  Keen  Discussion — 
Hon  F.  G.  Biggs  Explains  Future  Road  Policy  of  Ontario 


BOASTING  a  record  attendance  the  eighteenth 
.-  initial  convention  of  the  Ontario  Good  Roads 
Association  got  away  to  a  flying  start  on  the 
afternoon  of  Wednesday,   March   3,   at  the 
York  County  Buildings,  Toronto.    An  attendance  of 
330  was  registered  which  is^the  best  indication  of 
the  interest  shown  in  the  goo cf  roads  movement. 

Tn  opening  the  proceedings  of  the  association  the 
president,  Mr.  K.  W.  McKay,  of  St.  Thomas  referred 
to  the  progress  of  the  good  road  movement  and  the 
growth  of  public  sentiment  in  favor  of  improved  high- 
ways. He  pointed  ont  that  there  are  now  10,000 
miles  of  roadway  under  the  county  systems,  of  which 
223  miles  are  included  in  the  suburban  areas.  To 
show  that  improved  roads  would  benefit  both  tin- 
cities  and  the  rural  districts,  he  quoted  figures  to  show 
that  47  per  cent,  of  the  automobiles  are  owned  in  the 
cities,  with  the  balance  of  53  per  cent,  owned  in  the 
country. 

The  bulk  of  Mr.  McKay's  address,  however,  was 
a  review  of  legislation.  Several  recommendations 
were  made,  looking  to  the  equalization  of  opportunity 
and  expense,  an  improvement  in  the  method  of  financ- 
ing, and  the  alleviation  of  the  liability  of  municipalit- 
ies for  accidents  on  highways.  Those  portions  of  Mr. 
McKay's  address  treating  of  these  features  are  ab- 
stracted below : 

Assessment  for  Benefit 

The  trend  of  all  public  legislation  should  be  to- 
wards the  equalization  of  opportunity  and  expense. 
In  Ontario  the  legislature  has  kept  this  in  view. 
One  matter  that  should  receive  immediate  considera- 
tion is  the  advisability  of  imposing  a  direct  assessment 
for  benefit.  The  improvement  of  any  highway  has  the 
effect  of  increasing  land  values  in  proportion  to  ex- 
penditure necessary  to  provide  a  road  sufficient  to 
accommodate  the  traffic  over  it.  When  a  county  road 
is  constructed,  it  is  generally  of  a  higher  standard  that 
the  average  township  road  and  the  benefits  derived 
by  the  district  in  which  it  is  located  is  proportionately 
greater.  Property  values  are  largely  influenced  by 
improved  transportation  facilities,  be  they  in  the  form 
of  steam  railways,  electric  lines  or  well  built  roads. 
When  a  county  completes  a  system  of  roads  under  the 
provisions  of  the  Highway  Improvement  Act,  the  value 
of  the  property  is  increased  because  local  transporta- 
tion facilities  are  improved.  The  township  in  which 
the  roads  are  located  are  relieved  of  the  care  of  many 
of  the  more  important  highways  and  the  citizens 
generally  derive  a  direct  benefit  from  this,  as  well  as 
from  the  improved  means  of  transportation  in  their 
midst. 

Two  Defects  in  Legislation 

The  present  Legislation  appears  to  be  lacking  in 
two  respects  if  perfect  equalization  is  desired.  Town- 
ships in  which  provincial  highways  or  county  roads 


are  located  should  be  required  to  make  a  direct  con- 
tribution towards  the  cost  of  construction  and  main- 
tenance and  the  councils  should  have  the  right,  o: 
shifting  their  liabilities  to  the  property  owners  bene- 
fited by  the  construction  of  the  roads.  That  public 
improvement  does  increase  the  value  of  land  is  well 
recognized,  but  there  is  no  hard  and  fast  plan  for 
determining  the  benefit  derived.  This  can  only  ,be 
fixed  after  each  individual  case  has  been  considered 
by  an  engineer,  competent  to  report  thereon.  To 
enable  this  to  be  carried  out,  each  township  should  be 
looked  upon  as  a  construction  area  in  so  far  as  roads 
located  therein  are  concerned  and  their  contribution 
to  the  cost  of  the  roads,  limited  to  from  twenty  to 
thirty  per  cent. 

The  Ontario  Highway  Commission  made  a  com- 
prehensive report  on  the  effect  of  good  roads  in  raising 
land  values  and  the  necessity  for  a  proper  assessment.' 
From  information  before  the  executive  of  this  associa- 
tion last  year  the  assessors'  valuations  of  land  along 
the  Toronto  Hamilton  Highway  in  at  least  one  town- 
ship were  shown  to  be  less  than  they  were  before  the 
highway  was  constructed  and  that  the  sales  had  been 
made  at  very  considerable  increases  over  their  values. 

The  Highways  Department  should  procure  a  report 
on  actual  conditions  in  different  parts  of  the  province 
with  a  view  to  having  the  assessment  law  properly 
administered. 

Finance  of  Highways 

The  Highway  Improvement  Act  is  a  very  complete 
piece  of  legislation.  There  is,  however,  one  matter  the 
Highways  Department  should  consider  and  that  is 
the  necessity  for  some  supervision  of  debenture  issues 
for  road  expenditures. 

The  provision  of  the  Act  providing  for  the  issue 
of  debentures  for  any  expenditure  and  limiting  the 
debenture  term  to  thirty  years  is  too  general.  The 
Department  should  insist  that  this  be  limited  to  the 
estimated  life  time  of  the  work  and  the  maintenance 
system  to  be  inaugurated.  It  is  not  good  financing  to 
extend  the  debenture  term  so  that  a  road  will  be 
worn  out  and  reconstructed  before  the  first  debenture 
is  wholly  paid.  The  supervision  of  debenture  issues 
by  the  Department  is  suggested. 

Liability  for  Accident 

The  general  use  of  motor  vehicles  and  changed 
traffic  conditions  is  directing  attention  to  the  provis- 
ions of  the  Municipal  Act,  Section  460  which  reads  as 
follows :  "Every  highway  and  every  bridge  shall  be 
kept  in  repair  by  the  Corporation  the  Council  of  which 
has  jurisdiction  over  ir,  or  upon  whom  the  duty  of  re- 
pairing it  is  imposed  by  this  Act  and  in  case  of  default, 
the  Council  shall  be  liable  for  all  damages  sustained  by 
any  person  by  reason  of  such  default". 

There  can  be  no  question  but  that  the  law  re- 
specting actions  against  municipal  corporations  for 
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damages  caused  by  the  non-repair  of  highways  is  in 
a  very  unsatisfactory  state.  It  is  submitted  that  a 
municipality  should  not  be  liable  for  defects  in  high- 
ways unless  the  defect  is  of  its  own  direct  creation 
and  that  Section  460  should  be  amended  by  eliminating 
the  words  imposing  a  civil  liability.  Xo  such  liabilitty 
hrs  been  imposed  by  statute  in  any  other  of  the  prov- 
inces of  Canada  except  the  province  of  Manitoba  and 
in  the  case  of  that  province  there  is  the  following 
provision :  "Provided,  however,  that  the  liability  of 
such  corporation  shall  be  limited  to  the  portion  of  the 
road  on  which  work  has  been  performed  or  public 
improvements  made  by  the  municipality.'! 

In  Ontario,  the  liability  to  repair  extends  to  the 
whole  width  of  the  highway  and  so  strictly  are  muni- 
cipalities dealt  with  that  practically  every  person  using 
the  highway  is  insured  against  rccidem.  The  matter 
has  been  brought  to  the  attention  of  the  legislature 
many  times  during  the  past  fifteen  years  by  provincial 
deputations  and  by  this  association  in  co-operation 
with  the  Ontario  Municipal  Association. 

Some  municipalities  have  adopted  the  plan  of  taking 
out  indemnity  policies  protecting  them  from  personal 
and  property  liability,  resulting  from  accidents  on 
highways  under  their  control.  This  is  to  some  extent 
an  innovation  and  as  long  as  the  premium  chrrges  are 
reasonable,  is  a  businesslike  proposition,  the  same  as 
insurance  for  any  other  purpose. 

Official  Welcomes 

The  Lieutenant-Governor,  Mr.  Lionel  H.  Clarke, 
extended  the  official  welcome  to  the  delegates  and 
assured  them  that  his  sympathies  are  wholly  and  en- 
tirely with  the  objects  which  the  association  has  in 
view.  Mayor  Church  of  Toronto  gave  the  welcome 
to  the  city. 


Hon.  F.  C.  Biggs  Explains  Road  Policy 


The  outstanding  event  of  the  first  session  and  in- 
deed of  the  whole  convention  was  the  explanation  of 
the  new  road  policy  of  Ontario  by  Hon.  F.  C.  Biggs, 
Minister  of  Public  Works  and  Highways. 

1824  Miles  of  Provincial  Roads 

In  outlining  the  road-development  policy  of  the 
Ontario  Government  Mr.  Biggs  definitely  named  the 
22  roads  upon  which  the  Government  intends  to  com- 
mence improvement  work  as  soon  as  conditions  will 
permit  in  the  Spring,  and  he  explained  that  these  22 
roads,  taken  in  addition  to  the  existing  Provincial 
highway  scheme  of  422  miles,  brings  the  grand  total 
of  mileage  up  to  1,824.7.  This  huge  system  of  road- 
way construction  plans  to  touch  every  county  in  the 
Province,  and  while  the  Hon.  Mr.  Biggs,  recognized 
that  it  would  be  impossible  to  bring  the  1,824.7  miles 
of  proposed  roadway  up  to  perfection  within  the  five 
years  allotted  for  their  construction,  he  did  hope  that 
at  the  end  of  that  time  they  would  be  so  near  a 
state  of  perfection  that  all  Ontario  would  be  proud 
of  them.  At  the  same  time,  Hon.  Mr.  Biggs  pointed 
out,  that  there  had  been  great  care  exercised  in  the 
selection  of  the  roads  which  are  now  being  brought 
under  the  Provincial  scheme.  In  making  their  selec- 
tions, they  had  taken  into  consideration  the  amount  of 
traffic  now  passing  over  the  roads  ;  they  had  considered 
the  market  possibilities  of  the  population  centres 
touched,  the  automobile  and  truck  traffic  which  would 


be  served,  and  the  agricultural  needs  of  the  districts 
tapped. 

The  roads  named  by  the  Minister,  which  go  to 


make  up  the  1.824.7  miles  mentioned  above,  with  their 
approximate  mileage  are  : 

Miles 

1.  Windsor    to    St.  Thomas  (Talbot 
Road)   126 

2.  St.  Thomas  to  London   16 

3.  Maidstone    to    Lambeth  (Long- 
woods  Road)   105.5 

4.  St.    Thomas    to    Niagara    Falls  141 

5.  Jarvis  to  Hamilton   27 

6.  Hamilton  to  Chatsworth   103 

7.  Arthur  to  Kincardine  .  .  . ;  .  .  .  .  64.5 

8.  Sarnia  to  Road  No.  11   62.7 

9.  Stratford  to  Brampton   77 

10.  Ham'lton  to  Kitchener   32 

11.  Stratford  to  London  47.5 

12.  Stratford  to  Goderich   42.5 

13.  Toronto  Hamilton    (Dundas    St.)  37 

14.  Cooksville  to  Owen  Sound   102.4 

15.  Toronto  to  Bradford   31 

16.  Bradford  to  Severn  River   55 

17.  Toronto  to  Rouge  River   11.8 

18.  Whitby  to  Lindsay   36.5 

10.    Port  Hope  to  Peterboro   26.8 

20.  Kingston  to  Ottawa   102 

21.  Ottawa  to  Point  Fortune   69.5 

22.  Ottawa  to  Pembroke   89 

23.  Existing  Provincial  System   422 


Total    1,824.7 


Method  of  Construction 

In  elaborating"  upon  the  method  to  be  employed  by 
the  Government  in  pressing  their  roadway  construction 
as  rapidly  as  possible,  the  Minister  stated  that  the  work 
would  start  with  the  centres  of  population  and  would 
reach  out  into  the  rural  districts,  as  he  felt  that  by 
using  this  method  the  most  people  would  be  served 
in  the  Quickest  possible  time.  One  of  the  first  duties 
of  the  highway  engineers  would  be  to  go  over  the 
existing  roads  and  pick  out  the  weak  spots,  the  places 
which  are  in  the  greatest  need  of  standardization,  and 
these  strips  would  be  improved  as  rapidly  as  con- 
ditions would  permit.  This  would  tend  to  bring  about 
uniformity  of  construction.  Each  road,  he  added,  as 
soon  as  it  was  taken  over  by  the  Provincial  Highway 
Department,  would  pass  out  of  the  control  of  the 
County  systems. 

In  pointing  out  that  the  Province  is  relieving  the 
counties  of  much  of  their  present  countv  roadway 
programmes,  Mr.  Biggs  trusted  this  would  not  mean 
that  any  county  could  feel  that  its  work  is  being  done 
for  it,  and  that  accordingly  it  could  let  up  on  its  own 
systems.  On  the  contrary,  he  hoped  that  each  county 
would  appreciate  that  the  Province  is  taking  off  its 
hands  the  most  expensive  portion  of  its  proposed 
roadway  construction,  and  that,  therefore,  its  hands  will 
be  free  to  go  ahead  with  the  improvements  of  a  much 
greater  mileage  than  it  had  ever  been  before  counted 
upon.  With  the  more  expensive  of  the  roads  being 
looked  after  in  each  countv,  the  county  should  come 
along  and  improve  any  where  from  150  per  cent,  to 
200  per  cent,  of  the  original  mileage  counted  upon. 
This  could  be  done,  he  felt,  at  no  greater  cost  than 
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the  counties  had  planned  upon  spending  upon  their 
original  programme. 

Townships  Able  to  Enlarge  Program 

Exactly  the  same  thing  should  apply  to  township 
construction.  For  the  counties,  in  enlarging  their 
present  programme,  would  necessarily  have  to  take  in 
many  roads  now  coming  within  the  township  jurisdic- 
tion. These  roads,  in  their  turn,  being  the  most  ex- 
pensive of  the  roads  on  the  programmes  of  the  town- 
ships, and  passing  as  they  should,  under  county 
jurisdiction,  would  mean  that  the  townships  should  be 
free  to  spend  exactly  the  same  sum  planned  upon, 
but  upon  a  greater  number  of  roads. 

Referring  to  the  suburban  areas  the  Minister 
pointed  out  that  the  Government  now  proposes  to  pay 
40  per  cent,  on  all  work,  whether  construction  or 
maintenance  ;  whereas  the  present  arrangement  is  that 
the  Government  should  pay  20  per  cent,  of  the  cost 
of  maintenance  only.  "We  are  outlining  a  progres- 
sive policy  in  order  that  no  road  should  go  down  the 
hill  "  the  Minister  continued. 

Maintenance  to  be  Insisted  On 

Too  many  roads  have  been  built  in  Ontario,  and 
have  been  left  to  wear  out.  I  cannot  emphasize  too 
strongly  the  fact  that  you  must  pay  attention  to  the 
maintenance".  The  Department  of  Public  Works,  he 
continued,  has  no  desire  to  be  mean  or  rash,  but  he 
wanted  to  throw  out  the  warning  that  in  any  district 
where  proper  attention  is  not  paid  to  maintenance, 
the  Government  will  step  in  and  cancel  its  percentage 
contributions.  In  order  to  check  up  each  district,  a 
staff  of  expert  engineers  will  be  employed  constantly 
to  see  whether  or  not  maintenance  is  getting  its  due 
share  of  attention,  and  if  it  should  be  found  that  a  dis- 
trict is  overlooking-  that  feature  of  road  work,  then 
grants  will  be  stopped. 

Mr.  Biggs  told  the  township  representatives  that 
it  was  a  new  departure  for  the  Government  to  help  out 
the  townships  to  the  extent  of  20  per  cent.,  but  he 
recognized  that  trunk  roads  lose  much  of  their  use- 
fulness if  they  are  not  supported  by  feeders.  In  order 
to  encourage  townships  still  more,  he  repeated  a  state- 
ment made  some  time  ago  by  the  Government  that  in- 
stead of  paying  the  present  25  per  cent,  of  the  salaries 
of  township  engineers,  up  to  $600,  he  would  pay  40  per 
cent,  of  their  full  salaries,  no  matter  what  the  amount. 
An  effort  would  also  be  made  to  give  the  township 
standardized  ideas  on  road  construction  and  mainten- 
ance. 

Special  consideration,  he  explained,  would  be  given 
to  municipalities  with  less  than  1,500  of  a  population, 
through  which  any  Provincial  highway  might  pass. 
In  order  to  help  these  municipalities,  the  Government 
would  build  their  roadway  for  them,  as  he  felt  that 
unless  something  like  this  were  done,  it  would  result 
in  a  large  number  of  poor  strips  of  roads  in  the  centre 
of  the  Provincial  systems.  Many  of  these  small  cen- 
tres, he  stated,  are  in  a  poor  financial  condition,  and 
if  left  to  construct  their  own  roadway  for  the  full 
length  of  their  extended  municipal  boundaries,  they 
would  probably  be  unable  to  do  the  work  promptly 
or  well. 

Roads  Through  the  Villages 

Another  type  of  consideration  would  be  given  to 
the  municipalities  of  1,500  and  over.  In  such  cases, 
the  Government  Provincial  engineers  would  not. stop 
their  construction  at  the  edge  of  the  municipality's  de- 


clared border — as  these  borders  often  extend  far  be- 
yond the  buildings — but  would  build  the  roadway  right 
up  to  the  population  limit.  From  that  point  on,  the 
Government  would  construct  the  road  through  the 
town  according  to  the  regulation  width,  and  the  mu- 
nicipality would  have  the  chance  of  extending  that 
roadway  to  the  curbs. 

Brigadier-Gen.  C.  H.  Mitchell,  who  moved  a  vote 
of  thanks  to  the  Minister,  referred  to  the  fact  that  the 
University  of  Toronto  is  now  paying  particular  atten- 
tion to  the  training  of  engineers,  and  he  hoped  they 
would  be  able  to  turn  out  sufficient  well-qualified  men 
to  help  the  Government  for  all  time  to  come  in  their 
roadway  policies.  The  University  had  recognized  the 
growing  importance  of  highway  construction,  and  ac- 
cordingly had  planned  to  give  this  department  of  en- 
gineering particular  attention. 

Mr.  T.  W.  Smith,  1st  vice-president  of  the  East- 
ern Ontario  Good  Roads'  Association,  extended  the 
greetings  of  Eastern  Ontario,  and  assured  the  Minis- 
ter that  his  association  would  do  what  it  could  to  fur- 
ther the  Government  scheme. 

At  the  Thursday  morning  session  the  chairman, 
Mr.  K.  W.  McKay,  president  of  the  association,  read 
a  resolution  which  had  been  handed  in  to  the  Com- 
mittee on  Resolutions,  endorsing  an  increase  in  motor 
license  fees,  this  increase  to  be  utilized  to  help  defray 
the  cost  of  road  building. 


*>*  Good  Roads  "  Campbell  Explains 
Application  of  Federal  Road  Aid 

The  chairman  then  called  on  Mr.  A.  W.  Campbell, 
Dominion  Highway  Commissioner,  who  delivered  an 
address  on  "Federal  Aid,"  which  is  reviewed  below. 

"On  July  7  last,"  commenced  Mr.  Campbell,  "the 
Dominion  Government  passed  an  act  providing  $20,- 
000,000,  to  be  divided  among  the  different  provinces, 
in  proportion  to  population,  to  be  used  in  paying  40 
per  cent,  of  the  cost  of  building  roads  throughout 
the  country,  to  be  designated  by  the  Provincial  Road 
Departments  and  approved  by  the  Federal  Govern- 
ment. It  was  thought  better  to  provide  a  large  sum, 
which  would  enable  the  different  provinces  to  lay 
down  a  road  building  program  to  cover  four  or  five 
years,  than  to  submit  this  money  in  small  amounts 
from  time  to  time.  The  first  regulation  in  connection 
with  the  grant  is  that  the  different  provinces  submit 
to  the  Federal  Government,  a  map  outlining  the  pro- 
posed roads  to  be  constructed  during  this  five  year 
period.  Ontario's  program,  now  completed,  provides 
for  the  construction  of  1800  miles  of  roadway.  This 
is  a  big  undertaking,  the  carrying  out  of  which  will 
mean  a  great  deal  of  care  and  study  on  the  part  of  the 
government  and  the  various  road  departments.  Ow- 
ing to  the  high  cost  of  materials  and  labor,  tjjere  is 
no  doubt  that  this  program  is  going  to  involve  a  tre- 
mendous expenditure,  but  I  believe  the  benefits  to  re- 
sult unquestionably  justify  this  outlay. 

Consider  Demands  of  Traffic 

"As  to  what  the  character  of  the  work  shall  be,  is 
a  question  that  is  going  to  give  you  considerable 
worry.  We  believe  that  the  improvements  carried  out 
should  be  as  nearly  as  possible  in  keeping  with  the 
demands  of  traffic." 

Mr.  Campbell,  at  this  point,  emphasized  the  im- 
portance of  careful  consideration  being  given  to  the  de- 
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mands  of  traffic,  and  the  estimated  increase  in  traffic 
due  to  the  improvements  at  different  points,  so  that  the 
proper  road  to  meet  the  various  conditions  might  be 
constructed.  "It  is  impossible  for  us,"  he  continued, 
"to  raise  sufficient  money  to  go  along  recklessly  es- 
tablishing expensive  roads  where  traffic  does  not  jus- 
tify the  expenditure.  On  the  other  hand,  where  a 
road  requires  more  expensive  construction,  it  is  good 
business  economy  to  make  these  expenditures.  These 
different  classes  of  roads  all  have  their  place  in  the 
country's  road  system." 

The  speaker  pointed  out  that  the  Dominion  grant 
does  not  cover  any  bridge  which  it  may  be  found  ne- 
cessary to  build  on  these  roads,  but 'it  does  include 
culverts  up-  to  20  ft.  in  width,  and  he  urged  the  im- 
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portance  of  careful  consideration  being  given  to  their 
construction. 

Machinery  to  Keep  Cost  Down 

"Much  thought  will  also  have  to  be  given,"  con- 
tinued Mr.  Campbell,  "to  the  question  of  maintenance. 
Maintenance,  to  my  mind,  is  a  matter  to  which  we  have 
not  given  the  attention,  in  the  past,  that  it  deserves. 
Construction  without  provision  for  maintenance  is  a 
big  mistake.  The  employment  of  capable  men  for  the 
direction  of  the  work,  the  selection  of  quality  mater- 
ials and  the  utilization  of  modern  machinery,  as  far 
as  possible,  are  essential  points  in  the  successful  car- 
rying out  of  road  construction.  The  cost  of  labor 
and  the  hire  of  animal  power  at  the  present  time  are 
so  high  as  to  make  construction  almost  prohibitive ; 
therefore  it  is  a  part  of  economical  construction  to 
employ  modern  machinery  wherever  possible  to  keep 
down  the  cost  of  the  road." 

Mr.  Campbell,  in  his  closing  remarks,  stated  that 
it  was  very  encouraging  to  note  the  number  of  road 
departments  that  are  being  established  all  over  the 
country  and  the  enthusiasm  which  is  .evident  on  every 
hand,  and  promised  the  co-operation  of  the  Dominion 


department  in  the  best  development  of  the  province's 
system  of  good  roads. 

Discussion  on  Liability 

Following  Mr.  Campbell's  address,  Reeve  Ward, 
of  Kent  County,  brought  to  the  attention  of  the  mem- 
bers that  clause  in  the  present  Act  which  holds  muni- 
cipalities responsible  for  accidents  occuring  on  high- 
ways within  their  boundaries.  He  urged  that  some 
action  be  taken  during  the  convention  to  secure  an 
amendment  of  this  act,  relieving  municipalities  from 
this  responsibility,  which  he  thought  unfair.  Con- 
siderable discussion  took  place  on  this  question,  sev- 
eral delegates  quoting  cases  where  their  respective 
councils  had  been  forced  to  pay  damages  for  acci- 
dents occurring  on  the  highways,  when  no  actual  proof 
was  available  that  the  complainant  was  obeying  the 
road  laws  with  regard  to  speed,  etc.  It  was  at  first 
proposed  that  a  representative  delegation  interview 
the  Attorney  General,  Hon.  Mr.  Raney,  on  this  ques- 
tion, but  it  was  finally  decided,  on  suggestion  of  the 
chairman,  that  Mr.  Raney  be  invited  to  the  after- 
noon meeting  to  discuss  the  matter  thoroughly  with 
the  members. 

Hon.  Mr..  Raney  paid  a  brief  visit  to  the  conven- 
tion in  the  afternoon  and  announced  that,  in  response 
to  .requests  of  members,  his  department  would  give 
consideration  to  the  matter  of  amending  the  Municipal 
Act.  Many  oi  the  members  present  expressed  the 
opinion  that  in  its  present  form  the  act  made  it  too 
easy  for  persons  sustaining  loss  or  injury  through 
accidents  on  the  highways  to  bring  actions  against 
municipalities,  lie  also  stated  that'  the  appointment 
of  Mr.  J.  E.  Elliott,  ex-M.P.P.  for  West  Middlesex, 
as  special  counsel  to  the  Attorney-General,  would  en- 
able his  department  to  deal  in  a  comprehensive  man- 
ner with  the  legal  aspect  of  the  good  roads  legislation. 

At  Thursday  noon  the  delegates  were  the  guests 
of  the  Lieutenant-Governor  for  luncheon.  There  were 
326  present,  the  delegates  being  received  by  Mr.  and 
Mrs.  Clarke  and  Miss  Clarke.  All  the  Cabinet  Minis- 
ters, with  the  exception  of  the  Premier,  were  present. 

A  vote  of  thanks  was  extended  to  the  Lieutenant- 
Governor  for  his  hospitality,  and  the  delegates  ex- 
pressed themselves  well  pleased  with  the  reception 
they  had  received. 


Concentrate  on  Maintenance  and  Defer 
Construction — By  A.  R.  Hirst 

At  the  Thursday  afternoon  session  the  feature  was 
an  address  on  "The  Necessity  for  State  Highways," 
by  A.  R.  Hirst,  C.E.,  State  Highway  Engineer,  Wis- 
consin Highway  Commission.  In  giving  the  Ontario 
delegates  the  benefit  of  the  experiences  of  the  State 
of  Wisconsin,  which  started  its  active  road  policy 
in  1907,  Mr.  Hirst  declared  that  too  much  attention 
could  not  be  paid  to  maintenance.  When  he  started 
work  in  connection  with  highway  development,  his 
idea  had  been  that  money  would  be  wasted  unless  it 
were  spent  on  the  construction  of  permanent  high- 
ways. Since  that  time,  he  has  completely  reversed 
his  views,  and  so  declared  his  conviction  that  the 
best  way  to  get  a  quick  return  for  money  expended 
would  be  to  start  a  maintenance  system  on  the  roads, 
as  they  now  exist,  and  then,  when  the  present  high- 
ways have  been  brought  up  to  a  passable  state,  the 
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engineers  could  start  in  with  the  construction  of  the 
permanent  roads.  Mr.  Hirst  urged  a  cautious  amd 
sound  policy  in  road  building  and  cautioned  the 
delegates  against  a  mushroom  growth  that  would 
make  us  forget  the  old  rule  of  safety  and  sobriety. 

''I  have  been  in  this  road  game  in  three  American 
states  for  more  than  sixteen  years,"  Mr.  Hirst  told 
his  audience.  "I  have  seen  the  road  business  in  the 
States  rise  from  a  condition  where  very  few  were  in- 
terested in  it  to  where  it  has  become  the  greatest 
of  our  engineering  projects.  But  I  think  all  of  us 
who  have  grown  up  with  this  problem  have  seen  the 
baby  grow  into  a  child,  and  the  child  into  a  man 
without  fully  realizing  the  size  of  the  project." 

Money  for  Roads  is  Plentiful 

This  year,  Mr.  Hirst  continued,  the  United  States 
would  have  available  for  expenditure  on  roads  $650,- 
000,000.  But,  he  said,  the  people  had  been  supplying 
the  money  more  quickly  than  they  had  been  able  to 
devise  means  of  spending-  it  to  good  advantage.  Such 
a  condition  was  in  marked  contrast  to  that  of  a  few 
years  ago,  when  "there  was  always  a  suspicion  about 
young  college  'dudes'  coming  out  and  telling  grey- 
bearded  old  farmers  how  to  handle  the  road  work." 

"I  do  not  know  whether  the  growth  of  the  road 
movement  in  Canada  has  been  the  same  as  in  the 
United  States."  he  continued,  "but  I  assume  that 
human  nature  does  not  cease  because  of  an  imagin- 
ary boundary  line,  and  that  your  progress  has  also 
suffered  through  the  disease  of  politics."  He  explain- 
ed that  a  political  turnover  in  America  had  meant 
the  refilling  of  all  Government  appointments,  and  that 
consequently  the  progress  of  roads  had  suffered,  be- 
cause about  forty  of  their  road  superintendents  were 
replaced  every  year.  "And  moreover,"  Mr.  Hirst  re- 
marked, "the  principal  occupation  of  the  new  men 
was  to  spend  their  time  telling  what  fools  the  men 
were  who  held  office  before  them." 

Cannot  Complete  System  in  15  Years 

Mr.  Hirst  said  that  from  1907  till  1911  the  State 
Highways  Department  of  Wisconsin  was  merely  an 
Advisory  Board,  but  that  from  1911  on  some  5,000 
miles  of  road  had  been  taken  under  the  control  of 
the  State.  "I  am  firmly  convinced,"  he  said,  "that  we 
can  spend  several  million  dollars  in  making  these 
roads  passable,  not  in  1950,  but  in  1920.  There  is  no 
state,  and  there  is  no  province  in  the  Dominion  of 
Canada  that  can  produce  men,  money  or  material  to 
fully  complete  the  highway  system  they  must  have 
in  the  next  ten  or  fifteen  years. 

"But  pending  this  ten  or  fifteen  years,"  he  ques- 
tioned, "are  you  going  to  be  stuck  in  the  mud.  or  are 
you  going  to  first  make  your  roads  passable  and 
leave  as  of  secondary  importance  the  making  of  them 
into  the  permanent  highways  that  you  would  like  to 
have  ?" 

Patrol  System  Very  Effective 

Outlining  Wisconsin's  experience,  Mr.  Hirst  stat- 
ed that  they  had  adopted  the  patrol  system,  by  which 
one  patrolman,  with  a  team  and  wagon,  was  allotted 
to  each  six  or  ten  miles  of  road  under  the  mainten- 
ance scheme.  These  patrolmen,  he  stated,  had  been 
able  to  bring  Wisconsin's  roads  up  to  such  an  im- 
proved condition  that  the  average  speed  possible  in 
traveling  the  full  length  of  the  state  had  been  increas- 
ed from  15  to  22  miles  per  hour,  and  general  satisfac- 
tion had  been  given  all  around. 

If  he  had  four  and  a  half  millions  to  spend  on 


maintenance,  and  twenty  millions  to  spend  on  new 
construction,  he  stated,  he  would  see  that  provision 
was  made  for  the  outlay  of  all  the  maintenance  fund 
before  he  started  on  construction.  The  Wisconsin 
theory  is— First  make  all  the  roads  passable,  then 
put  in  the  permanent  roads  as  rapidly  as  money,  lab- 
or and  material  can  be  had.  One  dollar  spent  intelli- 
ently  on  maintenance,  he  declared,  is  worth  two  or 
three  dollars  spent  on  construction. 

Gravel  Roads  Advocated 

In  the  past  two  years  Wisconsin  has  found  that 
they  could  maintain  their  roads  to  a  high  state  of  ef- 
ficiency at  a  rate  of  $400  per  mile,  whereas  construc- 
tion would  cost  anywhere  from  $30,000  to  $50,000  per 
mile.  Remarkably  fine  results,  he  added,  have  been 
reached  with  gravel  roads,  and,  telling  of  his  state's 
further  experience,  Mr.  Hirst  stated  that  the  water- 
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bound  macadam  road  had  given  them  endless  trouble. 
As  a  result,  they  have  now  settled  down  to  the  policy 
of  constructing  three  types  of  road — earth  surfaces, 
sand  on  clay  or  clay  on  sand;  gravel  roads,  construct- 
ed at  a  cost  of  $8,000  a  mile ;  and  concrete  roads,  or 
roads  of  other  material  on  a  concrete  base.  This  lat- 
ter, he  stated,  was  the  only  ultimate  road  for  heavy 
traffic,  but  the  cost  is  high. 

The  gravel  road  was  especially  recommended  by 
Mr.  Hirst.  Wisconsin's  experience  had  proved  it  to 
be  unbeatable  for  temporary  work.  Under  the  patrol 
system  of  maintenance  it  was  giving  the  best  of  ser- 
vice. Mr.  Hirst  was  opposed  to  the  road  drag  as  a 
maintenance  implement,  but  recommended  the  road 
machine  and  planer  with  which  his  patrolmen  were 
equipped. 

A  lively  discussion  followed  Mr.  Hirst's  address 
and,  in  reply  to  many  questions,  he  was  able  to  give 
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much  detailed  information  as  to  the  construction  of 
various  types  of  roads  to  meet  local  needs. 

*       *  * 

An  interesting  address  was  delivered  at  the  final 
session  on  Friday  morning  by  Lieut.-Col.  \\  .  G.  Mac- 
Kendrick,  D.S.C.,  who  made  a  reputation  for  him- 
self at  the  front  as  a  road  builder.  Col.  MacKendnck 
gave  a  reminiscent  talk  of  his  experiments  and  diffi- 
culties in  France  with  road  gangs,  and  out  of  it  he 
had  some  advice  to  offer  to  the  heads  of  Ontario 
municipalities  who  may  now  be  sharing  in  the  pro- 
gramme of  the  Government.  He  pointed  out  that  the 
two  first  essentials  of  road  construction  are  drainage 
and  maintenance.  As  a  matter  of  fact,  he  believed 
maintenance  should  be  placed  first,  and  his  suggestion 
was  that  it  would  be  better  to  improve  the  existing 
roads  and  bring  them  up  to  a  fair  condition  than  it 
would  be  to  start  upon  active  construction.  Drain- 
age, he  felt  too  little  attention  has  been  paid  to  this 
feature. 

Mr.  W.  A.  McLean,  Deputy  Minister  ot  High- 
ways, emphasized  some  of  the  points  which  had  pre- 
viously been  drawn  to  the  attention  of  the  association. 
He  insisted  upon  proper  drainage,  and  regretted  the 
fact  that  some  districts  have  felt  that  when  they  built 
a  ditch  by  the  side  of  the  road  they  had  the  impression 
that  they  were  not  making  any  showing  for  their  ex- 
penditure. One  of  the  worst  slanders  upon  the  maca- 
dam road,  he  stated,  was  due  to  lack  of  drainage,  for 
even  macadam  roads  could  not  stand  up  if  they  were 
constantly  subjected  to  the  seepage  of  water  from  un- 
derneath. He  gave  a  number  of  examples  of  road  con- 
struction where  attention  had  not  been  paid  to  the 
first  principle  of  economy,  drainage,  but  he  hoped  the 
municipalities  are  now  appreciating  the  value  of  this 
part  of  their  work.  He  also  advised  that  each  district 
undertaking  any  progressive  road  policy  should  ap- 
point a  permanent  superintendent,  a  man  who  would 
hold  office  even  through  the  fluctuations  of  councils 
who  have  to  be  elected  by  the  people.  Touching  upon 
the  question  of  a  municipality's  liability  for  accidents 
on  the  highway,  Mr.  McLean  recognized  that  there 
must  be  a  certain  amount  of  liability,  but  added  that 
there  is  a  stage  beyond  which  no  municipality  should 
be  held  liable.  If  a  district  supplies  a  good  road  twen- 
ty feet  wide,  that  should  be  enough  for  any  man  to 
drive  on,  and  if  a  man,  under  those  conditions,  chose 
to  drive  in  the  ditch,  then  he  should  do  it  at  his  own 
expense. 

Resolutions 

The  Association  went  on  record  as  favoring  a  gen- 
eral scaling  up  in  the  fees  now  charged  for  automo- 
bile licenses.  While  the  association  did  not  state  the 
extent  to  which  they  believed  the  fees  should  be  ad- 
vanced, the  general  feeling  was  that  if  the  Govern- 
ment is  going  to  produce  better  roads  the  motor  own- 
ers should  be  willing  to  bear  their  share  of  the  cost, 
and  the  association  wanted  the  Government  to  know 
their  views  upon  the  point.  They  also  passed  a  reso- 
lution approving  the  policy  for  good  roads  as  outlin- 
ed by  Hon.  F.  C.  Biggs,  Minister  of  Public  Works. 
The  association  alsp  went  on  record  as  favoring  the 
spreading  of  the  cost  of  provincial  roads  over  a  whole 
county  instead  of  limiting  the  expense  to  the  town- 
ship through  which  the  road  may  pass.  By  this,  it  was 
felt  that  the  costs  of  improved  roads  would  be  equal- 
ized over  a  whole  county  instead  of  leaving  the  ex- 
pense to  be  borne  by  certain  townships.  Other  reso- 
lutions favoring  minor  amendments  in  existing  acts 
were  carried. 

The  report  of  the  nominating  committee  gave  the 


following  officers  for  1920:  Llonorary  presidents:  K. 
\V.  McKay,  St.  Thomas;  C.  R.  Wheelock,  Orangeville ; 
president,' L.  E.  Allen,  Belleville;  1st  vice-president, 
T.  f.  Mahoney.  Wentworth  County;  2nd  vice-presi- 
dent, W.  II.  Brown,  Bruce  County;  secretary-treas- 
urer,' Hon.  G.  S.  Henry;  directors:  F.  A.  Senecal, 
L'Original ;  T.  J.  Mahoney,  Hamilton ;  John  Currie, 
Strathroy;  J.  E.  Jamieson,  Southampton;  W.  H.  Nu- 
gent. S.  L.  Squires,  Toronto ;  T.  L.  Kennedy,  Dixie ; 
W.  H.  Pugsley,  J.  A.  Sanderson,  and  J.  E.  Masters. 

Ottawa  Branch  A.G. B.G.I.   Dealing  With 
Question  of  Wages 

AT  the  last  general  meeting  of  the  Ottawa  branch 
of  the  Association  of  Canadian  Building  and 
Construction  Industries,  held  on  February 
18th.  a  very  full  report  of  the  convention  of 
the  Provincial  Builders'  and  Supply  Association  was 
presented  by  Messrs.  G.  A.  Crain  and  H.  J.  Graham, 
the  delegates  representing  the  Ottawa  Association  at 
that  convention. 

At  the  present  time  the  Ottawa  Association  is  deal- 
ing with  the  question  of  wages  for  this  year.  Below  is 
given  a  list  of  the  rates  of  wages  that  are  being  asked 
by  the  different  trades.  The  association  is  working 
on  the  principle  of  collective  bargaining,  and  is  deal- 
ing with#the  trades  through  the  Building  Trades  Coun- 
cil of  Ottawa,  instead  of  dealing  with  each  trade 
individually. 

The  Joint  Industrial  Council  will  also  be  continued 
as  it  has  proved  very  advantageous,  both  to  the  men 
and  to  the  employers. 

The  officers  for  the  year  1920  of  the  Ottawa  branch, 
A. C. B.C. I.  are:  President,  G.  B.  Greene;  vice-pres- 
idents, H.  J.  Graham  (General  Contractors'  Section), 
J.  R.  Douglas,  (Trade  Contractors'  Section),  R.  Hooper 
(Supply-Men's  Section);  honorary  treasurer,  E.  M. 
Barrett;  honorary  secretary,  G.  A.  Crain;  Board  of 
directors,  W.  Doran,  W.  A.  Mattice,  S.  Christie,  J.  B. 
Duford,  WT.  Mclnenly,  E.  D.  Spence,  H.  Peel,  E. 
Ramus,  J.  S.  C.  Adamson,  J.  R.  Murphy,  J.  T.  Blyth, 
A.  K.  Mills. 

The  following  list  gives  the  demands  of  the  different 
trades  in  Ottawa  for  the  year  1920: 

Per  Hour 


Masons  and  Bricklayers,  Marble  and  Tile  Setters  .  .  .  $1.00 

Carpenters*  85 

Laborers  65 

Electrical  Workers  85 

Plasterers  and  Cement  Finishers  .  .  85 

Wood,  Wire  and  Metal  Lathers  75 

Stone  Cutters   1.00 

Sheet  Metal  Workers  85 

Slate,  Tile   and    Composition   Roofers,    Damp  and 

Waterproof  Workers  ,.  .70 

Plumbers  and  Steamfitters  (settled  by  themselves). 

Heat  and  Frost  Insulators  and  Asbestos  Workers..  .65 

(To  be  dealt  with  by  Master  Plumbers) 
Ironworkers — 

Laying  out  templates  80 

(Cutting  main  material;  cutting  main  detail) 

Rivetting  70 

Punching,  drilling,  facing,  sawing,  grinding,  chip- 
ping, bucking,  heating,   assembling  65 

Handling,   straightening,   scraping,  painting, 

weighing,  helping  out,  main  material  60 

Blacksmiths  and  toolsmiths  80 

Engineers — 

Steam  shovels  and  drag  line   1.00 

Steam  shovel  craneman  and  dinky  engineer  ...  .75 

Orange  peel  buckets  and  clam  shell  75 

Derricks  and  steam  rollers  and  cableways  75 

Steam  hoists  75 

Steam  concrete  mixers  and  air  compressors  70 

Engineers  not  specified  70 
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Montreal  Builders  Hold  Annual  Meeting 

Stabilization  of  the  Building  Trade  to  be  Considered — As- 
sociation Takes  Action  on  War  Memorial — New  Officers 


AT  the  annual  meeting  of  the  Association  of  Mont- 
real Building  and  Construction  Industries, 
held  in  Montreal  on  March  1st,  the  question 
of  the  stabilization  of  the  building  industry 
was  discussed. 

The  report  of  the  secretary-treasurer  was  submit- 
ted by  Mr.  David  K.  Trotter,  who  in  his  financial 
statement  showed  that,  though  the  year  had  begun 
with  liabilities  of  $500,  there  was  now  a  surplus  of 
$429,  and  the  capital  account  had  not  been  touched. 
Three  years  ago  liabilities  were  -$3,000,  but  that  had 
been  wiped  out  by  a  special  fund  raised  in  1918  and  by 
the  influx  of  new  members  during  the  current  year. 
There  were  now  158  members  on  the  roll,  an  increase 
of  46  for  the  year.  The  need  of  more  commodious 
premises  was  urged,  and  the  secretary  suggested  that 
the  exchange  should  erect  and  own  its  own  building, 
with  fully  equipped  restaurant,  recreation  and  business 
rooms.  This,  he  thought,  might  be  made  a  paying 
proposition.  Commenting  on  the  work  of  the, sections 
of  the  association,  Mr.  Trotter  discussed  the  urgent 
need  for  arriving  at  some  basis  on  which  to  deal 
with  labour  problems  in  relation  to  the  building  trade 
as  a  whole,  under  which  different  crafts  would  be 
uniformly  balanced.  The  adoption  of  an  apprentice- 
ship system  was  also  urged. 

Mr.  E.  G.  M.  Cape,  in  moving  adoption  of  the 
secretary-treasurer's  report,  said  there  were  men  who 
were  now  organizing  the  building  trades  for  what 
would  either  be  an  adjustment  or  a  strike  in  the  very 


near  future.  Eor  that  reason  there  was  need  of  a 
strong  Builders'  Exchange  to-day. 

Association  Suggests  Soldier's  Memorial 

On  the  motion  of  Mr.  J.  K.  McNutt  the  following 
motion  was  unanimously  accepted :  "Whereas  the  mat- 
ter of  the  erection  of  an  appropriate  Soldier's  Memorial 
will  attract  the  attention  of  the  citizens  of  Montreal 
at  a  very  early  date,  and  whereas  the  form  of  memorial 
must  only  be  decided  after  a  great  deal  of  consider- 
ation of  the  magnitude  of  the  Great  War,  and  the  sac- 
rifices and  bereavements  of  our  citizens,  and  whereas 
in  our  judgement  we  believe  that  the  memorial  should 
be  in  keeping  with  the  importance  that  the  city  of 
Montreal  has  attained  in  the  commercial  world;  be 
it  resolved  that  the  Builders'  Exchange  favors  the 
erection  of  a  memorial  music  hall  that  will  not  only 
meet  the  needs  of  our  city  for  the  next  century,  but 
will  itself  be  a  lasting  monument  erected  to  the  memory 
of  our  sons  slain  in  the  defence  of  our  Empire,  and 
furthermore,  we  as  a  body,  promise  our  unstinted 
support,  morally  and  financially,  to  any  representative 
body  selected  for  the  purpose  of  collecting  the  neces- 
sary funds  to  build,  equip,  and  endow  the  same". 
Mr.  J.  P.  Anglin  seconded  the  motion,  and  Mr.  W.  H. 
Ramsay  supported  it.  The  mover  and  seconder  were 
appointed  a  committee  to  follow  up  the  proposal. 

A  report  of  the  Committee  on  Labor  at  the  Ot- 
tawa conference  was  made  by  Mr.  J.  P.  Anglin,  who 
read  out  the  recommendations,   which   provided  for 


Three  Members  of  New  Directorate  of  Association  of  Montreal 
Building  and  Construction  Industries 


W.    M.    Irving,  President 


F.    J.    Parsons,    Second  Vice-President 


J.  E.  Walsh,  Hon.  Treasurer 
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compulsory  reference  of  disputes  to  the  conciliation 
board,  compulsory  incorporation  of  labor  organiza- 
tions, the  fixing  of  March  31st  for  termination  of  labor 
agreements,  and  other  matters.  The  report  was  ap- 
proved and  referred  to  the  Standing  Committee  on 
Labor.    There  was  also  some  discussion  on  the  ap- 


Mr.  Jas.  K.   McNutt.  Third  Vice-president  of 
the  Association  of  Montreal  Building  and 
Construction  Industries 

prenticeship  system,  and  this  was  also  referred  to  the 
committee. 

Stabilization  of  Building  Industry 
Mr.  W.  M.  Irving,  in  his  presidential  address,  re- 
ferred to  the  great  need  for  stabilizing  the  building 
trade,  and  the  rather  difficult  problems  which  con- 
fronted r.ny  building  operations.  He  spoke  of  the 
labor  troubles  of  the  past  year  as  they  affected  the 
building  trade,  and  stated  they  were  not  altogether 
clear  to  go  ahead  with  an  important  building  pro- 


gramme. The  most  important  business  that  their 
association  would  have  to  take  care  of  during  the 
coming  year,  and  that  very  early  perhaps,  would  be 
the  stabilization  of  the  building  trade.  There  were 
organizers  in  the  Province  of  Quebec,  not  only  from 
other  parts  of  Canada,  but  from  the  United  States, 
who  were  making  a  special  effort  to  organize  Quebec 
in  such  a  way  as  to  cause  a  demand  for  further  in- 
creases in  pay  and  curtailment  of  hours.  The  presi- 
dent rlluded  to  what  he  had  recently  observed  in  Eng- 
land of  the  conditions  there  and  emphasized  the  fact 
that  labor  leaders  were  now  losing  faith  in  the  strike 
and  were  preferring  the  attainment  of  their  objects 
by  direct  legislation.  He  suggested  that  perhaps 
this  method  might  be  tried  in  Canada,  and  that  an 
earnest  effort  should  be  made  to  meet  the  men  by 
amicable  conferences. 

In  surveying  the  operations  of  the  Builders'  Ex- 
change during  the  past  year,  the  president  referred  to 
the  Federal  Government's  housing  scheme,  in  which 
connection  they  had  nominated  members  to  co-oper- 
ate, but  these  names  had  not  been  trken  advantage 
of.  "The  housing  scheme  has  never  materialized," 
said  Mr.  Irving,  "and  I  doubt  if  there  is  a  housing 
scheme  in  the  City  of  Montreal  to-day." 

New  Officers 

Mr.  W.  M.  Irving  was  re-elected  president  for  the 
ensuing  year,  and  the  following  other  officers  were 
elected  without  contest :  First  vice-president,  K.  D. 
Church;  second  vice-president,  F.  J.  Persons;  third 
vice-president,  Jas.  K.  McNutt ;  hon.  secretary,  John 
C.  Watson;  hon.  treasurer,  J.  E.  Walsh;  directors: 
Messrs.  W.  C.  Munn,  J.  P.  Anglin,  John  Quinlan,  C. 
M.  Morssen,  Douglas  Bremner,  T.  Latourelle,  J.  H. 
Roberts,  Fred  B.  Locker,  A.  W.  Bremner,  A.  T.  Alex- 
ander, Wm.  McNally,  J.  M.  G.  Lockerby  and  John 
Grieve. 


Should  Engineers  Unionize?— A  Debate 

Affirmative  and  Negative  Sides  of  this  Question  Discussed 
in  Two  Papers    Read   Before  Toronto  Branch   E.  I.  G. 


Unionization  of  Engineers  is  Advisable, 
Practical  and  Necessary 
by  W.  Snaith 


SHOULD  engineers  unionize?  It  will  serve  to 
clarify  the  issue  if  we  should,  to  some  extent, 
say  what  we  understand  by  the  term  "unioniza- 
tion". According  to  the  new  dictionary  of  the 
English  language,  a  union  is  a  combination  of  co- 
laborers  for  the  joint  and  mutual  protection  of  their 
specific  trade  ;  unionism  is  the  principle  of  combining 
for  unity  of  purpose  and  action  ;  a  labor  union  is  an 
association  of  wage  workers  in  a  trade  for  advancing 
their  mutual  interests ;  a  trade  union  is  an  organized 
association  of  workmen  skilled  in  any  trade  or  indus- 
trial occupation,  formed  for  the  protection  and  pro- 
motion of  their  common  interests,  especially  the  in- 
crease of  wages,  better  condition,  shorter  hours  of 
labor,  mutual  insurance,  etc. 

An  engineer  is  defined  in  the  Century  dictionary  as 


one  versed  in  any  branch  of  engineering;  one  who 
runs  or  manages  an  engine.  Engineering  is  there  de- 
fined as  the  science  and  art  of  making,  building,  or 
using  engines  and  machines  or  of  designing  and  con- 
structing public  works  or  the  like,  requiring  special 
knowledge  of  materials,  machinery  and  the  laws  of 
mechanics.  These  definitions  are  more  or  less  general 
and  it  would  not  be  too  much  to  say  that  the  Engin- 
eering Institute  is  a  Union  within  the  definition  of  a 
union  as  a  combination  of  co-laborers  for  the  joint 
and  mutual  protection  of  their  specific  trade,  if  we 
conceded  that  trade  is  not  very  much  different  from 
profession.  • 

Unionization,  I  do  not  doubt,  conveys  to  your 
minds,  as  it  does  to  mine,  a  more  definite  idea  than 
the  general  one  I  have  mentioned,  and  for  the  purposes 
of  this  debate  I  think  we  shall  agree,  in  order  that 
there  shall  be  a  debate,  that  we  mean  what  a  labor 
leader  would  understand  by  unionization,  i.e.,  a  union 
of  engineers  for  the  joint  and  mutual  protection  of 
their  profession  and  the  promotion  of  their  common 
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interests,  especially  the  increase  of  salaries,  bettering 
of  conditions,  and  to  make  the  case  more  clear-cut, 
let  us  include  the  right  of  engineers  to  use  unionism's 
final  weapon  in  the  securing  of  its  demands — the  right 
to  strike. 

Three  Viewpoints  of  Unionization 

Having  cleared  the  way  by  the  definitions  my 
proposition  is  to  prove  to  you  that  the  engineering 
profession  should  be  unionized  and  I  should  like  to  do 
this  under  three  headings:  That  it  is  advisable;  that 
it  is  practical,  and  that  it  is  necessary. 

Unionization  is  advisable  because  in  the  first  place 
it  binds  together  by  strong  ties,  such  as  self-interest, 
co-operation  and  the  like,  and,  in  the  second  place, 
because  in  union  there  is  strength. 

It  is  practical  because  it  has  already  produced  re- 
sults among  engineers,  and  because  it  has  produced 
results  among  other  callings. 

Unionization,  in  the  third  place,  is  necessary  for 
four  reasons : 

1.  Salaries  are  too  low  and  can  be  raised. 

2.  Because  the  world  needs  engineers  and  is  not 
likely  to  get  them  unless  salaries  are  raised. 

3.  It  is  necessary,  very  necessary,  because  other 
agencies  have  failed. 

4.  Unionization  has  never  failed  in  the  long  run. 

5.  Unionization  is  necessary  because,  as  was  said 
in  tha  old  "Tea  Party"  days:  "If  we  do  not 
hang  together  we  shall  hang  separately." 

6.  It  is  necessary  because  it  is  founded  on  correct 
principles. 

Let  me  now  enlarge  on  these  points : 

Unionization  is  Advisable 

As  to  the  advisability  of  unionization,  the  state- 
ment that  it  binds  by  strong  ties  and  that  in  union 
there  is  strength,  calls  for  little  in  the  way  of  proof, 
and  it  would  be  necessary  to  place  before  you  a  con- 
crete proposal  for  the  formation  of  a  union,  let  us  say, 
affiliated  with  the  American  Federation  of  Labor  be- 
fore it  would  be  worth  while  to  amplify  this  phase 
of  the  subject.  We  shall  probably  reap  more  benefit 
by  proceeding  to  our  other  points. 

Unionization  is  Practical 

I  have  said  that  unionization  has  produced  results 
among  engineers  and  as  proof  I  would  submit  that  in 
the  International  Federation  of  Technical  Engineers 
and  Draughtsmen  affiliated  with  the  American  Fed- 
eration of  Labor,  there  are  over  4,000  civil,  electrical, 
and  mechanical  engineers,  besides  some  3,000  naval 
architects,  and  a  few  thousand  draughtsmen,  all  high- 
ly trained,  technical  men,  graduated  from  almost  every 
university  in  America.  There  are  39  unions,  scattered 
over  America  from  coast  to  coast.  In  the  National 
Federation  of  Federal  Employees,  which  is  also  affili- 
ated with  the  American  Federation  of  Labor,  there 
are  more  than  5,000  civil,  mechanical  and  mining  en- 
gineers besides  some  6,000  school  teachers  and  55,000 
others,  among  whom  are  many  professional  men  and 
women.  The  Chicago  Union  has  grown  to  such  a 
point  that  the  architectural  men  in  the  "union  expect 
in  1920,  to  have  the  union  label  used  on  all  plans  and 
specifications,  and  they  further  expect  to  be  backed 
up  in  this  by  the  Building  Trades  Council,  so  that  no 
union  men  will  work  from  any  but  union  label  plans. 

There  may  be  some  here  who  will  almost  instinc- 
tively oppose  such  an  action,  but  the  proposed  legis- 
lation which  this  institute  is  apparently  anxious  to 
secure,  is  based  on  the  same  fundamental  principle. 


Unionization  is  practical  because  it  has  produced 
results  among  other  callings.  A  classic  example  of 
this  is  the  pay  of  bricklayers;  but  the  locomotive  en- 
gineers and  firemen,  together  with  the  other  great 
[Brotherhoods,  are  a  better  example  still,  on  account 
of  the  high  tone  which  they  have  managed  to  give, 
their  organizations.  I  need  not  go  into  details  in  this 
connection.  It  is  hot  pleasant  reading  for  engineers 
to  read  the  statement  of  salaries  paid  to  the  operat- 
ing department  of  the  railways  and  contrast  it  with 
that  paid  to  engineers. 

We  have  seen  that  unionization  is  advisable  and 
practical,  let  me  now  show  you  that 

Unionization  is  Necessary 

1.  Unionization  is  necessary  because  salaries  are 
not  only  lower  among  engineers  than  among  a  num- 
ber of  trades,  but  they  are  actually  and  positively  too 
low,  regardless  of  what  these  trades  may  be  getting. 
That  salaries  can  be  raised  by  unionization  need  only 
be  stated  to  be  adopted.  It  is,  of  course,  assumed  that 
engineers  will  stick  together  and  work  together.  If 
they  do  not  they  have  abandoned  the  principle  of  un- 
ionization and  it  cannot  help  them. 

2.  The  world  needs  engineers  at  the  present  time 
and  it  needs  them  very  much  indeed.  The  world, 
however,  is  not  going  to  get  engineers,  as  such,  unless 
it  pays  them  better  to  be  engineers  than  to  be  some- 
thing else,  and  the  world  is  offering  engineers  much 
greater  rewards  as  salesmen  and  managers  than  it  is 
as  engineers  and  this  not  at  all  necessarily  because 
their  training  fits  them  as  salesmen  or  managers  or 
such  like,  but  for  the  simple  reason  that  the  world 
is  accustomed  to  paying  better  salaries  for  these  posi- 
tions than  it  does  to  engineers. 

3.  Unionization  is  necessary  because  other  agen- 
cies have  failed.  There  is  a  stirring  of  the  dry  bones 
in  a  number  of  the  National  Engineering  Societies  of 
America,  and  the  members  longingly  expect  that  this 
time  something  will  be  done.  I  cannot  say  that  I 
think  so.  It  was  pointed  out  very  aptly  by  a  writer 
in  an  engineering  journal  that  the  type  of  man  who 
is  elected  to  office  in  these  societies  is  not  the  type  of 
man  who  can  be  expected  to  be  very  much  interested 
in  the  salaries  of  the  junior  members  of  the  profes- 
sion. (And  right  here  let  me  say  that  I  have  always 
considered  that  the  salaries  paid  in  the  higher  branch- 
es depend  very  much  on  those  paid  to  the  juniors  in 
the  profession). 

Neveir  Failed  in  the  Long  Run 

4.  Unionization  has  never  failed  in  the  long* run. 
This  is  a  strong  statement,  but  it  is  abundantly  justi- 
fied. The  Brotherhood  of  Locomotive  Engineers  has 
never  lost  a  strike  in  its  history  and  has  not  had  a 
strike  in  twenty-five  years  or  more.  This  record 
is  probably  not  equalled  by  any  other  union.  Unions 
are  fallible  and  make  mistakes  and  get  beaten  for  them. 
It  is  not  surprising  that  union  leaders  should  make 
mistakes.  They  are  not  generally  expected  to  be  uni- 
versity men  or  men  of  great  education,  and  the  his- 
tory of  the  labor  union  movement  is  such  that  it  is 
not  surprising  if  some  of  their  leaders  should  go  to 
extremes.  It  is  a  mistake  to  assume  that  because 
other  unions  have  made  mistakes  in  the  past  that  a 
union  of  engineers  would  repeat  such  mistakes.  If 
engineers  unionize  it  will  not  be  too  much  to  expect 
that  they  will  act  in  a  gentlemanly  and  professional 
way.  They  have  handled  the  powers  of  nature  in  the 
past  in  a  way  which  has  been  creditable  to  the  profes- 
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sion  and  it  is  not  to  be  expected  that  when  they  se- 
cure the  use  of  powers  to  which  they  are  abundantly 
entitled  and  which  will  redound  to  their  own  advant- 
age that  they  will  not  use  these  powers  wisely. 

5.  Unionization  is  necessary  because  if  we  do  not 
work  together,  we  shall,  as  we  have  proved  many 
times  in  the  past,  get  nowhere. 

6.  Unionization  is  founded  on  correct  fundamental 
principles.  A  practical  proof  of  this  exists  in  the 
fourth  point  which  I  have  made  before.  Unionization 
has  never  failed  in  the  long  run. 

I  might  preach  a  sermon  under  this  head  from  the 
text  "Ask  and  ye  shall  receive,"  and  in  that  case  I 
would  particularly  emphasize  the  word  "ask".  There 
is  a  vast  difference  between  asking  and  begging.  It  is 
a  different  thing  to  ask  knowing  that  your  request  will 
receive  serious  consideration  because  several  hund- 
reds, if  not  thousands,  of  others  are  asking  for  the 
same  thing  at  the  same  time  from  what  it  is  when 
you  ask,  knowing  that  you  are  asking  for  yourself 
alone. 

Economists'  Point  of  View 

These  particular  arguments  are  valuable,  but  they 
are  not  as  fundamental,  perhaps,  as  following  the  reas- 
oning of  the  political  economists.  The  economists 
state  that  there  is  a  fund  from  which  labor  and  capi- 
tal draw  their  resources.  This  fund  is  circumscribed 
to  this  extent,  according  to  the  economists,  that  if 
labor  takes  too  much  there  will  be  nothing  left  for 
capital.  Of  course,  on  the  other  hand,  if  capital  takes 
too  much  labor  will  starve  and  capital  would  for  that 
reason  be  destroyed.  Now,  only  two  conditions  are 
possible  with  regard  to  this  fund.  It  is  either  ample 
to  take  care  of  the  demands  made  upon  it  by  both 
labor  and  capital,  or  it  is  not  ample.  If  it  is  ample 
there  is  no  question  that  engineers  should  receive  their 
fair  share.  If  wages  have  gone  up  the  salaries  of  en- 
gineers should  have  gone  up  in  the  same  proportion. 
I  do  not  need  to  prove  that  they  have  not.  Let  us 
suppose,  however,  that  the  fund  is  not  ample,  that 
there  is  not  enough  wealth  in  this  fund  for  everyone 
to  get  all  that  he  would  like.  In  this  case  I  believe 
that  more  than  ever  the  engineer  should  get  his  share 
first  by  reason  of  his  education  and  ability.  I  never 
get  to  this  point  but  I  am  reminded  of  Aesop's  fable 
of  the  bat,  which  I  should  like  to  quote  for  the  bene- 
fit of  the  engineer  who  feels  that  he  should  not  be 
classed  with  labor.  The  mice  asked  the  bat  to  be  their 
king,  and  were  turned  down  with  a  certain  amount 
of  indignation  by  the  bat,  who  said  that  he  was  a 
bird,  and  to  prove  it,  flew  over  to  the  birds.  The 
birds  laughed  at  him  and  assured  him  that  he  was 
not  a  bird.  The  bat  flew  back  to  the  mice  to  be  a 
king,  but  the  mice  had  elected  a  king  and  would  not 
have  anything  to  do  with  the  bat  now.  If  the  en- 
gineer feels  that  he  is  an  ally  of  capital  is  it  not  pos- 
sible that  he  may  be  giving  up  his  position  as  king 
of  labor? 

Conclusion 

I  have  tried  to  show  you  in  what  I  have  said  that 
unionization  is  advisable,  practical  and  necessary. 
There  are  many  minor  points  which  I  have  not  touch- 
ed on  at  all;  probably  the  first  objection  that  anyone 
makes  to  the  subject  of  unionization  is  that  it  is  not 
professional,  or  that  it  would  lower  the  dignity  of 
the  profession.  Over  15,000  engineers  who  already  be- 
long to  unions  disagree  with  this  stand,  and  I  can 
not  find  it  consistent  myself  with  the  definitions 
which  the  new  dictionary  of  the   English  language 


gives  of  the  words  profession  and  dignity.  Profession 
is  an  occupation  that  properly  involves  a  liberal  ed- 
ucation or  its  equivalent  and  mental  rather  than 
manual  labor ;  hence  any  calling  or  occupation  involv- 
ing special  mental  and  other  attainments  or  special 
discipline.  Dignity  is  defined  as  grave  or  noble  bear- 
ing, impressiveness  of  manner  or  character,  repose, 
and  serenity  of  demeanour,  the  state  or  quality  of 
being  excellent,  worthy  or  honorable.  I  believe  that 
an  engineer  in  a  union  can  be  as  impressive  of  man- 
ner or  character  as  the  best  engineer  outside  of  a 
union,  and  I  think  the  unionized  engineer  would  be 
equally  excellent,  worthy  or  honorable. 

I  believe  that  the  profession  of  engineering  after 
unionization  would  still  involve  a  liberal  education, 
or  its  equivalent  and  mental  rather  than  manual  la- 
bor, and  that  it  would  still  call  for  special  mental  and 
other  attainments  or  special  discipline.  In  other 
words,  I  do  not  believe  that  the  dignity  of  the  profes- 
sion would  be  harmed  in  any  way. 

I  would  like  to  go  further  and  state  that  the  dig- 
nity of  the  profession  would  be  materially  enhanced 
if  engineers  could  be  placed  in  the  position  that  they 
could  afford  to  devote  some  of  their  time  and  ener- 
gies to  matters  outside  of  their  calling. 

T  would  not  like  anyone  to  get  the  idea  that  the 
principle  of  unionization  can  be  adopted  without  a 
struggle  and  without  individual  loss  and  suffering. 
I  have  no  doubt  whatever  that  this  would  happen 
in  some  cases.  I  am  satisfied  that  it  would  not  hap- 
pen to  anything  like  the  extent  that  it  happened  in 
the  earlier  days  of  the  labor  movement,  and  still  hap- 
pens in  certain  sections  where  labor  is  struggling  for 
a  foothold.  Unionization  does  not  offer  you  some- 
thing which  is  -easy  and  perhaps  for  that  reason  it 
will  attract  you. 


Betterment  of  Profession  Attainable  Without 
Unionization— by  Prof.  P.  Gillespie* 


THE  value  of  those  whose  interests  are  more  or 
less  identical  of  having  some  form  of  organ- 
ization for  mutual  advantage  and  for  collec- 
tive and  individual  protection  is  generally 
conceded.  The  slogan  "each  for  all  and  all  for  each" 
has  exerted  a  powerful  influence  on  men  from  the 
earliest  times.  And  moreover,  this  disposition  is  en- 
tirely defensible  and  worthy  of  the  support  and  en- 
couragement of  fair  minded  men.  Workmen  have 
formed  trade  unions — local,  national  and  international. 
Experience  has  taught  them  that  while  the  voice  of  a 
single  worker  is  seldom  heard  in  the  din  of  modern  in- 
dustrialism, the  united  demand  of  a  thousand  is  re- 
corded a  respectful  hearing.  Hence  the  attempt  on  the 
part  of  labor  to  lay  down  conditions  under  which  its 
members  may  be  employed,  its  attempts  to  stipulate  the 
minimum  wage  its  employer  must  pay,  its  efforts  to  fix 
the  number  of  hours  that  shall  constitute  a  day'-i  work 
and  finally  its  refusal,  often  successfully  enforced,  to 
work  with  men  not  of  their  affiliation  or  to  handle 
goods  or  material  produced  by  workmen  not  similarly 
unionized.  This  last  attempt  at  control  is  an  illus- 
tration of  the  desire  of  labor  to  improve  its  solidarity 
and  to  extend  its  power  through  the  organization  of 
national  bodies  where  craft  distinctions  are  not  recog- 
nized.   These  are  attempts  to  unite  all  workmen  ir- 
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respective  of  occupation  under  one-  banner,  so  strong, 
so  thoroughly  loyal  and  so  alert  to  the  interests  of 
its  members  that  no  emplbyer  or  group  of  employers 
will  be  able  to  refuse  its  demands,  or  successfully  op- 
pose it.  To  enforce  its  demands  it  has  recourse  to  the 
strike,  loci  1,  general  and  sympathetic,  in  which  latter 
case  men  who  have  no  grievance  themselves  are  called 
Out  in  order  that  the  demands  of  the  members  of  an- 
other craft  in  another  locality  may  he  assisted  in  se- 
curing- whatever  concessions  they  may  for  the  time 
being  require. 

Employers'  Associations 

Then  again  there  are  Associations  of  Manufactur- 
ers, Employers'  Associations,  Councils  for  Industrial 
Defense  and  what  not,  the  objects  of  which  are  to  re- 
sist what  rre  thought  to  be  the  unreasonable  demands 
of  the  labor  unions  and  to  defend  themselves  against 
their  untrust  worthiness  and  legal  irresponsibility. 
These  have  advocated  the  placing  of  full  legal  ac- 
countability upon  labor  unions  so  that  duties  and  re- 
sponsibilities as  between  employers  and  workers  might 
be  reciprocal  and  equal.  Generally  they  have  been  op- 
posed to  strikes  and  lockouts  and  in  favor  of  an  ami- 
cable and  equitable  adjustment  of  differences  with 
employees  which  will  preserve  the  rights  of  both  par- 
ties. By  injunction  they  have  fought  the  boycott  and 
through  representations  to  legislatures  they  have  op- 
posed vigorously  its  legalizing.  Tl;cv  have  sought, 
generally  by  lawful  means,  to  aid  the  regularly  consti- 
tuted officials  and  machinery  of  the  state  in  the  enforce- 
ment of  existing  laws  and  the  punishment  of  law- 
breakers. 

Thirdly  and  finally  there  are  the  so-called  profes- 
sions, a  profession  being  generally  understood  to  be 
an  occupation  involving  2  liberal  education  or  its 
equivalent,  and  mental  rather  than  manual  labor.  The 
professions  too  hrve  their  associations  for  professional 
advancement  and  for  individual  and  collective  pro- 
tection. One  function  is  the  dissemination  of  profes- 
sional knowledge.  Another  is  the  control  of  the  edu- 
cational qualifications  of  their  members  and  the  ad- 
mission to  their  ranks.  They  discipline  their  members 
for  breaches  of  professional  ethics  and  etiquette  and 
unprofessional  or  immoral  conduct.  They  have  a  code 
of  ethics  and  keep  a  tariff  of  fees  for  professional  ser- 
vices which  can  usually  be  -collected  in  the  courts  of 
law.  They  are  recognized  by  statute  in  that  there  rre 
certain  services  which  by  law  must  be  performed  by 
members  of  these  professions  and  by  them  alone.  They 
seldom  or  never  resort  to  the  strike.  To  the  profes- 
sional man  the  strike  is  undignified,  unethical  and  nu- 
ll ecessary. 

The  Strike  is  the  Weapon  of  the  Trade  Unions 

The  so-called  learned  professions  have  always 
been  held  in  high  esteem  individually  and  collectively 
in  civilized  communities  and  this  for  several  reasons. 
They  are  usually  men  of  attainments  and  culture;  as 
a  class  the)-  identify  themselves  with  the  life  of  the 
community  hi  which  they  dwell.  They  are  usually 
men  of  exemplary  character  and  conduct  and  while  in 
many  cases  their  fees  are  large,  there  are  mi  ny  in- 
stances in  which  members  of  the  professions  have  ren- 
dered valuable  professional  services  for  individuals 
and  communities  for  which  no  remuneration  was  re- 
ceived and  none  wi  s  expected.  Between  the  trade 
unon  and  the  profession  there  are  then  resemblances 
and  differences.  Each  endeavors  to  promote  the  social 
and  material  interests  of  its  members;    Each  controls 


or  endeavors  to  control  the  admission  to  its  ranks  ;  nd 
to  lix  in  some  degree  the  rewards  which  the  services 
of  its  members  can  command.  The  trade  union  must 
command  support  by  more  or  less  autocratic  measures. 
W  hen  disputes  arise  regarding  hours  of  labor,  work- 
ing conditions  or  wages  which  do  not  seem  capable  of 
settlement  by  negotiation,  the  union  has  recourse  to 
the  strike  to  force  the  concession  it  demands,  lint 
strikes  cannot  be  made  effective  if  other  men  are  per- 
mitted to  take  up  the  tools  laid  down  by  the  strikers 
and  a  strike  involves  picketing,  persuasion,  intimidation 
and  often  violence.  To  force  the  "unfair"  employer  to 
see  the  error  of  his  w  ay,  the  boycott  is  adopted  whereby 
his  shop  and  its  product  are  declared  to  the  world  to 
be  unfair  and  are  to  be  shunned  by  all  friends  of  labor. 
In  certain  cases  the  strikers  resort  to  sabotage,  or 
that  species  of  direct  action  where  expense  and  trouble 
:  re  made  for  the  employer  in  order  to  force  his  hand. 

Engineering  is  an  occupation  requiring  on  the  part 
of  those  who  practice  it,  more  than  an  ordinary  amount 
of  intelligence.  It  is  an  occupation  in  which  the  em- 
pirical gives  place  to  the  analytical  to  n  much  greater 
extent  than  in  many  lines  of  human  endeavor.  On  the 
products  of  its  work,  the  lives  and  fortunes  of  hu- 
manity depend.  It  boasts  great  traditions.  It  has 
tunneled  the  mount;  ins,  bored  beneath  the  sea,  con- 
quered the  air,  made  the  desert  to  blossom  as  the  rose. 
With  the  work  of  Watt,  Stephenson,  Smeaton,  Roeb- 
ling  and  Baker  constituting  the  background  of  its  his- 
tory, the  enghieering  profession  has  a  record  for 
achievement  surpassed  by  no  other.  And  with  the  in- 
creasing number  of  new  applications  of  technology  to 
the  crrrying  out  of  the  world's  work,  no  profession 
has  a  future  of  greater  usefulness. 

1 1  is  a  truism  that  engineers  have  not  been  accorded 
the  recognition  to  which  their  work  entitled  them  nor 
have  their  emoluments  in  general  been  commensurate 
with  the  service  they  render.  Like  Kipling's  immortals 
their  reward  too  often  is  the  joy  of  the  working  and 
with  Befton  Braley,  they  can  say: — 

Though  we  like  our  share  of  treasure  and  the 
pleasure  that  it  brings. 

It  is  something  else  that  drives  us  to  our  goal, 

It's  the  triumph  of  our  labor  over  elemental  things 

And  the  vision  which  gives  splendor  to  the  whole. 

We  are  members  of  an  order  that  is  guided  on  by 
dreams 

By  the  voices  of  the  prophets  and  the  seers, 
And  unless  you  care  for  service  more  than  money 
getting  schemes 

You  had  better  never. join  the  engineers. 

Results  of  Union 

Being  human,  engineers  naturally  aspire  to  a  few 
of  the  better  things  of  life.  To  attain  them  some  have 
proposed  unionization  ;  others,  that  they  seek  incor- 
poration so  as  to  require  the  legal  status  of  other  pro- 
fessions. The  results  of  unionizing-  would  probably 
be  these — 

There  would  be  a  minimum  scale  of  pay.  A  day's 
work  in  hours  and  in  output  would  be  defined  and  the 
closed  shop  would  follow. 

The  unionized  engineer  must  support  his  union 
Otherwise  his  union  ceases  to  function  for  who  among 
engineers  would  support  a  union  that  could  not  con- 
serve for  its  members,  the  work  and  the  pay  that  are 
available?  lie  must  therefore  refuse  to  work  along 
with  non-union   men  ;  indeed  he  must  either  coerce 
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them  into  joining  his  union  or  he  must  eliminate 
them  altogether.  All  engineering-  offices  must  there- 
fore be  closed  to  the  non-union  man.  The  unionized 
engineer  further  must  boycott  all  equipment,  struct- 
ures or  plant  tainted  by  non-unionism.  The  chief  en- 
gineer of  the  H.E.P.C.,  for  example,  could  not  recom- 
mend to  his  Commission  the  acceptance  of  tenders 
for  turbines,  motors,  transformers  or  transmission 
towers  upon  which  non-union  engineers  hrd  been 
employed.  The  chief  engineer  of  the  Department  of 
Railways  and  Canals  would  refuse  to  consider  tenders 
for  bridges  unless  the  designs  were  by  unionized  en- 
gineers. If  this  seems  fanciful,  just  re-fleet  that  any 
union  that  does  not  embrace  the  great  body  of  the 
craft  workers  must  fail  of  its  purpose.  The  necessary 
merns  to  this  end  arc  the  closed  shop  and  the  boycott. 
And  to  these  a  very  large  number  of  engineers  who 
object  to  unionizing  on  principle,  and  most  of  the 
employers  are  opposed.  It  would  be  intolerable,  to 
free  men  everywhere.  Government  departments  and 
Government  Commissions,  both  large  employers  of 
engineers,  would  have  both  the  power  and  desire 
to  fight  it,  and  they  would.    It  would  be  bound  to  fail. 

Finally,  how  would  one  reconcile  the  coercive 
methods  of  the  union  with  that  fine  sentiment  appear- 
ing monthly  on  the  front  page  of  the  Institute's 
lourn:  1  which  asserts  that  the  function  of  our  Society 
is  "to  develop  and  maintain  higher  standards  in  the 
engineering  profession  and  to  enhance  the  usefulness 
of  the  profession  to  the  public".  Or  bow  could  one 
square  it  with  the  definition  of  the  illustrious  Treadgold 
that  engineering  is  the  adaption  of  the  great  forces 
in  nature  to  the  use  and  convenience  of  mm? 

Let  us  consider  what  the  effect  on  the  average 
citizen  would  be  if  he  learned  that  the  physicians  or 
the  clergymen  or  the  editors  of  his  community  had 
become . unionized  and  had  adopted  the  tactics  of 
unions.  Would  lie  feel  that  they  had  exalted  their 
callings?  Could  he  bring  himself  to  believe  that  such 
a  step  would  be  consistent  with  the  professions  of 
men  who  shape  to  some  extent  the  intellectual  well- 
being  of  a  community?  1  am  afraid  he  could  not. 
And  similarly  for  engineers,  unionization  would  be 
a  fat;  1  blunder. 

Can  Secure  Legal  Protection 

But  another  and  better  way  lies  before.  Enginer- 
ing  may  become  a  profession  since  it  is  unwise  to 
become  a  trade.  Engineers  might  have  had  legal 
protection  ere  ibis  had  they  been  less  silent.  And  I 
believe  they  cm  get  it  to-day  if  they  go  after  it  in 
the  right  way.  With  hundreds  of  educated  bright 
and  capable  men  in  its  ranks,  with  men  of  vision  and 
capacity  among  its  members,  with  a  record  for  fine 
service  in  the  past  and  m  outlook  for  greater  useful- 
ness in  the  future,  no  government  will  refuse  to  grant 
to  engineers  what  it  has  already  granted  to  physicians, 
lawyers  and  dentists.  Chartered  accountrnts  have 
acquired  a  measure  of  legal  status  where  a  few  years 
previously  they  had  none,  simply  by  concerted  articu- 
lrte  team  action.  Dentists  whose  occupation  is 
manual  and  mechanical  to  a  very  large  degree  have 
obtained  the  professional  status  because  they  present- 
ed their  case  to  a  public  that  was  open  to  reason 
and  was  prepared  to  act  once  it  was  convinced.  As 
engineers  are  we  willing  to  become  a  trades  union 
where  we  might  be- a  profession?  Are  we  willing  to' 
sacrifice  our  birthright  for  a  mess  of  pottage?  Are 


we  going  to  grrsp  the  shadow  when  we  might  have  the 
substance  ? 

Objections  to  Unionization 

I  am  opposed  to  the  unionizing  of  engineers: — 

(1)  Because  1  believe  it  would  be  impossible  to 
get  more  than  half  the  available  membership  to 
support  unionization. 

(2)  That  being  the  case,  in  order  that  the  advmt- 
ages  of  unionization  may  accrue  to  the  unionized 
membership  it  will  be  necessary  to  enforce  the  closed 
shop. 

(3)  The  strike  and  sympathetic  strike  are  means 
of  coercion  which  we  as  engineers  cannot  entertain. 
It  is  entirely  possible  that  bee;' use  of  dissatisfaction 
in  one  section  of  the  country,  all  n.gineers  regardless 
i  f  classification  or  locality  would  be  called  out, 
although  they  might  have  no  grievance  of  their  own. 
And  just  here  let  it  be  stated  thai  nothing  has  alienated 
public  sympathy  from  labor  unions  in  the  past  quite 
as  muc'i  as  the  sympathetic  strike. 

(4)  Another  setuel  to  this  will  be  that  unionizrd 
engineers  m;ist  refuse  to  recommend  or  instal  any 
appliances  upon  which  non-union  engineers  have  been 
employ  ed. 

(5)  The  engineers  of  Can;  da  now  have  in  the 
Engineering  Institute  of  Canada  and  in  other  allied 
assoc'  itions  every  tiling  that  they  might  hope  to  secure 
by  unionization  except  whatever  might  accrue  through 
the  strike  as  a  weapon. 

(6)  By  unionizing  engineers  we  r -ret prostituting 
an  ancient,  honorable  and  respected  tailing  to  the 
level  of  a  trrde.  By  endorsing  the  coercive  method 
we  are  accepting  the  creed  that  between  those  who 
perform  expert  service  and  those  who  profit  thereby, 
there  is  inevitable  warfare,  and  that  <'.:-.  appreciative 
public  opinion  dor  -  not  ex:ist.  This  in  my  opinion 
is  not  borne  out  by  the  facts 

(7)  We  would  be  ignoring  the  principle  that 
interests  of  the  general  public  are  greater  than  those 
of  either  employer  or  employee. 

(8)  I  believe  that  legal  protection  for  engineers 
in  Ontario  is  attainable,  for  T  refuse  to  believe  that 
from  a  Government  that  grants  protection  to  dentists 
and  veterinary  surgeons,  that  taxes  the  consumer  in 
order  to  bonus  a  desirable  industry,  that  refuses  to 
tolerate  the  unqualified  teacher  in  the  humblest  of  our 
rttrrl  schools,  the  protection  of  professional  engineers 
can  be  obtained.  Further,  that  if  it  is  not  obtained, 
the  fault  will  be  ours,  not  that  of  the  public  or  the 
public's  accredited  representatives. 

(9)  I  believe  that  the  use  of  a  crude  weapon  is 
usually  an  acknowledgment  that  the  user  cannot 
command  a  finer  one.  I  believe  thai  to  unionize 
engineers  would  be  to  declare  to  the  world  that  we 
as  r.  class  possess  nothing  that  is  distinctive  or  worthy 
in  education,  training,  attainments,  traditions  or  cap- 
acity for  altruistic  endeavor. 

(10)  Whil?  neither  the  unionizing  nor  the  pro- 
fessionalizing of  engineers  will  ensure  work  where 
work  is  not  to  be  had,  nor  fees  where  consulting 
services  are  not  required,  I  believe  that  the  latter 
will  secure  everything  that  the  former  will  obtain  and 
with  infinitely  greater  credit  to  engineers  as  a  class, 
and  with  their  almost  unanimous  approval. 
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Canada's  Contractors— W.  Hicklin 


At  last  week's  Conference  on  Road  Construction, 
the  consensus  of  opinion  was  that  mechanical  haulage 
for  road  materials  was  the  most  satisfactory  method 
that  could  be  adopted  for  extensive  road  construction. 
In  the  discussion  on  this  topic,  some  very  favorable 
references  were  made  in  this  connection  to  a  long 
stretch  of  road  built  last  year  for  Haldimand  County, 
Ontario,  this  highway,  amounting  to  14  miles  in  length, 
being  built  by  contractors  who  were  wise  enough  to 
select  motor  truck  haulage  for  the  transport  of  their 
road  materials.  The  firm  which  did  this  work  was 
MacConnell  &  Hicklin,  contractors,  of  Ottawa  and 
Toronto,  the  latter  member  of  which  firm  is  the  sub- 
ject of  our  sketch  this  week. 

Mr.  Hicklin  was  born  in  Belfast,  Ireland,  in  1876, 
After  receiving  his  education  at  Mercantile  College, 
Belfast,  he  was  articled  with  a  leading  consulting  civil 
engineer  in  that  city  for  five  years.  He  was  then  em- 
ployed as  resident  engineer  on  various  work  in  the 
neighborhood  of  Belfast,  comprising  waterworks  and 
roadways.  Mr.  Hicklin  then  served  three  years  in 
Africa  as  location  and  construction  engineer  on  a  rail- 
way between  Zambezi  and  Lake  Nyassa.  From  1906 
to  1912  he  was  resident  engineer  of  the  Canadian 
Northern  Railway  and  superintendent  of  construction 
on  the  A.  Q.  &  W.  Railroad.  Later  he  contracted  for 
concrete  work  on  the  Quebec  &  Saguenay  and  on  the 
C.  P.  R.,  in  the  Eastern  townships  and  on  the  north 
shore  of  Lake  Superior. 

During  the  war  he  was  engaged  on  munition  work 
in  Massachusetts,  Sault  Ste.  Marie  and  Toronto  dis- 
trict.   Early  in  the  spring  of  1918  Mr.  Hicklin  entered 


Committee   on  Water  and  Water  Powers 
Presents  Report 

(Continued  from  page  215) 

This  rapid  progress  reflects  a  great  deal  of  credit 
on  the  Dominion  and  should  be  encouraged  in  every 
rational  manner.  At  the  same  time  it  should  be  most 
carefully  guided.  One  of  the  questions  suggested  by 
this  prosperous  condition  is,  how  long  will  we  be  able 
to  carry  it  on  ? 

According  to  a  recent  statement  based  on  United 
States  official  figures,  the  electrical  installations  in  that 
country  have  doubled  every  five  years  during  the  past 
generation.  In  Canada  the  growth  of  hydro-electric 
development  has  been  almost  as  spectacular,  the  pres- 
ent installation  being  over  ten  times  that  of  1900.  The 
present  hydraulic  installation  in  the  Dominion  has 
nearly  reached  2,400,000  h.p.,  and  even  if  we  assume 
only  half  the  rate  above  mentioned  for  the  United 
States,  or  in  other  words,  that  our  present  installation 
would  double  every  ten  years,  a  total  of  4,800,000  h.p. 
would  be  reached  in  ten  years,  9,600,000  h.p.  in  20 
years  and  19,200,000  h.p.  in  thirty  years. 

Water-Power  Resources  of  the  Dominion 

The  following  table  shows  the  estimated  developed 
and  undeveloped  water-power  in  Canada,  an  attempt 
being  made  at  separating  the  available  sites  within 
the  populated  areas  from  those  farther  north. 

We  thus  see  that  while  our  northern  water-powers 
are  yet  untapped,  there  remains  an  aggregate  of  less 
than  7,400,000  h.p.  within  our  populated  areas  It 


into  partnership  with  Major  H.  B.  MacConnell,  of 
Ottawa,  specializing  on  road  building.  This  firm 
shortly  afterwards  signed  up  14  miles  of  highway  for 
the  county  of  Haldimand,  which  work  was  success- 
fully finished  last  year.    They  have  now  secured  a  con- 


Mr.  W.  Hicklin 

tract  in  the  same  township  for  ahother  22l/2  miles  of 
road  of  the  same  type. 

Mr.  Hicklin  is  an  associate  member  of  the  Engineer- 
ing Institute  of  Canada. 


Developed  and  Undeveloped  Water  Power  in  Canada 
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900,000 

2,800,000 

Ontario  

5,800,000 

3,800,000 

1,000,000 

2,600,000 

British   Columbia  . 

3,000,000 

1,300,000 

310,000 

990,000 

Manitoba  

2,797,000 

597,000 

78,600 

518,400 

Alberta   

462,000 

106,000 

32,500 

73,500 

New  Brunswick  .  . . 

300,000 

300.000 

17,000 

283,000 

Saskatchewan  . . 

220,000 

62,000 

40 

61,960 

Nova  Scotia   . . 

100,000 

100,000 

30,000 

70,000 

Yukon   

100,000 

13,400$ 

13,400 

 X 

Northwest  Ter.  .  . 

50,000 

Prince  Edw.  Isl.  .  . 

3,000 

3,000 

1,700 

1,300 

Total  

18,832,000 

9,781,400 

2,383,240 

7,398,160 

*Minimum  all  year  power,  with  possible  regulated  flow  where  investi- 
gated. Figures  for  some  of  the  rivers  included  may  vary  as  additional 
information  is  secured  from  future  detailed  surveys,  flow  records  and 
conservation  storage  investigations. 

fNot  including  Ungava.    5,000,000  h.p.  south  of  the  50th  parallel. 

{Available  possibilities  not  definitely  known. 


may  be  added  that  this  is  by  no  means  I  ased  on  con- 
servative estimates;  full  diversion  and  the  greatest 
head  possible,  at  Niagara  have  b^en  assumed  and  full 
regulated  flow  has  been  taken  on  rivers  where  con- 
servation reservoirs  are  actually  being  utilized  or  where 
estimates  have  been  made  of  such  possibilities. 
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Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


Permits  to  the  value  of  $218,775  were  issued  by  the 
Building  Inspection  Department  at  Hamilton  during  Feb- 
ruary last. 

Building  figures  for  York  Township,  Ont.,  for  the  month 
of  February  last  were  $222,600,  an  increase  of  $98,100  over 
the  same  month  last  year. 

Building  permits  issued  at  St.  Thomas,  Ont.,  for  the 
first  two  months  of  the  year  total  more  than  $1,200,000,  al- 
most 200  per  cent,  greater  than  for  the  similar  period  of 
last  year. 

A  recent  report  from  Windsor,  Ont.,  states  that  the 
contractors  of  that  city  will  meet  the  demands  of  the  brick- 
layers for  $1.25  an  hour;  this  rate,  however,  to  remain  sta- 
tionary for  the  balance  of  the  present  year. 

A  recent  report  states  that  large  financial  interests  in 
the  United  States  will  form  a  Canadian  company  to  be  known 
as  the  Imperial  Brick  Company  of  Canada,  who  will  locate 
plants  at  Montreal,  Toronto  and  Winnipeg. 

In  a  recent  report  of  City  Engineer  Adams,  of  Chatham, 
Ont.,  to  the  Water  Commission,  he  recommends  that  a  rapid 
sand  gravity  plant  be  built  to  solve  the  city's  water  problem. 
He  estimates  the  cost  of  this  plant  at  $336,000. 

Toronto's  total  in  building  permits  issued  during  Feb- 
ruary last  was  $1,463,775,  compared  with  $676,185,  for  the 
same  month  last  year.  Last  month's  figure  was  very  close 
to  the  record  February  total  of  $1,500,000  in  1912. 

The  Poole  Construction  Co.,  of  Regina,  Sask.,  recently 
moved  into  their  new  building  at  the  corner  of  Hamilton 
St.  and  Eighth  Ave.  The  building  is  of  modern  construc- 
tion, 50  x  125  ft.,  providing  ample  room  for  office  and  ware- 
house purposes. 

It  is  reported  that  the  Dominion  Government  will  take 
over  the  Edmonton,  Dunvegan  &  British  Columbia  Rail- 
way, which  connects  the' Peace  River  district  with  Edmon- 
ton. Mr.  J.  D.  McArthur,  well-known  Winnipeg  contractor, 
is  the  present  owner  of  the  road. 

Work  of  moving  and  demolishing  the  present  struc- 
tures on  the  Indian  Reserve  at  Sarnia,  Ont.,  has  been  com- 
menced to  make  way  for  the.  construction  of  the  $3,000,000 
Canadian  plant  of  the  Wills  Lee  Auto  Corporation.  This 
site  was  purchased  from  the  Sarnia  Indians  last  fall. 

At  a  recent  meeting  of  the  town  council  of  Aylmer,  Ont., 
it  was  decided  to  adopt  the  government's  housing  scheme, 
and  the  following  commission  was  appointed:  Mayor  Wag- 
ner, Jos.  Davis  and  Thos.  Wooster.  The  commission  will 
ask  for  $40,000  for  house  building  purposes  this  year. 

Workmen  of  the  various  building  trades  in  Toronto  are 
seeking  increases  averaging  27  per  cent,  over  the  wage  sched- 
ule decided  on  last  year.  Settlements  have  been  arrived  at 
in  some  cases,  the  bricklayers  compromising  on  90c  an  hour 
till  April  1,  and  after  that  $1.00;  electrical  workers  are  re- 
ceiving 85c  at  the  present  time  and  will  get  87J^c  after  April 
1,  and  negotiations  are  under  way  between  the  various  other 
trades  and  the  Builders'  Exchange. 

The  Housing  Commission  of  London,  Ont.,  will  shortly 
call  tenders  for  the  construction  of  54  houses,  varying  in 
design,  forty-two  of  which  will  be  constructed  on  the  Pine 
Lawn  site  on  the  Hamilton  road,  and  the  remainder  in  the 


vicinity  of  the  McCormick  Manufacturing  Company's  fac- 
tory. 

A  large  deputation  of  citizens  from  Victoria  and  Peter- 
boro  Counties,  Ont.,  waited  upon  the  Minister  of  Public 
Works,  at  Ottawa,  recently,  to  urge  the  replacing  of  the 
present  bridge  over  Pigeon  Lake,  claiming  the  present  struc- 
ture to  be  unsafe  for  traffic.  It  is  estimated  that  a  new 
bridge  at  this  point  would  cost  in  the  neighborhood  of 
$100,000.  The  Minister  promised  that  Department  engineers 
would  be  sent  to  Pigeon  Lake  to  look  over  the  situation. 

The  following  officers  were  elected  at  the  annual  meeting 
of  the  Association  of  Montreal  Building  and  Construction  In- 
dustries: Pres.,  W.  M.  Irving  (re-elected);  first  vice-pres.,  K. 
D.  Church;  second  vice-president,  F.  J.  Parsons;  third  vice- 
president,  Jas.  K.  McNutt;  hon.  secretary,  John  C.  Watson; 
hon.  treasurer,  J.  E.  Walsh.  Directors — W.  C.  Munn,  J.  P. 
Anglin,  John  Quinlan,  C.  M.  Morssen,  Douglas  Bremner,  T. 
Latourell^,  J.  H.  Roberts,  Fred  B.  Locker,  A.  W.  Bremner, 
A.  T.  Alexander,  Wm.  McNally,  J.  M.  G.  Lockerby  and  John 
Grieve. 


Trade  Incorporations 

The  Eastern  Stevedoring  &  General  Contracting  Co., 
with  head  office  at  Quebec,  P.Q.,  capital  $100,000. 

Bishopric  Manufacturing  Company,  Limited,  with  head 
office  in  Ottawa,  capital  $150,000,  to  deal  in  wall  board  and 
building  materials. 

The  Canadian  Self  Locking  Concrete  Wall  Co.,  Ltd., 
with  head  office  at  Victoria,  B.C.,  capital  $5000,00  to  carry 
on  the  business  of  contractors  and  builders. 


Personal 

Mr.  C.  C.  Sutherland  has  been  appointed  assistant  city 
engineer  at  Edmonton. 

Mr.  M.  E.  Crouch,  of  Sudbury,  Ont.,  has  been  appointed 
resident  engineer  at  Paris,  Ont.,  and  will  commence  his 
duties  on  April  1. 

Mr.  C.  A.  Boulton,  B.Sc,  of  Gait,  Ont.,  has  accepted  a 
position  on  the  staff  of  E.  G.  M.  Cape  and  Co.,  Ltd.,  engi- 
neers and  contractors,  of  Montreal.  Mr.  Boulton  has  been 
engaged  for  the  past  two  years  in  municipal  engineering 
work  in  the  province  of  Saskatchewan.  He  is  at  present 
working  on  one  of  the  company's  undertakings  at  Sherbrooke, 
Que.,  in  the  capacity  of  assistant  engineer. 

The  resignation  of  Dr.  Emile  Nadeau,  as  Provincial  Di- 
rector of  Housing,  Quebec,  which  was  tendered  the  govern- 
ment on  January  9  last,  was  only  made  public  recently.  Mr. 
Oscar  Morrin,  Deputy  Minister  for  Murfkipal  Affairs,  was 
appointed  to  the  vacancy.  The  technical  commission,  com- 
posed of  an  architect,  a  town  planner,  and  a  sanitary  engi- 
neer, appointed  under  Dr.  Nadeau,  has  been  abolished  by 
the  government,  and  each  municipality  will  now  be  permit- 
ted to  administer  its  share  of  the  housing  loan. 


Obituary 

Mr.  M.  J.  Stack,  a  prominent  Montreal  contractor,  died 
in  that  city  recently  from  penumonia. 

Mr.  J.  L.  Douglas,  city  waterworks  superintendent,  North 
Vancouver,  B.C.,  died  recently  following  an  attack  of  in- 
fluenza. 

Mr.  Reid  Munro,  engineer,  of  Peterboro,  Ont.,  died 
recently  following  an  attack  of  influenza.  Mr.  Munro  was 
an  active  member  of  the  Peterboro  Branch  of  the  Engineer- 
ing Institute  of  Canada. 
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News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Amherstburg,  Ont. 

Town  contemplates  construction  of 
trunk  sewer.  Mayor,  Mr.  Park,  Plans 
will  he  prepared. 

Aylmer,  Que. 

Town  has  under  consideration  the 
construction  of  water  purification  plant 
costing  $30,000.    Mayor,  Mr.  Therian. 

Dundas,  Ont. 

Public  Utilities  Commission  plan  to 
construct  waterworks  extension  costing 
$48,000  by  day  labor.  By-law  will  he 
submitted.     Chairman.   Wm.  Mount. 

Englehart,  Ont. 

Town  wants  prices  on  8  in. -10  in. -12 
in.  sewer  pipe  and  connections,  4  in.-O 
in.  cast  iron  water  mains  and  fittings, 
wooden  water  pipe.  Clerk,  J  as.  Pater- 
son. 

Hawkesbury,  Ont. 

Town  .plans  to  construct  watermains 
arid  sewers  to  new  flour  mill.  Chairman, 
Councillor  Bellefeuille.  C.  N.  Rly.  will 
build  siding  into  mill, 

Hensall,  Ont. 

Usborne  Township  contemplates  con- 
struction of  drainage  system  and  will 
have  plans  prepared.  Clerk,  Henry 
Strang,  Hensall. 

Hull,  Que. 

City  contemplates  construction  of  fil- 
tration plant  to  cost  $250,000.  Mayor, 
Mr.  Cousineau. 

Islington,  Ont. 

E.  A.  James  Co.,  Engineers,  Excelsior 
Life  Bldg.,  Toronto,  have  submitted  to 
Etohicoke  Township  Council  report  on 
new  waterworks  system  costing  $85,000. 
Clerk,  Stephen   Barratt,   Islington,  Ont. 

Lacadie,  Que. 

Chs.  Larocque,  secy.-treas.  to  Muni- 
cipality, has  plans  and  receives  tenders 
until  March  15th  for  macadamizing  four 
miles  of  road. 

• 

Leamington,  Ont. 

Town  plans  to  lay  2,500  ft.  of  4  in.. 
(■>  in.  and  8  in.  water  mains.  Clerk,  E. 
C.  Awrey. 

Port  Dover,  Ont. 

E.  A.  James  Co.,  36  Toronto  St..  To- 
ronto, will  prepare  plans  for  sewerage 
system  for  Village  and  will  call  tenders 
for  necessary  material  for  waterworks 
system. 

Shawinigan  Falls,  Que. 

By-law  passed  authorizing  City  Coun- 
cil to  expend  $00,000  on  aqueduct  and 
street  improvements.  $50,000  on  sewers 
and  $101,000  on  concrete  pavements, 
Clerk,  J.  E.  Meunier. 

St.  Eloi,  Que. 

Town  contemplates  construction  of 
concrete  sidewalk.     Clerk.  Jos.  April. 

St.  Jerome  De  Matane,  Que. 

J.  A.  Gagnon,  secy.-treas.  for  Munici- 


pality, receives  tenders  until  March  23rd 
for  supply  of  materials  to  he  used  in  con- 
struction of  water  works  and  sewers. 
Materials  must  arrive  before  June  1st. 
Plans  with  secy.-treas.  and  with  engineer, 
J.  F.  Grenon,  Chicoutimi. 

St.  Louis  Nazaire,  Que. 

Joseph  Villeneuve,  secy.-treas.  for  Mu- 
nicipality, St.  Louis  Nazaire,  receives 
tenders  (of  gravelling  road  in  Township 
of  Tache. 

Ste.  Marguerite  De  Blairfindie,  Que. 

Plans  are  prepared  and  tenders  will  be 
called  for  macadam  road,  two  miles,'  for 
Municipality.,  Secy.-treas.,  Charles  La- 
rocque,  Lacadie,  Que. 

St.  Mary's,  Ont. 

Water  Commissioners  plan  to  extend 
water  mains  on  Water  St.  S.  Mayor. 
Mr.  Brandon. 

St.  Thomas,  Ont. 

City  contemplates  construction  of  as- 
phalt paving  plant  and  is  securing  esti- 
mates. Prices  wanted  on  $7,000  worth 
of  crushed  stone,  also  on  road  oil  in 
quantities.    Clerk,  W.  B.  Dohcrty. 

Sturgeon  Creek,  Man. 

Municipality  of  Assinihoia  contem- 
plates expenditure  of  $25,000  on  road 
work.  Clerk,  Frank  Ness,  Sturgeon 
Creek. 

Toronto,  Ont. 

The  Provincial  Dept.  of  Puhlic  High- 
ways has  announced  that  approximately 
1827.7  miles  of  roads  will  be  constructed 
in  Ontario  this  year.  Minister,  Hon.  F. 
C.   Biggs,  Parliament  BIdgs.,  Toronto. 

Winnipeg,  Man. 

City  will  call  tenders  shortly  for  con- 
struction of  pavements  on  various  streets 
at  at)  estimated  cost  of  $334,712,  and  for 
construction  of  granolithic  walks  at  an 
estimated  cost  of  $111,742.  Clerk,  C.  J. 
Brown. 

City  will  call  tenders  soon  for  sewer 
costing  $111, 008.    Clerk,  C.  J.  Brown. 

Woodstock,  Ont. 

John  Morrison,  city  clerk,  receives  ten- 
ders until  March  24th  for  construction  of 
approximately  two  miles  of  trunk  sewer 
and  also  for  construction  of  1,500,000 
gallon  sewage  disposal  plant.  Plans  with 
city  engineer,  F.  J.  Ure. 

CONTRACTS  AWARDED 

Aylmer,  Que. 

N.  Buccianelli.  Hull,  Que.,  has  gen- 
eral contract  for  gravelling  road  at  a 
cost  of  $159,005  for  Hull  South  Town- 
ship; secy.-treas.,  W.  H.  Stewart,  Ayl- 
mer, Que. 

Cayuga,  Ont. 

MacConnell  &  Hicklin,  171  Sherwood 
Ave.,  have  general  contract  for  roads 
costing  $482,850  for  Haldimand  County 
Council.     Length  of  roads,  22^  miles. 

South  Hull,  Que. 

M.  Buccarelli,  Chapleau,  Ont.,  has  gen- 


eral contract  for  road  costing  $15!). 000 
for  Municipality. 

Windsor.  Ont. 

Border  Cities  Constructing  Co.,  81  Gas 
Bldg.,  will  carry  out  all  work  in  con- 
nection with  the  construction  of  inter- 
cepting sewer  for  Essex  Border  Utili- 
ties Commission,  60  Ouellette  Ave. 


Railroads,  Bridges  and  Wharves 

Hawkesbury,  Ont. 

C.  N.  Rly..  head  office,  Toronto,  plan 
to  rebuild  bridge  here.  Chief  engineer. 
A.  F.  Stewart.  21  Wellington  E.,  To- 
ronto. 

Montreal,  Que. 

Montreal  Tramways  Co.,  78  Craig  St. 
W.,  contemplate  extension  of  their  street 
railway  system  this  year.  General  man- 
ager, J.  E.  Hutchcson. 

Shannonville,  Ont. 

W.  A.  McLean.  Deputy  Minister  for 
Provincial  Dept.  Public  Highways,  Pari. 
BIdgs.,  Toronto,  receives  tenders  until 
noon  March  20th  for  supply,  erection  and 
field  painting  of  steel  superstructure  of 
SO  ft.  steel  bridge.  Plans  at  office  of  De- 
puty Minister. 

Sober  Island,  N.  S. 

R.  C.  Desrochers,  secy,  for  Dominion 
Dept.  Public  Works,  Ottawa,  receives 
tenders  until  noon  March  23rd  for  ex- 
tension to  wharf.  Plans  at  Dept.,  Ot- 
tawa, Ont..  at  office  of  District  Engineer. 
Halifax.  N.  S.,  and  at  P.  O.,  Sober  Island, 
N.  S. 

Toronto,  Ont. 

Toronto  &  York  Roads  Commission 
receives  tenders  for  four  miles  of  water 
bound  macadam,  three  miles  qf  bitumin- 
out  concrete  and  two  miles  of  bituminous 
macadam.  Engineers,  E.  A.  James  Co., 
Toronto. 

Victoria,  B.  C. 

Strauss  Bridge  Co.  of  Chicago.  U.S.A.. 
are  preparing  plans  for  bridge  costing 
$300,000  for  City,  C.  P.  Rly.  and  Provin- 
cial Govt.    Address  clerk,  Mr.  Bradley. 

CONTRACTS  AWARDED 

Calgary,  Alta. 

Fegles  Co.,  Fort  William,  Ont..  have 
general  contract  for  bridge  costing  $207,- 
000  for  City. 

Montreal,  Que. 

Sub  station  costing  $75,000  for  Mon- 
treal Tramways  Co.,  78  Craig  St.  W\: 
General  contract,  masonry  and  carpentry. 
F.  A.  Grothe,  0  Cuthbert  St.;  founda- 
tions, Raymond  Concrete  Pile  Co.,  10 
Cathcart  St. 

Ontario,  Province  Of 

Canadian  Des  Moines  Steel  Co..  Chat- 
ham, Out.,  have  contract  for  steel  tanks. 
100,000  imperial  gals  capacity,  to  be  con- 
structed at  Raith,  Upsala,  Eagle  River 
and  Dyment.  Ont.,  and  00.000  imperial 
gallon  steel  tanks  for  Fort  W  illiam.  Ont. 
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and  Brandon.  Man.    Contract  placed  by 
C  P.  Rly..  head  office.  Montreal. 

Owen  Sound,  Ont. 

Green  &  Woolrich.  Owen  Sound,  have 
general  contract  at  $6,000  for  repairing 
of  docks  costing  $10,000  for  C.  I'.  Rly  . 
head  office.  Montreal. 

St.  Cajetan  D'Armagh,  Que. 

Joseph  Deyon.  Beauceville.  Que.,  has 
general  contract  for  iron  bridge  costing 
$7,000  for  Municipality. 

Toronto,  Ont. 

John  Ritchie  &  Co..  Beamsville.  Ont.. 
have  contract  for  four  bridges  and  Lewis 
Construction  Co.,  Toronto,  contract  for 
one  bridge  for  Toronto  &  York  Roads 
Commission.  Engineers.  E.  A.  James 
Co.,  Toronto. 

Public  Buildings,  Churches 
and  Schools 

Brantford,  Ont. 

F.  VV.  Warren,  architect.  Bank  of  Ham- 
ilton BIdg..  Hamilton,  is  preparing  plans 
for  club  house  costing  $20,000  for  Brant- 
ford Golf  &  Country  Club  Ltd.  Presi- 
dent, S.  A.  Jones.  K.  C.  56  Palmerston 
Ave. 

W.  C.  Tilley.  Temple  Bldg.,  has  been 
appointed  architect  and  is  preparing 
plans  for  alteration  of  buildings  into  iso- 
lation hospital  and  nurses'  home  at  a 
cost  of  $87,000  for  Brantford  General 
Hospital  Bd.  Mr.  Tilley  is  also  prepar- 
ing plans  for  extension  to  general  hos- 
pital costing  $78,000.  City  Clerk,  H.  F. 
Leonard. 

Brockville,  Ont. 

Bishop  A.  C.  Horner.  Prescott.  Ont.. 
has  purchased  site  on  Perth  St.  and 
plans  to  erect  college  costing  $100,000. 

B.  Dillon,  43  King  E.,  has  been  ap- 
pointed architect  and  is  preparing  plans 
for  school  addition  costing  $40,000  for 
School  Bd. 

Burgessville,  Ont. 

Consolidated  School  Board  has  under 
consideration  the  erection  of  school.  In- 
spector, R.  A.  Patterson,-  Ingersoll,  Ont. 

Burnaby,  Municipality  of,  B.  C. 

Plans  will  be  prepared  for  additions  to 
three  schools  costing  $10,000  for  Muni- 
cipality of  Burnaby. 

Desbarats,  Ont. 

School  Board  has  under  consideration 
the  erection  of  school  costing  $16,000. 
Secy.-treas..  J.  R.  Marshall,  Desbarats. 
Inspector.  L.  A.  Green.  Sault  Ste.  Marie. 
Ont.,  will  look  after  plans. 

Dutton,  Ont. 

Neil  R.  Darrach.  4:;o  Talbot  St..  St. 
Thomas,  has  been  appointed  architect 
and  is  preparing  plans  for  church  cost- 
ing $22,000  for  Knox  Congregation. 
Building  Committee,  \Y.  Hollingshead, 
J.  M.  Blue  and  Dr.  Cameron. 

Elm  Creek  Man. 

Consolidated  School  Bd.  plans  to  erect 
school  estimated  to  cost  $40,000.  Secy.- 
treas.,  C.  E.  Allward. 

Fairbank,  Ont. 

Fairbank  G.W.V.A.  contemplate  erec- 
tion of  hall.  Secy.-treas.,  Chas.  Lacey, 
65  Hatherley  Rd. 

Fredericton,  N.  B. 

F.  Delancy  Robinson,  161  East  37th 
St..  New  York,  has  been  appointed  archi- 
tect and  is  preparing  plans  for  synod  hall 


costing  $25,000  for  Church  of  England. 
Bishop  of  Diocese,  Rt.  Rev.  J.  A.  Rich- 
ardson. D.D..  Fredericton. 

Grand  Mere  Que. 

School  Commission  receives  tenders 
until  March  15th  I*>''  commercial  school. 
Plans  with  architect,  Jules  Caron,  69  St. 
Francois  Xavier  St.,  Three  Rivers. 

Gr?nton,  Ont. 

Biddulph  Township  Council  has 
changed  location  of  contemplated  me- 
morial hall  from  Lucar.  to  Gran  ton. 
Township  Clerk,  R.  H.  Radcliffe.  Gran- 
ton. 

Halifax,  N.  S. 

St.  John's  Presbyterian  Church,  Wind- 
sor St..  contemplates  church  addition. 
Chairman  Bldg.  Committee.  H.  M.  Ev- 
ans, Bloomingdale  Ave. 

Ross  &  MacDonald.  Sackville  St.,  have 
been  appointed  architects  and  are  pre- 
paring plans  for  church  costing  $100,000 
for  R.  C.  Episcopal  Corps,  Dresden  Row; 
rector,  Rev.  Chas.  E.  McManus. 

Plans  are  in  progress  for  private  hos- 
pital for  Dr.  L.  J.  O'Shaughnessy.  276 
Gottingen  St..  Halifax.  Leslie  R.  Fairn. 
Aylesford.  is  architect. 

Hamilton,  Ont. 

R.  C.  Desrochers,  secy,  to  Dominion 
Dept.  Public  Works,  Ottawa,  receives 
tenders  until  noon  March  15th  for  in- 
terior fittings  for  Postal  Station  B. 
Plans  at  office  of  Chief  Architect,  Dept. 
Public  Works.  Ottawa.  Supt.  of  Domin- 
ion Bldgs..  Postal  Station  F..  Toronto, 
Supt.  of  Construction.  Postal  Station  B.. 
Hamilton,  Builders  Exchanges  at  To- 
ronto and  Montreal. 

Kitchener  Ont. 

Kitchener  Orphanage  Board  plans  to 
erect  orphanage  costing  $50,000.  Chair- 
man, Ed.  Stuebing,  care  Canadian  Con- 
solidated Felt  Co. 

Lachine,  Que. 

Cardinal  &  Beauchamp.  architects,  26 
St.  James  St.,  Montreal,  are  preparing 
plans  for  school  costing  $100,000  for  R. 
C.  School  Commissioners.  52  15th  Ave. 
Secy.-treas.,  Albert  St.  Denis,  52  15th 
Ave. 

Lanigan,  Sask. 

School  Board  has  under  consideration 
the  erection  of  school  costing  $27,000. 
Chairman,  W.  L.  Craddock. 

London,  Ont. 

City  is  considering  the  erection  of  new 
tire  hall  to  cost  $50,000.  Chairman  Fire 
Commission,  Alderman  F.  E.  Harley. 

City  plans  to  expend  $15,000  on  instal- 
lation of  new  switch  board  in  Central 
Fire  Hall.    Clerk,  S.  Baker,  City  Hall. 

Maillardville,  B.  C. 

Gardiner  &  Mercer,  architects,  718 
Granville  St.,  Yancouver,  are  preparing 
plans  for  municipal  hall  costing  about 
$25,000  for  Municipality  of  Surrey. 

Merritton,  Ont. 

A.  E.  Nicholson,  architect.  46  Queen 
St..  St.  Catharines,  Ont.,  has  plans  and 
receives  tenders  until  5  p.m.  March  22nd 
for  school  for  School  Bd.  Plans  also 
with  MacLean  .Daily  Reports,  Ltd.,  345 
Adelaide  St.  W.,  Toronto. 

Montreal,  Que. 

Franciscan  Fathers,  964  Dorchester 
St.  W.,  have  purchased  old  church  and 
plan  to  make  necessary  alterations  and 


repairs.  Priest.  Rev.  Father  Jean  Jo- 
seph. 

.1.  Melville  Miller,  364  Dorchester  St. 
\\'..  has  been  appointed  architect  and  is 
preparing  plans  for  synagogue  costing 
$250,000  for  Congregation  Shaar  Hash- 
omayim.  Chairman  Bldg.  Committee,  J. 
A.  Jacobs,  282  St.  Catherine  St.  W. 

Moose  Jaw,  Sask. 

Sketch  plans  prepared  for  union  hos- 
pital costing  about  $250,000  for  City 
Council  and  Rural  Municipalities.  City 
clerk.  R.  P.  Riddell. 

R.  G.  Bunyard.  architect,  Hammond 
Blk..  Moose  Jaw.  has  been  appointed  ar- 
chitect on  the  war  veterans'  home  cost- 
ing about  $170,000  for  G.W.Y.A.  Ad- 
dress Sergt. -major  Collins. 

Ottawa,  Ont. 

Public  School  Board,  Elgin  St.,  plans 
to  make  repairs  to  school  costing  $12,000. 
Supt.  of  Buildings,  W.  J.  Beattie,  Elgin 
and  Gilmour  Sts. 

Point  Grey,  B.  C. 

Sharpe  &  Thompson,  626  Render  St. 
W..  Yancouver,  have  been  appointed  ar- 
chitects and  are  preparing  plans  for  com- 
munity hall  costing  $40,000  for  Commun- 
ity Building  Co. 

Port  Hope,  Ont. 

Plans  will  be  prepared  for  fair  build- 
ing for  Hope  Agricultural  Society.  Secy., 
Shuter  N.  Haskill. 

Renfrew,  Ont. 

Plans  are  in  progress  for  alterations 
and  addition   to  church   costing  $30,000 
for  Methodist  Church.    J.  P.  MacLaren, 
804  Sparks  St.,  Ottawa,  is  architect. 
Shawinigan  Falls,  Que. 

By-law  passed  authorizing  City  Coun- 
cil to  expend  $5,000  on  repairs  to  market 
building,  $15,000  on  fire  equipment  and 
$25,000  on  fire  station.  Clerk,  J.  E.  Meu- 
tiier. 

South  Mountain,  Ont. 

R.  C.  Congregation  contemplates  erec- 
tion of  presbytery  costing  $7,000.  Par- 
ish priest,  Rev.  S.  Corrigan. 

St.  Francois  D'Assises,  Que. 

Tanguay  &  Chenevert,  architects, 
D'Aiguillon  St.,  Quebec,  are  preparing 
plans  for  school  for  Catholic  School  Bd. 
of  Quebec.  President.  J.  B.  Morissette. 
72  St.Peters  St.,  Quebec. 

St.  Jerome  Parish,  Que. 

C.  A.  Lorrain,  157  St.  George  St.. 
secy.-treas.  for  School  Board,  receives 
tenders  until  March  20th  for  school. 

St.  John,  N.  B. 

Ross  &  MacDonald,  1  Belmont  St.. 
Montreal,  Que.,  have  been  appointed  ar- 
chitects and  are  preparing  plans  for  hotel 
costing  $500,000.  Interested.  Percy  W. 
Thomson,  Chairman  Bldg.  Committee, 
care  Wm.  Thompson  Co.,  22  King  St. 

St.  Marc,  Que. 

Plans  are  in  progress  and  tenders  will 
be  called  about  April  1st  for  school  cost- 
ing $50,000  for  R.  C.  School  Commission. 
President,  M.  Beaudry.  P.  L.  W.  Dupre. 
15  St.  Lawrence  Blvd.,  Montreal,  is  ar- 
chitect. 

St.  Quentin,  N.  B.. 

Pierre  Levesque,  architect,  115  St, 
John  St.,  Quebec,  is  preparing  plans  for 
convent  costing  $75,000  for  R.  C.  Con- 
gregation.   Curate.  Rev.  E.  Martin. 

Sturgeon  Creek,  Man. 

Municipality    of    Assiniboia  contem- 
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ing,  painting,  plumbing  and  electrical 
work  will  be  let. 

Edmonton,  Alta. 

Edmonton  Stock  Yards  Assoc.  contem- 
plate erection  of  office  building. 

Fredericton,  N.  B. 

M.  W.  Black,  architect,  is  preparing 
plans  for  sample  rooms,  stores,  apart- 
ment, lodge  room,  etc.,  costing  $15,000 
for  T.  Y.  Monahan,  Barker  House,  and 
J.  J.  McCaffrey,  Queens  Hotel. 

Haliburton,  Ont. 

Malloy  &  Brian  will  rebuild  saw  mill 
destroyed  by  fire;  cost,  $40,000.  Prices 
wanted  on  equipment. 

Halifax,  N.  S. 

Dominion  Oxygen  Co.,  120  Elm  St., 
Toronto,  plan  to  erect  factory  here.  Man- 
ager, Mr.  Coombs. 

Kitchener.  Ont. 

J.  Kaufman,  King  St.  W.,  contem- 
plates erection  of  addition  to  garage  for 
show  rooms;  cost,  $15,000.  Garage  pro- 
prietor, Harry  Wade. 

Lac  La  Biche,  Alta. 

John  Mackriss  contemplates  erection 
of  hotel  this  spring. 

London,  Ont. 

London  &  Western  Trusts  Co.  con- 
template erection  of  office  building. 
Manager,  John  S.  Moore,  382  Richmond 
St. 

Montreal,  Que. 

G.  T.  Riy.,  McGill  St.,  plan  to  pur- 
chase old  railroad  Y.M.C.A.  building  and 
to  remodel  it  into  offices.  President,  H. 
G.  Kelly. 

W.  Lessard,  1400  Wellington  St.,  Ver- 
dun, contemplates  erection  of  store  and 
residence  costing  $25,000. 

Canadian  Consolidated  Rubber  Co., 
201  Inspector  St.,  plan  to  start  on  erec- 
tion of  factory  buildings  this  spring. 
Secy.,  W.  Binmore. 

J.  E.  Thouin,  1004  Orleans  Ave.,  is 
erecting  store  and  two  flats  costing  $6,- 
500  by  day  labor.    Material  required. 

Geo.  Hall  Coal  Co.  of  Canada.  211  Mc- 
Gill St.,  are  erecting  storage  shed  cost- 
ing $15,000  by  day  labor. 

Newmarket,  Ont.  . 

Office  Specialty  Mfg.  Co.,  Timothy  St., 
have  purchased  site  and  will  erect  fac- 
tory this  spring.  Managing  director, 
Harry  C.  Slemin,  97  Wellington  St.  W., 
Toronto. 

Canadian  Leather  Products  Ltd.,  144 
Front  St.  W.,  Toronto,  and  Davis  Lea- 
ther Co.,  Huron  St.,  Newmarket,  presi- 
dent, Hon.  E.  J.  Davis,  will  amalgamate 
and  will  erect  factory  in  the  spring. 

New  Toronto,  Ont. 

Lion  Tire  &  Rubber  Co.,  Kent  Bldg.. 
Toronto,  have  purchased  site  and  will 
erect  reinforced  concrete  building  this 
spring  costing  $500,000. 

Ottawa,  Ont. 

W.  E.  Noffke,  architect,  Central  Cham- 
bers, Elgin  St.,  has  plans  and  receives 
tenders  until  March  15th  for  Safety  De- 
partment Vaults,  etc.,  for  Royal  Bank 
of  Canada,  Sparks  St. 

Alex.  Garvock,  Regent  Theatre  Bldg., 
Sparks  St.,  has  purchased  stores  and 
storerooms  recently  damaged  by  fire  and 
will  rebuild  shortly. 


tects  and  are  preparing  plans  for  bank 
and  office  building  for  Price  Bros.  Co., 
50  St.  Pierre  St. 

Loews  Theatre,  189  Yonge  St.,  To- 
ronto, have  purchased  Auditorium  The- 
atre and  will  transform  it  into  up-to- 
date  theatre. 

Quebec  Scrap  Metal  &  Paper  Co.,  148 
St.  Valier  St.,  contemplate  erection  of 
warehouse  costing  $15,000. 

Raymond,  Alta. 

King  &  Green  have  started  work  on 
garage,  store  and  bank  costing  $8,000. 

Regina,  Sask. 

P.  S.  Ryan,  Hamilton  St.,  Regina, 
plans  to  erect  garage  costing  $50,000. 

Imperial  Oil  Co.,  Winnipeg  and  First 
Aves.,  plan  to  expend  $300,000  on  barrel 
tanks,  warehouses,  pumphouses,  filling 
stations,  motor  trucks,  horse  drawn 
vehicles  and  steel  barrels.  Manager,  E. 
C.  Halsey. 

Storey  &  Van  Egmond,  architects,  Mc- 
Callum  Hill  Blk.,  are  preparing  plans  for 
hotel  costing  $120,000  for  R.  H.  Wil- 
liams. 

Ridgetown,  Ont. 

Kent  County  Tobacco  Growers,  Ridge- 
town, contemplate  construction  of  to- 
bacco drier  to  cost  $30,000.  Secy.,  J.  B. 
Peets,  Duart,  Ont. 

Riviere  Du  Loup,  Que. 

Plans  are  in  progress  for  warehouse, 
garage,  stables,  etc.,  for  Imperial  Oil 
Co.,  56  Church  St.,  Toronto.    Supt.,  Mr. 

Henbert. 

Shelburne,  Ont. 

Plans  are  drawn  for  alterations  to 
bank  building  for  Home  Bank,  head  of- 
fice, Toronto.  Vaux  Chadwick,  132 
Church  St.,  Toronto,  is  architect. 

Sherbrooke,  Que. 

Plans  are  in  progress  for  warehouse, 
garage,  stables,  etc.,  for  Imperial  Oil 
Ltd.,  56  Church  St.,  Toronto.  Supt.,  Mr. 
Henbert. 

St.  Jean  Bte  De  Rouville,  Que. 

Stanislas  Chabot  contemplates  erec- 
tion of  store  and  residence  costing  $4,- 

000. 

St.  Paul  De  Metis,  Alta. 

Paul  Trudel  has  plans  drawn  for  hotel 
costing  $25,000.  Excavation  work  will 
start  in  spring. 

St.  Thomas,  Ont. 

Elgin  Milk  Products  Co.  will  have 
plans  prepared  for  milk  factory  costing 
$20,000.    Prices  wanted  on  equipment. 

Sudbury,  Ont. 

P.  J:  O.  Gorman,  architect,  is  prepar- 
ing plans  for  general  stores  and  offices 
costing  $30,000  for  Chas.  Davis. 

Thetford  Mines,  Que. 

Asbestos  Crude  &  Mineral  Corp.  will 
start  work  in  spring  on  storage  shed 
costing  $4,000.     Manager,  C.  Bindmore. 

Thorold,  Ont. 

The  Semi-Weekly  Post,  Albert  and 
Ormand  Sts.,  is  receiving  tenders  for  in- 
stallation of  hot  water  heating  system. 

Timmins,  Ont. 

G*  W.  Hunt,  architect,  Confederation 
Life  Bldg.,  Toronto,  is  preparing  plans 
for  business  block  to  be  erected  here  for 
J.  R.  Gordon,  1034  St.  Clair  Ave.  W.,  To- 
ronto. 


plates  erection  of  auditorium  costing  $30,- 
000.    Clerk,  Frank  Ness,  Sturgeon  Creek. 

Telkwa,  B.  C. 

A.  E.  Foreman,  Victoria,  B.  C.,'  engi- 
neer for  Provincial  Dept.  Public  Works, 
receives  tenders  until  noon  March  22nd 
for  school.  Plans  with  secy.  School  Bd., 
P.  J.  Watkinson,  Telkwa,  Govt.  Agents 
at  Vancouver  and  Smithers,  and  Dept. 
Public  Works,  Victoria. 

Timmins,  Ont. 

P.  J.  Gorman,  architect,  Sudbury,  is 
preparing  plans  for  church  costing  $75,- 
000  for  R.  C.  Congregation;  priest,  Fa- 
ther Mr.  Therriault. 

Westboro,  Ont. 

Work  will  start  in  June  on  temple 
costing  $40,000  for  Westboro  Masonic 
Temple  Ltd.  Interested,  F.  Heney, 
D.D.G.M.,  Richmond  Rd. 

Windsor,  Ont. 

City  plans  to  erect  city  hall  costing 
$500,000.  Mayor,  E.  Blake  Winters.  G. 
J.  P.  Jacques,  5  Medbury  Blk.,  is  archi- 
tect.  "  * 

G.  J.  P.  Jacques,  5  Medbury  Bldg.,  is 
preparing  plans  for  business  college 
building  costing  $40,000  for  J.  S.  Mc- 
Callurh,  Auditorium  Bldg. 

Winnipeg,  Man. 

C.  J.  Brown,  city  clerk,  receives  ten- 
ders until  3  p.m.  March  23rd  for  nurses' 
home  costing  $300,000  for  City.  Plans 
with  Bldg.  Inspector,  corner  James  and 
King  Sts. 

CONTRACTS  AWARDED 
Raymond,  Alta. 

J.  M.  Johnson  has  general  contract 
for  remodelment  of  church  costing  $12,- 
000  for  Congregation. 

Toronto,  Ont. 

Nurses'  home  and  hospital  addition 
costing  $300,000  for  St.  Michael's  Hos- 
pital, 30  Bond  St.:  Heating,  W.  J.  Mc- 
Guire  Ltd.,  91  Jarvis  St.;  plumbing,  P. 
J.  Hayes,  1245  Queen  W. ;  elevator,  Otis- 
Fensom  Elevator  Co.,  50  Bay  St. 

Vellore,  Ont. 

F.  Barrett,  Lambton,  Ont.,  has  gen- 
eral contract  for  memorial  hall  for 
Vaughan  Township.  Engineers,  E.  A. 
James  Co.,  Toronto. 


Business  Buildings  and  Indus- 
trial Plants 

Aurora,  Ont. 

J.  Fleury's  Sons,  Wellington  St.,  plan 
to  erect  moulding  shop,  etc.,  this  spring. 

Collis  Leather  Co.,  Tyler  St.,  plan  to 
make  alterations  and  build  addition  to 
their  tannery  plant.  Manager,  S.  M. 
Collis. 

W.  J.  Baldwin  will  rebuild  flour  mill 
this  spring. 

Brockville,  Ont. 

A  Stuart  Allaster,  architect,  42  King 
St.  E.,  is  preparing  plans  for  garage 
costing  $20,000. 

B.  Dillon,  43  King  St.  E.,  Brockville, 
has  been  appointed  architect  and  is  pre- 
paring plans  for  foundry  costing  $60,- 
000  for  Machinery  &  Foundries  Ltd.  C. 
R.  Young,  Engineering  Bldg.,  Univer- 
sity of  Toronto,  Toronto,  is  Consulting 
Engineer. 

Chatham,  Ont. 

J.  Methven,  architect,  Victoria  Blk., 
is  preparing  plans  for  store  for  Wm.  M. 
Foreman,  126  King  St.    Carpentry,  heat- 


Quebec,  Que. 

Ross  &  MacDonald,  1  Belmont  St., 
Montreal,  have  been    appointed  archi- 


Toronto,  Ont. 

Work  will  start  shortly  on  alterations 
and  'addition   to   theatre   for  Orpheum 
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Ltd..  533  Queen  W.  Geo.  D.  Redmond, 
architect,  39  Yonge  St.  Arcade,  super- 
vises. 

C.  C.  Allen,  20  Callender  St.,  plans  to 
erect  stores  and  apartments  this  spring. 

R.  Bennett,  740  Bathurst  St.,  receives 
tenders  until  March  15  on  all  sub-trades 
for  addition  and  alterations  to  stores  and 
apartments. 

Tenders  will  be  called  shortly  for  ad- 
dition to  garage  and  apartments  for  Geo. 
Hayward,  779  Ossington  Ave.  G.  W. 
Hunt,  Confederation  Life  Bldg.,  is  ar- 
chitect. 

Canada  Boxboard  Co.,  foot  of  Seign- 
eurs St.,  Montreal,  contemplate  erection 
of  factory.    Manager,  J.  Zowski. 

Hobberlin's  Ltd.,  151  Yonge  St.,  plan 
to  convert  building  into  office  suites. 
Manager,  A.  M.  Hobberlin. 

Mr.  Burtchardt,  Supt.  for  Republic 
Motor  Car  Co.  of  Canada  Ltd.,  518  Yonge 
St.,  receives  tenders  on  all  trades  for 
construction  of  garage.  Geo.  D.  Red- 
mond, 39  Yonge  St.  Arcade,  is  architect. 

Geo.  Martin,  97  Balsam  Ave.,  has 
plans  drawn  for  store  and  apartments 
costing  $10,000  and  will  carry  out  ma- 
sonry and  carpentry.  Steel,  roofing, 
plumbing,  heating,  plastering,  painting 
and  electrical  work  will  be  let. 
~  Plans  have  been  completed  for  public 
garage  for  W.  C.  Campbell,  44  Glen- 
holme  Ave. 

Yellow  Taxi  Cab  Co..  21  Yorkville 
Ave.,  have  purchased  hotel  and  contem- 
plate altering  it  into  garage. 

Plans  are  drawn  for  store  and  apart- 
ments costing  $10,000  for  J.  Polumbo, 
773  Danforth  Ave.  Masonry,  carpentry, 
roofing,  steel,  plumbing,  heating,  plas- 
tering, painting  and  electrical  work  will 
be  let. 

John  Anderson,  272  Grace  St.,  has 
plans  drawn  for  store  and  apartments 
costing  $12,000.  Masonry,  carpentry, 
roofing,  steel,  plumbing,  heating,  plas- 
tering, painting  and  electrical  work  will 
be  let. 

Patterson  Candy  Co.,  951  Queen  W., 
contemplates  factory  addition.  Site  se- 
cured at  Queen  and  Crawford  Sts. 

Semet-Solvay  Ltd..  Syracuse.  X.  Y., 
have  secured  site  at  Ashbridge's  Bay, 
and  will  construct  coke  ovens  in  the 
spring.  Toronto  Representative,  Col.  K. 
R.  Marshall,  Standard  Fuel  Co.,  58  King 
St.  E.,  Toronto. 

Plans  are  drawn  for  garage  addition 
costing  $15,000  for  A.  W.  Shuter,  1115 
Davenport  Rd.  Tenders  wanted  on  all 
trades. 

Plans  are  drawn  for  garage  and  tin- 
shop  costing  $25,000  for  Chas.  Hamilton, 
232  St.  Clements  Ave.  All  trades  will 
be  let. 

Vancouver,  B.  C. 

Taylor  Engineering  Co.,  850  Hastings 
St.  W.,  Vancouver,  are  preparing  plans 
for  talc  grinding  factory  costing  $10,000 
for  B.  C.  Silica  &  Talc  Co.;  Managing 
Director,  D.  K.  McMaster. 

Tenders  will  be  called  soon  for  hotel 
costing  $400,000  for  an  American  Syndi- 
cate. Local  agent,  A.  H.  Casey,  445  Gran- 
ville St.  Foundations  and  steel  for  first 
storey  erected  in  1913. 

Windsor,  Ont. 

P.  H.  Secord  &  Sons  Co.,  133  Nelson 
St.,  Brantford,  Ont..  and  Manning  Cham- 
bers, Toronto,  general  contractors  for 
Loews  Theatre  Syndicate,  1493  Broad- 
way, New  York,  on  construction  of  the- 
atre  costing  $350,000,   will   let  heating, 


plumbing,  electrical  work,  ventilating, 
painting,  decorating,  sprinkler  system, 
reinforced  and  ornamental  steel,  marble 
and  tile  and  terrazzo  flooring. 

J.  C.  Pennington,  architect,  La  Belle 
Bldg.,  has  plans  and  receives  tenders  un- 
til March  13th  for  stores  and  flats  cost- 
ing $35,000  for  Zakoor  Bros.,  6  Goyeau 
Ave. 

Plans  are  in  progress  for  factory  addi- 
tion costing  $150,000  for  Postum  Cereal 
Co.,  Wyandotte  St.  W.  and  Wellington 
St.  G.  J.  P.  Jacques,  5  Medbury  Bldg.. 
is  architect. 

Winnipeg,  Man. 

Plans  are  in  progress  for  acetylene 
plant  for  the  Prest-O-Lite  Co.,  head  of- 
fice, New  York.  Western  Manager,  C. 
W.  Potts,  409-10  Montreal  Trust  Bldg., 
Winnipeg. 

Winnipeg  Airco  Ltd.,  408  Confedera- 
tion Life  Bldg.,  contemplates  erection  of 
hangars  and  workshop.  Suggestions  and 
competitive  plans  invited.  Managing  di- 
rector, Capt.  Leitch. 

Plans  are  in  progress  for  oxygen  plant 
for  Dominion  Oxygen  Co,  head  office, 
Toronto.  Western  manager,  C.  W. 
Potts,  409  Montreal  Trust  Bldg..  Win- 
nipeg. 

Woodstock,  N.  B. 

Chas.  Archibald,  architect,  50  Princess 
St.,  St.  John,  is  preparing  plans  for  busi- 
ness block  costing  $70,000  for  Gibson  & 
Hayden.  Tenders  will  be  called  April 
1st. 

McKinney  Lumber  Co.  contemplate 
erection  of  sash  and  door  factory  costing 
from  $20,000  to  $50,000.  Supt.,  J.  Mc- 
Kinney. 

CONTRACTS  AWARDED 
Calgary,  Alta. 

Pettifer  &  Rogers,  16th  Ave.  W.,  have 
general  contract  for  hotel  addition 
costing  $50,000  for  Yale  Hotel,  Ninth 
Ave.  E.  Proprietor,  Chas.  Traunweiser. 

McDougall.  Trainer  &  McNeil,  Ed- 
monton, have  general  contract  for  ware- 
house costing  $67,000  for  Provincial 
Dept.  Telephones. 

Chatham,  Ont. 

Remodelment  of  stores  costing  $43,- 
000  for  Chas.  Austin  Co.,  King  St.: 
Steel.  Standard  Steel  Construction  Co  , 
Port  Robinson,  Ont.;  roofing,  Geo.  J. 
Fielder,  75  Emma  St.,  Chatham;  electri- 
cal work,  Herman  Cartier,  61  Sheldon 
Ave.,  Chatham;  painting,  Wm.  H.  Pal- 
mer, 93  Adelaide  Ave.,  Chatham;  steel 
sash,  Steel  &  Radiation  Ltd.,  Fraser 
Ave.,  Toronto. 

Courtenay,  B.  C. 

*  Foundation  Co.  of  B.  C,  1322  Stand- 
ard Bank  Bldg..  Vancouver,  have  gen- 
eral contract  and  carry  out  all  work  for 
bank  costing  $20,000  for  Canadian  Bank 
of  Commerce. 

Edmonton,  Alta. 

H.  G.  MacDonald,  612  Tegler  Bldg., 
Edmonton,  has  general  contract  for  com- 
pleting office  building  for  C.  P.  Rly., 
Montreal. 

Halifax,  N.  S. 

H.  A.  Andrews  Construction  Co.,  Roy 
Bldg.,  have  general  contract  and  will  let 
plumbing  and  electrical  work  for  two 
stores  and  flats  for  William  Dennis,  Ar- 
gle  St.:  heating,  George  Suprenant,  care 
H.  A.  Andrews   Construction  Co. 

Hamilton,  Ont. 

Frid  Construction  Co.,  Clyde  Bldg., 
have  general  contract,  masonry,  carpen- 


try and  steel  and  let  sub  trades  for  fac- 
tory addition  costing  $30,000  for  Brown 
Boggs  Co.,  37  Victoria  Ave.  N. 

Manitoba,  Province  of 

A.  G.  Creelman,  Calgary,  Alta.,  lias 
general  contract  for  construction  of 
three  stations  and  eighteen  section 
houses  in  Manitoba  for  C.  P.  Rly.,  head 
office,  Montreal. 

Montreal,  Que. 

Alterations  to  office  building  costing 
$15,000  for  Fairbanks  Gosselin  &  Co.,  86 
St.  Francois  Xavier  St.:  Concrete  and 
masonry,  Robert  Lewis,  39  Hillside  Ave.; 
millwork,  R.  MacFarlane  &  Co.,  953  St. 
James  St.;  electrical  work,  Vincent  & 
Say  Electric  Co.,  351  Union  Ave.;  plumb- 
ing and  heating,  Gordon  &  Egan,  87 
Mansfield  St.;  plastering,  Geo.  H.  Knott 
&  Co.,  Desnoyers  St.;  plate  glass,  Hobbs 
Mfg.  Co.,  444  St.  James  St.;  tile  and 
marble  work,  James  Walker  Hardware 
Co.,  252  St.  James  St. 

Alterations  to  business  block  costing 
$50,000  for  Armstrong  Estate:  Concrete 
work,  masonry,  excavations,  plastering, 
carpentry  and  painting,  at  $35,000,  A.  R. 
Dufresne,  614  Adam  St.,  Mais;  steel 
sash,  Steel  &  Radiation  Co.,  304  Univer- 
sity Ave.;  roofing,  Douglas  Bros.  Co.,  19 
St.  Maurice  St.;  electrical  work,  Regent 
Engineering  Works,  4  Bronsdale  Lane; 
plumbing  and  heating,  John  Tweddle  & 
Co.,  163  Lagauchetiere  St.  W.;  elevator, 
Darling  Bros.,  120  Prince  St. 

Work  will  start  at  once  on  the  erec- 
tion of  addition  to  building  for  Henry 
Morgan  &  Co.,  St.  Catherine  St.  W.: 
Auto  Elevator,  A.  B.  See  Electric  Ele- 
vator Co.  of  Canada  Ltd.,  162  Shearer 
St. 

Atlas  Construction  Co.,  37  Belmont 
St.,  have  general  contract  and  masonry 
and  will  let  sub  trades  for  alterations  to 
boiler  rooms,  etc,  costing  $25,000  for 
Windsor  Hotel  Co.,  Dominion  Square. 

Filion  &  Freres,  2419  St.  Denis  St., 
have  general  contract  and  let  sub  trades 
for  alterations  to  wholesale  stores  cost- 
ing $10,000  for  Alphonse  Racine  Ltd., 
60  St.  Paul  St.  W. 

Baldry  &  Yerburgh  have  general  con- 
tract, masonry  and  carpentry  for  alter- 
ations to  store  costing  $6,000  for  Ste- 
phens Estate  Realties  Co.,  501  Merch- 
ants Bank  Bldg.,  University  and  St. 
Catherine  St.  W. 

L.  Langevin,  228  Park  Lafontaine,  has 
general  contract  for  storage  building 
costing  $15,000  for  P.  Poulin  &  Co.,  36- 
39  Bonsecours  Market.  Sub  trades  may 
be  let. 

McRobert  &  Gibeau,  10  Benoit  St., 
have  general  contract  and  will  'carry  out 
work  by  day  labor  on  alterations  and 
addition  to  offices  costing  $20,000  for 
Canadian  Pacific  Ocean  Services  Ltd., 
Windsor  Station. 

J.  H.  Salisbury,  354  Madison  Ave.,  has 
general  contract  and  masonry  and  lets 
sub-trades  for  residence  costing  $8,500 
for  D.  B.  Hodge,  106  Madison  Ave. 

New  Westminster,  B.  C. 

Factory  building  costing  $75,000  for 
Western  Canada  Cordage  Co.,  Sapper- 
ton,  B.C.:  Tile  and  brick.  Nelson  Copp, 
1510  Eleventh  Ave.  E.;  carpentry  and 
millwork,  Jas.  Brookes  Woodworking 
Co.,  1269  Fifth  Ave.,  East  Burnaby;  plas- 
tering, Huggins  &  Crux,  509  Richards 
St. 

James  Hyslop,  718  Seventh  Ave.,  has 
general  contract    for    storage  and  fer- 
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meriting  cellars  costing  $9,000  for  West- 
minster Brewery  Co.,  Sapperton,  B.  C. 

Ottawa,  Ont. 

A.  H.  Cole,  Y.Y.\y>  Bank  St.,  has  gen- 
eral contract  for  store,  etc.,  costing  $6,- 
000  for  Drs.  Graham  &  Legget,  Ottawa 
South. 

Prescott,  Ont. 

McKelvey  &  Birch,  Kingston,  Ont., 
have  general  contract  for  alterations  to 
plant  for  Newell  Mfg.  Co. 

Quebec,  Que. 

C.  E.  Morissette  Ltd.,  234  Latourelle 
St.,  have  general  contract  for  office  build- 
ing costing  $75,000  for  J.  A.  Roy  and 
Emile  Mercier,  care  J.  A.  Roy  Inc.,  41 
St.  Joseph  St. 

Regina,  Sask. 

Warehouse  costing  $250,000  for  Wood 
Vallance  Co.,  head  office,  Winnipeg, 
Man.:  Steel,  Dominion  Bridge  Co., 
Winnipeg;  electrical  work,  United  Elec- 
tric Co.,  Regina;  painting,  Robinson  & 
Co.,  Regina. 

McKay  Building  &  Engineering  Co.. 
Retallack  St.,  have  general  contract  for 
warehouse  costing  $50,000  for  Miner 
Rubber  Co.,  Granby,  Que.  Jno.  S.  Ar- 
chibald of  Montreal  is  architect. 

Canadian  Johns-Manville  Co.,  Rupert 
St.,  Winnipeg,  Man.,  have  general  con- 
tract for  repairs  to  Parliament  Bldgs. 
costing  $10,000  for  Provincial  Dept. 
Public  Works. 

St.  Boniface,  Man. 

John  Gault,  61  Bertrand  St.,  has  gen- 
eral contract  for  warehouse  costing 
$15,000  for  Red  River  Paper  Mills,  Paris 
Bldg.,  Winnipeg. 

Toronto,  Ont. 

J.  B.  Nicholson  Ltd.,  Excelsior  Life 
Bldg.,  are  engineers  and  general  con- 
tractors on  construction  of  elevating  and 
storage  plant  for  Milnes  Coal  Co.,  88 
King  E.,  and  also  on  construction  of 
elevating  and  storage  plant  for  Win.  Mc- 
Gill  &  Co.,  168  Bathurst  St. 

H.  W.  Turner,  47  Helena  Ave.,  has 
general  contract,  masonry  and  carpentry 
for  stores  and  apartments  for  G.  S. 
Glass,  1380  Bathurst  St.  Plastering,  roof- 
ing, plumbing,  heating,  painting  and 
electrical  work  will  be  let. 

Witchall  &  Son,  156  St.  Helen's  Ave., 
have  general  contract  and  let  sub  trades 
for  bank  costing  $18,000  for  Dominion 
Bank,  head  office,  King  and  Yonge  Sts. 

R.  H.  Harman  &  Son,  248  Dupont  St., 
have  general  contract  and  let  sub  trades 
for  plant  costing  $30,000  for  L'Air  Li- 
uide  Society,  Confederation  Life  Bldg. 

J.  Pidgeon,  44  Colborne  St.,  has  gen- 
eral contract,  masonry  and  carpentry 
for  two  stores  and  apartments  costing 
$45,000.  Steel,  roofing,  plumbing,  paint- 
ing, heating,  plastering  and  electrical 
work  will  be  let. 

Plans  are  drawn  for  storage  warehouse 
to  be  erected  on  northwest  corner  of 
Spadina  and  Dundas  W.  G.  H.  Huckle, 
18  McKay  Ave.,  will  probably  carry  out 
the  general  contract.  Prices  wanted  on 
650,000  bricks.  * 

J.  B.  Nicholson  Ltd.,  Excelsior  Life 
Bldg.,  arc  engineers  and  general  con- 
tractors on  construction  of  elevating  and 
storage  plant  for  Standard  Fuel  Co.  of 
Toronto,  58  King  E. 

Extension  and  alterations  to  bank  for 
Royal  Bank  of  Canada,  2  King  E.:  Mas- 
onry, Witchall  &  Son,  156  St.  Helen's 
Ave.;  carpentry,  W.  S.   Henry,  35  Al- 


bertus  Ave.;  electrical  work,  Jas.  Devon- 
shire Ltd.,  701  Yonge  St.;  plumbing  and 
heating,  Sheppard  &  Abbott,  119  Har- 
bord  St.;  painting.  M.  J.  Phelan,  133 
Queen  E.;  tile,  Italian  Mosaic  &  Marble 
Co.  of  Canada,  429  Spadina  Ave. 

Grattan    Ltd.,   486    Clinton    St.,  have 
general  contract  and  let  sub  trades  for 
gasoline  station  costing  $10,000  for  Can- 
adian Oil  Co.,  Excelsior  Life  Bldg. 
Vancouver,  B.C. 

A.  D.  &  A.  W.  Snider,  Seymour  and 
Smythe  Sts.,  have  general  contract  for 
factory  addition  costing  $10,000  for 
Vancouver  Knitting  Co.,  78  Dufferin  St. 
E. 

Bedford  Davidson,  1012  Broughton 
St.,  is  architect  and  general  contractor 
on  construction  of  garage  and  service 
station  costing  $12,000"  for  Kennedy  Mo- 
tor Co.,  1160  Nelson  St. 

Hodgson,  King  &  Marble.  550  Hast- 
ings St.  W.,  are  architects  and  general 
contractors  on  construction  of  bunkers 
costing  $10,000  for  L.  M.  Deither  Coal 
Co. 

Wallaceburg,  Ont. 

Win.  McNarmie  has  general  contract 
and  will  prepare  plans  for  conversion  of 
hotel  into  stores,  offices  and  apartments 
for   Dupont  &  Moran. 

Weston,  Ont. 

J.  Robt.  Page,  18  Toronto  St.,  Toronto, 
lias  general  contract  and  lets  sub  trades 
and  buys  material  for  storage  addition 
costing  $.55,000  for  Canadian  Co-opera- 
Wool  Growers  Ltd.,  128  Simcoe  St.,  To- 
ronto. Shepard  &  Calvin,  Excelsior  Life 
Bldg.,  Toronto,  are  architects. 

Windsor,  Ont. 

John  V.  Gray  Construction  Co  .  Con- 
federation Life  Bldg.,  Toronto  and  Wind- 
sor, have  general  contract  for  remodel- 
meut  of  store  costing  $25,000  for  R.  H. 
&  J,  Dowler,  St.  Thomas,  Ont. 


Residences 

Amherstburg,  Ont. 

Pettypieces  Ltd.  are  preparing  plans 
for  four  bungalows  costing  $14,000  and 
will  carry  out  all  work. 

Plans  are  in  progress  for  residence 
costing  $4,000  for  W.  T.  Wilkinson. 

Aylmer,  Que. 

Plans  are  in  progress  for  remodel- 
ment  of  homestead  for  E.  B.  Eddy,  Ayl- 
mer. Millson  &  Burgess,  209  Sparks  St., 
Ottawa,  Ont.,  are  architects. 

Bridgeport,  Ont. 

Harold  G.  Habel,  172  Benton  St.,  Kit- 
chener, Ont.,  has  plans  and  receives  ten- 
ders until  March  15th  on  all  trades  for 
residence  costing  $4,500. 

Brockville,  Ont. 

A.  Stuart  Allaster,  architect,  42  King 
St.,  is  preparing  plans  for  residence  cost- 
ing $10,000. 

Dorking,  Ont. 

Lavery  Bros,  are  preparing  plans  for 
residence  costing  $4,500. 

Flesherton,  Ont. 

W.  A.  Armstrong  will  erect  bungalow 
costing  $5,000  by  day  labor.  Prices  want- 
ed on  material. 

Fredericton,  N.  B. 

Raymond  R.  Beebee,  architect,  537 
King  St.,  is  preparing  plans  for  residence 
costing  $10,000  for  Geo.  W.  Hodge.  335 
Queen  St. 

Halifax,  N.S. 

Plans  arc  prepared   for   Hi  residences 


costing  $112,000  for  Halifax  Housing 
Co..  Eastern  Trust  Bldg.  Manager,  A. 
H.  Minshull.  H.  A.  Andrews  Construc- 
tion Co.,  Roy  Bldg.,  are  architects. 

Dowswell  &  Dolphin,  New  Birks 
Bldg.,  Montreal,  Que.,  have  been  ap- 
pointed architects  and  are  preparing 
plans  for  apartment  house  costing  $50.- 
000  for  Canadian  Construction  Co.,  Roy 
Bldg.;  manager.  W.  L.  Young. 

Havelock,  Ont. 

Peter  Deshanes,  R.  R.  No.  I,  Havelock, 
plans  to  rebuild  residence  destroyed  by 
lire  in  Belmont  Township.   Cost,  $4,000. 

Hull,  Que. 

City  plans  to  expend  $700,000  on  con- 
struction of  residences.  Mayor,  Mr.  Cou- 

sineau.  > 

Kitchener,  Ont. 

C.  S.  Cobb,  architect.  71  Bay  St.,  To- 
ronto, is  preparing  plans  for  residence 
and  garage  costing  $25,000  for  A.  W.  Au- 
gustine, 226  Frederick  St.,  Kitchener. 
Mr.  Augustine  buys  all  material  and  lets 
mechanical  trades. 

T.  A.  Witzel,  care  Onward  Mfg.  Co., 
King  E.,  receives  tenders  until  March 
13th  for  general  contract  for  three  resi- 
dences costing  $4,000  each.  Plans  with 
Mr.  Witzel  and  architects,  Reitzel  Bros.. 
Allen  St.,  Waterloo.  General  Contractor 
will  let  sub  trades,  closing  April  3rd. 

Komoka,  Ont. 

Carling  Gray,  R.  R.  No.  4.  Komoka. 
contemplates  erection  of  $5,000  residence 
in  London  Township  and  is  preparing 
plans . 

Lachine,  Que. 

Cardinal  &  Beauchamp,  architects,  26 
St.  James  St.,  Montreal,  are  preparing 
plans  for  residence  and  store  costing 
$20,000  for  O.  P.  Vigneault,  160  Tenth 

Ave. 

Leamington,  Ont. 

H.  Lendon  contemplates  erection  of 
two  residences  costing  $6,000  and  is  pre- 
paring plans. 

Plans  will  be  prenared  for  residence 
costing  $5,000  for  W.  W.  Link. 

Listowel,  Ont. 

Architect  will  be  appointed  and  plans 
prepared  for  residence  costing  $6,000  for 
Mrs.  J.  A.  Kelly. 

Plans  will  be  prepared  for  residence 
costing  $7,000  for  H.  Johnston. 

Lyn,  Ont. 

Church  Congregation  plans  to  erect 
parsonage;  cost.  $4,000.  Pastor,  Rev.  Geo. 

Mossop. 

Moncton,  N.B. 

P.  J.  Mahoney,  Melrose,  N.B.,  con- 
templates erection  of  residence  costing 
$7  000. 

Montreal,  Que. 

P.  L.  W.  Dupre,  architect,  15  Lawrence 
Blvd.,  is  preparing  plans  for  three  flats 
for  W.  West,  Delorimier  and  Gauthier 
Aves.  Tenders  will  be  called- about  April 
15th. 

F.  A.  Grothe,  6  Cuthbert  St.,  contem- 
plates alteration  of  offices  and  residence 
into  apartments.  Work  will  start  shortly. 

Hector  Leduc,  612  Alma  St.,  contem- 
plates erection  of  residence. 

Hormidas  Lamarche,  2382  St.  Law- 
rence Blvd.,  has  purchased  site  for  resi- 
dence and  will  start  work  soon. 

Nanaimo,  B.  C. 

Win.  F.  Gardiner,  architect,  701  Van- 
couver Blk.,  Vancouver,  is  preparing 
plans  for  remodelment  of  business  block" 
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into  apartment  at  an  estimated  cost  of 
$12,000  for  J.  D.  Galloway.  Xanaimo. 

Ottawa,  Ont. 

\Y.  A.  Rankin,  372  Waverly  St.,  con- 
templates erection  of  residence. 

Plans  are  prepared  for  apartment 
house  costing  $60,000.  Architect,  W.  E. 
Xoffke,  Central  Chambers.  Elgin  St. 
Tenders  will  be  called  shortly. 

Caleb  Brookes,  390  Driveway  West, 
contemplates  erection  of  apartments. 

J.  A.  Holbrook.  19  Monkland  Ave., 
contemplates  erection  of  residence. 

J.  I'.  MacLaren.  architect,  104  Sparks 
St.,  has  plans  and  receives  tenders  until 
March  loth  for  residence  costing  $10,000 
for  A.  Cockburn  Smith,  19  Ossington 
Ave. 

Point  Grey,  B.  C. 

Municipality  of  Point  Grey  has  under 
consideration  the  expenditure  of  $100,000 
on  construction  of  houses.  Reeve,  Thus. 
Pearson. 

Port  Colborne,  Ont. 

\Y.  W.  LaChance  &  X.  A.  Kearns, 
Welland,  have  prepared  plans  for  resi- 
dence costing  $4,200  for  C.  R.  Cater- 
wood,  residence  costing  $4,200  for  J. 
Mowatt  and  residence  costing  $5,000  for 
C.  T.  Govier. 

St.  James,  Man. 

C.  Crosdale.  Winnipeg  Piano  Co.,  Win- 
nipeg, plans  to  erect  $5,800  residence; 
M.  H.  A.  South.  202  Ruby  St..  Winni- 
peg, $5,900  residence:  F.  G.  McGannon. 
275  Donald  St.,  Winnipeg.  $5,800  resi- 
dence; A.  F.  Churchouse,  1  Lynhurst 
Apts.,  Winnipeg.  $6,000  residence;  M.  G. 
X.  Mcintosh,  270  Assiniboin  Ave.,  Win- 
nipeg. $4,500  residence;  and  X.  F.  J.  Bri- 
mer.  495  Basswood  Place,  Winnipeg,  $6,- 
000  residence. 

Ste.  Therese,  Que. 

P.  L.  W.  Dupre,  architect,  15  St.  Law- 
rence Blvd.,  Montreal,  is  preparing  plans 
for  residence  and  office  for  J.  D.  Filiat- 
rault.  Tenders  will  be  called  about  April 
1st. 

Thedford,  Ont. 

Eric  Coultes  has  purchased  site  for 
residence  costing  $4,000,  and  will  pre- 
pare plans. 

Thorhild,  Alta. 

J.  Jenneson  contemplates  erection  of 
residence  and  barn. 

Thorold,  Ont. 

Rev.  Canon  F.  C.  Pipey  contemplates 
erection  of  residence  costing  $5,000;  J. 
E.  Carpenter,  O'Donnell  Blk.,  Front  St.. 
two  residences  costing  $4,500  and  $6,000. 
Owners  preparing  plans. 

Theo.  Thompson  receives  tenders  un- 
til March  24th  for  all  trades  for  resi- 
dence costing  $4,000.  Plans  at  office  of 
MacLean  Daily  Reports,  345  Adelaide 
W.,  Toronto,  after  March  17th. 

Beverly  Johnson  plans  to  erect  resi- 
dence costing  $4,500;  Geo.  Lenking, 
Cunningham  St.,  residence  costing  $4,- 
000;  G.  J.  M.  Davis,  Pine  St.,  residence 
and  store  costing  $5,000;  Miss  Katie 
Hoover,  Ormond  St.,  residence  costing 
$4,500;  H.  Hampson,  residence  costing 
$5,000.  Plans  are  in  progress.  Owners 
will  let  sub  trades. 

Albert  Campbell,  Front  St.,  plans  to 
erect  residence  costing  $5,000;  Franklin 
Pew,  residence  costing  $4,000;  Mrs.  Ben 
Seaburn.  residence  costing  $4,000;  Har- 
old Keefer,  residence  costing  $5,000;  H. 
W.  Stickle,  Water  St.,  residence  costing 
$4,800;  Geo.  Wedge,  Jr.,  residence  cost- 
ing $4,500;    Baruch    Tucker,  residence 


costing  $5,500;  A.  McCulloch,  residence 
costing  $5,000;  Ray  Turner,  care  O.  R. 
Steadman,  residence  costing  $6,500;  Jas. 
Battle,  corner  Claremont  and  Charleton 
Sts.,  residence  costing  $6,000. 

Wm.  Pew  is  erecting  residence  costing 
$4,000  and  will  let  roofing,  plumbing, 
heating,  plastering,  painting  and  electri- 
cal work. 

Toronto,  Ont. 

John  Maloney.  404  Brock  Ave.,  will 
erect  one  pair  of  duplex  residences  by 
day  labor  and  will  supervise  work.  J. 
M.  Cowan.  122  Margueretta  St.,  is  ar- 
chitect. 

S.  B.  Green,  15  Regal  Rd.,  is  erecting 
thirty  residences  costing  $4,500  to  $5,000 
each,  and  is  employing  a  regular  staff  of 
workmen.  Prices  on  materials  wanted. 

W.  H.  Kerwin.  40  Patricia  Drive,  is 
erecting  one  pair  of  residences  costing 
$5,000  each  and  will  carry  out  masonry 
and  carpentry.  Heating,  plastering,  paint- 
ing, plumbing  and  electrical  work  will 
be  let. 

Plans  are  drawn  for  alteration  of  resi- 
dence into  duplex  at  a  cost  of  $6,000 
for  T.  W.  Self,  78  Howard  St.  Work 
will  start  in  spring. 

I'lans  are  drawn  for  duplex  residence 
costing  $10,000  for  Henry  Xagel,  114 
Grenadier  Rd.  Tenders  wanted  on  all 
trades  and  prices  on  materials. 

C.  S.  Cobb,  architect,  71  Bay  St..  is 
preparing  plans  for  residence  and  gar- 
age costing  $20,000  for  L.  Babayan.  Ten- 
ders to  be  called  in  three  weeks. 

E.  Hustler,  453  Clendennan  Ave.,  has 
plans  drawn  for  residence  costing  $6,000 
and  will  let  all  trades. 

Wm.  Washington,  28  Hillsboro  Ave., 
will  erect  apartment  house. 

J.  E.  Carlyle.  11  Fairview  Ave.,  has 
plans  drawn  for  four  residences  costing 
$10,000  each  and  will  carry  out  masonry 
and  carpentry.  Heating,  plumbing,  plas- 
tering, painting  and  electrical  work  will 
be  let. 

F.  L.  Ratcliff,  145  Crescent  Rd.,  will 
shortly  make  alterations  to  residence. 
Work  will  be  under  supervision  of  archi- 
tects, Horwood  &  White,  Ryrie  Bldg. 

A.  A.  Grace,  65  Simpson  Ave.,  has 
plans  drawn  for  two  residences  costing 
$6,000  each  and  will  carry  out  masonry 
and  carpentry.  Roofing,  heating,  plumb- 
ing, plastering,  painting  and  electrical 
work  will  be  let. 

Long  &  McPherson,  14  Edna  Ave.,  are 
erecting  residence  costing  $5,000  and  are 
carrying  out  masonry  and  carpentry.. 
Heating,  plumbing,  plastering,  painting 
and  electrical  work  will  be  let. 

Plans  are  drawn  for  residence  costing 
$7,000  for  J.  Patterson.  67  Normandy 
Blvd.  Trades  will  be  let.  Prices  wanted 
on  materials. 

W.  J.  Nixon.  14  Columbine  Ave.,  will 
erect  one  pair  of  residences  costing  $4,- 
500  each  and  will  carry  out  masonry  and 
carpentry.  Plumbing,  heating,  plastering, 
painting  and  electrical  work  will  be  let. 

F.  Nicholson,  642  Annette  St.,  has 
plans  drawn  for  residence  costing  $7,500 
and  will  carry  out  masonry  and  carpen- 
try. Roofing,  plumbing,  heating,  plaster- 
ing, painting  and  electrical  work  will  be 
let. 

W.  C.  Locke,  2139  Gerrard  St.  E.,  has 
plans  drawn  for  residence  costing  $10,- 
000  and  will  carry  out  masonry  and  car- 
pentry. Roofing,  plumbing,  heating,  plas- 
tering, painting  and  electrical  work  will 
be  let. 

E.  J.  Devine,  289A  Roncesvalles  Ave., 


wants  prices  on  all  trades  except  mas- 
onry and  carpentry  for  one  pair  of  du- 
plex residences.  J.  M.  Cowan,  122  Mar- 
gueretta St.,  is  architect. 

L.  Allsop,  294  Silverbirch  Ave.,  is 
erecting  one  pair  of  residences  costing 
$3,500  each,  and  will  carry  out  masonry 
and  carpentry. 

H.  Vander  Valt.  99  Baldwin  St.,  is 
erecting  four  residences  costing  $2,500 
each  and  will  carry  out  masonry  and 
carpentry.  Painting,  plastering,  plumb- 
ing, heating  and  electrical  work  will  be 
let. 

Wm.  Spicer.  124  Barrington  Ave.,  is 
erecting  three  residences  costing  $3,000 
each  and  will  carry  out  masonry  and 
carpentry.  Plumbing,  heating,  and  elec- 
trical work  will  be  let. 

C.  J.  Cary,  Todmorden,  P.O.,  is  erect- 
ing one  pair  of  residences  costing  $4,- 
500  each  and  will  carry  out  masonry  and 
carpentry.  Plumbing,  heating,  plastering, 
painting  and  electrical  work  will  be  let. 

Tenders  received  on  various  trades  for 
alteration  of  residence  into  three  apart- 
ments costing  $5,000  for  Henry  Sneath, 
158  Sorauren  Ave. 

I'lans  are  in  progress  for  apartment 
house  costing  $50,000  for  Merrill  Sys- 
tem. :!();;  Kent  Bldg.  Tenders  will  be 
called. 

Tenders  received  on  heating,  painting, 
plastering,  plumbing  and  electrical  work 
for  one  pair  of  residences  costing  $6,000 
each  for  C.  J.  Powley  &  Manning  Bros., 
99  Pacific  Ave. 

Windsor,  Ont. 

Tenders  received  until  March  Kith  by 
J.  G.  Pennington,  architect,  La  Belle 
Bldg.,  for  residence  costing  $40,000  for 
Theo.  Chick. 

CONTRACTS  AWARDED 
Coquitlam,  B.  C. 

Robertson  &  Partners.  422  Metropoli- 
tan Bldg..  Vancouver,  have  general  con- 
tract and  let  masonry,  plumbing,  plas- 
tering, painting  and  electrical  work  for 
three  residences  for  Provincial  Dept. 
Public  Works. 

Halifax,  N.  S. 

Repairs  to  residence  costing  $25,000 
for  Butler  Bros.,  Jacob  St.:  Carpentry 
and  plastering,  Ralph  Ward,  Oxford  St.; 
plumbing.  W.  S.  Craig,  Upper  Water  St.; 
electrical  work,  G.  Hann,  Cunard  Court; 
painting  and  glazing,  David  Roche,  Ar- 
gyle  St. 

Wm.  Sutherland,  135^  Edward  St.,  has 
general  contract  for  residence  costing 
$10,000  for  Chas.  L.  Cooley,  395  Bar- 
rington St.  Plumbing,  heating  and  elec- 
trical work  will  be  let. 

Canadian  Construction  Co..  Roy  Bldg., 
have  general  contract  for  residence  cost- 
ing $6,000  for  Samuel  Balsam,  Spring- 
Garden  Rd.  and  Robie  St. 

Hamilton,  Ont. 

Thompson  Construction  Co.,  215  King 
E..  have  general  contract  for  21  lesi- 
dences  costing  from  $4,000  to  $"..000  each 
f.->r  McKittrick  Properties  Ltd.,  Merch- 
ants Bank  Bldg. 

Kitchener,  Ont. 

Fifty  residences  for  Dominion  Rubber 
System:  General  contract,  masonry,  car- 
pentry, roofing,  plastering  and  painting, 
Herbert  Baxter,  New  Toronto,  Ont.; 
heating,  plumbing,  tinsmithing  and  elec- 
trical work,  J.  H.  Doughty,  Mimico,  Ont. 
Mr." Baxter  wants  prices  on  all  material 
in   carload  lots  f.o.b..  Kitchener. 

(Continued  on  page  67) 


Tenders  and  For  Sale  Department 


Proposals  Wanted 


Proposals  addressed  to  the  City  Clerk,  Niag- 
ara Falls,  Ontario,  will  be  received  up  to  March 
15,  1920,  to  furnish  a  Standard  Built  Motor 
Pumper, 

100  to  110  Horse  Power. 

Rotary  Pump  of  600  imperial  gallon  capacity. 
Chemical  tank — 35  gallon  capacity. 
Sewell  cushion  wheels. 
Standard  equipment. 

State  where  such  apparatus  may  be  seen  in 
action. 

W.  J.  SEYMOUR, 
7-10  •  City  Clerk. 


Sealed  Tenders 

Marked  "Tenders  for  Drainage  Work"  will  be 
received  by  me  at  my  office  in  the  Township  of 
Caledonia  until  one  o'clock  in  the  afternoon  of 
Monday,  the  22nd  day  of  March  next,  for  the 
construction  of  the  "Cross  Creek  Drainage 
Work"   in   the   Township   of  Caledonia. 

The  estimated  volume  of  work  to  be  done  is: — 
60,681  cu.  yds.  of  earth  excavation ;  339  cu.  yds. 
rock  excavation. 

Drawings  and  specifications  may  be  examined 
and  forms  of  tender  secured  at  my  office  or  at 
the  office  of  Magwood  &  Stidwill,  Civil  Engi- 
neers,  Cornwall,  Out. 

A  cash  deposit  or  certified  check  on  a  char- 
tered bank  equal  to  five  per  cent,  of  the  tendered 
price  must  accompany  each  tender. 

The  lowest  or  any  tender  not  necessarily 
accepted.  . . . 

(Signed)  J.  H.  METHOT, 

Twp.  Clerk  of  Caledonia, 
R.  R.  No.  2,  Vankleek  Hill,  Ont.  I 
Dated  this  23rd  day  of  Feb.,  A.D.  1920.  9-10 
' 


Separate  sealed  tenders,  addressed  to  the 
undersigned,  and  endorsed  "Tender  for  Gate 
Keeper's  Lodge,  ,  Assistant  M.O.'s  Quarters, 
Nurses'  Quarters,  etc.,  Westminster  Psychopa- 
thic Hospital,  London,  Ont.,"  as  the  case  may 
be,  will  be  received  until  12  o'clock  noon,  Thurs- 
day, March  25,  1920,  for  the  construction  of  a 
Gate  Keeper's  lodge,  Assistant  Medical  Officers' 
Quarters,  Nurses'  Quarters,  and  Heating  Con- 
duit to  M.O.'s  Residence,  Assistant  M.O.'s  Quar- 
ters, and  Nurses'  Quarters,  Westminster  Psycho- 
pathic  Hospital,  London,  Ont. 

Plans  and  specifications  can  be  seen  and  forms 
of  tender  obtained  at  the  offices  of  the  Chief 
Architect,  Department  of  Public  Works,  Ottawa; 
the  Superintendent  of  Westminster  Psychopathic 
Hospital,  London,  Ont.  ;  the  Superintendent  of 
Dominion  Buildings,  Postal  Station  "  F,"  Toron- 
to, Ont. ;  the  Builders'  Exchange,  Montreal,  P. 
Q.,  and  the  Overseer  of  Dominion  Buildings, 
Central  P.  O.,  Montreal,  P.Q.  ' 

Tenders  will  not  be  considered  unless  made  on 
the  forms  supplied  by  the  Department  and  in  ac- 
cordance with  the  conditions  set  forth  therein. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank  payable  to 
the  order  of  the  Minister  of  Public  Works,  equal 
to  10  p.c.  of  the  amount  of  the  tender.  War 
Loan  Bonds  of  the  Dominion  will  also  be  accept- 
ed as  security,  or  war  bonds  and  cheques  if  re- 
quired to  make  up  an  odd  amount. 

By  order, 

R.  C.  DESROCHERS,  • 

Secretary. 

Department  of  Public  Works, 

Ottawa,  February  23,  1920.  9-10. 


Notice  to  Contractors 


Sealed  tenders,  marked  (Tenders  for  Pave- 
ment), will  be  received  by  the  undersigned  until 
Saturday,  March  20th,  1920,  for  the  construc- 
tion of  one  and  one-quarter  (l'A)  miles  of  Con- 
crete Pavement  on  Main  Street,  Exeter. 

Plans,  specifications  and  form  of  tender  may 
be  seen  at  the  office  of  the  Municipal  Clerk, 
Exeter,  or  at  the  office  of  the  Engineer, 

T.  ROY  PATTERSON, 
7-10  Goderich,  Ontario. 


TENDERS  WANTED 

for 

Trunk  Sewer  and  Sewage 
Disposal  Works 

Sealed  tenders  will  be  received  by  John  Mor- 
rison, City  Clerk,  Woodstock,  Ontario,  up  till 
6  p.m.  of  Wednesday,  the  24th  day  of  March 
for  the  construction  of  approximately  two  miles 
of  Trunk  Sewer,  and  also  for  the  construction 
of  a  1,500,000  gallon  sewage  disposal  plant. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  undersigned  or  will  be  mailed  upon 
a  deposit  of  $10.00  for  the  Sewer  and  $15.00  for 
the  Disposal  Works,  which  sums  will  be  returned 
upon  the  return  of  the  plans  and  specifications, 
or  upon  the  receipt  of  a  bona  fide  tender  for  the 
work. 

A  marked  cheque,  payable  to  the  City  Trea- 
surer, for  three  per  cent,  of  the  amount  of  the 
tender  must  accompany  each  tender. 

The    lowest    or    any    tender    not  necessarily 

accepted. 

F.  J.  URE  &  SON,  Engineers, 
9-10  Woodstock,  Ontario. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  work  at  Sucker  Creek,  in  the  Township  of 
Tyendinaga,"  will  be  received  by  the  undersigned 
until  twelve  o'clock  noon  on  Thursday,  April  1st, 
for  the  earth  work,  concrete  structures  and  other 
necessary  work  on  the  Provincial  Highway  in  the. 
Township  of  Tyendinaga. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Friday,  March  12th,  1920, 
at  the  office  of  the  Resident  Engineer,  Napanee ; 
and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500.00,  payable  to  the 
Minister  of  Public  Works  and  Highways  for 
Ontario  must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  10  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  the  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of   Public  Highways, 

Toronto,  March  Sth,  1920.  10 


FOR  SALE 

One  pair  Beatty  throttle  reverse  anchor  en- 
gines. Size  6"  x  6".  In  first  class  condition, 
can  be  used  as  swingers  or  thrusting  engines. 

Apply  Box  154,  Contract  Record,  Toronto.  9-tf 


Notice  to 
Steel  Bridge  Contractors 

Sealed  tenders,  marked  "Tender  for  the  Sup- 
ply of  Sucker  Creek  Steel  Bridge,"  will  be  re- 
ceived by  the  undersigned  until  twelve  o'clock 
noon  on  Thursday,  April  1st,  1920,  for  the  sup- 
ply, erection,  and  field  painting  of  the  steel  super- 
structure of  a  forty-four  foot  steel  bridge  over 
Sucker  Creek  on  the  Provincial  Highway  in  the 
Township  of  Tyendinaga. 

Plans,  specifications  and  tender  envelopes  may 
be  obtained  on  and  after  Thursday,  March  11th, 
1920,  at  the  office  of  the  undersigned. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 

Department   of    Public  Highways, 
Toronto,  March  Sth,  1920.  10 


Notice  to 
Steel  Bridge  'Contractors 

Sealed  tenders,  marked  "Tender  for  the  Sup- 
ply of  Salmon  River  Steel  Bridge,"  will  be  re- 
ceived by  the  undersigned  until  twelve  o'clock 
noon  on  Friday,  March  26th,  1920,  for  the  sup- 
ply, erection  and  field  painting  of  the  steel  super- 
structure of  an  eighty-foot  steel  bridge  over  the 
Salmon  River  on  the  Provincial  Highway  in  the 
village  of  Shannonville,  a  station  on  the  Grand 
Trunk  Railway. 

Plans,  specifications  and  tender  envelopes  may 
be  obtained  on  and  after  Friday,  March  5th,  1920, 
at  the  office  of  the  undersigned. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 

Deputy  Minister. 

Department  of  Public  Highways, 

Toronto,  March  2,  1920.  10 


WANTED 

Assistant  Superintendent  on  construction  work, 
Roadways,  Sewers,  Cement  work,  etc.  A  splen- 
did opportunity  for  an  energetic  young  man  to 
become  connected  with  a  well  established  Con- 
tracting Company  in  Toronto.  Civil  Engineer 
preferred,  and  one  prepared  to  make  a  small  cash 
investment.  State  experience  and  give  reference. 
Address  Box  186,  Contract  Record,  Toronto,  Ont. 
10 


Thoroughly  Competent  Estimator  and  General 
Superintendent,  20  years  American  and  Canadian 
experience  on  the  largest  work.  Reinforced  Con- 
crete, Cut  Stone,  Brick  Work  and  other  trades. 
Capable  of  taking  charge  of  local  office  for  large 
Construction  Company.  Well  acquainted  with 
the  trade  and  local  conditions.  Open  for  engage- 
ment now.  Box  184,  Contract  Record,  Toronto, 
Ont.  10 
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WANTED 

Trench  Back-filler.  State  length  of  boom  anil 
all  particulars  to  Box  170,  Contract  Record,  To- 
ronto. Out.  10 


Draughtsmen 

WANTED — 2  or  3  good  structural  draughts- 
men— must  have  at  least  three  years'  experience 
in  a  bridge  shop  draughting  room.  Salary  $100 
to  $150  per  month,  depending  on  ability  and  ex- 
perience. Returned  soldiers  given  preference. 
Will  pay  travelling  expenses.  Apply,  giving  ex- 
perience and  references  to 

The  Maritime  Bridge  Co.,  Ltd. 

New  Glasgow,  Nova  Scotia 

10-11 


Superintendent  Wanted  for 
Concrete  Products  Plant 

Must  be  reliable  man  with  experience  in  the 
manufacture  by  power  machines  of  blocks,  sills, 
tile,  pipe,  etc.,  by  dry  process.  Must  also  have 
working  knowledge  of  machinery.  Write  stating 
experience  and  salary  expected.  Concrete  Pipe 
and  Products  Co.,  Ltd.,  Junction  Cut,  York  St., 
Hamilton.  Out.  10 


Active  Young  Construction  Man.  experienced 
in  Public  Works  and  Kuilding  Construction, 
graduate  in  Civil  Engineering,  open  for  position 
of  responsibility.  Apply  Box  170.  Contract  Re- 
cord, Toronto,  Out.  10-11 


FOR  SALE 

One  30-ton  Saddle  Tank  Locomotive,  750  K.W. 
Allis-Chalmers  Alternator,  driven  by  1,100  H.P. 
De  Laval  Steam  Turbine,  six  Downingtown  Du- 
plex Beating  Engines,  two  Steam-driven,  Single- 
stage  Compressors,  345  cu.  ft.,  Freight  Elevat- 
ors, Sturtevant  00"  Exhausters,  with  Heating 
Coils,  Fire  Hose,  Patterson-Kelly  Feed-water 
Heaters,  Lightning  Arresters,  Hydrants,  Indicat- 
or Posts,  Bell  and  Spigot  Cast-iron  Pipe,  Belt- 
ing, Cypress  Tanks  and  Vats,  all  sizes.  Write 
for  complete  list  and  full  information  to  the  St. 
John  Dry  Dock  and  Shipbuilding  Co.,  Ltd., 
Drummondville,  Que.  10-11 


For  Immediate  Delivery 

Contractors 
Equipment 

3  Ransome   Concrete   Mixers,  capacity 
^4  yd.,  with  Engines  and  side  loaders 

2  Beatty  8  x  12  Three  Hoists 

2  Beatty  8  x  12  Double  Drum 

5  Beatty  No.  64  Swingers 

1  10  x  16  Austin  Jaw  Crusher  on  wheels 

Rails,  Cars,  Contractors'  Equipment  of 
All  Kinds  Always  in  Stock 

Eastern  Equipment  Co. 

MONTREAL  Limited 

10 


New  wood  block  pavement  in  Minne- 
apolis, Minn.,  is  spread  with  a  thin  lay- 
er of  torpedo  sand  to  prevent  slipperi- 
ness.  The  sanding  is  the  final  construc- 
tion operation  prior  to  admitting  traffic 
onto  the  pavement.  The  sand  is  sprinkl- 
ed with  water  to  keep  it  from  being 
blown  off  while  the  traffic  is  grinding 
it  into  the  top  fibres  of  the  wood  block. 


Residences 

Continued  from  page  65 

Kitchener,  Ont. 

Residence  costing  $7,000  for  A.  H. 
Koepke,  91  Chapel  St.;  painting,  Bind- 
ernagle  &  Co.,  116  Mill  St.;  electrical 
work,  H.  A.  Schnurr,  22  Yonge  St.; 
plumbing  and  heating,  Herbert  Klem, 
81  King  St.  E.;  plastering,  Bierwagon 
&  Son,  Waterloo  St. 

Montreal,  Que. 

Arthur  Fournier,  89  Second  Ave.,  La- 
chine,  has  general  contract  for  semi- 
detached residence  costing  $15,000  for 
L.  N.  Noiseux,  55  Convent  St.  Sub 
trades  will  be  let  shortly. 

H.  C.  Johnston  &  Co.,  260  St.  James 
St.,  have  general  contract  and  masonry 
and  let  sub  trades  for  alterations  and 
repairs  to  residence  costing  $12,000  for 
John  Watson,  2  McGregor  St. 

Two  residences  costing  $8,500  each 
for  Jos.  Sawyer,  407  Guy  St.:  Masonry, 
J.  A.  Charette,  1918  St.  James  St.;  car- 
pentry, R.  Laberge,  141  Convent  St.; 
roofing,  plumbing  and  heating,  L.  P. 
Ducharme  Co.,  1995  St.  James  St.;  elec- 
trical work,  J.  A.  St.  Amour,  2171  St. 
Denis  St.;  plastering,  Z.  Bouchard,  12 
Bourget  St.;  painting,  B.  Xavert,  122J 
St.  Denis  St.;  marble  work,  Lepage 
Marble  Works  Ltd.,  734  St.  Lawrence 
Blvd. 

Port  Dalhousie,  Ont. 

Alex.  Gill,  140  St.  Paul  St.  W.f  St. 
Catherines,  Ont.,  has  general  contract 
for  25  summer  cottages  costing  $1,100 
each  for  Mrs.  Corbett,  Port  Dalhousie. 

Three  Rivers,  Que. 

A.  Ducharme,  140  Bonaventure  St., 
has  masonry  for  residence  costing  $5,- 
000  for  A.  Perusse,  St.  Paul  St.  Plumb- 
ing and  electrical  work  will  be  let. 

Toronto,  Ont. 

Jas.  Gordon,  0  Delisle  Ave.,  has  gen- 
eral contract  for  three  residences  cost- 
ing $12,000  each  for  Michael  Healey,  153 
George  St. 

Vancouver,  B.  C. 

Ale.  Gregor,  727  Park  Drive,  is  archi- 
tect and  general  contractor  on  erection 
(if  residence  costing  $5,000  for  James 
Kay,  1726  Fifth  Ave.  W. 

Victoria,  B.  C. 

Residence  costing  $6,000  for  H.  F. 
Morrow:  Masonry,  Knott  &  Jones,  1327 
Pandora  Ave.;  painting,  Meller  Bros., 
Broughton  St.;  plumbing,  A.  Sheret, 
Blanshard  St,;  plastering,  A.  J.  Abbott, 
Johnson  St.;  electrical  work,  Hawkins  & 
Hayward,  Douglas  St. 

Winnipeg,  Man. 

J.  H.  Simmonds  &  Co.,  504  Confeder- 
ation Life  Bldg.,  have  general  contract 
for  eight  section  houses  to  be  erected  in 
Manitoba  east  of  Winnipeg  for  C.  N. 
Rlys.,  head  office,  Toronto.  General 
manager,  A.  E.  Warren,  Union  Depot, 
Winnipeg.  ■ 

Power  Plants,  Electricity  and 
Telephones 

Candiac,  Sask. 

C.  W.  Tayl  or,  secy,  for  North  Gadiac 
Rural  Telephone  Co.,  receives  tenders 
ior  extension  to  telephone  system.  Plans 
at  Dept.  Telephones,  Regina,  Sask. 

Forestburg,  Alta. 

Provincial  Dept.  Telephones  content' 
lates  telephone  extension.  Address  Pre- 


mier Stewart,  Pari.  Bldgs.,  Edmonton,  or 
Mayor  of  Forestburg,  Alta. 

Gres  Falls,  Que. 

Shawinigan  Water  &  Power  Co.,  811 
Craig  St.  W„  Montreal,  contemplate 
construction  of  dam  and  power  plant. 
President,  J.  E.  Aldred. 

Halifax,  N.  S. 

Maritime  Telephone  &  Telegraph  Co., 
Hollis  St.,  contemplates  automatic  tele- 
phone exchange.  Manager,  J,  H.  Win- 
field. 

Norwood,  Ont. 

Site  is  purchased  and  plans  will  be 
prepared  for  Hydro  sub-station  costing 
$10,000  for  Hydro-Electric  Power  Com- 
mission of  Ontario,  190  University  Ave., 
Toronto. 

Ratepayers  passed  by-law  authorizing 
borrowing  of  money  for  construction  of 
Hydro  system.  Ontario  Hydro-Electric 
Power  Commission  will  do  work  and 
purchase  material. 

Sebright,  Ont. 

Sebright  Telephone  Co.  has  been  in- 
corporated. Capital,  $11,200. 

Varna,  Ont. 

Stanley  Township  contemplates  con- 
struction of  Hydro  system  and  will  se- 
cure estimates.  Clerk,  R.  J.  Richardson, 
Varna. 

Wardsville,  Ont. 

By-law  foi  permission  to  install  .t'.7,- 
000  Hydro  Electric  System  will  be  sub- 
mitted soon.    Clerk,  Geo.  E.  Corneille. 

V/innipeg,  Man. 

By-law  for  power  plant  and  heating 
System  for  hospital  will  be  submitted. 
Chairman  Hospital  Bd.,  Aid.  A.  H.  Pul- 
ford. 


Miscellaneous 

Berwick,  N.  S. 

I 'rices  wanted  on  chemical  engine. 
Town  is  also  open  from  time  to  time  on 
equipment.    Clerk,  H.  M.  Keddy. 

Calgary,  Alta. 

City  contemplates  purchase  of  street 
railway  motor  generator  costing  about 
$30,000  and  modern  liquid  chlorine  ap- 
paratus costing  $1,582. 

Carp,  Ont. 

Chas.  G.  Argue  plans  to  rebuild  stock 
barn  destroyed  by  fire.  Cost,  $4,000. 
Harbor  Park,  Ont. 

Walter  J.  Buchanan,  Goderich,  Ont., 
will  prepare  plans  for  dance  hall  costing 
$10,000. 

Grande  Prairie,  Alta. 

Messrs.  McDonald  &  Harris,  Grand 
Prairie,  contemplate  erection  of  aero- 
drome . 

London,  Ont. 

City  plans  to  expend  $15,000  on  pur- 
chase of  motor  truck  and  motor  pumps 
for  lire  hall.  Clerk,  S.  Baker. 

Point  Du  Bois,  Man. 

C.  J.  Brown,  city  clerk  for  Winnipeg, 
receives  tenders  until  3  p.m.  March  22nd 
for  three  47  K.  W.  Exciter  Generators 
complete.  Specifications  at  54  King  St. 

Radville,  Sask. 

Town  wants  to  purchase  good  suction 
gas  producer  and  engine  16  to  100  h.p. 
capacity  for  electric  lighting  system. 
Clerk,  David  Bradley. 

Simcoe,  Ont. 

Mayor  Simpson  wants  prices  on  steel 
waterwagon   with   sprinkler  and  flusher 
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attachments,  about  300  gallon  capacitj 
and  horse  drawn  (four  wheel)  street 
sweeper.  Prices  wanted  by  Chairman 
Parks  Commission.  I!.  I!.  I'.aillie,  on  one 
h.p.  lawn  mower. 

Thorold,  Ont. 

Thos.  A.  Thompson  wants  prices  on 
single,  double  or  triple  garages  until 
March  14th,  f.o.b.  Thorold. 

Toronto,  Ont. 

E.  J.  Lennox,  architect,  104  Hay  St., 
will  call  tenders  shortly  for  cut  stone 
and  stained  glass  windows  for  war  me- 
morial in  church.  Cost,  $35,00.0. 

Weston,  Ont. 

Weston  Golf  Club,  Main  St.,  has  se- 
cured site  for  extension  to  course  and 
erection  of  club  house  costing  $5,000. 
Secy.,  St.  P.  Tvrwhitt. 

CONTRACTS  AWARDED 

Penticton,  B.C. 

Hardesty  Mfg.  Co.,  Denver,  Colorado. 
U.S.,  have  general  contract  for  metal 
flumes  costing  $30,000  for  Provincial 
Dept.  of  Lands.  Contractors  propose  to 
erect  small  metal  flume  sheet  steel  roll- 
ing plant  in  Pentiction  to  carry  out  this 
and  other  contracts. 

Quebec,  Que. 

Amedee  Latulippe,  118  Bagot  St.,  has 
general  contract  for  elevator  shaft  cost- 
ing $0,000  for  J.  de  S.  P.osse,  147  Moun- 
tain Hill. 

Toronto,  Ont. 

Wm.  F.  Sparling  &  Co.,  120  Bay  St.. 
are  architects  and  general  contractors 
on  alteration  of  garage  into  dance  hall 
for  H.  A.  Mosher,  583  Church  St. 


Fires 

Canning,  N.  S. 

A.  S.  Burgess  sustained  a  loss  of  $30,- 
000  when  lire  destroyed  his  general 
store. 

Capreol,  Ont. 

C  .N.  Rlys.,  head  office,  Toronto,  are 
rebuilding  by  day  labor  their  Y.M.C.A. 
recently  destroyed  by  lire  with  a  loss  of 
$25,000. 

Grand  Mere,  Que. 

Fire  destroyed  saw  mill  of  Rouleau  & 
Fils.  Loss,  $40,000.  Will  rebuild  at  once. 

Leader,  Sask. 

Fire  destroyed  departmental  store  of 
J.  N.  Wilence  &  Son.  Will  be  rebuilt. 

Lucan,  Ont. 

William  Ward  will  rebuild  flax  mill  de- 
stroyed by  lire;  cost,  $15,000.  Prices 
wanted  on  machinery. 

Ste.  Clotilde,  Que. 

Fire  destroyed  barn  and  farm  imple- 
ments. Owner,  Josaphat  Lampron,  will 
rebuild  in  spring.  Prices  wanted  on  im- 
plements . 

St.  Felicien,  Que. 

National  Bank,  99  St.  James  St.,  Mon- 
treal, will  probably  rebuild  their  branch 
bank  recently  destroyed  by  fire.  Mana- 
ger, L.  Deguise. 

Toronto,  Ont. 

Fire  damaged  office  building  of  Mc- 
Kinnon  Estate;  loss,  $100,000.  Execu- 
tors, H.  M.  iVetherold,  68  Kendal  Ave., 
and    R.  A.   Lyon,  41    Nanton  Ave. 

Fire  destroyed  foundry  of  Reid  & 
Brown  Ltd.,  63  Esplanade  E.  Damage 
to  building,  $10,000. 

l  ire  damaged   considerably   the  plant 


of  Willys-Overland  Ltd.,  Weston  KM. 
Will  be  repaired. 

Coady  Bros.,  259  Queen  K.,  sustained 
$10,000  loss  when  lire  damaged  their 
carriage   factory.    Will  rebuild. 

Westlock,  Alta. 

l  ire  destroyed  residence  of  Stanley 
Allin.  Will  probably  be  rebuilt. 


I. ate  News  Items 

Centralia,  Ont. 

Centralia  Flax  Mills  Co.  has  purchased 
site  for  mill  to  cost  $20,000  and  will  have 
plans  prepared  at  once.  Prices  wanted 
on  equipment. 

Fredericton,  N.  B. 

Kenneth  (i.  Rea,  architect,  285  Beaver 
Hall  Hill,  has  plans  and  receives  ten- 
ders for  hospital  for  Arch.  Fraser,  Fred- 
ericton, N.  B.    Tenders  close  next  week. 

Fort  Francis,  Ont. 

Plans  will  be  prepared  for  school  ad- 
dition costing  $40,000  for  School  Board. 
Chairman,  W.  G.  Johnston. 

Foxwarren,  Man. 

Tenders  will  be  called  about  March 
31st  for  roads  to  cost  $98,000  for  Muni- 
cipality of  Ell  ice.  Clerk,  H.  Dertham, 
Foxwarren,  Man. 

Guelph,  Ont. 

T.  W.  Tanner,  architect,  Oxford  St.. 
has  plans  and  receives  tenders  for  resi- 
dence costing  $15,000  for  G.  Tovell.  Nor- 
folk St. 

Mahoney  &  Austin,  architects,  73  Que- 
bec W.,  have  plans  and  receive  tenders 
March  12th  to  March  21st  for  garage 
costing  $14,000  for  J.  H.  McNally.  Mac- 
donnell  St. 

Halifax,  N.  S. 

Nova  Scotia  Construction  Co..  Upper 
Water  So.,  have  general  contract  for 
bank  costing  $25,000  for  Royal  Bank  of 
Canada,  Hollis  St. 

Levis,  Que. 

Lionel  Lemieux,  clerk.  City  Hall,  re- 
ceives tenders  until  March  19th  for  ten 
miles  of  paving  costing  $80,000  for  Mu- 
nicipality. Engineer,  Eclouard  Hamel. 
City  Hall. 

Melville,  Sask. 

Poole  Construction  Co..  Smith  St.,  Re- 
gina,  have  general  contract  for  creamery 
costing  $50,000  for  Sask.  Co-operative 
Creamery  Ltd. 

Minitonas,  Man. 

Tenders  will  be  called  about  March 
31st  for  roads  costing  $200,000  for  Mu- 
nicipality of  Minitonas.  Clerk,  J.  Can- 
non, Minitonas. 

Minnedosa,  Man. 

Tenders  will  be  called  about  March 
31st  for  roads  for  Municipality  of 
Odanah.  Secy.-treas.,  H.  S.  Taylor. 
Minnedosa,  Man. 

Montreal,  Que. 

Edgar  Prairie,  architect,  502  St.  Cath- 
erine St.  E.,  is  preparing  plans  for  apart- 
ment house  costing  $25,000  for  E.  Val- 
lierres,  2528  Clarke  St. 

Bastien  &  Cartier,  architects,  76  St. 
James  St.,  have  plans  and  receive  ten- 
ders until  March  10th  for  seven  tene- 
ments costing  $100,000  for  Masson  Es- 
tate, 13  St.  James  St. 

City  will  call  tenders  shortly  for  pur- 
chase of  ten  road  sprinklers  costing  $10,- 
ooo  each.    Purchasing  manager,  L.  Pion. 

Oakbank,  Man. 

Tenders   will   be   called   about  March 


.list  for  roads  to  cost  $618,000  for  Muni- 
cipality of  Springfield.  Clerk,  H.  Chris- 
topherson,  Oakbank,  Man. 

Port  Dover,  Ont. 

W.  F.  Tibbets  will  rebuild  business 
block  destroyed  by  fire.    Cost,  $25,000. 

Regina,  Sask. 

Electric  Bottlers  &  Extract  Mfg.  Co., 
Hamilton  St.,  Regina,  contemplate  erec- 
tion of  factory  costing  $25,000.  Manager, 
E.  T.  Maiden. 

Ste.  Marguerite-de  Blairfindie,  Que. 

Charles  Larocque,  Lacadie,  Que.,  secy.- 
treas.  to  Municipality,  has  plans  and  re- 
ceives tenders  until  March  15th  for  four 

miles  of  macadam  road. 

Tilbury,  Ont. 

Tilbury  Brick  &  Tile  Co.,  H.  A.  Hal- 
latt,  manager,  will  rebuild  tile  factory  re- 
cently destroyed  by  fire.  Cost,  $30,000 
Prices  wanted  on  machinery  and  equip- 
ment. 

Toronto,,  Ont. 

A.  S.  Mathers,  architect,  307  Manning 
Chambers,  receives  tenders  until  March 
13th  on  all  trades  for  manufacturing 
building  for  Thompson  Lace  &  Veiling 
Co.,  11  Wellington  W. 

Brown  &  McConnell,  architects,  Man- 
ning Chambers,  receives  tenders  on  all 
trades  for  residence  costing  $18,000  for 
M.  Mehr. 

Vancouver,  B.  C. 

Trans-Canada  Theatres,  Ltd.,  Calgary, 
Alta.,  contemplate  erection  of  theatre 
here.  Vice-President,  R.  J.  Lydiatt,  Cal- 
gary. 

Walkerville,  Ont. 

J.  C.  Pennington,  architect,  La  Belle 
Bldg..  is  preparing  plans  for  residence 
costing  $15,000  for  C.  King. 

Windsor,  Ont. 

Colthurst  &  Trace.  11  Sandwich  St. 
W,  have  general  contract  for  store  cost- 
ing $30,000  for  Wm.  Balmain,  51  Ouel- 

lette  Ave. 

Winnipeg,  Man. 

National     Electro-Products  Ltd.,  83 

Church  St.,  Toronto,  plan  to  erect  one 

storey  concrete  oxygen  plant  here. 


A  Subway  System  for  Marseilles 

Since  the  armstice  the  population  of 
the  French  port  of  Marseilles'  has  in- 
creased to  800,000 — about  double  that  of 
thirty  years  ago — with  the  result  that  ad- 
ditional transportation  facilities  in  the 
form  of  a  system  of  underground  rail- 
ways have  become  imperative.  The 
whole  question,  according  to  the  engi- 
neering supplement  of  the  London 
Times,  both  from  an  engineering  and  a 
financial  point  of  view,  has  been  con- 
sidered by  a  special  commission  ap- 
pointed by  the  city.  The  project  con- 
templates the  construction  of  two  lines, 
with  a  combined  length  of  about  7  miles, 
with  provision  for  future  extension.  The 
deepest  station  will  be  about  80  ft.  be- 
low the  ground  surface  and  will  be  served 
by  elevators.  The  normal  subway  sec- 
tion, providing  for  two  tracks,  will  have 
a  minimum  height  of  13  ft.  ll/2  in.  and 
a  minimum  width  of  22  ft.  7J/£  in.  The 
stations  will  be  long  enough  to  accom- 
modate trains  230  ft.  in  length.  The 
width  of  the  subway  section  at  stations 
will  be  about  40  ft.,  with  an  island  plat- 
form between  tracks,  but  at  special  sites 
the  width  at  stations  will  be  52  ft.  and 
there  will  be  three  platforms,  one  in  the 
middle  and  two  at  the  sides. 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 


AND 


TANKS 


TheJohn  Incus  Co 


Plant  of  The  John  Inglis  Company,  Limited 


WRITE  FOR  PRICES  AND  SPECIFICATIONS 

THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

J  AS.  W.  PYKE  6-  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative: 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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American  Cement  Exports  Not  Exces- 
sive in  1919 

Although  the  amount  of  Portland  ce- 
ment exported  from  the  United  States 
in  1919  will  probably  reach  a  value  in 
dollars  greater  than  ever  before,  the 
amount  of  cement  exported  is  not  great- 
ly different  from  that  exported  at  any 
time  during  the  war,  and  is  not  as  high 
as  in  the  first  year  of  the  war.  In  the 
first  three-quarters  of  1919  the  exports 
totaled  1,780,012  bbl.,  valued  at  $5,525,- 
351,  which  is  just  about  the  average 
amount  exported  in  the  past  five  years. 
The  imports  of  portland  cement  have 
practically  ceased,  with  the  exception 
of  a  small  amount  from  Canada.  The 
exports  are  largely  to  South  America. 
During  the  first  three-quarters  of  the 
current  year  the  greatest  amount  has 
been  shipped  to  Brazil,  the  second  to 
Cuba,  the  third  to  Argentine,  and  the 
remaining  countries  are  in  the  following 
order.  Mexico,  Panama,  Peru,  Colum- 
bia, Chili,  Dominican  Republic  and  Ma- 
dagascar. 


Gravel  Deposits  for  Concrete  Aggregate 
Explored  by  Suction  Pumps 

Suction  pumps  were  used  successfully 
for  obtaining  samples,  at  depths  up  to 
20  ft.,  in  exploring  gravel  beds  for  con- 
crete aggregates  at  the  flood-control 
dams  of  the  Miami  Conservancy  District. 
Pits  were  first  excavated  to  groundwater 
level,  and  then  the  pumps  were  installed 
for  deeper  explorations.  These  were 
simple  suction  pumps  with  6-in.  barrels 
8  ft.  long.  An  8-in.  casing  was  set  up- 
right on  the  pit  bottom,  and  the  pump 
barrel  was  inserted  and  let  down  into 
the  gravel.  A  portable  gas  engine  drew 
up  the  plunger  by  successive  short  jerks 
which  filled  the  barrel  with  gravel;  then 
the  pump  was  withdrawn  and  the  con- 
tents were  put  into  100-lb.  sample  bags, 
labeled  according  to  their  location  in 
relation  to  surface  and  position. 

As  the  gravel  was  pulled  up  into  the 
pump  barrel  the  8-in.  casing  settled.  By 
the  addition  of  short  lengths  to  the  cas- 
ing, depths  of  20  ft.  were  reached. 


West  Virginia  Has  World's  Deepest 
Wells 

The  world's  deepest  two  wells,  pene- 
trating to  depths  of  7579  ft.  and  7386  ft., 
respectively,  are  the  Lake,  near  Fair- 
mont, W.  Va.,  and  the  Goff,  near  Clarks- 


To  Road  Contractors 

Large  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally advantageous 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

400  McKinnon  Building 
TORONTO 


burg.  These  wells  were  sunk  by  the 
Hope  Natural  Gas  Co.,  of  Pittsburgh, 
in  an  endeavor  to  reach  the  rich  oil- 
bearing  Clinton  sand  of  Ohio,  which  it 
was  hoped  to  encounter  at  depths  be- 
tween 7,000  and  8,000  ft.  Another  well, 
the  Geary,  was  sunk  near  McDonald, 
Penn.,  to  a  depth  of  7,248  ft.  by  the 
People's  Natural  Gas  Co.  It  is  the 
fourth  deepest,  a  well  at  Czuchow,  Ger- 
many, according  to  the  United  States 
Geological  Survey,  exceeding  the  depth 
of  the  Geary  by  100  ft. 


New  Water  Tank  for  Akron,  Ohio 

Three  types  of  water-tank  construc- 
tion were  submitted  for  bids  recently 
by  the  Bureau  of  Water-Works  Im- 
provement at  Akron,  Ohio,  the  tank  to 
have  a  capacity  of  150,000  gal.  These 
types  were  as  follows:  Monolithic  re- 
inforccd-concrete  tank  and  tower;  steel 
tank  and  tower;  elevated  steel  tank  in- 
closed in  concrete  tower.  No  bids  were 
offered  on  either  type  of  concrete  con- 
struction. As  the  tank  is  to  be  located 
in  a  residence  district,  it  was  intended 
to  provide  a  structure  of  better  appear- 
ance than  the  ordinary  steel  tank  and 
tower,  but  on  account  of  the  advanced 
season  and  the  need  of  improved  service 
in  the  district  it  was  decided  to  con- 
struct a  steel  tank  which  may  la.ter  be 
inclosed  in  a  masonry  shell.  G.  Dale 
Dixon  is  chief  engineer. 


Premixing  No  Benefit  in  Concrete 

To  determine  the  benefit  of  mixing 
cement  and  water  for  a  long  period  (15 
to  30  minutes),  and  then  adding  aggre- 
gates to  produce  a  concrete  instead  of 
the  ordinary  method  of  mixing  cement, 
aggregate  ^and  water  together  for  one 
or  two  minutes,  comparative  tests  were 
made  last  year  by  the  United  States 
Bureau  of  Stand-ards.  The  strengths  ob- 
tained were  about  the  same  with  the' 
same  materials  and  conditions,  indicat- 
ing that  there  is  no  advantage  in  long 
premixing  of  cement  and  water. 


Department  of  Health  for  South  Africa 

A  Department  of  Health  for  the  Un- 
ion of  South  Africa  was  created  by  legis- 
lative enactment  in  1919  and  Thomas 
Watt  was  appointed  as  Minister  of  Pub- 
lic Health.  Of  the  nine  chapters  of  the 
act,  one  relates  to  public  water  supplies, 
meat,  milk  and  other  articles  of  food, 
and  another  to  sanitation  and  housing. 
Particulars  regarding  the  act  are  given  in 
a  brief  summory  published  in  Public 
Health  Reports  (Washington,  D.C.)  for 
Jan.  9,  1920. 


Belgium's  Recovery 

Encouraging,  indeed,  is  the  news  that 
comes  from  Belgium  regarding  its  in- 
dustrial recovery.  In  a  recent  booklet 
on  the  subject  D.  L.  Blount,  recently 
director-general  of  the  Central  Office  of 
Information,  Ministry  of  Economics  of 
Belgium,  places  the  following  estimates 
on  resumption  of  industry:  Coal  mines, 
94  per  cent,  normal;  refined  sugar,  100 
per  cent.;  cotton  spindles  in  operation, 
75  per  cent.;  cotton  looms,  60  per  cent.; 
wool  products,  75  per  cent.;  shoes,  70 
per  cent.;  window  glass,  34  per  cent.; 
plate  glass,  36  per  cent.;  steel  mills,  30 
per  cent.,  while  12  blast  furnaces  are 
now  producing  10  per  cent,  of  the  out- 
put of  the  54  blast  furnaces  in  operation 


before  the  war.  Of  the  machinry  taken 
away  during  German  occupation,  5,069 
pieces  out  of  9,797  have  been  recovered. 
The  agricultural  production  in  1919  sur- 
passed the  average  for  the  years  just 
preceding  the  war,  the  yield  of  wheat, 
oats,  barley,  and  rye  having  been  parti- 
cularly good.  In  the  light  of  the  unfavor- 
able reports  current  in  the  newspapers 
regarding  conditions  abroad,  this  show- 
ing of  Belgium  is  very  encouraging.  It 
warrants  the  hope  that  a  return  to  nor- 
mal will  not  be  as  long  deferred  as  we 
have  been  led  to  expect. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 

Branches  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also   Bonds  for  Special  Purposes 


THE 

Canadian  Surety  Co. 

Specialists  in 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile,  Burglary,  Plate  Glass 
INSURANCE. 

Head  Office :  26  Wellington  Street  E. 

Toronto,  Ont.  Phone  M.  2609--1840 

Branch  Offices; 
Montreal   Trust   Bldg.,    Montreal,  Que. 
90S  Paris  Bldg.,  Winnipeg,  Man. 

Representatives  in  all  Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 


"Prospects"  Your 
Competitors  Get 

It  would  be  worth  many  hun- 
dreds of  dollars  every  year  to 
you  to  know  that  you  have 
the  information  your  com- 
petitors get — not  hazy,  hear- 
say "  tips  " — but  real,  con- 
crete, definite  news  of 

Building  &  Engineering 

contracts,  wouldn't  it?  You  can 
get  it — at  small  expense — a  daily 
stream  of  live  building  reports 
that  will  mean  many  more  orders 
for  you  at  away  less  expense. 

Write  for  full  information. 
MacLean   Daily  Reports,  Limited, 
345  Adelaide  St.  West,  Toronto. 

MacLean 
REPORTS 
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American  Enameled  Brick 

In  modern  buildings,  in  cities  where 
the  tendency  is  to  encroach  more  and 
more  upon  every  available  foot  of 
ground.  AM  ERICAN  ENAMELED 
BRICK  suggest  themselves  as  the  best 
possible  lining,  for  light-shafts,  and  rears 
of  buildings.  They  make  it  possible  to 
not  only  keep  air-shafts  light,  but  also 
dry  and  clean. 

In  regard  to  the  expense  of  Enameled 
Brick  bear  in  mind,  they  will  not  only 
save  their  cost  many  times  in  the  small 
labor  of  cleaning,  but  arc  also  used  as 
part  of  the  bearing  walls,  this  doing 
away  with  a  full  course  of  common 
brick. 

Millions  of  our  brick  furnished  for  ex- 
terior and  interior  purposes  in  the 
United  Stales  and  Canada. 

See  Sweets  Catalogue,  U.S.A. 
or 

Specification  Data — Canada 
or 

Send  for  Data 

American  Enameled  Brick 


&  Tile  Co., 


Manufacturers  of  Enameled  and   Fire  Brick, 

52  Vanderbilt  Ave.,  New  York  City. 

Representatives  in  all  principal  Canadian  Cities 


Sewers 

and 

Culverts 

built  from 

Our  Concrete 

give  maximum  service 
at  minimum  cost 

1»—  (LARGE  STOCK  ON  HAND) 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE      -  ONTARIO 
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JAEGER 

EFFICIENCY  -  SPEED  -  ECONOMY 


These  three  qualities  arc  essential  to  successful  contracting 
machinery,  and  every  one  is  found  in  a  "Jaeger." 

Our  "Jaeger  Mix-A-Minute"  is  manufactured  in  all  sizes, 
one  to  fill  each  need. 


Write  for  Catalogue. 


THE  JAEGER 
MACHINE  CO. 

COLUMBUS   -  OHIO 


STEEL  i.  PERMANENCE 


The  All  Steel  Elevated  Water  Tank  is  the  most 
economical  installation  for  Automatic  Sprinkler  Sys- 
tems for  fire  protection,  general  mill  supply,  or  Muni- 
cipal Water  Works  systems. 

Its  first  cost  is  not  excessive,  the  maintenance  ex- 
pense is  very  low,  and  there  is  no  danger  of  leakage, 
falling  ice,  or  possibility  of  the  tank  bursting  or  catch- 
ing fire. 

Hundreds  of  our  All  Steel  Elevated  Water  Tanks 
now  in  service  throughout  Canada  bear  witness  to  , 
these  facts. 

Our  Product  is  Made  in  Canada 

Write  us  for  Plans,  Specifications  and  Estimates. 
Our  Catalogue  No.  16  mailed  on  request. 


CANADIAN  CHICAGO  BRIDGE  &  IRON  CO.  Ltd. 


Sales  Office:  Montreal,  Que. 
260  St.  James  St. 


Works : 
Bridgeburg,  Ont. 
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'Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letter*  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  (or  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron  # 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


TRIDENT  DISC  METERS 


EXPERIENCE  has  demonstrated  that  the  disc 
piston  type  of  meter  is  best  adapted  for  house 
and  similar  small  service  requirements.  As 
fitted  with  the  Trident  patent  roller-bearing  piston 
to  take  the  thrust  it  has  proven  to  be  the  most  reli- 
able as  well  as  the  most  accurate  for  small  volumes 
of  water  at  moderate  pressures. 


NEPTUNE  METER  CO.,  LIMITED 

W.  H.  RANDALL,    Man'g  Director 

Factory   and   Head   Office : 

1197  KING  STREET  W.  TORONTO,  ONTARIO 

WINNIPEG-  WALSH  &  CHARLES,  406  TRIBUNE  BUILDING 


Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt    Deliveries.        Attractive  Prices. 


Address  your  inquiries  to 

CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 
CHATHAM,  ONT.      275  Inshes  Ave. 

Associated  with 
PITTSBU RGH-DES  MOINES  STEEL  CO. 
42  Church   St.  945  Curry  Hldg. 

New  York  City  Pittsburgh,  Pa. 

Des    Moines,    Iowa,    938    Tuttle  Street 


CRANES 


Heavy  Mill 
Crane 
Patented 


Made 
Canada 


Electric  and  Hand  Traveling  Crane* 
Electric  and  Air  Hoists 

NORTHERN    CRANE   WORKS,  LTD. 

WALKERVILLE,  ONT. 
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SPRACO 


PAINTING 
EQUIPMEN 


INDUSTRIAL  PAINTING 

To  be  satisfactory,  your  building's — structural  iron  work — equipment  and  products  should 
be  painted  quickly — economically — thoroughly. 

Indisputable  evidence  that  this  result  will  be  accomplished  with  the 

SPRACO   PAINT  GUN 

will  be  furnished  cheerfully  and  promptly.  This  efficient  time  and  labor  saving-  machine 
will  do  in  one  hour,  the  work  that  the  average  painter  with  a  brush  would  take  all  day  to  do. 

JUST  ASK  FOR  BULLETIN  P-ll 

Manufacturers  of  Cooling  Ponds,  Paint  Guns, 
Air  Washers  and  Vaughan  Floor  Meter. 

Rudel-Belnap   Machinery   Co.,   Ltd.,  Shaugh- 
nessy  Building,  137  McGill  Street,  Montreal. 
26  Adelaide  Street  West,  Toronto. 


SPRAY  ENGINEERING  CO. 

BOSTON,  MASS. 


V 


'  I 


STEEL  CRANE  RUNWAYS 


Among  the  many  forms  of  structural  steel  work  we 
fabricate  and  erect  are  crane  runways.  The  accom- 
panying picture  shows  a  crane  runway  we  have  just 
completed  for  the  Davie  Shipbuilding  and  Repairing 
Company. 


Our  experience  in  this  work  enables  us  to  advise 
on  and  plan  structural  steel  equipment  suited  to  your 
individual  requirements.  On  any  such  project  you 
may  have  in  mind,  we  shall  be  pleased  to  give 'advice 
and  estimates. 


MacKINNON  STEEL  CO.  LIMITED 


Montreal  Office — 404  New  Birks  Building 


SHERBROOKE,  QUE. 


76 


THE  CONTRACT  RECORD 


March  10,  1920 


filial 


WE  NEED  THE  SPACE 
OCCUPIED  BY 

One  Model  30  Marion  Shovel, 
Revolving,  Long  Boom  and 
Dipper  Stick.    7-8  yd.  Dipper. 

15  Ton  Waterous  Road  Roller. 

20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 

14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 

12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 

25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 

50  Assorted  Two-Wheel  Dirt  Scrapers. 

iy2  yd.  and  2  yd.  Clam  Shell  Buckets. 

8  x  12 — 3  drum  Hoisting  Engine  for  Clam. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

6l/2  x  8  Double  drum  Hoist  with  Boiler. 
4^4  x  6  Single  Drum  Builder's  Hoist. 
No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

1  yd.,  %  yd.  and  1/3  yd.  Concrete  Mixers. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 

The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


For  Profitable  Results 


advertise  in  the  most  widely  read  and  leading 
publication,    reaching   the   majority   of  the  con- 
tracting,    engineering    and     municipal  officials. 
Rates  on  application 

Contract    Record    &   Engineering  Review 

347  Adelaide  St  Weil,  TORONTO 


When 
You  Build 

Don't  make  the  mistake  of  provid- 
ing Gas  Service  for  the  kitchen 
alone — see  that  your  home  is  com- 
pletely equipped. 

Arrange  for  Gas  Lighting  fixtures 
in  every  room — thus,  you  will  never 
be  without  light. 

Arrange  convenient  outlets  for  small 
Gas  appliances  and  heaters  in  each  of  the  rooms, 
fireplace  so  you  may  have  a  Gas  Service  hearth. 

service. 

A  home  provided  with  gas  outlets  is  an  additional  feature  when  selling  property. 

Telephone  Adelaide  2180,  and  we  will  be  glad  to  confer  with  you. 
New  Building  Bureau  (Inspection  Free) 

THE  CONSUMERS'  GAS  COMPANY  OF  TORONTO 


Thus  you  need  never  be  cold.  Pipe  Gas 
Of  course,  you'll  arrange  for  Gas  heated 


to  the 
water 
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BUILD  WITH 

PORT  CREDIT 
BRICK 

PRESSED  AND 
WIRE  CUT  BRICK 

All  grades  and  any  quantity 

Best  service  and  a  Reliable 
Product 

Write  us 

Port  Credit  Brick  Co. 

Limited 

McKinnon  BIdg.  TORONTO 


One  of  Toronto's  Busineis  Houses  built  of  Port  Credit  Brick 


Reinforced 
Concrete  Construction 

Series  of  Three  Volumes 

By  G.  A.  Hool,  Associate  Professor  of  Structural 
Engineering,  University  of  Wisconsin. 

You  probably  know  something  about  these  books — 
How  they  came  out  without  the  advantage  of  a  widely  known  name 
as  author. 

How  the  leading  civil  engineering  papers  hailed  them  as  the  best 
on  the  subject. 

How  they  were  at  once  recognized  as  the  most  useful  and  practical 
books  that  have  appeared. 

They  are  today  standard  among  engineers,  architects  and  contrac- 
tors, as  well  as  in  colleges. 

Vol.  1 — Fundamental  Principles,  254  pages,  6  x 

9,  88  illus.,  $2.50  net,  postpaid. 
Vol.  II — Retaining   Walls  and   Buildings,  675 

pages,  6x9,  412  illus.,  34  plates,  $6.00  net 
postpaid. 

Vol.  Ill — Bridges  and' Culverts,  688  pages,  6x9, 
over  600  illus.,  41  plates,  $6.00  net,  postpaid. 

SEND  YOUR  ORDERS  TO 

Contract  Record  &  Engineering  Review 

347  Adelaide  St.  West,  TORONTO 


Sold  separately 
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Windsor  Street,  Montreal 

These  granite  blocks  have  been  down  for  27  years 
without  attention  or  repair. 

Supplied  to  the  city  of  Montreal  by  Brodie's  Ltd. 

All  stock  sizes  ai  granite  paving  blocks  for 
immediate  shipment. 

BRODIE'S  LIMITED 

128  Bleury  Street  -  MONTREAL 


Liberal  Profits  and  a  Sure  Demand 


awaits  the  man  who  begins  the 
manufacture  of  Ideal  Concrete 
Building  Units  in  any  community. 
No  previous  experience  necessary, 
and  but  a  very  small  capital. 


BQEBgnUHUIttfl 

The  Product  Ideal"  Block  Machine 

Ideal  Concrete  Machinery  Company,  Limited 

Lock  Drawer  250  WINDSOR,  ONT. 


National  Iron  Corporation 


LIMITED 


Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  In  Stock  at 

MONTREAL  -  TORONTO   -    PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.     SAULT  STE.  MARIE,  ONT. 

SALES  OFFICE:  TV\D f\kTT'/"V 

400  McKinnon  Building  *  M  1UKUNIU 
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Warehouse  for  Imperial  Tobacco  Co., 
Leamington,  Ont.  1  Storey  and  Base- 
ment, 110'  x  280'.  Reinforced  Concrete 
Flat  Slab  Construction.    Built  by 

ARCHIBALD   &  HOLMES 

Limited 

Engineers  and  Builders 

306   Continental  Life  Building 

TORONTO  -  CANADA 


Safeguard  Your  Plants 
and  Property 


against  loss 
or  damage 
by  fire  by 
installing 
Fire  -  proof 
Doors  of 
approved 
make. 


Our  plant  is  equipped  with  special  machinery  for 
manufacturing  these  doors. 

We  also  specialize  in  Kalamein  Doors,  Windows  and 
Mouldings,  Steel  Doors,  etc.    Roberton  Patent  Lock 
Metal  Weather-stripping  for  Doors  and  Windows — 
Saves  20  per  cent,  of  your  fuel  consumption. 
Give  us  a  call — we  can  save  you  money. 

ROBERTON  -  OLSEN 

LIMITED,  INC. 

Head  Office  &  Factory:    Ft.  of  Cherry  St.,  Toronto 

Phone  Adelaide  4093 

Agents  at  Vancouver,  Medicine  Hat,  Ottawa,  Kingston, 
Montreal,  Halifax. 


Ideas  and  Suggestions 
for  House  Trim 

Read  the  articles  on  the 
above  subject  by  W.  H. 
Shaw  now  running  in  the 
Canadian  Woodworker. 
Subscription  price  of  this 
publication,  100  pages 
monthly,  One  Dollar  a 
year. 

Order  from 

WOODWORKER    PUBLISHING   CO.,  LIMITED 
343  Adelaide  St.  West,  Toronto 


J.  G.  AlUn,  President 


James  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  CO. 


LIMITED 


Manufacturer!  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inche*  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 


80 


THE  CONTRACT  RECORD 


March  10,  1920 


ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office- 
95  King  Street  East 
TORONTO 


Works- 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 


Air  Compressors 

Boilers 

Buckets 

Cars 

Crushers 

Derricks 

Drills 

Dump  Wagons 
Hoisting  Engines 


Locomotives 
Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors* 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—280] 
Yards  and  Shops — New  Toronto,  Canada 


The  Trap  that  Keeps 
the  Radiator  Hot 

Any  kind  of  a  boiler  will  shove  the  steam  up  to  a  radi- 
ator. But  it  takes  a  mighty  good  trap  to  let  all  the  air  and 
water  out  without  letting  steam  into  the  return  line. 

The  Dunham  Trap  has  been  doing  it  since  1903— and 
doing  it  so  well  that  you  don't  see  many  old-style  traps 
nowadays.  Everybody  is  busy  pushing  thermostatic  disc 
traps.  But  do  not  forget  that  the  Dunham  was  the  FIRST 
radiator  trap  of  this  type. 

The  first  of  its  kind— and  the  best  of  its  kind,  accord- 
ing to  many,  many  engineers,  and  to  architects  and  heat- 
ing contractors  who  know  that  quality  counts  above  all 
else. 

Our  new  booklet,  "Data  on  Dunham  Heating,"  tells 
some  heating  facts  in  an  interesting  way.  May  we  send 
you  a  copy? 


The  Dunham  Radiator  Trap 


HEATING  SERVICE 

Made  in  Canada 


C.  A.  DUNHAM  COMPANY,  LIMITED,  Toronto,  Ontario 


HALIFA-X 
OTTAWA 


VANCOUVER  WINNIPEG 
MONTREAL  CALGARY 

London:    64  Regent  House,  Regent  Street,  W.  1. 
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Railway  and  Track  Supplies 

For  Lumber  and  Contractors'  1 
requirements 

Rails,  Locomotives,  Accessories, 
Cars,  Lion  Brand  Babbitt  Metal 

Correspondence  solicited 

Sessenwein  Bros.,  Montreal 


SPRINKLER 
TANKS 

AND 

TOWERS 

have  stood  the  test  of 
long  years  of  efficient 
service,  saving  their 
owners  thousands  of 
dollars  in  fire  insur- 
ance premiums. 

We  are  specialists  in 
Urban,  Rural  and  Sub- 
urban  Water    Supply  Systems. 

Get  the  benefit  of  our  30  years'  experience  by 
submitting  your  water  problems  to  us. 

Our  Engineering  Department  will  cheerfully 
furnish  blue  prints  and  estimates  free  of  charge. 

Ontario  Wind  Engine  &  Pump  Co. 

Limited 

Winnipeg  Montreal     TORONTO     Regina  Calgary 


Canadian  Engineering  &  Contracting  Co. 


Limited 


Bridges,  Roadways 
Reinforced  Concrete  Bldgs. 
Foundations  a  Specialty 


Bank  of  Hamilton  Bldg.,  Hamilton,  Ont. 


Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Pbones,  Office  North  1 164   Evenings.  North  2107 


DOORS 

We  have  just  unloaded  a  car  of  the  al- 
ways popular 

KLIMAX  DOOR 

Two  panel  design,  beautiful  three  ply 
Birch  Panels,  White  Pine  Stiles  and  Rails. 

And  this  car  is  certainly  the  best  ship- 
ment we  have  ever  received. 

Order  now  while  our  stock  is  in  good 
shape.   All  stock  sizes  available. 

A  Good  Stock  of  Pine  Doors  on  Hand. 
Also  Oak. 


Prices  Are  Advancing  Rapidly. 
Better  Place  Your  Orders  NOW. 


THE 


PANNILL 


DOOR 
COMPANY 


131  Front  Street  East,  TORONTO,  ONT. 


Phone  Main  659 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street     -     Vancouver,  B.  C. 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote- 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


-Including- 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 

GALT         -  ONTARIO 


Electric  Derricks 

up  to  6  ton  capacity  and  70  ft. 
booms.  For  Stone  Yards, 
Quarries,    Stock   Yards,  etc. 


Mould  Sander  for 
Soft  Mud  Brick 

Strongly  made  of  the  best  material. 
Repairs  a  Specialty 

Also  Pumps,  Contractors'  Machinery,  Brick  Machinery,  Grey  Iron 
Castings  and  Gear  Cutting.  Write  for  particulars  and  prices 

JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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Workt  at  Walkervllle.  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see 


I1MITED 


VALVE-  HYDRANT  MANUFACTURERS 

WALKERVI LLE ,  ONT. 


Algoma 

Structural  Steel — Merchant  Bars 


Blooms,  Billets  and  Slabs 


Concrete  Reinforcing  Bars 


Shafting — Pulleys  —  Hangers 
Iron,  Brass  and  Bronze  Castings 

STEEL  RAILS— Open  Hearth  Quality 
All  Sections— 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 


Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 

Basic        Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME,  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $3.30  per  bbl. ; 
with  bags,  $4.10;  car  lots,  $2.45  on  the  track, 
with  pkgs.,  $3.25;  5c  per  bbl.  discount  20 
days. 

Lime — in  bulk— grey  69c,  white  79c  per  100 
lbs.,  delivered,  if  not  less  than  2,000  lb.  lots. 
At  the  warehouse,  grey  63c,  white  73c, 
$14.60  ton.  Hydrated  lime,  $17.25  per  ton 
delivered ;  $16.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$30;  buff,  $30;  No.  2,  $26;  common  red 
stock  brick,  $22 ;  grey,  $22 ;  wire-cut  brick 
for  foundation  work,  $20.  Milton  Rug  brick, 
$30  to  $35;  Eatonia  brick,  $50;  sand  lime 
brick,  $16.25,  f.o.b.  car  at  King  Edward 
siding,  $14  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $55  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto. 
$100  per  thousand.  Buff  Oriental,  $35,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $25  at  plant, 
$31  delivered  in  city. 

hire  brick — delivered — Savage,  $75  per  M.  ;  S. 
Crown,  $70;  W.  W.,  $60.  Fire  clay,  $15  per 
ton;  chimney  tops,  $8.75  each. 

Flue  lining — delivered — list  price — 8}4  x  8'A  in., 
60c  per  ft. ;  8l/2  x  13  in.,  90c  per  ft.  Dis- 

cuonts  30  and  10  per  cent,  off  list. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.05;  1  in.,  $2.25;  H  in., 
$2.25;  crusher  rock,  $2.15;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton ;  screened,  $1.70 
per  ton. 

LUMBER  (BUILDING  MATERIAL) 
Retail  Prices  Delivered 
Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $58;  10  and  16  ft.,  $60 ;  2  x  12  in.,  12 
and  14  ft.,  $59;  10  and  16  ft.,  $01  ;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $61.  No.  2,  $4  less 
than  No.  1. 

Pine — Box,  rough,  1x4  in.  and  1x5  in.,  $65; 
1x6  in.,  $67;  1  x  8  in.,  $70 ;  1  x  10  in.,  $75; 
1  x  12,  $S0.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $78;  1  x  6  in.,  $82 ;  1  x  8,  $86;  1  x  10, 
$90-  1  x  12,  $103;  2x4,  1016  ft.  long,  com- 
mon, rough,  $68;  2  x  6,  $70 ;  2  x  8,  $72 ;  2  x 
10,  $76;  2  x  12,  $80.  No.  1  flooring,  $70; 
No.  1  V  or  beaded  sheathing,  4  in.,  $82. 
Pine  trim,  4  in.,  casing,  $4  per  100  ft. ;  5 
in.  ditto,  $5;  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $6.25. 

Spruce— 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $63;  1  x  6  and  2  x  6,  $65;  1x8 
and  2  x  8,  $67 ;  1  x  10  and  2  x  10,  $71;  1  x 
12  and  2  x  12,  $75. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $80;  12  x  18,  12  x  20,  14  x  18, 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$S5.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $10.50;  XX  B.  C,  $8.00; 
N  B.  extras,  $10.50;  N.  B.  clears,  $9.50; 
No  1  W.  pine  lath,  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars— $4.75  base;  twisted  and 
deformed,  $4.85;  3/16  in.  and  lighter  $5.25. 

Shapes— Angles,  35  lbs.  and  over,  per  yard,  $4.60 
per  100  lbs. ;  under  35  lbs.  per  yard,  $4.70 
per  100  lbs. ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $4.60;  under  35  lbs. 
per  yard,  $4.80. 

Plates— 6  ins.  to  60  ins.  wide,  $4.80;  over  60  ins., 
$5  00.  Tank  and  boiler  plates—  V\  >n-  and 
over  and  under  36  ins.,  $4.50.  Gauge  plates 
—No  10,  $5.55;  No.  12,  $5.60;  No.  14,  $5.65 
per  100  lbs.  Black  American  Bessemer  Plates 
— dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $4.50  per  100  lbs. 

Rivets_Button  and  cone  head—  Yi"  to  %"  diam., 
$5.80. 


EXTRAS    FOR    SHAPES    AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  _  3/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  1/lOc 
per  lb.  for  Angles  under  5  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
$1.50. 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized   iron — dealers   not  quoting  prices. 
Cast-iron   pipe — Standard     prices,     carload  lots, 
f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices,  with  discounts  as  he- 
low,  f.o.b.  factory — 4  in..  30c  per  ft. ;  6  in., 
45c;  8  in..  70c;  9  in..  90c;  10  in..  $1.05;  12 
in.,  $1.35;  15  in..  $1.80;  18  in..  $2.50;  20  in.. 
$3:  22  in..  $4;  24  in.,  $4.50.  Discounts— 30 
and  10  per  cent,  off  list. 

Tile  wall  coping — delivered — 8  or  9  in.  wall,  50c 
per  ft.;  12  in.  or  13  in.  wall,  75c  per  ft.; 
18  in.  wall,  $150  per  ft.;  carried  in  6,  12. 
18  and  24  in.  lengths.  Discount  30  and  10 
per  cent,  off  list. 

PAINTS  AND  OILS. 
Prices,  delivered. 
White   lead — ground   in  oil,    less   than    ton  lots. 
$18.75  per  100  lbs.;  ton  lots,  $18.50  per  100 

lbs. 

Boiled  Linseed  Oil— in  bbls.,  $2.60  per  gal.  of  9 
lbs. ;  red  lead,  dry.  $17  per  100  lbs. ;  Pure 
putty  in  bulk.  $8.95  per  100  lbs.  ;  in  100  lb. 
drums,  $0.S0;  in  25-lb.  tins,  $10.05  per  100 
lbs.  ;  steel  sash  putty,  in  25-lb.  tins,  $10.30 
per  100  lbs.:  turpentine,  in  bbls.,  $8.05  per 
Imp.  gal.,  based  on  southern  gauge.  Tur- 
pentine and  oil  in  less  than  barrel  lots,  15c 
extra  per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2c  per  lb.  ; 
black,  in  bbls.,  6c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
25c ;  ultra  blue,  dry,  in  bulk,  25c ;  green, 
French  permanent,  dry,  20c;  ochre,  French, 
dry,  12c. ;  red  Venetian,  dry,  6c ;  sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  1254c. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.30:  delivered  in 

5    barrel    lots,    $4.75    at    warehouse,  $4.55; 

single  bbl.,  $5.55. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — in.  and  1  in., 
45c  per  lb. ;  in  700-foot  coils,  4254c.  Lath 
yarn,  40c  per  lb. ;  in  full  coils.  33c. 


MONTREAL  PRICES 

CEMENT,  LIME.  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Ljme — Hydrated,  $25  per  ton;  lump,  $15. 
Brick — No.   1   pressed,   $24.75;   No.   2  pressed, 

$20.75;  red  rustic,  $21.75;  vertical,  $23.00; 

plastic,  $17.50. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c  ;  9-in.  40c ;  10-in.  52c ;  12-in.  60c ;  15-in. 
90c'  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.75;  ^-in.  $2.00;  ^-in. 
$2.25  per  ton,  delivered. 

Sand  $1.40  per  ton,  car  load,  on  railway  cars. 

Gravel — $1.15  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  8  in.  and  up,  $4  78 ;  1  in. 

x  1  in.  x  'A  in.,  25c  extra:   H  in.  x  Yi  in. 

5^  in.,  75  cents  extra.     Boiler  plates — 'A  in. 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$5  70;  under  36  in.  diameter,  $6.15.  Beams 
and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $5.25,  f.o.b.  Mont 
treal,  net  cash.  Corrugated  iron — 26  gauge, 
$10.00;  28  gauge,  $9.25  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  hearing  sheets 
— Keystone  black,  28  U.  S.  gauge,  $7.25  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $85  for  6  in.  and  larger, 
and  $88  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c;  8 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in.,  $1.35; 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  in., 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.20 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c.  66c. 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  in. 
to  30  in.),  $1.20,  $1.80,  $2.80  $3.60,  $4.20, 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28; 
'A,  $1.20,  $1.80,  $3.15,  $4.05,  $4.75,  $6.10. 
$14.40,  $20,  $24,  $32,  $36.  $52,  $57.60.  Double 
collar.  90c  $1.35.  $2.10.  $2.65.  $3.15.  $4.06. 
$5.40;  slant  1  foot  long  side  (4  in.  to  16 
in  ),  90c.  $1.35,  $2  10.  $2.55.  $3.15.  $4.06. 
$5.40.  Single  branch  (6  in  »o  9  in.),  3  ft., 
$2.25.  $3  50,  $4.25;  2  and  2J4  ft  (4  in.  to  30 
in.).  $1.35.  $1.80,  $315.  $3.85.  $4  75  $6.10, 
$8.10.  $11.25,  $13  50,  $18.  $20.25.  $32  50.  i?,C. 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.),  $1.80,  $2.70.  $4.90.  $6.30.  $7.35,  $10.80. 
$14.40,  $20.  $24.  $32.  $36.  $45.50.  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  In.  to 
15  in.),  $3,  $4.  $7.  $9.  $1050.  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.).  $3.  $4.  $7.    $9.    $10.50.  $18. 

These  prires  arr  snbiect  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  50  58  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  $4.30  per  bh!  .  both  less  5%  for  cash. 
Rope — Best  Manilla,  31c  basis  per  pound; 
Beaver  Manilla.  2fic  basis:  sisal  rope,  2254c 
basis;  lath  yarn,  2254c.  Boiled  linseed  oil — 
in  barrels.  $2.57!/$  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.55. 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50.000  or  over, 
$17.00;  carload  lots,  less  than  50,000,  $18.00; 
selected  builders  for  veneering  work,  carload 
lots,  $20.00;  "Citadel"  rustic  face  brick,  $26 
to  $30. 

Baker  oven  tile,  15"  x  854"  x  2J4",  $25  per  100. 
"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 

splits,  7c  per  superf.  ft. ;  12  x  9  x  3,  solid. 

10c. ;  12  x  8  x  4.  11c.  ;  12  x  8  x  6,  18c. 


HALIFAX  PRICES 

Cement — -$3.60  per  barrel   in  carload  lots,  bags 

returnable  in  good  condition  at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock   Brick — $19.50  per  thousand  delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper— 1454c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels— $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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You  Have  No  Breakdowns 

To  Hold  Up  Your  Work 

 When  You  Use  


Smith 
Concrete 
Mixers 


THEY  ARE  BUILT 
FOR  SERVICE 


MUSSENS  LIMITED 

MONTREAL  WINNIPEG 
TORONTO  VANCOUVER 


KG 


THE  CONTRACT  RECORD 


March  10,  1030 


CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS-continned 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel ; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — l'/i-in.  to  2-in.,  $3.65  per  yard; 
54 -to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble  stone,   $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER   (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  (or  cash) 

Flooring.-  :!  in.  No.  1  and  2  E.G.  Fir,  $115; 
4  in.  No.  1  and  2  E.G.  Fir,  $115;  4  in.  No. 
.".  K.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common  Pine,  $75 ;  4  in.  No.  3  Pine  or 
Spruce,  $G1;  0  in.  No.  1  and  2  E.G.  Fir, 
$110;  0  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
Kir  (Shiplap  Grade),  $75;  G  in.  No.  2  Com- 
mon Pine,  $80;  G  in.  No.  3  Pine  or  Spruce, 
$70;  2x6  No.  1  Common,  $70. 

For  selected  lengths,  add,  rinc,  $5.00;  for  se- 
lected lengths,  add,  Fir,  $5 ;  for  dressing  2 
sides,  add  $5;  for  1A,  1A  or  2  inch,  add 
5. 

Birch  and  Maple  Flooring — Clear  (First  Grade) 
—13/16  x  1A  in.  to  2M  in.  face,  $190;  Y& 
x  l'/2  in.  and  1}£  in.  face,  $147. 

No.  1   (Second  Grade)— 13/16  x  I'A  in.  to  2# 

in.  face,  $1S4 ;  H  x  l'/2  in.  and  1J4  in  face, 
$139. 

No.  2  Factory — 13/16  x  1 in.  to  2'A  in.  face, 

$153.00 

Selected  White — 13/16  x  lyi  in.  to  254  in.  face, 

$210.00 

DIMENSION  TIMBERS,  No.  1 

6  x  10  to  12  x  12,  up  to  32  ft.  long,  $7G;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $77;  6  x  16,  to 
1G  x  1G,  up  to  32  ft.  long,  $78 ;  G  x  IS  to  18 
x  IS,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  1A  in.  to  2A  in.  face,  $400;  % 

x  1A  in.  and  1A  in.  face,  $350. 
No.  1  (Selects)— 13/16  x  1A  in.  to  2A  in.  face, 

$350;  Vs  x  1A  in.  and  1.J4  in.  face,  $250. 

PLAIN  RED  OAK  FLOORING 

Clear— 1.3/16  x  1A  in.  to  2A  in.  face,  $300;  H 
x  1A  in.  and  2  in.  face,  $220. 


No.  1  (Selects)— 13/16  x  1A  in.  to  2A  in.  face, 
$1G0;  H  x  l'/2  in.  and  1A  in.  face,  $115. 

STEEL  AND  IRON 

Bteel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs.  ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  6  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  62c;  12  in. ,72c;  15  in., 
$1.20;   18  in.,  $1.70;  20  in.,  $2.10;  24  in., 

$2.75. 

Plaster  of  Paris,  $1  in  paper  bags;  $1.45  in 
jute  bags. 

Plasterers'   Hair — 90c   per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  GO  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  SSc  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 

Mixed  Paint— Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal. ;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 
$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than    ton    lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,   LIME,  AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house; $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house ;  $33  in  car  lots ;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand— Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan 

tities. 


LUMBER   (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.     Mills  operat 
ing  on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $40;  10  x 
10,  $40;  10  x  12,  $40;  10  x  14,  $40.50;  12  x 
12,  $40;  14  x  14,  $40.50;  14  x  1G,  $41.50;  6 
x  10,  $40.50;  G  x  12,  $41";  8  x  10,  $41 ;  8  x 
12,  $40.50;  10  x  16,  $42;  12  x  10,  $42;  1G  x 
16,  $41.50;  G  x  14,  $42;  8  x  14;  $42;  12  x 
IS,  $43;  18  x  20,  $14;  14  x  20,  $43.50;  10  x 
IS,  $43.50;  Hi  x  20,  $44.50;  18  x  18,  $4:: .50 ; 
20  x  20,  $43.50;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50;  1x4, 
$99.50;  1  x  4  flat  grain,  $89.50;  No.  1  and  2, 
1-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  1A  and  lyi  inch  fir  double  dressed 
$76;  2-inch  fir  double  dressed  $77;  fir  lath, 
$15;  U.  C.  cedar  shingles,  XX,  $5.25;  XXX, 
$7.50;  XXXXX,  $9.25. 

STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  ban,  $6.00  base;  twist 

ed  and  deformed,  $7.50  base;  structural  sec 
tions,  $7.00. 

Galvanized  iron — 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets 

$11.75;  9  and  10  ft.  sheets,  $11.90  per  square 
Black  steel  sheets,  24  gauge,  $10.35  per  100 
lbs. 

Steel  angles — $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $9.00  per  100  lbs.,  de 
pending  on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizea,  $9.00. 

SEWER  PIPE. 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 

4-in.,  17c  per  ft. ;  6-in.,  25c  per  ft. ;  8-in.,  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15  in.. 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.; 

24-in.,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van 

couver,  bags  extra. 
Hydrated  lime— $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6  50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla — M  in.,  39c  base;   A  in.,  39j4c; 

ii  in.,  40c;   'A   in.,  40c;  second  grade,  33c 

base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  fc 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4.5. 

Raw  linseed   oil — In  bbls.,   $2.10  per   gal.;  red 

lead,   dry  $18.00  per  100  lbs.  ;  in  oil,  22c ; 

putty  in  bulk,  Standard,  $6.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 

Head  Office 

Mark  Fisher  Building 
MONTREAL 


CAST  IRON  PIPE 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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We  make  a  specialty  of 
unloading  cars  of 

SAND,  GRAVEL,  CRUSHED  STONE 
COAL,     CEMENT    AND  BRICK 

Get  our  Prices 

Contractors  Transport  Company 

Main  4570         401  Lumsden  Bldg.,  Toronto 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


For  Sale 

INDUSTRIAL  AND  CONTRACTORS' 
EQUIPMENT 

2 — Marion   Steam  Shovels,   Model  61,   Shop   No.   2822  and  No. 

2823,  2J/2  yard  dippers,  first  class  condition. 
1 — Model  60  Marion  Steam  Shovel,   Shop  No.  2396. 

4 —  Type  O  Thew  Shovels,  V%  yard  dippers,  on  traction  wheels. 
All  thoroughly  overhauled. 

1 — yt  yard  Clamshell  Bucket. 
1 — 1%  yard  Clamshell  Bucket. 
1 — iy2  yard  Clamshell  Bucket. 
1 — Standard  gauge  35  ton,  4  wheel  locomotive. 

5 —  14  to  18  ton  36"  gauge  locomotives. 

25 — 4  yard  36"  gauge  Western  and  K.  &  J.  dump  cars. 

T.  J.  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  6185.    Nights,  Park.  6906. 


TRADE 


MARK 


Standard 
Wires  and  Gables 


include   a   complete   line   of   bare  and 
insulated    copper,    brass,    bronze  and 
copper  clad  steel  conductors  to  meet 
all  kinds  of  service  requirements. 

Write  our  nearest  office. 

Standard  Underground  Gable  Co., 
of  Canada,  Limited 
Hamilton,  Ont. 

Montreal,   Toronto,   Seattle,  Wash. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


CRANE  VALVES 
CRANE 

LIMITED 

HEAD  OFFICE  &  WORKS 
1280  ST.  PATRICK  ST 

MONTREAL 

BRANCHES:  Toronto,    Winnipeg,  Vancouver. 

SALES  OFFICES:  Halifax,    Quebec,     Ottawa,  Calgary. 
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Willis  Chipman,  M.   Eng.    Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
Seo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 

Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals   of   Works   and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
It  Toronto  Street  -  TORONTO.  CAN. 
Water  Supply  and  Purification;  Sewerage 
SY*'ems;  Municipal  and  Trade  Waste 
TVisposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  includinij 
Reinforced  Concrete. 


GENT  &  CO.  LTD. 

"Faraday  Works" 
LEICESTER,  ENGLAND 

Electric  Clocks 

Cables  :  "Lodestone,  Leicester 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.     -  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 
Inspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point  of   manufacture,  and   Testing  in 
our  own  Laboratories. 
The   most   up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Hrilain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal,  of  Sewage  and  Refuse  ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 

MONTREAL,  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE        WILLIAM  STORRIE 


M.E.I.C..  M.INST.  C.E.. 
M.AMER.  W.  W.ASSOC. 


.E.I.C..  A.M.INST.  C.E. 
.  AMER.  W.  W.  ASSOC. 


GEORGE  G.  NASMITH,  C.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


McAllister  &taylor 

ENGINEERS  ft  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
87  Sun   Life   Bldg.,   HAMILTON,  ONT. 
Harbor    Improvements    and  Dredging 
Dams,  Piledriving,  Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
TRY  OUR  SILLS  AND  CORNICE 


Pass  it  along: 

When  you  have  finished 
reading  this  paper  pass 
it  along  to  your  clerks. 
Encourage  them  to  read 
it  regularly--it  will  help 
them  and  that  means  it 
will  help  you. 


MILTON  HERSEY  CO.  LIMITED 

Industrial   Chemists  &  Inspectors 

PAVING 
Designed,  Superintended,  Inspected. 
Chas    A     Mullen.  Director. 

CEMENT  &  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination 


Power 


V.  K.  Stalford,  a.i.e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


The  Toronto  Testing  Laboratory 

Limited 
160  Bay  Street,  Toronto 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E.  TORONTO 
Phones— slain  904  and  90S 


Crushed 
S  tone 
Steel  and 
Wood 
Water  Pipe 


T.  A.  Morrison  &  Co.,  ^oVtreal' 


Established  1884. 


Main  2463. 


Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  'Phones— Park    638.     Park  3302. 
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Robert  W.  Hunt 
President 


Charles  Warnock 
Vice  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches;         Toronto         Vancouver         London.  England 


Tiering  Machines 
d  Barrel  Storage  Racks 

ECONOMY 


Simple 
Safe 
Sure 

and 

Speedy 

It  is  locked  to  the 
floor,  yet  easil>'  port- 
able when  desired. 
The  ECONOMY 
makes  the  pay  roll 
smaller  while  increas- 
ing efficiency.  Let  us  send  you  particulars  of  power  or  hand  ma- 
chines, also  our  barrel  storage  steel  racks. 

Standard  Steel 
Construction  Co.  Limited 

Port  Robinson,  Ontario. 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


J.  P.  Anglin,  B.Sc.         H.  J.   Gross  C  D.  Harrington,  B.Sc. 

President  Vice   Pres.   &   Treas.   Vice  Pres.  &  Manager 

ANGLIN-NORGROSS 

LIMITED 

CONTRACTING  ENGINEERS  &  BUILDERS 


Halifax  Shipyards.  Halifax 
Crane  Company,  Montreal 
Ames-Holden-McCready,   Ltd.,  Montreal 
Children's  Memorial  Hospital,  Montreal 
Steel  Company  of  Canada,  Montreal 
Canadian  Cottons  Limited.  Cornwall 
Canadian   Cottons  Limited,    Milltown,  N.B.- 
Canada Amusement  Company,  Montreal 
Merchants  Bank,  Toronto 

Belding  Paul  Corticelli  Co.,  St.  Johns,  Que.- 
Belding  Paul  Corticelli  Co.,  Montreal 


MONTREAL 


TORONTO 


-Office  &  Power  House 
-Large  Industrial  Bldg 
-Factory 
-Hospital 

-Nut  and  Bolt  Works 
-Weave  Shed 
-Weave  Shed 
-Loft  Building 
-Bank  Building 
-Factories 
-Factory 

HALIFAX 


Absolutely 
Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 


DAKF  swinging 

LS/\J\E,  ENGINES 


INSURE 
Speed  Tiurahility 
Economy 

Contractors  everywhere 
recognize   that    Dake  swing" 
''mH'''  ers    save    them    time,  labor 

and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 


MONTREAL:  MUSSENS,  Ltd. 

TORONTO:  A.   R.  Williams  Machinery  Company, 


Limited. 
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MALLEABLE 

IRON 

CASTINGS 

of  the  Highest 
Quality 


3£  PRATT  £S  LETCHWORTH 
COMPANY.  LIMITED 


Transportation  Building, 


Montreal 


Made  in  Canada 
Conduit 


<4 


°/3 


Manufactured  by 

National  Conduit  Co.,  Limited 

Toronto 
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Turnbull  Elevator  m 

MANUFACTURING  CO  TORONTO  ■ 


IHIIIIU 


TURNBULL 
ELEVATORS 

are  used  in 
many  of  Canada's 
finest  buildings 

WHY? 


Because  they  are  found  to  be  never  failing  in  their  positive 
and  efficient  operation.  Absolute  safety  is  the  essence  of  their 
design.  Turnbull  construction  leaves  nothing  to  be  desired  in 
stability,  durability  or  appearance.  Each  style  incorporates  the 
features  which  will  make  it  best  suited  to  its  particular  purpose, 
and  every  equipment  is  characterized  by  the  same  care  m  work- 
manship. 

Turnbull  Elevators  are  a  dependable,  Canadian  made  pro- 
duct at  a  moderate  cost,  which  has  been  tried  and  proved  for 
years.  You  owe  this  up-to-date  equipment  your  thorough  in- 
vestigation and  consideration.  We  are  happy  to  answer  all 
enquiries. 

Turnbull  Elevator  Manufacturing  Co. 

126  John  Street,  TORONTO,  Ontario 

Montreal  Office  -  202  Mappin  &  Webb,  Building 
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"DOMINION"  Wire  Rope 

For 

^HfcMgL       Elevators,  Dredges,  Lumbering, 
WHS^t  Mining,  Oil-Weil  Drilling, 

BjJl^B  Suspension  Bridges,  Stump  Pulling, 

Kjr\  Cranes,  Derricks,  etc. 

SHIPS'  RIGGING 
The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


Efficient  Equipment 

Enables  the  construction  and 
upkeep  of 


GOOD  ROADS 

"Reliance"  Crushers 
"Ransome"  Concrete  Mixers 


Sprinklers, 

Flushers,  Sweepers 

"steam  Rollers 

Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


7#H«pkilf^6fo  MONTREAL 

I  Telephone  Main  3420 


Vol.  34 


Toronto,  March  17,  1920 


No.  11 


Engineering 


NATIONAL  IRON  CORPORATION,  LIMITED 

Head  Office,  Works  and  Docks: -TORONTO 


Every  Size  of  Cast  Iron  Pipe  for  Water,  Gas,  Culvert  or  Sewer,  Carried  in  Stock  at 
Lake  or  Rail  Shipments     MONTREAL,  TORONTO  and  PORT  ARTHUR 
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The  Tee  Bar  Mullion 

is  a  standard  Lumina  section  used  to 
join  two  or  more  units  of  sash  in  an 
opening. 

Weather  resistance  isassured  because 
of  the  wide  flat  contact  against  the  ver- 
tical muntion  bar  of  the  sash — a  lap  of 
one  inch. 

The  strength  of  the  T-Bar  mullion 
provides  adequate  protection  against 
sagging  or  distortion.  The  stem  of  the 
mullion  may  be  turned  in  or  out.  The 
latter  method  is  recommended  as  it 
gives  greater  thickness. 

Erection  is  made  easy — just  place  the 
sash  side  by  side  and  bolt  the  mullion 
between  as  shown  in  the  drawing.  Slot- 
ted holes  in  the  mullion  bar  permit 
slight  adjustment. 


Let  Your  Walls 
Light  Your  Garage 

THE  natural  daylight  that  comes  in  through  the 
walls  of  shining  glass  and  thin  bars  of  the  modern 
garage  illustrated  above  naturally  re-acts  most  favor- 
ably upon  the  employees.  Their  efficiency  is  increased. 
They  work  faster  and  with  greater  accuracy. 

Besides  admitting  a  maximum  of  energy-producing 
daylight,  Lumina  Solid  Steel  Windows — 

■ — Make  your  garage  fire  resistant.    Because  they 
are  made  up  of  solid  steel  bars  and  cannot  burn. 

— Have  sufficiently  large  ventilators  to  carry  off 
the  fumes  and  gases  which  collect  in  garages 
from  running  motors. 

— Reduce  artificial  lighting  bills  to  a  minimum. 

Considered  from  all  angles,  Lumina  Solid  Steel 
Windows  are  the  most  economical  of  all  wall  materials. 

Our  new  Lumina  Catalog  contains  complzte  de- 
tails and  information.    May  we  send  you  a  copy? 


wmxmw 


SOLID  STEEL  WINDOWS 

Canadian  Metal  Window  Company,  Limited 

136  Confederation  Life  Building,  Toronto,  Canada 

Representing  Canadian  Detroit  Steel  Products,  Ltd.,  Windsor,  Ont. 
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w»  LONDON 

STANDARD 


The  London  Concrete  Cart 

One  of  the 'latest  additions  to  the  London 
Line,   but   already   in   extensive   use.  An 
essential  part  of  every  contractor's 
equipment. 

Not  once  but  many  times  has  the 
London  Concrete  Machinery  come 
through  ordeals  such  as  this 
and  given  their  owners  that 
supreme  confidence  and  exact 
judgment  that  enables  them  to 
contract  to  a  day. 

Our  many  styles  and  range 
of  sizes  of  all  classes  of  concrete 
machinery,  these  and  many  ac- 
cessories that  eliminate  un- 
necessary labour  have  upheld 
our  reputation.    Our  Concrete 

Cart  is  a  good  example ;  its  many  uses,  and  strong  construc- 
tion will  prove  to  you  that  it  is  a  necessary  part  of  your  equip- 
ment. 

These  are  the  things  that  established  the  "London"  name  as 

the  leader  in  concrete 
machinery.  The  kind 
that  is  designed  for 
maximum  output  in  the 
minimum  time. 


Lonaon  Concrete  Mixer 

equipped   with    Novo   Dust   Proof-  Gasoline  Engine 
covered   with   steel  house. 


Was  attained  when  we 
perfected  machines  that 
proved  themselves  sup- 
erior— not  by  one  trial, 
nor  yet  by  fancy  tests. 
But  on  big  jobs, — where 
contracts  called  for  a 
heavy  grind  of  day 
after  day  service  and 
unending  production  of 
reliable  material.  These 
are  the  tests  that  make 
or  mar  the  reputation 
of  any  machine. 


London  Concrete  Mixer 

Made  in  two  sizes,  No.  4  or  No.  C,  portable  and 
suitable  for  small  jobs,  requiring  a  capacity  up 
to  60  cu.  yards  per  day. 


THE  LONDON  CONCRETE 
MACHINERY  CO.  LIMITED 


LONDON 


ONTARIO 


London  Concrete  Mixer 

A  machine  with  a  reputation  for  thorough  and  rapid  work 
Will  run  for  years  without  repairs. 


World's  Largest  Manufacturers 
of  Concrete  Machinery 


■1 
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THE 


BLAKE  -  MARSDEN 

PATENT  HIGH  GRADE 

STONE  BREAKERS 


ROCK 
CRUSHERS 


Municipal 
Crushing 

and 
Screening 
Plants 


ALL  TYPES 


OVER  30,000  BLAKE  -  MARSDEN  STONE  BREAKERS 

IN  USE.  V-  %  ' 

WRITE  FOR  PARTICULARS 

SAM1 0SB0RN  «U  Limited 

MONTREAL 

Branches  and  Stock :  TORONTO  WINNIPEG  VANCOUVER 
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Increase  your  YARDAGE— DECREASE  your  Costs 

Buy  Bucyrus  Shovels 

THEY  NEVER  FAIL  TO  DO  IT 


We  sell  all 
Bucyrus  Products 
Steam  Shovels 
Electric  Shovels 
Dragline 

Excavators 
Trench 

Excavators 
Wrecking  Cranes 
Unloading  Plows 
Dredges 
Pile  Drivers 

New  and 
Second-hand 
Contractors' 

Equipment 
of  all  kinds 


We  represent 
Western  Wheeled 

Scraper  Co. 
and  sell  all  their 
products 

Air  Dump  Cars 
Dump  Wagons 
Elevating 

Graders 
Scrapers,  Etc. 


Locomotives 
(all  kinds) 
Freight  Cars 
(all  kinds) 
New  and 

Second-hand 


WORKING  DIMENSIONS  BUCYRUS  REVOLVING  SHOVELS 

14-B  1S-B  35- B 

Capacity  of  Dipper  (level  full)  2/3  cu.  yd.  Yt  cu.  yd.  IV2  cu.  yd. 

Trac.         Cat.  Trac.         Cat.  Trac.  Cat. 

Dumping  Radius   21'-  6"      21'-  6"  23'-  5"      23'-  5"  30'-  6"      30'-  6" 

Height  of  Dump   11'- 2"      11'- 11"  11'- 10"    12'- 2"  17'- 3"      17'-  0" 

Maximum  Width  of  Level  Floor  ....    34'-  0"      34'-  0"  37'-  0"     37'-  0"  45'-  0"     45'-  0" 

Dig  Below  Wheels   3'-  2"       2'-  5"  3'-  3"       2'- 11"         5'-  1"       5'-  3" 

Width  of  Cut  at  8  Feet   47'- 0"      47'- 0"  51'- 0"      51'- 0"  65'-  0"      65'-  0" 

Height  Dipper  Will  Cut  .  .   16'-  6"      17'-  3"  18'-  0"      18'-  4"  25'-  0"      24'- 10" 

Mechanical  Shovels  built  by  BUCYRUS  COMPANY,  South  Milwaukee,  Wis.,  are  unsurpassed,  and  thous- 
ands of  contractors  are  ready  to  testify  that  in  WORKING  RANGE,  ECONOMY,  SIMPLICITY,  STRENGTH, 
MOBILITY  and  EFFICIENCY, 

BUCYRUS  SHOVELS  HAVE  NO  EQUAL. 

CATERPILLAR  TRACTION  helped  to  win  the  war.    Have  you  yet  used  it  to  help  you  win  profits?    Let  us 
show  you  how  it  can  be  done. 

Before  purchasing  a  shovel  write  to  us;  practical  shovel  experts  on  our  staff  will  gladly  place  before  you 
facts  and  figures  demonstrating  how  BUCYRUS  SHOVELS  cut  down  your  costs  and  increase  your  yardage 
without  equal. 


Canadian     Equipment     CO.     Limited  Representatives  for  Eastern  Canada  for: 

*    r  Bucyrus  Company,  bouth  Milwaukee,  Wis. 

285  Beaver  Hall  Hill       -       Montreal  Western  Wheeled  Scraper  Co.,  Aurora,  111. 

Branch :    St.  Catharines,  Ont.  In  Eastern  Canada 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Air  Washing  Plants 

Spray    Engineering  Co. 

Aluminium 

Spielinan  Agencies  Regd. 

Air  Hoists 

Canadian  Ingersoll-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 
Ash  Conveyors 

Booker  &  McKechnie 

Ash  Hoists 

Canadian  Link-Belt  Co. 

Asphalt 

Asphalt  Association 
Asphalt  &  Supply  Company" 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Beam  Spans 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Belting   (Transmission,  Elevator, 

Conveyor,  Rubber) 
Dunlop  Tire  &  Rubber  Goods  Co. 
Goodyear  Tire  &  Rubber  Goods 

Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 

Boilers 

Canadian  Mead-Morrison  Co. 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Ingersoll-Rand  Co. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

Mussens  Limited 

Robb   Engineering  Works 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 

Boiler  Covering   (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 

Asbestos   Mfg.  Company 
Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 
Boxes — Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Brass  Goods 

Duniop  Tire  &  Rubber  Goods  Co. 
Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Brick  Machinery  and  Supplies 

Hepburn  Ltd.,  John  T. 
Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Standard  Steel  Construction  Co. 
Toronto  Steel  Construction  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 

Buckets 

Canadian  Link-Belt  Co. 
Canadian    Mead-Morrison  Co. 


Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 

Buckets — Steel 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

McKinnon  Steel  Company 

Marsh  Engineering  Works,  Ltd. 
Building  Materials 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Cable 

Dominion  Wire  Rope  Co.,  Ltd. 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cars — Steel  Body 

Marsh  Engineering  Works,  Ltd. 

Mackinnon  Steel  Co. 

Williams  Machinery  Co.,  A.  R. 
Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co..  Ltd. 
Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian    Ingersoll-Rand  Co. 

Dayton  Dowd  Company 

National  Equipment  Company 
Chains 

McKinnon   Columbus  Chain  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Chimneys 

Booker  &  McKechnie 
Coal  Handling  Apparatus 

Canadian    Mead-Morrison  Co. 

Brown   Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co. 

St.  Clair  Bros. 
Concrete  Culvert  Pipe 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

American  Cement  Machine  Co. 

Hopkins  &  Co.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 

St.  Clair  Bros. 

Concrete  Sewer  Pipe 

Dominion  Concrete  Company 

Vitrified  Clay  Pipe  Co. 


Conduits 

Conduits    Company,  Limited 

National    Conduit    Company  i 

Contractors 

Anglin-Norcross  Limited 
Archibald  &  Holmes 
Canadian    Engineering  &  Con 

trading  Co. 
Cape  &  Company,  E.  G.  M. 
(lore,  Nasmith  &  Storrie 
Holmes   &   Co.,  Fred 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Miller  &  Son.  Roger 
Thomson  Bros. 
Wells  &  Gray 

Contractors'  Plant  &  Supplies 

Ball  Engine  Company 
Canadian   Mead-Morrison  Co. 
Boving  Hydraulic  &  Engineering 

Company 
Brown    Hoisting    &  Machinery 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Link  Belt  Co. 
Dake  Engineering  Works,  Ltd. 
Gartshore,  John  J. 
Hamilton  Bridge  Works  Co. 
Hepburn  Ltd..  John  T. 
Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
S'essenwein  Bros. 
Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 

Conveying  Appliances 

Brown  Hoisting  Machinery  Co. 

Cooling  Equipment 

Spray  Engineering  Co. 

Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Corrugated  Roofing 

Asbestos    Mfg.  Company 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Northern    Crane  Works 
Creosote  Oils 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed   Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil    Company,  Ltd. 

Sonneborn   Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Doors 

Pannill  Door  Company 
Derricks  and  Derrick  Fittings 

Canadian   Mead-Morrison  Co. 

Hepburn   Ltd.,  John  T. 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Marsh   Engineering  Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Diamonds 

Joyce-Koebel  Company 
Diamond   Saw  Teeth 

Joyce-Koebel  Company 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Canadian    Mead-Morrison  Co. 

Hopkins  &  Company,  F.  H. 


Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 
Gartshore,  John  j. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 
Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario   Wind   Engine   &  Pump 
Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 
Elevator  Doors 

Ormsby  Company,  A.  B. 

Elevators 

Northern   Crane  Works 
Turnbull  Elevator  Company 

Enameled  Brick 

American  Enameled  Brick  & 
Tile  Company 

Engines 

Canadian   Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 

Engineers  (Civil  and  Mechanical) 
Archibald  &  Holmes 
Chipman  &  Power 
Dominion  Engineering  &  Inspec- 
tion Company 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Worthington,  W.  R. 

Excavators 

Ball  Engine  Company 
Canadian  Mead-Morrison  Co. 
Engineering  &  Machine  Wks.  Co. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 

Expanded  Metal 

Baines  &  David  Ltd. 

Fans 

Canadian  Blower  and  Forge  Co. 

Fireproofing 

Asbestos  Mfg.  Company 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Roberson-Oleson  Limied 

Trussed   Concrete  Steel  Co. 

Fire  Escapes 

Canadian  Welding  Works 
Dennis  Wire  &  Iron  Works  Co. 
McGregor  &  Mclntyre 

Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 

Fittings 

Crane  Limited 
Flag  Poles 

MacKinnon  Steel  Company 

Ontario   Wind   Engine  &  Pump 
Company 

McGregor  &  Mclntyre 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial   Oil  Company 
Sonneborn  Sons,  Inc.,  L. 
(Continued  on  ->mgt  H) 
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TRENCH  MACHINE.  (26  ft.  dipper 
«t:ck)  Digging  from  200  to  300  cu.  yards 
a  day  in  16  foot  trench  cut.  One  of  two 
Eries  owned  by  Miller  Bros.,  Youngstown, 

Ohio. 


ing  «,ore^a Wto£o< -eg 


RAILROAD  DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


PILE  DRIVING  equipment 
breaking  up  concrete  so  that  the 
pieces  will  go  into  dump  wagons. 
When  the  shovel  tore  up  the  concrete 
without  breaking,  the  pieces  were  too| 
large  One  of  two  Eries  owned 
Lennane  Bros.,  Detroit. 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of  work  shown 
by  these  photos  can  be  handled  by 
every  Type-B  ERIE  Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  ERIE 
Steam  Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 

We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

Builders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


Hevolving 
Shovels 


QUARRY  WORK  is- 
what  makes  thestrong- 
est  boosters  for  the 
Erie,  because  she  is 
built  to  stand  rock 
digging.  "Stronger 
construction  at  every 
point  of  wear  and 
strain."  Just  ask  the 
owners  of  this  Erie- 
Tarbox  &  McCall, 
Findlay,  Ohio. 


T^eeY  G  R  AD  I  N  G. 

It  isn't  ^^/r!.bSum0y°ou  ntve^ 
baUr°m?re  even  cuU.ng.  for 
sa^.  "If  J  Get  the  Erie's 
irefd^e%rd2noshanowcut, 

kftfiSSZ  Orange.  H.  I< 

RAILROAD  WORK,  loading 
4  yd.  cars.   "11,080  yds  in  one  month, 
single  shift,    in   heavy   rock  work, 
ACTUAL  MEASUREMENT." 
I  McLean  Construction  Co.  Pittsburgh. 


s 


THE  CONTRACT  RE-CORD 


March  17,  1920 


CLASSIFIED    INDEX    TO    ADVERTISEMENTS  Continued 


Forges 

Canadian  Blower  and  Forge  Co. 

Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 

Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines  _  . 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario   Wind    Engine    &  Pump 

Company 
Osborn  Canada  Ltd..  Samuel 

Generators 

Canadian  General  Electric  Co. 

Glass  ,  r 

Toronto  Plate  Glass  Impfg.  Co. 

Governors  „ 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets  . 
Brown    Hoisting    a  Machinery 
Company 

Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd..  Samuel 

Hauling  Contractors 

Contractors    Transport  Co. 

Heating  Apparatus 

Dunham  Company,  C.  A. 
Canadian  Blower  and  Forge  Co. 
Montreal  Machine  Shop,  Ltd.  1 

Heat  Insulating  Materials 
Armstrong    Cork  Company 

Heating  Systems  (Steam  Traps) 
Dunham  Company,  C.  A. 


Hoists,  Electric 
•  Canadian  Link-Belt  Co. 
Northern   Crane  Works 

Hoisting  Apparatus 

Brown  Hoisting  Machinery  Co. 
Canadian   Mead-Morrison  Co. 
Herbert  Morris  Crane  &  Hoist 

Company 
Hopkins  &  Company,  F.  II. 
London  Concrete  Machinery  Co. 
Marsh   Engineering   Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams   Machinery   Co.,   A.  R. 

Hoisting  Engines 

Canadian    Allis-Chambers  Ltd. 

Canadian   Mead-Morrison  Co. 

Hopkins  &  Company,  F.  H. 

Marsh  Engineering  Works,  Ltd. 
Hose 

Ounlop  Tire  &  Rubber  Goods  Co. 

Goodyear  Tire  &  Rubber  Co. 
Hydrants 

Canada  Iron  Foundries 

Kerr   Engine  Company 

Gartshore-Thompson  Pipe  Co. 

McAvity  &  Sons,  T. 
Industrial  Cars 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 

Hopkins  &  Company,   F.  H. 

McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Company 
Insulation  (Asbestos) 

Asbestos  Mfg.  Company 
Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 

Spielman   Agencies  Regd. 

Standard  Underground  Cable  Co. 
of  Canada  Limited 
Insulating  Bricks 

Armstrong"  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton   Bridge   Works  Co. 

Northern  Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 

Hamilton   Bridge  Works  Co. 
Kilns 

Canadian  Blower  and  Forge  Co. 

McKinnon  Steel  Company 
Lead  Pencils 

American  Lead  Pencil  Company 
"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 
Linabestos  Wallboard 

Asbestos  Mfg.  Company 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown     Hoisting    &  Machinery 
Company 
Lumber  (Asbestos) 

Asbestos  Mfg.  Company 
Machinery  Insulation 

Armstrong  Cork  Company 
Malleable  Castings 

Pratt  &  Letchworth  Co. 

Metal  Lath 

Canadian  Metal  Window  Co. 

Trussed  Concrete  Co.,  Ltd. 
Metallic  Roofing 

Pedlar  People  Limited 
Motors 

Canadian   General   Electric  Co. 
Motor  Trucks 

Tiffin   Wagon  Company 

Ford  Motor  Company 
Nozzles 

Spray  Engineering  Co. 
Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 


Hamilton  Bridge  Works  Co. 

Imperial  Oil  Company,  Ltd. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 
Ornamental  Iron 

Canadian  Welding  Works 

Dennis  Wire  Iron  Works  Co. 
Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co 
Packing 

Dunlop  Tire  &  Rubber  Goods  Co 
Paint  (Heated  Surfaces) 

Ric  Wil  Company 

Spielman  Agencies 
Paints  and  Varnishes 

Hopkins  &  Company,  F.  H. 

Spielman  Agencies  Regd. 
Paints  (Bridge  and  Structural  Iron 

and  Pipe  Coating) 

Barrett  Company,  Ltd. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co.,  Ltd 
Paint  Spraying  Equipment 

Spray  Engineering  Co. 

Park  Sprinklers 

Spray   Engineering  Co. 
Paving  and  Paving  Materials 

Asphalt  &  Supply  Company 

Auto  Road  Construction  Co. 

Barrett  Company,  Limited 

Brodies  Limited 

Carey  Company,  Philip 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil   Company,  Ltd. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Pipe   (Concrete,   Iron   &  Wood) 

Boving  Hydraulic  &  Engineering 
Company 

Dominion  Concrete  Company 

Gartshore  Thompson  Pipe  Co. 

National  Iron  Works 

(Continued  on  page  10) 


Stop — Read — and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

If  If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral— Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 

Marsh  Engineering  Works,  Limited,  ^Et*  Belleville,  Ontario 

Sales  Agents :  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 
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Asbes  to  -  Sponge 


SOMETHING  NEW?    Hardly!    For  instance,  here's  a  case  that  can  prob' 
ably  be  equaled  —  maybe  excelled  —  but  only  by  another  lot  of  Johns- 
Manville  AsbestO'Sponge  Felted  Pipe  Covering. 

Back  in  the  days  when  Cleveland  was  President ;  when  Cuba  was  struggling 
to  throw  off  the  Spanish  yoke;  before  automobiles  were  taken  seriously  by 
more  than  a  few  people  and  when  aeroplanes  were  said  to  be  "impossible,"  a 
certain  firm  put  some  Johns-Manville  Asbesto- Sponge  Felted  Covering  on  its 
steam  lines. 

Twenty-two  years  later  that  AsbestO'Sponge  Felted  Covering  was  still  giving 
the  best  of  insulation  service,  but  the  piping  had  to  be  dismantled  because  of 
change  in  the  layout. 

— And  after  22  years  of  hard  service  this  Johns-Manville  Asbesto- Sponge  Felted 
Insulation  had  retained  its  original  properties  —  and  its  insulation  value  was 
unimpaired. 

So  when  we  say  Johns-Manville  Asbesto-Sponge  Felted  is  the  best  commercial 
insulation  known,  we're  not  talking  about  something  new.  We're  telling  you 
about  a  material  of  known  value  which  has  withstood  the  hard  test  of  years 
of  efficient  service. 

In  our  booklet  there  are  more  facts  of  value.    Send  for  it. 

CANADIAN  JOHNS-MANVILLE  CO.,  LIMITED 

Montreal       Toronto       Vancouver  Winnipeg 
Hamilton       London  Ottawa 


THICONTW 

Through— 


Asbestos 


Johns-Manville 

Serves  in  Conservation 


and  its  allied  products 

INSULATION 

that  keept  tht  heat  vhere  it  belong! 
CEMENTS 
that  makeboilet  *allt  leak  proof 
ROOFING 
that  cut  do»n  firt 


LININGS 
that  make  brakti  <afr 


PREVENTION 
PRODUCTS 
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Pipe  Covering  (Underground) 

Ric-Wil  Company 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Canadian   Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Magnesia,  Asbestos, 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb   Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Waterous  Engine  Works  Co. 

Road  Material 
Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 

Rubber  Goods 

Barrett  Company,  Limited 

Road  Oil 

Imperial  Oil  Company,  Ltd. 

Pneumatic  Machinery 

Canadian   Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American   Well  Works 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian    Ingersoll-Rand  Co. 
Canadian   Mead-Morrison  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis   Company,  John 

Ontario    Wind    Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian    Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Rails 

Sesenwein  Bros. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  J. 
Hopkins  &  Company,  F.  H. 

Steel  Company  of  Canada 


Reinforcements,  Concrete  and  Stee! 

Baines  &  David  Ltd. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  II. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Scraper  Knives 

Shunk  Plow  Company 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Sash 

Trussed  Concrete  Steel  Co. 

Saw  Teeth 

Joyce-Koebel  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 

Sheeting 

Barrett    Company,  Limited 

Shingles  (Asbestos) 
Asbestos  Mfg.  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  Co. 
Canadian   Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Roberton-Olsen  Limited 
Robertson  Co.,  H.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Slates 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 

Steel 

Burlington  Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Steel  &  Coal  Co. 

Toronto  Steel  Construction  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

llurlington   Steel  Company 

Frost  Steel  &  Wire  Co. 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art  Metal  Company 


Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 


Steel  Plate  Construction 

Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine.  Works,  Co. 


Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel  &  Radiation,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario   Wind   Engine   &  Pump 

Company 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R 

Tar 

Dominion  Tar  &  Chemical  Co. 


Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 


Tile  Moulds 

London  Concrete  Machinery  t>o 

Towers 

Can.  Chicago  Bridge  &  Iron  Co 
Hamilton  Bridge  Works  Co. 


Transformers 

Canadian  General  Eelectric  Co. 

Turnbuckles 

Dominion  Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Gartshore-Thompson   Pipe  Co. 
McAvity  &  Sons,  Ltd. 

Ventilators 

Robertson  Co.,  H.  H. 

Ventilating    4    Heating  Apparatus 
Canadian  Blower  and  Forge  Co 

Varnishes — Insulating 
Standard  Underground  Cable  Co 
of  Canada,  Limited 


Wall  Ties 

Gait  Art  Metal  Company 

Wallboard  (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 

Well  Drilling  Plants 
American  Well  Works 
Ontario   Wind   Engine   &  Pump 

Company 


Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co 
Johnson  &  Sons,  C.  H. 

Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 


Wood  Pipe 

Canadian  Pipe  Company 
Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tank 
Company 


Wood  Tanks 

Pacific  Coast   Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 

Company 
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Use  Foresight 


You  can  trust  Griffiths'  Products 

When  you  use  a  reliable  paint  you  eliminate  the  cost  of 
frequent  application.  The  paint  which  is  cheapest  in  the 
end  is  that  which  lasts  longest. 

"Ferrodor"  Paint 

(defies  the  elements) 


"Ferrodor"  gives  perfect  and  lasting  protection  to  steel,  iron  and  wood — anything  exposed  to 
the  weather — in  all  seasons.  When  other  paints  have  perished  and  washed  off,  blistered, 
cracked  or  in  any  way  failed  to  stand  up  under  all  conditions,  "Ferrodor"  will  remain  firm 
and  sound,  looking  nearly  as  well  as  the  day  it  was  applied.  That  is  why  it  is  more  economical 
than  any  other  paint.  That  is  why  it  has  been  chosen  by  the  War  Office,  the  Admiralty  and 
hundreds  of  engineers  and  builders  all  over  the  world. 
"Ferrodor"  will  protect  your  property  and  enhance  your  work. 


Made  in  London,  England,  by  Griffiths  Bros.  &  Co. 
(Contractors  to  H.  M.  Imperial  and  Overseas  Governments) 


STOCKED  BY 


SPIELMAN  AGENCIES  (Reg'd.) 


Sole  Canadian  Agents: 
45  St.  Alexander  Street 


MONTREAL 


DUNDAS  STONE 


Crushed  Stone 

Dundas  Crushed  Stone  has  the  big  advantage  of  being  a  tried 
and  proven  material.  In  miles  of  roadway  throughout  the  province 
Dundas  Stone  is  making  good.  We  can  give  you  much  valuable 
information  in  this  connection,  if  you  are  interested  in  good  roads. 

Write  to-day 

Canada  Crushed  Stone  Corporation,  Limited 

DUNDAS,  -  ONTARIO 

Toronto  Office:  Room  409  McKinnon  Bldg.,  Toronto 

Phone  Adelaide  5784 
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Robertson  Process  Metal 

Three  Times  Protected 


STEEL- 


ASPHALT—* 


A5BESTD5 


HEAVY 
[WATERPROOFING 
ENVELOPE 


Protection  against  rust  and  corrosion,  protection  against 
the  deteriorating  effect  of  exposure  to  weather,  smoke, 
fumes  and  gases  is  the  kind  of  building  protection  you'll 
find  in  Robertson  Process  Metal. 

You  can  have  this  kind  of  protection  on  your  roofs  and 
siding,  on  flashings,  gutters,  downspouts  and  building  trim. 
You  can  have  it  even  in  your  ventilators  where  corrosion 
and  rusting  are  most  apt  to  take  place — and  you  can  have 
it  on  the  metal  parts  of  your  skylights. 

You'll  be  convinced  that  it  is  very  real  protection  when 
you  examine  the  process  illustration  shown.  This  illus- 
tration shows  the  three  processes  of  protecting  the  steel 
sheet  in  making  Robertson  Process  Metal:  (a)  shows  the 
specially  annealed  steel,  (b)  the  thick  layer  of  asphalt 
firmly  adhered  to  the  steel,  (c)  the  asbestos  felt  that  is 
pressed  into  the  asphalt  while  it  is  still  hot,  (d)  the  water- 
proof coating  that  forms  the  final  weather  resisting  surface. 

Send  Today  for  Process  Sample  . 

The  long  life  of  this  material  makes  it  cost  less  than 
ordinary  corrugated  metals.  The  actual  sample  will 
quickly  convince  you  of  this  fact.    Write  for  it  today. 

Send  for  sample  and  descriptive  bulletin. 
H.  H.  ROBERTSON  COMPANY,  Limited 

Sarnia,  Ontario 
Branch  Offices  :    Toronto,  Montreal,  Vancouver 


ROBERTS  ON  <JD 
.  PROCESS  J*i 

METAL  FOR  ROOFING  AND  SIDING 
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START  RIGHT 


Class  "EL-1"  Straight  Line,  Power  Driven,  Single  Stage  Air  Compressor,  equipped  with  '  CIRCO"  Silent 
Leaf  Inlet  and  Outlet  valves;  Enclosed  Dust- Proof  Frame  and  Splash  Lubrication  System 


Because  your  air  requirements  call  for 
but  a  small  compressor  should  not  be 
taken  as  an  excuse  to  ignore  the  fact 
that  cheap  compressors  are  never  satis- 
factory. Only  machines  so  well  de- 
signed and  sturdily  built  that  they  will 
maintain  high  efficiency  throughout 
their  whole  life  are  worth  while  in- 
stalling. 


Canadian  Ingersoll-Rand  Compressors 
belong  to  that  class  of  machinery  whose 
sterling  worth  becomes  better  appreci- 
ated as  its  record  of  faithful  service 
lengthens  into  years.  Built  to  take 
care  of  themselves,  they  can  be  put  on 
a  job  and  left  alone  with  the  certainty 
that  they  will  not  fail  to  do  what  is  in- 
tended of  them. 


Descriptive  bulletins  gladly  sent  on  request. 


CANADIAN  INGERSOLL-RAND  CO.,  LIMITED 

Sydney,  N.  S.  Sherbrooke,  Que.  Montreal,  Que.  Toronto,  Ont. 
Cobalt,  Ont.     Winnipeg,  Man.     Nelson,  B.  C.     Vancouver,  B.C. 
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BAINES  &  DAVID,  LIMITED 

TORONTO 


IRON  AND  STEEL  MERCHANTS 


Bars,  Angles,  Channels,  Beams,  Shafting, — Screw 
Stock,  Cold  Drawn  Flats,  Squares,  Hexagons,  Black 
and  Galvanized  Sheets,  Plates,  Box  Strapping, 
Bolts,  Nuts,  Washers       Wire  Rope       Guy  Wire 


REINFORCING  STEEL 

Rounds,  Squares,  Square  Twisted  and  Deformed. 
Modern  equipment  for  bending  to  shape  ready 
for  placing.      Competent  engineers  employed. 

OFFICE  : 

98  Esplanade 


EXPANDED  METAL 

A  full  range  of  all  sizes  and  sections  carried  in 
stock. 


STEEL  YARD: 

Eastern  Harbor  Terminals 


Telephone  Adelaide  6540 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 


Montreal  Office — Phone  Westmount  6800 


Toronto  Office — 20  Victoria  Street 
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Pillar  Brand 

Wall  Plasters 


ILL.  Ssy^riaS 


for 

Permanence 
Firmness  and 
Beauty  of  Finish 


mm 


/^UR  LINE  is  extensive — covering 
everything  in  Gypsum  Products— ? 
from  crude  rock  to  the  finest  Dental 
Plasters. 

The  Iona  Gypsum  Company,  Ltd. 

Iona,  N.  S. 


if'  >  >  *  ^*,v<V??w 1 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algorqa  Steel  Corporation  ....  78 
American  Enameled  Brick  and  Tile 

Company  . .   19 

American  Lead  l'encil  Company  .. 

American  Well  Works   77 

A'nglin-N drtross  Limited   85 

Archibald  &  Holmes  

Armstrong  Cork  Company   70 

Asphalt  Association,  The  

Ault  &  Wiborg-  Co.  ...    24 

Auto  Road  Construction  Co   29 

Baines  &  David   J-l 

Hall  Engine  Company"   7 

Barber,  Frank   84 

liarrett  Company   (i!) 

Bates  &  Innes  

Block,  M   23 

Boake  Mfg.  Company   77 

Bolender  Bros  

Booker  &  McKechnie   77 

Boving    Hydraulic    &  Engineering 

Company  ....   .•   79 

Brantford  Roofing  Company  

Britnell  Company,  Limited    83 

Brodies,  Limited  

Brown  Hoisting  Machinery  Co.   .  .  .  36 

Burlington  Steel  Company   (17 

Canada  Cement  Company   23 

Canada  Crushed  Stone  Corporation.  11 

Canada  Iron  Foundries,  Limited  .   .  74 

Canada  Wire  &  Cable  Co   81 

Canada  Wire  and   Iron   Goods   Co.  79 

Canadian  Allis-Chalmers   20 

Canadian  Blower  and  Forge  Co   80 

Canadian  Chicago  Bridge  and  Iron 

Company                  ...   79 

C  anadian  Des  Moines  Steel  Co   24 

Canadian   Engineering   &  Contract- 
ing Company   ... 

Canadian  Equipment  Co  ". .   . .  5 

Canadian  Ingersoll-Rand  Co   13 

Canadian    Inspection    and  Testing 

Laboratories   84 

Canadian  Johns-Manville   9 

Canadian  Link-Belt  Co  

Canadian  Mead-Morrison  Co   30 

Canadian  Metal  Window  Co   2 

Canadian  Pipe  Company,  Ltd  

Canadian    Producers    &  Exporters 

Directory   86 

Canadian  Surety  Company   66 

Canadian  Welding  Works   19 

Cape  &  Company,  E.  G.  M   85 

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co... 

Chipman  and  Power,  Ltd   84 

Colwell  Sand  and  Gravel  Co  

Conduits  Company,  Limited    24 

Consumers  Gas  Company   76 

Contractors  Transport  Co   75 

Cook,  A.  D   80 

Concrete  Pipe  &  Products  Co.  ...  84 

Crane  Limited   75 

Crushed  Stone,  Limited   85 

Dake  Engine  Company   85 

Dennis  Wire  and  Iron  Company....  79 

Dept.  of  Public  Works  


Dominion  Concrete  Company  ....  19 
Dominion   Engineering  and  Inspec- 
tion Company   84 

Dominion  Paint  Works   

Dominion  Tar  &  Chemical  Co  66-71 

Dominion  Wire  Rope  Co   88 

Dunham   Company,  C.  A  

Dunlop  Tire  &  Rubber  Goods  Co. 

Engineering   &   Machine   Works  of 
Canada,  Limited  

Ford  Motor  Company  

Fpyfe,  W.  &  G   66 

Frost  Steel  &  Wire  Co  

Gait  Art  Metal  Company   82 

Gartshore,  John  J   76 

Gartshore-Thompson  I'ipe  &  Foun- 
dry Company   23 

Gent  Company   84 

Goldie  &  McCulloch  Co  

Goodyear  Tire  &  Rubber  Co  

Gore,  Nasmith  &  Storrie   84 

Hamilton   Bridge   Works  Co  

Hamilton  Co.,  Win  

Harvard  Turnbull  Co.  

Hepburn,  John  T   82 

Holmes  &  Sons,  Fred   84 

Hopkins  &  Company.  F.   II   88 

Hunt  &  Company,  Robert  W   85 

Hynes,  W.  J   23 

Ideal  Concrete  Machinery  Co  

Imperial  Oil  Limited  

Indepedent  Concrete  Pipe  Co   32 

Inglis  Company,  John   65 

Iona  Gypsum  Co  15 

Jaeger  Machine  Company   71 

James  &  Company,  E.  A   84 

Jamieson  Lime  Company   76 

Johnston  &  Sons,  C.  H   31 

Kerr  Engine  Company,  Ltd   78 

Koebel  &  Co.,  Joyce   23 

Lea,  R.  S.  &  W.  S.  . .   84 

London  Concrete  Machinery  Co.  ...  3 
London  &  Lancashire   Guarantee  & 

Accident  Company   66 

MacKinnon  Steel  Co   75 

MacLean  Daily  Reports   66 

Manitoba  Bridge  &  Iron  Company. 

Mansfield  Engineering  Co.   22 

Maritime  Bridge  Works  Co   75 

Marsh  Engineering  Works   8 

McAllister  &  Taylor   84 

McAvity  &  Sons,  T  

McGovern,  T.  J   75 

McGregor  &  Mclntyre   75 

McKinnon  Columbus  Chain  Co   79 

Metal  Shingle  &  Siding  Co  

Miller  &  Sons,  Roger  

Milton  Hersey  Company   84 

Montreal  Machine  Shop   28 

Morris  Crane  &  Hoist  Co.,  Herbert  83 


Morrison  &  Co.,  T.  A   84 

Mussens  Limited   73 

Xapanee  Iron  Wqrks   22 

National  Conduit  Company   25 

National  Equipment  Co  

National  Iron  Corporation   l 

Neptune  Meter  Company   24 

Northern  Electric  Company  

Northern  Crane  Works,  Ltd   24 

Nova  Scotia  Steel  and  Coal  Co.... 

Ormsby  Company,  Ltd.,  A.  B  

Ontario  Rock  Co.  ..   ..    25 

Ontario  Wind  Engine  and  Pump  Co.  83 

Osborn  Canada  Ltd.,  Samuel   ....  4 

Owen  Bucket  Company   22 

Pacific  Coast  Pipe  Company    83 

Pannili  Door  Company   83 

1'ratt  &  Letchworth   86 

I'rest-O-Lite  Company   30 

Port  Credit  Brick  Co  

Portland  Cement  Association   17 

Reid  &  Brown  Structural  Steel  and 

Iron  Company   84 

Ric-wiL   Company   23 

Robb  Engineering  Works   14 

Robertson  Co.,  H.  H.   12 

Roberton-Olsen,  Ltd  

Scully,  A.  A   70 

Sessenwein  Bros.  

Shunk  Plow  Co   23 

Sonneborn  Sons,  L.,  Inc   87 

Spielman  Agencies   11 

Spray  Engineering  Company  

Stalford,  V.  K   84 

Standard  Motor  Sales  ..   ..    31 

Standard  Steel  Construction  Co....  70 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   75 

Steel  Co.  of  Canada   18 

Steel  &  Radiation   85 

Sterling  Engine  Company   80 

St.  Clair  Bros   29 

Thompson  Bros   84 

Tiffin  Wagon  Company  .' 

Toronto  Plate  Glass  Importing  Co.. 

Toronto   Steel   Construction   Co....  70 

Toronto  Testing  Laboratory   84 

Trades  &  Labor  Branch,  Dept.  of 

Public  Works  

Turnbull  Elevator  Company  

United  States  Fidelity  &  Guaranty 

Company   66 

Vancouver  Wood    Pipe    and  Tank 

Company   83 

Vitrified  Clay  Pipe  Co  

Waterous  Engine  Works  Company  27 

Wells  &  Gray  

Wettlaufer  Bros   32 

Williams  Machinery  Co.,  Ltd.,  A.  R.  81 

Wood  Mosaic  Company   76 

Worthington,  W.  R   84 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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CONCRETE  ROADS 
STREETS  and  ALLEYS 

53,000,000  Square  Yards 

^iVere    Placed  Under 
Vjontract  During  1919— 

Over  twice  that  of  any  previous  year. 
Every  state — your  state  —  contributed  to 
this  total.  Public  preference  is  expressed 
in  this  record.    Watch  1920 ! 

Concrete  highways  defy  the  poundings 
of  traffic  year  m  and  year  out.  They 
won  t  blow  away  during  dry  weather, 
won  t  wash  away  m  wet  weather.  Let 
weather  and  season  change  —  the  road 
won  t — for  any  day,  any  season  is  just 
the  same  to  a  concrete  road.  It  s  not 
what  they  cost  to  build  but  the  little 
they  cost  to  maintain  that  makes  con- 
crete pavements  economical. 

People  know  what  they  want  and  ask 
for  it — concrete — a  dollar  of  value  for 
every  dollar  that  they  are  so  generously 
investing  m  improved  highways. 

PORTLAND  CEMENT  ASSOCIATION 


Atlanta  Detroit  Milwaukee  Salt  Lake  City 

Chicago  Helena  Minneapolis  Seattle 

Dallas  Indianapolis  New  York  St.  Louis 

Denver  Kansas  City  Parkersburg  Washington 

Des  Moines  Los  Angeles  Pittsburgh 
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American  Enameled  Brick 

The  most  notable  developments  in  the 
employment  of  Enameled  Brick  have 
been  for  sanitary  construction.  More  re- 
recent  progress  in  surgery  and  medicine 
has  taught  man  the  lesson  of  cleanliness. 

Perhaps  the  most  obvious  is  that  in 
the  operating  rooms  and  wards  of  hos- 
pitals, where  they  serve  a  double  pur- 
pose. 

They  render  available  the  maximum 
amount  of  light  in  the  room  and  make 
possible,  as  no  other  material  can,  the 
maintenance  of  aseptic  conditions. 

Millions  of  our  brick  also  furnished 
for  exterior  purposes  in  the  United 
States  and  Canada. 

See  Sweet's  Catalogue,  U.S.A. 
or 

Specification  Data — Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and  Fire  Brick, 
52  Vanderbilt  Ave.,  New  York  City. 

Representatives  in  all  principal  Canadian  Cities. 


The  "CANWELD"  Concrete  Buggy 


The  most  durable  and  serviceable  concrete  buggy  made. 
It  is  constructed  throughout  of  wrought  iron  and  steel 
(no  cast  iron  is  used).  Is  mounted  on  a  pair  of  strong 
36  inch  wheels,  with  wide  rims,  running  smoothly  on 
a  rigid  axle,  the  whole  well  balanced. 
Capacity  6  cu.  ft. 

Consult  us  first  when  in  the  market  for  concrete 
buggies. 

Prompt  Shipment  from  Stock. 

Canadian  Welding  Works  Limited 

Architectural  Iron  Works. 
Steel  Tank  Manufacturers.  Welding  Engineers. 

134  Queen  Street,  Montreal. 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

ST-  (LARGE  STOCK  ON  HAND) 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 


KEMPTVILLE 


ONTARIO 
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Duplex  Steam  Boiler  Feed  Pumps 

The  Duplex  Steam  Boiler  Feed  Pumps  described  have  been  designed  with  the  idea  of  making 
them  more  compact  and  accessible  than  any  pumps  hitherto  offered  for  this  service. 

The  new  standard  pumps  can  be  fur- 
nished in  sizes  to  give  any  quantity  of 
water  desired  up  to  1,666  Imperial  or  2,000 
U.  S.  gallons  per  minute  against  a  working 
pressure  of  150  lbs.  per  square  inch,  with  a 
steam  pressure  of  approximately  100  lbs. 
per  square  inch. 

Pockets  for  square  head  bolts  have  been 
substituted  for  studs  wherever  possible, 
This  construction  admits  of  quicker  dis- 
mantling or  assembling  of  pump  parts. 

Valves  of  large  area  are  being  used  in 
water  end,  thus  easing  work  on  pump  and 
ensuring  long  life  for  valves  themselves. 
An  open  type  of  stretcher  has  been  adopt- 
ed to  make  parts  more  accessible. 

A  small,  flexible  hydraulic  packing  is  used  in  water  piston.  This  makes  a  better  contact  with 
cylinder  walls  and  reduces  slip  to  a  minimum. 

The  piston  rod  stuffing  boxes  have  been  equipped  with  a  smaller  and  more  flexible  packing,  thus 
reducing  the  diameter  of  stuffing  box,  which  is  provided  with  a  cast  iron  hexagonal  packing  nut. 

The  parts  in  the  steam  cylinder  have  been  located  so  as  to  assure  a  full  stroke  under  all  condi- 
tions and  the  valve  motion  is  designed  to  give  constant  and  steady  speed. 


Above  illustration  shows  Pumps  in  stock  at  our  Da  /enport  Works,  Toronto,  for  immediate  shipment. 
FOR  PRICES  APPLY  TO  ANY  OP  OUR  OFFICES  LISTED  BELOW. 


ASK  FOR  BULLETIN  2005. 


CANADIAN  ALLIS-CHALMERS 

Head  Office,        -  Toronto 


LIMITED 


Branch  Offices:  Montreal,  Quebec,  Halifax,  Sydney,  St.  John,  Ottawa,  Hamilton,   London,  Windsor,  Cobalt,   South  Porcupine,  Winnipeg, 

Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 
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CONCRETE  POLES 

for  Utility  and  Beauty 

BOTH  Municipalities  and  Industrial  Concerns  find  Concrete  de- 
sirable for  poles.  The  Concrete  pole  is  coming  into  more  gen- 
eral use  for  the  carrying  of  both  Telegraph  and  Electric  Light 

wires. 

The  great  advantage  of  Concrete  for  such  use,  is 
its  permanence — and  in  many  localities  its  relatively 
low  cost  is  another  factor  in  its  selection. 

For  light  standards  for  boulevards,  Concrete  for 
these  same  reasons  is  frequently  selected. 

But  for  this  and  other  similar  requirements 
where  aesthetic  considerations  are  second  only  to 
the  practical,  still  another  reason  for  using  Concrete 
is  found  in  its  adaptability.  It  may  be  moulded  to 
any  design  that  best  suits  the  neighborhood  in 
which  it  is  to  be  placed. 

CANADA  CEMENT  COMPANY,  LIMITED 
HERALD  BUILDING  MONTREAL 
Sales  Offices  at     Montreal     Toronto     Winnipeg  Calgary 

Our  Service  Department  is  anxious  to  co  operate  in  all  lines  of  work  for 
which  Concrete  is  adapted.  Our  comprehensive  Library,  including  books 
that  deal  with  all  types  and  phases  of  Concrete  work,  is  at  your  disposal 
at  all  times  without  charge. 


Specify 
Canada 
Cement- 
Uniformly 
Reliable 
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ROCK  DRILLS 


For 

Road  Work 
Contractors 
Mines 
Quarries 

Napanee 
"Empire" 

and  the 

"Burrell" 

are  now 

manufactured 
by 


Napanee  Iron  Works  Ltd, 

NAPANEE,  ONT. 


Owen  Buckets 

cover  a  range  of  work  that  orilinarily  requires  the 
use  of  two  or  more  backets  of  different  design  lie- 
cause  their  adjustable  features  of  operation  quickly 
adapt  them  for  efficient  use  on  any  crane  or  derrick 
and  in  all  kinds  of  material. 

Kliniinate  idle  equipment.  Let  the  Owen  work  for 
you  every  minute. 

The  Owen  Bucket  Co. 

53  Rockefeller  Bldg.,  Cleveland,  0 

Canadian  Agents: 
A.    R.    Williams   Machinery   Co.,  Ltd., 
TORONTO,  ONT. 


Excavate  Gravel 

at  Lowest  Cost 


Contractors  or  road  and  bridge  builders  who  use 
gravel  can  save  thousands  of  dollars  by  excavat- 
ing it  themselves.  We  supply  all  necessary 
equipment,  for  either  stationary  or  portable  ser- 
vice. Our  wonderful  PIONEER  Back-Dump 
Bucket  digs,  elevates,  conveys  to  the  dumping 
level  and  dumps,  under  control  of  only  one  man. 
The  PIONEER  is  patented;  nothing  like  it  on 
the  market.  Write  us  for  complete  information 
and  prices. 

Made  by 

THE  MANSFIELD  ENGINEERING  CO. 

Fletcher  Savings  &  Trust  Bldg. 
INDIANAPOLIS,  INDIANA,  U.S.A. 


PIONEER  Bump  BUCKET 

Loads  Faster  Uses  Less  Power 

Dumps  Quicker         One-Man  Control 
Built  for  Long  Service, 

Canadian  Agent : 

A.  A.  SCULLY,  LIMITED 
123  BAY  ST.,  TORONTO 
Phones:  Main  2800,  2801 
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ROAD  SCRAPER  BLADES 

Renew  your  old  wheeled  scraper  bowl  with  the  ECONOMY  REPAIR  BLADE.  Any 
blacksmith  can  attach  it  by  cutting  the  edge  of  the  bowl  square,  drilling  holes  to  match 
these  in  the  blade  and  riveting  it  to  the  bowl. 


A  trial  will  convince  you 

that  the  use  of  these 
blades  is  genuine  economy 


ECONOMY  REPAIR  BLADE 

These  blades  are  made  of  steel  C  in.  wide  by  3  1-16  in.  thick,  giving  a  new  cutting  edge 
3  in.  wide  and  allowing  3  in.  to  lap  top  and  bottom  where  it  is  riveted  on  the  bowl. 
Road  Scraper  Blades  and  moldboards  to  fit  all  makes  of  machine.  Prompt  shipments 
from  stock;  over  150  patterns. 

SHUNK  PLOW  COMPANY,  Bucyrus,  Ohio 


BOWL  WITH  REPAIR 
BLADE  ATTACHED 


Contractors  Plasterers 

Modelling 
Relief  Decorations 
Designing 

W.  J.  HYNES,  LIMITED 

858  DUPONT  ST.  TORONTO 

PHONE  HILLCREST  1750 


Diamonds 

For  Sawing  Stone 


QuAtfTV  / 


Furniss  Clarke  &  Co. 

364  University  Street, 
MONTREAL,  CANADA. 


Sole  Canadian  Agents  for 
The  Joyce-Koebel  Co.,Inc 

New  York  London 


IMMEDIATE  DELIVERY  FROM  STOCK 


Oils  for  Sale  at  Sacrifice  Prices 

For  Immediate  Delivery 


-36,000  gals.  Fuel  Oil 
18,000  gals.  Quenching  Oil 
200  gals.  Machine  Jr.  Oil 
150  gals.  Motor  Renown 


50  bbls.  A.  Tempering  Oil 
lOObbls.  Sperm  Oil 
800  gals.  Cutting  Com- 
pound 


Tanks  at  Sacrifice  Prices 

1 — Open  tank  6'  diameter  by  6'  deep. 
1 — Closed  tank  16'  10"  long  by  5'  6"  diameter. 
1 — Closed  tank  35'  4"  long  by  W  diameter. 
1— Closed  tank  16'  ey2"  long  by  5'  7"  diameter. 

Apply  to  M.  Block,  7  Queen  St.,  Montreal,  Can. 


MJIHIHl 


ORIGINAL 

Ric-wir 
METHOD  m+ 

The  materials,  constructive  features,  installation  methods 
^ind  practical  results  appeal  with  equal  force  to  the  consult- 
ing  engineer,  to  the  practical 
operating  man  and  to  the 
OF    business  executive. 

Write  to-day  for  Bulletin 


No.  2. 


5Il  RicwiL 


nillllhT 


irniul 


J.  G.  A  Hun,  President 


James  A.  Thomson,  Vice-President 


™  CARTSHORE-THOMSON  PIPE  &  FOUNDRY  CO. 


LIMITED 


Manufacturers  of 


CAST  IRON  PIPE 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 


HAMILTON,  ONT. 
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"Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  (or  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


Trident  Water  Meters 


AFIRE-METER  must  anwser  two  very  important  require- 
ments—it must  be  accurate  on  all  flows,  small  as  well  as  large, 
and  it  must  offer  no  dangerous  impediment  to  high-velocity 

streams. 

THE  TRIDENT  PROTEGTUS  MEETS  THESE  REQUIRE- 
MENTS, and  is  the  result  of  years  of  experience  in  the  manufac- 
ture of  water-meters,  and  after  being  subjected  to  tests  extending 
over  many  years,  has  now  been  officially  approved. 


Neptune  Meter  Company,  Limited 

W.  H.  RANDALL,    Man'g  Director 

Factory  and   Head  Office: 

1197  KING  STREET  W.  TORONTO,  ONTARIO 

WINNIPEG— WALSH  &  CHARLES,  406  TRIBUNE  BUILDING 


Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


1'iompt  Deliveries. 


Attractive  Prices. 


Address  your  inquiries  to 

CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 

CHATHAM,  ONT.      275  Inshes  Ave. 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
42  Church   St.  945  Curry  Dldg. 

New  York  City  Pittsburgh,  Pa. 

I)es    Moines.     Iowa.    938    Tuttle  Street 


Electric  Cranes 


Electric  and  Hand 
Travelling  Crane* 

Electric  and  Air 

MADE  IN  CANADA  V  Hoi»t» 

NORTHERN  CRANE  WORKS,  LTD. 

WALKER VILLE,  ONT. 
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Trap  Rock  Best  Concrete 

Aggregate 
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Relative  Reductions  of  Test  Specimens 
Consistency  Abrasion  Test 


The  accompanying'  diagram  shows  result  of  test 
made  on  Ontario  Rock  Company's  Trap  Rock, 
and  presented  in  pamphlet  by  L.  V.  Edwards  to 
the  American  Society  for  Testing  Materials.  The 
test  was  made  after  three  months,  and  the 
"rattler"  abrasion  test  was  applied.  Two  sets 
of  test  cylinders  were  made.  In  the  first  set  the 
stone  aggregate  was  broken  limestone  of  good 
quality,  and  in  the  second  a  good  quality  of 
broken  trap  rock.  The  diagram  shows  the  per- 
centages of  reduction  in  weight  resulting  from 
1800  revolutions  and  from  3600  revolutions  of 
the  machine. 

Write  for  further  particulars  to  the 


Ontario  Rock  Co.,  Limited 


Crown 
Office  Bid. 
TORONTO 


Made  in  Canada 
Conduit 


Manufactured  by 

National  Conduit  Co.,  Limited 

Toronto 
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What  Do  Crane  Breakdowns  Cost  You? 

Locomotive  crane  users  universally  agree 
that  their  cranes  save  them  time  and  money. 
The  constant  evidence  of  their  usefulness 
places  this  fact  beyond  dispute.  But  the  very 
fact  that  they  are  indispensable  to  their  jobs 
makes  it  doubly  expensive  when  a  break- 
down occurs.  A  tie-up  on  the  crane  often 
ties  up  the  whole  job  as  well. 

Brownhoist  locomotive  cranes  are  built  for 
hard,  steady  service.  For,  as  you  know,  a 
locomotive  crane's  work  is  of  a  kind  that 
tests  the  quality  of  even  the  best  machinery. 
And  because  they  are  such  useful  machines 
on  so  many  kinds  of  handling  they  are  often 
used  for  overtime  or  even  24  hours'  daily  ser- 
vice. It  is  on  this  kind  of  work  that  a  Brown- 
hoist  proves  its  dependability.  The  Brown- 
hoist  may  cost  more  but  is  worth  it. 


The  Brown  Hoisting  Machinery  Company 

40  Years  in  Crane  Business  Cleveland,  Ohio,  U.  S.  A. 


BROWNHOIST 


Products  Include : 

Locomotive  Cranes 
Grab  Buckets 
Drag-Line  Buckets 
Electric  Hoists 
Tramrails  &  Trolleys 
Overhead  Tr.  Cranes 
Pillar  &  Jib  Cranes 
Heavy  Dock  Machinery 
Suspended  Concrete  Bins 

Write  for  Catalogs 


Engineers  and  Manufacturers  of  Heavy  Dock  Machinery 
Bridge  Cranes,  etc.,  as  well  as  Smaller  Cranes  and  Hoists. 


Branch  Offices  in  New  York,  Pittsburgh,  Chicago  and  San  Francisco 
European  Rep.,  H.  E.  Hayes,  12  Rue  de  Phalsbourg,  Paris 
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ROAD 
SCARIFIER 

These  cuts  show  Buffalo- 
Springfield  patented  pressure 
Scarifier,  which  we  manufac- 
ture under  rights  for  Canada. 

This  Scarifier  is  far  superior 
to  all  other  styles  in  use,  and 
is  indispensable  for  road  main- 
tenance. 

Always  ready  for  use,  being 
permanently  attached  to  roller. 

Scarifies,  at  regular  travell- 
ing speed,  a  width  of  approxi- 
mately 6  feet.  Width  and 
depth  of  cut  varied  to  suit 
conditions. 

Economical  to  operate,  one 
man  handles  roller  and  scari- 
fier. 

Instantly  controlled  by 
operation  of  one  valve. 


Raises  automatically  on  striking 
hidden  obstacle. 

Separate  arms  for  each  digging 
tool  prevents  clogging  of  material 
ahead  of  tooth  bars. 

Steam  pressure  cylinder  with 
long  stroke  gives  sufficient  force 
for  tearing  up  hard  stone  roads 
and  maintains  uniformity  in  cutting 
depth  on  uneven  surfaces. 

Scarifier  built  to  fit  Waterous 
Rollers. 

Send  for  cuts  and  circulars  if 
you  are  interested. 


Toronto  Office :     72  Queen  Street  W. 
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INSTALL 


THE  ECONOMIC  HEATER 


For 


Greater 
Heating 
Efficiency 


Economic  Heaters  are  now  being  used  with  marked 
success  in  hospitals,  laundries,  public  institutions  and 
other  large  buildings.  That  they  are  giving  complete 
satisfaction  in  every  instance  is  shown  by  the  many 
letters  we  receive  from  its  users. 


A  post  card  will  immediately  bring  full  particulars 


1.  Shows  a  great  saving  in  fuel. 

2.  Easily  attached  to  any  steam  service. 

3.  Requires  little  space  and  no  tanks. 

4.  Hot  Water — Instantaneous. 

5.  Noiseless. 


Manufactured  in  Canada  by 

The  Montreal 
Machine  Shop 

LIMITED 

481    Ontario   Street  East 

MONTREAL 


Sole  Agents  for  Ontario :— EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  TORONTO,  Ont. 


March  17,  1920 


THE  CONTRACT  RECORD 


29 


Facing  the  Upper  Steel  Arch  Bridge  at  Niagara  Falls,  Canada 


A  remarkable  change  in  the  surface  of  an  old  macadam  road  on  one  of  the  main  streets  cf  Niagara  falls,  Ontario.  This  road  re- 
presents the  start  of  laying  permanent  pavements  in  this  city,  where  four  miles  of  streets  were  paved  in  1919  and  many  miles  of 
Willite  are  to  be  laid  in  1920.  Willite  was  specified  after  careful  investigation.  Engineers  found  that  Willite  did  not  crack  or 
soften,  weaken  or  become  brittle.  It  was  shown  to  be  economical  to  build  and  proven  to  need  little  attention  after  laying.  Its 
great  enduring  powers  make  it  the  best  material  for  the  job.  Exclusive  territory  with  rights  to  lay  Willite  can  be  had  through 
the  Canadian  Company.     Now  is  the  time  to  organize  Willite  Companies.     Write  for  particulars. 

i$dt$foad/  Qmdrudwn  Qr.  £nufod. 

LICENSEE 

20  ERIE  AVENUE,  NIAGARA  FALLS,  ONTARIO 


A  TIP 

Where  Little  Things  Are  Big. 

FOR  CONTRACTORS 

THE  ST.  CLAIR  CONCRETE  CART 

Think     what  this 
cart  can  do. 
Inadequate  methods 
of  carrying  concrete 
from   the   mixer  to 
the  job,  causes  un- 
necessary labor,  ex- 
tra expense,    and  a 
great  loss  of  time. 

These  carts  are  pay- 
ing   for  themselves 
on  every    job  they 
are  put  on. 

The  only  cart  man- 
ufactured which 
dumps  the  load  by 
merely    releasing  a 
clip  on  the  side  of 
the  bowl. 

Bowl    turns    '  over, 
legs  and  frame  re- 
maining stationary. 

Does    away  with 
the  dissatisfaction  of 
having  to   tip  load 
out  of  cart  by  main 
force. 

Manufactured  in  Canada  by  St.  Clair  Bros. 

ST.  CLAIR  BROS.      -      Gait,  Ont,  Canada 
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MEAD-MORRISON 


Hoisting 

and 

Conveying  Machinery 

Manufactured  in  Canada 

For  half  a  century  "  Mead- 
Morrison  "  machinery  has 
been  recogniged  as  standard 
equipment  because  of  the 
DEPENDABLE  SERVICE 
it  renders  at  continuous  top 
notch  speed. 

Among  the  numerous  Can- 
adian purchasers  of  com- 
plete "  Mead-Morrison  "  La- 
bour Saving  Plants  are : 

Canadian  Pacific  Railway 
Canadian  Northern  Railway 
Canadian  Government  Rail- 
ways 

Grand  Trunk  Railway 
Canada  Cement  Company 
Steel  Company  of  Canada 
Montreal  Light,  Heat  &  Power 
Company 

and  many  large  Coal  Com- 
panies and  Manufacturing 
concerns. 

Hoisting  Machinery 

and 

Labor  Saving  Plants 

for  all  purposes 

May  we  assist  you  with  your 
material  handling  prob- 
lems? 

CANADIAN  MEAD-MORRISON  CO. 

LIMITED 

£NGW££f}S  MAMUfACTUfifftS  &  CONTRACTORS 
Works  Genera? Sq/cs  Offices 
•WELLAND.  ONTARIO  285 BEAVER  I1AU  HIll.MONTREAL 


OxyAcetylene  \\felding  and  Cutting 


Oxy- Ace ty lene  Cutting 
Saved  6  days  on  this  Job 

When  a  severe  wind-storm  wrecked  several 
big  dock  sheds  on  the  water-front  of  a  large 
southern  city,  1400  tons  of  steel  were  twisted  in- 
to the  entangled  mass  shown  in  this  illustration. 

Orders  were  given  to  remove  debris  in  24  days 
to  make  way  for  new  sheds. 

By  means  of  the  Prest-O-Lite  Process  of  Oxy- 
Acetylene  Cutting  all  wreckage  was  cut  up  and 
removed  in  18  days — 6  days  ahead  of  schedule. 

For  speed  and  economy  this  process  is  far 
superior  to  any  other.  Cutting  metal  by  the  old- 
fashioned  hand  method  is  slow,  laborious  and 
expensive. 

It  will  pay  YOU  to  know  the  savings  and  ad- 
vantages that 


makes  possible  in  Welding  as  well  as  Cutting.  For  manu- 
facturing and  all  classes  of  metal  repairing,  the  Prest-O- 
Lite  Process  has  proved  its  value  and  economy. 

The  Prest-O-Lite  Process  employs  both  bases  (acetylene 
and  oxygen)  in  portable  cylinders. 

Prest-O-Lite  Dissolved  Acetylene  is  backed  by  Prest-O- 
Lite  Service,  which  insures  prompt  exchange  of  full  cylin- 
ders for  empty  ones.  Provides  dry,  purified  gas,  insuring 
better  welds,  quicker  work  and  lower  operating  cost. 

Apparatus  consists  of  an  equal  pressure  blow  pipe,  auto- 
matic regulators  and  gauges,  and  all  necessary  equipment. 
Adaptable  for  oxy-acetylene  cutting  by  the  addition  of 
special  cutting  blow  pipe. 

Thorough  instructions  are  furnished  free  to  every  user  of 
Prest-O-Lite  Dissolved  Acetylene.  Any  average  workman 
who  understands  metals  can  learn  the  welding  process  quick- 
ly and  easily. 

We  will  gladly  send  illustrated  literature  and  interesting 
data  showing  actual  instances  of  savings  made  by  others.  It 
may  suggest  valuable  ideas  to  you.     Write  for  it. 

Address  Department  C-105 
PREST-O  LITE  COMPANY 
OF  CANADA,  LIMITED 

Prcst-O-Lite   Bldg.,  TORONTO,  CANADA 
Branches : 

MONTREAL,  TORONTO,  WINNIPEG 
Plants  at: 
TORONTO,  ONT., 
SHAWINIGAN    FALLS,  P.Q. 
MERRITTON,  ONT.  ST.  BONIFACE,  Man. 

Worlds  Largest  Makers  of  Dissolved  Acetylene 
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Wire  Guards 

for  Windows  and  Skylights 

Wire  Partitions 
Wire  Screens 


for  Sand  and  Gravel 


Wire  Work 


of  all  kinds 


C.  H.  Johnson  &  Sons,  Ltd 

Wire  Works :  St.  Henry,  Montreal 


SAVING   MONEY  FOR  CONTRACTORS 


Standard  Motor 
Trucks  have  remark- 
ably long  lives.  The 
first  Standard  built 
has  been  in  opera- 
tion over  ten  years. 
Day  after  day,  week 
after  week  and 
month  after  month, 
Standards  are  meet- 
ing unreasonable  re- 
quirements, and  stay 
Standard. 


Standard  5  ton — Equipped  with  Woods  Hoist  and  steel  body 


STANDARD  MOTOR  SALES 


STANDARD  UNITS 

CONTINENTAL  Motors 

SPICER  Universal  Joints 

GEMMER  Steering  Gears 

PERFECTION  Springs 

EISEMANN  Ignition 

LONG  Radiators 

TIM  KEN-DETROIT  Axles 
and  Bearings 

BROWN-LIPE  Clutch  and 
Transmission 

PHONE  JUNCTION  8305 

TORONTO,  ONT. 


"All  the  name  implies' 
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DO  YOU  REALIZE 

what  a  great  saving  in  labor  and  money  our  HEART- 
SHAPE  MIXER  will  make  for  you  over  hand  labor  in  the 
mixing  of  your  concrete?    We  have  the  mixers  in 
all  sizes  and  styles  for  any  class  of  work. 

Write  for  our 
Special  Offers 


ver 


5,000 
in  use. 


Famous  Heart  Shape  Mixer 


Concrete  Machinery 

Crushers,  Rolls,  Brick,  Block, 
Tile,    Sewer    Pipe  Machines, 
Screens,  etc.    Contractors'  and 
Builders'  Equipment. 

We  make  a  specialty  of  supply- 
ing complete  plants  for  the 
manufacture  of  Brick,  Block, 
Drain  Tile,  Sewer  Pipe,  Cement 
Products,  etc. 


Famous  No.  0  Power  Mixer 


WETTLAUFER  BROS.  Ltd.,  178  Spadina  Ave.Joronto,  Ont. 


No.   6   Brick  Machine 


"McCracken"  Sewer  Pipe 

Manufactured  in  accordance  with  standard  speci- 
fications issued  by  American  Society  for  Testing  Mat- 
erials for  Cement-Concrete  Sewer  pipe. 


6  in.  .to  21  in.  diameter 


Lock  Joint  Pipe 

Concrete  pipe  for  large  diameter  sewers  assures 
strength,  speed  of  construction,  economy  and 
safety.  The  Lock  Joint  prevents  infiltration  or 
leakage. 

Specifications  and  prices  gladly  sent  upon  request. 

Independent  Concrete  Pipe  Co. 

LIMITED 

502  Harbor  Building        -         -         TORONTO,  Ont. 


27  in.  to  108  in.  diameter 
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Encourage  Professional  Practice  in 
Town  Planning 

ONE  of  the  most  important  government  depart- 
ments is  the  Town  Planning  Branch  of  the 
Commission  of  Conservation.  Its  importance 
does  not  lie  so  much  in  its  past  accomplish- 
ments— for  only  the  beginning  of  its  influence  has 
been  felt — as  in  the  possibilities  and  developments 
which  are  in  prospect.  True,  of  course,  some  very 
tangible  results  have  been  noted  during  the  few  years' 
existence  of  the  branch,  but  these  are  small  in  com- 
parison with  what  can  be  and  will  be  accomplished  in 
the  future.  The  principles  of  town  planning  are  be- 
ing firmly  established,  and  the  propaganda  of  the  town 
planning  branch  is  serving  to  put  these  principles  into 
practice  from  Atlantic  to  Pacific. 

The  town  planning  branch  has  a  big  work  ahead 
of  it — a  work  that  covers  many  spheres  of  activity  that 
are  constantly  being  widened.  The  exact  nature  of 
this  work  can  perhaps  best  be  gauged  from  a  perusal 
of  the  report  on  page  172  of  the  Contract  Record  of 
Feb.  25.    Suffice  it  to  say  that  after  a  reading  of  the 


article  referred  to,  one  cannot  help  but  notice  the  de- 
mands that  are  made  upon  this  department  and  the 
importance  of  it  as  a  factor  in  our  economic  welfare. 

One  point,  however,  that  deserves  emphasis  is  re- 
ferred to  in  the  closing  sentence  of  the  report:  "It  is 
also  desirable  to  encourage  professional  practice  in 
town  planning  so  as  to  gradually  build  up  a  skilled 
profession  in  the  country,  capable  of  coping  with  the 
immense  problems  and  numerous  schemes  in  the  fu- 
ture." This  suggests  a  new  calling  for  engineers  and 
a  calling  too  that  bespeaks,  as  much  as  any  other,  ser- 
vice to  their  fellowmen.  The  community  life  really 
determines  the  national  life  and  if  the  homes  com- 
posing our  communities  and  the  communities  them- 
selves are  planned  according  to  the  highest  standards, 
we  cannot  help  but  place  our  nation's  life  on  a  higher 
plane. 

The  value  of  the  principles  of  town  planning  and 
their  effect  on  the  life  of  people  cannot  be  gainsaid. 
However,  the  appreciation  and  administration  of  these 
principles  requires  the  services  of  a  profession  capable 
of  dealing  with  the  immense  problems  involved  and  of 
handling  the  schemes  that  will  face  us  in  the  future. 
For  this  reason  we  should  encourage  professional 
practice  in  town  planning  so  that  our  future  town  de- 
velopments will  be  designed  in  accordance  with  the 
ideas  which  we  all  agree  are  essential  to  national  effi- 
ciency. 


Activities  of  Water  Powers  Committee  of 
Commission  of  Conservation 


IN  last  week's  issue,  a  portion  of  the  report  of  the 
Committee  on  Water  and  Water  Powers  of  the 
Commission  of  Conservation  was  published.  It 
dealt  only  with  the  water  power  situation  in  Can- 
ada, but  this  Committee  has  not  limited  its  activities  to 
this  specific  field,  but  has  given  attention  to  other  al- 
lied subjects.  Its  report  in  this  connection  follows: 
Among  other  work  to  which  your  Committee  have 
devoted  attention  during  the  past  year  may  be  men- 
tioned such  subjects  as  aluminium  and  its  use  in 
electric  energy  transmission,  water-power  in  Alberta, 
long  distance  electric  transmission  lines,  the  nitrogen 
industrv  and  Canadian  water-powers,  on  each  of  which 
comprehensive  reports  were  prepared.  Other  investi- 
gations and  reports  include  the  power  used  in  Canada 
and  the  United  States,  power  required  in  pulp  mills, 
government  conservation  storage,  electric  supply  for 
Southern  Saskatchewan,  effect  of  tributary  storage 
on  Lake  Superior  level,  while  numerous  answers  were 
sent  on  request  solving  other  particular  problems  of 
local  interest  in  various  portions  of  Canada. 

Your  Committee  hrs  also  recently  initiated  an 
investigation  covering  certain  features,  facilities  and 
obstacles  in  the  operation  of  water-power  development^ 
with  the  object  of  promoting  a  fuller  and  more  bene- 
ficial utilization  of  our  hydraulic  resources.  In  this 
connection  particulrr  attention  is  given  to  Canadian 
problems  such  as  ice  troubles  and  conservation  storage. 
It  is  intended  to  spread  this  information  for  the  benefit 
of  those  facing  such  problems  and  thus  encourage  a 
greater  and  more  efficient  use  of  our  water-powers. 
A  number  of  requests  elicited  by  our  own  request  for 
the  information  in  this  connection  have  already  been 
received  from  power  users  asking  how  certain  diffi- 
culties are  solved  elsewhere. 

Another  subject  requiring  attention  is  suggested 


212 


THE  CONTRACT  RECORD- 


March  17,  1920 


by  the  number  of  requests  for  up-to-date  information 
on  developed  and  undeveloped  water  powers  in  various 
portions  of  Canada.  For  Eastern  Canrda  our  report 
of  1911  is  the  only  one  thus  far  published  covering 
the  ground  in  a  detailed  and  thorough  manner,  but 
as  both  exploratory  surveys,  stream  flow,  measurement 
2nd  other  cognate  work  have  been  carried  out  sine. , 
and  on  the  other  hand  a  number  of  water-power  de- 
velopments have  been  completed,  the  tabular  matter 
of  our  1911  report  requires  to  be  brought  up  to  date. 

Among  other  future  work  may  also  be  mentioned 
the  collecting  and  co-ordinating  of  available  stream 
flow  and  water  level  data  and  the  investigation  of 
possible  more  adequate  supply  of  electric  energy  in 
certain  portions  of  the  Dominion. 


Building  Trades  in  Toronto  Seeking  Large 
Increases  in  Wages 

ALL-round  wage  increases   are    sought  by  the 
various  classes  of  building  trades'  workmen 
in  the  schedules  which  the  Building  Trades 
Council  has  been  discussing  with   the  To- 
ronto Builders'  Exchange. 

The  following  list  indicates  the  rate  paid  under  the 
last  agreement  effected,  the  new  rate  sought,  and  the 
extent  of  the  increase  asked : 


Present 

Rate 

Per 

Rate 

sought 

Increase 

cent. 

Bricklayers  

.  .  .$0.85 

$1.00 

$0.15 

17.6 

Carpenters   

0.75 

1.00 

0.25 

33.3 

Painters   

0.65 

0.90 

0.25 

38.5 

Elec.  Workers.  . . , 

.  ..  0.75 

o.s7y2 

o.uy2 

16.6 

Metal  Workers 

0.65 

0.90 

0.25 

38.5 

Iron  Workers  .  .  . 

...  0.65 

1.00 

0.35 

53.8 

Cement  Fshrs.  .  .  . 

0.65 

0.75 

0.10 

15.4 

Plasterers   

0.75 

1.00 

0.25 

33.3 

Bldrs.  Laborers  .  .  . 

..  0.55 

0.75 

0.20 

36.4 

Elev.  Workers  .  . . 

..  0.60 

0.75 

0.15 

25.0 

Stonemasons  

0.85 

1.00 

0.15 

17.6 

Hoisting  Engrs 

0.65 

0.75 

0.10 

15.4 

Bricklayers  are  actually  receiving  90  cents  per  hour 
and  will  receive  $1.00  per  hour  on  April  1st.  This 
also  applies  in  the  case  of  the  stone  masons.  Car- 
penters, although  their  last  agreement  provided  75 
cents  per  hour,  are  actually  receiving  considerably 
in  excess  of  this  rate  from  the  employers,  and  expect 
to  conclude  negotiations  this  week  for  the  $1  rate. 

Painters  submitted  a  schedule  to  the  employers 
asking  for  75  cents  per  hour,  an  increase  of  10  cents 
on  the  existing  scale,  but  demanded  a  closed  shop 
agreement.  This  latter  was  refused  by  the  employers 
with  the  result  that  the  wage  demand  was  increased  to 
90  cents  per  hour. 

Sheet  metal  workers  have  been  offered  75  cents  per 
hour,  but  have  rejected  the  offer. 

Hoisting  engineers  are  paid  from  65  to  90  cents  per 
hour,  according  to  the  machines  they  operate. 

Elevator  constructors  have  been  definitely  offered 
their  75  cent  request,  but  the  employers  have  not  as- 
sented to  other  working  conditions  provided  in  the 
agreement. 

Electrical  workers  have  signed  their  agreement, 
which  gives  them  85  cents  per  hour  at  present,  with 
a  further  increase  to  R7T/>  cents  per  hour  on  April 

1st. 

Harmony  has  so  far  attended  the  conferences  be- 
tween the  individual  unions  and  the  employers,  with 


the  exception  of  the  case  of  the  Structural  Iron  Work- 
ers. The  dispute  in  this  case  is  rapidly  assuming  ser- 
ious proportions. 

Mr.  David  Davidge,  secretary  of  the  Builders'  Ex- 
change, in  commenting  upon  the  terms  of  the  various 
schedules  declares  that  recognition  has  not  been  ex- 
tended to  either  the  Structural  Iron  Workers  or  the 
Builders'  Laborers,  as  neither  is  representative  of  the 
workmen  in  the  respective  crafts  or  trades.  Further- 
more, he  declares  that  the  labor  unions  may  not  call 
a  sympathetic  strike  for  any  cause  without  first  ask- 
ing for  a  board  of  arbitration,  and  then  referring  the 
dispute  to  the  Joint  Industrial  Council. 


Toronto  Painters  and  Decorators  Consider  Open 
Price  Plan  of  Tendering 

THE  Toronto  Association  of  Master  House 
Painters  &  Decorators  hold  semi-monthly 
meetings  to  get  acquainted,  and  discuss  mat- 
ters of  interest  to  the  trade.  Generally,  also, 
after  the  business  has  been  disposed  of  there  is  time 
enough  left  for  a  friendly  game.  About  every  other 
meeting  they  get  around  at  6  o'clock  and  have  supper 
together,  and  on  these  evenings  generally  have  a 
speaker  -address  them  on  some  timely  topic.  At  their 
meeting  on  Thursday  evening,  March  11,  the  Open 
Price  Plan  of  exchanging  bids  was  under  discussion. 
Mr.  James  Phinnemore  was  in  the  chair.  The  presi- 
dent of  the  association  is  Mr.  Stewart  N.  Hughes; 
first  vice-president,  Mr.  J.  O.  Dougall ;  second  vice- 
president,  Mr.  W.  W.  Bamlett;  secretary-treasurer, 
Jas.  B.  Thomson;  auditors,  F.  H.  McCausland  and 
Tas.  Kitchener.  The  executive  board  consists  of  A. 
E.  Phillips,  J.  Stewart,  J.P.,  R.  Dale,  Robt.  Wood, 
E.  W.  Vernon,  T.  Aldrich,  R.  Jones,  J.  I.  Rowles,  C. 
W.  Landon,  M.  Watson.  Musical  Director,  William 
Paris.  The  following  are  past  presidents:  John  M. 
Faircloth,  Jas.  J.  O'Hearn,  John  W.  Knott,  F.  H.  Mc- 
Causland, Jas.  Phinnemore,  Jas.  Kitchener,  J.  B.  Thom- 
son, David  Gould,  Wm.  M.  Weekes,  Stanley  Taylor, 
J.  R.  Robinson  and  Geo.  Alexander. 


Objections  to  Incorporation  of  B.C. 
Architects 

Many  objections  to"  the  bill  to  incorporate  the  Bri- 
tish Columbia  architects  were  urged  before  the  private 
bills  committee.  Mr.  Jackson,  the  chairman,  read  tele- 
grams from  the  B.  C.  Manufacturers'  Association,  the 
General  Contractors  and  Master  Builders'  Association, 
the  Imperial  Oil  Company  and  the  American  Can 
Company  of  Vancouver,  all  objecting  to  various  phases 
of  the  bill.  The  Imperial  Oil  Co.  and  the  American 
Can  Co.  stated  that  their  plans  were  drawn  at  head- 
quarters and  the  bill  would  compel  them  to  employ 
a  local  architect  who  might  not  undertsand  the  pecu- 
liar nature  of  their  business.  The  objection  of  the 
master  builders  was  that  builders  competent  to  de- 
sign buildings  under  the  value  of  $5,000  would  be  put 
to  the  expense  and  trouble  of  employing  architects 
for  work  they  would  do  themselves. 


The  largest  single  rord  project  in  the  United 
States,  whicli  is  known  as  the  Arkansas-Louisiana 
highway,  will  result  in  the  construction  of  153  miles 
of  roadway,  of  which  111  miles  will  be  of  asphaltic- 
concrete  on  a  cement-concrete  base. 
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No.  15 

Canada's  Engineers — F..  E.  Field 


Frederick  E.  Field,  assistant  superintendent  of  the 
Montreal  Water  Department,  has  been  specializing  for 
24  years  on  waterworks  engineering.  During  this  time 
he  has  been  connected  with  the  design  and  construc- 
tion of  waterworks  and  filtration  plants  in  a  number  of 
cities  throughout  the  Continent.  Mr.  Field  was  born 
in  1873  in  Montague  City,  Massachusetts,  and,  after  re- 
ceiving his  preliminary  education  in  the  grammar 
schools  of  Lowell  and  Avon,  Mass.,  the  high  school  of 
Northampton,  Mass.,  and  the  Williston  Seminary,  East- 
hampton,  Mass.,  he  studied  sanitary  engineering  at  the 
Massachusetts  Institute  of  Technology,  graduating  in 
1896  with  the  degree  of  B.  Sc.  Following  his  gradua- 
tion, he  became  assistant  engineer  in  the  water  depart- 
ment of  the  City  of  Boston  and  for  5  years  was  in 
charge  of  the  surveys  for,  and  laying  of,  pipe  lines  for 
extensions  to  the  water  distribution  system  of  that  city. 
This  work  also  involved  office  work  pertaining  to  the 
department,  consisting  of  designs,  records,  etc.  In 
1901  Mr.  Field  became  connected  with  the  filtration 
staff  of  the  city  of  Philadelphia.  For  the  first  few 
months  he  was  engaged  on  the  designs  for  a  $17,000,000 
extension  to  the  city's  water  supply,  later  being  made 
assistant  engineer  in  charge  of  the  construction  of  the 
so  called  "Upper  Roxborough  Filter  Plant."  This 
consisted  of  eight  %-acre  slow  sand  filter  beds  and  the 
necessary  accessories.  Mr.  Field  resigned  in  1903, 
when  the  work  was  practically  completed  and  ready 
for  operation,  accepting  a  position  with  Chapin  & 
Knowles,  consulting  engineers,  Pittsburgh,  Pa.  While 
with  this  firm,  he  assisted  in  the  design  of  the  new 
filter  plant  for  Lawrence,  Mass.,  and  designed  and  took 
charge  of  the  construction  of  a  waterworks  system  for 
Berlin,  Pa.  In  1904  he  joined  the  filtration  staff  of  the 
city  of  Pittsburgh,  where  he  was  in  direct  charge  of 
designs  and  specifications  of  a  large  slow  sand  filter 
plant.  After  the  award  of  the  contracts,  he  became 
division  engineer  in  charge  of  construction  and  in  1905 
he  became  principal  division  engineer  in  direct  charge 
of  the  construction  of  the  whole  waterworks  enlarge- 
ment involving  nearly  $6,000,000.  He  remained  in  this 
connection  until  1910  when  he  was  engaged  as  assis- 
tant engineer  for  the  Pittsburgh  Flood  Commission 
and  was  almost  entirely  responsible  for  the  chapter  in 
their  report  on  the  prevention  of  floods  by  storage 
reservoirs. 

From  March,  1911,  to  July,  1911,  Mr.  Field  was  with 


Hering  &  Fuller,  consulting  engineers  of  New  York 
city,  in  connection  with  the  filtration  plant  for  the  city 
of  Montreal.  When  contracts  were  awarded  for  this 
plant,  he  was  engaged  by  the  city  of  Montreal  as  their 
resident  engineer,  and  in  November,  1914,  he  also  be- 
came resident  engineer  on  the  Montreal  aqueduct  en- 
largement works.  After  the  Montreal  filter  plant  was 
put  in  service  in  April,  1917,  Mr.  Field  was  in  charge 
of  its  operation.    He  has  also  been  directly  in  charge 


Mr.  Frederick  E.  Field 

of  the  Church  St.  bridge  and  LaSalle  bridge  contracts 
which  form  a  portion  of  the  Aqueduct  works.  Part  of 
his  time  was  taken  up  in  preparing  data  for  the  city's 
side  of  the  Aqueduct  litigation.  Mr.  Field  has  also 
been  associated  with  studies  and  designs  for  proposed 
extensions  to  the  Montreal  Filtration  Plants  and  for 
part  of  the  waterworks  system.  He  was  also  connected 
in  a  consulting  capacity  with  the  city  of  St.  Hyacinthe, 
having  prepared  designs  and  specifications  for  their 
filter  plant.    He  is  a  M.E.I.C.  and  M.  Am.  Soc.  C.  E. 


Oshawa  Shows  Great  Industrial  Expansion 

The  considerable  industrial  expansion  that  has 
taken  place  in  the  town  of  Oshawa,  Ont.,  during  the 
last  calendar  year  places  that  municipality  in  the  lead 
among  Ontario  cities  and  towns  in  the  value  of  build- 
ing permits  per  capita  issued  during  the  twelve 
months.  With  a  population  of  12,500,  Oshawa  had 
building  permits  issued  to  the  extent  of  $2,332,540  in 
1919.  This  is  equivalent  to  building  permits  to  the 
value  of  $186,613  for  each  one  thousand  unit  of  popu- 
lation . 


Ontario  Road  Development 

"About  25  per  cent,  of  the  highways  of  Ontario,  or 
roughly,  1,800  miles,  are  scheduled  for  improvement 
and  construction,"  said  W.  A.  McLean,  Deputy  Min- 
ister of  Public  Highways,  in  an  address  recently  to 
the  members  of  theRetail  Automobile  Branch  of  the 
Retail  Merchants'  Association  in  a  three-day  conven- 
tion at  Toronto.  It  was  pointed  out  by  Mr.  McLean 
that  the  construction  of  good  roads  was  necessarily  a 
slow  process,  and  the  public  would  have  to  be  patient 
and  permit  the  system  to  grow  and  develop. 


"I  look  forward  to  the  time  when  we  will  have 
approximately  one  car  for  every  family  in  Ontario, 
which  will  mean  500,000  cars  in  the  Province,"  he  said. 
Last  year,  the  Deputy  Minister  stated,  140,000  cars 
had  been  registered — a  growth  of  about  20,000  cars 
for  the  year.  The  enormous  increase  of  vehicular  traf- 
fic over  the  roads  of  the  Province  was  going  to  re- 
quire increased  expenditures  of  money  for  upkeep  and 
maintenance,  and  Mr.  McLean  estimated  that  for  the 
next  five  years,  the  government  would  annually  spend 
$12,000,000  on  the  roads,  or  about  $60,000,000  in  the' 
next  five  years  ,on  the  40,000  miles  of  roads  in  the  Pro- 
vince. 


16-Storey  Hotel  in  Montreal  Not  Permitted 

The  Administrative  Commission  of  Montreal  has 
decided  to  reject  the  application  for  the  construction 
of  a  sixteen-storey  hotel  in  Montreal.  The  position 
taken  by  the  Administrative  Commission  is,  in  sub- 
stance, that  they  did  not  think  it  was  in  the  interests 
of  the  city  to  amend  the  building  by-laws  in  such  a 
way  as  to  permit  buildings  of  a  greater  height  than 
ten  storeys  in  Montreal. 
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Determination  of  Lateral  Capacities  to  Supply 

Irrigation  Requirements 

Procedure  Used  in  Calculating  Size  and  Profile  of  Ditches, 
Taking  Seepage  Loss  into  Consideration — How  Crop  Require- 
ments Govern  Application  of  Water  and  Period  of  Irrigation 

  By  J.  L.  Franzen*   


THE  Irrigation  Requirements  or  Duty  of  Water, 
vary  greatly  with  the  different  localities,  de- 
pending upon  the  length  of  growing  season, 
kind  of  crops,  relative  amount  of  rainfall  and 
upon  the  physical  conditions  of  the  land  with  reference 
to  the  chrracter  of  the  soil,  drainage  conditions  and  the 
effect  of  sub-irrigation. 

The  Government  requirements  under  which  water 
right  applications  are  made,  required  water  to  be  de- 
livered to  the  land  equivalent  to  a  continuous  flow  of 
one  cubic  foot  per  second  for  150  acres  for  a  period  of 
five  months,  May  to  September,  inclusive.  This  would 
amount  to  two  sere-feet  per  acre.  This  requirement 
may,  however,  be  reduced  to  1.5  acre-feet.  From  all  the 
data  available,  for  large  areas*  of  land  on  which  a 
variety  of  grain  and  forage  crops  are  produced,  an 
average  of  1.5  acre  feet  of  water  when  economically 
rpplied  to  land  is  ample  to  grow  the  max' mum  yields. 


Map  showing  areas  served  by  lateral  C8,  the  capacity  of  which  is 
determined  in  the  article 

Therefore,  1.5  acre  feet  has  been  taken  as  the  Duty  of 
Water  for  the  lands  of  this  company. 

Due  to  climatic  conditions,  it  is  necessary  to  de- 
liver, during  the  different  months,  a  varying  propor- 
tion of  the  total  requirements.  From  data  available, 
it  has  been  assumed  that  the  relative  amounts  of 
water  required  by  monthly  periods  for  the  lands  of 
this  project,  to  be  approximately  as  follows: — May, 
10  per  cent;  June,  30  per  cent.;  July,  35  per  cent.; 
August,  20  per  cent.;  September,  5  per  cent. 

On  this  basis,  the  maximum  amount  of  water  to 
be  delivered  during  any  month  would  be  35  per  cent, 
of  the  total  requirement,  1.5  acre  feet,  or  a  depth  of 
6  inches  would  be  required  on  the  land  in  the  month 
of  July.  It  is  proposed  to  construct  the  irrigation 
system  at  such  capacity  that  the  rate  of  flow  to  irri- 
gable land  will  be  such  as  to  provide  a  4  inch  irriga- 

'Assistant  Chief  Engineer,  Canada  Land  and  Irrigation  Co.,  Ltd., 
Medi<  ine  Hat,  Alta. 


tion  within  a  ten  day  irrigation  period,  or  equivalent 
to  a  6  inch  irrigation  in  15  days. 

All  Water  Supplied  in  Short  Period 

It  is  necessary  in  irrigation  to  provide  sufficient 
capacity  in  kterals,  delivering  to  farm  units,  so  that 
all  the  water  required  may  be  supplied  in  a  few  days 
for  the  following  reasons: — 

1.  All  of  the  crop  growing  on  a  farm  unit  may 
need  irrigating  quickly.  Should  a  smell  quantity  be 
delivered  for  a  long  period  of  time,  part  of  the  crop 
would  dry  up  while  other  parts  were  being  irri- 
gated. 

2.  Due  to  excessive  seepage  and  evaporation,  r. 
small  quantity  of  water  cannot  be  economically  ap- 
plied to  the  land.  On  account  of  the  excessive  seep- 
age, the  upper  end  of  the  tract  will  be  swrmped  be- 
fore the  lower  end  has  sufficient  water. 

3.  Because  of  the  large  seepage  losses  in  the  con- 
tinued use  of  small  quantities  of  water,  the  under- 
ground water  surface  is  raised  to  the  detriment  of 
deep  rooted  plants,  rnd  it  also  forces  to  the  surface 
any  salts  contained  in  the  soil,  and  finally  necessi- 
tates the  reclaiming  of  the  land  by  elaborate  drainage 
systems. 

4.  It  is  a  scving  of  time  and  expense  to  the  irri- 
gator to  use  a  large  "ditch  head"  at  intervals  over 
a  short  period  of  time  than  to  use  a  small  ditch  re- 
quiring all  of  the  irrigator's  time. 

Irrigation  Period  and  Depth  of  Application 
It  is  desirable,  therefore,  that  the  supply  of  water 
to  be  delivered  to  farm  units  be  sufficient  to  supply 
the  land  within  an  irrigation  period  of  ten  days,  which 
period  of  time,  properly  adjusted  to  the  growing  re- 
quirements of  a  crop,  will  protect  against  loss,  and 
give  the  irrigrtor  a  sufficient  "head  of  water"  to  put  it 
to  most  economical  use,  both  in  regard  to  the  amount 
of  water  used  and  also  time  consumed  in  applying  it 
to  the  land. 

The  depth  of  water  which  may  be  practically  ap- 
plied to  the  land  in  rny  irrigation  period  may  vary 
with  respect  to :  the  texture  of  the  soil,  the  degree  of 
perfection  to  which  the  land  has  been  prepared  for 
irrigation,  and  the  method  used  in  applying  the  water, 
i.e.,  border  system,  furrow,  etc.  Considering  these  fac- 
tors upon  a  practical  basis,  for  the  lands  in  question, 
it  is  considered  that  ?  4-inch  application  of  water 
during  any  one  irrigation  period  will  be  sufficient  for 
all  crops,  and  that  full  measure  for  the  whole  of  the 
crop-growing  season  will  be  supplied  by  repeating  4 
inch  irrigation  at  such  intervals  of  time  as  the  re- 
spective kind  of  crops  may  require.  For  most  crops, 
a  repeated  irrigation  would  not  be  required  for  fif- 
teen to  twenty  days. 

Irrigation  Factor 

When  considering  large  areas  of  irrigable  land 
planted  to  a  variety  of  crops,  having  a  different  rrte 


March  17,  1920 


THE  CONTRACT  RECORD 


245 


of  growth,  a  different  time  for  maturing,  and  varying 
as  to  quantities  and  time  when  water  is  needed,  it  is 
reasonr.bly  assumed  that  all  of  the  lands  in  a  large 
tract  will  not  have  to  be  irrigated  simultaneously  in 
any  one  irrigation  period,  but  however,  that  any  small 
tract  constituting  a  part  of  the  whole  may  need  water 
for  all  of  its  area  during  one  irrigation  period.  The 
irrigation  factor  or  percentage  of  land  requiring  water 
at  one  time,  not  only  applies  to  the  proportion  of 
land  on  any  one  farm  unit  requiring  irrigation  at 
once,  but  also  as  regards  the  ratio  of  a  farm  as  a 
unit  to  the  total  number  of  farms,  the  aggregate  of 
which  make  up  the  whole."  In  other  words,  on  any 
one  farm  unit  say  of  160  acres,  several  different  kinds 
of  crop  may  be  grown,  and  out  of  the  160  acres,  it  is 
possible  that  not  more  than  80  acres  would  need  to  be 
irrigated  in  any  one  irrigation  period,  but  on  the  other 
hand,  all  of  a  farm  unit  may  be  planted  to  one  crop, 
i.e.,  one  say  of  alfalfa,  a  second  to  wheat,  a  third  to 
oats,  etc.,  any  of  which  considered  individually  would 
require  a  100  per  cent,  irrigation  factor,  but  when 
these  several  units  are  considered  in  the  aggregate,  the 
irrigation  factor  would  be  less  than  100  per  cent.,  be- 
cause considering  the  variety  of  crops,  different  times 
of  planting  etc.,  water  for  the  respective  crops  would 
not  be  required  simultaneously,  and  it  follows  that  for 
larger  areas  with  greater  diversity  of  crops,  the  irri- 
gation factor  would  decrease  as  the  area  increased. 

As  a  general  example,  it  may  be  assumed  that  for 
a  large  tract,  one-half  of  the  land  is  in  forage  crops  and 
the  other  half  in  grain  crop.  It  may  be  assumed  that 
these  respective  crops  may  not  require  irrigation  sim- 
ultaneously, and  that  each  respective  crop  may  be 
irrigated  at  alternate  ten  day  irrigation  periods. 
These  would  probably  be  more  frequent  irrigations 
than  required,  but  in  that  event,  the  irrigation  factor 
for  the  whole  area  would  be  50  per  cent. 

It  is  problematical  as  to  the  ratio  at  which  the 
irrigation  factor  will  decrease  as  the  areas  of  land 
may  increase,  but  for  the  purposes  herein  undertaken, 
it  is  assumed  that  the  irrigation  factor  will  vary 
from  100  per  cent,  for  an  area  of  160  acres  to  60  per 
cent,  for  an  .  area  of  5,120  acres,  and  continue  at  60 
per  cent,  for  all  areas  in  excess  of  5,120  acres. 


Table  I.— Net  Quantities  of  Water  to  be  Delivered  for  a 
Given  Area  at  a  Given  Irrigation  Factor 
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All  areas  over  5120  are  computed  with  60  per  cent.  Irri- 
gation Factor. 


Capacity  of  Laterals 

Upon  the  basis  of  the  foregoing,  the  irrigation  sys- 
tem is  designed  to  deliver  a  net  quantity  of  water  at 
the  respective  irrigation  factor  for  the  area  of  land 
in  question,  and  at  a  rate  of  flow  that  will  deliver 
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DIAGRAM  I 


Curve  to  determine  quantities  of  water  to  be 
delivered  to  given  areas  for  a  given 
irrigation  factor 


DIAGRAM  /? 

This  diagram  is  the  lower  portion  of 
diagram    No.    1    plotted    to    a  larger 
scale  to  facilitate  determination  of 
of  quantities 
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Shows  seepage  losses  per  1,000  ft.  of  lateral; 
also  the  wetted  perimeter,   given  base  width 
of  canal  and  depth  of  water 
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a  4-inch  application  within  an  irrigation  period  of  ten 
days. 

In  process  of  consumption,  the  net  capacity  Q  is 
determined  hy  multiplying  the  area  (A)  by  the  irri- 
gation factor  (F),  which  gives  the  net  area  to  be  irri- 
gated. As  the  depth  of  application  (D)  is  4  inch.es, 
or  .33  feet,  multiplying  by  .33  gives  the  net  acre  feet 
to  be  delivered,  and  as  this  quantity  is  to  be  delivered 
within  the  irrigation  period  (P)  in  10  days,  dividing 
by  10  gives  the  number  of  acre  feet  to  be  delivered 
in  one  day  of  24  hours,  which  is  converted  to  flow 
in  cu.  ft.  per  second,  approximately,  by  dividing  by  2. 

A  formula  may  be  expressed  as  follows : — 
A  x  F  x  D 

Q  =  

P  x  2 

and  reduces  to  simpler  form  upon  substituting  for  the 
factors  D  =  .33  ft.  and  P  =  10  to  read : — 

A  x  F 

Q  =   

60 

To  the  net  quantity  Q,  as  determined  in  the  fore- 
going, there  must  be  added  an  increase  in  capacity 
necessary  to  compensate  for  losses  by  seepage  and 
evaporation. 

Seepage  and  Evaporation 

Loss  by  seepage  and  evaporation  varies  widely. 
Evaporation  is  a  small  proportion  of  the  total  loss  and 
varies  with  climatic  conditions,  and  will  hardly  exceed 
under  any  circumstances,  one-hrlf  inch  per  day,  and 
for  the  most  time  much  less,  whereas  seepage  may 
vary  for  different  materials  from  a  third  of  a  foot  to 
2  feet  per  day.  For  practical  purposes  as  related  to 
ditch  capacities,  evaporation  may  be  neglected. 

The  following  figures  represent  the  average  results 
obtained  from  observations  on  several  hundred  miles 


of  canals  on  eight  different  irrigation  projects  of  the 
U.  S.  Reclamation  Service,  and  give  a  fair  idea  of 
what  may  be  expected  in  the  way  of  seepage  losses 
in  canals  in  the  different  materials  represented.  The 
losses  are  expressed  in  terms  of  the  depth  in  feet  dur- 
ing 24  hours  through  the  wetted  perimeter  of  the 
canal  prism. 

Kind  of  Material 

Depth  loss  in  H-ct 
per  Z\  hours 

Cement,  gravel  and  hardpan   with   sandy   loam  0.34 

Clay  and  clay  loam  0.41 

Sandy  loam   .66 

Volcanic  ash   .68 

Volcanic  ash  with  some  sand   .98 

Sand  and  volcanic  ash  or  clay   1.20 

Sandy  soil  with  soine  rock   1.68 

Sandy  and  gravelly  soil   2.20 

For  land  under  contemplation,  the  character  of  the 
soil  may  be  generally  classified  as  sandy  loam  with 
some  small  degree  of  variation  in  relation  to  the  pre- 
dominance of  sand  and  clay,  and  the  depth  loss  is 
taken  at  .66  feet. 

In  computing  the  added  capacity  to  canals  and 
ditches  to  compensate  for  seepage  losses,  the  amount 
is  determined  by  applying  the  loss  in  depth  seepage 
factor  (C)  to  the  wetted  perimeter  (P)  for  a  length 
of  canal  (L)  1,000  feet,  and  converting  the  volume 
thus  obtained  to  equivalent  in  flow  in  cu.  ft.  per  sec. 
as : — 

P  x  C  x  L 

S  =   

43560  x  2 

Substituting  C  =  .66  and  L  =  1000  ft.,  this  formula 
is  obtained : 

P 

S  =   

132 


Bottom 


Table  II.-  Functions  for  Determining  Canal  Sections 
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Table  III. —  Functions  for  Determining  Canal  Sections 
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Tables  and  Diagrams 

For  convenience  in  computation  of  canal  and  ditch 
capacities,  the  following  are  prepared : — 

Table  1  shows  for  various  areas  of  land,  in  multi- 
ples of  160  acres,  the  net  quantities  of  water  required 
at  the  respective  irrigation  factors,  also  the  ratio  of 
the  net  delivery  to  the  irrigable  area. 

Diagram  Nos.  1  and  2  are  compiled  from  Table  No. 
1.  No.  2  is  the  lower  portion  of  No.  1  plotted  to  a 
larger  scale  to  facilitate  reading. 

Diagram  No.  3  shows  seepage  loss  expressed  in 
cu.  ft.  per  sec.  per  1000  feet  length,  for  a  given  wetted 
perimeter,  and  for  which  the  seepage  factor  C  is  .66 
ft.  The  diagram  also  gives  the  wetted  perimeter. in 
respect  of  various  base  widths  of  canal  and  depth  of 
water,  the  side  slopes  being  2  to  1. 

Table  No.  2,  3  and  4  are  for  convenient  refer- 
ence in  determining  the  desirable  canal  section,  which 
at  a  required  slope  S  and  velocity  V  will  discharge 
the  desired  computed  capacity  Q. 

Table  No.  5  shows  the  depth  of  Economic  Cut  (X), 
for  ditches  having  side  slopes  of  2  to  1,  and  for  vary- 
ing factors  of:  D,  total  depth  of  canal  section  includ- 
ing free  board,  B,  base  width  and  W,  top  width  of 
bank. 

Example 

A  specific  case  will  be  taken  up  in  detail  to  illus- 
trate the  use  of  the  table  and  the  method  employed 
to  determine  the  capacities  of  laterals. 

Ditch  capacities  for  the  lateral  system  served  by 
the  main  ditch  C8  as  shown  on  map  are  to  be  deter- 
mined. 

The  first  operation  is  to  determine  the  respective 
irrigable,  areas  that  are  to  be  supplied  from  different 
parts  of  the  Lateral  System  as  shown  on  Table  No.  6. 


In  determining  these  areas,  it  is  necessary  to  begin  at 
the  lower  end  of  the  system  and  work  up  arriving  at 
the  areas  served  by  each  reach/ of  lateral  between  de- 
liveries where  a  change  may  occur  in  the  cross  sec- 
tion of  the  lateral  (resulting  from  a  change  of  gra- 
dient or  other  reasons),  by  which  seepage  losses  would 
be  altered. 

Referring  to  the  map  and  table  and  beginning  at 
the  lower  end  of  lateral  C8  from  Sta.  75  +  068  to 
Sta.  48  +  50,  the  area  served  will  be  the  west  half  of 
the  south-west  quarter  of  Sec.  1,  or  79.55  acres. 

At  Sta.  48  +  50,  an  additional  area  will  have  to  be 
served  of  152.40  acres  in  the  south-east  quarter  of 
Sec.  2,  therefore  the  lateral  from  Sta.  48  +  50  to  Sta. 
36  +  68  will  serve  a  total  of  231.95  acres.  At  Sta. 
36  +  68  lateral  C8  as  related  to  all  points  above,  must 
in  addition  to  the  231.95  serve  140.03  acres  in  the 
south-west  quarter  of  sec.  2,  making  371.98  acres, 
and  also  at  this  point,  all  areas  under  the  branch  lat- 
erals, C8a  and  its  tributaries  C8al  and  C8ala.  There- 
fore proceeding  further,  it  will  be  necessary  to  deter- 
mine the  areas  coming  under  the  branch  C8a  and  trib- 
utaries, which  is  now  taken  up  as  follows : — 

Beginning  at  the  lower  end  of  this  system  on  la- 
teral C8al,  the  reach  of  lateral  between  Sta.  75  -f  072 
back  to  Sta.  48  -f-  00  will  have  to  serve  152.83  acres 
in  the  north-west  quarter  of  Sec.  1. 

From  Sta.  48  +  00  to  Sta.  29  +  00,  the  area  to 
be  served  will  be  that  in  the  north-west  quarter  of 
Sec.  1,  152.83  plus  158.02  acres  in  the  north-east  quar- 
ter of  Sec.  2,  or  310.85  acres. 

From  Sta.  29  +  00  to  18  4-  00,  there  would  be 
an  additional  area  of  149.45  acres,  a  total  of  460.30 
acres. 

At  Sta.  18  lateral  C8ala  takes  out,  therefore,  before 
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going  further,  the  area  served  under  this  lateral  will 
have  to  be  determined  as  relating  to  capacities  for 
points  above. 

Lateral  C8ala  Sta.  10  +  72  to  0  +  0  serves  146.92 
acres  in  the  north-east  quarter  of  Sec.  3,  therefore,  the 
total  area  to  be  served  at  Sta.  18  will  be  607.22  acres. 

Proceeding  again  with  lateral  C8al  there  are  no 
areas  to  be  served  between  Sta.  18  back  to  Sta.  0 
which  intersects  lateral  C8a  at  Sta.  16  +  13. 

At  Sta.  16  -f  13,  73.68  acres  ere  to  be  served  in 
the  south-east  quarter  of  Sec.  3,  making  a  total  at 
this  point  of  680.90  acres. 

On  lateral  C8a,  no  additional  areas  are  served  back 
to  Sta.  0,  but  Sta.  0  intersects  lateral  C8  at  Sta. 
36  +  68,  at  which  point  lateral  C8  served  371.98  acres, 
as  first  determined  above,  making  a  total  at  this  point 
of  1052.88  acres. 

On  lateral  C8a  from  Sta.  36  -f-  68  back  to  Sta. 
8  +  75,  no  additional  areas  are  served,  but  at  Sta. 
8  +  75,  36.40  acres  are  served  in  the  north-west  quar- 
ter of  Sec.  35,  therefore,  the  lateral  from  Sta.  8  +  75 
back  to  Sta.  1  +  12,  would  have  to  be  of  a  capacity 
sufficient  to  supply  a  total  of  1089.28  acres,  which  is 
the  total  for  the  entire  system. 

The  next  operation  will  be  the  compilation  of  "Net 
Delivery"  for  the  areas  as  determined  above.  The 
"Net  Delivery"  is  obtained  by  application  of  the  for- 
mula Q  =  AF/60  or  by  a  reference  to  the  Table  and 
Curves  compiled  with  respect  to  the  varying  irriga- 
tion factor  for  respective  areas  concerned.  To  the 
"Net  Deliveries"  thus  determined  are  to  be  added  ad- 
ditional capacities  to  compensate  for  losses  through 
seepage  and  evaporation  as  indicated  in  the  next  col- 
ume  on  Table  6. 

Seepage  Losses 

The  method  of  determining  the  seepage  losses  is 
based  on  the  same  procedure  as  that  used  for  deter- 


mining the  areas  as  in  each  successive  reach  of  lateral 
from  the  lower  end  towards  its  source.  Additional 
capacity  must  be  added  to  supply  the  seepage,  not 
only  from  the  reach  in  question,  but  for  all  parts  of 
the  lateral  below. 

At  this  point,  we  refer  to  the  profile  of  the  lateral 


Table  V.— Economic  Cuts  for  Given  Total  Depth,  Base 
Width  and  Top  Width  of  Bank 


Depth 

D. 
Ec.  Cut 

1.0 

1.2 

1.4 

1:6 

1.8 

2.0 
2.2 
2.4 
2.6 
2.8 

3.0 
3.2 
3.4 
3.6 
3.8 

4.0 
4.2 
4.4 
4.6 
4.8 

5.0 
5.2 
5.4 
5.6 
5.8 
6.0 


B=: 
W  = 
X 
62 
74 
86 
98 
10 

21 


B=3 
W=3 
X 


B  = 
W= 
X 


B  =  5 
W=4 
X 


Bz=G 
W=4 
X 


B=! 
W  = 
X 


B  =  10 

W  =  C 
X 


1 

11 

1 

23 

1.17 

1.19 

1 

35 

1.28 

1.31 

1 

46 

1.40 

1.43 

1 

58 

1.51 

1.54 

1 

70 

1.63 

1.66 

1 

82 

1.75 

1.77 

1.71 

1.76 

1.86 

1.89 

1.82 

1.87 

1.98 

2.00 

1.94 

1.99 

2.09 

2.12 
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2.11 

2.21 

2.23 

2.17 

2.22 

2.32 

2.35 

2.28 

2.34 

2.23 

2.46 

2.39 

2.45 

2.34 

2.58 

2.51 

2.56 

2.45 

2.69 

2.62 

2.68 

2.57 

2.81 

2.74 

2.79 

2.68 

2.85 

2.91 

2.79 

2.96 

3.02 

2.90 

3.08 

3.14 

3.02 

3.19 

3.26 

3.13 

3.31 

3.37 

3.25 

3.42 

3.49 

3.36 
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Table  VI. — Tabulation  of  Factors  Involved  in  the  Determination  of  Capacity  of  Lateral  System 


Leneth  of 

Reach 

Total 

Total 

Ditch 

Lateral 

Irrie. 

Irrigr. 

"Q" 

Seep- 

Seep- 

Required 

Factors 

Sta.  to 

Sta. 

Area 

Area 

c.  f.  c. 

age 

age 

Q. 

S 

B 

d 

C8 

75-07 

65-00 

79.55 

79.55 

1.33 

.05 

.05 

1.38 

.002 

2 

1.0 

65-00 

48-50 

0 

79.55 

1.33 

.08 

.13 

1.46 

.001 

2 

1  A 
1.0 

48-50 

36-68 

152.40 

231.95 

3.75 

.07 

.20 

3.95 

.001 

o 

1.2 

36-68 

140.03 

371.98 

6.10 

0 

.20 

6.30 

2 

C8al 

75-07 

60-00 

152.83 

152.83 

2.55 

.07 

.07 

2.62 

.0015 

o 

1  n 

60-00 

48-00 

0 

152.83 

2.55 

.06 

.13 

2.68 

.001 

2 

1.0 

48-00 

29-00 

158.02 

310.85 

5.20 

.11 

.24 

5.44 

nn  1 
.UU1 

l,d 

29-00 

18-00 

149.45 

460.30 

7.60 

.07 

.31 

7.91 

.001 

1.4 

C8ala 

10-72 

0-00 

146.92 

146.92 

2.50 

.05 

.05 

2.55 

.001 

2 

1.0 

C8al 

18-00 

0-00 

0 

607.22 

9.80 

.11 

.47 

10.27 

.001 

2 

1.4 

C8a 

16-13 

0-00 

73.68 

680.90 

10.80 

.11 

.58 

11.38 

.00125 

3 

1.2 

C8 

36-68 

1052.88 

=  Total  area  under 

C8a,  C8al,  C8ala 

and  be 

low 

C8 

36-68 

8-75 

0 

1052.88 

16.40 

.22 

.80 

17.20 

.001 

3 

1.6 

8-75 

1-12 

36.40 

1089.28 

16.75 

.07 

.87 

17.45 

.001 

3 

1.6 

Capacity  at 
nearest  standard 
section 


(a) 


7.7 
5.4 
7.6 
7.6 

6.6 
5.4 
7.6 
11.7 

5.4 

11.7 

11.8 

36-68 
18.2 
18.2 


Note.— (a)   Capacity  at  nearest  standard  ditch  section  at  respective  gradients  (S),  as  obtained  from  Tables  4- 4a- 4b 


in  question  and  for  the  bed  gradient  as  laid  down  on 
the  profile,  a  trial  section  is  taken  from  the  Table,  2, 
3  and  4,  which  will  supply  the  net  delivery  as  de- 
termined with  an  estimated  allowance  for  seepage  loss. 
For  the  section  so  taken,  reference  is  made  to  the 
diagram  No.  3,  and  for  the  required  depth  of  water  a 
wetted  perimeter  is  obtained,  and  by  it  from  the  seep- 
age curve,  the  seepage  loss  is  obtained  per  1.000 
ft.  length  of  lateral.  Applying  this  factor  to  the 
actual  length  of  Canal  gives  the  total  seepage 
loss  for  the  reach  in  question.  This  amount  is  then 
rdded  to  the  "Net  Delivery"  computed  for  the  reach, 
and  if  this  amount  approximates,  but  is  not  less  than 
the  capacity  O  as  first  taken  from  Table  2,  3  and  4 
above  referred  to,  the  section  is  adopted. 

Excepting  for  a  reach  of  considerable  length  where 
the  seepage  loss  would  be  large,  it  will  seldom  occur 
that  the  section  first  chosen  will  require  to  be  en- 
larged, and  if  so,  can  usually  be  covered  by  an  in- 
crease to  the  depth  of  water  of  less  than  1/10  of  a 
foot. 


New  Road  from  Montreal  to  Quebec 

Grand'Mere,  P.  Q.,  is  contemplating  the  creation 
of  a  Board  of  Trade.  The  initial  task  of  the  board 
would  be  to  promote  the  idea  of  a  national  highway 
that  would  lead  from  Montreal  to  Quebec  running 
through  St.  Jerome,  Joliette,  Shawinigan  Falls,  and 
Grand'Mera,  then  proceed  to  St.  Tite,  County  of 
Champlain,  St.  Raymond,  County  of  Portneuf,  and 
through  the  northern  section  of  Quebec  County  to 
Quebec  City. 


F.  G.  Austin  Company  Expands 

The  F.  C.  Austin  Machinery  Co.  is  organized  to 
take  over  the  entire  business  of  the  F.  C.  Austin 
Company,  Inc.,  the  Municipal  Engineering  and  Con- 
tracting Co.,  and  the  Muskegon  plant  of  the  Linder- 
man  Steel  and  Machine  Co,  It  retains  the  personnel 
of  both  companies,  whose  combined  efforts  will  be 
directed  towards  supplying  the  demand  for  the  Austin 
lines  of  machinery.  The  combination  of  Austin  and 
Linderman  plants  increases  eight  fold  the  past  capa- 
citv  of  the  Austin,  which  makes  this  new  company's 
facilities  one  of  the  largest  organizations  for  the 
manufacture  of  earth-loading  and  cement-working 
machinerv  in  the  United  States.  Mr.  F.  C.  Austin  re- 


tires from  the  active  management,  and  the  president  of 
the  Linderman  Company,  Mr.  B.  A.  Linderman,  as- 
sumes full  control.  The  offices  of  the  company  will  be 
maintained  in  the  Railvvav  Exchange  Building,  Chi- 
cago . 


Large  Order  for  Railway  Construction 
Equipment 

F.  H.  Hopkins,  vice-president  of  the  Hart-Otis  Car 
Company,  Montreal,  announces  that  his  company  is 
in  receipt  of  ballast  and  general  service  cars.  The 
order  will  approximate  $1,500,000  and  was  received 
from  the  Canadian  National  Railways.  This  equip- 
ment is  for  use  in  track  maintenance  and  the  building 
of  new  lines. 


St.  Lambert-Levis  Highway  to  be  Rushed 

A  delegation  from  the  county  of  Lotbiniere,  P.Q., 
waited  upon  the  Minister  of  Highways  of  the  Pro- 
vince of  Quebec  to  request  Government  aid  for  the 
new  St.  Lambert-Levis  highway,  in  order  that  the 
towns  and  parishes  along  the  route  may  build  their 
own  sections  of  the  road.  The  delegation  were  assured 
that  the  work  on  the  highway  will  be  rushed  to  the 
utmost  during  the  course  of  the  summer. 


Filtration  Plant  for  Hull 

Owing  to  the  refusal  of  the  city  of  Hull  to  instal 
a  mechanical  filtration  system,  as  ordered  by  the  Que- 
bec Provincial  Board  of  Health,  an  action  has  been 
entered  in  the  Superior  Court  by  the  Board  of  Trade. 
Severe  penalties  may  be  imposed  for  neglect  to  earn- 
out  the  orders  of  the  Board. 


Drummond  Workmen's  Realties,  Limited,  Drum- 
mondville,  P.  Q.,  has  recently  been  formed  for  the 
purpose  of  erecting  dwelling  houses  of  reasonable  di- 
mensions supplied  with  proper  improvements,  and  in- 
tended to  be  let  at  a  moderate  price. 


President  C.  S.  Parker  in  opening  the  annual  con- 
vention on  Feb.  24th  of  the  Clay  Workers'  Association 
of  Western  Ontario,  urged  the  members  to  keep 
abreast  of  the  times  in  regard  to  clav  working  ma- 
chinery, so  that  costs  may  reduce  and  production  in- 
crease. 
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Ontario's  Progress  in  Housing  Operations 

Mr.  J.  A.  Ellis,  Director  of  Municipal  Affairs,  Reports  Work 
Done  During  1919  Under  Ontario  Housing  Act  —  Housing 
Commissions  in  99  Municipalities  — $10,629,000  Apportioned  by 
Government  and  $2,807,721  Actually  Paid — 1184  Houses  Erected 


THE  Director  of  Municipal  Affairs  for  Ontario, 
Mr.  J.  A.  Ellis,  has  just  prepared  a  report  of 
the  progress  in  housing  operations  during 
1919  throughout  the  province.  This  report 
deals  with  the  work  which  lias  been  done  under  "The 
Ontario  Housing  Act,  1919,"  and  contains  suggestions 
regarding  the  work  to  be  done  in  future  under  the 
Act.  The  Act  referred  to  was  assented  to  on  the  20th 
of  March,  1919,  the  administration  of  it  being  placed 
under  the  direction  of  the  Director  of  the  Bureau  of 
Municipal  Affairs.  The  Housing  Branch  of  that  Bur- 
eau was  then  organized. 

It  was  necessary  for  each  municipality  coming  un- 
der the  provisions  of  the  Act  to  appoint  a  housing 
commission  and  to  organize  its  own  local  staff. 
Through  its  various  officials  the  housing  department 
has  supplied  a  large  amount  of  informat'on,  and  given 
considerable  assistance  to  the  various  housing  com- 
missions. 

The  organization  of  the  housing  department  and 
of  these  housing  commissions  necessarily  occupied 
considerable  time.  It  was  therefore  not  until  August, 
1919,  that  the  actual  construction  of  houses  under  the 
Housing  Act  can  really  be  said  to  have  commenced. 
Considering  this,  the  results  obtained  in  1919,  are,  in 
the  opinion  of  the  Director,  most  satisfactory. 

Cost  of  Houses 

The  Act  fixed  certain  limitations  as  to  the  cost  of 
the  houses  to  be  erected  under  it.  Since  it  was 
passed,  the  cost  of  construction  has  steadily  increased 
until  it  is  now,  taking  an  average  all  over  the  prov- 
ince, at  least  25  per  cent,  greater  than  it  was  in  March, 
1919.  This  has  added  to  the  difficulty  of  obtaining 
the  most  desirable  results  under  the  Act. 

"The  cost  of  constructing  houses,"  states  Mr.  Ellis 
in  the  report,  "is  now,  taking  an  average  all  over  the 
province,  about  125  per  cent,  greater  than  it  was  be- 
fore the  war.  In  Great  Britain  the  increase  is  nearly 
300  per  cent.  Lumber  has  so  greatly  increased  in 
price  here  that  we  have  arrived  at  the  stage  where  the 
cost  of  erection  of  a  house  of  solid  brick  is  not  a  great 
deal  in  excess  of  one  of  frame  construction.  As  to 
the  advisability  of  building  a  house  of  solid  construc- 
tion rather  than  of  frame,  from  the  point  of  view  of 
durability  and  saving  in  maintenance,  there  never  was 
any  doubt.  Considering  these  matters,  I  recommend 
the  erection  of  houses  of  solid  construction,  espec'ally 
where  the  comparatively  small  additional  increase  in 
the  monthly  payments  over  those  of  frame  construc- 
tion can  readily  be  met  by  the  person  requiring  the 
house." 

During  the  war  very  few  small  houses  were  con- 
structed. In  consequence,  at  the  close  of  the  war, 
there  was  a  great  shortage  of  such  houses  in  nearly 
all  the  urban  centres  of  population.  An  estimate  of 
such  shortage  is  at  least  20,000.  Since  the  end  of  the 
war  there  has  been  a  considerable  expansion  of  in- 
dustrial activity  all  over  the  province,  which  has  ac- 


centuated the  difficulty  of  dealing  with  the  problem  of 
the  shortage  of  small  houses. 

Housing  Commissions  in  99  Municipalities 

There  arc  now  ninety-nine  municipalities  which 
have  passed  by-laws'  under  the  provisions  of  the  Act, 
and  appointed  housing  commissions.  Of  these,  19  are 
cities,  49  towns,  17  villages,  and  14  townships.  Sixty 
eight  municipalities  have  constructed  houses.  All 
these  contemplate  construction  on  a  much  larger  scale 
in  1920.  In  addition,  all  municipalities,  with  two  ex- 
ceptions, which  have  not  yet  constructed  houses,  in- 
tend to  do  so  in  1920. 

It  is  to  be  noted  that  the  city  of  Toronto  did  not 
adopt  the  provisions  of  "The  Ontario  Housing  Act" 
but  appointed  a  housing  commission  of  its  own.  This 
commission  has  constructed  a  number  of  houses,  the 
financing  of  which  has  been  done  by  the  city  itself. 

The  following  companies  have  become  incorpor- 
ated under  "The  Housing  Accommodation  Act"  for 
the  purpose  of  erecting  houses  under  "The  Ontario 
Housing  Act,  1919." 

Hawkesbury — The  Riordon  Annex  Housing  Co., 
Ltd. 

Hamilton — The  Wentworth  Construction  Housing 
Co.,  Ltd, 

Fergus — The  Fergus  Housing  Co., 'Ltd. 
Iroquois  Falls — The  Iroquois  Falls  Housing  Co., 
Ltd. 

Listowel — The  Listowel  Housing  Co.,  Ltd. 

Kitchener  and  Waterloo — The  Dominion  Rubber 
System  Housing  Co.,  Waterloo,  Ltd. 

Kitchener — The  Waterloo  County  Housing  Co., 
Ltd. 

The  Riordon  Annex  Housing  Co.,  Ltd.,  the  Fer- 
gus Housing  Co.,  Ltd.,  the  Iroquois  Falls  Housing 
Co.,  Ltd.,  and  the  Listowel  Housing  Co.,  Ltd.,  have 
constructed  houses  under  "The  Ontario  Housing  Act, 
1919,"  but  the  other  companies  have  not  yet  done  so. 

# 

Appropriations 

The  Dominion  Government  appropriated  $25,000,- 
000  to  be  loaned,  pro  rata  to  population,  to  the  vari- 
ous provinces  for  housing  purposes.  This  was  to  be 
loaned  at  5  per  cent,  and  the  provinces  were  to  re- 
loan  it  at  the  same  rate.  The  Province  of  Ontario's 
share  of  the  $25,000,000  is  $8,753,291.93.  To  this  the 
province  agreed,  in  an  informal  way,  to  add  $2,000,000. 

The  total  amount  appropriated  to  municipalities 
by  the  province  by  Order-in-Council  in  1919  was  $10,- 
629,000.  Of  this,  $5,125,000  was  appropriated  to  sev- 
enteen cities ;  $3,649,000  was  appropriated  to  thirty- 
nine  towns;  $735,000  was  appropriated  to  sixteen  vil- 
lages; and  $1,120,000  was  appropriated  to  eleven  town- 
ships. 

No  appropriations  have  yet  been  made  to  two 
cities,  ten  towns,  one  village,  and  one  township,  be- 
cause these  municipalities  came  under  the  provisions 
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of  the  Act  within  a  comparatively  recent  period.  Two 
townships  have  not  asked  for  appropriations. 

If  all  the  requirements  of  the  various  municipali- 
ties for  1920  are  met,  about  $8,000,000  more  will  have 
to  be  appropriated  in  addition  to  the  $10,629,000  al- 
ready appropriated.  A  large  number  of  municipali- 
ties which  have  constructed  a  small  number  of  houses 
this  year,  are  contemplating  large  developments  in 
1920.  in  addition  to  those  constructed  in  1919,  if  ap- 
propriations are  made  sufficient  to  cover  these. 

The  total  loans  approved  for  houses  erected  in 
1919,  is  $3,677,974.  Of  this,  $1,771,746  was  to  be 
loaned  to  seventeen  cities,  $1,311,897  to  thirty-one 
towns,  $286,905  to  thirteen  villages,  and  $307,426  to 
seven  townships.  Loans  amounting  to  $941,640  have 
also  been  approved  for  houses  which  are  not  yet 
erected. 

The  total  amount  actually  paid  by  the  Province 
on  account  of  such  loans  and  the  purchase  of  land 
for  housing  purposes  in  1919,  is  $2,807,721.87.  Of 
this,  $1,426,568.60  was  paid  to  sixteen  cities:  $1,007.- 
826.17  to  thirty  towns;  $208,929.80  to  thirteen  vil- 
lages and  $164,397.30  to  seven  townships. 

Houses  Erected 

A  summary  of  the  houses  erected  in  1919  is  as 
follows : 

jlo.  0f  Average  Loan 

Houses  Loans       per  house 

14    Four  roomed,    frame  clapboard 

finish  $     27,700.00  $1,978.57 

3    Four  roomed,  solid  brick,  hollow 

tile  or  concrete    7,575.00  2,525.00 

43  Five    roomed,   frame  clapboard 

finish   115,489.00  2.685.79 

2f.  Five  roomed,  frame  stucco  finish  77,050.00  2.963.46 
23    Five  roomed,  brick  veneer   67,270.00  2,924.78 

44  Five  roomed,  solid  brick,  hollow 

tile,  or  concrete    124,630.00  2,832.50 

237    Six    roomed,     frame  clapboard 

finish   662.299.00  2.794.00 

88    Six  roomed,  frame  stucco  finish     257,274.00  2.923.57 

230    Six  roomed,  brick  veneer   678,228.00  2,948.82 

332    Six  roomed,  solid  brick,  hollow 

tile,  or  concrete    1,185.000.00  3,569.28 

13    Over  six  rooms,  frame  clapboard 

finish   37.100.00  2,854.61 

27    Over    six   rooms,    frame  stucco 

finish   81,000.00  3,000.00 

23    Over  six  rooms,  brick  veneer  . .  .       56.675.00  2,464.13 
81    Over  six  rooms,  solid  brick,  hol- 
low tile  or  concrete    300,684.00  3,712.16 

1,184  3.677,974.00  3.106.40 

Of  the  above,  1,060  are  detached  houses  and  124 
are  semi-detached. 

Most  of  these  houses  are  now  occupied. 

In  addition  to  the  above,  269  applications  for  loans, 
aggregating  $941,640  have  been  approved  for  houses 
which  are  not  yet  erected. 

It  will  be  seen  that  62  per  cent,  of  the  houses 
erected  are  either  of  brick  veneer  or  of  solid  construc- 
tion. 

The  average  loan  per  house  indicates  that  there 
is  a  reasonable  margin  of  security  in  the  loans  made. 
About  two-thirds  of  the  houses  have  been  erected  by 
persons  who  own  ther  own  lots.  Such  persons  can 
obtain  loans  for  the  full  cost  of  the  house,  but  in  a 
large  number  of  cases  the  loans  have  been  made  for 
less  than  such  full  cost.  Where  houses  are  built  un- 
der this  plan,  persons  building  them  can  make  their 
own  contracts  for  construction.  Working  men  can 
also  do  part  of  the  construction  work  themselves,  and 
this  has  been  done  in  many  cases.  The  Department 
has  encouraged  this  method.  Persons  wanting  houses 
have  each  obtained  the  particular  kind  of  house  which 


they  desired,  subject  to  the  minimum  requirements 
of  the  Department.  There  has  been  no  effort  to  force 
upon  people  any  particular  kind  or  kinds  of  houses. 
These  methods  are  largely  responsible  for  the  success 
which  has  so  far  been  obtained  under  The  Ontario 
Housing  Act. 

Plans 

When  the  work  in  connection  with  the  adminis- 
tration of  the  Act  was  commenced,  it  was  found  that 
not  sufficient  attention  was,  as  a  rule,  given  to  the 
planning  of  small  houses,  and  that  many  contractors 
built  houses  which  were  not  as  well  constructed  as 
they  should  have  been.  The  Department,  through  its 
various  officials,  has  endeavored,  with  a  remarkable 
degree  of  success,  to  get  an  improvement  in  the  erec- 
tion of  houses  of  this  class. 

Special  attention  has  been  given  to  the  planning 
of  the  houses  from  the  point  of  view  of  having  no 
space  wasted  in  unnecessary  halls  or  passages.  It 
has  been  the  endeavor  to  have  every  inch  of  space  in 
the  house  made  available  for  living  purposes.  The 
houses  have  been  planned  so  as  to  secure  the  maxi- 
mum of  accommodation  at  the  minimum  of  expense. 
They  have  also  been  planned  so  as  to  give  as  little 
labor  as  possible  in  connection  with  the  care  of  them. 
The  housewife  has  been  saved  all  possible  unneces- 
sary going  up  and  down  stairs  and  travelling  from* 
one  room  to  another,  and  the  kitchen  has  been  ar- 
ranged so  as  to  give  her  the  minimum  of  labor  there. 

Before  the  Housing  Act  was  passed,  there  appears 
to  have  been  a  general  impression  that  it  was  unne- 
cessary to  carefully  plan  small  houses.  This  fre- 
quently resulted  in  more  money  being  expended  than 
was  required  for  the  living  accommodation  which  was 
actually  secured. 

Contained  in  this  report  are  a  number  of  plans  of 
houses,  nearly  all  of  which  have  been  actually  con- 
structed under  the  Act.  The  cost  of  construction  is 
given1  and  statements  of  cost  will  prove  of  consider- 
able assistance  in  the  work  which  will  be  done  here- 
after. 

In  nearly  every  municipality  where  houses  have 
been  erected  the  monthly  payments  for  principal  and 
interest,  including  taxes  and  insurance,  are  less  than 
the  rentals  for  similar  houses  in  the  same  municipali- 
ties. 

Each  housing  commission  was  asked  to  appoint  a 
building  inspector  to  supervise  the  construction  of  all 
houses  erected  under  the  Act,  and  nearly  all  the  com- 
missions did  so.  In  addition,  the  department  has  em- 
ployed building  inspectors  who  have  made  periodic 
inspections  of  such  houses.  As  a  result,  there  is  no 
question  that  the  construction  of  the  houses'  is  gener- 
ally very  good  and  an  improvement  upon  what  had 
formerly  been  done. 

Water,  Sewerage,  etc. 

It  has  been  insisted  upon  that  every  house  should 
be  supplied  with  water,  and  that  where  there  were 
sewers  all  sanitary  conveniences  should  be  installed. 
Where  there  were  no  sewers,  septic  tanks  or  approved 
sanitary  closets  have  been  allowed.  In  all  cases 
roughing  in  for  all  sanitary  conveniences  has  been 
insisted  upon,  so  that  when  sewers  or  septic  tanks 
could  be  constructed  the  sanitary  conveniences  could 
be  easily  and  economically  installed.  With  regard  to 
sanitary  conveniences,  the  laying  out  of  the  land,  the 
location  of  the  house  on  the  lot,  and  the  general  ar- 
rangement and  appearance  of  the  house,  the  rule  of 
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the  Department  has  been  that  the  best  that  could  be 
done  in  any  particular  locality  should  he  done. 

Lots 

A  great  deal  of  attention  has  been  paid  to  the 
exact  location  of  the  house  on  the  lot.  Block  plans 
have  been  insisted  upon  so  that  the  best  advice  pos- 
sible could  be  given  as  to  the  erection  of  the  house 
from  the  point  of  view  of  securing  the  maximum  of 
fresh  air,  sunlight  and  open  spaces. 

Small  and  narrow  lots  have  been  discouraged.  In 
Toronto  and  its  vicinity  all  land  is  much  more  ex- 
pensive than  in  any  other  part  of  the  province.  Land 
values  in  the  locality  mentioned  are  unreasonably  high, 
as  compared  with  such  values  elsewhere.  There  has 
not  been  much  difficulty  in  securing  land  at  reason- 
able prices  everywhere  else  for  housing  purposes.  In 
this  respect  the  special  provisions  of  the  Housing 
Act,  with  regard  to  the  expropriation  of  land  for 
housing  purposes,  have  been  very  effective.  There 
have  only  been  two  arbitrations  under  these  provi- 
sions, but  the  very  existence  of  them  has,  in  a  great 
many  municipalities,  enabled  land  to  be  purchased  at- 
a  reasonable  price  where  otherwise  this  might  not 
have  been  the  case. 

As  a  rule,  outside  Toronto  and  its  vicinity  and  the 
Windsor  district,  the  lots  used  for  housing  purposes 
under  the  Act  are  not  less  than  forty  feet  frontage  by 
one  hundred  feet  in  depth. 

Apart  altogether  from  the  erection  of  houses  to 


overcome  the  shortage  of  small  houses,  Mr.  Ellis 
thinks  there  is  no  doubt  but  that  the  housing  stan- 
dards for  small  houses  will  be  improved  in  the  muni- 
cipalities where  houses  are  erected  under  the  Act.  The 
result  must  be  beneficial,  and  it  is  most  probable  that 
an  improvement  in  the  construction  of  such  houses 
will  be  noticeable  even  after  operations  under  the  Act 
have  been  discontinued. 

The  Department  has  insisted  upon  a  minimum  size 


of  rooms  which  is  as  follows: 

Living   room   144  sq.  ft.  narrowest  dimension  11  ft. 

Dining   room   120      "  "  "  io  " 

Kitchen   80      "  "  "  8 

Kitchenette  50      "  "  "  6  " 

Bedroom   No.   1   120      "  "  "  9  " 

Bedroom   No.   2    ....100      "  "  "  8  " 

Bedroom   No.   3             75      "  "  "  7  " 

Bathroom  35      "  "  "  5  " 


Where  the  kitchenette  opens  from  the  dining  room 
with  a  doorway  of  six  feet,  the  minimum  combined 
width  of  dining  room  and  kitchenette  including  the 
intervening  partition  may  be  fifteen  feet. 

The  minimum  height  of  ceilings  is  eight  feet.  Each 
room  has  a  window  area  of  not  less  than  twelve  sq. 
feet,  and  the  bathroom  of  not  less  than  six  sq.  feet. 

It  has  been  insisted  upon  that  the  floor  joists  should 
be  of  ample  dimensions  and  that  sufficient  of  them 
should  be  put  in  to  remove  any  possibility  of  the  floors 
sagging. 

In  semi-detached  houses  the  division  walls  are  of 
solid  construction. 


What  Year's  Experiencein  Housing  Has  Taught 

Chief  Architect  of  Housing  Department  of  Ontario  Makes 
Recommendations  for  Guidance  of   Future  Operations 


AS  a  result  of  a  year's  experience  with  the  erec- 
tion of  houses  under  the  Housing  Act,  some 
valuable  ideas  have  been  gained  which  will  be 
of  assistance  to  those  who  will  carry  on  hous- 
ing work  in  the  future.  Some  of  these  are  outlined  in 
the  following  report  of  James  Govan,  chief  architect  of 
the  Housing  Department  of  Ontario : 

From  the  work  reviewed  under  the  Ontario  Hous- 
ing Act  during  the  past  year  some  conclusions  may 
be  emphasized  for  the  guidance  of  the  commissions 
which  have  not  yet  started  operations,  but  which  in- 
tend to  do  so.  They  may  also  prove  valuable  to  some 
of  those  operating  even  where  considerable  progress 
has  already  been  made. 

(1)  Steady  improvement  in  the  quality  of  the  plans 
received  has  been  noticed  with  each  succeeding 
month ;  and  it  is  quite  evident  that  where  competent 
professional  assistance  is  obtained  by  a  commission, 
mistakes  are  avoided,  economies  are  effected  and  the 
results  in  general  will  more  than  justify  the  expendi- 
ture on  such  service. 

More  careful  study  of  elevations  to  preserve  sim- 
plicity and  get  better  proportion  between  parts  is 
required  for  many  of  the  schemes  submitted  for  ap- 
proval. This  can  only  be  done  by  men  trained  in  de- 
sign, but  the  employment  of  architects  at  the  ordin- 
ary professional  rates  of  remuneration  is  impossible 
for  each  individual  house. 

Owing  to  possible  repetition  of  designs  or  varia- 
tions not  requiring  separate  sets  of  drawings,  possi- 
bility of  using  standardized  details  and  specifications, 


etc. ;  the  services  of  the  best  architects  experienced  in 
this  work  can  be  obtained  at  a  much  lower  cost  per 
house  than  is  usually  charged  for  individual  services 
on  a  single  house. 

Co-operation  between  the  local  branches  of  the 
architectural  and  art  associations,  societies,  etc.,  and 
the  housing  commission  might  produce  the  desired 
improvement,  but  the  creation  of  a  central  bureau  to 
pass  judgment  on  the  aesthetic  merit  or  demerit  of  each 
application  would  not,  in  our  opinion,  be  desirable. 

Much  educational  work  along  these  lines  requires 
to  be  done  throughout  the  Province  and  how  that  is 
to  be  stimulated  is  a. question  which  should  be  studied 
by  every  individual  interested  in  the  improvement  of 
our  Ontario  homes.  The  various  housing  commissions 
operating  throughout  the  Province  during  the  past 
year  should  be  congratulated  on  the  advances  they 
have  made  and  should  receive  every  encouragement  to 
go  further  in  their  good  work,  for  which,  in  too  many 
cases,  they  have  received  too  much  criticism  and  no 
active  help  from  the  professional  bodies  which  could 
do  so  much  by  co-operating". 

Houses  Built  for  Individual  Applicants 

(2)  Of  the  total  number  of  loans  made  last  year  a 
large  proportion  was  to  individuals  for  the  erection  of 
their  own  homes.  While  it  is  true  that  this  is  not  an 
economical  way  of  providing  houses  in  large  quan- 
tities in  a  short  period  of  time,  there  are  many  reasons 
for  encouraging  this  phase  of  the  work  under  the 
Housing  Act. 

Splendid  results  have  been  obtained  by  many  ap- 
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plicants  who  have  carried  out  a  great  deal  of  the 
w  ork  on  their  own  houses.  This  should  be  encouraged 
for  at  least  two  reasons,  one — to  develop  craftsman- 
ship, and  the  other — to  help  to  keep  down  the  amounts 
required  for  loans. 

In  my  opinion,  commissioners  should  tdke  advant- 
age of  every  opportunity  to  foster  this  spirit  among 
applicants.  It  should  be  clearly  understood  that  a  man 
or  woman  contemplating  the  purchase  of  a  home  has 
a  natural  interest  in  its  building,  which  is  not  satis- 
fied by  simply  presenting  him  or  her  with  the  front 
door-key. 

Wherever  possible  thev  should  be  encouraged  to 
do  their  own  home  building;  and  failing  that,  the 
most  lasting  satisfaction  will  be  got  when  they  are 
allowed  to  exercise  some  control  over  the  work  from 
the  development  of  their  plan  to  its  final  realization 
as  the  home. 

Building  Houses  in  Quantities 

(3)  There  is  no  limit  to  the  number  of  types  of 
houses  which  can  be  built  under  the  Act.  They  are 
as  numerous  and  as  distinctive  as  the  human  individ- 
ual, but  it  has  been  clearly  proven  that  the  only  way 
to  get  low  costs  is  to  erect  houses  in  quantity  with 
standardized  parts.  This  can  be  done  and  still  pro- 
vide the  necessary  variety  in  external  appearance. 

When  houses  are  being  built  in  quantities  it  is  es- 
sential that  the  attention  of  commissions  be  drawn 
to  the  fact  that  in  this  case  they  are  not  only  build- 
ing houses,  but  also  a  community ;  and  the  appear- 
ance of  the  streets  must  be  considered  as  well  as  each 
house.  In  a  small  town  the  erection  of  fifty  or  a  hund- 
red houses  is  a  large  percentage  of  the  total  number 
in  the  town.  If  these  houses  are  attractive  thev  will  be 
an  asset;  on  the  other  hand,  if  poorly  designed  and 
badly  situated  they  will  detract  from  the  appearance 
of  the  town  as  a  whole,  and  are  apt  to  become  a  lia- 
bility and  the  beginning  of  a  slum  district. 

(4)  In  some  localities  bungalows  consisting  of  cel- 
lar and  all  rooms  on  the  ground  floor  have  been  erected 
for  less  cost  than  houses  of  two  storeys,  having  the 
same  accommodation  and  built  of  similar  materials. 

The  only  explanation  which  can  be  given  is  that 
with  the  present  high  cost  of  labour — the  hoisting  of 
materials  to  first  floor  and  roof  more  than  offsets  the 
cost  of  the  extra  cellar  and  roof  areas  of  the  bungalow. 

(5)  Sufficient  educational  work  has  been  done  un- 
der the  Act  to  show  that  houses  three  rooms  deep  are 
not  necessary  or  desirable  except  on  unusually  wide 
lots  or  in  very  special  circumstances,  on  very  narrow 
lots.  No  exceptions  will  be  made  to  the  side  clearances 
demanded  in  the  "Report  re  Housing,"  printed  last 
year,  in  checking  plans  of  the  three  room  deep  type  un- 
less the  middle  room  has  a  window  to  the  rear  in  a 
break  in  line  of  side  wall. 

Location  of  Houses  On  Lot 

(6)  Too  much  attention  cannot  be  given  to  the 
placing  of  houses  on  lots  so  that  they  will  get  the  full 
benefit  of  direct  sunlight  into  as  many  rooms  as  pos- 
sible, especially  during  the  winter  months,  when  it  is 
almost  impossible  to  get  sun  purified  air  into  home's 
through  open  windows  and  doors. 

In  many  cases  the  placing  of  a  verandah  right 
across  the  "front  of  a  house  has  the  effect  of  shutting 
sunlight  out  of  a  room  throughout  the  entire  year. 
This  should  be  emphatically  condemned  in  our  cli- 
mate where  the  ordinary  verandah  can  only  be  used 
for  a  very  few  months  of  the  year  at  most. 

(7)  Low  cost  housing  can  only  be  obtained  by 


eliminating  every  loot  of  waste  space.  This  has  the 
inevitable  effect  of  restricting  the  size  of  the  kitchen. 
As  this  is  the  workroom  much  greater  attention 
should  be  given  by  planners  to  the  traffic  lines  through 
the  kitchen  and  the  relation  between  door  openings 
and  furniture  spaces. 

It  has  been  only  too  evident  during  the  past  year 
that  these  feautres  have  not  been  given  a  sufficient 
amount  of  consideration.  A  small  kitchen  is  only  sat- 
isfactory when  traffic  lines  will  leave  enough  wall  and 
floor  space  to  accommodate  the  furniture  which  is  es- 
sential for  the  work  to  be  performed. 

When  this  point  has  been  studied  it  will  be  found 
that  it  is  rarely  desirable  to  provide  a  separate  door 
opening  out  to  the  rear  of  the  lot,  in  addition  to  the 
grade  entrance  to  the  cellar,  which  should  also  com- 
municate with  the  kitchen. 

Vestibule  Protection 

(8)  Climatic  conditions  throughout  most  of  On- 
tario make  it  extremely  desirable  to  provide  vestibule 
protection  to  the  front  door.  This  is- even  more  im- 
portant when  the  front  door  opens  into  a  living  room 
without  any  hallway. 

The  omission  of  a  vestibule  in  such  a  case  may  re- 
sult in  a  slight  saving  in  cost,  but  it  will  never  provide 
satsfactory  living  conditions  here  in  winter.  In  every 
instance  of  this  kind  presented  to  us,  we  have  noticed 
that  there  were  other  features  of  lesser  importance 
which  could  have  been  omitted  to  keep  the  cost  at 
the  same  figure. 

(9)  Some  provision  of  space  should  be  made  for 
the  hanging  of  hats  and  coats  near  the  front  entrance. 

(10)  Other  features  requiring  study  to  keep  the 
cost  down  but  which  ^em  too  often  to  be  ignored  are : 

Partitions  on  first  floor  should,  wherever  possible, 
come  over  ground  floor  partitions  to  save  cost  of  beam- 
ing and  permit  of  straight  riser  ducts  for  heating. 

Plumbing  fixtures  should  be  arranged  for  bath- 
room, kitchen  and  laundry  so  as  to  make  only  one  soil- 
stack  necessary. 

Hall  and  staircase  space  should  be  kept  down  to 
the  smallest  possible  dimensions. 

Simplicity  in  roof  construction  is  essential.  Hips, 
valleys,  flashings,  etc.,  in  roofs  are  not  only  costly, 
but  also  expensive  in  maintenance. 

More  Attention  To  Ventilation 

(11)  As  the  cost  of  a  house  varies  with  its  cubical 
contents  the  old  fashioned  large  airy  room  is  no  longer 
economically  possible.  It,  therefore,  follows  that  it  is 
now  all  the  more  necessary  to  study  carefully  the  ven- 
tilation of  our  smaller  houses  and  the  value  of  the  ma- 
terials used  in  their  construction  from  the  standpoint 
of  insulation  against  cold  and  heat. 

In  summer  time,  cross  ventilation  through  win- 
dows is  essential  and  on  narrow  lots  this  question 
could  receive  more  thought  than  is  usually  given  to 
it. 

A  great  many  schemes  are  submitted  in  which  tops 
of  windows  are  indicated  too  low  down  from  the  ceil- 
ing. In  bedrooms  especially,  the  distance  from  ceiling 
down  to  glass  line  should  not  exceed  twelve  inches. 

(12)  Where  any  part  of  the  floor  of  a  room  comes 
over  an  open  space  below,  such  as  a  verandah,  etc.. 
special  attention  should  be  given  to  insulating  the  ex- 
posed area.  The  additional  comfort  in  winter  obtain- 
able by  the  use  of  dry  shavings  insulation  protected 
from  dampness  on  both  sides  by  water  proof  paper 
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will  more  than  justify  the  very  slight  extra  cost  of 
such  precaution. 

(13)  A  tendency  to  make  windows  too  small  has 
been  evident  in  many  of  the  schemes  submitted. 

The  areas  demanded  by  the  regulations  are  the 
minimum  and  in  many  cases  should  be  exceeded.  More 
satisfaction  would  be  obtained  if  the  glass  area  for  each 
room  were  not  less  than  ten  per  cent,  of  the  floor  area, 
where  such  an  allowance  would  exceed  the  present 
minimum  requirements. 

(14)  Where  the  temperature  falls  below  zero  it 
would  appear  that  a  good  furnace  is  absolutely  essen- 
tial in  ,a  home.  Some  applicants  evidently  think  that 
a  furnace  should  only  be  thought  of  after  they  have 
crowded  the  outside  of  the  house  with  useless,  sup- 
posedly ornamental  features  and  so-called  "trim." 

(15)  Where  there  are  local  by-laws  they  must  be 
followed  in  construction  under  the  Housing  Act.  Jn 
some  cases  the  requirements  of  these  by-laws  are  un- 
necessarily severe  and  the  local  commissioners  should 
endeavor  to  have  them  modified  to  reduce  the  cost  of 
building  small  houses. 

(16)  Building  conditions  in  Ontario  vary  so  much 
that  it  is  undesirable  to  attempt  to  write  a  specification 
which  would  be  acceptable  everywhere  in  the  Pro- 
vince. Results  up  to  date,  however,  indicate  that  no 
stucco  should  be  used  which  is  not  damp  proofed. 

(17)  A  special  paper  on  the  insulating  qualities  of 
various  materials  commonly  used  in  house  construc- 
tion is  being  prepared  and  will  follow  publication'  of 
this  report  as  soon  as  certain  experimental  work,  now 
being  undertaken,  has  been  completed. 


Combined    Road   Sprinkler,    Sweeper  and 
Collector,  Controlled  by  One  Man 

WHATEVER  difference  of  opinion  there  may 
be  rs  to  the  respective  merits  of  various 
types  of  construction  of  roads,  there  is  no 
difference  as  to  the  value  of  maintenance 
and  the  imperative  necessity  of  keeping  them  clean. 
This,  of  course,  is  especially  true  of  towns  and  cities 


where  refuse  accumulates  quickly,  and  where  the  prob- 
lem is  of  more  vital  importance  than  in  the  purely 
rural  districts.  A  dirty  town  or  city  is  not  pleasant 
either  for  the  inhabitants  or  for  visitors,  and  its  repu- 
tation in  this  respect  has  an  influence  in  attracting 
business,  population  and  visitors. 

The  problem  of  the  street  cleaning  department 
naturally  varies  according  to  climatic  conditions,  but 
all  civic  officials  are  interested  in  adopting  methods 
and  equipment  which  are  efficient  and  economical. 
The  system  with  which  we  have  been  familiar  is  for  a 
watering  cart  to  do  the  sprinkling;  men  to  more  or 
less  (chiefly  less)  efficiently  sweep  up  the  refuse  and 
mud ;  and  for  the  latter  to  be  then  carted  away  in 
dump  carts.  Often  the  water  carts  will  send  forth 
far  too  much  water,  with  the  result  of  diverting  the 
refuse  into  the  gutters  and  then  into  the  sewers.  The 
presence  of  excessive  water  is  detrimental  to  the  pave- 
ments while  we  are  all  aware  of  the  nuisance  in  the 
summer  time  of  piles  of  refuse  on  the  streets,  with 
the  resulting  clouds  of  dust.  The  whole  system  is 
expensive  and  certainly  not  efficient. 

The  Elgin  system,  herewith  illustrated,  works  on 
a  different  plan.  The  machine,  driven  by  motor,  is 
a  combined  sprinkler,  sweeper,  and  collector,  and  is 
controlled  by  one  man.  The  water  is  sprayed  from 
nozzles  in  cone-shaped  sprays,  the  water  being  forced 
from  the  water  tank,  holding  180  gallons,  by  com- 
pressed air.  The  refuse,  after  being  dampened,  is 
swept  on  to  a  conveyer  which  carries  it  to  the  enclosed 
collection  hopper,  with  a  capacity  equivalent  to  an 
hour's  run  under  average  conditions.  It  is  claimed 
that  this  system  is  economical,  efficient,  sanitary,  will 
not  injure  pavements,  and  is  not  burdensome  to  the 
sewers.  The  Auto-Sweeper  is  an  auxiliary  machine, 
which  sweeps  right  from  the  gutter,  for  a  path  of 
seven  feet.  It  is  claimed  that  each  of  these  machines 
has  a  maximum  capacity  of  48  miles  of  pavement  in 
an  eight  hour  day,  and  that  the  work  can  be  done  at 
a  very  large  reduction  in  cost  as  compared  with  the 
usual  methods. 


A  combined  sprinkler,  sweeper 
and  collector  in  operation.  Wa- 
ter is  forced,  by  compressed 
air,  through  nozzles  in  cone- 
shaped  sprays.  Refuse  is  swept 
on  a  conveyor  which  carries  it 
to  an  enclosed  collection  hopper 


March  17,  1920 


THE  CONTRACT  RECORD 


255 


Core  Drills  as  a  Means  of  Securing  Road 
Samples  for  Testing  Purposes 

Relative  Merits  of  Different  Types  of  Construction  Determined  by  Tests  of 
Specimens  Extracted  by  Drills — Truck  Mounted  Equipment  Successfully  Used 

  By  F.  A.  McLean*   


WITH  the  close  of  the  war  and  the  inaugura- 
tion, of  the  so-called  reconstruction  period 
in  Canada  and  the  United  States,  large  ap- 
propriations have  been  made,  and  will  prob- 
ably continue  to  be  made  for  some  years  to  come, 
for  the  construction  of  new  and  better  highways  and 
roads,  and  the  repair  and  maintenance  of  those  al- 
ready in  existence. 

A  remarkable  feature  in  connection  with  this  field 
of  reconstruction  has  been  the  almost  universal  desire 
to  obtain  accurate  records  of  the  relative  merits  of  the 
different  substances  used  in  road  construction.  This 
information  is  to  be  used  as  a  basis  for  the  determina- 
tion of  the  materials  best  suited  for  use  with  various 
classes  of  traffic  under  different  conditions,  as  an  un- 


secured in  this  way,  being  irregular  in  shape,  are  dif- 
ficult to  store;  and  as  they  are  liable  to  contain  cracks 
and  fissures  as  a  result  of  the  shocks  imparted  to  them 
during  their  removal,  they  cannot  be  relied  upon  to 
give  a  true  indication  of  the  strength  and  wearing 
qualities  of  the  road  from  which  they  were  taken. 
Another  objection  to  securing  these  samples  by  hand 
is  the  difficulty  of  adequately  repairing  the  irregular 
shaped  holes  left  in  the  pavement  from  which  they 
are  extracted. 

Core  Drills  to  Obtain  Road  Samples 

A  study  of  the  good  results  secured  in  the  testing 
of  masonry  foundations  and  walls,  by  the  use  of  core 
drills,  has  led  some  of  the  more  progressive  munici- 


derstanding  of  results  secured  in  the  past,  is  a  guide 
to  better  attainments  in  the  future. 

In  many  localities  it  has  been  found  desirable  to 
take  and  preserve  samples  from  completed  roads  and 
streets,  for  the  purposes  of  making  laboratory  tests 
indicating  the  thickness,  resistance  to  compression, 
and  climatic  conditions  of  the  various  substances  used 
in  road  building.  The  practice  of  taking  these  samples 
from  the  road  by  a  gang  of  men  armed  with  ham- 
mers and  chisels,  or  picks,  is  unsatisfactory,  both 
from  the  standpoint  of  labor  cost,  and  the  size  and 
quality  of  the  specimen  obtained.  It  is  practically 
impossible  to  get  a  solid  piece  representing  complete- 
ly the  true  thickness  of  the  road  bed,  and  the  samples 

*Of  Canadian  Ingersoll-Rand  Co.,  Sherbrooke,  P.Q. 


palities  and  road  and  paving  contractors  in  the  Unit- 
ed States,  to  use  them  as  a  means  of  obtaining  high- 
grade  samples  of  various  paving  materials,  in  which 
connection  they  have  proved  very  satisfactory.  Core 
drills  are  of  two  general  types — diamond  drills  and 
shot  drills.  Diamond  drills  are  usually  not  practical 
for  extracting  cores  of  a  larger  diameter  than  two 
inches,  and  while  larger  cores  have  been  made,  the 
high  cost  of'the  diamond-pointed  bits  usually  pre- 
vents them  from  being  applied  to  fields  other  than  the 
exploration  of  large  mines,  where  the  cost  of  holes 
per  foot  drilled  is  of  no  great  consequence.  The  Davis 
Calyx  Core  Drill  uses,  instead  of  diamonds  as  a  cut- 
ting agent,  a  quantity  of  steel  shot,  which  is  fed  to 
the  edge  of  the  bit  by  a  stream  of  water  under  moder- 
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ate  pressure.  Chilled  steel  shot  costs  only  a  few  cents 
a  pound  and  the  diameter  of  the  core-  obtained  is  only 
limited  by  the  size  of  the  outfit  used. 

By  the  use  of  such  a  drill  it  is  possible  to  quickly 
and  cheaply  secure  cores  through  the  road  bed,  of 
small  diameter,  with  very  few  failures  and  without  the 
use  of  a  large  amount  of  unskilled  labor.  This  is  done 
without  danger  of  fracturing  or  destroying  cither  the 
core  or  the  pavement  surrounding  the  hole  from  which 
it  is  extracted,  and  the  hole  being  of  comparatively 
small  diameter,  is  easily  repaired  by  filling  it  with  a 
mixture  of  broken  stone  and  cement,  or  by  inserting  a 
concrete  cylinder  slightly  smaller  than  the  hole  to 
be  plugged  and  filling  in  the  interstices  with  cement. 

Samples  are  of  Uniform  Size 

The  samples  being  of  a  uniform  size  may  be  de- 
pended upon  to  give  more  accurate  indication  of  the 
strength  and  wearing  qualities  of  the  road  bed  than 
those  extracted  by  hand  and  they  also  lend  themselves 


The  bit  or  cutting  tool  and  a  sample  core 


more  readily  to  tagging  and  storage  for  reference 
purposes.  By  the  use  of  shot  bit,  5^2  in.  in  diameter, 
the  diameter  of  the  hole  in  the  pavement  will  not  ex- 
ceed 5}i  in.,*  and  the  core  produced  will  be  about 
4l/>  in.  in  diameter  when  taken  from  material  of  a 
binding  nature,  such  as  concrete,  tarvia,  or  similar 
substances.  Loose  material  without  any  fofm  of  bind- 
er cannot  be  cored,  but  a  cutter  can  be  applied  to 
the  drill,  which  will  cut  a  hole  with  straight  sides  in 
roadbeds  of  this  type,  thereby  allowing  an  accurate 
examination  of  the  sides  of  the  hole  to  be  made. 

Core  drills  of  the  type  described  are*  obtainable  in 
a  number  of  different  sizes  and  styles  for  hand,  elec- 
tric, steam,  or  gasoline  engine  drive,  and  for  portable 
and  stationary  use.  Portable  types  mounted  on  wag- 
ons or  automobile  chassis  are  best  suited  for  use  in 
road  and  paving  work.  An  outfit  used  by  the  City 
of  I  )es  Moines,  Iowa,  consists  of  a  drill  with  steel 


frame,  mounted  on  a  substantially  constructed  four- 
wheeled  hand  truck  and  driven  by.  a  V/i  h.p.  gaso- 
line engine.  As  most  of  the  work  done  with  this  out- 
fit is  performed  on  the  city  streets,  the  water  requir- 
ed for  washing  the  cuttings  from  the  hole  and  feed- 
ing fresh  shot  to  the  bit  is  obtained  from  near-by 
hydrants,  and  where  this  is  not  possible  a  sprinkler 
cart  is  brought  into  play.  This  outfit  is  operated  en- 
tirely by  one  man,  and  beyond  the  expense  required 
for  oil,  gasoline,  and  steel  shot,  the  pay  of  the  oper- 
ator is  the  only  expense  incurred  in  extracting  the 
cores. 

Production  of  Cores 

Several  hundred  A]/2  in.  cores  have  been  taken 
from  concrete,  brick,  asphalt  and  bitulithic  pavements 
with  this  outfit,  the  number  of  cores  taken  in  a  day 
varying  according  to  the  nature  and  depth  of  the 
matrial  to  be  cored.  On  ordinary  concrete  pavement 
varying  from  6  to  8  inches  in  thickness,  it  is  possible 
to  secure  12  to  15  cores  per  day.  On  harder  pave- 
ments it  is  not  practicable  to  maintain  this  soeed. 
Production  in  the  case  of  pavement  over  8  inches  in 
thickness  where  the  concrete  is  composed  of  a  gravel 
aggregate  is  from  6  to  7  cores  per  day.  Cores  may 
also  be  taken  from  brick  pavements,  providing  the 
grouting  material  is  of  sufficient  strength  to  hold 
the  pieces  of  brick  together  during  the  cutting  oper- 
ation. 

The  radius  of  action  of  an  outfit  of  this  type  is 
limited  by  the  fact  that  it  carries  no  tank,  pump  or 
other  means  of  securing  a  supply  of  water  and  its 
use  is  therefore  restricted  to  city  streets  where  a 
source  of  water  is  near  at  hand.  To  provide  a  com- 
pact self-contained  outfit,  which  would  be  capable  of 
working  anywhere  along  their  many  miles  of  excel- 
lent roads,  the  California  Highway  Association, 
mounted  their  outfit  on  the  chassis  of  an  old  Ford 
car  with  a  large  water  tank  and  pump  driven  by  the 
5  h.  p.  gasoline  engine  which  is  used  to  drive  the  core 
drill. 

With  this  equipment  they  can  drill  an'  average 
concrete  pavement  in  from  10  to  12  minutes,  and  old 
roads  made  with  gravel,  consisting  largely  of  indur- 
ated sandstone,  in  from  6]/2  to  10  minutes,  while  con- 
crete made  from  particularly  hard  boulders,  such  as 
andesite,  requires  from  30  to  40  minutes. 

Complete  Equipment  on  Motor  Trucks 

A  larger  and  more  powerful  outfit  using  a  7J/2  in. 
cutting  tool  and  capable  of  extracting  cores  6l/i  inches 
in  diameter,  is  owned  by  the  Pennsylvania  State 
Highway  Commission,  and  comprises  a  Calyx  core 
drill,  large  water  tank,  gasoline  engine,  and  a  small 
hand  pump  mounted  on  a  two-ton  motor  truck.  This 
equipment  is  shown  in  action  on  the  William  Penn 
highway  between  Easton  and  Bethlehem,  Pa.,  in  the 
illustrations. 

As  shown  in  Fig.  1.  the  drill  has  just  been  started, 
a  two  inch  oak  board  with  a  hole  slightly  larger  than 
the  cutting  tool  being  used  to  guide  the  drill  when 
starting  the  hole  and  a  stream  of  water  from  the 
square  tank  on  the  truck  is  led  to  the  hole  through 
a  short  hose  and  serves  to  wash  awav  the  cuttings 
from  the  working  face  of  the  bit.  Fig.  1  also  illus- 
trates the  drill  in  action  after  the  hole  has  been  start- 
ed. 

In  Fig.  2  is  shown  a  view  of  the  bit  or  cutting 
tool  used  in  extracting  the  cores  and  to  the  right  of 
the  bit  is  a  core  which  has  just  been  taken  out  and  is 
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ready  to  go  to  the  laboratory  for  testing  purposes. 
The  small  hand  pump  on  the  left  of  the  water  tank 
is  used  to  till  the  latter  when  water  under  pressure  is 
not  available  for  the  purpose.  The  equipment  is  there- 
fore not  limited  to  use  in  cities  or  towns,  and  can 
be  easily  moved  from  one  locality  to  another  many 
miles  away  on  very  short  notice. 

It  is  interesting  to  note  that  the  actual  time  re- 
quired for  coring  a  pavement  or  road  bed  is,  to  some 
extent,  an  indication  of  its  wear  resisting  qualities, 
but  so  far  sufficient  data  has  not  been  collected  to 
accurately  determine  just  how  far  the  drilling  time 
may  be  taken  as  an  indication  of  the  probable  dura- 
bility of  the  pavement  being  tested. 

The  test  pieces  secured  with  these  outfits  are  in 
splendid  condition  for  carrying  out  compression  and 
abrasion  tests.  Many  samples  which  have  been  test- 
ed, show  a  compression  strength  of  3000  pounds  per 
square  inch  for  three  or  four  year  old  pavements 
made  w  ith  a  mix  of  1  :2]/2  :  5.  The  borings  taken 
from  the  pavement  are  also  of  considerable  value  in 
furnishing  an  exact  record  of  the  thickness  in  different 
places,  and  also  show  how  thoroughly  the  concrete 
was  mixed  at  the  time  it  was  laid. 


Greater  Output  of  Stock  Brick 

New  Methods  Increase  Production  of  Soft  Mud 
Brick  from  12,000  to  30,000  Per  Day 


THERE  has  been  rapid  advancement  made  in  the 
manufacture  of  soft  mud  or  stock  brick  dur- 
ing the  last  10  or  12  years.  It  might  be  said 
that  the  advancement  has  been  wonderful, 
graduating  from  the  open  or  sun  drying  yard  to  the 
present  steam  dryer  yard  with  plants  300  days  in  the 
year  instead  of  only  100  days  a  year,  as  formerly. 
Some  of  the  practical  points  to  observe  in  the  manu- 
facture of  this  type  of  brick  were  outlined  in  a  paper 
read  before  the  Canadian  City  Products  Association 
by  Wm.  Burgess  of  the  Don  Valley  Brick  Works, 
Todmorden,  Ont. 

In  place  of  digging  the  clay  by  hand  during  the 
winter  and  letting  the  frost  disintegrate  it  until  sum- 
mer comes,  it  is  now  dug  with  a  modern  steam  shovel, 
dumped  into  a  granulator  or  pug  mill,  and  made  into 
brick  in  a  few  minutes  after  leaving  the  clay  bank. 
This  method  of  working  the  clay  has  demonstrated 
conclusively  that  the  extra  pugging  has  made  a  marked 
improvement  upon  the  brick,  wherever  it  has  been 
tried. 

Greater  Output  Now  Possible 

In  some  plants  in  Canada  the  bricks  are  conveyed 
to  the  dryers  on  a  cable  and  set  off  on  pipes  to  dry. 
Other  plants  use  rack  cars  on  which  pallets  with  brick 
are  loaded  on  cars  and  placed  in  dryer  tunnels,  the 
drying  taking  from  24  to  36  hours  and  I  have  heard 
of  some  drying  in  less  time.  These  systems  have  been 
found  very  satisfactory,  and  where  it  took  7  or  8  men 
to  make  12  to  15  M.  per  day,  the  same  number  of 
men  can  now  make  from  30  M.  to  35  M.  in  8  hours, 
and  I  have  seen  machines  making  as  many  as  50  M. 
in  8  hours  with  4  men,  and  I  venture  to  say  that  better 
bricks  are  made  to-day  than  formerly  were  made. 

In  place  of  burning  them  in  scove  kilns,  as  was 
done  a  few  years  ago,  they  are  now  burned  in  down- 
draft  kilns  of  large  capacity.    They  are  also  burned 


in  continuous  kilns  with  a  large  percentage  of  face 
brick  and  no  arch  brick,  as  formerly  got  in  scove 
kilns. 

Gathering  the  Clay 

Human  labor  has  its  advantages.  But  the  shrewd 
business  man  never  depends  on  it  when  he  can  ob- 
tain mechanical  devices  to  do  his  work,  because  he 
knows  that  man  power  cannot  compete  on  a  cost  basis, 
nor  on  a  time  basis,  with  mechanical  means.  The 
old-fashioned  way  of  getting  out  clay  for  soft  mud 
brick  manufacture  was  the  laborer  behind  a  pick  and 
shovel,  digging  clay  during  the  winter  months  when 
it  was  frozen,  wheelhjg  it  into  a  pile  to  freeze  more, 
believing  that  to  be  the  only  way  by  which  he  could 
make  soft  mud  brick  with  it.  That  was  a  slow  and 
expensive  method. 

I  believe  the  best  clay  digger  is  a  steam  shovel, 
when  you  have  a  clay  bank  of  the  best  working  height. 
I  find  a  clay  bank  best  to  work  at  all  times,  should 
not  be  more  than  twenty  feet  high  when  you  are  oper- 
ating a  steam  shovel.  Twenty  feet  is  a  convenient 
height  of  bank  to  work  at  all  times,  and  more  especi- 
ally in  hard  freezing  weather,  because  you  can  strip 
a  piece  off  the  face  of  your  bank  each  day  and  reach 
from  bottom  to  top  without  leaving  a  lot  of  frozen 
clay  above  the  height  of  your  boom  reach  as  you 
would  have  to  do  if  you  had  a  higher  bank.  If  you 
have  any  loam  or  sand  on  top  of  your  clay,  it  pays 
to  have  it  thrown  down  over  your  loose  clay  at  night 
when  it  is  freezing. 

I  would  say  that  clay  dump  cars  holding  from 
one  to  two  yards  of  clay  are  a  very  convenient  size 
of  car  for  an  ordinary  sized  yard,  but  be  sure  and  have 
the  rails  at  least  30  lb.  per  yard,  as  a  great  deal  of 
valuable  time  is  lost  through  having  too  light  a  rail. 
The  kind  of  power  used  to  haul  the  cars  depends  on 
the  layout  of  the  yard. 

Pugging  the  Clay 

What  do  we  expect  the  pug  mill  will  do?  We 
want  it  to  work  up  the  clay  into  a  tough,  plastic  state. 
This  cannot  be  done  by  simply  cutting  the  clay  up 
and  adding  water  to  it,  and  have  each  knife  simply 
pushing  it  along  so  that  the  other  knife  can  reach  it 
and  do  the  same  thing.  This  is  not  pugging — only 
turning  the  pug  mill  into  a  conveyor. 

In  order  to  pug  clay,  it  must  be  squeezed  into  it- 
self. To  do  this  while  passing  through  the  mill,  there 
must  be  places  where  it  is  retarded  or  made  to  travel 
slower  than  other  places  so  the  clay  where  it  travels 
fast  will  overtake  and  press  into  the  slow  travelling 
clay.  This  can  be  done  in  different  ways,  such  as 
having  the  knives  set  so  as  to  press  down  as  well  as 
forward,  and  by  having  straight  knives  at  intervals. 
The  same  results  can  be  obtained  by  having  every 
other  knife  half  worn  out  or  short,  the  next  knife, 
being  long,  pressing  the  clay  past  the  short  one. 

Some  pug  mills  have  an  adjustable  slide  at  the 
discharge  so  as  to  retard  the  clay.  It  is  a  good  way, 
but  two  or  three  more  short  knives  on  the  end  of 
the  shaft  answer  the  same  purpose.  Successful  pug- 
ging does  not  depend  on  the  length  of  the  mill  so 
much  as  to  how  it  pugs.  Long  pug  mills,  when  they 
are  made  to  work  more  like  a  conveyor  than  a  pug 
mill,  will  not  do  as  good  work  as  a  short  pug  mill  made 
to  work  properly. 

Replacing  Knives 

It  is  not  good  to  retard  the  clay  too  much,  as  that 
puts  undue  strain  in  your  gear  and  shafting.  When 
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the  belt  commences  to  slip,  provided  it  is  reasonably 
tight,  that  ought  to  be  warning  enough.  We  ought 
to  know  that,  when  the  mill  commences  to  fill  up  so 
that  the  knives  are  getting  worn,  new  knives  should 
be  put  in  at  once.  It  is  a  good  practice  to  put  in  a 
part  of  the  knives  new  at  a  time ;  this  is  better  than 
putting  in  all  new  knives  at  one  time.  The  clay 
should  be  supplied  through  the  pug  mill  in  quantities 
to  suit  the  capacity  of  the  machine,  not  too  fast  so 
that  it  will  arch  over,  or  too  slow  as  to  cause  your 
machine  to  run  empty. 

I  think  one  of  the  greatest  helps  to  pugging  any 
clay  is  rolls,  straight  face  if  there  are  no  pebbles,  and 
conical  rolls  if  pebbles  or  small  stones  are  present. 
If  there  are  no  pebbles,  conical  rolls  will  also  do  the 
work.  Have  "the  face  of  your  rolls  good  and  true,  set 
to  run  about  }4  in.  apart  so  that  they  will  give  the 
clay  a  good  squeeze  in  passing  through. 

It  is  desirable  to  have  a  good  reliable  man  on  the 
pug  mill.  There  are  no  mysterious  secrets  about  let- 
ting in  enough  water  to  make  your  clay  work  right 
on  the  machine,  but  you  will  require  a  man  of  ordin- 
ary intelligence  who  will  pay  attention  to  his  work. 

Machining 

The  machine  end  is  only  secondary  after  you  have 
pugged  the  clay  properly.  There  are  several  good 
types  of  machine  for  the  making  of  soft  mud  brick, 
making  all  the  way  from  20  M.  to  50  M.  per  day  of 
eight  to  nine  hours. 

Drying 

Drying  the  brick  comes  next  in  importance  to  pug- 
ging the  clay.  Some  of  the  main  points  in  a  perfect 
dryer  are  summed  up  as  follows : 

(1)  Flow  of  air  to  be  proportioned  so  that  drying 
takes  place  at  top  and  bottom  of  tunnel  equally. 

(2)  Keep  the  temperature  difference  between  top 
and  bottom  of  tunnels  down  to  a  minimum. 

(3)  Have  every  cubic  foot  of  warm  air  do  its  duty 
by  coming  in  contact  with  as  much  "moisture  impart- 
ing" material  as  possible. 

The  ideal  dryer  is  one  of  the  long  tunnel  type, 
where  the  bricks  gradually  move  from  the  loading  end 
to  the  discharge  end,  and  have  the  air  enter  the  tunnel 
in  as  dry  a  state  as  possible  for  its  temperature,  and 
have  it  leave  the  dryer  in  as  highly  a  saturated  state 
as  possible.  Taking  into  consideration  the  decrease  in 
temperature  between  the  in-going  and  the  out-going 
ends,  which  should  be  kept  at  a  minimum,  in  order 
to  have  the  air  absorb  a  maximum  amount  of  mois- 
ture, it  must  come  in  contact  with  as  much  of  the 
brick  to  be  dried  as  is  possible,  for  air  takes  up  mois- 
ture by  convection,  and  the  currents  of  air  must  be 
broken  up  as  much  as  they  can  be  by  the  brick  to  be 
dried  without  retarding  its  even  flow.  It  takes  .time 
to  get  your  driers  right,  which  can  be  solved  by  in- 
dividual treatment  and  a  long  and  varied  experience. 
Take,  for  example,  in  a  tunnel  drier,  where  sometimes 
the  air  is  compelled  to  move  a  distance  of  100  feet  in 
a  horizontal  direction,  the  difference  in  temperature 
between  the  bottom  and  top  of  the  tunnel  is  sometimes 
as  much  as  10  to  15  degrees  F.  hotter  at  the  top  than 
at  the  bottom  of  the  tunnel,  consequently,  the  brick 
will  dry  faster  at  the  top  than  at  the  bottom  of  the 
tunnels.  Due  consideration  must  be  given  to  the  cool- 
ing surfaces  of  the  tunnel,  that  is,  the  roof,  side  walls 
and  ground. 

The  reason  why  some  bricks  are  harder  to  dry  than 
others  is  owing  to  the  fact  that  there  is  a  difference 


in  the  ease  with  which  the  water  they  contain  can  be 
removed  by  evaporation.  The  drying  of  soft  mud 
brick  by  the  waste  heat  process  is  a  comparatively 
simple  proposition  provided  your  clay  is  anywhere 
near  the  average  in  quality  as  to  plasticity,  porosity 
and  moisture,  and  does  not  come  under  the  class  of 
tender  clay.  The  drying  of  tender  clay,  however,  is 
a  much  more  difficult  problem.  While  the  builder  of 
your  drier  must  make  special  provision  for  the  hand- 
ling and  drying  of  your  particular  product,  much  more 
depends  upon  your  own  careful  handling  of  the  means 
placed  at  your  disposal.  Necessarily  it  takes  longer 
to  dry  brick  made  of  tender  clay,  and  the  expense,  is, 
therefore,  greater,  but  the  careful  brickmaker  soon 
learns  the  peculiarities  of  his  clay  and  tempers  his 
heat  so  as  to  get  the  most  satisfactory  results.  It  is 
sometimes  necessary  in  handling  tender  clays  to  add 
a  proportion  of  sand  with  the  clay  to  make  them  less 
liable  to  crack  in  the  process  of  drying. 

Kilns 

All  kilns  should  be  filled  to  capacity  and  as  nearly 
as  possible  up  close  to  the  crown,  and  the  setting  so 
arranged  that  the  ware  may  be  burned  evenly,  with- 
out spending  too  much  time  in  "soaking."  Much  val- 
uable kiln  space  is  lost  and  much  fuel  wasted  in  not 
filling  the  kiln  to  capacity.  Experiment  to  see  how 
high  your  ware  can  be  set  with  good  results.  Set 
ware  well  over  flue  openings,  close  up  to  the  walls  to 
prevent  short  circuiting  from  bags.  Do  not  set  wet 
or  partially  dried  ware,  as  this  practice  lengthens  the 
time  of  burning  and  increases  the  fuel  consumption. 
If  the  kiln  is  not  a  good  drier,  run  peep  holes  through 
the  kiln  near  the  floor  in  order  to  determine  during 
the  burning  how  the  different  parts  heat  up.  The 
more  uniformly  a  kiln  gains  heat,  the  less  fuel  will  be 
required, 

It  costs  a  great  deal  more  to  equip  a  soft  mud  plant 
to-day  than  it  did  15  years  ago,  but  unless  you  equip 
your  plant  right  up  to  date  with  steam  shovel,  granu- 
lators,  conical  rolls  and  proper  pug  mill  and  machine, 
cars,  good  pallets,  proper  tracks  and  a  good  type  of 
dryers,  and  take  your  clay  direct  from  bank  to  ma- 
chine, your  competitor  will  get  ahead  of  you. 

Go  out  and  see  what  the  other  fellow  is  doing  and 
go  him  one  better.  I  firmly  believe  that  soft  mud 
brick  will  continue  to  hold  their  place  in  the  brick 
world,  in  spite  of  all  other  processes  which  has  come 
against  them. 


Legislation  for  B.C.  Engineers 

A  score  of  engineers  headed  by  Mr.  E.  G.  Mathe- 
son,  of  Vancouver,  with  Col.  H.  S.  Tobin  as  counsel, 
waited  on  the  private  bills  committee  of  the  B.  C. 
Legislature,  recently,  in  support  of  the  bill  to  incor- 
porate the  professional  engineers.  They  met  some 
opposition  from  the  B.  C.  Land  Surveyors,  who  were 
represented  by  H.  A.  Maclean,  K.  C,  accompanied 
by  Mr.  Drury,  the  president  of  that  organization. 
Their  principal  objection  to  the  engineering  bill  was 
that  it  would  prevent  land  surveyors  who  went  into  a 
remote  part  to  survey  mineral  claims  from  advising 
as  to  the  development  of  these  claims.  This,  they 
argued,  would  impose  a  great  hardship  on  the  claim 
owner,  as  he  would  have  to  employ  two  men  where 
one  formerly  did  the  work. 

The  private  bills  committee  has  decided  to  recom- 
mend the  bill  to  the  House  with  amendments  covering 
all  objections. 
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Community  Heating  Coming  to  Practical  Issue 

Central  Plant  is  Considered  by  the  Author  as  Solution  of 
House  Heating  Problem — Types  of  Heaters  for  this  Purpose 

 By  Francis  J.  Hyde*  


AT  the  present  time  with  the  labor  unrest,  high 
prices  and  shortage  of  coal,  and  also  the  pos- 
sibility of  the  anthracite  coal  mines  running 
out  in  the  course  of  a  few  years,  the  people 
of  Canada,  more  especially  of  Eastern  Canada,  have 
started  to  worry  as  to  the  heating  of  their  homes.  In 
the  opinion  of  the  writer,  however,  there  is  no  cause 
for  concern,  as  community  heating  is  bound  to  come 
to  a  practical  issue,  just  as  houses  have  been  wired 
for  lighting,  and  piped  for  gas  for  domestic  purposes, 
or  as  water  is  now  supplied  in  abundance  by  the  sim- 
ple turning  on  of  a  tap.  All  homes  in  the  course  of 
time  will  be  connected  to  a  central  heating  plant  and 
will  be  heated  and  kept  at  any  degree  of  temperature 
that  is'  required  by  the  simple  expedient  of  turning 
on  or  off  a  valve. 

Naturally  the  question  will  arise  as  to  which  is 
the  best  system  to  heat  with — live  steam,  hot  water, 
or  electricity — and  how  these  systems  can  be  installed 
economically.  Live  steam  has  one  advantage,  namely, 
it  will  heat  a  building  very  rapidly,  but  on  the  other 
hand  it  is  very  hard  to  control  the  temperature  in  a 
room  where  a  steam  system  has  been  installed.  The 
room  is  generally  either  too  hot  or  too  cold,  but  to 
offset  this  there  are  many  devices  now  manufactured 
which  certainly  control  the  temperature,  but  they  are 
not  economical  of  live  steam. 

As  electricity  is  prohibitive  on  account  of  cost,  we 
have  to  deal  with  the  hot  water  system  for  commun- 
ity heating  which  has  the  advantages  of  giving  a  more 
uniform  heat,  of  being  easily  controlled,  of  being  most 
economical,  cleanest,  etc. 

A  Central  Source  of  Heat 

Suppose  you  should  be  living  in  a  locality  in  which 
there  are  50  homes  to  a  block.  You  must  agree  that 
it  would  be  very  nice  if  one  fire  or  a  central  heating 
plant  could  heat  all  these  homes  without  the  fuss  of 
getting  in  coal,  or  having  a  man  entering  your  house 
twice  or  more  a  day  to  look  after  your  heating,  not 
to  speak  of  the  dirt  from  gas  fumes,,  soot  and  ashes, 
and  also  the  storage  room  you  could  save,  now  taken 
up  by  coal  bins. 

The  average  city  home  of  7  or  8  rooms  with  base- 
ment requires  from  8  to  10  tons  of  anthracite  coal  to 
keep  the  home  heated  throughout  the  winter.  At  that 
rate  50  homes  will  consume  500  tons  per  year,  which 
at  $12.00  per  ton  shows  a  bill  of  $6,000;  the  hire  of 
4  men  at  $3.00  per  week  for  50  homes  for  6  months 
only  gives  a  figure  of  $3,600;  with  gratuities  it  is 
within  reason  to  state  that  it  takes  $10,000  to  heat 
these  50  homes  for  one  winter  season  or  an  average  of 
$200  for  each  home.  In  the  case  of  flats  heated  by 
the  landlords,  by  installing  the  system  as  mentioned 
above  they  would  get  equal  benefits  which  will  amount 
to  50  per  cent,  in  cash,  outside  of  cleanliness  and  hav- 
ing contented  tenants,  with  almost  no  repair  bills  for 
the  heating  system. 

Now  another  fact  is  that  by  the  installation  of 
central  heating  plants  properly  equipped,  any  grade  of 
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cheap  fuel  could  be  used  to  raise  low  pressure  steam, 
and  one  or  two  men  could  easily  look  after  the  fires 
in,  say,  4  plants  without  being  overworked.  The  fires 
could  be  centralized  which  naturally  would  reduce 
fire  risks,  and  also  greatly  reduce  insurance  rates. 

The  sketch  below  shows  how  easily  community 
heating  could  be  accomplished  by  the  piping  of  steam 
from  a  central  heating  plant  to  each  household.  Its 
simplicity  will  appeal  to  all  interested  in  the  housing 
question. 

Evolution  of  Heaters 

When  the  first  so-called  heaters  were  put  on  the 
market,  they  were  of  a  cylindrical  shape  placed  hori- 
zontally, made  to  contain  much  of  the  circulation  wa- 
ter which  was  heated  by  steam  injected  into  iron  pipes 
or  sometimes  brass  pipes.  Although  these  "heaters" 
were  very  slow  in  operation  and  were  more  of  a  tank 
than  a  distributor  of  heat,  they  met  with  good  success 
in  large  buildings,  but  showed  poor  economy  in  com- 
parison with  the  then  existing  coal  furnaces.  It  was 
also  considered  a  good  improvement  on  the  live  steam 
heating  by  doing  away  with  the  clanking  noise  of  the 
radiators  when  the  steam  valves  were  opened.  Later 
on,  heaters  were  made  with  a  smaller  volume  of  cir- 
culating water  and  more  heating  capacity.  These 
proved  a  real  success  and  gave  better  service  when 


Pipe  connections  for  hot  water  heater  using  low  pressure  steam 


the  new  heater  was  placed  vertically  for  the  better 
outlet  of  condensed  steam. 

Then  came  many  systems  of  forced  circulation  by 
means  of  steam  pumps,  and  by  means  of  turbines  and 
vacuum  pumps.  These  systems,  with  all  their  good 
points  where  gravitation  could  not  be  used,  caused, 
and  cannot  do  otherwise,  an  increased  strain  on  the 
heater  and  also  on  the  whole  piping-  system.  The 
heater  in  many  cases  was  found  to  leak  by  these 
forced  methods  of  circulation  and  the  steam  was  then 
found  flowing  into  the  circulation  water  at  the  ex- 
pense of  the  coal  bill. 

Of  course,  the  strain  caused  by  expansion  and  con- 
traction tells  more  on  a  heater  even  than  on  a  boiler 
on  account  of  the  constant  differences  of  temperatures 
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at  every  inch  of  metal  inside  and  outside  the  piping 
of  the  heater.  Let  us  say, here  that  until  very  lately 
all  the  heaters  had  their  pipes  expanded  at  each  end, 
the  same  as  boiler  tubes. 

Every  engineer  and  practical  man  in  the  heating 
business  knows  that  a  first  class  reliable  heater  was 
never  built  to  stand  the  constant  strain  caused  by 
differences  of  temperature  where  cold  water  and 
steam  meet  instantaneously,  therefore  causing  the 
piping  and  packing  to  give  way  in  time.  The  more 
efficient  the  heater  in  service,  the  oftener  the  renew- 
ing of  pipes  and  packing  was  necessitated. 

Heaters  Do  Not  Stand  the  Strain 

It  is  a  fact  that  the  better  the  heater  transmits 
its  calories  to  the  cold  water  the  heavier  is  the  strain 
on  the  heater ;  this  has  been  the  reason  for  many 
manufacturers  diminishing  the  volume  of  steam  into 
the  heater,  so  that  many  of  the  heaters  to-day  are 
mere  "condensers"  and,  as  a  consequence,  the  lower 
part  of  these  "heaters"  is  cold  and  only  the  upper 
part,  where  the  steam  is  still  steam,  has  a  real  value 
as  a  heat  transmitter.  This  was  not  a  correction,  nor 
yet,  an  improvement. 

This  being  the  case,  no  practical  man  has  ever 
dared  use  heaters  for  community  heating.  Only  large 
plants  where  repairs  could  be  easily  and  often  at- 
tended to  were  furnished  with  heaters. 

An  expert  machinist  with  years  of  experience  in 
heating  apparatus  repairs,  has  brought  on  the  mar- 
ket a  leak  proof,  strain  proof,  packing  proof  and, 


within  reason,  pressure  proof  heater,  with  abundant 
heating  surface,  being  a  heater  from  foot  to  head. 
The  tubes  are  bolted  at  each  end  on  upper  and  lower 
plates  of  domes,  with  all  other  connections  emerized, 
so  that  no  packing  whatever  is  used.  This  new 
beater,  called  the  "Economic"  and  patented  in  many 
countries  of  the  world  is  now  used  in  many  large  in- 
stitutions where  its  value  was  demonstrated  by  a 
yearly  saving  of  from  25  to  55  per  cent,  of  fuel. 

This  heater  is  guaranteed  against  leaks  from  con- 
traction or  expansion  for  20  years,  can  stand  nearly 
twice  the  pressure  of  any  high  pressure  boiler  or  any 
device  with  forced  circulation.  It  is  fool  proof,  quick 
and  noiseless. 

Such  a  heater  has  been  installed  in  a  Montreal  in- 
stitution and  only  one  boiler  is  operated  instead  of 
two  as  previously.  At  another  place,  the  daily  coal 
consumption  has  been  cut  in  half.  A  small  institu- 
tion in  Quebec  city  by  installing  an  8  in.  x  32  in. 
heater  of  this  type,  shows  a  saving  of  30  tons  of  coal 
in  a  period  of  60  days. 

When  this  heater  is  used  for  domestic  hot  water 
service,  or  boiler  feed  water  service,  it  has  given  ex- 
cellent service  as  every  calory  of  heat  received  in  the 
heater  can  be  transmitted  to  the  cold  water  without 
any  loss.  It  will  work  with  any  low  pressure  or  re- 
duced saturated  steam. 

This  type  of  heater  is  specially  adaptable  to  com- 
munity heating,  connecting  to  a  source  of  low  pres- 
sure steam.  The  illustration  shows  the  arrangement 
of  connections. 


Quality  of  Sheet  Asphalt  Governed  by  Plant 

First  Glass  Construction  Cannot  Result  from  Use  of  In- 
ferior Paving  Equipment — Competent  Inspection  is  Essential 


A SHEET  asphalt  pavement  is  one  having  a 
wearing  course  composed  of  a  mechanical 
mixture  of  asphalt  cement  with  a  carefully 
graded  sand  and  a  finely  divided  mineral  filler, 
such  as  limestone  dust.  This  mixture  is  commonly 
called  topping  or  surface  mix.  Irrespective  of  the  kind 
of  foundation,  the  wearing  course  is  ordinarily  laid 
upon  an  intermediate  course  of  asphaltic  concrete  call- 
ed the  binder.  There  are  two  types  of  binder  known 
as  open  binder  and  close  binder.  The  former,  as  its 
name  implies,  has  a  rather  open  or  porous  texture  due 
to  the  fact  that  it  consists  of  a  single  commercial  size 
of  broken  stone,  the  fragments  of  which  are  coated  and 
bound  together  with  asphalt  cement.  Close  binder, 
which  is  more  commonly  used,  is  composed  of  a  mix- 
ture of  broken  stone,  sand  and  asphalt  cement,  the  pro- 
portion of  sand  being  sufficient  to  fill  the  large  voids 
in  the  stone  aggregate  thus  producing  a  bituminous 
concrete  of  relatively  close  texture,  which  is  more  im- 
pervious and  offers  greater  resistance  to  displacement 
than  the  open  binder.  The  foundation  is  ordinarily 
newly  laid  Portland  cement  concrete  although  old 
pavements,  such  as  brick,  stone  block,  concrete  and 
broken  stone  may  often  be  utilized  to  produce  satis- 
factory and  economical  results.  In  a  recent  brochure, 
issued  by  the  Asphalt  Association,  some  important 
features  of  sheet  asphalt  pavement  construction  are 
elaborated  upon.  Erom  this  pamphlet  the  following 
extracts  are  taken: 


Serviceability  of  Sheet  Asphalt 

The  sheet  asphalt  pavement,  through  many  years 
of  use,  has  successfully  demonstrated  its  ability  to 
meet  the  requirements  of  such  wide  variations  in  traf- 
fic and  climatic  conditions  that  it  has  become  one 
of  the  most  popular  and  extensively  used  types  of 
pavement  yet  developed.  So  far  its  use  has  been 
largely  confined  to  municipalities,  but  with  the  simi- 
larity in  traffic  conditions  now  commonly  found  be- 
tween many  state  and  county  highways  as  compared 
with  city  streets  its  extensive  use  on  main  trunk 
highways  is  beginning  to  follow. 

Certain  merits  which  are  ordinarily  conceded  to 
sheet  asphalt  as  a  city  pavement  are  well  worth  con- 
sideration in  connection  with  the  utilization  of  this 
type  for  main  trunk  highways.  Sheet  asphalt  is  high- 
ly resistant  to  impact  and  abrasion  under  rapidly 
moving  traffic.  It  offers  very  low  traffic  resistance 
and  is  highly  sanitary  as  the  surface  is  impervious 
and  may  be  readily  cleaned.  It  wears  slowly  and 
uniformly  under  traffic,  and  is  easily  repaired.  After 
years  of  service,  it  may  be  resurfaced  with  less  waste 
of  existing  material  than  any  other  type  of  pavement. 
It  may  be  opened  to  traffic  a  few  hours  after  construc- 
tion. 

Asphalt  Paving  Plants 

A  well  equipped  and  scientifically  operated  paving 
plant  is  essential  to  first-class  sheet  asphalt  construe- 
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tion  and  the  use  of  inferior  equipment  in  this  connec- 
tion cannot  be  too  strongly  condemned.  The  design 
of  an  efficient  plant  is  no  simple  matter  and  the  con- 
tractor is  mure  apt  to  lose  money  than  to  save  if, 
without  previous  experience,  he  attempts  to  install 
a  plant  by  quickly  assembling  various  units  purchased 
from  different  sources  or  to  utilize  old  miscellaneous 
equipment.  Each  unit  of  a  plant  bears  a  very  defi- 
nite relation  to  some  other  unit,  both  as  to  strength 
and  capacity,  and  haphazard  selection  is  apt  to  cause 
break  downs  or  slighting  of  important  details  which 
interfere  with  the  quality  of  output  and  may  cause 
many  costly  delays.  Complete  installations  are  sup- 
plied by  a  number  of  concerns  in  three  general  types, 
the  permanent,  the  railway  and  the  portable  or  semi- 
portable  plant. 

The  permanent  plant  is  mainly  used  in  connection 
with  the  construction  and  maintenance  of  city  pave- 
ments. As  it  is  only  to  be  used  in  supplying  material 
for  a  restricted  locality  and  portability  is  not  a  neces- 
sary feature,  the  settings  are  usually  stationary  and 
its  design  may  involve  heavier  and  more  substantial 
equipment  than  for  the  other  two  types.  The  port- 
able is  of  lighter  construction  and  smaller  capacity, 
and  is  constructed  in  two  and  sometimes  three  sep- 
arate units  to  facilitate  moving  it  from  place  to  place. 
Modifications  of  this  type  equipped  with  permanent 
supports  or  foundations  are  known  as  semiportable. 
Railroad  plants  are  of  heavier  construction  mounted 
on  railroad  trucks  and  are  operated  at  a  railroad  sid- 
ing. Irrespective  of  type,  a  paving  plant  for  sheet 
asphalt  construction  usually  consists  of  the  following 
parts  operated  as  described. 

Elements  of  the  Plant 

A  power  and  heating  unit  is  required  to  operate 
the  machinery,  dry  and  heat  the  mineral  aggregate 
and  melt  and  agitate  the  asphalt  cement.  An  ele- 
vator, usually  of  the  belt-and-bucket  type,  is  employ- 
ed to  carry  the  mineral  aggregate  to  a  drier  consist- 
ing of  a  revolving  metal  drum  through  which  a  con- 
stant stream  of  hot  air  or  hot  exhaust  gases  are  forc- 
ed. As  it  passes  through  the  drum  the  aggregate  is 
thrown  about  by  means  of  baffle  plates,  so  that  it  is 
not  only  heated  by  contact  with  the  hot  metal,  but 
also  dried  by  intimate  contact  with  the  hot  air  or 
gases.  As  control  of  the  temperature  of  the  min- 
eral aggregate  prior  to  mixing  is  a  most  important 
consideration  a  pyrometer  should  be  installed  at  the 
discharge  end  of  the  drum  to  register  the  tempera- 
ture of  the  mineral  matter.  The  exhaust  gases  fre- 
quently remove  considerable  dust  from  the  aggre- 
gate and  are  therefore  sometimes  passed  through  a 
dust  collector.  When  running  topping,  composed  of 
a  mixture  of  two  or  more  sands,  it  is  customary  to 
feed  them  simultaneously  to  the  drier  in  the  proper 
volumetric  proportions,  measurement  being  made  by 
shovels.  In  the  case  of  binder  stone,  however,  which 
is  to  be  mixed  with  sartd,  the  two  materials  should 
be  heated  separately  or  screened  after  heating  and 
combined  in  the  mixer.  This  is  desirable  because 
of  the  tendency  of  the  coarse  aggregate  to  segregate 
from  the  fine  during  its  passage  through  the  drier. 
From  the  drier  the  heated  aggregate  is  elevated  to 
hot  storage  bins  from  which  it  is  discharged  into  a 
measuring  or  weighing  box  before  being  introduced 
into  the  mixer. 

Melting  and  Fluxing 

The  asphalt  equipment  consists  of  one  or  more 
tanks  usually  supplied  with  hoists  or  lifting  devices. 


Here  the  asphalt  is  rendered  fluid  by  the  application 
of  heat  and  sometimes  fluxed  to  desired  consistency. 
If  fluxing  is  involved,  a  tank  for  holding  flux  oil 
should  also  be  included  in  the  plant  equipment.  Melt- 
ing and  fluxing  tanks  are  heated  either  by  direct  fire 
or  by  means  of  steam  coils,  preferably  the  latter. 
.They  should  be  provided  with  an  agitating  device  to 
prevent  settlement  of  any  non-bituminous  constituent 
which  may  be  present  and  to  assist  in  fluxing.  Agi- 
tation is  usually  secured  by  means  of  steam  or  air 
jets  forced  up  through  the  heated  material  from  per- 
forated pipes  placed  near  the  bottom  of  the  tank. 
Each  tank  should  be  provided  with  an  accurate  sta- 
tionary thermometer  for  recording  the  temperature 
to  which  asphalt  and  flux  are  heated.  When  the  flux- 
ing process  is  used  a  measured  or  known  quantity 
of  refined  asphalt,  too  hard  for  direct  use,  is  placed  in 
the  melting  or  fluxing  tank,  where  it  is  heated  to  a 
fluid  condition.  A  pre-determined  quantity  of  hot 
flux  is  then  run  in  and  the  contents  of  the  tank  con- 
tinously  agitated  until  an  asphalt  cement  of  uniform 
consistency  is  produced.  'When  steam  agitation  is 
used  special  care  is  required  to  prevent  condensation 
before  it  is  injected  into  the  asphalt  or  troublesome 
foaming  will  result.  After  melting-  or  fluxing,  the 
asphalt  cement  is  maintained  at  the  proper  temper- 
ature until  used  in  the  mix.  It  is  usually  lifted  by  a 
special  device  directly  from  the  melting  or  draw-off 
tank  to  a  weighing  bucket  which  empties  into  the 
mixer.  \ 

Final  measurement  or  proportioning  of  the  con- 
stituent-- of  the  mix  is  conducted  from  a  mixing  plat- 
form set  above  the  mixer.  The  mixer  commonly  con- 
sists of  an  iron  box  equipped  with  a  double  set  of 
blades  revolving  on  two  horizontal  shafts  extending 
through  the  box.  These  blades  are  so  set  that  the 
mixture  is  continually  tossed  upward  and  at  the  same 
time  worked  toward  the  centre  of  the  mixer.  The 
mixer  is  provided  at  the  bottom  with  a  sliding  dis- 
charge gate,  which  is  controlled  by  a  lever  and 
through  which  the  hot  mix  is  allowed  to  drop  into 
wagons  or  trucks  for  delivery  at  the  site  of  work. 

Operation  of  Plant 

As  it  is  necessary  that  plant  operation  and  con- 
struction work  proceed  simultaneously  and  regu- 
late one  another  to  a  considerable  extent,  it  is  desir- 
able that  the  paving  plant  be  located  as  near  as  pos- 
sible to  the  site  of  construction.  Asphalt  mixtures 
must  be  delivered  on  the  job  at  such  temperature 
that  they  may  be  readily  spread,  and  as  they  set  up 
upon  cooling  the  plant  should  produce  and  deliver 
mix  no  faster  than  and  only  at  such  times  as  it  can 
be  immediately  laid.  On  the  other  hand,  the  plant's 
output  capacity  is  known  and,  as  construction  work 
is  planned  accordingly,  the  plant  cannot  at  will  work 
intermittently  without  seriously  interfering  with  the 
construction  work  and  causing  unnecessary  delay  and 
expense.  Moreover,  the  behavior  of  the  mix  when 
being  spread  and  compacted,  may  indicate  the  desir- 
ability of  slight  modification  in  proportions  which  are 
allowable  under  specification  requirements. 

Inspection  of  Sheet  Asphalt 

Competent  inspection  of  both  plant  operation  and 
street  work  are  very  necessary  to  successful  sheet 
asphalt  construction.  This  will  ordinarily  necessitate 
the  services  of  two  inspectors  who  have  acquired 
sufficient  experience  to  suggest  modifications  in  pro- 
portions or  methods  of  manipulation,  within  specifi- 
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No.  10 

Canada's  Contractors— H.  B.  MacConnell 


Major  H.  B.  MacConnell,  who  is  associated  with  Mr. 
W.  Hicklin,  whose  biographical  sketch  appeared  in  last 
week's  issue,  was  born  in  Springbrook,  Ont,  in  1886 
and  lived  there  until  1906.  He  has  been  engaged  in  the 
contracting  business  ever  since  1908,  in  which  year  he 
obtained  his  first  contract  on  an  extension  to  the  Cen- 
tral Ontario  Railway.  Since  that  time,  Mr.  MacConnell 
has  been  connected  with  all  classes  of  contracting 
work,  specializing,  however,  in  concrete  construction. 
Prior  to  the  war,  he  was  engaged  in  and  about  Ottawa, 
Ont.,  building  in  Ontario  County  alone  about  40  rein- 
forced concrete  bridges.  He  also  did  considerable  con- 
crete road  and  street  construction  and  built  a  number 
of  sewers.  He  was  also  interested  in  the  industrial 
field  to  some  extent  and  has  to  his  credit  the  erection 
of  several  large  buildings.  In  1914  Mr.  MacConnell 
enlisted  and  shortly  after  demobilization  in  1918,  formed 
a  partnership  with  Mr.  W.  Hicklin,  under  the  name  of 
MacConnell  &  Hicklin.  This  firm  specializes  in  road 
building  and  last  year  successfully  completed  14  miles 
of  macadam  highway  for  the  county  of  Haldimand,  On- 
tario. A  description  of  this  contract  and  the  interest- 
ing methods  involved  on  it  appeared  in  the  Contract 
Record  of  Sept.  10,  1919.  The  outstanding  feature  was 
the  adoption,  by  the  contractors,  of  motor  trucks  for 
road  material  haulage;  the  success  with  which  the  in- 
novation met  proving  that  road  construction,  especi- 
ally where  long  stretches  are  concerned,  can  success- 
fully employ  efficiency  methods  just  as  well  as  build- 


ing construction.  So  well  was  this  contract  completed 
that  the  county  of  Haldimand  has  given  this  firm  an- 
other contract  for  completion  this  year.    This  contract 


Major  H.  B.  MacConnell 

involves  a  longer  stretch  of  road  of  the  same  general 
character. 


cation  limits,  which  from  time  to  time  may  be  de- 
sirable. These  plant  and  street  inspectors  should 
work  in  harmony  and  keep  in  close  touch  with  one 
another.  The  former  should  occasionally  visit  the 
street  in  order  to  observe  how  the  mixtures  behave 
during  laying. 

The  plant  inspector  should  carefully  observe  all 
details  of  plant  operation,  particularly  in  connection 
with  the  heating  of  individual  constituents,  their 
measuring  and  proportioning,  the  period  of  mixing, 
and  the  condition  of  the  mix  upon  leaving  the  plant. 
He  should  keep  a  record  of  the  temperatures  to  which 
the  asphalt,  sand  and  stone  are  heated  prior  to  mix- 
ing and  the  temperature  of  the  finished  mixture  when 
discharged.  He  should  also  record  the  number  of 
loads  sent  out.  He  should  test  and  record  the  con- 
sistency of  the  asphalt  cement,  particularly  if  fluxing 
is  carried  on  at  the  plant,  in  which  case  he  should 
see  that  the  proper  proportions  of  refined  asphalt  and 
flux  are  used  and  that  a  uniform  product  is  obtained. 
He  should  make  grading  tests  of  the  mineral  aggre- 
gate constituents  and  see  that  at  all  times  proper 
proportions  of  asphalt  cement  and  aggregate  are  used. 
He  should  check  measurements  from  time  to  time, 
and  should  make  occasional  pat  tests  of  the  surface 
mix  as  it  is  being  prepared.  He  should  be  provided 
with  the  necessary  equipment  for  plant  testing  and  a 
room  in  which  such  tests  may  be  made.  In  addition 
to  his  own  tests  he  should,  however,  forward  to  a 
testing  laboratory  samples  of  the  various  constitu- 
ents and  of  the  mix  itself  for  check  and  control  tests. 
The  testing  equipment  of  the  plant  inspector  will 
ordinarily  include  the  following  : 

An   armored   thermometer  of  suitable   range  Ear 


recording  temperatures  of  the  hot  aggregates  and 
mixes. 

A  set  of  standard  screens  and  sieves,  as  may  be 
called  for  in  specification  requirements. 

A  stiff  brush  for  cleaning  sieves. 

A  large  balance  of  ten  pounds  pan  capacity  and 
a  set  of  decimal  weights  for  broken  stone  weighings. 

A  small  sand  balance  with  pan  capacity  of  200 
grams  for  weighing  sand. 

A  complete  penetration  test  outfit  for  determining 
the  consistency  of  asphalt  cement. 

A  pat  test  outfit. 

A  supply  of  report  forms. 

The  room  assigned  to  plant  testing  should  contain 
a  short  work  bench  for  testing  apparatus,  shelves  for 
samples,  a  chair  and  a  table.  For  sampling,  the  in- 
spector should  be  provided  with  suitable  cans,  gum 
labels,  pans  and  a  long  handled  metal  dipper. 

Duties  of  the  Street  Inspector 

The  street  inspector  should  carefully  observe  all 
details  of  the  laying  of  the  pavement.  He  should  take 
and  record  the  temperature  of  the  various  loads  of 
hot  mix  received  on  the  work  and  for  this  purpose 
be  provided  with  an  armored  thermometer.  He  should 
see  that  the  loads  are  so  distributed  as  to  give  the 
specified  thickness  of  pavement  and  that  they  are 
properly  raked  and  compacted.  He  should  take 
occasional  check  samples  of  the  mix  as  received  and 
forward  same  to  the  testing  laboratory  and,  in  some 
cases,  it  may  be  advisable  for  him  to  take  samples 
of  the  finished  pavement  for  laboratory  analysis  and 
density  determinations. 

A  properly  constructed  sheet  asphalt  pavement 
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wears  very  slowly  and  uniformly  under  traffic  which 
accounts  for  its  long  service  record.  Fast  moving 
rubber  tired  vehicles  produce  but  little  noticeable 
wear  and  in  fact  the  pavement  often  appears  to  im- 
prove under  such  traffic  provided  the  grading  of  the 
aggregate  and  the  consistency  of  the  asphalt  have 
been  judiciously  controlled.  The  kneading  action  of 
such  traffic,  if  concentrated,  together  with  the  mist 
of  oil  from  the  exhaust  of  motor-driven  vehicles  com- 
bine to  consolidate  and  enliven  the  surface  until  it 
has  almost  the  appearance  of  a  dense  rubber  mat. 
Accumulations  of  oil  drippings  from  standing  vehicles 
if  allowed  to  collect  in  excess  will,  however,  soften 
the  asphalt  to  such  an  extent  that  disintegration  will 
follow.  Such  accumulations  should  not  therefore  be 
permitted  to  occur.  Gas  leaks  will  also  cause  disin- 
tegration by  similar  action.  Some  traffic  is  essential 
to  the  long  life  of  the  pavement  as  an  untraveled 
street  tends  to  harden  more  rapidly  with  age  than  one 
being  constantly  kneaded  by  traffic,  and  cracking  fol- 
lows with  accompanying  disintegration  due  to  frost 
action. 

If  a  hole  or  depression  occurs  in  the  pavement  it 
should  be  promptly  repaired,  but  the  cause  of  the  fail- 
ure should  first  be  ascertained.  Thus  if  disintegra- 
tion is  due  to  a  gas  leak  a  patch  affords  but  tempor- 
ary relief  unless  the  leak  is  first  stopped.  In  like  man- 
ner failure  due  to  poor  subgrade  or  foundation  condi- 
tions or  to  breaking  up  of  the  binder  cannot  be  per- 
manently remedied  by  patching  the  wearing  course 
only. 

Making  Patches 

Patches  should  be  made  by  cutting  out  the  unsat- 
isfactory portions  of  the  pavement  for  the  full  depth 
oi  disintegration  so  as  to  produce  excavations  with 
approximately  vertical  sides.  The  excavation  should 
then  be  thoroughly  cleaned  and  refilled  with  suitable 
material  as  in  original  construction.  Such  patches 
should  always  extend  through  the  entire  thickness  of 
binder  as  well  as  the  wearing  course.  If  the  pave- 
ment is  old  and  very  hard  the  sides  of  the  excavations 
are  sometimes  lightly  painted  with  hot  asphalt  cem- 
ent to  insure  a  good  bond  between  the  old  pavement 
and  the  patch. 

Should  a  narrow  crack  appear  in  an  asphalt  pave- 
ment it  Should  be  left  alone  until  the  edges  begin 
to  disintegrate  and  wear  away.  A  patch  may  then  be 
made  by  cutting  out  the  pavement  on  both  sides  of 
the  crack  and  filling  with  fresh  mix  which  should 
be  thoroughly  compacted.  Great  care  should  be  ex- 
ercised to  obtain  a  well-bonded  joint  or  two  cracks, 
one  on  each  side  of  the  patch,  are  likely  to  develop 
in  place  of  the  one  original  crack. 

"When  a  sheet  asphalt  pavement  is  laid  adjacent 
to  car  tracks,  excessive  vibration  may  cause  an  open- 
ing between  it  and  the  rails,  which  allows  entrance 
of  surface  water.  Such  trouble  should  be  remedied  by 
cutting  back  the  pavement  for  a  sufficient  distance 
to  insert  three  or  more  courses  of  brick  or  block. 
The  pavement  is  then  brought  flush  with  the  block 
by  the  addition  of  new  material  which  should  be 
thoroughly  compacted. 

Re-surfacing 

When  a  sheet  asphalt  surface  has  become  so  old 
and  worn  as  to  require  renewal  the  surface  heater 
method  of  resurfacing  has  been  found  the  most  satis- 
factory. The  surface  heater  consists  of  an  apparatus 
for  bringing  hot  air  or  superheated  steam  into  con- 
tact with  the  pavement  until  the  old  mix  has  been 


softened  to  the  required  depth,  usually  from  Y\  inch 
to  1  inch.  All  burned  material  is  then  removed  from 
the  heated  area  and  immediately  replaced  with  fresh 
hot  mix.  which  is  spread  and  compacted  as  in  original 
construction.  Immediate  replacement  is  absolutely 
essential  and  poor  results  will  follow  delays,  which 
permit  the  surface  to  become  chilled  or  dirty  before 
the  new  material  is  spread.  Such  method  of  repair- 
in-  should  of  course  be  limited  to  cases  involving 
failure  of  the  wearing  course  only,  in  which  disinteg- 
ration has  progressed  from  the  top  down  and  not 
from  the  bottom  up.  Excessive  waviness  or  disinteg- 
ration resulting  from  sub-surface  conditions  should 
be  remedied  by  relaying  the  pavement. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


The  electrical  warehouse  of  the  Dominion  Steel  Cor- 
poration's plant  at  Sydney,  N.S.,  was  completely  destroyed 
by  lire  recently.  The  loss  is  estimated  at  $100,000. 

The  hrickl  ayers  of  St.  Thomas,  Ont.,  have  reached  an 
agreement  with  their  employers  on  the  salary  question. 
After  May  1  they  will  receive  $1  an  hour  for  a  nine-hour 
day. 

The  building  trades  workers  of  Edmonton,  Alta.,  in  an 
appeal  made  recently  to  the  Provincial  Government,  ask 
that  wages  be  adjusted  every  two  months  to  keep  pace 
with  the  increasing  cost  of  living. 

The  plant  of  the  Tilbury  Brick  and  Tile  Company,  of 
Tilbury,  Ont.,  suffered  damage  to  the  extent  of  $30,000.  by 
a  tire  which  occurred  recently.  Mr.  H.  H.  Hallatt,  president 
of  the  company,  announces  that  the  plant  will  be  rebuilt 
at  once. 

The  Western  Ontario  delegation  to  the  International 
Deep  Waterways  Convention  at  Buffalo,  N.Y.,  was  com- 
posed of.  Mayor  E.  S.  Little,  London;  Mayor  John  R.  Ed- 
en, of  Kitchener;  J.  F.  McLure  Sclanders,  secretary  of  the 
Border  Cities  Chamber  of  Commerce;  T.  J.  Hanigan,  of 
Guelph.  and  ex-Mayor  Horton,  of  St.  Thomas. 

The  executive  of  the  Department  of  Architecture,  Uni- 
versity of  Toronto,  has  arranged  a  series  of  lectures  by 
prominent  architects.  Among  those  who  will  lecture  are 
A.  F.  Dickson,  Royal  Architectural  Institute  of  Canada; 
H.  E.  Moore,  president  of  the  Ontario  Assoc.  of  Archi- 
tects, and  Thomas  Adams,  Town  Planning  Adviser  of  the 
Commission  of  Conservation. 

The  Vancouver  and  Districts  Joint  Sewerage  and 
Drainage  Board,  Vancouver,  B.  C,  decided  at  a  recent  meet- 
ing to  appropriate  $50,000  of  the  funds  from  the  new  bond 
issue  for  the  reclamation  of  the  Burnaby  Lake  area,  which 
includes  Deer  Lake  area,  Still  Lake  and  Brunette  River. 
The  Board's  engineer  was  given  instructions  to  prepare  a 
report  detailing  the  work  necessary  on  this  project. 

The  election  of  officers  of  the  Saskatchewan  Land  Sur- 
veyors' Association  for  the  year  1920,  which  was  held  at  the 
closing  session  of  the  Association's  convention  in  Regina 
recently,  resulted  as  follows:  President,  D.  Alpine  Smith, 
Regina;  vice-president,  J.  Lonsdale  Doupe,  Winnipeg;  sec- 
retary-treasurer, H.  S.  Phillips,  Regina;  councillors,  J.  E. 
Underwood,  Saskatoon,  and  S.  Young,  Regina;  auditors, 
Begg  and  Murray,  Regina. 

The  builders,  contractors  and  building  supply  dealers 
of  Moncton,  N.B.,  have  formed  a  Builders'  Exchange.  This 
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is  the  first  city  in  the  province  to  form  an  organization  of 
this  kind,  and  it  is  anticpated  that  much  good  will  be 
done  by  the  exchange  in  improving  the  housing  situation. 
The  following  officers  were  elected:  Eli  Brooks,  president; 
C  harles  H.  Wheeler,  vice-president,  and  Ambrose  Wheeler, 
secretary-treasurer. 

The  Imperial  Tobacco  Company's  plant  at  Leamington, 
Ont.,  will  shortly  be  ready  for  occupation.  The  building  is 
of  steel  and  concrete  construction,  27:5  x  112  ft.  and  fireproof 
throughout.  Every  consideration  has  been  given  the  inter- 
ior construction  to  the  convenience  of  the  employees;  cloak 
rooms,  wash  rooms,  lunch  and  rest  rooms  being  provided, 
each  fitted  with  the  most  up-to-date  equipment.  It  is  esti- 
mated that  ample  room  will  be  available  in  the  basement 
for  the  storage  of  2,000,000  lbs.  of  tobacco.  The  cost  of  the 
building  and  equipment  is  in  the  neighborhood  of  $200,000. 

At  the  second  annual  convention  of  the  Dominion  Pub- 
lic Works  Federation  of  Canada,  held  recently,  at  the  Rus- 
sell Hotel,  Ottawa,  the  officers  for  the  ensuing  year  were 
elected.  They  are:  President,  T.  G.  Matheson,  Toronto; 
first  vice-president,  F.  Jacques,  Ottawa;  second  vice-presi- 
dent, A.  Morrison,  Montreal;  third  vice-president,  F.  C. 
Davey,  Winnipeg;  secretary-treasurer,  S.  McGarry,  Mon- 
treal; assistant  secretary,  J.  H.  Rogers,  Toronto.  The  exe- 
cutive committee  will  be  composed  of  the  elected  presi- 
dents, of  the  affiliated  associations. 

At  a  convention  of  the  Housing  Commissions  of  West- 
ern Ontario,  held  recently  in  London,  the  Western  Ontario 
Housing  Commissions  Associations  was  formed  and  the  fol- 
lowing officers  elected:  Chairman  E.  R.  Dennis  of  the  Lon- 
don Board,  president;  vice-president,  Mr.  Gundy  of  Windsor; 
secretary-treasurer,  S.  Baker  of  London.  Executive — Messrs. 
Denton  of  Tillsonburg  and  Mason  of  Ingersoll.  The  cities 
enrolled  are:  London,  St.  Thomas.  Woodstock,  Sarnia,  Wind- 
sor, Stratford,  St.  Marys,  Ingersoll,  Tillsonburg  and  Walker- 
ville.  The  purpose  of  the  organization  is  to  uphold  the 
present  Housing  Act.  Acting  on  a  recent  report  that  the 
Drury  Administration  intended  rescinding  the  present  sys- 
tem of  government  aid,  the  association  decided  at  the  con- 
vention to  send  a  delegation  to  the  Government  to  urge 
continued  activity  under  the  present  scheme. 


Personal 

Mr.  Alcide  Chausse,  architect,  of  Montreal,  was  re- 
elected president  of  the  American  Society  for  Municipal 
Improvements  at  the  convention  held  at  Buffalo,  N.  Y. 

Mr.  Geo.  D.  Mackie  has  been  'appointed  representative 
for  the  city  of  Moose  Jaw,  on  the  commission  to  investigate 
the  Saskatchewan  river  water  supply  scheme. 

Mr.  W.  Bruce  Riddell,  of  Hamilton,  is  the  winner  this 
year  of  the  Boston  Society  of  Architecture's  special  prize 
for  proficiency.  Mr.  Riddell  is  taking  a  post-graduate  course 
at  the  Boston  School  of  Architecture. 

Mr.  R.  D.  Waugh,  who  has  been  appointed  to  serve  on 
the  Sarre  Valley  Commission  in  Germany,  representing  the 
British  Government,  will  leave  Winnipeg  on  March  17,  and 
sail  from  New  York  March  20. 

Mr.  J.  Clarke  Reilly,  Secretary  of  the  Association  of 
Canadian  Building  and  Construction  Industries,  will,  with- 
in the  next  few  weeks,  open  a  permanent  office  in  Ottawa. 
Mr.  Reilly's  present  headquarters  is  at  65  Victoria  St., 
Montreal. 

Mr.  J.  P.  Howe,  of  Pembroke,  Ont.,  has  been  appointed 
town  engineer  of  Arnprior,  Ont.,  succeeding  Mr.  J.  W. 
Moore,  who  resigned  recently  to  accept  the  position  of 
county  engineer.  Mr.  Howe  is  a  graduate  in  science  of 
McGill  University. 

Mr.  Li.  11.  Dowler  was  appointed  Road  Superintendent 


of  Gloucester  County,  Ont.,  at  a  recent  meeting  of  the 
Township  Council.  Mr.  Dowler  will  have  five  foremen  un- 
der him,  one  in  charge  of  each  of  the  five  divisions  into 
which  the  township  is  divided. 

It  is  reported  that  Mr.  L.  K.  Jones,  Assistant  Deputy 
Minister  and  Secretary  of  the  Department  of  Railways 
and  Canals,  Ottawa,  will  retire  on  April  1.  Mr.  Jones  has 
been  connected  with  the  department  for  HO  years;  age  and 
ill-health  arc  given  as  the  reasons  for  his  retirement. 

M.  Jones,  city  engineer  of  Port  Arthur,  Ont.,  has  been 
appointed  engineer  to  take  charge  of  all  the  Toronto  work 
of  the  Warren  Bituminous  Paving  Company,  and  will  en- 
ter upon  his  new  duties  on  the  first  of  next  month.  Mr. 
Jones  came  to  Port  Arthur  in  1906  from  Winnipeg,  and  held 
the  position  of  assistant  city  engineer  until  1911,  when  he 
was  appointed  city  engineer.  Among  his  most  important 
undertakings  was  the  installation  of  the  new  waterworks 
system  at  Port  Arthur  and  the  building  of  the  Algoma 
Street  and  Black  Bay  concrete  bridges. 

Mr.  Charles  W.  Tarr,  vice-president  and  general  man- 
ager of  Messrs.  Morris  Knowles,  Limited,  engineers  of 
Windsor.  Out.,  will  shortly  go  to  Elyria,  Ohio,  where  he 
will  be  engaged  in  a  large  engineering  undertaking  for  the 
firm  of  Morris  Knowles,  Incorporated,  the  American  or- 
ganization. Mr.  Tarr  was  born  in  Lawrence,  Mass.,  and  has 
been  connected  with  some  of  the  largest  engineering  pros- 
pects in  America.  He  has  been  with  the  Canadian  firm  of 
Morris  Knowles,  Limited,  since  its  incorporation,  and  was 
engineer  of  the  Essex  Border  Utilities  Commission.  Among 
his  engineering  undertakings  while  in  Canada  are:  The 
construction  of  an  intercepting  sewer  system,  some  five 
miles  in  length,  for  the  Essex  Border  Municipalities;  and 
the  designing  of  water  purification  plants  for  Ojibway  and 
Amherstburg.  Mr.  Tarr  is  a  member  of  the  Engineering  In- 
stitute of  Canada.  American  Society  of  Civil  Engineers, 
Border  Chamber  of  Commerce,  Detroit  Engineering  Soci- 
ety, American  Waterworks  Association,  and  the  Town  Plan- 
ning Institute  of  Canada. 


Obituary 

Mr.  W.  Norcross,  a  well-known  building  contractor, 
died  on  February  27th  at  his  home,  Worcester,  Mass.,  aged 
81.  He  was  a  member  of  the  firm  of  Norcoss  Brothers, 
which  had  a  Canadian  branch,  and  which  is  now  consoli- 
dated with  the  Montreal  firm  of  Anglin-Norcross,  Limited. 

The  death  occurred,  on  March  1st,  after  a  brief  illness, 
of  Mr.  W.  E.  Potter,  head  of  the  firm  of  W.  E.  Potter  and 
Cpmpany.  painters  and  contractors,  Montreal.  Mr.  Potter, 
who  had  engaged  in  this  business  for  the  past  thirty-five 
years,  was  a  member  of  the  Montreal  Builders'  Exchange. 

Mr.  J.  W.  Arthur  Kirk,  of  Ottawa,  died  recently  after 
a  short  illness  from  pleuro-pneumonia.  Mr.  Kirk  was  man- 
ager of  the  Ottawa  Cut  Stone  Company  since  that  com- 
pany's incorporation  six  years  ago,  and,  prior  to  that,  had 
been  engaged  in  the  stone  contracting  business  in  Ottawa. 

Mr.  Wm.  McGill,  well-known  contractor  of  Hamilton, 
died  in  that  city  recently.  Mr.  McGill  was  born  in  Guelph. 
Ont.,  71  years  ago.  He  had  been  a  resident  of  Hamilton 
for  the  past  50  years  and  had  been  connected  with  many 
large  construction  jobs,  among  which  was  the  building  of 
the  present  city  hall,  while  with  the  Pigott  firm,  after 
which  he  went  into  business  for  himself  as  a  wrecker. 


Trade  Incorporations 

Machinery  &  Foundries,  Limited  with  head  office  at 
llrockville.  Ont.,  capital  $250,000. 

British-Canadian  Machine  &  Tool  Company,  Limited, 
with  head  office  in  Toronto,  capital  $500,000. 


Contracts  Department 


News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Chatham,  Ont. 

By-law  re  proposed  waterworks  sys- 
tem to  cost  $371,000  for  City  will  be 
submitted  to  ratepayers.  Chairman  Wa- 
ter Commission,  W.  H.  Westman. 

Colborne,  Ont. 

Town  wants  prices  and  particulars  on 
road  oil.    Clerk,  Mrs.  J.  S.  Keyes. 

Dresden,  Ont. 

J.  T.  Bridgewater,  town  clerk,  receives 
tenders  until  noon  March  25th  for  sup- 
plying and  installing  two  motor  and 
gasoline  driven  pumps  with  motor  and 
gasoline  engine  complete.  Specifications 
with  engineer,  F.  W.  Farncombe.  Do- 
minion Savings  Bldg.,  London. 

Edmonton,  Alta. 

City  Commissioners  receive  tenders 
until  noon  March  25th  for  200  tons  of 
asphalt.  Specifications  with  City  Engi- 
neer.   City  clerk,  C.  E.  K.  Cox. 

Guelph,  Ont. 

T.  J.  Moore,  city  manager,  receives 
tenders  until  noon  March  31st  for  sewer 
pipe.  Specifications  with  engineer,  F. 
McArthur. 

Harrow,  Ont. 

Colchester  South  Township  contem- 
plates construction  of  concrete  pave- 
ment.   Reeve,  Mr.  Ferriss. 

Islington,  Ont. 

E.  A.  James  Co.  have  been  instructed 
by  Township  of  Etobicoke  to  lay  out  a 
water  area  and  to  prepare  plans  for  sub- 
mission of  same  to  Ontario  Railway  and 
Municipal  Board. 

London,  Ont. 

Utilities  Commission  contemplate  con- 
struction of  water  main  to  supply  C.  P. 
Rly.  with  river  water;  cost,  $20,000 
Pumping  equipment  will  be  installed. 
General  manager,  E.  V.  Buchanan,  Hy- 
dro Offices. 

City  and  Township  of  London  con- 
template construction  of  sanitary  sewer 
to  cost  $57,000.  City  Engineer.  H.  A. 
Brazier,  City  Hall,  is  preparing  plans. 

Longueuil,  Que. 

L.  J.  E.  Brais,  secy,  for  Municipality, 
18  Chemin  Chambly,  has  plans  and  re- 
ceives tenders  until  March  20th  for  pav- 
ing roads  with  bituminous  macadam. 

Montreal,  Que. 

Commission  receives  tenders  until 
March  29th  for  alterations  and  improve- 
ments to  St.  Denis  St.  subway.  Plans 
with  Director  of  Works,  A.  E.  Doucet. 
The  construction  of  a  subway  on  Delor- 
imier  Ave.  is  also  contemplated  and 
plans  will  be  prepared. 

Commission  receives  tenders  until 
March  31st  for  manufacture  and  supply 
of  transformers  and  commutators  for 
Waterworks  Dept.  Plans  with  Director 
of  Works,  A.  E.  Doucet. 


Nicolet,  Que. 

Town  contemplates  construction  of 
concrete  road,  three  miles  long,  and  will 
call  tenders  shortly  for  general  contract. 
One  half  of  stone  will  be  supplied  by 
John  O'Shaughnessy.  and  will  be 
crushed  by  Town.  Clerk.  \Y.  Cami- 
rand. 

Ottawa,  Ont. 

Dominion  Dept.  Public  Works  plans 
to  build  water  pipe  line  from  Niagara 
River  with  branch  lines  to  different  mu- 
nicipalities including  Welland,  St.  Cath- 
erines, etc.  This  is  necessitated  by  the 
construction  of  the  new  canal.  Cost  k> 
estimated  at  $6,500,000. 

Ottawa  West,  Ont. 

Plans  are  in  progress  for  sewers  to 
cost  $48,000  for  City.  Mayor,  Harold 
Fisher. 

Port  Colborne,  Ont. 

R.  O.  Wynne  Roberts,  140  Jarvis  St., 
Toronto,  will  probably  be  retained  as 
engineer  on  Town's  contemplated  sew- 
erage system  and  waterworks  extension. 
Clerk,  David  Alair. 

Port  Dover,  Ont. 

E.  A.  James  Co.,  Excelsior  Life 
Bldg.,  Toronto,  are  preparing  plans  for 
sewerage  system  and  sewage  disposal 
plant,  also  for  laying  of  water  mains  for 
Village. 

St.  Malachie  D'Ormstown,  Que. 

W.  G.  McGerrigle,  secy.-treas.  to  Mu- 
nicipality, has  plans  and  receives  tenders 
until  7  p.m.,  March  20th,  for  0,789  ft.  of 
bituminous  macadam  road. 

Toronto,  Ont. 

.  W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Highways,  Pari. 
Bldgs..  Toronto,  receives  tenders  until 
noon  April  6th  for  (1),  excavation,  con- 
struction of  concrete  structures  and 
other  necessary  work  in  Township  of 
Nepean.  (2)  and  (3),  excavation,  con- 
struction of  concrete  structures  and  other 
necessary  work  in  Township  of  Ed- 
wardsburg.  (A)  &  (B).  Plans  at  of- 
fices of  Resident  Engineers,  Cornwall 
and  Kemptville,  and  with  Deputy  Min- 
ister. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Highways,  Pari.  Bldgs., 
Toronto,  receives  tenders  until  April  7th 
for  earthwork  and  other  necessary  work 
on  Provincial  Highway  in  Township  of 
Niagara.  Plans  at  offices  of  Resident 
Engineer,  Beamsville,  offices  of  City  En- 
gineer, St.  Catharines,  and  offices  of  De- 
puty Minister,  Toronto. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Highways,  Pari.  Bldgs., 
Toronto,  receives  tenders  until  April  6th 
for  earthwork,  concrete  structures  and 
other  necessary  work  on  Provincial  High- 
way in  Edwardsburg  Township.  Plans 
at  offices  of  Resident  Engineer,  Corn- 
wall, and  Deputy  Minister,  Toronto. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Highways,  Pari. 
Bldgs.,  Toronto,  receives  tenders  until 


noon  April  1st  for  earthwork,  concrete 
structures  and  other  necessary  work  on 
Provincial  Highway  in  Township  of  Ty- 
endinago.  Plans  at  office  of  Resident 
Engineer.  Napanee,  Ont.,  and  Deputy 
Minister,  Toronto.  < 

Windsor,  Ont. 

Plans  are  drawn  for  waterworks  exten- 
sion for  City.    Engineers,  E.  A.  James 
Co.,    Excelsior    Life    B!dg.,  Toronto. 
Windsor,  Que. 

J.  A.  Lagasse,  secy.-treas.  for  Town, 
has  plans  and  receives  tenders  for  con- 
crete reservoir  until  Marc.li  25th.  Engi- 
neer. A.  Crepeau,  143  Wellington  St., 
Sherbrooke,  also  has  plans. 

Winnipeg,  Man. 

City  will  call  tenders  shortly  for  pave- 
ment to  cost  $49,300.    Clerk,  C.  J.  Brown.' 

CONTRACTS  AWARDED 
Chatham,  Ont. 

The  Chatham  Dredging  &  General 
Contracting  Co.,  Chatham,  have  general 
contract  for  construction  of  Little  Bear 
Creek  drain  costing  $150,000  for  Town- 
ships of  Dover  and  Chathani. 

Lethbridge,  Alta. 

City  placed  contract  for  numping 
equipment  costing  $18,354  with  Gorman, 
Clancey  &  Grindley,  Calgary. 

Ridgetown,  Ont. 

Canada  Cement  Co.,  Bank  of  Hamil- 
ton Bldg.,  Toronto,  have  contract  for 
cement  for  Town.  An  8  in.  tile  drain 
on  each  side  of  street  will  be  laid  before 
paving.    Clerk,  D.  Cochrane. 

Railroads,  Bridges  and  Wharves 

Belleville,  Ont. 

Belleville  City  Council,  County  Coun- 
cil and  Ameliasburg  Township  Council 
contemplate  erection  of  bridge.  City 
clerk,  J.  W.  Holmes,  Belleville. 

Edmonton,  Alta. 

C.  P.  Rly.,  head  office,  Montreal,  will 
start  work  on  addition  to  sheds  costing 
$20,000.  Supt.,  J.  M.  Cameron,  Calgary, 
Alta. 

Fort  William,  Ont. 

Plans  have  been  prepared  for  new  ad- 
dition to  and  reconstruction  of  car  barns 
costing  $50,000  for  City.  Clerk,  A.  Mc- 
Naughton.    Tenders  will  be  called. 

Gait,  Ont. 

C.  P.  Rly.,  head  office,  Montreal,  con- 
templates erection  of  railway  station  to 
cost  $45,000.  Manager,  W.  M.  Kirkwood, 
Preston.  Remodelment  of  station  and 
express  office  addition  costing  $16,000 
also  planned. 

Kenilworth,  Ont. 

Arthur  Township  Council  contemplates 
construction  of  Burkes  Bridge.  Clerk, 
Albert  Hellyer,  Kenilworth. 

London,  Ont. 

C.  P.  Rly.,  head  office,  Montreal,  con- 
templates installation  of  new  equipment 
including  welding  plant.     Cost,  $7,000. 
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Supt.,  Mr.  Williams,  C.  P.  R.  Offices, 
London. 

G.  T.  Rly.,  head  office,  Montreal,  con- 
templates construction  of  freight  sheds 
costing  $35,000.    Supt.,  C.  Forrester. 

City  contemplates  rebuilding  of  Dun- 
das  St.  bridge.  H.  A.  Brazier,  city  en- 
gineer, will  prepare  plans  and  estimates. 

Mission,,  B.  C. 

Town  contemplates  erection  of  bridge 
over  Fraser  River.    Clerk,  J.  A.  Barr. 

Nicomen  Island,  B.  C. 

R.  C.  Desrochers,  secretary  to  Domin- 
ion Dept.  Public  Works,  Ottawa,  re- 
ceives tenders  until  noon  March  30th  for 
construction  of  dam  in  Sough  from  Dev- 
il's Island  to  Nic  omen  Island.  Plans 
with  Dept.,  Ottawa;  District  Engineers, 
New  Westminster,  B.  C,  and  Victoria, 
B.  C;  Post  Offices,  Vancouver  and  De- 
roche,  B.  C. 

Ottawa,  Ont. 

Overbrook  Ratepayers  Ass'n.  contem- 
plates erection  of  bridge.  President,  W. 
Crawshaw. 

Toronto,  Ont. 

Hydro  Electric  Power  Commission  of 
Ontario,  University  Ave.,  Toronto,  con- 
template taking  over  Niagara  &  St. 
Catharines  Rly.  Co.  and  operating  it  as 
a  Hydro  Radial.  Chairman,  Sir  Adam 
Beck. 

Hydro  Electric  Power  Commission  of 
Ontario,  University  Ave.,  Toronto,  will 
report  to  Municipalities  re  cost  of  radial 
from  Picton  and  Trenton. 

E.  A.  James  Co.,  Engineers,  36  To- 
ronto St.,  Toronto,  have  plans  and  re- 
ceive tenders  until  March  25th  for  con- 
struction of  three  bridges  for  Markham 
Township. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Highways,  Pari. 
Bldgs.,  Toronto,  receives  tenders  until 
noon  April  1st  for  supply,  erection  and 
field  painting  of  steel  superstructure  of 
44  ft.  steel  bridge  on  the  Provincial  High- 
way in  Township  of  Tyendinago.  Plans 
at  office  of  Deputy  Minister. 

Virden,  Man. 

Rural  Municipality  of  Wallace  will 
call  tenders  on  bridges  and  culverts  cost- 
ing $48,000.  Clerk,  W.  Whitehead,  Vir- 
den, Man. 

Walkerton,  Ont. 

F.  B.  James,  engineer  for  Bruce 
County  Council,  has  plans  and  receives 
tenders  until  March  26th  for  steel  and 
concrete  bridge  to  be  erected  in  Ama- 
bel Township,  and  similar  bridge  to  be 
erected  in  Culross  Township. 

CONTRACTS  AWARDED 

South  Vancouver,  B.  C. 

Fraser  River  Pile  &  Driving  Co.,  New 
Westminster,  B.  C,  have  general  con- 
tract for  bridge  for  Provincial  Dept. 
Public  Works. 


Public  Buildings,  Churches 
and  Schools 

Belleville,  Ont. 

Bd.  of  Education  plans  to  expend  $100,- 
000  on  erection  of  school.  By-law  will 
be  submitted.    Chairman,  A.  McGie. 

Bellis,  Alta. 

Methodist  Church  Congregation  have 
secured  site  for  church  and  parsonage. 
Work  will  probably  start  in  the  spring. 
Address  Pastor  or  Secy,  of  School  Bd 
Bellis. 


Bridgeburg,  Ont. 

Town  contemplates  erection  of  town 
hall.    Clerk,  R.  A.  Land. 

Bonnyville,  Alta. 

A.  M.  Jeffers,  architect,  202  McLeod 
Blk.,  Edmonton,  is  preparing  plans  for 
hospital  for  Hospital  Bd.  Secy.,  J.  E. 
Duclos,  Bonnyville. 

Brookdale,  Man. 

A.  Melville,  architect,  500  Bank  of 
Nova  Scotia,  Winnipeg,  has  plans  and 
will  call  tenders  shortly  for  addition  to 
school  for  School  Board. 

Broughdale,  Ont. 

School  Trustees  contemplate  erection 
of  theatre  costing  $25,000.  Chairman, 
Richard  Oke,  1150  Richmond  St.,  Lon- 
don. 

Cainsville,  Ont. 

F.  C.  Bodley,  architect,  Commercial 
Chambers,  Brantford,  has  plans  and  re- 
ceives tenders  until  March  25th  for  gen- 
eral contract  for  school  costing  $40,000 
for  School  Bd.  Architect  also  receives 
tenders  for  plumbing  and  heating,  no 
closing  date  set. 

Campbellford,  Ont. 

School  Board  contemplates  erection 
of  school  costing  $75,000.  Chairman,  G. 
A.  Kingston. 

Campbell's  Bay,  Que. 

Rectory  costing  $15,000  for  R.  C.  Con- 
gregation, Rev.  Murray,  Parish  Priest, 
will  be  erected  by  day  labor.  Archi- 
tects, Millson  &  Burgess,  209  Sparks  St., 
Ottawa,  Ont. 

Conquest,  Sask. 

N.  L.  Thompson,  architect,  Wil- 
loughby  Blk.,  Saskatoon,  has  prepared 
plans  for  school  to  cost  about  $25,000  for 
Consolidated  School  District.  Secy.,  E. 
M.  Axness,  Conquest,  will  call  tenders 
soon. 

Edmonton,  Alta. 

Mr.  Storey,  Civic  Block,  has  been  ap- 
pointed architect  on  the  technical  school 
contemplated  by  Public  School  Board. 
Chairman,  Dr.  Craug,  Main  St.,  South 
Edmonton. 

Anglican  Church  Congregation  con- 
templates erection  of  residential  college 
costing  $250,000.  Address  Bishop  Gray, 
Edmonton.  Architect.  Mr.  Burgess, 
University  of  Alberta,  has  prepared  ten- 
tative plans. 

Edmundston,  N.  B. 

J.  A.  Karch,  72  Notre  Dame  St.  E., 
Montreal,  has  been  appointed  architect 
and  is  preparing  plans  for  school  cost- 
ing $75,000  to  $90,000  for  School  Board. 
Secy.,  M.  D.  Cormier. 

Fillmore,  Sask. 

Fillmore  Building  Co.  contemplate 
erection  of  town  hall  costing  $7,000. 
Secy.,  R.  G.  Cooke. 

Florenceville,  N.  B. 

Tenders  will  be  called  about  April  10th 
for  school  costing  $21,000  for  Consoli- 
dated School  Bd.,  W.  P.  Hagerman, 
secy.  F.  Neil  Brodie,  42  Princess  St., 
St.  John,  is  architect. 

Forestburg,  Alta. 

Town  has  under  considerat  ion  the  ex- 
penditure of  $10,000  on  fire  hall  and  ap- 
paratus.   Address  Mayor. 

Gait,  Ont. 

Ray  Hall,  architect,  Barrett-Martin 
Blk.,  is  preparing  plans  for  remodelment 
of  rectory  costing  $4,000  for  Trinity 
Church  Congregation. 


Gait  Hospital  Trust  contemplates  erec- 
tion of  hospital  addition  costing  $20,000. 
Ray  Hall,  Barrett-Martin  Blk.,  is  archi- 
tect. 

Granby,  Que. 

Roofing,  plumbing,  heating,  plastering, 
painting,  ventilating  and  elevator  will  be 
let  shortly  for  convent  costing  $135,000 
for  Sisters  of  Presentation,  St.  Hya- 
cinthe,  Que.  Architect,  Alcide  Chausse, 
72  Notre  Dame  St.  E.,  Montreal. 

Hanna,  Alta. 

W.  C.  Sterling,  secy.-treas.  to  School 
Board,  will  call  tenders  about  April  15th 
to  close  about  May  15th  for  school  addi- 
tion costing  $35,000. 

Harrow,  Ont. 

Colchester  South  Township  contem- 
plates erection  of  town  hall.  Clerk,  J. 
H.  Madill. 

High  Prairie,  Alta. 

G.  W.  V.  A.  have  secured  site  for  hall 
and  work  will  start  soon.  Address  secy., 
G.  W.  V.  A.,  High  Prairie. 

High  River,  Alta. 

Prairie  River  Consolidated  School  Dis- 
trict No.  36  contemplates  erection  of 
school  costing  $11,000.  Secy.,  A.  T.  Hill, 
High  River. 

Lac  Bourget,  Que. 

Rev.  Fathers  of  St.  Vincent  de  Paul, 
Nomininque,  Que.,  contemplate  erec- 
tion of  residence  and  chapel. 

London,  Ont. 

Askin  St.  Methodist  Congregation 
plans  to  make  alterations  to  church. 
Pastor,  Rev.  J.  T.  Morris,  80  Askin  St. 

Western  Fair  Board,  Dominion  Sav- 
ings Bldg.,  contemplates  erection  of  fair 
buildings.    Secy.,  A.  M.  Hunt. 

Trades  &  Labor  Council,  435J<2  Rich- 
mond St.,  contemplates  erection  of  la- 
bor temple  costing  $50,000.  Secy.,  Harry 
Wheatcroft. 

Merriton,  Ont. 

A.  E.  Nicholson,  architect,  46  Queen 
St.,  St.  Catharines,  Ont.,  has  plans  and 
receives  tenders  until  5  p.m.  March  22nd 
for  school  for  School  Board.  Plans  also 
with  MacLean  Daily  Reports  Ltd.,  345 
Adelaide  St.  W.,  Toronto. 

Montreal,  Que. 

Royal  Bank  of  Canada,  147  St.  James 
St.,  has  purchased  site  and  contemplates 
erection  of  bank  building.  General  man- 
ager, C.  E.  Neill. 

Tenders  will  be  called  about  April  1st 
for  school  for  Can.  Northern  Montreal 
Land  Co.,  263  St.  James  St.  D.  R. 
Brown,  128  Bleury  St.,  is  architect. 

Moose  Jaw,  Sask. 

Secretary  of  Moose  Jaw  School  Board 
receives  tenders  until  March  31st  for 
school  costing  $150,000,  also  for  school 
addition.  Plans  with  architect,  R.  J. 
Bunyard,  Moose  Jaw. 

New  Toronto,  Ont. 

By-law  re  erection  of  school  costing 
$100,000  for  school  board  will  be  sub- 
mitted shortly.  Chairman,  Geo.  Iron- 
sides. 

Norwich,  Ont. 

Plans  have  been  approved  and  High 
School  Board  will  call  tenders  about 
April  1st  for  remodelment  of  school. 
Secy.,  C.  G.  Hulet.  S.  G.  Kinsey,  14 
Fifth  St.,  Chatham,  is  architect. 

Pembroke,  Ont. 

John  Mau,  Box  650,  chairman  for  St. 
Johns  Lutheran  Church,  receives  tend- 
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ers  until  March  23th  for  church  costing 
$60,000.  Plans  at  residence  of  Win. 
Lipke,  Main  St. 

Pointe  Au  Baril,  Ont. 

Plans  are  in  progress  for  club  house 
costing  $7,000  for  Capt.  H.  V.  T.  Mur- 
ray. 

Portage  La  Prairie,  Man. 

A.  E.  Ireland,  secy,  to  School  Board, 
has  plans  and  receives  tenders  until  5 
p.m.  March  22nd  for  collegiate  addition 
costing  $25,000.  Plans  also  with  archi- 
tect, Frank  R.  Evans,  902  Confederation 
Life  Bldg.,  Winnipeg. 

Port  Colborne,  Ont. 

Presbyterian  Church  contemplates 
erection  of  manse  costing  $7,000.  Pas- 
tor, Rev.  J.  W.  MacXamara;  secy.,  S.  R. 
Preston. 

C.  M.  Borter.  architect.  102  Main  St., 
Niagara  Falls,  is  preparing  plans  for 
continuation  school  costing  $70,000  for 
Public  School  Board.  Chairman,  Win. 
Steed. 

Port  Elgin,  Ont. 

John  McCulloch.  R.  R.  No.  3,  Port 
Elgin,  has  plans  and  receives  tenders  un- 
til March  20th  for  public  school  costing 
$8,000  to  be  completed  Nov.  1st  for 
School  Section  No.  5.  Plans  also  with 
secy,  for  School  Section,  D.  Geddes, 
Port  Elgin,  and  R.  T.  Robinson.  Ches- 
ley,  Ont. 

Prince  Rupert,  B.  C. 

W.  D.  Vance,  secy,  for  School  Board, 
receives  tenders  until  April  14th  for 
school.  Plans  with  architect,  J.  W.  Pot- 
ter, Prince  Rupert. 

Quinton,  Sask. 

W.  Van  Vliet,  secy,  for  School  Bd.. 
has  plans  and  receives  tenders  for  erec- 
tion of  two  roomed  school. 

Sherbrooke,  Que. 

Municipality  contemplates  erection  of 
city  hall.    Mayor,  Dr.  E.  Dinault. 

Smoky  Lake,  Alta. 

Smoky  Lake  School  District  No.  3880 
contemplates  erection  of  public  school 
costing  $5,000.  Secy.-treas.,  Percy  G. 
Sutton,  Smoky  Lake. 

Stayner,  Ont. 

Sunnidale  Township  Council  contem- 
plates erection  of  hall  to  cost  $5,000. 
Clerk,  Thos.  F.  Burrows,  Stayner.  Ont. 

Stittsville,  Ont. 

School  Board  has  under  consideration 
the  erection  of  school  to  cost  $50,000. 
Chairman  Committee,  G.  Eldon  Brad- 
ley. 

Sydney,  N.  S. 

F.  L.  Dixon,  architect,  has  prepared 
plans  for  school  costing  $40,000,  school 
costing  $110,000  and  repairs  to  school 
costing  $5,000  to  $10,000  for  School  Bd., 
J.  J.  Currey,  secy. 

School  Board  plans  to  expend  $15,000 
on  repairs  to  school  recently  damaged 
by  fire.    Chairman,  Wm.  Fitzgerald. 

Toronto,  Ont. 

Trinity  College,  Queen  St.  W.,  con- 
template starting  erection  of  college 
buildings  on  Hoskin  Ave.  to  cost  $1,000,- 
000.  Provost,  Rev.  T.  C.  S.  Macklem. 
790  Queen  W.  Architects,  Darling  & 
Pearson,  2  Leader  Lane. 

Brown  &  McConnell,  architects,  Man- 
ning Chambers,  receive  tenders'  on  all 
trades  for  club  house  for  Primrose  Club. 

Brown  &  McConnell.  architects,  Man- 
ning Chambers,  are  preparing  plans  for 
synagogue  for  Holy  Blossom  Synagogue, 


121  Bond  St.    Interested,  Rabbi  Jacobs. 

Brown  &  McConnell.  architects,  Man- 
ning Chambers,  are  preparing  plans  for 
synagogue  to  be  erected  at  23-25  Hen- 
dry St. 

Plans  are  drawn  for  church  for  River- 
dale  Presbyterian  Church,  Pape  and  Har- 
court  Aves.  Treas.,  J.  A.  Murray,  85 
Harcourt  Ave. 

Uxbridge,  Ont. 

W.  Parrott,  architect,  will  prepare 
plans  for  alterations  to  high  school  for 
Bd.  of  Education.  Trustees,  Mr.  Smith 
and  Mr.  Alexander. 

Whitechurch,  Ont. 

Frank  Henry,  R.  R.  No.  5.  Lucknow, 
chairman  building  committee  for  Presby- 
terian Congregation,  has  plans  and  re- 
ceives tenders  until  March  22nd  for 
manse  costing  $4,500. 

Winnipeg,  Man  . 

City  will  make  alterations  to  City  Hall 
and  Civic  Office.    Clerk,  C.  J.  Brown. 

City  contemplates  erection  of  sub  sta- 
tion. Mayor,  Chas.  F.  Gray.  Plans  are 
being  prepared  by  engineer,  W.  P. 
Brereton,  Bldg.  Inspector's  Dept. 

CONTRACTS  AWARDED 

Girvin,  Sask. 

Waterman,  Waterbury  Co.,  Regina, 
Sask.,  have  general  contract  for  school 
costing  $15,500  for  Girvin  School  Dis- 
trict and  school  costing  $10,700  for  Kin- 
cora  School  District. 

Lambton,  Ont. 

F.  Barrett  has  general  contract  and 
lets  sub  trades  for  memorial  hall  for 
Yaughan  Township  Council.  Engineers, 
E.  A.  James  Co.,  Excelsior  Life  Bldg., 
Toronto,  Ont. 

Leney,  Sask. 

Waterman  &  Waterbury,  Regina,  are 
architects  and  general  contractors  on 
construction  of  school  costing  $14,500 
for  Leney  School  District  No.  2555. 

Manley,  Ont. 

Querengesser  &  Deigl,  care  G.  F.  Ben- 
nevvies,  R.  R.  No.  1,  Walton,  have  gen- 
eral contract  for  school  costing  $7,000 
for  School  Board. 

Quebec,  Que. 

Church  costing  $200,000  for  Rev.  Fa- 
thers St.  Sacrements:  Steel,  Eastern  Can- 
ada Steel  Co.,  Lesage  Ave.;  roofing,  M. 
Chouinard,  751  Adam  St.,  Maisonneuve, 
Montreal.  Plumbing,  heating,  plaster- 
ing, painting,  tiling  and  electrical  work 
will  be  let.  Architect,  Charles  Bernier, 
70  St.  James  St.,  Montreal. 

St.  John,  N.  B. 

J.  H.  McPartland  &  Sons,  105-107  Wa- 
ter St.,  have  general  contract  for  alter- 
ing and  equipping  detention  building  for 
Dominion  Dept.   Public  Works. 

Southey,  Sask. 

B.  Peterson,  Earl  Grey,  Sask.,  has 
general  contract  for  school  costing  $12,- 
000  for  Southey  School  Bd. 


Business  Buildings  and  Indus- 
trial Plants 

Beachville,  Ont. 

Plans  are  in  progress  for  factory  for 
Ontario  Portland  Cement  Co.  Manag- 
ing Director,  Kenneth  W.  Harvey,  care 
Harvey  Knitting  Co.,  Woodstock,  Ont. 

Bellis,  Alta. 

Roder  Weder,  architect,  is  preparing 


plans  for  "warehouse  for  Bellis  Imple- 
ment Co. 

Belmont,  Man. 

Rural  Municipality  of  Strathcona  will 
have  plans  prepared  for  hotel.  Secy.- 
treas.,  C.  M.  Brown,  Belmont. 

Buckingham,  Que. 

Robt.   Hopkins  contemplates  erection 
of  flour  mill  costing  $15,000  and  will  pre- 
pare plans.    Prices  wanted  on  all  equip 
ment. 

Delia,  Alta. 

A.  McCarty  will  erect  motion  picture 
theatre  costing  $5,000  and  will  carry  out 
general  contract. 

Dundalk,  Ont. 

R.  Heimbacker  contemplates  re-erec- 
tion of  woollen  mills  costing  $5,000. 
Prices  wanted  on  equipment. 

Edmonton,  Alta. 

McDougal  &  Secord,  Jasper  Ave.,  will 
erect  addition  to  block.  Architect,  A. 
M.  Jeffers,  202  McLeod  Block,  will  call 
tenders. 

Hayward  Lumber,  Co.,  11904  73rd  St., 
contemplate  erection  of  factory  costing 
$100,000.    Manager,  Mr.  Hayward. 

Halifax,  N.  S. 

Guildford  &  Son,  Barrington  St.,  will 
erect  factory  costing  $6,000  by  day  la- 
bor. A.  E.  Priest,  Bedford  Row,  is  ar- 
chitect. 

Hamilton,  Ont. 

Marton  Co.,  Beach  Rd.,  will  erect 
garage  and  warehouse  costing  $10,000 
and  will  carry  out  masonry,  steel,  roof- 
ing and  carpentry.  Sub  trades  will  be 
let. 

Hull,,  Que. 

Dominion  Textiles  Ltd.,  112  St.  James 
St.,  have  purchased  site  and  contemplate 
erection  of  factory. 

Gait,  Ont. 

Ray  Hall,  architect,  Barrett-Martin 
Blk.,  has  plans  and  receives  tenders  un- 
til March  31st  for  general  contract  and 
separate  trades  for  store  and  office  build- 
ing costing  $17,000  for  A.  J.  McPherson. 

Glace  Bay,  N.  S. 

Dominion  Realty  Co.,  23  King  W., 
Toronto,  are  preparing  plans  for  remod- 
elment  of  building  into  bank  for  Cana- 
dian Bank  of  Commerce,  23  King  St. 
W.,  Toronto. 

Grande  Prairie,  Alta. 

Mr.  Kunz  will  start  work  soon  on 
business  block  of  brick  construction. 

Hull,  Que. 

Erection  of  factory  is  contemplated. 
Interested,  Canadian  Westingh6use  Co., 
Hamilton,  Ont. 

London,  Ont. 

W.  A.  Jenkins  Mfg.  Co.,  Ridout  St., 
contemplates  erection  of  flour  mill  to 
cost  $150,000. 

Dennis  Wire  &  Iron  Works  Co.,  22-26 
Dundas  St.  W.,  will  start  work  shortly 
on  erection  of  factory  addition  costing 
$9,000.    Manager,  E.  R.  Dennis. 

Columbia  Handle  Co.,  Adelaide  St., 
plan  to  re'build  factory  recently  damaged 
by  fire;  cost,  $25,000.  Manager,  W.  H. 
Bradden.  Prices  wanted  on  new  equip- 
ment. 

Moncton,  N.  B. 

Plans  are  prepared  and  work  will  start 
a'bout  April  1st  on  theatre  costing  $300,- 
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000  for  Eastern  Amusement  Co.  Man- 
agers, Lorris  and  Winter. 

Montreal,  Que. 

J.  E.  A.  Benoit,  architect,-  1108  Wel- 
lington St.,  is  preparing  plans  for  build- 
ing.   Tenders  will  he  called  ahout  June 

1st. 

Hector  Longlin,  347  Boyer  St.,  con- 
templates erection  of  store  and  residence. 

Mount  Elgin,  Ont. 

Royal  Bank  of  Canada  receives  ten- 
ders until  March  20th  for  hank  building. 
Plans  with  C.  E.  1'arlow,  Royal  Bank, 
Tillsonhurg. 

Niagara  Falls,  Ont. 

Reinhart  Huttlemayer,  Queen  St.,  has 
been  appointed  architect  and  is  prepar- 
ing plans  for  extension  to  motion  pic- 
ture theatre  for  Queen  St.  Theatre  Co., 
Queen  St.;  manager,  A.  A.  Huttelmayer. 

Norwich,  Ont. 

W.  Appel,  Tavistock,  Ont.,  contem- 
plates erection  of  flax  mill  here  and  is 
looking  for  site. 

Ottawa,  Ont. 

Plans  are  drawn  for  warehouse  for 
Dominion  Express  Co.,  King  &  Simcoe 
Sts.,  Toronto. 

Perth,  Ont. 

O'Hara  Bros,  have  plans  drawn  for 
creamery  and  cheese  factory  and  will 
start  work  in  spring. 

Regina,  Sask. 

It  is  reported  that  the  Regina  Sash  & 
Door  Co.,  1500  Angus  St.,  have  under 
consideration  the  erection  of  mill  plant, 
the  cost  of  which  may  amount  to  $40,000. 
Manager,  H.  Hilsden. 

Saskatoon,  Sask. 

Tenders  will  be  called  for  store  and 
apartments  costing  $29,000  for  S.  Bon- 
der, 405  29th  St.  W.  Frank  Martin,  Im- 
perial Bank  Bldg.,  is  architect. 

Sherbrooke,  Que. 

J.  W.  Gregoire,  architect.  Casino  Bldg., 
receives  tenders  until  March  20th  for 
store  for  C.  O.  St.  Jean.  Tenders  will 
be  called  later  for  plumbing,  heating  and 
electrical  work. 

Tenders  will  be  called  about  March 
19th  for  bottling  works  costing  $28,000 
for  J.  H.  Bryant.  H.  G.  James,  Whiting- 
Block,  is  architect. 

Sensitive  Tire  &  Rubber  Co.  have  pur- 
chased old  building  and  will  call  tenders 
for  rebuilding  of  roof  and  concrete  floor. 
Director,  Frank  B.  Law,  19  Dundas  St. 
E.,  Toronto. 

Simcoe,  Ont. 

City  Dairy  Co.,  Spadina  Cresc,  To- 
ronto, plans  to  locate  cooling  depot  here. 

St.  Williams  Preserving  Co.  contem- 
plate alteration  of  factory  basement  for 
cold  storage  at  a  cost  of  $10,000.  Man- 
ager, F.  Rose. 

St.  Catharines,  Ont. 

Imperial  Bank  of  Canada,  32  Welling- 
ton St.  E.,  have  purchased  building  and 
will  make  alterations  for  bank. 

Tilbury,  Ont. 

Farmers  Co-operative  Society,  130 
King  St.  E.,  Toronto,  contemplates  erec- 
tion of  store  costing  $10,000.  Manager, 
P.  A.  Loblaw.  Mr.  Chantler,  of  Pur- 
chasing Dept.,  buys  all  equipment. 

Toronto,  Ont. 

C.  Gardiner,    Maples    Ltd.,    250  Van  ' 
Home  St.,  will  erect  one  storey  addi- 
tion  to   garage   costing  $15,000.  Plans 
drawn. 


C.  J.  Gibson,  architect,  Excelsior  Life 
Bldg.,  is  preparing  plans  for  factory 
costing  $200,000  for  Canada  Bread  Co., 
100  Avenue  Rd. 

Work  will  start  shortly  on  alteration 
to  warehouse  for  Maldover  &  Co.,  Ht 
Market  St.  Architect,  B.  Schwartz,  336 
Dundas  St.  W. 

Plans  are  drawn  for  three  stores  and 
apartments  and  garage  costing  $9,000 
each  for  Mrs.  A.  Lamantia,  8<»4  Queen 
E.  A.  J.  Stringer,  architect,  53  McLean 
Ave.,  supervises. 

Plans  are  drawn  for  button  factory 
costing1  $7,500  for  W.  E.  Robb.  24  Wel- 
lington St.  W.  Trades  will  be  let.  Su- 
pervisor, D.  J.  Egan,  care  Birdsall  Mfg. 
Co.,  ft.  of  George  St.  • 

Plans  are  drawn  for  two  stores  and 
apartments  costing  $10,000  each  for  My- 
ers Kirsch,  382  College  St.  Trades  will 
he  let. 

Denison  &  Stephenson,  architects, 
Confederation  Life  Bldg..  have  prepared 
plans  for  addition  and  alterations  to  fac- 
tory costing  $20,000  for  D.  Elliott,  229- 
33  Richmond  St.  W. 

Trenton,  Ont. 

Canadian  Bank  of  Commerce,  23  King 
St.  W.,  Toronto,  has  purchased  site  for 
hank  hut  may  not  erect  building  until 
next  year. 

Vancouver,  B.  C. 

Thos  Lamb,  architect,  39  Adelaide  St. 
W.,  Toronto,  'has  plans  and  receives  ten- 
ders until  March  31st  for  office  building 
and  theatre  costing  $('.00,000  for  Famous 
Players  Canadian  Corp.,  head  office.,  To- 
ronto. 

Walkerville,  Ont. 

Kenneth  G.  Rea.  285  Beaver  Hall  Hill. 
Montreal,  has  plans  and  receives  tenders 
for  bank  building  for  Bank  of  Montreal, 
109  St.  James  St.,  Montreal,  Que. 

Waterford,  Ont. 

Dominion  Canners  Ltd.,  Robinson  St., 
Simcoe,  Ont.,  contemplate  erection  of 
cold  storage  plant.  Manager,  W.  L.  In- 
nes. 

Windsor,  Ont. 

Esenwein  &  Johnson,  architects,  Buf- 
falo, N.  Y.,  are  preparing  plans  for  hotel 
costing  $1,000,000  for  Border  Cities  Ho- 
tel Co.,  secy.,  F.  L.  Howell,  17  Ouellette 
Ave.,  Windsor.  Associated  architects. 
Watt  &  Blackwell,  79  Adelaide  St.  E..  To- 
ronto, and  Bank  of  Toronto  Bldg.,  Lon- 
don. 

Winnipeg,  Man. 

J.  D.  Atcheson  &  Co.,  architects,  908 
Boyd  Bldg.,  will  prepare  plans  for  ware- 
house for  Canadian  General  Electric  Co.. 
148  Notre  Dame  Ave.  Local  manager,  G. 
R.  Wright. 

CONTRACTS  AWARDED 

Amos,  Que. 

Philippe  Bacon  has  general  contract 
for  store,  howling  alleys  and  two  tene- 
ments costing  $10,000  for  A.  Serra  & 
J.  Saucier. 

Brockville,  Ont. 

Hagerty  Co.  have  general  contract  and 
masonry  and  will  let  sub  trades  for  fac- 
tory addition  for  Ahbott  Grant  &  Co., 
Church  St. 

Edmonton,  Alta. 

Alterations  to  block  costing  $35,000 
for  McDougall  &  Secord,  Jasper  Ave.: 
General  contract.  Frost  &  Ingram,  1024!) 
107th  St.;  marble  and  tile,  Swartz  Bros., 


Edmonton  ;  stairs,  Dominion   Bridge  Co., 
008  Tegler  Bldg.,  Edmonton 
Hamilton,  Ont. 

Stuart  Bros.,  Hyde  Park  Ave.,  ha.c 
general  contract,  masonry  and  carpentry 
and  let  sub  trades  for  addition  to  print- 
ing plant  costing  $5,000  for  Loetl  Print- 
ing Co.,  John  and  Rebecca  Sts. 

Kitchener,  Ont. 

Casper  Braum,  King  and  Water  Sts., 
has  general  contract,  masonry,  carpen- 
try, roofing,  plastering  and  sheet  metal 
and  receives  tenders  April  1st  to  April 
30th  for  steel,  plumbing,  heating  and 
electrical  work  for  tannery  costing  $150,- 
000  for  Lang  Tanning  Co.,  Francis  St. 
Plans  with  owner  and  with  contractor. 

Montreal,  Que. 

Addition  to  plant  costing  $125,000  for 
Mc Clary  Mfg.  Co.,  23  Wellington  St.: 
Booting,  Campbell  Gilday  Co.,  793  St. 
Paul  St.  \Y.;  electrical  work,  Art  Brass 
Works  Co.,  250  Beaver  Hall  Hill;  plumb- 
ing and  heating,  William  Dunn,  23  Wel- 
lington St.;  elevator.  Darling  Bros.,  120 
Prince  St.  James  Shearer  Co.,  225  St. 
Patrick  St.,  carry  out  millwork,  carpen- 
try, plastering,  painting  and  glazing  in 
addition  to  general  contract. 

Moose  Jaw,  Sask. 

Fegles  Construction  &  Engineering 
Co.,  Fort  William,  Ont.,  have  general 
contract  for  elevator  addition  costing 
$150,000  for  Robin  Hood  Mills. 

Niagara  Falls,  Ont. 

Robertson  Construction  Co.,  Bamp- 
11  eld  Blk.,  Erie  Ave.,  have  general  con- 
tract and  carry  out  all  work  on  con- 
struction of  garage  addition  costing  $15,- 
000  for  Tohn  Robinson  &  Sons,  River  Rd. 

Ottawa,  Ont. 

Bate,  McMahon  Co.,  Central  Cham- 
bers, have  general  contract  for  altera- 
tions and  addition  to  printing  bureau 
for  Dominion  Dept.  Public  Works. 

Owen  Sound,  Ont. 

Guene  &  Woolrich  have  general  con- 
tract for  alteration  of  building  into  fac- 
tory costing  $5,000  for  The  Circle  Bar 
Knitting  Co. 

Quebec,  Que. 

L.  H.  Peters  Ltd.,  10  St.  Angele  St.. 
have  general  contract  for  alterations  to 
store  costing  $5,000  for  Holt,  Renfrew 
&  Co.,  35-45  Buade  St.  Hutchison  & 
Wood,  2  Place  D'Armes,  Montreal,  are 
architects. 

D.  Guerin,  Limoilou,  has  general  con- 
tract for  store  addition  costing  $5,000 
for  D.  Liebling,  57  St.  Joseph  St. 

Shawinigan  Falls,  Que. 

D.  Purdy  &  Anderson.  10  Cathcart 
St.,  have  general  contract  and  let  sub- 
trades  for  bank  costing  $10,000  for  Royal 
Bank  of  Canada,  head  office,  Montreal. 

Sherbrooke,  Que. 

Business  block  costing  $74,000  for 
Louis  H.  Oliver,  Continental  Hotel 
Bldg.:  Heating,  J.  M.  Deschesnes,  233 
Wellington  St.;  plumbing,  Jos.  Gosselin; 
marble  and  tile,  Emile  Lepage,  32  St. 
Vincent  St.,  Montreal;  steel  stairs,  John 
Watson  &  Sons,  167  Wellington  St., 
Montreal;  electrical  work,  Donohue  & 
Audet.  204  Wellington  St.,  Sherbrooke. 

Eastern  Township  Construction  Co., 
Whiting  Block,  has  general  contract  for 
alterations  and  addition  to  stores  cost- 
ing $15,000  for  A.  C.  Skinner,  Strath- 
cona  Sq. 

Garage  costing  $25,000  for  L.  H.  Oli- 
vier, Continental  Hotel  Bldg.:  General 
contract,    excavations,    concrete  work, 
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plastering,  carpentry  and  painting,  Sher- 
brooke  Construction  Co.,  St.  Francis 
St.;  steel,  McKinnon  Steel  Co.,  Indus- 
trial St.;  reinforced  steel,  Codere  &  Fils 
Ltd.,  161  Wellington  St.;  elevators,  Darl- 
ing Bros.,  Prince  St.,  Montreal. 

Sherbrooke  Construction  Co.,  St. 
Francis  St.,  have  general  contract  and 
carry  out  all  work  for  warehouse  and 
shed  for  Canadian  Oil  Co.,  275  Welling- 
ton St. 

Sherbrooke  Construction  Co.,  St.  Fran* 
cis  St.,  has  general  contract  for  exten- 
sion of  business  block  for  store  for  J. 
E.  Poutre. 

St.  Catherines,  Ont. 

Foundry  costing  $20,000  for  Walton 
Carlson  Ltd.,  Division  St.:  General  con- 
tract and  carpentry,  R.  B.  Williams,  9 
Beecher  St.;  masonry,  Newman  Bros. 
A.  E.  Nicholson,  46  Queen  St.,  is  archi- 
tect. 

Toronto,  Ont. 

Agnew  Bros.,  22  Hurndale  Ave.,  have 
general  contract,  masonry  and  carpentry, 
for  additions  to  store  and  apartments 
costing  $5,000  for  F.  R.  Caldwell,  355 
Danforth  Ave.  Rooting,  plumbing,  heat- 
ing, plastering,  painting  and  electrical 
work  will  be  let. 

Store  and  apartments  costing  $9,500, 
general  contractor,.  W.  Pendleton,  615 
Greenwood  Ave.:  Roofing,  Howard  & 
Turvill,  45  Lewis  St.;  electrical  work. 
NT.  McLeod,  690  Danforth  Ave.;  heating, 
Howard  Furnace  Co.,  371  Yonge  St.; 
plumbing,  J.  Pritchard,  223  Danforth 
Ave. 

Addition  to  office  building  costing 
$100,000  for  Percy  Hermant,  Imperial 
Optical  Co.,  Hermant  Bldg. :  Wrecking, 
York  Contracting  Co.,  1531  Dundas  W#; 
masonr,y,-  <G,  H.  HuckleJ,  18  MacKay 
Ave.;  carpentry,  Glassman  &  Sherman. 
229  Augusta  Ave.;  stone,  Nicholson, 
Curtis  &  Vick,  1117  Yonge  St. 

A.  &  F.  Fisher,  114  Church  St.,  have 
general  contract  for  alterations  to  store 
for  Nut  Krust  Bakeries  Ltd.,  300  Yonge 
St. 

Hotel  costing  $2,000,000  for  United 
Hotels  Ltd.,  manager,  Geo.  O'Neil,  King 
Edward  Hotel:  Wrecking,  York  Wreck- 
ing Co.,  1531  Dundas  W.;  steel.  Domin- 
ion Bridge  Co.,  Imperial  Life  Bldg. 

Dickie  Construction  Co.,  Ryrie  Bldg.. 
have  general  contract  for  alterations  to 
building  costing  $15,000  for  Empire  Mfg. 
Co..  119  Adelaide  St.  W. 

Office  building  costing  $35,000  for 
Brouse.  Mitchell  &  Co.,  71  Bay  St., 
Steel,  McGregor  &  Mclntyre  Ltd.,  1139 
Shaw  St.;  plumbing  and  heating,  R.  Jor- 
don,  37  Hazelton  Ave.;  plastering,  R.  C. 
Dancy,  57  Kendall  Ave. 

Vancouver,  B.  C. 

Robt.  Watson  &  Co.,  1347  Hornby  St., 
are  architects  and  general  contractors  on 
construction  of  two  stores  costing  $8,- 
500  for  H.  L.  Radermacher,  2241  Gran- 
ville St. 

A.  D.  &  A.  W.  Snider,  Seymour  & 
Smythe   St..  have   general   contract  for 
store  costing  $6,000  for  Storey  &  Camp- 
bell, Beatty  St. 
Welland,  Ont. 

Somerville  &  Dilworth  have  general 
contract  for  business  block  costing  $25,- 
000  for  L.  B.  Duff.  Plumbing,  heating 
and  electrical  work  will  be  let. 

Chas.  &  Wm.  Roach  have  general  con- 
tract and  steel  and  receive  tenders  for 
plumbing  and  electrical  work  for  stores 
and  offices  costing  $15,000  for  Hugh  A. 
Rose,  21  East  Main  St. 


Winnipeg,  Man. 

Thomas  Sharpe,  609  Electric  Rly. 
Chambers,  has  general  contract  for  al- 
terations to  office  building  costing  $10,- 
000  for  Imperial  Oil  Co.,  Toronto,  Ont.; 
local  manager,  J.  D.  Boyd. 

Grey  &  Davidson,  621  Wall  St.,  have 
general  contract  for  stores  costing  $5,- 
000  for  J.  T.  Haig,  Barrister,  Bank  of 
Hamilton  Chambers. 

James  McDiarmid  Co.,  Nokomis  Bldg., 
have  general  contract  for  restaurant  and 
bank  costing  $40,000  for  Telfer  Bros., 
.156  Lombard  St. 

The  Claydon  Co.,  Purdy  Place,  have 
general  contract  for  addition  to  building 
costing  $30,000  for  Paulin  Chambers  & 
Co.,  311  Ross  Ave. 


Residences 

Arthur,  Ont. 

James  Church  contemplates  erection  of 
residence  costing  $4,000. 

Aurora,  Ont. 

C.  H.  Shepherd,  Waubashene,  Out., 
recives  tenders  on  all  trades  for  resi- 
dence costing  $13,000. 

Chatham,  Ont. 

Mrs.  R.  W.  Baxter,  139  Wellington 
St.,  W.,  will  erect  two  residences  and 
one  semi-bungalow  costing  $14,000  and 
wants  prices  on  masonry,  carpentry, 
plumbing,  plastering,  painting  and  elec- 
trical work. 

Delia,  Alta. 

Wm.  Hudgeons  will  shortly  erect  resi- 
dence costing  $5,000  and  will  carry  out 
general  contract. 

Edmonton,  Alta. 

A.  M.  Jeffers.  architect.  202  McLeod 
Blk..  is  preparing  plans  for  residence 
for  C.  L.  Freeman,  12507  Stony  Plain 
Rd. 

Freeport,  Ont. 

Plans  will  be  prepared  for  residence 
costing  $5,000  for  Mrs.  Marie  Becker, 
Freeport  via  Preston. 

Grande  Prairie,  Alta. 

Charles  Feas,  Grande  Prairie,  has 
started  the  construction  of  several  resi- 
dences . 

Halifax,  N.  S. 

Harris  &  Horton,  architects,  Keith 
Bldg.,  are  preparing  plans  for  apart- 
ments for  Clayton  &  Son,  Jacob  St. 

F.  J.  Rastrick  &  Sons,  architects,  414 
Lister  Bldg.,  are  preparing  plans  for 
residence  costing  $7,000  for  C.  K.  Arm- 
strong, 306  Dunsmure  Ave. 

Kelowna,  B.  C. 

Tenders  will  be  called  about  April  1st 
for  residence  costing  about  $10,000  for 
Rev.  W.  Graham  Brown,  Glasgow,  Scot- 
land. Architect,  S.  MacLure.  404  Union 
Bank  Bldg.,  Victoria,  B.C. 

Kitchener,  Ont. 

Edward  Dunbrook,  Dunbrook  Shoe 
Store,  King  St.  W.,  recives  tenders  un- 
til March  20th  for  general  contract  and 
until  April  10th  for  masonry,  carpentry, 
roofing,  electrical  work,  plumbing,  heat- 
ing, painting  and  plastering  for  residence 
costing  $5,000. 

N.  Shantz,  Locust  St.,  has  plans  and 
receives  tenders  until  March  25th  for 
bungalow  costing  $5,000. 

D.  W.  Butt,  178  Queen  St.  S.,  has 
plans  and  receives  tenders  until  March 
22nd  for  general  contract  and  until  Ap- 
ril 6th  for  all  trades  for  residence  cost- 
ing $5,000. 


London,  Ont.  , 

Hyatt  Bros.,  288  Egerton  St.,  contem- 
plate erection  of  four  residences  costing 
$30,000. 

Miami,  Man. 

T.  H.  Sutherland  plans  to  make  addi- 
tions and  alterations  to  residence  and 
barn.  Cost,  $4,000. 

Milton,  Ont. 

C.  Jones  &  Son  contemplate  erection 
of  three  residences  costing  $10,500. 

Mimico,  Ont. 

A.  W.  Sammon,  1125  College  St.,  To- 
ronto, contemplates  erection  of  residence 
costing  $5,500.  Plastering,  plumbing, 
heating,  painting  and  electrical  work  will 
be  let. 

Moncton,  N.  B. 

Tenders  closed  March  12th  for  bunga- 
low. Architect,  P.  L.  Davis,  347  St. 
George  St. 

Montreal,  Que. 

Model  City  Housing  Co.,  304  Eastern 
Townships  Bank  Bldg.,  will  call  tenders, 
to  close  March  31st,  for  erection  of  thirty 
detached  and  ten  pairs  of  semi-detached 
residences,  tenders  received  for  whole  or 
part  number  of  residences.  Plans  with 
D.  R.  Brown,  128  Bleury  St.,  and  J.  O. 
Turgeon,  55  St.  Francois  Xavier  St. 

E.  Donato,  2288  St.  Hubert  St.,  is 
erecting  residence  and  garage  by  day 
labor.  Cost,  $5,500. 

Federal  Construction  Co.  contemplate 
erection  of  several  residences  this  year 
and  have  purchased  sites.  President,  J.  B. 
Baillargeon,  329  Ontario  St.  E. 

Geo.  E.  Blackwell,  4184  St.  Catherine 
St.  W\,  contemplates  erection  of  resi- 
dences. Work  will  start  in  summer. 

Joseph  Blain,  222  Bourbonniere  St., 
is  erecting  three  flats  costing  $8,500  by 
day  labor. 

Jos.  A.  Goyer,  1764  Gouin  Blvd.,  con- 
templates erection  of  residence  in  near 
future. 

Jos.  P.  Tremblay,  293  Prudhomme 
Ave.,  has  purchased  sites  and  contem- 
plates erection  of  residences  costing  $4,- 
000  to  $8,000  each  in  summer. 

Ottawa,  Ont. 

Plans  are  prepared  and  tenders  will 
be  called  about  March  22nd  for  residence 
costing  $10,000  for  Dr.  H.  H.  Gordon, 
27  Willard  St. 

T.  B.  Rankin,  72  Creighton  St.,  con- 
templates erection  of  residence. 

Princeville,  Ont. 

Herman  McLean  contemplates  erec- 
tion of  residence  costing  $5,000  and  will 
prepare  plans. 

Richmond,  Que. 

H.  G.  James,  architect,  Whiting  Block. 
Sherbrooke,  is  preparing  plans  for  resi- 
dence costing  $9,000  for  H.  G.  T.  Mc- 
Gee. 

Sherbrooke,  Que. 

Ross  &  MacDonald,  architects,  1  Bel- 
mont St.,  Montreal,  are  preparing  plans 
for  model  city  costing  $450,000  for  Sher- 
brooke Housing  Co. 

St.  Catharines,  Ont. 

H.  G.  James,  architect,  Whiting  Blk., 
Sherbrooke,  Que.,  is  preparing  plans  for 
thirteen  cottages. 

Tillsonburg,  Ont. 

W.  Addison  contemplates  erection  of 
apartment  house  costing  $10,000  to  $15,- 
000. 

(Continued  on  page  64) 
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TENDERS  WANTED 


Sealed  tenders,  separate  or  bulk,  addressed  to 
the  Architects,  will  be  received  up  to  12  o'clock 
noon,  Saturday,  March  27th,  for  the  various  trades 
required  in  the  construction  of  a 

Three-Roomed,   Single  Storey  Public  School 
Building  at  Cooksville,  Ont. 

Plans  and  specifications  may  be  obtained  on 
and  after  March  13th,  at  the  office  of  the  Archi- 
tects, Smith  &  Wright,  50  Baby  Point  Crescent, 
Toronto,  Telephone  June.  69,  or  from  the  Sec- 
retary of  the  School  Board,  A.  M.  Tolman,  Esq., 
Cooksville, 

Lowest  tender  not  necessarily  accepted.  11 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Work  in  the  Township  of  Niagara,"  will  be 
received  by  the  undersigned  until  twelve  o'clock 
noon  on  Wednesday,  April  7th,  1920,  for  the 
earthwork  and  other  necessary  work  on  the  Pro- 
vincial Highway  in  the  Township  of  Niagara. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Wednesday,  March  17th, 
1920,  at  the  office  of  the  Resident  Engineer, 
Beamsville,  Ont.,  and  at  the  office  of  the  City 
Engineer,  St.  Catharines ;  and  at  the  office  of 
the  undersigned. 

A  marked  cheque  for  $500.00,  payable  to  the 
Minister  of  Public  Works  and  Highways  for  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  10  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  the  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of  Public  Highways, 

Toronto,  March  12th,  1920.  11 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Work  in  the  Township  of  Edwardsburg,"  will 
be  received  by  the  undersigned  until  twelve 
o'clock  noon  on  Tuesday,  April  6th,  1920,  for  the 
earthwork,  concrete  structures  and  other  neces- 
sary work  on  the  Provincial  Highway  in  the 
Township  of  Kdwardsburg. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Monday,  March  15th,  1920, 
at  the  office  of  the  Resident  Engineer,  Corn- 
wall, and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500.00,  payable  to  the 
Minister  of  Public  Works  and  Highways  for  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  10  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  the  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy    Minister   of  Highways. 
Department   of   Public  Highways, 
Toronto,  March  10th,  1920.  11 


Scaled  tenders,  addressed  to  the  undersigned, 
and  endorsed  "Tender  for  Breakwater  Protection 
at  Toronto  Island,  Ont.,"  will  be  received  at 
this  office  until  12  o'clock  noon,  Monday,  April 
12,  1920,  for  the  construction  of  a  rubble  mound 
stone  breakwater  built  upon  a  brushwood  fascine 
mattress,  off  the  southern  shore  of  Toronto  Is- 
land, county  of  York,  Ont. 

Plans  and  forms  of  contract  can  be  seen  and 
specification  and  forms  of  tender  obtained  at  this 
Department,  at  the  offices  of  the  District  Engi- 
neers, Equity  Building,  Toronto,  Ont. ;  and 
Shaughnessy  Building,  Montreal,  Que. 

Tenders  will  not  be  considered  unless  made  on 
printed  forms  supplied  by  the  Department  and 
in  accordance  with  conditions  contained  therein. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  mank  payable  to 
the  order  of  the  Minister  of  Public  Works,  equal 
to  10  per  cent,  of  the  amount  of  the  tender. 
War  Loan  Bonds  of  the  Dominion  will  also  be 
accepted  as  security,  or  War  Bonds  and  cheque 
if  required  to  make  up  an  odd  amount. 

Note. — Blue  prints  can  be  obtained  at  this  De- 
partment by  depositing  an  accepted  bank  cheque 
for  the  sum  of  $20,  payable  to  the  order  of  the 
Minister  of  Public  Works,  which  will  be  re- 
turned if  the  intending  bidder  submit  a  regular 
bid. 

By  order, 

R.  C.  DESROCHERS, 

Secretary. 

Department  of  Public  Works, 

Ottawa,  March  11,  1920.  11-12 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  separate  sealed  tenders,  marked 

"Tender  for  Concrete  Culverts,  Item  No.  ," 

will  be  received  by  the  undersigned  until  twelve 
o'clock  noon  on  Tuesday,  April  6th,  1920. 

(1)  Excavation,  construction  of  concrete 
structures  and  other  necessary  work 
in  the  Township  of  Nepean. 

(2)  Excavation,  construction  of  concrete 
structures  and  other  necessary  work 
in  the  Township  of  Edwardsburg.  (A). 

(3)  Excavation,  construction  of  concrete 
structures  and  other  necessary  work 
in  the  Township  of  Edwardsburg  (B). 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Monday,  March  15th,  1920, 
at  the  office  of  the  Resident  Engineers,  Corn- 
wall and  Kemptville,  and  at  the  office  of  the  un- 
dersigned. 

A  marked  cheque  for  $500.00,  payable  to  the 
Minister  of  Public  Works  and  Highways  for  On- 
tario, must  accompany  the  tender  for  each  sep- 
arate item. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  the  contract  is  signed. 

The    lowest    or    any    tender    not  necessarily 

accepted. 

W.  A.  McLEAN, 
Deputy   Minister  of  Highways. 
Department   of   Public  Highways, 
Toronto,  February  20th,  1920.  11 


WANTED 

Trench  Back-filler.  State  length  of  boom  and 
all  particulars  to  Box  170,  Contract  Record,  To- 
ronto, Ont.  10 


CITY  OF  GUELPH 


Tender  for  Pipe 


Sealed  tenders,  addressed  to  T.  J.  Moore,  City 
Manager,  and  marked  "Tender  for  Sewer  Pipe," 
will  be  received  up  until  noon,  Wednesday, 
March  31st,  1920. 

Specifications  may  be  secured  on  application 
to  the  City  Engineer.  No  tender  necessarily 
accepted. 

F.  McARTHUR. 
11-12  City  Engineer. 


Tenders  for  Proposed 
Pumping  Equipment 

TOWN  OF  DRESDEN 


Sealed  tenders  (marked  "Tenders  for  Pump- 
ing Equipment"),  addressed  to  J.  T.  Bridgwater, 
Town  Clerk,  Dresden,  will  be  received  up  to 
noon,  March  25th  next,  for  supplying  and  in- 
stalling Two  Motor  and  Gasoline  Driven  Pumps 
with   motor  and   gasoline   engine  complete. 

Bulk  tenders  only.  For  specifications,  form 
of  tender  and  information,  apply  to — 

F.  W.  FARNCOMB,  C.  E., 
11  London,  Ontario. 


Draughtsmen 

WANTED— 2  or  3  good  structural  draughts- 
men— must  have  at  least  three  years'  experience 
in  a  bridge  shop  draughting  room.  Salary  $100 
to  $150  per  month,  depending  on  ability  and  ex- 
perience. Returned  soldiers  given  preference. 
Will  pay  travelling  expenses.  Apply,  giving  ex- 
perience and  references  to 

The  Maritime  Bridge  Co.,  Ltd. 

New  Glasgow,  Nova  Scotia 

10-11 


Wanted— Assistant  Engineer 
for  Western  Municipality 

Applicant  must  have  had  some  municipal  experi- 
ence and  be  good  instrument  man  and  draftsman. 
Reply,  giving  technical  qualifications,  experience, 
age,  salary  expected,  etc.,  first  letter.  Box  196, 
Contract  Record,  Toronto,  Ont.  11-12 


Assistant  to  General  Manager 
Wanted 

In  Eastern  Canada,  with  firm  annual  sales  over 
$300,000.00.  Business  planing  mill,  general 
woodworking  factory  and  building  contractors. 
Applicant  must  have  some  general  knowledge  of 
this  business.  Architect,  draftsman  and  esti- 
mator always  employed.  Must  have  fairly  good 
education,  with  sound  business  ability  and  good 
character.  Position  permanent  if  suitable  man 
can  be  obtained.  Applicant  will  please  state  age, 
general  business  experience,  nationality,  religion, 
married  or  single,  salary  required  and  how  soon 
work  could  be  taken  up  if  application  accepted. 
Not  necessary  to  send  references  with  application. 

Apply  Box  195,  the  Contract  Record  and  Engi- 
neering Review,  Toronto,  Ont.  11 
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Tenders  Wanted 


Nova  Scotia  Power  Commission 

St.  Margaret  Bay  Powers 


Tenders  Wanted 


Tenders  for  the  construction  of  the  Dolmage 
Drain  in  the  Township  of  McKillop,  and  the 
Dickson  Drain  in  the  Townships  of  McKillop 
and  Hullett,  will  be  received  by  the  undersigned 
up  till  Saturday,  the  10th  day  of  April,  1920,  at 

I  o'clock  p.m.,  when  Tenders  will  be  opened  at 
Council  meeting  in  Seaforth.  A  cheque  for  5 
per  cent,  oi  contract  price  to  accompany  each 
tender.  The  lowest  or  any  tender  not  necessarily 
accepted. 

Plans,  etc.,  may  be  seen  at  the  Clerk's  office. 
Lot  24,  Con.  7,  McKillop. 

M.  MURDIE,  Clerk  of  McKillop, 

II  Seaforth  P.  O. 


CITY  OF  FORT  WILLIAM 

Tenders  for  the 
Re-construction  and  Store 
Room  Addition  to  the 
City  Barns 


Sealed  and  endorsed  tenders,  addressed  to  the 
C  hairman  of  the  Utilities  Committee,  will  be  re- 
ceived at  the  office  of  the  City  Clerk,  Fort  Wil- 
liam, up  to  5  o'clock  p.m.,  Wednesday,  April  7th. 
1920,  for  the  construction  of  and  the  supply  of 
all  materials  in  connection  therewith. 

Plans  and  specifications  may  be  seen  and  forms 
of  tender,  on  which  all  bids  must  be  submitted 
can  be  obtained  at  the  office  of  the  City  Engi- 
neer. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

C.  B.  SYMES, 

City  Engineer. 

11-12 


Dated  Fort  Willian 
March  11,  1!)20. 


FOR  SALE 


One  pair  Beatty  throttle  reverse  anchor  en- 
gines. Size  6"  x  6".  In  first  class  condition, 
can  be  used  as  swingers  or  thrusting  engines. 

Apply  Box  154,  Contract  Record,  Toronto.  9-tf 


FOR  SALE 


One  30-ton  Saddle  Tank  Locomotive,  750  K.W. 
Allis-Chalmers  Alternator,  driven  by  1,100  H.P. 
De  Laval  Steam  Turbine,  six  Downingtown  Du- 
plex Beating  Engines,  two  Steam-driven,  Single- 
stage  Compressors,  345  cu.  ft.,  Freight  Elevat- 
ors, Sturtevant  60"  Exhausters,  with  Heating 
Coils,  Fire  Hose,  Patterson-Kelly  Feed-water 
Heaters,  Lightning  Arresters,  Hydrants,  Indicat- 
or Posts,  Bell  and  Spigot  Cast-iron  Pipe,  Belt- 
ing, Cypress  Tanks  and  Vats,  all  sizes.  Write 
for  complete  list  and  full  information  to  the  St. 
John  Dry  Dock  and  Shipbuilding  Co.,  Ltd., 
Drummondville,  Que.  10-11 


Tenders  for 
Power  Plant  Equipment 
and  Construction 


Sealed  tenders,  addressed  to  the  Secretary, 
Nova  Scotia  Power  Commission,  Halifax,  N.S., 
will  be  received  up  to  noon  of  April  8th,  1920, 
for  the  following: — 

1.  General  Works,  including  two  power  dams, 
pipe  line  grades,  foundations  and  superstruc- 
tures for  two  generating  stations,  excavations, 
roads,  Halifax  Receiving  Station  Building,  etc. 

2.  Two  1600  K.V.A.  Generators  and  two  2900 
K.V.A.  Generators;  vertical  type  with  exciters. 

3.  Two  1900  H.P.  turbines  and  two  3450  horse 
power  turbines. 

Instructions  to  bidders,  plans  and  specifications 
may  be  seen  on  and  after  March  20th,  1920,  at 
the  Secretary's  office,  Halifax,  or  at  the  office 
of  the  Engineers,  C.  H.  &  P.  H.  Mitchell,  1003 
Bank   of   Hamilton    Building,  Toronto. 

The  Nova  Scotia  Power  Commission. 
E.  H.  Armstrong,  Chairman. 
K.  H.  Smith,  Secretary. 
11  C.  H.  &  P.  H.  Mitchell,  Engineers. 


Tenders  for 
Highway  Construction 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders  will  be  received 
at  the  office  of  the  Provincial  Highways  Board, 
Province  of  Nova  Scotia,  Halifax,  N.  S.,  up  to 
noon,  Wednesday.  April  7th,  1920,  for  the  con- 
struction of  a  Waterbound  Macadam  Road  on 
a  section  of  the  Halifax-Windsor  Highway  from 
Mount  Uniacke  Station  to  a  point  near  Lake- 
lands, a  distance  of  approximately  five  (5)  miles. 

Plans  and  specifications  governing  such  work 
can  be  inspected  at  the  office  of  the  Chief  Engi- 
neer after  March  20th,  1920. 

Each  bidder  shall  deposit  with  his  bid  a  certi- 
fied cheque  equal  to  ten  per  cent.  (10%)  of  its 
amount,  and  should  the  bidder  to  whom  the  con- 
tract is  awarded  fail  to  enter  into  a  contract 
with  the  Highways  Board  within  five  (5)  days 
after  the  notice  of  such  award,  the  amount  of 
such  cheque  may  be  forfeited  to  the  Highways 
Board. 

No  contract  will  be  awarded  to  any  party  or 
parties  who  cannot  show  a  reasonable  experience, 
acquaintance  with,  and  preparation  for  the  pro- 
per performance  of  the  class  of  work  for  which 
tenders  are  invited.  If  required,  each  bidder 
must  file  evidence  of  his  ability  to  execute  the 
work  to  be  contracted  for  to  the  satisfaction  of 
the  Board. 

The  lowest  or  any  tender  will  not  neces- 
sarily be  accepted. 

J.  W.  ROLAND,  Chief  Engineer, 
Provincial   Highways  Board, 
Halifax,  N.S. 
Dated  March  17th,  1920.  11-12 


Sealed  tenders  will  be  received  by  the  under- 
signed until  Friday,  April  2nd,  1920,  at  2.30 
p.m.,  when  said  tenders  will  be  opened,  for  the 
construction  and  completion  of  the  Murray-Lamb 
Drain  in  the  Township  of  Hullett,  Ont.  Plans 
and  specifications  may  be  seen  at  the  Clerk's 
office,  Londesboro,  Ont. 

Lowest  or  any  tender  not  necessarily  accepted. 

JOHN  FINGLAND, 
11-13  Clerk  of  Hullett. 


FOR  SALE 
No.  "0"  Thew  Shovel 

WE  OFFER  FOR  IMMEDIATE  SHIPMENT— SUBJECT  PRIOR  SALE 

One  Used  No.  0  Thew  Standard  Revolving  Steam  Shovel — equipped  with 
s/z  cubic  yard  capacity  dipper — boiler  built  in  accordance  with  On- 
tario Boiler  Laws — mounted  upon  Traction  Wheels. 

Shovel  has  been  thoroughly  overhauled  and  is  in  excellent  condition.  Price 
very  reasonable. 

FOR  FULL  DETAILS— COMMUNICATE  WITH 

F.  H.  HOPKINS  &  CO.,  Montreal  or  Toronto 

11  12 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  separate  sealed  tenders,  marked 

"Tender  for  Concrete  Culverts,  Item  No.  ," 

will  be  received  by  the  undersigned  until  twelve 
o'clock  noon  on  Thursday,  April  8th,  1920,  for 
the  following  work  : — 

(1)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Township 
of  Clinton  (A). 

(2)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Township 
of  Clinton  (B). 

(3)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Township 
of  Saltfleet  (A).- 

(4)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Township 
of  Saltfleet  (B). 

(5)  Excavation,  construction  of  concrete  struc- 
tures and  other  necessary  work  in  the  Township 
of  North  Grimsby. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Thursday,  March  18th,  1920, 
at  the  office  of  the  Resident  Engineer,  Beams- 
ville,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500.00,  payable  to  the 
Minister  of  Public  Works  and  Highways  for 
Ontario,  must  accompany  the  tender  for  each 
separate  item. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  the  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of  Public  Highways, 

Toronto,  March  12th,  1920.  11 


Wanted— Contractors'  Equipment 

Two  426  cu.  ft.  Concrete  Mixers,  Wheelbar- 
rows, Buggies,  Pumps,  Tools,  Form  Work,  etc. 
Must  be  in  good  condition.  Box  183,  Contract 
Record,  Toronto,  Ont.  11 


Wanted 
Revolving  Shovel 

ys  to  7/s  Dipper.  Traction  Wheels 

u       P.  O.  Box  792,  Montreal 


Active  Young  Construction  Man,  experienced 
in  Public  Works  and  Building  Construction, 
graduate  in  Civil  Engineering,  open  for  position 
of  responsibility.  Apply  Box  176,  Contract  Re- 
cord, Toronto,  Ont.  10-11 


SUPERINTENDENT  OR  GENERAL  FORE- 
MAN— I  am  open  for  engagement  on  any  class 
of  Reinforced  Concrete  or  General  Building  Con- 
struction. Large  experience ;  good  organizer. 
Best  possible  results  obtained.  Excellent  refer- 
ences. Will  go  anywhere.  Box  S99,  Contract 
Record,  Toronto,  Ont.  11 
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Residences 

Continued  from  page  61 

Toronto,  Ont. 

L.  H.  Lankin,  124  Hampton  Ave,  is 
erecting  three  pair  of  residences  costing 
$24,000  and  will  carry  out  masonry  and 
carpentry. 

A.  E.  Bannister,  396  Main  St.,  is  erect- 
ing two  residences  costing  $4,500  each 
and  will  carry  out  masonry  and  carpen- 
try. Plumbing,  heating,  plastering,  paint- 
ing and  electrical  work  will  be  let. 

H.  B.  Lott,  3823  Dundas  W.,  has  plans 
drawn  for  residence  and  will  supervise 
erection. 

Plans  are  in  progress  for  three  bun- 
galows costing  $10,000  each  for  Daniel 
Atkinson,  25C  Russell  Hill  Rd.  Mr. 
Atkinson  will  carry  out  masonry  and 
carpentry  and  will  let  roofing,  plumb- 
ing, heating,  plastering,  painting  and 
electrical  work. 

J.  Hunt  Stanford,  architect,  61  Yonge 
St.  Arcade,  is  preparing  plans  for  resi- 
dence and  garage  costing  $11,000  for  A. 
Gillies,  548  Dovercourt  Rd.  Mr.  Gillies 
will  handle  all  work. 

J.  Huckle,  44  Gilbert  Ave.,  is  erecting 
one  pair  of  residences  costing  $4,000 
each  and  will  carry  out  masonry  and 
carpentry.  Plumbing,  heating,  plastering, 
painting  and  electrical  work  will  be  let. 

A.  E.  Bannister,  396  Main  St.,  is  erect- 
ing residence  costing  $6,000  and  two  resi- 
dences costing  $4,000  each  and  will  carry 
out  masonry  and  carpentry.  Plumbing, 
heating,  plastering,  painting  and  electri- 
cal work  will  be  let. 

S.  E.  Parry,  216  Kingswood  Rd.,  has 
plans  drawn  for  residence  costing  $6,500 
and  will  carry  out  masonry  and  carpen- 
try. Plumbing,  plastering,  heating,  paint- 
ing and  electrical  work  will  be  let. 

D.  Smart,  3  Smith  St.,  is  erecting  one 
pair  of  residences  costing  $4,000  each, 
and  will  carry  out  masonry  and  carpen- 
try. Plumbing,  plastering,  heating,  paint- 
ing and  electrical  work  will  be  let. 

T.  E.  Hobson,  455  Merton  St.,  has 
plans  drawn  for  residence  costing  $5,000 
and  will  carry  out  masonry  and  carpen- 
try. Plumbing,  plastering,  heating,  paint- 
ing and  electrical  work  will  be  let. 

Steel  &  Perry,  65  Millicent  St.,  have 
plans  drawn  for  residence  costing  $7,000 
and  will  carry  out  masonry  and  carpen- 
try. Plumbing,  heating,  plastering,  paint- 
ing and  electrical  work  will  be  let. 

H.  A.  Johnston,  412  Lake  Front,  is 
erecting  two  residences  costing  $5,000 
each  and  is  employing  own  staff  for  con- 
struction work. 

L.  K.  File,  42  North  St.,  has  plans 
drawn  for  residence  costing  $6,500  and 
will  carry  out  masonry  and  carpentry. 
Plumbing,  plastering,  heating,  painting 
and  electrical  work  will  be  let. 

Mcllroy  &  Lowry,  44  Gothic  Ave.,  are 
erecting  two  residences  costing  $6,000 
and  are  carrying  out  masonry  and  car- 
pentry. Plumbing,  heating,  plastering, 
.painting  and  electrical  work  will  be  let. 

W.  Johns,  1991  Yonge  St.,  is  erecting 
residence  costing  $10,000  and  is  carrying 
out  masonry  and  carpentry.  Plumbing, 
plastering,  heating,  painting  and  elec- 
trical work  wil  be  let. 

Mcllroy  &  Lowry,  44  Gothic  Ave.,  are 
erecting  six  residences  costing  $5,000 
each,  and  are  carrying  out  masonry  and 
carpentry.  Plumbing,  heating,  plastering 
painting  and  electrical  work  will  be  let. 

Waterloo,  Ont. 

M.  H.  Stroh  &  Lincoln  Stroh,  William 
St.,  will  erect  ten  residences  costing 
$4,500  each  in  Waterloo  or  Kitchener,  and 


will  carry  out  general  contract,  masonry, 
plastering,  carpentry,  rooting  and  paint- 
ing. 

Thos.  Claylield  &  Sons,  Ezra  Ave., 
have  plans  and  receive  tenders  until 
March  20th  for  general  contract  for  three 
residences  costing  $4,000  each.  Tenders 
received  until  April  5th  for  all  sub  trades. 
Louis  Holle,  Ezra  St.,  is  architect. 

Windsor,  Ont. 

Wm.  Wilson,  20  Ellis  Ave.,  is  erecting 
residence  costing  $4,000  and  will  let 
plumbing,  plastering  and  heating. 

Wyoming,  Ont. 

J.  F.  Donald,  R.  R.  No.  4,  Wyoming, 
Ont.,  contemplates  erection  of  residence 
in  Plyniton  Township  costing  $4,000  and 
will  prepare  plans. 

CONTRACTS  AWARDED 

Alexander,  Man. 

Louis  J.  Bray  has  general  contract  for 
residence  and  barn  costing  $8,000  for 
Alex.  Rade. 

Belle  River,  Ont. 

J.  A.  Brannan,  39  McEwan  Ave.,  Wind- 
sor, has  general  contract  and  will  let 
plumbing,  heating,  plastering  and  elec- 
trical work  for  residence  costing  $10,000 
to  $15,000  for  Jos.  Cooper,  Belle  River. 
Colthurst  &  Trace,  11  Sandwich  St.  W., 
Windsor,  are  architects. 

Edmonton,  Alta. 

G.  P.  Paxton,  12209  110th  Ave.,  has 
general  contract  for  residence  costing 
$5,000  for  A.  E.  Glover,  12220  Stonv 
Plain  Rd. 

R.  H.  Trouth,  306  Agency  Bldg.,  Ed- 
monton, is  general  contractor  and  archi- 
tect on  alteration  of  residence  into  apart- 
ments costing  $7,000  for  Central  Building 
Co.,  Jasper  Ave.,  and  on  alteration  of 
residence  into  apartment  costing  $6,000 
for  J.  R.  Mcintosh,  10325  Villa  Ave. 

Granby,  Que. 

A.  Caron  &  Fils,  Main  St.,  have  gen- 
eral contract  and  carry  out  all  work  for 
residence  costing  $5,500  for  the  Misses 
Masse,  Main  St.,  and  residence  costing 
$6,000  for  Xavier  Lambert. 

Toronto,  Ont. 

Alex.  Groat,  2  St.  Clair  Ave.  W.,  has 
general  contract  and  Will  let  plumbing, 
heating,  plastering,  painting  and  electri- 
cal work  for  residence  costing  $10,000. 

H.  Hutson  is  erecting  residence  cost- 
ing $18,000:  Masonry,  H.  Halls  &  Son,  6 
Indian  Valley  Cres.  Other  trades  will  be 
let  shortly.  Architect,  J.  Hunt  Stanford, 
61  Yonge  St.  Arcade. 

One  pair  of  residences  costing  $5,000 
each  for  T.  J.  Gostlin,  107  East  Lynn 
Ave.:  Masonry,  Smith  &  Bryer,  94  Gled- 
hill  Ave.;  electrical  work,  Ed.  Taylor,  25 
Norwood  Ave.;  plumbing,  John  Bradd, 
care  owner. 

T.  J.  Gostlin,  107  East  Lynn  Ave.,  is 
erecting  one  pair  of  residences  costing 
$4,500  each  and  will  carry  out  carpentry: 
masonry,  Smith  &  Bryer,  94  Gledhill 
Ave.:  electrical  work,  Ed.  Taylor,  25  Nor- 
wood Ave.;  plumbing,  John  Bradd  (Bert- 
mount),  care  owner.  Plastering,  painting 
and  heating  will  be  let. 

One  pair  of  residences  costing  $6,000 
each  for  Hillcrest  Building  Co.,  325  Ken- 
dal Ave.:  Plumbing,  W.  C.  Smith,  59 
Roslin  Ave.;  electrical  work  L.  P.  Mills, 
care  owner;  heating.  J.  H.  Antliff,  2  Bel- 
size  Dr.;  painting,  Jos.  Clinton,  128  Er- 
skine  Ave. 

Residence  costing   $10,000.  architects, 


Eden  Smith  &  Son,  33  Scott  St.:  Mas- 
onry, Wm.  Edwards,  337  Rusholme  Rd.; 
carpentry,  J.  A.  Howson,  43  Laws  St.; 
plastering,  E.  J.  Curry,  59  King  W.j 
painting,  M.  J.  Phelan,  133  Queen  E.; 
sheet  metal,  W.  E.  Dillon  &  Co.,  183 
George  St.;  electrical  work,  Harris  & 
Marson,  81 A  Parkway  Ave.;  plumbing, 
McNaughton  &  MacKenzie,  1029  Shaw 
St.;  beating,  Jos.  Harrison,  66  Balsam 
Ave.;  tile,  Italian  Mosaic  &  Marble  Co. 
of  Canada,  442  King  W. 

Vancouver,  B.  C. 

Dixon  &  Murray,  1065  Dunsmuir  St., 
have  general  contract  for  residence  cost- 
ing $10,000  for  Charles  Dickson,  716 
Hasting  St.  W. 

E.  J.  Ryan  Contracting  Co.,  415  Gran- 
ville St.,  have  general  contract  and  let 
plumbing,  heating,  plastering,  painting 
and  electrical  work  for  residence  costing 
$20,000  for  Mr.  George  Kidd,  Carrall  & 
Hastings  Sts.  Architects,  Townley  & 
Matheson,  325  Homer  St. 

Four  bungalows  costing  about  $5,500 
each  for  Artistic  Bungalow  Constructors 
Ltd.,  Hastings  St.  W.:  General  contract, 
S.  H.  Shave,  1902  Blenheim  St.;  heating, 
Grandview  Sheet  Metal  Works. 

Waterloo.  Ont. 

Residence  costing  $5,500  for  W.  H. 
Kutt,  John  St.,  Waterloo:  General  con- 
tract, masonry  and  plastering,  N.  As- 
mussen,  Benton  St.,  Kitchener;  carpen- 
try and  roofing,  Ed.  Schnarr,  41  Elgin 
St.,  Waterloo. 

Power  Plants,  Electricity  and 
Telephones 

Carnduff,  Alta. 

By-law  passed  re  telephone  exchange 
costing  $5,000  for  Town.  Plans  will  be 
prepared.    Clerk,  Robert  Young. 

Maple  Creek,  Sask. 

Provincial  Dept.  Telephones  receives 
tenders  for  telephone  exchange,  Minister, 
Hon.  Chas.  A.  Dunning,  Regina. 

Minnedosa,  Man. 

J.  Rochette,  Pari.  Bldgs..  Winnipeg, 
has  been  appointed  architect  and  is  pre- 
paring plans  for  power  plant  for  Power 
Commission,  Winnipeg.  Provincial  Pow- 
er Commissioner,  R.  M.  Leamy. 

Moosomin,  Sask. 

Tenders  will  be  called  shortly  for  elec- 
tric light  plant  costing  $40,000  for  Town. 
Clerk,  Geo.  S.  Page.  Murphy  &  Under- 
wood, Saskatoon,  are  Consulting  En- 
gineers. 

Preston,  Ont. 

J.  H.  Mickler,  architect,  Preston,  has 
plans  and  receives  tenders  until  March 
19th  for  transformer  sub  station  for 
Grand  Rly.,  Gait. 

Stroud,  Ont. 

Innisfil  Township  contemplates  Hydro 
electric  system  and  will  secure  estim- 
ates. Township  clerk,  R.  M.  McConkey, 
Stroud,  Ont. 

Winnipeg,  Man. 

Provincial  Dept.  Public  Works  contem- 
plate the  construction  of  power  line  to 
Plum  Coulee  and  Manitou.  Power  Com- 
missioner, R.  M.  Leamy,  Pari.  Bldgs.. 
Winnipeg. 

CONTRACTS  AWARDED 

Radisson,  Sask. 

E.  S.  Shawnell,  108  Clarence  Ave., 
Saskatoon,  has  general  contract  for  tele- 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 

WRITE  FOR  PRICES  AND  SPECIFICATIONS 


THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

H  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative: 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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phone  extensions  costing  $3,500  for 
South  Radisson  Rural  Telephone  Co., 
Kadisson . 

St.  Raphael,  Que. 

La  Corporation  d'Energie  de  Monl- 
niagny  placed  following  contracts:  Two 
850  K.V.A.  (kilowatt  alternative),  3 
phase  generators  and  transformers,  at 
$47,000,  Canadian  Westinghouse  Co., 
Hamilton,  Out.;  two  1,200  h.p.  horizontal 
water  wheels  turbine  complete  with  gov- 
ernors and  feeder  pipes,  at  $29,000,  A.  R. 
Williams  Machinery  Co.,  Belleville,  Out., 
and  04  Front  St.  W.,  Toronto. 


Miscellaneous 

Bothwell,  Ont. 

Bothwell  Poultry  Assoc.  plans  to  erect 
arena  costing  $15,000.  Secy.,  W.  H. 
Bradley. 

Gait,  Ont. 

J.  McCartney,  city  clerk,  receives  ten- 
ders until  March  27th  for  grand  stand 
costing  $15,000.  Plans  with  architect, 
Ray  Hall,  Barrett-Martin  Blk. 


To  Road  Contractors 

Large  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally advantageous 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

400  McKinnon  Building 
TORONTO 


Orders  You  Should 
Have  Had 

Jim  Hill  said  success  is  due 
to  "  facts  and  foresight." 
There  is  no  use  getting  news 
of  a  nice  fat  contract  after 
all  the  bids  are  in — but  yours. 
MacLean  gives  you  DAILY 
a  batch  of  live,  timely  re- 
ports on 

Building  &  Engineering 

contracts  that  will  result  in  a 
keener  sales  force,  more  orders, 
a'nd  in  cutting  down  selling  ex- 
penses for  you.  We  are  serving 
hundred*  of  the  most  aggressive 
houses  year  after  year.  Why  not 
you? 

Write  for  full  information. 
MacLean   Daily  Reports,  Limited, 
345  Adelaide  St.  West,  Toronto. 


M 


acLean 

REPORTS 


New  Liskeard,  Ont. 

Plans  are  in  progress  for  aeroplane 
hangar  costing  $10,000  for  McCarthy 
Aerial  Service,  407  Manning  Chambers, 
Toronto.  Interested,  C.  H.  McCarthy, 
Elk  Lake,  Out.,  and  Capt.  Salter,  407 
Manning  Chambers,  Toronto. 

Ottawa,  Ont. 

Mayor  Harold  Fisher  receives  tenders 
until  March  35th  for  75  h.p.  motor  for 
asphalt  plant,  also  for  100  h.p.  horizontal 
boiler.   Specifications  with  engineer. 

Regina,  Sask. 

Exhibition  Board  contemplates  expen- 
diture of  about  $41,000  on  erection  of 
stable  and  lavatory.  City  clerk,  Geo. 
Beach. 

St.  Catherines,  Ont. 

R,  1!.  Williams,  9  Beecher  St.,  G.  M. 
Elson,  90  Henry  St.,  John  Wood  Jr.,  15 
Raymond  St.,  Alf.  Laing,  5  Chaplin  Ave., 
and  Wilfred  Harrop,  Gibson  Place,  are 
in  the  market  for  car-loads  of  lumber  and 
all  building  material. 

Sydney,  N.  S. 

Town  contemplates  purchase  of  fire 
apparatus  and  fire  alarm  system;  cost, 
$15.ooo.   Mayor,  A.  C.  McCormick. 


Late  News 

Calgary,  Alta. 

School    Board    plans    to    erect  three 
schools   costing  $110,000,   also  addition 
to  school  costing  $47,000.    Chairman,  H. 
A.  Sinnott. 
Edmonton,  Alta. 

National  Drug  &  Chemical  Co.,  West- 
ern Cartage  Bldg.,  Edmonton,  have  se- 
cured site  upon  which  it  is  planned  to 
erect  warehouse;  estimated  cost,  $250,- 
000.    Manager,  R.  J.  Harper. 

Thomas,  Jameson  &  McKenzie,  Cal- 
gary, are  the  General  Contractors  for 
University  Board  on  the  erection  of  med- 
ical building  estimated  to  cost  $750,000. 
Halifax,  N.  S.  v 

County  Council  contemplates  construc- 
tion of  brick  and  concrete  vault  costing 
$20,000.     County   Clerk,   Parker  Archi- 
bald, Court  House. 
Melfort,  Sask 

Imperial  Oil  Co.,  Regina,  contemplates 
erection  of  oil  warehouse  costing  $30,000. 
Work  will  commence  shortly. 
New  Westminster,  B.  C. 

Plans  are  in  progress  for  public  mar- 
ket costing  $40,000  for  City.  Engineer, 
H.  Stewardson. 

Peterboro,  Ont. 

W.  H.  Barry,  architect,  539  Gilmore 
St.,  is  preparing  plans  for  clinic  costing 
$40,000  for  Medical  &  Surgical  Clinic, 
Charlotte  and  Reid  Sts.  Tenders  will 
be  called  shortly. 
Regina,  Sask. 

Champ  Bros,  contemplate  the  erection 
of  addition  to  hotel  costing  $40,000. 

Sask.  Co-operative  Elevator  Co.  con- 
templates the  construction  of  six  eleva- 
tors in  Saskatchewan,  to  cost  about  $16,- 
000  each. 

Underwood  Typewriter  Co.  contem- 
plates erection  of  offices  and  store  to 
cost  $30,000.  Local  manager,  E.  R.  De- 
maray. 

St.  Boniface,  Man. 

Harbor  Commission,  City  Hall,  Win- 
nipeg, has  under  consideration  the  con- 
struction of  docks  here  to  cost  $100,000. 
Secy.,  Earle  Stewart,  Clerk's  office,  Win- 
nipeg. 


BOOKS 

on  Building,  Engineering  and  all  Technical 
Subjects,  Second-hand  at  half  prices.  New  at 
lowest  prices.  State  wants  and  send  for  Cata- 
logue No.  2.'i,  post  free. 

WE  HAVE  THE  BOOKS  YOU  WANT. 
Books  Bought.  Best  Prices  Given. 

W.  &  G.  FOYLE,  LTD., 
121-125,   Charing  Cmss^J<^a£^^oji£m^Eng^ 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 

Branches  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also  Bonds  for  Special  Purposes 


THE 

Canadian  Surety  Co. 

Specialists  in 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile.   Burglary,   Plate  Glass 
INSURANCE. 

Head  Office:  26  Wellington  Street  E. 

Toronto,  Ont.  Phone  M.  2609--1840 

liranch  Offices; 
Montreal   Trust    Bldg.,   Montreal,  Que. 
90S  Paris  Bldg.,  Winnipeg,  Man. 
Representatives  in  all  Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 


4«c  «mi 


Our  Bond  on  a  contract  is  a 
letter  of  credit.  It  increases 
your  financial  resources  and 
assures  your  client  that  you 
have  gained  our  complete  | 
confidence. 


lnttri>  #tat?s  iFtiifHtg  $c 
(guaranty  (Emnpang 


Resources  Over  - 
Canadian  Securities 


$20,000,000 
$1,162,000 


Head  Office 
36  Toronto  St.  -  TORONTO 

Branch  Offices 
Paris  Buitdio*     ■  WINNIPEG 
112  Si.  J  tines  St.  -  MONTREAL 

AKTHUK  R.  KIKIPATHICV 

(. .m.../  tf«upr  fir  CuWi 
SIIINHV  IT.  HAND.  AM.  Cnjnlltawr 
»    »    KIKIPATRICV   <~»*~  v,„„.. 


March  17,  1920 


THE  CONTRACT  RECORD 


67 


ROUNDS  SQUARES 
TWISTED  SQUARES 

BARS  BENT  TO  SHAPE  FOR  BEAMS,  STIRRUPS,  ETC. 

PROMPT  SHIPMENT 
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(ontract  Record 

^Engineering  Review 

347  Adelaide  St.  West 
TORONTO 


Remember 
the 

Fisherman 


Have  you  ever  watched  the  ex- 
perienced fisherman  fish?  No- 
tice how  carefully  he  selects  his 
bait — how  particular  he  is  as  to 
how  it  is  fastened  to  the  hook. 
Then,  after  surveying  the  water, 
he  picks  out  a  place  where  his 
experience  teaches  is  a  likely 
spot  for  a  catch.  The  line  is 
then  thrown  in,  and  patiently  he 
waits. 

Patience  wins — for  the  adver- 
tiser just  as  it  does  for  the  fish- 
erman. The  reward  cannot  be 
expected  to  come  as  if  by  magic. 
An  advertisement  if  kept  in  the 
right  place  long  enough  brings 
returns  that  will  repay  the  ad- 
vertiser for  his  outlay  plus  a 
profit.  It  is  the  cumulative  ef- 
fect of  a  constant  appeal  that 
makes  the  impression. 

Results  are  seldom  achieved 
on  the  first  insertion.  It  takes 
persistent  effort.  The  more  often 
your  advertisement  appears,  the 
more  the  consumer  comes  to 
know  your  article.  Remember 
the  fisherman.  It  takes  patience 
to  get  the  right  results,  and  per- 
sistent advertising  in  order  to 
build  for  the  biggest  results. 
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How  to  be  sure  of 
a  20- Year  roof— 

THE  Canadian  Bank  of  Commerce  is  in 
business  for  good — and  everything 
connected  with  their  new  building  was 
bought  with  an  eye  for  the  future.  The 
roof,  for  instance. 

When  the  Barrett  Specification  Roof  was 
finished,  we  handed  the  directors  of  the 
Canadian  Bank  of  Commerce  a  Surety 
Bond,  issued  by  a  well  known  Fidelity  and 
Guaranty  Company,  which  guarantees  the 
roof  to  last  for  at  least  20  years  without 
maintenance  expense  of  any  kind.  The 
probabilities  are  that  this  roof  will  last 
nearer  30  years. 

There  is  only  one  way  to  be  absolutely 
sure  of  getting  the  kind  of  roof  you  want — 
a  genuine  Barrett  Specification  Roof — and 
that  is  to  write  this  standard  paragraph 
into  the  building  specifications: 


20-Year  Barrett  Specification  Roof,  on  The  Canadian  Bank  of  Commerce 
Building,  Quebec  City,  Que.  Architects:  The  Dominion  Realty  Company, 
Limited,  Toronto,  Ont.  General  Contractors:  The  Dickie  Construction 
Company,  Toronto,  Ont.  Roofing  Contractors:  Douglas  Bros.  Co.,  Lim- 
ited, Montreal,  Que. 

"The  roof  shall  he  laid  according  to  The 
Barrett  Specification  dated  May  1,  1916,  and  the 
contractors  shall  obtain  for  us,  without  addi- 
tional cost,  the  Barrett  20-Year  Guaranty  Bond." 

This  simple  paragraph  takes  all  the  gamble  and 
worry  out  of  roofing,  for  both  the  owner  and  archi- 
tect. 

Such  expressions  as  "Barrett  Specification  type 
of  roof,"  "Five-ply  felt-and-pitch  roof"  or  "Bar- 
rett Specification  Roof  or  equal,"  should  never  be 
permitted  in  a  building  specification. 

The  20- Year  Surety  Bond  is  Free 

The  20- Year  Surety  Bond  will  be  furnished  on  any 
roof  of  50  squares  or  over,  in  cities  of  25,000  or  over,  and 
in  smaller  places  where  Barrett  Inspection  Service  is 
available.  There  is  no  charge  for  this  Bond.  Our  only 
requirements  are  that  The  Barrett  Specification  shall  be 
strictly  followed  and  that  the  roofing  contractor  shall  be 
approved  by  us. 

A  copy  of  The  Barrett  20-Year  Specification, 
with  roofing  diagram,  sent  free  on  request. 


Montreal  Toronto 
Winnipeg  Vancouver 


The 


Company    St"  J"R  — >  N-s- 

limited         r     J  Sydney,  N.S. 
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Tiering  Machines 
and  Barrel  Storage  Racks 

ECONOMY 


Simp 

Safe 

Sure 

and 

Speedy 


It  is  locked  to  the 
floor,  yet  easily  port- 
able when  desired. 
The  ECONOMY 
makes  the  pay  roll 
smaller  while  increas- 
ing efficiency.  Let  us  send  you  particulars  of  power  or  hand  ma- 
chines, also  our  barrel  storage  steel  racks. 

Standard  Steel 
Construction  Co.  Limited 

Port  Robinson,  Ontario. 


Ideas  and  Suggestions 
for  House  Trim 

Read  the  articles  on  the 
above  subject  by  W.  H. 
Shaw  now  running  in  the 
Canadian  Woodworker. 
Subscription  price  of  this 
publication,  100  pages 
monthly,  One  Dollar  a 
year. 

Order  from 

WOODWORKER    PUBLISHING   CO.,  LIMITED 
343  Adelaide  St.  West,  Toronto 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 

Air  Compressors  Locomotives 


Boilers 
Buckets 
Cars 
Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones-Main  2800-280) 
Yards  and  Shops — New  Toronto,  Canada 


ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office— 
95  King  Street  East 
TORONTO 


Works— 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 
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JAEGER 

EQUIPMENT  MEANS 

GREATER 
EFFICIENCY 


And  greater  efficiency  means  better 
work,  more  work,  and  bigger  profits. 

In  the  selection  of  a  "Jaeger"  you 
are  assured  of  a  product  possessing 
many  advantages  not  found  in  any 
other  machine.  Above  all  "Jaeger" 
equipment  is  made  to  stand  hard 
usage  ,  to  suit  all  purposes,  and  has 
been  constructed  throughout  to  give 
long  and  enduring  service. 

Write  today  for  catalogs  covering 
our  complete  line 


The  Jaeger 


Machine  Company 

Ohio 


220  Dublin  Avenue 

Columbus 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Lid. 


SYDNEY,  NOVA  SCOTIA.     SAULT  STE.  MARIE,  ONT. 


SALES  OFFICE: 

400  McKinnon  Building 


TORONTO 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $3.30  per  bbl.  ; 
with  bags,  $4.10;  car  lots,  $2.45  on  the  track, 
with  pkgs.,  $3.25;  5c  per  bbl.  discount  20 
days. 

Lime — in  bulk — grey  69c,  white  79c  per  100 
lbs.,  delivered,  if  not  less  than  2,000  lb.  lots. 
At  the  warehouse,  grey  63c,  white  73c, 
$14.60  ton.  Hydrated  lime,  $17.25  per  ton 
delivered ;  $16.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$30;  buff,  $30;  No.  2,  $26;  common  red 
stock  brick,  $22;  grey,  $22;  wire-cut  brick 
for  foundation  work,  $20.  Milton  Rug  brick, 
$30  to  $35;  Eatonia  brick,  $50;  sand  lime 
brick,  $16.25,  f.o.b.  car  at  King  Edward 
siding,  $14  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $55  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental,  $35,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $25  at  plant, 
$31  delivered  in  city. 

Fire  brick — delivered — Savage,  $75  per  M. ;  S.' 
Crown,  $70;  W.  W.,  $60.    Fire  clay,  $15  per 

ton ;  chimney  tops,  $8.75  each. 

Flue  lining — delivered — list  price — 8*A  x  8'A  in., 
60c  per  ft. ;  8/j  x  13  in.,  90c  per  ft.  Dis- 
cuonts  30  and  10  per  cent,  off  list. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone — 2  in.,  $2.05;  1  in.,  $2.25;  54  in., 
$2.25 ;  crusher  rock,  $2.15 ;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton ;  screened,  $1.70 
per  ton. 

LUMBER   (BUILDING  MATERIAL) 

Retail  Prices  Delivered 
Hemlock — 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $58;  10  and  16  ft.,  $60;  2  x  12  in.,  12 
and  14  ft.,  $59;  10  and  16  ft.,  $61 ;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $61.  No.  2,  $4  less 
than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $65; 
1  x*6  in.,  $67;  1  x  8  in.,  $70 ;  1  x  10  in.,  $75; 
1  x  12,  $80.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $78;  1  x  6  in.,  $82 ;  1  x  8,  $86;  1  x  10, 
$90;  1  x  12,  $103;  2x4,  10-16  ft.  long,  com- 
mon, rough,  $68;  2  x  6,  $70 ;  2  x  8,  $72 ;  2  x 
10,  $76;  2  x  12,  $80.  No.  1  flooring,  $70; 
No.  1  V  or  beaded  sheathing,  4  in.,  $82. 
Pine  trim,  4  in.,  casing,  $4  per  100  ft. ;  5 
in.  ditto,  $5;  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $6.25. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 

2x4  in.,  $63;  1  x  6  and  2  x  6,  $65;  1  x  8 

and  2  x  8,  $67;  1  x  10  and  2  x  10,  $71 ;  1  x 
12  and  2  x  12,  $75. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 

16,  16  x  16,  $80;  12  x  18,  12  x  20,  14  x  18, 

14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 

$85.    These  prices  apply  to  lengths  up  to  32 

ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $10.50;  XX  B.  C,  $8.00; 
N.  B.  extras,  $10.50;  N.  B.  clears,  $9.50; 
No.  1  W.  pine  lath,  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars— $4.75  base;  twisted  and 
deformed,  $4.85;  3/16  in.  and  lighter  $5.25. 

Shapes — Angles,  35  lbs.  and  over,  per  yard,  $4.60 
per  100  lbs.  ;  under  35  lbs.  per  yard,  $4.70 
per  100  lbs. ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $4.60;  under  35  lbs. 
per  yard,  $4.80. 

Plates — 6  ins.  to  60  ins.  wide,  $4.80;  over  60  ins., 
$5.00.  Tank  and  boiler  plates—  lA  in.  and 
over  and  under  36  ins.,  $4.50.  Gauge  plates 
—No.  10,  $5.55;  No.  12,  $5.60;  No.  14,  $5.65 
per  100  lbs.  Black  American  Bessemer  Plates 
— dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $4.50  per  100  lbs. 
Rivets — Button, and  cone  head — 'A"  to  H"  diam., 
$5.80. 


EXTRAS    FOR    SHAPES    AND  PLATES. 

l/10c  per  lb,  for  cutting  to  length  and  providing 
that  leftover  ends  are  desirable.  l/ll>c 
per  lb.  for  beams,  IK,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  1/lOc 
per  lb.  for  Angles  under  5  in.  comhined  legs. 
Teaming  $2. IX)  per  ton.  minimum  cliarge 
$1.5(1. 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized   iron — dealers   not   quoting  prices. 
Cast-iron  pipe — Standard     prices,     carload  lots, 
f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 


SEWER  PIPE 

Sewer  pipe — Toronto  prices,  with  discounts  as  be- 
low, f.o.b.  factory — 4  in.,  30c  per  ft. ;  6  in., 
45c;  8  in.,  70c;  9  in.,  90c;  10  in..  $1.05;  12 
in..  81.35;  15  in..  $1.80;  18  in.,  $2.50;  20  in.. 
$3:  22  in.,  $4;  24  in.,  $4.50.  Discounts— 30 
and  10  per  cent,  off  list. 

Tile  wall  coping — delivered — 8  or  9  in.  wall,  50c 
per  ft.;  12  in.  or  13  in.  wall,  75c  per  ft.; 
18  in.  wall,  $1.50  per  ft.;  carried  in  6,  12. 
18  and  24  in.  lengths.  Discount  30  and  10 
per  cent,  off  list. 

PAINTS  AND  OILS. 

Prices,  delivered. 
White   lead — ground  in  oil,    less  than   ton  lots, 
$18.75  per  100  lbs.;  ton  lots,  $18.50  per  100 

lbs. 

Boiled  Linseed  Oil — in  bbls.,  $2.60  per  gal.  of  9 
lbs. ;  red  lead,  dry,  $17  per  100  lbs. ;  Pure 
putty  in  bulk,  $8.95  per  100  lbs. ;  in  100  lb. 
drums,  $9.80;  in  25-lb.  tins,  $10.05  per  100 
lbs. ;  steel  sash  putty,  in  25-lb.  tins,  $10.30 
per  100  lbs. ;  turpentine,  in  bbls.,  $3.05  per 
Imp.  gal.,  based  on  southern  gauge.  Tur- 
pentine and  oil  in  less  than  barrel  lots,  15c 
extra  per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2c  per  lb. ; 
black,  in  bbls.,  6c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
25c ;  ultra  blue,  dry,  in  bulk,  25c ;  green, 
French  permanent,  dry,  20c ;  ochre,  French, 
dry,  12c;  red  Venetian,  dry,  6c;  sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  12j4c. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.30;  delivered  in 

5    barrel    lots,    $4.75    at    warehouse,  $4.55 ; 

single  bbl.,  $5.55. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — }4   >n.   a"d  1 

45c  per  lb.;  in  700-foot  coils,  42lAc.  Lath 
yarn,  40c  per  lb. ;  in  full  coils,  33c. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton;  lump,  $15. 
Brick— No.   1  pressed,   $24.75;   No.  2  pressed, 

$20.75;  red  rustic,  $21.75;  vertical,  $23.00; 

plastic,  $17.50. 

CONCRETE  SEWER  PIPE 

Straight  pipes   (per  foot)  ;  not  reinforced,  8-in. 

42c;  9-in.  40c;  10-in.  52c;  12-in.  60c;  15-in. 

90c  •    24-in.    $1.20.     Reinforced,   18-in.   90c ; 

21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 

$4.20;  42-in.  $5.50;  48-in.  $7.60. 
CRUSHED  STONE,  SAND,  AND  GRAVEL 
Crushed  Stone— 2  in.,  $1.75;  H-in.  $2.00;  H-in. 

$2.25  per  ton,  delivered. 
Sand— $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.15  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles— 3  in.  x  3  in.  and  up,  $4.75;  1  In. 

x  1  in.  x   %  in.,  25c  extra;   H  in.  x  ii  in. 

'4  in  ,  75  cents  extra.    Boiler  plates—  'A  in. 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  $6.15.  Beams 

and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $5.26,  l.o.b.  Mont 

treal,  net  cash.  Corrugated  iron — 26  gauge, 
$10.00;  28  gauge,  $9.25  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheets 
—Keystone  black,  28  U.  S.  gauge,  $7.25  per 
1(H)  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $85  for  6  in.  and  larger, 
and  $88  for  4  in.  1 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c;  fc 
in.,  70c;  9  in.,  85c;  10  in.,  $1.06;  12  in.,  $1.36; 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  in., 
$4;  24  in.,  $4.60;  27  in.,  $6.60;  30  In.,  $7.20 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  56c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40.  $3.20, 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  In. 
to  30  in.),  $1.20,  $1.80,  $2.80  $3.60,  $4  20, 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28; 
'A,  $1.20,  $1.80,  $3.16,  $4.05,  $4.76,  $6.10. 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Double 
collar.  90c.  $185.  $2.10.  $2.55.  $3.16.  $4.06. 
$5.40;  slant  1  foot  long  side  (4  in.  to  16 
in.).  90c,  $1.35,  $2  10,  $2.55,  $3.16,  $4  06. 
$5.40.  Single  branch  (6  in  »o  9  in.),  3  ft., 
$2.25,  $3.60,  $4.25;  2  and  2'/,  ft  (4  In.  to  SO 
in  ),  $1.35,  $1.80,  $3.15.  $3.85.  $4.75,  $6.10. 
$8.10.  $11.25,  $13.60,  $18.  $20.25,  $32.50,  $5C 
Single  squares  (4  in.  to  30  In.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.),  $1.80,  $2.70.  $4.90,  $6.30,  $7.35,  $10.80, 
$1440,  $20,  $24,  $32.  $36,  $45.50.  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  In.  to 
15  in.),  $3.  $4.  $7.  $9,  $10.50.  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.),  $3.  $4.  $7.    $9.    $10.50,  $18. 

These  prices  are  subject  to  a  discount  of  SO 
per  cent,  for  less  than  car  load  lots  delivered, 
snd  a  discount  of  from  5058  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  $4.30  per  bbl.,  both  less  5%  for  cash. 
Rope — Best  Manilla,  31c  basis  per  pound; 
Beaver  Manilla,  26c  basis;  sisal  rope,  22*^c 
basis;  lath  yarn,  22xAc.  Boiled  linseed  oil — 
in  barrels.  $2.5754  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.55. 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50.000  or  over, 
$17.00;  carload  lots,  less  than  50,000,  $18.00; 
selected  builders  for  veneering  work,  carload 
lots,  $20.00;  "Citadel"  rustic  face  brick,  $26 
to  $30. 

Baker  oven  tile,  15"  x  %Vi"  x  2K".  $25  per  100. 
"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 

splits,  7c  per  superf.  f t. ;  12  x  9  x  3,  solid. 

10c. ;  12  x  8  x  4,  11c. ;  12  x  8  x  6,  18c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel   in  carload  lots,  bags 

returnable  in  good  condition  at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock  Brick — $19.50  per  thousand  delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 14j4c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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Centrifugal  Pumps 


BUILT  IN  CANADA 

Steam,  Belt  or  Electrically  Operated 

ALSO 

Piston  and  Plunger  Pumps  of  all  types. 

We  have  THE  PUMP  for  your 
Special  Requirements. 

Large  stocks  carried  ready  for  immediate 
shipment. 

Write  our  nearest  office  for  prices. 


MUSSENS  LIMITED 

HEAD  OFFICE:— MONTREAL 
BRANCHES:— TORONTO,  WINNIPEG,  VANCOUVER 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS — continued 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel ; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12';  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cvvt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone— 1  </2-m.  to  2-in.,  $3.65  per  yard; 
34 -to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble  stone,    $20.00   per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER   (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $115; 
4  in.  No.  1  and  2  E.G.  Fir,  $115;  4  in.  No. 
3  E.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common  Pine,  $75;  4  in.  No.  3  Pine  or 
Spruce,  $01;  6  in.  No.  1  and  2  E.G.  Fir, 
$110;  6  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $75;  6  in.  No.  2  Com- 
mon Pine,  $80;  0  in.  No.  3  Pine  or  Spruce, 
$70;  2  x  0  No.  1  Common,  $70. 

For  selected  lengths,  add,  Pine,  $5.00;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $5;  for  l'A,  l'A  or  2  inch,  add 
5. 

Birch  and   Maple  Flooring — Clear   (First  Grade) 

—13/10  x  l'A  in.  to  2K  in.  face,  $190;  H 

x  l'A  in.  and  1J4  in.  face,  $147. 
No.  1   (Second  Grade)— 13/10  x  l'A  in.  to  234 

in.  face,  $1S4 ;  ys  x  l'A  in.  and  134  in  face, 

$139. 

No.  2  Factory— 13/10  x  l'A  in.  to  2J4  in.  face, 

$153.00 

Selected  White — 13/16  x  lYt  in.  to  2'A  in.  face, 

$210.00 

DIMENSION  TIMBERS,  No.  1 

6  x  10  to  12  x  12,  up  to  32  ft.  long,  $70;  0  x  14, 
14  x  14,  up  to  32  ft.  long,  $77;  0  x  10,  to 
10  x  10,  up  to  32  ft.  long,  $78;  0  x  18  to  18 
x  18,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  l'/2  in.  to  2 J4  in.  face,  $400;  H 

x  l'A  in.  and  1}4  in.  face,  $350. 
No.  1  (Selects)— 13/10  x  l'/2  in.  to  2%  in.  face, 

$350;  Yt  x  \y2  in.  and  134  in.  face,  $250. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/10  x  l'/2  in.  to  2'A  in.  face,  $300;  Vt 
x  l'A  in.  and  2  in.  face,  $220. 


No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 
$100;  H  x  l'A  in.  and  1J4  in.  face,  $115. 

STEEL  AND  IRON 

Steel— Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs. ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  0  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  02c;  12  in. ,72c;  15  in., 
$1.20;   18  in.,  $1.70;  20  in.,  $2.10;  24  in., 

$2.75. 

Plaster  of  Paris,  $1  in  paper  bags ;  $1.45  in 
jute  bags. 

Plasterers'   Hair — 90c   per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  00  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 

Mixed  Paint — Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal. ;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 

$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $10.50;  up  to  5  tons,  $10.90;  less 
than   ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT.   LIME,  AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keem  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house ;  $10.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house ;  fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan- 
tities. 


LUMBER   (Building  Material) 

Vancouver  prices,  f.o.b.  mills : 
Prices  subject  to  frequent  change.    Mills  operat- 
ing on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $40;  10  x 
10,  $40;  10  x  12,  $40;  10  x  14,  $40.50;  12  x 
12,  $40;  14  x  14,  $40.50;  14  x  16,  $41.50;  6 
x  10,  $40.50;  0  x  12,  $41 ;  8  x  10,  $41 ;  8  x 
12,  $40.50;  10  x  16,  $42;  12  x  16,  $42;  16  x 
16,  $41.50;  0  x  14,  $42 ;  8  x  14,  $42;  12  x 
18,  $43;  18  x  20,  $44;  14  x  20,  $43.50;  16  x 
18,  $43.50;  10  x  20,  $44.50;  18  x  18,  $43.50: 
20  x  20,  $43.50;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50;  1x4, 
$99.50;  1  x  4  flat  grain,  $89.50;  No.  1  and  2, 
1-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  1J4  and  l'A  inch  fir  double  dressed 
$76;  2-inch  fir  double  dressed  $77;  fir  lath, 
$15;  11.  C.  cedar  shingles,  XX,  $5.25;  XXX, 
$7.50;  XXXXX,  $9.25. 

STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  base;  twist- 
ed and  deformed,  $7.50  base;  structural  sec 
tions,  $7.00. 

Galvanized  iron — 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets. 

$11.75;  9  and  10  ft.  sheets,  $11.90  per  square. 
Iilack  steel  sheets,  24  gauge,  $10.35  per  100 
lbs. 

Steel  angles — $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $9.00  per  100  lbs.,  de- 
pending on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  $9.00. 

SEWER  PIPE. 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 

4-in.,  17c  per  ft.;  6-in.,  25c  per  ft.:  8-in.,  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  58c  ft.;  15-ln., 
$1.10  ft.;  18-in.,  $1.80  ft.;  20-in.,  $1.55  ft.; 

24-in.,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van- 
couver, bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— H  in.,  39c  base;   'A  in.,  39^c; 

ii  in.,  40c;   *A  in.,  40c;  second  grade,  33c 

base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  I 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4.5. 

Raw  linseed   oil — In  bbls.,   $2.10  per   gal. ;  red 

lead,  dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk,  Standard,  $6.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


CAST  IRON  PIPE 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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We  make  a  specialty  of 
unloading  cars  of 

SAND,  GRAVEL,  CRUSHED  STONE 
COAL,     CEMENT    AND  BRICK 

Get  our  Prices 

Contractors  Transport  Company 

Main  4570         401  Lumsden  Bldg.,  Toronto 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


For  Sale 

INDUSTRIAL  AND  CONTRACTORS' 
EQUIPMENT 

2 — Marion   Steam  Shovels,   Model  61,   Shop   No.  2822  and  No. 

2823,  2y2  yard  dippers,  first  class  condition. 
1— Model  60  Marion  Steam  Shovel,  Shop  No.  2396. 

4 —  Type  O  Thew  Shovels,  Yt  yard  dippers,  on  traction  wheels. 
All  thoroughly  overhauled. 

1 — V*  yard  Clamshell  Bucket. 
1 — 1%  yard  Clamshell  Bucket. 
1 — 1/4  yard  Clamshell  Bucket. 
1 — Standard  gauge  35  ton,  4  wheel  locomotive. 

5 —  14  to  18  ton  36"  gauge  locomotives. 

25 — 4  yard  36"  gauge  Western  and  K.  &  J.  dump  cars. 

T.  J.  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  5185.    Nights,  Park.  6906. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


CRANE  FITTINGS 
CRANE 

LIMITED 

HEAD  OFFICE  &  WORKS 
1280  ST  PATRICK  ST 

MONTREAL 

BRANCHES:  Toronto,    Winnipeg,  Vancouver. 

SALES  OFFICES:  Halifax,    Quebec,     Ottawa,  Calgary. 
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Bricklayers  Prefer 

RENFREW  LIME 

It  saves  time,  makes  better  mortar,  reqnires 
less  tempering.  Lime,  Brick,  Farm  Tile 
supplied  in  straight  or  mixed  car  lots. 

Get  our  prices. 

Jamieson  Lime  Company 

Renfrew,  Ontario 


FLOORS 

The  Wood  Mosaic  Kind 

For  every  home — Old  or  New.  Can  be 
installed  by  your  mechanics.  Our  5/16" 
flooring  can  be  laid  in  old  or  new  houses. 
We  make  all  kinds  and  thicknesses;  Wood- 
Carpet,  strips,  Plain  and  Ornamental  Par- 
quetry, Tongue  and  Groove  Flooring. 

Send  accurate  measurements  of  rooms 
for  sketch  with  exact  estimate  of  cost  of 
the  flooring  required.  Instructions  for  lay- 
ing  and   finishing   accompany   all  orders 

shipped. 

Floor  laying  firms  in  many  locations  in 
Canada  are  now  handling  our  material. 

Send  for  Free  Catalog 

Wood-Mosaic  Company 

NEW  ALBANY,  INDIANA 


A  f  f   O   New  and  Relaying 
IvJrTLlI— «0  Switches,  Turntables,  Etc. 

Carried  in  Stock 

Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


Tests  made  by  the  Superintendent 
of  a  large  Pacific  Coast  power  plant 
showed  that  the  loss  of  heat  through 
the  common  brick  covering  on  the 
drums  of  a  560  h.p.  boiler  was  equal  to 
390  barrels  of  oil  per  year.  Another 
test,  which  was  run  after  these  same 
drums  had  been  insulated  with  a  course 
of 

Nonpareil 
Insulating  Brick 

For  Boiler  Settings, 
Furnaces  and  Ovens 

showed  that  the  Nonpareil  Brick  reduced  the  loss  to 
only  144  barrels  of  oil  per  year,  a  saving  of  246  bar- 
rels— over  63%.  The  oil  cost  only  70c  per  barrel,  but 
even  at  that  price  the  saving  equalled  $172.20  per  year 
for  the  drums  alone.  And  if  the  whole  setting  had 
been  insulated,  it  would  have  been  many  times  more. 

Results  such  as  these  demonstrate  clearly  the  wis- 
dom of  using  Nonpareil  Insulating  Brick  wherever 
possible.  Their  high  insulating  value  (ten  times  that 
of  fire  brick  or  common  brick),  their  structural 
strength,  their  convenient  form,  and  their  heat  resist- 
ance make  them  the  most  satisfactory  material  on  the 
market  for  the  insulation  of  boiler  settings,  furnaces, 
ovens,  blast  mains,  etc.  And  in  nearly  all  cases  the 
fuel  saved  will  pay  for  the  cost  of  the  insulation  in  a 
year  or  less.  Furthermore,  by  keeping  the  heat  in- 
side where  it  belongs,  much  more  comfortable  condi- 
tions will  be  provided  for  the  men. 

Ask  for  the  booklets,  "Saving  Fuel" 
and  "Good  Furnaces  Made  Better." 
Copies  of  each  sent  free  upon  request. 

Armstrong  Cork  &  Insulation  Co.,  Ltd. 

505  McGill  Building,  Montreal,  Quebec,  Canada 

Brandies  in  the  Principal   Cities  of  United   States  and  Canada. 
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Are  Furnished  in  More 
Than  50  Standard  Styles 


There's  a  selection  of  pumps 
2nd  sizes  for  every  need. 

Every  AMERICAN  pump 
sold  is  backed  by  a  rigid  guar- 
antee. 

Half      a  hundred 
styles  of  centrifugals 
are     illustrated  and 
described  in  Catalog  140. 

For  Deep-Well  Hunger  Pumps,  request 
Catalog  130A. 

The  American  Well  Works 

Gen.  Offices  and  Works:  Aurora.  111. 
Chicago  Office:   First  Nat.   Bank  Bldg. 
Calgary,    Edmonton,    Montreal,  Chatham, 
Vancouver,-  Winnipeg. 


The  Arctic  Water  Meter 


A  PRACTICAL 
FOR  ALL 


WATER  METER 
SEASONS 


The  top  casing  is  made  of  bronze  with  a  cast  iron, 
breakable  bottom  plate,  strong  enough  to  resist  any 
unusual  pressure,  but  designed  to  break  when  ex- 
posed to  the  excessive  strain  imposed  by  freezing. 

When  the  water  freezes  the  added  pressure  of  the 
expanded  ice  breaks  the  lugs  from  the  bottom  of  the 
plate  allowing  the  disc  chamber  and  intermediate 
to  move  freely  with  the  expanding  ice,  the  chamber 
sections  separating  and  relieving  the'  working  parts 
of  the  meter  from  any  damage. 

Made  in         H"  *  ¥a",  H"  and  1"  sizes. 
Send  for  booklet  and  further  particulars. 


Canadian  Sales  Agents 

Booker  &  McKechnie 

285  Beaver  Hall  Hill,  Montreal 


Engineers  and  Contractors 

We  specialize  in 

Heavy 
Timbers 

and 

Long  Joists 

for  Factory  and  General 
Construction 


The  Boake  Mfg.  Co.,  Ltd., 


Wire,  Write  or  Phone  us  for  Prices 

Our  Shipment  is  Prompt 
and  Our  Prices  are  Right 

Howland  Ave.  and  C.P.R.  Tracks 
TORONTO   -  ONTARIO 


78 


THE  CONTRA 


CT  RECORD 


March  17,  1920 


Works  at  Wallcervllle,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


Si 


flMlTED 


TutKtRREGlNEi 

VALVE  HYDRANT  MANUFACTURERS 

WALKERVILLE,ONT. 


Algoma 

Structural  Steel — Merchant  Bars 


Blooms.  Billets  and  Slabs 


Concrete  Reinforcing  Bars 


Shafting — Pulleys — Hangers 
Iron,  Brass  and  Bronze  Castings 


STEEL  RAILS— Open  Hearth  Quality 
All  Sections — 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 


Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 


Basic 


Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 
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Save  Coal  and  Power 

Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 

BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


CHAIN 

Crane,  Dredge,  Conveyor, 
"Hercules"  Steam  Shovel, 
Anchor,  Sling  Chains, 
Common  Coil  Chain. 

Write  for  our  Catalogue 

McKinnon  Columbus  Chain 

LIMITED 

ST.  CATHARINES        -  ONTARIO 


CANADIAN  CHICAGO  BRIDGE 
and  IRON  COMPANY 


Limited 

ELEVATED  STEEL  TANKS 
and  STANDPIPES 

For  Municipal.  Railroad  and  Factory  Service. 
We  also  construct  storage  tanks  for  Oil, 
Molasses,  Pulp,  Acids  and  other  liquids. 

Our  Product  is  Made  in  Canada 

Catalogue  No.  16  gladly  mailed  on  request. 
Our  Engineering  Experience  is  at  your 
Disposal. 

Sales  Office:  Montreal,  Que. 

260  St.  James  Street. 
Works:  Bridgeburg,  Ontario. 


^PWO  LARGE  plants,  an  army  of  long- 
-1-  skilled  workmen,  and  the  valuable 
experience  of  a  quarter-century  are  at 
your  service  when  you  call  upon  the 
DENNIS  SHOPS  for  anything  in 

Ornamental  Bronze  &  Iron 
Wirework  of  all  kinds 

General  Builders'  Ironwork 
Steel  Lockers,  Shelving, 
Cabinets,  Partitions,  Etc. 

Write  for  Folders 

The  Dennis  Wire  and  Iron 
Works  Co.  Limited 
London 


CANADA 


Halifax 
Hamilton 


Montreal 
Winnipeg 


Ottawa 
Calgary 


Toronto 
Vancouver 


Concrete  Bonding 
Locker*  for  Clothes 
Iron  Stairways 


Wire  Screening 
for  all  purposes 


Wire 
Cloth 


Perforated 
Metals 


CANADA  WIRE  &  IRON  GOODS  CO.  HAMILTON 
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Water  Supply 

from 

Deep  Wells 

is  obtained  at  a  mini- 
mum cost  by  use  of  our 
deep  well  pumps. 


Write  for 
Bulletin  26 
explaining 
the  use  of 
Cook's 
Patent 
Brass  Tube 
Well 
Strainer 


A.  D.  COOK 

Lawrenceburg,  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES,  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


THE  ENGINE/REFINEMEN] 
finest  bo*ts  tfoef/oat 


EMERGENCY  POWER 

at  any  speed  up  to  1500  R.P.M.  for  Centrifugal 
Pumps  and  Electric  Generators. 

12  to  600  H.P.  Catalogue  on  Request. 


Sterling  Model  F,  4-cylinder,  75  B.H.P.  Engine,  direct  connected  to 
Worthington  3-stage  fire  pump  at  Berthierville,  Quebec,  suction  6", 
discharge  6",  capacity  900  gal.  per  min.,  speed  900  R.P.M. 

STERLING  ENGINE  CO.,  Dept.  C-9,  Buffalo,  N.Y.,  U.S.A. 

12  to  300  H.P.,  Speeds  of  400  to  1400  R.P.M. 


I 


BUFFALO 
CLASS  "S" 

DOUBLE  SUCTION 
DIVIDED  CASING 

CENTRIFUGAL 
PUMPS 

The  ideal  unit  for  Condenser 
Service — both  for  handling  circu- 
lating water  and  condensate.  Al- 
so especially  adopted  for  General 
Water  Supply,  Booster  Service, 
and  Spray  Systems.  - 
They  maintain  high  efficiency  over  a  wide  range  of  capacities  and  will  not  overload 
|   your  driving  unit.    Built  in  sizes  from  1"  to  48". 

Write  for  Bulletin  270-12 

|  Canadian  Blower  and  Forge  Company  Ltd.,  Kitchener,  Ont. 

Manufacturers  of  Steam,  Power  and  Centrifugal  Pumps  and  Condensers 

Iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiliii 


Class  "S" — Pulley  Driven 


1 
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For  Profitable  Results 


advertise  in  the   most  widely   read  and  leading 
publication,    reaching   the   majority   of  the  con- 
tracting,    engineering     and     municipal  officials. 
Rates  on  application 

Contract   Record   &   Engineering  Review 

347  Adelaide  St  Weil,  TORONTO 


WE  NEED  THE  SPACE 
OCCUPIED  BY 

One  Model  30  Marion  Shovel, 
Revolving,  Long  Boom  and 
Dipper  Stick.   7-8  yd.  Dipper. 

15  Ton  Waterous  Road  Roller. 

20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 

14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 

12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 

25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 

50  Assorted  Two-Wheel  Dirt  Scrapers. 

iy2  yd.  and  2  yd.  Clam  Shell  Buckets. 

8  x  12 — 3  drum  Hoisting  Engine  for  Clam. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

6%  x  8  Double  drum  Hoist  with  Boiler. 
434  x  6  Single  Drum  Builder's  Hoist. 
No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

1  yd.,  Vz  yd.  and  1/3  yd.  Concrete  Mixers. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 

The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Bare  &  Insula- 
ted Electrical 
Wire  &  Cable 
Always  in 
Stock 


Head  Office 

&  Work. 


Toronto 

Ont. 

Phone  Belmont  2300 


Steel  Wire  Rope 
for  Hoisting 
Haulage  and 
Transmission 
Purposes 


District  Offices  and 
Warehouses : 

674   Barrington  St. 
HALIFAX,  N.S. 

592  Notre  Dame  Ave. 

W.,  WINNIPEG 
143    Beaver   Hall  Hill 
MONTREAL 

738-llth  Ave.  West 
CALGARY,  ALTA. 

358  Water  St. 

VANCOUVER 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


-Including- 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 


GALT 


ONTARIO 


Hydrants 
and  Valves 


Material  and 
Wor  kmans  h  ip 
Second  to  None 

Supplied  to  the 
City  of  Toronto 
and  York  Twp. 


Scotch  Derricks 

Hand  and  Power  from  y2  ton  to  6'  ton 
capacity. 

Contractors*  Machinery,  Brick 
Machinery,  Grey  Iron  Castings, 
and  Gear  Cutting 


JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 


March  17,  1990 


THE  CONTRA 


CT  RECORD 


83 


THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS: 
NIAGARA  FALLS 


ONT. 


DHONto 

SPRINKLER 
TANKS 

AND 

TOWERS 

have  stood  the  test  of 
long  years  of  efficient 
service,  saving  their 
owners  thousands  of 
dollars  in  fire  insur- 
ance premiums. 

We  are  specialists  in 
Urban,  Rural  and  Sub- 
urban  Water    Supply  Systems. 

Get  the  benefit  of  our  30  years'  experience  by 
submitting  your  water  problems  to  us. 

Our  Engineering  Department  will  cheerfully 
furnish  blue  prints  and  estimates  free  of  charge. 

Ontario  Wind  Engine  &  Pump  Co. 

Limited 

Winnipeg  Montreal     TORONTO     Regina  Calgary 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos.  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling -Poritlvely  LEAK  PROOF. 
We  are  the  originator*  of  the  BORED  OUT  Wood  Sleeve  Coupling. 
Write  for  Illustrated  Catalosrue. 

850  Hastings  St.  W.      VANCOUVER,  B.C 


Sand.  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Phones.  Office  North  j  664   Evenings.  North  2107 


DOORS  AND 
SASH 

ANNOUNCEMENT 

We  now  have  our  Sash  Factory  fully 
equipped  with  new  and  up-to-date  mach- 
inery, and  are  ready  to  take  on  Sash 
business.  We  solicit  your  enquiries  and 
guarantee  you  our  already  popular  brand 
of  quality  and  service. 

We  have  a  good  Stock  of 

KLIMAX  DOORS 

With  Beautifully  Figured  Three 
Ply  Birch  Panels 


Also  Oak  Pine  and  Chestnut 
DOORS 


THE 


PANNILL 


DOOR 
COMPANY 


131  Front  Street  East,  TORONTO,  ONT. 

Phone  Main  659 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street     -     Vancouver,  B.  C. 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Willis  Chipman,  M.  Eng.   Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
Seo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 
Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals  of   Works  and  Utilities. 
Mall  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 


CONSULTING  ENGINEERS 
It  Toronto  Street  -  TORONTO.  CAN. 
Water  Supply  and  Purification;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
Disposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO  .,Ltd. 

"FARADAY  WORKS- 
LEICESTER     -  ENGLAND 

INTERPHONES 

Cables:  "Lodestone,  Leicester" 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
880  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.     -  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 
Inspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point  of   manufacture,  and   Testing  in 
our  own  Laboratories. 
The   most   up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Uritain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply ;  Sewerage  and  Drainage  :  Water 

Purification;  Disposal  of  Sewage  and  Refute ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birk*  Bldg.  Telephone 

MONTREAL,  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE 


WILLIAM  STORRIE 


M  E. I.C..  M.INST.  C.E..  M.E.I.C..  A.M.INST.  C  E. 

M.AMER.  W.  W.ASSOC.  M.  AMER.  W.  W.  ASSOC. 

GEORGE  G.  NASMITH,  C.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


McAllister  &taylor 

ENGINEERS  &  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
87  Sun   Life   Bldg.,   HAMILTON,  ONT. 
Harbor    Improvements   and  Dredging 
Dams,  Piledriving,  Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


Concrete  Pipe  &  Products 
Company,  Limited 
HAMILTON 
TRY  OUR  SILLS  AND  CORNICE 


Pass  it  along: 

When  you  have  finished 
reading  this  paper  pass 
it  along  to  your  clerks. 
Encourage  them  to  read 
it  regularly--it  will  help 
them  and  that  means  it 
will  help  you. 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  &  Inspectors 

PAVING 
Designed,  Superintended,  Inspected. 
Chas.  A.  Mullen,  Director. 

CEMENT  &  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination 


PCM 


V.  K.  Stalford,  a.i.e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


The  Toronto  Testing  Laboratory 

Limited 
160  Bay  Street,  Toronto 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 83  Esplanade  E.  TORONTO 
Phones-Main  904  and  905 


Crushed 
S 

Steel  and 
Wood 
Water  Pip* 


TancC 
c 
o 


Cut  Stona 
Sand 
Brick 


T.  A.  Morrison  &  Co.,  ^gjflffiff- 


Established  1884. 


Main  2453. 


Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  'Phones— Park    538.    Park  3302. 


March  17,  1020 


THE  CONTRACT  RECORD 

X 


85 


Robert  W.  Hunt 
President 


Charles  Warnock 
Vice  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches;         Toronto         Vancouver         London,  England 


E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Constructicn 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont.; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.       PHILLIPS  SQUARE 

MONTREAL 


Do  You  Want  Crushed  Stone  ? 

That  is  Glean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


J.  P.  Anglin.  B.Sc.         H.  J.  Gross         C.  D.  Harrington,  B.Sc. 
President  Vice   Pres.   &   Treas.   Vice  Pres.  &  Manager 

ANCLIN-NORCROSS 

LIMITED 

CONTRACTING  ENGINEERS  &  BUILDERS 


Halifax  Shipyards.  Halifax 
Crane  Company,  Montreal 
Ames-Holden-McCready,   Ltd.,  Montreal 
Children's  Memorial  Hospital,  Montreal 
Steel  Company  of  Canada,  Montreal 
Canadian  Cottons  Limited,  Cornwall 
Canadian   Cottons  Limited,   Milltown,  N.B 
Canada  Amusement  Company,  Montreal 
Merchants  Bank,  Toronto 
Belding  Paul  Corticelli  Co.,  St.  Johns,  Que 
Belding  Paul  Corticelli  Co.,  Montreal 


MONTREAL 


TORONTO 


Office  &  Power  House 
Large  Industrial  Bldg 
Factory 
Hospital 

Nut  and  Bolt  Works 
Weave  Shed 
Weave  Shed 
Loft  Building 
Bank  Building 
Factories 
Factory 

HALIFAX 


Absolutely 
Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 


DAKE 


SWINGING 
ENGINES 

INSURE 
Speed  'Durability 
Economy 

Contractors  everywhere 
recognize  that  Dake  swing- 
ers save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:   A.   R.  Williams  Machinery  Company,  Limited. 
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MALLEABLE 

IRON 

CASTINGS 

of  the  Highest 
Quality 


2£  PRATT  KS  LETCH  WORTH 
COMPANY,  LIMITED 


Transportation  Building, 


Montreal 


Are  You  Interested  in  the  Export 
Trade  to  Belgium  and  France? 

The  Canadian  Producers 
&    Exporters  Directory 

offers  the  Best  Means  of  Introducing 

Canadian  Manufacturers  to 
Belgian  and  French  Buyers 

Full  information  concerning  Export  Trade  to  the  above 
Countries  upon  application  to 


J.  G.  Van  Wtberghe 


MANAGER 


20  St.  James  Street 
MONTREAL 
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No  More  Leaky  Roofs 

Keep  your  Roofs  watertight 
for  ten  years.    One  coat  of 

STORMTIGHT 

saves  the  cost  of  tearing  up 
old  worn  material  —  saves 
the  cost  of  a  new  roof. 

Permanent  Protection 
No  Repairs  No  Repainting 

Write  for  Literature 

MANUFACTURED  BY 

L.  Sonneborn  Sons  Inc.  ^ft??*  New  York 

DISTRIBUTED  BY 

N.  J.  Dinnen  &  Co.,  Ltd.,  Winnipeg,  Man.  Chapman  &  Flinn,  Ltd.,  Amherst,  N.S. 

John  B.  Keeble  &  Co.,  Toronto,  Ont.,  and  Lon-  E.  F.  Stevens,  Halifax,  N.S. 

don,  Ont.  Sumner  Company,  Moncton,  N.B. 

The  Western  Supply  &  Equipment  Co.,  Calgary,  Shaw  &  Mason,  Ltd.,  Sydney,  N.S. 

Edmonton,  Lethbridge,  Alta.  ■  Spencer  Bros.  &  Turner,  Ltd.,  Truro,  N.S. 
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You  Can  Save  Money 

by  using 


our 


Wire 


Rope 

MADE  IN  CANADA 


The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


For  Road  Repairs 

COMBINE 

Rapidity,  Efficiency 

and  Lack  of  Waste 

with 

Low  Cost 

by  using 

"RANSOME"  Bantam  Concrete  Mixers 

Do  You  Know  That 

We  are  HEADQUARTERS  for 

General  Marine  Supplies? 

Winches,  Windlasses,  Lamps, 

Rigging  Screws,  Shackles,  Blocks, 

"SHIPMATE"  RANGES 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


rt*  1 1  1A         1  •  C  /•  Head  Office 
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MILLIONS  FOR  ASPHALT  ROADS 

'An  ideal  investment  in  the  most  permanent  and  economical  type  of  road. ' 


T!^^hata5ouf 

^   Of  the  total  m.leage  \°^rgest  single  Fed- 

type  construction.   One  whjle  the  larges  ^ 

V  P.  Knott  is  State^j^^^n^  i 

sj  .ittle. 


THE  State  of  Arkansas  is  quietly 
but  surely  setting  the  pace  in 
permanent  highway  construction. 
In  1919  the  State  Legislature  au- 
thorized the  issue  of  $100,000,000 
worth  of  bonds  for  the  construction 
of  8,500  miles  of  highway.  The  work 
will  extend  over  five  years.  Con- 
tracts for  2,600  miles  at  a  cost  of 
$40,000,000  have  already  been  let,  of 
which  it  is  anticipated  750  miles  will 
be  completed  this  year." 

"So  reads  the  report  in  'Successful 
Methods'  for  January,  1920,  and  then 
follows  the  clipping  shown  above." 


"152  miles  of  Hot-Mix  Asphalt  tra- 
versing five  counties  !  The  longest 
single  section  of  road,  to  our  know- 
ledge, of  continuous  type  through- 
out— Hot-Mix  Asphalt  over  a  per- 
manent base." 

"Arkansas  is  not  experimenting. 
The  huge  sum  involved  forbids  that. 
The  type  of  road  chosen  is  the  re- 
sult of  careful  observation  and  se- 
lection. Officials  and  engineers 
alike,  are  convinced  that  Hot-Mix 
Asphalt  is  the  only  pavement  for 
the  permanent  highways." 

"Build  all  highways  and  main 
thoroughfares  of  Hot-Mix  Asphalt 
made  with  Imperial  Paving  As- 
phalts. Easy  on  horses,  ideal  for 
motor  cars  and  trucks,  economical 
to  build,  maintenance  negligible, 
dustless,  smooth  and  resilient,  it  is 
the  highest-rated  permanent  pave- 
ment." 

"All  Imperial  Asphalts  are  made  in 
Canada  at  our  Montreal  East 
Refinery  from  only  the  best  Mexi- 
can Asphaltum  crudes.  Delivery  to 
all  parts  of  Canada  in  specially- 
equipped  tank  cars  or  in  packages." 


IMPERIAli  ASPHAUT 

Proved  through  the  Ages 


IMPERIAL  LIQUID  ASPHALTS     IMPERIAL  ASPHALT  BINDERS 


FOR  DUST  PREVENTION  AND  fOR  MAINTENANCE 
Of  MACADAM.  GRAVEL  AND  EARTH  ROADS 


PENETRATION  ASPHALT  PAVEMENTS 


FIOAD      ENGINE  E  Ft  I1WG  DEPARTMENT 

Imperial  Oil  Limited  -       Toronto  Ontario 
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Wire  Wound  Wood  Pipe  and  C.  I.  Specials 

Our  Pipe  and  Tanks  are  manufactured  from  the  best  grade  of 
B.  G.  Douglas  Fir  in  the  finest  factory  in  Canada.  Complete 

installations  our  Specialty. 

Write  for  Illustrated  Catalogue  Let  us  Solve  your  Problems 

Canadian  Pipe  Company,  Ltd. 

550  Pacific  St.,  VANCOUVER,  B.  C. 
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Economical  and  Efficient 


T5he 

Economic 
Heater 

was  so  named  because 
of  its  remarkable 
ability  to  reduce  the 
amount  of  fuel  con- 
sumption. At  the 
same  time  it  greatly 
increases  the  effici- 
ency of  the  entire 
heating  system. 

So  confident  are  we 
of  its  ability  to  prove 
entirely  satisfactory 
that  we  will  instal 
this  heater  and  if  it 
does  not  give  entire 
satisfaction  we  will 
take  it  out  and  stand 
all  expense. 


EFFECTS 
A  GREAT 
SAVING 
IN  FUEL 
EXPENSES 

15he 

Economic 
Heater 


is  guaranteed  for  twenty 
years  against  leaks  from 
expansion  or  contraction. 

Demonstrations  Freely 
Given. 

Enquiries  Solicited. 


Manufactured  in  Canada  by 

The  Montreal 
Machine  Shop 


LIMITED 


481    Ontario   Street  East 

MONTREAL 


Sole  Agents  for  Ontario  -.—EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  TORONTO,  Ont. 
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LONDON 


The 


name 


of  contracting  equipment  built  and 
designed  for  big  demands 


Demands  that  call  for  proper  materials  well  turned  out  and  on  time,  de- 
mands that  must  have  sturdy,  reliable  machines  with  a  known  reputa- 
tion of  a  constant  production  day  after  day. 

All  this  is  considered  in  manufacturing  our  full  line  of  Concrete  working 
machinery,  Contractors'  Pumps,  Gasoline  Operated  Hoisting  Engines, 
and  Contractors'  Outfits. 


LONDON 
DIAPHRAGM  PUMP 

Equipped  with  Novo  V/2  H.P.  Gasoline  En- 
gine. Capacity  3,000  gallons  per  hour.  Will 
run  24  hours  without  any  attention.  Run- 
ning 10  hours  on  V/2  gallons  of  gasoline.  Just 
the  Pump  for  sewers  or  any  kind  of  work 
where  the  lift  is  not  over  25  feet. 


LONDON 
COMBINATION  MIXER 

Mixes  and  Hoists  your  Concrete 
at  the  same  time 

BUILT  IN  TWO  SIZES.  No.  4  mixing 
capacity  4  cu.  yds.  per  hour.  Hoisting 
Drum  capacity  1600  lbs.  on  single  line. 

No.  6  mixing  capacitp  6  cu.  yds.  per  hour. 
Hoisting  Drum  capacity  2000  lbs.  on  single 
line. 


London  Concrete  Machinery  Co.,  Limited 

LONDON,  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery  lllilllllllllllllllllllllllllllllllllllllll 
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Buildings  of  Beauty  and  Permanence 


Built  of  Durable, 
Damp-Proof 
Concrete  Blocks 

Decidedly  economical 
yet  durable  and  artistic 
are  buildings  built  of 
these  blocks.  They  have 
met  with  the  approval 
of  engineers  and  archi- 
tects everywhere  be- 
cause they  are  made 
from  wet  mix  or  poured 
concrete  which  elimin- 
ates dampness  entirely. 

We  are  now  facing 
these  blocks  with  gran- 
ite which  gives  them  a 
beautiful  sparkling 
granite  finish. 

We  also  manufacture 
machinery  for  making 
these  Concrete  Blocks. 

We  own  the  Canadian 
patents  and  can  give  ex- 
clusive rights  for  any 
territory,  not  yet  sold. 


THE  PRODUCT 


Cast  Stone  Block  &  Machine  Co.,  Ltd. 


THE  MOULD 


Write  us  today  for  a 
copy  of  our  catalogue 
and  further  information 
— you'll  find  it  interest- 
ing. 


302  HOWARD  AVENUE 
WINDSOR  ONTARIO 
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Acetylene  Gas 

The  Prest-OLite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Air  Washing  Plants 

Spray   Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoists 

Canadian  Ingersoll  Rand  Co. 
Northern   Crane  Works. 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 
Ash  Conveyors 

Booker  &  McKechnie 

Ash  Hoists 

Canadian  Link-Belt  Co. 

Asphalt 

Asphalt  Association 
Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Beam  Spans 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Belting   (Transmission,  Elevator, 

Conveyor,  Rubber) 
Dunlop  Tire  &  Rubber  Goods  Co. 
Goodyear  Tire  &  Rubber  Goods 

Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 
Can.  Ingersoll  Rand  Co.,  Ltd. 

Boilers 

Canadian  Mead-Morrison  Co. 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Ingersoll  Rand  Co. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

Mussens  Limited 

Robb  Engineering  Works 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 

Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 
Boiler  Inspection 

Trades  &  Labour  Branch  Dept.. 
Public  Works 
Boxes — Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Brass  Goods 

Duniop  Tire  &  Rubber  Goods  Co. 
Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Brick  Machinery  and  Supplies 

Hepburn  Ltd.,  John  T. 
Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Standard  Steel  Construction  Co. 
Toronto  Steel  Construction  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoincs  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Buckets 

Canadian  Link-Belt  Co. 
Canadian    Mead-Morrison  Co. 


Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 

Buckets — Steel 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

McKinnon  Steel  Company 

Marsh  Engineering  Works,  Ltd. 
Building  Materials 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Cable 

Dominion  Wire  Rope  Co.,  Ltd. 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cars — Steel  Body 

Marsh  Engineering  Works,  Ltd. 

Mackinnon  Steel  Co. 

Williams  Machinery  Co.,  A.  R. 
Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb  Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc..  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co..  Ltd. 
Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian    IngersollRand  Co. 

Dayton  Dowd  Company 

National  Equipment  Company 
Chains 

McKinnon  Columbus  Chain  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Chimneys 

Booker  &  McKechnie 
Coal  Handling  Apparatus 

Canadian    Mead-Morrison  Co. 

Brown   Hoisting  Machinery  Co. 

Canadian   Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O  Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co. 

St.  Clair  Bros. 
Concrete  Culvert  Pipe 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

American  Cement  Machine  Co. 

Hopkins  &  Co.,   F.  H. 

Ideal   Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 

St.  Clair  Bros. 
Concrete  Sewer  Pipe 

Dominion  Concrete  Company 

Vitrified  Clay  Pipe  Co. 


Conduits 

Conduits    Company,  Limited 

National    Conduit  Company 

Contractors 

Anglin-Norcross  Limited 
Archibald  &  Holmes 
Canadian   Engineering  &  Con- 
tracting Co. 
Cape  &  Company,  E.   G.  M. 
Gore,  Nasmith  &  Storrie 
Holmes  &  Co.,  Fred 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Miller  &  Son.  Roger 
Thomson  Bros. 
Wells  &  Gray 

Contractors'  Plant  &  Supplies 

Ball  Engine  Company 

Canadian   Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Brown     Hoisting    &  Machinery 
Company  > 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Link  Belt  Co. 

Dake  Engineering  Works,  Ltd. 

Gartshore,  John  J. 

Hamilton  Bridge  Works  Co. 

Hepburn  Ltd.,  John  T. 

Manitoba  Bridge  &  Iron  Works 

Marsh  Engineering  Works,  Ltd. 

S'essenwein  Bros. 
Contrat  tors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 
Conveying  Appliances 

Brown  Hoisting  Machinery  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Corrugated  Roofing 

Asbestos    Mfg.  Company 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Canadian  Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Northern    Crane  Works 
Creosote  Oils 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada  Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil   Company,  Ltd. 

Sonneborn   Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Doors 

Pannill  Door  Company 
Derricks  and  Derrick  Fittings 

Canadian   Mead-Morrison  Co. 

Hepburn  Ltd.,  John  T. 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Diamonds 

Joyce-Koebel  Company 
Diamond   Saw  Teeth 

Joyce-Koebel  Company 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Canadian   Mead-Morrison  Co. 

Hopkins  &  Company,  F.  H. 


Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 
Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Gartshore,  John  j. 

Hopkins  &  Company,  F.  H. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 
Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 
Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 
Gent  &  Company,  Limited 

Electric   Water  Systems 

Ontario   Wind   Engine   &  Pump 
Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.  B. 

Elevators 

Northern  Crane  Works 
Turnbull  Elevator  Company 

Enameled  Brick 

American  Enameled   Brick  & 
Tile  Company 

Engines 

Canadian   Allis-Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Robb   Engineering  Works 

Waterous  Engine  Works  Co. 
Engines — Swinging 

Canadian  Mead-Morrison  Co. 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W., 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthington,  W.  R. 

Excavators 

Ball  Engine  Company 
Canadian  Mead-Morrison  Co. 
Engineering  &  Machine  Wks.  Co. 
Hopkins  &  Company,  F.  H. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 

Expanded  Metal 

Haines  &  David  Ltd. 

Fans 

Canadian  Blower  and  Forge  Co. 

Fireproofing 

Asbestos  Mfg.  Company 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

RoTjerson-Oleson  Limied 

Trussed  Concrete  Steel  Co. 

Fire  Escapes 

Canadian  Welding  Works 

Dennis  Wire  &  Iron  Works  Co. 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 
Fittings 

Crane  Limited 
Flag  Poles 

MacKinnon  Steel  Company 

Ontario   Wind   Engine   &  Pump 
Company 

McGregor  &  Mclntyre 
Flooring  Materials 

Armstrong  Cork  Company 

Imperial  Oil  Company 

Sonneborn  Sons,  Inc.,  L. 
(Continued  on  ->»«e  8) 
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TRENCH  MACHINE.  (26  ft.  dipper 
stick)  Digging  from  200  to  300  cu.  yards 
a  day  in  16  foot  trench  cut.  One  of  two 
Eries  owned  by  Miller  Bros.,  Youngstown, 


SHELL  unload- 
CLA.h,n  400  tons  of  coal 
ing  more  than  w  w  aver. 

Erie-  e 


RAILROAD   DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of  work  shown 
by  these  photos  can  be  handled  by 
every  Type-B  ERIE  Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  ERIE 
Steam  Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 


PILE  DRIVING  equipment 
breaking  up  concrete  so  that  the 
pieces  will  go  into  dump  wagons 
When  the  shovel  tore  up  the  concretel 
without  breaking,  the  pieces  were  too 
large  One  of  two  Eries  owned  by^= 
Lennane  Bros.,  Detroit 


We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

[Juilders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


Revolving 
Shovels 


QUARRY  WORK  is? 
what  makes  the  strong- 
est boosters  for  the 
Erie,  because  she  is. 
built  to  stajid  roclc 
digging.  "Stronger 
construction  at  every 
point  of  wear  and' 
strain."  Just  ask. the. 
owners  of  this  Erie-- 
Tarbox  &  McCall,, 
Findlay,  Onio. 


STREET  GRADING. 

saw  more  eve  Erie's 

SUbg^cords  on  shallow  cuts, 
speed  records  uu»  one- 
Ask  the  owner  of  this  on  . 
Chas.  Ippohto.  Orange, 

RAILROAD  WORK,  loading 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgh. 


... 
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Forges 

Canadian  Blower  and  Forge  Co. 

Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 

Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario   Wind    Engine    &  rump 

Company 
Osborn  Canada  Ltd.,  Samuel 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown    Hoisting    <k  Machinery 
Company 

Gypsum 

Robertson  Co..  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 

Hauling  Contractors 

Contractors   Transport  Co. 

Heating  Apparatus 

Dunham  Company,   C.  A. 
Canadian  Blower  and  Forge  Co. 
Montreal  Machine  Shop,  Ltd. 

Heat  Insulating  Materials 
Armstrong    Cork  Company 

Heating  Systems  (Steam  Traps) 
Dunham  Company,  C.  A. 


Hoists,  Electric 

Canadian  Link-Belt  Co. 
Northern   Crane  Works 

Hoisting  Apparatus 

Brown  Hoisting  Machinery  Co. 
Canadian  Mead-Morrison  Co. 
Herbert  Morris  Crane  &  Hoist 

Company 
Hopkins  &  Company,  F.  II. 
London  Concrete  Machinery  Co. 
Marsh   Engineering   Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams   Machinery   Co.,   A.  R. 

Hoisting  Engines 

Canadian    Allis-Chambers  Ltd. 

Canadian  Mead-Morrison  Co. 

Hopkins  &  Company,  F.  H. 

Marsh  Engineering  Works,  Ltd. 
Hose 

Dunlop  Tire  &  Rubber  Goods  Co. 

Goodyear  Tire  &  Rubber  Co. 
Hydrants 

Canada  Iron  Foundries 

Kerr    Engine  Company 

Gartsliore-Thompson  Pipe  Co. 

McAvity  &  Sons,  T. 
Industrial  Cars 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 

Hopkins  &   Company,   F.  II. 

McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Company 
Insulation  (Asbestos) 

Asbestos  Mfg.  Company 
Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 

Spielman    Agencies  Regd. 

Standard  Underground  Cable  Co. 
of  Canada  Limited 
Insulating  Bricks 

Armstrong  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton   Bridge  Works  Co. 

Northern  Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 

Hamilton    Bridge  Works  Co. 
Kilns 

Canadian  Blower  and  Forge  Co. 

McKinnon  Steel  Company 
Lead  Pencils 

American  Lead  Pencil  Company 
"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 
Linabestos  Wallboard 

Asbestos  Mfg.  Company 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown    Hoisting    &  Machinery 
Company 
Lumber  (Asbestos) 

Asbestos  Mfg.  Company 
Machinery  Insulation 

Armstrong  Cork  Company 
Malleable  Castings 

Pratt  &  Lctchworth  Co. 

Metal  Lath 

Canadian  Metal  Window  Co. 

Trussed  Concrete  Co.,  Ltd. 
Metallic  Roofing 

Pedlar  People  Limited 
Motors 

Canadian  General  Electric  Co. 

Motor  Trucks 

Tiffin   Wagon  Company 
Ford  Motor  Company 

Nozzles 

Spray  Engineering  Co. 
Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 


Hamilton  Bridge  Works  Co. 

Imperial  Oil  Company,  Ltd. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 
Ornamental  Iron 

Canadian  Welding  Works 

Dennis  Wire  Iron  Works  Co. 
Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 
Packing 

Dunlop  Tire  &  Rubber  Goods  Co 
Paint  (Heated  Surfaces) 

Ric-Wil  Company 

Spielman  Agencies 
Paints  and  Varnishes 

Hopkins  &  Company,  F.  H. 

Spielman  Agencies  Regd. 
Paints  (Bridge  and  Structural  Iron 

and  Pipe  Coating) 

Barrett  Company,  Ltd. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co.,  Ltd 
Paint  Spraying  Equipment 

Spray  Engineering  Co. 
Park  Sprinklers 

Spray   Engineering  Co. 
Paving  and  Paving  Materials 

Asphalt  &  Supply  Company 

Auto  Road  Construction  Co. 

Barrett   Company,  Limited 

Brodies  Limited 

Carey  Company,  Philip 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil   Company,  Ltd. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Warren    Bituminous   Paving  Co. 

Pipe   (Concrete,   Iron   ft  Wood) 

Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thompson  Pipe  Co. 
National  Iron  Works 

(Continued  on  page  10) 


Stop — Read — and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

jj  If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

j|  If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral    Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 


Marsh  Engineering  Works,  Limited, E,t£!ifed  Belleville,  Ontario 

Sales  Agents:  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 


March  24,  1920 
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Patented  in  Canada  Oct.  16th,  1917 
other  Patents  pending: 


Right  Now-! 


You  can  get  a  Keystone  from  Stock 

No  waiting  for  deliveries — No  contracts  lost  while  awaiting  equipment.  You  can  get 
right  down  to  work  and  clean  up  the  job  with  a 


Keystone  Excavator 


Model 
4 


This  fast-working,  100  man  power,  self  propelling  excavator  is  the  right  machine  for 
every  type  of  excavator  work.  Whether  the  job  be  cellar  digging,  ditch  digging,  or 
road  making — the  Keystone  will  do  it,  and  do  it  right.  Buy  now  from  stock — with 
Canadian  dollars. 

LET  US  SEND  YOU  BOOKLET 
Sole  Licensees  and  Builders  for  Canada 

Engineering  &  Machine  Works  of  Canada,  Limited 

ST.  CATHARINES,  ONT. 
Eastern  Sales  Office:  Hall  Machinery  Company,  Sherbrooke,  Que. 


KEYSTONE 


EXCAVATOR 


Model 
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CLASSIFIED   INDEX  TO   ADVERTISEMENTS— Continued 


Pipe  Covering  (Underground) 

Ric-Wil  Company 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Canadian   Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Magnesia,  Asbestos, 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb   Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Waterous  Engine  Works  Co. 


Road  Material  . 
Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement  ;  _ 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 

Rubber  Goods 

Barrett  Company,  Limited 

Road  Oil 

Imperial  Oil  Company,  Ltd. 

Pneumatic  Machinery 

Canadian   Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American   Well  Works 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian    Tngersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis   Company,  John 

Ontario   Wind   Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian   Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Rails 

Sesenwein  Bros. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore.  ojhn  J. 
Hopkins  Si  Company.  F.  H. 

Steel  Company  of  Canada 


Reinforcements,  Concrete  and  Steel 

Haines  &  David  Ltd. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Roving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Materials 

Warren    Bituminous   raving  Co. 

Road  Scraper  Knives 
Shunk  Plow  Company 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Sash 

-  Trussed  Concrete  Steel  Co. 

Saw  Teeth 

Joyce-Koebel  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 

Sheeting 

Barrett   Company,  Limited 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  Co. 

Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 
Roberton-Olsert  Limited 
Robertson  Co.,  H.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Slates 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 

Steel 

Rurlington  Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Steel  &  Coal  Co. 

Toronto  Steel  Construction  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Burlington   Steel  Company 

Krost  Steel  &  Wire  Co. 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art  Metal  Company 


Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 


Steel  Plate  Construction 

Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works,  Co. 


Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel  &  Radiation,  Limited 
Trussed  Concrete  Steel  Co..  Ltd. 


Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario  Wind   Engine   &  Pump 

Company 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Dominion  Tar  &  Chemical  Co. 


Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 


Tile  Moulds 

London  Concrete  Machinery  »o. 

Towers 

Can.  Chicago  Bridge  &  Iron  Co 
Hamilton  Bridge  Works  Co. 


Transformers 

Canadian  General  Eelectric  Co. 

Turnbuckles 

Dominion  Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Gartshore-Thompson   Pipe  Co. 
McAvity  &  Sons,  Ltd. 

Ventilators 

Robertson  Co.,  H.  H. 

Ventilating    ft    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 


Varnishes — Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 


Wall  Ties 

Gait  Art  Metal  Company 

Wallboard   (Asbestos,  Linabestos) 

Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 


Well  Drilling  Plants 
American  Well  Works 
Ontario   Wind  Engine   &  Pump 

Company 


Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
Johnson  &  Sons,  C.  H. 


Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 


Wood  Pipe 

Canadian  Pipe  Company 
Morrison  &  Co..  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tank 
Company 


Wood<  Tanks 

Pacific  Coast   Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 

Company 
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The  HAMILTON  BRIDGE  WORKS  CO., 

Hamilton,  Canada  limited  > 

ENGINEERS  AND 
BUILDERS 

of 

Steel  Railway  Bridges 

Steel  Highway  Bridges 

Steel  Buildings 

Steel  for  Ships 

Steel  Turntables 

Steel  Structures  of 
every  Class 

Enquiries  Solicited 

Capacity    36,000  Tons 


Steel  work  for  Steam  Power  House  recently  erected  for 
The  Dominion  Power  and  Transmission  Co.,  Hamilton. 


Robb  Power  Plants 


Engines 

Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 

Boilers 

Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 

Montreal  Office — Phone  Westmount  6800  Toronto  Office — 20  Victoria  Street 
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Steel  Plate  Work 


Steel  Tanks 
Stand  Pipes 
Smoke  Stacks 
Boiler  Breachings 
Riveted  Steel 

Pipe 
Steel  Bins 
Hoppers 


Structural  Steel 
Work 

Send  us  your  speci- 
fications 

Quality  &  Service 


William  Hamilton  Co. 

Limited 

Peterborough,  Canada 


STEELWORK 

FOR  EVERY  PURPOSE 

We  manufacture  and 
erect — 

GIRDERS, 
COLUMNS, 
TRUSSES, 
etc. 

STEEL 
BUILDINGS 
and 

BRIDGES 

Bars,  angles,  plates, 
beams,  channels,  rivets, 
bolts,  etc.,  in  stock  for 

immediate  shipment. 
A  post  card  will  bring 

Saugeen  River  Bridge,  215  ft.  you  OUr  monthly  Stock 
Span,    16  ft.    Roadway,    Built  and  ...  ■  „  _.„« 

erected   by   us  for   Bruce   County.  Ust         ret"rn  mail- 

Frank  Barber,  Engineer. 

Standard   Steel  Construction  Co. 

LIMITED 

PORT  ROBINSON,  ONTARIO 


ROGER  MILLER  &  SONS  LIMITED 

ENGINEERS  AND  CONTRACTORS 


For  many  years  it  has  been  our 
business  to  advise  on,  plan  and 
execute  all  kinds  of  engineering 
and  contracting,  including 


Docks 
Harbors 
Breakwaters 

Canals 
Industrial 
Plants 


We  shall  be  pleased  to  discuss 
with  you  any  constructional 
work  you  may  be  contemplat- 
ing, and  give  you  the  benefit  of 
our  long  and  varied  experience. 


Toronto  Harbor  Improvements — Portion  of  Western  Sea  Wall  Constructed  in  1919 


Head  Office: 


Lumsden  Building 


TORONTO 


March  24,  1920 
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Buildings  for  Prest-o-Lite  Co.  and  Canadian  National  Carbon  Co.,  Toronto 


PLANT  consists  of  two  buildings  80'  by  400'' 
two  stories  high  with  part  of  one  building 
three  stories  high.  There  are  also  extensions  for 
elevator  shafts,  toilets  and  stairs  outside  the  main 
part  of  buildings. 

We  received  instructions  to  proceed  on  this  work  December 
8th,  1919.  Photo  shows  structural  part  of  both  buildings 
practically  complete  March  16th,  1920,  in  spite  of  severe 
winter  weather. 

Wells  &  Gray  Limited 

ENGINEERS  &  CONTRACTORS 


Branch  Office  :  Head  Office  : 

Bank  of  Commerce  Bldg.,  701  Confederation  Life  Bldg., 

WINDSOR,  ONT.  TORONTO. 
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Driving  principle 
makes  a  big  difference! 


MATCHED  in  a  race  against 
a  modern  ocean  greyhound 
the  old-time  oar-propelled  galley 
would  stand  little  chance  of  sur- 
vival. The  odds  would  be  against 
her  as  regards  speed,  sustained 
endurance,  and  overall  operating 
efficiency. 

Same  way  with  modern  air  drills. 
The  new  Little  Giant  Close  Quar- 
ters Air  Drill  employs  a  sturdy, 
compact  train  of  stub-tooth  gears 
instead  of  the  one-time « 'start  and 
stop"  ratchet  principle  of  secur- 


ing spindle  rotation.  Thus,  power 
is  delivered  in  a  steady,  vibration- 
less  stream.  Lost  motion,  lost 
power,  lost  speed  are  eliminated. 
Result — more  and  better  work. 

This  newest  "Little  Giant"  Drill, 
although  built  especially  for  close 
quarters  use,  is  a  serviceable  tool 
for  practically  any  drilling,  ream-? 
ing  or  tapping  operation. 

Made  in  three  sizes;  weights 
30,  45  and  50  pounds.  Ask  for 
Bulletin. 


Sales  Representatives 

The  Holden  Company,  Limited 

354"356  St.  James  Street,  Montreal,  Canada 
Sales  and  Service  Branches:    TORONTO.  34*  Adelaide  Street,  West    WINNIPEG,  ,50  Princess  Street    VANCOUVER,  8t  Pender  Street     p  ^  h 
Canadian  Factory:    Canadian  Pneumatic  Tool  Company,  Montreal 


BOYER  PNEUMATIC  HAMMERS  -  LITTLE  GIANT  PNEUMATIC  AND  ELECTRIC  TOOLS 
cmSTGO  PNEUMATlH  AIR  COMPRESSORS-VACUUM  PUMPS^ ^PNEUMATO  HOISTS, 
GIANT  OIL  AND  GAS  ENGINES  ^x*gAB?^  ROCK  DRILLS  ■•-  COAL  DRILLS 


I 
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V'.  ■•■•■vlr'i' r./-5" 


Pillar  Brand 

Wall  Plasters 


/or 

Permanence 
Firmness  and 
Beauty  of  Finish 


msmm 


',-'-'v..-'Vt4, 


f\UR  LINE  is  extensive — covering 
V-/  everything  in  Gypsum  Products— 
from  crude  rock  to  the  finest  Dental 
Plasters. 

The  Iona  Gypsum  Company,  Ltd. 

Iona,  N.  S. 


t  5^         3?L  ApS*! 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma   Steel   Corporation    75 

American  Enameled  Brick  and  Tile 

Company   22 

American  Lead  Pencil  Company  . . 

American  Well  Works   

Anglin-Norcross  Limited   81 

Archibald  &  Holmes   

Armstrong  Cork  Company   

Asphalt    Association,  The   

Ault  &  Wiborg  Co   69 

Auto  Road  Construction  Co   29 

Raines  &  David  

Ball  Engine  Company   7 

Barber,  Frank   80 

Barrett  Company  

Boake  Mfg.  Company   

Bolender  Bros   24 

Booker  &  McKechnie  

Boving    Hydraulic    &  Engineering 

Company  

Brantford  Roofing  Company   2T 

Britnell  Company,  Limited    7-i 

Brodies,  Limited   70 

Brown  Hoisting  Machinery  Co.  .  .  . 
Burlington  Steel   Company    C7 

Canada  Cement  Company    28 

Canada  Crushed  Stone  Corporation 
Canada  Iron  Foundries,  Limited   .  .  78 

Canada  Wire  &  Cable  Co  

Canada  Wire  and  Iron   Goods  Co. 

Canadian  Allis-Chalmers   IS 

Canadian  Blower  and  Forge  Co.  . .  . 
Canadian  Chicago  Bridge  and  Iron 

Company   70 

Canadian  Des  Moines  Steel  Co.  ...  69 
Canadian   Engineering   &  Contract- 
ing Company   73 

Canadian  Equipment  Co  

Canadian  Ingersoll-Rand  Co  

Canadian    Inspection    and  Testing 

Laboratories   80 

Canadian  Johns-Manville  

Canadian  Link-Belt  Co  

Canadian  Mead-Morrison  Co   24 

Canadian  Metal  Window  Co  

Canadian  Pipe  Company,  Ltd   2 

Canadian    Producers    &  Exporters 

Directory   23 

Canadian      Self-Locking  Concrete 

Wall  Company   27 

Canadian  Surety  Company    66 

Canadian  Welding  Works   

Cape  &  Company,  E.  G.  M   81 

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co.  . .  5 

Chipman  and  Power,  Ltd   80 

Colwell  Sand  and  Gravel  Co  

Conduits  Company,  Limited    69 

Consumers   Gas  Company    76 

Contractors  Transport  Co   79 

Cook,  A.  D   80 

Concrete  Pipe  &  Products  Co.   ...  80 

Crane  Limited   79 

Crushed  Stone,  Limited   81 

Dake  Engine  Company   81 

Dennis  Wire  and  Iron  Company  .  .  . 
Dept.  of  Public  Works   24 


Dominion  Concrete  Company  ....  22 
Dominion   Engineering  and  Inspec- 
tion Company   80 

Dominion  Paint  Works  

Dominion  Tar  &  Chemical  Co.   ...  20 

Dominion  Wire  Rope  Co   84 

Dunham  Company,  C.  A   72 

Dunlop  Tire  &  Rubber  Goods  Co. 

Engineering    &    Machine  Works  of 

Canada,  Limited    9 

Ford  Motor  Company  

Foyle,  W.  &  G  

Gait  Art  Metal  Company   74 

Gartshore,  John  J  

Gartshore-Thompson  Pipe  &  Foun- 
dry Company   71 

Gent  Company   80 

Goldie  &  McCulloch  Co  

Goodyear   Tire   &   Rubber   Co.    . . . 

Gore,  Nasmith  &  Storrie   80 

Hamilton  Bridge  Works  Co   11 

Hamilton  Co.,  Wm   12 

Harvard  Turnbull  Co   74 

Hepburn,  John  T   74 

Holden  Company,  Limited    14 

Holmes  &  Sons,  Fred    80 

Hopkins  &  Company,  F.  H   84 

Hunt  &  Companv,  Robert  W   81 

Hynes,  W.  J  

Ideal  Concrete  Machinery  Co   70 

Imperial  Oil  Limited    1-19 

Independent  Concrete  Pipe  Co.   .  . . 

Tnglis   Company,  John    65 

Iona  Gypsum  Company   15 

Jaeger  Machine  Company   20 

James  &  Company,  E.  A   80 

Jamieson  Lime  Company  

Johnston  &  Sons,  C.  H   31 

Katie  Foundry  Company   68 

Kerr  Engine  Company,  Ltd   75 

Koebel  &  Company,  Joyce    24 

Lea.  R.  S.  &  W.  S.  . . .    8" 

London  Concrete  Machinery  Co.  .  .  4 
London  &  Lancashire  Guarantee  & 

Accident  Company   66 

MacKinnon  Steel  Cor   26 

MacLean  Daily  Reports   66 

Manitoba  Bridge  &  Iron  Company. 

Mansfield   Engineering  Co  

Maritime  Bridge  Works  Co   79 

Marsh  Engineering  Works    8 

McAllister  &  Taylor   80 

McAvity  &  Sons,  T  

McGovern,  T.  J   79 

McGregor  &  Mclntyre    79 

McKinnon  Columbus  Chain  Co.  ...  79 

Metal  Shingle  &  Siding  Co   32 

Miller  &  Sons,  Roger   12 

Milton  Hersey  Company   80 

Montreal  Machine  Shop    '■; 

Morris  Crane  &  Hoist  Co.,  Herbert  73 

Morrison  &  Co.,  T.  A   80 


Musseiis  Limited   77 

Napanee  Iron  Works   71 

National  Conduit  Company    82 

National  Equipment  Co  

National  Iron  Corporation    70 

Neptune  Meter  Company   69 

Northern  Electric  Company  

Northern  Crane  Works,  Ltd   69 

Nova  Scotia  Steel  and  Coal  Co.  . . . 

Ormsby  Company,  Ltd.,  A.  B.   . . .  32 

Ontario  Rock  Company   17 

Ontario  Wind  Engine  and  Pump  Co.  73 

Osborn  Canada  Ltd.,  Samuel  

Owen  Bucket  Company   22 

Pacific  Coast  Pipe  Company   73 

Pannill  Door  Company  ...    73 

Pratt  &  Letchworth   82 

Prest-O-Lite  Company   68 

Port  Credit  Brick  Co.  .:  

Portland   Cement   Association    21 

Reid  &  Brown  Structural  Steel  and 

Iron  Company   go 

Ric-wiL  Company  

Robb  Engineering  Works   11 

Robertson  Co.,  H.  H  

Roberton-Olsen,  Ltd   71 

Scully,  A.  A   72 

Sessenwein  Bros   24 

Shunk  Plow  Co   71 

Sonneborn  Sons,  L.,  Inc  

Spielman  Agencies  

Spray  Engineering  Company   20 

Stalford,  V.  K   80 

Standard  Motor  Sales   31 

Standard  Steel  Construction  Co.  ...  12 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   79 

Steel  Company  of  Canada  

Steel  &  Radiation   81 

Sterling  Engine  Company   

St.  Clair  Bros   29 

Thompson  Bros   80 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 
Toronto  Steel  Construction  Co.   . .  72 

Toronto  Testing  Laboratory   80 

Trades  &  Labor  Branch,  Dept.  of 

Public  Works   24 

Turnbull  Elevator  Company   83 

United  States  Fidelity  &  Guaranty 

Company  

Universal  Equipment  Co   71 

Vancouver  Wood    Pipe    and  Tank 

Company  

Vitrified  Clay  Pipe  Co   HO 

Warren  Bituminous  Paving  Co.  ...  25 
Waterous  Engine  Works  Company 

Wells  &  Gray   13 

Wettlaufer  Bros  

Williams  Machinery  Co.,  Ltd.,  A.  R.  68 

Wood  Mosaic  Company  

Worthington,  W.  R   80 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Trap  Rock  Best  Concrete 

Aggregate 
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Relative  Reductions  of  Test  Specimens 
Consistency  Abrasion  Test 


The  accompanying  diagram  shows  result  of  test 
made  on  Ontario  Rock  Company's  Trap  Rock, 
and  presented  in  pamphlet  by  L.  V.  Edwards  to 
the  American  Society  for  Testing  Materials.  The 
test  was  made  after  three  months,  and  the 
"rattler"  abrasion  test  was  applied.  Two  sets 
of  test  cylinders  were  made.  In  the  first  set  the 
stone  aggregate  was  broken  limestone  of  good 
quality,  and  in  the  second  a  good  quality  of 
broken  trap  rock.  The  diagram  shows  the  per- 
centages of  reduction  in  weight  resulting  from 
1800  revolutions  and  from  3600  revolutions  of 
the  machine. 

Write  for  further  particulars  to  the 


Ontario  Rock  Co.,  mute* 


Crown 
Office  Bid. 
TORONTO 


Sold  separately 


Reinforced 
Concrete  Construction 

Series  of  Three  Volumes 

By  G.  A.  Hool,  Associate  Professor  of  Structural 
Engineering,  University  of  Wisconsin. 

You  probably  know  something  about  these  books — 
How  they  came  out  without  the  advantage  of  a  widely  known  name 
as  author. 

How  the  leading  civil  engineering  papers  hailed  them  as  the  best 
on  the  subject. 

How  they  were  at  once  recognized  as  the  most  useful  and  practical 
books  that  have  appeared. 

They  are  today  standard  among  engineers,  architects  and  contrac* 
tors,  as  well  as  in  colleges. 

Vol.  1 — Fundamental  Principles,  254  pages,  6  x 

9,  88  illus.,  $3.00  net,  postpaid. 
Vol.  II — Retaining  Walls  and   Buildings,  675 

pages,  6x9,  412  illus.,  34  plates,  $6.00  net 

postpaid. 

Vol.  Ill — Bridges  and  Culverts,  688  pages,  6x9, 
over  600  illus.,  41  plates,  $6.00  net,  postpaid. 

SEND  YOUR  ORDERS  TO 

Contract  Record  &  Engineering  Review 

.  347  Adelaide  St.  West,  TORONTO 
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Twenty-Four 
Hour  -Service 


.E.   Pipe   Fittings  are  "Made  in 
inada."  We  maintain  fully  equipped 
;s  Branches  from  Coast  to  Coast, 
[mediate  shipments  can  he,  and  are, 
le  from  Stock. 

!  above  reasons  alone  are  enough 
warrant  the  confidence  that  Archi- 
ts  and  Builders  place  in  C.G.E. 
Service.  When  it  is  taken  into  con- 
sideration that  there  are  ten  separate 
and  distinct  inspections  that  C.G.E. 
Pipe  Fittings  must  pass  before  they 
are  allowed  to  be  put  into  stock,  it  is 
no  wonder  these  Fittings  have  such 
an  enviable  reputation. 

The  above  features  are  worth  serious 
consideration  when  next  you  order 
Pipe  Fittings. 


Our  nearest  Sales  Branch 
is  at  your  disposal 


Canadian  General  Electric  Co.,  Limited 

Head  Office  -  TORONTO 


MONTREAL      QUEBEC,     SHER  BROOKE.     HALIFAX,,  SYDNEY.     ST.   JOHN,  OTTAWA, 
HAMILTON     LONDON.    WINDSOR.    COBALT,    SOUTH  PORCUPINE,  WINNIPEG, 
CALGARY,    EDMONTON,    NELSON,    VANCOUVER,    and  VICTORIA. 


4,  1920 
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Lubricants 

For  Manufacturing, 
Mining  and  Milling 

Cylinder  Oils 

Imperial  Valve  OH 
Imperial  Cylinder  Oil 
Imperial  Capitol  Cylinder  OH 
Imperial  Beaver  Cylinder  Oil 
Imperial  20th  Century  Cylin- 
der Oil 

ENGINE  OILS 

Imperial  Kearsarge  Engine  Oil 
Imperial  Solar  Red  Engine  Oil 
Imperial  Atlantic  Red  Engine 
OH 

Imperial  Junior  Red  Engine 
OH 

Imperial  Bayonne  Engine  Oil 
Imperial  Renown  Engine  and 

Dynamo  Oil- 
Imperial  Standard  Gas  Engine 

Oil 

Imperial  Arlo  Compressor  OH 

Refrigerating  Machine 
Oil 

Imperial  Polar  Machine  Oil 


Lower  Operating  Costs 

FACTORY  owners,  mill  superintendents  and  pro- 
duction managers  are  daily  becoming  more  and 
more  interested  in  correct  lubrication.  They  have 
found  that  correct  lubrication  means  lower  operating 
costs,  smaller  depreciation  charges,  fewer  repair  bills 
and  increased  production  capacity. 

Correct  lubrication  not  only  demands  the  use  of  high 
quality  lubricants,  but  lubricants  carefully  chosen  for 
their  fitness  to  meet  the  needs  of  different  mechanical 
operations  and  varying  service  conditions. 

Imperial  Lubricants  are  a  complete  line.  Carefully  for- 
mulated, tested  and  graded.  In  the  list  on  the  left  is 
the  proper  lubricant  for  every  type  of  machine. 

Imperial  Polarine  oils  and  greases  for  automobiles  and 
trucks;  Imperial  Kerosene  Tractor  oils  and  other  farm 
lubricants  and  Imperial  Household  Lubricant  for  the 
home  are  standards  of  quality.  From  one  end  of  the 
Dominion  to  the  other,  Imperial  Lubricants  lead  in  every 
field. 

Imperial  Lubrication  Engineers  will  be  glad  to  co-operate 
with  your  own  mechanical  engineers  in  making  investi- 
gation and  recommendations  for  the  correct  lubrication 
of  your  plant.  Address  us  at  50  Church  St.,  Toronto, 
or.  any  of  our  branches. 


IMPERIAL  OIL  LIMITED 

Power  ♦  Heat  ♦  Light  *  Lubrication 

^  BRANCHES  IN  ALL  CITIES 


'.'II 
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Jaeger  Efficiency 


Jaeger  efficiency  is 
well  known  and  ap- 
preciated among  con- 
tractors and  engineers 
wherever  used. 

Its  speed  and  econ- 
omy also,  has  been 
developed  to  an  un- 
usual degree—the  out- 
come of  many  years 
in  supplying  the 
building  trade  with  a 
line  of  superior  equip- 
ment. 


"The  Jaeger  Mix- 
A-Minute"  is  made  in 
all  sizes,  and  will  do 
any  work  demanded 
of  it.  Whether  en- 
gaged in  the  building 
of  a  "silo  or  a  sky- 
scraper" there  is  a 
"Jaeger"  to  suit  your 
requirements. 

Write  today  for  cata- 
logues covering  our 
complete  lines. 


The  Jaeger  Machine  Company 

COLUMBUS,        -  OHIO 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.     SAULT  STE.  MARIE,  ONT. 

SALES  OFFICE:  TADHMTn 

400  McKinnon  Building  *  M  IUKUN1U 
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Speaking  of 

CONCRETE  ROADS 
STREETS  and  ALLEYS 

53,000,000  Square  Yards 
W^ere    Placed  Under 

During  1919— 

Over  twice  that  of  any  previous  year. 
Every  state — your  state — contributed  to 
this  total.  Public  preference  is  expressed 
in  this  record.     Watch  1920! 

Concrete  highways  defy  the  poundings 
of  traffic  year  in  and  year  out.  They 
won  t  blow  away  during  dry  weather, 
won  t  wash  away  m  wet  weather.  Let 
weather  and  season  change  —  the  road 
won  t  —  for  any  day,  any  season  is  just 
same  to  a  concrete  road.  It  s  not 
what  they  cost  to  build  but  the  little 
they  cost  to  maintain  that  makes  con- 
crete pavements  economical. 

People  know  what  they  want  and  ask 
for  it  —  concrete— a.  dollar  of  value  for 
every  dollar  that  they  are  so  generously 
investing  m  improved  highways. 

PORTLAND  CEMENT  ASSOCIATION 


Atlanta  Des  Moines  Kansas  City  New  York  Seattle 

Chicago  Detroit  Los  Angeles  Parkersburg  St.  Louis 

Dallas  Helena  Milwaukee  Pittsburgh  Washington 

Denver  Indianapolis  Minneapolis  Salt  Lake  City  Portland,  Oreg. 

San  Francisco 
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American  Enameled  Brick 

Have  you  considered  the  advant- 
ages of  White  Enameled  Brick  for 
interior  work? 

Dark  places  made  light,  unsani- 
tary conditions  made  sanitary.  No 
painting,  no  maintenance,  easily 
cleaned  with  soap  and  water. 

Their  permanent  value  makes 
this  material  the  cheapest  that  can 
he  used. 

Millions  of  our  brick  furnished 
for  exterior  and  interior  purposes 
in  the  United  States  and  Canada. 

See  Sweet's  Catalogue,  U.S.A. 
or 

Specification  Data — Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

52  Vanderbilt  Ave.,  New  York  City. 

Representatives  in  all  principal  Canadian  Cities 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE      -  ONTARIO 


Sewers 

and 

Culverts 

built  from 

Our  Concrete 

give  maximum  service 
at  minimum  cost 

(LARGE  STOCK  ON  HAND) 
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Words 
Words 
Words 


•I  "Let  me  write  the  copy  and  my  office  boy  can  make  the  adver- 
tising contracts."  This  remark  is  attributed  to  Mr.  C.  W.  Post, 
of  Grape  Nuts  fame.  That  he  carries  this  fundamental  truth  in- 
to his  own  business  is  evidenced  by  the  fact  that  in  a  remarkably 
short  time  he  made  known  to  many  millions  of  people  his  own 
products. 

1§  Carlyle  has  very  aptly  said,  "Words,  right  words,  bring  mind 
in  harmony  with  mind."  Therefore  a  desirable  and  harmonious 
state  of  mind  can  only  be  created  by  forcible  copy  and  effective 
illustration. 

<5  Your  copy  is  the  brain  of  your  advertising  space.  Are  you 
getting  the  most  out  of  it? 

*J  If  you  think  not,  we  will  place  at  your  disposal  the  services  of 
men  skilled  in  the  production  of  strong,  forcible  copy. 

OUR  SERVICE  DEPARTMENT 

is  organized  for  the  benefit  of  our  advertisers,  is  fully  equipped 
to  handle  the  writing  of  your  copy,  the  preparation  of  any  art 
work  you  may  require,  and  the  making  of  any  necessary  engrav- 
ings. The  staff  is  fully  experienced,  and  many  national  adver- 
tisers have  their  advertisements  prepared  by  our  Service  Depart- 
ment. No  charge  is  made  for  writing  copy. 

f§  If  you  feel  your  copy  could  be  improved  and  made  more  at- 
tractive, just  send  on  the  data  you  think  would  be  helpful  to  us. 
We  will  then  prepare  copy  suggestions  for  your  approval. 

<J  Why  not  take  advantage  of  the  service  we  offer? 

(ontract  Record 

^Engineering  Review 

341  Adelaide  St.,  West 
TORONTO 
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MEAD-MORRISON 


Hoisting 

and 

Conveying  Machinery 

Built  by  Canadians 

LIFTS  THE  LOAD  OF  INDUSTRY 

Users  of  "  MEAD-MOR- 
RISON "  machinery  rely 
on  the  DEPENDABLE 
SERVICE  which  assures 
absence  of  Break  Downs 
and  smallest  cost  for  op- 
eration and  maintenance. 


Steam  Hoists 
Electric  Hoists 
Mine  Hoists 
Dredging  Machinery 
Coal  and  Ore  Handling 
Plants 

Clam  Shell 
and 

Orange  Peel  Grab 
Buckets 


Contractors  for  Complete 
Labor  Saving  Plants 

PUT  THE  PROBLEM  UP  TO  US! 

CANADIAN  MEAD-MORRISON  CO. 

LIMITED 

£NGM££RS  MANUrACTUP£RS  &  CONrfiACTOPS 
WorAx  Grn'rr/l 'Sa/es  OfO'ces 
WELLAND.  ONTARIO  £85  BEAVER  HALL  HILL.MONTREAL  . 


Crushed  White  Stone 
Marble  Dust 

Graded  from  l/2  n  to  dust,  makes 
concrete  look  better,  for  facing 
blocks,  bricks,  etc.  Unsurpassed 
for  stucco,  white  plastering,  floor 
finish.    Samples  and  prices. 

White  Star  Mine,  Haliburton,  Ont. 


Diamonds 

For  Sawing  Stone 


Furniss  Clarke  &  Co. 

364   University  Street, 
MONTREAL,  CANADA. 


Sole  Canadian  Agents  for 
The  Joyce-Koebel  Co., Inc. 

New  York  London 


IMMEDIATE  DELIVERY  FROM  STOCK 


Railway  and  Track  Supplies 

For  Lumber  and  Contractors' 
requirements 

Rails,  Locomotives,  Accessories, 
Cars,  Lion  Brand  Babbitt  Metal 

Correspondence  solicited 

Sessenwein  Bros.,  Montreal 


DEPARTMENT  OF  LABOUR 

Ontario  Government 

NOTICE 

To  Manufacturers,  Dealers,  and  Users  of 
Steam  Boilers 

All  steam  boilers  built  in,  or  entering  the  Province  of  Ontario,  and 
boilers  exchanged  or  repaired,  are  subject  to  Government  Inspec- 
tion as  prescribed  in  the  Steam  Boilers  Act,  3  George  V.,  C.  61. 

Before  any  work  of  repair  or  alteration  is  commenced  on 
any  boiler,  notice  must  be  sent  to  the  Department  stating 
the  nature  and  extent  of  the  repairs  or  alterations  proposed 
to  be  made.  If  the  Chief  Inspector  should  consider  such 
repairs  or  alterations  of  an  extensive  character,  the  boiler 
must  be  inspected  in  accordance  with  the  Regulations  by  an 
Inspector  authorized  under  the  Act. 

All  communications  should  be  addressed  to  the  Steam  Boiler 
Branch,  Department  of  Labour,  Parliament  Buildings,  Toronto. 
HON.  W.  R.  ROLLO,  \V.  A.  RIDDELL,  M.A.,  Ph.D., 

Minister  of  Labour.  Deputy  Minister  of  Labour. 

D.  M.  MEDCALF,  Chief  Inspector  of  Steam  Boilers. 
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For    Urban,    Provincial,    Interprovincial  and 
Country  roads  where  a  maximum  of  effi- 
ciency and  stability  in  road  surfacing  is 
required,    specify    the  pavement 
that  you  can  bank  on.  The 
pavement  that  has  proved 
itself  Best  by  Every 
Test  since  adopt- 
ion in  Canada 
in  1902. 


-Built 
and  Guar- 
anteed   in  31 
Ontario     and  Maritime 
Towns,    Cities   and  Suburbs 
by  The  Warren  Bituminous 
Paving    Co.    of     Ontario,  Limited 

McKinnon  Building  Toronto,  Ontario 


Are  You  Interested  in  the  Export 
Trade  to  Belgium  and  France? 

The  Canadian  Producers 
&   Exporters  Directory 

offers  the  Best  Means  of  Introducing 

Canadian  Manufacturers  to 
Belgian  and  French  Buyers 

Full  information  concerning  Export  Trade  to  the  above 
Countries  upon  application  to 


J.  G.  Van  Wtberghe 


MANAGER 


20  St.  James  Street 
MONTREAL 
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Any  Fair  Sized  Job 
Pays  for  the  Spraco 
Painting  Equipment 

Manufacturers  have  echoed  this 
statement  throughout  the  country. 

Actual  Savings  of  $40.00  per  floor 
in  painting  factories  and  mills  is 
nothing  unusual. 

One  man  with  the  Spraco  Paint 
Gun  can  do  the  work  of  6  to  12 
experienced  painters  using  hand 
brushes. 

It  paid  others — it  will  pay  you. 

Suppose  you  send  for  the  Bulletin 
No.  P-ll  to-day. 

Spray  Engineering  Co. 

BOSTON,  Mass.,  U.S.A. 

Manufacturers    also     of     Spraco  Cooling 
Ponds,  Air  Washers,   Spraco  Nozzles, 
Vaughan    Flow  Meters. 


Drummond  Apartments— Montreal 


The  steel  structure  for  the 
new  Drummond  Apartments, 
Montreal,  was  fabricated  and 
erected  by  us. 

Our  experience  in  the  de- 
signing and  erection  of  all 
kinds  of  steel  structures,  as 
well  as  our  large  and  compe- 
tent Starr,  qualify  us  to  carry 
out  this  work  efficiently,  rapid- 
ly and  economically. 

We  would  welcome  an  op- 
portunity to  discuss  with  you 
any  project  you  may  have  in 
mind  in  which  steel  construc- 
tion is  one  of  the  requirements. 


-t*1 


MacKINNON  STEEL  CO.  LIMITED 


Montreal  Office — 404  New  Birks  Building 


SHERBROOKE,  QUE. 
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SELF-LOCKING 


CONCRETE 

Non-Porous 

Pre-Cast 

Slabs 


SAWYER 
YSTEM 


Can.  Pat.  No  188.642 


WALL 

Continuous 
Hollow-Air 
Chambers 


CONSTRUCTION 


Speediest  Erection  Known.    A  Uniform  Degree  of  Temperature  Maintained  at  Minimum  of  Expense 

LOWEST  HL»»  COST 
NO  ~  COSTS 
ELIMINATES 

Manufacturing  Plants  Are  Being  Established  Throughout  Canada. 
Write  for  Information  for  Your  District  to: — 

The  Canadian  Self-Locking  Concrete  Wall  Co.  (S  YSTEM*),  Ltd 


OF  ANY  TYPE  OF  PERMANENT 
CONSTRUCTION 

PERMANENT,  EVERLASTING 

ADAPTABLE  TO  ALL  TYPES  OF  STRUCTURES 

TIME 
EXPENSE 

INACCURATE  ESTIMATES 


119  Board  of  Trade  Building, 


MONTREAL 


BRANTFORD 

Asphalt  Slates 

Artistic  Roofing  for  Substantial  Homes 
and  the  Better  Class  of  Buildings 


The  coming  roof  for  churches,  homes  and  the 
better  class  of  buildings  is  the  beautiful,  mod- 
ern Brantford  Asphalt  Slate. 

People  look  twice  at  a  home  covered  with  these 
softly-colored  slates  of  reddish  brown  and  dark 
green,  which  harmonize  with  the  surroundings 
and  are  so  suggestive  of  permanency. 

Brantford  Asphalt  Slates  are  as  lasting  as  they 
look.    When   laid   thev   form   a   thick,  strong 


layer  of  crushed  slate  and  asphalt  that  defies 
rain,  snow,  frost  and  the  burning  sun,  even  fire 
itself.  They  lie  closely  and  firmly  to  the  roof, 
and  their  crushed  slate  surface  retains  its  natural 
color  year  after  year. 

Let  us  furnish  you  with  samples,  prices  and  fur- 
ther information  about  this  highly  efficient  and 
attractive  all-Canadian  Roofing.  Let  us  show 
you  pictures  of  beautiful  Canadian  homes  roofed 
with  Brantford  Asphalt  Slates. 


.Limited 


Brantford  Roofing  Co 

Head  Office  and  Factory :  BRANTFORD,  Ont. 
Branches  at  Toronto,  Montreal,  Halifax,  Winnipeg 
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CANADA  CEMENT 

CONCRETE 

FOR  PERMANENCE 


Concrete 


Equally  desirable  for 
Business  Streets 
Residential  Streets 
or  Important  Roads 


HERE  are  shown  photographs  taken 
in  St.  Catharines  and  Merritton, 
the  citizens  of  both  these  muni- 
cipalities in  the  Niagara  Peninsula  hav- 
ing realized  that  Concrete  provides  the 
logical  solution  of  their  paving  problems. 

The  upper  illustration  shows  Maple  Ave- 
nue, St.  Catharines.  In  that  city  the 
first  Concrete  paving  was  done  in  1915 — 
about  1,000  square  yards.  At  present 
there  is  in  St.  Catharines  and  the  adjoin- 
ing neighborhood  about  55,000  square 
yards. 


The  lower  picture  is  a  view  of  the  Merrit- 
ton Main  Street.  The  car  tracks  and  the 
right  side  of  the  street  were  paved  in 
1915— the  left  side  in  1919. 

Concrete  paving  is  not  expensive.  Ex- 
pense is  only  a  relative  term.  Concrete 
pavement  is  cheaper  in  first  cost  than  any 
other  equally  durable  type — in  last  cost 
it  is  likewise  economical,  because  a  Con- 
crete street  properly  built  may  be  main- 
tained at  insignificant  cost. 


CANADA    CEMENT   COMPANY  LIMITED 

HERALD  BUILDING  MONTREAL 
Sales  Offices  at  Montreal  Toronto  Winnipeg  Calgary 


Specify  Canada  Cement 
Uniformly  Reliable 


Our  Service  Department  is  anxious  to  co-operate 
in  all  lines  of  work  for  which  Concrete  is  adapt- 
ed. Our  comprehensive  Library,  including  books 
that  deal  with  all  types  and  phases  of  Concrete 
work,  is  at  your  disposal  at  all  times  without 
charge. 


March  &4,  1920 


THE  CONTRACT  RECORD 


29 


WILLITE 


"BEFORE 


19 


"AFTER" 


PERMANENT 


Facing  the  Upper  Steel  Arch  Bridge  at  Niagara  Falls,  Canada 

A  remarkable  change  in  the  surface  of  an  old  macadam  road  on  one  of  the  main  streets  of  Niagara  Fails,  Ontario.  This  road  re- 
presents the  start  of  laying  permanent  pavements  in  this  city,  where  four  miles  of  streets  were  paved  in  1919  and  many  miles  of 
Willite  are  to  be  laid  in  1920.  Willite  was  specified  after  careful  investigation.  Engineers  found  that  Willite  did  not  crack  or 
soften,  weaken  or  become  brittle.  It  was  shown  to  be  economical  to  build  and  proven  to  need  little  attention  after  laying.  Its 
great  enduring  powers  make  it  the  best  material  for  the  job.  Exclusive  territory  with  rights  to  lay  Willite  can  be  had  through 
the  Canadian  Company.     Now  is  the  time  to  organize  Willite  Companies.     Write  for  particulars. 

i$ttt$fa*d/  Qm  drudwn  Qr.  ^iniKed. 

LICENSEE 

20  ERIE  AVENUE,  NIAGARA  FALLS,  ONTARIO 


Where  Little  Things  Are  Big. 


A  TIP  FOR  CONTRACTORS 


THE  ST.  CLAIR  CONCRETE  CART 


Think  what  this 
cart  can  do. 
Inadequate  methods 
of  carrying  concrete 
from  the  mixer  to 
the  job,  causes  un- 
necessary labor,  ex- 
tra expense,  and  a 
great  loss  of  time. 

These  carts  are  pay- 
ing for  themselves 
on  every  job  they 
are  put  on. 


The  only  cart  man- 
ufactured which 
dumps  the  load  by 
merely  releasing  a 
clip  on  the  side  of 
the  bowl. 

Bowl  turns  over; 
legs  and  frame  re- 
maining stationary. 

Does  away  with 
the  dissatisfaction  of 
having  to  tip  load 
out  of  cart  by  main 
force. 


Manufactured  in  Canada  by  St.  Clair  Bros. 


ST.  CLAIR  BROS. 


Gait,  Ont,  Canada 
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Not  Made  In  a  Day 

Nor  In  Centuries  Destroyed 

NITRIFIED  CLAY  PIPE  is  a  product  of  time  and  much 
/      painstaking    labor.     Nothing  but   carefully    selected  clay, 
which   has   been   exposed    to    the    weathering   action  of 
the   elements  for  centuries    is    used.    The    care    and  precision 
exercised  in  every  step  of  its  manufacture    only    adds    to  the 
good  work  already  accomplished  by  nature. 

Vitrified  Clay  Pipe  stands  the  test  of  time.  Evidences  of  this 
are  to  be  found  everywhere,  from  the  remains  of  Roman  and 
Pre-Roman  drainage  works  up  to  present-day  sanitation  sys- 
tems. It  is  worthy  of  the  phrase  by  which  it  is  distinguished : 
"  Permanent  as  the  Pyramids." 

Vitrified  Clay  Pipe  is  unaffected  by  any  of  the  destructive 
elements  abounding  in  water,  earth  or  air,  no  matter  what  the 
nature  of  the  soil  or  the  climatic  conditions.  It  is  salt  glazed 
both  inside  and  out.  The  interior  glaze  insures  smooth, 
quick  flow,  a  highly  sanitary  feature  that  prevents  .  clogging. 
A  Vitrified  Clay  Pipe  sewer,  drain  or  culvert  is  practically 
indestructible. 

Notwithstanding  its  many  excellent  qualities,  Vitrified  Clay 
Pipe  is  moderate  in  cost.  Build  your  sanitary  sewers,  storm 
sewers,  drains  and  culverts  of  Vitrified  Clay  Pipe.  Use  the 
product  which  has  been  proved  by  long  years  of  faithful  service. 

Large  supplies  are  always  on  hand  at  convenient  shipping 
points.  Immediate  delivery  can  be  given.  Special  orders  re- 
ceive careful  attention. 


A 


For  fall  information  including  quotations,  write  to 
Vitrified  Clay  Pipe  Publicity  Bureau, 
8  Colborne  Street,    Toronto,  Ontario. 
St.  Johns,  P.Q.  New  Glasgow,  N.S. 
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Wire  Guards 

for  Windows  and  Skylights 

Wire  Partitions 
Wire  Screens 

for  Sand  and  Gravel 


Wire  Work 


of  all  kinds 


C.  H.  Johnson  &  Sons,  Ltd. 

Wire  Works  :  St.  Henry,  Montreal 


i 


SAVING   MONEY  FOR  CONTRACTORS 


Standard  Motor 
Trucks  have  remark- 
ably long  lives.  The 
first  Standard  built 
has  been  in  opera- 
tion over  ten  years. 
Day  after  day,  week 
after  week  and 
month  after  month, 
Standards  are  meet- 
ing unreasonable  re- 
quirements, and  stay 
Standard. 


Standard  5  ton — Equipped  with  Woods  Hoist  and  steel  body 


STANDARD  MOTOR  SALES 


STANDARD  UNITS 

CONTINENTAL  Motors 

SPICER  Universal  Joints 

GEMMER  Steering  Gears 

PERFECTION  Springs 

EISEMANN  Ignition 

LONG  Radiators 

TIM  KEN-DETROIT  Axles 
and  Bearings 

BROWN-LIPE  Clutch  and 
Transmission 

PHONE  JUNCTION  8305 

TORONTO,  ONT. 


All  the  name  implies 
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The  C.   P.   R.   Windsor   Street  Train   Sheds,    Montreal,   over   100,000  square  feet  of  wired  glass,  30  tons  16  oz.  Cold  Rolled  Copper, 

and  over  100  tons  of  lead  coated  bars. 


It  never  leaks 


Never  has  been  known  to  leak 


The  C.  P.  R.  installed  these  Skylights 
six  years  ago — and  have  not  had  a 
leak  in  all  that  period.  The  bar  con- 
struction is  right — the  metal  parts 
cannot  corrode — every  part  fits.  It's 
an  all-metal-and-glass  skylight — no 
putty  whatever. 

There  are  three  gutters  inside — note 
5,  6,  and  7  in  the  little  diagram.  There 
can  be  no  possible  leaks  from  above 
nor  from  condensation.  No  wonder 
this  was  the  type  of  Skylight  chosen 
by  the  C.  P.  R.  for  one  of  the  largest 
skylight  jobs  ever  let  in  America. 


m    \  3 

\  ! 

It 

//  1 

7 — 16  gauge 
6 — 22  gauge 


We  use  a  flexible  lead  glazing  cush- 
ion that  conforms  perfectly  to  the 
uneven  surface  of  the  skylight  glass. 
It  is  detachable  and  reversible  and  it 
is  applied  when  all  the  field  work  ex- 
cept the  glazing  is  done. 
We  use  a  special  clip  to  close  end  of 
each  bar.  They  are  riveted  in  such 
a  manner  that  in  addition  to  prevent- 
ing the  glass  from  slipping,  they  hold 
the  metal  eaves  in  place  in  such  a 
way  as  to  allow  for  expansion  and 
contraction,  and  they  also  close  the 
end  of  the  caps,  preventing  the  en- 
trance of  water  or  air  under  the  most 
trying  conditions,  such  as  a  driving 
storm. 


THE  NONPAREIL  SKYLIGHT 

is  weather-proof  and  leak-proof — 100  per  cent,  strong.  Lasts  indefinitely — easily 
erected.  A  "first-cost,  last-cost"  skylight.  The  kind  to  specify  for  jobs  little 
and  big,  where  first-class  permanent  construction  is  desired. 


The  Metal  Shingle  &  Siding  Company,  Limited 

Montreal — Preston — Winnipeg — Saskatoon — Calgary 
Associated  with  A.  B.  Ormsby  Co.,  Limited,  Toronto 


AGENTS: 


Maritime  Provinces:  F.  A.  Gillis  &  Co.,  Halifax,  N.S. 


British  Columbia:  A.  T.  Chambers,  Vancouver; 
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Ventilation  on  Proper  Principles  is  Important 
Industrial  Adjunct 

PROPER  ventilation,  there  can  be  no  gainsaying, 
has  a  vast  effect  on  all  human  effort.  Particu- 
larly among  workers,  any  improvements  in  a 
system  of  ventilation  contribute  materially  to 
an  increase  in  their  strength  and  energy  and  in  the 
quality  and  quantity  of  their  output.  The  close  re- 
lation between  the  health  of  workers  and  the  results 
of  their  efforts  has  been  very  clearly  recognized  by 
public  officials  and  sanitarians  for  many  years,  but 
more  recently  employers  and  employees,  themselves, 
have  come  to  understand  the  benefits  that  accrue  as 
a  result  of  more  sanitary  and  health-producing  work- 
ing conditions.  Consequently,  we  are  seeing  factory 
surroundings  improving  to  such  an  extent  that  work- 
ers remain  longer  on  the  job  and  there  is  a  greatly 
lessened  labor  turnover,  quite  aside  from  the  improved 
nature  of  the.  work  performed. 

We  are  constantly  learning  more  about  the  prin- 
ciples of  ventilation  with  the  result  that  we  are  now 
more  than  ever  able  to  suggest  measures  that  will 


improve  the  environment  and"  surroundings  of  indus- 
trial workers.  Certain  fallacies  have  always  existed 
in  regard  to  ventilation,  but,  thanks  to  a  newer  know- 
ledge, we  are  on  the  way  to  correct  our  misconcep- 
tions. What  this  newer  knowledge  of  ventilation  is 
and  how  its  application  will  better  the  status  of  our 
industries,  is  described  in  an  excellent  article  in  this 
issue  by  Dr.  George  G.  Nasmith,  C.M.G.,  entitled, 
"Recent  Advances  in  Science  of  Ventilation  from  the 
Industrial  Standpoint." 

In  this  article,  the  author,  one  of  Canada's  most 
eminent  sanitarians,  points  out  that  proper  changes 
in  the  systems  of  ventilation  in  many  industries  will 
bring  about  beneficial  results  in  the  health  and  effic- 
iency of  the  workers  and  in  their  output  of  work.  Dr. 
Nasmith  describes  what  he  calls  the  newer  knowledge 
of  ventilation.  He  shows  that  symptons  arising  in 
vitiated  atmospheres  are  due  to  heat  stagnation  in 
the  body  and  that  the  moisture  of  the  atmosphere,  its 
temperature  and  its  stillness  are  responsible  for  the 
effects  produced.  When  air  is  constantly  stirred  up, 
or  the  temperature  is  kept  low,  no  harmful  effects  are 
apparent  even  though  the  carbon  dioxide  content  has 
increased  to  many  times  its  normal  amount  and  the 
oxygen  content  greatly  reduced.  The  evil  effects 
consequent  upon  working  in  stagnant  air  are  due,  is 
he  states,  not  so  much  to  the  increasing  volume  of 
impurity  as  to  the  fact  that  no  measures  are  provid- 
ed for  the  relief  of  the  rises  in  body  temperature.  It 
is  this  increase  in  body  temperatures  that  impairs  the 
inclination  to  do  physical  or  mental  work. 

The  solution  of  the  ventilation  problem,  then,  is 
a  matter  of  providing  low  temperature,  low  humidity 
and  motion.  The  ideal  system  of  ventilation  should, 
therefore,  accomplish  several  things.  "It  should  first 
of  all  maintain  the  air  at  a  proper  temperature  and 
humidity;  it  should,  keep  the  air  in  gentle  motion;  it 
should  remove  contaminating  substances  and  should 
provide  a  certain  quantity  of  fresh  air  to  remove  all 
products  of  respiration."  Since  there  are  practical 
mechanical  means  of  controlling  and  modifying  these 
factors  at  will,  there  is  no  reason  why  we  cannot  live 
indoors  under  conditions  which  at  least  approximate 
the  ideal. 

The  article  referred  to  goes  into  the  subject  in 
more  exhaustive  detail  and  we  recommend  our  read- 
ers, especially  those  who  are  concerned  in  the  wel- 
fare of  workers,  to  take  to  heart  some  of  the  ideas 
therein  contained  and  apply  them  so  that  the  health 
and  efficiency  of  the  employee,  whether  in  office, 
warehouse  or  factory,  will  be  improved. 

Four  and  a  Half  Millions  Recommended  for 
Montreal  Aqueduct 

IF  the  recommendations  of  the  Montreal  Adminis- 
trative Commissioners  are  agreed  to,  the  aque- 
duct will  be  improved  at  a  cost  of  $4,500,000. 
Messrs.  R.  S.  &  W.  S.  Lea,  consulting  engineers, 
reported  at  length  on  the  question  of  enlarging  and 
utilizing  the  aqueduct,  and  the  following  recommenda- 
tions are  in  accord  with  their  report :  (1)  That  the  aque- 
duct be  completed  for  water  supply  purposes  only  at 
an  estimated  cost  of  $1,683,000;  (2)  that  a  new  motor 
driven  low  level  pumping  plant  be  installed,  at  an 
estimated  cost  of  $850,000,  operating  on  electrical 
power  purchased  from  the  Montreal  Light,  Heat  & 
Power  Company ;  and  that  the  equipment  in  the  pres- 
ent steam  plant  be  eventually  disposed  of;  (3)  that 
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the  rated  capacity  of  the  water  filtration  plant  be  in- 
creased to  a  total  of  approximately  120  million  gallons 
per  day,  at  an  approximate  cost  of  $2,000,000.  The 
consulting  engineers  referred  to  the  Laurentians  as 
a  source  of  water  supply,  but  unfavorably  on  account 
of  the  cost.  The  city  will  have  an  abundant  water 
supply  from  the  St.  Lawrence  by  the  aqueduct  canal. 


Ex-Director  of  Housing  for  Quebec 
Defends  Old  Policy 


DR.  E.  NADEAU,  who  resigned  as  provincial 
director  of  housing  for  Quebec,  has  come  out 
with  a  vigorous  defence  of  the  original  hous- 
ing plan  which  was  recently  thrown  over- 
board by  the  government  as  being  too  complex.  On 
the  city  of  Montreal  he  places  the  blame  for  the  aboli- 
tion of  the  technical  commission,  which  had  charge  of 
the  housing  programme. 

Dr.  Nadeau  takes  exception  to  the  amendments  by 
which  houses  can  be  sold,  thus  importing  the  element 
of  speculation  into  the  scheme ;  to  the  demand  that 
Montreal  should  be  withdrawn  from  the  jurisdiction 
of  the  commission  ;  and  to  the  amendment  permitting 
three  storey  flats  to  be  built,  it  being  obvious,  says  Dr. 
Nadeau,  that  this  opens  the  way  to  abuse,  since  fav- 
ored individuals  can  put  up  the  houses,  live  in  the 
ground  flat,  and  rent  the  upper  two  for  a  sufficient 
profit  to  be  in  a  rent-free  condition  themselves.  It 
was  never  intended  that  the  public  money  should  be 
used  to  benefit  one  individual  at  the  expense  of  two 
others.  "These  demands  have  been  incorporated  in 
the  amendments  to  the  law  and  the  most  unfortunate 
feature  is  that  this  has  to  be  approved  by  the  federal 
government  in  order  to  get  the  Province's  share  of 
the  money.  If  the  amendments  are  not  approved, 
which  I  fear  may  happen,  they  will  either  have  to  be 
withdrawn  or  federal  aid  for  housing  in  Quebec  will 
be  held  up  altogether,  unless  the  provincial  govern- 
ment decides  to  lend  the.  money  only  to  cities  and 
towns  that  are  not  anxious  to  build  'three  deckers.'  " 
"I  am  sure  of  my  ground,"  continues  Dr.  Nadeau, 
"but  if  they  could  have  shown  me  where  I  was  wrong, 
I  would  have  been  satisfied.  On  the  contrary,  I  was 
never  given  an  opportunity  of  demonstrating  that  my 
programme  was  sound,  even  although  the  province  did 
not  stand  to  lose  a  cent  of  money,  and  I  was  unable 
to  convince  the  ministry  because  the  subject  was 
never  approached  with  an  open  mind  or  with  a  de- 
sire to  be  convinced.  At  the  same  time  what  has  been 
done  is  done,  and  my  only  interest  is  that  the  housing 
project  should  still  be  made  a  success.  If  the  gov- 
ernment distributes  the  federal  money  at  its  disposal 
with  promptness  I  am  sure  that  sufficient  results 
can  still  be  obtained  to  prove  that  good  houses  pay 
not  less  than  good  roads." 


Sherbrooke  Concern  to  Manufacture  Steam 
Power  Equipment 

<  icorge  L.  Dourne  and  F.  A.  Schaff  of  New  York 
have  recently  acquired  the  Campbell-Howard  Machine 
Company,  Limited,  of  Sherbrooke,  P.  Q.  This  new 
firm  will  continue  to  operate  under  the  name  of  the 
Sherbrooke  Ironworks.  Special  machinery  will  be  in- 
stalled for  the  manufacture  of  locomotives,  marine  and 
stationary  super-heating  apparatus,  together  with 
other  steam  specialties. 


Highway  Construction  Under  Present  Con- 
ditions 

Editor,  Contract  Record : 

"Engineers  are  fully  convinced  that  under  normal 
conditions,  expenditures  for  good  highways  are  in- 
vestments that  yield  satisfactory  returns  to  the  pub- 
lic but  when  costs  have  risen  abnormally,  the  investor 
must  consider  alternative  plans  for  accomplishing  the 
desired  results.  Last  year  we  had  to  acquire  the  habi. 
of  considering  $40,000  per  mile  as  the  proper  cost  for 
a  road  that  could  have  been  built  for  half  that  sum 
before  the  war.  This  year,  if  the  bids  received  are  a 
fair  criterion,  we  must  decide  to  pay  $60,000  for  the 
identical  product.  Against  an  annual  interest  and 
amortization  charge  of  $2233  (interest  at  4y2%  and 
amortization  in  15  years)  we  now  have  an  annual 
charge  of  $6700,  three  times  as  much.  No  highway 
engineer  who  has  any  sense  of  values  and  the  signi- 
ficance of  figures  can  fail  to  set  against  these  annual 
charges,  the  cost  of  maintaining  a  cheaper  type  of 
pavement,  even  though  he  knows  maintenance  costs 
too,  have  gone  up.  Already  there  is  much  talk  of 
serious  curtailment  of  highway  programmes  until 
costs  come  down  to  their  pre-war  level  and  when  the 
annual  charge  for  the  better  type  of  road  will  again, 
with  a  given  traffic,  be  equal  to  or  less  than  that  of 
maintaining  a  cheaper  surface." 

The  above  extract  from  a  recent  editorial  of  a  tech- 
nical publication  sounds  a  timely  note  of  warning 
that  should  command  the  serious  consideration  of  our 
public  officials.  For  the  past  few  months,  numerous 
deputations  from  different  sections  of  Ontario  have 
urged  our  Provincial  Highway  Department  to  build 
nothing  but  concrete  on  our  provincial  system.  The 
folly  of  committing  the  province  of  Ontario  to  a  road 
programme  of  $90,000,000  for  a  small  percentage  of 
our  total  highways  must  be  apparent  to  any  one  who 
reflects  on  the  situation. 

The  public  at  large  will  welcome  the  announce- 
ment made  at  the  Good  Roads  Convention  recently 
of  the  policy  adopted  by  the  Department  of  Public 
Highways  for  the  provincial  system.  This  "pay-as- 
you-go"  policy  is  particularly  appropriate  at  the  pres- 
ent time  when  labor  and  material  prices  are  unusually 
high.  Many  States  in  the  Union  are  becoming  much 
alarmed  at  their  rapidly  increasing  road  bond  indebt- 
edness for  expensive  pavements  that  too  frequently 
must  be  resurfaced  with  a  suitable  wearing  surface 
long  before  their  bonds  have  matured.  The  tendency 
is  to  build  more  cautiously  by  establishing  well  con- 
solidated macadam  bases,  thoroughly  drained,  and  sur- 
facing them  with  bituminous  tops.  Our  engineers 
who  served  in  France  appreciate  the  traffic  carrying 
capacity  of  well  maintained  roads. 

A  recent  article  on  "Asphalt  Constructed  on  a 
Macadam  Base"  states  that  21  miles  of  the  Warners- 
ville-Palmyra  road,  one  of  the  main  thoroughfares 
of  Pennsylvania  were  recently  surfaced  with  a  2^2  in. 
asphalt  top  at  91  cents  per  square  yard.  Another  ex- 
ample of  economical  construction  is  that  of  a  2^2  in. 
sheet  asphalt  surface  constructed  in  Burlington 
County,  New  Jersey,  in  1917  on  a  gravel  base  at  a  cost 
of  $1.32  per  square  yard,  including  the  cost  of  gravel 
shoulders.  Absolutely  no  maintenance  charges  on 
these  roads  have  been  incurred  to  date. 

Irving  T.  Patterson,  Chief  Engineer,  State  Board 
of  Public  Roads,  Rhode  Island,  in  writing  on  Asphalt 
Macadam  Roads,  states  that  "in  no  case  has  the  main- 
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No.  16 

Canada's  Engineers — /.  G.  Sullivan 


Mr.  John  G.  Sullivan,  consulting  engineer  of  the  Can- 
adian Pacific  Railway  Company,  and  formerly  chief 
engineer  of  that  company,  can  date  his  railroad  experi- 
ence back  to  1888,  in  which  year  he  graduated  from 
Cornell  University  with  the  degree  of  C.  E.  He  is  an 
American  by  birth,  his  home  being  Bushnell's  Basin, 
Monroe  County,  N.  Y.,  where  he  was  born  in  1863. 
Since  his  graduation  from  college,  he  has  followed 
railroad  engineering  in  all  its  phases,  chiefly  in  the 
western  part  of  the  United  States  and  Canada.  His 
first  job  was  as  rodman  on  the  Great  Northern  Rail- 
way in  1888.  In  the  following  year  he  took  a  posi- 
tion as  instrument  man  and  assistant  engineer  on  the 
Spokane  Falls  &  Northern  Railway,  one  year  later  re- 
joining the  Great  Northern  Railway  as  assistant  engi- 
neer. After  three  years  in  that  capacity  he  became  as- 
sistant engineer  of  the  Alberta  Railway  &  Coal  Com- 
pany. Mr.  Sullivan  then  had  a  varied  experience  as 
locating  engineer  with  the  Butte,  Anaconda  &  Pacific 
Railway,  1894;  principal  engineer,  Kaslo  &  Slocan 
Railway,  1895;  reconnaissance  engineer,  Columbia  & 
Western  Railway,  1896-98;  and  principal  assistant  en- 
gineer, Columbia  &  Western  Railway,  1898-1900. 

In  1900  Mr.  Sullivan  joined  the  Canadian  Pacific 
Railway  Company  as  divisional  engineer  of  construc- 
tion, retaining  this  position  until  August  of  1905.  From 
September,  1905,  to  January,  1907,  he  was  assistant 
chief  engineer  of  the  Panama  Canal.  He  then  returned 
to  the  C.  P.  R.  as  manager  of  construction,  Eastern 
Lines,  and  in  September,  1908,  became  assistant  chief 
engineer  at  Montreal.  In  February,  1911,  he  was  pro- 
moted to  assistant  chief  engineer,  Western  Lines,  be- 
coming chief  engineer,  Western  Lines,  in  October  of 
the  same  year.  In  1915  he  was  appointed  chief  engi- 
neer of  the  system,  remaining  in  this  capacity  till 
1918,  when  he  became  consulting  engineer  of  the  com- 
pany. 

Mr.  Sullivan  has  been  very  active  in  the  interests  of 


the  American  Railway  Engineering  Association,  of 
which  he  was  president  in  1918.  Other  offices  which 
he  has  held  in  this  organization  have  been,  chairman 
of  Committee  on  Economics  of  Railway  Location,  from 


Mr.  J.  G.  Sullivan 


1914  to  1917,  and  vice-president  in  1916  and  1917.  He 
is  atso  chairman  of  the  Manitoba  Drainage  Commis- 
sion and  is  a  member  of  the  American  Society  of  Civil 
Engineers  and  the  Engineering  Institute  of  Canada. 


tenance  been  over  $100  per  mile  and  the  average  cost 
of  maintenance  we  estimate  to  be  $50  per  mile."  Men- 
tioning a  two  mile  section  built  under  unfavorable 
conditions  late  in  1916,  Mr.  Patterson  states  that  ''it 
is  however,  gratifying  to  note  that  the  maintenance 
costs  of  this  road  (two  miles  long)  in  1918  and  1919 
were  $55.03  and  $37.33  respectively. 

Rhode  Island  has  constructed  asphalt  macadam 
on  some  of  their  heaviest  travelled  trunk  lines  such 
as  the  Post  Road  from  Providence  to  Westerly,  the 
road  between  Fall  River  and  New  Port,  the  Putnam 
Pike,  the  Hartford  Pike  and  the  New  London  turn- 
pike. Mr.  Patterson  states  that  the  Post  Road  be- 
tween Providence  and  East  Greenwich  carries  an  av- 
erage daily  traffic  of  approximately  3500  vehicles  of 
which  300  are  auto  trucks. 

These  asphalt  macadam  roads  were  built  at  a  cost 
in  1915  of  $0.78  to  $1.10  per  square  yard  including 
foundation  and  in  1916,  at  $0.62  to  $1.42  per  square 
yard. 

The  foregoing  are  typical  examples  of  asphalt  con- 
struction that  are  truly  economical,  being  low  in  first 
cost  and  very  low  in  maintenance,  therefore  their  ac- 
tual cost  to  the  ratepayers  is  extremely  low. 

When  these  figures  are  compared  with  those  of  a 
rigid  pavement  costing  from  $30,000  to  $50,000  per 
mile  and  whose  annual  maintenance  charges  are  cer- 
tainly no  less,  the  economy  of  asphalt  wearing  sur- 
faces on  macadam  bases  is  apparent. 

Yours  truly, 

Toronto,  Ont.  K.  D.  McDonald  (B.A.Sc.) 


Major  Gape  Appointed  to  Montreal 
Charter  Commission 

Major  E.  G.  M.  Cape,  the  well-known  contractor, 
has  been  nominated  by  the  Montreal  Administrative 
Commission  as  the  English  speaking  member  of  the 
Montreal  Charter  Commission,  authorized  by  the 
Quebec  Government  to  report  on  the  civic  govern- 
ment of  Montreal.  The  Administrative  Commission- 
ers had  power  to  nominate  two  members  of  the  Char- 
ter Commission. 


$400,000  Bridge  Project  in  Quebec 

The  Quebec  Government  is  willing  to  pay  hah" 
the  cost  of  the  construction  of  two  bridges  between 
St.  Anne  de  Bellevue  and  He  Perrot,  and  between 
Vaudreuil  and  He  Perrot,  provided  the  Federal  Gov- 
ernment will  pay  the  other  half.  The  project  is  esti- 
mated to  cost  $400,000.  The  municipalities  interested 
will  have  to  contribute  $100,000,  which  will  be  repaid 
by  a  system  of  toll  gates. 


Celebrates  Jubilee  as  Land  Surveyor 

Mr.  Brian  Douglas  McConnell,  C.E.,  Q.L.S.,  Mon- 
treal, was  the  recipient  of  a  gold  headed  walking  stick 
on  the  occasion  of  his  golden  jubilee  as  a  land  sur- 
veyor. The  presentation  was  made  by  Mr.  Thomas 
Kirk,  on  behalf  of  Mr.  McConnell's  fellow  land  sur- 
veyors. The  Hon.  J.  P.  Casgrain,  president  of  the 
Corporation  of  Quebec  Land '  Surveyors,  presided. 
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Fig.   1 — Transit  sheds  Nos.  21  and  22,  Halifax  Ocean  Terminals:   steel  wotk  completed 


Steel  Design  and  Erection  on  Transit  Sheds 
at  Halifax  Ocean  Terminals 

Sheds  No.  21  and  22,  1210  ft.  Long  and  87  ft.  Wide,  with  3600 
tons  of  Steel,  Erected  in  Six  Weeks  with  Twin  Derrick  Traveller 

 '  -By  J.  Robertson,  B.  Sc.,  A.M.E.I.C.*  


THE  Dominion  government's  extensive  harbor 
development  at  Halifax,  N.  S.,  has  been  fur- 
ther advanced  by  the  erection  of  the  •steel- 
work for  the  permanent  transit   sheds  No. 

21  and  No.  22.  Fig.  2  gives  a  general  idea  of  the 
location  of  these  sheds  in  the  finished  scheme,  which, 
when  finally  completed,  will  provide  Halifax  with 
splendid  facilities  for  accommodating  the  largest 
ocean  going  vessels.  It  was  originally  intended  to 
erect  sheds  Nos.  24  and  25  first,  and  part  of  the  steel- 
work was  fabricated  with  this  idea  in  view.  How- 
ever, war  conditions  delayed  the  delivery  of  certain 
structural  shapes  from  the  rolling  mills  in  the  United 
States  and  the  explosion  rendered  the  necessity  of  hav- 
ing the  accommodation  so  imperative,  that  they  were 
built  of  timber  instead.  The  sheds  being  all  of  similar 
design  it  was  an  easy  matter  to  transfer  this  steel 
to  Nos.  21  and  22  and  it  was,  therefore,  all  used  as 
originally  fabricated. 

The  two  sheds  have  a  total  length  of  1210  feet  in 

22  ft.  longitudinal  panels  and  consist  of  four  main  rows 
of  columns  forming  three  transverse  bays.  The  centre 
bay  is  33  feet  wide  and  the  two  side  ones  27  feet, 
giving  a  total  width  of  87  feet  from  centre  to  centre 
of  columns.  Halfway  down  the  building  five  panels 
are  utilized  to  give  a  central  office  building  providing 
accommodation  for  the  steamship  companies,  custom 
officers,  etc. 

Fig.  3  shows  a  typical  cross  section  of  both  sheds, 
the  overall  height  being  about  52  feet.  All  heavy 
cargo  will  be  handled  on  the  ground  floor,  while  the 
main  floor  will  be  devoted  to  the  use  of  passengers  and 
the  sorting-OUt  of  their  baggage.  The  latest  equip- 
ment for  handling  grain  will  be  installed  at  some  fu- 
ture date,  consisting  of  an  elevator,  conveyors,  travel- 
ling grain  tower  and  spouts.  This  made  it  necessary 
lo  lower  the  roof  trusses  in  the  bay  next  to  the  har- 

*  Erection   Department.   Dominion    Bridge  Company. 


hour  about  9  feet  and  to  make  them  strong  enough 
to  carry  the  conveyor  belts  and  machinery. 

Design,  of  Steelwork 

In  designing  the  steelwork  the  following  loads  and 
unit  stresses  were  used: — 
Roof: — Dead  and  live    50  lbs./sq.  ft. 

Purlins      5  lbs./sq.  ft. 

55  lbs./sq.  ft.  on  purlins. 
Trusses      5  lbs./sq.  ft. 

60  lbs./sq.  ft.  on  trusses. 

Horizontal  wind  on  all  vertical  surfaces  30  lbs./sq.  ft. 
Siding: — Corrugated  shearing  plastered  with  concrete  2  in. 

thick,  giving  a  total  weight  of  30  lbs./sq.  ft. 
Doors: — 10  lbs./sq.  ft. 

Floor  Loads: — Grain  Gallery    D  +  L  =  100 

Steel     =  10 


Main  Floor: 


—Concrete 
Beams 
Live  load 


Girders 


Trolley  Beams 


—Dead 
Live 
Impact 


110  lbs.  sq.  ft. 
100  lbs./sq.  ft. 
10  lbs./sq.  ft. 
600  lbs./sq.  ft. 

710  lbs./sq.  ft.  on  beams. 
15 

725  lbs./sq.  ft.  on  girders 
5000 
6000 
3000 


14,000  lbs.  concentrated  moving  load. 
Unit  Stresses: — Tension  16,000  lbs./sq.  in. 

Compression   16,000 — 70   1/r   lbs./sq.  in. 

When  considering  wind  stresses  alone  or  in  combina- 
tion with  dead  and  live  load  stresses,  25  per  cent,  was  added 
to  the  allowable  unit  stresses,  provided  that  the  section  found 
was  not  less  than  that  required  if  wind  were  neglected. 
Bearing  on  foundations: — 500  lbs./sq.  in. 

The  unusually  high  live  load  of  600  lbs./sq.  ft., 
which  had  to  be  allowed  for  on  the  main  floor,  made 
the  steelwork  of  a  very  heavy  nature.  Bethlehem 
shapes  were  used  for  all  the  columns,  the  bottom  sec- 
tions ranging  from  14  in.  at  91  lbs.  to  14  in.  at  178^ 
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lbs.  with  a  maximum  load  of  609,000  lbs.,  while  tin- 
top  sections  were  10  in.  at  49  lbs.  and  59>1>  lbs.  with 
a  maximum  load  of  137,000  lbs.  A  typical  girder  in 
the  main  floor  had  the  following  cross  section  :  one 
60  in.  x  in.  web,  two  6  in.  x  6  in.  x  11/16  in.  flange 
angles,  one  14  in.  x  1 1>  in.  cover  plate  and  one  14  in. 
x  7/16  in.  cover  plate  with  floor  stringers  of  27  in., 
90  lb.  I's  framing  into  it. 

Two  Derrick  Erection  Traveller 
The  heaviest  piece  to  be  erected  weighed  9  tons 
and  as  the  peak  of  the  building  was  about  60  feci  from 
the  ground  level,  an  erection  traveller  was  designed 
to  meet  those  conditions.  This  can  be  seen  in  Fig. 
4.  It  consists  of  two  standard  12-ton  stiff-leg  der- 
ricks mounted  on  a  framework  of  timber.    This  frame- 


cars  and  distributed  it  systematically  into  piles  ci 
similar  pieces.  This  proved  to  be  a  great  benefit  and 
a  large  saving  was  realized  both  in  time  and  money, 
by  not  having  to  search  all  over  the  site  for  a  cer- 
tain piece  when  required. 

100  Tons  Erected  per  Day 
Preliminary  work  was  commenced  at  the  site  in 
July  1919  but  the  actual  erection  did  not  commence 
until  September  3rd.  Before  starting  erection,  all  the 
column  foundations  were  carefully  checked  for  level 
and  line  and  brought  to  exact  grade  with  cement 
grout  put  on  by  expert  cement  finishers.  This  ensured 
the  columns  having  an  even  bearing  on  the  concrete, 
saved  the  large  amount  of  plumbing  usually  neces- 
sary to  bring  the  steel  to  line,  and  enabled  all  field 
connections  to  come  properly  and  easily  together.  The 
main  steelwork  was  erected  by  November  3rd,  with 
an  average  gang  of  fifty  men  per  day  on  the  job.  Ow- 
ing to  the  very  exposed  nature  of  the  site  and  the 
lateness  in  the  year,  eighteen  days  were  lost  in  this 
time  on  account  of  high  winds  and  rain.  This  makes 
the  actual  erecting  time  about  six  weeks,  and  gives 
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Fig  2 — General  layout  of  transit  sheds  No.  21  and  22.  Halifax 
Ocean  Terminals 

work  was  37  feet  wide  by  33  feet  long  and  20  feet 
lrgh,  12  in.  x  12  in.  timbers  being  used  for  the  sills 
and  uprights  and  10  in.  x  3  in.  planking  for  the  brae 
ing.  Two  30  h.p.  double  drum  hoisting  engines  were 
located  on  a  floor  at  the  rear  and  served  the  double 
purpose  of  supplying  power  and  acting  as  a  counter- 
weight. A  small  office  was  also  built  on  timbers 
cantilevcred  out,  for  the  purpose  of  keeping  erection 
plans,  small  tools,  etc.,  always  handy  at  the  point  of 
erection.    The  whole  was  mounted  on  four  double 
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Fig.  3 — Section  of  shed  to  show  nature  of  framing 

traveller  trucks  and  travelled  backwards  on  two  rails 
laid  37  feet  centre  to  centre.  The  booms  of  the  der- 
ricks were  14  in.  x  14  in.  x  60  ft.  long  with  two  chan- 
nels bolted  on  the  end  to  act  as  an  outrigger  for  a 
single  whip,  run  off  the  nigger-head.  This  saved  a 
great  deal  of  time  in  erecting  all  the  small  pieces  and 
gave  the  derricks  a  larger  radius  as  well. 

Early  in  the  summer  the  Canadian  National  Rail- 
way installed  a  standard  gauge  track  along  one  side 
of  the  building  for  its  entire  length,  and  this  was  used 
as  a  service  track.  All  the  steel  was  delivered  by  rail 
and  a  30  ton  "Industrial"  crane  unloaded  it  from  the 


Fig.  4 — Erection  traveller  comprised  two  12-ton  stiff-leg  derricks 
on  timber  framework 

an  average  of  100  tons  erected  per  working  day. 
Trouble  was  also  experienced  by  the  sand  drifting 
into  the  journals  and  bearings  of  all  the  machinery 
causing  undue  wear.  The  field  riveting  was  started 
on  September  22  and  is  now  completed,  air  being  sup- 
plied by  a  portable  8  in.  x  12  in.  steam  driven  straight 
line  compressor.  The  weather  has  delayed  the  field 
painting,  but  it  will  be  started  as  soon  as  possible 
after  conditions  will  permit.  Fig.  1  shows  the  two 
sheds  completed  and  gives  a  very  good  idea  of  the 
magnitude  of  the  work.  There  were  approximately 
126,000  field  rivets  driven  and  it  took  141  railway  cars 
to  convey  the  3600. tons  of  steel  work  to  the  site. 

The  general  layout  of  the  sheds  was  arranged  in 
the  government  offices  at  Moncton,  N.  B.,  under  the 
charge  of  Mr.  W.  A.  Duff,  Assistant  Chief  Engineer. 
The  steelwork  was  designed,  fabricated  and  erected  by 
the  Dominion  Bridge  Company,  Lachine,  Quebec.  Mr. 
McGregor  was  the  government's  superintending  engi- 
neer in  Halifax  and  the  writer  represented  the  Bridge 
Company. 
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Recent  Advances  in  the  Science  of  Ventilation 
From  the  Industrial  Standpoint 

Health  of  Workers  Has  Much  to  do  With  the  Amount  and 
Quality  of  Their  Work — Improved  Systems  of  Ventilation 
Benefit  Industries — Application  of  the  Newer  Knowledge 

 By  Geo.  G.  Nasmith.  C.M.G.,  Ph.D.,  D.Sc,  D.P.H.*  


THE  great  national  stocktaking  which  has  fol- 
lowed in  the  wake  of  the  war  has  emphasized 
certain  facts  very  strongly..  One  of  the  most 
outstanding  is  that,  whereas  a  few  years  ago 
capital  was  probably  the  most  sacred  thing  in  the 
world,  this  is  no  longer  so ;  on  the  contrary,  all  that 
directly  affects  human  life  and  happiness  is  now,  in 
Anglo-Saxon  countries  at  least,  the  thing  of  supreme- 
moment.  Most  employers  of  labor,  as  a  result  of  the 
war  and  its  experiences,  whether  they  wished  to  or 
not,  have  been  forced  to  adopt  a  new  set  of  working 
principles  in  regard  to  the  health  and  welfare  of  the 
workers.  As  a  natural  consequence  of  this  new  point 
of  view,  held  formerly  only  by  certain  people  inter- 
ested in  questions  of  public  health  and  public  welfare, 
we  are  now  hearing  and  reading  much  about  recon- 
struction, of  labor  and  capital,  of  the  minimum  wage, 
of  shorter  working  hours,  of  profit-sharing  and  many 
other  things  which  have  to  do  with  the  problem  of 
keeping  the  worker  satisfied  and  giving  him  a  fair 
share  of  the  comforts  to  which  he  is  entitled. 

With  the  belief  current  among  business  men  at 
the  moment  that  production  must  be  increased  to  the 
limit  of  our  capacity,  there  is  associated  the  principle 
that  the  worker  himself  must  not  be  further  exploited. 
With  this  end  in  view,  efficiency  experts  have  been 
employed  not  only,  or  even  chiefly,  for  the  purpose  of 
increasing  production  but  to  endeavor  to  save  the 
worker  all  unnecessary  and  useless  labor.  It  is,  of 
course,  true  that  in  most  cases  where  the  strength 
and  energy  of  the  worker  is  improved,  the  quality  and 
quantity  of  his  output  will  also  increase. 

Pays  to  Look  After  Health  of  Workers 

Coincident  with  the  changes  which  are  steadily 
taking  place  in  regard  to  labor  and  capital,  great  im- 
provements have  come  in  the  conditions  of  environ- 
ment under  which  labor  is  carried  on.  Through  the 
efforts  of  public  health  officials  and  sanitarians  dur- 
ing the  past  twenty  years  there  has  been  a  remarkable 
advance  in  factory  hygiene  and  other  matters  of  en- 
vironment which,  tend  to  improve  the  health  and  effi- 
ciency of  the  workers.  Numberless  employers  have 
come  to  recognize  the  fact  that  it  pays  to  engage  doc- 
tors and  nurses  to  look  after  their  employees  and  that 
it  is  good  business  to  protect  the  workers  from  acci- 
dent, dust,  gases  and  other  agencies  which  lower  their 
physical  efficiency. 

In  Toronto,  before  the  war,  there  were  five  firms 
which  employed  welfare  nurses  to  look  after  their 
employees.  In  the  year  after  the.  war  there  were  in 
the  same  city  28  firms  employing  qualified  nurses. 
At  the  University  of  Toronto  at  the  present  time  there 
are  a  number  of  graduate  nurses  taking  the  post 
graduate  course  in  social  service  work  with  the  ob- 
ject of  fitting  themselves  for  the  field  of  industrial 
nursing.    The  Department  of  Health  in  the  City  of 

'()(  Can-,  Nasmitli  &  Storric,  Consulting  Engineers,  Toronto. 


Toronto  employs  about  one  hundred  nurses  in  welfare 
work  and  these  doubtless  relieve  the  smaller  indus- 
tries of  much  of  their  responsibility.  All  of  which  is 
evidence  that  even  where  the  municipality  takes  the 
responsibility  of  looking  after  the  general  welfare 
of  the  community  there  is  plenty  of  room  for  the  ex- 
tension of  welfare  work  in  private  industry,  and,  also 
is  an  indication  that  from  the  business  standpoint 
such  welfare  work  is  worth  while. 

Even  where  labor  is  unskilled  it  has  proved  a  good 
investment  to  improve  the  working  conditions,  for 
then  workers,  as  a  result  of  improved  surroundings, 
will  remain  longer  on  the  job  and  there  is  a  greatly 
lessened  turnover  of  labor,  which,  in  one  striking  in- 
stance in  Ontario,  amounted  to  60  per  cent,  in  three 
months. 

The  Effect  of  Environment  on  Health 

The  human  body  is  an  extremely  complicated  ma- 
chine whose  efficiency  depends  upon  the  mutual  co- 
operation of  many  factors.  When  all  of  the  body 
functions  are  operating  in  harmony  we  have  the  con- 
ditions which  may  be  summed  up  in  the  term  health. 
The  health  of  the  body  is  shown  among  other  things 
by  its  ability  to  perform  work  and  to  resist  disease. 
The  effect  of  outdoor  life,  of  regular  exercise,  of  regu- 
lated hours,  of  carefully  controlled  environment  and 
medical  supervision  was  wonderfully  well  shown  in 
the  civilian  armies  during  the  war.  In  the  army, 
men,  formerly  of  sedentary  occupations,  rapidly  be- 
came strong  in  body,  perceptibly  broadened  out  and 
developed  a  most  marked  resistance  to  disease.  Sta- 
tistics show  that  there  was  actually  less  disease  in 
the  British  army  in  the  field  than  there  was  among  the 
civilian  population  at  home,  in  spite  of  the  fact  that 
the  soldiers  were  continually  subjected  to  all  sorts 
of  hardships  and  exposure.  One  could  actually  see 
the  improvement  taking  place  in  the  amateur  sol- 
dier of  a  new  battalion  in  the  course  of  a  few  weeks ; 
his  brightened  eye,  his  heightened  color  and  his 
springy  walk,  all  indicated  that  his  muscular,  nervous 
and  vascular  system  were  in  fine  tonic  condition. 
There  is  no  doubt  that  fresh  air  is  nature's  tonic  and 
common  experience  proves  that  fresh  air  gives  us  a 
general  feeling  of  well  being. 

In  civilian  life  the  conditions  of  environment  of 
the  average  individual  are  quite  different  to  those  of 
the  soldier.  He  is  protected  from  sudden  changes  of 
temperature  and  undue  exposure  ;  his  supply  of  fresh 
moving  air  is  limited,  his  exercise  is  curtailed  and  he 
loses  tone;  as  a  consequence  he  is  unable  to  react  to 
sudden  changes  of  temperature,  his  powers  of  resist- 
ance are  reduced  and  he  becomes  more  subject  to  at- 
tacks of  disease.  During  the  war  it  was  clearly  shown 
that  in  industries  where  the  highest  efficiency  wis 
desired,  men  and  women  could  not  be  forced  to  work 
overtime  without  the  price  being  paid  in  a  reduced 
output  <>f  work  and  in  an  increased  amount  of  sick- 


March  24,  1920 


THE  CONTRACT  RECORD 


271 


ness.  It  was  also  discovered  that  a  weekly  holiday 
was  essential  and  that  a  shorter  working  day  fre- 
quently resulted  in  an  increase  in  the  amount  of  work 
turned  out. 

Environment  in  Industry 

The  purpose  of  industrial  physiology  is  to  deter- 
mine the  conditions  under  which  the  worker  can  per- 
form his  work  most  efficiently  while  maintaining  his 
health,  and  furthermore  establish  in  the  factory 
and  workshop  the  conditions  which  tend  to  produce 
the  maximum  output  of  work  without  impairing  the 
maximum  power  of  the  worker.  Much  has  been 
learned  about  the  first  of  these  problems,  and  when 
workers  and  employers  realize  that  it  will  be  to  the 
advantage  of  both  to  organize  industrial  work  on  an 
intelligent  basis  the  second  will  come  about.  Re- 
search committees  in  Great  Britain  and  the  United 
States  have  been  carefully  studying  the  relations  of 
the  hours  of  labor  and  other  conditions  of  employ- 
ment to  the  development  of  fatigue,  giving  due  con- 
sideration both  to  industrial  efficiency  and  to  the  pre- 
servation of  the  health  of  the  workers. 

In  1914  the  Department  of  Health  of  Toronto  en- 
tered upon  a  campaign  to  improve  the  sanitary  and 
hygienic  conditions  in  factories.  It  was  then  found 
that  in  many  industries  there  was  little  or  no  pro- 
tection against  poisonous  fumes  and  dusts,  but  in  a 
very  short  time,  hoods,  ducts  and  exhaust  fans  for  the 
purpose  of  carrying  off  these  materials  and  protecting 
the  operators  were  established  in  practically  every 
place  where  such  were  needed,  while  existing  sanitary 
conveniences  were  greatlv  improved.  It  was  note- 
worthy that  there  was  little  opposition  to  the  de- 
mands of  the  Health  Department  at  the  time  but  the 
willingness  to  co-ooerate  has  latterly  become  .even 
more  pronounced.  The  war  has  brought  about  a  much 
more  sympathetic  attitude  on  the  part  of  the  employer 
to  demands  for  improving  the  working  conditions  of 
the  employees. 

In  the  industrial  plants  of  Toronto,  which  are  much 
like  those  in  any  other  large  city,  there  are  few  mod- 
ern vent'lating  systems.  In  general  the  system  of 
heating  is  steam  radiation  and  the  air  supply  comes 
through  the  windows.  In  large  factories  window  ven- 
tilation is  very  difficult  and  not  at  all  satisfactory  from 
the  sanitary  standpoint :  even  in  smaller  plants,  thoueh 
fair  results  may  sometimes  be  obtained  with  intelli- 
gent management,  the  method  is  almost  sure  to  en- 
tail drafts  with  a  certain  amount  of  risk  to  a  number 
of  employees.  An  ideal  system  of  washed,  humidified 
and  tempered  air  forced  into  and  drawn  from  the 
workrooms  by  fans  is  not,  to  the  writer's  knowledge, 
to  be  found  in  a  Toronto  factorv,  though  partial  svs- 
tems  are  to  be  found  in  some  schools  and  office  build- 
ings. 

The  Newer  Knowledge  of  Ventilation 

It  is  generally  recognized  among  sanitarians  and 
hygienists  that  a  small  improvement  in  sanitary  or 
hygienic  conditions,  which  will  improve  the  health 
and  efficiency  of  all  the  members  of  the  community, 
by  say  five  per  cent.,  is  of  infinitely  greater  value  than 
one  which  will  improve  only  a  small  percentage  of  the 
community  bv  say  25%.  In  a  city  for  example,  an  im- 
provement which  makes  the  water  and  milk  supply 
safe,  favorably  affects  every  single  member  of  that 
municipality  and  counts  more  in  promoting  the  gener- 
al health  and  efficiencv  of  the  whole  community  than 
the  individual  work  of  hundreds  of  doctors  and  nurses 


in  directly  curing  cases  of  disease  once  they  have 
been  contracted.  In  the  field  of  public  health  an 
ounce  of  prevention  is  worth  many  pounds  of  cure.' 

For  this  reason  any  improvement  in  a  system  of 
ventilation  will  have  far  reaching  results.  Everybody 
lives,  moves  and  has  his  being  in  an  atmosphere  which 
he  constantly  inhales  and  exhales;  which  literally 
surrounds  him  like  a  garment ;  which  is  the  medium 
that  carries  germs  of  disease  to  him ;  and  which, 
through  its  temperature  and  moisture,  constantly  af- 
fects his  skin  and  through  the  skin  all  the  vital  pro- 
cesses of  his  body. 

It  is  of  great  theoretical  interest  to  know  that 
some  of  the  most  remarkable  developments  in  hygiene 
during  the  past  few  years  have  been  in  the  problem 
of  ventilation  and  it  is  of  great  practical  importance 
to  realize  that  this  new  knowledge  of  ventilation  can 
be  applied  to  the  great  benefit  of  the  community  at 
large. 

In  1905  Paul  showed  very  clearly  that  all  the  ill 
effects  of  bad  air  were  not  due  to  chemical  but  to 
physical  characterises.  He  had  subjects  live  in  an 
air  tight  cabinet  and  allowed  them  to  rebreathe  the 
air  until  they  began  to  show  depression,  headache, 
dizziness  or  even  a  tendency  to  nausea.  When  allow- 
ed to  breath  fresh  outside  air  through  a  tube  no  re- 
lief whatever  was  experienced,  neither  did  the  bad 
air  from  the  inside  of  the  cabinet  produce  any  symp- 
tons  :n  a  person  outside  of  the  cabinet  breathing  the 
air  through  a  tube. 

Good  Effects  of  Stirring  up  Stagnate  Air 

When  the  air  in  the  cabinet  was  dried,  or  cooled,  or 
put  in  motion  by  means  of  a  fan  all  of  the  symptoms 
of  discomfort  and  illness  immediately  disappeared 
without  any  chemical  alteration  being  made  in  the 
a:r.  The  result  of  stirring  up  the  air  in  the  cabinet, 
cooling  it  or  removing  the  excess  moisture  by  drying 
simply  enabled  the  human  body  to  throw  off  its  heat 
more  rapidly.  In  other  words  the  symptons  arising 
in  vitiated  atmospheres  are  due  to  heat  stagnation  in 
the  body,  and  the  moisture  of  the  atmosphere,  its 
temperature  and  its  stillness  are  responsible  for  the 
effects  produced. 

These  findmgs  of  Paul  have  since  been  shown 
over  and  over  again  by  numerous  scientists  to  be  cor- 
rect. In  recent  years  the  New  York  Commission  on 
Ventilation,  which  experimented  upon  hundreds  of 
human  subiects  over  a  period  of  years,  has  further 
confirmed  these  findings  and  thrown  a  great  deal  of 
additional  light  on  the  subject.  The  Commission 
proved  conclusively  that  the  bad  effects  of  poor  venti- 
lation are  due  almost  solely  to  excessive  humidity,  to 
increased  temperature  and  to  stagnation  of  the  vitiat- 
ed air. 

The  New  York  Commission  kept  men  in  airtight 
rooms  day  after  day  rebreathing'  air  that  contained 
n'l  the  accumulated  products  of  the  breath.  Yet  they 
did  as  much  mental  and  physical  work  and  felt  just 
as  happy  as  when  fresh  air  was  constantly  supplied 
to  them,  as  long  as  the  temperature  of  the  air  was  kept 
low.  Very  careful  tests  were  made  by  skilled  sc'en- 
tists  to  determine  whether  there  were  any  ill  effects 
UDOii  the  heart,  circulation  or  general  efficiency  of  the 
body  but  none  could  be  detected.  The  Commission 
found  that  the  whole  secret  lay  in  the  fact  that  the 
air  around  the  body  was  stagnant  and  that  as  long  as 
this  air  was  continually  removed  or  its  temperature 
lowered  there  were  no  harmful  effects,  even  though  its 
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carbon  dioxide,  content  was  increased  to  many  times 
its  normal  amount  and  its  oxygen  content  greatly  re- 
duced. 

Results  of  Increase  in  Body  Temperature 

It  was  found  that  slight  rises  in  the  body  temper- 
ature may  be  produced  by  a  higher  temperature  of 
the  surrounding  atmosphere  and  that  these  rises  pro- 
duce marked  physiological  effects,  such  as  an  increase 
in  the  heart  beat.  A  considerable  rise  in  the  atmos- 
pheric temperature  may  also  quicken  the  respiration. 
Passing  from  a  hot  to  a  cold  room  results  in  an  in- 
creased secretion  of  the  nasal  mucous  membrane,  and 
this  condition  seems  to  be  favorable  to  invasion  of 
that  protective  layer  by  micro-organisms  and,  conse- 
quently, to  infection. 

The  actual  inability  to  do  as  much  physical  work 
on  a  very  hot  day  has  been  proved  by  confining  ani- 
mals in  very  hot  cages  for  several  hours  and  then 
showing  by  accurate  scientific  tests  that  their  muscles 
were  incapable  of  doing  as  much  work  as  they  had 
been  before  being  subjected  to  the  heat.  It  is,  there- 
fore, natural  that  on  a  hot  humid  day  we  should  re- 
duce our  muscular  exertions  to  the  minimum,  in  or- 
der that  we  may  not  have  so  much  heat  to  get  rid 
of.  The  power  to  perform  physical  or  mental  work  at 
moderately  higher  temperatures  is  not  at  all  impa;red 
but  the  inclination  to  do  physical  or  mental  work  is 
diminished — a  most  important  point  in  industry. 

Without  going  into  the  actual  details  of  experi- 
ments and  the  resvdts  obtained  by  numerous  investi- 
gators in  the  problems  of  ventilation,  it  has  been 
found  that  in  general,  moderately  cool  and  moder- 
ately dry  air  in  motion  is  the  most  beneficial  to  the 
human  body.  A  temperature  of  from  65  to  68  degrees 
Fahrenheit  with  a  relative  humidity  of  not  more  than 
50%  is  about  the  best  where  great  physical  labor  does 
not  occur.  Furthermore,  the  stimulating  effect  of 
fresh  air  on  the  human  body  depends  not  on  its  chemi- 
cal composition  but  on  its  physical  characters,  name- 
ly, low  temperature,  low  humidity  and  motion. 

The  Value  of  Improved  Systems  of  Ventilation  in 
Industry 

In  workshops  it  has  been  found  that  a  change  of 
temperature  of  a  few  degrees  is  stimulating  to  the 
worker  and  tends  to  increase  the  output,  whereas  a 
constant  temperature  is  depressing  to  the  individual. 
From  the  standpoint  of  the  employer  and  employee 
these  facts  are  of  the  greatest  value.  Proper  changes 
in  the  system  of  ventilation  ,in  many  industries  based 
upon  the  newer  knowledge  will  bring  about  beneficial 
results  in  the  health  and  efficiency  of  the  workers  and 
in  their  output  of  work.  The  ideal  system  of  ventila- 
tion should  accomplish  several  things.  It  should  first 
of  all  maintain  the  air  at  a  proper  temperature  and 
humidity;  it  should  keep  the  air  in  gentle  motion;  it 
should  remove  odors,  bacteria,  dust  and  other  contam- 
inating substances,  such  as  gases,  and  should  provide 
a  sufficient  quantity  of  fresh  air  to  remove  all  products 
of  respiration. 

There  can  be  no  sound  hygienic  objection  to  the 
warmed  air  of  a  building  being  recirculated,  provided 
always  that  it  is  partly  diluted  with  outside  air  and 
washed  free  from  bacteria,  dust  and  odors  by  passing 
through  water  screens.  This  washmg  acts  exactly  as 
a  rain  shower  in  nature,  thoroughly  cleansing  the  air 
of  all  impurities.  Such  air  may  be  cooled,  warmed 
and  humidified  at  the  same  time  to  the  exact  degree 
desired.  As  an  example  of  the  saving  effected,  it  is 
said  that  in  the  gymnasium  of  the  International  Y. 


M.  C.  A.  at  Springfield,  where  this  process  is  in  opera- 
tion, a  saving  of  over  40%  of  coal  from  recirculating 
the  air  is  effected. 

Intelligent  Control  of  Ventilation 

The  intelligent  use  of  windows  in  flushing  out  the 
building  during  the  rest  periods,  which  are  becoming 
common  in  modern  factories,  have  a  beneficial  and 
stimulating  effect  on  the  employees  and  many  other 
modifications  will  probably  develop  as  the  skilled  ven- 
tilating engineer,  watching  results,  develops  his  plan 
of  operating  the  system.  Any  scheme  of  ventilation, 
whether  artificial  or  natural,  will  fail  if  it  is  not  operat- 
ed intelligently,  and  the  intelligence  in  this  case  pre- 
supposes a  knowledge  of  the  ends  to  be  attained  and 
the  reasons  therefore.  When  it  is  realized  that  in 
one  experiment  as  much  as  15%  less  work  was  done 
at  75  degrees  Fahr.  than  at  68  degrees  Fahr.,  the  value 
of  careful  and  intelligent  control  of  ventilation  may 
well  be  appreciated.  Overheated  rooms  are  not  only 
uncomfortable  but  produce  well  marked  effects  upon 
the  heat  regulating  and  circulating  systems  of  the 
body  and  materially  reduce  the  inclination  of  occu- 
pants to  do  physical  work. 

There  can  be  no  question  as  to  the  value  of  these 
modern  developments  in  ventilation  in  improving  the 
health  and  stimulating  the  energy  of  the  worker.  With 
a  general  improvement  in  the  physical  well-being  of 
the  individual  there  is  little  doubt  that  his  daily  out- 
put of  work  will  be  increased.  In  overhead,  stuffy 
rooms  the  worker  will  unconsciously  do  less  work; 
from  the  physiological  standpoint  it  is  perfectly  nat- 
ural that  he  should. 

Some  of  the  workshops  and  factories  in  this  coun- 
try are  a  disgrace  to  the,  owners  and  to  the  commun- 
ity. Public  health  officials  and  factory  inspectors 
have  done  a  great  deal  to  gradually  force  unwilling 
employers  to  instal  the  minimum  sanitary  require- 
ments demanded  in  the  interests  of  public  health  and 
safety.  But  beyond  these  minimum  requirements 
many  employers  have  no  intention  of  going.  They 
will  not  realize  that  a  dollar  invested  in  improved  hy- 
gienic conditions  for  their  employees  will  be  almost 
sure  to  yield  a  return  many  times  as  great,  both  in 
the  quality  and  quantity  of  the  work  turned  out,  in 
reduced  sickness  and  in  lessened  liability  to  accident. 

When  Fresh  Air  Is  Good 

From  what  has  been  said  above  it  must  not  be  in- 
ferred that  fresh  air  is  of  no  use,  that  the  practice  of 
underheating  or  suddenly  chilling  hot  workrooms  is 
to  be  recommended,  or  that  recirculating  unwashed 
air  is  a  thing  to  be  desired.  This  discussion  has  no 
such  object  and  the  writer  would  be  the  first  to  con- 
demn such  practices.  From  the  standpoint  of  the  in- 
dividual and  the  public  health  everyone  should  get 
as  much  fresh  air  as  possible. 

Our  viewpoint  of  what  constitutes  fresh  air,  how- 
ever, has  changed  materially  and  our  practice  will 
naturally  change  also.  The  important  thing  to  ap- 
preciate is,  first,  that  fresh  air  is  valuable  because  it 
is  cool  or  is  in  motion  ;  and  second,  that  fresh  air  is 
not  valuable  because  it  has  a  slightly  larger  amount 
of  oxygen  or  a  slightly  lessened  amount  of  carbon 
dioxide  than  indoor  air.  These  are  physiological 
facts  which  have  been  proved  beyond  all  question  of 
doubt.  On  the  other  hand,  one  must  appreciate  the 
physiological  effect  of  so-called  bad  air  on  people 
coming  into  it  from  fresh  air. 

The  humidity  is  an  extremely  important  factor.  It 
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is  a  matter  of  common  experience  that  we  feel  disin- 
clined to  work  on  moist,  hot  sticky  days  when  the 
humidity  of  the  air  is  high.  There  is  a  definite  physio- 
logical reason  for  this.  The  temperature  of  our  bodies 
is  controlled  through  the  amount  of  heat  lost  through 
the  skin  by  the  regulated  evaporation  of  visible  or  in- 
visible perspiration.  At  a  high  temperature,  as  the  hu- 
midity of  the  air  surrounding  the  body  increases,  the 
moisture  constantly  given  off  from  the  surface  of  the 
skin  is  less  easily  evaporated  and  therefore,  less  heat 
is  lost  from  the  body.  If  the  temperature  of  the  air  is 
high  when  the  humidity  is  high,  we  experience  great 
discomfort  because  our  bodies  are  unable  to  get  rid 
of  their  superfluous  heat  by  these  methods.  On  the 
other  hand,  the  air  may  be  saturated  with  moisture,  as 
it  often  is  over  the  sea  or  in  insular  climates,  and  yet 
be  very  invigorating  because  it  is  cool  and  carries 
away  through  conduction  any  surplus  heat  that  the 
body  needs  to  be  rid  of. 

On  humid  days  the  humidity  in  places  where  large 
numbers  of  workers  are  congregated  increases  and 
the  normal  conditions  of  discomfort  due  to  excessive 
humidity  become  aggravated.  On  the  other  hand,  a 
temperature  over  the  desert  may  be  even  as  high  as 
115  to  120  degrees  Fahrenheit  and  yet  be  <|uite  bear- 
able because  the  relative  humidity  is  SO  low  that  the 
dry  air  rapidly  carries  away  the  moisture  from  the 
surface  of  the  skin  and  thereby  reduces  the  tempera- 
ture of  the  body.  Very  dry  air,  such  as  we  get  ill 
practically  all  of  our  buildings  during  a  Canadian 
winter,  is  also  very  objectionable,  drying  up  the  muc- 
ous membrane  of  the  eyes,  nose  and  throat  and  creat- 
ing a  most  uncomfortable  feeling  which  is  very  ob- 
noxious to  people  accustomed  to  a  moister  climate. 
High  temperature  combined  with  high  humidity  pro- 
duces not  only  discomfort  but  definite  symptons  of 
physiological  derangement,  such  as  a  rise  in  body 
temperature  and  pulse  rate  and  a  fall  in  blood  pres- 


sure, doubtless  due  to  manifestations  of  the  body's 
effort  to  reach  a  state  of  heat  equilibrium  with  the 
outside  environment. 

Remodelling  Our  Systems  of  Ventilation 

With  an  understanding'  of  the  principles  here  out- 
lined it  may  be  seen  that  it  will  be  cpiite  possible  and 
feasible  from  the  economic  standpoint  to  materially 
modify  our  systems  of  ventilation  with  great  benefit 
to  the  health  and  energy  of  the  worker  and  the  out- 
put of  the  plant.  From  the  commercial  standpoint  it 
would  probably  pay  well  to  instal  in  almost  every 
new  factory  the  most  modern  ventilating  system  and 
employ  an  up-to-date  engineer  at  the  single  task  of 
watching  the  ventilation  with  the  efficiency  of  the 
worker  in  mind  ;  the  output  of  the  factory  would  take 
care  of  itself.  Such  an  engineer  as  the  writer  fore- 
sees him  will  carefully  control  the  temperature,  the 
humidity  and  the  movement  of  the  air. 

Summary 

Accurate  and  elaborate  physiological  studies  on 
hundreds  of  human  beings  have  shown  that  air  tem- 
perature and  air  humidity  have  profound  effects  on 
the  human  organisms.  When  air  conditions  are  un- 
favorable the  health  and  efficiency  of  the  subject  is 
likely  to  be  seriously  impaired.  But  since  we  now 
possess  accurate  knowledge  of  how  temperature  and 
humidity  affects  the  human  body,  and  particularly 
since  there  are  practical  mechanical  methods  of  con- 
trolling and  modifying  these  factors  at  will,  there  is 
no  reason  why  we  cannot  live  indoors  under  atmos- 
pheric conditions  which  at  least  approximate  the  ideal. 

Taking  these  facts  into  consideration  it  would  ap- 
pear to  be  an  excellent  investment  to  provide  only  air 
that  has  been  so  tempered  and  conditioned  that  it  will 
improve  the  health  and  increase  the  efficiency  of  the 
employee,  whether  in  office,  warehouse  or  factory. 


800  Miles  of  Road  Grading  and  100  Bridges  on 

Manitoba's  Program 

Substantial  Progress  to  be  Made  This  Year  Under 
Provisions  of  Good  Roads  Act— All  Work  by  Contract 


ANITOBA  has  always  been  very  active  in 
road  construction.  Great  progress  has  been 
made  in  the  improvement  of  highways  in 


the  past  few  years  and  this  year  will  see  a 
substantial  increase  in  the  mileage  selected  for  grad- 
ing and  surfacing.  As  evidence  of  this,  we  might 
state  that  tenders  for  grading  about  800  miles  of  roads 
will  be  called  for  in  Manitoba  within  the  next  two 
months,  according  to  information  supplied  by  the 
Good  Roads  Department  of  that  province.  This  work 
will  be  let  in  contracts  of  from  two  to  seventy-five 
miles.  The  work  will  be  done  under  "The  Good 
Roads  Act,"  which  has  been  in  successful  operation 
in  Manitoba  for  the  past  six  years.  Up  to  the  pres- 
ent, about  1,200  miles  of  road  have  been  graded  and 
about  400  miles  gravelled,  under  this  Act. 

In  addition  to  the  roadwork,  it  is  expected  that 
over  100  concrete  bridges  will  be  constructed.  The 
bridge  work  will  include  a  steel  bridge  650  feet  long- 


over  the  Red  River,  a  concrete  arch  100  feet  clear  span 
over  the  La  Salle  River,  several  bridges  of  concrete 
over  the  Assiniboine  River  and  a  number  of  bridges 
of  from  30  to  50  feet  clear  span.  Up  to  date  there 
have  been  built  under  "The  Good  Roads  Act,"  384  " 
bridges  of  which  271  were  of  concrete. 

It  is  expected  that  over  4,000  miles  of  grading  will 
be  done  in  Manitoba  within  the  next  four  years,  and 
a  large  percentage  of  th;s  mileage  is  to  be  gravelled. 
Under  "The  Good  Roads  Act,"  all  work  is  to  be  let 
bv  contract. 


Production  of  Building  Materials  in  Quebec 

The  production  of  building-  materials  in  the  pro- 
vince of  Quebec  increased  considerably  during  the 
year  1919,  compared  with  1918.  Its  total  value  for 
the  vear  amounted  to  $7,974,084,  compared  with  $5.- 
340,987  for  1918,  an  increase  of  $2,633,097, 
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Gunite  Houses  Meet  Structural  Requirements 

Dwellings  of  Plastered  or  Cement  Gun  Construction  Can  be  In- 
sulated Against  Heat  Conduction  and  are  Strong  and  Fireproof 


THE  plastered  or  gunite  concrete  house  is  one 
having  a  reinforced  concrete  structural  frame- 
work, either  cast  in  place  or  shot  with  a  ce- 
ment gun  and  having  comparatively  thin  ex- 
terior double  walls  of  concrete  formed  by  plastering 
or  shooting  concrete  on  expanded  metal,  or  mesh  rein- 
forcement. This  type  may  or  may  not  have  concrete 
floors  and  roof.  If  not  of  concrete,  metal  lumber 
makes  the  best  substitute.  Wood  floor  joists  and 
wood  stud  partitions  can  be  used  when  economy  in 
first  cost  is  demanded. 

One  of  the  greatest,  if  indeed  not  the  greatest,  ob- 
jection to  monolithic  concrete  construction  is  the 
bother  and  expense  of  forms.  This  is  particularly 
true  of  dwelling  house  construction  because  of  its  end- 
less variety,  with  complications  of  openings,  angles, 
etc.  There  can  be  no  question  but  that  the  ultimate 
to  be  desired  in  concrete  house  construction  is  a  de- 
sign in  which  every  piece  that  is  erected  remains  put 
and  forms  a  permanent,  integral,  necessary  part  of  the 
structure.  For  this  reason  the  cement  gun  or  plas- 
tered type  of  house  is  deserving  of  consideration. 
That  this  type  seems  to  meet  the  essential  require- 
ments of  house  design  is  indicated  in  a  report  of  the 
committee  on  Plastered  or  Concrete  Gun  Types  of 
Concrete  Houses  submitted  to  the  National  Confer- 
ence on  Concrete  House  Construction  held  last  month 
in  Chicago.  Some  of  the  findings  of  this  committee 
follow : 

Insulation  Against  Heat  Conduction 

The  first  fundamental  idea  of  this  group  of  designs 
is  the  matter  of  insulation  against  heat  conduction. 

Insulation  is  a  matter  which  vitally  affects  the  com- 
fort of  a  house,  as  well  as  the  cost  of  heating  it.  Con- 
trol of  heat  loss  and  ventilation  is  fundamental  to 
success  in  the  design  of  a  heating  plant,  and  such 
control  cannot  be  obtained  with  exterior  walls  hav- 
ing poor  insulating  qualities.  Insulation  of  exterior 
walls  of  houses  is  also  required  to  prevent  condensa- 
tion of  moisture  on  the  interior  surface  of  these  walls, 
regardless  of  the  type  of  construction.  Masonry 
walled  houses  are  always  furred,  lathed  and  plastered 
on  the  inside,  thus  producing  an  air  space  between 
the  masonry  wall  and  the  interior  of  the  house,  which 
furnishes  the  required  insulation  to  prevent  a  suffi- 
cient difference  in  temperature  being  established  be- 
tween the  wall  surface  and  the  air  within  the  house 
to  cause  condensation.  Concrete  houses,  of  whatever 
type,  are  no  exception  to  this  requirement  for  insu- 
lation, and  the  designers  of  this  group  make  it  pos- 
sible to  supply  the  requirements  of  insulation  by  in- 
cluding a  dead  air  space  in  the  wall  proper.  The  plas- 
tered and  gunite  types  have  a  concrete  exterior  wall 
about  2  inches  thick,  separate  from  the  interior  finish 
by  a  dead  air  space,  as  will  appear  by  examining  the 
various  methods  of  constructing  this  type  of  house 
given  herein. 

Air  Space  Must  be  "Dead" 

Anv  air  space  in  a  wall  to  be  effective  must  he 
"dead,"  that  is,  have  no  connection  with  the  outs'de 
of  the  building,  and  should  be  limited  to  such  width 


and  arrangement  as  to  prevent  convectional  currents 
of  air  being  set  up  within  the  dead  air  space  itself. 
The  outside  wall  of  the  plastered  or  gunite  house  is 
usually  only  from  ]J/2  to  2  inches  thick,  but  this  wall 
is  reinforced  in  all  directions  by  expanded  metal  or 
mesh  reinforcement  which  is  completely  imbedded  in 
the  wall.  The  wall  is  moreover  supported  on  all  four 
sides  by  the  reinforced  concrete  framework  so  that 
it  is  required  to  act  merely  as  a  "curtain"  wall.  Good 
workmanship  will  insure  a  very  dense  wall  ll/2  or  2 
inches  thick  which  is  not  only  impervious  to  moisture 
under  the  most  severe  weather  conditions,  but  also 
prevents  any  appreciable  transfer  of  air  between  the 
dead  air  space  and  the  exterior.  While  the  wall  itself 
possesses  some  insulating  value,  it  is  to'  be  remem- 
bered that  the  entrapped  air  within  the  dead  air  space 
is  depended  on  for  insulation. 

If  a  very  high  degree  of  insulation  is  desired,  this 
type  of  construction  allows  the  use  of  various  insulat- 
ing mediums,  such  as  heavy  waterproof  building  pa- 
per, corkboard,  linofelt,  Cabot's  quilt,  insulite  or  flax- 
linum,  etc.,  which  can  be  applied  in  sheets  directly  to 
the  inside  surface  of  the  outside  wall. 

Strength  and  Fireproofness 

The  second  fundamental  requirement,  viz., 
strength,  firesafeness  and  permanence,  is  fully  met  by 
this  method  of  construction  but  an  examination  of 
building  codes  in  various  cities  reveals  the  fact  that 
the  requirements  of  the  construction  of  ordinary  dwel- 
ling houses  are  based  on  familiar  practice  in  the  con- 
struction of  masonry  walls  comprised  of  small  units 
set  in  mortar,  or  on  frame  construction.  The  plas- 
tered or  gunite  type  of  house,  as  above  defined,  may 
truly  be  said  to  be  a  new  type  of  construction  to  most 
building  commissioners  and  inspectors.  It  is  not  to 
be  expected,  therefore,  that  present  building  codes 
provide  directly  for  the  use  of  such  construction.  How- 
ever, this  type  does  fulfill  the  fundamental  require- 
ments of  strength  and  fire-resistive  qualities.  The 
structural  framework  is  of  reinforced  concrete  cast  in 
place  or  shot  into  place  with  a  cement  gun.  The  sizes 
and  reinforcing  of  the  various  structural  parts  are 
easily  varied  to  meet  all  specified  load  conditions  and 
are  matters  of  simple  engineering  design.  The  exter- 
ior walls  are,  of  course,  thin  as  compared  with  those 
specified  for  ordinary  masonry  bearing  walls,  but  it 
should  be  borne  in  mind  that  this  is  an  entirely  dif- 
ferent type  of  construction.  '  The  exterior  walls  of  the 
plastered  or  gunite  type  of  house  have  a  reinforced 
concrete  frame  which  in  conjunction  with  the  rein- 
forced thfn  slabs  make  strong  and  rigid  bearing  walls 
and  have  the  elements  of  strength  of  the  well  known 
reinforced  concrete  floor.  Lack  of  familiarity  is,  there- 
fore, the  only  excuse  for  hesitation  in  allowing  this 
type  of  dwelling  house  to  be  constructed  within  the 
fire  limits  of  cities  or  in  any  other  localities. 

Walls  Stand  Fire  Test 

The  results  of  such  tests  as  are  available  on  the 
fire-resistive  ability  of  a  concrete  wall  2  inches  thick, 
reinforced  with  mesh  or  expanded  metal,  indicate  its 
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ability  to  withstand  the  2-hour  fire  test  without  ser- 
ious injury.  It  will  be  recalled  that  the  usual  build- 
ing code  requirement  for  the  thickness  of  concrete 
covering  over  reinforcing  for  flat  surfaces,  such  as  in 
floors,  is  from  %  inch  to  \y2  inch,  with  an  average  of 
about  1  inch.  This  indicates  at  once  that  the  exterior 
reinforced  concrete  wall,  2  inches  thick,  practically 
fulfills  the  usual  building  code  requirement  for  fire- 
proofing  even  in  the  large  fireproof  buildings. 

For  usual  dwelling  houses  there  is  not  sufficient 
combustible  material  to  produce  a  fire  of  sufficient 
intensity  and  duration  to  affect  in  any  serious  way 
the  reinforced  concrete  framework  of  this  type  of 
building.  A  favorable  insurance  rate  is,  therefore,  jus- 
tified for  this  type  of  construction. 

Wall  Acts  Like  Wire  Glass 

-Another  point  that  occurs  to  the  committee  in  ex- 
amining the  group  of  designs  is  the  fact  that  there 
has  been  introduced  here  an  entirely  new  element 
of  safety,  elsewhere  non-existent.  It  will  be  noted 
that  in  all  these  designs  there  is  a  form  of  wall  con- 
struction consisting  of  relatively  thin  walls  with  rela- 
tively a  very  high  degree  of  steel  reinforcement,  all 
thoroughly  knit  together  into  a  strong  unit.  The 
effect  is  the  same  as  that  of  wire  glass.  It  may  be 
cracked  and  broken,  but  it  will  not  go  to  pieces.  Not 
only  should  it  be  in  a  high  degree  cyclone  and  earth- 
quake-proof, but  it  should  be  like  wire  glass,  flame 
resisting. 

Cement  Gun  Type  Meets  Structural  Requirements 

The  conclusions  which  the  committee  reaches  after 
examining  the  designs  available  in  this  group  are  as 
follows : 

(1)  All  structural  requirements  are  fully  met  in 
the  plastered  or  gunite  type  of  house  herein  defined. 

(2)  The  framework  and  walls  of  this  type  are  of 
fireproof  material  and  are  sufficient  to  withstand  with- 
out serious  injury  any  conceivable  dwelling  house 
fire. 

(3)  It  follows  from  conclusions  (1)  and  (2)  that 
building  codes  should  allow  this  type  of  construction 


A  New 


REFERENCE  was  made  in  the  Contract  Record 
of  January  14,  page  34,  to  a  new  development 
in  cement.  It  was  there  stated  that  a  new- 
form  of  cement  was  being  produced  by  the  in- 
corporation of  a  chemical  with  the  clinker  before 
grinding,  the  product  showing  very  promising  results 
in  regard  to  strength  and  waterproofing  qualities.  This 
particular  variety  of  cement  is  new  as  far  as  this  con- 
tinent is  concerned,  but  has  been  in  use  in  England, 
to  a  limited  extent,  for  some  'yea'rs.  Its  manufacture 
has  been  developed  in  Canada  and  at  the  present 
time,  we  understand,  some  of  this  product  is  avail- 
able. This  new  type  of  cement  is  designated  Super- 
Cement,  the  term  that  has  been  applied  to  it  in  Eng- 
land. 

About  nine  years  ago  Mr.  J.  F.  Goddard,  an  Eng- 
lish engineer,  discovered  that  a  compound  of  certain 
chemicals,  when  incorporated  into  portland  cement 


within  the  fire  limit  of  cities,  and  that  insurance  rates 
should  credit  in  full  this  type  as  fireproof  construction 
in  all  portions  where  concrete  is  used. 

(4)  The  insulating  qualities  of  the  double  wall  pro- 
duced by  this  type  (or  method)  is  sufficient  to  prevent 
condensation  of  moisture  on  the  interior  of  exterior 
walls  and  insulating  mediums  can  easily  be  applied 
to  obtain  any  desired  degree  of  insulation. 

(5)  Concrete  floors  produce  a  thoroughly  fireproof 
and  sanitary  structure.  Concrete  floors  should  pref- 
erably have  embedded  nailing  strips  or  be  covered 
with  a  layer  of  nail-coat  to  which  a  wood  floor  may 
be  nailed  or  be  covered  by  rugs,  carpets,  or  special, 
easily  removed  floor  coverings. 

Flexibility  of  Design 

(6)  Plastered  or  gunite  concrete  houses  lend 
themselves  to  flexibility  of  design  so  that  the 
architect  is  not  hampered  by  any  predetermined  unit 
in  working  out  the  design  of  his  building.  Further- 
more, he  can  have  different  texture  finishes  for  the 
e  xterior  walls  and  trim  the  building  with  wood  porches, 
cornices  and  the  like  as  is  customary  in  the  standard 
wood  frame  covered  with  stucco,  while  at  the  same 
time  securing  the  fireproof  qualities  in  the  exterior  of 
the  wall  construction  with  a  minimum  expenditure  of 
material,  which  is  about  one-third  of  what  a  mono- 
lithic 7  inch  wall  would  be,  thus  conserving  materials 
and  operating  to  keep  the  cost  of  construction  at  a 
point  that  more  houses  can  be  built  for  a  given  amount 
of  money  than  would  be  the  case  where  heavy  masonry 
walls  are  used. 

(7)  The  particular  type  which  a  builder  should  se- 
lect out  of  this  group  will  depend  on  the  availability 
and  relative  cost  of  materials,  power,  and  of  skilled 
artisans  and  common  labor. 

(8)  All  types  are  good  in  design  and  will  make 
superior  houses,  if  the  work  is  properly  executed. 

(9)  A  concerted  effort  should  be  made  by  the  par- 
tie^  in  this  group  to  get  tests  made  by  the  Under- 
writers Laboratories,  so  as  to  get  definite  and  favor- 
able rulings  on  city  building  codes  and  insurance  rates. 


clinker,  during  its  manufacture,  gave  to  the  cement 
very  useful  and  desirable  properties.  Since  that  dis- 
covery Mr.  Goddard  has  continued  his  investigations 
with  a  view  to  perfecting  the  process  and  bringing  it 
into  actual  practical  use,  free  from  all  troublesome 
features.  He  had  the  assistance  of  well-known  che- 
mists and  practical  cement  manufacturers  in  England, 
with  the  result  that  the  new  cement  was  produced 
commercially.  This  super-cement  has  been  in  success- 
ful use  for  about  eight  years  and  has  been  produced 
in  commercial  quantities  for  five  years,  although  gov- 
ernment war  restrictions  have  somewhat  retarded  the 
extension  of  its  employment. 

Increased  Hydration 

Super-cement  is  made  from  any  ordinary  portland 
cement  clinker,  which  is  ground  with  a  chemical  in- 
gredient that  changes  the  physical  properties  of  the 
final  cement.   The  chief  difference  between  the  two 


Development  in  the  Cement  Field 

Incorporation  of  Chemical  with  Clinker  Produces 
an     Impermeable    Cement    of    High  Strength 
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cements  is  that  in  super-cement,  particles  combine 
more  thoroughly  with  the  mixing  water.  The  chem- 
ical action  which  occurs  when  water  is  mixed  with 
the  cement  is  assisted  to  a  considerahle  degree,  prac- 
tically all  of  the  cement  being  hydrated  and  perform- 
ing the  functions  of  a  true  cement  material.  This 
property  of  increased  hydration  assures  dense,  strong, 
and  water  proof  concrete,  with  the  remarkable  ability 
of  adhering  or  clinging  to  particles  of  sand  and  stone 
binding  them  together  into  a  very  dense  and  strong 
material. 

Actual  tests  have  proved  that  super-cement  is 
strong  in  tension  and  compression,  very  adhesive  and 
very  im]  ermeable.  An  increase  in  tensile  strength 
from  10  to  50  ]  er  cent,  has  been  observed,  and  an 
even  greater  increase  in  compressive  strength.  Fur- 
ther, ihe  percentage  of  increased  strength  with  mor- 
tars has  always  been  very  pronounced  and  greater 
than  the  percentage  increases  with  neat  cement.  This 
indicates  the  great  sand  carrying  capacity  of  super- 
cement. 

Impermeable  Properties 

Super-cement  is  said  to  be  especially  non-absorb- 
ent and  impermeable.  Mortar,  composed  of  on-  part 
super-cement  and  three  parts  sand  and  moulded  into 


hollowed  cylinders  with  walls  7/8-in.  thick  and  suit- 
ably connected  to  pressure  tanks,  not  only  withstood 
a  water  pressure  of  200  lbs.  per  square  inch  at  the 
age  of  17  days,  but  dried  out  and  became  hard  and 
sound  with  not  the  slightest  sign  of  moisture  on  the 
outside.  Similar  mortars  have  also  successfully  with- 
stood gasoline  under  pressure  of  more  than  120  lbs. 
per  square  inch,  for  over  13  weeks,  with  no  leaks. 

In  a  book  called  "Cements.  Limes  &  Plasters,"  by 
Ernest  A.  Dancaster,  B.  Sc.,  consulting  chemist,  Lon- 
don, England,  (published  by  Crosby,  Lockwood  & 
Son,  London,  1916),  the  author  remarks  that  super- 
cement  was  originally  intended  to  be  only  a  water- 
proof portland  cement,  the  waterproofing  qualities 
being  obtained  by  adding  a  chemical  to  the  clinker.  It 
was  found,  however,  that  the  treated  cement  not  only 
made  a  waterproof  mortar,  but  was  also  much  stronger 
than  ordinary  portland  cement,  thus  differing  from  the 
usual  waterproofing  materials  which  tend  to  weaken 
the  cement  with  which  they  are  used.  The  author, 
as  the  above  mentioned  work  states,  has  carried  out 
a  number  of  tests  with  this  material  and  has  found 
the  tensile  strength  after  90  days,  of  a  1  :3  mix,  to  be 
about  50  per  cent,  greater  than  that  of  a  similar  mor- 
tar made  from  the  same,    but    untreated,  portland 

cement. 


Quebec  Reports  Great  Activity  in  Construction 

An  Analysis  of  the  Building  Situation  in  Province 
of   Quebec  Indicates   Big  Revival   in   All  Lines 


REPORTS  from  every  part  of  the  Province  of 
Quebec  indicate  a  pronounced  revival  in  con- 
struction. The  idea  that  costs  would  be 
lower  has  apparently  disappeared,  and  the 
people  who  have  money  to  invest  in  buildings  have 
evidently  come  to  the  conclusion  that  the  long  ex- 
pected era  of  comparative  cheapness  is  a  long  way 
off.  Further  delay  means  additional  expense,  as  la- 
bor costs  are  likely  to  advance. 

The  general  condition  of  business  warrants  great 
constructional  activity ;  in  addition,  there  is  a  national 
shortage  of  houses  and  apartments.  During  the  war 
the  building  programme  was  almost  entirely  neglected 
except  for  absolutely  necessary  work  connected  with 
the  war;  last  year  witnessed  an  all-round  improve- 
ment, and  the  opening  months  of  1920  promise  a  con- 
siderable increase  on  this.  The  advance  shown  in  the 
number  of  houses  being  built  has  no  doubt  been  stim- 
ulated by  the  general  rise  in  rents  which  is  due  to  the 
shortage  of  accommodation  and  also  to  the  higher 
cost  of  building. 

"Not  So  Busy  for  Years" 

The  feature  of  the  building  world  in  Montreal  is 
the  number  of  small  factories,  etc.,  costing  between 
$30,000  and  $75,000,  which  are  going  up  and  which 
are  contemplated.  In  the  amusement  field,  plans  are 
prepared,  or  will  be  drawn,  for  a  picture  house  for  the 
Famous  Players'  Corporation  costing  $500,000,  and 
another  one 'for  the  Aliens,  to  cost  about  $500,000; 
while  l.oew's  theatre  is  being  remodelled  at  a  cost  of 
$150,000.  School  accommodation  is  urgently  needed, 
and  to  meet  this  two  Protestant  schools,  each  costing 
$250,000,  and  two  Roman  Catholic  schools  to  involve 


a  total  of  $280,000,  will  be  built.  A  synagogue  is  to 
be  erected,  at  an  expenditure  of  $250,000.  The  Pro- 
vincial Government  will  spend  a  very  large  sum  on 
new  police  courts,  the  land  having  been  purchased, 
and  Murphy's  store  contemplates  an  extension  to  cost 
$500,000.  A  very  large  number  of  flats,  houses  and 
apartments  are  being  erected.  In  this  connection,  50 
houses  and  a  school  are  to  be  erected  in  the  model 
town  of  Mount  Royal.  The  outlook  in  the  city  is  very 
good,  and  architects  and  contractors  have  not  been  so 
busy  for  years,  particularly  as  some  have  substantial 
jobs  in  other  parts  of  Canada. 

In  the  suburbs  of  Montreal,  a  lot  of  work  is  in 
progress  or  contemplated.  Many  houses  are  going  up 
in  Outremont,  while  plans  have  been  prepared  for 
a  $250,000  school.  In  Verdun,  a  $100,000  school  :s 
being  erected,  and  plans  are  being  drawn  for  a  new 
filtration  plant  in  Lachine. 

Revival  in  Industrial  Construction 

Probably  the  most  hopeful  aspect  of  the  question 
is  the  large  amount  of  work  throughout  the  province, 
especially  in  the  towns  which  are  building  up  great 
industries,  on  account  of  the  availability  of  cheap  elec- 
tric power.  Take  Three  Rivers  as  an  example.  Here 
work  of  every  description  is  proceeding  at  an  extra- 
ordinary rate.  The  expansion  of  the  pulp  and  paper 
and  shipbuilding  industries  means  much  to  Three 
Rivers.  Houses  are  necessary  to  accommodate  the 
workmen  ;  new  stores  and  schools  are  naturally  wan- 
ted ;  and  the  era  of  prosperity  which  has  come  to  the 
city  has  involved  hundreds  of  thousands  of  dollars  in 
building.  An  enormous  pulp  plant  is  being  erected; 
other  additions  to  existing  pulp  and  paper  plants  are 
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being-  carried  out ;  a  school  to  cost  $200,000  has  been 
authorized;  and  an  extension  to  a  cotton  plant  will 
mean  the  outlay  of  half  a  million  dollar.,. 

The  most  important  work  in  the  city  of  Quebec 
is  at  the  Chateau  Frontenac.  where  the  excavation? 
are  being  made  for  a  two  million  dollar  addition.  Be- 
sides this,  there  is  a  $300,000  seminary,  a  $200,000 
church,  a  $100,000  store,  and  many  less  costly  work-. 

At  Shawinigan,  the  progress  made  last  year  is  be- 
ing continued.  The  Belgo-Canadian  Pulp  and  Paper 
Company  propose  large  extensions  to  their  mills,  and 
other  work  is  going  ahead.  At  St.  Hyacinthe  a  tech- 
nical school  and  city  hall  is  proposed,  while  a  cotton 
mill,  to  cost  $125,000,  is  going  up.  Not  to  be  left 
behind,  Sherbrooke  is  to  have  a  textile  mill,  and  in 
order  to  provide  houses  for  the  workmen  $450,000 
will  be  spent  on  a  model  village,  under  the  Quebec 
Housing  Act.  Drummondville,  too,  is  advancing;  sev- 
eral new  industries  are  to  be  located  there,  including  a 
very  large  factory  for  manufacturing  fibre  for  auto 
trucks. 

There  is  exceptional  activity  in  the  Saguenay  dis- 
trict, where  Price  Bros,  are  carrying  out  extensive 
plans  for  their  pulp  and  paper  industry.  New  mills 
are  being  built,  and  hydro-electric  developments,  in- 
cluding dams,  constructed.  A  new  town  is  to  be 
founded  at  Saguenay,  in  order  to  provide  homes  for 
the  additional  workmen.  This  will  be  a  real  model 
town,  laid  out  on  scientific  lines.  At  Gand'Mere,  the 
Laurentide  Company,  Limited,  will  put  in  a  new 
waterworks  system  and  build  40  houses,  and  at  Rich- 
mond, Bonaventure  County,  the  erection  of  a  sul- 
phite pulp  mill  is  contemplated. 

From  the  above,  which  does  not  take  in  road  work 
and  other  municipal  improvements  or  minor  buildings, 
it  will  be  seen  that  the  season  has  opened  in  a  dis- 
tinctly satisfactory  way.  We  are  looking  forward  to 
great  things. 


What  are  a  City's  Paving  Problems? 

1.  An  Honest,  Efficient  City  Government; 
2.  Raising  the  Money  Properly; 
3.  Spending  it  Properly 

By  Chas.  A.  Mullen*  

A CITY'S  paving  problems.  What  are  they  ? 
A  wag  once  defined  them  as  raising  and 
spending  money,  more  money,  and  still  more 
money,  principally  for  the  personal  benefit  of 
the  spenders,  meaning  the  politicians,  and  the  snend- 
ees,  meaning  their  politico-contracting  friends.  Many 
true  words  are  spoken  in  jest;  for  several  exposures 
have  proven  that  the  politician  spenders  and  the  con- 
tracting spendees  were  both  the  agents  of  the  same 
selfish  and  corrupt  interests.  In  most  North  Ameri- 
can cities,  at  least  until  recently,  the  situation  could 
very  well  be  summed  up  in  the  words  of  Mr.  Wag. 

Even  in  my  own  day  most  paving  was  laid  pri- 
marily for  the  graft  there  was  in  it,  and  only  second- 
arily as  a  roadway  covering  intended  to  resist  wear 
and  render  community  service.  Thank  our  lucky  stars 
municipal  affairs  on  this  continent  are  steadily  im- 
proving, and  we  now  quite  frequently  lay  pavements 
primarily  for  use,  both  with  municipal  paving  plants 
and  through  agreements  with  legitimate  contractors 
working  on  a  business  basis. 

If  we,  the  citizens,  have  neglected  our  duties  as 

*Paving  Director,  Milton-Hersey  Co.,  Ltd.,  Montreal,  before  KI- 
wanis  Club,  Montreal. 


such  in  the  past,  and  have  permitted  our  municipal 
affairs  to  be  handled  by  a  few  professional  politicians 
of  the  self-seeking  class,  what  right  have  we  now 
to  object  if  we  find  that  there  was  more  politics  put 
into  our  pavements  than  wear  value  for  the  money 
spent  ? 

Why  should  we  complain,  for  instance,  if  told  that 
the  money  wasted  in  paving  some  of  our  streets,  if 
saved  and  put  at  compound  interest,  would  have  cre- 
ated a  fund  that  would  keep  a  proper  pavement  re- 
paired and  renewed  until  doomsday.  Yet,  this  is  a 
fact;  and  now  we  face  the  unpleasant  necessity  of 
raising  money  to  pay  for  new  pavements  on  streets 
where  we  have  not  yet  finished  paying  the  bonds 
issued  to  build  the  old  ones  that  have  prematurely 
passed  away. 

ou  may  ask  me,  as  a  member  of  the  engineering 
profession,  why  city  engineers,  in  the  days  gone  by, 
permitted  such  paving  work  to  be  done;'  and  I  will 
reply  that  it  was  because  they  could  not  prevent  it, 
and  the  citizens  would  not  help  them  prevent  it.  In 
those  days  an  engineer  holding  public  office  in  the 
gift  of  politicians  was  supposed  to  draw  his  salary 
and  mind  his  knitting;  in  other  words,  to  speak  only 
when  he  was  spoken  to.  If  he  did  not  adhere  strictly 
to  professional  matters  in  the  narrow  sense  in  which 
the  term  was  then  too  often  interpreted,  and  leave 
civic  or  political  or  business  matters  alone,  he  was 
apt  to  soon  be  seeking  another  job;  and  little  the  care- 
less citizens  of  those  days  would  have  worried  about 
whether  he  got  it  or  not. 

The  First  Problem 

This  will  probably  indicate  that  what  I  consider 
is  the  first  part  of  a  city's  paving  problem  is:  honest, 
efficient  city  government.  Lacking  this  starting  point, 
the  solution  of  the  remainder  of  the  problems  is 
practical/  hopeless;  so  if  we  want  better  streets  and 
roads  to  drive  and  truck  over  during  the  next  few 
years,  it  behooves  us  now  to  give  very  careful  at- 
tention to  the  proper  form  of  our  city  government. 

The  general  development  of  good  city  government 
from  bad  has  brought  forth  certain  'definite  prin- 
ciples that  are  now  embodied  in  a  model  city  charter 
published  by  the  National  Municipal  League,  as  a 
guide,  to  be  altered  for  local  application.  This  model 
city  charter  provides  what  may  be  briefly  described 
as  the  commission-manager  form  of  government  with 
proportional  representation. 

The  Second  Problem  is  Raising  Money 

The  second  part  of  a  city's  paving  problems  is 
raising  money.  And  right  here  I  want  to  disabuse  the 
mind  of  any  man  who  thinks  that  good  city  govern- 
ment can  be  supported  and  well-paved  streets  con- 
structed and  maintained  on  a  system  of  too  low  taxes 
supplemented  by  municipal  hot  air.  The  question 
should  not  be  so  much:  "What  is  the  tax  rate?"  as 
"How  is  the  municipal  dollar  being  spent?"  If  it  is 
being  economically  and  justly  handled,  we  can  pos- 
sibly get  more  value  from  a  Canadian  dollar  by  muni- 
cipalizing it  through  the  tax  roll  than  in  any  other 
way;  certainly  better  value  than  they  give  us  in  the 
United  States. 

I  do  not  see  anything  wrong  in  practice  with  the 
principals  of  issuing  municipal  bonds  to  pay  for  pav- 
ing city  streets,  but  the  less  it  is  necessary"  to  resort 
to  this  practice  the  better.  The  matter  should  be  gov- 
erned by  strictly  business  practice.   Sometimes  it  is 
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good  tactics  for  a  man  to  mortgage  his  house;  some- 
times not. 

The  greatest  difficulty  is  the  temptation  which 
municipal  bonds  offer  to  the  crafty  politician  to  spend 
money  in  this  generation,  have  paved  streets  and  both 
the  political  credit  and  graft  that  may  he  had  by 
paving  them,  and  at  the  same  time  maintain  a  low 
tax  rate  to  show  the  people  at  election  time  so  they 
will  keep  his  party  in  office.  Nearly  all  of  this  type 
of  politician  work  to  the  motto:  After  us,  the  deluge. 

Most  of  our  cities  have  been  through  just  this  ex- 
perience ;  but  they  do  not  wake  up  to  the  true  con- 
dition of  their  municipal  affairs  until  it  is  too  la*e, 
and  the  city  credit  has  been  pledged  to  such  an  alarm- 
ing extent  that  the  evidence  of  it  cannot  longer  be 
kept  out  of  the  tax  rate. 

Spending  the  Money 

The  third  part  of  a  city's  paving  problems  is 
spending  the  money;  not  for  the  benefit  of  the 
spendee,  but  for  the  good  of  the  city. 

That  is  where  we  engineers  and  public  works  men 
are  supposed  to  come  in.  Had  we  more  to  do  with 
this  spending  in  the  past,  and  the  politicians  less, 
there  would  not  now  be  a  necessity  for  raising  so 
much  money  for  present  needs  or  for  defraying  the 
funeral  expenses  and  liquidating  the  unpaid  debts 
of  "dead  horses"  in  the  form  of  pavements  which  can 
no  longer  render  an  equivalent  and  must  be  replaced. 

Pavement  Construction 

Pavement  construction  should  begin  with  a  careful 
engineering  survey  of  a  city's  natural  advantages 
from  a  paving  point  of  view ;  not  for  each  individual 
street  at  first,  but  with  the  entire  city  in  mind.  Then 
a  general  paving  plan  should  be  prepared,  on  which 
would  be  designated  main  thoroughfares  for  light, 
medium  and  heavy  traffic,  not  for  the  purposes  of 
making  restrictions,  but  for  taking  care  of  the  bulk 
of  each  type  of  traffic  in  the  most  natural  way. 

The  types  of  paving  to  be  used  on  different  streets 
should  be  determined  by  engineers,  not  politicians ; 
and  the  engineering  department  should  always  be 
ready  and  willing  to  give  citizens  definite  reasons 
for  its  every  action,  to  which  the  citizen  is  entitled. 

The  politicians  have  been  making  these  selections 
more  often  than  the  engineers  in  past  days,  and  as 
a  result  a  paving  map  of  most  any  one  of  our  large 
cities,  upon  which  the  several  types  of  paving  are 
plotted  in  different  colors,  closely  resembles  great- 
grandmother's  crazy  work  quilt. 

The  engineer  should  also  decide  when  and  where 
paving  work  is  to  be  done,  so  that  the  presence  of  a 
few  blocks  of  good  paving  on  a  street  will  not  dis- 
close the  ownership  of  the  abutting  property  as  that 
of  one  politically  in  right,  and  the  next  few  blocks 
of  bad  paving,  the  property  owned  by  someone  in 
wrong  with  the  majority  of  the  city  council. 

Pavement  Maintenance 

We  construct  a  pavement  once,  but  we  maintain 
it  forever.  That  is,  we  rather  expect  to  maintain  it 
that  long.  Therefore  the  maintenance  problem  is  real- 
ly a  larger  one  than  that  of  construction,  and  con- 
struction may  truly  be  said  to  be  merely  incident  to 
the  beginning  of  maintenance  and  a  part  thereof. 
There  is  really  no  definite  line  of  demarkation  be- 
tween the  two. 

Many  items  enter  into  this  maintenance  problem; 
not  the  least  of  which  is  the  current  rate  of  four  to 
six  per  cent,  on  the  municipal  dollar.   Whether  that 


municipal  dollar  is  a  borrowed  one,  or  the  city's  own 
dollar,  makes  no  difference.  Jt  is  worth  so  much  rental 
per  year  either  way. 

This  means  that  if  a  city  can  lay  one  pavement 
one  dollar  per  square  yard  cheaper  than  another,  and 
can  maintain  it  for  not  more  than  the  annual  current 
interest  rate  above  the  amount  for  which  it  can  main- 
tain another  pavement,  these  pavements  are  equally 
economical.  This  fact  should  cut  out  the  laying  of 
many  of  the  higher  priced  pavements,  such  as  wood 
block  and  vitrified  brick,  and  limit  the  use  of  granite 
block  to  where  it  is  most  needed  on  very  heavy  traffic 
streets  and  steep  grades  which  carry  heavy  weight 
traffic . 

The  real  pavement  is  the  artificial  foundation  for 
the  wearing  surface  which  is  laid  upon  the  properly 
graded,  drained  and  rolled  subgrade  or  natural  found- 
ation. Just  as  the  real  floor  in  your  house  is  the 
floor-boards  and  not  the  rugs  and  carpets,  so  is  the 
real  pavement  the  artificial  foundation  and  not  the 
pavement  wearing  surface. 

The  carpets  and  rugs,  and  the  pavement  wearing 
surface,  both  wear  out  after  a  time,  and  must  be  re- 
newed; but  we  expect  something  reasonably  approxi- 
mating permanence  in  our  floorings  and  in  our  pave- 
ment foundations. 

In  paying  for  the  real  pavement,  the  artificial 
foundation,  depreciation  may  be  charged  off  very 
slowly,  and  bonds  logically  issued  for  a  long  term  of 
years ;  but  in  paying  for  the  pavement  carpet  or  wear- 
ing surface,  depreciation  is  much  quicker  and  bonds 
issued  for  the  purpose  of  paying  for  them  should  be 
short  term  securities. 

Types  of  Foundation  Surfaces 

When  it  comes  to  artificial  foundations,  I  am 
rather  a  strong  advocate  of  portland  cement  concrete 
of  standard  construction,  no  fads  and  fancies  allowed; 
but  in  some  cases  bituminous  concrete  may  be  used  to 
great  advantage. 

In  other  cases,  where  the  traffic  is  very  destructive, 
a  combination  of  both  types  has  been  suggested,  a 
slab  of  hydraulic  concrete  on  the  bottom  to  supply 
the  rigidity  and  a  covering  of  bituminous  concrete 
above  that  to  take  the  shock,  and  then  the  pavement 
wearing  surface  to  take  the  wear. 

Old  macadam,  old  granite  or  slag  block,  and  other 
types  of  pavements  are  sometimes  used  as  founda- 
tions for  asphalt  surfaces ;  and  broken  stone  alone, 
properly  placed  and  compressed,  is  frequently  used  as 
a  foundation  where  the  traffic  is  not  too  heavy  for 
this  type  of  work  to  stand  up.. 

Pavement  surfaces  are  divided  into  two  broad 
classes :  the  small  unit  block  or  brick  surface  class, 
including  granite  block,  slag  block,  wood  block,  vitri- 
fied brick,  asphalt  block,  and  others;  and  the  bitum- 
inous sheet  layer  surface  class,  the  bitumen  being  the 
cementing  material,  tar  or  asphalt,  which  holds  grains 
of  fine  dust  and  sand  and  crushed  stone  or  gravel 
together  in  the  sheet  layer  that  you  find  so  pleasant 
to  ride  over  on  a  city  street. 

Summing  up,  I  repeat  that  these  three  are  the 
most  important  factors  in  a  city's  paving  problems : 

1.  An  honest,  efficient  city  government. 

2.  Raising  the  money  properly. 

3.  Spending  it  well. 

Tf  these  three  points  are  kept  in  mind,  and  the  sec- 
ond and  third  presupposed  and  are  dependent  upon 
the  first.  I  think  a  city's  paving  problems  are  in  a  fair 
way  to  being  satisfactorily  solved. 
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Surveyors  Uneasy  About  Status  of 
Their  Profession 

Presidential   Address   before   Ontario  Land 
Surveyors  Suggests  a  Broadening  of 
Activities 

By  C.  Fraser  Aylesworth 

MANY  years  ago,  members  of  the  Association 
of  Ontario  Land  Surveyors  were  among  the 
first  to  expound  the  doctrines  of  scientific- 
ally constructed  roads,  or  what  were  then 
and  are  now  known  as  "good  roads."  We  all  remem- 
ber with  what  skepticism  and  uncertainty  those  doc- 
trines of  good  roads  were  received  by  the  great  major- 
ity of  our  people.  But  what  a  difference  we  find  to- 
day; instead  of  skepticism  and  uncertainty,  there  is  an 
unanimous  Canadian-wide  demand  that  all  the  good 
roads  that  money  can  in  any  way  be  found  to  pay  for, 
shall  be  constructed  with  as  little  delay  as  possible. 

If  all  goes  well,  the  province  of  Quebec  alone  will 
have  expended  thirty  million  dollars  during  the  past 
and  present  year  on  the  construction  of  highways. 
This  is  all  eminently  satisfactory,  and  demonstrates 
that  while  surveyors  were  then  branded  as  visionar- 
ies, we  are  now  proven  as  both  practical  and  scien- 
tific. 

Surveyors  in  Highway  Engineering  Field 

In  this  good  roads  field,  surveyors  should  quite 
naturally  infer  that  there  should  be  splendid  oppor- 
tunities for  service  by  them.  If  we  cannot  round  off 
our  gradually  diminishing  surveying  practice  in  some 
such  field  as  highway  engineering,  then  why  is  it? 
After  bearing  the  burden  of  the  propaganda  that  has 
finally  resulted  in  this  unprecedented  demand  for  good 
roads,  why  are  surveyors  hot  called  upon  to  construct 
them?  We  are  quite  accustomed  to  the  management 
of  labor ;  from  the  earliest  days  the  integrity  of  sur- 
veyors has  been  unquestioned;  again,  I  submit,  why 
are  surveyors  not  in  on  the  ground  floor  of  this  good 
roads  program?  A  few  are,  but  the  great  majority 
are  not.  In  unity  there  is  strength  ;  united  we  win, 
divided  we  fall.  I  am  of  the  opinion  that  we  should 
broaden  our  organization  by  assisting  towards  the  for- 
mation of  a  Canadian-wide  organization,  consisting 
of  all  members  of  all  the  provincial  associations 
throughout  the  Dominion,  for  defensive  purposes  in 
order  that  the  organization  may  possess  an  effective 
kick  and  punch. 

Why  should  an  Ontario  land  surveyor  be  permit- 
ted to  collect  only  $5  per  day  as  a  witness  while  at- 
tending court  on  a  survey  case?  Why  should  the 
Canadian  Civil  Service  Commission  be  permitted  to 
offer  only  $1,200  per  annum  as  salary  for  a  college- 
bred  Dominion  land  surveyor?  Why  should  poli- 
ticians continually  be  permitted  to  secure  positions 
of  emolument  that  only  surveyors  should  occupy  by 
virtue  of  their  technical  experience,  which  would  re- 
sult in  economical  and  efficient  benefits  to  the  public? 

I  shall  merely  generalize  here,  by  not  specially 
enumerating  those  positions,  as  surveyors  are  only  too 
painfully  aware  of  their  traditionally  handicapped  po- 
sition in  this  regard.  The  practice  of  surveying  is 
more  exhausting  to  the  body  than  the  practice  of  any 
other  profession.  It  becomes  very  trying  and  hazar- 
dous to  the  older  surveyors,  and  in  the  proverbial  nut- 


shell, it  is  a  case  of  "Go  it  while  you  are  young,  for 
when  you  get  old  you  can't." 

Apparently  at  present  there  are  no  retiring  posi- 
tions dangling  before  the  surveyor,  to  which  his  quali- 
fications should  entitle  him  to  aspire,  such  as  are  con- 
tinually in  the  foreground  of  the  members  of  other 
professions. 

Something  Deficient 

Do  not  all  those  conditions  that  I  have  pointed 
out  clearly  indicate  that  there  is  something  deficient 
in  our  organization?  And  I  am  merely  touching  the 
fringe  of  this  feature  of  our  affairs. 

It  has  been  observed  that  members  of  such  an 
association  as  ours  will  suddenly  become  very  regular 
attenders  of  our  annual  meetings.  They  will  take  an 
enthusiastic  and  lively  interest  in  all  its  affairs  and 
proceedings,  they  will  be  nominated  for  office,  they 
will  be  annually  promoted  until  they  reach  the  high- 
est honor  within  the  gift  of  our  association, — the 
presidency.  Then,  presumably  exhausted  through  past 
strenuous  efforts,  they  suddenly  extinguish  their  lights 
in  so  far  as  our  association  is  concerned.  Many  past 
presidents,  however,  have  not  thus  forsaken  our  asso- 
ciation and  have  not  thus  deprived  our  annual  meet- 
ings of  their  much  needed  ripe  experience  and  fund 
of  knowledge.  Their  regular  attendance  and  lively 
interest  and  assistance  is  highly  commendable  and  in- 
dispensable to  the  life  of  our  association. 

Organization  needs  no  defence  to-day.  It  is  the 
all-inspiring  spirit  of  the  age,  and  Ontario  land  sur- 
veyors would  surely  be  professional  laggards,  com- 
pared with  members  of  other  professions,  if  they  per- 
mitted their  organization  to  lag  behind.  Hence  I  trust 
that  the  young  surveyor  and  the  old  surveyor  will  al- 
ways recognize  that  it  requires  both  to  round  off  the 
profession,  and  that  they  will  both  work  together  with 
their  shoulders  to  the  wheel  of  progress,  thereby  pro- 
moting our  individual  and  general  interests  and  thus 
elevating  the  standard  of  the  profession.  It  is  more 
than  ever  the  duty  of  past  presidents  to  continue  their 
active  interest  in  our  association. 

As  your  president,  I  attended  the  last  annual  meet- 
ing of  the  Association  of  Dominion  Land  Surveyors, 
at  Ottawa ;  while  there  I  learned  that  there  are  dis- 
tinct rumblings  in  the  mulberry  bushes,  suggesting 
that  steps  be  taken  to  broaden  our  organization.  One 
educating  and  delightful  part  of  their  program  was 
the  carefully  prepared  lecture  on  the  "Engineering 
Problems  of  the  Great  War,"  by  General  Sir  Arthur 
Currie.  This  acquisition  to  their  program  was  a  com- 
plete "scoop"  by  our  sister  association. 

We  are  pleased  to  learn  that  in  the  future  the  De- 
partment of  Lands,  Forests  and  Mines  wijl  place  per- 
manent iron  posts  at  the  corners  in  the  new  surveys. 
Let  us  not  neglect  to  follow  this  up  with  a  continu- 
ance of  the  educational  campaign  to  have  the  govern- 
ing township  boundaries,  in  the  older  settled  portions 
of  Ontario,  resurveyed  and  their  astronomical  bearings 
accurately  determined  and  permanently  marked.  Along 
this  line,  I  would  suggest  that  an  effort  be  made  to 
have  the  interesting  paper  on  "Boundary  Monuments" 
that  has  been  prepared  by  Dr.  Deville  for  this  meet- 
ing, published  in  the  press. 

I  am  sure  we  are  in  hopes  that  our  remodelled  and 
amended  "Survey  Act,"  which  has  been  held  in  abey- 
ance for  the  past  three  years,  will  receive  the  favor- 
lble  consideration  that  it  deserves  and   become  our 
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governing'  law  during  the  coming  session  of  OUT  leg- 
islature. 

I  am  sure  I  am  giving  expression  to  the  complete 
satisfaction  all  our  members  entertain  towards  Willis 
Chipman,  our  worthy  chairman  of  "Repository  and 


Biography."  The  work  in  connection  with  his  report 
involves  an  almost  endless  amount  of  correspondence 
and  time,  hut  I  trust  he  will  not  discontinue  this  good 
work  until  he  has  secured  a  sketch  of  all  the  deceased 
surveyors. 


Stone  Breakwater  to  Protect  Toronto  Island 

Scouring  to  be  Prevented  by  Rubble  Mound  Stone  Structure  1700  Ft. 
Long,  200  Ft.  From  Shore,   Built  on  Series  of  Fascine  Mattresses 


MEASURES  are  to  be  taken  to  prevent  the 
scouring  of  the  Lake  Ontario  shore  of  To- 
ronto Island.  So  great  has  the  washing 
action  been  in  the  last  few  years  that  there 
is  little  left  to  the  original  shore  and  many  of  the 
houses  along  the  lake  front  are  in  constant  danger  of 
upheaval.  Action  in  this  matter  has  been  urged  for 
some  time  and  the  first  steps  towards  an  alleviation 
of  the  situation  are  now  being  made  by  the  Dominion 
Department  of  Public  Works,  which  is  calling  tenders 
for  a  breakwater  1700  ft.  long,  located  at  an  average 
distance  of  200  ft.  from  shore. 

The  work  which  is  to  be  constructed  this  year  con- 
sists of  a  rubble  mound  stone  breakwater,  built  upon 
a  series  of  mattresses,  100  ft.  long,  by  60  ft.  wide,  con- 
sisting of  three  layers  of  brush-wood  fascines,  secured 
by  wire  between  pole  frameworks  and  covered  with 
a  layer  of  one-man  stone  for  sinking  purposes.  The 
length  of  the  work  will  be  1700  ft.    and  the  break- 


South  shore  of  Toronto  Island  to  be  protected  by  breakwater 

water  will  be  built  to  a  height  of  7  ft.  above  datum, 
having  a  width  on  top  of  10  ft.,  a  width  at  the  base 
varying  according  to  the  depth  of  water  below  zero 
of  gauge.  . 

Mattress  Construction 

The  mattress  will  be  built  in  sections  of  100  ft.  in 
length  and  60  ft.  in  width  and  will  consist  of  brush- 
wood fascines  made  12  inches  in  diameter,  secured 
top  and  bottom  between  frameworks  of  timber  poles, 
the  top  and  bottom  layer  of  fascines  running  trans- 
versely and  the  middle  layer  longitudinally,  in 
building  up  the  mattress  the  top  and  bottom  frame- 
work are  to  be  secured  together  by  wire  lashings 
every  5  feet  around  the  edge  of  the  framework,  and 
every  alternate  10  feet  where  the  poles  cross  in  the 
interior  of  the  framework,  the  latter  wire  passing  up 
between  the  fascines  having  been  secured  in  position 
on  the  bottom  of  the  framework  before  laying  the  fas- 
cines on  it. 


The  materials  used  for  making  the  fascines  are  to 
be  of  suitable  pliable  green  brushwood  or  saplings. 
The  fascines  will  be  approximately  12  inches  in  diam- 
eter when  made  and  will  be  bound  every  three  feet  with 
two  laps  of  No.  14  gauge  wire.  They  are  to  be  made 
and  placed  in  the  framework  in  lengths  so  as  not  to 
have  more  than  two  joints  in  each  layer  over  one  5  ft. 
square  panel. 

The  brushwood  fascines  will  be  secured  between 
frameworks  made  of  ballast  poles  of  from  15  to  35 
feet  in  length,  these  frameworks  being  100  ft.  long 
and  60  ft.  wide,  the  poles  being  spaced  5  ft.,  centre  to 
centre  along  the  width  and  length  of  the  framework. 
These  poles  are  not  to  have  less  than  6  in.  butts  and 
4  in.  tips;  the  poles  running  longitudinally  are  to 
break  joint  not  less  than  10  ft.;  similarly  the  poles 
running  transversely,  i.e.,  across  the  60  ft.  width,  are 
to  break  joint  not  less  than  10  feet.  At  the  same  time 
poles  running  longitudinally  are  not  to  be  jointed 
at  any  point  where  a  joint  occurs  in  the  poles  running 
transversely.  At  all  joints  butt  and  tip  are  not  to 
lap  less  than  18  inches,  and  they  are  to  be  bound  se- 
curely together  with  wire.  At  each  crossing  of  longi- 
tudinal and  transverse  pole,  there  is  to  be  a  double 
seizure  of  No.  9  gauge  wire,  tightly  bound  to  main- 
tain the  framewrork  rigid. 

After  the  bottom  framework  has  been  completed, 
a  double  bonding  of  No.  9  gauge  wire,  in  lengths  of 
12  ft.,  is  to  be  tightly  wound  at  each  intersection  of 
longitudinal  and  transverse  pole  at  the  sides  and  ends 
of  the  framework  and  at  every  alternate  intersection 
for  the  balance  of  the  framework ;  the  ends  of  these 
wire  being  left  upright  to  form  vertical  binders  through 
the  fascines  to  the  top  framework  of  the  mattress 
where  they  will  be  bound  to  the  poles  at  their  corres- 
ponding intersection. 

Sufficient  one  man  stone  are  to  be  provided  to  sink 
each  mattress,  which  are  to  be  distributed  over  the 
upper  surface  in  such  a  manner  as  to  sink  the  mattress 
evenly. 

The  breakwater  will  be  built  up  of  rubble  mound 
stones  ranging  from  three  to  eight  tons,  a  sufficient 
quantity  of  smaller  stones,  %  to  J/2  ton,  being  pro- 
vided to  fill  any  voids.  The  larger  stones  will  be 
utdized  both  on  the  north  and  south  sides  to  form 
toe  of  slopes  for  the  whole  length  of  the  breakwater, 
each  stone  throughout  the  work  to  be  carefully  placed 
in  such  a  position  as  to  make  as  few  and  small  voids 
as  possible,  at  the  same  time  forming  a  bond  with  the 
adjacent  stones.  The  stones  will  be  so  placed  to 
form  an  approximate  slope  of  \]/2  to  1  on  the  south 
or  lake  side  of  the  breakwater  and  to  a  slope  of  1  to 
1  on  the  inner  or  shore  side. 
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Spouting  of  Concrete  Has  Limitations 

Chuting   Does  Not  Ordinarily  Require  More  than  Usual  Amount  of  Water  but 
Tends  to  Separate  Aggregate  Unless  Auxiliary  Hoppers  are  Provided 
—  Rigging  Costs  May  Offset  Saving  in  Placing  Costs 

 By  Leonard  C.  Wason*  


THE  question  of  handling  concrete  through  spout- 
ing involves  consideration  of  both  cost  of 
operation  and  quality  of  final  product.  It  in- 
volves also  questions  of  the  support  of  the 
spouting,  and  in  many  cases  requires  a  tower  so  high 
that  it  is  difficult  to  provide  adequate  stiffness.  Where 
all  the  conditions  can  he  satisfactorily  met,  there  is  no 
good  reason  in  most  cases  why  spouting  should  not 
he  used,  provided  the  concrete  so  spouted  is  delivered 
into  auxiliary  hoppers,  where  it  automatically  under- 
goes further  mixing  before  being  wheeled  into  forms. 

The  Aberthaw  Construction  Co.,  however,  does  not 
consider  it  advisable  to  spout  concrete  directly  into 
place  except  when  it  is  for  the  purpose  of  placing 
heavy  masses  of  concrete,  such  as  a  large  engine  foun- 
dation, a  dam,  or  the  piers  and  abutments  for  a  bridge. 
For  general  building  construction,  the  spouting  of 
concrete  from  the  mixer  to  a  point  near  the  final  loca- 
tion of  the  material  is  frequently  a  great  help,  but 
considerations  of  both  quality  and  cost  make  it  usu- 
ally inexpedient  to  spout  directly  into  the  walls  or 
floors. 

Carrying  Concrete  Across  Obstacle 

On  a  new  job  just  being  put  under  way  by  this 
company  at  Dan  River,  it  was  found  advisable,  be- 
cause of  certain  local  conditions,  to  place  the  mixing 
plant  across  the  canal  from  the  new  building.  This 
makes  it  necessary  to  carry  the  concrete  in  spouts 
across  the  canal  to  a  hopper  located  conveniently  for 
final  distribution.  The  same  sort  of  arrangement  has 
frequently  been  made  when  it  was  necessary  to  carry 
concrete  from  its  point  of  manufacture  or  mixing 
across  either  a  street  or  a  group  of  railroad  tracks  or 
a  small  stream,  in  order  to  place  it  where  it  is  ulti- 
mately to  rest.  In  each  of  these  cases  the  tower  is 
erected  on  one  side  of  the  obstacle  and  the  concrete 
chutes  are  suspended  from  a  cableway  or  other  con- 
venient supporting  element  far  enough  above  the  ob- 
stacle to  clear  all  possible  contingencies,  and  the  con- 
crete shot  across  to  the  auxiliary  hopper  on  the  far 
side. 

One  objection  to  sending  concrete  by  chutes  a  long 
distance  is  the  considerable  height  of  the  tower  that 
is  required  in  such  a  case.  Ordinarily  the  slope  or 
declivity  of  the  chute  will  have  to  be  about  30  ft.  in 
every  100  ft.  In  some  cases  even  this  figure  is  ex- 
ceeded, and  the  slope  may  reach  as  high  as  40  ft. 
This  means  that  the  tower  will  have  to  be  that  much 
higher,  for  spouting  concrete,  than  it  would  have  to 
be  for  delivering  it  in  the  ordinary  way  by  wheelbar- 
rows or  cars.  Not  only  this,  but  several  feet  more 
have  to  be  added  to  the  tower,  because  Of  the  height 
from  which  the  cable  support  has  to  be  swung.  Alto- 
gether, a  tower  for  sending  concrete  to  a  distance  of 
200  ft.  through  a  chuting  system  would  have  to  be 
perhaps  70  ft.  higher  than  for  delivering  the  same  con- 
crete by  manual  means. 

The  rigging  of  the  cableway,  where  it  is  done  by 

'President,  Aberthaw  Construction  Co.,  Boston,  Mass.,  in  "Concrete." 


the  regular  concrete  laborers  on  the  job,  does  not  offer 
many  complications,  so  long  as  these  men  are  under 
adequate  supervision.  When,  however,  it  is  attempted 
to  move  this  unit,  so  that  the  concrete  may  be  delivered 
at  a  different  point,  the  complications  sometimes  be- 
come considerable.  It  may  even  be  necessary  to  dis- 
mantle the  whole  works  and  set  them  up  again  in  a 
new  position. 

In  some  cases  in  city  work,  particularly  where 
union  labor  happens  to  be  entrenched,  other  complica- 
tions have  arisen.  For  instance,  in  one  case  the 
structural  steel  union  claimed  the  work  of  rigging 
the  concrete  chutes.  The  members  of  this  union  were, 
of  course,  expert  in  their  own  particular  work  of 
joining  together  the  structural  steel  members  of  a 
building  or  bridge.  They  were  not,  however,  especi- 
ally skilled  in  handling  the  concrete  chuting  plant 
which  they  undertook  to  put  in  place.  As  a  result, 
their  work  did  not  compare  favorably  with  that- of 
the  concrete  laborers  who  had  definite  experience  in 
that  particular  work  ;  and  as  their  unit  price  or  wage 
was  twice  as  great  per  man  as  for  the  laborers,  the 
labor  cost  of  this  particular  job  was  also  twice  as 
great  as  previously. 

Excess  Water  for  Lubrication 

Theoretically,  concrete  should  have  about  6  per 
cent,  of  its  entire  weight  in  the  form  of  water.  This 
is  the  amount  chemically  necessary  to  obtain  the  re- 
action at  the  time  the  concrete  sets.  In  practice,  how- 
ever, concrete  flows  so  poorly  with  only  6  per  cent, 
of  its  weight  in  water  that  a  much  larger  proportion  is 
commonly  used.  Frequently  the  percentage  runs  up 
to  10  per  cent,  or  more,  in  order  to  obtain  a  free- 
flowing  mixture.  As  the  pouring  of  concrete  through 
chutes  naturally  requires  more  water  than  the  hand- 
ling in  wheelbarrows  or  otherwise  by  hand,  one  would 
suppose  that  more  water  would  be  employed  for  the 
concrete  which  is  to  be  spouted,  as  compared  with 
that  which  is  to  be  handled  in  the  more  usual  man- 
ner. Ordinarily,  however,,  this  is  not  the  case.  The 
mixing  is  made  in  just  about  the  same  way  as  usual, 
and  the  excess  water  merely  lubricates  the  mixture  as 
it  flows  down  the  chute. 

There  is,  however,  a  large  amount  of  water  used 
when  chuting,  because  of  the  fact  that,  to  start  an 
easy  flow,  the  chute  itself  must  be  thoroughly  washed 
out  with  a  hose,  to  get  rid  of  particles  of  cement  and 
sand  which  would  otherwise  stick  permanently  to  it. 
Both  these  operations  introduce  appreciable  quanti- 
ties of  water  into  the  system,  which  have  to  be  gotten 
rid  of.  They  are  not  wanted  in  the  forms  or  on  top 
of  the  newly  laid  concrete,  but  must  be  discharged 
outside.  Sometimes  this  is  easy,  but  more  often  it 
requires  a  good  deal  of  trouble  and  some  expense  to 
d'spose  of  the  surplus  water. 

Strength  Not  Affected  by  Chuting 

The  excess  water  used,  in  practically  all  concrete, 
is  a  decided  detriment  in  so  far  as  strength  is  con- 
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cerned,  for  increasing  the  water  content  from  6  per 
cent,  to  10  per  cent,  reduces  the  ultimate  strength  di 
the  concrete  by  almost  half.  Inasmuch,  however,  as 
additional  water  is  not  ordinarily  used  for  chuting  as 
compared  with  the  other  practice,  the  strength,  so  far 
as  water  content  is  concerned,  does  not  appear  to  be 
affected  by  the  dinting  process. 

There  is,  however,  a  definite  tendency  for  the  mixed 
concrete  to  disintegrate  to  a  certain  extent  in  the 
chutes,  the  heavier  pieces  of  the  aggregate  separat- 
ing from  the  watery  mortar  of  the  cement,  sand  and 
water,  instead  of  sticking  together  all  in  one  mass, 
which  is  to  become  a  homogeneous  unit  in  the  fin- 
ished product.  This  is  largely  true  when  crushed 
stone  is  used  for  aggregate,  because  this  will  not  flow 
so  readily  in  the  chutes  as  will  the  round  pebbles  of 
a  good  clear  gravel.  Consequently  gravel  is  a  better 
medium  for  chuting  than  crushed  stone. 

One  method  of  concrete  spouting  which  overcomes 
the  disadvantages  of  chuting  concrete  directly  into  the 
forms  consists  in  providing  a  small  auxiliary  hopper 
at  the  lower  end  of  each  section  of  spout.  This  is 
large  enough,  and  subjects  the  concrete  to  enough  of 
a  fall  so  that  the  mixing  is  done  over  again  at  each 
junction  point  on  the  way  down  the  chute.  As  the 
sections  of  the  chute  are  usually  about  20  ft.  long, 
there  would  be  half  a  dozen  intermediate  mixings  in 
each  100  ft.  or  150  ft.  length  of  spout. 

Does  Not  Necessarily  Save  Labor 

This  method  is  frequently  used  in  the  effort  to  re- 
duce the  labor  cost  of  transporting  the  concrete  from 
the  mixer  to  the  form.  It  is  not  always  successful  in 
this  direction,  however,  because  the  direct  labor  saved 
in  placing  the  concrete  is,  in  many  cases,  more  than 
compensated  for  by  the  labor  of  handling  the  chutes, 
and  the  rental  on  the  chutes  themselves. 

A  special  concrete  tower  designed  for  chuting  op- 
erations has  been  developed,  with  a  cross  section  in 
the  form  of  a  U,  or  three  sides  of  an  open  square. 
Theoretically  this  is  very  good,  for  the  tower  hopper 
may  be  moved  up  or  down  in  front  of  the  open  space 
and  held  anywhere  along  the  height,  as  may  be  de- 
sired. In  practice,  however,  the  tug  of  the  catenary 
supporting  the  chutes  is  so  great  as  to  bend  the  tower 
clown  out  of  position,  and  make  it  necessary  to  intro- 
duce separate  means  of  stiffening.  In  some  cases 
other  forces  acting  upon  the  tower  tend  to  deform  it, 
so  that  cross  bracing  becomes  necessary  over  what 
was  previously  the  open  face.  This  destroys  at  once 
the  principal  advantage  of  this  form  of  tower,  be- 
cause it  is  necessary  then  to  move  the  braces  every 
time  the  hopper  is  raised  or  lowered. 


Keep  the  Cement  Sacks  at  Work 

ONE  empty  sack  at  the  cement  mill  is  worth  any 
number  of  them  lying  idle  in  dealers'  or  users' 
hands  all  over  the  country  in  so  far  as  ship- 
ment of  cement  is  concerned.  Like  many  other  kinds 
of  cotton  goods  cement  sacks  are  scarce.  If  everv 
idle  cement  sack  in  the  country  returned  to  the  plant 
which  sent  it  out,  there  would  be  a  considerable  re- 
lief of  the  present  shortage  both  of  cement  and  sacks 
Besides,  cement  sacks  cost  you  money — money 
which  is  not  working  for  you  as  long  as  you  keep  the 
sacks  in  your  possession  and  thus  make  it  impossible 
for  the  manufacturer  to  buy  them  back. 

This  condition  is  simply  another  one  of  those 
seemingly  trifling  items  of  neglect,  that  in  its  own 


way  is  contributing  to  keeping  the  wheels  of  industry 
from  moving  as  regularly  and  as  smoothly  as  we  all 
would  like. 

If  a  cement  plant  ships  1,000,000  barrels  of  cement 
a  year  in  sacks,  4,000,000  sacks  are  necessary  to  take 
care  of  this  shipment.  Under  actual  conditions  when 
shipments  are  made  every  day,  the  cement  plant  at 
the  end  of  the  year  would  find  itself  short  of  a  very 
large  number  of  sacks  because  dealers  or  cement  users 
have  not  returned  all  they  received.  The  following 
year  it  would,  therefore,  be  necessary  to  supplement 
the  stock  of  sacks  by  purchasing  new  ones.  Sooner 
or  later  some  sacks  are  certain  to  be  lost  through  ne- 
glect or  because  put  to  improper  use  and  thereby  per- 
manently kept  from  being  again  used  as  cement  con- 
tainers. No  one  knows  exactly  what  becomes  of 
them,  but  if  lost  while  in  your  possession,  it  means 
money  lost  to  you. 

Many  building  and  highway  contractors  have  shown 
commendable  enterprise  in  purchasing  and  storing 
during  the  past  winter,  large  quantities  of  cement  in 
anticipation  of  immediate  need  when  the  construction 
season  opens.  Naturally  this  has  temporarily  pre- 
vented the  circulation  of  many  cloth  sacks.  Never- 
theless there  are  enough  empty  sacks  in  users'  and 
dealers'  possession  throughout  the  country,  which,  if 
returned  to  the  cement  mills,  would  make  the  num- 
ber held  out  of  circulation  through  storage  of  cement 
relatively  insignificant. 

Remember  cloth  cement  sacks  represent  an  outlay 
of  money  by  you  until  you  have  returned  them  for 
credit,  and  if  they  are  not  returned  promptly, 
the  cement  manufacturer  must  provide  for  new  con- 
tainers to  take  care  of  his  business  with  "you.  This 
lepresents  an  unnecessary  waste  because  far  more  con- 
tainers must  be  manufactured  and  used  than  would 
actually  be  necessary  if  every  cement  sack  was  kept 
at  work. 

Take  care  of  ccmc:  ;  sacks 

Keep  them  at  work. 

Return  them  promptly  so  ;he  cement  manufac 
turer  can  ship  the  cement  you  want. 

Woodstock  Ont.,  Company  to  Manufacture 
Welded  Tubing 

Standard  Tube  &  Fence  Co.,  Limited,  of  Wood- 
stock, Ontario,  have  acquired  the  Canadian  patents 
of  .Marshall  B.  Lloyd,  covering  acetylene  and  electric 
welded  tubing,  and  have  formed  a  close  working  ar- 
rangement with  the  Standard  Parts  Company  of  Cleve- 
land, Ohio,  to  manufacture  many  of  the  latter's  line 
of  welded  products.  The  Standard  Tube  Company's 
product  has  heretofore  been  confined  to  close  joint 
tubing,  but  with  the  purchase  of  the  Lloyd's  patents, 
will  now  be  in  a  position  to  supply  welded  tubing 
required  by  the  automobile,  bicycle,  bedstead  and 
other  trades.  Extensive  additions  to  the  plant  in 
Woodstock  are  contemplated  for  this  spring.  Mean- 
while equipment  is  being  installed  in  its  present  build- 
ings and  the  company  expects  to  be  ready  in  a  few 
weeks  to  deliver  the  first  welded  tubing  of  this  kind 
made  in  Canada. 


Joncas,  Malouin,  and  Rousseau,  Limited,  has  been 
incorporated  to  carry  on  business  as  contractors,  en- 
gineers, and  dealers  in  builders'  supplies.  The  capi- 
tal is  $20,000,  and  the  head  office  is  at  Quebec. 
Messrs.  M.  P.  Joncas,  Paul  Malouin,  and  J.  E.  Rous- 
seau, civil  engineers,  are  interested. 
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The  accompanying  front  elevation  and  floor  plans 
are  from  designs  by  William  Lyon  Somerville, 
Toronto,  and  illustrate  the  type  of  home  adopt- 
ed by  the  Leaside  Housing  Commission  for  their 
building  scheme.  The  floor  plans  are  worthy  of 
close  study  as  they  embody  the  latest  ideas  in 
the  design  of  homes  for  those  of  moderate  means. 
Attention  might  be  called  to  the  total  areas  of 
bedroom  space  as  compared  to  the  total  area  of 
the  first  floor.  Without  sacrificing  comfort  or 
convenience  all  waste  space  has  been  eliminated 
and  a  maximum  amount  of  room  given  over  to 
sleeping  quarters. 


Floor  plan  of  detached  house 


The  ground  floor  is  conveniently  laid  out.  A 
direct  passage  gives  access  to  the  kitchen,  from 
the  front  entrance,  without  having  to  pass  through 
the  living  and  dining  rooms.  The  kitchen  con- 
tains a  built-in  cabinet  and  the  sink  is  placed 
close  to  a  window,  thus  insuring  a  maximum 
light.  The  closet  just  inside  the  front  entrance 
is  very  convenient  for  coats,  hats,  rubbers,  etc. 
Tenders  were  called  on  these  plans  last  fall  and 
the  bids  submitted  varied  from  $2,500  to  $2,755 
for  the  semi-detached  houses,  and  from  $2,800  to 
$3,000  for  the  detached.  As  building  costs  have 
advanced  since  that  date,  it  would  cost  consider- 
ably more  to  erect  these  homes  to-day. 


Plan  of  semi-detached  house 
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Hints  for  the  Contractor 

That  May  Save  Him  Time  and  Money — We  Will  Pay  for  All  Accepted  Items- 
Send  One  In 


Double  Acting  Elevator  Saves  Time  and 
Expense  on  Buildings 

By  G.  Graham  Reid* 

IN  these  times  a  good  many  engineers  are  unfavor- 
able to  the  use  of  towers  and  chutes  for  placing 
concrete  in  buildings  since  there  is  a  constant 
tendency  to  increase  the  water  content  unduly 
and  thus  weaken  the  structure.  The  writer  has  found 
that  a  double  acting  elevator,  as  sketched,  not  only 
gets  rid  of  the  objectionable  spouting  system  but  ac- 
tually lessens  the  expense  of  handling  the  concrete, 
provided  the  amount  to  be  handled  is  not  too  large, 
as  in  heavy  piers,  etc. 

The  elevator  is  built  to  the  desired  height  with 
two  4  ft.  x  6  ft.  elevator  chutes.  Cages  are  built  as 
indicated  and  one  end  of  a  hoisting  cable  is  tied  to 

Contracting  Engineer,  Toronto. 


each  cage  and  given  two  winds  about  a  2  ft.  diameter 
wheel  attached  to  the  shaft  of  a  reversible  hoist  en- 
gine. This  wheel  can  be  thrown  out  of  gear  by  a 
clutch  lever  and  the  hoist  used  for  any  other  pur- 
pose while  running  the  elevator.  The  friction  lever 
is  adjusted  so  that  when  one  cage  strikes  the  bottom 
the  friction  slides  and  the  engine  does  not  necessarily 
need  to  stop  at  exactly  the  right  place  although  with 
a  little  practice,  the  hoist  man  can  operate  it  properly. 
The  large  wheel  is  necessary  to  give  the  elevator  speed 
in  going  up  and  down. 

An  empty  buggy  is  run  on  the  cage  at  the  top 
and  a  loaded  one  at  the  bottom.  The  loaded  buggy 
goes  up  to  the  work  floor  and  the  empty  one  goes  to 
the  ground  to  be  charged  at  the  mixer. 

This  method,  in  the  opinion  of  the  writer  is  better 
than  chutes  for  concrete  buildings  and  the  elevator 
can  be  used  for  hoisting  any  kind  of  material. 


-  work  n  oqr_- 


Double  action  elevator  for 
hoisting  concrete  or  other 
building  materials.  One  cage 
goes  up  while  the  other  is 
coming  down.  The  friction 
lever  is  adjusted  so  that 
when  one  cage  strikes  the 
bottom,  the  friction  slides 
and  the  engine  does  not 
necessarily  have  to  stop  at 
the  right  place. 
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No.  11 


Canada's  Contractors  ~  E.  G.  M.  Cape 


When,  six  years  ago,  war  engulfed  us,  Canada's  con- 
tractors did  not  hesitate  to  assume  their  share  of  re- 
sponsibility. Many  of  them  went  overseas  in  various 
capacities  and  many  returned  with  honours  won  for 
unflinching  devotion  to  duty.  Among  these  is  Major 
E.  G.  M.  Cape,  D.S.O.,  a  sketch  of  whose  career  we 
are  proud  to  present  this  week. 

Major  Cape  is  a  native  of  Hamilton,  Ontario,  where 
he  was  born  in  1878.  He  is  a  '98  graduate  in  engineer- 
ing of  McGill  University,  with  the  degree  of  B.A.Sc. 
For  a  few  months  following  graduation,  he  was  with 
the  Royal  Electric  Company,  and  in  1899  was  appoint- 
ed engineer  in  charge  of  the  Lethbridge  Electric  Light 
&  Waterworks  Company,  at  Lethbridge,  Alta.  In  1900 
he  returned  to  his  alma  mater  as  a  demonstrator  in 
engineering,  later  becoming  assistant  chief  engineer  of 
the  Lake  Superior  Power  Company,  at  Sault  Ste. 
Marie,  Ont.  He  spent  the  year  1902  in  Europe,  and  in 
1903  and  '04  carried  on  a  consulting  engineering  prac- 
tice in  Montreal,  his  last  work  in  this  capacity  being 
the  plant  of  the  Canada  Car  Company,  Montreal.  From 
1906  to  the  present  time  he  has  been  in  engineering 
and  general  contracting  work  under  the  firm  name  of 
E.  G.  M.  Cape  &  Company,  Limited.  This  firm  has 
carried  out  a  very  large  number  of  contracts  through- 
out Eastern  Canada,  some  of  the  outstanding  ones  be- 
ing: Shipbuilding  plant  for  Canadian  Vickers,  Ltd., 
Montreal;  manufacturing  plant  for  the  Northern  Elec- 
tric Co.,  Montreal;  Ross  Memorial  Wing,  Royal  Vic- 
toria Hospital,  Montreal;  office  building  for  Lewis 
Building  Company,  Montreal;  concrete  docks  for  the 
C.  P.  R.  Steamships,  West  St.  John,  N.B.;  Atlantic 
Sugar  Refineries,  St.  John,  N.B.;  Bell  Telephone  Ex- 
change, Quebec,  P.Q.;  Canadian  Explosives  plant  at 
Brownsburg,  P.Q.;  Military  Hospital,  Ste.  Anne  de 
Bellevue,  P.Q.;  Tuberculosis  Hospital,  Ottawa,  Ont., 
etc.,  etc. 

Major  Cape's  military  experience  dates  from  the 
outbreak  of  war  in  1914,  when  he  went  in  for  artillery 
training,  being  given  the  command  of  the  21st  West- 
mount  Militia  Battery  in  April,  1915.  He  recruited  the 
3rd  Canadian  Siege  Battery  for  overseas  service  in  the 


fall  of  1915,  taking  the  battery  to  France  in  June  of 
1916,  after  a  short  training  in  England.  The  unit  served 
with  distinction  in  the  Ypres  salient,  Somme  offensive, 
battle  of  Arras,  (Vimy  Ridge),  etc.,  etc.  Major  Cape 
was  invalided  to  England  in  May  of  1917  and  was  sent 
home  to  Canada  on  sick  leave,  being  discharged  as 


Major  E.  G.  M.  Cape,  D.S.O. 

unfit  for  further  military  service.  He  was  mentioned 
in  dispatches  for  distinguished  service  and  devotion 
to  duty  on  January  4,  1917,  and  June  1,  1917.  The  Dis- 
tinguished Service  Order  was  awarded  him  on  June 
4,  1917. 


Cost  of  Dredging  an  Old  Crib  Wharf  at 
Brockville,  Ont. 

By  A.  Langlois,  B.A.Sc,  C.E.* 

THE  Dominion  Department  of  Public  Works  had 
to  remove  one  side  of  an  old  timber  wharf  at 
Brockville,  Ont.,  and  replace  it  by  a  pile  dock. 
The  crib  was  of  the  following  dimensions : — 
281  ft.  long,  16  ft.  high  by  13  ft.  wide.  On  top  of 
it  were  spread  200  cubic  yards  of  broken  concrete 
and  360  cubic  yards  of  mud.  The  depth  of  the  water 
was  18  feet,  2  feet  above  the  crib. 

It  was  decided  to  dredge  it  out,  the  conditions  for 
dredging  being  fairly  good.  The  stone  from  the  crib 
and  the  mud  were  dumped  one  mile  away,  and  the 
old  timber  piled  on  the  bank,  an  average  haul  of  150 
feet. 

The  time  required  and  the  material  used  on  the 
work  were  as  follows : — 

Dredge  crew,  7  men  at  10  days  (10  hr.  day) =70  days 
Tug  crew,  4  men  at  10  days  =40  days 

Two  men  hauling  timbers  at  10  days  =20  days 

One  man  and  horse  4  days 

Boarding  11  men  for  10  days 

Two  days  for  the  dredge  to  get  on  the  job  and  return. 
Coal,  40  tons. 

*PrincipaI  Assistant  Engineer,  Department  of  Public  Works,  Ottawa. 


The  total  amount  of  materials  dredged  sums  up  as 
follows: — 2165  cu.  yds.  of  cribwork,  200  cu.  yds.  of 
broken  stone,  360  cu.  yds.  of  mud;  total  2725  cu.  yds. 


New  Type  of  Hollow  Concrete  Wall 
Being  Introduced  in  Canada 


ANEW  method  of  hollow  concrete  wall  construc- 
tion is  being  introduced  in  Canada  through 
the  Canadian  Self-Locking  Concrete  Wall  Co., 
Ltd.  The  system,  known  as  the  Sawyer  Sys- 
tem, is  the  invention  of  F.  McM.  Sawyer,  an  architect 
of  Los  Angeles,  California.  The  general  principle  upon 
which  this  scheme  is  based  is  described  below.  The 
construction  is  essentially  a  two  piece  self-locking  sec- 
tional wall,  practically  monolithic  in  construction,  built 
without  the  use  of  wooden  forms.  The  wall  consists  of 
two  units,  namely,  the  main  slab  and  locking  (or  key) 
slab,  which  are  both  shaped  so  that  each  dovetails  into 
the  other,  in  such  a  manner,  when  placed  in  the  wall, 
that  the  interlocking  part  of  the  slabs  forms  a  space 
which  is  poured  with  grout  (concrete)  and  locks  the 
wall  together,  forming  concrete  self-aligning  studs  or 
columns,  every  16  inches  for  the  full  height  of  the  wall. 
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These  columns  can  be  reinforced  if  necessary  to  cany 
extra  heavy  loads.  The  cement  slabs  form  two  parallel 
curtain  walls,  serving  to  perfect  the  construction  by 
forming  a  hollow  wall  which  is  moisture  proof. 

To  finish  the  exterior,  a  coat  of  stucco  (cement 
plaster)  is  applied  uniformly  on  the  surface.  This  is 
a  very  satisfactory  finish,  for  the  slabs  present  such 
uniform  surface  that  the  average  thickness  required  is 
not  more  than  three-sixteenths. to  one-fourth  of  an  inch. 
This  thin  coating,  knitting,  as  it  sets,  to  the  concrete 
slabs,  forms  a  coating  which  will  not  crack  or  check. 
The  coat  of  stucco,  working  into  the  V-shaped  grooves 
of  the  stud  section,  knits  the  wall  together  into  a  solid 
monolithic  mass.  The  plaster  on  the  interior  acts  in 
the  same  way  and  requires  no  furring  or  laths. 

When  placed  in  a  wall  the  first  procedure  is  to 
place  a  firm  foundation  reinforced  with  steel  rods,  and 
after  the  foundation  has  set  sufficiently  the  concrete 
slabs  and  keys  are  set  in  place.    No  mortar  is  used 


The  construction  of  a  Sawyer  system  hollow  self-locking  wall 


in  between  the  courses,  and  the  only  concrete  used 
while  the  construction  is  going  up,  is  the  concrete 
needed  to  fill  the  space  between  the  keys,  which  forms 
the  pilasters  or  studs.  Each  pilaster  or  stud  is  rein- 
forced with  two  steel  rods,  and  pilasters  are  set  16 
inches  on  centers,  identical  with  the  construction  in 
balloon  frame  construction. 

When  the  wall  has  reached  the  required  height,  a 
cement  cap  is  set  in  place,  also  reinforced  with  steel 
rods,  which  are  tied  into  the  steel  which  projects 
through  from  the  pilasters.  At  the  corners  of  the  struc- 
ture a  solid  corner  is  poured  of  concrete,  which  is  rein- 
forced with  steel  rods  and  these  rods  carry  each  way 
from  the  corner  into  the  cement  cap,  which  steel,  fin- 
ishes the  tying  of  the  entire  structure. 

The  Canadian  Self-Locking  Concrete  Wall  Co., 
Ltd.,  who  control  the  system  in  Canada  have  their 
temporary  office  in  Seattle,  Wash.,  but  will  soon  es- 
tablish in  Montreal.  Plants  are  being  established  in 
Manitoba,  Alberta,  Saskatchewan  and  British  Col- 
umbia. 


Montreal  Plumbers  Must  Have  License 

The  Administrative  Commission,  of  Montreal, 
have  added  a  clause  to  the  plumbing  by-law  which 
requires  a  plumber  to  obtain  a  license  from  the  city 
and  a  certificate  of  competence  before  he  can  be  em- 
ployed.   Further,  master-plumbers  must  furnish  the 


city  with  the  names  of  their  plumbers  on  demand  >A 
the  city  authorities. 

New  Book 

"Estimating  Concrete  Buildings,"  by  Clayton  W.  May- 
ers. Published  by  Aberthaw  Construction  Company,  Bos- 
ton.   Price  $1.00. 

Estimating  the  cost  of  constructing  concrete  buildings 
is  a  process  concerning  which  most  architects,  engineers, 
and  contractors  have  still  much  to  learn.  Indeed,  in  so  far 
as  is  known,  Mr.  Mayer's  modest  volume  is  the  first  to  be 
published  on  this  subject. 

Pioneer  though  it  is,  "Estimating  Concrete  Buildings" 
is  an  extremely  clear  and  well  arranged  treatise.  Starting 
with  the  most  elementary  considerations,  it  explains  each 
successive  step  in  estimating  a  building,  part  by  part.  The 
sum  of  the  parts  constitutes  a  complete  estimate,  which  is 
reproduced  in  facsimile.  An  additional  section  discusses 
methods  of  establishing  unit  costs. 

While  the  price  of  one  dollar  is  set  upon  the  book,  the 
Aberthaw  Company  announces  that  it  will  provide  free 
copies  to  architects  and  engineers  and  to  technical  schools 
that  may  wish  to  adopt  it  for  class  room  purposes. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


The  ratepayers  of  Simcoe,  Ont.,  passed  a  by-law  re- 
cently authorizing  the  issuance  of  debentures  to  the  total 
of  $58,000  to  cover  the  cost  of  constructing  four  bridges 
in  the  vicinity. 

A  report  from  Winnipeg  states  that  the  T.  Eaton  Com- 
pany, Ltd.,  'have  commenced  the  erection  of  a  nine-storey 
building  in  that  city.  The  site  of  the  new  building  is  on 
the  corner  of  Donald  Street  and  Graham  Avenue,  and  the 
dimensions  348  ft.  by  120  ft. 

It  has  been  announced  that  the  Saskatchewan  Co-oper- 
ative Elevator  Company,  Regina,  Sask.,  will  build  six  addi- 
tional elevators  this  year,  bringing  the  total  number  of  ele- 
vators operated  by  this  company  to  322.  These  elevators 
will  cost  in  the  neighborhood  of  $16,000  apiece  to  erect. 

It  was  announced  recently  that  the  large  plant  of  the 
Geo.  W.  McFarlane  Engineering  Works,  at  Paris,  Ont.,  will 
soon  be  under  operation.  Plans  are  being  laid  for  the  con- 
struction of  40  houses  to  accommodate  the  employees  of  the 
plant.  It  is  expected  that  within  a  few  months  upwards  of 
100  skilled  mechanics  will  be  employed  at  the  plant. 

City  Engineer  Adams,  of  Chatham,  Ont.,  has  been  given 
the  contract  for  the  installation  of  a  new  rapid  sand  filtration 
plant  for  the  city.  He  has  been  instructed  by  the  Board 
of  Water  Commissioners  to  prepare  plans  at  once  so  that 
construction  can  be  undertaken  at  the  earliest  possible  mo- 
ment. Mr.  Adams  is  of  the  opinion  that  it  will  take  two 
years  at  least  to  instal  this  plant. 

Mr.  Geo.  T.  Clark,  Designing  Engineer,  Harbor  Com- 
mission, Toronto,  gave  a  very  interesting  illustrated  lecture 
recently  on  the  progress  of  harbor  developments  at  Toronto, 
before  the  Toronto  Branch  of  the  Engineering  Institute  of 
Canada.  Several  pictures  were  shown  portraying  the  physi- 
cal difficulties  met  with  and  the  methods  of  overcoming 
same. 

The  report  of  the  Minister  of  Public  Works,  Ottawa, 
for  the  fiscal  year  ending  March  31,  1919,  shows  a  total  cx- 
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penditure  of  $21,395,500,  of  which  $8,492,50:?  was  charged  to 
war  appropriation.  The  expenditure  on  ordinary  account 
was  $1,500,000  less  than  during  the  previous  year,  and  within 
the  last  four  years  expenditures  had  been  decreased  by  $16,- 
280,320.  The  revenue  was  $530,482,  an  increase  of  $108,990 
over  the  previous  year. 

The  Housing  Commission  of  Guelph,  Ont.,  will  ask  the 
Government  for  an  additional  $500,000  to  carry  on  housing 
work  in  the  city  this  year.  The  Commission  has  $184,000 
of  last  year's  loan  on  hand  at  the  present  time,  but  this 
amount  is  not  considered  nearly  enough  to  cover  the  work 
planned  for  the  approaching -building  season. 

The  Regina  Builders'  Exchange  is  in  the  process  of  re- 
organization. At  the  annual  meeting  held  recently  it  was 
decided  to  organize  on  a  trade  section  basis,  each  trade 
section  to  deal  with  problems  peculiar  to  that  section.  There 
will  be  an  executive  body,  composed  of  a  president  and 
vice-president,  and  an  executive  committee  will  be  appointed, 
composed  of  one  member  from  each  trade  section,  when 
the  different  sections  have  organized.  A  resolution,  to  change 
the  name  of  the  organization  to  Association  of  Construction 
Industries  of  Regina,  was  proposed.  This  matter,  however, 
was  passed  on  to  the  Provincial  Council  for  consideration. 
R.  J.  Lecky  was  elected  president  and  A.  E.  Long,  vice- 
president. 

Tenders  have  been  called  for  the  construction  of  a  sea- 
wall at  Toronto  Island  and  the  plans  are  now  at  the  Toronto 
office  of  the  District  Engineer,  Dominion  Dept.  of  Public 
Works.  If  tenders  are  satisfactory,  it  is  expected  that  this 
project  will  be  gone  ahead  with  this  summer  in  order  that 
the  wall  will  be  completed  in  time  to  protect  the  Island 
shore  from  the  Autumn  storms.  The  wall  will  be  built  200 
ft.  out  from  the  shore  and  will  be  1700  ft.  in  length,  stretch- 
ing from  the  foot  of  Pawnee  Ave.  east  to  a  point  beyond 
the  foot  of.  Manitou  Rd.  The  new  wall  will  be  built  on  a 
brush-wood  fascine  mattress  foundation,  three  feet  thick  and 
sixty  feet  wide,  while  the  wall  itself  will  be  47  feet  wide 
at  the  base,  fifteen  feet  in  height  from  the  top  of  the  foun- 
dation and  ten  feet  wide  on  the  top. 


Personal 

Mr.  C.  B.  Smith  has  been  appointed  Roads  Inspector  of 
Sherwood    Municipality.  Saskatchewan. 

In  the  absence  of  City  Engineer  Fellowes,  of  Vancou- 
ver, who  is  on  a  business  trip  to  Ottawa,  Mr.  Edward 
LeFlufy,  waterworks  engineer,  is  acting  city  engineer. 

Mr.  A.  M.  West,  City  Engineer  of  North  Vancouver, 
B.  C,  has  resigned  to  go  into  private  business,  his  resigna- 
tion to  take  effect  April  15.  Mr.  West  has  been  in  the 
employ  of  the  city  since  1913. 

The  Municipal  Council  of  Burnaby,  B.  C,  has  appointed 
Mr.  Ernest  Smith,  of  Edmonds,  B.  C,  as  municipal  engi- 
neer. There  were  five  applications  altogether  for  the  posi- 
tion.   Mr.  Smith  is  a  returned  man. 

Mr.  David  Hanna,  chief  of  surveys  and  drafting,  Road- 
ways Department,  Toronto,  has  resigned  this  position  to 
accept  the  appointment  of  Superintendent  of  Waterworks 
at  Windsor,  Ont. 

Mr.  M.  N.  McDowall,  Street  Commissioner  of  Owen 
Sound,  Ont.,  celebrated  his  30th  anniversary  in  this  position 
recently.  Mr.  McDowall  succeeded  his  father  as  street 
commissioner  in  1890.  The  Town  Council  commemorated 
the  anniversary  by  granting  Mr.  McDowall  a  substantial  in- 
crease in  salary. 

Mr.  H.  Springer,  formerly  municipal  engineer  of  St. 
Vital,  Man.,  who  has  just  recently  returned  from  overseas, 
has  been  appointed  engineer  in  charge  of  the  road  building 


programme  of  the  municipality  of  Dauphin,  Man.  This  pro- 
gramme, which  covers  a  period  of  three  years,  includes  the 
construction  of  60  miles  of  new  roads  during  the  present 
year. 

Major  E.  G.  M.  Cape,  contractor  of  Montreal,  has  been 
nominated  by  the  Montreal  Administrative  Commission  as 
the  English  speaking  member  of  the  Montreal  Charter  Com- 
mission, authorized  by  the  Quebec  Government  to  report 
on  the  Civic  Government  of  Montreal.  The  Administrative 
Commission  was  authorized  to  nominate  two  members  to 
the  Charter  Commission. 

Mr.  Brien  Douglas  McConnell,  C.E.,  of  Montreal,  was 
recently  presented  with  an  illuminated  address  and  a  gold 
headed  walking  stick,  by  the  members  of  the  Quebec  Land 
Surveyors'  Association,  on  the  occasion  of  the  fifteenth  an- 
niversary of  his  entry  upon  his  professional  career.  Hon. 
J.  P.  B.  Casgrain,  president  of  the  association,  read  the  ad- 
dress, while  the  presentation  of  the  walking  stick  was  made 
by  Mr.  Thomas  Kirk. 


Obituary 

Mr.  Harry  Sinclair  Scott,  employee  of  the  Ontario  Pub- 
lic Works  Department,  Ottawa,  died  recently  in  that  city 
as  a  result  of  a  runaway  accident,  in  which  he  was  thrown, 
from  the  cutter  he  was  driving,  against  a  telephone  pole, 
fracturing  his  skull  in  two  places.  Mr.  Scott  was  superin- 
tendent of  construction  at  the  Ontario  Hospital,  Ottawa. 

Daniel  Bernard  McCarthy,  for  the  last  six  years  East- 
ern sales  manager  of  the  Neptune  Meter  Company,  died  at 
his  residence,  35  Fort  Washington  Avenue,  New  York,  Sat- 
urday afternoon,  March  6th,  after  an  illness  of  bronchial 
pneumonia,  with  other  complications.  Mr.  McCarthy  was 
born  in  Wevertown,  Warren  County,  January  1,  1871.  Upon 
entering  business  he  elected  the  contracting  and  construc- 
tion line,  finding  his  first  employment  with  Moffett,  Hodg- 
kins  &  Clark  of  Watervliet.  He  was  with  them  in  the  man- 
agement of  their  various  waterworks  properties,  being  sta- 
tioned in  Watervliet  for  about  a  year  in  charge  of  the 
waterworks  plant.  He  then  moved  to  Waterford  and  be- 
came superintendent  of  the  Waterford  Water  Company,  con- 
tinuing in  that  capacity  for  nearly  twenty-one  years,  until 
the  town  purchased  the  private  water  company.  During  his 
management  of  the  private  water  company  he  associated 
himself  with  the  Neptune  Meter  Company,  and  represented 
them  as  a  travelling  representative  for  seventeen  years, 
covering  many  of  the  Eastern  States  and  most  of  Canada. 
In  May,  1914,  he  was  made  Eastern  sales  manager  of  the 
company  and  was  in  direct  charge  of  sales  for  a  large  por- 
tion of  the  country.  He  was  very  popular  with  the  water- 
works trade,  and  was  held  in  very  high  esteem  by  those 
with  whom  he  associated. 


Trade  Incorporations 

East  St.  John  Building  Company,  Limited,  with  head 
office  at  East  St.  John,  N.  B.,  capital  $24,000. 

The  Toronto  Electrical  Contractors'  Association  held 
the"ir  regular  monthly  meeting  and  dinner  in  the  Hotel  Mos- 
sop  on  Thursday  evening,  January  8.  The  chief  topic  up 
for  discussion  was  the  wage  schedule  for  the  year  1920.  It 
was  finally  decided  to  offer  85  cents  per  hour,  beginning 
January  19.    This  figure  has  since  been  accepted  by  the  men. 


The  total  revenue  of  the  Welland,  Ont.,  hydro  depart- 
ment for  the  nine  months  ended  September  30,  1919,  was 
$61,948.  Operating  expenses  were  $56,939,  leaving  a  net 
surplus  of  $5,308. 


Contracts  Department 

News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Amherstburg,  Ont. 

Town  has  under  consideration  the  con- 
struction of  sewer.     Mayor,  Mr.  Park. 

Amos,  Que. 

By-law  authorizing  expenditure  of 
$10,000  on  construction  of  sidewalks  and 
$35,000  on  construction  of  sewer  for 
Town  will  be  submitted.  Secy.-treas., 
H.  Authier. 

Halifax,  N.  S. 

Tenders  will  be  received  until  noon, 
April  7th,  by  Provincial  Highway  Bd., 
Pari.  Bldgs.,  Halifax,  for  construction  of 
waterbound  macadam  road  on  section  of 
Halifax-Windsor  Highway  from  Mt. 
Uniacke  Station  to  point  near  Lake- 
lands, a  distance  of  about  five  miles. 
Plans  at  office  of  Chief  Engineer. 

Hamilton,  Ont. 

City  contemplates  expenditure  of  $13,- 
000  on  filling  in  of  inlet,  $25,000  for  con- 
struction of  asphalt  plant,  $40,000  for 
opening  up  of  new  street  and  $100,000 
on  improvements  to  sewerage  system. 
Engineer,  E.  R.  Gray. 

Hensall,  Ont. 

Harry  Strong,  Clerk  for  Osborne 
Township,  R.  R.  No.  1,  Hensall,  Ont., 
has  plans  and  receives  tenders  until 
March  25th  for  construction  of  Win- 
chelsea  Creek  Drain. 

Kitchener,  Ont. 

B.  G.  Mitchell ,  city  engineer,  has 
plans  and  receives  tenders  until  noon 
April  1st  for  supply  of  vitrified  sewer 
pipe,  cement,  gravel  and  sand,  castings, 
crushed  stone  and  screenings,  concrete 
tile,  refined  tar  and  road  oil. 

Leamington,  Ont. 

Tenders  are  being  received  for  pave- 
ment for  Town.  Clerk,  R.  M.  Selkirk. 
Plans  are  being  prepared  and  tenders 
will  be  called  also  for  sewer. 

Londesboro,  Ont. 

John  Fingland,  clerk  for  Hullett  Town- 
ship, receives  tenders  until  April  2nd  for 
construction  of  Murray-Lamb  Municipal 
Tile  Drain. 

Montreal,  Que. 

City  contemplates  the  expenditure  of 
$1,207,862  this  year  on  repairs  to  streets, 
etc.    Clerk,  Rene  Bauset. 

Port  Dalhousie,  Ont. 

Town  has  under  consideration  the 
construction  of  sewerage  system  cost- 
ing $30,000.    Clerk,  J.  M.  A.  Waugh. 

Seaforth,,  Ont. 

M.  Murdie,  clerk,  Seaforth,  has  plans 
and  receives  tenders  until  April  10th  for 
construction  of  Dolmage  and  Dickson 
drains  for  Hullett  and  McKillop  Town- 
ships. 

Ste.  Elizabeth,  Que. 

A.  Barrette,  secy.-treas.  to  Municipal- 


ity, haft  plans  and  receives  tenders  until 
March  26th  for  gravelling  roads. 

St.  Lazare,  Man. 

J.  E.  Selhy,  secy.-treas.  for  Municipal- 
ity of  Ellice,  receives  tenders  until  4 
p.m.  March  27th  for  draining  and  grad- 
ing two  miles  of  road. 

Stonewall,  Man. 

Y.  VV.  McFarlane,  secy.-treas.  for  Rock- 
wood  Municipality,  Stonewall,  Man.,  re- 
ceives tenders  until  April  21st  for  ditch- 
ing and  grading  about  100  miles  of  roads. 
Plans  with  engineer,  D.  M.  Mawhinney, 
Stonewall,  and  Highway  Commissioner, 
Winnipeg.  ,  ^± 

Truro,  N.  S. 

Town  has  under  consideration  con- 
struction of  concrete  sidewalks  costing 
$5,000,  sewers  and  drains  costing  $15,000 
and  also  extension  to  water  system. 
Clerk,  Horace  McDougall. 

CONTRACTS  AWARDED 
North  Lancaster,  Ont. 

McDonald  &  McLeod,  Dalhousie  Sta- 
tion, Que.,  have  general  contract  for 
roads  costing  .$30,000  for  Lancaster 
Township.  Clerk,  A.  J.  Macdonald, 
South  Lancaster. 

Owen  Sound,,  Ont. 

Warren  Bituminous  Paving  Co.,  Mc- 
Kinnon  Bldg.,  Toronto,  have  general 
contract  for  paving  costing  $90,000  for 
City. 

Welland,  Ont. 

Somerville  &  Dilworth,  12  Main  E., 
Welland,  have  general  contract  for  ex- 
tension to  waterworks  costing  $12,000 
for  Crowland  Township. 


Railroads,  Bridges  and  Wharves 

Banff,  Alta. 

Dominion  Dept.  Public  Works  will  re- 
advertise  tenders  next  summer  for  $190,- 
000  bridge  over  Bow  River.  Secy.,  R.  C. 
Desrochers,  Ottawa,  Ont. 

Calgary,  Alta. 

J.  M.  Miller,  city  clerk,  receives  tend- 
ers until  1  p.m.  April  15th  for  special 
work  on  street  railway.  Specifications 
•with  Electrical  Engineer,  City  Hall. 

Chatham,  Ont. 

Dominion  Dept.  Public  Works  plans 
to  make  repairs  to  breakwater.  Secy., 
R.  C.  Desrochers,  Ottawa. 

Cloverdale,  B.  C. 

B.  C.  Electric  Railway  Co.  contemplate 
construction  of  ten  miles  of  standard 
electric  tram  line  from  Cloverdale  to 
Blaine  and  White  Rock,  B.  C,  costing 
$50,000  to  $75,000.  Surveys  are  being 
made. 

Hamilton,  Ont. 

City  contemplates  expenditure  of  $5,000 
on  construction  of  addition  to  dock.  En- 
gineer, E.  R.  Gray,  City  Hall. 

St.  Aupustin-Deux  Montagnes,  Que. 

Mathias  St.  Jacques,  secy.-treas.  to 
Municipality,  has  plans  and  receives  ten- 


ders until  March  30th  for  concrete 
bridge. 

St.  Brigide,  Que. 

Town  plans  the  construction  of  bridge. 
Work  will  be  done  by  day  labor.  Secy.- 
treas.,  Amedee  Brain. 

Toronto,  Ont. 

R.  ('.  Desrochers,  secy,  for  Dominion 
Dept.  Public  Works,  Ottawa,  receives 
tenders  until  noon  April  12th  for  con- 
struction of  rubble  mound  stone  break- 
water built  upon  brushwood  fascine  mat- 
tress, off  south  shore  of  Toronto  Island. 
Plans  at  Dept.,  Ottawa,  at  offices  of  Dis- 
trict Engineers,  Equity  Bldg.,  Toronto, 
and  Shaughnessy  Bldg.,  Montreal,  Que. 

CONTRACTS  AWARDED 
Fairmont,  B.  C. 

A.  G.  Creelman  &  Co.,  Golden,  B.  C, 
have  general  contract  for  highway  bridge 
costing  $4,452  to  be  constructed  over 
Dutch  Creek  near  Fairmont  for  Provin- 
cial Dept.  Public  Works. 

Meteghan,  N.  S. 

Work  will  start  on  construction  of  eli 
to  breakwater  for  Dominion  Dept.  Pub- 
lic Works:  General  contractors,  A.  W. 
Giroir  &  W.  F.  McKinnon,  Antigonish, 

N.  S. 

Nesbitt,  Man. 

E.  Fulcher,  Brandon,  Man.,  has  gen- 
eral contract  for  bridge  for  Municipality 
of  Oakland. 

Rosetown,  Sask. 

Canadian  Construction  Co.,  803  Mc- 
Arthur  Bldg.,  Winnipeg,  have  general 
contract  for  grading  on  Rosetown  and 
Milden  Branches  for  C.  P.  Rly.,  Mon- 
treal. 

St.  Clements,.  Man. 

M.  Kelly,  Agnes  St.,  Winnipeg,  has 
general  contract  for  bridge  for  Rural 
Municipality  of  St.  Clements. 

Thamesville,  Ont. 

Chas.  Hubbell  has  general  contract  at 
$15,165  for  Dufifis  Creek  Bridge  for  Kent 
County  Council. 


Public  Buildings,  Churches 
and  Schools 

Almonte,  Ont. 

Richards  &  Abra,  126  Sparks  St.,  Ot- 
tawa, have  been  appointed  architects  and 
are  preparing  plans  for  hospital  addi- 
tion costing  $10,000  for  Rosamond  Hos- 
pital.   Address  Dr.  T.  R.  Paterson. 

Ardath,  Sask. 

David  Webster,  architect,  C.  P.  R. 
Bldg.,  Saskatoon,  is  preparing  plans  for 
school  costing  $34,000  for  School  Board. 
Secy.-treas.,  J.  W.  Home,  Ardath. 

Brantford,  Ont. 

Jewish  Synagogue  contemplates  erec- 
tion of  synagogue  costing  $20,000.  Pres- 
ident, Max  Harris,  31  Peare  Ave. 

Brockville,  Ont. 

W.  B.  Scace,  secy,  to  School  Board, 
receives   tenders   until    March   26th  for 
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school  addition  costing  $40,000.  Plans 
with  architect,  B.  Dillon,  43  King  St.  E. 

Calgary,  Alta. 

School  Board  plans  to  expend  $13,000 
oh  improvements  to  heating  and  venti- 
lating system  of  school.  Chairman,  H. 
A.  Sinnott. 

L.  C.  Charlesworth,  Deputy  Minister, 
Dept.  Public  Works,  Edmonton,  receives 
separate  tenders  until  noon  April  5th, 
for  general  contract,  plumbing,  heating, 
ventilating  and  electrical  work  for  tech- 
nology and  normal  school  estimated  to 
cost  $500,000.  Plans  with  R.  P.  Blakey, 
Provincial  Architect,  Edmonton. 

City  contemplates  erection  of  new  fire 
station.     Clerk,  J.  M.  Miller. 

Charlottetown,  P.  E.  I. 

C.  B.  Chappell  &  Hunter.  Des  Brisay 
Blk.,  have  appointed  architects  and  are 
preparing  plans  for  addition  to  St.  Dun- 
stan's  University  costing  $40,000  to  $50,- 
000  for  R.  C.  Church.  Mgr.,  Bishop 
O'Leary,  The  Palace. 

Coquitlam,  B.  C. 

Plans  are  in  progress  and  tenders  will 
be  called  for  municipal  hall  costing  $25.- 
000  for  City.  Architects,  Gardiner  & 
Mercer,  718  Granville  St.,  Vancouver. 

Hon.  J.  H.  King,  Victoria.  Minister 
for  Provincial  Dept.  Public  Works,  re- 
ceives tenders  until  noon  April  6th  for 
erection  of  administration  block  and  din- 
ing block  for  Boys'  Training  School. 
Plans  with  Gov't.  Agents  at  Vancouver 
and  New  Westminster,  and  Bursar,  Dept. 
Public  Works,  Victoria. 

Dartmouth,  N.  S. 

School  Board  has  under  consideration 
the  erection  of  school.  Chairman,  C.  A. 
MacLean,  126  Portland  St. 

Delhi,  Ont. 

School  Trustees  have  under  consider- 
ation the  erection  of  consolidated  school. 
Secy.,  Jas.  A.  Lawson. 

Fletcher,  Ont. 

W.  B.  Adams,  architect,  Box  135,  Chat- 
ham. Ont.,  has  plans  and  receives  tenders 
until  March  30th  for  school  to  be  erected 
in  Raleigh  Township  for  School  Sec- 
tion No.  16;  chairman  Buildina:  Commit- 
tee, Clifford  Hitchcock,  R.  R.  No.  1, 
Fletcher. 

Fort  William,  Ont. 

R.  E.  Mason,  architect.  Victoria  Blk.. 
is  preparing  plans  for  technical  institute 
costing  about  $250,000  for  Board  of  Edu- 
cation. 

Fredericton,  N.  B. 

W.  J.  Osborne,  secy.  Bldg.  Commit- 
tee for  Methodist  Congregation,  receives 
tenders  until  April  5th  for  improvements 
to  church  costing  $20,000.  Plans  with 
architect,  F.  Neil  Brodie,  42  Princess  St.. 
St.  John,  and  J.  L.  Lemont  &  Sons, 
Fredericton. 

Hamilton,  Ont. 

Hospital  Board,  Barton  St.  E.,  con- 
templates alterations  to  building  for 
nurses'  home  to  cost  $10,000.  Supt.,  Dr. 
Langrill. 

City  contemplates  erection  of  deten- 
tion hospital  costing  $50,000.  Mayor, 
Chas.  Booker. 

Kerrobert,  Sask. 

A.  M.  Fraser.  of  Construction  Ltd., 
Regina,  has  been  appointed  architect  and 
is  preparing  plans   for  church  costing 


$15,000  for  Union  Church  Congregation. 
Tenders  will  be  called. 
Kisbey,  Sask. 

R.  Edmundson,  secy.-treas.  for  Kis- 
bey School  District  No.  1317.  receives 
tenders  until  May  1st  for  completion  of 
school. 

Kitscoty,  Alta. 

Union  Church  Congregation  contem- 
plates erection  of  parsonage.  Address 
Rev.  Mr.  Nightingale. 

London,  Ont. 

L.  V.  Carrothers,  architect,  nydro  Of- 
fices, will  prepare  plans  for  schools  cod- 
ing $275,000  and  collegiate  costing  $12.">,- 
000  for  Bd.  of  Education. 

Melville,  Sask. 

G.  W.  V.  A.  of  Melville  contemplate 
erection  of  home  costing  $25,000.  Ad- 
dress Secy.,  Melville. 

Midland,  Ont. 

Tenders  received  until  2  p.m.  April  6th 
for  school  costing  $35,000  for  School  Bd. 
Plans  with  secy..  Miss  C.  Wilson,  Mid- 
land, and  architect.  John  Wilson,  Hur- 
ontario  St.,  Collingwood,  Ont. 

Ottawa,  Ont. 

Public  School  Board,  Elgin  St.  School, 
receives  bulk  or  separate  tenders  until 
April  1st  for  school  addition  costing 
$60,000.  Plans  with  W.  C.  Beattie,  Supt. 
of  Bldgs.,  Elgin  St.  School. 

Public  School  Board,  Elgin  and  Gil- 
mour  Sts.,  contemplates  the  erection  of 
two  schools.    Secy.,  Crawford  Ross. 

Pipestone,  Man. 

Town  has  under  consideration  the  erec- 
tion of  memorial  hall  to  cost  about 
$10,500.    Reeve,  W.  H.  Donald. 

Quebec,  Que. 

Plans  are  revised  and  tenders  will  be 
called  in  April  or  May  for  addition  to 
Parliament  Building  costing  $1,000,000 
for  Provincial  Dept.  Public  Works.  Ar- 
chitects, Tanguay  &  Chenevert,  20 
D'Aiguillon  St. 

Simcoe,  Ont. 

Wrm.  C.  Tilley,  Temple  Bldg.,  Brant- 
ford,  has  been  appointed  architect  and  is 
preparing  plans  for  church  costing  $40,- 
000  for  Baptist  Congregation,  pastor, 
Rev.  H.  C.  Newcombe. 

St.  Catharines,  Ont. 

St.  Catharines  &  District  Labor  Tem- 
ple Co.  contemplate  erection  of  temple 
costing  $20,Q00. 

St.  Martin,  Que. 

P.  L.  W.  Dupre,  architect,  15  St.  Law- 
rence Blvd.,  Montreal,  is  preparing  plans 
for  remodelment  of  and  extension  to 
convent  costing  $25,000  for  Rev.  Sisters 
Jesus  Marie,  Notre  Dame  St.,  Hoche- 
laga,  Montreal. 

Toronto,  Ont. 

Westminster  Presbyterian  Church  has 
purchased  site  for  new  church  on  south 
east  corner  of  Park  Rd.  and  Asquiiii 
Ave. 

Young  Men's  Christian  Ass'n.,  21  Mc- 
Gill  St.,  and  Dominion  Council,  604  Jar- 
vis  St.,  contemplate  erection  of  Y.  M. 
C.  A.  Building  to  cost  about  $650,000. 

Plans  have  been  prepared  for  addition 
to  club  for  Aura  Lee  Athletic  Club,  205 
Avenue  Road.  J.  W.  Siddall,  Confeder- 
ation Life  Bldg.,  is  architect. 

Walkerton,  Ont. 

School  Section  No.  5,  Brant  Township, 
contemplates  erection  of  school.  Secy., 


Julius  Holm,  R.  R.  No.  4,  Walkerton, 
Ont. 

Welland,  Ont. 

School  Section  No.  5,  Welland,  con- 
templates erection  of  public  school  in 
Thorold  Township.  Sec.-treas.,  John 
Goodwillie,  Welland. 

Wetaskawin,  Alta. 

Salvation  Army.  Territorial  Head- 
quarters. Confederation  Life  Bldg.,  Win- 
nipeg, plans  to  make  repairs  to  hall. 
Address  Brigadier  Haig.  Architect,  En- 
sign Leksen,  care  owners. 

Winnipeg,  Man. 

Plans  will  be  prepared  by  Col.  J.  A. 
Thompson.  Building  Commissioner, 
School  Bd.  Offices,  for  schools  to  cost 
$1,500,000  for  School  Board.  Chairman, 
I\.  W.  Craig. 

CONTRACTS  AWARDED 
Daysland,  Alta. 

Spongberg  Bros,  have  general  contract 
for  community  hall  costing  $5,000  for 
Community  Hall  League. 

Dysart,  Sask. 

Church  costing  $15,000  for  St.  John's 
R.  C.  Congregation:  General  contract, 
carpentry  and  roofing,  Steve  Kotvlak; 
masonry  and  plastering,  Lancuski  Bros., 
Winnipeg. 

Ingersoll,  Ont. 

Separate  school  costing  $20,000  for  Sep- 
arate School  Bd.:  Masonry,  Crulin  Bros., 
Ingersoll;  steel,  Hamilton  Bridge  Works 
Co.,  Bay  N.,  Hamilton;  carpentry,  W.J. 
Stafford.  Queen  St.,  St.  Mary's;  roofing, 
J.  Henderson,  King  St.  W.,  Ingersoll; 
plumbing.  M.  Robins,  Ingersoll;  plaster- 
ing. W.  M.  Kay,  Ingersoll;  painting,  M. 
Willand,  St.  Mary's. 

Kerrobert,  Sask 

Wilson  &  Wilson,  818  McCallum  Hill 
Bldg.,  Regina,  have  general  contract  for 
court  house  costing  $146,750  for  Provin- 
cial Dept.  Public  Works. 

Swan  Lake,  Man. 

Firmin  Wyndels  Co.,  care  owners,  have 
general  contract  for  college  costing  $60,- 
000  for  Brothers  of  Mercy,  St.  Boniface, 
Man. 

West  Hill,  Ont. 

John  C.  Morrison,  Highland  Creek, 
Ont.,  has  general  contract  and  carpentry 
for  school  costing  $28,000  for  School 
Board,  S.  S.  No.  16,  Scarboro  Township. 
Henry  Westney,  secy.,  wants  prices  on 
plumbing,  ventilating,  heating  and  elec- 
trical work. 


Business  Buildings  and  Indus- 
trial Plants 

Brantford,  Ont. 

Canadian  Holstein  Freisian  Assoc.  will 
purchase  old  post  office  building  and 
will  remodel  it  into  offices.  President,  R. 
W.  Burnaby,  Secy,  of  U.  F.  O.,  Toronto. 

Geo.  W.  Hall,  architect,  321  Colborne 
St.,  has  plans  and  receives  tenders  until 
April  7th  for  general  contract,  plumbing 
and  electrical  work  for  factory  addition 
costing  $6,000  for  Brantford  Stationers 
Ltd.,  94  Grey  St. 

Brockville,  Ont. 

A.  Stuart  Allaster,  architect,  42  King 
St.  E.,  has  plans  and  receives  tenders 
until  March  29th  for  garage  costing  $20,- 
000. 

Calgary,  Alta. 

Major  &  Storey-Judd,  architects,  231 
Eighth  Ave.  W.,  are  preparing  plans  and 
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receiving  tenders  for  hotel  costing  $50,- 
000. 

Cap  De  La  Madeleine,  Que. 

Dr.  N.  Perreault  contemplates  erection 
of  drug  store  and  tenement  costing  $16,- 
000.  Jules  Caron,  69  St.  Francois  Xavier 
St.,  Three  Rivers,  is  architect. 

Damase  Lamontache  receives  private 
tenders  for  general  contract  for  store  and 
residence  costing  $12,000.  Masonry,  car- 
pentry, roofing,  plumbing,  heating,  plas- 
tering, painting  and  electrical  work  will 
be  let. 

Clinton,  Ont. 

By-law  granting  certain  concessions 
to  John  J.  M  erner,  Seaforth,  Out.,  on 
erection  of  flax  mill  costing  $30,000,  will 
be  submitted  to  ratepayers  on  April  5th. 

Delia,  Alta. 

Tenders  will  probably  be  called  in 
spring  for  bank  for  Merchants  Bank  of 
Canada.  Local  manager,  G.  W.  Rich- 
ardson, Delia. 

Edmonton,  Alta. 

Mrs.  Hetu,  Queens  Hotel,  Jasper  Ave., 
contemplates  erection  of  stores. 

Revillon  Freres  contemplate  erection 
of  large  addition  to  warehouse.  Man- 
ager, J.  E.  Brown. 

Estevan,  Sask. 

Tenders  will  be  called  within  a  month 
for  oil  warehouse  to  cost  $35,000  for  Im- 
perial Oil  Co.,  Regina,  Sask. 

Guelph,  Ont. 

Plans  are  in  progress  for  repairs  to 
factory  for  Taylor-Forbes  Co.,  Queen 
St.  President,  J.  M.  Taylor,  Sr.  New 
building  may  be  built. 

Granby,  Que. 

Bank  of  Montreal,  head  office,  Mon- 
treal, contemplates  the  erection  of  branch 
bank  here.  General  manager,  F.  Wil- 
liams-Taylor. 

Grande  Prairie,  Alta. 

Plans  are  prepared  for  bank  costing 
$30,000  for  Imperial  Bank  of  Canada. 
Manager,  Mr.  Grisdale,  Grande  Prairie. 

Halifax,  N.  S. 

F.  T.  Hyland,  14  Harris  St.,  will  erect 
store  and  flats  costing  $7,000  by  day  la- 
bor. Plumbing  and  electrical  work  will 
be  let. 

Grocers  &  Butchers  Association  con- 
template the  erection  of  warehouse. 
President,  G.  A.  Cook,  Gottingen  St. 

Hamilton,,  Ont. 

City  Council  plans  for  a  gas  plant. 
Chairman  Gas  Board,  Aid.  T.  R.  Mc- 
Questen,  Erection  of  fire  apparatus 
storage  building  is  also  contemplated. 
Fire  chief,  A.  B.  Ten  Eyck. 

Lamont,  Alta. 

Merchants  Bank  of  Canada  contem- 
plates erection  of  bank  building.  Ad- 
dress manager. 

London,  Ont. 

Farmers  Advocate,  144  Carling  St., 
have  purchased  hotel  and  will  remodel 
it  into  offices.    President,  John  Weld. 

W.  E.  Saunders  &  Co.,  Clarence  St., 
have  purchased  old  building  and  will  re- 
model it  into  warehouse. 

MacGregor,  Ont. 

Eugene  Beuglet  will  erect  store  cost- 
ing $7,000  and  is  preparing  plans. 

Melville,  Sask. 

Royal  Bank  of  Canada,  Montreal, 
contemplates  erection   of  bank  costing 


$15,000.  Manager  Regina  Branch,  A.  B. 
Netherby,  Regina. 

Montreal,  Que. 

Charles  David,  architect,  78  Crescent 
St.,  has  plans  and  receives  tenders  for 
alteration  of  residence  into  store  costing 
$5,000  for  A.  S.  MacNichols,  17  Belling- 
ham  Rd.,  Outremont. 

Raoul  Gariepy,  architect,  54  Notre 
Dame  St.  E.,  is  preparing  plans  for  ad- 
dition and  alterations  to  building  cost- 
ing $60,000  for  Kerhulu  &  Odiau  Ltd., 
174  St.  Ddnis  St. 

Charles  David,  architect,  78  Crescent 
St.,  has  plans  and  receives  tenders  until 
March  25th  Tor  alterations  to  building 
costing  $10,000  for  Montreal  Sheet  Metal 
Work,  2B  Park  Ave. 

C.  H.  Johnston  &  Son  Ltd.,  8  Dage- 
nais  St.,  are  making  alterations  to  fac- 
tory by  day  labor  at  a  cost  of  $8,000. 
•  Bank  of  Montreal,  109  St.  James  St., 
contemplates  erection  of  bank  building 
on  Park  Ave.  Branch  Supt.,  F.  J.  Cock- 
burn. 

New  Westminster,  B.  C. 

Imperial  Oil  Co.  of  B.  C,  Vancouver, 
contemplates  erection  of  storage  ware- 
house and  tanks  costing  $50,000  and  will 
call  tenders  shortly.  Assistant  General 
Manager,  Major  J.  S.  Matthews. 

North  Bay,  Ont. 

Proprietors  of  Winnipeg  Hotel  will 
rebuild  their  hotel  building  recently  de- 
stroyed by  fire.    Cost,  $5,000. 

Oshawa,  Ont. 

Robt.  D.  Preston  will  shortly  alter 
building  into  stores,  offices  and  apart- 
ments at  a  cost  of  $4,000  and  will  carry 
out  masonry,  carpentry  and  roofing. 

Ottawa,  Ont. 

Richards  &  Abra,  architects,  126 
Sparks  St.,  have  plans  and  receive  ten- 
ders until  March  30th  for  branch  store 
costing  $12,000  to  $15,000  for  R.  McGre- 
gor Ltd.,  225  Bank  St.,  also  for  addition 
to  factory  costing  $18,000  to  $20,000  for 
Ottawa  Paper  Box  Co.,  Albert  St. 

Prince  Albert,  Sask. 

North  Star  Oil  &  Refinery  Co.  of  Win- 
nipeg have  secured  site  for  contemplated 
warehouse.  Saskatchewan  Manager,  Ern- 
est Dempsey,  Saskatoon. 

Regina,,  Sask. 

A.  R.  Fleming  &  Sons  contemplate 
erection  of  garage  costing  $30,000. 

North  Star  Oil  &  Refining  Co.  of  Win- 
nipeg contemplate  erection  of  oil  ware- 
house. Saskatchewan  manager,  Ernest 
Dempsey,  Saskatoon. 

Sarnia,  Ont. 

Watt  &  Blackwell,  architects,  64  Bank 
of  Toronto  Chambers,  London,  have 
plans  and  receive  tenders  until  April 
5th  for  woollen  mills  costing  $25,000  for 
Sarnia  Woollen  Mills  Co. 

Spirit  River,  Alta. 

Spirit  Hardware  Co.  are  erecting 
warehouse  and  are  carrying  out  all  work. 

Swift  Current,  Sask. 

Sask.  Creamery  Co.,  Moose  Jaw,  will 
erect  creamery  and  ice  cream  plant  cost- 
ing about  $25,000.  Local  manager,  \V. 
D.  Trimble. 

Toronto.  Ont. 

Messrs.  H.  N.  Dancy  &  Son  Ltd.,  C. 
P,  R.  Bldg.,  want  sub  tenders  on  steel, 
ornamental  iron  and  carpentry  work  for 
factory  addition  for  American  La  France 


Fire  Engine  Co.  of  Canada  Ltd.,  195 
Weston  Rd. 

D.  C.  Cotten,  architect,  54  Adelaide  St. 
E.,  will  prepare  plans  for  factory  addi- 
tion for  Willard  Storage  Battery  Agency, 
117  Simcoe  St.  Supervisor,  A.  G. 
Strathy  Ltd.,  123  Simcoe  St. 

Sheffield  Lunch,  1  Adelaide  E.,  con- 
template opening  up  a  number  of  new 
restaurants  in  city. 

Plans  are  drawn  for  garage  addition 
costing  $10,000  for  Wheeler  &  Carroth- 
ers,  119  Fermanagh  Ave.  Prices  wanted 
on  trades  and  materials. 

Plans  are  drawn  for  two  stores  cost- 
ing $6,000  each  for  J.  Garbarino,  11  Har- 
vard Ave.    Prices  wanted  on  all  trades. 

Anthes  Foundry  Ltd.,  64  Jefferson 
Ave.,  contemplate  erection  of  addition  to 
foundry. 

P.  H.  Finney,  architect,  79  Adelaide  E., 
is  preparing  plans  for  block  of  stores  and 
apartments  costing  $40,000  for  F.  Cal- 
derone,  1041  Gerrard  E. 

F.  S.  Mallory,  architect,  65  Adelaide 
E.,  is  preparing  plans  for  stores  to  be 
erected  on  Danforth  Ave.  this  spring. 

C.  C.  Horn,  8  Gormley  Ave.,  has  plans 
drawn  for  garage  and  residence  costing 
$7,500  and  will  carry  out  masonry  and 
carpentry.  Roofing,  plastering,  heating, 
plumbing,  painting  and  electrical  work 
will  be  let. 

Vancouver,  B.  C. 

Plans  are  in  progress  and  tenders  will 
be  called  for  addition  to  shoe  factory 
costing  $80,000  to  $100,000  for  J.  Leckie 
&  Co.,  220  Cambie  St.  Architects,  Dal- 
ton  &  Eveleigh,  615  Hastings  St.  W. 

Plans  will  be  prepared  for  large  office 
building  for  C.  P.  Rly.,  head  office,  Mon- 
treal; Western  Chief  Engineer,  J.  Mc- 
Kenzie,  300  C.  P.  R.  Station,  Winnipeg. 

Waterford,  N.  S. 

B.  Gatto,  Plummer  Ave.,  contemplates 
erection  of  store  and  residence  costing 
$5,000. 

S.  Udovan  is  erecting  store  and  ware- 
house costing  $5,000. 

Wetaskewin,  Alta. 

Union  Garage  Ltd.  will  erect  garage 
with  storage  capacity  for  25  cars.  Man- 
ager,   Wm.    J.    Baldry,    will  supervise 

work. 

Winnipeg,  Man. 

Salvation  Army,  Territorial  Head- 
quarters, 202  Confederation  Life  Bldg., 
contemplates  alteration  of  residence  into 
offices  costing  $40,000.  Address  Briga- 
dier Haig.  Architect,  Ensign  Leksen, 
care  owners. 

Coca  Cola  Co.  contemplate  erection  of 
warehouse.  Local  manager,  C.  F.  Row- 
land. Pratt.  &  Ross,  710  Electric  Rly. 
Chambers,  are  architects. 

C.  H.  Webb  will  erect  garage  costing 
$15,000  and  will  carry  out  all  work. 

CONTRACTS  AWARDED 
Big  Valley,  Alta. 

Adam  Herbrand  has  general  contract 
for  restaurant  and  apartments  costing 
$8,200  for  Jim  Way  Co. 

Brantford,  Ont. 

Factory  and  office  building  costing 
$150,000  for  Robbins  &  Myers  Co.,  Mor- 
rell  St.:  Roofing  and  sheet  metal,  Brown 
Jarvis  Roofing  Co.,  9  Colborne  St.;  elec- 
trical work,  Lyons  Electric  Co.,  72  Col- 
borne St.;  plumbing,  T.  J.  Minnis  & 
Co.,  9  King  St.;  plastering,  Hewson  & 
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Potter,  127  Erie  Ave.;  heating,  W.  J. 
McGuire  Ltd.,  91  Jarvis  St.,  Toronto. 

Factory  addition  costing  $100,000  for 
Slingsby  Mfg.  Co.,  270  West  Mill  St.: 
Steel,  Dominion  Bridge  Co.,  Dominion 
Station,  Lachine,  Que.;  roofing,  Turnbull 
&  Cutcliffe,  50  Colborne  St.;  plumbing, 
T.  J.  Minnes  &  Co.,  9  King  St.;  plaster- 
ing, Hewson  &  Potter,  127  Erie  Ave.; 
elevator,  Turnbull  Elevator  Co.,  126  John 
St.,  Toronto. 

Calgary,  Alta. 

Alex.  McDonald  has  general  contract 
and  Dominion  Bridge  Co.,  Lougheed 
Bldg.,  have  steel  for  theatre  costing  $300,- 
000  for  Allen  Theatres  Inc.,  Toronto  and 
Winnipeg. 

Cap  De  La  Madeleine,  Que. 

Octave  Bailly,  Madeleine  St.,  is  erect- 
ing store  costing  $6,000:  Electrical  work. 
P.  Lacroix,  Pont  St.  Maurice;  plumbing. 
A.  Gregoire;  sash  and  doors,  Burrill 
Lumber  Co.,  Three  Rivers. 

Chatsworth,  Ont. 

Work  will  start  shortly  on  remodel- 
ment  of  building  into  store  for  R.  Mc- 
Kennitt:  General  contract,  Mr.  Dillon, 
Markdale,  Ont.;  carpentry,  Wm.  Taylor, 
Chatsworth. 

Griswold,  Man. 

R.  N.  Wyatt,  505  Merchants  Bank 
Bldg.,  Winnipeg,  is  architect  and  gen- 
eral contractor  for  Merchants  Bank  of 
Canada  on  erection  of  branch  bank. 

Halifax,  N.  S. 

Bank  costing  $25,000  for  Royal  Bank 
of  Canada,  Hollis  St.:  Heating,  Farqu- 
har  Bros.,  Barrington  St.;  plumbing, 
Halifax  Sheet  Metal  Co..  22  Upper  Wa- 
ter St.;  electrical  work,  Arthur  &  Conn. 
Argyle  St.;  painting  and  glazing,  Frank 
Reardon,  Market  St.;  plastering,  Bre- 
thour  &  Co.,  282  Barrington  St. 

Hatzic,  B.  C. 

Bedford  Davidson,  1012  Broughton  St., 
Vancouver,  is  architect  and  general  con- 
tractor for  Hatzic  Farmers'  Cold  Stor- 
age Assoc.  on  erection  of  $50,000  cold 
storage  warehouse. 

Montreal,  Que. 

F.  A.  Grothe,  6  Cuthbert  St.,  has  gen- 
eral contract  and  masonry  and  lets  sub 
trades  for  tobacco  warehouse  costing 
$17,000  for  L.  O.  Grothe  Ltd.,  556  St. 
Lawrence  Blvd. 


row,  Billings  Bridge;  painting,  Ritchie 
&  Nunn,  280  Sunnyside  Ave. 

J.  Robert,  231  St.  Patrick  St.,  has  gen- 
eral contract  for  storage  building  costing 
$6,000  for  Stewart  &  Co.,  Rideau  St., 
near  Sussex. 

St.  Catharines,  Ont. 

Fred  Wilson  placed  general  contract 
for  garage  with  Lincoln  Construction 
Co.,  Niagara  St. 

Toronto,  Ont. 

A.  R.  Morton  &  Co.,  Lumsden  Bldg., 
are  handling  all  trades  on  time  and  ma- 
terial basis  in  connection  with  the  erec- 
tion of  $30,000  warehouse  for  A.  B.  Ros- 
enblott,  74  Bay  St.  - 

Work  starts  at  once  on  erection  of 
factory  costing  $10,000  for  St.  Charles 
Cleaning  Co.,  1  Bloor  E.:  General  con- 
tractor, E.  J.  Elliott,  279  Main  St. 

Vancouver,  B.  C. 

Bedford  Davidson,  1012  Broughton  St., 
is  architect  and  general  contractor  for 
A.  I.  Stoddart,  Granville  St.  and  Seventh 
Ave.,  on  alterations  and  addition  to  store 
costing  $13,000. 

Windsor,  Ont. 

Jno.  Hill,  Essex,  Ont.,  has  general 
contract  for  two  stores  and  two  flats 
costing  $16,000  for  A.  Emon,  Whcatley, 
Ont.  Heating,  plastering,  plumbing  and 
electrical  work  will  be  let. 

Winnipeg,  Man. 

Sutherland  Construction  Co.,  301  Mer- 
chants Bank  Bldg.,  Winnipeg,  have  gen- 
eral contract  for  superstructure  on  erec- 
tion of  cold  storage  plant  costing  $537,- 
000  for  Manitoba  Cold  Storage  Co., 
Meade  and  Higgins,  Winnipeg. 

Peter  Lyall  &  Son  Construction  Co., 
Montreal,  have  general  contract  for 
warehouse  costing  $1,250,000  for  T.  Eaton 
Co.,  head  office,  Toronto,  Ont. 

A.  J.  Bonnett  &  Bro.,  405  Confeder- 
ation Life  Bldg.,  have  general  contract 
for  garage  costing  about  $30,000  for 
Buckam  &  Walmsley,  care  Palace  Gar- 
age. 

Arthur  S.  Gilker,  235  Main  St.,  has 
general  contract  for  alterations  to  tailor 
shop  for  Durrant  &  Stanley,  316  Donald 
St. 


Residences 


erection  of  residence  costing  $5,000: 
Alphonse  Hamel,  Grand  Mere;  Philias 
Hamel,  Three  Rivers;  Joseph  Girard, 
Shawinigan  Falls;  David  Lallemand, 
Pont  St.  Maurice;  Alfred  Lebel,  Three 
Rivers;  Ovila  Vaillancourt,  St.  Angele 
de  Laval. 

Geo.  Gelinas  will  start  work  on  erec- 
tion of  two  tenements  costing  $7,500 
and  will  let  plumbing,  plastering  and 
electrical  work. 

Aime  Leblanc,  Pont  St.  Maurice,  con- 
templates erection  of  residences  costing 
$7,500. 

Work  will  start  shortly  on  erection  of 
two  tenements  costing  $8,000  for  Napol- 
eon Boycer,  care  Tidewater  Shipbuilders 
Ltd.  Masonry,  plumbing,  heating,  plas- 
tering and  electrical  work  will  be  let. 

Work  will  start  shortly  on  erection 
of  two  tenements  costing  $8,000  for 
Georges  Henaires,  Pont  St.  Maurice. 
Masonry,  plumbing,  plastering,  painting 
and  electrical  work  will  be  let. 

Omer  Gilbert,  Pont  St.  Maurice,  is 
erecting  residence  costing  $5,000  and 
will  let  masonry,  plumbing  and  electrical 
work. 

Eric  Desilets,  Pont  St.  Maurice,  is 
erecting  residence  costing  $5,000  and 
will  let  masonry,  plumbing,  heating  and 
electrical  work. 

Isidore  Gauthier,  Three  Rivers,  Que., 
will  erect  tenement  in  April  costing  $5,- 
000  and  will  let  plumbing,  plastering 
and  electrical  work. 

Arthur  Lavoie,  Pont  St.  Maurice,  is 
erecting  residence  and  store  cost- 
ing $10,000  by  day  labor.  Masonry, 
plumbing,  plastering,  painting  and  elec- 
trical work  will  be  let. 

Amede  Cloutier,  Three  Rivers,  con- 
templates erection  of  two  tenements 
costing  $6,000.  Tenders  will  be  called 
in  May. 

Onesiphor  Beauchesne,  Park  Thibeau, 
is  erecting  residence  costing  $5,000  and 
will  let  plumbing  and  electrical  work. 

Willie  Neault,  Pont  St.  Maurice,  con- 
templates erection  of  tenements  costing 
$6,000. 

Alfred  Cote,  Three  Rivers,  is  erecting 
residence  costing  $8,000  by  day  labor 
and  will  let  masonry,  plumbing  and  elec- 
trical work. 

Henry  Frechette,  Pont  St.  Maurice, 
is  erecting  two  tenements  costing  $8,000: 
Asphalt  shingles,  Standard  Paint  Co., 
52  Victoria  Sq.,  Montreal;  lumber,  N. 
Chenevert;  electrical  work,  P.  Lacroix, 
Pont  St.  Mourice. 

P.  Sjoman,  Three  Rivers,  contemplates 
erection  of  residence  costing  $5,000  and 
will  let  sub  trades., 

J.  A.  Roy  will  erect  residence  costing 
$5,000  and  will  let  masonry,  plumbing 
and  electrical  work. 

Charlottetown,  P.  E.  I. 

J.  M.  Roop  will  erect  residence  cost- 
ing $6,000  by  day  labor,  and  will  let 
plumbing,  heating,  painting  and  elec- 
trical work.  C.  B.  Chappell  &  Hunter, 
Des  Brisay  Blk.,  are  architects. 

East  Broughton,  Que. 

P.  L.  W.  Dupre,  architect,  15  St.  Law- 
rence Blvd.,  Montreal,  is  preparing  plans 
for  cottage  costing  $15,000  for  G.  A. 
Grondon,  N.P. 

Guelph,  Ont. 

Plans  are  in  progress  and  tenders  will 
be  called  about  April  19th  for  residence 


Benoit  Despatis,  3315  Christophe  Col- 
omb  St.,  has  general  contract  and  lets 
sub  trades  for  residence  and  store  cost- 
ing $8,500  for  Priedhandler  Solomon, 
2573  Papineau  Ave.  Architect,  H.  Par- 
adis,  502  St.  Catherine  St.  E. 

CONTRACTS  AWARDED 

Ottawa,  Ont. 

J.  Robert,  231  St.  Patrick  St.,  has  gen- 
eral contract  for  garage  for  Mr.  Jones, 
Waverly  St. 

Alterations  and  addition  to  printing 
bureau  for  Dominion  Dept.  Public 
Works:  General  contract,  Bate,  McMa- 
hon  Co.,  Central  Chambers;  roofing,  Mc- 
Farlane  &  Douglas,  250  Slater  St.;  elec- 
trical work,  H.  L.  Allan,  272  Bank  St.; 
heating  and  plumbing,  W.  D.  Edge  Co., 
Motor  Bldg.,  Sparks  St.;  plastering,  Mur- 
phy &  Morrow.  Billings  Bridge;  paint- 
ing, A.  Marshall,  Flora  St. 

Store  costing  $6,000  for  Drs.  Graham 
&  Legget,  Ottawa  South:  Masonry  and 
brick,  Ed.  Spence,  Foster  Ave.;  plumb- 
ing and  heating,  J.  P.  Band  &  Co.,  775 
Bank  St.;  plastering,  Murphy  &  Mor- 


Amherstburg,  Ont. 

J.  C.  Pennington,  architect,  35  La- 
belle  Bldg.,  Windsor,  is  preparing  plans 
for  residence  costing  $8,000  for  W.  W. 
Trimble,  Amherstburg. 

Brantford,  Ont. 

F.  W.  Nichols,  architect,  Temple  Bldg.. 
will  prepare  plans  for  residence  for  Fred 
Webster,  80  Erie  Ave. 

Blenheim,  Ont. 

Jas.  Clendenning  will  start  work 
shortly  on  erection  of  bungalow  costing 
$5,500. 

Cantire,  Ont. 

Plans  are  in  progress  for  residence 
costing  $4,000  for  D.  A.  Mclntyre,  Can- 
tire  via  Paisley,  Ont. 

Cap  De  La  Madeleine,  Que. 

Henri  Magny,  St.  Adelphe,  Que.,  re- 
ceives private  tenders  for  general  con- 
tract, masonry,  carpentry,  roofing, 
plumbing,  heating,  plastering,  painting 
and  electrical  work  for  terrace  of  four 
residences  costing  $15,000. 

The   following  each   contemplate  the 
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costing  $7,000  for  Victor  Shepherd,  72 
Oxford  St. 

G.  W.  Maseby,  54  Lyon  Ave.,  has 
plans  and  receives  tenders  for  plumbing, 
heating,  plastering,  painting  and  elec- 
trical work  for  four  residences  costing 
$5,000  each. 

Plans  are  in  progress  for  three  resi- 
dences costing  $9,500  for  A.  B.  Clark,  40 
Omar  St. 

Halifax,  N.  S. 

A.  E.  Priest,  architect,  Bedford  Row, 
is  preparing  plans  for  residence  costing 
$5,000,  and  residence  costing  $12,000  for 
Mutual  Development  Co.,  229  Hollis  St. 

C.  C.  Rice,  24  York  St.,  will  erect  resi- 
dence costing  $7,000  by  day  labor. 
Plumbing,  heating  and  electrical  work 
will  be  let. 

Mrs.  Michael  Keating,  10  Maitland  St., 
contemplates  erection  of  residence  cost- 
ing' $5,000. 

R.  P.  Freeman,  26  Vernon  St.,  contem- 
plates erection  of  two  residences  cost- 
ing $15,000. 

Hamilton,  Ont. 

J.  A.  Jones,  182  Victoria  Ave.  N.,  is 
erecting  residence  costing  $5,000  and 
will  carry  out  masonry,  carpentry  and 
roofing. 

J.  Wilkinson  &  Son,  179  Kensington 
Ave.,  N.,  will  erect  three  residences  cost- 
ing $3,000  each  and  will  carry  out  mas- 
onry, carpentry  and  roofing. 

Harrow,  Ont. 

John  Walper  contemplates  erection  of 
residence  costing  $4,000  and  will  prepare 
plans. 

Kitchener,  Ont. 

Frederick  Martin,  Frederick  St.,  re- 
ceives tenders  until  March  27th  for  resi- 
dence costing  $4,000. 

W.  B.  Wilgeind,  49  Cameron  St.,  re- 
ceives tenders  until  March  30th  for  resi- 
dence costing  $4,000. 

London  South,  Ont. 

Evans  Bros.,  905  Queens  Ave.,  Lon- 
don, are  erecting  two  residences  costing 
$12,000.  Heating,  plumbing,  plastering, 
painting  and  electrical  work  will  be  let. 

Meadow  Brook,  Ont. 

Thos.  Holy,  Meadow  Brook  via  Al- 
liston,  Ont.,  will  start  work  about  April 
15th  on  erection  of  residence  costing  $6,- 
000. 

Montreal,  Que. 

P.  L.  W.  Dupre,  architect,  15  St.  Law- 
rence Blvd.,  has  plans  and  receives  ten- 
ders until  April  15th  for  (1)  general 
contract,  (2)  separate  contracts,  (3)  for 
supply  of  material,  as  owner  may  de- 
cide to  do  work  by  day  labor,  for  three 
flats  for  W.  West,  Delorimier  and  Gau- 
thier  Aves. 

Model  City  Housing  Co.,  304  Eastern 
Townships  Bank  Bldg.,  receives  tenders 
for  erection  of  30  detached  and  10  pairs 
of  semi-detached  residences.  Plans  at 
offices  of  D.  R.  Brown,  128  Bleury  St., 
architect  and  J.  O.  Turgeon,  55  St.  Fran- 
cois Xavier  St.  Tenders  received  for 
whole  or  part  number  of  residences. 

Rauol  Gariepy,  architect,  54  Notre 
Dame  St.,  E.,  is  preparing  plans  for  resi- 
dence costing  $35,000  for  E.  A.  Barry, 
239  Mont  Royal  Ave.  W. 

Oshawa,  Ont. 

W.  S.  Pogson  will  erect  residence 
costing  $4,000  and  will  carry  out  mas- 
onry carpentry  and  roofing. 

Ottawa,  Ont. 

Richards     &     Abra,     architects,  206 


Sparks  St.,  have  prepared  tentative  plans 
for  apartment  house  costing  $5,000  for 
Drs.  Graham  &  Leggett,  227  Clemow 
Ave. 

John  Carnochan,  91  Glen  Ave.,  con- 
templates erection  of  residence. 

Sackville,  N.  B. 

Professor  McKiel  has  plans  drawn  for 
bungalow  costing  $7,000  to  $8,000  and 
wants  prices  on  metal  lath  and  hot  air 
heating  apparatus. 

Sandwich  East,  Ont. 

Laskey-Kromer  Realty  Co.,  205  Davis 
Bldg.,  Windsor,  Ont.,  contemplates  erec- 
tion of  25  residences  and  want  prices 
on  all  material.  W.  H.  Morrey,  manager, 
wants  information  re  ready  cut  houses. 

Shubenacadie,  N.  S. 

Stephen  Woodworth  plans  to  rebuild 
residence  destroyed  by  fire.  Loss,  $5,000. 

South  London,  Ont. 

Copp  Syndicate  will  erect  ten  resi- 
dences costing  $35,000.  Secy.,  A.  M. 
Hunt,  Dominion  Savings  Bldg. 

Squamish,  B.  C. 

Hon.  J.  H.  King.  Minister  for  Provin- 
cial Dept.  Public  Works,  Victoria,  re- 
ceives tenders  until  noon  April  1st  for 
erection  of  six  room  bungalow.  Plans 
with  J.  Maliony,  Gov't.  Agent,  Court 
House,  Vancouver;  Dr.  Paul,  M.  D., 
Squamish,  B.  C. ;  Dept.  Public  Works, 
Victoria. 

St.  James,  Man. 

M.  J.  F.  Fache.  506  Rosedale,  Fort 
Rouge,  contemplates  erection  of  resi- 
dence costing  $5,800. 

St.  John,  B.  B. 

F.  Neil  Brodie,  architect,  42  Princess 
St.,  is  preparing  plans  for  remodelment 
of  tenement  into  apartments  costing 
$15,000  for  St.  John  Real  Estate  Co., 
Pugsley  Bldg.,  33-39  Princess  St. 

Sturgeon  Creek,  Man. 

M.  A.  Jones,  377  Kennedy  St.,  Win- 
nipeg, contemplates  erection  of  residence 
costing  $6,000. 

H.  L.  Tarr,  P.  O.  Box  2051,  contem- 
plates additions  and  alterations  to  resi- 
dence costing  $5,500. 

Sydney,  N.  S. 

Fred  Morley,  907  George  St.,  contem- 
plates erection  of  two  residences  costing 
$5,000  each. 
Three  Rivers,  Que. 

Geo.  Methot.  Bonaventure  St.,  con- 
templates erection  of  terrace  of  18  resi- 
dences costing  $45,000  and  is  receiving 
tenders  privately  on  all  sub-trades. 

Work  will  start  shortly  on  erection  of 
two  tenements  costing  $10,000  for  Omer 
Fortier.  Masonry,  roofing,  plumbing, 
beating,  plastering  and  electrical  work 
will  be  let. 

Jos.  Godbout,  Des  Forges  St.,  con- 
templates construction  of  extension  to 
residence  costing  $4,000.  Tenders  will 
be  called  in  April. 

Wayagamack  Pulp  &  Paper  Co.  con- 
template erection  of  workmen's  residen- 
ces and  are  applying  to  Council  for  75% 
of  $1,000,000  allotted  to  Three  Rivers 
for  housing  purposes.  President,  C.  R. 
Whitehead. 

Adelard  Aubry.  St.  Julie  St.,  is  erect- 
ing residence  costing  $5,000  by  day  lab- 
or. Roofing,  plumbing,  plastering  and 
electrical  work  will  be  let. 

Robert  Thiffault  is  erecting  residence 


costing  $6,000  by  day  labor  and  will  let 
plumbing  and  electrical  work. 

Toronto,  Ont. 

T.  Sutherland,  27  Sparkhall  Ave.,  lias 
plans  drawn  for  three  residences  cost- 
ing $6,000  each  and  will  carry  out  ma- 
sonry and  carpentry.  Plumbing,  plas- 
tering, heating  and  electrical  work  will 
be  let. 

Wm.  Williamson,  601  Woodbine  Ave., 
is  erecting  one  pair  of  residences  costing 
$4,000  each  and  will  carry  out  masonry 
and  carpentry.  Heating,  plumbing, 
painting,  plastering  and  electrical  work 
will  be  let. 

W.  Rayfield,  103  Maitland  St.,  will 
erect  three  residences  costing  $12,000 
each  and  will  carry  out  masonry  and  car- 
pentry. Tenders  received  for  roofing, 
plastering,  plumbing,  heating,  painting 
and  electrical  work;  prices  wanted  on 
materials. 

John  Edmonds,  23  Glenholme  Ave., 
has  plans  drawn  for  two  residences  cost- 
ing $5,000  each  and  will  carry  out  ma- 
sonry and  carpentry.  Plastering,  heat- 
ing, plumbing,  painting  and  electrical 
work  will  be  let. 

Morris  Dennis,  738  Richmond  W..  is 
erecting  two  bungalows  costing  $5,000 
each  and  will  carry  out  masonry  and 
carpentry.  Plastering,  heating,  plumb- 
ing, painting  and  e'ectrical  work  will  be 
let. 

A.  G.  Strathy  Ltd..  123  Simcoe  St., 
will  erect  addition  and  make  alterations 
to  four  residences  costing  $7,500. 

C.  J.  Mountjoy,  464  Runnymede  Rd., 
is  erecting  residence  costing  $5,000  and 
will  carry  out  masonry  and  carpentry. 
Plastering,  heating,  plumbing,  painting 
and  electrical  work  will  be  let. 

E.  A.  Ratcliffe,  184  Galley  Ave.,  has 
plans  drawn  for  residences  costing  $5,- 
000  and  will  carry  out  masonry  and  car- 
pentry. Plumbing,  heating,  plastering, 
painting  and  electrical  work  will  be  let. 

A.  Proudfoot,  329  Soudan  Ave.,  has 
plans  drawn  for  two  residences  cost- 
ing $5,000  each  and  will  carry  out  mas- 
onry and  carpentry.  Plastering,  heating, 
plumbing,  painting  and  electrical  work 
will  be  let. 

G.  K.  Lucas  &  Co.,  337  Palmerston 
Blvd.,  have  plans  drawn  for  five  pair  of 
residences  costing  $4,000  each  and  will 
carry  out  masonry  and  carpentry.  Plas- 
tering, heating,  plumbing,  painting  and 
electrical  work  will  be  let. 

Chas.  Joliffe,  210  Northcliffe  Blvd.,  has 
plans  drawn  for  duplex  residence  and 
double  garage  costing  $15,000  and  will 
carry  out  masonry  and  carpentry.  Other 
trades  will  be  let. 

Frank  Bowden,  Greenwood  Ave.,  has 
secured  site  and  will  erect  residence. 

Win.  Edmonds,  23  Glenholme  Ave., 
has  plans  drawn  for  two  residences  cost- 
ingfi  $5,000  each  and  will  carry  out  mas- 
onry and  carpentry.  Plastering,  heating, 
plumbing,  painting  and  electrical  work 
will  be  let. 

Robt.  Boak,  157  Campbell  Ave.,  has 
secured  site  and  will  erect  residence  this 
year. 

Geo.  Armstrong,  102  Ivy  Ave.,  has 
plans  drawn  for  residence  costing  $5,500 
and  will  carry  out  masonry  and  carpen- 
try. Plastering,  heating,  plumbing,  paint- 
ing and  electrical  work  will  be  let. 

J.  E.  Peterkin,  161  Inglewood  Dr., 
will  erect  ten  pair  of  residences  costing 
$3,500  to  $6,000  each  and  will  let  plas- 
tering, heating,  plumbing,  painting  and 
electrical  work. 

A.  If.  Dennett,     64  Columbine  Ave., 
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has  plans  drawn  for  residence  costing 
$7,500  and  will  carry  out  masonry  and 
carpentry.  Rooting,  plastering,  heating, 
plumbing,  painting  and  electrical  work 
will  be  let. 

A.  Taylor,  674  Balliol  St.,  will  erect 
residence  costing  $5,000  and  will  carry 
out  masonry  and  carpentry.  Plastering, 
heating,  plumbing,  painting  and  electrical 
work  will  be  let. 

Eli  Elliott  &  Elliott,  29  North  Mark- 
ham  St.,  have  plans  drawn  for  two  resi- 
dences costing  $5,000  each  and  will  car- 
ry out  masonry  and  carpentry.  Plaster- 
ing, plumbing,  heating,  painting  and 
electrical  work  will  be  let. 

Xightscales  &  Smith,  1880  Queen  E., 
are  erecting  seven  residences  costing 
$4,000  to  $5,000  each  and  will  carry  out 
masonry  and  carpentry.  Plastering, 
plumbing,  heating,  painting  and  elec- 
trical work  will  be  let. 

E.  M.  Knapton,  63  Woodbine  Ave., 
has  plans  drawn  for  residence  and  gar- 
age costing  $7,500  and  will  carry  out 
masonry  and  carpentry.  Plastering, 
plumbing,  heating,  painting  and  electrical 
work  will  be  let. 

Geo.  Webb,  33  Beresford  Ave.,  is 
erecting  two  residences  costing  $5,000 
each  and  will  carry  out  masonry  and 
carpentry.  Plastering,  plumbing,  heating, 
painting  and  electrical  work  will  be  let. 

R.  &  G.  Glover,  132  Bartlett  Ave.,  are 
erecting  two  residences  costing  $6,000 
each  and  will  carry  out  masonry  and 
carpentry.  Plastering,  plumbing,  heating, 
painting  and  electrical  work  will  be  let. 

C.  Barnard,  89  Woodbine  Ave.,  is 
erecting  one  pair  of  residences  costing 
$3,500  each  and  will  carry  out  masonry 
and  carpentry. 

W.  F.  King,  47  Neville  Park  Blvd.,  has 
plans  drawn  for  one  pair  of  residences 
costing  $5,000  each  and  will  carry  out 
masonry  and  carpentry.  Plastering, 
plumbing,  heating,  painting  and  electri- 
cal work  will  be  let. 

E.  Shuter,  37  Greensides  Ave.,  has 
plans  drawn  for  two  residences  costing 
$6,500  each  and  will  carry  out  masonry 
and  carpentry.  Plastering,  plumbing, 
heating,  painting  and  electrical  work  will 
be  let. 

Jolliffe  &  Richardson,  455  Margueretta 
St.,  are  erecting  three  residences  costing 
$6,500  each  and  will  carry  out  masonry 
and  carpentry.  Plastering,  plumbing, 
heating,  painting  and  electrical  work 
will  be  let. 

Thorpe  &  Huff,  1425^  Bloor  W.,  have 
plans  drawn  for  two  residences  costing 
$6,000  each  and  will  start  work  shortly. 

Burch  Bros.,  709  Dovercourt  Rd.,  are 
erecting  residence  costing  $5,000  and 
will  carry  out  masonry  and  carpentry. 
Plastering,  heating,  plumbing,  painting 
and  electrical  work  will  be  let. 

Tyrconnell,  Ont. 

Ed.  Browning,  Tyrconnell  via  Dutton, 
plans  to  rebuild  residence  destroyed  de- 
stroyed by  fire.    Cost,  $3,500. 

Vancouver,  B.  C. 

Woodman  &  Chayter,  3345  Cambie 
St.,  'will  shortly  erect  residence  costing 
$5,000. 

City  will  call  tenders  soon  for  five  res- 
idences costing  $16,500  to  be  erected  for 
various  citizens  under  housing  scheme. 
Clerk,  Wm.  McQueen. 

Welland,  Ont. 

Harvey  Dawdy  has  plans  and  receives 
tenders  on  all  trades  for  residence  cost- 
ing $5,000. 

Windsor,  Ont. 

Eugene  Baby,  69  London  St.  W.,  will 


erect  four  flats  costing  $16,000  and  will 
let  heating,  plastering,  plumbing  and 
electrical  work. 

Winnipeg,  Man. 

J.  VY.  Parker,  473  Beresford  Ave.,  will 
erect  residence  costing  $6,800  and  will 
carry  out  general  contract. 

T.  G.  Armstrong,  133  Montrose  Ave., 
W  innipeg,  is  erecting  residence  costing 
$12,000  by  day  labor.  Masonry,  plumb- 
ing, heating,  plastering,  painting  and 
electrrical  work  will  be  let. 

A.  T.  Lane,  734  Warsaw  Ave.,  con- 
templates erection  of  residence  costing 
$5,000  and  will  start  work  shortly. 

CONTRACTS  AWARDED 
Brantford,  Ont. 

Wm.  J.  Springall,  21  Terrace  Hill  St., 
has  general  contract  for  two  residences 
costing  $3,000  each  for  Mrs.  H.  R.  Yates. 
75  Sydenham  St.  A.  J.  Cromar,  446  Col- 
borne  St.,  is  architect. 

Cap  De  La  Madeleine,  Que. 

Residence  costing  $6,000  for  Honore 
Brousseau:  Carpentry,  Francois  Henri 
Cote,  Cap  de  la  Madeleine:  electrical 
work,  N.  Montplaisir,  Cap  de  la  Mad- 
eleine; plastering,  R.  Gonneville.  95  Des 
Forges  St.,  Three  Rivers;  plumbing, 
Massicotte  &  Freres,  Cap  de  la  Made- 
leine . 

Trottier,  Yilleneuve  &  Lacroix,  148A 
Xotre  Dame  St.,  Three  Rivers,  have 
masonry  for  residence  costing  $5,000  for 
Georges  Richard,  Pont  St.  Maurice. 

A.  Cossette,  Three  Rivers,  is  the  prob- 
able general  contractor  for  Geo.  Guen- 
ard  on  erection  of  $7,500  residence. 

Chatham,  Ont. 

Two  family  residence  costing  $10,000 
for  Albert  E.  Sheldrick,  King  St.:  Mas- 
onry. Ed.  Moore,  45  Lansdowne  Ave., 
and  James  Howard,  155  Grand  Ave.  E.; 
carpentry,  Isaac  Moore,  28  Stanley  St. 
Mr.  Isaac  Moore  will  let  sub  trades. 

Coquitlam,  B.  C. 

Three  cottages  for  boys'  training 
school  costing  $140,000  for  Provincial 
Govt.,  Victoria:  Masonry  and  cut  stone, 
Keast  &  Allen,  880  Beach  Ave.,  Van- 
couver; steel  sash,  A.  B.  Ormsby  Co., 
Toronto,  Ont.;  plumbing,  Orr  Bros.,  1210 
Granville  St.,  Vancouver;  metal  lockers, 
Wm.  O'Neill  &  Co.,  550  Seymour  St., 
Vancouver;  fire  escapes  and  window 
grills,  S.  M.  Morris  &  Co.,  2120  Cedar 
St.,  Vancouver. 

Edmonton,  Alta. 

H.  Daniels,  9732  105th  St.,  is  archi- 
tect and  general  contractor  for  Dr.  Wil- 
liamson, 10204  Connaught  Driveway,  on 
erection  of  residence  costing  $7,500. 

Halifax,  N.  S. 

Work  starts  at  once  on  erection  of 
residence  costing  $7,000  for  I.  V.  Dex- 
ter, 39^  North  St.:  General  contractor, 
L.  S.  DeLong,  156  Spring  Garden  Rd. 
Plumbing,  heating,  plastering  and  elec- 
trical work  will  be  let. 

Guy  T.  Power,  101  Duncan  St.,  is 
General  Contractor  on  erection  of  resi- 
dence costing  $5,000  for  Thomas  Bow- 
.ser,  15  Duncan  St. 

Hamilton,  Ont. 

Thompson  Construction  Co.,  215  King 
E.,  Hamilton,  carry  out  masonry,  car- 
pentry, roofing,  plastering  and  painting 
in  addition  to  general  contract  on  erec- 
tion of  24  residences  costing  $3,000  to 


$6,000  each  for  McKittrick  Properties 
Ltd.,  Merchants  Bank  Bldg.  . 

Kitchener,  Ont. 

Carl  Damman,  21  Albert  St.,  has  mas- 
onry for  residence  costing  $5,500  for  F. 
Daub,  Heins  Ave. 

Leamington,  Ont. 

Work  will  start  shortly  on  erection  of 
residence  costing  $4,000  for  J.  Wilcox: 
General  Contractor,  W.  W.  Link. 

London,  Ont. 

A.  E.  Tutt.  Chesley  St.,  has  general 
contract  for  two  residences  costing  $9,- 
000  for  W.  J.  Heard,  857  Lovett  St. 
Heating,  plumbing,  plastering,  painting, 
and  electrical  work  will  be  let. 

L.  H.  Martyn,  604  Princess  Ave.,  has 
general  contract  for  residence  costing 
$15,000  for  Edgar  Jeffery,  The  Ridgeway. 

Montreal,  Que. 

Duranceau  &  Duranceau,  118A  Hamil- 
ton St.,  have  general  contract  and  car- 
pentry and  let  sub  trades  for  repairs  to 
residences  costing  $5,000  for  City. 

H.  Kaufman,  192  Stanley  Ave.,  has 
general  contract  for  residence  for  Mr. 
Quinn.  110  College  Ave. 

Ottawa,  Ont. 

Cottage  costing  $6,000  for  C.  W.  Hill, 
."><>S  McLeod  St.:  Masonry,  brick  and 
carpentry,  H.  Dunn,  49  Fulton  Ave.; 
electrical  work,  E.  G.  Tressider,  58  Fifth 
Ave.;  plastering,  H.  McNaulty,  Kingr 
Edward  Ave. 

J.  E.  Poirier,  440  Clarence  St.,  has 
general  contract  and  receives  tenders 
for  plumbing,  heating,  plastering,  paint- 
ing and  electrical  work  for  alterations 
to  residence  costing  $6,000  for  R.  H. 
Millson,  209  Sparks  St. 

Rathwell,  Man. 

Fred  Voss,  Treherne,  has  general  con- 
tract for  residence  costing  $6,000  for 
Harry  Delf. 

Regina,  Sask. 

J.  Lownsborough  has  general  contract 
for  residence  costing  $12,000  for  Dr.  C. 
If.  Weicker.  A.  J.  Rowley,  70  Western 
Trust  Bldg.,  is  architect. 

Sydney,  N.  S. 

J.  D.  Fraser,  Argyle  St.,  has  general 
contract  and  will  let  plumbing,  heating, 
plastering,  painting  and  electrical  work 
for  residence  costing  $5,000  for  J.  E 
Burchell  Co.,  209  Charlotte  St. 

Three  Rivers,  Que. 

Work  has  started  on  erection  of  resi- 
dence costing  $5,000  for  A.  Perusse,  St. 
Paul  St.:  General  contract,  J.  L.  Duch- 
arme,  223  Av.  Laviolette;  lumber,  Bur- 
ril!  Lumber  Co. 
Toronto,  Ont. 

One  pair  of  residences  costing  $4,500 
each  for  W.  J.  Nixon,  14  Columbine 
Ave.:  Electrical  work,  Alf.  Richardson, 
23  Herbert  Ave.;  heating  and  plumbing, 
Phillip  Cockfield,  1307  St.  Clair  Ave.; 
plastering,  G.  T.  Pritchard,  98  Dawes 
Rd. 

Work  will  start  shortly  on  erection  of 
residence  costing  $13,000  for  Mrs.  E.  Cal- 
vin: Masonry  and  carpentry,  J.  Robt. 
Page,  18  Toronto  St.  Other  trades  will 
be  let.  Architects,  Shepard  &  Calvin, 
Excelsior  Life  Bldg. 

Clayton  Bros.,  133  Perth  Ave.,  have 
general  contract  for  residence  costing 
*M>00  for  Jas.  O.  Close. 

R.  C.  Roundell,  82  Colbeck  Ave.,  will 
erect  residence  costing  $6,500,  and  will 
carry  out  masonry  and  carpentry:  Heat- 
(Continued  on  page  64) 


Tenders  and  For  Sale  Department 


TENDERS  WANTED 


Sealed  tenders,  separate  or  bulk,  addressed  to 
the  Architects,  will  be  received  up  to  12  o'clock 
noon,  Thursday,  April  1st,  for  the  various  trades 
required  in  the  construction  of  a 

Three-Roomed,  Single  Storey  Public  School 
Building  at  Cooksville,  Ont. 

Plans  and  specifications  may  be  obtained  on 
and  after  March  13th,  at  the  office  of  the  Archi- 
tects, Smith  &  Wright,  50  Baby  Point  Crescent, 
Toronto,  Telephone  June.  69,  or  from  the  Sec- 
retary of  the  School  Board,  A.  M.  Tolman,  Esq., 
Cooksville. 

Lowest   tender   not   necessarily   accepted.  12 


CITY  OF  FORT  WILLIAM 

Tenders  for  the 
Re-construction  and  Store 
Room  Addition  to  the 
City  Barns 


Sealed  and  endorsed  tenders,  addressed  to  the 
Chairman  of  the  Utilities  Committee,  will  be  re- 
ceived at  the  office  of  the  City  Clerk,  Fort  Wil- 
liam, up  to  5  o'clock  p.m.,  Wednesday,  April  7th, 
1920,  for  the  construction  of  and  the  supply  of 
all  materials  in  connection  therewith. 

Plans  and  specifications  may  be  seen  and  forms 
of  tender,  on  which  all  bids  must  be  submitted 
can  be  obtained  at  the  office  of  the  City  Engi- 
neer. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

C.  B.  SYMES, 
Dated  Fort  William,  City  Engineer. 

March  11,  1920.  11-12 


Sealed  tenders,  addressed  to  the  undersigned, 
and  endorsed  "Tender  for  Breakwater  Protection 
at  Toronto  Island,  Ont.,"  will  be  received  at 
this  office  until  12  o'clock  noon,  Monday,  April 
12,  1920,  for  the  construction  of  a  rubble  mound 
stone  breakwater  built  upon  a  brushwood  fascine 
mattress,  off  the  southern  shore  of  Toronto  Is- 
land, county  of  York,  Ont. 

Plans  and  forms  of  contract  can  be  seen  and 
specification  and  forms  of  tender  obtained  at  this 
Department,  at  the  offices  of  the  District  Engi- 
neers, Equity  Building,  Toronto,  Ont. ;  and 
Shaughnessy   Building,  Montreal,  Que. 

Tenders  will  not  be  considered  unless  made  on 
printed  forms  supplied  by  the  Department  and 
in  accordance  with  conditions  contained  therein. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  mank  payable  to 
the  order  of  the  Minister  of  Public  Works,  equal 
to  10  per  cent,  of  the  amount  of  the  tender. 
War  Loan  Bonds  of  the  Dominion  will  also  be 
accepted  as  security,  or  War  Bonds  and  cheque 
if  required  to  make  up  an  odd  amount. 

Note. — Blue  prints  can  be  obtained  at  this  De- 
partment by  depositing  an  accepted  bank  cheque 
for  the  sum  of  $20,  payable  to  the  order  of  the 
Minister  of  Public  Works,  which  will  be  re- 
turned if  the  intending  bidder  submit  a  regular 
bid. 

By  order, 

R.  C.  DESROCHERS, 

Secretary. 

Department  of  Public  Works, 

Ottawa,  March  11,  1920.  11-12 


CITY  OF  GUELPH 


Tender  for  Pipe 


Sealed  tenders,  addressed  to  T.  J.  Moore,  City 
Manager,  and  marked  "Tender  for  Sewer  Pipe," 
will  be  received  up  until  noon,  Wednesday, 
March  31st,  1920. 

Specifications  may  be  secured  on  application 
to  the  City  Engineer.  No  tender  necessarily 
accepted. 

F.  McARTHUR, 
11-12  City  Engineer. 


Nova  Scotia  Power  Commission 

St.  Margarets  Bay  Powers 

Tenders  for 
Power  Plant  Equipment 
and  Construction 

Scaled  tenders,  addressed  to  the  Secretary, 
Nova  Scotia  Power  Commission,  Halifax,  N.S., 
will  be  received  up  to  noon  of  April  8th,  1920, 
for  the  following: — 

1.  General  Works,  including  two  power  dams, 
pipe  line  grades,  foundations  and  superstruc- 
tures for  two  generating  stations,  excavations, 
roads,  Halifax  Receiving  Station  Building,  etc. 

2.  Two  1600  K.V.A.  Generators  and  two  2900 
K.V.A.  Generators ;  vertical  type  with  exciters. 

3.  Two  1900  H.P.  turbines  and  two  3450  horse 
power  turbines. 

Instructions  to  bidders,  plans  and  specifications 
may  be  seen  on  and  after  March  20th,  1920,  at 
the  Secretary's  office,  Halifax,  or  at  the  office 
of  the  Engineers,  C.  H.  &  P.  H.  Mitchell,  1003 
Bank  of   Hamilton    Building,  Toronto. 

The  Nova  Scotia  Power  Commission. 
E.  H.  Armstrong,  Chairman. 
K.  H.  Smith,  Secretary. 
C.  H.  &  P.  H.  Mitchell, 

Engineers.  11-13 


Tenders  for 
Highway  Construction 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders  will  be  received 
at  the  office  of  the  Provincial  Highways  Board, 
Province  of  Nova  Scotia,  Halifax,  N.  S.,  up  to 
noon,  Wednesday,  April  7th,  1920,  for  the  con- 
struction of  a  Waterbound  Macadam  Road  on 
a  section  of  the  Halifax-Windsor  Highway  from 
Mount  (Jniacke  Station  to  a  point  near  Lake- 
lands, a  distance  of  approximately  five  (5)  miles. 

Plans  and  specifications  governing  such  work 
can  be  inspected  at  the  office  of  the  Chief  Engi- 
neer after  March  20th,  1920. 

Each  bidder  shall  deposit  with  his  bid  a  certi- 
fied cheque  equal  to  ten  per  cent.  (10%)  of  its 
amount,  and  should  the  bidder  to  whom  the  con- 
tract is  awarded  fail  to  enter  into  a  contract 
with  the  Highways  Board  within  five  (5)  days 
after  the  notice  of  such  award,  the  amount  of 
such  cheque  may  be  forfeited  to  the  Highways 
Board. 

No  contract  will  be  awarded  to  any  party  or 
parties  who  cannot  show  a  reasonable  experience, 
acquaintance  with,  and  preparation  for  the  pro- 
per performance  of  the  class  of  work  for  which 
tenders  are  invited.  If  required,  each  bidder 
must  file  evidence  of  his  ability  to  execute  the 
work  to  be  contracted  for  to  the  satisfaction  of 
the  Board. 

The  lowest  or  any  tender  will  not  neces- 
sarily be  accepted. 

J.  W.   ROLAND,  Chief  Engineer, 
Provincial  Highways  Board, 
Halifax,  N.S. 
Dated  March  17th,  1920.  11-12 


Tenders  Wanted 


Sealed  tenders  will  be  received  by  the  under- 
signed until  Friday,  April  2nd,  1920,  at  2.30 
p.m.,  when  said  tenders  will  be  opened,  for  the 
construction  and  completion  of  the  Murray-Lamb 
Drain  in  the  Township  of  Hullett,  Ont.  Plans 
and  specifications  may  be  seen  at  the  Clerk's 
office,  Londesboro,  Ont. 

Lowest  or  any  tender  not  necessarily  accepted. 

JOHN  FINGLAND, 
11-13  Clerk  of  Hullett. 


TOWN  OF  OSHAWA 


Tenders  for  Pavements 


Sealed  tenders,  marked  "Tender  for  Pave- 
ments," will  be  received  by  the  undersigned  un- 
til 5  p.m.,  March  31st,  1920,  for  the  construction 
of  approximately  39,000  square  yards  of  concrete 
pavements  and  27,000  lineal  feet  of  curbing. 

Plans,  specifications,  forms  of  tender  and  all 
necessary  information  may  be  seen  at  the  office 
of  the  Town  Engineer,  Oshawa. 

The  lowest  or  any  tender  for  all  or  any  part 
of  this  contract  not  necessarily  accepted. 

W.  G.  WORDEN, 
Oshawa,  Ontario,  Town  Engineer. 

March  20,  1920.  12-13 


Tenders  Wanted 


Tenders  for  the  construction  of  the  Dolmage 
Drain  in  the  Township  of  McKillop,  and  the 
Dickson  Drain  in  the  Townships  of  McKillop 
and  Hullett,  will  be  received  by  the  undersigned 
up  till  Saturday,  the  10th  day  of  April,  1920,  at 
1  o'clock  p.m.,  when  Tenders  will  be  opened  at 
Council  meeting  in  Seaforth.  A  cheque  for  5 
per  cent,  of  contract  price  to  accompany  each 
tender.  The  lowest  or  any  tender  not  necessarily 
accepted. 

Plans,  etc.,  may  be  seen  at  the  Clerk's  office, 
Lot  24,  Con.  7,  McKillop. 

M.  MURDIE,  Clerk  of  McKillop, 
11-13  Seaforth  P.  O. 


Tenders 

For  the  Erection  of  a  Normal  School 
and  Institute  of  Technology, 
Calgary,  Alberta 


Sealed  tenders,  addressed  to  the  undersigned 
and  endorsed  "Tender  for  Technical  Institute," 
will  be  received  up  to  12  o'clock  noon,  April  5th, 
1920. 

Separate  tenders  will  be  received  on  the  gen- 
eral contract,  on  the  plumbing,  heating  and  ven- 
tilation, and  on  the  electrical  contract.  Each 
tender  must  be  accompanied  by  an  accepted 
cheque,  payable  to  the  Minister  of  Public  Works, 
to  the  amount  of  five  per  cent.  (5%)  of  the  ten- 
der. Should  the  contract  be  awarded,  cheque  of 
the  successful  bidder  will  be  retained  until  at 
least  sixty  (60)  days  after  the  contract  is  signed. 
The  cheques  of  the  unsuccessful  contractors  will 
be  returned  within  six  days  after  the  contract  is 
awarded.  The  right  is  reserved  to  reject  any  or 
all  bids,  or  to  waive  any  defect. 

Plans,  specifications  and  full  particulars  may 
be  obtained  on  application  to  the  Provincial  Ar- 
chitect, Parliament  Buildings,  Edmonton. 

Each  application  to  be  accompanied  by  a  de- 
posit of  fifty  dollars  ($50.00),  which  will  be  re- 
funded on  the  return  of  plans,  specifications  and 
bona  fide  tender. 

L.  C.  CHARLESWORTH, 
Deputy  Minister  of  Public  Works. 
Dated  at  Edmonton  this  8th  day  of  March,  1920. 

Unauthorized  insertion  of  this  advertisement 
will  not  be  paid  for.  12 


March  24,  1920 


THE  CONTRACT  RECORD 


CITY  OF  KITCHENER 


Sealed  tenders,  addressed  to  the  undersigned, 
ami  plainly  marked  "Tender  for  Vitrified  Sewer 
I'ipe,  Cement,  or  as  the  case  may  be,"  will  be 
received  by  the  various  Committees  until  twelve- 
o'clock  noon,  on  Thursday,  April  1st,  1920,  for 
the  supply  of  Vitrified  Sewer  Pipe,  Cement, 
Gravel  and  Sand,  Castings,  Crushed  Stone  and 
Screenings,  Concrete  Tile.  Kefined  Tar,  and  Road 
Oil  required  by  the  City  of  Kitchener  during  the 
season  of  UKiO 

Plana  and  specifications  may  be  seen,  and  forms 
of  tender  obtained  at  the  office  of  the  City  En- 
gineer. 

H.  G.  MICHEL, 
7  City  Engineer. 


Irvine  River  Bridge  at 
Elora 


Sealted  tenders  for  the  construction  of  a  Steel 
or  Reinforced  Concrete  Arch  Bridge  consisting 
of  two  spans  of  01  ft.,  over  a  gorge  78  ft.  deep, 
and  for  the  removal  of  the  present  steel  bridge, 
will  be  received  by  the  undersigned  up  to  S 
a.m.,  or  by  Mr.  G.  M.  Fox,  County  Treasurer, 
Court  House,  Guelph,  up  to  noon  on  Friday, 
April  9th. 

For  plans,  specifications  and  estimates  of  quan- 
tities, apply  to 

A.  W.  CONNOR, 
(Formerly  Bowman  &  Connor) 
ii  34  Victoria  St.,  Toronto. 


Victoria  Bridge  at 
Guelph 


Sealed  tenders  for  the  construction  of  a  Con- 
crete Bridge,  consisting  of  one  96  ft.  arch  and 
five  approach  spans  of  34  ft.  and  grading  of  ap- 
proaches for  the  Victoria  Bridge  between  the 
City  of  Guelph  and  the  County  of  Wellington, 
will  be  received  by  the  undersigned  up  to  8 
am.,  or  by  Mr.  F.  McArthur,  City  Engineer. 
Guelph,  up  to  noon  on  Friday,  April  9th. 

For  plans,  specifications  and  estimate  of  quan- 
tities apply  to  Mr.  McArthur  or  to  the  Engineer. 

A.  W.  CONNOR 
(Formerly   Bowman  &  Connor) 
12  34  Victoria  St.,  Toronto. 


WANTED 


Notice  to  Contractors 


Trench  Back-filler.  State  length  of  boom  and 
all  particulars  to  Box  170,  Contract  Record,  To- 
ronto. Ont.  12 


Wanted 
Revolving  Shovel 

%  to  7/s  Dipper.  Traction  Wheels 

n       P.  O.  Box  792,  Montreal 


SUPERINTENDENT— Widely  experienced  in 
building  construction,  public  works  and  business 
procedure.  Graduate  in  Civil  Engineering.  Open 
for  position.  Box  176,  Contract  Record,  Toron- 
to, Ont.  12-13 


The  time  for  receiving  tenders  for  the  con- 
struction of  concrete  pavement  on  the  Provincial 
Highway  in  the  Township  of  Brantford  from 
the  East  boundary  of  the  City  of  Brantford  to 
the  H.  &  B.  Electric  Railway  crossing,  has  been 
extended  for  one  week  from  noon  on  Tuesday, 
March  23rd,  1920. 

Tenders  will  now  be  received  by  the  under- 
signed until  twelve  o'clock  noon  on  Tuesday, 
March  30th,  1920,  for  the  construction  of  the 
above  work. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of  Public  Highways, 

Toronto,  March  20th,  1920.  12 


FOR  SALE 

One  pair  Beatty  throttle  reverse  anchor  en- 
gines. Size  6"  x  6".  In  first  class  condition, 
can  be  used  as  swingers  or  thrusting  engines. 

Apply  Box  154,  Contract  Record,  Toronto.  9-tf 


ENGINEER,  A.M.E.I.C.,  previously  with  the 
Department  of  Public  Works,  Canada,  twelve 
years'  experience  in  construction  and  office  work, 
contemplates  to  open  an  office  as  Consulting  En- 
gineer at  Three  Rivers,  Que.  Would  like  to 
hear  from  Engineers,  firms  or  companies,  which 
may  seek  connections  in  the  St.  Maurice  terri- 
tory, either  as  correspondent  or  as  representative 
in  a  local  branch.  Al  connections  in  the  region. 
Industrial  activities  very  promising  for  the  next 
decade.  Address,  Box  200,  Contract  Record, 
Toronto,  Ont.  12-13 


Wanted  -  Assistant  Engineer 
for  Western  Municipality 

Applicant  must  have  had  some  municipal  experi- 
ence and  be  good  instrument  man  and  draftsman. 
Reply,  giving  technical  qualifications,  experience, 
age,  salary  expected,  etc.,  first  letter.  Box  196, 
Contract  Record,  Toronto,  Ont.  11-12 


FOR  SALE 
No.  "0"  Thew  Shovel 

WE  OFFER  FOR  IMMEDIATE  SHIPMENT— SUBJECT  PRIOR  SALE 

One  Used  No.  0  Thew  Standard  Revolving  Steam  Shovel — equipped  with 
s/&  cubic  yard  capacity  dipper — boiler  built  in  accordance  with  On- 
tario Boiler  Laws — mounted  upon  Traction  Wheels. 

Shovel  has  been  thoroughly  overhauled  and  is  in  excellent  condition.  Price 
very  reasonable. 

FOR  FULL  DETAILS— COMMUNICATE  WITH 

F.  H.  HOPKINS  &  CO.,  Montreal  or  Toronto 

11-12 
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Financier  Characterizes  Contractor 

In  a  recent  issue  of  one  of  the  New- 
York  daily  papers  appears  an  article  by 
Richard  Deming,  vice-president  Ameri- 
<-*n  Surety  Co.,  New  York  City,  in  which 
an  appeal  is  made  for  closer  co-opera- 
*ion  between  owner  and  contractor.  The 
following  epigrammatic  phrases  are  a 
fair  resume  of  Mr.  Deming's  article: 

"There  are  more  doubtful  elements  in 
a  construction  job  than  in  any  bill  of 
goods.  It  requires  either  more  'nerve' 
to  take  changes  or  more  'gall'  to  cover 
chances. 

,'When  a  manufacturer  sees  that  costs 
are  running  ahead  of  estimates,  all  he 
need  do  is  to  send  out  a  little  'announce- 
ment to  the  trade,'  which  'passes  the 
buck  to  the  consumer.  When  a  contrac- 
tor finds  himself  on  a  losing  job  under 
the  usual  form  of  contract  he  can  over- 
draw his  bank  account,  mortgage  his 
house  or  equipment,  or  call  a  meeting  of 
the  creditors. 

"The  contractor  must  be  resourceful 
in  meeting  unforeseen  and  unforseeable 
conditions— the  trickiness  of  soil  and 
sub-soil,  of  earth  and  the  waters  under 
the  earth — and  the  weather. 

"A  contract  does  not  have  to  be  what 
it  so  often  is— handcuffs  and  chains  which 
the  owner  puts  on  the  contractor,  defy- 
ing him  to  do  his  best. 

"Specifications  should  be  a  practical 
set  of  scientific  standards  for  a  work- 
manlike job— not  an  anthology. 

'The  owner  has  nothing  to  lose  by  pay- 
ing the  contractor  promptly. 

"In  the  preparation  of  plans  and  speci- 
fications, the  owner  can  do  much  to  help 
or  hinder  the  contractor— and  himself. 

"Unnecessary  use  of  expensive  mater- 
ial, or  too  much  material,  or  complex  and 
costly  methods  are  frequent  require- 
ments which  cause  contractors  gray 
hairs  and  owners  high  cost. 

"A  growing  evil  is  'scrap  book'  speci- 
fications, compiled  with  more  diligence 
than  judgment  by  young  engineers  who 
clip  'good  clauses'  from  many  sources 
and  combine  them  into  a  crazy-quilt 
style  of  exasperating  inconsistency  and 
self-contradictions." 

"In  general,"  says  Mr.  Deming,  "in 
the  actual  construction  of  a  building  or 
any  other  project,  the  contractor  takes 
the  risk.  The  more  the  risk  the  con- 
tractor is  asked  to  take,  and  the  less  cer- 
tain the  probability  of  profit,  the  higher 
will  be  the  cost  of  construction,  and  the 
greater  will  be  the  chances  of  failure.  It 
is  therefore  up  to  the  owner  to  reduce 
the  hazards  of  the  industry  as  far  as  is 
in  his  power— not  only  as  an  individual 
on  his  own  particular  work,  but  as  a 
member  of  any  organization  of  owners, 
to  which  he  may  belong." 


The  magnitude  of  the  reconstruction 
task  confronting  the  French  Minister 
of  the  Liberated  Regions  is  indicated  in 
the  following  figures  given  out  by  M. 
Labbe,  Director  General  of  Technical 
Services,  and  published  recently  in 
Commerce  Reports: 

Building  work  alone  would  require 
22.000,000  tons  of  material  and  the  labor 
of  700,000  persons  for  one  year;  100,000 
houses  are  to  be  entirely  rebuilt,  requir- 
ing 5,000,000,000  bricks,  3,000,000  cu.ra. 
of  sand.  1,000,000  tons  of  lime,  13,000,000 
sq.m.  of  tiles  and  3,000,000  cu.m.  of  wood. 
Reconstruction  of  highways  and  rail- 
roads would  require  3,000,000  tons  of 
material  and  the  labor  of  15,000  men  for 
one  year.  In  addition,  20,000  trains  and 
5,000  trucks  would  be  required. 
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Residences 

(Continued  from  page  61) 

ins,  I'arr  &  Osborn,  1!)7  Van- 
llorne  St.  Plastering,  plumbing,  paint- 
ing and  electrical  work  will  be  let. 

J.  VV.  A.  Crowe,  195  Glendon wynne 
Ave.,  has  general  contract  for  two  resi- 
dences costing  $7,000  each. 

Vancouver,  B.  C. 

Veterans  Engineering  &  Contracting 
Co.,  448  Seymour  St.,  have  general  con- 
tract for  residence  for  City  and  J.  Town- 
ley,  care  City  Bldg.,  Inspector. 

Walkerville,  Ont. 

W.  N.  McEachren  &  Sons,  Huron  & 
Erie  Bldg.,  Windsor,  have  general  con- 
tract and  will  carry  out  all  work  for  six 
residences  for  Dominion  Forge  Co. 

Windsor,  Ont. 

Peter  Pillon,  98  Aylmer  Ave.,  placed 
general  contract  for  residence  costing 
$4,500  with  Chas.  Mathieu,  227  Pierre 
Ave. 

W.  N.  McEachren  &  Sons  Ltd.,  Huron 
&  Erie  Bldg.,  have  general  contract  and 
will  carry  out  all  work  for  residence 
costing  $7,700  for  J.  E.  Laughlin,  4."» 
Hall  Ave. 

Power  Plants,  Electricity  and 
Telephones 

Alhambra,  Alta. 

Alhambra  &  Horseguards  Mutual  Tele- 
phone Co.,  head  office,  Alhambra,  have 
been  incorporated  with  capital  of  $25,- 
000  and  plan  to  build  and  operate  tele- 
phone system  out  from  Alhambra. 

Angus,  Ont. 

Barrie-Angus  Telephone  Co.,  head  of- 
fice, Angus,  Ont.,  was  recently  incorpor- 
ated with  capital  of  $4,000  and  contem- 
plates operation  of  2-4  miles  of  telephone 
line  in  Essa,  Innisfil,  Sunnidale  and 
Vespra  Townships.  Incorporators,  D. 
McMackon,  Stephen  West  and  James 
McDermot,  Angus,  Ont. 

Bass  River,  B.  C. 

Dominion  Chair  Co.  contemplate  in- 
stallation of  electric  lighting  plant.  Man- 
ager, R.  Starratt. 

Bridgewater,  N.  S. 

Maritime  Telegraph  &  Telephone  Co., 
Hollis  St.,  Halifax,  contemplate  erection 
of  telephone  exchange  here.  General 
manager,  J.  H.  Winfield. 

Calgary,  Ont. 

J.  M.  Miller,  city  clerk,  receives  ten- 
ders until  1  p.m.  March  31st  for  one  1,000 
k.w.  generator  set.  Specifications  with 
Electrical  Engineer,  City  Hall. 

Fenwick,  Ont. 

Pelham  Township  Council  will  receive 
estimates  and  cost  of  Hydro  electric 
power  and  lighting  system.  Clerk,  A.  N. 
Armbrust,  Fenwick,  Ont. 

Nova  Scotia,  Province  of 

R.  C.  Desrochers,  secy,  for  Dominion 
Dept.  Public  Works,  Ottawa,  receives 
tenders  until  noon  April  6th  for  supply 
of  928  poles,  spruce  or  cedar  (cedar  pre- 
ferred) to  be  distributed  along  roadway 
between  Telegraph  Office  at  English- 
town  and  Telegraph  Office  at  Ingonish 
Ferry,  C.  B.,  about  29  miles;  also  for  1,- 
020  poles,  spruce  or  cedar,  distributed 
along  roadway  between  Telegraph  Office 
at  Port  Hawkesbury  and  Telegraph  Of- 
fice at  Port  Hood,  C.  B.,  about  32  miles. 
Full  particulars  may  be  had  from  Dept. 


Delivery  to  be  completed  by  May  10th, 
1920.  Specifications  with  Supt.  of  Govt. 
Telegraph  Service,  Ottawa,  and  Agents 
at  North  Sydney  and  Port  Hawkesbury, 
N.  S. 

Regina,  Sask. 

D.  C.  McNab.  Deputy  Minister  for 
Provincial  Dept.  Telephones,  receives 
tenders  until  I  p.m..  April  cth,  for  erec- 
tion of  exchange  building  at  Kamsack, 
Indian  Head,  Maple  Creek,  Melville, 
Moosomin  and  Humboldt.  Plans  with 
architects,  Storey  &  Van  Egmond,  Mc- 
Callum  Hill  Bldg.,  Regina,  with  Chief 
Engineer,  Regina,  and  at  Telephone 
Exchange  in  above  Towns. 

Winnipeg,  Man. 

J.  M.  Leamy,  Power  Commissioner, 
recives  tenders  until  noon,  March  27th, 
for  supply  of  galvanized  steel  transmis- 
sion towers.  Specifications  with  Chief 
Engineer,  Manitoba  Power  Commission, 
New  Parliament  Rldgs. 

J.  M.  Leamy,  Power  Commissioner,  re- 
ceives tenders  until  March  31st  for  sup- 
ply of  galvanized  steel  strand  wire.  Spe- 
cifications with  Chief  Engineer,  Mani- 
toba Power  Commission,  New  Parla- 
ment  Bldgs. 

Yellowgrass,  Sask. 

H.  J.  Wilken,  city  clerk,  receives  ten- 
ders until  3  p.m.  April  6th  for  genera- 
tors for  Town. 

CONTRACTS  AWARDED 
St.  Raphael,  Que. 

Les  Ouvrages  d'Art  en  Cuivre  Ltd., 
250  Beaver  Hall  Hill,  Montreal,  Que., 
have  contract  for  construction  of  trans- 
mission line  for  La  Corporation  d'Ener- 
gie  de  Montmagny. 


Miscellaneous 

Amos,  Que. 

By-law  authorizing  expenditure  of  $10,- 
000  on  fire  apparatus  for  Town  will  be 
submitted  to  ratepayers.  Secy.-treas.,  H. 
Authier. 

Bathurst,  N.  B. 

Smith  Morse,  secy.-treas.  for  Bathurst 
Hockey  &  Skating  Ltd.,  has  plans  and 
receives  tenders  for  rink,  steel  truss  and 
frame  construction,  costing  $30,000. 

Edmonton,  Alta. 

By-law  re  incinerator  for  City  costing 
$45,000  will  be  submitted  to  ratepayers. 
Mayor,  Jos.  A.  Clarke,  Civic  Block. 

Edmonton  South,  Alta. 

The  construction  of  curling  rink  is 
contemplated  here.  Interested,  J.  M. 
Kinnear,  10837  83rd  Ave.,  South  Edmon- 
ton. 

Hamilton,  Ont. 

Plans  are  in  progress  for  addition  to 
armouries  for  Dominion  Dept.  of  Mili- 
tia &  Defence.  Minister,  Hon.  Arthur 
Meighan,  Ottawa. 

City  contemplates  erection  of  dancing 
pavilion  in  Wabasso  Park.  Mayor,  Chas. 
G.  Booker. 

S.  H.  Kent,  city  clerk,  recives  tenders 
until  May  15th  for  fire  apparatus.  Plans 
with  Fire  Chief,  A.  B.  Ten  Eyck,  Central 
Fire  Station.  Purchase  of  fire  alarm 
system  costing  $110,000  is  also  contem- 
plated. 

Ham  Sud,  Que. 

Louis  Gauthier  will  rebuild  next  sum- 
mer barns  and  building  destroyed  by  fire. 
Loss,  $7,000. 

Montreal,  Que. 

Administrative    Commission  receives 


tenders  until  March  29th  for  supply  of 
12  combined  automobile  (lusher  sprinkl- 
ers. Specifications  with  purchasing  man- 
ager, L.  O.  Pion. 

Ottawa,  Ont. 

Harold  Fisher,  Chairman  Bd.  of  Con- 
trol, receives  tenders  until  March  30th 
for  100  h.p.  horizontal  boiler.  Specifica- 
tions with  engineer. 

R.  C.  Desrochers,  secy,  for  Dominion 
Dept.  Public  Works,  Ottawa,  receives 
tenders  until  noon  April  Cth  for  storage 
building.  Plans  at  office  of  Chief  Archi- 
tect, Dept.  of  Public  Works,  Ottawa. 

Wm.  J.  Kearns,  secy,  for  Ottawa  Im- 
provement Commission,  Castle  Bldg., 
has  plans  and  receives  tenders  from 
March  29th  to  April  9th  for  sand,  cem- 
ent, also  for  hardware. 

Tenders  received  by  secy.  Bd.  of  Con- 
trol until  March  30th  for  two  fuel  oil 
pumps  for  City.  Specifications  with  A. 
F.  Macallum,  Commissioner  of  Works. 

Tillsonburg,  Ont. 

The  construction  of  rink  costing  $12,- 
000  to  $15,000  here  is  contemplated.  In- 
terested, W.  S.  Pow,  T.  W.  R.  Taylor, 

etc. 

Toronto,  Ont. 

T.  L.  Church,  chairman  Bd.  of  Con- 
trol, receives  tenders  until  noon  March 
30th  for  carpentry  work  for  stables,  of- 
fice building,  cart  sheds,  etc.  Plans  with 
City  Architect,  City  Hall. 

Tretherne,  Man. 

By-law  re  construction  of  auditorium 
costing  $12,000  for  Municipality  of  South 
Norfolk  will  be  voted  on  March  25th. 
Clerk,  J.  M.  Mills. 

Winnipeg,  Man. 

Aerial  Transport  &  Taxi  Co.,  head 
office,  Winnipeg,  have  plans  prepared  for 
four  aerodromes  to  be  constructed  in 
Manitoba  at  Winnipeg,  and  in  Ontario  at 
Fort  William,  Dryden  and  Kenora.  Man- 
ager, T.  D.  Forrester,  502  Great  West 
Permanent  Bldg. 

CONTRACTS  AWARDED 
Brockville,  Ont. 

Parslow  &  Horton  have  general  con- 
tract and  will  let  sub  trades  for  boat 
house  costing  $9,000  for  E.  J.  Barker, 
Chicago,  111. 

Point  Grey,  B.  C. 

S.  N.  McLeod,  2857  Fifth  Ave,  W., 
has  general  contract  for  barn  to  cost 
$13,000  for  University  of  B.  C,  Willow 
and  Tenth  Ave.,  Vancouver. 


Fires 

Bridgewater,  N.  S. 

Fire  destroyed  railway  station  of  C.  N. 
Rly.,  head  office,  Toronto;  loss,  $10,000. 
Will  rebuild  shortly  to  cost  $25,000. 

Buckingham,  Que. 

St.  Joseph's  R.  C.  Church  sustained  a 
loss  of  $150,000  when  fire  destroyed 
church.  Will  rebuild.  Parish  priest,  Rev. 
Father  J.  Chatelain. 

Keoma,  Alta. 

Fire  destroyed  residence  of  J.  J.  Hin- 
ton,  Keoma.  Loss,  $6,000.  Will  be  re- 
built. 

Port  Arthur,  Ont. 

Fire  destroyed  car  barns  of  Port  Ar- 
thur St.  Railway.  Loss  is  estimated  to 
be  $100,000.  Chairman  Utilities  Commis- 
sion, M.  C.  Campbell,  Whalen  Bldg., 
Port  Arthur. 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 

WRITE  FOR  PRICES  AND  SPECIFICATIONS 


THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

H  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative : 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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Late  News 

Beauharnois,  Que. 

IMans  have  been  prepared  and  lenders 
will  be  called  for  construction  of  water- 
macadam  road  for  Municipality.  Secy.- 
treas.,  Leo.  Mayer. 

Cap  De  La  Madeleine,  Que. 

Simeon  Lacroix  will  erect  residence 
costing  $10,000  and  will  let  masonry, 
roofing,   heating  and   electrical  work. 

Dartmouth,  N.  S. 

By-law  re  authorization  of  expendi- 
ture of  $100,000  on  water  and  sewer 
extensions  and  $200,000  on  construction 
of  watermains  will  be  submitted  to  rate- 
payers. Mayor,  H.  A.  Simpson;  clerk, 
Alfred  Elliott. 

Edmonton,  Alta. 

W.Blakey,  architect,  Canada  Perman- 
ent Bldg.,  will  call  tenders  at  once  for 
warehouse  costing  $30,000  for  Cockshutt 
Plow  Co.,  Gariepy  Block. 

Glace  Bay,  N.  S. 

J.  L.  Northam,  architect,  Sydney,  N. 
S.,  is  preparing  plans  for  school  to  cost 
$160,000  for  School  Board.  Building 
Commissioner,  Mayor  E.  K.  Forbes. 

Jasper  Park,  B.C. 

Grand  Trunk  Pacific  Rly.  Co.  con- 
template erection  of  tourist  hotel  here  to 
cost  $150,000. 

London,  Ont. 

L.  V.  Carrothers,  architect,  Hydro  Of- 
fices, is  preparing  plans  for  alterations 
tp  two  schools  costing  $19,000  for  Bd. 
of  Education.  Plans  will  also  be  pre- 
pared for  addition  to  school  costing  $70,- 
000.  Secy.,  R.  M.  McElheran. 

Massett,  B.  C. 

Massett  Timber  Co.,  744  Hastings  St. 
W.,  Vancouver,  have  under  consideration 
the  construction  of  pulp  and  paper  mill 
in  this  vicinity  to  cost  $1,000,000.  The 
carrying  out  of  the  project  is  contingent 
upon  the  amount  of  water  power  avail- 
able for  development  in  the  Massett 
River.   General  Manager,  F.  S.  Beckley. 

Oshawa,  Ont. 

Walter  G.  Worden,  enineer  for  Osh- 
awa, has  plans  and  receives  tenders  un- 


To  Road  Contractors 

Large  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally advantageous 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

400  McKinnon  Building 
TORONTO 


til  5  p.m.,  March  :>lst,  for  concrete  pave- 
ments costing  $110,000  for  Hoard  of 
Works. 

Powell  River,  B.  C. 

Geo.  Churchill  &  Son,  Powell  River, 
have  general  contract  for  21  residences 
costing  $55,000  for  Powell  River  Co.,  510 
Hastings  St.  W.,  Vancouver,  and  Powell 
River,  B.  C.   Smaller  trades  will  be  let. 

Quebec,  Que. 

Plans  have  been  prepared  and  tenders 
will  be  called  shortly  for  garage  cost- 
ing $75,000  for  P.  L.  Lortie,  183  Bridge 
St.  L.  Auger,  39  St.  John  St.,  is  archi- 
tect. 

Emile  Morissette  Ltd.,  23G  Latourelle 
St.,  have  general  contract  for  cold  stor- 
age building  costing  $20,000  for  Paquet 
Co.,  157-173  St.  Joseph  St. 

South  Vancouver,  B.  C. 

Municipality  of  South  Vancouver  con- 
templates expenditure  of  $200,000  on 
paving  and  macadamizing  of  streets. 
Commissioner,  F.  T.  Gillespie. 

St.  Margaret  Village,  N.  S. 

Bedford  Construction  Co.,  Barrington 
St.,  Halifax,  N.S.,  will  carry  out  general 
contract  for  Provincial  Highway  Board, 
Hollis  St.,  Halifax,  on  roads  to  cost 
$200,000. 

Sydney,  N.  S. 

R.  M.  Chappell,  architect,  Brookland 
St.  S.,  is  preparing  plans  for  building 
costing  $200,000  for  Y.  M.  C.  Assoc. 
Secy.-treas.,  W.  P.  McVie. 

Toronto,  Ont. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Highways,  Pari. 
Bldgs.,  Toronto,  reecives  tenders  until 
noon,  March  30th  (time  having  been  ex- 
tended), for  construction  of  concrete 
pavement  and  other  necessary  work  on 
Provincial  Highway  from  east  limits  of 
City  of  Brantford  to  Brantford  &  Ham- 
ilton Electric  Railway  Crossing,  about 
2.8  miles.  Plans  at  offices  of  Resident 
Engineer,  Paris,  Ont.,  City  Engineer, 
Brantford,  Out.,  and  Deputy  Minister, 
Toronto. 

Tribune,  Sask. 

R.  M.  Thompson,  architect,  Bank  of 
Nova  Scotia  Bldg.,  Saskatoon,  has  pre- 
pared sketch  plans  for  hospital  costing 
$30,000  for  Hospital  Board.  Chairman, 
Mr.  Home. 

Victoria,  B.  C. 

Plans  are  in  progress  for  erection  of 
factory  costing  $200,000  for  Sidney  Rub- 
ber Roofing  Co.  Manager,  R.  W.  May- 
hew. 

Winnipeg,  Man. 

Canadian  Bank  of  Commerce,  head  of- 
fice, Toronto,  contemplates  construction 
of  branch  bank  buildings  in  Manitoba 
and  Saskatchewan.  Supt.,  V.  C.  Brown, 
Bank  of  Commerce  Chambers,  Winni- 
peg. Harold  Edwards  Ltd.,  303  Somer- 
set Block,  Winnipeg,  are  Consulting  En- 
gineers. 

Wynyard,  Sask. 

Plans  are  in  progress  for  hospital  cost- 
ing $30,000  for  Hospital  Board.  Chair- 
man, II.  A.  Whitman.  R.  M.  Thomp- 
son, Bank  of  Nova  Scotia  Bldg.,  Sas- 
katoon, is  architect . 


War  Number  of  French  Bibliography 

To  fill  the  war  gap  in  the  quarterly 
bibliography  of  French  scientific  and 
industrial  works  a  special  war  number 
of  Les  Noveaux  Lives  Scientifiques  et 
Industrials,  covering  the  period  from 
June  1,  1!)14,  to  Nov.  30,  1918,  has  been 
published  (Dunod,  Editeur,  Quais  des 
Gronds — Augustins,  47  et  49,  Paris, 
France;  7]/2  francs).  The  bibliography 
fills  01  large  pages,  besides  subject  and 
author  indexes. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 

Branches   Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succe*tion  Duty  Bonds, 
also  Bonds  for  Special  Purposes 


Definite 
Information 

Have  at  your  fingertips,  every  morn- 
ing, definite  information  in  advance  of 
any  other  source  regarding  projects, 
contemplated  or  under  way,  in  the 

Building  and  Engineering 
Trades 

Whether  you  sell  material  or  service, 
your  subscription  to  the  source  of  such 
comprehensive,  reliable,  and,  above  all, 
advance  information  will  be  the  best 
investment  you  can  make  for  your 
business.  You  will  get  all  the  news 
regarding  contracts  in  time  to  put 
your  bid  in.  Don't  lose  a  sale  because 
yau  didn't  know'  about  it. 

Write  to-day  for  full  information. 

MacLean  Daily  Reports,  Limited, 
345  Adelaide  St.  West,  Toronto 

MacLean 
REPORTS 


THE 

Canadian  Surety  Co. 

Specialists  in 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile,   Burglary,   Plate  Glass 
INSURANCE. 

Head  Office :  26  Wellington  Street  E. 

Toronto,  Ont.  Phone  M.  2609--1840 

Branch  Offices ; 
Montreal   Trust    Bldg.,   Montreal,  Que. 
908  Paris  Bldg.,  Winnipeg,  Man. 

Representatives  in  all  Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 
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Burlington  Steel 
Co.,  Ltd. 

Hamilton,  Canada 

STEEL  BARS 

For 

Concrete  Reinforcing 


THE  MOST  IMPORTANT  FACTOR  IN 
CONCRETE  REINFORCEMENT  IS  THE 
TENSILE  STRENGTH  AND  ELASTIC 
LIMIT  OF  THE  REINFORCING  BAR. 

OTHER  THINGS  BEING  EQUAL, 
STEEL  HAVING  THE  HIGHEST  ELAS- 
TIC LIMIT,  OR  YIELD  POINT,  WILL  BE 
THE  MOST  SATISFACTORY  FOR  REIN- 
FORCEMENT. WHEN  UNDER  STRAIN, 
AS  SOON  AS  THE  ELASTIC  LIMIT  OF 
ANY  REINFORCING  BAR  IS  REACHED, 
THE  METAL  STRETCHES,  RAPIDLY 
DECREASING  IN  SECTION,  DRAWING 
LOOSE  FROM  THE  CONCRETE,  AND 
DESTROYING  THE  MONOLITHIC  BOND 
EXISTING  BEFORE  THIS  POINT  IS 
REACHED.  THEREFORE,  THE  SAFETY 
OF  THE  ENTIRE  CONSTRUCTION  IS  IN 
DLRECT  PROPORTION  TO  THE  ELAS- 
TIC LIMIT  OF  THE  STEEL  USED. 

THE  ELASTIC  LIMIT  OF  RAIL  CAR- 
BON STEEL  IS  50,000  TO  60,000  POUNDS 
PER  SQUARE  INCH,  EITHER  TWISTED 


OR  PLAIN,  AS  COMPARED  WITH  AN 
ELASTIC  LIMIT  OF  25,000  TO  30,000 
POUNDS  IN  SOFT  STEEL. 

THAT'S  WHY  RAIL  CARBON  STEEL, 
WITH  ITS  80,000  POUNDS  MINIMUM 
TENSILE  STRENGTH,  IS  RECOMMEND- 
ED AS  BEING  FAR  SUPERIOR  FOR  ALL 
KINDS  OF  REINFORCED  CONCRETE 
WORK. 

AT  OUR  HAMILTON,  ONT.,  WORKS 
WE  BUY  SELECT  RAILS,  AND  ROLL 
THEM  INTO  RAIL  CARBON  STEEL  RE- 
INFORCING BARS  IN  A  PLANT  WHICH 
IS  THE  EMBODIMENT  OF  THE  LATEST 
THOUGHT  AND  PRACTICE. 

THESE  BARS  CAN  BE  SUPPLIED 
FROM  STOCK  IN  VARIOUS  SIZES, 
LENGTHS.  AND  SHAPES.  WE  CAN 
ALSO  ROLL  SPECIAL  SHAPES  AND 
SIZES  TO  FIT  YOUR  PARTICULAR  RE- 
QUIREMENTS. • 


Bars  bent  to  shape  for  Beams 
Stirrups,  Etc. 

Prompt  Shipment 
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WE  NEED  THE  SPACE 
OCCUPIED  BY 

One  Model  30  Marion  Shovel, 
Revolving,  Long  Boom  and 
Dipper  Stick.    7-8  yd.  Dipper. 

15  Ton  Waterous  Road  Roller. 

20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 

14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 

12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 

25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 

50  Assorted  Two-Wheel  Dirt  Scrapers. 

\y2  yd.  and  2  yd.  Clam  Shell  Buckets. 

8  x  12 — 3  drum  Hoisting  Engine  for  Clam. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

(>y2  x  8  Double  drum  Hoist  with  Boiler. 
434  x  6  Single  Drum  Builder's  Hoist. 
No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

1  yd.,  Vz  yd.  and  1/3  yd.  Concrete  Mixers. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 

The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


OxyAcetylene  and  Cutting 


MANHOLES  and 
COVERS 


CROSSING 
PLATES 


Municipal 
Castings 

The  Found 


GALT 


ONT. 


IRON 
CULVERT  PIPE 


BRIDGE 
CASTINGS 


Prest-O-Lite  Service 
Is  More  than  a  Name 


Some  of  the  most  valued  heating  applications  in  industry 
were  inspired  or  developed  by  Prest-O-Lite  engineers. 
Their  experience  is  rich  in  just  such  knowledge  as  may 
save  you  much  loss  through  costly  experiment  or  inefficient 

methods. 

Prest-O-Lite  Service  is  built  upon  proved  ability  to  serve 
— ample  plant  and  cylinder  capacity,  broad  experience  and 
a  smooth-working  nation-wide  organization— the  funda- 
mentals without  which  service  is  no  more  than  a  name. 


DISSOLVED  ACETYLENE 

The  Universal  Gas  With    The    Universal  Service 

has  earned  its  place  by  force  of  organized  knowledge  and 
facilities. 


If  you  have  a  metal-working  problem,  we  are  pretty  certain 
to  have  a  tested  plan  to  submit — a  plan  thai  will  show  you 
just  what  to  do  and  how  best  to  do  it. 

Send  us  a  sketch  and  data.  We'll  send  the  answer — fair 
and  unbiased — professional  rather  than  commercial. 

Our  Engineers  are  at  your  service  whether  you  are  an 
active  user  or  a  potential  user. 

PREST-O-LITE  COMPANY 
OF  CANADA,  LIMITED 

Dept.  C-105 
Prest-O-Lite  Bldg.,  TORONTO,  CANADA 
Branches : 

MONTREAL,  TORONTO,  WINNIPEG 
Plants  at: 
TORONTO,  ONT.,  ' 
SHAWINIGAN   FALLS,  P.Q. 
MERRITTON,  ONT.  ST.  BONIFACE,  Man.  ! 


Worlds  Largest  Makers  of  Dissolved  Acetylene 
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♦Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 

Toronto      -  Canada 


BITUNAMEL 

Unsurpassed  (or  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


TRIDENT  CREST  METERS 


This  is  the  first  turbine  meter  to  employ 
equalized  propeller  wheels.  They  are 
mounted  to  oppose  each  other  so  both  the 
thrust  and  the  tendency  of  a  single  wheel  to 
spin  are  overcome.  They  equal  in  area  the 
size  of  the  supply  line  and  are  so  placed 
in  the  main  casing  as  to  eliminate  eddy 
currents. 


Neptune  Meter  Company,  Limited 

W.  H.  RANDALL,    Man'g  Director 

Factory  and   Head   Office : 

1197  KING  STREET  W.  TORONTO,  ONTARIO 

WINNIPEG— WALSH  &  CHARLES,  406  TRIBUNE  BUILDING 


Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt    Deliveries.        Attractive  Prices. 


Address  your  inquiries  to 

CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 

CHATHAM,  ONT.      275  Inshes  Ave. 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
42  Church   St.  945  Curry  Iildg. 

New  York  City  Pittsburgh,  Pa. 

Des    Moines,    Iowa.    938    Tuttle  Street 


Electric  Cranes 


Patent  Type  E  Crane  Trolley 
Made  in  Canada 


Electric 
and  Hand 
Traveling 

Cranes 

Electric 
and  Air 
Hoists 


NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT, 
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Windsor  Street.  Montreal. 


These  granite  blocks  have  been  down  for  27  years 
without  attention  or  repair. 

Supplied  to  the  city  of  Montreal  by  Brodie's  Ltd. 

All  stock  sizes  of  granite  paving  blocks  for 
immediate  shipment. 

BRODIE'S  LIMITED 

128  Bleury  Street  -  MONTREAL 


Liberal  Profits  and  a  Sure  Demand 


awaits  the  man  who  begins  the 
manufacture  of  Ideal  Concrete 
Building  Units  in  any  community. 
No  previous  experience  necessary, 
and  but  a  very  small  capital. 


pan 

The  Product  Ideal"  Block  Machine 

Ideal  Concrete  Machinery  Company,  Limited 

Lock  Drawer  250  WINDSOR,  ONT. 


National  Iron  Corporation 


LIMITED 


Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  In  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


STEEL  for  PERMANENCE 

The  All  Steel  Elevated  Water  Tank  is  the  most 
economical  installation  for  Automatic  Sprinkler  Sys- 
tems for  fire  protection,  general  mill  supply,  or  Muni- 
cipal Water  Works  systems. 

Its  first  cost  is  not  excessive,  the  maintenance  ex- 
pense is  very  low,  and  there  is  no  danger  of  leakage, 
falling  ice,  or  possibility  of  the  tank  bursting  or  catch- 
ing fire. 

Hundreds  of  our  All  Steel  Elevated  Water  Tanks 
now  in  service  throughout  Canada  bear  witness  to ' 
these  facts. 

Our  Product  is  Made  in  Canada 

Write  us  for  Plans,  Specifications  and  Estimates. 
Our  Catalogue  No.  16  mailed  on  request. 

CANADIAN  CHICAGO  BRIDGE  &  IRON  CO.  Ltd. 


Sales  Office :  Montreal,  Que. 
260  St.  James  St. 


Works : 
Bridgeburg,  Ont. 
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Piling  for  Sale 

Immediate  Shipment,  Steel  Piling 
with  necessary  Corners  and  Wyes. 
Shipment  made  from  Canadian  and 
American  frontier  points.  Send 
us  your  specifications. 

Universal  Equipment  Co. 

Cluck  Building,  Niagara  Falls,  N.Y. 


Safeguard  Your  Plants 
and  Property 


against  loss 
or  damage 
by  fire  by 
installing 
Fire  -  proof 
Doors  of 
approved 
make. 


Our  plant  is  equipped  with  special  machinery  for 
manufacturing  these  doors. 

We  also  specialize  in  Kalamein  Doors,  Windows  and 
Mouldings,  Steel  Doors,  etc.    Roberton  Patent  Lock 
Metal  Weather-stripping  for  Doors  and  Windows — 
Saves  20  per  cent,  of  your  fuel  consumption. 
Give  us  a  call — we  can  save  you  money. 

ROBERTON  -  OLSEN 

LIMITED,  INC. 

Head  Office  &  Factory:    Ft.  of  Cherry  St.,  Toronto 

Phone  Adelaide  4093 

Agents  at  Vancouver,  Medicine  Hat,  Ottawa,  Kingston, 
Montreal,  Halifax. 


ROAD  SCRAPER  BLADES 

Renew  your  old  wheeled  scraper  bowl  with  the  ECONOMY 
REPAIR  BLADE.  Any  blacksmith  can  attach  it  by  cutting  the 
edge  of  the  bowl  square,  drilling  holes  to  match  these  in  the  blade 
and  riveting  it  to  the  bowl. 

A  trial  will  convince  you  that  the  use  of  these  blades  is  genuine 
economy. 

ECONOMY  REPAIR  BLADE 

These  blades  are  made  of  steel  (>  in.  wide  by  3  1-16  in.  thick,  giv- 
ing a  new  cutting  edge  3  in.  wide  and  allowing  3  in.  to  lap  top 
and  bottom  where  it  is  riveted  on  the  bowl.  Road  Scraper  Blades 
and  moldboards  to  fit  all  makes  of  machine.     Prompt  shipments 


from  .stock 


r  150  patterns. 

SHUNK  PLOW  COMPANY,  Bucyrus,  Ohio 


ROCK  DRILLS 


For 

Road  Work 
Contractors 
Mines 
Quarries 

Napanee 
"Empire" 

and  the 

"Burrell" 

are  now 

manufactured 
by 


Napanee  Iron  Works  Ltd. 

NAPANEE,  ONT. 


J.  G.  AlUn,  President 


James  A.  Thomson,  Vice-Presi'dent 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturer*  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 


for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office- 
95  King  Street  East 
TORONTO 


VVorks- 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 

Locomotives 
Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


Air  Compressors 
Boilers 
Buckets 
Cars 

Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—280] 
Yards  and  Shops  —  New  Toronto,  Canada 


The  Trap  that  Keeps 
the  Radiator  Hot 

Any  kind  of  a  boiler  will  shove  the  steam  up  to  a  radi- 
ator. But  it  takes  a  mighty  good  trap  to  let  all  the  air  and 
water  out  without  letting  steam  into  the  return  line. 

The  Dunham  Trap  has  been  doing  it  since  1903 — and 
doing  it  so  well  that  you  don't  see  many  old-style  traps 
nowadays.  Everybody  is  busy  pushing  thermostatic  disc 
traps.  But  do  not  forget  that  the  Dunham  was  the  FIRST 
radiator  trap  of  this  type. 

The  first  of  its  kind— and  the  best  of  its  kind,  accord- 
ing to  many,  many  engineers,  and  to  architects  and  heat- 
ing contractors  who  know  that  quality  counts  above  all 
else. 

Our  new  booklet,  "Data  on  Dunham  Heating,"  tells 
some  heating  facts  in  an  interesting  way.  May  we  send 
you  a  copy? 


The  Dunham  Radiator  Trap 


HEATING  SERVICE 

Made  in  Canada 


C.  A.  DUNHAM  COMPANY,  LIMITED,  Toronto,  Ontario 

HALIFAX  VANCOUVER  WINNIPEG 

OTTAWA  MONTREAL  CALGARY 

London:    64  Regent  House,  Regent  Street,  W.  1. 
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THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS 
NIAGARA  FALLS 


ONT. 


OkONTo 

SPRINKLER 
TANKS 

AND 

TOWERS 

have  stood  the  test  of 
long  years  of  efficient 
service,  saving  their 
owners  thousands  of 
dollars  in  fire  insur- 
ance premiums. 

We  are  specialists  in 
Urban,  Rural  and  Sub- 
urban  Water    Supply  Systems. 

Get  the  benefit  of  our  30  years'  experience  by 
submitting  your  water  problems  to  us. 

Our  Engineering  Department  will  cheerfully 
furnish  blue  prints  and  estimates  free  of  charge. 

Ontario  Wind  Engine  &  Pump  Co. 

Limited 

Winnipeg  Montreal     TORONTO     Regina  Calgary 


Canadian  Engineering  &  Contracting  Co. 


Limited 


Bridges,  Roadways 
Reinforced  Concrete  Bldgs. 
Foundations  a  Specialty 


Bank  of  Hamilton  Bldg.,  Hamilton,  Ont. 


Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Go.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Pbones,  Office  North  1 164   Evenings.  North  2107 


DOORS  AND 
SASH 

ANNOUNCEMENT 

We  now  have  our  Sash  Factory  fully 
equipped  with  new  and  up-to-date  mach- 
inery, and  are  ready  to  take  on  Sash 
business.  We  solicit  your  enquiries  and 
guarantee  you  our  already  popular  brand 
of  quality  and  service. 

We  have  a  good  Stock  of 

KLIMAX  DOOFS 

With  Beautifully  Figured  Three 
Ply  Birch  Panels 


Also  Oak  Pine  and  Chestnut 
DOORS 


THE 


PANNILL 


DOOR 
COMPANY 


131  Front  Street  East,  TORONTO,  ONT. 


Phone  Main  659 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street     -     Vancouver,  B.  C. 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


-Including:- 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 


GALT 


ONTARIO 


Contractors'  Machinery,  Brick 
Machinery,  Grey  Iron  Castings, 
and  Gear  Cutting 


PUMPS 

Duplex  Boiler  Feed  and  Vacuum 

REPAIRS 


Scotch  Derricks 

Hand  and  Power  from  j4  ton  to  6  ton 
capacity. 

JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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Work!  »t  Walkervllle.  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


Si 


flMITED 


VALVE-  HYDRANT  MANUFACTURERS 

WALKERVILLE,ONT. 


Algoma 

Structural  Steel — Merchant  Bars 


Blooms.  Billets  and  Slabs 


Concrete  Reinforcing  Bars 


Shafting — Pulleys — Hangers 
Iron,  Brass  and  Bronze  Castings 

STEEL  RAILS— OP**  Hearth  Quality 
All  Sections— 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 


Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 


Basic 


Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME,  AND  BRICK 

Cement — delivered  in  5-barreI  lots,  $3.30  per  bbl.  ; 
with  bags,  $4.10;  car  lots,  $2.45  on  the  track, 
with  pkgs.,  $3.25;  5c  per  bbl.  discount  20 
days. 

Lime — in  bulk — grey  69c,  white  79c  per  100 
lbs.,  delivered,  if  not  less  than  2,000  lb.  lots. 
At  the  warehouse,  grey  63c,  white  73c, 
$14.60  ton.  Hydrated  lime,  $17.25  per  ton 
delivered;  $16.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$30;  buff,  $30;  No.  2,  $26;  common  red 
stock  brick,  $22;  grey,  $22;  wire-cut  brick 
for  foundation  work,  $20.  Milton  Rug  brick, 
$30  to  $35;  Eatonia  brick,  $50;  sand  lime 
brick,  $16.25,  f.o.b.  car  at  King  Edward 
siding,  $14  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $55  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental,  $35,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $25  at  plant, 
$31  delivered  in  city. 

Fire  brick — delivered — Savage,  $75  per  M. ;  S. 
Crown,  $70;  W.  W.,  $60.    Fire  clay,  $15  per 

ton ;  chimney  tops,  $8.75  each. 

Flue  lining — delivered — list  price — 8J4  x  8'A  in., 
60c  per  ft.;  8yi  x  13  in.,  90c  per  ft.  Dis- 

cuonts  30  and  10  per  cent,  off  list. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone — 2  in.,  $2.05;  1  in.,  $2.25;  M  in., 
$2.25;  grusher  rock,  $2.15;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton ;  screened,  $1.70 
per  ton. 

LUMBER   (BUILDING  MATERIAL) 

Retail  Prices  Delivered 
Hemlock — 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $58;  10  and  16  ft.,  $60 ;  2  x  12  in.,  12 
and  14  ft.,  $59;  10  and  16  ft.,  $61 ;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $61.  No.  2,  $4  less 
than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $65; 
1x6  in.,  $67;  1  x  8  in.,  $70;  1  x  10  in.,  $75; 
1  x  12,  $80.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $78;  1x6  in.,  $82;  1x8,  $86;  1  x  10, 
$90 ;  1  x  12,  $103 ;  2  x  4,  10-16  ft.  long,  com- 
mon, rough,  $68;  2  x  6,  $70 ;  2  x  8,  $72 ;  2  x 
10,  $76;  2  x  12,  $80.  No.  1  flooring,  $70; 
No.  1  V  or  beaded  sheathing,  4  in.,  $S2. 
Pine  trim,  4  in.,  casing,  $4  per  100  ft. ;  5 
in.  ditto,  $5;  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $0.25. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $63;  1  x  6  and  2  x  6,  $65;  1  x  8 
and  2  x  8,  $67 ;  1  x  10  and  2  x  10,  $71 ;  1  x 
12  and  2  x  12,  $75. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $80;  12  x  18,  12  x  20,  14  x  18, 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$85.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $10.50;  XX  B.  C,  $8.00; 
N.  B.  extras,  $10.50;  N.  B.  clears,  $9.50; 
No.  1  W.  pine  lath,  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $4.75  base;  twisted  and 
deformed,  $4.85;  3/16  in.  and  lighter  $5.25. 

Shapes — Angles,  35  lbs.  and  over,  per  yard,  $4.60 
per  100  lbs. ;  under  35  lbs.  per  yard,  $4.70 
per  100  lbs. ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $4.60;  under  35  lbs. 
per  yard,  $4.80. 

Plates — 6  ins.  to  60  ins.  wide,  $4.80;  over  60  ins., 
$5.00.  Tank  and  boiler  plates—  lA  in.  and 
over  and  under  36  ins.,  $4.50.  Gauge  plates 
—No.  10,  $5.55;  No.  12.  $5.60;  No.  14,  $5.65 
per  100  lbs.  Black  American  Bessemer  Plates 
— dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $4.50  per  100  lbs. 

Rivets — Button  and  cone  head—  A"  to  %"  diam., 
$5.80. 


EXTRAS    FOR    SHAPES    AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  l/10c 
per  lb.  for  Angles  under  5  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
$1.50. 

Note :  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized  iron — dealers  not  quoting  prices. 
Cast-iron  pipe — Standard     prices,     carload  lots, 
f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 


SEWER  PIPE 
Sewer  pipe — Toronto  prices,  with  discounts  as  be- 
low, f.o.b.  factory — 4  in.,  30c  per  ft.;  6  in., 
45c;  8  in..  70c;  9  in..  90c;  10  in.,  $1.05;  12 
in.,  $1.35;  15  in..  $1.80:  1R  in.,  $2.50;  20  in.. 
$3;  22  in.,  $4;  24  in.,  $4.50.  Discounts— 30 
and  10  per  cent,  off  list. 
Tile  wall  coping — delivered — 8 
per  ft.  ;  12  in.  or  13  in. 
18  in.   wall,  $1.50  per  ft. 


18  and  24  in.  lengths, 
per  cent,  off  list. 


or  9  in.  wall,  50c 
wall,  75c  per  ft.  ; 
;  carried  in  6,  12, 
Discount  30  and  10 


PAINTS  AND  OILS. 

Prices,  delivered. 
White  lead — ground   in   oil,    less  than    ton  lots, 
$18.75  per  100  lbs.;  ton  lots,  $18.50  per  100 

lbs. 

Boiled  Linseed  Oil— in  bbls.,  $2.60  per  gal.  of  9 
lbs. ;  red  lead,  dry,  $17  per  100  lbs. ;  Pure 
putty  in  bulk,  $8.95  per  100  lbs. ;  in  100  lb. 
drums,  $9.80;  in  25-lb.  tins,  $10.05  per  100 
lbs. ;  steel  sash  putty,  in  25-lb.  tins,  $10.30 
per  100  lbs. ;  turpentine,  in  bbls.,  $3.05  per 
Imp.  gal.,  based  on  southern  gauge.  Tur- 
pentine and  oil  in  less  than  barrel  lots,  15c 
extra  per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2c  per  lb. ; 
black,  in  bbls.,  6c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
25c ;  ultra  blue,  dry,  in  bulk,  25c ;  green, 
French  permanent,  dry,  20c ;  ochre,  French, 
dry,  12c;  red  Venetian,  dry,  6c;- sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  12}4c. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.30;  delivered  in 

5    barrel    lots,    $4.75    at    warehouse,  $4.55 ; 

single  bbl.,  $5.55. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — 54  in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  42'Ac.  Lath 
yarn,  40c  per  lb. ;  in  full  coils,  33c. 


MONTREAL  PRICES 

CEMENT.  LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton ;  lump,  $15. 
Brick — No.    1   pressed,    $24.75;    No.   2  pressed, 

$20.75;  red  rustic,  $21.75;  vertical,  $23.00; 

plastic,  $17.50. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c;  10-in.  52c;  12-in.  60c;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.75;  54 -in.  $2.00;  fi-in. 

$2.J5  per  ton,  delivered. 
Sand— $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.15  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 
Steel  angles — 8  in.  x  8  In.  and  up,  $4.7S;  1  In. 

x  1  in.  x  yi  in.,  25c  extra;  54  in.  x  X  in. 
%  in.,  75  cents  extra.    Boiler  plates — M  in. 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  $6.16.  Beams 

and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $5.20,  f.o.b.  Mont 

treal,  net  cash.  Corrugated  iron — 26  gauge, 
$10.00;  28  gauge,  $9.25  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheets 
— Keystone  black,  28  U.  S.  gauge,  $7.25  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $85  for  6  in.  and  larger, 
and  $88  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  80c;  •  in.,  46c;  8 
in.,  70c;  9  in.,  85c;  10  in.,  $1.06;  12  in.,  $1.86; 
15  in.,  $1.80;  18  in.,  $2.60;  20  in.,  $3;  22  In., 
$4;  24  in.,  $4.60;  27  in.,  $6.50;  30  in.,  $7.20. 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  66c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40.  $3.20, 
$3.60,  $5.20,  $6.75.  One-eighth  bends  (4  In. 
to  30  in.),  $1.20,  $1.80,  $2.80  $3.60,  $4.20, 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28; 
%,  $1.20,  $1.80.  $3.15,  $4.05,  $4.76,  $6.10. 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Double 
collar.  00c.  $1.85.  $2.10.  $2.65.  $8.16.  $4  06. 
$5.40;  slant  1  foot  long  side  (4  in.  to  16 
in.).  90c,  $1.35,  $2.10,  $2  65,  $3.15.  $4  06. 
$5.40.  Single  branch  (6  In  to  9  in.),  3  ft., 
$2.25,  $3.60,  $4.25;  2  and  2'/,  ft  (4  In.  to  30 
in.),  $1.35.  $1.80,  $3.15,  $3.86,  $4.75,  $6.10. 
$8.10,  $11.25,  $13.50,  $18.  $20.25,  $32.50,  $SC 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.),  $1.80,  $2.70,  $4 .90,  $6.30.  $7.86,  $10.80, 
$14.40,  $20,  $24,  $32,  $36,  $46.60,  $60.40. 
Syphon,  cesspool,  and  buchan  trap  (4  In.  to 
15  in  ),  $3,  $4,  $7,  $9,  $10.60,  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in  ),  $3,  $4,  $7,    $9.    $10.60,  $l8\ 

These  prices  are  subject  to  a  discount  of  SO 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  50-58  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  $4.30  per  bbl.,  both  less  5%  for  cash. 
Rope — Best  Manilla,  31c  basis  per  pound; 
Beaver  Manilla,  26c  basis:  sisal  rope,  22VSc 
basis ;  lath  yarn,  2254c.  Boiled  linseed  oil — 
in  barrels,  $2.5754  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.55. 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50,000  or  over, 
$17.00;  carload  lots,  less  than  50,000,  $18.00; 
selected  builders  for  veneering  work,  carload 
lots,  $20.00;  "Citadel"  rustic  face  brick,  $26 
to  $30. 

Baker  oven  tile,  15"  x  8j4"  x  2'A",  $25  per  100. 
"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 

splits,  7c  per  superf.  ft. ;  12  x  9  x  3,  solid. 

10c. ;  12  x  8  x  4.  11c. ;  12  x  8  x  6,  18c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel  in  carload  lots,  bags 

returnable  in  good  condition  at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock  Brick — $19.50  per  thousand  delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet;  triple  ply,  $10.60  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — li'Ac  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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THIS  B-G  MECHANICAL  LOADER 

WILL  LOAD 

Sand,  Gravel,  Stone,  Coal,  Coke,  Etc. 

AT  THE  RATE  OF 

1  YARD  IN  1  MINUTE 

Supplied  with  Traction  Wheels  as  Illustrated,  or  with  Crawler 

Type  Propulsion. 

OUR  NEAREST  OFFICE  WILL  GLADLY  SUPPLY  FULL  PARTICULARS 


MUSSENS  LIMITED  MoB,ral  w  "ipe8 


Toronto  Vancouver 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS — continued 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.    (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel ; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — lj^-in.  to  2-in.,  $3.65  per  yard; 
$4 -to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble  stone,    $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $115; 
4  in.  No.  1  and  2  E.G.  Fir,  $115;  4  in.  No. 
3  E.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common  Pine,  $75;  4  in.  No.  3  Pine  or 
Spruce,  $61 ;  6  in.  No.  1  and  2  E.G.  Fir, 
$110;  6  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $75;  6  in.  No.  2  Com- 
mon Pine,  $80;  6  in.  No.  3  Pine  or  Spruce, 
$70;  2x6  No.  1  Common,  $70. 

For  selected  lengths,  add,  Pine,  $5.00;  for  se- 
lected lengths,  add,  Fir,  $5 ;  for  dressing  2 
sides,  add  $5;  for  l'A,  lyi  or  2  inch,  add 
5. 

Birch  and  Maple  Flooring — Clear  (First  Grade) 

—13/16  x  l'A  in.  to  2J4  in.  face,  $190;  H 

x  l'A  in.  and  1H  in.  face,  $147. 
No.  1   (Second  Grade)— 13/16  x  l'A  in.  to  2\i 

in.  face,  $184;        x  1J4  in.  and  154  in  face, 

$139. 

No.  2  Factory— 13/16  x  l'A  in.  to  2'A  in.  face, 

$153.00 

Selected  White— 13/16  x  lyi  in.  to  2'A  in.  face, 

$210.00 

DIMENSION  TIMBERS,  No.  1 

6  x  10  to  12  x  12,  up  to  32  ft.  long,  $76;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $77;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $78;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $400;  Y% 

x  1 54  in.  and  1J4  in.  face,  $350. 
No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 

$350;  ii  x  l'A  in.  and  1*4  in.  face,  $250. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  1^  in,  to  2'A  in.  face,  $300;  y& 
x  l'A  in.  and  2  in.  face,  $220. 


No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 
$1G0;  M  *  l'A  in.  and  lyi,  in.  face,  $115. 

STEEL  AND  IRON 

6teel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs. ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  6  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  62c;  12  in. ,72c;  15  in., 
$1.20;   18  in.,  $1.70;  20  in.,  $2.10;  24  in., 

$2.75. 

Plaster  of  Paris,  $1  in  paper  bags ;  $1.45  in 
jute  bags. 

Plasterers'   Hair — 90c  per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hardwall— Nos.  1  and  2  and  Wood  Fibre  in 
paper,  S8c  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 

Mixed  Paint — Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal. ;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 
$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than    ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl  of 
300  lbs.;  superfine,  white,  $9.60  per  bbl.; 
white  Atlas  cement,  $9.00  per  bbl.  of  25(1 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house ;  $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver;  pressed  red  brick,  f.  o.  b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings ;  fire  brick,  $50  in  car  lots,  $50  in  ware- 
house ;  fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand— Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan 
tities. 


LUMBER   (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.     Mills  operat- 
ing on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $40  ;  10  x 
10,  $40;  10  x  12,  $40;  10  x  14,  $40.50;  12  x 
12,  $40;  14  x  14,  $40.50;  14  x  16,  $41.50;  6 
x  10,  $40.50 ;  6  x  12,  $41 ;  8  x  10,  $41 ;  8  x 
12,  $40.50;  10  x  16,  $42;  12  x  16,  $42;  16  x 
16,  $41.50;  6  x  14,  $42;  8  x  14,  $42;  12  x 
18,  $43;  18  x  20,  $44;  14  x  20,  $43.50;  16  x 
18,  $43.50;  10  x  20,  $44.50;  18  x  18,  $43.50; 
20  x  20,  $43.50;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50;  1x4, 
$99.50;  1  x  4  flat  grain,  $89.50;  No.  1  and  2, 
1-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  l'A  and  l'A  inch  fir  double  dressed 
$76;  2-inch  fir  double  dressed  $77;  fir  lath, 
$15;  U.  C.  cedar  shingles,  XX,  $5.25;  XXX, 
$7.50;  XXXXX,  $9.25. 

STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  base;  twist- 
ed and  deformed,  $7.50  base;  structural  sec 
tions,  $7.00. 

Galvanized  iron— 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets. 

$11.75;  9  and  10  ft.  sheets,  $11.90  per  square 
lilack  steel  sheets,  24  gauge,  $10.35  per  100 
lbs. 

Steel  angles — $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $9.00  per  100  lbs.,  de- 
pending on  size,  quantity  and  specifications. 

Steel  plates— Cut  size*,  $8.00. 

SEWER  PIPE. 

Sewer   pipe — Vancouver  prices  f.o.b.  warehouse; 

4-in.,  17c  per  ft. ;  6-in.,  25c  per  ft.  ;  8-in..  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  16-in., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.; 

24-in.,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Varf 

couver,  bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris—Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate— $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla — H  in.,  39c  base;   'A   in.,  39^c; 

ii  in.,  40c;   'A   in.,  40c;  second  grade,  33c 

base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  t 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4.  5. 

Raw  linseed   oil — In  bbls.,   $2.10  per   gal. ;  red 

lead,   dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk,  Standard,  $6.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 

Head  Office 

Mark  Fisher  Building 
MONTREAL 


CAST  IRON  PIPE 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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We  make  a  specialty  of 
unloading  cars  of 

SAND,  GRAVEL,  CRUSHED  STONE 
COAL,     CEMENT    AND  BRICK 

Get  our  Prices 

Contractors  Transport  Company 

NTain  4570         401  Lumsden  Bldg.,  Toronto 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


For  Sale 

INDUSTRIAL  AND  CONTRACTORS' 
EQUIPMENT 

2 — Marion   Steam  Shovels,   Model  61,   Shop   No.  2822  and  No. 

2823,  2^4  yard  dippers,  first  class  condition. 
1 — Model  60  Marion  Steam  Shovel,  Shop  No.  2396. 

4 —  Type  O  Thew  Shovels,  fjj  yard  dippers,  on  traction  wheels. 
All  thoroughly  overhauled. 

1 — Va  yard  Clamshell  Bucket. 
1 — 1%  yard  Clamshell  Bucket. 
1 — IK  yard  Clamshell  Bucket. 
1 — Standard  gauge  35  ton,  4  wheel  locomotive. 

5 —  14  to  18  ton  36"  gauge  locomotives. 

25 — 4  yard  36"  gauge  Western  and  K.  &  J.  dump  cars. 

T.  J.  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  6185.     Nights,  Park.  6906. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


CRANE 

FLANGED  FITTINGS 

CRANE 

LIMITED 

MEAD  OFFICE  S  WORKS 

1280  ST  PATRICK  ST 

MONTREAL 

BRANCHES. 

Toronto,    Winnipeg,  Vancouver. 

SALES  OFFICES:  Halifax,    Quebec,     Ottawa,  Calgary. 
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Civil 

v  nnrrArtnn 

Electrical 
Mechanical 

Directory  of  Engineers 

Special 
Interests 

Willis  Chipman,  M.   Eng.   Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
Seo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 
Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals   of    Works   and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
If  Toronto  Street  -  TORONTO,  CAN. 
Water  Supply  and  Purification;  Sewerage 
Systems ;  Municipal  and  Trade  Waste 
Disposal  Plants;  Incinerators;  Pavements; 
bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.,  Ltd. 

"FARADAY  WORKS" 

LEICESTER  ENGLAND 

WATER  LEVEL 
INDICATORS 

CABLES:  "  LODESTONE,  LEICESTER 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.     -  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 
Inspection  and  Testing  of  all  materials  of 

construction, 
[ndependent    sampling    of    CEMENT  at 
point   of   manufacture,   and   Testing  in 
our  own  Laboratories. 
The   most   up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birka  Bldg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE 

M  E  I.C..  M.INST.  C.E.. 
M   AMER    W.  W.ASSOC. 


WILLIAM  STORRIE 

M.E.l.C.  A.M.INST.  C.E. 
M.  AMER.  W.  W.  ASSOC. 


GEORGE  G.  NASMITH,  c.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


McAllister  &taylor 

ENGINEERS  &  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
57  Sun   Life  Bldg.,   HAMILTON,  ONT. 
Harbor    Improvements    and  Dredging 
Dams,  Piledriving,  Concrete  Work  snd 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
TRY  OUR  SILLS  AND  CORNICE 


Pass  it  along: 

When  you  have  finished 
reading  this  paper  pass 
it  along  to  your  clerks. 
Encourage  them  to  read 
it  regularly--it  will  help 
them  and  that  means  it 
will  help  you. 


MILTON  HERSEY  CO.  LIMITED 

Industrial   Chemists  &  Inspectors 
PAVING 
Designed,  Superintended,  Inspected. 
Chas.   A.  Mullen,  Director. 

CEMENT  &  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination  Power 

V.  K.  Stalford,  a.i.e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


The  Toronto  Testing  Laboratory 

Limited 
160  Bay  Street,  Toronto 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E.  TORONTO 
Phones— Main  904  and  905 


Crushed  A 

\    Cut  Stone 

Stone  jm 

Steel  and  II 

TAMC0 

HI  Sand 

Wood  \1 

f/  Brick 

Water  Pipe  ^ 

T.  A.  Morrison  &  Co., 

204  St.  James  St. 
MONTREAL 

Established  1884. 


Main  2453. 


Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  'Phones— Park    638.    Park  3302. 
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Robert  W.  Hunt 
President 


Charles  Warnock 
Vice  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches;         Toronto         Vancouver         London,  England 


E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Construction 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont.; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.      PHILLIPS  SQUARE 
MONTREAL 


Do  You  Want  Crushed  Stone  ? 

That  is  Glean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  45 15  -  M  45 1 6       Residence  P  22 78 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


J.  P.  Anglin.  B.Sc.        H.  J.  Gross         C.  D.  Harrington,  B.Sc. 
President  Vice   Pres.   &   Treas.    Vice  Pres.  &  Manager 

ANCLIN-NORCROSS 

LIMITED 

CONTRACTING  ENGINEERS  &  BUILDERS 


Halifax  Shipyards,  Halifax 
Crane  Company,  Montreal 
Ames-Holden-McCready,  Ltd.,  Montreal 
Children's  Memorial  Hospital,  Montreal 
Steel  Company  of  Canada,  Montreal 
Canadian  Cottons  Limited,  Cornwall 
Canadian  Cottons  Limited,  Milltown,  N.B.- 
Canada Amusement  Company,  Montreal 
Merchants  Bank,  Toronto 
Belding  Paul  Corticelli  Co.,  St.  Johns,  Que.- 
Belding  Paul  Corticelli  Co.,  Montreal 


MONTREAL 


TORONTO 


-Office  &  Power  House 
-Large  Industrial  Bldg 
-Factory 
-Hospital 

-Nut  and  Bolt  Works 
-Weave  Shed 
-Weave  Shed 
-Loft  Building 
-Bank  Building 
-Factories 
-Factory 

HALIFAX 


Absolutely 
Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 


DAKT  SWINGING 
LS/\J\IL  ENGINES 


INSURE 
Speed  'Durability 
Economy 

Contractors  everywhere 
recognize  that  Dake  swing- 
ers save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:  A.   R.  Williams  Machinery  Company,  Limited. 
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35  PRATT  tt£  LETCH  WORTH 
COMPANY.  LIMITED 

Transportation  Building,  Montreal 


Toronto 
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Turnbull  Elevator  I1 

MANUFACTURING  CO  TORONTO 


ail 


Turnbull 

Elevators 

Have  Been 

Tried 

and 

Proven 


A SHORT  investigation  of  the 
Turnbull  Elevators  now  in 
operation  in  Canada,  will 
substantiate  our  claims  as  to 
the  complete  satisfaction  of  every 
Turnbull  installation.  We  consider 
the  service  these  elevators  are  giv- 
ing to  be  the  best  recommendation 
we  can  give  for  Turnbull  satisfac- 
tion. You  will  find  these  lifts  operat- 
ing under  all  conditions  and  made 
to  suit  numerous  requirements.  Ab- 
solute safety  is  the  basis  upon  which 
perfect  mechanism  is  fashioned  to 
give  highest  efficiency,  while  enhanc- 
ing the  appearance  of  any  building. 
They  lack  nothing  in  design  and  ap- 
pearance. 

They  are  made  in  Canada  by  a 
Canadian  Company,  and  have  been 
proving  their  worth  for  a  period  of 
years. 

Let  us  send  you  full  particulars 
regarding  an  installation  for  your 
requirements.  We  shall  be  pleased 
to  give  estimates  or  prepare  sug- 
gestions without  obligation  to  you. 
Technical  descriptions  may  be  had 
for  the  asking. 


Turnbull  Elevator  Manufacturing  Co. 


126  John  Street,  TORONTO,  Ontario 


Montreal  Office 


202  Mappin  &  Webb,  Building 
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Increase  Your  Efficiency 

in  Wire  Rope  Service 

By  ordering  "  Made  in  Canada  "  Rope 
from  our  Warehouses  in 


Montreal 


Winnipeg 


Toronto 


The  DOMINION  WIRE  ROPE  CO.,  Limited,  MONTREAL 


"Marion" 


Steam 
Shovels  & 
Ditchers 


We  supply  "Mari  on* 
Shovelsforall  classes 
of  work  —  to  Rail- 
roads -  Mines — Con- 
tractors. All  sizes — 
All  styles. 


"  Industrial "  Cranes 
are  the  most  efficient 
manufactured.  If  you 
wish  "Reliability  "— 
install  an  "Industrial 
Works." 


"Industrial  Works" 

Locomotive 
Coaling  & 
Wrecking 
Cranes 


"Andrews" 


"Ransome" 


Drill  and  Tool  Steel 


Concrete  Mixers 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


7#H$pkiWfr£C&  MONTREAL 

I  Telephone  Main  3420 


Vol.  34 


Toronto,  March  31,  1920 


No.  13 


ESTABLISHED  1536 


(gntract  Re 

^  Engineering  Revi 


For  Hydro  Electric  Power 
Development  and  Qeneral 
Water  Works  Purposes. 


Illustration  shows  final  adjust- 
ment of  Bands  and  Sills  on  one  of 
onr  continuous  Stave  Pipes  installed 
for  Power  development.   This  Wood  Pipe 
operates  under  a  head  ranging  from  30  ft.  a 
dam  to  400  ft.  near  entrance  to  Power  House 
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BY  WAY  OF  CONTRAST— 


COMPARISON  of  the  foundry  buildings 
illustrated  above  proves  that  Daylight 
and  V entilation  are  two  important  factors  to 
be  considered  when  planning  the  erection  of 
a  modern  foundry  building. 

Daylight  is  essential  to  good  workmanship. 
Workers  labor  under  a  handicap  in  dingy, 
poorly  lighted  foundries  like  the  one  in  the 
upper  picture.  Note  how  the  modern  foun- 
dry below  is  flooded  with  daylight  admitted 


through  window  walls  of  Lumina  Solid  Steel 
Windows. 

The  health  of  your  employees  demands 
fresh  air  and  ventilation.  Lack  of  it  deadens 
their  productive  abilities.  The  extra  large 
ventilators  in  Lumina  Solid  Steel  Windows 
provide  for  efficient  ventilation. 

Let  us  show  you  why  it  will  be  to  your  ad- 
vantage to  specify  window  walls  of  Lumina 
Solid  Steel  Windows  for  that  new  building. 


CANADIAN  METAL  WINDOW  AND  STEEL  PRODUCTS,  Ltd. 

160  River  Street,  TORONTO,  Ont.  Representing  Canadian  Ditroit  Steel  Products,  Ltd.,  Windsor,  Ont. 
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Proper  Equipment 
Eliminates  All  Waste 

The  truth  of  this  is  more  readily  realized  in  the  contracting  business  than  in 
other  lines.  For  a  contractor's  profit  lies  in  economical  output,  time  statements 
and  doing  away  with  all  unnecessary  labor.  This  proves  the  need  of  machines 
and  equipment  of  up-to-date  operation.  For  a  contractor  must  be  able  to  gauge 
almost  exactly  what  material  he  needs;  the  length  of  time  for  its  manufacture, 
and  the  cost  of  handling  it.  The  man  who  can  do  this  is  the  successful  con 
tractor  and  a  steady  user  of  the  "London  line  of  Concrete  Machinery." 


London 

Adjustable 

Concrete 

Block 

Machine 


idhIL 


Makes  blocks  for  all  widths 
of  walls  from  3  in.  to  12  in. 
Makes  blocks  in  any  design. 
All  sizes  of  blocks  made  on 
the  same  adjustment  mould 
and  on  the  one  width  of  pal- 
let. Any  size  core  opening 
can  be  made  in  the  block, 
thus  meeting  every  archi- 
tectural requirement. 


LONDON 

HOISTING 

MACHINES 


are  built  in  seven  sizes  and  are  suitable  for  all  kinds  of  hoisting  or  pulling.  Novo 
dust  and  frost  proof  engines  are  used  exclusively,  which  makes  a  handy,  service- 
able, and  dependable  outfit.    These  engines  have  many  advantages  over  steam. 

We  manufacture  a  full  line  of  concrete  working  machinery,  contractors'  pumps,  gasoline  operated  hoisting 
engines,  and  contractors'  outfits.     Let  us  know  your  requirements. 

LONDON  CONCRETE  MACHINERY  COMPANY,  LIMITED 

World's  Largest  Manufacturers  of  Concrete  Machinery 

LONDON  -  ONTARIO 


4 


THE  CONTRACT  RECORD 


March  31,  1920 


Anti-Fouling  Paints 

ANTI-CORROSIVE         ACID  RESISTING        NON  CONDUCTING 

Suitable  For: 

Locomotives,  Shipbuilding, 
Bridges,  Smoke  Stacks, 
Iron  Roofs,  Wood  Preserving, 
Waterproofing  Concrete, 
Insulating,  Etc. 

ALL  GRADES 

Special  Features : 
Enormous  Covering  Capacity 
Extraordinarily  Elastic 
Are  Not  Affected  By : 
Vibration,  Expansion  or  Contraction 
Run  Extremely  Easily  and  can 
be  Sprayed 

WE  CAN  SUPPLY  SUITABLE  SPRAYERS 

WRJTE  FOR  BULLETINS 

SAMI OSBORN  Limited 

MONTREAL 

Branches  and  Stock :  TORONTO  VANCOUVER 
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Increase  your  YARDAGE— DECREASE  your  Costs 


Buy  Bucyrus  Shovels 

THEY  NEVER  FAIL  TO  DO  IT 


We  sell  all 
Bucyrus  Products 
Steam  Shovels 
Electric  Shovels 
Dragline 

Excavators 
Trench 

Excavators 
Wrecking  Cranes 
Unloading  Plows 
Dredges 
Pile  Drivers 

New  and 
Second-hand 
Contractors' 
Equipment 
of  all  kinds 


We  represent 
Western  Wheeled 

Scraper  Co. 
and  sell  all  their 
products 

Air  Dump  Cars 
Dump  Wagons 
Elevating 

Graders 
Scrapers,  Etc. 


Locomotives 
(all  kinds) 
Freight  Cars 
(all  kinds) 
New  and 

Second-hand 


WORKING  DIMENSIONS  BUCYRUS  REVOLVING  SHOVELS 


14-B 

1S-B 

35-B 

Capacity  of  Dipper  (level 

full) 

2/3  cu.  yd 

Y%  cu.  yd. 

I* 

cu.  yd. 

Trac. 

Cat 

Trac.  Cat. 

Trac. 

Cat. 

21'-  6" 

21'- 

6" 

23'-  5"      23'-  5" 

30'-  6" 

30'-  6" 

11'-  2" 

11'- 

11" 

11'- 10"    12'-  2" 

17'- 3" 

17'-  0" 

Maximum  Width  of  Level 

Floor  . . 

. .    34'-  0" 

34'- 

0" 

37'-  0"     37'-  0" 

45'-  0" 

45'-  0" 

3'-  2" 

2'- 

5" 

3'-  3"       2'- 11" 

5'- 1" 

5'-  3" 

Width  of  Cut  at  8  Feet 

47'-  0" 

47'- 

0" 

51'-  0"     51'-  0" 

65'-  0" 

65'-  0" 

Height  Dipper  Will  Cut 

16'-  6" 

17'- 

3" 

18'-  0"     18'-  4" 

25'-  0" 

24'-  10 

Mechanical  Shovels  built  by  BUCYRUS  COMPANY,  South  Milwaukee,  Wis.,  are  unsurpassed,  and  thous- 
ands of  contractors  are  ready  to  testify  that  in  WORKING  RANGE,  ECONOMY,  SIMPLICITY,  STRENGTH, 
MOBILITY  and  EFFICIENCY, 

BUCYRUS  SHOVELS  HAVE  NO  EQUAL. 

CATERPILLAR  TRACTION  helped  to  win  the  war.    Have  you  yet  used  it  to  help  you  win  profits?    Let  us 
show  you  how  it  can  be  done. 

Before  purchasing  a  shovel  write  to  us;  practical  shovel  experts  on  our  staff  will  gladly  place  before  you 
facts  and  figures  demonstrating  how  BUCYRUS  SHOVELS  cut  down  your  costs  and  increase  your  yardage 
without  equal. 


Canadian     E(}llipni6nt     CO,     Limited    Representatives  for  Eastern  Canada  for : 

285  Beaver  Hall  Hill       -       Montreal  Bucyrus  Company,  South  Milwaukee,  Wis. 

Branch :    St.  Catharines,  Ont.  Western  Wheeled  Scraper  Co.,  Aurora,  111. 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Air  Washing  Plants 

Spray    Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoists 

Canadian  Ingersoll-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 
Ash  Conveyors 

liuuker  &  McKechnie 

Ash  Hoists 

Canadian  Link- Belt  Co. 

Asphalt 

Asphalt  Association 
Asphalt  &  Supply  Company 
lmpei  ial  Oil' Company,  Ltd. 
Kobertson  Co.,  11.  H. 

Beam  Spans 

Hamilton  Bridge  Works  Co. 
McKinnon   Steel  Company 
Samia  Bridge  Company 
Belting    (Transmission,  Elevator, 
Conveyor,  Rubber) 
Dunlop  l  ire  &  Rubber  Goods  Co. 
Goodyear  Tire  &   Rubber  Goods 
Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 
Blocks  (Wire  and  Manilla  Rope) 

Hopkins  &  Company,  F.  H. 
Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Boilers 

Canadian  Mead-Morrison  Co. 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ingersoll-Rand  Co. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

Mussens  Limited 

Robb  Engineering  Works 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 
Boiler  Covering   (Magnesia,  Asbes- 
tos. Wool,  Felt,  etc.) 

Asbestos   Mfg.  Company 
Boiler  Inspection 

Trades  &   Labour   Branch  Dept., 
Public  Works 
Boxes — Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Brass  Goods 

Duniop  Tire  &  Rubber  Goods  Co. 
Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Brick  Machinery  and  Supplies 

Hepburn  Ltd.,  John  T. 
Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Standard  Steel  Construction  Co. 
Toronto  Steel   Construction  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian   DesMoines  Steel  Co. 
DesMoincs  Steel  Co. 
Hamilton   Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Samia   Bridge  Company 

Bucket* 

Canadian  Link-Belt  Co. 
Canadian    Mead-Morrison  Co. 


Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets   (Drag  Line) 

Brown  Hoisting  Machinery  Co. 

Buckets — Steel 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

McKinnon  Steel  Company 

Marsh  Engineering  Works,  Ltd. 
Building  Materials 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Cable 

Dominion  Wire  Rope  Co.,  Ltd. 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cars— Steel  Body 

Marsh  Engineering  Works,  Ltd. 

Mackinnon   Steel  Co. 

Williams  Machinery  Co.,  A.  R. 
Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons.  Inc..  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co..  Ltd. 
Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian    Ingersoll-Rand  Co. 

Dayton  Dowd  Company 

National  Equipment  Company 
Chains 

McKinnon   Columbus  Chain  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Chimneys 

Booker  &  McKechnie 

Coal  Handling  Apparatus 

Canadian    Mead-Morrison  Co. 

Brown   Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co. 

St.  Clair  Bros. 
Concrete  Culvert  Pipe 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

American  Cement  Machine  Co. 

Hopkins  &  Co.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 

St.  Clair  liro>i 

Concrete  Sewer  Pipe 

Dominion  Concrete  Company 
Vitrified  Clay  Pipe  Co. 


Conduits 

Conduits    Company,  Limited 

National    Conduit  Company 

Contractors 

Anglin-Norcross  Limited 
Archibald  &  Holmes 
Canadian   Engineering  &  Con- 
tracting Co. 
Cape  &  Company,  E.  G.  M. 
Gore,  Nasmith  &  Storrie 
Holmes  &  Co.,  Fred 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Miller  &  Son.  Roger 
Thomson  Bros. 
Wells  &  Gray 

Contractors'  Plant  &  Supplies 

Ball  Engine  Company 
Canadian  Mead-Morrison  Co. 
Boving  Hydraulic  &  Engineeiing 

Company 
Brown    Hoisting    &  Machinery 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Link  Belt  Co. 
Dake  Engineering  Works,  Ltd. 
Gartshore,  John  J. 
Hamilton  Bridge  Works  Co. 
Hepburn  Ltd..  John  T. 
Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
S'essenwein  Bros. 

Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 

Conveying  Appliances 

Brown  Hoisting  Machinery  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Corrugated  Roofing 

Asbestos    Mfg.  Company 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Canadian  Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Northern    Crane  Works 
Creosote  Oils 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada    Crushed   Stone  Corpora 
tion 

Crushed  Stone.  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian    Ingersoll-Rand  Co. 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil   Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Doors 

Pannill   Door  Company 
Derricks  and  Derrick  Fittings 

Canadian  Mead-Morrison  Co. 

Hepburn   Ltd.,  John  T. 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Marsh   Engineering  Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Diamonds 

Joyce-Koebel  Company 
Diamond   Saw  Teeth 

Joyce-Koebel  Company 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Canadian   Mead-Morrison  Co. 

Hopkins  &  Company,  F.  H. 


Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  IL 
McKi  nnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Dump  Wagons 

Seagrave,  Lougheed  Co. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 
Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario  Wind   Engine   &  Pump 
Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.  B. 

Elevators 

Northern   Crane  Works 
Turnbull  Elevator  Company 

Enameled  Brick 

American  Enameled   Brick  & 
Tile  Company 

Engines 

Canadian   Allis-Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Robb  Engineering  Works 

Waterous  Engine  Works  Co. 
Engines — Swinging 

Canadian  Mead-Morrison  Co. 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec 
tion  Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthington,  W.  R. 
Excavators 

Ball  Engine  Company 

Canadian  Mead-Morrison  Co. 

Engineering  &  Machine  Wks.  Co. 

Hopkins  &  Company,  F.  H. 
Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co. 
Fireproofing 

Asbestos  Mfg.  Company 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Roberson-Oleson  Limied 

Trussed  Concrete  Steel  Co. 
Fire  Escapes 

Canadian  Welding  Works. 

Dennis  Wire  &  Iron  Works  Co. 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 
Fittings 

Crane  Limited 
Flag  Poles 

MacKinnon  Steel  Company 

Ontario   Wind   Engine  &  Pump 
Company 

McGregor  &  Mclntyre 
Flooring  Materials 

Armstrong  Cork  Company 

Imperial   Oil  Company 

Sonneborn   Sons,  Inc.,  L. 
(Continued  on  ->»«e  8) 
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TRENCH  MACHINE. 

«t:ck)  Digping  from  200  to 
a  day  in  10  foot  trench  cut 
Eries  owned  by  Miller  Bros. 
Ohio. 


ing  more  than  f  "/"day'  (aver 
Erie-  e 


RAILROAD  DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of  work  shown 
by  these  photos  can  be  handled  by 
every  Type-B  ERIE  Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  ERIE 
Steam  Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 

We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

Builders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


ERIE 


Revolving 
Shovels 


LOADING  MIXER,  when  the 
harvest  season  took  all  tne  labor.  Re- 
placed a  mixercrew  of  18men,  loading 
into  a  wood  hopper.  One  of  the  two 
Eries  owned  by  Hanlon  &  Okes, 
Minneapolis. 


PILE  DRIVING  equipmentj'- 
breaking  up  concrete  so  that  the' 
pieces  will  go  into  dump  wagons 
When  the  shovel  tore  up  the  concrete 
without  breaking,  the  pieces  were  too 
large  One  of  two  Eries  owned  by 
Lennane  Bros.,  Detroit. 


QUARRY  WORK  is.- 
what  makes  thestrong- 
est  boosters  for  the 
Erie,  because  she  is 
built  to  stand  rock 
digging.  "Stronger 
construction 'at  every 
point  of  wear  and 
strain."  Just  ask  the 
owners  of  this  Erie- 
Tarbox  &  McCall, 
Findlay.  Ohio. 


t™RETlfRADI  N  G. 

Ask  the  owner  of  this 
Cbas.  Ippolito.  Oran&e, 

RAILROAD  WORK,  loading 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgh. 
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Forges 

Canadian  Blower  and  Forge  Co. 

Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 

Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines  _ 

Boving  Hydraulic  &  kngineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario  Wind    Engine   &  Pump 

Company 
Osborn  Canada  Ltd.,  Samuel 

Generators 

Canadian   General   Electric  Co. 

Glass  . 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown     Hoisting     a:  Machinery 
Company 

Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 

Hauling  Contractors 

Contractors    Transport  Co. 

Heating  Apparatus 

Dunham  Company,  C.  A. 
Canadian  Blower  and  Forge  Co. 
Montreal  Machine  Shop,  Ltd. 

Heat  Insulating  Materials 
Armstrong    Cork  Company 

Heating  Systems  (Steam  Traps) 
Dunham  Company,  C.  A. 


Hoists,  Electric 

Canadian  Link-Belt  Co. 
Northern  Crane  Works 

Hoisting  Apparatus 

Brown  Hoisting  Machinery  Co. 
Canadian   Mead-Morrison  Co. 
Herbert  Morris  Crane  &  Hoist 

Company 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Marsh   Engineering   Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams   Machinery   Co.,   A.  R. 

Hoisting  Engines 
i  Canadian    Allis-Chambers  Ltd. 

Canadian   Mead-Morrison  Co. 

Hopkins  &  Company,  F.  H. 

Marsh  Engineering  Works,  Ltd. 
Hose 

Dunlop  Tire  &  Rubber  Goods  Co. 

Goodyear  Tire  &  Rubber  Co. 
Hydrants 

Canada  Iron  Foundries 

Kerr    Engine  Company 

Gartshore-Thompson  Pipe  Co. 

McAvity  &  Sons,  T. 
Industrial  Cars 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 

Hopkins  &  Company,   F.  II. 

McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Company 
Insulation  (Asbestos) 

Asbestos  Mfg.  Company 
Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 

Spielman  Agencies  Regd. 

Standard  Underground  Cable  Co. 
of  Canada  Limited 
Insulating  Bricks 

Armstrong  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton   Bridge   Works  Co. 

Northern  Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 

Hamilton  Bridge  Works  Co. 
Kilns 

Canadian  Blower  and  Forge  Co. 

McKinnon  Steel  Company 
Lead  Pencils 

American  Lead  Pencil  Company 
"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 
Linabestos  Wallboard 

Asbestos  Mfg.  Company 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown    Hoisting    &  Machinery 
Company 
Lumber  (Asbestos) 

Asbestos  Mfg.  Company 
Machinery  Insulation 

Armstrong  Cork  Company 
Malleable  Castings 

Pratt  &  Letchworth  Co. 

Metal  Lath 

Canadian  Metal  Window  Co. 

Trussed  Concrete  Co.,  Ltd. 
Metallic  Roofing 

Pedlar  People  Limited 
Motors 

Canadian  General  Electric  Co. 

Motor  Trucks 

Tiffin   Wagon  Company 
Ford  Motor  Company 
Nozzles 

Spray  Engineering  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 


Hamilton  Bridge  Works  Co. 

Imperial  Oil  Company,  Ltd. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 
Ornamental  Iron 

Canadian  Welding  Works 

Dennis  Wire  Iron  Works  Co. 
Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 
Packing 

Dunlop  Tire  &  Rubber  Goods  Co 
Paint  (Heated  Surfaces) 

Ric-Wil  Company 

Spielman  Agencies 
Paints  and  Varnishes 

Hopkins  &  Company,  F.  H. 

Spielman  Agencies  Regd. 
Paints  (Bridge  and  Structural  Iron 

and  Pipe  Coating) 

Barrett   Company,  Ltd. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons  Inc.,  L. 

Spielman   Agencies  Regd. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Paint  Spraying  Equipment 

Spray  Engineering  Co. 
Park  Sprinklers 

Spray   Engineering  Co. 
Paving  and  Paving  Materials 

Asphalt  &  Supply  Company 

Auto  Road  Construction  Co. 

Barrett   Company,  Limited 

Brodies  Limited 

Carey  Company,  Philip 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil   Company,  Ltd. 

Trussed  Concrete  Steel  Co.,  Ltd 

Warren    Bituminous   Paving  Co. 

Pipe   (Concrete,   Iron   ft  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thompson   Pipe  Co. 
National  Iron  Works 

(Continued  on  page  10) 


Stop — Read — and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

||  If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral— Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 

Marsh  Engineering  Works,  Limited,  E,tSed  Belleville,  Ontario 

Sales  Agents:  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 
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TOUGH  jobs  of  riveting  that  tie  a  man  in  a  knot  and  slow  him  up  on  the  day's 
work,  are  made  much  easier  and  are  sooner  finished  by  the  use  of  a  hammer  that 
depends  more  upon  its  own  merits  than  upon  those  of  the  operator.  Boyer  Pneumatic 
Hammers  do  precisely  that.  Great  driving  power,  easy  operation  and  control,  sim- 
plicity and  freedom  from  breakdowns  delays — these  are  some  of  the  features  that  have 
made  "Boyers"  the  choice  of  veteran  riveters  for  over  20  years. 

Standardize  with  the  world's  standard  Pneumatic  Hammer.    Write  for  Bulletin  124, 


This 
Mark 


is  scamped  into  every  genuine  Boyer  Hammer 
Spare  Part.  It  is  your  protection  against  in- 
ferior substitutes  now  being  marketed,  which 
impair  Boyer  efficiency  and  annul  our  guarantees. 


Sales  Representatives 

The  Holden  Company,  Limited 

354-356  St.  James  Street,  Montreal,  Canada 
Sates  and  Service  Branches:    TORONTO.  342  Adelaide  Street,  West    WINNIPEG,  150  Princess  Street    VANCOUVER,  81  Pender  Street 
Canadian  Factory:    Canadian  Pneumatic  Tool  Company,  Montreal 


BOYER  PNEUMATIC  HAMMERS  ••LITTLE  GIANT  PNEUMATIC  AND  ELECTRIC  TOOLS 
CHICAGO  PNEUMATIC  AIR  COMPRESSORS  ••  VACUUM  PUMPS  ••PNEUMATIC  HOISTS, 
GIANT  OIL  AND  GAS  ENGINES  ^JIB>*-_  ROCK  DRILLS  ••  COAL  DRILLS 


Depend  upon 


that  Name 
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CLASSIFIED  INDEX  TO  ADVERTISEMENTS— Continued 


Pipe  Covering  (Underground) 

Ric-Wil  Company 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals  „     ,  _ 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 

Canadian  Allis -Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 

Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Magnesia,  Asbestos, 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb   Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 


Road  Machinery 

Hopkins  &  Company   F.  H. 
Manitoba  Bridge  &  Iron  Works 
Waterous  Engine  Works  Lo. 


Road  Material  .. 
Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  15- 

Roofing  Cement  . 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 

Rubber  Goods  ,  , 

Barrett  Company,  Limited 

Road  Oil 

Imperial  Oil   Company,  Ltd. 

Pneumatic  Machinery 

Canadian   Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 

Goldie  &  McCulloch  Co. 

Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American   Well  Works 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  AUis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian    Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Ontario   Wind   Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian    Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Rails 

Sesenwein  Broi. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  J. 
Hopkins  &  Company,  F.  H. 
Steel  Company  of  Canada 


Reinforcements,  Concrete  and  Stee! 

Haines  &  David  Ltd. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Drags 

Sarnia  Bridge  Company 

Road  Materials 

Warren    Bituminous   Paving  Co. 

Road  Scraper  Knives 
Shunk  Plow  Company 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Sash 

Trussed  Concrete  Steel  Co. 
Saw  Teeth 

Joyce-Koebel  Co. 
Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 

Sheeting 

Barrett   Company,  Limited 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  Lo. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 

Roberton-Olsen  Limited 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Slates 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm, 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 

Steel 

Burlington  Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Steel  &  Coal  Co. 

Toronto  Steel  Construction  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Burlington   Steel  Company 

Frost  Steel  &  Wire  Co. 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art  Metal  Company 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks 
National  Equipment  Company 


Steel  Plate  Construction 

Hamilton   Bridge  Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works,  Co. 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &   Radiation,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Street  Oilers 

Sea  grave,  Lougheed  Co. 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario   Wind    Engine   &  Pump 

Company 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Dominion  Tar  &  Chemical  Co. 


Testing  and  Inspecting  Bureau 
Hunt  &  Company.  Robt.  W. 
Milton  Hersey  Company 


Tile  Moulds 

London  Concrete  Machinery  e>o 

Towers 

Can.  Chicago  Bridge  &  Iron  Co 
Hamilton   Bridge  Works  Co. 


Trailers 

Seagrave,  Lougheed  Co. 

1  ransformers 

Canadian  General  Eelectric  Co. 

Turnbuckles 

Dominion  Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Gartshore-Thompson   Pipe  Co. 
McAvity  &  Sons,  Ltd. 

Ventilators 

Robertson  Co.,  H.  H. 

Ventilating    4    Heating  Apparatus 
Canadian  Blower  and  Forge  Co 

Varnishes — Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 


Wall  Ties 

Gait  Art  Metal  Company 

Wallboard  (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  S'ons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  AUis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind   Engine   &  Pump 

Company 


Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
Johnson  &  Sons,  C.  H. 


Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 

Wood  Pipe 

Canadian  Pipe  Company 
Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver  Wood   Pipe  &  Tank 
Company 

Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tana 

Company 
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Ultimate  Economy 


The  lasting  protection  afforded  to  steel, 
iron  and  wood  by 

"Ferrodor"  Paint 

makes  it  less  expensive  in  the  end  than 
an  inferior  paint, — cheapest  because  it 
lasts  longer.  "  Ferrodor "  is  ideal  for 
painting  towers,  tanks,  chimneys, 
bridges,  etc., — anything  exposed  to  wea- 
ther and  elements. 

"Ferrodor"  Paint 


Defies  the  Elements 


Pudlo 


Makes  Cement  Waterproof 

The  only  perfect  waterproofing  material 
for  roofs,  chimneys,  basements,  tanks, 
foundations, — anything  constructed  of 
concrete. 

Specify  Pudlo 

For  all  building  work.  It  relieves  archi- 
tects and  contractors  of  anxiety  and  can 
be  relied  upon  at  all  times  to  do  just  what 
we  say  it  will. 


Write  for  interesting  and  instructive  literature  on  these  famous  products. 

STOCKED  BY 

SPIELMAN  AGENCIES  (Regd.)  « *.        *.  Montreal 


Dundas 

Crushed 

Stone 


When  you  want  to  be  sure  of  hav- 
ing1 permanent  roads  that  will  wear 
without  repairs  —  use  Dundas 
Crushed  Stone.  We  can  refer  you  to 
many  Engineers  and  Contractors 
who  specify  this  stone  for  all  their 
road  work.  Their  practical  exper- 
ience has  shown  that  Dundas  Stone 
will  always  make  a  first-class  job. 


Write  for  Information 


Canada  Crushed  Stone  Corporation,  Limited 

DUNDAS,  -  ONTARIO 

Toronto  Office:  Room  409  McKinnon  Bldg.,  Toronto 

Phone  Adelaide  5784 
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CAMERON  PUMPS 


99  times  out  of  a  hundred  pounding  in  your  pump  is  caused  by 
trouble  in  the  water  cylinder.  Unless  the  water  valves  are  readily 
accessible  time  and  money  will  be  lost  in  locating  and  curing  the 
trouble.  Instant  accessibility  is  a  characteristic  feature  of  all 
Cameron  steam  and  centrifugal  pumps. 

THINK  IT  OVER 
CANADIAN  INGERSOLL-RAND  CO.,  LIMITED 

Sydney,  N.  S.  Sherbrooke,  Que.  Montreal,  Que.  Toronto,  Ont. 
Cobalt,  Ont.     Winnipeg,  Man.     Nelson,  B.  C.     Vancouver,  B.C. 


ft 
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ROAD 
SCARIFIER 


These  cuts  show  Buffalo- 
Springfield  patented  pressure 
Scarifier,  which  we  manufac- 
ture under  rights  for  Canada. 

This  Scarifier  is  far  superior 
to  all  other  styles  in  use,  and 
is  indispensable  for  road  main- 
tenance. 

Always  ready  for  use,  being 
permanently  attached  to  roller. 

Scarifies,  at  regular  travell- 
ing speed,  a  width  of  approxi- 
mately 6  feet.  Width  and 
depth  of  cut  varied  to  suit 
conditions. 

Economical  to  operate,  one 
man  handles  roller  and  scari- 
fier. 

Instantly  controlled  by 
operation  of  one  valve. 


Win 


I 


Raises  automatically  on  striking 
hidden  obstacle. 

Separate  arms  for  each  digging 
tool  prevents  clogging  of  material 
ahead  of  tooth  bars. 

Steam  pressure  cylinder  with 
long  stroke  gives  sufficient  force 
for  tearing  up  hard  stone  roads 
and  maintains  uniformity  in  cutting 
depth  on  uneven  surfaces. 

Scarifier  built  to  fit  Waterous 
Rollers. 

Send  for  cuts  and  circulars  if 
you  are  interested. 


BRANTFORS,  OSTTAKlO,C !  ATSTADA 

Toronto  Office :     72  Queen  Street  W. 
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The  Preservative 
for  Wood 

Special  Decorative  Quality 
for  Shingles  and  Timber  Wood 

STURGEON'S  LTD.  Toronto 

ALSO 

Flintex  Concrete  Hardner 
Ferrodor  Metal  Protective  Paint 
Paripan,  Mill  White 
Rock  Face  (Water  Paint) 

OTHER  SPECIAL  PAINTS  FOR  SPECIAL  PURPOSES 


Excavate  Gravel 

at  Lowest  Cost 

Contractors  or  road  and  bridge  builders  who  use 
gravel  can  save  thousands  of  dollars  by  excavat- 
ing it  themselves.  We  supply  all  necessary 
equipment,  for  either  stationary  or  portable  ser- 
vice. Our  wonderful  PIONEER  Back-Dump 
Bucket  digs,  elevates,  conveys  to  the  dumping 
level  and  dumps,  under  control  of  only  one  man. 
The  PIONEER  is  patented;  nothing  like  it  on 
the  market.  Write  us  for  complete  information 
and  prices. 

Made  by 
THE  MANSFIELD  ENGINEERING  CO. 

Fletcher  Savings  &  Trust  Bldg. 
INDIANAPOLIS,  INDIANA,  U.S.A. 


PIONEER 


back-  BiTftfTT 
dump  DuLIvlil 


Loads  Faster  Uses  Less  Power 

Dumps  Quicker         One-Man  Control 
Built  for  Long  Service, 

Canadian  Agent: 

A.  A.  SCULLY,  LIMITED 
123  BAY  ST.,  TORONTO 
Phones:  Main  2800,  2801 
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Pillar  Brand 

Wall  Plasters 


/or 

Permanence 
Firmness  and 
Beauty  of  Finish 


mmmM 


aahH 


OUR  LINE  is  extensive— covering 
everything  in  Gypsum  Products— 
from  crude  rock  to  the  finest  Dental 
Plasters. 

The  Iona  Gypsum  Company,  Ltd. 

Iona,  N.  S. 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation   78 

American  Enameled  Brick  and  Tile 

Company   2.1 

American   Lead   Pencil  Company.. 

American  Well  Works   77 

Anglin-Norcross  Limited   »5 

Archibald  &  Holmes  

Armstrong  Cork  Company   76 

Asphalt  Association,  The  

Ault  &  Wiborg  Co.   70 

Auto  Road  Construction  Co   33 

Baines  &  David   22 

Ball  Engine  Company   7 

Barber,  Frank   84 

Barrett  Company   71 

Boake  Mfg.  Company   32 

Bolender  Bros  

Booker  &  McKechnie   77 

Boving   Hydraulic    &  Engineering 

Company   79 

Brantford  Roofing  Company  

Britnell  Company,  Limited   83 

Brodies,  Limited  

Brown  Hoisting  Machinery   Co.    . .  26 

Burlington  Steel  .Company   69 

Canada  Cement  Company   19 

Canada  Crushed  Stone  Corporation  11 

Canada  Iron  Foundries,  Limited   .  .  74 

Canada  Wire  &  Cable  Co   81 

Canada  Wire  &  Iron  Goods  Co.  . .  79 

Canadian  Allis-Chalmers   20 

Canadian  Blower  and  Forge  Co.  ■. .  80 
Canadian  Chicago  Bridge  and  Iron 

Company   79 

Canadian  Des  Moines  Steel  Co.  . .  70 
Canadian   Engineering  &  Contract- 
ing Company  

Canadian  Equipment  Co   5 

Canadian  Ingersoll-Rand  Co   12 

Canadian    Inspection    and  Testing 

Laboratories-   84 

Canadian  Johns-Manville  

Canadian  Link-Belt  Co  

Canadian  Mead-Morrision  Co   31 

Canadian  Metal  Window  Co   2 

Canadian  Metal  Window  Co  

Canadian  Pipe  Company,  Ltd  

Canadian    Producers    &  .  Exporters 

Directory   86 

Canadian      Self-Locking  Concrete 

Wall    Company                            .  .  23 

Canadian  Surety  Company   68 

Canadian  Welding  Works   21 

Cape  &  Company,  E.  G.  M   85 

Carey  Company,  Philip   31 

Cast  Stone  Block  &  Machine  Co... 

Chipman  and  Power,  Ltd   84 

Colwell  Sand  and  Gravel  Co  

Conduits   Company,   Limited    .  .    .  .  70 

Consumers  Gas  Company   ..    ..    ..  76 

Contractors  Transport  Co   75 

Cook,  A.  D   80 

Concrete  Pipe  &  Products  Co   84 

Crane   Limited                                .  .  75 

Crushed  Stone,  Limited  .   66 

Dakc  Engine  Company  ..   ..   ..   ..  66 

Dayton- Dowd   Co   32 

Dennis  Wire  and  Iron  Company  .  .  79 


Dept.  of  Public  Works   24 

Dominion  Concrete  Company  ....  21 
Dominion   Engineering  and  Inspec- 
tion Company   84 

Dominion  Paint  Works  

Dominion  Tar  &  Chemical  Co   29 

Dominion  Wire  Rope  Co   88 

Dunham  Company,  C.  A  

Dunlop   Tire   &   Rubber  Goods  Co. 

Engineering   &   Machine   Works  of 
Canada,  Limited  

Ford  Motor  Company   

Foyle,  W.  &  G   68 

Gait  Art  Metal  Company   82 

Gartshore,  John  J   76 

Gartshore-Thompson  Pipe  &  Foun- 
dry Company   23 

Gent  Company   84 

Goldie  &  McCulloch  Co  

Goodyear    Tire    &    Rubber    Co.   . . 
Gore,  Nasmith  &  Storric   84 

Hamilton  Bridge  Works  Co  

Hamilton  Co.,  Wm  

Harvard  Turnbull  Co  

Hepburn,  John  T   82 

Holden  Company,  Limited   9 

Holmes  &  Sons,  Fred   84 

Hopkins  &  Company,  F.  H   88 

Hunt  &  Company,  Robert  W   85 

Hynes,  W.  J  

Ideal  Concrete  Machinery  Co  

Imperial  Oil  Limited  

Independent   Concrete  Pipe   Co.    . .  36 

Inglis  Company,  John   67 

Iona  Gypsum  Company   15 

Jaegar  Machine  Company   29 

James  &  Company,  E.  A   84 

Jamieson  Lime  Company   76 

Johnston  &  Sons,   C.   H   35 

Katie   Foundry  Company  

Kerr  Engine  Company,  Ltd   78 

Koebel  &  Company,  Joyce   77 

Lea,  R.  S.  &  W.  S.   84 

London  Concrete  Machinery  Co.  . .  3 
London  &  Lancashire  Guarantee  & 

Accident  Company   68 

MacKinnon  Steel  Co  

MacLean  Daily  Reports   68 

Manitoba  Bridge  &  Iron  Company 

Mansfield  Engineering  Co   14 

Maritime  Bridge  Works  Co   75 

Marsh  Engineering  Works   8 

McAllister  &  Taylor   84 

McAvity  &  Sons,  T  

McGovern,  T.  J   75 

McGregor  &  Mclntyre   75 

McKinnon  Columbus  Chain  Co.    .  .  79 

Metal  Shingle  &  Siding  Co  

Miller  &  Sons,  Roger  

Milton  Hersey.  Company   84 

Montreal   Machine   Shop   30 

Morris  Crane  &  Hoist  Co.,  Herbert  83 

Morrison  &  Co.,  T.  A   84 

Mussens  Limited   73 


Napanee  Iron  Works   32 

National  Conduit  Company   25 

National   Equipment   Co   27 

National  Iron  Corporation   83 

Neptune   Meter  Company   70 

Northern  Electric  Company  

Northern  Crane  Works,  Ltd   70 

Nova  Scotia  Steel  and  Coal  Co.  . . 

Ormsby   Company,   Ltd.,   A.   B.    . . 

Ontario  Rock  Company  25 

Ontario  Wind  Engine  and  Pump  Co.  83 

Osborn  Canada  Ltd.,  Samuel   ....  4 

Owen  Bucket  Company   14 

Pacific  Coast  Pipe  Company   ....  1 

.Pannill  Door  Company   83 

Pratt  &  Letchworth   86 

Prest-O-Lite  Company  

Port  Credit  Brick  Co  

Portland  Cement  Association  ....  17 
Reid  &  Brown  Structural  Steel  and 

Iron  Company   84 

Ric-wiL   Company   77 

Robb  Engineering  Works   22 

Robertson  Co.,  H.  H  

Roberton-Olsen,  Ltd  

Sarnia  Bridge  Co   85 

Scully,  A.  A   34 

Seagrave-Lougheed  Co   24 

Sessenwein  Bros  

Shunk  Plow  Co   23 

Sonneborn  Sons,  L.,  Inc   87 

Spielman  Agencies                    ..    ..  11 

Spray  Engineering  Company   . . 

Stalford,  V.  K  84 

Standard  Motor  Sales   35 

Standard  Steel  Construction  Co.   . .  34 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   75 

Steel  Company  of  Canada   IS 

Steel   &   Radiation   85 

Sterling  Engine  Company   80 

St.   Clair  Bros   33 

St.  Maurice  Lumber  Co   77 

Sturgeons   Limited   It 

Swedish  Crucible  Steel  Co   28 

Thompson  Bros   84 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 

Toronto  Steel   Construction  Co.    . .  81 

Toronto  Testing  Laboratory  .  .  . .  84 
Trades   &  Labor  Branch,   Dept.  of 

Public  Works  

Turnbull   Elevator   Company    . . 

United  States  Fidelity  &  Guaranty 

Company   68 

Universal  Equipment  Co.  ........  77 

Vancouver  Wood    Pipe    and  Tank 

Company   83 

Vitrified  Clay  Pipe  Co  

Warren  Bituminous  Paving  Co.   ..  21 

Waterous  Engine  Works  Company  13 

Wells  &  Gray  

Wettlaufer  Bros   36 

Williams  Machinery  Co.,  Ltd.,  A.  R.  81 

Wood  Mosaic  Company   76 

Worthington,  W.  R   84 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.  Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Speaking  of 

CONCRETE  ROADS 
STREETS  and  ALLEYS 

53,000,000  S  quare  Yards 

Were    Placed  Under 
Contract  During  1919— 

Over  twice  that  of  any  previous  year. 
Every  state — your  state  —  contributed  to 
this  total.  Public  preference  is  expressed 
in  this  record.    Watch  1920! 

Concrete  highways  defy  the  poundings 
of  traffic  year  m  and  year  out.  They 
won  t  blow  away  during  dry  weather, 
won  t  wash  away  in  wet  weather.  Let 
weather  and  season  change  —  the  road 
won  t  —  for  any  day,  any  season  is  just 
the  same  to  a  concrete  road.  It  s  not 
what  they  cost  to  build  but  the  little 
they  cost  to  maintain  that  makes  con- 
crete pavements  economical. 

People  know  what  they  want  and  ask 
for  it  —  concrete — a  dollar  of  value  for 
every  dollar  that  they  are  so  generously 
investing  m  improved  highways. 

PORTLAND  CEMENT  ASSOCIATION 


Atlanta  Helena  Minneapolis  Seattle 

Chicago  Indianapolis  New  York  St.  Louis 

Dallas  Kansas  City  Parkersburg  Washington 

Denver  Los  Angeles  Pittsburgh  Portland,  Oreg. 

Des  Moines  Milwaukee  Salt  Lake  City  San  Francisco 
Detroit 
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GENERAL       VIEW     OF      NOTRE     DAME  WORKS 

I    I    I    I    J    I    I    I    I    I    I    I    I    \t  MQNT  REAL    ,  >    i    ■    i    i    |    i    i    i    i    i    i  I 


March  31.  1920 


THE  CONTRACT  RECORD 


19 


CANADA  CEMENT 

CONCRETE 

FOR  PERMANENCE 


Concrete 


Equally  desirable for 
Business  Streets 
Residential  Streets 
or  Important  Roads 


HERE  are  shown  photographs  taken 
in  St.  Catharines  and  Merritton, 
the  citizens  of  both  these  muni- 
cipalities in  the  Niagara  Peninsula  hav- 
ing realized  that  Concrete  provides  the 
logical  solution  of  their  paving  problems. 

The  upper  illustration  shows  Maple  Ave- 
nue, St.  Catharines.  In  that  city  the 
first  Concrete  paving  was  done  in  1915 — 
about  1,000  square  yards.  At  present 
there  is  in  St.  Catharines  and  the  adjoin- 
ing neighborhood  about  55,000  square 
yards. 


The  lower  picture  is  a  view  of  the  Merrit- 
ton Main  Street.  The  car  tracks  and  the 
right  side  of  the  street  were  paved  in 
1915— the  left  side  in  1919. 

Concrete  paving  is  not  expensive.  Ex- 
pense is  only  a  relative  term.  Concrete 
pavement  is  cheaper  in  first  cost  than  any 
other  equally  durable  type — in  last  cost 
it  is  likewise  economical,  because  a  Con- 
crete street  properly  built  may  be  main- 
tained at  insignificant  cost. 


CANADA    CEMENT   COMPANY  LIMITED 


HERALD  BUILDING  MONTREAL 
Sales  Offices  at  Montreal  Toronto  Winnipeg  Calgary 


Specify  Canada  Cement 
Uniformly  Reliable 


Our  Service  Department  is  anxious  to  co-operate 
in  all  lines  of  work  for  which  Concrete  is  adapt- 
ed. Our  comprehensive  Library,  including  books 
that  deal  with  all  types  and  phases  of  Concrete 
work,  is  at  your  disposal  at  all  times  without 
charge. 
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As  electric  power  and  light  have  become  integral  parts  of 
industrial  and  domestic  life,  so  will  electric  heat  become 
an  immediate  member  of  that  same  family. 


For  Example 

WE  now  offer  for  your  approval  a  highly 
efficient — simple — portable 

Electric  Rivet  Heater 

which  practically  eliminates  all  of  the  objections 
found  in  present  methods. 

Briefly  the  advantages  of  this  new  device  are  as 
follows : 

1.  No  time  wasted  in  starting  production. 

2.  Heats  very  rapidly — heated  five  hundred 
X  in.  x  1%  in.  rivets  in  one  hour. 

3.  Better  regulation  of  heat — energy  only 
used  when  heating  rivets. 

4.  Clean — no  smoke  or  gas  formed. 

5.  Quality  of  heat  better  and  minimum  of 
scale  formed.  Rivet  heats  from  inside 
out,  giving  more  uniformity  of  heat  and 
better  upsetting  conditions  in  shank. 

6.  Wastage  of  rivets  reduced  to  a  minimum. 

7.  Portable,  self-contained,  economical  and 
easy  to  operate. 

Any  additional  information  on  this  subject  will  be 
gladly  forwarded  you  upon  request. 


Canadian  General  Electric  Co.,  Limited 


Head  Office 


TORONTO 


Branch    Offices:    Montreal,    Quebec,   Sherbrooke,   Halifax,    Sydney,  St.  John,  Ottawa,  Hamilton,  London,  Windsor, 
Cobalt,  South  Porcupine,  Winnipeg,  Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 
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ENAMELED  BRICK 

IS  THAT  STRUCTURE  BEING 
DELAYED  for  want  of  prompt  de- 
livery of  material  for  the  exterior 
or  interior? 

Then  use  "AMERICAN"  ENAM- 
ELED BRICK,  in  white  or  mottled 
effects.  Less  expensive  than  any 
similar  material  such  as  glazed  terra 
cotta  or  tile. 

Shipments  made  from  stock  in 
standard  shapes,  no  delays. 

Their  use  has  been  constant  by 
the  most  prominent  Architects  for 
the  past  twenty-seven  years. 

See  Sweet's  Catalogue  in  U.S.A. 
and 

Specification    Data   in  Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and  Fire  Brick. 

52  Vanderbilt  Ave.,  New  York  City. 


WE  ARE  SPECIALISTS 
IN  ALL  TYPES  OF 

Cashiers  Cages 


We  manufacture  and  design  tellers'  and 
cashiers'  cages  of  all  kinds  for  banks, 
trust  companies,  and  financial  offices.  . 

The  durability  of  our  work  is  evidenced 
by  the  testimony  of  a  number  of  satis- 
fied customers. 

Let  us  submit  suggestions  and  quotations 
for  you  on  your  next  job. 

Canadian  Welding  Works  Limited 

Architectural  Iron  Works. 
Steel  Tank  Manufacturers.  Welding  Engineers. 

134  Queen  Street,  Montreal. 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE      -  ONTARIO 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

§r—  (LARGE  STOCK  ON  HAND) 
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Concrete  Reinforcement 


OF  EVERY  DESCRIPTION 


ROUND  O    A    T>  C 

SQUARE  K  A  Kj 

SQUARE  TWISTED    "  A  * 


CUT  AND  BENT 

READY  FOR 

PLACING 


Competent  Engineers  at  your  Service 

EXPANDED  METAL 

All  sizes  and  sections  in  stock 

BAINES  &  DAVID,  LIMITED 


IRON  AND  STEEL  MERCHANTS 


Office  and  Warehouse 

98-116  ESPLANADE 


TORONTO 


Yards . 


EASTERN  HARBOR  TERMINAL 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 


Montreal  Office— Phone  Westmount  6800 


Toronto  Office — 20  Victoria  Street 


March  31,  1920 
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ROAD  SCRAPER  BLADES 

Renew  your  old  wheeled  scraper  bowl  with  the  ECONOMY  REPAIR  BLADE.  Any 
blacksmith  can  attach  it  by  cutting  the  edge  of  the  bowl  square,  drilling  holes  to  match 
these  in  the  blade  and  riveting  it  to  the  bowl. 


A  trial  will  convince  you 

that  the  use  of  these 
blades  is  genuine  economy 


ECONOMY   REPAIR  BLADE 
These  blades  are  made  of  steel  6  in.  wide  by  3  1-16  in.  thick,  giving  a  new  cutting  edge 
3  in.  wide  and  allowing  3  in.  to  lap  top  and  bottom  where  it  is  riveted  on  the  bowl. 
Road  Scraper  Blades  and  moldboards  to  fit  all  makes  of  machine. 1  Prompt  shipments 
from  stock;  over  150  patterns. 

SHUNK  PLOW  COMPANY,  Bucyrus,  Ohio 


BOWL    WITH  REPAIR 
BLADE  ATTACHED 


s 


AWYER 
YSTEM 


Can.  Pat.  No.  188. G42 


Non-Porous  Pre-Cast  Slabs 
Continuous  Hollow-Air  Chambers 


SELF-LOCKING 

Concrete  Wall 

CONSTRUCTION 


Speediest  Erection  Known.  A  Uniform 
Degree  of  Temperature  Maintained  at 
Minimum  of  Expense. 


FIRST 
LAST 

MAINTENANCE 


LOWEST 

NO  IS  -  COSTS 
ELIMINATES 


COST 


OF  ANY  TYPE  OF  PERMANENT 
CONSTRUCTION 


PERMANENT,  EVERLASTING 

ADAPTABLE  TO  ALL  TYPES  OF  STRUCTURES 

TIME 
EXPENSE 

INACCURATE  ESTIMATES 


Manufacturing  Plants  Are  Being  Established  Throughout  Canada. 
Write  for  Information  for  Your  District  to: — 


The  Canadian  Self- Locking  Concrete  Wall  Co.  (S 

119  Board  of  Trade  Building,  -  MONTREAL 


AWYER 
YSTEM 


),  Ltd. 


J.  G.  Allan,  President 


James  A.  Thomson,  Vice-President 


™  CARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 


for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON.  ONT. 
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A 

Good 

Prescription ! 

For  City  Engineers  and 
County  Road 
Supervisors 


Name  Mr.  Tax  Payer, 

Acdrets  Anywhere, 

Date  March  31  .20 

Resurface  your 
old  Macadam 
roads  with 


W.B.P.Co., 


The 

Warren  Bituminous 
Paving  Company 
of  Ontario,  Limited. 
McKinnon  Building 
Toronto,  Ont. 


SEAGRAVE-LOUGHEAD  MOTOR  TRUCKS 


MADE 
IN 

CANADA 

Powerful 

as  a 

Locomo- 
tive 

Built 
for 

Endurance 


MADE 
IN 

CANADA 

1^,2^,3^ 
and  5  Ton 
Heavy 
Duty 
Commer- 
cial and 
Dump 
Body 
Trucks, 
Trailers 
and  Semi- 
Trailers 


Seagrave-Loughead  Company  Limited,  Sarnia,  Ont. 

SOME  TERRITORY    STILL  OPEN    FOR    LIVE  REPRESENTATIVES 
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Trap  Rock  Best  Concrete 

Aggregate 
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Relative  Reductions  of  Test  Specimens 
Consistency  Abrasion  Test 


The  accompanying  diagram  shows  result  of  test 
made  on  Ontario  Rock  Company's  Trap  Rock, 
and  presented  in  pamphlet  by  L.  V.  Edwards  to 
the  American  Society  for  Testing  Materials.  The 
test  was  made  after  three  months,  and  the 
"rattler"  abrasion  test  was  applied.  Two  sets 
of  test  cylinders  were  made.  In  the  first  set  the 
stone  aggregate  was  broken  limestone  of  good 
quality,  and  in  the  second  a  good  quality  of 
broken  trap  rock.  The  diagram  shows  the  per- 
centages of  reduction  in  weight  resulting  from 
1800  revolutions  and  from  3600  revolutions  of 
the  machine. 

Write  for  further  particulars  to  the 


Ontario  Rock  Co.,  "mited 


Crown 
Office  Bid. 
TORONTO 


Made  in  Canada 
Conduit 


Manufactured  by 

National  Conduit  Co.,  Limited 

Toronto 
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BROWNHOIST 


Products  Include : 

Locomotive  Cranes 
Grab  Buckets 
Drag-Line  Buckets 
Electric  Hoists 
Tramrails  &  Trolleys 
Overhead  Tr.  Cranes 
Pillar  &  Jib  Cranes 
Heavy  Dock  Machinery 
Suspended  Concrete  Bins 

Write  for  Catalogs 


Helping  Meet  the  Car  Shortage 

A  nation  wide  car  shortage  is  holding  back 
transportation  and  production.    While  this 

shortage  lasts,  it  is  your  duty  to  keep  ready  for  ser- 
vice as  many  cars  as  possible.  This  is  necessary  for 
your  own  good  as  well  as  for  business  in  general. 

Where  speed  and  economy  in  handling  are 
necessary,  the  Brownhoist  locomotive  crane 

shows  to  best  advantage.  It  is  built  to  handle  ma- 
terials constantly  and  rapidly.  With  the  present 
shortage  of  labor,  a  machine  you  can  depend  upon 
to  handle  practically  all  of  your  materials  is  a  big 
help.  The  Brownhoist  handles  coal,  stone,  rails,  ties, 
scrap  and  other  materials  which  you  have  to  handle. 
And  it  handles  them  rapidly  and  well. 

If  your  work  requires  the  handling  of  materi- 
als in  the  yard  or  on  the  road,  it  will  pay  you 

to  look  up  the  Brownhoist.  Catalog  K  shows  Brown- 
hoists  doing  many  kinds  of  work,  some  probably 
similar  to  your  own.  We  will  be  glad  to  send  you 
a  copy  if  you  are  interested. 


The  Brown  Hoisting  Machinery  Company 

40  Years  in  Crane  Business  Cleveland,  Ohio,  U.  S.  A. 

Engineers  and  Manufacturers  of  Heavy  Dock  Machinery  Branch  Offices  in  New  York,  Pittsburgh,  Chicago  and  San  Francisco 

Bridge  Cranes,  etc.,  as  well  as  Smaller  Cranes  and  Hoists.  European  Rep.,  H.  E.  Hayes,  12  Rue  de  Phalsbourg,  Paris 
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National  "PEERLESS" 

Circle  Swing  Derrick 


Write  for  our  Builders  Catalogue. 

National  Equipment  Co.,  Limited, 

15  Wabash  Ave,  Toronto 
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NOW 
AN 


Olson  Dump  Body 


FOR  THE 


FORD  TON  TRUCK 

Designed  for  Contractors,  Coal  Dealers,  Farmers,  Mine 

Operators  and  Manufacturers 


Saves  Much  Time 
Time  Means  Money 


Rear  View  Showing  Model  A  Body  Tilted 

MADE   IN  CANADA 


WE  do  not  believe  a  more  satisfactory  or  serviceable  dump 
body  than  this  Olson  Gravity  Dump  is  to  be  found  on 
the  market.  With  the  entire  absence  of  costly  and  com- 
plicated machinery  this  dump  is  in  a  class  by  itself. 
Mounted  on  Olson  Side  Springs  to  support  the  body  at  all 
points  and  pivoted  through  these  side  springs  on  special  hub 
yokes  which  support  the  weight,  this  body  may  be  dumped  by 
releasing  at  the  front  and  giving  a  slight  pull  downward  at  the 
back.  In  fact  it  is  so  perfectly  balanced  that  if  it  is  released 
at  the  front  and  the  truck  is  backed  to  the  point  of  unloading 


and  suddenly  stopped  the  body  will  dump  automatically  without 
assistance  or  attention. 

In  addition  to  its  value  as  a  dump  body  the  fact  should  not 
be  overlooked  that  it  may  be  used  as  an  ordinary  express  body 
at  any  time  without  alteration.  The  inside  dimensions  are  suffi- 
cient to  allow  plenty  of  space  for  all  ordinary  requirements.  For 
coal  dealers,  contractors,  farmers  and  many  other  lines  of  busi- 
ness its  size  is  ideal  and  with  the  general  increase  in  motor 
transportation  the  field  of  this  outfit  is  bound  to  proportionately 
increase. 


Unless  specially  requested  we  do  not  supply  driver's  cab  with  equipment.  Truck  cabs  of  different  makes  may  be  purchased 
in  all  parts  of  the  country,  but  should  a  cab  be  desired  we  can  supply   any   type   cab   required.     Prices   upon  application. 


Two  Sizes  :  Model  A,  1  Cubic  Yard       Model  B,  \%  Cubic  Yards 


ONE  PRICE  $245  F.  O.  B.  WINDSOR 


SOLD  BY  ALL  FORD  DEALERS 


The  Swedish  Crucible  Steel  Co.  R 


under  Olson 
Patents  by 


of  Canada,  Limited 


Ontario, 
Canada 


Branches  at:    MONTREAL,  QUE.,  285  Beaver  Hall  Hill       TORONTO,  ONT.,  614  Excelesior  Life  Bldg. 
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The  "Jaeger  Mix  -  A  -  Minute" 


IT  docs  all  that  the  name  suggests. 
This  "Jaeger"  product  is  known  for  the  speed  and 
efficiency  in  the  wav  it  accomplishes  all  work  required 
of  it. 

It  is  made  in  all  sizes,  to  answer  every  purpose.  Let 
us  send  you  our  catalogue.  It  will  convince  you  that  the 
"Jaeger  Mix-A-Minnte"  will  prove  a  valuahle  addition  to 
your  equipment. 

The  Jaeger 
Machine  Co. 

COLUMBUS,  -  OHIO 


Proves  its 


Economy 

through  its 

Speed 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 


SALES  OFFICE : 

Room  201  Webster  Bldg., 


SYDNEY,  NOVA  SCOTIA.     SAULT  STE.  MARIE,  ONT. 

55  Yonge  Street,       ~  TORONTO 
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Economical  and  Efficient 


EFFECTS 
A  GREAT 
SAVING 
IN  FUEL 
EXPENSES 

15he 

Economic 
Heater 


is  guaranteed  for  twenty 
years  against  leaks  from 
expansion  or  contraction. 

Demonstrations  Freely 
Given. 

Enquiries  Solicited. 


Manufactured  in  Canada  by 

The  Montreal 
Machine  Shop 

LIMITED 

481    Ontario   Street  East 

MONTREAL 


Sole  Agents  for  Ontario :—  EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  TORONTO,  Ont. 


13he 

Economic 
Heater 

was  so  named  because 
of  its  remarkable 
ability  to  reduce  the 
amount  of  fuel  con- 
sumption. At  the 
same  time  it  greatly 
increases  the  effici- 
ency of  the  entire 
heating  system. 

So  confident  are  we 
of  its  ability  to  prove 
entirely  satisfactory 
that  we  will  instal 
this  heater  and  if  it 
does  not  give  entire 
satisfaction  we  will 
take  it  out  and  stand 
all  expense. 
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Elastite 
sKould  have 
een  used 
1  these 
joints ! 


Eveiy  circle  on 
itiis  ihi'ee  yeaf 
old  sii'eei  could 
have  been  pre  - 
vented  hy  using* 


EXPANSION 

•JOINT 


At  the  left  is  a  photograph  of  an 
actual  street  it  would  be  unkind  to 
name. 

Over  the  whole  distance  shown  in 
the  photograph  there  are  cracks  in 
the  curb  where  every  one  of  the 
private  walks  intersects. 

These  cracks  were  all  caused  by 
expansion  and  contraction.  This 
expansion  and  contraction  would 
have  been  absorbed  and  the  cracks 
prevented  if  Elastite  Joint  had  been 
used  at  the  points  indicated  by  ar- 
rows, and  at  similar  points  further 
up  the  street. 

If  you  would  like  more  proof  of  the 
above  write  us,  we  have  it.  If  you 
are  starting  a  similar  job,  or  any  pav- 
ing job  ask  for  samples  and  prices. 

The  PHILIP  CAREY  CO.,  TORONTO,  Onl. 

The  Wm.  Rutherford  &  Sons  Co.,  Limited, 
Montreal,  Que. 

E — 4-20 
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HAYTON -DOWn 

*^      CENTRIFUGAL  PUMPS 


Payton-Dowd  centrifugal  pumps  are  representative  of  the  highest 
principles    of    workmanship    and    design.      Each    pump    is  rigidly 
tested    before    leaving    the    factory    under    the    exact  conditions 
which  will  be  imposed  upon   it  when  in  service. 
Fullest  particulars  gladly   sent  on  request. 

Dayton-Dowd   Co.,    Quincy,  111. 

The  Arthur  S.  Leitch  Co. 

SALES  ENGINEERS       K  E  NT  BLDG.,  TORONTO 

Montreal  Agents 

Equipment  Specialties,  Ltd.         10  St.  Antoine  St. 


ROCK  DRILLS 


For 

Road  Work 
Contractors 
Mines 
Quarries 

Napanee 
"Empire" 

and  the 

"Burrell" 

are  now 

manufactured 
by 


Napanee  Iron  Works  Ltd. 

NAPANEE,  ONT. 


Engineers  and  Contractors 

We  specialize  in 

Heavy 
Timbers 

and 

Long  Joists 

for  Factory  and  General 
Construction 


i      Wire,  Write  or  Phone  us  for  Prices 


Our  Shipment  is  Prompt 
and  Our  Prices  are  Right 


The  Boake  Mfg.  Co.,  Ltd., 


Howland  Ave.  and  C.P.R.  Tracks 


TORONTO 


ONTARIO 
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Lay  it  to-day-Use  it  to-morrow 

Improved  Willite  is  an  asphalt  paving  cement  with  many  advantages.  It  withstands  all 
climates  and  the  extremes  of  heat  and  cold  and  possesses  the  added  features  of  support- 
ing the  greatest  weights.  It  will  not  crack  and  is  absolutely  waterproof;  does  not  collect 
dirt,  is  noiseless,  sanitary  and  non-skid. 

These  important  features  combined  give  you  a  lasting  pavement  that  comes  already  recom- 
mended by  splendid  service  to  many  cities. 

Willite  requires  little  if  any  maintenance  cost  — a  fact  that  will  be  appreciated  by  many 
who  realize  the  excessive  outlay  entailed  by  constant  repairs. 

Get  further  particulars  about  Willite.    It  means  money  saved  wherever  it  is  used. 

Exclusive  rights  for  laying  and  contracting  to  lay  Canadian 
Improved  Willite  Permanent  Pavement  are  held  by  the — 

i$ttyffiwfy  Qm  Jrudwn  Qr.  £miie<L 

LICENSEE 

20  ERIE  AVENUE,  NIAGARA  FALLS,  ONTARIO 

THE  IMPROVED   WILLITE  PERMANENT 

PAVEMENT 


Where  Little  Things  Are  Big. 

A  TIP  FOR  CONTRACTORS 

THE  ST.  CLAIR  CONCRETE  CART 


Think  what  this 
cart  can  do. 
Inadequate  methods 
of  carrying  concrete 
from  the  mixer  to 
the  job,  causes  un- 
necessary labor,  ex- 
tra expense,  and  a 
great  loss  of  time. 

These  carts  are  pay- 
ing for  themselves 
on  every  job  they 
are  put  on. 


The  only  cart  man- 
ufactured which 
dumps  the  load  by 
merely  releasing  a 
clip  on  the  side  of 
the  bowl. 

Bowl  turns  over, 
legs  and  frame  re- 
maining stationary. 

Does  away  with 
the  dissatisfaction  of 
having  to  tip  load 
out  of  cart  by  main 
force. 


Manufactured  in  Canada  by  St.  Clair  Bros. 


ST.  CLAIR  BROS. 


Gait,  Ont,  Canada 
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MEAD-MORRISON 


HOISTING 
MACHINERY 

Manufactured  in  Canada 


Reduce  costs  by  using 
" Mead- Morrison"  equip- 
ment— known   for  its 

Dependable  Service. 

"  Mead- Morrison  "  ma- 
chinery has  the  contrac- 
tors confidence.  They 
are  always  on  the  job. 

Contractors  for  complete 
Labor  Saving  Plants. 

Put  the  problem  up  to  us  ! 


CANADIAN  MEAD-MORRISON  CO. 

LIMITED 

£NG/N££BS  MAA/UfACT(/ff£fiS&COA/mACrOffS 
Works  Genrml '.Safes  Offices 
WELLAND.  ONTARIO  285 BEAVER  HALL  IIILL.MONTREAL 


STEELWORK 

FOR  EVERY  PURPOSE 

We  manufacture  and 
erect — 

GIRDERS, 
COLUMNS, 
TRUSSES, 
etc. 

STEEL 
BUILDINGS 
and 

BRIDGES 

Bars,  angles,  plates, 
beams,  channels,  rivets, 
bolts,  etc.,  in  stock  for 

immediate  shipment. 
A  post  card  will  bring 

Saugeen   River  Bridge,   215  ft.  yoU  OUr  monthly  Stock 
Span,   16  ft.    Roadway,   Built  and  . 
erected   by  us  for   Bruce   County.  Ust  "V  return  mail- 

Frank  Barber,  Engineer. 

Standard  Steel  Construction  Co. 

LIMITED 

PORT  ROBINSON,  ONTARIO 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 

Air  Compressors  Locomotives 


Boilers 
Buckets 
Cars 

Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—2801 
Yard*  and  Shop* — New  Toronto,  Canada 
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Wire  Guards 

for  Windows  and  Skylights 

Wire  Partitions 
Wire  Screens 

for  Sand  and  Gravel 


Wire  Work 


of  all  kinds 


C.  H.  Johnson  &  Sons,  Ltd, 

Wire  Works :  St.  Henry,,  Montreal 


SAVING   MONEY  FOR  CONTRACTORS 


Standard  Motor 
Trucks  have  remark- 
ably long  lives.  The 
first  Standard  built 
has  been  in  opera- 
tion over  ten  years. 
Day  after  day,  week 
after  week  and 
month  after  month, 
Standards  are  meet- 
ing unreasonable  re- 
quirements, and  stay 
Standard. 


Standard  5  ton — Equipped  with  Woods  Hoist  and  steel  body 


STANDARD  MOTOR  SALES 


STANDARD  UNITS 

CONTINENTAL  Motors 

SPICER  Universal  Joints 

GEMMER  Steering  Gears 

PERFECTION  Springs 

EISEMANN  Ignition 

LONG  Radiators 

TIM  KEN-DETROIT  Axles 
and  Bearings 

BROWN-LIPE   Clutch  and 
Transmission 

PHONE  JUNCTION  8305 

TORONTO,  ONT. 


All  the  name  implies 


hi; 
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DO  YOU  REALIZE 

what  a  great  saving  in  labor  and  money  our  HEART- 
SHAPE  MIXER  will  make  for  you  over  hand  labor  in  the 
mixing  of  your  concrete?    We  have  the  mixers  in 
all  sizes  and  styles  for  any  class  of  work. 

Write  for  our 
Special  Offers 


Over 
5,000 
in  use. 


Famous  Heart  Shaps  Mixer 


H*  Concrete  Machinery 

Ire       Crushers,  Rolls,  Brick,  Block, 
Tile,    Sewer    Pipe  Machines, 
Screens,  etc.    Contractors'  and 
Builders'  Equipment. 

We  make  a  specialty  of  supply- 
ing complete  plants  for  the 
manufacture  of  Brick,  Block, 
Drain  Tile,  Sewer  Pipe,  Cement 
Products,  etc. 


Famous  No.  0  Power  Mixer 


WETTLAUFER  BROS.  Ltd.,  178  Spadina  Ave.Joronto,  Ont. 


No    6   Brick  Machine 


"McCracken"  Sewer  Pipe 

Manufactured  in  accordance  with  standard  speci- 
fications issued  by  American  Society  for  Testing  Mat- 
erials for  Cement-Concrete  Sewer  pipe. 


6  in.  to  21  in.  diameter 


LOCK 

Trade 

JOINT 

Lock  Joint  Pipe 

Concrete  pipe  for  large  diameter  sewers  assures 
strength,  speed  of  construction,  economy  and 
safety.  The  Lock  Joint  prevents  infiltration  or 
leakage. 

Specifications  and  prices  gladly  sent  upon  request. 

Independent  Concrete  Pipe  Co. 

LIMITED 

502  Harbor  Building         ■         -         TORONTO,  Ont. 


 . 

27  in.  to  108  in.  diameter 
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Compensation  for  Losses  on  Contracts  Would 
Set  Dangerous  Precedent 

WITHOUT  weighing  the  merits  of  one  meth- 
od of  tendering  against  another,  it  might 
be  stated  that  the  one  recognized  disad- 
vantage of  the  lump  sum  contract  is  the 
element  of  speculation  which  enters  into  all  work- 
carried  out  on  that  plan.  We  are  strongly  in  favor 
of  payment  for  services  rendered.  Any  system  of  do- 
ing work  in  which  payment  is  not  made  on  the  basis 
of  the  amount  of  work  done  cannot  be  too  strongly 
condemned.  True,  of  course,  many  contractors  pre- 
fer to  "take  a  chance,"  trusting  in  their  own  skill  and 
judgment  to  ensure  a  fair  profit.  However,  the  unfore- 
seen frequently  upsets  the  best  of  calculations  and 
the  contractor  who  thought  he  stood  to  make  a  fair 
margin  on  a  lump  sum  estimate  sometimes  incurs 
a  loss  through  circumstances  underestimated  and 
frequently  unknown.  It  is  thus  that  the  "take  a 
chance"  attitude  is  tested  out.  Men  like  to  take  a 
chance,  if  the  profit  is  reasonably  sure,  but,  if  a  loss 


is  more  likely  they  desire  more  certain  ground.  A 
Toronto  contractor  happens  to  be  in  this  regrettable 
condition.  On  work  for  the  city  he  has  incurred  a 
loss  of  $45,000  and  has  requested  the  city  to  com- 
pensate him  to  that  extent.  He  claims  this  loss  was 
sustained  through  an  under-estimation  of  certain 
factors  vitally  affecting  the  work.  We  note  that  some 
of  the  civic  officials  are  favorable  toward  compensat- 
ing the  contractor  referred  to,  but  a  dangerous  pre- 
cedent will  be  established  by  so  doing.  If  this  con- 
tractor presented  his  bid  in  good  faith,  he  should  be 
required  to  stand  by  it  and  "take  a  chance"  on  mak- 
ing a  profit — the  "take  a  chance"  process  ought  to 
work  both  ways.  Of  course  he  desires  compensation, 
but  should  it  be  granted  him,  it  will  only  lead  to  a 
condition  where  tenderers  on  city  work  will  vie  with 
each  other  in  submitting  low  bids,  confident  that  the 
city  will  compensate  the  successful  contractor  for 
any  loss  which  he  may  incur.  The  city  cannot  afford 
to  set  a  precedent  of  such  far-reaching  effect.  Either 
the  contractor  must  be  content  to  take  the  risk  of 
possible  loss  or  a  new  scheme  of  tendering  must  be 
adopted  which  will  eliminate  risk. 

Are  Architects  Justified  in  Increasing  Their 
Scale  of  Charges? 

ARE  architects  justified  in  increasing  their 
fees  ?  This  is  a  very  pertinent  question  in 
view  of  the  movement,  noticeable  in  many 
quarters,  which  aims  at  the  adoption  of  a 
more  remunerative  scale  of  charges  for  architectural 
services.  Action  along  this  line  has  just  been  taken 
by  the  Ontario  Association  of  Architects,  the  council 
of  which  association  decided  last  week  to  revise  the 
schedule  of  charges  heretofore  accepted.  According 
to  an  announcement  in  the  news  column  of  this  issue, 
the  members  of  the  Ontario  Association  will  now 
charge  five  per  cent.,  instead  of  four,  for  services  in 
connection  with  factories  and  large  buildings  involv- 
ing no  detail  interior  finish ;  six  per  cent.,  instead  of 
five,  in  the  case  of  office  buildings,  warehouses  and 
other  structures  of  like  character;  and  eight  to  ten 
per  cent,  for  residence  work,  where  the  former  charge 
was  seven  to  ten  per  cent. 

We  ask  again  if  the  profession  is  justified  in  mak- 
ing these  advances.  Not  from  the  cost  of  living  view- 
point, for  the  architectural  profession  is  in  that  pecu- 
liarly fortunate  position  where  its  income  is  directly 
proportional  to  and  increases  with  the  cost  of  con- 
struction, which  corresponds  pretty  closely  with  the 
cost  of  living.  The  only  legitimate  reason,  therefore, 
for  any  advance  in  the  scale  of  fees  should  'be  based 
on  an  increase  of  the  value  of  the  services  rendered. 
The  Ontario  Association,  in  justifying  its  new  pro- 
posal, adopts  this  attitude,  and  contends  that  archi- 
tects to-day  are  called  upon  and  expected  to  give 
greater  services,  which  should  be  rewarded  by  great- 
er emolument. 

Perhaps  it  is  open  to  question  if  architects,  as  a 
body,  are  performing  any  more  valuable  service  than 
they  did  some  years  ago,  as  it  is  questionable,  too, 
if,  as  a  class,  they  are  performing  the  maximum  ser- 
vice of  which  they  are  capable.  An  increase  in  fees 
can  be  justified  only  if  the  results  of  their  efforts  are 
so  valuable  as  to  command  a  higher  reward.  In  the 
opinion  of  many  in  the  construction  business,  arch- 
tects  have  yet  to  prove  that  their  services  are  all  suf- 
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ficient  for  the  needs  of  the  industry.  That  is  not  our 
contention.  That  they  can  he  dispensed  with,  how- 
ever, is  proven  by  the  very  fair  success  with  which 
certain  large  construction  companies  are  designing 
the  buildings  the}'  erect.  Many  owners  make  use  oi 
concerns  which  perform  all  services — architectural, 
constructional  and  supervision.  In  the  field  of  house 
construction,  architectural  co-operation  has  frequent- 
ly heen  dispensed  with.  It  is  thus  obvious  that  the 
architect  is  not  the  indispensahle  factor  he  sometimes 
claims   to  be. 

The  members  of  the  architectural  profession  view 
with  some  alarm  so-called  infringements  on  their 
rights,  hut  if  the  contractor  or  the  engineer,  or  the 
owner,  for  that  matter,  can  perform  the  architect- 
ural services  as  well  as  a  specialist,  he  should  he  at 
perfect  liberty  to  do  so  without  being  considered 
guilty  of  trespass.  If  the)'  want  to  prevent  this  so- 
called  encroachment,  architects  have  only  to  demon- 
strate that  their  services  are  so  valuable  that  they 
cannot  be  dispensed  with.  They  must  prove  to  own 
ers  that  they  give  a  service  that  is  worth  paying  ex- 
tra for.  When  they  shall  have  done  that,  then  they 
will  be  in  a  position  to  demand  a  financial  return 
commensurate  with  the  functions  they  perform.  The 
architectural  profession  has  big  opportunities  and  big 
responsibilities,  provided  it  develops  a  service  which 
wall  mean  better,  safer  and  more  artistic  buildings. 
Let  them  demonstrate  their  ability  to  COpe  with  these 
problems  satisfactorily. 

What  we  have  said  does  not  apply  to  all  archi- 
tects. It  does  apply  to  many — probably  the  majority. 
Our  suggestion  would  be  that  the  architects'  associ- 
at:ons  strive  first  to  raise  the  standard  of  the  service 
they  render.  At  the  present  time  these  services  are 
worth  up  to  10  per  cent.,  or  more,  in  a  few  cases,  but 
some,  again,  are  not  worth  so  much. 


Townships  in  Ontario  To  Receive  Generous 
Road  Building  Assistance 

HON.  F.  C.  BIGGS.  Minister  of  Public  Works 
and  Highways  of  Ontario,  has  introduced 
legislation  which  will  set  aside  two  million 
dollars  as  a  fund  from  which  loans  may  be 
made  to  the  townships  for  improvements  to  roads 
within  the  municipalities.  The  loans  will  be 
repayable  without  interest  within  a  period  not  ex- 
ceeding five  years. 

This  money  to  townships  is  plus  the  regular 
grants.  The  Minister  of  Highways  will  say  how 
much  will  be  loaned  to  any  township,  and  it  must 
not  exceed  an  amount  equal  to  ten  mills  on  the  equal- 
ized assessment  of  the  township.  The  Government  will 
undertake  to  accept  municipal  debentures  as  security, 
and  these  will  not  require  the  approval  of  the  electors 
or  be  the  subject  of  other  restrictions  generally  ap- 
plied to  debentures. 

In  add'tion  to  the  proposed  loans  the  new  legisla- 
tion would  reimburse  townships  for  twenty  per  cent, 
of  their  own  expenditure  on  township  roads.  The 
Government  retains  a  right  of  supervision  over  the 
expenditure.  The  bill  also  gives  assistance  to  the 
townships  by  making  grants  of  40  per  cent,  of  the 
salaries  of  township  overseers  or  foremen  on  road 
construction . 

Suburban  road  grants  are  also  fixed.   In  areas  just 


outside  the  city  limits  30  per  cent,  will  be  paid  by  the 
county;  30  per  cent,  by  the  city,  and  40  per  cent,  by 
the  province.  The  limit  of  expenditure  is  one-half 
mill  on  the  dollar  for  the  city,  but  provision  is  made 
that  two  mills  on  the  dollar  may  be  spent  if  the 
Council  approves  by  a  two-thirds  vote.  The  council 
of  the  county  must  be  prepared  to  spend  an  amount 
proportionately  . 

Ontario  Municipalities  to  Finance  Their  Own 
Housing  Schemes 

REPEAL  of  the  "Ontario  Housing  Act,  1919," 
is  indicated  by  the  introduction  of  a  new  bill 
in  the  legislature  of  Ontario,  by  Hon.  H.  C. 
Nixon,  Provincial  Secretary.  The""  present 
housing  act  has  depended  foi;  its  success  on  the  ap- 
propriation made  by  the  Dominion  Government  for 
housing  purposes,  Ontario's  share  of  which  was  $8,- 
753,000.  As  the  Dominion  Government  has  intimated 
that  no  further  assistance  may  be  expected,  the  pro- 
vince has  decided  to  proceed  on  the  new  lines  laid 
down  in  the  revised  bill.  • 

The  province's  share  of  the  Dominion  grant,  to- 
gether with  an  additional  $2,000,000  added  in  an  in- 
formal way  by  the  province  itself,  has  already  been 
appropriated  to  66  municipalities,  and,  while  a  number 
of  these  have  not  proceeded  on  their  schemes,  the  ap- 
propriations still  stand  and  will  be  applied  to  wort 
which  will  be  inaugurated  this  season.  The  new  lull 
contemplates  the  continuance  of  support  to  the  muni- 
cipalities now  at  work,  until  the  full  amount  of  the 
Dominion  appropriation  has  been  expended.  A  time 
limit  is  fixed,  after  which,  if  the  municipalities  have 
not  used  their  grants,  they  will  be  appropriated  to 
others  which  are  exceeding  their  original  building  pro- 
grams. It  is  quite  possible  that  many  municipalities 
which  contemplate  some  development  this  year  will 
decide  to  abandon  their  plans  in  view  of  the  increased 
cost  of  building  and  the  grants  made  available  to  them 
will,  therefore,  after  a  specified  time,  be  turned  over 
to  other  municipalities  in  need  of  money  for  active 
construction. 

The  essential  feature  of  the  new  bill  is  the  fact  that 
municipalities  may  continue  to  carry  out  housing  de- 
velopments by  doing  their  own  finanemg.  They  will 
be  entitled  to  apply  for  provincial  endorsation  of  then- 
bonds  and  secure  the  advice  and  assistance  of  the  pro- 
vincial housing  department. 

Of  the  $10,629,000  appropriated  to  the  municipali- 
ties under  the  "Ontario  Housing  Act,  1919,"  only  $2,- 
808,000  has  been  actually  paid  by  the  province,  so  that 
there  is  a  very  considerable  amount  yet  to  be  given 
on  account  of  schemes  inaugurated  under  this  act. 
Recognizing  that  the  increase  in  cost  of  building  has 
prevented  many  municipalities  carrying  out  their 
original  plans,  the  province  has  decided  to  raise  the 
loan  schedule  under  the  present  legislation.  Here- 
after the  province  will  approve  loans  up  to  $3,500  on 
houses  of  frame  construction  instead  of  $3,200;  $4,000 
instead  of  $3,800  on  houses  of  brick  veneer  construc- 
tion ;  and  $4,500  instead  of  $4,000  on  those  of  solid 
brick  construction.  If  the  cost  of  the  land  is  included, 
these  loans  are  $4,100,  $4,600  and  $5,100  respectively. 

In  his  annual  report  Mr.  J.  A.  Ellis,  Director  of 
Housing  for  Ontario,  states  that  if  all  the  require- 
ments of  the  various  municipalities  for  this  year  are 
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Canada's  Engineers — P.  L.  Pratley 


If  any  one  class  of  engineer  should  be  picked  out 
as  worthy  of  special  credit  for  the  economic  develop- 
ment of  our  country,  it  would  be  the  bridge  builder. 
Canada  is  a  land  where  the  predominating  problems 
concerned  in  its  development  are  those  of  transporta- 
tion. Railways  and  highways,  thousands  of  miles  of 
them,  spread  across  the  country,  linking  up  the  remote 
corners  of  a  vast  area  into  one  integral  unit,  and  wher- 
ever a  railroad  or  a  highway  penetrates,  there  bridges 
are  essential.  We  have  them  of  every  type — the  tiniest 
culvert  to  the  leviathan  Quebec — each  of  them,  never- 
theless, a  product  of  engineering  skill  and  ingenuity 
and  a  tribute  to  the  ability  and  energy  of  the  bridge 
builder  and  designer. 

It  is  fitting,  then,  that  as  the  subject  of  this  week's 
sketch,  we  should  select  one  of  Canada's  well  known 
bridge  designers,  Philip  Louis  Pratley,  M.  Eng.,  M. 
Inst.  C.  E.,  M.  E.  I.  C.  Mr.  Pratley  was  born  in  Liver- 
pool, England,  in  1884  and  received  his  education  at  the 
Liverpool  Institute  and  the  University  of  Liverpool 
entering  as  "Council  Scholar."  He  graduated  as  Bach- 
elor of  Engineering,  with  first  class  honors,  becoming 
a  "Rathbone  Medalist"  and  "University  Scholar"  and 
obtaining  the  Master's  Degree  after  the  requisite  prac- 
tical experience.  With  the  intention  of  taking  up  min- 
ing, he  devoted  his  vacations  to  working  in  the  lead 
and  zinc  mines  of  North  Wales.  He  also  had  some 
training  in  building  construction  with  his  father,  a 
building  contractor  in  Liverpool.  Following  his  grad- 
uation from  the  university,  Mr.  Pratley  served  in  the 
bridge  shops  of  Francis  Morton  &  Co.,  Garston.  Lan- 
cashire, Eng.,  until  coming  out  to  Canada  as  designing 
draftsman  with  the  Locomotive  &  Machine  Company, 
of  Montreal,  (now  defunct).  He  joined  the  designing 
staff  of  the  Dominion  Bridge  Company  in  May,  1906, 
and,  after  experience  in  detailing,  checking  and  design- 
ing, he  went  to  the  Government  Board  of  Engineers 
for  the  Quebec  Bridge,  as  calculating  and  designing 
engineer,  concerned  particularly  with  the  intricate 
mathematical  work  in  connection  with  primary  and 
secondary  stresses  in  the  various  designs  which  were 
studied  and  figured,  these  including  both  cantilever  and 
suspension  types.  On  the  formation  of  the  St.  Law- 
rence Bridge  Company,  Mr.  Pratley  was  appointed  to 
their  staff  as  designing  engineer  and,  in  that  capacity, 
had  charge  of  all  stress  sheets  and  material  diagrams 
for  the  various  designs  submitted  by  them.  After  the 
submission  of  tenders,  he  returned  to  the  Government 
Board  and  took  part  in  the  examination  and  checking 
of  the  designs  handed  in  to  them.  In  December,  1910, 
he  was  offered  and  accepted  the  position  of  Assistant 
Designing  Engineer  to  the  Dominion  Bridge  Com- 
pany, in  1913  succeeding  to  the  full  charge  of  the  esti- 
mating and  designing  department  as  Designing  Engi- 
neer. 

Mr.  Pratley  has  had  many  large  and  important 
bridges  pass  through  his  hands.  The  principal  indivi- 
dual structures  are,  perhaps,  the  Lachine  Bridge,  on  the 
C.  P.  R.;  the  St.  John,  N.  B.,  Arch;  the  Port  Nelson 
Bridge,  on  the  Hudson  Bay  Line;  the  Kildonan  Bridge, 
on  the  C.  P.  R.,  near  Winnipeg,  and  a  series  of  bridges 
on  the  C.  N.  P.  R.  in  British  Columbia.    In  addition  to 


bridge  work,  he  has  given  attention  to  the  construction 
of  steel  buildings  of  all  descriptions,  industrial  plants, 
mine  structures,  etc.  The  Creighton  Mine  head  frame 
and  crusher  house,  belonging  to  the  International  Nickel 
Company,  perhaps  the  biggest  in  America,  and  the 
head  frames  at  the  Dome  and  Hollinger  gold  mines  in 
the  Porcupine  area  are  important  examples  of  this  lat- 
ter class  of  work.  Under  Mr.  Pratley's  direction  are 
also  carried  out  investigations  of  existing  bridges  and 
structures,  estimates  of  quantities  and  costs,  designs 
for  tenders  and  for  construction  and  sketches  and  de- 
tails for  manufacture  and  erection.  In  1917  Mr.  Prat- 
ley was  given  charge  of  the  engineering  work  in  con- 
nection with  a  special  war  venture,  the  building  of 
marine  boilers.    As  engineer  of  the  boiler  department, 


Mr.    P.    L.  Pratley 


he  has  designed  and  superintended  the  manufacture  of 
boilers  for  the  British  Admiralty  and  the  Canadian, 
French  and  United  States  Governments.  This  work 
is  now  almost  finished,  being  substantially  an  emer- 
gency undertaking. 

He  is  a  member  of  the  Engineering  Institute  of 
Canada  and  member  of  the  Institution  of  Civil  Engi- 
neers and  author  of  two  papers  to  the  latter  institu- 
tion; one  on  the  Boucanne  River  Viaduct,  (1913),  and 
the  other  the  St.  John  Arch,  (1920),  just  being  pub- 
lished. Mr.  Pratley  is  an  enthusiastic  advocate  of  a 
universal  language  for  purposes  of  engineering  and 
science  in  general,  and,  in  this  connection,  is  a  mem- 
ber of  the  Universal,  British,  and  North  American 
Esperanto  Societies,  and  vice-president  of  the  Montreal 
Society. 


met,  $8,000,000  more  will  have  to  be  appropriated.  Ap- 
parently the  province  is  not  prepared  to  advance  this 
sum,  and  the  proposed  legislation  throws  the  respon- 
sibility for  financing  on  the  municipalities  themselves. 


International  Town  Planning  Congress 

Delegates,  appointed  by  the  Governments  of  Great 
Britain,  France,  Belgium,  Italy,  Holland,  Denmark, 
Norway,  Sweden,  Switzerland,  Spain,  Serbia,  Greece, 
Egypt,  India,  South  Africa,  Australia,  Canada,  the 
United  States,  and  the  republics  of  South  America, 
will  be  present  at  the  International  Town  Planning 


and  Housing  Congress  to  be  held  in  London  during 
June  of  the  present  year. 

The  proceedings  of  the  congress  will  occupy  nine 
days,  special  trains  being  made  available  so  that  the 
delegates  may  have  an  opportunity  to  inspect  the 
progress  that  has  been  made  in  housing  schemes. 


A  Housing  Commission,  consisting  of  Mayor  W.  S. 
Davis,  Messrs.  M.  J.  Butler  and  W.  S.  Savage,  has  been 
formed  at  Oakville,  Ont.,  and  work  will  commence  as  soon  as 
government  funds  are  available.  The  Commission  has  already 
23  applications  for  houses  on  hand. 
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Canada's  First  Successful  Activated  Sludge 
Sewage  System  at  Brampton,  Ont. 

Plant  Has  Operated  Excellently  for  Several  Months — Old  Septic  Tank  Re- 
arranged as  Aeration  Chamber — Small  Job,  but  Contracting  Features  Unusual 

  By  G.  Graham  Reid*   


IN  1908,  the  town  of  Brampton,  Ont.,  as  a  result 
of  numerous  lawsuits  brought  against  them  for 
contaminating  the  Etobicoke  Creek  by  dumping 
sewage  and  other  refuse  therein,  installed  a  pair 
of  reinforced  concrete  septic  tanks.  These  were  about 
100  ft.  long  with  reinforced  arch  roofs  and  fitted  up 
to  keep  all  air  away  from  the  sewage  and  allow  it  to 
settle  and  ferment.  The  fact  that  the  air  was  kept 
away  was,  no  doubt,  partially  due  to  the  desire  to 
keep  down  the  offensive  odor,  but  the  main  idea  was 
that,  if  the  sludge  were  well  rotted,  it  would  not  con- 
taminate the  river.  They  succeeded  in  keeping  the 
sludge  from  the  creek  to  some  extent,  but  the  effluent 
was  very  offensive,  making  the  water  unfit  for  ani- 
mals to  drink,  with  the  result  that  the  farmers,  par- 
ticularly one  living  on  the  river  bank  near  the  septic 
tanks,  again  brought  suit  for  damages. 

Septic  Tanks  Created  Nuisance 

These  old  tanks  were  so  arranged  that  the  sewage 
could  be  turned  into  one  while  the  other  was  being 
pumped  out  and  qleaned.  This  was  a  very  disagree- 
able job  on  which  it  was  hard  to  get  men  to  work — 
a  source  of  constant  annoyance  to  the  town  council. 
The  sludge,  when  deposited  in  the  drying  beds  which 
were  near  at  hand,  was  very  offensive,  and,  in  spite  of 
the  fact  that -the  tanks  were  at  the  town  limits,  the 
people  thereabouts  were  unanimous  in  condemning 
the  system.  It  was,  therefore,  generally  felt  that 
something  should  be  done  to  alleviate  the  nuisance 
and  put  the  town  in  the  good  graces  of  the  Provincial 
Board  of  Health.  Finally,  the  farmer  above  referred 
to,  obtained  an  injunction  against  the  town  prohibit- 
ing them  from  dumping  sewage  into  the  river  after 
November  1st,  1918.  This  was  afterward  extended  by 
the  court  to  February  1st,  1919,  to  allow  for  the  com- 
pletion of  the  plant.  The  Provincial  Board  of  Health 
issued  a  mandate  on  the  question  as  well  and  it  was, 
therefore,  up  to  the  council  to  do  something  in  spite 
of  the  fa£t  that  only  nine  years  previously  a  consid- 
erable sum  had  been  spent  in  a  well-meant  effort  to 
relieve  the  nuisance. 

The  town  engineer,  Mr.  W.  M.  Treadgold,  was  ask- 
ed to  report  on  the  subject,  and,  after  due  considera- 
tion of  all  the  circumstances,  decided  in  favour  of  an 
activated  sludge  plant.  The  committee  appointed  by 
the  council  to  deal  with  the  matter  visited  several 
plants  then  in  operation,  including  the  experimental 
sludge  aeration  plants  of  the  Provincial  Board  of 
Health  at  Toronto  and  of  the  Guelph  Experimental 
Farm  as  well  as  the  plants  in  operation  at  London  and 
Port  Colborne,  Ont. 

Old  Tank  Used  as  Aeration  Chamber 

Mr.  Treadgold  then  conceived  the  idea  of  altering 
one  of  the  old  tanks  so  as  to  use  it  for  an  aeration 
chamber,  adding  a  settling  tank  at  the  end.  By  deep- 
ening the  western  one  of  the  old  septic  tanks,  making 
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it  approximately  3  ft.  V/2  in.  wide  at  the  bottom  and 
installing  filtros  plates  supported  by  \]/2  in.  x  V/2  in. 
angles,  it  was  planned  to  aerate  the  sludge  in  this 
chamber.  As  shown  in  the  longitudinal  section,  the 
tank  in  question  was  divided  into  separate  main  com- 
partments, each  an  aeration  chamber  in  itself  empty- 
ing through  the  by-pass  at  the  west  side  into  the  set- 
tling chamber.  A  stop-log  was  provided  at  the  central 
wall  and  by  closing  this  and  operating  the  shear  gate 
the  sewage  may  be  turned  into  either  chamber  and 
the  other  one  cleaned  out  and  repaired.  The  old  tank 
was  provided  with  12  in.  cross  walls  at  16  ft.  centres 
making  six  sections  in  the  length  of  it  and  these  walls, 
with  the  exception  of  the  centre  one,  were  left  open  at 
the  bottom  so  as  to  force  a  thorough  circulation  of  the 
sludge  while  passing  through  the  aeration  chamber. 

Filtros  plates,  supplied  by  the  General  Filtration 
Company  of  Rochester,  N.  Y.,  were  installed  in  three 
rows  at  the  bottom,  being  supported  on  \y2  4n.  x  \Vz 
in.  angles  fastened  by  means  of  a  bolt  and  washer  at 
the  corners.  The  joints  were  filled  in  with  heated 
cement,  round  rods,  l/2  in.  in  diameter,  being  laid 
longitudinally  over  the'  angles  in  the  longitudinal 
joints  and  the  cement  poured  over  them.  These  fil- 
tros plates  have  proven  here  as  well  as  elsewhere,  par- 
ticularly in  Milwaukee,  to  be  very  satisfactory  dif- 
fusers.  They  are  a  composition  of  silica  and  although 
very  porous,  they  are  nevertheless  very  hard  and  re- 
sist the  action  of  any  acids  in  the  sewage  as  well  as 
quartz  glass.  They  cost  about  $3  per  square  foot  in 
this  country  as  there  is  a  heavy  import  duty  imposed 
upon  them. 

Pipe  Line  Installation 

A  walk  supported  on  wood  beams  ran  along  the 
centre  of  the  tank  as  shown  in  the  cross-section.  This 
was  renewed  and  the  piers  under  it  extended  to  one 
side  to  hold  a  sludge  return  line  and  to  support  6  in. 
x  6  in.  concrete  posts  for  the  5  in.  air  line.  These 
lines  and  their  supports  running  along  the  walk  can 
be  seen  in  the  accompanying  illustration  of  the  inter- 
ior of  the  activating  tank.  Two-inch  branches  run 
down  from  the  air  main  and  branch  at  the  bottom  into 
two  1  in.  lines  which  open  at  intervals  under  the  fil- 
tros plates.  Globe  valves  are  provided  at  each  one 
of  these  2  in.  lines  so  that  the  air  can  be  shut  off  any 
section  of  the  tank.  In  order  to  get  rid  of  any  water 
that  might  leak  through  the  filtros  plates  when  the 
air  is  shut  off,  a  one  inch  blow-off  pipe  is  provided  for 
each  section  with  its  valve  on  a  level  with  the  plat- 
form. A  6  in.  cast  iron  pipe  is  laid  underneath  the 
activating  tank  extending  into  each  main  chamber 
and  is  provided  with  a  6  in.  mud  plug,  as  described  in 
the  Chapman  valve  catalogue.  This  pipe  leads 
through  the  wall  of  the  settling  tank  into  a  sump  just 
outside  the  tank  and  is  arranged  so  that  the  activating 
chamber  can  be  pumped  dry  by  opening  the  mud  plugs 
and  pumping  from  the  sump  into  the  nearby  sludge 
bed. 

The  emergency  by-passes  which  were  provided  as 
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already  mentioned  in  order  to  use  either  main  cham- 
ber of  the  aeration  tank  separately  were  fitted  at  both 
ends  with  shear  gates  so  that  the  sewage  could  be 
turned  from  the  inflowing  manhole,  either  directly  to 
the  river  in  case  of  flood,  through  the  unchanged  sec- 
tion of  the  old  septic  tank  to  the  river,  into  either 
chamber  of  the  activating  tank  or  directly  into  the 
new  settling  tank.  This  was  thought  ample  provision 
for  any  emergencies  that  might  occur  and  so  far  has 
proven  to  be  so. 

Four  old  manholes  on  the  side  of  the  activating 
tank  were  cut  down  and  fitted  with  steel  sash  glazed 
with  wired  glass.  Two  ventilators  were  also  built  on 
the  roof  in  order  that  the  place  might  be  as  inoffensive 
as  possible. 

Settling  Tank  and  Compressor  House 

The  settling  tank  at  the  end  was  built  16  ft.  x  30 
ft.  inside  and  22  ft.  below  the  water  level.    It  was  de- 


sludge  and  discharge  it  outside  at  the  drying  bed  or 
back  through  the  sludge  return  line  into  the  activat- 
ing tank  again. 

The  compressor  house  was  built  of  reinforced  con- 
crete with  an  ordinary  wooden  roof  and  asphalt  shing- 
les and  the  inside  was  trimmed  up  neatly. 

Construction  Amid  Difficulties 

Only  about  280  yards  of  concrete  were  involved 
in  the  whole  work  but  this  was  spread  out  in  such 
difficult  and  unapproachable  places  that  the  work  was 
very  expensive.  A  good  deal  of  dissatisfaction  was 
expressed  by  the  council  at  the  amount  of  the  esti- 
mates but  these  were  later  conceded  to  have  been  none 
too  high  even  under  the  best  of  circumstances.  The 
market  for  cast  iron  and  wrought  iron  pipe  at  the  time 
was  demoralized  by  war  production  and  much  diffi- 
culty was  encountered  in  getting  prices  on  the  materi- 
al with  a  reasonable  promise  of  delivery.    The  con- 


Upper  left:  A  general  view  of  the  plant  showing  activating  tank  (with  ventilators)  and  compressor  house.  Lower  left; 
Special   type   of   compressor   with   motor   removed,   indicating  direct  drive.     Right:    A  view  of  the  interior  of  the  activating 

tank  showing  air  line  and  sludge  return  line. 


signed  with  two  chambers,  each  having  a  4  ft.  x  4  ft. 
pocket  at  the  bottom  into  which  the  whole  tank  slop- 
es. Reinforced  concrete  walls  16  in.  thick  were  used 
and  it  was  thought  wise  to  reinforce  these  walls  heav- 
ily as  the  inward  pressure  of  the  quicksand  when  the 
tank  was  empty  could  scarcely  be  estimated.  The 
tank  was  floored  over  at  the  ground  level  by  means  of 
two  reinforced  concrete  beams  and  a  5  in.  slab  and 
the  compressor  house  was  built  on  top  of  it.  Collect- 
ing weirs  of  2  in.  x  10  in.  cypress  were  installed ;  over, 
the  edges  of  these  the  effluent  flows  and  is  collected  in 
a  main  reinforced  concrete  weir  built  on  the  central 
wall  of  the  settling  tank.  A  large  baffle  board  of  3  in. 
x  10  in.  cypress  was  built  across  both  chambers  forc- 
ing the  flow  of  the  sewage  towards  the  bottom  of  the 
tank  where  the  sludge  remains.  A  six  inch  pipe  ex- 
tends to  within  one  foot  of  the  bottom  of  the  tank  and 
is  fitted  with  a  Y\  in.  air  pipe  extending  inside  it  below 
the  level  of  the  filtros  plates  in  the  activating  tank. 
The  air  from  the  compressor  was  designed  to  lift  the 


tract  was  awarded  about  September  18,  1918,  and  it 
was  then  hoped  to  have  the  work  completed  and  the 
plant  in  operation  by  February  1,  1919. 

On  September  16,  excavation  was  started  for  the 
new  settling  basin  at  the  south  end  of  the  old  tanks. 
A  small  stiff-leg  derrick  and  hoist  were  used  to 
handle  the  excavated  earth  and  dump  it  into  wagons. 
The  derrick  was  placed  at  the  south  side  of  the  excava- 
tion so  that  the  boom  would  sweep  over  almost  the 
whole  area.  It  was  afterwards  used  to  erect  the  forms 
in  panels  and  to  place  the  concrete  in  the  walls  with- 
out moving  either  derrick  or  engine.  The  first  ten 
feet  of  the  excavation  was  through  a  clayey  gravel 
overlying  a  peculiar  quality  of  quicksandy  clay 
which  commenced  a  few  inches  above  the  level  of  the 
water  in  the  river.  A  good  deal  of  trouble  was  en- 
countered owing  to  this  fact  as,  during  the  fall  rains, 
the  river  rose  and  seeped  rapidly  through  the  gravel 
into  the  excavation.  Moreover,  the  clay  contained  so 
much  quicksand  that,  on  exposure  to  the  dampness 
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and  the  air  for  a  few  hours,  it  became  as  mobile  as 
quicksand  itself.  The  peculiar  thing  about  it  was  that 
at  first  it  was  very  hard  and  headway  could  only  be 
made  by  blasting. 

Tribulations  of  the  Contractor 

Light  shots  of  40%  dynamite  were  placed  at  inter- 
vals of  about  6  feet  and  about  twenty  shots  were  fired 
at  once.  This  greatly  encouraged  the  few  men  that 
were  left  working  during  the  ravages  of  the  "flu"  and 
if  a  proper  gang  could  have  been  secured,  the  800  yards 
would  very  soon  have  been  excavated.    Several  men 


One   of   a    pair   of   septic    tanks   was   reconstructed    to    make  activating 

chamber. 

were  taken  sick,  however,  and  the  wet  weather,  about 
the  second  week  in  October  when  the  excavation  was 
about  two-thirds  completed,  made  the  hole  a  very 
nasty,  dirty  place  to  work. 

Men,  or  such  excuses  as  we  were  able  to  attract 
by  the  offer  of  high  wages,  would  stay  only  a  few 
hours  and  then  chuck  the  job  for  something  easier. 
Big  wages  were  common  in  the  munition  plan ts  at 
that  time  and  work  and  money  were  easy  to  get.  It 
was  epiite  enough  to  make  any  contractor  wish  for  the 
good  old  days  when  jobs  were  scarce  and  a  fellow  had 
to  work  to  hold  his  job.  If  the  foreigners  were  urged 
to  do  a  little  work,  they  immediately  climbed  the  lad- 
der and  struck  for  higher  wages.  And  the  foreigners 
were  not  alone  in  the  matter  either.  To  make  things 
worse  our  foreman  was  badly  hurt  by  the  crank  of 
a  gasoline  engine  and  efforts  to  suitably  replace  him 
were  fruitless.  The  writer,  on  several  days  went  into 
the  work  with  pick  and  shovel  and,  although  I  am  not 
a  heavy  man,  I  may  be  forgiven  for  saying  that  I 
threw  as  much  dirt  as  three  of  the  others  on  the  aver- 
age. Men,  in  these  days  have  gotten  the  upper  hand 
and  there  never  was  a  contractor  in  the  old  days  who 
gave  his  men  a  more  unfair  deal  than  these  same  men 
would  give  their  employers  now.  It  is  certainly  no 
wonder  that  contractors  have  refused  to  accept  any 
work  whatever  on  a  lump  sum  basis.  I  suppose,  when 
these  men  have  forced  a  slump  they  will  have  to  come 
back  to  the  old  conditions  of  affairs  and  it  will  be  their 
own  fault. 

The  crib  work  in  the  bottom  of  the  excavation  was 
arranged  so  that  the  reinforcing  could  be  placed 
around  it  and  the  concrete  poured  up  to  the  shores 
which  were  then  removed,  The  sloping  wall  on  the 
south  side,  which  was  on  a  1:1  slope,  had  to  be  cribbed 
as  otherwise  it  would  not  stay  up.  A  small  gasoline 
mixer  was  operated  at  the  west  side  and  the  con- 
crete poured  through  a  chute  until  the  first  fifteen 
feet  of  wall    was  placed.     A  1  :2 :4   mix   was  used 


throughout,  the  crushed  stone  being  supplied  from 
Dundas  by  the  Rogers  Supply  Co.,  Ltd.,  and  the 
sand  obtained  locally. 

Labor  Saved  in  Form  Erection 

The  forms  were  made  up  in  sections  and  designed 
so  that  the  lower  sections  on  being  removed  could 
be  used  to  make  the  upper  ones  without  knocking 
them  to  pieces.  As  the  derrick  was  used  in  placing 
the  sections,  the  4  in.  x  4  in.  walings  were  nailed  on 
the  back  of  the  ribs  before  lowering  the  sections  into 
place.  In  this  way  much  of  the  carpenter  work  was 
done  by  the  time  the  excavation  was  finished  and  the 
forms  were  placed  in  a  minimum  of  time.  Each  one 
of  these  panels  was  designated  and  the  proper  bevels 
determined  before  a  board  was  cut  with  the  result 
that  almost  no  cutting  had  to  be  done  in  placing  them. 
Forms  for  one  10  ft.  section  were  placed,  braced  and 
completed  ready  for  concrete  in  one  day  with  the  help 
of  three  carpenters  and  three  laborers.  This,  of 
course,  could  not  have  been  done  but  for  the  fact  that 
all  the  lifting  was  done  by  the  derrick. 

The  reinforcing  was  placed  and  wired  securely  in 
position  before  placing  the  forms.  It  happened  that 
just  at  the  time  when  the  last  section  of  wall  in  the 
settling  tank  was  being  prepared  for  the  forms,  the 
Pease  foundry  closed  down  for  three  days  for  repairs. 
We  secured  a  few  extra  carpenters  and  built  the  forms 
for  the  compressor  house,  floor,  and  beams  on  sheds, 
and  as  soon  as  the  outflow  weir  and  wall  section  was 
completed  we  hitched  the  derrick  to  the  beam  and 
floor  forms  and  lifted  them  into  position  as  a  unit,  af- 
terwards removing  the  skids.  This  saved  us  about 
three  days  that  would  otherwise  have  been  spent  m 
making  up  the  forms  for  the  floor.  The  forms  for  the 
compressor  house  walls  were  similarly  placed  in  sec- 
tions and  a  runway  built  on  top  of  them. 

Concrete  Buggies  Hoisted  by  Derrick 

The  concrete  was  dumped  into  the  buggies  and 
these  were  hoisted  on  the  runway  and  dumped  into  the 
forms.  A  bridle  was  made  from  a  logging  chain  with 
three  hooks  which  fastened  on  the  sides  of  the  buggy 
and  attached  to  the  snatch  block  on  the  derrick  line. 
This  saved  building  any  sort  of  elevator  and  proved  a 
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Detail  of  the  filtros  plates,  blow  off  and  air  inlet. 


fairly  speedy  and  inexpensive  way  of  placing  the  con- 
crete at  a  height  not  above  10  ft.  from  the  ground  as 
only  one  extra  man  was  required  to  fill  the  buggies 
and  attach  the  snatch  block  to  them.. 

Excavation  of  Activating  Tank 

By  this  time  the  weather  was  extremely  cold  and 
the  concrete  work  on  the  compressor  house  was  fin- 
ished-none  too  soon.  Excavation  was  now  commenc- 
ed on  the  activating  tank.  The  derrick  was  placed 
half  way  between  the  first  two  manholes  on  the  side 
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of  the  old  tank  and  arranged  so  that  the  buckets  could 
be  lowered  or  raised  into  either  manhole.  In  this  way- 
it  was  necessary  to  move  the  derrick  only  once  dur- 
the  work. 

The  excavation  was  carried  out  in  16  ft.  sections, 
one  section  being  concreted  while  the  other  was  being 
excavated.  On  account  of  the  time  of  the  year  a  good 
deal  of  water  seeped  into  the  excavation  and  a  pul- 
someter  had  to  be  kept  in  operation  all  the  time.  The 
excavation  at  best  was  a  slow  and  difficult  job  as  the 
clay  was  very  hard,  quarters  were  cramped  and  it 
was  thought  unsafe  to  use  dynamite.  The  sand  and 
stone  for  the  concrete  had  to  be  heated  and  this  neces- 
sitated using  the  boiler  of  the  hoist  engine  to  its  ca- 
pacity all  the  time,  as  it  had  to  operate  the  pulsometer, 
hoist  and  heating  plant  at  the  same  time  and  also,  at 
times,  it  had  to  heat  water  for  mixing  operations. 
Here  we  suffered  for  lack  of  a  little  care  at  the  start 
as  we  discovered  that  we  had  leaky  tubes  in  the  boiler 
and  were  forced  to  shut  down  and  repair  them  with 
the  weather  below  zero. 

The  underpinning  was  finally  completed  about  the 
middle  of  January  1919  and  the  by-pass  sewer  was  then 


Section  of  the  settling  tank  and  compressor  house. 


laid  and  manholes  completed  as  well  as  an  outfall 
sewer  to  carry  off  the  effluent  from  the  settling  tank. 
By  February  15th  the  filtros  plates  had  been  laid,  the 
skylights  finished  and  glazed,  the  air  lines  and  sludge 
return  line  completed  and  the  shear  gates  and  mud 
plugs  installed. 

The  work  was  considerably  delayed  at  this  junc- 
ture by  a  thaw  when  the  river  rose  and  flooded  the 
works,  necessitating  a  good  deal  of  pumping  before 
the  work  could  be  finished.  With  the  exception  of 
the  installation  of  the  compressor,  however,  the  con- 
tract was  completed  by  March  10th,  1919. 

Ordinary  Compressor  Unsuitable 

It  was  decided  by  Mr.  Treadgold,  after  consulta- 
tion with  Milwaukee  and  Cleveland  engineers,  that 
the  ordinary  type  of  compressor  was  unsuitable  for 
the  job.  The  main  reason  was  that  a  good  deal  of 
oil  passed  into  the  air  lines  and  this,  with  fine  par- 
ticles of  dust,  plugged  the  filtros  plates.   A  compres- 


sor of  the  centrifugal  type  was  therefore  pufchaa  d 
and  installed  with  direct  connection  to  the  motor.  This 
compressor  is  shown  in  an  accompanying  picture.  It 
was,  however,  nearly  the  first  of  June  1919  before  the 
plant  was  ready  for  operation. 

The  plant  is  now  being  operated  about  15  hours 
per  day.  One  man  only  is  retained  to  look  after  it 
and  his  job  is  not  a  very  onerous  one.  The  sludge 
is  aerated  for  a  period  of  about  15  or  16  hours  dur- 
ing the  night  and  then  the  raw  sewage  flowing  into 
one  end  of  the  activating  tank  forces  the  treated  sludge 
into  the  settling  tank  where  it  settles  to  the  bottom 
and  at  commencement  of  operations  that  evening  it 
is  either  partially  or  wholly  returned  into  the  aerating 
chamber  to  start  the  action  on  the  raw  sewage  which 
has  come  in  during  the  day. 

A  rather  peculiar  circumstance  was  the  occasion  of 
much  bother  at  first  in  the  operation  of  the  com- 
pressor. The  water  supply  of  the  town  is  pumped 
from  a  lake  to  the  north  end  and  is  very  hard.  It  was 
found  that  on  running  the  compressor  for  a  short 
time  it  began  to  heat  up  and. the  reason  was  dis- 
covered to  be  that  the  lime  from  that  water  had  clogged 
the  valves  leading  to  the  water  jacket  and  prevented 
the  cooling  of  the  compressor.  The  compressor  had 
to  be  shut  down  and  the  water  jacket  and  pipes 
cleaned  out  and  this,  of  course,  was  certainly  an  un- 
welcome job.  This,  however,  is  only  a  minor  detail 
and  at  worst  will  be  completely  overcome  when  the 
town  installs  a  filtration  plant  as  they  intend  doing 
in  the  near  future.  The  trouble  has  been  temporar- 
ily alleviated  by  putting  in  a  trap  which  takes  a  good 
deal  of  the  lime  from  the  water  before  it  reaches  the 
cooling  jacket.  It  is  expected  that  a  couple  of  small 
rain  water  tanks  will  be  built  in  the  near  future,  and 
by  running  the  overflow  back  into  the  tank,  which 
should  be  an  easy  matter  with  compressed  air  at  hand, 
the  lime  in  the  water  will  be  entirely  eliminated. 

No  Sludge  Problem 

The  system  has  now  had  a  fair  chance  to  be  thor- 
oughly tested  out  and  as  far  as  can  be  determined 
it  promises  to  solve  the  sewage  problem  for  the  town 
for  a  long  time  to  come.  Certainly  the  results  now 
obtained  are  above  reproach  and.  the  Provincial  Board 
of  Health  are  satisfied  as  well  as  the  obstreperous 
farmers  owning  land  on  the  river  bank.  The  upkeep 
is  small,  one  man  only  being  required  for  its  opera- 
tion, this  in  addition  to  the  power  used  being  practic- 
ally the  only  item  of  expense.  Of  course,  the  amount 
of  sludge  treated  is  relatively  small  to  what  has  to 
be  treated  in  a  large  city,  so  small  in  fact  that  the 
problem  of  drying  and  getting  rid  of  the  sludge  is 
negligible.  This  seems  to  be  the  principal  objection 
to  the  system  in  larger  cities,  but  in  Brampton,  the 
sludge  is  pumped  into  a  drying  bed  and  allowed  to 
collect,  being  carted  away  at.  intervals.  Its  value  for 
fertilizer  or  other  commercial  purposes  has  yet  to  be 
determined  but  little  doubt  seems  to  exist  that  they 
will  be  at  least  able  to  get  rid  of  it  without  expense. 

Compared  with  other  systems  there  can  scarcely 
be  any  doubt  but  that  the  upkeep  is  more  expensive 
than 'in  the  case  of  sprinkling  gravity  filters.  The 
fact,  however,  that  there  is  not  sufficient  fall  existent 
to  operate  a  sprinkling  filter  system  without  expensive 
pumping  equipment  would  seem  to  outweigh  the  for- 
mer consideration.  It  would  seem,  then,  that  where 
sufficient  fall  exists  to  warrant  the  installation  of 
gravity  filters,  it  would  be  injudicious,  at  the  present 
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time  at  least,  to  use  the  aerated  sludge  system,  at 
any  rate  in  the  form  that  has  been  described.  How- 
ever, a  good  many  cases  exist,  such  as  the  town  of 
Brampton  where  this  fall  is  not  obtainable  and  ra- 
ther than  resort  to  pumping,  it  is  cheaper  and  better 
to  aerate  the  sludge  and  dispose  of  it  in  that  way. 

In  conclusion,  the  writer  would  have  it  especially 
noted  that  Mr.  Treadgold  and  Brampton  have  been 
the  pioneers  of  the  activated  sludge  system  in  On- 
tario and  probably  in  Canada.  Beside  Mr.  Treadgold, 
who  was  the  initiator  of  the  scheme,  should  be  men- 
tioned Mayor  L.  J.  C.  Bull  and  Councillors  Wm. 
Warr  and  the  late  Jas.  Heatly  who  was  inspector  in 
charge  of  construction. 

It  is  to  be  hoped  that  other  municipalities  will  at 
least  profit  by  Brampton's  experiences  in  their  antici- 
pated work  if  they  do  not  find  it  within  their  judg- 
ment to  follow  in  the  blazed  trail. 


Toronto  Building  Trades  Council 
Propose  Cheap  Houses 

REALIZING  the  critical  nature  of  the  housing 
situation,  the  executive  of  the  Building 
Trades  Council  of  Toronto  have  put  forward 
a  proposal  for  the  construction  of  houses  for 
working  men  at  lower  costs  than  have  obtained  in 
connection  with  other  schemes.  Briefly,  the  proposal 
is  that  the  Building  Trades  Council  use  their  auth- 
ority to  procure  the  adequate  supply  of  labor  to  un- 
dertake the  construction  of  100  houses,  provided  the 
city  will  undertake  to  finance  and  provide  the  mater- 
ials for  the  project.  They  claim  that  dwellings  which 
now  cost  $4,000  may  be  built  for  $3,200,  one  source 
of  saving  being  in  the  cost  of  supervising  and  design- 
ing. The  executive  officials  of  the  council  claim  to 
have  been  offered  the  voluntary  services  of  a  firm  of 
architects  for  $2,500.  The  profits  on  labor  and  ma- 
terial will  be  saved  and  a  constant  supply  of  workmen 
will  be  guaranteed. 

In  return,  the  Building  Trades  Council  expects 
that  the  city  will  use  its  influence  to  prevent  the  erec- 
tion of  buildings  wheh  might  be  termed  luxurious. 

The  city  architect,  G.  F.  W.  Price,  in  discussing 
the  proposal,  states  that  he  is  dubious  concerning  the 
amount  of  saving  claimed  by  the  Trades  Council  and 
he  doubts  whether  they  will  be  able  to  guarantee  the 
supply  of  labor. 


Monolithic  Concrete  Houses  Need 
Not  be  Ugly* 

A  monolithic  house  of  any  architectural  design, 
form  or  size  can  be  built,  but  in  order  that  the  cost  of 
construction  be  held  within  reasonable  limits  the  forms 
must  be  used  over  and  over  again.  This  would  re- 
quire either  that  the  same  set  of  forms  allow  wire  vari- 
ation as  to  length,  height  and  relation  of  surfaces  or 
that  the  design  itself  be  limited  to  the  flexibility  allow- 
ed by' the  particular  system  of  forms  employed.  There 
is  no  system  of  concrete  house  mojds  available  but 
that  require  a  certain  degree  of  standardization  in  de- 
sign to  make  their  use  economical.  Gables,  bay-win- 
dows, curved  surfaces  or  other  than  right  angle  corn- 
ers add  to  the  cost  of  form  work. 

For  a  large  group  of  houses  which  is  essentially  the 
industrial  housing  problem  today,  much  emphasis  has 
been  placed  on  appearance.   Rows  of  houses  of  identi- 

*From  report  on  Monolithic  Concrete  Houses  presented  at  National 
Conference  on  Concrete  House  Construction. 


cal  design  are  often  condemned,  and  rightly  so,  it 
each  individual  house,  is  ugly,  whether  built  of  wood, 
brick  or  concrete.  There  is  little  choice,  however,  be- 
tween a  group  of  houses  all  different  but  each  of  which 
is  ugly  and  a  group  of  ugly  houses  all  alike  except- 
ing that  the  ensemble  of  all  different  ugly  houses  is 
more  offensive  than  the  group  of  all  alike  ugly  hous- 
es. The  real  objection  seems  to  lie  in  the  design  of 
the  house  itself.  It  does  not  appear  that  a  group  of 
houses  each  of  which  is  pleasing  will  present  an  un- 
pleasing  ensemble  even  though  all  have  the  same  gen- 
eral dimensions.  Thus  the  problem  is  at  once  solved 
by  producing  a  correct  architectural  design  as  to  gen- 
eral style  and  proportions  which  can  readily  be  altered 
in  minor  details  such  as,  the  entrance,  porch  and  roof 
without  at  all  affecting  the  pleasing  architectural  pro- 
portion. This  is  the  work  of  the  architect  and  offers  a 
challenge  to  his  talent  and  genius. 

Design  for  a  large  project  must  above  all  other 
things  be  practical  and  must  therefore  meet  all  the 
real  needs  of  the  occupants.  Large  groups  of  indus- 
trial houses,  will,  in  large  measure,  be  occupied  by  a 
fairly  uniform  class  of  families.  Different  grades  of 
workmen  or  different  nationalities  usually  require  sep- 
arate groups  with  corresponding  differences  in  size 
or  design  of  house.  Within  each  of  these  sub-groups 
ihere  is  little  reason  for  much  variation  in  the  main  di- 
mensions or  floor  plans  of  the  houses,  and  the  objection 
of  sameness  can  be  at  once  removed  by  a  skillful  ar- 
rangement of  houses  with  variations  in  roof  and  porch- 
es, surface  treatment,  location  of  entrances  and  the 
facing  directions  of  their  fronts.  This  has  been  amply 
demonstrated  in  a  number  of  recent  industrial  hous- 
ing developments  and  the  fact  that  the  monolithic 
house  has  practical  limitations  as  to  variety  because 
of  the  use  of  forms  should  not  hinder  the  adoption  of 
this  type.  . 

The  molds  that  have  been  developed  and  used  may 
be  classified  as  to  material — wood  and  steel.  The 
most  widely  known  wooden  concrete  house  molds  arc 
those  invented  by  C.  H.  Ingersoll  and  used  to  con- 
struct the  concrete  houses  at  Phillipsburg  and  Union, 
N.  J.  These  molds  do  not  permit  of  much  variation 
in  design  and  a  complete  separate  set  is  required  for 
each  type  of  house. 

Another  system  of  wooden  forms  utilizing  grooved 
2  by  4's  which  support  and  hold  in  place  sectional 
wooden  forms  is  known  as  the  Felligren  System,  and 
we  understand  has  been  successfully  vised  in  and 
around  Chicago, 

Metal  Types  of  Forms 

The  best  known  systems  of  steel  molds  are  the 
Hydraulic  Steelcraft,  Morrill,  Lambie,  Metaform, 
Blaw-Knox,  Schub  and  the  Van  Guilder.  The  Steel- 
craft,  Morrill,  Metaform,  Blaw-Knox  and  Schub  molds 
are  made  up  of  relatively  small  plates  from  2  feet  to  3 
feet  square.  The  Lambie  forms  are  composed  of 
steel  channels  set  vertically,  clipped  together  at  the 
flanges  and  lined  with  horizontal  liners  composed  of 
steel  angles.  The  Van  Guilder  molds  represent  a  dif- 
ferent type  consisting  of  a  combination  of  plates  about 
9  to  18  inches  high,  held  together  by  yokes  and  re- 
leased from  the  wall  by  levers.  When  the  chambers 
of  the  machine  are  tamped  full  or  concrete,  the  plates 
are  released  and  the  machine  moved  ahead,  traveling 
around  the  wall  and  forming  a  course  from  9  to  18 
inches  high.  This  method  produces  a  double  wall  and 
obviates  the  need  of  furring  and  does  not  impose  re- 
strictions on  design. 
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Fewer  Design  Units  Mean  Cheaper 

Construction 

Cost  of  Reinforced  Concrete  Buildings  Kept  Down  by 
Standardization — Supposed  Economies  Prove  Expensive 


ONE  way  of  reducing  the  cost  of  engineering 
and  of  construction  is  by  standardization.  The 
standardizing  of  parts  is  being  used  in  steel 
mill  and  factory  structures,  and  it  is  evident 
that  it  can,  to  a  certain  extent,  be  applied  also  to  re- 
inforced concrete. 

With  this  in  view,  the  Special  Committee  on 
Standardization  of  Units  of  Design  of  the  American 
Concrete  Institute,  A.  B.  MacMillan,  chairman,  made 
a  study  of  reducing  the  number  of  units  of  the  same 
class,  thus  to  speed  up  construction.  In  a  progress 
report  to  the  Institute  at  last  month's  convention  in 
Chicago,  the  committee  presented  some  very  interest- 
ing information  to  show  the  causes  for  excessive  costs 
under  which  present  construction  is  going  on,  and  how 
standardization  will  reduce  the  cost  of  building.  The 
salient  features  in  the  report  are  abstracted  here. 

Standardization  of  Steel  Units 

In  the  earlier  days  of  structural  steel  each  rolling 
mill  had  its  own  rolls,  which  varied  in  small  details 
from  those  of  every  other  mill  and  which  covered  an 
enormous  gamut  of  sizes.  Designing  engineers,  in 
striving  for  economy,  as  they  thought,  called  for  sizes 
varying  by  a  few  pounds  weight  for  each  slight  vari- 
ation of  load  to  be  carried,  with  the  result : 

1 —  That  the  engineering  cost  was  more  expensive 
than  necessary. 

2 —  That  tonnage  output  of  the  rolling  mill  was  re- 
duced, owing  to  the  innumerable  changes  in  rolls  re- 
quired. 

3 —  The  work  of  the  fabricating  shop,  together  with 
the  opportunity  for  error,  was  greatly  increased  owing 
to  the  possibility  of  mistaking  one  section  for  another 
which  differed  only  in  minor  degree. 

It  was,  of  course,  difficult  to  get  material  from  sev- 
eral different  mills  and  use  it  interchangeably,  because 
of  the  lack  of  standardization.  It  soon  became  appar- 
ent that  the  multiplicity  of  shapes  and  weights  put  a 
tax  on  the  use  of  structural  steel  that  was  unnecessary 
and  undesirable. 

As  a  result,  the  decision  to  roll  only  certain  shapes 
and  weights  was  reached,  and  designers  were  compell- 
ed to  adopt  these  shapes  and  weights  to  their  use. 
Needless  to  say,  a  good  deal  of  agitation  and  misgiv- 
ing was  occasioned,  but  today  we  know  that  the 
change  has  been  justified,  that  the  smaller  number  of 
sections  to  be  obtained  are  nevertheless  sufficient  for 
any  case  that  may  arise,  and  that  economy  has  gone 
hand  in  hand  with  change. 

The  standardization  of  structural  steel  is  but  one 
example"    This  has  bfeetl  extended  to  steel  sash  and 
Other  items  used  in  the  construction  of  buildings. 
Lack  of  Standard  Units 

The  lack  of  standardization,  with  its  attendant 
brothers,  is  clearly  shown  in  the  products  of  the  var- 
ious brickyards,  hardly  any  two  of  which  produce 
brick  of  a  size  and  color  so  nearly  alike  as  to  enable 


them  to  be  used  interchangeably  with  the  bricks  from 
another  yard.  In  a  time  like  the  present,  where  there 
is  a  decided  shortage  of  brick,  this  condition  is  an  un- 
mitigated hardship. 

Today  we  are  facing  an  unprecedented  demand  for 
new  buildings,  on  the  one  hand,  and  a  shortage  of 
materials  and  labor,  a  condition  of  congestion  and 
embargoes  on  the  railroads,  and  an  unrest  in  the  labor 
field  that  is  reflected  in  a  lessened  output  per  man  for 
the  hours  worked.  It  is,  perhaps,  due  to  the  shorter 
hours  that  there  seems  also  to  be  a  falling  off  in  effic- 
iency over  that  which  obtained  before  1916.  This 
can  be  accounted  for,  at  least  partially,  if  it  is  remem- 
bered that  even  before  the  war  the  workmen  did  not 
hit  their  full  stride  the  moment  the  whistle  blew, 
neither  did  they  work  at  full  speed  to  the  moment  of 
closing  at  noon  or  night. 

Inefficiency  of  Labor 

The  condition  of  an  early  finish  and  a  slow  start 
obtains  today,  but  owing  to  the  shorter  day  now  pre- 
valent it  means  an  actual  decrease  in  the  total  output 
compared  with  the  output  of  an  equal  number  of 
hours  for  the  longer  day  ;  although  in  each  case,  com- 
paring hour  for  hour,  the  men  may  be  working  at 
exactly  the  same  rate. 

The  reduction  of  output  is  greatly  aggravated  by 
the  actual  shortage  of  skilled  and  unskilled  labor. 
This  deficiency  is  estimated  by  the  brick  masons' 
union  to  be  not  less  than  ten  thousand  men  for  their 
trade  alone.  Such  a  lack  of  workmen,  in  the  face  of 
a  tremendous  demand  for  workmen,  both  by  builders 
and  manufacturers,  has  a  tendency  to  increase  the 
drift  from  job  to  job,  with  the  resulting  effect  that  new 
men  must  constantly  be  hired  and  educated  for  new 
duties.  It  is,  or  should  be,  quite  apparent,  that  in  a 
limited  period  of  time  it  is  much  harder  to  teach  a  man 
how  to  perform  a  number  of  different  tasks,  and  ob- 
tain satisfactory  results  each  time,  than  it  would  be 
to  teach  one  thing,  and  by  constant  repetition  to  reach 
a  high  standard  of  efficiency. 

It  is  quite  possible  to  take  men  of  average  intelli- 
gence and  make  them  good  workmen  at  any  one  job  in 
a  very  short  time,  providing  they  are  kept  at  one  job 
without  variation. 

Reduction  of  Bar  Sizes 

At  the  present  time  the  bar  mills  are  being  forc- 
ed to  reduce  the.  number  of  sizes  and  kinds  of  bars 
rolled.  This  is  largely  an  economic  condition,  The 
men  in  the  rolling  mills  are  paid  on  a  tonnage  basis; 
the  overhead  of  the  mill,  too,  is  charged  against  the 
tonnage  output.  The  mills,  recognizing  these  facts, 
are  today  rolling  approximately  two-thirds  of  their 
output  in  sizes  above  the  Y\  in.  base  size  and  one-third 
in  sizes  smaller  than  base. 

To  take  a  typical  case,  one  ton  of  V*  in.  round  bars 
would    equal   5,320  lineal    feet,    whereas    it  would 
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equal  but  1.350  feet  of  hi.  round  bars.  Unques- 
tionably, the  cost  of  labor  and  overhead  on  the  larger 
size  must  be  much  less  per  ton  than  that  of  the  smal- 
ler. 

It  is  very  probable  that,  for  the  immediate  future 
at  least,  the  intermediate  1/16  in.  sizes  will  be  aban- 
doned and  designers  of  concrete  structures  will  be 
forced  to  content  themselves  with  sizes  that  advance 
by  even  eighths. 

Special  Orders  Increase  Cost 

Citing  again  the  steel  sash  shops  as  an  example  01 
the  tendency  toward  standardization,  just  so  long  is 
the  regular  stock  sash  with  flat  heads  and  horizontal 
pivoted  ventilators  are  ordered,  a  reasonable  time  of 
delivery  may  be  obtained.  If,  however,  to  satisfy  a 
whim  of  the  owner  or  engineer,  vertically  pivoted  ven- 
tilators are  called  for,  the  whole  operation  of  the  shop 
is  thrown  out  of  gear. 

The  workmen  in  the  sash  mills  are  paid  a  regular 
rate  plus  a  bonus  for  output.  Just  as  long  as  the  work- 
is  standard  and  regular  the  men  earn  a  bonus  worth 
while.  Inject,  however,  something  special,  and  the 
routine  of  the  factory  stops ;  the  men  do  not  make 
their  bonus,  with  the  result  of  a  prompt  disintegra- 
tion of  the  morale  and  a  great  falling  off  of  efficiency. 

Examples  may  be  multiplied,  but  this  will  suffice 
to  indicate  the  desirability  of  standardization,  not 
only  in  rolling  mills  and  factories,  hut  in  the  closely 
allied  industry,  the  manufacture  of  buildings. 

May  Become  Cheaper  to  Use  More  Materials  and 
Less  Labor 

Constant  thought  and  attention  must  be  given  to 
the  relative  cost  of  labor  and  materials. 

In  1916,  on  an  average  job,  a  division  of  the  money 
spent  in  producing  the  structure  would  indicate  that 
labor  cost  about  30%  and  materials  purchased  about 
70%  of  the  total.  Today  the  division  would  be  ap- 
proximately 40%  for  labor  and  60%  for  materials,  and 
it  is  predicted  that  in  the  near  future,  owing  to  the  ris- 
ing price  of  labor,  this  division  may  be  more  nearly 
fifty-fifty.  As  the  labor  cost  increases  it  becomes  self- 
evident  that  more  and  more  material  can  be  used,  if 
thereby  labor  can  be  reduced. 

To  apply  this  line  of  reasoning  directly  to  the  indi- 
vidual parts  of  a  concrete  building  is  not  simple.  It 
is  very  difficult  to  make  it  clearly  obvious  that  where 
a  number  of  beams  in  a  building  are  of  one  size,  al- 
though the  loading  may  vary  sufficiently  to  allow  de- 
creasing the  depth  or  the  width  in  some  instances, 
nevertheless  such  change,  while  it  would  undoubtedly 
save  material,  would  probably  make  the  saving  at  the 
expense  of  a  considerable  extra  cost  for  labor  and  sup- 
ervision. 

It  is  proposed  by  the  committee  to  submit  at  the 
next  meeting  of  the  American  Concrete  Institute  actii- 
al  design  and  estimating  data  illustrating  the  possi- 
bilities of  a  greater  degree  of  unification,  particularly 
relative  to  footings,  columns  and  beams. 

How  Supposed  Economies  Increase  Costs 

In  the  meantime,  a  few  specific  instances  of  details 
that  apparently  economize  but  actually  add  to  cost 
will  be  indicated. 

1 — Blueprints  for  a  building  recently  submitted 
showed  a  total  of  54  footings.  These  footings  were  in 
the  form  of  truncated  pyramids  with  a  square  or  rec- 
tangular base.  Slight  variations  in  the  size  and  shape 
of  the  base  and  of  the  top  on  which  the  column  rested 
resulted  in  19  separate  types  of  footings.  Of  this  num- 


ber, 14  occurred  once,  2  occurred  twice,  1  three  times, 
1  occurred  five  times,  1  twelve,  and  1  sixteen  times. 
The  footings  as  detailed  doubtless  saved  some  con- 
crete over  that  required  by  simple  steps,  but  the  sav- 
ing was  made  at  the  cost  of  some  very  fussy  and  ex- 
pensive form  work. 

2 — A  second  example  is  the  case  of  a  building  with 
different  story  heights.  While  this  may  sometimes  be 
necessary  to  tie  into  existing  buildings,  variations  of 
this  sort  require  piecing  out  or  cutting  off  all  support- 
ing shores  under  the  floor  forms,  as  well  as  the  column 
forms  themselves,  and  is  an  added  expense. 

On  another  building  of  flat  slab  design,  with  circu- 
lar interior  columns,  the  column  caps  were  called  for 
ii  ft.  6  in.  in  diameter.  The  standard  head  made  by  the 
metal  column  mold  companies  is  6  ft.  in  diameter. 
This  head  was,  therefore,  a  special  piece  of  equipment 
and  cost  considerably  more  than  the  standard  would. 
If  the  head  had  been  made  the  standard  6  ft.  diameter, 
and  Jf2  in.  extra  concrete  added  to  the  depth  of  the 
plinth,  the  shearing  value  of  the  concrete  would  have 
been  the  same  and  the  total  volume  of  concrete  used 
would  have  been  no  greater,  and  a  saving  would  have 
been  made  in  cost. 

To  touch  on  wall  and  interior  columns  in  general, 
;t  is  undoubtedly  economical  to  keep  the  column  size 
unchanged  through  at  least  two  stories,  varying  the 
column  mix  and,  if  necessary,  having  some  excess 
strength  in  the  upper  lift.  This  is  particularly  true 
where  the  columns  are  square  or  rectangular  and 
wooden  forms  are  used. 

Expensive  Exterior  Column  Design 

Still  another  point  in  connection  with  wall  columns 
in  flat  slab  buildings  may  be  illustrated.  In  the  ear- 
lier days  of  flat  slab  construction  the  use  of  drop  pan- 
els was  largely  confined  to  the  interior  columns,  the 
wall  beam  was  built  usually  entirely  above  the  slab, 
and  a  simple  haunch  on  the  inside  face  of  the  wall  col- 
umn below  the  slab  sufficed  for  all  but  extraordinary 
demands. 

Today,  designs  frequently  call  for  a  plinth  at  the 
wall  column  as  well  as  at  the  interior.  As  this  plinth 
extends  either  side  of  the  column,  it  necessitates  a 
small  drop  beam,  the  depth  of  the  plinth  being  carried 
across  the  head  of  the  window,  and  in  order  to  obtain 
sufficient  strength  it  is  also  necessary  to  carrv  the 
beam  above  the  slab.  Probably  it  will  not  be  disput- 
ed that  this  is  more  expensive  than  a  simple  beam 
above  the  slab,  and  usually  performs  no  function 
which  could  not  have  been  adequately  arranged  in  a 
simpler  way. 

Another  condition  that  occasionally  arises  is  that 
where  it  is  specified,  gravel  can  be  used  for  aggregate 
in  the  floors,  beams,  etc.,  but  that  broken  stone  must 
be  used  for  aggregate  in  the  columns.  In  many  parts 
of  the  country  gravel  is  the  only  easily  available  sup- 
ply, or  it  can  be  purchased  more  economically  than 
broken  stone.  Under  these  conditions  gravel  would 
naturally  be  desirable,  but  its  use  would  mean  get- 
ting: aggregate  from  different  stock  piles  and  routing 
each  batch  of  concrete  on  the  floor  so  that  no  gravel 
concrete  was  placed  in  a  column.  t 

The  roof  of  a  building  also  requires  careful  atten- 
t*on.  It  is  desirable  that  the  regular  floor  forms  be 
used  with  as  little  variation  as  possible.  The  story 
height  should  be  the  same  as  that  of  the  floors  below. 
The  ceiling  should  remain  flat,  and  it  is  a  question  if 
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it  is  necessary  to  pitcli  the  upper  surface,  provided 
a  good  job  is  made  of  the  roofing;. 

Summary 

Footings — Where  the  sides  of  footings  are  sloped 
the  number  of  forms  to  be  made  should  be  reduced  to 
a  minimum  by  utilizing  the  same  sloped  form  for  foot- 
ings even  when  the  area  of  the  base  courses  below  the 
sloped  portion  are  different  sizes. 

In  many  cases  a  stepped-up  footing  without  steel 
will  prove  more  economical  than  reinforced  concrete 
footings.  Care  should  be  taken  in  the  use  of  plain 
concrete  not  to  exceed  a  reasonable  unit  in  tension. 

Columns — In  order  to  effect  economies  in  the  form 
work  it  will  often  be  found  desirable  to  maintain  the 
same  cross  section  of  column  through  several  stories. 
In  the  case  of  interior  columns  where  metal  forms  are 
used  it  is  important  that  that  portion  of  the  metal  form 
which  adjoins  the  floor  construction  shall  be  uniform 
in  the  several  stories  to  avoid  the  changing  of  the 
floor  forms.  When  metal  forms  are  used  for  interior 
columns,  the  reduction  in  the  size  of  column,  if  made 
at  all,  should  be  made  in  every  other  story.  The  ver- 
tical steel  reinforcement  should  be  made  up  of  as  large 
bars  as  are  consistent  to  good  practice  in  order  that 
the  handling  expense  may  be  reduced  to  a  minimum. 

Beams  and  Girders — In  determining  the  depth  of 
beams  and  girders  of  floors,  a  careful  study  should  be 


made  to  determine  the  depth  which  will  give  the  mini- 
mum total  cost  for  the  reinforcing  steel  and  concrete 
combined.  This  should  be  considered,  although  very 
often  the  minimum  depth  to  be  used  for  a  certain  span 
or  the  criterion  of  shear  will  govern  the  depth  actually 
determined  upon. 

In  general,  the  forms  for  roof  construction  should 
be  the  same  as  those  for  the  floors,  in  order  to  avoid 
the  expense  of  remaking  the  forms.  It  is  very  sel- 
dom possible  to  remake  the  forms  and  save  enough 
concrete  to  make  it  worth  while.  Every  effort  should 
be  made  to  so  plan  the  construction  that  forms  can  be 
used  from  floor  to  floor. 

Story  Heights — From  the  standpoint  of  economy, 
it  is  desirable  that  the  story  heights  be  such  that  it 
will  not  be  necessary  to  lengthen  out  the  column 
forms  to  provide  for  the  upper  stories. 

Steel  Reinforcement — In  order  to  avoid  excess  of 
labor  costs  in  the  field,  it  is  desirable  to  reduce  the 
number  of  lengths  and  sizes  of  reinforcing  bars  to  a 
minimum,  even  if  in  so  doing  a  slight  excess  in  steel 
reinforcement  is  sometimes  necessitated.  In  this  con- 
nection, the  number  of  bars  used  in  any  member 
should  be  reduced  to  a  minimum,  provided  all  the  re- 
quirements for  bond,  etc.,  are  taken  care  of.  A  mini- 
mum number  of  stirrups  of  maximum  size  should  be 
provided  to  reduce  labor  cost. 


Large  Loft  Building  Being  Erected  in  Toronto 

Seven  Storey  Mill  Construction  Warehouse  Recently 
Started  Will  Have  Maximum  Glass  Area  on  Four  Sides 


THERE  is  under  course  of  construction  in  To- 
ronto a  loft  building  which  is  claimed  to  be 
one  of  the  ten  largest  of  its  kind  in  Canada. 
It  will  be  known  as  the  Hobberlin  Buildmg, 
and  was  designed  and  is  being  erected  by  Yolles  & 
Rotenberg-,  Ltd.,  Toronto.  The  outstanding  feature 
of  the  design  of  the  building  is  the  fact  that  the  ab- 
solute maximum  of  Sflass  has  been  used  on  all  four 


sides,  so  that  the  interior  is  unusually  well  lighted. 
As  may  be  seen  from  the  elevation  and  floor  plan, 
the  window  area  is  very  great  in  comparison  with  the 
total  wall  area,  the  piers  having  been  kept  down  to 
a  minimum  size,  consistent  with  strength.  To  assist 
in  providing  uninterrupted  lighting,  private  lanes 
have  been  left  on  each  side. 

The  building  measures  120  ft.  by  144  ft.  in  plan 


In  the  design  of  the  Hob- 
berlin building,  now  in  course 
of  construction  in  Toronto,  the 
lighting  features  have  been  pri- 
marily considered.  On  all  four 
sides  the  maximum  amount  of 
glass  area  has  been  employed 
and  lanes  adjoining  the  build- 
ing ensure   uninterrupted  light. 
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The  Hobberlin  building  mea- 
sures 120  x  144  ft.  in  plan  and 
is  seven  storeys  and  basement 
high.  The  general  type  of 
construction  is  mill  with  steel 
columns  on  sides  and  brick 
bearing  piers  at  front  and  rear. 
The  column  spacing  has  been 
made  large  to  give  open  floor 
areas. 


and  is  seven  storeys  high  with  basement.  The.  gen- 
eral type  of  construction  is  mill,  with  heavy  timber 
beam  and  column  sections.  The  two  side  walls  are 
skeleton  steel  construction,  while  the  front  and  rear 
walls  employ  brick  bearing  piers. 

The  street  elevation  will  be  treated  quite  artistic- 
ally from  an  architectural  point  of  view,  the  design 
being  a  perpendicular  Gothic. 

The  interior  and  side  wall  columns  are  carried  on 
simple  concrete  pedestals,  while  rear  and  front  wail 
loads  are  transmitted  to  reinforced  concrete  inverted 
continuous  beam  footings.  The  spacing  of  columns 
has  been  made  large  so  as  to  provide  the  maximum 
open  floor  area.  The  floors  are  3  in.  tongue  and 
groove,  covered  with  a  mastic  flooring  which  is  both 
sound  proof  and  waterproof.  A  fast  passenger  and 
freight  elevator  service  is  to  be  provided. 

Steel  sash  will  be  employed  throughout  and  the 
clear  glass  will  be  protected  by  a  water  curtain.  .In 
addition,  a  sprinkler  system  will  be  installed. 


New  Montreal  Sales  Office 

The  Engineering  &  Machine  Works  of  Canada, 
Limited,  St.  Catharines,  Ont.,  owing  to  the  rapidly  in- 
creasing demand  for  their  products  consisting  of  boil- 
ers of  all  types,  horizontal,  vertical,  locomotive  and 
marine,  tanks,  plate  work  of  all  descriptions,  etc.,  and 


particularly  in  connection  with  their  recent  and  suc- 
cessful venture,  the  manufacture  in  Canada  of  the  Key- 
stone Light  Traction  Excavator,  Motel  4,  have  found 
it  necessary  to  open  another  eastern  sales  office  in  the 
Birks  Bldg.,  Montreal,  where  inquiries  can  be  more 
quickly  and  satisfactorily  handled.  This  is  in  addi- 
tion to  their  sales  office  in  the  Sun  Life  Bldg.,  Sher- 
brooke,  Que. 


Reorganization  of  Sarnia  Bridge  Go. 

The  Sarnia  Bridge  Company,  Ltd.,  of  Sarnia,  Ont., 
has  been  reorganized  under  a  Dominion  charter  which 
permits  them  to  engage  in  many  lines  of  trade  for- 
merly closed  to  them  and  opens  a  larger  and  more 
profitable  field  of  operation.  The  rapidly  increasing 
business  of  this  firm  has  made  this  reorganization 
and  expansion  necessary.  The  company  does  not  in- 
tend to  enlarge  its  plant  immediately,  but  plans  and 
preparations  are  being  made  for,  the  future.  The  offi- 
cers of  the  reorganized  company  are:  Mr.  Roy  M. 
Norton,  president;  H.  B.  Fenton,  vice-president,  and 
H.  F.  Howla'nd,  sec'y.-treas.  The  directors  are,  W.  H. 
Kenny,  H.  W.  Stewart,  H.  M.  Pardee  and  F.  J.  Scup- 
holm.  Mr.  Scupholm  is  in  charge  of  the  engineering 
staff  and  the  other  three  directors  are  prominent 
Sarnia  business  men.  The  new  companv  is  capitaliz- 
ed at  $500,000. 
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New  Developments  in  Stucco  Surfaces 

Improvement  in  Appearance  Obtained  by  Gradation  of  Aggre- 
gate—  No  Great   Success   in   Coloring   Through   the  Cement 


STUDIES  of  the  experimental  stucco  panels  at  the 
Bureau  of  Standards  led  to  the  general  conclu- 
sion that  by  adherence  to  well  established  prac- 
tice, structurally  sound  and  durable  stucco  could 
be  secured,  but  that  a  great  deal  could  be,  or  ought  if) 
be,  done  to  improve  its  appearance.  Crazing  and  map 
cracking  are  common  to  most  stuccos,  and  are  especi- 
ally objectionable  on  surfaces  of  fine  texture;  the  mon- 
otony of  the  cold  grey  cement  color  is  objectionable, 
and  is  only  partially  relieved  by  the  use  of  white  ce- 
ment and  mortar  colors:  and  finally  the  muddy  ap- 
pearance (due  to  cement,  or  cement  and  pigment,  be- 
ing too  much  in  evidence)  is  objectionable  from  an 
artistic  standpoint. 

Consideration  of  these  matters  suggested  at  once 
the  use  of  less  cement,  and  it  became  evident  that  by 
efforts  in  this  direction  improvement  in  appearance 
might  be  obtained.  The  apparently  insurmountable 
obstacle  to  this  departure  from  usual  practice  was,  of 
course,  the  lack  of  plasticity  in  the  leaner  mixtures, 
various  methods  of  overcoming  this  difficulty  were 
considered,  and  some  experiments  were  made  which 
indicated  that  a  real  improvement  might  be  obtained 
by  substituting  fine  inert  material  for  a  portion  of  the 
cement.  The  easiest  way  to  accomplish  this  result 
seemed  to  be  by  using  blended  cements,  that  is,  nor- 
mal cements  ground  with  a  certain  percentage  of  sand, 
stone-screenings,  or  other  suitable  materials.  These 
experiments  were  never  carried  very  far,  however,  for 
it  did  not  seem  possible  that  any  method  which  might 
be  devised  for  retaining  plasticity  could  bring  about 
the  desired  result,  viz.,  the  elimination  of  all  the  ob- 
jectionable features  mentioned  above. 

Serious  as  was  this  lack  of  plasticity  in  the  lean 
stucco  mixtures,  it  was  after  all,  something  that  could 
be  overcome  by  work.  This  was  demonstrated  by  the 
fact  that  mixtures  as  lean  as  one  part  cement  to  six 
parts  of  stone  screenings  were  applied  on  some  of  the 
Bureau  of  Standards  panels,  with  excellent  results. 
But  the  improvement  in  these  panels  as  compared  with 
some  of  the  easier  working  combinations  did  not  seem 
great  enough  to  justify  the  increased  cost  of  applica- 
tion. The  cpiestion  finally  arose  whether  by  careful 
attention  to  gradation  of  the  aggregates  this  improve- 
ment in  appearance  might  not  be  so  enhanced  that 
the  cost  would  be  a  secondary  consideration. 

Color  Determined  by  Aggregate 

This  idea  came  from  the  fact  that  Mr,  Earley  had 
succeeded  in  making  complicated  casts  of  concrete 
from  specially  graded  aggregates  in  such  manner  that 
a  very  large  percentage  of  the  area  of  the  treated  sur- 
face (first  wire  brushed  and  then  washed)  was  aggre- 
gate, and  a  very  small  percentage  cement.  Possibly 
due  in  part  to  the  higher  reflecting  power  of  the  con- 
crete surfaces  of  the  exposed  aggregates,  the  color  of 
the  concrete  surfaces  thus  produced  was  determined 
almost  wholly  by  the  color  of  the  aggregates,  and  only 
very  slightly  affected  by  the  cement  itself.  A  most 
convincing  demonstration  of  this  fact  was  obtained 
by  constructing  two  concrete  slabs  containing  exactly 


the  same  proportions  of  specially  graded  aggregate, 
the  one  being  mixed  with  grey  cement,  the  other  with 
white  cement.  After  the  surface  treatment  of  brush- 
ing and  washing  had  been  applied,  only  an  expert 
could  have  determined  which  slab  contained  the  grey 
cement  and  which  the  white. 

To  digress  still  further  for  a  moment,  this  method 
of  obtaining  permanent  and  very  pleasing  colors  in 
concrete  surfaces  is  such  an  important  item  in  the 
development  of  the  processes  here  described,  that  it 
is  worthy  of  fuller  explanation.  Before  color  in  con- 
crete surfaces  can  be  under  artistic  control,  a  tech- 
nique must  be  developed  which  has  for  its  medium  the 
elements  of  the  concrete  itself.  Although  in  prob- 
lems involving  appearance  aggregate  is  by  reason  of 
its  greater  bulk  the  major  element,  and  cement  the 
minor,  it  is,  nevertheless  the  color  of  the  cement  which 
is  the  natural  color  of  normal  concrete.  The  reas- 
on for  this  is  that  the  cement  is  finely  ground  and  de- 
posits itself,  paint-like  over  the  surfaces  of  the  aggre- 
gates and  colors  the  whole  mass.  If,  therefore,  con- 
crete is  to  receive  its  color  from  the  cement  paste,  vari- 
ation must  be  obtained  by  the  addition  of  pigments 
to  the  cement  following  the  well  established  practice 
of  mixing  paints;  but  if  the  aggregate  is  to  be  the 
source  of  color,  the  concrete  must  be  so  designed  and 
manipulated  as  to  deposit  in  the  greatest  possible 
amount  of  aggregate. 

No  Success  in  Coloring  Concrete  Through  the  Cement 

Any  great  dergee  of  success  can  hardly  be  expect- 
ed in  coloring  concrete  through  the  cement.  The 
choice  of  colors  is  restricted  by  chemical  reaction  with 
the  cement  which  causes  them  to  fade  or  change ; 
depth-  of  color  is  restricted  by  strength  requirements 
of  the  concrete  which  limits  very  closely  the  amount 
of  pigment  which  may  be  added  to  the  cement.  There- 
fore with  the  choice  of  color  limited  by  one  require- 
ment and  the  depth  of  color  by  another,  the  cement  it- 
self must  remain  dominant, 

On  the  other  hand,  in  coloring  concrete  through 
the  aggregate  all  such  restrictions  are  removed,  and 
colors  may  be  obtained  from  white  to  black,  through 
all  the  range  of  possible  aggregates.  An  examination 
of  drawings  done  in  hard  pastelles  and  of  paintings 
of  the  impressionist  school  suggests  a  technique  in 
coloring  which  is  peculiarly  adaptable  to  the  color- 
ing of  concrete  by  means  of  the  aggregate.  In  the 
pastelles  tones  are  produced  by  hatching  and  cross- 
hatching  with  lines  of  pure  color  without  blending  on 
the  surface  of  the  drawing,  in  the  paintings  by  spot- 
ting with  pure  colors  one  beside  the  other  and  with- 
out blending.  In  both  cases  the  tones  are  effected  by 
the  blending  of  the  light  rays  reflected  from  the  pic- 
ture to  the  observer.  Wonderful  depth  and  clarity 
of  tone  are  characteristics  of  the  school  of  coloring, 
and  in  it  are  to  be  found  a  great  deal  of  exact  know- 
ledge and  valuable  precedent.  When  this  knowledge 
is  translated  in  terms  of  concrete  aggregates,  it  is  ob- 
vious that  if  the  aggregates  are  carefully  selected  and 
carefully  placed,  all  the  elements  are  present  for  the 
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successful  coloring  of  concrete  surfaces.    The  results 
obtained  in  practice  bear  out  the  theory  given  above, 
and  there  is  every  reason  to  believe  that  the  aggre- 
gate is  the  proper  source  of  color  for  concrete. 
Application  to  Stucco 

Hence,  it  was  a  most  important  conception  that  a 
similar  result  might  be  obtained  with  stucco.  The 
success  of  this  depended,  first,  upon  securing  a  suit- 
able gradation  of  the  stucco  aggregate,  and  second, 
upon  being  able  to  apply  such  a  mixture,  once  it  were 
satisfactorily  compounded.  It  was  known  at  the  out- 
set that  these  mixtures  would  be  harsh,  therefore  plas- 
ticity no  longer  played  any  part  in  the  calculations. 

The  laboratory  program  was  fairly  simple.  The 
plan  consisted  simply  in  working  first  with  concrete 
mixes  in  miniature,  in  which  the  sizes  of  cement  par- 
ticles, sand  particles  and  coarse  aggregate  particles 
were  reduced  from  the  normal  sizes  in  the  ratio  of 
about  1  :10,  this  being  taken  as  the  approximate  ratio 
of  the  size  of  particles  passing  a  No.  <S  sieve  to  pebbles 
one  inch  in  diameter.  It  was  assumed  that  the  density 
of  such  mixes  would  depend  unruly  on  relative  size.> 
of  the  component  particles,  with  due  allowance  for 
the  water  content.  If  these  mixes  appeared  to  be  sat- 
isfactory for  the  purpose,  it  was  assumed  that  any  re- 
duction within  the  1  :10  ratio  would  also'  be  satis- 
factory and  the  actual  reduction  to  be  employed  in 
compounding  any  given  stucco  mixture  of  this  type 
would  be  as  slight  as  the  requirements  of  texture  and 
the  difficulties  of  application  would  permit.  To  make 
a  long  story  short  these  experiments  in  the  labora- 
tory with  the  miniature  concretes  were  very  success- 
ful. Not  the  least  important  part  of  the  laboratory 
work  was  the  miscroscopic  examination  of  the  struc- 
tures of  these  little  concretes,  which  yielded  many 
valuable  suggestions  for  the  graduation  in  size  of  par- 
ticles, and  for  the  proper  proportions  of  the  various 
sizes,  to  yield  the  desired  effects  in  the  treated  sur- 
faces. 

Success  of  the  New  Stucco 

The  first  attempt  to  apply  the  new  product  to  a 
vertical  wall  was  not  wholly  discouraging.  Small 
areas  were  treated  successfully,  and  eventually  a  por- 
tion of  one  of  the  new  laboratories  of  the  Bureau  of 
Standards  was  coated  with  the  exposed  aggregate 
stucco.  This  example  while  it  is  not  as  free  from  im- 
perfections as  the  more  recent  work,  has  attracted 
most  favorable  notice.  Fortunately,  the  mechanics 
who  were-  selected  for  this  work  developed  a  real  in- 
terest in  the  new  type  of  finish,  and  subsequently  a 
pride  in  the  results  of  their  work,  which  made  for  very 
rapid  progress  in  the  development  of  the  methods  of 
application  and  treatment.  New  requirements  in 
thoroughness  of  mixing,  consistency,  and  control  of 
the  absorption  of  the  undercoats  were  met,  and  other 
improvements  in  the  general  process  were  gradually 
introduced  as  essential  parts  of  the  routine.  Not  all 
of  the  problems  have  been  solved,  but  there  has  been 
very  gratifying  progress  in  the  comparatively  short 
time  that  the  new  stucco  has  been  applied  commer- 
cially. 

The  writers  believe  that  the  work  here  described 
shows  progress  in  the  development  of  concrete  and 
stucco  as  materials  worthy  of  a  place  in  the  highest 
type  of  buildings  or  structures.  It  is  to  be  noted  es- 
pecially that  none  of  this  work  is  an  imitation  of  stone. 
Casual  inspection  shows  that  it  is  concrete,  with 
textures  that  vary  widely,  but  always  character- 
istic of  concrete.    Furthermore,  the  material  may  be 


cast  in  any  form  the  architect  may  desire,  with  all  de- 
tails complete  ;  no  cutting,  tooling  or  dressing  is  re- 
quired other  than  the  prescribed  treatment  of  clean- 
ly exposing  the  aggregate.  Finally  the  material  pro- 
vides a  medium  for  the  expression  of  color  in  infinite- ' 
lv  greater  variety  than  that  which  obtains  in  the  nat- 
ural building  stones. 

Stucco  is  More  Than  a  Plaster 
In  conclusion  the  writers  would  add  a  word  about 
stucco.  The  new  type  of  exposed  aggregate  finish 
cannot  fail  to  arouse  new  interest  in  stucco,  as  a  pro- 
duct, regardless  of  the  nature  and  treatment  of  the 
finishing  coat.  The  product  should  be  more  widely 
used,  and,  the  reason  it  is  not  more  widely  used  is 
that  it  has  too  often  been  applied  by  contractors  or 
mechanics  who  consider  it  only  as  an  outside  plaster. 
This  paper  has  attempted  to  convey  the  impression 
that  cement  stucco  is  more  like  concrete  than  plaster 
and  that  plasticity  is  not  essential.  The  point  the 
writers  wish  to  emphasize  is  that  the  art«of  applying 
durable  stucco  is  very  different  from  the  art  of  plas- 
tering, and  in  their  opinion,  stucco  will  take  the  place 
it  deserves  among  building  products  only  when  this 
fact  is  generally  recognized. 


Ontario   Architects  Raising  Fees 

New  Schedule  of  Minimum  Charges  Adopted 
by  Ontario  Association  to  Meet  the  Cost 
of  Increased  Service 


1"^HE  Ontario  Association  of  Architects  decided 
to  raise  their  scale  of  fees  at  a  meeting  of 
the  council  of  the  Association  held  in  the  En- 
gineers' Club,  96  King  street  west,  Mar.  22. 
According  to  the  new  scale  the  minimum  charge 
for  services  will  henceforth  be: 

1.  In  the  case  of  factories  and  large  plain  buildings 
involving  no  detailed  interior  finish,  five  per  cent,  of 
the  total  cost,  in  place  of  the  former  charge  of  four 
per  cent. 

2.  In  the  case  of  public  buildings,  office  buildings, 
warehouses,  banks,  and  ordinary  buildings,  six  per 
cent,  in  place  of  five. 

3.  In  the  case  of  residences,  from  eight  to  ten  per 
cent.,  according  to  the  amount  of  special  detail  work 
required,  in  place  of  the  former  charge  of  from  seven 
to  ten  per  cent. 

The  total  cost  of  the  building  is  now  interpreted 
to  be  the  cost  to  the  owner  of  the  completed  building, 
including  any  material  or  labor  that  may  be  supplied 
by  the  owner  apart  from  the  contracts. 

The  only  other  important  alteration  in  the  basis 
of  charges  is  that  whereby  charges  are  to  be  increased 
to  cover  the  cost  of  the  services  of  a  specialist  when 
required  in  the  case  of  heating,  ventilating,  mechani- 
cal, electrical  and  sanitary  problems  of  a  special  na- 
ture. 

To  the  Contract  Record,  Mr.  Geo.  West,  treasurer 
of  the  Association,  stated  that  this  new  schedule  is 
not  inaugurated  on  account  of  the  increase  in  the 
cost  of  living  as  that  is  taken  care  of  by  the  increase 
in  the  cost  of  construction  which,  of  course,  augments 
the  amount  of  the  fee  to  the  architect.  The  revision 
in  charges  is  due  rather,  according  to  Mr.  West,  to 
the  greater  service  that  an  architect  is  being  called 
upon  and  expected  to  give  at  the  present  time  in  the 
design  and  construction  of  buildings. 
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Grouting  Pressure  Tunnels  of  Catskill  Water 

Supply  System 

Methods,  Developed  on  Unusual  Scale,  for  Making  Aqueduct 
Secure  and  Tight  Against  all  Leakage  by  Means  of  Grout 


THE  utilization  of  the  pressure-tunnel  type  is  one 
of  the  notable  features  of  the  Catskill  Aque- 
duct. There  are  nine  pressure  tunnels,  ag- 
gregating- 35  miles  in  length.  These  tunnels 
were  driven  in  rock,  deep  beneath  the  surface,  and 
were  lined  with  concrete  averaging  from  18  to  24  in. 
?nd  more  in  thickness.  They  have  a  finished  inside 
diameter  varying  from  16  ft.  7  in.  to  a  minimum  of 
11  ft.  The  depths  of  the  tunnels  below  the  surface 
vary  from  K)0  ft.  to  a  maximum  of  more  than  1,100 
ft.,  the  latter  being  the  depth  of  the  Hudson  River 
crossing.  The  hydraulic  gradient  at  this  crossing  is 
more  than  1,500  ft.  above  the  invert  of  the  tunnel. 

It  was  the  opinion  of  some  authorities  that  the 
concrete  lining  could  not  be  made  tight  enough  against 
ground-water  heads.  It  was  also  feared  that  where 
the  rock  was  porous  and  water-bearing,  excessive  leak- 
age might  develop  when  the  tunnel  was  put  in  ser- 
vice, and  that  the  application  of  pressure  in  the  case 
of  jointed  and  fissured  rocks  might  even  cause  move- 
ment of  the  rock  and  rupture  of  the  concrete  lining, 
with  resultant  outward  leakage.  Great  reliance,  there- 
fore, was  placed  on  the  use  of  grout  to  make  the  tun- 
nels secure  and  tight  against  all  leakage.  The  experi- 
ences and  results  obtained  in  this  grouting  are  sum- 
marized by  James  F.  Sanborn  and  M.  E.  Zipser  in  a 
paper  presented  before  the  American  Society  of  Civil 
Engineers.  The  matter  following  is  abstracted  from 
the  paper : 

Grouting  in  pressure  tunnels  was  done  in  two 
stages:  (1)  Low-pressure  and,  (2),  high-pressure 
grouting.  The  purpose  of  the  low-pressure  grouting 
was:  (a)  primarily  to  fill  the  void  spaces  between  the 
lining  and  the  rock,  particularly  above  the  arch,  and, 
at  the  same  time,  to  form  a  blanket  over  the  construc- 
tion joints  in  the  arch;  (b)  to  fill  the  voids  in  the 
dry  packing  where  the  latter  was  used;  and  (c)  to 
fill  any  porous  or  honeycombed  spots  in  the  the  con- 
crete. 

The  object  of  the  high-pressure  grouting  was:  (a) 
To  cut  off  the  leakage  of  water  into  the  tunnel  and 
thereby  prevent  the  escape  of  water  out  of  the  tunnel 
by  filling  with  grout,  forced  in  under  high  pressure, 
the  crevices  and  openings  in  the  surrounding  rock ; 
and  (b)  to  complete  the  filling  of  the  voids  between 
the  lining  and  the  rock,  particularly  in  the  high  places 
in  the  roof,  and  between  the  drip-pans  and  the  rock. 
In  general,  the  procedure  followed  in  grouting  was 
first  to  grout  the  space  above  the  arch  under  low  pres- 
sure through  the  pipes  set  for  the  purpose,  and  then 
to  grout,  under  high  pressure,  the  vent  pipes  and 
weepers. 

Details  of  Low-pressure  Grouting 

The  details  of  the  low-pressure  grouting  differed 
somewhat  on  the  various  contracts,  the  following  de- 
scription being  typical  of  the  procedure  as  finally  de- 
veloped. When  a  stretch  of  tunnel  was  ready  for 
grouting,  the  usual  practice  was  first  to  grout  the  arch 
pipes,  beginning  at  one  end  of  the  stretch  and  working 


toward  the  other.  The  pipe  to  be  grouted  was  first 
raked  (nit  in  order  to  clean  it  of  any  obstruction.; 
sometimes,  it  was  blown  out  with  air  to  clear  it.  Plug 
cocks  were  placed  on  all  pipes  to  which  connections 
were  made.  A  2-in.  grout-hose  connection,  equipped 
with  a  side  vent,  was  attached  to  the  pipe  to  be 
grouted,  and  batches  of  grout  from  a  tank  grouting 
machine  were  then  discharged  through  the  hose  and 
into  the  pipe,  by  compressed  air.  The  pressure  ordin- 
arily used  for  this  grouting  was  about  75  to  90  lb. 
per  square  inch. 

Grouting  was  continued  at  each  pipe  to  which  con- 
nection was  made  until  the  pipe  refused  to  take  more 
grout  or  until  the  grout  had  traveled  along  the  roof 
several  hundred  feet  ahead,  when  connection  was  made 
with  another  pipe  and  the  process  repeated.  The  dis- 
tance which  the  grout  above  the  arch  could  be  forced 
ahead  of  the  pipe,  varied  from  200  to  300  ft.,  and,  in 
some  cases,  where  there  was  a  large  continuous  void 
space  in  the  roof,  it  would  travel  more  than  500  ft.  It 
was  the  usual  practice,  however,  where  conditions 
were  normal,  to  grout  the  space  above  the  arch  by 
making  connections  to  the  roof  pipes  125  to  200  ft. 

In  charging  the  grout  tank  the  cement,  sand,  and 
water  in  proper  proportions  were  placed  in  the  tank, 
and  the  air  was  allowed  to  boil  up  through  the  batch 
to  agitate  it,  while,  at  the  same  time,  the  batch  was 
generally  stirred  by  a  hand  paddle,  as  the  air  alone  was 
insufficient  to  mix  the  materials  thoroughly. 

As  the  batches  of  grout  were  forced  into  the  pipe 
and  the  grout  flowed  ahead,  water  in  large  streams 
issued  from  the  adjacent  roof  pipes ;  this  was  the  ex- 
cess water  from  the  grout,  as  well  as  the  ground-water 
leakage  which  had  collected  above  the  arch.  This  wa- 
ter was  pushed  ahead  of  the  grout,  and  as  soon  as 
the  pipes  showed  a  flow  of  grout  they  were  plugged 
either  by  driving  tapering  pine  plugs  into  them  or, 
as  in  the  case  of  the  vent  or  other  pipes  to  which 
connection  was  to  be  made  for  high-pressure  grouting, 
they  were  closed  by  means  of  the  plug  cocks  at  the 
ends.  In  some  cases,  the  holes  for  the  connections 
were  plugged  by  driving  a  wad  of  oakum  back  into 
the  far  end  of  the  pipe.  At  the  end  of  the  shift,  or 
several  hours  after  grouting,  when  the  grout  had 
partly  set,  the  oakum  was  removed  with  an  auger. 
Any  pipe  which  had  filled  up  with  grout  that  had  set, 
was  drilled  out  for  the  subsequent  grouting. 

Stopping  Leakage 

During  low-pressure  grouting,  the  high  vent  pipes 
were  kept  open  to  drain  off  the  excess  water,  to  per- 
mit the  escape  of  air,  and  to  prevent  the  accumidation 
of  ground-water  pressure.  During  the  grouting,  the 
transverse  joints  in  the  arch  and  any  porous  spots  in 
the  concrete  generally  showed  a  seepage  of  water  first, 
then  very  thin  grout  appeared,  after  which,  the  leaks 
usually  stopped  in  a  short  time,  and  silted  up.  In 
some  cases,  the  leakage  of  grout  and  water  through 
the  joints  was  stopped  by  driving  thin  wooden  wedges 
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into  the  joints,  and  leakage  through  the  porous  con- 
crete was  stopped  by  bracing  and  wedging  a  board 
covered  with  a  mat  of  oakum  against  the  porous  spot. 
The  longitudinal  joints  on  either  side  of  the  key  at 
the  top  of  the  arch  also  leaked  in  a  few  stretches,  due 
principally  to  porous  concrete  in  the  vicinity  of  the 
joints. 

The  weepers  from  drains  and  drip-pans,  and  the 
deep-seated  pipes  were  also  kept  open  during  low- 
pressure  grouting.  The  matter  of  proper  grouting  is 
of  the  greatest  importance  in  securing  good  results, 
because  it  is  essential  not  to  permit  the  building  up 
of  a  ground-water  head  on  the  fresh  grout  since  the 
object  is  to  form  an  impervious  blanket  over  the  top 
of  the  arch  and  thereby  prevent  leakage  of  water 
through  the  unset  grout  and  the  formation  of  chan- 
nels through  the  transverse  and  longitudinal  construc- 
tion joints  or  through  any  porous  spots  in  the  con- 
crete. 

Proportions  Used  for  Low-pressure  Grouting 

A  batch  of  grout  consisted  of  1  bag  of  cement 
weighing  about  95  lb.,  1  bag  of  sand  weighing  gener- 
ally about  SO  to  90  lb.,  and  from  6  to  8  gal.  of  water, 
the  total  making  a  batch  of  about  2.0  to  2.2  cu.  ft.  of 
liquid  grout  measured  in  the  tank.  The  sand  was 
very  fine,  screened  when  necessary  to  meet  the  require- 
ments of  the  specifications,  namely,  that  100  per  cent, 
pass  a  sieve  having  64  openings  per  square  inch.  45 
per  cent,  pass  a  sieve  having  1.600  openings  per  square 
inch,  the  wires  of  the  sieves  being,  respectively,  0.035 
and  0.013  in.  in  diameter. 

Progress  in  Low-pressure  Grouting 

The  progress  in  low-pressure  grouting  varied,  usu- 
ally from  about  600  to  1,000  ft.  of  tunnel  a  week,  work- 
ing three  shifts  a  day.  Many  factors  influenced  the 
speed,  such  as  the  length  of  haul,  the  delivery  of  ma- 
terials, the  proficiency  of  the  gang  in  loading  and  un- 
loading the  cars,  etc.,  and,  of  course,  the  volume  of 
space  to  be  filled  above  the  arch.  Usually,  in  normal 
stretches  of  tunnel,  not  more  than  one  or  two  connec- 
tions were  made  in  24  hours.  The  sand  and  cement 
were  hauled  through  the  tunnel  to  the  grouting  plant 
on  flat  cars  holding  from  20  to  30  bags.  The  sand  was 
brought  to  the  work  in  bulk,  but  was  bagged  by  hand 
at  the  top  of  the  shaft  before  it  was  sent  underground. 
Tests  were  made  of  handling  the  sand  in  bulk  in  the 
tunnel,  but  it  was  soon  found  that  a  package  of  about 
the  same  size  and  weight  as  a  bag  of  cement  was  the 
most  convenient  form  for  rapid  handling. 

The  force  employed  in  the  tunnel  for  low-pressure 
grouting  was  generally  one  foreman  and  seven  or 
eight  men,  two  charging  the  grout  tanks,  one  stirring 
the  batch,  one  operating  the  valves  on  the  grout  tank, 
and  three  or  four  handling  the  hose  and  making  the 
connections.  On  the  surface,  men  were  employed  to 
bag  the  sand  and  load  the  cars  on  to  the  cages. 

Precautions  to  be  Observed  in  Placing  Low-Pressure 

Grout 

Low-pressure  grout  should  be  injected  gently  un- 
der as  low  a  pressure  as  possible  to  avoid  churning  of 
the  mix  and  separation  of  the  ingredients,  and  only  a 
sufficient  quantity  of  water  should  be  used  to  pro- 
duce a  freely  flowing  mixture  that  will  not  clog  the 
hose.  The  air  pressure  should  not  be  higher  than 
necessary  to  force  the  grout  through  the  hose  and  into 
place.  A  reducing  valve  was  used  on  some  parts  of 
the  work  to  cut  down  the  line  pressure  from  90  to  40 


and  30  lb.  per  square  inch.  An  excess  of  air,  especi- 
ally when  injecting  grout  under  water,  is  likely  to  agi- 
tate and  churn  the  mix,  causing  separation  and  strati- 
fication of  the  sand  and  cement,  with  the  formation  of 
a  soft  deposit  of  laitance  at  the  top  of  the  grout  in 
contact  with  the  rock. 

To  avoid  the  after  blast  of  air  when  grouting  a 
space  filled  with  water,  it  was  the  usual  practice  to 
close  the  discharge  valve  before  the  hose  "kicked," 
the  latter  requiring  careful  watching.  A  further  pre- 
caution used  to  prevent  the  separation  of  the  mix 
where  a  large  space  filled  with  water  was  grouted, 
was  to  keep  the  grouting  connection  from  2  to  3  ft. 
below  the  top  of  the  grout. 

The  importance  of  venting  the  high  pipes  and  al- 
lowing all  the  weepers  to  run  freely  during  low-pres- 
sure grouting  has  been  referred  to.  It  sometimes  hap- 
pens that  low-pressure  grout  enters  the  drip-pans  or 
drains,  but  in  such  cases  the  pipes  should  not  be  kept 
closed  to  allow  the  accumulation  of  ground-water  pres- 
sures. 

Details  of  High-Pressure  Grouting 

It  was  the  general  practice  first  to  grout  the  high 
vent  pipes  in  the  roof,  in  order  to  complete  the  filling 
of  the  space  above  the  arch,  and  then  to  grout  the 
pipes  from  the  drip-pans  and  the  deep-seated  pipes 
leading  to  the  rock  seams.  Some  of  the  .vent  pipes  in 
the  roof  showed  a  flow  of  water  in  stretches  originally 
dry.  The  grouting  of  one  vent  pipe  would  often  stop 
the  flow  of  water  from  another,  indicating  a  flow  of 
grout  through  the  open  seams  in  the  rock.  In  other 
cases  there  would  be  an  increase  in  the  flow  of  water 
from  a  weeper  due  to  forcing  water  through  the  rock 
seams  to  an  open  vent.  As  a  rule,  very  little  grout 
could  be  injected  into  the  vent  pipes. 

After  grouting  the  arch  pipes,  the  "wet"  pipes,  or 
weepers,  were  next  grouted.  In  starting  operations, 
air  at  100-lb.  pressure  was  blown  into  the  pipe  to  ex- 
pel the  water  from  the  drip-pans  or  seams.  This  was 
sometimes  followed  by  a  charge  of  water  to  clear  the 
pipe  just  prior  to  grouting.  The  charge  of  water  was 
often  applied  as  a  test  to  give  an  idea  of  the  circula- 
tion of  grout  to  be  expected.  If  the  charge  of  water 
failed  to  "go,"  the  pipe  would  take  very  little  grout. 
Another  indication  of  the  size  and  extent  of  the  rock 
seams  that  could  be  reached  from  a  connection  was 
the  showing  of  air  at  another  open  pipe  or  the  refusal 
of  the  pipe  to  take  air  when  high  pressure  was  ap- 
plied. 

The  usual  practice  was  to  grout  the  weepers  with 
a  mix  of  1  bag  of  cement  and  5  to  8  gal.  of  water. 
When  the  pipe  would  take  no  more  grout,  the  high 
pressure,  about  300  lb.  per  square  inch,  was  kept  on 
it  for  from  5  to  10  minutes,  which  had  the  effect  of 
squeezing  the  water  out  of  the  grout  and  packing  the 
cement  solidly  in  the  pipe.  Frequently,  if  this  pro- 
cedure did  not  completely  fill  the  pipe,  it  was  drained 
and  plugged  with  a  thick  batch  of  grout.  Temporary 
plugging  of  a  seam  during  grouting  was  often  over- 
come by  forcing  air  into  the  seam  under  high  pres- 
sure. 

It  was  found  difficult  to  shut  off  small  leaks  through 
pipes  set  in  the  lower  portion  of  the  side-walls  where 
no  vents  were  provided.  After  a  pressure  of  300  lb. 
per  square  inch  had  been  maintained  on  these  holes 
for  several  minutes,  it  was  often  found  that  no  grout 
had  been  forced  in  the  pipe  and  the  leak  still  continued. 
Such  pipes  were  successfully  closed,  even  in  the  case 
of  those  which  flowed  several  gallons  per  minute,  by 
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driving  a  tight-fitting  wooden  plug  into  the  extreme 
end  of  the  pipe  and  then  ramming  with  dry  cement. 

It  was  the  practice  on  some  parts  of  the  work  to 
complete  the  high-pressure  grouting  on  all  the  key 
pipes  in  the  arch  in  a  stretch  of  tunnel,  after  which 
the  tunnel  was  gone  over  a  third  time  when  the  flow- 
ing pipes  were  grouted. 

The  pressure  used  for  high-pressure  grouting  var- 
ied, as  a  rule,  between  250  and  350  lb.  per  square  inch. 
This  was  the  pressure  at  the  grouting  tank.  It  had  to 
be  sufficiently  high  to  overcome  the  ground-water 
pressure  and,  in  addition,  to  force  the  grout  into  the 
seams  in  the  surrounding  rock.  In  the  case  of  very 
fine  seams,  the  frictional  resistance  is  so  great  that  it 
is  doubtful  if  much  grout  is  injected  into  them  even 
under  high  tank  pressure. 

Mix  and  Consistency 

To  insure  the  flow  of  grout  into  the  fine  openings, 
neat  cement  was  used  in  high-pressure  grouting.  The 
consistency  of  the  mix  varied,  depending  on  the  con- 
ditions. Ordinarily,  1  bag  of  cement  and  5  to  8  gal. 
of  water  were  used.  Where  grout  could  be  forced  into 
the  rock  seams  it  was  mixed  very  thin — as  thin  as 
bag  of  cent  to  30  gal.  of  water.  If  this  mix  was  taken 
freely,  it  was  was  regarded  as  an  indication  that  the 
grout  was  travelling  some  distance  from  the  tunnel 
lining  and,  therefore,  was  not  of  much  value.  The 
mix  was  accordingly  thickened  gradually  by  increas- 
ing the  quantity  of  cement  in  the  batches  until  the 
pipe  began  to  refuse  grout,  when  thin  grout  was  again 
injected,  the  pipe  being  finally  plugged  with  a  batch 
of  thick  grout  under  300-lb.  pressure. 

It  was  originally  contemplated  to  use  very  finely 
ground  cement  for  grouting  in  order  that  the  grout 
might  be  carried  readily  into  the  finest  seams.  How- 
ever, cement  of  ordinary  fineness  of  grinding  was  used, 
as  it  was  realized  that,  in  time,  the  openings  outside 
the  tunnel  lining  and  through  the  body  of  the  concrete 
would  silt  up.  Experiments  show  that  the  finer  the 
grinding,  the  greater  the  loss  in  the  strength  of  the 
grout  on  account  of  the  more  thorough  hydration  of 
the  cement.  The  coarse  particles  impart  strength  to 
the  cement,  and,  for  that  reason,  very  fine  grinding 
may  not  be  desirable. 

A  very  important  factor  in  successful  grouting  is 
the  control  of  the  consistency  of  the  mix.  For  large 
openings,  thick  consistencies  should  be  used,  while  for 
the  very  finest  openings  the  best  results  are  obtained 
with  thin  grout.  The  thick  mixes,  however,  must 
carry  enough  water  to  prevent  undue  clogging.  No 
coarse  particle  or  lumps  of  cement  must  be  allowed 
to  go  into  the  tank.  The  cement  is  sometimes  affected 
by  the  dampness  of  the  tunnels  and  should  be  screened 
when  necessary.  Grouting  of  a  hole  must  be  con- 
tinued without  an  interruption  long  enough  to  clog 
the  hose  or  permit  an  initial  set  of  the  grout. 

Equipment  Used  in  Grouting 

Tank  grouting  machines  of  the  Canniff  type  were 
used  almost  exclusively  for  grouting.  These  machines 
are  very  simple  in  construction  and  operation,  consist- 
ing essentially  of  a  tight  cylinder  provided  with  suit- 
able pipe  connections  for  introducing  compressed  air 
and  for  mixing  and  ejecting  the  grout.  The  tanks  are 
very  compact,  weigh  about  500  lb.  when  empty,  and 
have  no  moving  parts  to  wear  out  and  be  replaced. 
They  are,  therefore,  particularly  well  suited  for  tunnel 
work.  Both  thick  and  thin  mixtures  can  be  used  in 
them,  and  they  are  equally  well  adapted  for  high  and 


low-pressure  work.  They  are  very  efficient  where 
large  quantities  of  grout  have  to  be  placed. 

As  a  rule,  two  grouting  tanks  were  operated  sim- 
ultaneously in  grouting  the  tunnel,  one  being  charged 
while  the  other  was  discharging.  For  high  pressure 
work,  however,  it  was  the  usual  practice  to  use  only 
one  tank.  The  two  tanks  were  mounted  either  alone 
on  a  low  flat  car,  or  at  one  end  of  a  platform  car 
which  was  large  enough  to  hold,  in  addition,  from  20 
to  30  bags  of  sand  and  cement.  In  some  cases,  an  up- 
per platform  was  also  provided  for  materials.  The 
materials  were  hauled  through  the  tunnel  by  mules 
or  motor  trucks.  The  water  for  mixing  was  meas- 
ured either  by  pails,  or  automatically  by  a  tank  placed 
at  the  side  or  above  the  grout  tanks.  High-pressure 
armored  hose  about  25  ft.  long  was  used  for  grouting 
purposes. 

Operation  of  Grout  Tanks 

The  usual  method  of  operation  during  low-pressure 
grouting,  was  first  to  put  into  the  tank  the  required 
quantity  of  water,  then  to  let  the  air  into  the  tank 
at  the  bottom,  which  agitated  the  water,  and  then  the 
cement  and  sand  were  put  into  the  tank  and  stirred 
by  hand  with  a  wooden  paddle,  as  it  was  found  that 
the  air  was  too  slow  for  mixing  and  was  also  waste- 
ful. When  thoroughly  mixed,  tthe  door  at  the  top 
of  the  tank  was  closed,  the  air  was  then  admitted  at 
the  top,  and  the  liquid  grout  forced  out  through  the 
grout  hose  into  the  pipe  connected  to  it.  The  air  was 
then  turned  off  quickly. 

Unless  care  is  taken  to  close  the  air  discharge  valve 
the  instant  the  last  of  the  grout  leaves  the  tank,  an 
after-blast  of  air  follows  the  grout,  resulting  in  stir- 
ring it  up  and  causing  separation  of  the  materials,  and 
also  tending  to  form  air  pockets  in  the  space  grouted. 
The  men  operating  the  tanks,  however,  soon  become 
skilled  in  controlling  the  discharge.  As  an  added  pre- 
caution, the  air-pressure  gauge  on  the  grout  tank  was 
watched  closely  to  note  the  fall  of  pressure  as  the 
grout  discharged,  and  the  emptying  of  the  tank  was 
also  indicated  by  the  "kick"  of  the  grout  hose  when 
the  charge  left  it. 

In  some  cases  the  following  scheme  was  tried. 
The  air  valve  was  closed  as  the  batch  of  grout  started 
to  leave  the  tank,  permitting  the  air  in  the  tank  to 
expand  and  force  the  grout  through  the  hose.  This 
method,  however,  was  slow  and  was  not  generally 
used.  Where  the  grout  displaced  water,  the  ejection 
of  the  grout  by  expanding  the  air  in  the  tank  was 
quite  effective  in  cutting  down  the  after-blast  of  air. 
The  tanks  could  be  operated  very  rapidly.  As  much 
as  1,500  batches  of  1:1  grout,  equivalent  to  about  115 
cu.  yd.,  were  placed  in  24  hours,  using  two  tanks.  This 
process  involved  the  handling  of  about  135  tons  of 
cement  and  sand  in  the  24  hours. 

Air  Compressors 

The  air  for  operating  the  grout  tanks  was  obtained 
by  connecting  to  the  air  line  laid  in  the  tunnel,  the 
air  pressure  in  the  line  being  usually  from  80  to  100 
lb.  In  order  to  provide  the  pressure  required  for  high- 
pressure  grouting,  small  Westinghouse  direct-acting 
single-stage  air  compressors,  known  as  "boosters," 
were  generally  used.  These  compressors,  mounted  on 
the  same  car  with  the  grout  tanks,  took  suction  from 
the  main  air  line  and  delivered  air  in  the  tanks  at  a 
pressure  of  300  lb.  per  square  inch. 

On  the  work  in  the  northern  portion  of  the  City 
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Tunnel,  low-pressure  grouting  was  carried  on  with 
three  rigs,  each  consisting  of  the  following  equipment : 
One  30-h.p.  electric  motor ;  one  Ingersoll-Rand  2-stage, 
belt-driven  air  compressor,  capable  of  delivering  170 
cu.  ft.  of  free  air  per  minute  at  100  lb.  pressure  and 
130  cu.  ft.  at  350  lb.;  one  geared  pump,  with  a  capa- 
city of  50  gal.  per  minute  driven  by  a  7y2-h.p.  elec- 
tric motor ;  two  grout  tanks,  two  water  tanks,  a  plat- 
form car  for  making  connections  to  the  grout  pipes, 
and  a  platform  mounted  on  two  flat  cars  for  the  ce- 
ment and  sand.  For  high-pressure  grouting  the  same 
rig  was  used,  the  compressor  being  adjusted  to  de- 
liver air  at  300  lb.  per  square  inch. 

In  the  Hudson  Tunnel,  where  it  was  necessary  to 
use  grouting  pressures  of  700  lb.  per  square  inch,  a 
combination  of  air  and  water-pressure  pump  was  de- 
vised. A  Canniff  tank  was  partly  filled  with  grout 
which  was  placed  under  a  pressure  of  about  300  lb. 
by  a  Westinghouse  booster  connected  as  usual  with 
the  tank.  Water  was  then  pumped  into  the  tank 
through  another  connection  by  a  high-pressure  Cam- 
eron pump,  reducing  the  volume  of  air  above  the  grout 
so  as  to  raise  the  pressure  to  700  lb.  per  square  inch, 
if  desired.    The  discharge  valve  of  the  tank  was  then 


opened,  and  the  pump  was  kept  going  in  order  to 
mainain  the  pressure  while  the  grout  flowed  slowly 
into  the  space  back  of  lining.  This  arrangement 
worked  very  successfully.  The  advantage  of  a  pump 
with  a  steady  flow  lies  in  the  fact  that  there  is  no 
after-blast  of  air  forced  through  the  grout. 


Building  Permits  in  New  Westminster 

In  New  Westminster,  B.  C,  the  following  were  the 
values  of  building  permits  for  the  periods  indicated: 
Building  permits  for  February  1920  $95,215. 
Building  permits  for  February  1919  $17,075. 
Building  permits  for  two  months  1920  $105,165. 
Building  permits  for  two  months  1919  $22,575. 


New  Building  Repair  Firm 

Messrs.  Robt.  G.  Ross  and  W.  F.  Smith  announce 
that  they  have  entered  into  partnership  under  the  name 
of  Ross  and  Smith  with  office  and  yard  at  66  John 
Street,  Toronto.  The  new  firm  will  conduct  a  busi- 
ness of  building  alterations  and  repairs  in  all  trades. 


A  Suggested  Plan  for  a  Group  of  Three  Houses 


FRjOflf   t  LEGATION 


FIR- JT   FLOOL  PLAN 


I  The  elevation  and  floor  plans 
shown  in  the  accompanying  il- 
lustration were  developed  by 
the  Dominion  Housing  and 
Town  Planning  Adviser.  They 
are  a  suggestion  for  a  group 
of  three  houses.  By  following 
the  arrangement  indicated  an 
unusually  pleasing  effect  is  ob- 
tained. This  is  partly  due  to 
the  set-back  given  to  the  cen- 
tre house  and  to  the  side  en- 
trances on  the  end  houses. 
From  the  floor  plans  it  will  be 
noticed  that  the  rooms  are  ar- 
raned  in  a  manner  that  elim- 
inates waste  space,  at  the  same' 
time  fulfilling  every  requirement 
of  the  small  house. 
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Canada's  Contractors— J.  J.  Manley 


Some  of  the  largest  pieces  of  construction  carried 
out  in  Canada  are  marine  developments  such  as  harbor 
land  dock  works.  With  the  large  amount  of  navigable 
waterways  that  this  country  fortunately  possesses,  it 
is  evident  that  projects  of  this  character  must  neces- 
sarily occupy  an  important  place.  Some  of  our  best 
known  contractors  have  been  connected  with  harbor 
and  dock  undertakings  and  we  can  safely  say  that  to 
them  we  may  attribute,  in  great  measure,  our  state  of 
progress  and  development.  One  of  the  old  hands  in 
the  marine  contracting  business  is  Mr.  John  J.  Manley, 
vice-president  and  superintendent  of  the  C.  S.  Boone 
Dredging  and  Constructing  Co.,  Ltd.,  Toronto.  Mr. 
Manley  can  date  his  experience  back  to  45  years  ago, 
when  he  began  his  dredge  career  as  a  wood  boy  on 
the  Welland  Canal,  under  the  famous  James  Canan. 
It  will  thus  be  seen  that  he  started  at  the  bottom  of  the 
ladder  and  his  present  position  has  been  attained  only 
after  hard  work  through  all  stages  of  the  dredging 
game.  Mr.  Manley  has  been  continuously  engaged  in 
extensive  harbor  work  and  has  been  responsible  for 
dredging  and  steam  shovel  contracts  on  all  of  the  Great 
Lakes.  He  has  worked  on  almost  every  harbor  and 
canal  from  Quebec  to  Chicago  and  on  the  Georgian 
Bay  and  Lake  Superior  as  far  west  as  Port  Arthur 
and  Fort  William.  For  a  number  of  years  he  was  with 
Larkin  and  Connolly,  of  Quebec,  and  while  with  them 
had  the  distinction  of  fitting  out  and  operating  the  first 
cable  operated  dipper  dredge.  Latterly  he  was  with 
W.  J.  Poupore  &  Company,  of  Montreal,  and  R.  Wed- 
dell  &  Co.,  of  Trenton.  At  the  present  time,  as  indi- 
cated above,  he  is  with  the  C.  S.  Boone  Dredging  & 
Construction  Co.  He  was  also  connected  with  the 
Toronto     Shipbuilding     Company     and    at  present 


Protection  of   Windows  from  Fire 
Essentia]   Qualities  of  Good 
Shutters— Every  Building  Has 
Its  Own  Problems 

THE  types  of  modern  window  protection  from 
fire  may  be  divided  into  three  classes,  namely, 
water  jets  or  open  sprinklers,  metallic  shutters, 
and  metal  or  metal-covered  frames  in  combin- 
ation with  wired-glass.  Open  sprinklers,  or  "water- 
curtains,"  have  been  subjected  to  no  very  severe  tests, 
although  they  are  often  advocated  even  to  the  exclu- 
sion of  shutters.  This  dependence  does  not  appear  to 
be  justified,  as  water  is  diathermanous  and  permits 
radiant  heat  to  pass  through  it  readily.  The  greatest 
value  of  open  sprinklers  lies  in  the  reinforcement  they 
provide  for  other  measures  of  window  protection,  such 
as  fire-resistant  shutters  and  wired-glass  windows. 

Shutters  have  proved  their  efficiency  in  many  fires, 
but  they  are  unsightly.  For  rear  walls  of  warehouses 
and  factories  they  may  be  unobjectionable,  but,  in  a 
building  occupied  by  tenants,  any  systematic  method 
of  closing  them  would  be  hardly  practicable.  A  fur- 
ther objection  is  the  fact  that,  if  such  shutters  are 
closed  at  night,  internal  fires  may  attain  serious  pro- 
portions before  discovery.  Rolling  shutters  of  the 
normally  open  automatic  type  do  not  possess  these 
objections,  but  they  are  far  more  costly  to  install. 


is    a    director    of    the    Toronto    Drydock  Company. 

Mr.  Manley  is  one  of  the  young  old  men  in  the 
construction  business.  He  is  hale  and  hearty  and  his 
actions  belie  his  years.  Although  in  a  position  of  high 
administrative  responsibility,  he  knows  the  practical 


Mr.  John  J.  Manley 


end  of  the  business  from  A  to  Z  and,  when  necessary, 
he  can  handle  a  set  of  levers  and  ride  a  foot  board  of 
a  crane  on  any  of  the  modern  machines,  either  a  dredge 
or  a  steam  shovel,  as  well  as  the  best  of  them. 


Shutters  in  any  form  should  combine  the  following  re- 
quisites:  (a)  Fire  resistance;  this  is  dependent  upon 
the  material  of  which  the  shutter  is  made  and  upon 
the  way  in  which  it  is  installed,  (b)  The  ability  to 
resist  radiation  of  heat,  (c)  Capability  of  being  open- 
ed from  the  outside.  The  last-named  feature  is  es- 
sential, that  firemen  may  have  access  to  interior  fires 
or  that  the  shutters  may  be  opened  to  permit  the  es- 
cape of  entrapped  inmates. 

Where  the  danger  of  exposure  is  not  sufficient  to 
necessitate  the  use  of  shutters,  or,  if  their  appearance 
is  objectionable,  wire-glass  in  metal  or  metal-covered 
frames  forms  a  pleasing  though  less  efficient  type  of 
protection.  Wire-glass  windows,  however,  readily  ad- 
mit radiant  heat,  and  are  not  to  be  recommended 
for  severe  exposures  unless  used  in  combination  with 
shutters  or  outside  sprinklers. 

As  a  rule,  with  light  exposures  of  first-class  con- 
struction 75  feet  or  more  distant,  open  sprinklers 
should  be  ■  sufficient,  except  for  a  risk  particularly 
dangerous  in  itself.  If  the  exposure  is  moderate  at 
40  or  50  feet  and  the  building  is  not  specially  hazard- 
ous, wire-glass  would  be  preferable.  If  the  exposure  is 
severe  and  within  25  to  40  feet,  tin-covered  shutters 
should  be  used  where  attractive  appearance  is  not  es- 
sential. If  the  exposure  is  less  than  25  feet  distant, 
tin-covered  shutters  in  combination  with  wire-glass 
or  open  sprinklers  may  be  used. 


March  31,  1920 


THE  CONTRACT  RECORD 


309 


Hints  for  the  Contractor 

That  May  Save  Him  Time  and  Money — We  Will  Pay  for  All  Accepted  Items 

Send  One  In 


How  a  General  Superintendent  Checks  the 
Completion  of  Details 

A GENERAL  superintendent,  travelling  about 
from  job  to  job  often  finds  great  difficulty  in 
checking  the  completion  of  details.  Particular- 
ly is  this  true  as  work  nears  completion,  or 
when  the  owner  has  taken  partial  occupancy.  There 
are  often  a  myriad  of  items  yet  to  be  cared  for  which 
require  some  means  of  following  up  other  than  inspec- 
tion and  memory . 

Wells  Brothers  Construction  Co.  makes  use  of 
check  sheets  which  permit  quick  analysis  of  progress. 

II  A  10A  1/1  Bfl  7/1  6fl  S/l  S&  4*  4&  3/1  Zfl  zB  I  ft  IB  Base? 
H5  n  S  HS  H5  MS  ns  US  Hasp  ns  MS  f  W  f\  e 

I  I  1 1 1  I  I 


ftouoh>np  m 
Spirit  SrT 
Basins  - 
Soap  gates  • 
Paper  gocks  ■ 


III  II 


I  I 


I  I 


I 


Tib  hla/ls 
•  Fury! 
Vent Scree, 


furylnp 
■As 


I  I 


II 


I  I  I 
I  I 


I     IM     I  [  I 


II     II  II 


I  I 


Horble  Set 

•  STool 
Stall  Hmqes 

•  Door-Strikes 
Vestibule  HI  noes 

Brown  Coat 
While  ' 
Patching 

Sackputty 

tfuter  Doers  inund 
'  Trim 
'  Check 

Shll     -  homo" 
»  dolts 
Bumper} 

*sT     •  Hurt/ 

Coot  tail  ' 

Mirror 

Pipes  Covered 

</  doors  hun^  * 

Wood  doors  painted 
Walls  Sized 

■     IV  Coot 

<   Z*i?  ,. 
Radiators  painted 
Sash  ~» 
Pipes 

J  Poors     *  ✓ 


Check  sheets  of  this  character  enable  progress  to  be  analyzed  by  super- 
intendent. 

The  accompanying  check  sheet  is  one  used  on  work 
of  the  National  Cloak  &  Suit  Co.  at  Kansas  City,  an 
eleven-story  warehouse  of  69,000  square  feet  of  floor, 
which  was  occupied  with  a  full  force  on  January  26, 
while  considerable  work  remained  to  be  done.  The 
owners  desired  the  quickest  possible  cleaning-  up  in 
order  to  avoid  constant  hindrance  to  efficient  opera- 
tion. 

The  check  sheet  shown  covers  the  item  of  "toilets" 
which  always  require  considerable  watching.  At  the 
left  are  itemized  the  details,  and  across  the  top  are 
column  headings  11-A,  10-A,  9-A,  etc.,  representing 
floors  in  "A"  and  "B"  building-  and  the  N.  and  S.  refer 


to  north  toilet  and  south  toilet,  respectively.  In  each 
column  a  vertical  heavy  line  indicates  the  work  as 
completed,  a  check  mark  indicates  absence  of  that 
detail  in  that  particular  toilet  and  a  blank  shows  work 
yet  to  be  done. 

When  the  general  superintendent  demands  records 
of  this  sort  from  the  superintendent  and  the  superin- 
tendent on  the  job  follows  these  sheets  for  daily  exe- 
cution, there  is  nothing  left  to  memory,  and  if  there  is 
blame  for  non-execution  it  can  be  put  on  the  right 
shoulders.  Colored  pencils  may  be  used  to  show  pro- 
gress as  between  weeks,  black  for  the  initial  week  of 
the  record  and  a  new  color  for  each  succeeding  period. 
This  pasallels  the  construction  record  commonly  em- 
ployed on  railroad  work  where  excavation,  fill  and 
other  items  are  drawn  in  day  by  day  on  cross  section 
paper,  giving  at  the  end  of  the  job  a  complete  chrono- 
logical record  of  progress. 


Silicate  of  Soda  Solution  is  a  Quick  and 
Effective  Waterproofing  Agent 

By  F.  A.  McLean* 

f\  I  EN  building  concrete  tanks,  hot  wells,  cess- 
pools,  etc.,  or  when  lining  the  walls  of  tun- 
T  T  nels  and  shafts  it  is  often  necessary  to  wa- 
terproof the  concrete  to  prevent  leakage. 
There  are  a  number  of  good  compounds  on  the  mar- 
ket that  are  recommended  for  this  work  which  can  be 
used  with  splendid  results  but  they  are  not  always 
obtainable  at  the  time  they  are  needed  most.  Where 
this  condition  of  affairs  exists  the  following  methods 
are  easy  to  use  and  will  be  found  quite  effective.  The 
first  method  is  to  paint  the  concrete  with  a  solution  of 
one  part  of  silicate  of  soda  (water  glass)  to  five  parts 
of  water.  The  first  coat  should  be  allowed  to  dry  for 
about  six  hours  before  applying  the  second.  Repeat 
this  process  until  four  coats  have  been  applied.  In 
the  second  method  the  walls  are  painted  with-  a  mix- 
ture of  8.75  pounds  of  sulphate  of  zinc  (white  vitrol) 
dissolved  in  one  gallon  of  water.  The  zinc  sulphate 
acts  on  the  lime  in  the  concrete  forming  compounds 
of  calcium  sulphate  and  zinc  hydroxide  which  readily 
fill  up  the  pores  in  the  cement.  Whichever  solution 
is  used,  the  surfaces  to  be  treated  should  be  thor- 
oughly cleaned  before  the  coating  is  put  on. 


Canada  Wire  and  Goods  Co.  Issue  Catalog 

The  Canada  Wire  &  Iron  Goods  Company,  Ham- 
ilton, Ont.,  are  distributing  a  catalog,  entitled,  "Wire 
Rope  &  Fittings."  The  catalog  is  well  illustrated  and 
contains  a  quantity  of  valuable  information  about  the 
products  of  this  company.  They  are  now  making- 
wire  rope  and  have  facilities  for  manufacturing  rope 
of  every  description,  up  to  2  in.  diameter.  Their  plant 
is  said  to  contain  the  very  finest  wire  rope  making- 
machinery. 

*Of   Canadian    Ingersoll-Rand   Co.,  Sherbrooke. 
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East  and  West— From  Coast  to  Coast 


Tn  future  the  City  Architect's  Department,  Toronto,  will 
be  known  as  the  Department  of  Building,  and  the  City  Ar- 
chitect as  Commissioner  of  Building. 

The  province  of  Saskatchewan's  bridge  building  pro- 
gramme for  this  year  calls  for  an  expenditure  of  $200,000, 
and  includes  bridges  of  both  steel  and  concrete  types. 

A  by-law  authorizing  the  expenditure  of  $371,000  for  the 
erection  of  a  rapid  sand  gravity  filtration  plant  at  Chat- 
ham, Out.,  will  be  submitted  to  a  vote  of  the  ratepayers  on 
April  14  next. 

The  Housing  Commission  of  Dundas,  Out.,  at  a  recent 
meeting,  appointed  the  following  officers:  Mayor,  E.  J.  Ma- 
hony,  chairman;  S.  Hughes,  vice-chairman,  and  H.  B.  Wil- 
son, secretary. 

The  Housing  Commission  of  London.  Ontt,  has  54 
houses  on  its  programme  for  the  present  year.  The  need 
for  accommodation  in  this  city  is  very  urgent  and  tenders 
have  already  been  called  for  the  construction  of  the  above 
houses. 

Preliminary  work  has  been  commenced  by  the  Public 
Utilities  department  of  London,  Out.,  on  the  construction 
of  the  new  10,000,000  gallon  water  reservoir.  This  reservoir, 
when  completed,  will  provide  sufficient  storage  capacity  to 
supply  all  the  requirements  of  the  city  for  several  days  in 
the  event  of  a  drought. 

Preliminary  steps  are  being  taken  to  establish  a  water- 
works system  at  Port  Dalhousie,  Out.  The  sum  required  to 
carry  out  this  project  will  be  $120,000,  and  the  Port  Water 
Commission  has  asked  the  town  council  to  issue  debentures 
for  this  amount.  A  sewerage  system  will  likewise  be  install- 
ed at  a  cost  of  $30,000. 

Montreal  is  to  have  a  new  10-storey  office  building  at 
the  corner  of  St.  Lawrence  Blvd.  and  Notre  Dame  St., 
which  will  cost  in  the  neighborhood  of  $500,000.  The 
building  will  be  of  fireproof  construction  throughout  and 
will  be  built  of  reinforced  concrete  with  an  artificial  stone 
facade.   Mr.  J.  Asselin  is  the  architect. 

It  is  stated  that  damages  to  bridges  as  a  result  of  the 
recent  floods,  in  Annapolis  county,  N.S.,  will  be  at  least 
$10,000,000,  and  it  will  be  several  months  before  vehicular 
traffic  across  the  Annapolis  and  Lequille  Rivers  can  be  fully 
resumed.  Four  steel  bridges,  two  wooden  bridges  and  sev- 
eral small  bridges  were  badly  damaged. 

An  announcement  from  Ottawa  states  that  the  sum  of 
$5,500,000  has  been  put  in  the  estimates  for  the  purpose  of 
resuming  work  on  the  Welland  Canal.  Work  was  stopped 
last  fall  through  labor  troubles.  No  word,  however,  has 
been  received  up  to  the  present  time,  according  to  chief 
engineer  Grant,  ordering  the  resumption  of  work. 

Aid.  W.  A.  Dixon,  chairman  of  the  Board  of  Works, 
Gait,  Ont.,  resigned  that  position  recently,  following  the 
city  council's  decision  not  to  do  any  paving  work  this  year. 
Council  in  the  past  has  always  endorsed  the  good  roads 
policy,  but  gives  high  prices  and  difficulty  of  obtaining 
materials  as  the  reasons  for  its  decision  this  year. 

Construction  in  Vancouver  and  district  during  the  pre- 
sent year  will  be  on  an  extensive  scale  and  will  involve,  ic 
is  estimated  an  expenditure  in  the  neighborhood  of  $15,- 
000,000.  The  following  are  a  few  of  the  more  important  pro- 
jects planned:    New  drydock,  $3,500,000;    C.   P.   R.  piers, 


$2,000,000;  Dominion  government  wharves,  $1,500,000;  two 
department  stores,  $2,000,000;  three  new  theatres,  costing 
$500,000,  $500,000  and  $300,000  respectively;  new  hospital, 
$500,000;  new  schools,  $1,000,000;  hotels,  apartment  blocks, 
etc.,  $2,000,000.  A  large  number  of  residences  will  also  be 
built  throughout  the  city  during  the  present  year. 


Personal 

Mr.  H.  R.  Simmers,  assistant  plumbing  inspector,  Van- 
couver, has  been  appointed  chief  inspector,  succeeding  Mr. 
Morgan. 

It  has  been  announced  that  Major-Gen.  Sir  David  Wat- 
son has  been  appointed  chairman  of  the  Quebec  Harbor  Com- 
mission, succeeding  Senator  L'Esperance,  who  has  resigned 
the  position  because,  of  ill-health. 

Messrs.  Louis  O.  Secord  and  Herbert  E.  Murton,  archi- 
tects of  Hamilton,  Ont.,  have  formed  a  partnership  under 
the  firm  name  of  Secord  &  Murton,  and  have  located  in 
the  Home  Bank  Building,  James  St.  North. 

Mr.  Alcide  Chausse,  architect,  of  Montreal,  was  re-elect- 
ed chairman  of  the  Committee  on  Fire  Prevention  of  the 
American  Society  for  Municipal  Improvements,  at  a  recent 
meeting  of  that  association,  held  at  Buffalo,  N.  Y.  It  was 
stated,  in  error,  in  the  personal  column  of  our  March  17th 
issue,  that  Mr.  Chausse  had  been  elected  president  of  the 
society. 

Mr.  Ernest  Drinkwater  returns  to  St.  Lambert,  Que., 
as  town  engineer,  after  a  period  of  private  practice.  He 
is  an  Englishman  by  birth ,  and  came  to  this  country  in 
1902.  Before  being  appointed,  in  1912,  engineer  for  the 
town  of  St.  Lambert,  he  was  engaged  on  street  railway 
work  and  power  house  construction.  While  in  practice  he 
installed  a.  waterworks  system  for  South  Montreal.  Mr. 
Drinkwater  is  an  associate  member  of  the  American  So- 
ciety of  Civil  Engineers. 


Obituary- 
Mr.  Arthur  Barre,  head  of  the  contracting  firm  of  Barre 
&  Charron,  of  Granby,  Que.,  died  recently  in  that  city  at 
the  age  of  41  years. 

Mr.  Arthur  Dinnis,  president  of  the  general  contracting 
firm  of  Richard  Dinnis  &  Son,  Toronto,  died  in  that  city 
recently,  following  a  sudden  attack  of  heart  trouble. 

Malcolm  McMillan,  president  of  McMillan  Bros.,  Ltd., 
railway  contractors.  Winnipeg,  died  recently  in  that  city 
after  a  lingering  illness.  Deceased  yvas  born  in  Bruce 
County,  Ontario,  and  had  been  a  resident  of  Winnipeg  for 
the  past  forty  years. 

Mr.  Alexander  Garvock,  well  known  contractor  of  Ot- 
tawa, Out.,  died  recently  in  that  city  at  the  age  of  79  years, 
as  a  result  of  heart  disease.  Mr.  Garvock  personally  super- 
vised his  building  works  up  till  about  a  year  ago,  when 
he  was  forced  to  retire  through  ill  health.  He  had  been 
actively  engaged  in  construction  work  in  Ottawa,  since  1884, 
and  built  many  of-  the  city's  churches,  schools  and  office 
buildings. 


Trade  Incorporation 

Cross  Builders'  Supply  Co.  Ltd.,  with  head  office  at 
Windsor,  Ont.,  capital  $100,000. 

Montreal  Building  &  Construction  Company,  Ltd.,  with 
head  office  at  Montreal,  capital  $100,000,  to  carry  on  the 
business  of  builders,  contractors  and  engineers. 

Canadian  Metal  Window  &  Steel  Products,  Limited,  with 
head  office  at  Toronto,  capital  $250,000,  to  specialize  on 
the  manufacture  of  metal  window  sash,  doors,  etc. 


Contracts  Department 


News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Birtle,  Man. 

W.  B.  Chapman,  Secy.-treas.  for  Rur- 
al Municipality  of  Birtle,  will  receive 
tenders  until  April  20th  for  excavating, 
draining  and  grading  52  miles  of  road. 

Caughnawaga  Reserve,  Que. 

B.  Micliaud,  Deputy  Minister  for  Pr>- 
vinciari  Dept.  Public  Works,  Quebec, 
will  receive  tenders  until  April  15th  for 
construction  of  bituminous  macadam 
road. 

Chatham,  Ont. 

James  St.  Pierre,  Dover  Township 
Clerk.  R.  R.  No.  1,  Bear  Line,  Ont.,  will 
receive  tenders  until  April  17th  for  con- 
s'.ruction  of  dash  wheel,  pump  house 
and  concrete  wheel  pit.  Plans  with  en- 
gineer, W.  G.  McGeorge,  Chatham. 

Dauphin,  Man. 

J.  A.  Gorby,  secy.-treas.,  Dauphin,  will 
receive  tenders  until  noon,  April  ::rd, 
for  gravelling  about  175  miles  of  road 
for  Rural  Municipality  of  Dauphin. 

Essex,  Ont. 

Plans  will  be  prepared  for  concrete 
pavement  for  Town.  Engineer,  E.  J. 
Cunningham;  Clerk,  R.  R.  Brett. 

Fergus,  Ont. 

E.  H.  Darling.  Consulting  Engineer. 
Spectator  Bldg.,  Hamilton,  wants  prices 
on  pump,  100  gallons  per  minute,  and 
deep  well  pump  in  connection  with  con- 
struction of  reinforced  concrete  reser- 
voir for  Town. 

Fort  Garry,  Man. 

Tenders  will  be  called  shortly  for  wa- 
terworks system  costing  $200,000  for 
Rural  Municipality  of  Fort  Garry.  En- 
gineer. J.  D.  Ruttan,  Municipal  Hall, 
Fort  Garry. 

Gait,  Ont. 

By-law  passed  authorizing  construc- 
tion of  bituminous  macadam  pavement 
for  City.    Engineer,  W.  H.  Fairchild. 

Hamilton,  Ont. 

City  plans  to  purchase  road  sweeper. 
Engineer,  E.  R.  Gray. 

City  contemplates  construction  of 
sewer  to  cost  $50,000.  Engineer,  E.  R. 
Gray,  City  Hall. 

Hespeler,  Ont. 

Town  has  under  consideration  the  con- 
struction of  permanent  pavement  on 
Cooper  St.    Clerk,  M.  E.  Jardine. 

Ingersoll,  Ont. 

Town  plans  to  construct  pavements 
at  a  cost  of  $5,000.    Clerk,  W.  R.  Smith. 

Islington,  Ont. 

Etobicoke  Township  contemplates 
widening  of  macadamized  road  on 
Queen  St.  by  four  feet.  Clerk,  Stephen 
Barratt,  Islington,  Ont.  E.  A.  James 
Co.,  Excelsior  Life  Bldg.,  Toronto,  are 
engineers. 

La  Tortue,  Que. 

Plans  have  been  prepared  and  tenders 


will  be  called  shortly  for  macadam  road 
costing  $65,000  for  Municipality.  Secy.- 
treas.,  P.  Laferriere,  La  Tortue. 

Leamington,  Ont. 

M.  T.  Selkirk.  Town  Clerk,  will  re- 
ceive tenders  until  noon,  April  30th,  for 
paving  work. 

Nesbit,  Man. 

Frank  Capel,  secy.-treas.  for  Muni- 
cipality of  Oakland,  Xesbit.  Man.,  will 
receive  tenders  until  April  27th  for  grad- 
ing of  roads.  Flans  also  with  Highway 
Commissioner,  Winnipeg. 

Ofhawa,  Ont. 

Board  of  Works  contemplates  con- 
struction of  concrete  sidewalks.  Chair- 
man, Jas.  McBrady;  engineer.  Walter  G. 
Worden. 

Perth,  Ont. 

Perth  and  Lanark  Counties  contemp- 
late purchase  of  two  road  pressure  tanks 
for  distributing  asphalt.  Reeve,  C.  J. 
Roy,  Perth. 

Port  Dalhousie,  Ont. 

M.  A.  Corbett,  Port  Dalhousie,  con- 
templates construction  of  waterworks 
system  and  septic  tanks  for  summer  cot- 
tages. Surveyor,  F.  U.  Rutherford,  St. 
Catharines,  Ont. 

Port  Dover,  Ont. 

Tenders  will  be  called  shortly  for 
macadamized  roads,  curbs,  etc.,  for  Vil- 
lage.   Clerk,  W.  C.  McCall. 

Ridgetown,  Ont. 

In  the  Contract  Record  of  March  17th 
it  was  stated  that  contract  for  cement 
had  been  awarded  to  the  Canada  Ce- 
ment Co.  D.  Cochrane,  Town  Clerk, 
advises  that  no  contract  has  been 
awarded. 

Ste.  Elizabeth,  Que. 

Plans  have  been  prepared  and  ten- 
ders will  be  called  shortly  for  gravel- 
ling road  for  Municipality.  Secy.-treas., 
A.  Barrette. 

Swan  River,  Man. 

Jos.  Armstrong,  Secy.-treas.  for  Mun- 
icipality, Box  153,  Swan  River,  will  re- 
ceive tenders  until  April  24th  for  grad- 
ing roads.  Specifications  at  Municipal 
Engineer's  office,  Swan  River,  Good 
Roads  District  Engineer's  office,  Dau- 
phin, and  with  Highway  Commissioner, 
Winnipeg. 

Toronto,  Ont. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Highways,  Par- 
liament Bldgs.,  Toronto,  will  receive 
tenders  until  noon  April  15th  for  earth- 
work and  other  necessary  work  on  Pro- 
vincial Highway  in  Salfleet  Township. 
Plans  at  offices  of  Resident  Engineer, 
Beamsville,  City  Engineer,  Hamilton, 
and   Deputy   Minister,  Toronto. 

Frank  Barber,  engineer  for  York 
Township,  40  Jarvis  St.,  Toronto,  will 
receive  tenders  until  April  6th  for  con- 
struction of  six-inch  iron  case  water- 
mains. 


Waterford,  Ont. 

Town  has  under  'consideration  con- 
struction of  waterworks  system.  Clerk, 
Jas.  Ross. 

CONTRACTS  AWARDED 

Levis,  Que. 

Joseph  Blais,  Levis,  has  general  con- 
tract for  paving  •  costing  $74,650  for 
Municipality. 

Megantic,  Que. 

Isidore  Duquet,  St.  Ludger,  has  gen- 
eral contract  for  gravel  road  costing 
$100,000  for  Township  of  Whitton. 

Sc.  Thomas,  Ont. 

City  placed  contract  for  asphalt  pav- 
ing with  Standard  Paving  Co.,  Central 
Chambers,  Ottawa,  Ont. 


Railroads,  Bridges  and  Wharves 

Cap  Rouge,  Que. 

C.  N.  Rly.,  head  office,  1  Toronto  St., 
Toronto,  contemplate  construction  of 
pier.  Assistant  Manager,  W.  A.  Kings- 
land,  Montreal,  Que. 

Clearwater,  Man. 

W.  Cranston,  Clerk  for  Rural  Muni- 
cipality of  Louise,  Clearwater,  Man., 
will  receive  tenders  until  April  5th  for 
construction  of  five  reinforced  concrete 
bridges.  Plans  with  Highway  Commis- 
sioner, Winnipeg,  and  also  with  clerk. 

Dauphin,  Man. 

J.  A.  Gorby,  secy.-treas.,  Dauphin, 
will  receive  tenders  until  noon,  April 
:;rd,  for  industrial  railway  for  Rural 
Municipality  of  Dauphin. 

Fergus,  Ont. 

Bowman  &  Connor,  Engineers,  34  Vic- 
toria St.,  Toronto,  will  receive  tenders 
until  April  9th  for  bridge  for  Welling- 
ton County. 

Grand  Bend,  Ont. 

Tenders  will  be  called  shortly  for 
steel  bridge  costing  $25,000  for  Lambton 
&  Huron  County  Councils.  Engineers, 
J.  A.  Bell  &  Son,  Court  House,  St. 
Thomas. 

Guelph,  Ont. 

Tenders  will  be  receivel  by  Bowman 
&  Connor,  Engineers,  34  Victoria  St  , 
Toronto,  or  City  Engineer,  F.  McAr- 
thur,  Guelph,  until  April  9th  for  rein- 
forced concrete  bridge  costing  $35,000 
for  Wellington  County  Council. 

Halifax,  N.S. 

The  flood  suffered  by  Nova  Scotia,  re- 
cently, destroyed  the  following  bridges: 
Steel  bridge  in  South  Middleton;  steel 
bridge,  150  ft.  span,  in  Colchester  Co.: 
wooden  bridge,  150  ft.,  over  Annapolis 
River,  near  Brickton;  22  ft.  span  con- 
crete beam  bridge  in  Kings  County: 
steel  bridge,  150  ft.  span,  in  Bridge- 
town; bridge  over  Bear  River;  two 
wooden  bridges  over  Allen  River,  near 
Lequille,  Annapolis  County;  and  steel 
bridge  over  Cornwallis  River,  near  Cam- 
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bridge.  Provincial  Highways  Board, 
Mollis  St.,  Halifax,  will  rebuild. 

Kenilworth,  Ont. 

Bowman  &  Connor,  Engineers,  34  Vic- 
toria St.,  Toronto,  are  preparing  plans 
for  bridge  for  Arthur  Township. 

London,  Ont. 

C.  P.  Rly.,  head  office,  Montreal, 
contemplates  extension  of  yards  here 
and  may  lay  new  sidings  in  East  Lon- 
don.   Supt.,  R.  McKillop,  London,  Ont. 

Louisburg,  N.S. 

The  British  Syndicate  which  contemp- 
lates erection  of  dry  dock  costing  $5,- 
000,000  is  applying  to  Govt,  for  permis- 
sion to  start  construction  work.  Repre- 
sentative, F.  T.  Green,  50  Bold  Street, 
Warrington,  England.  R.  H.  Cooper, 
Sydney,  N.S.,  is  engineer. 

Ottawa,  Ont. 

Dominion  Dept.  Public  Works  con- 
templates the  construction  of  following: 
Extension  to  breakwater  at  Meteghan, 
N.  S.,  costing  $16,500;  repairs  to  wharf 
at  Aylmer,  Que.,  costing  $2,000;  repairs 
to  pier  at  Leamington,  Ont.;  terminals 
at  Sydney,  N.  S.,  costing  $100,000;  har- 
bor improvements  at  Inverness,  N.  S., 
costing  $12,000;  repairs  to  breakwater  at 
West  Chezzetcook,  N.  S.,  costing  $15,- 
100;  repairs  to  pier  at  Digby,  N.  S., 
costing  $5,000. 

Carleton  County  contemplates  con- 
struction of  concrete  bridge  to  cost  $40,- 
000.  Clerk,  Chas.  McNab,  Nicholas  St., 
Ottawa. 

Dominion  Dept.  Public  Works  plans 
to  expend  $13,300  on  repairs  to  break- 
water at  Devil's  Island,  N.S.;.  $11,000  on 
reconstruction  of  breakwater  at  North 
Ingonish,  N.S.;  $6,000  on  repairs  to 
breakwater  at  Cow  Bay,  N.S.;  $3,000  on 
repairs  to  breakwater  at  Larry's  River, 
N.S.;  $5,000  on  repairs  to  wharf  at  St. 
George  N.B.;  $10,300  on  improvements 
to  canal  at  St.  Anne,  Que.;  $3,450  on 
repairs  to  wharf  at  Three  Rivers,  Que.; 
$6,000  on  repairs  to  wharf  at  Cap  St. 
Io-nace  Que.;  $6,000  on  repairs  to  wharf 
at  Sault  Ste.  Marie,  Ont.;  $19,000  on 
alterations  and  repairs  to  harbor  works 
at  Port  Stanley;  and  $2,500  on  protec- 
tion works  at  Lake  St.  Francis,  Ont. 
Tenders  will  be  called  shortly. 

Quebec,  Que. 

Plans  are  in  progress  for  passenger 
station  for  C.  N.  Rly.,  head  office,  Tor- 
onto, Ont.  Assistant  Manager,  VV.  A. 
Kingsland,   Montreal,  Que. 

Saskatchewan,  Province  of 

Provincial  Govt.  Highways  Dept.  con- 
templates construction  of  six  bridges  to 
cost  $200,000.  Minister  of  Highways, 
Hon.  S.  J.  Latta,  Regina. 

St.  Gilles,  Que. 

G.  F.  Montminy,  secy.-treas.,  will  re- 
ceive tenders  until  April  15th  for  con- 
struction of  steel  bridge  for  Municipal- 
ity. 

St.  Thomas,  Ont. 

Plans  are  in  progress  for  rebuilding 
of  bridge  costing  $6,000  for  Elgin 
County.  Engineers,  J.  A.  Bell  &  Son, 
Court  House,  St.  Thomas. 

Sumas  Lake,  B.C. 

B.  C.  Electric  Railway  Co.  will  make 

improvements  to  tracks  at    a    cost  of 

$100,000.     Work  will  be  by  day  labor. 

Toronto,  Ont.  . 

G.  T.  Rly.,  head  office,  Montreal,  is 
construction  ice  house  to  cost  $40,000. 


Mr.  Mitchell,  Supt.  of  Bide,  and  Bridges, 
415  Union  Station,  supervises  work. 

Vancouver,  B.C. 

Plans  are  in  progress  for  floating  dry- 
dock  estimated  to  cost  $400,000  for  An- 
drew Wallace,  Wallace  Shipyards,  Van- 
couver. 

Virden,  Man. 

W.  Whiteford,  Secy.-treas.  for  Rural 
Municipality  of  Wallace,  Virden,  will  re- 
ceive tenders  until  noon,  April  10th,  for 
construction  of  bridges  and  culverts 
costing  $48,000.  Plans  with  Highway 
Commissioner,  Winnipeg,  and  with  Mr. 
Whiteford.  Virden. 

Winnipeg,  Man. 

J.  C.  Wilcox,  C.  P.  R.  Station,  Win- 
nipeg, is  preparing  plans  for  replacing 
with  cement  3.000  square  yards  of  plank- 
ing at  West  End  C.  P.  R.  Station. 

CONTRACTS  AWARDED 
Boisdale,  N.S. 

R.  H.  Cooper,  North  Sydney,  atrl 
Capt.  Dickson,  Louisburg.  have  been 
awarded  general  contract  for  wharf 
costing  $10,000  for  Dominion  Dept.  Pub- 
lic Works. 

Chatham,  Que. 

Lollone  &  Lepine.  Brownsburg,  Que., 
have  general  contract  for  concrete  bridge 
costing  $6,900  for  Municipality. 

Kinburn,  Ont. 

Carleton  County  Council  placed  gen- 
eral contract  for  bridge  with  Ontario 
Bridge  Co..  Crown  Office  Bldg..  Tor- 
onto. 

Ottawa,  Ont. 

G.  T.  Rly.,  head  office,  Montreal.  Que., 
is  contemplating  alterations  to  central 
station  at  a  cost  of  $60,000:  Steel,  Do- 
minion Bridge  Co.,  Carleton  Chambers. 
Ottawa. 

Roberval,  Que. 

Joseph  Gosselin,  85  Dalhousie  Street. 
Ouebec.  has  contract  for  completion  of 
$;0,00n  steel  bridge  to  be  constructed 
Iron*  Chambord  to  St.  Jerome  over  Met- 
abechouan  River  for  Municipality  of 
Lake  St.  Joseph  No.  2. 

Public  Buildings,  Churches 
and  Schools 

Amos,  Que. 

Beaugran  t  Champagne,  architect,  409 
Durocher  Ave.,  Outremont,  is  preparing 
nlans  for  convent  and  chapel  for  R.  C. 
Commission. 

Barons,  Alta. 

H.  M.  &  W.  A.  Whiddington,  archi- 
tects, Sherlock  Bldg.,  Lethbridge,  Alta.. 
will  receive  tenders  until  April  9th  for 
school  costing  $65,000  for  Barons  Con- 
solidated School  District. 

Brandon,  Man. 

D.  Marshall,  architect,  449  Seventh 
St.,  has  prepared  plans  for  memorial 
hall  for  City  and  G.  W.  V.  A.  City 
clerk,  H.  Brown. 

Burnaby,  B.C. 

Joseph  H.  Howman,  architect,  525 
Seymour  St.,  is  preparing  plans  for  re- 
modelment  of  and  addition  to  school 
costing  about  $25,000  for  Burnaby 
School  Board,  W.  Dingle,  chairman. 
Tenders  will  be  called  soon  to  close 
about  April  13th. 

Cornwall,  Ont. 

Congregation  of  Trinity  Church  plan 
to  make  interior  alterations  to  church 


costing  $6,000.  Rector,  Rev.  W.  Net- 
ten,  M.A. 

Halifax,  N.S. 

Halifax  County  Council  contemplates 
ejection  of  county  home.  Clerk,  Parker 
Archibald,  Spring  Garden  Rd.,  Halifax. 

Hamilton  Ont. 

St.  Luke's  Church,  John  and  Macau- 
lay  Sts.,  plans  to  erect  Sunday  school. 
Pastor,  Rev.  R.  H.  Ferguson,  294  Wel- 
lington St.  N. 

Islay,  Alta. 

N.  F.  Bell,  Secy.-treas.  for  Kenilworth 
School  District  No.  3892,  will  receive 
tenders  until  noon  April  3rd  for  school. 
Plans  with  Mr.  Bell  and  with  Dept.  of 

Education. 

Kinosota,  Man. 

Agricultural  Board  contemplate  erec- 
tion of  hall  and  are  looking  for  site. 
Chairman,  Dave  Sauls. 

Kitchener,  Ont. 

Edmond  Pequegnot,  Secy,  for  School 
Board,  will  receive  whole  or  separate 
tenders  until  April  17th  for  school  ad- 
dition. 

Leamington,  Ont. 

J.  C.  Pennington,  architect,  La  Belle 
Bldg.,  Windsor,  is  preparing  plans  for 
school  costing  $100,000  for  Public  School 
Board. 

London,  Ont. 

Plans  are  in  progress  and  tenders  will 
be  called  shortly  for  hospital  addition 
costing  $25,000  for  Salvation  Army. 
Adjt.,  W.  J.  Martin,  S.  A.  Citadel,  Clar- 
ence St. 

Utilities  Commissioners  contemplate 
erection  of  exhibition  building  costing 
$7,000.  General  manager,  E.  V.  Buch- 
anan, Hydro  Offices. 

Montreal,  Que. 

Plans  are  in  progress  for  improve- 
ments and  alterations  to  Dominion 
Buildings  costing  $30,000  for  Dominion 
Dept.  Public  Works 

R.  C.  School  Commission,  87  St.  Cath- 
erine St.  W.,  will  make  repairs  to  school 
building  and  will  also  erect  new  school 
costing  $190,000.  Secy.-treas;,  Aime  La- 
fontaine,  N.P. 

Vautrin  &  Bernier,  architects,  92  Notre 
Dame  St.  E.,  are  preparing  plans  for 
school  costing  $22,500  for  R.  C.  School 
Commission,  87  St.  Catherine  St.  W. 

Chas.  J.  Saxe,  architect,  364  Dor- 
chester St.  W.,  is  preparing  plans  for 
club  house  and  buildings  costing  $200,- 
000  for  Beaconsfield  Golf  Club.  Tenders 
will  be  called  shortly. 

Vandal  &  Gascon,  architects,  502  St. 
Catherine  St.  E.,  are  completing  plans 
and  expect  to  call  tenders  about  April 
15th  for  church  and  rectory  costing 
$250,000  for  R.  C.  Congregation  Holy 
Redemptor. 

Nanaimo,  B.C. 

Plans  are  in  progress  for  conversion 
of  agricultural  building  into  high  school 
at  an  estimated  cost  of  $20,000  for 
School  Board.    Chairman,  John  Shaw. 

New  Glasgow,  N.S. 

Y.  M.  C.  A.  contemplates  erection  of 
gymnasium  building  to  cost  $125,000. 
President,  A.  R.  Chambers. 

North  Sydney,  N.S. 

Town  will  receive  competitive  plans 
until  April  1st  for  town  hall  costing 
$50,000.    Mayor,  Robert  Musgrave. 

Ottawa,  Ont. 

Sketch  plans  are  in  progress  for  large 
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research  laboratory  for  Dominion  Dept. 
Public  Works. 

Dominion  Dept.  Public  Works  con- 
templates expenditure  of  $16,000  on  al- 
terations and  improvements  to  royal 
mint,  $10,000  on  post  office  improve- 
ments, and  $20,000  on  construction  of 
national  gallery. 

Dominion  Dept.  Public  Works  con- 
templates erection  of  quarantine  sta- 
tion at  Halifax,  N.S.;  quarantine  station 
at  Sydney,  N.S.;  drill  hall  costing  $25,- 
000  at  Amherst,  N.S.;  post  office  at  An- 
napolis Royal.  N.  S.  Repairs  to  post 
office  in  Hamilton  costing  $10,000  and 
installation  of  passenger  elevator  in 
Printing  Bureau  at  Ottawa  also  planned. 

Parrsboro,  N.S. 

Citizen's  Committee  contemplates 
erection  of  memorial  hall  costing  $75,000. 
Members,  Mayor  Huntley,  P.  L.  Spicer, 
etc. 

Quebec,  Que. 

J.  S.  Bergeron,  architect,  103  St.  John 
St.,  is  preparing  plans  for  addition  to 
monastry  for  Soeurs  Franciscaines  Mis- 
sionnaires  de  Marie,  188  Grande  Allee. 
Superior,  Rev.  Mother  Marie  de  Ste. 
Benoite. 

Sydney,  N.S. 

Plans  are  in  progress  for  club  house 
costing  $12,000  for  Lingan  Country  Club. 
President.  J.  K.  McKenzie,  care  Harris 
Abattoir  Co. 

Toronto,  Ont. 

All  trades  will  be  let  shortly  for 
church  costing  $75,000  for  Riverdale 
Presbyterian  Church,  Pape  and  Har- 
court  Aves.  Treasurer,  J.  A.  Murray,  85 
Harcourt  Ave.  J.  Wilson  Gray,  Con- 
federation Life  Bldg.,  is  architect. 

Horwood  &  White,  architects,  Ryrie 
Bldg.,  are  preparing  plans  for  hall  of 
Philosophy  for  St.  Thomas  School  of 
Philosophy. 

E.  A.  James  Co.,  Engineers,  Excelsior 
Life  Bldg.,  are  preparing  plans  for  ad- 
dition to  registry  office  costing  $30,000 
for  York  County  Council.  Clerk,  R.  W. 
Phillips,  67  Adelaide  E.  Tenders  will 
be  called  the  middle  of  April. 

Argonaut  Rowing  Club,  foot  of  Yonge 
St.,  have  secured  site  at  Muggs  Land- 
ing and  will  erect  club  house. 

Vancouver,  B.C. 

Dominion  Dept.  Public  Works  con- 
templates erection  of  government  offi- 
ces estimated  to  cost  $1,000,000. 

Victoria,  B.C. 

Plans  are  in  progress  for  military  offi- 
ces costing  about  $15,000  for  Dominion 
Dept.  of  Militia  &  Defence,  Ottawa.  Ad- 
dress Brig.  General  F.  M.  Ross,  G.O.C. 
Military  District  No.  11. 

Winnipeg,  Man. 

W.  C.  T.  U.  contemplates  erection  of 
boarding  home.  Chairman  Bldg.  Com- 
mittee, Mrs.  W.  P.  Wallace,  327  Lilac 
Street. 

Wrentham,  Alta. 

Mr.  Tregloan,  secy,  for  Consolidated 
School  District  No.  48,  receives  tenders 
until  April  6th  for  school  costing  $11,000. 
A.  M.  Jeffers,  McLeod  Block,  Edmon- 
ton, is  architect. 

CONTRACTS  AWARDED 

Grand  Mere,  Que. 

R.  C.  Commissioners  placed  general 
contract  for  academy  costing  $175,000 
with  Ahearn  &  Arsenault  Ltd.,  Three 
Rivers. 


Ingersoll,  Ont. 

Canada  Contractors  &  Builders  Ltd., 
Brockville.  have  general  contract  for 
school  costing  $120,000  for  School 
Board. 

Montreal,  Que. 

Country  Club  of  Montreal  placed  gen- 
eral contract  for  improvements  to  club 
house  costing  $10,000  with  St.  Lambert 
Construction  Co.,  St.  Lambert.  Archi- 
tect, D.  J.  Spence,  246  Beaver  Hall  Hill. 

Ottawa,  Ont. 

Synagogue  costing  $50,000  for  Jewish 
Synagogue  Trustees,  King  Edward  Ave.: 
General  contract,  W.  G.  Adamson,  126 
Sparks  St.;  electrical  work,  Marchand 
Electric  Co.,  Bank  National  Bldg. 

Waterdown,  Ont. 

School  Board  placed  general  contract 
for  $75,000  school  with  Slater  &  Co., 
Waterloo. 


Business  Buildings  and  Indus- 
trial Plants 

Cap  De  La  Madeleine,  Que. 

Jos.  Blais,  Levis,  Que.,  has  purchas- 
ed building  from  J.  A.  Roy  and  wiil 
remodel  it  into  factory  for  manufacture 
of  sash  and  doors. 

Chatham,  Ont. 

J.  Methven,  architect,  Victoria  Blk., 
will  call  tenders  April  15th  for  remo- 
delment  of  store  to  cost  $0,000  for  Wm. 
M.  Foreman,  126  King  St. 

Chilliwack,  B.  C. 

Plans  are  in  progress  for  oil  storage 
warehouse  and  tanks  costing  about  $25,- 
000  for  Imperial  Oil  Co.  of  Canada. 
Assistant  manger,  Major  J.  S.  Matth- 
ews. Tenders  will  be  called  soon. 

Coaldale,  Alta. 

J.  B.  Schmiek  will  erect  alfalfa  mill 
costing  $15,000. 

Edmonton,  Alta. 

P.  Barnes,  architect,  Imperial  Bank 
Bldg.,  Edmonton,  will  shortly  call  ten- 
ders for  stores  and  offices  costing 
about  $18,000  for  Royal  Bank  of  Can- 
ada, South  Edmonton.  Local  manager, 
E.  W.  Otto. 

Pheasey  &  Batson,  Alexandria  Block, 
will   erect   stores   costing  $15,000. 

Grand  Mere,  Que. 

Beaver  Stove  Co.  contemplate  erection 
of  office  and  show  room  costing  $6,000. 
Manager,  Chs.  Lerack.  Tenders  will  be 
called  in  April. 

London,  Ont. 

Hydro  Electric  Power  Commission 
of  Ontario,  Toronto,  plans  to  erect  fac- 
tory here.  Manager,  Col.  Crerar, 
Strachan  Ave.,  Toronto. 

Montreal,  Que. 

F.  W.  Cowie,  Chief  Engineer  for  Do- 
minion Govt.  Harbour  Commissioners, 
will  receive  tenders  until  April  15th  for 
erection  of  superstructure  of  cold  stor- 
age warehouse  in  connection  with  con- 
struction of  cold  storage  plant  and 
power  house  costing  $1,000,000.  The 
Canadian  General  Electric  Co.,  162  St. 
Antoine  St.,  are  supplying  the  electric 
machinery. 

Barrett  Co.,  2001  St.  Hubert  Street, 
will  rebuild  storehouse  and  tanks. 

P.  G.  Demetre,  581  St.  James  St..  is 
erecting  factory  addition  costing  $35.- 
000  by  day  labor. 

Merchants  Bank  of  Canada.  203  St. 
James  St.,  plan  to  remodel  building  for 


bank  addition.  Manager  Bank  Premises, 
H.  R.  Little. 

U.  J.  Asselin,  architect,  332  Bleury 
St.,  is  preparing  plans  for  office  build- 
ing costing  $750,000  for  Montreal  Fon- 
der Ltd. 

Sydney    Comber,    architect,   524  St. 
Catherine   St.   W.,   is   preparing  plans 
for  bakery  building  for  Dent  Harrison, 
32  Prince  Albert  St. 
Nanaimo,  B.  C. 

Plans  are  in  progress  for  oil  storage 
warehouse  and  tanks  costing  about  $25,- 
000   for   Imperial   Oil    Co.   of  Canada. 
Assistant  manager.  J.  S.  Matthews. 
North  Sydney.  N.  S. 

Imperial  Oil  Co.,  56  Church  St.,  To- 
ronto, Ont.,  plan  to  construct  oil  depot 
here. 

Ottawa,  Ont. 

Richards  &  Abra,  architects,  126 
Sparks  St..  will  receive  tenders  until 
April  6th  for  $300,000  factory  for  Do- 
minion Loose  Leaf  Co.,  174  Wellington 
St. 

Swift  Canadian  Co..  By  Ward  Mar- 
ket, contemplate  erection  of  warehouse. 

Wm.  Freedman.  538  Wellington  St., 
contemplates  erection  of  storage  build- 
ing, etc. 

Standard  Bread  Co.,  Hillson  Ave.. 
Westboro,  contemplate  erection  of 
bakery,  etc.,  to  cost  $150,000.  Manager, 
Cecil  Morrison,  Hillson  Ave.,  Westboro. 
Owen  Sound,  Ont. 

The  erection  here  of  grain  elevator 
to  cost  $200,000  is  contemplated.  Inter- 
ested. Capt.  Norman  McKay  and  Capt. 
R.   D.  Simpson. 

E.  Lemon  contemplates  erection  of 
ice  cream  cone  factory  costing  $10,000. 

Peterboro,  Ont. 

Canadian  Raybestos  Co.,  Bridgeport, 
Connecticut,  have  purchased  building 
and  will  remodel  it  for  factory. 

By-law  passed  granting  certain  con- 
cessions to  Canadian  General  Electric 
Co.,  212  King  W.,  Toronto,  on  erection 
of  additions  to  plant  and  equipment 
costing  $500,000. 

Ponoka,  Alta. 

Rose  Lynn  Colleries  have  been  in- 
corporated with  capital  of  $100,000  and 
will  construct  plant.  Address  P.  R.  Dob- 
son,  Chinook,  Alta. 

Prince  Albert,  Sask. 

Petrie  Mfg.  Co.  contemplate  erection 
of  warehouse.  Manager,  J.  T.  White. 

Shaunovan,  Sask. 

Tenders  will  be  called  soon  for  ware- 
house for  Imperial  Oil  Co.,  head  office, 
Toronto,  Ont. 

Sherbrooke,  Que. 

J.  W.  Gregoire,  architect,  Casino 
Bldg.,  is  preparing  plans  for  repairing 
of  store  to  cost  $30,000  for  Nault  &  La- 
croix,  17  King  St.  Work  starts  April  1st. 

Spirit  River  Junction,  Alta. 

Plans  are  in  progress  for  packing 
plant  for  newly-formed  Peace  River 
Packers,  Spirit  River  Junction,  capital, 
$250,000.  General  manager,  W.  P.  Bak- 
er of  the  Northern  Creameries  Co. 

St.  Louis  De  France,  Que. 

St.  Maurice  Lime  Co.,  Balcer  Block, 
Three  Rivers,  contemplate  construc- 
tion of  kiln  costing  $20,000.  Manager,  J. 
H.  Giroux. 

St.  Thomas,  Ont 

Chas.  McGuire.  Sunt.  Imperial  Oil 
Co.,  London,  Ont.,  will  receive  tenders 
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i  in  all  trades  for  warehouse,  garage, 
etc.,  to  be  erected  here. 

Sudbury,  Ont. 

Tenders  will  be  called  shortly  for 
warehouse  and  garage  for  Imperial  Oil 
Ltd.,  56  Church  St.,  Toronto. 

Sydney  Mines,  N.S. 

W.  H.  Kilpatrick,  Main  St.,  will  erect 
store  and  residence  costing  $8,500. 

J.  L.  Northani,  architect,  Sydney,  is 
preparing  plans  for  store  costing  $100,- 
000  for  British  Canadian  Co-operative 
Society  Ltd. 

Timmins,  Ont. 

Ontario  Tie,  Timber  &  Construction 
Co.  contemplates  erection  of  saw  mill  to 
cost  $50,000. 

Toronto,  Ont. 

Provincial  Paper  Mills  Co.,  70  Ade- 
laide St.  W.,  will  remodel  old  residence 
into  up-to-date  offices. 

S.  B.  Coon  &  Son,  810  Excelsior  Life 
Bldg.,  will  receive  tenders  on  all  trades 
for  studio  costing  $15,000. 

M.  Alter,  2096  Dundas  St.  W.,  wants 
tenders  on  all  trades  for  two  stores 
costing  $5,000  each. 

Wilbur  R.  Webb.  1  Oakdene  Cres., 
will  erect  two  stores  and  apartments 
costing  $8,000  each. 

R.  P.  Wallace,  268  Lippinoott  St.. 
will  erect  store,  three  apartments  and 
garage.  Supervisor,  Hamilton  Wallace, 
268  Lippincott. 

Hambly  Bros.,  78  Richmond  St.  E., 
will  erect  'manufacturing  building  at 
189-91  George  St. 

Star  Beverage  Co.,  95  Elm  St.,  will 
start  work  shortly  on  alterations  to 
factory. 

Vancouver,  B.  C. 

Edwardes  Sproat,  architect,  403  Do- 
minion Bldg.,  will  call  tenders  for 
stores,  olass  and  lodge  rooms  costing 
$75,000  for  Chinese  Benevolent  Ass'n, 
108  Pender  St.  E. 

Edwardes  Sproat,  architect,  119  Pen- 
der St.,  W.,  is  preparing  plans  for  store 
and  apartments  costing  $15,000  and  will 
call  tenders  soon. 

Herondale  Farms  Ltd.,  510  Hastings 
St.  E.,  will  erect  by-products  factory 
costing  $5,000  by  day  labor. 

Windsor,  Ont. 

J.  C.  Pennington,  architect,  La  Belle 
Bid.,  is  preparing  plans  for  garage 
costing  $75,000  for  Universal  Car  Ag- 
ency, Chatham  and  Pelessier  Sts. 

Cross  Bros.,  Louis  Ave.  and  Albert 
St.,  will  erect  storehouse  and  factory 
costing  $6,000. 

Plans  are  in  progress  for  store  and 
office  building  for  W.  J.  Douglas,  21 
Sandwich  E. 

Winnipeg,  Man. 

Plans  are  in  progress  for  bran -h 
bank  building  for  Canadian  Bank  of 
Commerce,  head  office,  Toronto.  Supt., 
V.  C.  Brown,  Bank  of  Commerce  Cham- 
bers, Winnipeg.  Consulting  Engineers, 
Harold  Edwards  Ltd.,  301  Somerset  Blk. 

J.  H.  G.  Russell,  architect,  1110  Mc- 
Arthur  Bldg.,  Winnipeg,  is  preparing 
plans  for  addition  to  hotel  for  Gnat 
West  Permanent  Loan  Co.,  356  Main 
St. 

Woodstock,  Ont. 

Standard  Tube  &  Fence  Co.,  Hunter 
St.,  contemplate  erection  of  factory  ad- 
dition costing  $30,000.  Work  probably 
by  day  labor.  Manager,  W.  Moore. 


CONTRACTS  AWARDED 

Brantford,  Ont 

Factory  addition  costing  $75,000  for 
Barber-Ellis  Ltd.,  71  Wellington  W . , 
Toronto:  Plumbing,  heating  and  elec- 
trical work,  T.  J.  Minnes  &  Co.,  9  King 
St.,  Brantford;  roofing  and  sheet  metal. 
Turnbull  &  Cutcliffe,  50  Colborne  St.; 
elevator,  Otis-Fensom  Elevator  Co.,  50 
Bay  St.,  Toronto. 

Chicoutimi,  Que. 

Riverin  &  Gregoire  placed  contract 
for  factory  with  Joseph  Gouthier. 

Edmonton,  Alta. 

Frost  &  Ingram,  10223  102nd  St.,  have 
been  awarded  general  contract  for  erec- 
tion of  addition  to  Empire  Block  cost- 
ing about  $80,000  for  McDougal  &  Se- 
cord,  and  also  for  garage  costing  $20,000 
for  Blowey  Henry  Co.,  Jasper  Ave. 

Hamilton,  Ont. 

Stores  and  apartments  costing  $200,- 
000  for  East  End  Markets,  Barton  and 
Ottawa  Streets.  Masonry,  H.  Gummo, 
Tuckett  St.;  carpentry.  R.  A.  Smith- 
ers,  85  Canada  St.;  roofing,  M.  V.  Mc- 
Lean, 314  Hess  St.  S. 

London,  Ont. 

Harry  Hayman,  848  Dufferin  Ave., 
London,  has  general  contract  for  bank 
costing  $15,000  for  Bank  of  Montreal, 
head  office,  109  St.  James  St.,  Montreal. 

Midland,  Ont. 

Imperial  Laundry  Co..  W.  K.  Wagg, 
manager,  will  erect  addition  costing 
$7,000:  Masonry,  Webb,  Trew  Con- 
struction Co. 

Montreal,  Que. 

Jos.  Maisonneuve,  780  Delorimer  St., 
placed  general  contract  for  alterations 
to  store  and  residence  costing  $7,000 
with  W.  Nobert,  461  Berri  St. 

Factory  costing  $280,000  for  Bovril 
Ltd.,  27  St.  Peters  St.:  General  contract 
and  masonry,  Anglin  Norcross  Co.,  65 
Victoria  St. 

New  Westminster,  B.  C. 

Imperial  Oil  Co.  of  B.C.,  Vancou- 
ver, placed  general  contract  for  oil 
warehouse  costing  $24,000  with  Domin- 
ion Construction  Co.,  509  Richard  St., 
Vancouver. 

Omemee,  Ont. 

Empress  Tannery  Co.,  Omemee, 
place  general  contract  for  tannery  ad- 
dition costing  $50,000  with  S.  Skuce, 
Omemee.  John  M.  Lyle,  230  Bloor  W., 
Toronto,  is  architect. 

Powell  River,  B.  C. 

Geo.  Churchill  &  Son,  Powell  River, 
have  general  contract  for  store  costing 
$8,000  for  T.  R.  Mclntyre,  Powell  River 
Hotel. 

Regina,  Sask. 

J.  Nesbitt  has  general  contract  for 
warehouse  costing  $25,000  for  North- 
west Biscuit  Co.,  2128  Dewdney  St. 

Three  Rivers,  Que. 

Paner  and  pulp  mills  costing  $6,500,000 
for  St.  Maurice  Lumber  Co.,  2  Notre 
Dame  St.:  Pile  work,  Raymond  Con- 
crete Pile  Co.,  10  Cathcart  St..  Mont- 
real and  International  Paper  Co.,  Three 
Rivers;  excavations,  A.  L.  Campbell, 
Montreal;  machinery,  Canadian  Tnger- 
soll  Hand  Co.,  260  St.  James  St..  Mont- 
real. 

Toronto,  Ont. 

A.  E.  LcPagc,  2382  Dundas  St.  W., 
has  been  awarded  general  contract  for 


four  stores  and  apartments  costing  $7,- 
500  each  for  M.  H.  Cook,  96  Albany 
Ave. 

J.  B.  Nicholson  Ltd.,  Excelsior  Life 
Bldg.,  carry  out  all  trades  in  addition 
to  general  contract  for  elevating  and 
storage  plant  costing  $15,000  for  Stand- 
ard Fuel  Co.  of  Toronto,  56  King  E., 
and  similar  plant  co-ting  $15,000  for 
Milnes  Coal  Co.,  88  King  E. 

Factory  addition  for  Canadian  Laun- 
dry Machine  Co.,  47  Sterling  Rd.:  Mas- 
onry, E.  Teagle  &  Son,  310  Davenport 
Rd:  Carpentry,  R.  G.  Kirby,  539  Yongc 
St. 

Vancouver,  B.  C. 

Dominion  Construction  Co.,  509  Rich- 
ard St.,  are  architects  and  general  con- 
tractors on  alterations  to  building  for 
Clarke  &  Stuart  Ltd.,  550  Seymour  St. 

Windsor,  Ont. 

Jullian  Mousseau.  160  Wyandotte  E., 
placed  general  contract  for  store  and 
two  flats  costing  $10,000  with  Cleveland 
Mousseau,  General  Delivery,  Ford 
City. 


Residences 

Cap  De  La  Madeleine,  Que. 

N.  Chenevert  will  start  work  shortly 
on    two    tenements    costing  $8,000. 

Eloi  Beausoleil  will  erect  residence 
costing  $6,000. 

City  plans  to  borrow  $500,000  from 
Provincial  Govt,  for  construction  of 
workmen's     residences.     Mayor,  Irene 

Rochefort. 

Chippawa,  Ont. 

Geo.  Mountford  contemplates  erec- 
tion of  residence  costing  $7,000. 

Dundas,  Ont. 

F.  W.  Warren,  Bank  of  Hamilton 
Bldg..  Hamilton,  will  receive  tenders 
on  masonry,  carpentry,  plastering, 
plumbing  and  heating  for  alterations 
and  addition  to  residence  costing  $6,000. 

Hamilton,  Ont. 

W.  Atkinson,  29  Cedar  Ave.,  is  erect- 
ing three  residences  costing  $4,500  each 
and  five  residences  costing  $5,000  each. 

MacKay  Bros.,  Bank  of  Hamilton 
Bldg..  will  start  work  shortly  on  con- 
struction of  apartments. 

Erection  of  apartments  is  under  con- 
sideration here.  Interested.  Judge 
Gould.  Court  House,  and  Frank  E. 
Walker,  194  Fairleigh  Ave.  S. 

Montreal,  Que. 

J.  B.  Fellows,  48  Nelson  Ave.,  Outre- 
mont,  contemplates  erection  of  about 
four  residences.  J.  E.  Huot,  304  Uni- 
versity Ave.,  will  probably  be  retained 
as  architect. 

Edgar  Prairie,  architect.  502  St. 
Catherine  St.  E.,  will  receive  tenders 
until  April  5th  for  apartment  house 
costng  $25,000  for  E.  Vallierres,  2328 
Clarke  St. 

James  S.  Lee,  196  St.  Catherine  St. 
W.,  olans  to  erect  residence. 

Leslie  L.  Drake,  629  Grosvenor  Ave., 
contemplates  erection  of  number  of 
residences. 

J.  E.  Huot,  architect,  304  University 
Ave.,  is  preparing  plans  for  residence 
and  garage  costing  $10,000. 

Ottawa,  Ont. 

Plans  are  in  progress  for  alterations 
to  apartments  for  A.  T.  McDonald,  220 
Waverly  St, 
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St.  Marys,  Ont. 

Sam  Bartlett  will  receive  tenders  uniil 
April  15th  for  general  contract  for  resi- 
dence costing  $6,000. 

St.  Romauld,  Que. 

Plans  have  been  prepared  and  ten- 
ders will  be  called  soon  for  residence 
costing  $18,000  for  Gideon  Gravel.  Lor- 
enzo Auger,  39  St.  John  St.,  Quebec, 
is  architect. 

Three  Rivers,  Que. 

Joseph  Lord  is  erecting  two  tene- 
ments costing  $6,000. 

Toronto,  Ont. 

John  Cooper,  50  Jackman  Ave.,  will 
erect  three  residences  and  three  gar- 
ages costing  $4,500  each. 

Thos.  Purton,  14  Helena  Ave.,  is  erect- 
ing two  pair  of  residences  costing  $3,000 
each. 

Buchanan  &  Rice,  11  Hendrick  Ave., 
will  erect  three  residences  costing  $3,- 
500  each. 

Henry  Jenkins,  55  Glenwood  Ave., 
will  erect  residence  to  cost  $7,000. 

W.  A.  Goy,  165  Westmount  Ave.,  is 
erecting   residence   costing  $6,500. 

T.  Holmes,  17  Hillbrow  Ave.  will 
erect  duplex  residence  and  double  gar- 
age costing  $12,500. 

L.  T.  Tuttle,  369  Markham  St..  will 
erect  residence  costing  $6,000. 

John  McCandlish,  222  Lauder  Ave., 
is  erecting  bungalow  costing  $10,000. 

E.  Shuter,  37  Greensides  Ave.,  will 
erect  six  pairs  of  residences  costing 
$4,500  each. 

J.  A.  Thatcher,  architect.  37  Cowan 
Ave.,  is  preparing  plans  for  residence 
for  J.  Heck.  * 

Padfield  Bros..  250  Monarch  Park 
Ave.,  are  erecting  three  residences  cost- 
ing $4,500  each. 

D.  Wagstaffe.  650  Broadview  Ave., 
will  erect  residence  costing  $8,000. 

J.  S.  Greenshields,  184  Balsam  Ave., 
is  erecting  two  bungalows  costing  $5,- 
000  each. 

W.  C.  Sancto,  21  Isabella  St.,  will 
erect  residence  costing  $8,000. 

H.  Ransome,  548  St.  Clarens  Ave., 
will  erect  two  pair  of  residences  costing 
$4,500  each. 

R.  J.  Rogers,  653  College  .  St.,  will 
erect  residence  costing  $7,000  and  will 
let  all  trades. 

S.  Robertson,  216  Arlington  Ave., 
will  erect  two  residences  costing  $6,000 
each. 

W.  C.  Lock.  2139  Gerrard  St.  E.,  is 
erecting  one  pair  of  residences  costing 
$5,500  each. 

Cox  &  Cummings  Ltd.,  2118  Queen 
St.  E.,  are  erecting  residence  costing 
$7,000. 

Rev.  E.  Morley,  101  Colbeck  St.,  has 
plans  drawn  for  residence  costing  $6,- 
000  and  will  let  all  trades. 

Geo.  Cross,  416  Kingston  Rd..  will 
erect  three  pair  of  residences  costing 
$3,500  each. 

Alex.  Park,  37  Metcalfe  St.,  will 
shortly  alter  residence  into  duplex  and 
will  let  all  trades. 

W.  J.  Travis,  30  Craighurst  Ave.,  has 
plans  drawn  for  residence  costing  $10,- 
000  and  will  let  all  trades. 

Work  will  start  shortly  on  alterations 
and  addition   to   residence  for  Gordon 


Osier,  15  Rosedale  Rd.  Architects, 
Sproatt  &  Ralph,  36  North  St.,  will 
supervise. 

Robt.  Stanley,  164  Quebec  Ave.,  will 
erect  residence. 

Jas.  Richardson,  27  Herbert  Ave.,  is 
erecting  residence  costing  $8,500. 

Winnipeg,  Man. 

Harris  Investment  Ltd.  will  erect 
one  hundred  bungalows.  Manager,  W. 
S.  Harris,  700  Merchants  Bank  Bldg. 
Tenders  will  be  called  shortly. 

CONTRACTS  AWARDED 

Amherstburg,  Ont. 

W.  N.  McEachren  &  Sons  Ltd.,  Roy- 
al Bank  Bldg.,  Toronto,  have  general 
contract  for  forty  residences  costing 
$60,000  for  Brunner  Mond  Co. 

Brantford,  Ont. 

Kennedy-Ball  .  Construction  Co..  Par- 
is, Ont.,  have  been  awarded  general 
contract  for  ten  bungalows  costing  $3,- 
440  each  for  Brantford  Housing  Com- 
mission. 

Cap  De  La  Madeleine,  Que. 

N.  Chenevert  will  start  work  on  erec- 
tion of  two  tenements  costing  $8,000. 
June  15th.  Geo.  Guenard  will  probably 
carry  out  the  masonry  work. 

Geo.  Rocheleau  has  general  contract 
for  cottage  costing  $7,500  for  Osa  Bou- 
ille. 

Armand  Rocheleau  will  erect  resi- 
dence costing  $6,000.  Geo.  Rocheleau 
will  probably  carry  out  general  contract. 

Jos.  Beaulieu,  National  Rd.,  Pont  St. 
Maurice,  will  erect  tenements  costing 
$8,000.    Masonry,  Geo.  Guenard. 

Exeter,  Ont. 

W.  A.  Balkwell  has  carpentry  for 
residence  costing  $4,500  for  W.  H. 
Dearing,  R.  R.  No.  1,  Exeter,  and  resi- 
dences costing  $4,500  and  $6,000  for  J. 
G.  Jones. 

Farm  Point,  Ont. 

W.  P.  Flynn.  Farm  Point,  has  gen- 
eral contract  for  summer  residence  cost- 
ing $10,000  for  Dr.  J.  Chabot,  M.  P., 
Laurier  Ave.,  Ottawa.  W.  E.  Noffke, 
Central  Chambers,  Ottawa,  is  architect. 

Halifax,  N.S. 

Mutual  Development  Co.,  Roy  Bldg., 
are  erecting  residence  costing  $6,500: 
Electrical  work,  Reid.Gogan,  57  Hollis 
St.;  plumbing,  Geo.  O.  Ellard,  62  Lon- 
don St.;  heating,  Geo.  Suprenant,  194 
Agricola  St. 

Kitchener,  Ont. 

Residence  costing  $7,000  for  School 
Board:  Masonry  and  plastering,  Bier- 
wagon  &  Son,  213  Waterloo  St.; 
plumbing  and  heating,  Herb.  Klem. 
King  E.;  painting,  Bindernagle  &  Co., 
Mill  St. 

Bungalow  costing  $6,000  for  Jos. 
Shantz,  Chestnut  St.:  General  contract, 
carpentry  and  roofing,  A.  H.  Koepke,  71 
Simeon  St.;  masonry  and  plastering, 
Bierwagon  &  Sons,  213  Waterloo  St. 

London,  Ont. 

Harry  Hayman,  848  Princess  Ave., 
and  Sam  Wills,  765  Talbot  St.,  have 
general  contract  for  42  residences  cost- 
ing $200,000  for  London  Housing  Com- 
mission. 

Ottawa,  Ont. 

Alterations  to  residence  for  Mr.  Wil- 


son, care  J.  P.  MacLaren,  architect,  104 
Sparks  St.:  Masonry,  carpentry  and 
plastering,  Taylor  &  Lackey,  90  Powell 
Ave.;  plumbing  and  heating,  McKinley 
&  Northwood,  Rideau  St.;  cabinet  work, 
R.  Sproule,  Springfield  Rd.;  electrical 
work,  Stan.  Lewis,  93  Metcalfe  St. 

A.  Cockburn  Smith,  19  Ossington 
Ave.,  placed  general  contract  for  resi- 
dence costing  $10,000  with  Taylor  & 
Lackey,  90  Powell  Ave. 

St.  Catharines,  Ont. 

G.  M.  Edson.  '96  Henry  St.,  has  gen- 
eral contract  for  eight  residences  for 
Garden  City  Realty  Co  . 

Stratford,  Ont. 

Residence  costing  $3,500  for  A.  M. 
Joice,  18  Well  St.,  and  two  residences 
costing  $3,500  each  for  W.  Rockie  & 
W.  B.  Rockie,  79  Blake  St.:  General 
contract,  carpentry,  roofing,  plastering 
and  painting,  Wm.  Newman,  Cherry 
St.;  masonry,  J.  Pain,  Queen  St.; 
electrical  work,  plumbing  and  heating, 
Cook  &  O'Donoghue,  Downie  St. 

Toronto,  Ont. 

Residence  costing  $7,000  for  J.  Pat- 
terson, 67  Normandy  Blvd.:  General 
contract,  masonry  and  carpentry,  W.  F. 
Welch,  10  Prust  Ave. 

A.  H.  Dennett,  64  Columbus  Ave., 
placed  general  contract,  masonry  and 
carpentry  for  residence  costing  $7,500 
with  W.  F.  Welch,  10  Prust  Ave. 

H.  T.  Houston,  32  Glenholme  Ave., 
placed  general  for  residence  costing 
$10,000  with  Angus  Gillies,  548  Dover- 
court  Rd. 

Vancouver,  B.  C. 

E.  J.  Ryan  Contracting  Co.,  445  Gran- 
ville St.,  ar.e  general  contractors  and 
architects  on  erection  of  $8,000  bunga- 
low for  Messrs.  Kent  &  McMaster,  967 
Tenth  Ave.  W. 

A.  L.  Ramage,  1350  Sixth  Ave.  E., 
has  general  contract  for  residence  cost- 
ing $9,000  for  ¥.  H.  Wright,  535 
Seymour  St. 

West  Vancouver,  B.  C. 

Mrs.  J.  H.  Grady,  1406  Dominion 
Bldg.,  West  Vancouver,  placed  general 
contract  for  residence  and  garage  cost- 
ing $8,000  with  A.  G.  Henney,  West 
Vancouver. 

Windsor,  Ont. 

Abbott  &  Gray,  93  Gladstone  Ave., 
have  general  contract  for  residence 
costing  $9,000  for  I.   C.  Schofield. 


Miscellaneous 

Basswood,  Man. 

H.  D.  Aitken,  secy,  for  Basswood 
Rink  Co.,  will  receive  tenders  until  Ap- 
ril 15th  for  erection  of  rink. 

Edmonton,  Alta. 

By-law  re  expenditure  of  $45,000  on 
construction  of  incinerator  and  $135,000 
on  erection  of  grand  stand  for  City  will 
be  voted  on  April  12th.  Mayor,  Jos.  A. 
Clarke.  J.  Martland,  Telephone  Bldg., 
is  architect. 

Fort  Erie,  Ont. 

Niagara  Racing  Assoc.  contemplates 
construction  of  race  track  to  cost  $60,- 
000.  Secy.-treas.,  Tos.  Martin,  357  Elli- 
cott  Sq.,  Buffalo,  N.  Y. 

(Continued  on  page  66) 


Tenders  Wanted 


Sealed  tenders  will  be  received  by  the  under- 
signed until  Friday,  April  2nd,  1920,  at  2.30 
p.m.,  when  said  tenders  will  be  opened,  for  the 
construction  and  completion  of  the  Murray-Lamb 
Drain  in  the  Township  of  Hullett,  Ont.  Plans 
and  specifications  may  be  seen  at  the  Clerk's 
office,  Londesboro,  Ont. 

Lowest  or  any  tender  not  necessarily  accepted. 


11-13 


JOHN  FINGLAND, 

Clerk  of  Hullett. 


TOWN  OF  OSHAWA 


Tenders  for  Pavements 


Sealed  tenders,  marked  "Tender  for  Pave- 
ments," will  be  received  by  the  undersigned  un- 
til 5  p.m.,  March  31st,  1920,  for  the  construction 
of  approximately  39,000  square  yards  of  concrete 
pavements  and  27,000  lineal  feet  of  curbing. 

Plans,  specifications,  forms  of  tender  and  all 
necessary  information  may  be  seen  at  the  office 
of  the  Town  Engineer,  Oshawa. 

The  lowest  or  any  tender  for  all  or  any  part 
of  this  contract  not  necessarily  accepted. 

W.  G.  WORDEN, 

Town  Engineer. 


Oshawa,  Ontario, 
March  20,  1920. 


12-13 


Tenders  Wanted 


Tenders  for  the  construction  of  the  Dolmage 
Drain  in  the  Township  of  McKillop,  and  the 
Dickson  Drain  in  the  Townships  of  McKillop 
and  Hullett,  will  be  received  by  the  undersigned 
up  till  Saturday,  the  10th  day  of  April,  1920,  at 
1  o'clock  p.m.,  when  Tenders  will  be  opened  at 
Council  meeting  in  Seaforth.  A  cheque  for  5 
per  cent,  of  contract  price  to  accompany  each 
tender.  The  lowest  or  any  tender  not  necessarily 
accepted. 

Plans,  etc.,  may  be  seen  at  the  Clerk's  office, 
Lot  24,  Con.  7,  McKillop. 

M.  MURDIE,  Clerk  of  McKillop, 
11-13  Seaforth  P.  O. 


Nova  Scotia  Power  Commission 

St.  Margarets  Bay  Powers 


Tenders  for 
Power  Plant  Equipment 
and  Construction 


Sealed  tenders,  addressed  to  the  Secretary, 
Nova  Scotia  Power  Commission,  Halifax,  N.S., 
will  be  received  up  to  noon  of  April  8th,  1920, 
for  the  following: — 

1.  General  Works,  including  two  power  dams, 
pipe  line  grades,  foundations  and  superstruc- 
tures for  two  generating  stations,  excavations, 
roads,  Halifax  Receiving  Station  Building,  etc. 

2.  Two  1600  K.V.A.  Generators  and  two  2900 
K.V.A.  Generators;  vertical  type  with  exciters. 

3.  Two  1900  H.P.  turbines  and  two  3450  horse 
power  turbines. 

Instructions  to  bidders,  plans  and  specifications 
may  be  seen  on  and  after  March  20th,  1920,  at 
the  Secretary's  office,  Halifax,  or  at  the  office 
of  the  Engineers,  C.  H.  &  P.  H.  Mitchell,  1003 
Hank  of   Hamilton    Building,  Toronto. 

The  Nova  Scotia  Power  Commission. 

E.  H.  Armstrong,  Chairman. 
K.  H.  Smith,  Secretary. 

C.  H.  &  P.  If.  Mitchell, 

Engineers.  11-13 


Tenders  for  Pavement 


Sealed  tenders  for  the  construction  of  pave- 
ment in  the  Town  of  Leamington  will  be  re- 
ceived by  the  Town  Clerk  till  noon  on  Friday, 
April  30th,  1920. 

Plans  and  specifications  will  be  furnished  on 
application. 

Lowest  tender  not  necessarily  accepted. 

M.  L.   SELKIRK,  Deputy  Clerk, 

Leamington,  Ont. 
March  18,  1920.  13-16 


TOWNSHIP  OF  YORK 


Construction  of 
Water  Mains 


Sealed  tenders,  plainly  marked  as  to  contents, 
will  lie  received  by  the  undersigned  engineer  for 
the  Municipal  Corporation  of  the  Township  of 
York,  up  to  12  o'clock  noon  of  Tuesday,  April 
6th,  1920,  for  the  construction  of  6-inch  cast  iron 
water  mains  in  the  following  streets,  in  the  Town- 
ship of  York : — 

Glanville  Avenue  and  Guy  St.,  700  ft.  (about). 

Plans  and  specifications  and  all  necessary  in- 
formation may  be  obtained  at  the  office  of  the 
engineer,   Frank  Barber,  40  Jarvis  St.,  Toronto. 

The  lowest  or  any  tender  will  not  neces- 
sarily be  accepted. 

FRANK  BARBER, 

Engineer. 

Toronto,  March  25th,  1920.  13 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Work  at  Red  Hill,"  in  the  Township  of  Salt- 
fleet,  will  be  received  by  the  undersigned  until 
twelve  o'clock  noon  on  Thursday,  April  15th, 
1920,  for  the  earthwork  and  other  necessary  work 
on  the  Provincial  Highway  in  the  Township  of 
Saltfleet. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Thursday,.  March  25th,  1920, 
at  the  office  of  the  Resident  Engineer,  Beams- 
ville;  at  the  office  of  the  City  Engineer,  Hamil- 
ton ;  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500.00,  payable  to  the 
Minister  of  Public  Works  and  Highways  for 
Ontario,  must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required  when 
the  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of  Public  Highways, 
.  Toronto,  March  22nd,  1920.  13 


Crushed  Limestone 

A  splendid  Hard  Limestone  crushing  proposi- 
tion— a  large  amount  of  broken  stone  on  hand. 
Railroad  siding  in  quarry.  Will  sell  out  or  on 
Royalty.     Apply  to 

LONGFORD   QUARRY  COMPANY, 
13-t.f.  Longford  Mills,  Ont. 


CITY  OF  NIAGARA  FALLS 

ONTARIO 


Manufacturers  of  Sewer  Cleaning  Machines 
and  appliances  are  requested  to  furnish  prices  and 
particulars  to  Alderman  Wm.  Cole,  Chairman  of 
Committee  on  Sewers,  on  or  before  April  10th, 

1920. 

D.  T.  BLACK, 
13-14  City  Engineer. 


Notice  of  Tenders 


Reinforced  Concrete  Culverts 

Municipality  of  Woodworth 


Sealed  tenders  will  be  received  by  the  under- 
signed up  to  12  o'clock  noon,  Saturday,  April 
10th,  1920,  for  the  construction  of  the  follow- 
ing reinforced  concrete  culverts:— 

N.  29-11-24W 

N.  1-12-23W 

N.  5-12-23W 

E.  1 -12-24  W 

N.E.  J4  6-12-23W 

N.E.  3-12-23W 

E.  36-11-24W 
in  the  Municipality  of  Woodworth. 

Plans,  specifications  and  tender  forms  may  be 
seen  at  the  office  of  the  Highway  Commissioner, 
Winnipeg,  or  at  the  office  of  the  undersigned. 

A  marked  cheque  to  the  amount  of  5  per  cent, 
of  the  contract  price  must  accompany  each  ten- 
der. Lowest  or  any  tender  not  necessarily  ac- 
cepted. 

W.  V.  STEVENSON, 
Sec.-Treas.   Municipality  Woodworth, 
Harding,  Manitoba. 
March  24th,  1920.  13 


Tenders 


Sealed  tenders,  registered  and  endorsed  on  the 
envelope  "Tenders  for  (Tender  bid  on)",  and  ad- 
dressed to  George  S.  Page,  Town  Clerk  of  the 
Town  of  Moosomin,  Sask.,  will  be  received  up 
to  6  p.m..  May  5th,  1920,  for  the  supply,  delivery 
and  erection  of  certain  works. 
Tender  A — For  the  supply,  delivery  and  erection 

of  internal  combustion  engines. 
Tender  B — For  the  supply,  delivery  and  erection 

of    generators,    excitor,    switchboard,  street 

lighting  apparatus,  transformers,  meters,  etc. 
Tender  C — For  the  supply  and  delivery  of  one 

oil  storage  tank. 
Tender  D — For  the  supply  and  delivery  of  pole, 

wire  and  line  material. 
Tender  E — For  the  erection  of  electric  pole  line. 
Tender  F — For  the  erection  of  power  station  and 

cooling  chamber. 
Marked  cheque  for  five  per  cent.  (5%)  of  the 
amount  of  the  bid  must  accompany  each  tender. 

Complete  sets  of  plans  and  specifications  may 
be  seen  at  the  office  of  the  Consulting  Engineers, 
Saskatoon,  at  the  Town  Clerk's  office,  Moosomin, 
Sask.  Specification  on  tenders  A,  B,  C  and  D 
may  be  seen  at  the  office  of  the  Canadian  En- 
gineer, Winnipeg  and  Toronto,  and  the  Contract 
Record  office,  Montreal,  after  March  30th,  1920. 

GEO.  S.  PAGE,  Town  Clerk,  ' 
Moosomin,  Sask. 

MURPHY  &  UNDERWOOD, 

Consulting  Engineers, 
13-17  Saskatoon,  Sask. 


FOR  SALE 


One  pair  Beatty  throttle  reverse  anchor  en- 
gines. Size  6"  x  6".  In  first  class  condition, 
can  be  used  as  swingers  or  thrusting  engines. 

Apply  Box  154,  Contract  Record,  Toronto.  9-tf 


March  31.  193ft 


Tenders  for  Pavement 


Sealed  tenders,  marked  "Tenders  for  Pave- 
ment." addressed  to  the  undersigned,  will  be 
received  up  to  noon  on  the  5th  day  of  April. 
1920.  for  the  supplying  of  material  and  construc- 
tion of  approximately  one  mile  and  one-eighth 
of  Tarvia  Macadam  Pavement  (Penetration 
Method)  with  approximately  2,000  lineal  feet  of 
Cement  Concrete  Curb  or  Curb  and  Gutter  com- 
bined. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  at  the  office  of  the  undersigned  or  at  the 
office  of  Wheelock  &  Christie,  Civil  Engineers. 
Orangeville. 

A  marked  cheque  for  $500.00,  payable  to  the 
Village  of  Streetsville,  must  accompany  each 
tender. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

S.  P.  SMITH,  Village  Clerk, 
13-14  Streetsville.  Ont. 


Tenders 


Sealed  tenders,  whole  or  separate,  for  all  trades 
required  in  the  erection  of  a  Six  Class  Room  and 
Kindergarten  Annex  to  the  King  Edward  Public 
School,  Kitchener,  Ontario,  will  be  received  un- 
til Saturday,  April  17th.  1920.  Each  tender  must 
be  accompanied  with  an  accepted  Bank  cheque 
or  Surety  Company's  Bidder's  Bond  for  five  per 
cent,  of  the  amount  of  tender. 

Said  accepted  cheque  or  Bond  to  be  forfeited 
if  tenderer,  whose  proposal  shall  be  accepted, 
shall  fail  to  give  satisfactory  bond  or  execute 
a  contract,  or  shall  be  returned  after  bond  is 
given  and  contract  executed. 

Accepted  cheques  or  Bidder's  Bonds  of  unsuc- 
cessful tenderers  will  be  returned  after  award  has 
been  made  and  contract  executed. 

Plans  and  specifications  may  be  seen  and  all 
information  obtained  at  the  office  of  the  Archi- 
tect, D.  R.  Franklin,  No.  2  College  Street,  To- 
ronto, and  at  the  office  of  the  Secretary,  Kitch- 
ener, Ontario. 

The  lowest  or  any  tender  will  not  neces 
sarily  be  accepted. 

EDMOND  PEQUEGNAT, 
13  Secretary-Treasurer. 


St.  Thomas  Board  of  Water 
Commissioners 

For  Sale 


One  Allis-Chalmers  Horizontal  Compound 
Steam  Pump ;  capacity  5,000,000  gals,  per  day ; 
290  ft.  head. 

Two  Worthington  Duplex  Pumps;  capacity, 
each.  2,000.000  gals,  per  day ;  290  ft.  head. 

One  Centrifugal  Pump,  3500  imp.  gal.  per  min., 
58  ft.  head,  direct  connected  to  a  94  horsepower 
two  cylinder  cross-compound  vertical  high  speed 
steam  engine. 

One  7  H.P.  Vertical  Steam  Engine. 

Fuller  particulars  on  application  to  this  office. 

W.  C.  MILLER, 

City  Engineer. 

St.  Thomas,  March  27,  1920.  13 


Superintendent  or  General  Foreman  open  for 
engagement.  Experienced  in  all  branches  of 
building  construction,  good  organizer;  will  go 
anywhere.  Address  Box  207,  Contract  Record. 
Toronto,  Ont.  13 


SUPERINTENDENT— Widely  experienced  in 
building  construction,  public  works  and  business 
procedure.  Graduate  in  Civil  Engineering.  Open 
for  position.  Box  176,  Contract  Record,  Toron- 
to, Ont.  12-13 


ENGINEER,  A.M. E.I. C,  previously  with  the 
Department  of  Public  Works,  Canada,  twelve 
years'  experience  in  construction  and  office  work, 
contemplates  to  open  an  office  as  Consulting  En- 
gineer at  Three  Rivers,  Que.  Would  like  to 
hear  from  Engineers,  firms  or  companies,  which 
may  seek  connections  in  the  St.  Maurice  terri- 
tory, either  as  correspondent  or  as  representative 
in  a  local  branch.  Al  connections  in  the  region. 
Industrial  activities  very  promising  for  the  next 
decade.  Address,  Box  200,  Contract  Record. 
Toronto,  Ont.  12-13 


THE  CONTRACT  RECORD 

SITUATION  WANTED:  Civil  Engineering 
Graduate,  23  years  of  age,  with  experience  in 
surveying  and  draughting,  desires  position  with 
Kngineering  or  Contracting  concern.  References. 
Box  20S,  Contract  Record,  Toronto,  Ont.  13-14 


Board  of  Education 

TORONTO 

Chief 
Draughtsman 
Wanted 

Must  be  familiar  with  school  Architec- 
ture and  modern  building  construction. 
Capable  of  showing  results.  Only  a 
duly  qualified  architect,  having  large  ex- 
perience, will  be  considered. 

Applications  to  be  addressed  to  W.  W. 
Pearse,  Business  Administrator  and  Sec- 
retary-Treasurer, Board  of  Education, 
Toronto.  13 


Brick  For  Sale 

Used  hard  shale  wire  cut  brick,  guaranteed  per- 
fectly clean  and  ready  for  the  wall.  Altogether 
about  500,000.  Brick  are  at  Nobel,  Ont.  Ship- 
ments can  be  made  at  once.  For  further  par- 
ticulars write 

R.  WALLACE  &  SONS, 

116  Patrick  Street, 
13-14  Kingston,  Ont. 


Gas  Holders  Lawful  Structures 

Gas  holders  within  city  limits  are  law- 
ful structures,  according  to  the  findings 
of  the  Massachusetts  Board  of  Gas  and 
Electric  Light  Commissioners,  presented 
recently  in  a  special  report  to  the  Gen- 
eral Court  at  Boston.  The  investigation 
by  the  board  was  occasioned  by  the  in- 
troduction last  year  of  a  House  bill  de- 
claring unlawful  the  maintenance  or  op- 
eration of  a  gasometer  "within  100  rods 
of  a  dwelling  house  in  the  City  of  Bos- 
ton." The  board,  after  discussing  the 
general  features  of  gas  holders  and  the 
details  of  the  North  End  holder  of  the 
Boston  Consolidated  Gas  Co.,  which  has 
a  capacity  of  2,500,000  cu.  ft.,  a  diameter 
of  160  ft.  and  rises  to  a  height  of  140 
ft.  above  the  foundation,  submits  the  fol- 
lowing conclusions: 

"The  gas  holders  now  standing  within 
the  limits  of  the  City  of  Boston, , and  par- 
ticularly- the  North  End  holder,  are  law- 
ful structures.  A  gas  holder  properly 
designed,  constructed  and  operated  is 
not  per  se  a  menace  to  the  public  safety 
and  health,  even  though  located  in  a 
thickly  settled  community  such  as  the 
North  End.  The  laws  now  in  force  re- 
quiring permits  and  prescribing  safe- 
guards for  the  structural  safety  of  gas 
holders  hereafter  erected  are  ample.  The 
use  to  which  a  holder  is  put  is  such  as 
to  involve  little  likelihood  of  developing 
structural  weaknesses  and  possible  dan- 
ger to  the  public  safety  or  health. 

"So  far  as  gas  holders  in  use  may  be- 
come a  nuisance  or  a  menace  to  the  pub- 
lic health,  the  board  of  health,  as  already 
indicated,  has  full  power  to  deal  with 
the  situation,  and  in  addition  any  parry 
injured  has  his  remedy  at  law  for  dam- 
ages or  in  equity  to  enjoin  the  nuisance. 
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A  gas  company  cannot  be  deprived  with- 
out compensation  of  the  beneficial  use 
of  a  gas  holder  merely  on  aesthetic 
grounds  or  for  the  improvement  of  the 
neighborhood  in  which  it  stands. 

"In  view  of  all  the  facts  the  Board 
deems  that  the  proposed  legislation  is 
inexpedient." 


High  Concrete  Chimney  Built  on  Steel 
Roof 

Two  concrete  chimneys  of  an  outside 
diameter  of  15  ft.  6  in.  at  the  bottom 
and  11  ft.  at  the  top  and  a  minimum  in- 
side diameter  of  10  ft.  have  been  built 
on  the  roof  of  the  Montville  power  sta- 
tion of  the  Eastern  Connecticut  Power 
Co.  at  Montville,  Conn.  The  chimneys 
are  aproximately  160  ft.  high  above  the 
roof  level,  which  is  itself  90  ft.  above 
the  ground.  Each  chimney  rests  on  an 
annular  concrete  mat  18  in.  thick  which 
is  placed  on  an  octagonal  frame  of  steel 
girders,  themselves  supported  on  the 
main  building  columns.  Steel  rods  1J4 
in.  in  diameter,  spaced  approximately  18 
in.  on  centre,  anchor  the  lower  sections 
of  the  chimneys  secure  to  the  girders. 
The  chimneys  were  designed  by  the 
Harry  M.  Hope  Engineering  Co.  of 
Boston,  Mass.,  and  are  described  in  the 
January,  1920,  number  of  Contractors' 
Atlas. 


Carl  P.  Leathergood,  of  the  Portland 
Cement  Association,  Parkersburg,  W. 
Va.,  is  responsible  for  the  assertion  that 
a  well-known  engineer  in  that  city  has 
compiled  figures  indicating  that  the  Ohio 
River  from  Chester  to  Kenova,  a  dis- 
tance of  273  mi.,  contains  sufficient  de- 
posits of  sand  and  gravel  to  build  45,000 
mi.  of  concrete  road,  18  ft.  wide,  6  in. 
thick  on  the  sides  and  8  in.  in  the  centre. 
The  engineer  bases  his  conclusion  on 
the  following  data: 

Distance  of  Ohio  River  from  Chester 
to  Kenova,  273  mi.;  average  width  of 
sand  and  gravel  and  gravel  bars,  300  ft.; 
average  depth  of  sand  and  grovel  bars, 
10  ft. 

Assuming  that  .  50  per  cent,  of  the 
length  of  the  river  bed  is  productive, 
there  would  be  a  yield  of  sand  and  peb- 
bles of  80,080,000  cu.  yd.  While  there  is 
no  way  of  checking  the  engineer's  esti- 
mate it  is  generally  admitted,  says  Mr. 
Leathergood,  that  the  Ohio  River  ca.i 
produce  enough  sand  and  gravel  so  that 
rot  a  pound  of  fine  or  coarse  aggregate 
need  be  imported  to  hard-surface  every 
highway  in   the  state. 


Circular  meter  housings  instead  of  the 
square  type  have  been  tried  out  by  the 
St.  Louis  Water  Department,  and  found 
to  be  much  cheaper  in  cost,  according 
to  the  annual  report  of  L.  Chivvis,  en- 
gineer in  charge  of  the  distribution  sec- 
tion, to  E.  E.  Wall,  water  commissioner. 
The  meter  is  raised  on  two  pipe  uprights 
to  within  18  in.  of  the  surface,  and  is 
protected  against  frost  by  a  double 
cover.  Two  hundred  circular  covers  were 
purchased  at  a  cost  of  $2.16  each,  as  com1 
pared  with  $14.90  for  the  old,  square 
type,  a  set  of  steel  forms  for  conical 
concrete  housings  was  bought,  and  a 
score  or  more  of  the  new  installations 
were  put  in. 

The  round  box  takes  up  less  room  and 
requires  less  excavation,  and  is  easier  to 
handle.  Its  sole  weakness  is  that  it  is  not 
adaptable  to  granitoid  sidewalks  without 
running  the  risk  of  tearing  out  the  gran- 
itoid to  repair  on  the  supply  pipe 
below  the  meter. 


66 


THE  CONTRACT  RECORD 


March  if,  1920 


Miscellaneous 

(Continued  from  page  6.'t) 

Hamilton,  Ont. 

C  ity  will  call  tenders  shortly  for  mo- 
tor flusher  and  trenching  machine.  En- 
gineer, E.  R.  Gray. 

City  plans  to  make  improvements  to 
parks  at  a  cost  of  $50,000.  Secy.  Park 
Board,  A.  P.  Kappele,  City  Hall. 

Montreal,  Que. 

Septimus  Warwick,  architect,  390 
Sherbrooke  St.  W.,  is  preparing  plans 
for  exhibition  booths,  etc.,  (for  Shoe 
h'air. 

M.  P.  Fennell,  Jr.,  secy,  for  Mont- 
real Harbour  Commissioners,  57  Com- 
mon St.,  will  receive  tenders  until  April 
Hth  for  concrete  and  macadamizing 
stone,  portland  cement,  sand,  oils,  cast- 
ings, steel  bars  and  testing  material. 

Three  Rivers*  Que. 

City  is  considering  the  purchase  of 
motor  truck  with  street  flusher  attach- 
ment. Engineer,  Z.  Lambert. 

Vancouver,  B.  C. 

Gardiner  &  Mercer,  architects,  71S 
Granville  St.,  have  prepared  plans  for 
first  unit  of  model  cattle  barn  for  Van- 
couver Exhibition  Ass'n,  130  Hastings 
St.  W.     Total  cost,  $80,000. 

Shell  Co.  of  California,  505  Fifth 
Ave.  E.,  will  construct  steel  gasoline 
tank   costing   $10,000    by    day  labor. 

Victoria,  B.  C. 

Tenders  will  be  called  soon  for  light- 
house tower  costing  about  $15,000  for 
Dominion  Dept.  of  Marine,  Ottawa. 

Windsor,  Ont. 

City  plans  to  purchase  motor  drawn 
street  flusher.  Mayor,  E.  Blake  Win- 
ters. ^ 

CONTRACTS  AWARDED 
Quebec,  Que. 

Dominion  Dept.  Public  Works  placed 
general  contract  for  marine  store  build- 
ing with  L.  H.  Peters  Ltd.,  10  Ste.  An- 
gele  St. 

Stratford,  Ont. 

Stratford  Park  Board  placed  general 
contract  for  kitchen  and  lavatories  cost- 
ing $8,000  with  J.  L.  Young,  Birming- 
ham St. 


Fires 

Annapolis  Royal,  N.  S. 

The  following  sustained  a  loss  when 
fire  visited  business  block  here  recently: 
Daniel  Owen,  loss  on  bank  and  offices, 


$10,000;  F.  W.  Pickles  Co.,  loss  an 
stores,  $20,000;  Jefferson  Boot  &  Shoe 
Co.,  loss  on  store  and  apartments,  $10,- 
000;  Geo.  H.  Corbett,  loss  on  store, 
offices  and  apartments,  $10,000. 

Fire  destroyed  post  office  of  Domin- 
ion Dept.  Public  Works.  Loss,  $20,- 
000. 

Montreal,  Que. 

Fire  destroyed  factory  of  Lariviere  & 
Frere,  8  Iberville  St.    Loss,  $10,000. 

Oakville,  Ont. 

Fire  destroyed  factory  of  Oakville 
Basket  &  Veneer  Works.  Loss,  $00,- 
000. 

Oxford,  N.  S. 

Fire  destroyed  stores  and  apartments 
of  H.  A.  Patton,  Dufferin  Hotel.  Loss 
$60,000. 

Quebec,  Que. 

Fire  destroyed  tannery  of  Oscar  Cler- 
nent,  Caron  and  Ste.  Helene  Sts.  Loss, 
$17,000.    May  rebuild  to  cost  $15,000. 


Just  the  Same  in  the  Antipodes 

It  was  generally  anticipated  that  costs 
of  construction  would  rapidly  drop  af- 
ter the  signing  of  the  armstice,  and  the 
majority  of  engineers  anticipated  that  in 
about  12  months,  with  the  release  of  la- 
bor and  shipping  and  the  return  to  nor- 
mal conditions,  prices  and  freights  would 
drop  to  a  reasonable  percentage  above 
pre-war  costs.  It  was  hoped  that,  with 
the  labor-saving  appliances  and  new  ma- 
chinery established  in  Great  Britain  dur- 
ing the  war,  the  cost  of  a  large  number 
of  items  of  machinery  would  have  been 
even  below  pre-war  rates. 

In  no  respect  have  any  of  these  antici- 
pations been  realized,  as  the  following 
instances  will  indicate: 

Freights  have  been  up  to  five  times 
pre-war  rates,  and  the  lowest  recent  fig- 
ures have  exceeded  them  three  times. 
Elctrical  machinery,  copper  conductors, 
etc.,  are  variously  from  one  and  a  half 
to  double  pre-war  rates.  The  large 
amount  of  transport  equipment  which  we 
require  exceeds  50  per  cent,  on  pre-war 
rates;  while  petrol  has  increased  from 
13s.  9d  per  case  in  1914  to  25s.  per  case 
in  1919.  Steel  varies  from  twice  to  three 
times  pre-war  rates;  while  chaff  has  been 
bought  at  rates  varying  from  £7  10s. 
to  £8  per  ton,  as  against  the  cost  a  few 
years  ago  of  £3  per  ton,  and  the  indi- 
cations are  that  t'.ie  price  will  still  fur- 
ther increase. 

In  addition  to  our  increased  cost  we 
have,  perforce,  to  pay  customs  duty  on 
the  increase;  and  should,  as  has  often 


happened,  the  selling  price  of  machinery 
increase  between  the  date  of  ordering 
and  the  date  of  supply,  we  have  also  to 
pay  duty  on  the  difference. 

Unskilled  labor  is  now  receiving  a 
wage  20  per  cent,  higher  than  a  few 
years  ago,  but  one  would  not  particu- 
larly emphasize  this  point  if  pre-war  effi- 
ciency was  being  maintained.  The  fact 
remains,  unfortunately,  that  the  average 
efficiency  of  unskilled  labor  to-day  is 
much  below  what  it  was  when  the  first 
stage  of  our  scheme  was  being  con- 
structed; in  other  words,  the  unit  costs 
at  present  greatly  exceed  the  unit  costs 
in  the  old  days.  Tenders  which  have 
been  received  from  time  to  time  from 
contractors  confirm  that  they  anticipate 
the  same  results  as  we  have  secured, 
and  unless  some  means  can  be  devised  to 
rectify  this  state  of  affairs,  not  only  in 
connection  with  our  departmental  work, 
but  generally,  a  very  serious  position 
will  undoubtedly  arise. — From  the  An- 
nual Report,  1918-19,  of  J  .H.  Butters, 
chief  engineer  and  general  manager,  Hy- 
dro-electric Department,  Tasmania. 


After  the  French  had  captured  a  small 
part  of  Alsace  in  the  spring  of  1915,  they 
built  to  supply  the  army  holding  the 
front  there  an  aerial  cableway  about  3.7 
miles  long,  and  with  a  difference  in  ele- 
vation between  the  highest  point  and 
the  lowest  of  about  2500  ft.  This  section 
of  the  Vosges  is  very  rugged,  and  was 
not  provided  with  proper  roads  nor  with 
many  railroads,  at  least  with  none  which 
were  not  endangered  by  the  fire  from 
the  neighboring  German  guns.  The  army 
engineers,  therefore,  dismantled  a  nearby 
electric  railway  power  station  and  built  a 
tableway,  which  was  run  with  the  power 
so  developed.  The  line  is  in  three  sec- 
tions, 10,400,  4440,  and  5120  ft.  in  length, 
respectively.  At  the  two  junctions  of 
the  three  lines  there  were  stations  built 
for  the  transfer  of  the  freight  carried. 
The  line  was  an  endless  single  cable 
system  with  cars  40  x  27  x  34  in.  in  vol- 
ume, suitable  for  carrying  about  550  lb. 
of  freight  and  spaced  on  the  line  every 
£80  ft.  At  the  end  stations  the  cables  ran 
around  horizontal  wheels,  permitting  the 
free  passage  of  the  carriers.  The  grade 
of  each  line  changed  between  intermedi- 
ate towers  of  steel  framing.  The  longest 
span  was  about  2520  ft.  long.  A  notable 
feature  was  the  summit  station,  where 
the  line  passed  through  a  tunnel  590  ft. 
long  and  16  ft.  square  section,  so  as  to 
screen  the  operation  of  the  cableway 
from  the  enemy  guns.  The  cableway  is 
described  in  "Le  Genie  Civil,"  Nov.  1, 
1919. 


DAKF  swinging 

Lf/\IYC  ENGINES 


INSURE 
Speed  'Durability 
Economy 

Contractors  everywhere 
recognize   that   Dake  swing- 
'•^HSlS*5'^  ers    save    them    time,  labor 

and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 
TORONTO:  A.  R.  Williams  Machinery  Company,  Limited. 


Do  You  Want  Crushed  Stone  ? 

That  is  Glean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  In  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 


WRITE  FOR  PRICES  AND  SPECIFICATIONS 

THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

H  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative : 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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Late  News 

Amos,  Que. 

A'bitibi  County  Council  contemplates 
erection  of  court  house  to  cost  $24,500. 
Mayor  of  Amos,  Jos.  Grenier. 

Abbotsford,  B.  C. 

Plans  will  be  prepared  for  milk  con- 
densing factory  to  cost  about  $30,000  for 
Fraser  Valley  Milk  Producers  Assn., 
head  office,  Rogers  Bldg.,  Vancouver. 
General  manager,  F.  T.  Gillespie. 

Calgary,  Alta. 

Ensign  Lekson,  301  Confederation  Life 
Bldg.,  Winnipeg,  will  prepare  plans  for 
children's  home  costing  $50,000  for  Sal- 
vation Army,  Territorial  Headquarters, 
301  Confederation  Life  Bldg.,  Winnipeg. 

Grand  Mere,  Que. 

City  is  applying  to  Provincial  Govt, 
for  $1,000,000  to  erect  workmen's  resi- 
dences.   Mayor,  P.  C.  Neault. 

Hull,  Que. 

E.  Forcat,  Bridge  St.,  contemplates 
erection  of  large  hotel. 


To  Road  Contractors 

Large  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally advantageous 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

Room  201  Webster  Building 
55  YONGE  ST.  TORONTO 


New  Orders 


are  largely  dependent  on  approaching 
your  prospect  at  the  right  time.  You 
can  obtain  full  information  regarding 
the  right  moment  at  which  to  put  for- 
ward  your  estimates   for  . 

Building  and  Engineering- 
contracts  through  the  service  offered 
by  MacLean's  Daily  Reports.  They 
will  give  you  news  of  the  projects  in 
which  you  are  interested  until  they 
are  fully  completed.  You  will  know 
when  tenders  are  called  and  contracts 
awarded,  when  to  offer  materials  or 
service — in  short,  all  the  data  you 
could   wish  for. 

Write  for  full  information. 

MacLean  Daily  Reports,  Limited, 
345  Adelaide  St.  West,  Toronto 


M 


acLean 

REPORTS 


Kitchener,  Ont. 

John  Schultz,  Grand  Central  Hotel,  has 
been  awarded  general  contract  for  de- 
partmental store  costing  $30,000  for  J. 
Davis,  207  King  St.  W. 

Krydor,  Sask. 

Krydor  farmers  have  organized  into 
an  incorporated  company  and  contem- 
plate construction  of  rural  telephone  sys- 
tem to  cost  $28,500.  Address  secy.  Rur- 
al Telephone  Co. 

London,  Ont. 

R.  H.  Smith,  191  Wharncliffe  Rd.,  has 
been  awarded  general  contract  for  fac- 
tory costing  $25,000  for  Columbia  Han- 
dle Co.,  Adelaide  St. 

Milverton,  Ont. 

Plans  are  in  progress  for  flax  mili 
costing  $10,000  for  Appel  Flax  Mill  Co. 

Regina,  Sask. 

Henry  Black  contemplates  erection  of 
apartment  block  to  cost  $100,000. 

Dominion  Dept.  Public  Works  con- 
templates erection  of  dispatch  post  of- 
fice costing  $80,000. 

Sarnia,  Ont. 

Erection  here  of  arcade,  ten  stores  and 
apartments,  costing  $700,000  is  contem- 
plated. Interested,  J.  H.  Martin,  Port 
Huron,  J.  B.  Speer,  Port  Huron,  Sarnia 
Brokers  Ltd.,  Sarnia. 

Shenacadie,  N.  S. 

Dominion  Dept.  Public  Works  placed 
general  contract  for  wharf  costing  $10,- 
000  with  Arthur  Girouard,  Antigonish. 

Sumas  Lake,  B.  C. 

Marsh  Bourne  &  Co.,  Vancouver  Blk., 
Vancouver,  have  been  awarded  general 
contract  for  reclamation  scheme  costing 
$1,200,000  for  Sumas  Dyking  &  Drain- 
age Commission  and  others. 

Toronto,  Ont. 

Grimshaw  Bros.,  800  Danforth  Ave., 
will  erect  store  and  apartments  costing 
$10,000. 

J.  M.  Cowan,  architect,  122  Marguer- 
etta  St.,  has  prepared  plans  for  factory 
costing  $10,000  to  be  erected  on  Erie 
Ave. 

Vancouver,  B.  C. 

W.  J.  Northcote,  architect,  420  Elev- 
enth Ave.  E.,  is  preparing  plans  for  thre  e 
stores  costing  $13,000  for  T.  R.  Davis, 
London,  England. 

Wallaceburg,  Ont. 

McCoy  &  Caughey  have  been  awarded 
contract  for  construction  of  about  two 
miles  of  concrete  highway  for  County 
of  Kent. 

Wingham,  Man. 

A.  Dykeman,  Portage  La  Prairie,  has 
the  general  contract  for  consolidated 
school  costing  $20,000  for  School  Dis- 
trict. 

Winnipeg,  Man. 

Canadian  Bag  Co.  has  placed  general 
contract  for  additions  to  plant  costing 
$35,000  with  J.  McDiarmid  Co.,  Noko- 
mis  BldLr. 


pulp,  and  manufactured  goods  of  wood 
pulp,  is  approximately  $160,000,000.  For 
April,  I'M  9,  it  amounted  to  almost  $14,- 
000,000. 


Swedish  Timber  Exports  Large 

Production  of  timber  from  Swedish 
forests,  says  the  Swedish  consul. in  Chi- 
cago, quoted  in  a  recent  bulletin  issued 
by  the  National  Lumber  Manufacturers' 
Association,  amounts  to  approximately 
•10,000,000  cu.m.  a  year.  The  total  value 
of  exports  of  wood  and  lumber,  wood 


BOOKS 

on  liuilding,  Engineering  and  all  Technical 
Subjects,  Second-hand  at  half  prices.  New  at 
lowest  prices.  State  wants  and  send  for  Cata- 
logue No.  23,  post  free. 

WE  HAVE  THE  BOOKS  YOU  WANT. 
Books  Bought.  Best  Prices  Given. 

W.  &  G.  FOYLE,  LTD., 
^^^^5^^^iann^^Cr^s^^oa^^^cjri£on^^n^ 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 

Branches   Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also  Bonds  for  Special  Purposes 


THE 

Canadian  Surety  Co. 

Specialists  in 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile,  Burglary,   Plate  Glass 
INSURANCE. 

Head  Office :  26  Wellington  Street  E. 
Toronto,  Ont.  Phone  M.  2609--1840 

Branch  Offices; 
Montreal  Trust   Bldg.,    Montreal,  Que. 
90S  Paris  Bldg.,  Winnipeg,  Man. 
Representatives  in  all   Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 


gtaril  1foit 


Let  us  add  your  name 
fo  our  list  of  satisfied 
Contractors,  who  appre- 
ciate that  our  first  con: 
sideration  is  Service. 


Intuit  0tat?fi  JPtiiHttg  & 
(guaranty  (Emnpamj 


Resources  Over  - 
Canadian  Securities 


$20,000,000 
$1,162,000 


Hted  Offirr 
36  Toronto  St,  -  TORONTO 

Rrank  Ogica 
Paris  Building      •  WINNIPEG 

112  Si.  J«mcsSi.  -  MONTREAL 

ARTHUR  C.  K1RKPATR1CK. 

SIONBY  W.  RAND,  WWUntur 
W   R.  KIRKfATRICK, 
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"Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  (or  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd..  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


TRIDENT 
COMPOUND 
METER 


The  Trident  Compound  consists  of  a  disc 
chamber  for  measuring  low  flows  and  a  crest 
chamber  to  take  care  of  everything  from  the 
latter  up  to  the  full  capacity  of  the  meter. 

These  elements  are  so  combined  that  they 
act  independently  of  one  another  and  their  oper- 
ation is  dependent  solely  upon  the  volume  of 
flow. 

The  controlling  mechanism  is  so  sensitive 
and  reliable  that  the  accuracy  of  the  Trident 
Compound  is  equivalent  to  the  combined  accur- 
acy of  the  disc  and  crest  types  which  compose 
it. 


NEPTUNE  METER  CO.,  LIMITED 

W.  H.  RANDALL,    -    MANAGING  DIR'TR 
Factory  and  Head  Office 

1197  King  St.  W.,  Toronto 

WINNIPEG 
Walsh  &  Charles,  406  Tribune  Bldg. 


Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt  Deliveries. 


Attractive  Prices. 


Address  your  inquiries  to 

CANADIAN  DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 
CHATHAM,  ONT.      275  Inshes  Ave. 

Associated  with 
PITTS  BURGH -DES  MOINES  STEEL  CO. 
42  Church  St.  945  Curry  Bldg. 

New  York  City  Pittsburgh,  Pa. 

Oes    Moines,    Iowa,    938    Tuttle  Street 


CRANES 


Heavy  Mill 
Crane 
Patented 


Made 
Canada 


Electric  and  Hand  Traveling  Crane* 
Electric  and  Air  Hoists 

NORTHERN    CRANE   WORKS,  LTD. 

WALKERVILLE,  ONT. 
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KP 


FOR  COLD  PATCHING 

mm 


via-KP"  > 
re  is  placed  in  the  hole,  it  is 
artfully  cleaned  out  and  the  bottom 
iJ  tidat  painted  with  •Tnn  ia-KP" 


(\Jrirsi  aid  lor  Spring  roads— 


IF  your  roads  are  scarred  from 
Winter  frosts  and  Spring  thaws 
— pitted  with  ruts  and  holes — 
prompt  patching*  with  the  remark- 
able "Tarvia-KP"  will  save  expen- 
sive repair  work  in  the  Summer  and 
Fall. 

Those  bad  spots  should  be  repaired 
— now — before  Summer  comes  with 
its  heavy  road-wrecking  traffic. 


required.  Patches  made  with  "Tarvia-KP" 
will  stand  up  under  the  heaviest  traffic.  It 
is  the  ideal  "first  aid"  for  your  Spring 
Roads.  "  Tarvia-KP "  (Kold  Patch)  is  a 
bituminous  road-patching  material  that  can 
be  mixed  and  stored  up  in  spare  moments 
and  used  at  any  time  of  year  to  repair  any 
kind  of  road.  It  is  in  a  class  by  itself  for 
making  quick,  dependable  patches. 

Send  in  your  Spring  order  for  "Tarvia- 
KP"  today. 


Our  nearest  office  will  gladly  send  you  a 
"Tarvia-KP"  is  extremely  easy  to  apply      booklet  showing  each  step  in  patching  a 
in  big  or  little  quantities.    No  heating  is      road  with  "  Tarvia-KP." 


The 


Company 


LIMITED 

MONTREAL  TORONTO  ST.  JOHN,  N.B. 

WINNIPEG  VANCOUVER 


HALIFAX,  N.S. 
SYDNEY,  N.S. 


IIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIIM 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $3.30  per  bbl.  ; 
with  bags,  $4.10;  car  lots,  $2.45  on  the  track, 
with  pkgs.,  $3.25;  5c  per  bbl.  discount  20 
days. 

Lime — in  bulk — grey  69c,  white  79c  per  100 
lbs.,  delivered,  if  not  less  than  2,000  lb.  lots. 
At  the  warehouse,  grey  63c,  white  73c, 
$14.60  ton.  Hydrated  lime,  $17.25  per  ton 
delivered ;  $16.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$30;  buff,  $30;  No.  2,  $28;  common  red 
stock  brick,  $23;  grey,  $23;  wire-cut  brick 
for  foundation  work,  $21.  Milton  Rug  brick, 
$32  to  $37;  Eatonia  brick,  $50;  sand  lime 
brick,  $17.25,  f.o.b.  car  at  King  Edward 
siding,  $16  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $55  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental,  $40,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $26  at  plant, 
$31  delivered  in  city. 

Fire  brick — delivered — Savage,  $80  per  M. ;  S. 
Crown,  $80;  W.  W.,  $65.  Fire  clay,  $16.50 
per  ton;  chimney  tops,  $8.00  each. 

Flue  lining — delivered — list  price — 8}4  x  854  in., 
60c  per  ft.;  8}4  x  13  in.,  90c  per  ft.  Dis- 
counts 30  and  10  per  cent,  off  list. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.05;  1  in.,  $2.25;  ^  in., 
$2.25;  crusher  rock,  $2.15;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton;  screened,  $1.70 
per  ton. 

LUMBER   (BUILDING  MATERIAL) 

Retail  Prices  Delivered 
Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $58;  10  and  16  ft.,  $60 ;  2  x  12  in.,  12 
and  14  ft.,  $59;  10  and  16  ft.,  $61 ;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $61.  No.  2,  $4  less 
than  No.  1; 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $65; 
1x6  in.,  $67;  1  x  8  in.,  $70;  1  x  10  in.,  $75; 
1  x  12,  $80.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $7S;  1  x  6  in.,  $82 ;  1  x  8,  $86;  1  x  10, 
$90  ;  1  x  12,  $103  ;  2  x  4,  10-16  ft.  long,  com- 
mon, rough,  $68;  2  x  C,  $70;  2  x  8,  $72 ;  2  x 
10,  $76;  2  x  12,  $80.  No.  1  flooring,  $70; 
No.  1  V  or  beaded  sheathing,  4  in.,  $82. 
Pine  trim,  4  in.,  casing,  $4  per  100  ft. ;  5 
in.  ditto,  $5;  S  in.,  pine  base,  $S ;  4  in.  pine 
window  stool,  $6.25. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $63;  1  x  6  and  2  x  6,  $65 ;  1  x  8 
and  2  x  8,  $67;  1  x  10  and  2  x  10,  $71 ;  1  x 
12  and  2  x  12,  $75. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 

16,  16  x  16,  $80;  12  x  18,  12  x  20,  14  x  IS, 

14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 

$85.    These  prices  apply  to  lengths  up  to  32 

it.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $10.50;  XX  B.  C,  $8.00; 
N.  B.  extras,  $10.50;  N.  B.  clears,  $9.50; 
No.  1  W.  pine  lath,  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $4.75  base;  twisted  and 
deformed,  $4.85;  3/16  in.  and  lighter  $5.25. 

Shapes— Angles,  35  lbs.  and  over,  per  yard,  $4.60 
per  100  lbs. ;  under  35  lbs.  per  yard,  $4.70 
per  100  lbs. ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $4.60;  under  35  lbs. 
per  yard,  $4.80. 

Plates — 6  ins.  to  60  ins.  wide,  $4.80;  over  60  ins., 
$5.00.  Tank  and  boiler  plates — 54  in-  and 
over  and  under  36  ins.,  $4.50.  Gauge  plates 
—No.  10,  $5.55;  No.  12,  $5.60;  No.  14,  $5.65 
per  11)0  lbs.  Black  American  Bessemer  Plates 
— dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $4.50  per  100  lbs. 

Rivets — Button  and  cone  head — 54"  to  Yt"  diam., 
$5.80. 


EXTRAS    FOR    SHAPES    AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  1/lUc 
per  lb.  for  beams,  IS,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  1/lUc 
per  lb.  for  Angles  under  5  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  cliaige 
$1.50. 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized  iron — dealers  not  quoting  prices. 
Cast-iron  pipe — Standard     prices,     carload  lots, 
f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices,  with  discounts  as  be- 
low, f.o.b.  factory — 4  in.,  30c  per  ft.;  6  in., 
45c;  8  in.,  70c;  9  in..  90c;  10  in.,  $1.05;  12 
in..  $1.35;  15  in.,  $1.80;  18  in.,  $2.50;  20  in., 
$3;  22  in.,  $4;  24  in.,  $4.50.  Discounts— 30 
and  10  per  cent,  off  list. 

Tile  wall  coping — delivered — 8  or  9  in.  wall,  50c 
per  ft.  ;  12  in.  or  13  in.  wall,  75c  per  ft.  ; 
18  in.  wall,  $1.50  per  ft.  ;  carried  in  6,  12. 
18  and  24  in.  lengths.  Discount  30  and  10 
per  cent,  off  list.  ' 

PAINTS  AND  OILS. 

Prices,  delivered. 
White  lead — ground   in  oil,    less   than    ton  lots, 
$18.75  per  100  lbs.  ;  ton  lots,  $18.50  per  100 

lbs. 

Boiled  Linseed  Oil — in  bbls.,  $2.60  per  gal.  of  9 
lbs. ;  red  lead,  dry,  $17  per  100  lbs. ;  Pure 
putty  in  bulk,  $8.95  per  100  lbs. ;  in  100  lb. 
drums,  $9.80;  in  25-lb.  tins,  $10.05  per  100 
lbs.;  steel  sash  putty,  in  25-lb.  tins,  $10.30 
per  100  lbs. ;  turpentine,  in  bbls.,  $3.05  per 
Imp.  gal.,  based  on  southern  gauge.  Tur- 
pentine and  oil  in  less  than  barrel  lots,  15c 
extra  per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2c  per  lb;-, 
black,  in  bbls.,  6c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
25c ;  ultra  blue,  dry,  in  bulk,  25c ;  green, 
French  permanent,  dry,  20c;  ochre,  French, 
dry,  12c;  red  Venetian,  dry,  6c;  sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  1254c. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — 'single  bbls.,  $5.55,  delivered  in 

5   barrel   lots,   $4.75;    at  warehouse,  $4.55; 

single  bbl.,  $5.55. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — $4  in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  42}4c.  Lath 
yarn,  40c  per  lb.;  in  full  coils,  33c. 


MONTREAL  PRICES 

CEMENT,   LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton  ;  lump,  $15. 
Brick — No.    1   pressed,   $24.75 ;    No.   2  pressed, 

$20.75;  red  rustic,  $21.75;  vertical,  $23.00; 

plastic,  $17.50. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c  ;  9-in.  40c ;  10-in.  52c ;  12-in.  60c ;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.75;  J^-in.  $2.00;  H-in. 

$2.25  per  ton,  delivered. 
Sand— $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.15  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  8  in.  »nd  up,  $4.75;  1  in. 

x  1  in.  x  %  in.,  25c  ixira:   Va  in.  x  Vt  in. 

ft  in.,  75  cents  extra.     Boiler  plates — 54  in- 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  $6.15.  Beams 
and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $5.26,  f.o.b.  Mont 
treal.  net  casn.  Corrugated  iron — 26  gauge, 
$10.00;  28  gauge,  $9.25  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheets 
— Keystone  black,  28  U.  S.  gauge,  $7.25  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $85  for  6  in.  and  larger, 
and   $S8  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c;  8 
in.,  70c;  9  in.,  85c;  10  in.,  $1.06;  12  in.,  $1.35; 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  In., 
$4;  24  in.,  $4.50;  27  in.,  $6.60;  30  in.,  $7.20. 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  66c. 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  in. 
to  30  in.),  $1.20,  $1.80,  $2.80  $3.60.  $4.20, 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28; 
>/4,  $1.20,  $1.80.  $3.15,  $4.05,  $4.75.  $6.10. 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Double 
r-ollar.  HOc.  $1  35.  $2.10.  $2.65.  $3.16.  $4  06. 
$5  40;  slant  1  foot  long  side  (4  in.  to  16 
in.).  90c.  $1.35,  $2.10  $2.55.  $3.15.  $4.06. 
$5.40.  Single  branch  (6  in  »o  9  in  ),  3  ft.. 
$2.25,  $3  50,  $4.25;  2  and  254  <L  (4  in.  to  30 
in.).  $1.35.  $1.80.  $3  15.  $3.85.  $4.75  $6.10, 
$8.10.  $11.25.  $13  50,  $1S.  $20.25.  $32.50.  SnC 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.),  $1.80,  $2.70,  $4.90.  <tfl,30.  $7.35.  $10.80, 
$1440.  $20.  $24,  $32.  $36.  $45.50.  $50.40. 
Syphon,  cesspool,  and  bnchan  trap  (4  In.  to 
15  in.').  $3.  $4.  $7.  $9.  $1050.  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.).  $3.  $4,  $7.    $9.    $10.50,  $1«. 

These  prices  are  stibirct  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  di«rniinf  of  from  RO  5S  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  $4.30  per  bbl.,  both  less  5%  for  cash. 
Rope — Best  Manilla,  31c  basis  per  pound; 
Beaver  Manilla,  26c  basis:  sisal  rope,  2254c 
basis;  lath  yarn,  2254c.  Boiled  linseed  oil — 
in  barrels,  $2.5754  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.55. 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50.000  or  over, 
$17.00;  carload  lots,  less  than  50,000,  $18.00; 
selected  builders  for  veneering  work,  carload 
lots,  $20.00;  "Citadel"  rustic  face  brick,  $26 
to  $30. 

Baker  oven  tile,  15"  x  854"  x  254",  $25  per  100. 
"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 

splits,  7c  per  superf.  f t. ;  12  x  9  x  3,  solid. 

10c. ;  12  x  8  x  4,  11c.  ;  12  x  8  x  6,  18c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel   in    carload   lots,  bags 

returnable  in  good  condition  at  15c. 
Hard  wall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock  Brick — $19.50  per  thousand   delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet ;  double  ply,  $8.40  per 
roll  of  250  square  feet ;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 1454c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  caek  in  less  than  carload  lots. 
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You  Must  Have  Equipment 
That  is  Dependable 


Ask  us  About 


MARSH 
HOISTING 
i  ENGINES 


Made  in  Canada 


Special  Hoists 

Built  for 

Special  Work 


Catalogue 

on 
Request 


MUSSENS  LIMITED 


MONTREAL 
TORONTO 


WINNIPEG 
VANCOUVER 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel ; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35 ; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — l'/i-m.  to  2-in.,  $3.65  per  yard; 
ii-to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble  stone,    $20.00   per  cord. 

Sand,  gravel  and  torpedo  sand — -$3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER   (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  (or  cash) 

Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $115; 
4  in.  No.  1  and  2  E.G.  Fir,  $115;  4  in.  No. 
3  E.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common  Pine,  $75;  4  in.  No.  3  Pine  or 
Spruce,  $61 ;  G  in.  No.  1  and  2  E.G.  Fir, 
$110;  6  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $75;  6  in.  No.  2  Com- 
mon Pine,  $S0 ;  6  in.  No.  3  Pine  or  Spruce, 
$70;  2  x  6  No.  1  Common,  $70. 

For  selected  lengths,  add,  Pine,  $5.00;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $5;  for  1J4,  lyi  or  2  inch,  add 
5.  > 

Birch  and   Maple   Flooring — Clear   (First  Grade) 

—13/16  x  lyi  in.  to  IYa,  in.  face,  $190;  H 

x  l'/2  in.  and  1H  in.  face,  $147. 
No.  1   (Second  Grade)— 13/16  x  l'A   in.   to  2« 

in.  face,  $184;       x  lyi  in.  and  1)4  in  face, 

$139. 

No.  2  Factory — 13/16  x  l'/2  in.  to  2*4  in.  face, 
$153.00 

Selected  White — 13/16  x  lyi  in.  to  2*4  in.  face. 
$210.00 

DIMENSION  TIMBERS,  No.  1 
6  x  10  to  12  x  12,  up  to  32  ft.  long,  $76;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $77 ;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $78 ;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  lyi  in.  to  24  in.  face,  $400;  H 

x  lyi  in.  and  1M  in.  face,  $350. 
No.  1  (Selects)— 13/16  x  lyi  in.  to  2]4  in.  face, 

$350;  Yi  x  lyi  in.  and  1J4  in.  face,  $250. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  VA  in.  to  24  in.  face,  $300;  H 
x  iy2  in.  and  2  in.  face,  $220. 


No.  1  (Selects)— 13/16  x  iy2  in.  to  2ii  in.  face, 
$100;  ys  x  lyi  in.  and  1^  in.  face,  $115. 

STEEL  AND  IRON 

Bteel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs. ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  6  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  62c;  12  in. ,72c;  15  in., 
$1.20;   18  in.,  $1.70;  20  in.,  $2.10;  24  in., 

$2.75. 

Plaster  of  Paris,  $1  in  paper  bags;  $1.45  in 
jute  bags. 

Plasterers'    Hair — 90c   per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  SSc  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 

Mixed   Paint— Per   gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal.;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 
$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than    ton    lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs.;  superfine,  white,  $9.50  per  bbl.; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house ;  $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house ;  fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan- 
tities. 


LUMBER    (Building  Material) 

Vancouver  prices,  f.o.b.  mills : 
Piices  subject  to  frequent  change.     Mills  operat 
ing  on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $40;  10  x 
10,  $10;  10  x  12,  $40;  10  x  14,  $40.50;  12  x 
12,  $40;  14  x  14,  $40.50;  14  x  16,  $41.50;  6 
x  10,  $40.50;  6  x  12,  $41 ;  8  x  10,  $41 ;  8  x 
12,  $40.50;  10  x  16,  $42;  12  x  16,  $42;  16  x 
16,  $41.50;  6  x  14,  $42 ;  8  x  14,  $42;  12  x 
18,  $43;  18  x  20,  $44;  14  x  20,  $43.50;  16  x 
18,  $43.50;  10  x  20,  $44.50;  18  x  18,  $43.50; 
20  x  20,  $43.50;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50;  1x4, 
$99.50;  1  x  4  flat  grain,  $89.50;  No.  1  and  2, 
1-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  14  and  iy2  inch  fir  double  dressed 
$76;  2-inch  fir  double  dressed  $77;  fir  lath, 
$15;  U.  C.  cedar  shingles,  XX,  $5.25;  XXX, 
$7.50;  XXXXX,  $9.25. 

STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  base;  twist- 
ed and  deformed.  $7.50  base;  structural  sec 
tions,  $7.00. 

Galvanized  iron— 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets. 

$11.75;  9  and  10  ft.  sheets,  $11.90  per  square 
Hlack  steel  sheets,  24  gauge,  $10.35  per  100 

lbs. 

Steel  angles— $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams— $9.00  per  100  lbs.,  de 
pending  on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  $9.00. 

SEWER  PIPE. 

Sewer  pipe — Vancouver  prices  f.o.b.   warehouse ; 

4  in.,  17c  per  ft.;  6  in..  25c  per  ft.;  8-in..  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  65c  ft.;  15  in., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in..  $1.65  ft.: 

24-in.,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van- 
couver, bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate— $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— H  in.,  39c  base;  yi  in.,  39 'Ac 

ii  in.,  40c;   4  in.,  40c;  second  grade,  33c 

base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  I 

lbs.  ♦ 
Mixed  Paint— Per  gal.,  $4.05  to  $4.. 5. 
Raw  linseed   oil — In  bbls.,  $2.10  per   gal.;  red 

lead,  dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk,  Standard,  $6.00;  Pure,  $8.00: 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 

Head  Office 

Mark  Fisher  Building 
MONTREAL 


CAST  IRON  PIPE 

 — , . .~      1 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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We  make  a  specialty  of 
unloading  cars  of 

SAND,  GRAVEL,  CRUSHED  STONE 
COAL,     CEMENT    AND  BRICK 

Get  our  Prices 

Contractors  Transport  Company 

Main  4570         401  Lumsden  Bldg.,  Toronto 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


For  Sale 

INDUSTRIAL  AND  CONTRACTORS' 
EQUIPMENT 

2 — Marion   Steam  Shovels,   Model  61,   Shop   No.   2822  and  No. 

2823,  2y2  yard  dippers,  first  class  condition. 
1 — Model  60  Marion  Steam  Shovel,  Shop  No.  2396. 

4 —  Type  O  Thew  Shovels,  34  yard  dippers,  on  traction  wheels. 
All  thoroughly  overhauled. 

1 — 3/A  yard  Clamshell  Bucket. 
1 — 1%  yard  Clamshell  Bucket. 
1 — 1 yard  Clamshell  Bucket. 
1 — Standard  gauge  35  ton,  4  wheel  locomotive. 

5 —  14  to  18  ton  36"  gauge  locomotives. 

25 — 4  yard  36"  gauge  Western  and  K.  &  J.  dump  cars. 

T.  J.  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  5185.    Nights,  Park.  6906. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


CRANE 

MALLEABLE  FITTINGS 

CRANE 

LIMITED 

HEAD  OFFICE  &  WORKS 

1280  ST  PATRICK  ST 

MONTREAL 

BRANCHES: 

Toronto,    Winnipeg,  Vancouver. 

SALES  OFFICES:  Halifax,    Quebec,     Ottawa,  Calgary. 
_  
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Bricklayers  Prefer 

RENFREW  LIME 

It  saves  time,  makes  better  mortar,  reqnires 
less  tempering.  Lime,  Brick,  Farm  Tile 
supplied  in  straight  or  mixed  car  lots. 

Get  our  prices. 

Jamieson  Lime  Company 

Renfrew,  Ontario 


FLOORS 

The  Wood  Mosaic  Kind 

For  every  home — Old  or  New.  Can  be 
installed  by  your  mechanics.  Our  5/16" 
flooring  can  be  laid  in  old  or  new  houses. 
We  make  all  kinds  and  thicknesses;  Wood- 
Carpet,  strips,  Plain  and  Ornamental  Par- 
quetry, Tongue  and  Groove  Flooring. 

Send  accurate  measurements  of  rooms 
for  sketch  with  exact  estimate  of  cost  of 
the  flooring  required.  Instructions  for  lay- 
ing and  finishing  accompany  all  orders 
shipped. 

Floor  laying  firms  in  many  locations  in 
Canada  are  now  handling  our  material. 

Send  for  Free  Catalog 

Wood-Mosaic  Company 

NEW  ALBANY,  INDIANA 

 I  :  ^— ^— 


"V\  i  TT   Q»   New  and  Relaying 
l\jr_.l, l—O  Switches,  Turntables,  Etc. 

Carried  in  Stock 

Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


Tests  made  by  the  Superintendent 
of  a  large  Pacific  Coast  power  plant 
showed  that  the  loss  of  heat  through 
the  common  brick  covering-  on  the 
drums  of  a  560  h.p.  boiler  was  equal  to 
390  barrels  of  oil  per  year.  Another 
test,  which  was  run  after  these  same 
drums  had  been  insulated  with  a  course 
of 

Nonpareil 
Insulating  Brick 

For  Boiler  Settings, 
Furnaces  and  Ovens 

showed  that  the  Nonpareil  Brick  reduced  the  loss  to 
only  144  barrels  of  oil  per  year,  a  saving  of  246  bar- 
rels—over 63%.  The  oil  cost  only  70c  per  barrel,  but 
even  at  that  price  the  saving  equalled  $172.20  per  year 
for  the  drums  alone.  And  if  the  whole  setting  had 
been  insulated,  it  would  have  been  many  times  more. 

Results  such  as  these  demonstrate  clearly  the  wis- 
dom of  using  Nonpareil  Insulating  Brick  wherever 
possible.  Their  high  insulating  value  (ten  times  that 
of  fire  brick  or  common  brick),  their  structural 
strength,  their  convenient  form,  and  their  heat  resist- 
ance make  them  the  most  satisfactory  material  on  the 
market  for  the  insulation  of  boiler  settings,  furnaces, 
ovens,  blast  mains,  etc.  And  in  nearly  all  cases  the 
fuel  saved  will  pay  for  the  cost  of  the  insulation  in  a 
year  or  less.  Furthermore,  by  keeping  the  heat  in- 
side where  it  belongs,  much  more  comfortable  condi- 
tions will  be  provided  for  the  men. 

Ask  for  the  booklets,  "Saving  Fuel" 
and  "Good  Furnaces  Made  Better." 
Copies  of  each  sent  free  upon  request. 

Armstrong  Cork  &  Insulation  Co.,  Ltd. 

505  McGill  Building,  Montreal,  Quebec,  Canada 

Branches  in  the  Principal  Cities  of  United  States  and  Canada. 

Ill 
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Piling  for  Sale 


Immediate  Shipment,  Steel  Piling 
with  necessary  Corners  and  Wyes. 
Shipment  made  from  Canadian  and 
American  frontier  points.  Send 
us  your  specifications. 

Universal  Equipment  Co. 

Gluck  Building,  Niagara  Falls,  N.Y. 


Are  Furnished  in  More 
Than  50  Standard  Styles 


%BB        ^^HLjn  1  here's  a  selection  of  pumps 

^^^H  '^S^L        3r"'  sizes  (or  every  need. 

I  K  v  e  r  >     AMERICAN  pump 

^  !\      solil  is  hacked  by  a  rigid  guar- 

antee. 

 ■ — *"  Half     a  hundred 

styles  of  centrifugals 
,       ....  are     illustrated  and 

described  in  Catalog  149. 

For  Deep-Well  Plunger  Pumps, 
Catalog  130A. 


request 


The  American  Well  Works 

Gen.  Offices  and  Works:  Aurora,  111. 
Chicago  Office:  First  Nat.   Bank  Bldg. 
Calgary,    Edmonton,    Montreal,  Chatham, 
Vancouver,  Winnipeg. 


ORIGINAL 


Ric-wir 
methodW 

The  materials,  constructive  features,  installation  methods 
^md  practical  results  appeal  with  equal  force  to  the  consult- 
ing engineer,  to  the  practical 
operating  man  and  to  the 
business  executive. 
Write  to-day  for  Bulletin 


No.  2. 


St,  Maurice  Lime 

Quality  Products 

Room  15,  Balcer  Bldg.,  Three  Rivers 

Represented  at  Montreal  by: 
M.  W.  McNALLY  &  CO.  LTD. 
50  McGill  Street. 

Represented  at  Quebec  by: 
THE  CITADEL  BRICK  &  PAVING  BLOCK  CO. 
320  St.  Paul  Street. 


The  Arctic  Water  Meter 


A  PRACTICAL 
FOR  ALL 


WATER  METER 
SEASONS 


The  top  casing  is  made  of  bronze  with  a  cast  iron, 
breakable  bottom  plate,  strong  enough  to  resist  any 
unusual  pressure,  but  designed  to  break  when  ex- 
posed to  the  excessive  strain  imposed  by  freezing. 

When  the  water  freezes  the  added  pressure  of  the 
expanded  ice  breaks  the  lugs  from  the  bottom  of  the 
plate  allowing  the  disc  chamber  and  intermediate 
to  move  freely  with  the  expanding  ice,  the  chamber 
sections  separating  and  relieving  the  working  parts 
of  the  meter  from  any  damage. 

Made  in         5/%"  x         YA"  and  1"  sizes. 

Send  for  booklet  and  further  particulars. 
Canadian  Sales  Agents 

Booker  &  McKechnie 

285  Beaver  Hall  Hill,  Montreal 


llllllllllllli 


TmuumTTTi 


Diamonds 

For  Sawing  Stone 

\  Q  UAL1  TV  /  /fi 


Furniss  Clarke  &  Co. 

364   University  Street, 
MONTREAL.  CANADA. 


Sole  Canadian  Agents  for 
The  Joyce-KoebelCo.,Inc. 

New  York  London 


IMMEDIATE  DELIVERY  FROM  STOCK 


n 
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Works  at  Walkervllle,  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


TIMITED  , 


VALVE- HYDRANT  MANUFACTURERS 

WALKERVI LLE,  ONT. 


Algoma 

Structural  Steel— Merchant  Bars 


Blooms.  Billets  and  Slabs 


Concrete  Reinforcing  Bars 


Shafting — Pulleys — Hangers 
Iron,  Brass  and  Bronze  Castings 

STEEL  RAILS— QP^  Hearth  Quality 
All  Sections— 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 


Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 


Basic 


Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 
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Save  Coal  and  Power 


Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 


BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


CHAIN 

Crane,  Dredge,  Conveyor, 
"Hercules"  Steam  Shovel, 
'  Anchor,  Sling  Chains, 
Common  Coil  Chain. 

Write  for  our  Catalogue 

McKinnon  Columbus  Chain 

LIMITED 

ST.  CATHARINES        -  ONTARIO 


CANADIAN  CHICAGO  BRIDGE 
and  IRON  COMPANY 

Limited 

ELEVATED  STEEL  TANKS 
and  STANDPIPES 

For  Municipal.  Railroad  and  Factory  Service. 
We  also  construct  storage  tanks  for  Oil, 
Molasses,  Pulp,  Acids  and  other  liquids. 

Our  Product  is  Made  in  Canada 

Catalogue  No.  16  gladly  mailed  on  request. 
Our  Engineering  Experience  is  at  your 
Disposal. 

Sales  Office:  Montreal,  Que. 

260  St.  James  Street. 
Works:  Bridgeburg,  Ontario. 


^TWO  LARGE  plants,  an  army  of  long- 
-1-  skilled  workmen,  and  the  valuable 
experience  of  a  quarter-century  are  at 
your  service  when  you  call  upon  the 
DENNIS  SHOPS  for  anything  in 

Ornamental  Bronze  &  Iron 
Wirework  of  all  kinds 

General  Builders'  Ironwork 
Steel  Lockers,  Shelving, 
Cabinets,  Partitions,  Etc. 

Write  for  Folders 

The  Dennis  Wire  and  Iron 
Works  Co.  Limited 
London 


C AM AO A 


Halifax 
Hamilton 


Montreal 
Winnipeg 


Ottawa 
Calgary 


Toronto 
Vancouver 


Wire  Rope  and  Fittings 


FOR  ALL  PURPOSES 

Have  you  a  copy  of  our  catalogue  ? 

We  fabricate  Iron  Work  for  builders.    Send   us  your 
specifications. 

Canada  Wire  &  Iron  Goods  Co.  HAMILTON 
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Water  Supply 
from 
Deep  Wells 

is  obtained  at  a  min- 
imum cost  by  use  of 
our  deep  well  pumps. 


Write  for  Bulletin  20 
explaining  the  use  of 
Cook's  1'atent  Brass 
Tube  Well  Strainer 


A.  D.  COOK 

Lawrenceburg,  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES,  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


THE  ENGINE/REFINEMEN 

finest  boats  tfatffoat 


EMERGENCY  POWER 

at  any  speed  up  to  1500  R.P.M.  for  Centrifugal 
Pumps  and  Electric  Generators. 

12  to  600  H.P.  Catalogue  on  Request. 


Sterling  Model  F,  4-cylinder,  75  B.H.P.  Engine,  direct  connected  to 
Worthington  3-stage  fire  pump  at  Berthierville,   Quebec,  suction  6", 
discharge  6",  capacity  900  gal.  per  min.,  speed  900  R.P.M. 

STERLING  ENGINE  CO.,  Dept.  C-9,  Buffalo,  N.Y.,  U.S.A. 

12  to  300  H.P.,  Speeds  of  400  to  1400  R.P.M. 


BUFFALO 
CLASS  "S" 

DOUBL  E  SUCTION 
DIVIDED  CASING 

CENTRIFUGAL 
PUMPS 

The  ideal  unit  for  Condenser 
Service — both  for  handling  circu- 
lating water  and  condensate.  Al- 
so especially  adopted  for  General 
Water  Supply,  Booster  Service, 
and  Spray  Systems. 

They  maintain  high  efficiency  over  a  wide  range  of  capacities  and  will  not  overload 
your  driving  unit.    Built  in  sizes  from  1"  to  48". 

Write  for  Bulletin  270  12 

Canadian  Blower  and  Forge  Company  Ltd.,  Kitchener,  Ont. 

Manufacturers  of  Steam,  Power  and  Centrifugal  Pumps  and  Condensers 


Class  "S" — Pulley  Driven 


Iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiim 
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ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office- 
95  King  Street  Ea*t 
TORONTO 


Works- 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 


WE  NEED  THE  SPACE 
OCCUPIED  BY 

One  Model  30  Marion  Shovel, 
Revolving,  Long  Boom  and 
Dipper  Stick.   7-8  yd.  Dipper. 

15  Ton  Waterous  Road  Roller. 

20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 

14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 

12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 

25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 

50  Assorted  Two-Wheel  Dirt  Scrapers. 

iy2  yd.  and  2  yd.  Clam  Shell  Buckets. 

8  x  12 — 3  drum  Hoisting  Engine  for  Clam. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

Qy2  x  8  Double  drum  Hoist  with  Boiler. 
4^4  x  6  Single  Drum  Builder's  Hoist. 
No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

1  yd.,  y2  yd.  and  1/3  yd.  Concrete  Mixers. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 
The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Bare  &  Insula- 
ted Electrical 
Wire  &  Cable 
Always  in 
Stock 


Head  Office 


&  Works 

Toronto 

Ont. 

Phone  Belmont  2300 


Steel  Wire  Rope 
for  Hoisting 
Haulage  and 
Transmission 
Purposes 


District  Offices  and 
Warehouses: 

674   Barrington  St. 
HALIFAX,  N.S. 

592  Notre  Dame  Ave. 

W.,  WINNIPEG 
143   Beaver   Hall  Hill 
MONTREAL 

738-llth  Ave.  West 
CALGARY,  ALTA. 

358  Water  St. 

VANCOUVER 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


-Including—, 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GAIT  ART  METAL  CO.,  LIMITED 

GALT         -  ONTARIO 


Electric  Derricks 

up  to  6  ton  capacity  and  70  ft. 
booms.  For  Stone  Yards, 
Quarries,    Stock   Yards,  etc. 


Mould  Sander  for 
Soft  Mud  Brick 

Strongly  made  of  the  best  material. 
Repairs  a  Specialty 

Also  Pumps,  Contractors'  Machinery,  Brick  Machinery,  Grey  Iron 
Castings  and  Gear  Cutting.  Write  for  particulars  and  prices 

JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS 
NIAGARA  FALLS 


ONT. 


SPRINKLER 
TANKS 

AND 

TOWERS 

have  stood  the  test  of 
long  years  of  efficient 
service,  saving  their 
owners  thousands  of 
dollars  in  fire  insur- 
ance premiums. 

We  are  specialists  in 
Urban,  Rural  and  Sub- 
urban  Water    Supply  Systems. 

Get  the  benefit  of  our  30  years'  experience  by 
submitting  your  water  problems  to  us. 

Our  Engineering  Department  will  cheerfully 
furnish  blue  prints  and  estimates  free  of  charge. 

Ontario  Wind  Engine  &  Pump  Co. 

Limited 

Winnipeg  Montreal     TORONTO     Regina  Calgary 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire-Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling— Positively  LEAK  PROOF. 
We  are  the  originator*  of  the  BORED  OUT  Wood  Sloeve  Coupling. 
Write  for  Illustrated  Catalogue. 

850  Hastings  St.  W.      VANCOUVER,  B.C. 


Sand,  Gravel  and  Crushed  Stone 

Lime  Fire  Clay 

Cement  Fire  Brick 

Plaster  Sewer  Pipe 

Hair  Weeping  Tile 

Building  Stone 

Our  prices  are  right  and  our  service  good. 

Britnell  &  Co.,  Limited 

C.P.R.  Crossing,  Yonge  St.,  North  Toronto 

Pbones.  Office  North  \  £ Evenings.  North  2107 
(  boo 


DOORS  AND 
SASH 

ANNOUNCEMENT 

We  now  have  our  Sash  Factory  fully 
equipped  with  new  and  up-to-date  mach- 
inery, and  are  ready  to  take  on  Sash 
business.  We  solicit  your  enquiries  and 
guarantee  you  our  already  popular  brand 
of  quality  and  service. 

We  have  a  good  Stock  of 

KLIMAX  DOORS 

With  Beautifully  Figured  Three 
Ply  Birch  Panels 


Also  Oak  Pine  and  Chestnut 
DOORS 


THE 


PANNILL 


DOOR 
COMPANY 


131  Front  Street  East,  TORONTO,  ONT. 


Phone  Main  659 


National  Iron  Corporation 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO   -    PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 
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Civil 

v^oniracioro 

Electrical 

Directory  of  Engineers 

Special 

Mechanical 

Interests 

Willis  Chipman,  M.   Eng.   Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
Seo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 
Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals  of   Works  and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
ia  Toronto  Street     -     TORONTO.  CAN. 
Water  Supply  and   Purification;  Sewerage 
Municipal    and     Trade  Waste 


ft 


stem* ; 


;     Municipal    and     lraoe  waste 
•posal  Plants;  Incinerators;  Pavements; 
Bridges    and    Structural    work,  including 
Reinforced  Concrete. 


GENT  &  CO.,  LTD. 

"Faraday  Works" 

LEICESTER   —  ENGLAND 

Manufacturing 
Electrical  Engineers 

CABLES:  " LODESTONE,  LEICESTER. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 
Inspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point   of   manufacture,   and   Testing  in 
our  own  Laboratories. 
The   most   up-to-date   commercial  labora- 
tories in  tlie  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  lirilain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply ;  Sewerage  and  Drainage  ;  Water 
Purification;  Disposal  of  Sewage  and  Refuse  : 
Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birka  Bldg.  Telephone 
MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings.    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE        WILLIAM  STORRIE 

M.E.I.C..  M.INST.  C.E..  M.E.I.C..  A.M.INST.  C.E. 

M.AMER.  w    W.ASSOC.  M.  AMER    W.  W.  ASSOC 

GEORGE  G.  NASMITH,  C.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


McAllister  &taylor 

ENGINEERS  A  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C  E 
87   Sun    Life   Bldg..    HAMILTON,  ONT. 
Harbor    Improvements    and  Dredging 
Dams,   Piledriving,   Concrete   Work  and 
Excavation.     Under-wster  construction  by 
Taylor  patent  compressed  air  csisson  method 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
TRY  OUR  SILLS  AND  CORNICE 


Pass  it  along: 

When  you  have  finished 
reading  this  paper  pass 
it  along  to  your  clerks. 
Encourage  them  to  read 
it  regularly--it  will  help 
them  and  that  means  it 
will  help  you. 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  &  Inspectors 

PAVING 
Designed,  Superintended,  Inspected. 
Chas.  A.  Mullen,  Director. 

CEMENT  &  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination  Power 

V.  K.  Stalford,  a.i.e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


The  Toronto  Testing  Laboratory 

Limited 
160  Bay  Street,  Toronto 


FRED  HOLMES'  SONS 

LIMITED 
GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E,  TORONTO 
Phones— Main  904  and  905 


Crushed 

Stone 
Steel  and 
Wood 
Water  Pip* 


T.  A.  Morrison  &  Co.,  "g&fc&g'; 


Established  1884.  Main  2453. 

Thomson  Bros.  Limited 
General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  'Phones— Park    638.    Park  8802. 
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Robert  W.  Hunt 
President 


Charles  Warnock 
Vice  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  .equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches;        Toronto        Vancouver        London,  England 


E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Construction 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont.; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.      PHILLIPS  SQUARE 

MONTREAL 


J.  P.  Anglin,  B.Sc.         H.  J.  Gross         C.  D.  Harrington,  B.Sc, 
President         Vice  Pres.  &  Treas.  Vice  Pres.  &  Manager 

ANGLIN-NORGROSS 

LIMITED 

CONTRACTING  ENGINEERS  &  BUILDERS 


Halifax  Shipyards,  Halifax 
Crane  Company,  Montreal 
Ames-Holden-McCready,  Ltd.,  Montreal 
Children's  Memorial  Hospital,  Montreal 
Steel  Company  of  Canada,  Montreal 
Canadian  Cottons  Limited,  Cornwall 
Canadian  Cottons  Limited,  Milltown,  N.B.- 
Canada Amusement  Company,  Montreal 
Merchants  Bank,  Toronto 
Belding  Paul  Corticelli  Co.,  St.  Johns,  Que.- 
Belding  Paul  Corticelli  Co.,  Montreal 


MONTREAL 


TORONTO 


-Office  &  Power  House 
-Large  Industrial  Bldg 
-Factory 
-Hospital 

-Nut  and  Bolt  Works 
-Weave  Shed 
-Weave  Shed 
-Loft  Building 
-Bank  Building 
-Factories 
-Factory 

HALIFAX 


"  Absolutely 
Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 


SARNIA  BRIDGE  CO.,  LIMITED 

Steel  Bridges        Structural  Buildings        Road  Drags 

STOCKS  CARRIED  IN  SARNIA,  ONTARIO,  READY  FOR  IMMEDIATE  SHIPMENT 

Beams  Channels  Angles  Plates  Bars  Tees  Service 
SARNIA  ■  CANADA 

Toronto  Office:  103  Pacific  Building  Phones (SARNIA 289 


i  TORONTO  MAIN  3444 
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MALLEABLE 

IRON 

CASTINGS 

of  the  Highest 
Quality 


351  PRATT  SSS  LETCH  WORTH 
COMPANY,  LIMITED 


Transportation  Building, 


Montreal 


Are  You  Interested  in  the  Export 
Trade  to  Belgium  and  France? 

The  Canadian  Producers 
&   Exporters  Directory 

offers  the  Best  Means  of  Introducing 

Canadian  Manufacturers  to 
Belgian  and  French  Buyers 

Full  information  concerning  Export  Trade  to  the  above 
Countries  upon  application  to 


J.  G.  Van  Wtberghe 


MANAGER 


20  St.  James  Street 
MONTREAL 
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No  More  Leaky  Roofs 

Keep  your  Roofs  watertight 
for  ten  years.    One  coat  of 

STORMTIGHT 

saves  the  cost  of  tearing  up 
old  worn  material  —  saves 
the  cost  of  a  new  roof. 

Permanent  Protection 
No  Repairs  No  Repainting 

Write  for  Literature 

MANUFACTURED  BY 

L.  Sonneborn  Sons  Inc.  262 Z«. *ett  New  York 

DISTRIBUTED  BY 

N.  J.  Dinnen  &  Co.,  Ltd.,  Winnipeg,  Man.  Chapman  &  Flinn,  Ltd.,  Amherst,  N.S. 

John  B.  Keeble  &  Co.,  Toronto,  Ont.,  and  Lon-  E.  F.  Stevens,  Halifax,  N.S. 

don,  Ont.  Sumner  Company,  Moncton,  N.B. 

The  Western  Supply  &  Equipment  Co.,  Calgary,  Shaw  &  Mason,  Ltd.,  Sydney,  N.S. 

Edmonton,  Lethbridge,  Alta.  Spencer  Bros.  &  Turner,  Ltd.,  Truro,  N.S. 
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Not  "How  Cheap" 
But  "How  Long  will 
it  Wear?" 


Buy  "DOMINION"  and 
get  Ultimate  Service 

The  Dominion  Wire  Rope  Company,  Limited 


MONTREAL 


TORONTO 


WINNIPEG 


The  UNIVERSAL  Shovel 

We  illustrate  a  "MARION" 
digging  Iron  Ore  at  Kirkenes, 
Norway,  250  miles  North  of 
the  Arctic  Circle 

  "MARIONS"  are  universally 

used  due  to  their  GREATER  POWER, 
GREATER  SPEED,  GREATER  ENDURANCE 

If  you  wish  RELIABILITY — 
install  an 


"INDUSTRIAL  WORKS" 

Locomotive,  Coaling  or 
Wrecking  Crane 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 

T-leplone  Main  3420 


Vol.  34 


Toronto,  April  7,  1920 


No.  14 


WW 


GLASS  BENDERS 


TO  THE  TRADE 


THE  TORONTO  PLATE  GLASS 
IMPORTING  COMPANY., 


.IM1TED 


GLASS  IMPORTERS  AND  MANUFACTURERS 

91-113  DON  ROADWAY,  TORONTO 
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Wire  Wound  Wood  Pipe  and  C.  I.  Specials 

Our  Pipe  and  Tanks  are  manufactured  from  the  best  grade  of 
B.  G.  Douglas  Fir  in  the  finest  factory  in  Canada.  Complete 

installations  our  Specialty. 

Write  for  Illustrated  Catalogue  Let  us  Solve  your  Problems 


Canadian  Pipe  Company,  Ltd. 

550  Pacific  St.,  VANCOUVER,  B.  C. 
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Economical  and  Efficient 


EFFECTS 
A  GREAT 
SAVING 
IN  FUEL 
EXPENSES 

15he 

Economic 
Heater 


is  guaranteed  for  twenty 
years  against  leaks  from 
expansion  or  contraction. 

Demonstrations  Freely 
Given. 

Enquiries  Solicited. 


Manufactured  in  Canada  by 

The  Montreal 
Machine  Shop 

LIMITED 

481    Onts  rio  .  Street  East 

MONTREAL 


Sole  Agents  for  Ontario  :— EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  TORONTO,  Ont. 


13he 

Economic 
Heater 

was  so  named  because 
•of  its  remarkable 
ability  to  reduce  the 
amount  of  fuel  con- 
sumption. At  the 
same  time  it  greatly 
increases  the  effici- 
ency of  the  entire 
heating  system. 

So  confident  are  we 
of  its  ability  to  prove 
entirely  satisfactory 
that  we  will  instal 
this  heater  and  if  it 
does  not  give  entire 
satisfaction  we  will 
take  it  out  and  stand 
all  expense. 


Patented  : — 
Canadian 

No.  169288 
American 

No.  1215555 
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LONDON 

CONTRACTING  EQUIPMENT 


mtmt- 


London  Adjustable  Concrete  Block 
Machine 

Makes  blocks  for  all  widths  of  walls  from  3  in.  to 
12  in.    Makes  blocks  in  any  design. 

All  sizes  of  blocks  made  on  the  same  adjustable 
mould  and  on  the  one  width  of  pallet. 
Any  size  core  opening  can  be  made  in  the  block, 
thus  meeting  every  architectural  requirement. 


London  Concrete  Mixer 
equipped  with  Novo  Dust 
Proof  Gasoline  Engine 
covered  with  steel  house 


London  Concrete  Mixer  equipped  with  Novo  Dust 
Proof  Gasoline  Engine.  Equipped  with  American 
Bosch  High  Tension  Magneto,  Engine  enclosed  with 
steel  house. 

This  outfit  is  made  in  several  sizes  and  is  a  fair  ex- 
ample of  the  completeness  of  the  equipment  used 
on  all  London  Mixers,  which  have  a  reputation  for 
quality  and  efficiency  unequalled. 


Our  left  hand  illustration  is  of  a  machine  that  is  a  way  out  of  a  difficult  situation.  The  present  shortage  of  clay 
bricks  is  one  that  looks  serious  at  first,  but  the  adaptability  of  cement  blocks  to  more  than  take  their  place  is 
realized  when  their  many  advantages  are  noted.  Their  range  of  designs  offers  beauty  to  buildings  that  pi 
bricks  lack.  They  offer  individuality,  and  permit  of  styles  that  are  not  possible  with  clay  bricks. & Their  ec<_ 
omical  production  is  a  superior  factor  itself,  while  their  easy  handling  and  ever  ready  supply  make  contracts 
matter  of  definite  days  that  are  not  dependent  upon  delivery  of  clay  bricks. 


ain 

econ- 
a 


London  Concrete  Machinery  Co. 

LIMITED 

LONDON      -  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery 


April  7.  19:30 


THE  CONTRACT  RECORD 


5 


The  Belting  That  Lasts 


PATENT 


WITH  -TRIPLE  'TWISTED  '  INDESTRUCTIBLE  - 


Unequalled  for  Big  Drives 

Gripoly  is  composed  of  85  per  cent.  Pure  Camel  Hair 
and  15  per  cent.  Long  Staple  Cotton. 

Where  the  strain  is  the  most  severe,  and  the  drive  is  of  the 
heaviest  nature,  Gripoly  will  best  demonstrate  its  superiority. 

Possessing  edges  composed  of  indestructible  strands,  twisted 
and  interwoven  with  the  solid  body  of  the  belt,  Gripoly  Belting 
can  be  relied  upon  to  resist  positively  every  kind  of  friction 
against  its  edges. 

Gripoly  never  slips  as  the  nature  of  its  texture  gives  it  a  per- 
fect, absolute  grip,  and  it  is  practically  stretchless.  Gripoly  is 
impervious  to  the  effects  of  water,  temperature,  acid,  steam,  oil 
or  grease. 

Gripoly  is  the  best  and  cheapest  belt  for  iron,  coal,  chemical 
and  engineering  works,  elevator  and  crushing  mills  and  mines, 
cement  works,  saw  mills,  etc. 

Gripoly  is  the  belt  you  should  be  using  if  you  want  your 
machinery  kept  going  all  the  time  at  its  full  capacity. 

Write  for  further  particulars. 
Stocked  and  Sold  by 

"CAM-FISH"  CO.  LIMITED 

r   ,   j  Importers  and  Distributors  of  Engineering  Supplies 

In  Great  Britain         55  BAY  ST.         TORONTO,  CAN. 


THESE  EDGES 


are  composed  of  in- 
destructible strands 
interwoven  with  the 
solid  body  of  the 
belt. 

\ 

Manufactured  by 

Lewis  &  Tylor 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Air  Washing  Plants 

Spray    Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoists 

Canadian  Ingersoll-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 
Ash  Conveyors 

Booker  &  McKechnie 

Ash  Hoists 

Canadian  Link-Belt  Co. 

Asphalt 

Asphalt  Association 

Asphalt  &  Supply  Company 

Imperial  Oil  Company,  Ltd. 

Robertson  Co.,  H.  H. 
Beam  Spans 

Hamilton  Bridge  Works  Co. 

McKinnon  Steel  Company 

Sarnia  Bridge  Company 
Belting    (Transmission,  Elevator, 
Conveyor,  Rubber) 

Cam-Fish  Company 

Duniop  Tire  &  Rubber  Goods  Co. 

Goodyear  Tire  &  Rubber  Goods 
Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 
Blocks  (Wire  and  Manilla  Rope) 

Hopkins  &  Company,  F.  H. 
Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Boilers 

Canadian  Mead-Morrison  Co. 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Ingersoll-Rand  Co. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

Mussens  Limited 

Robb  Engineering  Works 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 
Boiler  Covering   (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 
Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 
Boxes — Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Brass  Goods 

Duniop  Tire  &  Rubber  Goods  Co. 
Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Brick  Machinery  and  Supplies 

Hepburn  Ltd.,  John  T. 
Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Standard  Steel  Construction  Co. 
Toronto  Steel  Construction  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
C  anadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
MariMm*"   Bridtr*  Company 
Sarnia   Bridge  Company 

Buckets 
Canadian  Link-Belt  Co. 
Canadian    Mead-Morrison  Co. 


Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 

Buckets — Steel 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

McKinnon  Steel  Company 

Marsh  Engineering  Works,  Ltd. 
Building  Materials 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Cable 

Dominion  Wire  Rope  Co.,  Ltd. 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cars — Steel  Body 

Marsh  Engineering  Works,  Ltd. 

Mackinnon  Steel  Co. 

Williams  Machinery  Co.,  A.  R. 
Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  (Rubber) 

Duniop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd-. 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co..  Ltd. 
Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian   Ingersoll-Rand  Co. 

Dayton  Dowd  Company 

National  Equipment  Company 
Chains 

McKinnon  Columbus  Chain  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Chimneys 

Booker  &  McKechnie 

Coal  Handling  Apparatus 

Canadian    Mead-Morrison  Co. 

Brown   Hoisting  Machinery  Co. 

Canadian   Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co..  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co. 

St.  Clair  Bros. 
Concrete  Culvert  Pipe 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

American  Cement  Machine  Cc 

Hopkins  &  Co.,  F.  II. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 

St.  Clair  Bro». 

Concrete  Sewer  Pipe 

Dominion  Concrete  Company 

Vitrified  Clay  Pipe  Co. 


Conduits 

Conduits    Company,  Limited 
National    Conduit  Company 

Contractors 

Anglin-Norcross  Limited 
Archibald  &  Holmes 
Canadian  Engineering  &  Con- 
tracting Co. 
Cape  &  Company,  E.  G.  M. 
Gore,  Nasmith  &  Storrie 
Holmes  &  Co.,  Fred 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Miller  &  Son.  Roger 
Thomson  Bros. 
Wells  &  Gray 

Contractors'  Plant  &  Supplies 

Ball  Engine  Company 
Canadian  Mead-Morrison  Co. 
Boving  Hydraulic  &  Engineering 

Company 
Brown     Hoisting     &  Machinery 

Company 
Canadian   Allis-Chalmers  Ltd. 
Canadian  Link  Belt  Co. 
Dake  Engineering  Works,  Ltd. 
Gartshore,  John  J. 
Hamilton  Bridge  Works  Co. 
Hepburn  Ltd.,  John  T. 
Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
S'essenwein  Bros. 

Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 

Conveying  Appliances 

Brown  Hoisting  Machinery  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Corrugated  Roofing 

Asbestos    Mfg.  Company 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Canadian  Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Northern    Crane  Works 
Creosote  Oils 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada  Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian    Ingersoll-Rand  Co. 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Doors 

Pannill  Door  Company 
Derricks  and  Derrick  Fittings 

Canadian   Mead-Morrison  Co. 

Hepburn   Ltd.,  John  T. 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Marsh   Engineering  Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Diamonds 

Joyce-Koebel  Company 
Diamond   Saw  Teeth 

Joyce-Koebel  Company 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Canadian   Mead-Morrison  Co. 

Hopkins  &  Company,  F.  H. 


Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Gartshore.  John  J. 

Hopkins  &   Company,   F.  H. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 
Dump  Wagons 

Seagrave,  Lougheed  Co. 
Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 
Carey  Company,  Philip 

Electric  Impulse  Clocks 
Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario   Wind    Engine   &  Pump 
Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co 
Elevator  Doors 

Ormsby  Company,  A.  B. 

Elevators 

Northern  Crane  Works 
Turnbull  Elevator  Company 

Emmeled  Brick 

American   Enameled   Brick  & 
Tile  Company 

Engines 

Canadian   Allis-Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Robb  Engineering  Works 

Waterous  Engine  Works  Co.. 
Engines — Swinging 

Canadian  Mead-Morrison  Co. 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthington,   W.  R. 
Excavators 

Ball  Engine  Company 

Canadian  Mead-Morrison  Co. 

Engineering  &  Machine  Wks.  Co. 

Hopkins  &  Company,  F.  H. 
Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co 
Fireproofing 

Asbestos  Mfg.  Company 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Roberson-Oleson  Limied 

Trussed   Concrete  Steel  Co. 
Fire  Escapes 

Canadian  Welding  Works 

Dennis  Wire  &  Iron  Works  Co. 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Duniop  Tire  &  Rubber  Goods  Co. 
Fittings 

Crane  Limited 
Flag  Poles 

MacKinnon  Steel  Company 

Ontario    Wind    Engine   &  Pump 
Company 

McGregor  &  Mclntyre 
Flooring  Materials 

Armstrong  Cork  Company 

Imperial   Oil  Company 

Sonneborn  Sons,  Inc.,  L. 
(Continued  on  ->«te  N) 
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TRENCH  MACHINE.  (26  ft.  dipper 
?t:ck)  Digging  from  200  to  300  cu.  yards 
a  day  in  10  foot  trench  cut.  One  of  two 
Eries  owned  by  Miller  Bros.,  Youngstown, 
Ohio. 


'     RAILROAD  DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


ORANGE-PEEL.  One  of  three 
Eries  owned  by  Robert  Swan  Jr.  Co., 
Pittsburgh.  The  other  two  Eries  are 
equipped  for  standard  shovel  work- 


DRAG-LINE 
■  on  irrigation  ditch 
iwork.    Owned  by 
;Odell  Bros.,  Fort 
[Collins,  Colorado. 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of  work  shown 
by  these  photos  can  be  handled  by 
every  Type-B  Erie  Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  ERIE 
Steam  Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 

We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

Builders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


Revolving 
Shovels 


LOADING  MIXER,  when  the 
harvest  season  took  all  tne  labor.  Re- 
placed a  mixer crewof  18men,  loading 
into  a  wood  hopper.  One  of  the  two 
Eries  owned  by  Hanlon  &  Okes, 
Minneapolis. 


PILE  DRIVING 
breaking  up  concrete  so  that  the 
pieces  will  go  into  dump  wagons 
When  the  shovel  tore  up  the  concrete 
without  breaking,  the  pieces  were  too 
large  One  of  two  Eries  owned  by 
Lennane  Bros.,  Detroit. 


QUARRY  WORK  is 
what  makes  thestrong- 
est  boosters  for  the 
Erie,  because  she  ,is 
built  to  stand  rock 
digging.  "Stronger 
construction  at  every 
point  of  wear  and 
strain  "  Just  ask  the 
owners  of  this  Erie- 
Tarbox  &  McCall, 
Findlay,  Ortio. 


T^eeT~GR  AD  I  N  G. 
It  isn't  quite  as  smooth  «• 

baUr°^mre  even  cuU.ng.  for 
saw  more  eve'  Eries 

SUbJdareecor?s  on  shallow  cuts, 
speed  rccoiuj  v,  one  - 

Ask  the  owner  of  tms  j 
Chas.  IppoWo.  Orange, 

RAILROAD  WORK,  loading 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgh. 
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Forges 

Canadian  Blower  and  Forge  Co. 

Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 

Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario   Wind   Engine   &  Pump 

Company 
Osborn  Canada  Ltd.,  Samuel 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown    Hoisting    61  Machinery 
Company 

Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 

Hauling  Contractors 

Augstrom  &  Verochio 

Heating  Apparatus 

Dunham  Company,  C.  A. 
Canadian  Blower  and  Forge  Co. 
Montreal  Machine  Shop,  Ltd. 

Heat  Insulating  Materials 
Armstrong   Cork  Company 

Heating  Systems  (Steam  Traps) 
Dunham  Company,  C.  A. 


Hoists,  Electric 

Canadian  Link-Belt  Co. 
Northern   Crane  Works 

Hoisting  Apparatus 

Brown  Hoisting  Machinery  Co. 
Canadian  Mead-Morrison  Co. 
Herbert  Morris  Crane  &  Hoist 

Company 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams  Machinery   Co.,   A.  R. 

Hoisting  Engines 

Canadian    Allis-Chambers  Ltd. 

Canadian   Mead-Morrison  Co. 

Hopkins  &  Company,  F.  H. 

Marsh  Engineering  Works,  Ltd. 
Hose 

Dunlop  Tire  &  Rubber  Goods  Co. 

Goodyear  Tire  &  Rubber  Co. 
Hydrants 

Canada  Iron  Foundries 

Kerr   Engine  Company 

Gartshore-Thompson  Pipe  Co. 

McAvity  &  Sons,  T. 
Industrial  Cars 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 

Hopkins  &  Company,  F.  H. 

McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Company 
Insulation  (Asbestos) 

Asbestos  Mfg.  Company 
Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 

Spielman   Agencies  Regd. 

Standard  Underground  Cable  Co. 
of  Canada  Limited 
Insulating  Bricks 

Armstrong  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton   Bridge  Works  Co. 

Northern   Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 

Hamilton  Bridge  Works  Co. 
Kilns 

Canadian  Blower  and  Forge  Co. 

McKinnon  Steel  Company 
Lead  Pencils 

American  Lead  Pencil  Company 
"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 
Linabestos  Wallboard 

Asbestos  Mfg.  Company 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown     Hoisting    &  Machinery 
Company 
Lumber  (Asbestos) 

Asbestos  Mfg.  Company 
Machinery  Insulation 

Armstrong  Cork  Company 
Malleable  Castings 

Pratt  &  Letchworth  Co. 
Metal  Lath 

Canadian  Metal  Window  Co. 

Trussed  Concrete  Co.,  Ltd. 
Metallic  Roofing 

Pedlar  People  Limited 
Motors 

Canadian  General  Electric  Co. 

Motor  Trucks 

Tiffin   Wagon  Company 

Ford  Motor  Company 
Nozzles 

Spray  Engineering  Co. 
Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 


Hamilton  Bridge  Works  Co. 

Imperial  Oil  Company,  Ltd. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 
Ornamental  Iron 

Canadian  Welding  Works 

Dennis  Wire  Iron  Works  Co. 
Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co 
Packing 

Dunlop  Tire  &  Rubber  Goods  Co 
Paint  (Heated  Surfaces) 

Ric-Wil  Company 

Spielman  Agencies 
Paints  and  Varnishes 

Hopkins  &  Company,  F.  H. 

Spielman  Agencies  Regd. 
Paints  (Bridge  and  Structural  Iron 

and  Pipe  Coating) 

Barrett   Company,  Ltd. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons  Inc.,  L. 

Spielman   Agencies  Regd. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Paint  Spraying  Equipment 

Spray  Engineering  Co. 
Park  Sprinklers 

Spray   Engineering  Co. 
Paving  and  Paving  Materials 

Asphalt  &  Supply  Company 

Auto  Road  Construction  Co. 

Barrett  Company,  Limited 

Brodies  Limited 

Carey  Company,  Philip 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil   Company,  Ltd. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Warren    Bituminous   Paving  Co. 

Pipe   (Concrete,   Iron   &  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thompson  Pipe  Co. 
National  Iron  Works 

(Continued  on  page  10) 


Stop — Read — and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

If  If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

||  If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral— Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 

Marsh  Engineering  Works,  Limited,  E,tS?e-  Belleville,  Ontario 


Sales  Agents :  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 


April  7,  1920 


THE  CONTRACT  RECORD 


Patented  in  Canada  Oct.  16th,  1917 
other  Patents  pending 


Buy 


a 

Keystone  Excavator 


Model 


Made  in  Canada 


You  get  the  best  excavating  machine  made.  The  Keystone  Excavator, 
with  its  18  foot  boom  and  14  foot  bucket  travel,  digs  and  lifts  a 
half  yard  with  every  thrust.  Old  macadam,  asphalt,  gravel,  or  other 
substances  make  no  difference  to  the  Keystone.  It  just  '  'eats  them 
up".  Adapted  for  Ditch  Digging,  Back  Filling  or  Car  Loading  simply 
by  changing  to  the  proper  shovel  or  scoop.  It  does  the  work  of  at 
least  100  shovel  men.  Its  32  h.  p  engine  gives  power  to  spare,  and 
moves  the  Keystone  (two  speeds)  to  the  next  job.  No^haulage  or 
setting  up  costs. 

You  can  buy  a  Keystone  right  now  from  stock.    No  contracts  lost 
through  delayed  deliveries.    Dig  up  the  dollars  with  a  Keystone. 

LET  US  SEND    YOU  BOOKLET 

Sole  Licensees  and  Builders  for  Canada 

Engineering  &  Machine  Works  of  Canada,  Limited 

ST.  CATHARINES,  ONT. 

Eastern  Sales  Offices:  Birks  Bldg.,  Montreal  and  Hall  Machinery  Co.,  Sherbrooke,  Que. 

KEYSTONE 

EXCAVATOR  Mo" 
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Pipe  Covering  (Underground) 

Ric-Wil  Company 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Canadian   Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Magnesia,  Asbestos, 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb   Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Waterous  Engine  Works  Co. 


Road  Material 

Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 
Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 

Rubber  Goods 
Barrett  Company,  Limited 

Road  Oil 
Imperial   Oil   Company,  Ltd. 

Pneumatic  Machinery 

Canadian   Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian    Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Ontario   Wind   Engine   &  Pump 

Company      _  . 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian    Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Rails 

Sesenwein  Bros. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  J. 
Hopkins  &  Company,  F.  H. 

Steel  Company  of  Canada 


Reinforcements,  Concrete  and  Stee! 

Haines  &  David  Ltd. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  II. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Drags 

Sarnia  Bridge  Company 

Road  Materials 

Warren    Bituminous   Paving  Co. 

Road  Scraper  Knives 
Shunk  Plow  Company 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Sash 

Trussed  Concrete  Steel  Co. 
Saw  Teeth 

Joyce-Koebel  Co. 
Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 

Sheeting 

Barrett   Company,  Limited 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  Co. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 

Roberton-Olsen  Limited 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Slates 

Asbestos  Mfg.  Company 
Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 

Steel 

Kurlington  Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Steel  &  Coal  Co. 
Toronto  Steel   Construction  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Burlington   Steel  Company 

Frost  Steel  &  Wire  Co. 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada 
Trussed  Concrete  Steel  Co.,  Ltd. 


Ste«l  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art  Metal  Company 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 


Steel  Plate  Construction 

Hamilton   Bridge  Works  Co. 

Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works,  Co. 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &  Radiation,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Street  Oilers 

Seagrave,  Lougheed  Co. 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co 
Canadiai}  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton   Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario   Wind   Engine   &  Pump 

Company 
Robb   Engineering  Works 
Waterous  Engine  Works  Co.  ' 
Williams  Machinery  Co..  A.  R. 

Tar 

Dominion  Tar  &  Chemical  Co. 


Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 

Tile  Moulds 

London  Concrete  Machinery  e»o. 

Towers 

Can.  Chicago  Bridge  &  Iron  Co 
Hamilton  Bridge  Works  Co. 


Trailers 

Seagrave,  Lougheed  Co. 

Transformers 

Canadian  General  Eelectric  Co. 


Turnbuckles 

Dominion   Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Gartshore-Thompson   Pipe  Co. 
McAvity  &  Sons,  Ltd. 

Ventilators 

Robertson  Co.,  H.  H. 


Ventilating    ft    Heating  Apparatus 
Canadian  Blower  and  Forge  Co 

Varnishes — Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 

Wall  Ties 

Gait  Art  Metal  Company 

Wallboard   (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind   Engine   &  Pump 

Company 


Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
Johnson  &  Sons,  C.  H. 


Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 

Wood  Pipe 

Canadian   Pipe  Company 
Morrison  ft  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver  Wood   Pipe  &  Tank 
Company 

Wood  Tanks 

Pacific  Coast   Pipe  Company 
Vancouver  Wood  Pipe  and  Tan* 

Company 
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The  HAMILTON  BRIDGE  WORKS  CO., 


ENGINEERS  AND 
BUILDERS 

of 

Steel  Railway  Bridges 

Steel  Highway  Bridges 

Steel  Buildings 

Steel  for  Ships 

Steel  Turntables 

Steel  Structures  of 
every  Glass 

Enquiries  Solicited 

Capacity    36,000  Tons 


Hamilton,  Canada 


LIMITED 


Steel  work  for  Steam  Power  House  recently  erected  for 
The  Dominion  Power  and  Transmission  Co.,  Hamilton. 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 


Montreal  Office— Phone  Westmount  6800 


Toronto  Office— 20  Victoria  Street 


L2 
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Steel  Plate  Work 


Steel  Tanks 
Stand  Pipes 
Smoke  Stacks 
Boiler  Breachings 
Riveted  Steel 

Pipe 
Steel  Bins 
Hoppers 


Structural  Steel 
Work 


Send  us  your  speci- 
fications 

Quality  &  Service 


I 


William  Hamilton  Co. 

Limited 

Peterborough,  Canada 


STEELWORK 

FOR  EVERY  PURPOSE 

We  manufacture  and 
erect — 

GIRDERS, 
COLUMNS, 
TRUSSES, 
etc. 

STEEL 
BUILDINGS 
and 

BRIDGES 

Bars,  angles,  plates, 
beams,  channels,  rivets, 
bolts,  etc.,  in  stock  for 

immediate  shipment. 
A  post  card  will  bring 

Saugeen  River  Bridge,  215  ft.  you  OUT  monthly  Stock 
Span,    16  ft.    Roadway,    Built  and  «s_*  u-.  ^n,™ 

erected  by   us  for  Bruce   County.  llst  ^  return  mal1- 

Frank  Barber,  Engineer. 

Standard   Steel  Construction  Co. 

LIMITED 

PORT  ROBINSON,  ONTARIO 


ROGER  MILLER  &  SONS  LIMITED 

*     ENGINEERS  AND  CONTRACTORS 


For  many  years  it  has  been  our 
business  to  advise  on,  plan  and 
execute  all  kinds  of  engineering 
and  contracting,  including 


Docks 
Harbors 
Breakwaters 

Canals 
Industrial 
Plants 


We  shall  be  pleased  to  discuss 
with  you  any  constructional 
work  you  may  be  contemplat- 
ing, and  give  you  the  benefit  of 
our  long  and  varied  experience. 


Head  Office 


A  Rolling  Mill  foundation  construction,  for  Baldwin's  Ltd.,  Ashbridges  Bay,  Toronto. 


Lumsden  Building 


TORONTO 
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Buildings  for  Prest-o-Lite  Co.  and  Canadian  National  Carbon  Co.,  Toronto 


PLANT  consists  of  two  buildings  80'  by  400', 
two  stories  high  with  part  of  one  building 
three  stories  high.  There  are  also  extensions  for 
elevator  shafts,  toilets  and  stairs  outside  the  main 
part  of  buildings. 

We  received  instructions  to  proceed  on  this  work  December 
8th,  1919.  Photo  shows  structural  part  of  both  buildings 
practically  complete  March  16th,  1920,  in  spite  of  severe 
winter  weather. 

Wells  &  Gray  Limited 

ENGINEERS  &  CONTRACTORS 


Branch  Office : 

Bank  of  Commerce  Bldg., 

WINDSOR,  ONT. 


Head  Office : 

701  Confederation  Life  Bldg., 
TORONTO. 
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FIRE! 


You  can't  foresee  a  fire  but  you  can 
forestall  it  with  a 

Northern  Electric 
GAMEWELL 

Factory  Fire  Alarm  System 

This  System  has  an  Alarm  Box  in  every  depart- 
ment of  your  plant.  At  the  first  sign  of  fire  an 
employee  pulls  the  nearest  box.  Instantaneously 
every  man  and  woman  is  warned — Automatically 
the  nearest  city  box  trips,  summoning  the  City 
Fire  Brigade  quicker  than  any  other  method. 

Be  prepared  to  meet  fire  that  can  ruin  your  busi- 
ness— cause  loss  of  life  which  no  insurance 
money  can  repay. 

It  is  to-day's  decision  which  prevents  to-morrow's 
holocaust.  Further  information  and  prices  glad- 
ly furnished  by  our  nearest  house. 


hJ  Northern  Electric  Company  \ 


Quebec 
Halifax 
Ottawa 
Montreal 


LIMITED 

London  Calgary 
Winnipeg  Edmonton 
Toronto  Vancouver 
Regina 


imiu  X 
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NOW 
AN 


Olson  Dump  Body 


FOR  THE 


FORD  TON  TRUCK 

Designed  for  Contractors,  Coal  Dealers,  Farmers,  Mine 

Operators  and  Manufacturers 


Saves  Much  Time 
Time  Means  Money 


Rear  View  Showing  Model  A  Body  Tilted 

MADE   IN  CANADA 


WE  do  not  believe  a  more  satisfactory  or  serviceable  dump 
body  than  this  Olson   Gravity  Dump  is  to  be  found  on 
the  market.     With  the  entire  absence  of  costly  and  com- 
plicated machinery  this  dump  is  in  a  class  by  itself. 
Mounted  on  Olson  Side  Springs  to  support  the  body  at  all 
points    and   pivoted    through    these    side    springs   on    special  hub 
yokes  which  support  the  weight,  this  body  may  be  dumped  by 
releasing  at  the  front  and  giving  a  slight  pull  downward  at  the 
back.     In  fact  it  is  so  perfectly  balanced  that  if  it  is  released 
at  the  front  and  the  truck  is  backed  to  the  point  of  unloading 


and  suddenly  stopped  the  body  will  dump  automatically  without 
assistance  or  attention. 

In  addition  to  its  value  as  a  dump  body  the  fact  should  not 
be  overlooked  that  it  may  be  used  as  an  ordinary  express  body 
at  any  time  without  alteration.  The  inside  dimensions  are  suffi- 
cient to  allow  plenty  of  space  for  all  ordinary  requirements.  For 
coal  dealers,  contractors,  farmers  and  many  other  lines  of  busi- 
ness its  size  is  ideal  and  with  the  general  increase  in  motor 
transportation  the  field  of  this  outfit  is  bound  to  proportionately 
increase. 


Unless  specially  requested  we  do  not  supply  driver's  cab  with  equipment.  Truck  cabs  of  different  makes  may  be  purchased 
in  all  parts  of  the  country,  but  should  a  cab  be  desired  we  can  supply  any   type   cab   required.     Prices   upon  application. 


Two  Sizes  :  Model  A,  1  Cubic  Yard 
ONE  PRICE  $245  F.  O.  B.  WINDSOR 


Model  B,  \%  Cubic  Yards 

SOLD  BY  ALL  FORD  DEALERS 


Manufactured  TL        C         J*   L          ,       #L1        Cm.      1     f*  WINDSOR, 

under  Olson  I  DC     OWCdlSll     UfUClDle     Olttl     LO.  Ontario, 

Patents  by  of  Canada,  Limited  Canada 

Branches  at :  MONTREAL,  QUE.,  285  Beaver  Hall  Hill       TORONTO,  ONT.,  614  Excelesior  Life  Bldg. 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation   83 

American  Enameled  Brick  and  Tile 

Company   18 

American    Lead    Pencil  Company.. 

American  Well  Works  

Anglin-Norcross    Limited   85 

Angstrom  &  Verochio   79 

Archibald  &  Holmes   74 

Armstrong  Cork  Company  

Asphalt  Association,  The  

Ault  &  Wiborg  Co.   73 

Auto  Road  Construction  Co   3i 

Baines  &  David  

Ball  Engine  Company   7 

Barber,   Frank   84 

Barrett  Company  

Boake  Mfg.  Company  

Bolender  Bros.  ..   24 

Booker  &  McKechnie  

Boving   Hydraulic    &  Engineering 

Company  

Brantford  Roofing  Company    . .    . .  20 

Britnell  Company,  Limited  53 

Brodies,  Limited   il 

Brown  Hoisting  Machinery   Co.    . . 
Burlington  Steel  Company   09 

Cam-Fish  Co   5 

Canada  Cement  Company   . .  28 
Canada  Crushed  Stone  Corporation 
Canada  Iron  Foundries,  Limited   ..  82 

Canada  Wire  &  Cable  Co  

Canada  Wire  &  Iron  Goods  Co.  . . 

Canadian  Allis-Chalmers  '22 

Canadian  Blower  and  Forge  Co.  . . 
Canadian  Chicago  Bridge  and  Iron 

Company  . .   .•   74 

Canadian  Des  Moines  Steel  Co.  ...  73 
Canadian    Engineering   &  Contract- 
ing Company   "<7 

Canadian  Equipment  Co  

Canadian  Ingersoll-Rand  Co  

Canadian    Inspection    and  Testing 

Laboratories   S4 

Canadian  Johns-Manville  

Canadian  Link-Belt  Co  

Canadian  Mead-Morrison  Co   24 

Canadian  Metal  Window  Co  

Canadian  Pipe  Company,  Ltd   2 

Canadian    Producers     &  Exporters 

Directory   25 

Canadian     Self-Locking  Concrete 

Wall  Company   26 

Canadian  Surety  Company   08 

Canadian  Welding  Works  

Cape  &  Company,  E.  G.  M   85 

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co.  . . 

Chipman  and  Power,  Ltd   84 

Colwell  Sand  and  Gravel  Co  

Conduits  Company.  Limited   73 

Consumers  Gas  Company   10 

Cook,  A.  D  

Concrete  Pipe  &  Products  Co   84 

Crane  Limited   79 

Crushed  Stone,  Limited   77 

Dake  Engine  Company   77 

Dayton-Dowd  Co   32 

Dennis  Wire  and  Iron  Company  . . 

Dept.  of  Public  Works   24 


Dominion  Concrete  Company  ..    ..  18 
Dominion   Engineering  and  Inspec- 
tion Company   84 

Dominion  Paint  Works  

Dominion  Tar  &  Chemical  Co   20 

Dominion  Wire  Rope  Co   88 

Dunham  Company,  C.  A  

Dunlop  Tire  &  Rubber  Goods  Co. 

Engineering  &  Machine   Works  of 

Canada,  Limited   0 

Ford  Motor  Company  

Foyle,  W.  &  G   58 

Frost  Steel  &  Wire  Co     07 

Gait  Ar    Metal  Company   78 

Gartshore,  John  J   70 

Gartshore-Thompson  Pipe  &  Foun- 
dry Company  '   75 

Gent  Company   84 

Goldie  &  McCulloch  Co  

Goodyear  Tire  &  Rubber  Co.  ..  .. 

Gore,  Nasmith  &  Storrie  ..   84 

Hamilton  Bridge  Works  Co   11 

Hamilton  Co.,  Wm   J  2 

Harvard  Turnbull  Co  

Hepburn,  John  T   78 

Holden  Company.  Limited   9 

Holmes  &  Sons,  Fred   84 

Hopkins  &  Company,  F.  H   88 

Hunt  &  Company,  Robert  W   85 

Hynes,  W.  J  

Ideal  Concrete  Machinery  Co   74 

Imperial  Oil  Limited  •. .  27 

Independent  Concrete  Pipe  Co   36 

Inglis  Company,  John   65 

Jaegar  Machine  Company   20 

James  &  Company,  E.  A   84 

Jamieson  Lime  Company  

Johnston  &  Sons,  C.  H   33 

Katie   Foundry   Company   72 

Kerr  Engine  Company,  Ltd   83 

Koebel  &  Company,  Joyce   24 

Lea,  R.  S.  &  W.  S.  . .   84 

London  Concrete  Machinery  Co.  . .  4 
London  &  Lancashire  Guarantee  & 

Accident  Company   63 

MacKinnon  Steel  Co   19 

MacLean  Daily  Reports   68 

Manitoba  Bridge  &  Iron  Company. 

Mansfield  Engineering  Co   14 

Maritime  Bridge  Works  Co   79 

Marsh  Engineering  Works   8 

McAllister  &  Taylor   84 

McAvity  &  Sons,  T   23 

McGovern,  T.  J   79 

McGregor  &  Mclntyre   ~9 

McKinnon  Columbus  Chain  Co.    . . 

Metal   Shingle  &  Siding  Co   34 

Miller  &  Sons,  Roger   12 

Milton  Hersey  Company   84 

Montreal  Machine  Shop   3 

Morris  Crane  &  Hoist  Co.,  Herbert  77 

Morrison  &  Co..  T.  A   84 

Mussens  Limited   81 

Napanee  Iron  Works   75 

National  Conduit  Company   86 


National  Equipment  Co   29 

National  Iron  Corporation   74 

Neptune  Meter  Company   73 

Northern  Electric  Company   14 

Northern  Crane  Works,  Ltd   73 

Nova  Scotia  Steel  and  Coal  Co.  . .  70 

Ormsby  Company,  Ltd.,  A.  B   34 

Ontario  Rock  Company   21 

Ontario  Wind  Engine  and  Pump  Co. 

Osborn  Canada  Ltd.,  Samuel  . . 

Owen  Bucket  Company   71 

Pacific  Coast  Pipe  Company   . .    . .  77 

Pannill  Door  Company   77 

Pratt  &  Letchworth   86 

Prest-O-Lite  Company   72 

Port  Credit  Brick  Co   76 

Portland  Cement  Association   ....  17 

Reid  &  Brown  Structural  Steel  and 

Iron  Company  .  . .  84 

Ric-wiL  Company   24 

Robb  Engineering  Works   11 

Robertson  Co.,  H.  H  

Roberton-Olsen,   Ltd   75 

Sarnia  Bridge  Co   85 

Scully,  A.  A   76 

Seagrave-Loughead  Co   32 

Sessenwein  Bros   24 

Shunk  Plow  Co   75 

Sonneborn  Sons.  L.,  Inc  

Spielman  Agencies  

Spray  Engineering  Company    . .    . .  19 

Stalford,  V.  K   84 

Standard  Motor  Sales   33 

Standard  Steel  Construction  Co.   . .  12 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   79 

Steel  Company  of  Canada  

Steel  &  Radiation   85 

Sterling  Engine  Company  

St.  Clair  Bros   31 

St.  Maurice  Lumber  Co  

Sturgeons  Limited   18 

Swedish  Crucible  Steel  Co   15 

Thompson  Bros   84 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co.  1 

Toronto  Steel  Construction  Co.   . .  76 

Toronto  Testing  Laboratory   84 

Trades  &  Labor  Branch,  Dept.  of 

Public  Works  

Turnbull  Elevator  Company   87 

United  States  Fidelity  &  Guaranty 

Company   68 

Universal  Equipment  Co   75 

Vancouver   Wood    Pipe   and  Tank 

Company  

Vitrified  Clay  Pipe  Co   30 

Warren  Bituminous  Paving  Co.  . .  25 
Waterous  Engine  Works  Company 

Wrells  &  Gray   13 

Wettlaufer  Bros  

White  Star  Mine   24 

Williams  Machinery  Co.,  Ltd.,  A.  R.  72 

Wood  Mosaic  Company  

Worthington,  W.  R   84 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.  Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Speaking  of 

CONCRETE  ROADS 
STREETS  and  ALLEYS 

53,000,000  Square  Yards 

^iVere    Placed  Under 
Contract  During  1919— 

Over  twice  that  of  any  previous  year. 
Every  state — your  state  —  contributed  to 
this  total.  Public  preference  is  expressed 
in  this  record.    Watch  1920! 

Concrete  highways  defy  the  poundings 
of  traffic  year  m  and  year  out.  They 
won  t  blow  away  during  dry  weather, 
won  t  wash  away  in  wet  weather.  Let 
weather  and  season  change  —  the  road 
wont  —  for  any  day,  any  season  is  just 
the  same  to  a  concrete  road.  It  s  not 
what  they  cost  to  build  but  the  little 
they  cost  to  maintain  that  makes  con- 
crete pavements  economical. 

People  know  what  they  want  and  ask 
for  it  —  concrete — a  dollar  of  value  for 
every  dollar  that  they  are  so  generously 
investing  m  improved  highways. 

PORTLAND  CEMENT  ASSOCIATION 


Atlanta  Helena  Minneapolis  Seattle 

Chicago  Indianapolis  New  York  St.  Louis 

Dallas  Kansas  City  Parkersburg  Washington 

Denver  Los  Angeles  Pittsburgh  Portland,  Oreg. 

Des  Moines  Milwaukee  Salt  Lake  City  San  Francisco 
Detroit 
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Place  your  order  NOW  FOR 
"AMERICAN"  ENAMELED 
BRICK,  in  either  white  or 
mottled  effects. 

We  can  ship  at  once  stand- 
ard shapes  from  stock. 

Used  universally  by  all  dis- 
criminating Architects  and 
Builders  who  demand  perfec- 
tion, durability  and  service. 

Compare  the  cost  of  con- 
struction as  against  Glazed 
Terra  Cotta  or  Tile. 

See  Sweet's  Catalogue  in  U.S.A. 
and 

Specification   Data  in  Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and  Fire  Brick. 

52  Vanderbilt  Ave.,  New  York  City. 


Use 


It's  Canadian! 


Flinte 


x 


It  makes  Concrete 

floordust,  water, 
acid  and  wear  proof 

Sturgeons  Limited,  Toronto 

Also — 

SOLIGNUM  wood  Preservative. 

FERRODOR  Protective  metal  paint. 

PARIPAN  Mill  White. 

ROCKFACE  (water  paint). 

And  other  special  paints  for  special 

purposes. 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

WT-  (LARGE  STOCK  ON  HAND) 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 


KEMPTVILLE 


ONTARIO 
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The  above  illustration  is  a  view  of  the  new  car  barns  and  olant  of  the  Halifax  Tramways  Com- 
pany, Limited,  for  which  steel  work  was  supplied  by  the  MacKinnon  Company.  This  is  one  of  our 
many  structural  steel  jobs;  to  enumerate  them  all  would  be  to  give  a  list  of  a  large  number  of  sat- 
isfactory contracts  successfully  carried  out. 

For  all  structural  steel  requirements  we  will  be  pleased  to  furnish  particulars  upon  request.  Our 
organization  and  facilities  for  steel  construction  are  at  your  disposal. 

Let  us  give  you  an  estimate. 

MacKinnon  Steel  Company,  Limited 

Montreal  Office:    404  New  Birks  Building  SHERBROOKE,  QUE. 
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The  "Jaeger  Mix  -  A  -  Minute" 


IT  does  all  that  the  name  suggests. 
This  "Jaeger"  product  is  known  for  the  speed  and 
efficiency  in  the  way  it  accomplishes  all  work  required 
of  it. 

It  is  made  in  all  sizes,  to  answer  every  purpose.  Let 
us  send  you  our  catalogue.  It  will  convince  you  that  the 
"Jaeger  Mix-A-Minute"  will  prove  a  valuable  addition  to 
your  equipment. 

The  Jaeger 
Machine  Co. 

COLUMBUS,  -  OHIO 


Proves  its 


Economy 

through  its 

Speed 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.     SAULT  STE.  MARIE,  ONT. 

RoomloTwebsterBidg.,       55  Yonge  Street,       -  TORONTO 
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Trap  Rock  Best  Concrete 

Aggregate 


w 

o 


c  40 


20 


i — 
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1st 


2nd 


3rd 


4  th 


5  th 


Relative  Reductions  of  Test  Specimens 
Consistency  Abrasion  Test 


The  accompanying  diagram  shows  result  of  test 
made  on  Ontario  Rock  Company's  Trap  Rock, 
and  presented  in  pamphlet  by  L.  V.  Edwards  to 
the  American  Society  for  Testing  Materials.  The 
test  was  made  after  three  months,  and  the 
"rattler"  abrasion  test  was  applied.  Two  sets 
of  test  cylinders  were  made.  In  the  first  set  the 
stone  aggregate  was  broken  limestone  of  good 
quality,  and  in  the  second  a  good  quality  of 
broken  trap  rock.  The  diagram  shows  the  per- 
centages of  reduction  in  weight  resulting  from 
1800  revolutions  and  from  3600  revolutions  of 
the  machine. 

Write  for  further  particulars  to  the 


Ontario  Rock  Co.,  Limited 


Crown 
Office  Bid. 
TORONTO 


Sold  separately 


Reinforced 
Concrete  Construction 

Series  of  Three  Volumes 
By  G.  A.  Hool,  Associate  Professor  of  Structural 
Engineering,  University  of  Wisconsin. 

You  probably  know  something  about  these  books — 

How  they  came  out  without  the  advantage  of  a  widely  known  name 
as  author. 

How  the  leading  civil  engineering  papers  hailed  them  as  the  best 
on  the  subject. 

How  they  were  at  once  recognized  as  the  most  useful  and  practical 
books  that  have  appeared. 

They  are  today  standard  among  engineers,  architects  and  contrac- 
tors, as  well  as  in  colleges. 

Vol.  1 — Fundamental  Principles,  254  pages,  6  x 

9,  88  illus.,  $3.00  net,  postpaid. 
Vol.  II — Retaining  Walls  and  Buildings,  675 

pages,  6  x  9,  412  illus.,  34  plates,  $6.00  net 

postpaid. 

Vol.  Ill — Bridges  and  Culverts,  688  pages,  6x9, 
over  600  illus.,  41  plates,  $6.00  net,  postpaid. 

SEND  YOUR  ORDERS  TO 

Contract  Record  &  Engineering  Review 

347  Adelaide  St.  West,  TORONTO 
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As  electric  power  and  light  have  become  integral  parts  of 
industrial  and  domestic  life,  so  will  electric  heat  become 
an  immediate  member  of  that  same  family. 


For  Example 


W 


E  now  offer  for  ycur  approval  a  highly 
efficient — simple — portable 

Electric  Rivet  Heater 


which  practically  eliminates  all  of  the  objections 
found  in  present  methods. 

Briefly  the  advantages  of  this  new  device  are  as 
follows : 

1.  No  time  wasted  in  starting  production. 

2.  Heats  very  rapidly — heated  five  hundred 
%  in.  x  1%  in.  rivets  in  one  hour. 

3.  Better  regulation  of  heat — energy  only 
used  when  heating  rivets. 

4.  Clean — no  smoke  or  gas  formed. 

5.  Quality  of  heat  better  and  minimum  of 
scale  formed.  Rivet  heats  from  inside 
out,  giving  more  uniformity  of  heat  and 
better  upsetting  conditions  in  shank. 

6.  Wastage  of  rivets  reduced  to  a  minimum. 

7.  Portable,  self-contained,  economical  and 
easy  to  operate. 

Any  additional  information  on  this  subject  will  be 
gladly  forwarded  you  upon  request. 


Canadian  General  Electric  Co.,  Limited 

Head  Office         (2^  TORONTO 


Branch    Offices:    Montreal,    Quebec,   Sherbrooke,   Halifax,    Sydney,  St.  John,  Ottawa,  Hamilton,  London,  Windsor, 
Cobalt,  South  Porcupine,  Winnipeg,  Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 
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"For  a  'Better'  City" 

"(  )ne  of  the  most  vitally  important  parts  included 
in  the  administration  of  a  City's  public  affairs  is  the 
'Water  Department,'  and  to  enlarge  on  the  value  and 
need  of  an  efficient  and  reliable  water  service  would  be 
superfluous." 

"In  case  of  fire: — What  is  the  value  of  tire  fight- 
ing equipment  without  the  hydrant  on  the  nearest 
corner?  And  for  the  'family  wash': — Is  it  a  case  of 
'get  a  pail  and  carry'  or  just  'turn  the  tap  and  let  the 
tubs  fill  up?'  Failure  of  a  City's  Water  Service  is  so 
near  a  calamity  that  the  difference  is  nil,  and  the  old 
saying  goes  this  way  now,  that  'you  never  miss  the 
water  till  the  pipe  bursts.'  It  pays  to  install  the  best 
in  Water  Works  equipment,  and 

"McAVITY" 

"Water  Service  Fittings" 

Adopted  as 
any  Canadian 
iwns,  they  are 
'  everywhere." 

specify 
McAVITY' 

Gate  Valves,  Hy- 
drant*,  Cock*  and 
Corporation 
Work  of  all 
kind*. 


These 
fittings  are 
"Made  in  Canada" 
by  Canadian  Workmen. 

Are  YOU  interested? 

Send  your  name  for  copy  of  Corporation 
Supply  Catalog  to 

T.  McAvity  &  Sons,  Ltd. 

ST.  JOHN. '  Canada 

MONTREAL— TORONTO-  WINNIPEG— VANCOUVER 


OF  ALL  KINDS 


k  .,(11 


in 

Ik, ill 
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MEAD-MORRISON 


HOISTING 
AND  CONVEYING 
MACHINERY 

Built  by  Canadians 

If  you  use  "MEAD-MORRISON" 
equipment  YOU  will  benefit 
by: — 

1.  The  fact  it  is  "Made  in  Can- 
ada." 

2.  Its  DEPENDABLE  SER- 
VICE at  continuous  top-notch 
speed. 

3.  Low  cost  of  operation. 

4.  Low  cost  of  maintenance. 

5.  Its  365-day-in-the-year  ser- 
vice. 

6.  Our  half  century  experience 
in  building  hoisting  equip- 
ment. 

Grab  Buckets 
Steam,  Electric,  Gasoline  Hoists 
Mine  Hoists 
Dredging  Machinery 
McCaslin  Conveyors 

Engineers  Manufacturers 
Contractors 


Put  Your  Problem  Up  To  Us! 


Crushed  White  Stone 
Marble  Dust 

Graded  from  l/2 "  to  dust,  makes 
concrete  look  better,  for  facing 
blocks,  bricks,  etc.  Unsurpassed 
for  stucco,  white  plastering,  floor 
finish.    Samples  and  prices. 

White  Star  Mine,  Haliburton,  Ont. 


Diamonds 

For  Sawing  Stone 


Furniss  Clarke  &  Co. 

364  University  Street, 
MONTREAL,  CANADA. 


Sole  Canadian  Agents  for 
The  Joyce-Koebel  Co., Inc. 

New  York  London 


IMMEDIATE  DELIVERY  FROM  STOCK 


Railway  and  Track  Supplies 

For  Lumber  and  Contractors' 
requirements 

Rails,  Locomotives,  Accessories, 
Cars,  Lion  Brand  Babbitt  Metal 

Correspondence  solicited 

Sessenwein  Bros.,  Montreal 


"mi 


U^pfpCROUND  STEAM  OR  HOTVvSfER 
EFFICIENT 

RIC-Wlf 
METHOD  V* 

means  the  practical  elimination  of  heat  losses.  Economy  is 
^the  only  reason  why  underground  pipes  are  insulated  at  all: 
it  is  the  best  reason  why  they 
should  be  insulated  by  the 
Ric-wiL  MethoD. 

Write  to-day  for 
our  catalogue 


^Ric-wiL 

COMPANY 


iiimiiiiiiiiiiniiiiiuiiiiiiiimiimiiumiii 


CANADIAN  MEAD-MORRISON  CO 

I  LIMITED 

285  BEAVER  HALL  HILL 

I  MONTREAL  .  .f± 

 .  won  k  s  '       : :-:-:--:-:-;.<:C'  v  welland  ont. 
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Conserve  the  Country's  Assets 


By  Resurfacing  Macadam  Roads 
in  Cities,  Towns  or  Counties 
with  the  pavement  that  has 
stood  the  Test  of  Time  from 
Glace  Bay  in  the  East  to 
Vancouver  in  the  West, 
from  St.  Catharine 
in   the  South  to 
Edmonton  in 
the  North,  in 
Canada 
since 
i  902. 


For 
all  roads 
either  Pro- 
vincial,Coun- 
ty   or  Urban 
where  a  maximum 
of  efficiency  and  sta- 
bility in  road  surfacing 
is  required,   specify  the 
pavement  that  has  proven 
itself. 


The  Warren  Bituminous  Paving  Company 
of  Ontario,  Limited  Room  204 

McKinnon  Building  Toronto,  Ontario 


Are  You  Interested  in  the  Export 
Trade  to  Belgium  and  France? 

The  Canadian  Producers 
&   Exporters  Directory 

offers  the  Best  Means  of  Introducing 

Canadian  Manufacturers  to 
Belgian  and  French  Buyers 

Full  information  concerning  Export  Trade  to  the  above 
Countries  upon  application  to 


J.  G.  Van  Wtberghe 


MANAGER 


20  St.  James  Street 
MONTREAL 
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The  speediest  erection 
known. 


Saves   you  20', 

o  in 

cost  over  a  common 
brick  wall  and  gives  a 
pressed  brick  finish. 

Will  last  longer  than 
any  other  type  of  per- 
manent construction 
and  needs  no  repairs 
renewals  or  upkeep. 

The  finished  wall  can 
be  constructed  as 
cheap  as  wood  frame 
construction. 

The  hollow  walls  are 


WE  ARE  THE  OWNERS 
AND  OPERATORS 
OF  THE 


s 


AWYER 
YSTEM 


Can.  Pat.  No.  188,642 


TWO  PIECE  SELF-LOCKING 
HOLLO  W  CONCRETE  WALL 
CONSTRUCTION 


fireproof,  damp  proof, 
leak  proof,  cool  in 
summer,  warm  in 
winter,  and  elimin- 
ate drafts. 

The  two-piece  self- 
locking  hollow  con- 
crete wall  is  practic- 
ally monolithic  in  con- 
struction and  is  adapt- 
able to  all  sizes  and 
types  of  structures. 

It  does  away  with 
skilled  labor,  saves 
time,  keeps  the  ex- 
pense down  to  a  mini 
mum,  and  eliminates 
inaccurate  estimates. 


Manufacturing  Plants  Are  Being  Established  Throughout  Canada. 
Write  for  Information  for  Your  District  to: — 


The  Canadian  Self- Locking  Concrete  Wall  Co.  (S 


AWYER  \  I  .1 
YSTEM  ))  LlQ. 


119  Board  of  Trade  Building, 


MONTREAL 


Brantford 

alt  Slates 

in  big  demand 


Asph; 


The  hardware  dealer  can  meet  every  roofing 
requirement  with  this  line  of  nationally  adver- 
tised, first  quality  roofing. 


.Limited 


Brantford  Roofing  Co 

Head  Office  and  Factory:  Brantford,  Canada 
Branches  at  Toronto,  Montreal,  Halifax,  Winnipeg 


Ihe  output  oi  Brantford  Asphalt 
Slates  in  1918  was  double  1917—1919 
double  1918.  This  indicates  that  there 
is  a  big,  growing  market  for  this  art- 
istic, durable,  fire-resistant  roofing. 

Progressive  hardware  dealers  who 
push  the  sale  of  Brantford  Asphalt 
Slates  will  find  it  a  very  profitable  line. 
In  fact,  there  are  good  profits  to  be 
made  in  the  entire  line  of  Brantford 
Roofing. 

Asphalt,  Rubber,  Crystal,  Leatheroid 
and  Standard  Mohawk  in  rolls-- Asphalt 
Slates  in  individual  size  shingles,  and 
the  Asphalt  Slab  Slate,  which  is  four 
shingles  in  one — and  Climax  Sheathing 
Paper,  a  big  seller. 
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THE  STREETS  OF  CANADA'S  CAPITAL  ARE  ASPHALT 


Area  of  Permanent  Pavements  in  Ottawa  up  to  1917  inclusive 

Total  Area  Existing 

laid  Surface 

Total                         including  Area 

Miles      Existing       repaving  1918 

including   Mileage        curb  to  curb  to 

Class  of  Pavement            Re-paving     1917            ,c.urb0,  cu't 

Asphalt                                   3-2.29       32.29         611.186  611.186 

Asphalt  and  stone  block                 1 3.68        1 1  95           ^57.398  310.663 

A  phalt  and  wood  block                    1.37           1.37             39  183  39.183 

Bitulithic                                      0.54         0.54             4.600  4.600 

Bitulithic  and  stone  block,....         0.08         0.08             1.700  1.700 

Rocmac                                           0.34         0.34              5.377  5.377 

Stone  Block                                0.53        0.47           M .960  10.346 

Tar^a     .                                    2  91         2.94           48.039  48.039 

Tar  macadam                                 4.87          3.94            84.835  71,041 

Tar  macadam  and  stone  block          0.08          0.08               1.868  1.868 

Woodblock                                132         132           29.2?6  29.256 

58.01        55  32        1.195.602  1.133.259 
Asphalt  and  stone  block  areas  include  I  33.932  square  yards  stone  block . 
Asphalt  and  wood  block  areas  include  15.078  square  yards  wood  block. 
Asphalt  area  mileage  includes  asphalt  macadam  pavements. 


w 


HILE  the  roads  leading  to  the  Capital 
are  still  among  the  poorest  thorough- 
fares in  the  Province  of  Ontario,  Ottawa 
itself  enjoys  the  distinction  of  having  streets  un- 
surpassed by  any  city  in  the  Dominion,  and  over 
72%  of  the  streets  in  Ottawa  are  Asphalt  paved." 


"The  table  shows  that  up  to  the  end  of  1917, 
there  were  812,022  square  yards'  of  Asphalt  out 


of  a  total  of  1,133,259  square  yards  of  permanent 
pavement.  During  1918  only  13,794  square  yards 
were  laid  but  it  was  all  Asphalt;  and  in  1919,  4^ 
miles  more  of  Sheet  Asphalt  was  laid." 

"The  predominance  of  Asphalt  over  all  other 
types  of  pavement  in  the  Canadian  Capital  is 
significant.  Ottawans  are  proud  of  the  clean, 
uniform  appearance  of  their  streets,  and  of  the 
admirable  way  they  stand  up  under  all  forms  of 
traffic." 

"Ottawa  uses  Imperial  Asphalts.  Gloucester 
Street  is  Sheet  Asphalt  made  with  Imperial  Pav- 
ing Asphalt  under  the  supervision  of  Commis- 
sioner of  Works.  Many  other  streets  have  been 
paved  with  Imperial  Asphalt  by  such  well-known 
contractors  as  the  Ottawa  Construction  Com- 
pany, Ltd.,  and  O'Leary  Bros.  They,  too,  recog- 
nize the  superiority  of  these  products." 

"Use  Imperial  Asphalts.  Refined  from  the  best 
Mexican  Asphaltum  crudes  in  a  Canadian  refin- 
ery. Delivery  made  all  over  Canada  in  special- 
ly-equipped tank  cars  or  in  packages." 


IMPERIAL!  ASPHALiT 

Proved  through  the  Ages 


IMPERIAL  PAVING  ASPHALTS      IMPERIAL  LIQUID  ASPHALTS     IMPERIAL  ASPHALT  BINDERS 


HOT  MIX  ASPHALT  PAVEMENTS 


FOR  DUS1  PREVENT  ION  AND  I0R  MAINTENANCE 
Of  MACADAM.  (.RAVEL  AND  EARTH  ROADS 


ROAD      ENGINEERING  DEPARTMENT 

Imperial  Oil  Limited         Toronto  Ontario 
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CANADA  CEMENT 

CONCRETE 

FOR  PERMANENCE 


Concrete 


Equally  desirable for 
Business  Streets 
Residential  Streets 
or  Important  Roads 


HERE  are  shown  photographs  taken 
in  St.  Catharines  and  Merritton, 
the  citizens  of  both  these  muni- 
cipalities in  the  Niagara  Peninsula  hav- 
ing realized  that  Concrete  provides  the 
logical  solution  of  their  paving  problems. 

The  upper  illustration  shows  Maple  Ave- 
nue, St.  Catharines.  In  that  city  the 
first  Concrete  paving  was  done  in  1915 — 
about  1,000  square  yards.  At  present 
there  is  in  St.  Catharines  and  the  adjoin- 
ing neighborhood  about  55,000  square 
yards. 


The  lower  picture  is  a  view  of  the  Merrit- 
ton Main  Street.  The  car  tracks  and  the 
right  side  of  the  street  were  paved  in 
1915— the  left  side  in  1919. 

Concrete  paving  is  not  expensive.  Ex- 
pense is  only  a  relative  term.  Concrete 
pavement  is  cheaper  in  first  cost  than  any 
other  equally  durable  type — in  last  cost 
it  is  likewise  economical,  because  a  Con- 
crete street  properly  built  may  be  main- 
tained at  insignificant  cost. 


CANADA    CEMENT   COMPANY  LIMITED 

HERALD  BUILDING  MONTREAL 
Sales  Offices  at  Montreal  Toronto  Winnipeg  Calgary 


Specify  Canada  Cement 
Uniformly  Reliable 


Our  Service  Department  is  anxious  to  co-operate 
in  all  lines  of  work  for  which  Concrete  is  adapt- 
ed. Our  comprehensive  Library,  including  books 
that  deal  with  all  types  and  phases  of  Concrete 
work,  is  at  your  disposal  at  all  times  without 
charge. 
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NATIONAL 

Circle  Swing  Derrick 

THOROUGHLY  PORTABLE 
Built  of  Steel  and  Malleable  Iron 

PEERLESS  Model-Equipped  with  125  ft. 

Cable  for  Hand  Power  only,  $72.00. 
For  Hand  and  Power  (shown  dotted)  $74.50. 


Write  for  Catalogue  of  "National  "Hoisting  Apparatus. 

National  Equipment  Co.,  Limited 

15  Wabash  Ave,  Toronto 
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Economy 

Is  Its  First  Name 


LOOK  at  it  as  you  will,  Vitrified  Clay  Pipe  is  thoroughly 
economical,  and  is  unapproached  in  this  respect  by  any 
other  type  of  material  for  sewer,  drain  and  culvert  con- 
struction. 

The  economy  of  Vitrified  Clay  Pipe  is  evident  in  many  ways. 
Its  first  cost  is  low,  and  construction  cost  moderate  because  no 
heavy  or  expensive  equipment  is  needed.  Moreover,  home  labor 
can  be  utilized  entirely. 

Then,  too,  Vitrified  Clay  Pipe  is  economical  because  it  is  perman- 
ent. Vitrification  and  salt-glazing,  together  with  careful  selection 
of  fully-weathered  clay  and  accurate  mechanical  processes,  all 
combine  to  insure  this  permanence.  It  is,  therefore,  a  good  capital 
investment. 

The  highly  sanitary  features  of  the  pipe  effect  a  further  saving. 
The  smooth  glazed  interior  prevents  clogging  and  facilitates 
perfect  flow.  The  pipe  is  water-tight  and  water-proof.  Vitrified 
Clay  Pipe  sewers  and  drains  properly  laid  require  no  renewal  or 
maintenance. 

Again,  large  quantities  of  the  standard  sizes,  4"  to  30",  are  always 
on  hand.  Special  shapes  on  short  notice.  Delivery  can  be  made 
quickly  from  a  shipping  point  in  your  vicinity,  saving  you  heavy 
freight  charges  and  loss  of  time  on  the  contract. 

Specify  Vitrified  Clay  Pipe  for  all  kinds  of  drainage.  It  is  indis- 
pensable to  perfect  sanitation.  Its  good  qualities  are  positive.  Its 
benefits  are  assured. 


Write  for  quotations  and  other  particulars  to 

Vitrified  Clay  Pipe  Publicity  Bureau, 
8  Colborne  Street,   Toronto,  Ontario. 

St.  Johns,  P.Q.  New  Glasgow,  N.S. 
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Is  Beauty 
A  Quality 
Worth  Considering 
In  A  Road? 


Contractors,  municipalities  and 
engineers  will  be  furnished 
with  particulars. 

Exclusive  territory  with  rights  to  lay 
Canadian  Improved  YVillite  Permanent 
Pavement  can  be  secured  through  the  Can- 
adian Company.  Now  is  the  time  to  or- 
ganize Willite  Paving  Companies  in  Canada. 

i$t&$frad/  Qmrfrudicn  Qy.  j[lmUed. 

Licensee 
20  ERIE  AVENUE, 

NIAGARA  FALLS,  ONTARIO 


IMPROVED 


CANADIAN 


PERMANENT 


PAVEMENT 

Lay  It  To-day  Use  It  To-morrow 

We  will  admit  that  beauty  is  not  everything,  but 
when  it  comes  backed  by  quality,  endurance  and 
a  proven  record  of  evidence  that  does  away  with 
big  repair  bills,  and  gives  you  a  road  that  will 
stay  as  laid  without  a  break  or  blemish  and  one 
that  is  impregnable  to  heat  and  cold  alike,  you 
will  understand  that  a  road  cannot  possess 
beauty  unless  it  has  these  attributes.  Canadian 
Improved  Willite  Permanent  Pavement  is  beau- 
tiful— its  clean,  sanitary,  smooth,  slightly  elastic 
surface,  with  its  noiseless,  skid  proof  qualities 
make  it  a  luxury  to  any  locality  and  a  refreshing 
memory  to  tourists.  Such  is  the  Road  of  Willite 
— the  last  word  in  efficiency. 


Where  Little  Things  Are  Big. 


A  TIP  FOR  CONTRACTORS 


Think  what  this 
cart  can  do. 
Inadequate  methods 
of  carrying  concrete 
from  the  mixer  to 
the  job,  causes  un- 
necessary labor,  ex- 
tra expense,  and  a 
great  loss  of  time. 

These  carts  are  pay- 
ing for  themselves 
on  every  job  they 
are  put  on. 


THE  ST.  CLAIR  CONCRETE  CART 


Manufactured  in  Canada  by  St.  Clair  Bros. 


The  only  cart  man- 
ufactured which 
dumps  the  load  by 
merely  releasing  a 
clip  on  the  side  of 
the  bowl. 

Bowl  turns  '  over, 
legs  and  frame  re- 
maining stationary. 

Does  away  with 
the  dissatisfaction  of 
having  to  tip  load 
out  of  cart  by  main 
force. 


ST.  CLAIR  BROS. 


Gait,  Ont,  Canada 
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A  Real  Service  to  Contractors 


Sand 
Lime 
Cement 

and 

General 

Building 

Supplies 


Our  splendid  facilities  and  large  equipment  enable  us  to  live  up  to 
our  service  claims,  and  absolutely  guarantee  tbe  quality  of  our 
materials  and  the  despatch  of  your  order. 

Large  reserve  stock  of  supplies  makes  ample  provision  for  rush 
orders  or  emergencies.  From  our  own  quarries  \vc  are  prepared 
to  take  care  ot  your  every  need  in  crushed  stone,  regardless  of 
quantity. 

A  comprehensive  array  of  trucks  and  horses  at  your  service  pro- 
vides for  local  delivery  independently  of  railway  shipment. 

Together  with  our  up-to-date  storage  and  loading  devices  these 
facilities  place  us  in  a  position  to  deliver  what  you  want,  where 
you  want  it,  when  you  want  it.    Try  "Britnell  Service." 


Britnell  &  Co.,  Limited 

C.  P.  R.  Crossing,  Yonge  Street,  North  Toronto 


SEAGRAVE-LOUGHEAD  MOTOR  TRUCKS 


MADE 
IN 

CANADA 


Powerful 

as  a 

Locomo- 
tive 

Built 

for 

Endurance 


MADE 
IN 

CANADA 

1^,2^,3^ 
and  5  Ton 
Heavy 
Duty 
Commer- 
cial and 
Dump 
Body 
Trucks, 
Trailers 
and  Semi- 
Trailers 


Seagrave-Loughead  Company  Limited,  Sarnia,  Ont. 

SOME  TERRITORY    STILL  OPEN    FOR    LIVE  REPRESENTATIVES 
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Wire  Guards 

for  Windows  and  Skylights 

Wire  Partitions 
Wire  Screens 


for  Sand  and  Gravel 


Wire  Work 


of  all  kinds 


C.  H.  Johnson  &  Sons,  Ltd 

Wire  Works :  St.  Henry,  Montreal 


SAVING   MONEY  FOR  CONTRACTORS 


Standard  Motor 
Trucks  have  remark- 
ably long  lives.  The 
first  Standard  built 
has  been  in  opera- 
tion over  ten  years. 
Day  after  day,  week 
after  week  and 
month  after  month, 
Standards  are  meet- 
ing unreasonable  re- 
quirements, and  stay 
Standard. 


Standard  5  ton — Equipped  with  Woods  Hoist  and  steel  body 


STANDARD  MOTOR  SALES 


STANDARD  UNITS 

CONTINENTAL  Motors 

SPICER  Universal  Joints 

GEMMER  Steering  Gears 

PERFECTION  Springs 

EISEMANN  Ignition 

LONG  Radiators 

TIMKEN-DETROIT  Axles 
and  Bearings 

BROWN-LIPE  Clutch  and 
Transmission 

PHONE  JUNCTION  8305 

TORONTO,  ONT. 


All  the  name  implies' 
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A  Battery  of  Efficient  Workers 


Ormsby  Swartwout  Ventilators 

Have  Proven  Themselves  in  Canada 


This  ventilating  equipment  is  so  simple  in  its  con- 
struction, so  efficient  in  the  service  it  gives,  and  so 
easily  controlled,  that  it  puts  the  problem  of  venti- 
lation on  a  basis  of  true  efficiency,  fully  appreciated 
only  to  those  who  use  it. 

Looking  to  the  wind  alone  as  its  source  of  power, 
and  built  to  remain  ever  sensitive  to  the  slightest 
air  movements,  the  initial  cost  of  Ormsby  Swart- 


wout Ventilators  also  means  the  only  cost  of  per- 
fect ventilation. 

One  eighteen  inch  Ormsby  Swartwout  Ventilator 
will  exhaust  67,000  cu.  ft.  of  foul  air  per  hour  and 
maintain  this  average  under  all  conditions.  This 
capacity  is  the  proven  result  of  exhaustive  tests 
covering  a  long  period. 

Lesser  capacities  may  be  obtained  as  desired  by  the  adjustable  damper 
which  is  chain  controlled  from  below. 

You  will  find  nothing  experimental  about  Ormsby  Swartwout  Ventilat- 
ors. They  are  nothing  more  than  a  practical  mechanical  application  of 
an  established  principle. 

Specify  Ormsby  Swartwout  Ventilators.  Used  on  the  best  OFFICE 
BUILDINGS,  FACTORIES,  WAREHOUSES  and  SCHOOLS.  Made 
in  galvanized  and  copper. 

The  A.  B.  Ormsby  Company,  Ltd. 

TORONTO  ONTARIO 

Associated  with : 
THE  METAL  SHINGLE  &  SIDING  CO.,  LTD., 
Preston,  Montreal,  Winnipeg,  Calgary,  and  Saskatoon. 
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Not  Fair  to  Ask  Contractors  to  Take 
Such  Risks 


THE  contracting  industry  has  been  somewhat 
"agog"  over  the  recent  report  that  A.  Sande, 
so  called  consulting  engineer  of  Hamilton, 
Ont.,  had  suddenly  disappeared  and  taken 
along  with  him  the  cash  receipts  of  the  marked 
cheques  of  a  number  of  Canadian  contractors.  One 
report  had  it  that  47  contractors  had  each  contributed 
$2,500  to  Mr.  Sande's  southern  tour,  but  this,  like  the 
famous  report  of  Mark  Twain's  premature  death, 
seems  to  have  been  greatly  exaggerated. 

The  fact  seems  to  be,  however,  that  this  man 
Sande  was  either  insane  or  a  very  deliberate  rogue, 
for  it  is  known  that  he  has  withdrawn  funds  not  be- 
longing to  him  to  the  extent  of  something  over  $10,000. 
These  funds  came  into  his  possession  in  the  form  of 
marked  cheques  which  accompanied  tenders  on  the 
construction  of  a  pulp  mill  supposedly  somewhere  in 
Quebec.   One  of  the  un-understandable  things  about 


the  matter  is  that  some  of  the  cheques  were  returned 
— the  receipt  of  two  at  least  being  acknowledged  by 
Eastern  contractors. 

But  the  moral  that  seems  to  be  pointed  by  the 
whole  circumstance  is  that  contractors  should  never 
have  been  asked  to  place  the  sum  of  $2,500  each  in 
the  hands  of  a  perfect  stranger.  The  wonder  is  not 
so  much  that  Sande  has  run  off  with  this  money  as 
that  something  of  the  sort  has  never  happened  before. 

Surely  there  is  some  way  of  protecting  the  con- 
tractor. We  understand  the  members  of  the  Montreal 
Contractors  Association  have  agreed  to  refuse  to  bid 
on  any  work  unless  a  surety  bond  is  accepted  instead 
of  the  marked  cheque.  This  would  have  saved  the 
Hamilton  situation.  Why  not  make  it  a  universal  cus- 
tom ? 


Published  Report  on  Quebec  Bridge  is  Excellent 
Reference  Work 


WITH  a  view  to  perpetuating  the  facts  leading 
up  to  and  immediately  connected  with  the 
design  and  construction  of  the  Quebec 
bridge,  the  Governor-General-in-Council  has 
authorized  the  publication  of  the  final  report  of  the 
Government  Board  of  Engineers.  The  report,  as  just 
off  the  press,  is  a  really  monumental  work,  in  two 
volumes;  the  first  largely  descriptive  and  illustrative 
of  the  leviathan  structure,  and  the  second  containing 
the  detailed  structural  drawings  arranged  in  111  plates. 
The  first  impression  following  an  examination  of  the 
report  is  that  no  expense  has  apparently  been  spared 
to  make  the  work  as  complete  as  possible.  Every  de- 
tail is  elaborately  described  and  fully  illustrated  with 
cuts  that  are  exceptional  for  their  clearness  and  pre- 
cision. 

To  the  lay  reader  the  publication  has  a  very  sig- 
nificant interest.  The  historical  background  of  the 
bridge,  the  facts  leading  up  to  the  adoption  of  the 
present  design,  the  outstanding  and  remarkable  fea- 
tures of  its  construction  are  all  dealt  with  in  a 
manner  that  will  greatly  interest  the  non-technical 
reader.  It  is  not  too  much  to  expect,  even,  that  a  vol- 
ume of  this  character  in  the  hands  of  a  layman,  will 
induce  him  to  appreciate  more  completely  the  great 
engineering  achievements  of  our  own  and  other  times. 

It  is  to  the  technically  trained,  however,  that  the  re- 
port especially  appeals.  Bearing  the  joint  authorship 
of  Messrs.  Monsarrat,  Borden  and  Modjeski,  it  is 
bound  to  be  religiously  correct  in  every  detail.  More 
than  that,  the  engineer  authors  have  prepared  the 
material  with  that  thoroughness  that  characterized 
their  more  practical  activities  in  connection  with  the 
bridge  itself.  Not  only  is  the  design  of  the  structure 
illustrated  in  every  particular,  but  intimate  comparis- 
ons are  made  with  other  designs  which  came  up  for 
consideration.  No  detail,  however  insignificant,  ap- 
pears to  be  slighted,  and  in  the  more  practical  descrip- 
tion of  construction  the  same  painstaking  care  is  ex- 
hibited. With  the  completeness  of  word  description 
and  pictorial  illustration,  no  engineer  or  contractor 
can  fail  to  follow  the  hundreds  of  operations  involved. 

As  a  record  alone,  this  publication  is  valuable.  Can- 
ada is  justly  proud  of  the  Quebec  Bridge  and  proud 
of  the  fact  that  it  is  a  distinctly  Canadian  undertaking, 
designed  and  built  by  Canadians  with  a  success  that 
is  a  tribute  to  the  skill  and  ingenuity  of  Canadian 
bridge  builders.  The  report,  we  are  glad  to  see,  justly 
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gives  credit  to  the  St.  Lawrence  Bridge  Company  for 
having  grasped  the  opportunity  of  demonstrating  what 
Canadian  talent  could  accomplish,  and  also  for  having 
seen  the  advantages  of  a  new  type  of  design  and  ap- 
plying it  to  the  construction  and  erection  of  a  bridge 
of  this  size. 

Every  engineer  can  well  afford  to  have  a  place  in 
Hi s  library  for  this  final  report  of  the  Government 
Board  of  Engineers.  Whether  connected  with  the 
bridge  or  not,  he  should  be  concerned  with  it,  to  the 
extent  at  least  of  keeping  available  a  record  of  its 
success.  The  Department  of  Railways  &  Canals  has 
produced  a  limited  number  of  copies  and  states  that 
it  is  ready  to  forward  these  on  application  accompanied 
with  $6,  the  nominal  charge  for  the  two  volumes. 


Unorganized  Territories  of  Ontario  are 
Demanding  Better  Highways 

NO  better  indication  of  the  interest  being  dis- 
played in  the  movement  for  better  highways 
is  afforded  than  in  the  Conference  of  the  In- 
spectors of  Colonization  Roads,  which  was 
held  in  Toronto  a  few  weeks  ago.  The  representatives 
at  this  convention  come  from  the  great  north  country 
of  Ontario,  where  we,  in  the  more  populous  centres, 
are  inclined  to  believe  that  roads  are  next  to  unknown. 
However,  one  had  only  to  witness  the  interest  and 
enthusiasm  exhibited  by  the  delegates  and  to  follow 
the  discussion  and  debate  which  ensued  during  the 
two-day  meeting  to  have  proof  positive  of  the  im- 
petus that  the  good  roads  movement  is  acquiring  and 
the  important  place  it  occupies  in  the  public  mind. 

The  Department  of  Public  Highways  of  Ontario 
does  not  exercise  jurisdiction  over  roads  in  the  new 
Northland.  These  come  within  the  scope  of  the  Col- 
onization Roads  Branch,  which  is  under  the  direction 
of  the  Department  of  Lands  and  Forests.  A  great 
deal  of  good  work  has  been  accomplished  by  this 
Branch  in  the  sixty  years  of  its  existence,  but  the 
convention  referred  to  was  the  first  gathering  of  its 
representatives  ever  held.  The  object  of  the  conven- 
tion was  the  co-operation  of  the  inspectors  with  the 
staff  of  the  Department  for  their  enlightenment  and 
education  and  for  the  exchange  of  ideas,  opinions  and 
experiences  on  the  practical  methods  of  building  col- 
onization roads. 

We  are  inclined  to  forget  the  important  work  that 
is  required  of  the  Colonization  Roads  Branch.  The 
chief  object  of  that  department  of  the  government  ser- 
vice is  to  aid  communities  in  the  sparsely  settled 
areas  and  unorganized  territories  of  Ontario  to  build 
their  roads  and  bridges.  This  is  done  by  direct  grant 
and  by  by-laws  passed  by  the  municipalities.  While 
the  Department  of  Lands  &  Forests,  through  the 
Colonization  Branch,  has  assisted  townships  and  other 
territories  in  the  northern  part  of  the  province,  it  has 
also  undertaken  the  work  of  building  trunk  roads 
in  Northern  Ontario.  This  particular  part  of  the  work 
is  now  under  the  jurisdiction  of  the  Northern  Deve- 
lopment Branch,  which  was  created  in  1912  to  take 
charge  of  the  construction  of  main  roads  in  that  dis- 
trict. Already  several  hundreds  of  miles  of  first-class 
highways  have  been  constructed  and  many  permanent 
bridges  have  been  erected. 

This  part  of  the  road  administration  of  the  Pro- 
vince of  Ontario  has  a  vast  responsibility  on  its  shoul- 
ders.  Northern  Ontario  has  too  long  been  regarded 


as  an  inaccessible  wilderness,  but  these  colonization 
roads  are  proving  essential  factors  in  its  development. 
W  hile  very  substantial  efforts  have  already  been 
made,  there  is.  much  yet  to  do,  and  as  a  means  of 
better  accomplishing  the  purpose  of  the  Colonization 
Roads  Branch,  this  first  conference  of  inspectors  will 
undoubtedly  be  of  great  moment. 


A  Suggestion  for  Manufacturers  Supplying 
Western  Canada  Markets 


A FIRM  of  contractors,  operating  in  Western 
Canada,  offer  a  timely  suggestion  with  re- 
gard to  the  quotation  of  prices  in  catalogues 
and   other  literature,   which  manufacturers 
and  wholesalers  may  think  worthy  of  consideration. 
We  quote  from  a  letter  just  received: 

"We  would  like  to  suggest  to  the  Eastern  ad- 
vertisers in  your  valuable  paper  that  they  would 
be  more  likely  to  obtain  business  from  the  West 
if  they  would  only  send  out  prices  with  their  liter- 
ature. When  a  contractor  needs  either  equipment 
or  supplies,  he  generally  needs  them  quick — and 
there  is  not  time  for  him  to  write  East  and  wait 
for  replies,  so  the  local  man  gets  the  order." 


Building  Regulation  on  Zoning  Method 
Favored  for  Montreal 


THE  Montreal  Builders'  Exchange  favor  the  con- 
struction of  higher  buildings  in  the  city,  sub- 
ject to  regulation  under  the  "zoning"  system 
prevailing  in  many  large  cities.    Following  is 
the  text  of  a  resolution  passed  by  the  board  of  direct- 
ors : 

Whereas,  the  board  of  directors  of  the  association 
believe  that  it  is  urgent  that  the  whole  situation  with 
respect  to  the  location  of  the  various  classes  of  build- 
ins,  such  as  manufacturing,  residential,  office  build- 
ings, and  also  the  height  of  buildings  in  Montreal, 
should  be  carefully  studied,  and  whereas  the  board  of 
directors  consider  that  the  entire  city  of  Montreal 
and  surrounding  district  should  be  divided  into  def- 
inite "zones"  similar  to  other  large  cities,  it  is  re- 
solved that  the  board  of  directors  urge  the  Adminis- 
trative Commission  of  the  city  of  Montreal  to  appoint 
a  committee  to  study  the  whole  question  of  "zoning" 
and  also  the  question  of  the  height  of  buildings  in  the 
respective  "zones,"  and  present  a  report,  including 
"zoning  maps,"  etc.  to  illustrate  same ;  and  that  the 
board  of  directors  of  this  association  go  on  record 
as  favoring  a  substantial  increase  in  the  height  of 
buildings,  providing  such  biddings  are  properly  re- 
stricted by  regulations  similar  to  those  at  present  in 
force  in  New  York  city,  and  also,  providing  that  tall 
buildings  are  restricted  to  definite  "zones"  in  the  city 
and  not  permitted  to  be  built  where,  they  would  affect 
residential  and  other  similar  properties. 


New  Sales  Office 

The  Asbestos  Mfg.  Co..  1  .united,  manufacturers  of 
asbestos  shingles,  slates,  etc.,  Montreal,  have  opened 
a  sales  office  in  Toronto,  with  Mr.  Grant  Sclater  in 
charge. 
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Canada's  Engineers — Henri  Ortiz 


Mr.  Henri  Ortiz,  assistant  engineer  in  charge  of 
the  road  department,  Montreal,  has  recently  been  ap- 
pointed manager  and  engineer  of  the  town  of  Grand'- 
Mere.  Under  an  agreement  entered  into  between  the 
Laurentide  Company,  Limited,  and  the  town  council 
of  Grand'Mere,  P.Q.,  the  company  agreed  to  spend 
for  the  welfare  of  the  town  the  sum  of  $50,000  per  an- 
num and  will  install  a  water  works  system  from  pla-is 
by  R.  S.  &  W.  S.  Lea,  Montreal.  It  was  also  agreed 
that  a  town  manager  be  appointed  by  the  company 
and  town  council,  his  salary  being  paid  by  the  company. 

Mr.  Ortiz  received  his  technical  training  at  he 
''Ecole  Polytechnique  de  Montreal,"  where  he  gradu- 
ated with  honors  in  1907  in  the  civil  engineering 
course.  After  graduation  he  entered  the  service  of 
the  Federal  Government  as  assistant  engineer  in 
charge  of  the  hydrographical  and  topographical  sur- 
vey of  Lake  of  Two  Mountains.  In  1909,  he  prepared, 
under  the  direction  of  Commander  I.  B.  Miles,  of  the 
Royal  Navy,  maritime  charts  of  the  St.  Lawrence 
River.  In  1911,  he  was  appointed  by  the  Department 
of  Public  Works  of  Canada,  assistant-district  engineer 
for  Quebec,  in  which  capacity  he  had  responsible 
charge  of  all  improvements  to  the  harbors  of  Quebec 
and  Levis,  works  comprising  the  deenening  of  the 
harbors,  the  construction  of  concrete  wharves,  etc.  the 
cost  of  this  amounting  to  over  $1,000,000.  In  1913,  he 
resigned  from  the  government  service  to  engage  in  pri- 
vate practice,  designing  and  superintending  the  con- 
struction of  the  Quebec  "Arena"  and  acting  also  as 
consulting  engineer  to  the  "Compagnie  Generale  d'- 
Entreprises  Publiques"  of  Levis. 

In  July,  1913,  he  was  appointed  chief  engineer  of 
the  Dominion  Dredging  Company  of  Ottawa,  and  had 
charge  of  all  construction  work  on  section  No.  1  of 
the  New  Welland  Ship  Canal.  This  contract  amount- 
ed to  $3,850,000  and  included  among  other  items,  the 
following:  360,000  cubic  yards  of  mass  concrete,  160,- 
000  cubic  yards  of  reinforced  concrete,  6,000  tons  of 
steel  reinforcement,  4,000,000  cubic  yards  of  excava- 
tion, 3  miles  of  trestles,  2  miles  of  double  track  rail- 


way, 2  bascule  bridges,  the  construction  of  the  harbor 
at  Port  Weller,  etc.  When  the  government  closed 
down  all  work  on  the  Welland  Canal  in  order  to  de- 
vote all  the  financial  resources  of  the  country  to  the 
prosecution  of  the  war,  Mr.  Ortiz  entered  the  service 
of  the  city  of  Montreal  and  occupied  successively  var- 


Mr.  Henri  Ortiz 

ious  important  positions  in  the  sewer  department,  the 
bureau  of  designs  and  surveys  and  the  road  depart- 
ment. While  in  the  employ  of  the  city  he  designed 
and  superintended  the  construction  of  many  munici- 
pal improvements. 


Meeting  of  the  Executive  Committee  of 
Association  of  Canadian  Building 
and  Construction  Industries 

THE  executive  committee  of  the  Association  of 
Canadian  Building  and  Construction  Industries 
met  at  Montreal  on  March  18th.    Among  other 
items  of  business  under  discussion  were  the 
completion  of  the  National  Council,  and  the  institu- 
tion of  a  campaign  for  new  members. 

Several  matters,  arising  from  the  reports  of  var- 
ious committees  of  the  recent  conference  in  Ottawa 
were  considered.  It  was  decided  to  place  the  report 
of  the  Committee  on  Business  Relations  on  the  table 
until  the  meeting  of  the  National  Council. 

In  reference  to  the  recommendation  of  the  Commit- 
tee  on  Standard  Practices,  it  was  decided  to  appoint 
four  representatives,  to  confer  with  two  to  be  ap- 
pointed by  the  Engineering  Institute  of  Canada,  and 
two  by  the  Royal  Architectural  Institute  of  Canada, 
with  a  view  to  working  out  uniform  standard  contract 
and  general  conditions,  and  other  standard  forms.  The 
following  were,  appointed  to  represent  this  associa- 
tion: H.  T.  Hazleton,  Winnipeg;  J.  B.  Carswell,  To- 
ronto; K.  D.  Church,  Montreal,  and  J.  K.  Thomas, 
Calgary. 

The  report  of  the  Committee  on  Labor  was  dis- 


cussed, and  it  was  decided  to  appoint  a  standing  com- 
mittee on  labor,  to  endeavor  to  carry  out  the  feconiT 
mendations  of  the  Conference  Committee,  and  meet 
with  the  representatives  of  organized  labor.  The 
committee  was:  J.  P.  Anglin,  chairman,  EG.  M.  Cape, 
Montreal:  C.  B.  Jackson,  R.  J.  Fuller,  Toronto;  G. 
A.  Crain,  H.  J.  Graham,  Ottawa;  E-  R.  Dennis,  Lon- 
don :  Roy  Secord,  Brantford  ;  J.  W.  Pigott,  Jr.,  Hamil- 
ton ;  E.  W.  Dakin,  Sherbrooke ;  Jos.  Gosselin,  )r., 
Levis;  Wm.  Wilson,  Regina  ;  and  one  to  be  appoint- 
ed from  Winnipeg  and  one  from  Calgary. 

The  executive  felt  that  in  add;tion  to  the  work- 
outlined  by  the  Conference  Committee  report,  this 
Standing  Labor  Committee  should  endeavor  to  en- 
courage the  idea  of  the  organization  of  a  Canadian 
executive  of  Organized  Labor  in  the  Construction  In- 
dustries of  Canada,  and  the  formation  of  an  Industrial 
OouncH  for  Canada  to  deal  with  Canadian-wide  labor 
questions  in  the  building  trades.  This  information  has 
been  communicated  to  the  Trades  and  Labor  Con- 
gress of  Canada  and  to  the  Minister  of  Labor.. 

The  invitation  received  from  the  Winnipeg  Board 
of  Trade  for  the  Association  to  hold  its  next  confer- 
ence in  that  city  w»$  favorably  regarded,  and  refer- 
red to  the  National  Council  for  further  action. 

The  president,  Mr.  J.  P.  Anglin,  was  elected  offic- 
ial representative  to  the  Convention  of  the  National 
Federation  of  Construction  Industries,  in  Chicago. 
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Nova  Scotia  Makes  Plans  to  Secure  9000  Miles 
of  Good  Roads  in  Five  Years 

Provincial  Highways  Board  Proposes  Expenditure  of  Eleven  Million  Dollars  on 
an  Extensive  "Forward  Movement" — Abandonment  of  Haphazard  Maintenance 


ELEVEN  million  dollars  to  be  spent  in  the  next 
five  years  on  road  improvements  in  Nova  Sco- 
tia is  a  feature  of  the  very  ambitious  program 
recommended  by  the  Provincial  Highways 
Board.  This  sum  will  be  further  augmented  by  fed- 
eral aid,  provided  under  the  Canada  Highways  Act. 
This  year's  apportionment  of  the  sum  is  over  $2,500,- 
000.  In  brief,  the  scheme  which  is  very  progressive, 
provides  for  the  improvement  of  9,000  miles  of  high- 
way, on  a  plan  that  will  largely  solve  the  road 
question  as  far  as  Nova  Scotia  is  concerned.  In 
keeping  with  the  progressive  plan  of  construc- 
tion, the  Provincial  Highways  Board  has  inti- 
mated that  a  more  advanced  scheme  of  mainten- 
ance must  be  adopted  and  the  old  lackadaisical  meth- 
ods abandoned.  .  The  essential  features  of  the  pro- 
posed policy  are  described  in  this  article,  which  is 
based  on  the  report  made  by  the  Provincial  High- 
ways Board,  consisting  of  Messrs.  W.  G.  Clarke,  W. 
Crowe,  Thos.  Cantley,  Percy  C.  Black  and  James  K. 
Kelleher. 

The  amount  which  will  accrue  to  Nova  Scotia  un- 
der The  Canada  Highways  Act  is  about  $300,000  for 
each  year  of  the  five  year  period,  or  to  be  accurate 
$293,744.00,  and  to  secure  this  aid  the  Province  must 
spend  on  approved  projects  $450,000  for  each  year  in 
the  same  period,  or  to  be  exact  $440,616.  In  other 
words,  if  a  five  year  programme  is  adopted  there  will 
be  available  about  $1,500,000  of  federal  money,  to 
secure  which  must  be  added  $2,250,000  of  Provincial 
money,  or  in  all  there  will  then  be  available  $3,750,- 
000  for  the  construction,  reconstruction  and  improve- 
ment of  carefully  selected  portions  of  the  roads  in 
Nova  Scotia. 

Assuming  that  the  Province  will  take  advantage  of 
the  Federal  Act,  and  will  provide  its  share  of  the 
funds  required,  the  Board  has  some  "projects"  ready 
to  put  forward,  and  surveys  are  in  progress  for  others. 

The  character  of  the  road  has  been  discussed  with 
the  Commissioners  who  will  administer  the  Federal 
Act,  and  they  agree  that  a  road  of  proper  width,  well 
drained,  and  surfaced  with  good  wearing  material, 
would  be  of  a  standard  to  secure  federal  aid.  The 
Board's  engineer  advises  that  the  average  cost  of 
such  a  road  in  this  Province  will  not  be  less  than 
$4,000  per  mile ;  whether  contractors  will  build  for 
that  figure  remains  to  be  seen.  In  the  light  of  the 
Board's  experience  of  rising  cost  of  labor  material, 
the  figure  is  not  excessive.  Many  miles  of  such  road, 
particularly  on  the  southern  shores  of  the  Province 
will  cost  very  considerably  over  $7,000  per  mile. 

The  federal  aid  money  should,  in  the  opinion  of 
the  Board,  be  devoted  toward  helping  to  provide  a 
system  of  main  or  provincial  roads,  say  about  1,200 
miles  in  extent,  and  at  the  figure  stated  would  in  the 
five  year  period  overtake  and  reconstruct  900  miles 
of  these. 

In  the  first  years  of  the  five  year  period  the  first 
rate  of  progress  will  be  slow,  it  being  advisable  to 


undertake  the  reconstruction  of  the  worst  parts  of  the 
system;  these  will  be  of  course  the  most  expensive 
portions,  and  in  these  years  cost  of  the  reconstruction; 
will  be  above  the  average  price  stated  above. 

Clamoring  for  Good  Roads 

The  federal  aid  programme  will  do  much  toward 
satisfying  the  growing  needs  of  the  province  for  bet-! 
ter  roads,  but  the  rate  of  progress  is  too  slow.  Thei 
towns  and  cities  are  insisting  that  their  highway  tax-| 
es  shall  be  expended  on  the  thoroughfares  leading  in-; 
to  them ;  the  motor  owners  are  clamorous  for  better 
roads  everywhere,  and  are  claiming  that  they  are 
paying  in  license  fees  sufficient  moneys  to  warrant 
better  roads,  and  the  farmers  all  over  the  province, 
whether  living  on  primary  or  secondary  highways, 
demand  with  justice  that  they  are  entitled  to  consid- 
eration. In  the  judgment  of  the  Board,  the  time  has 
come  for  the  province  to  deal  with  the  road  prob- 
lem in  a  large  and  generous  way. 

The  first  consideration,  if  an  extensive  forward 
policy  is  to  be  entered  upon,  is  the  re-organizing  and 
strengthening  of  our  force  in  the  field,  and  as  a  corol- 
lary to  that,  certain  increases  to  the  head  office  staff 
will  be  necessary.  The  services  of  competent  Ogin- 
eering  talent  must  be  freely  drawn  upon  if  we  are 
to  build  roads  to  comply  with  federal  standards,  and 
these  services  will  be  available  if  it  is  decided  to  car- 
ry the  improvement  of  our  highways  beyond  the  point 
contemplated  by  the  federal  act. 

Province  Divided  Into  Ten  Areas 

The  division  of  the  province  into  ten  residencies 
or  areas  is  suggested,  each  to  be  in  charge  of  a  resi- 
dent engineer  reporting  direct  to  the  chief  engineer 
or  his  deputy,  the  present  office  of  district  engineer 
to  be  abolished.  In  each  of  these  residencies  or  areas 
a  sufficient  number  of  superintendents  to  be  appoin:- 
ed  so  as  to  make  it  possible  for  them  to  instruct  the 
foremen  carefully  as  to  the  work  to  be  done,  and  pos- 
sible also  that  they  shall  return  frequently  to  the 
work  as  it  p-ogresses  and  see  that  it  is  being  carried 
on  properly. 

Carrying  this  method  of  organization  still  further 
down,  an  ultimate  area  is  contemplated  of  from  40 
to  60  miles  of  road  to  be  in  charge  of  a  working  fore- 
man or  overman,  so  that  during  the  whole  of  the  year 
there  shall  always  be  some  one  definitely  charged 
with  the  care  and  oversight  of  every  mile  of  high- 
way in  the  province. 

The  Board  recommends  that  the  present  assistant 
chief  engineer,  with  an  assistant  if  necessary  should 
give  his  undivided  time  and  attention  to  the  care  and 
oversight  of  all  the  bridges  in  the  province,  large  and 
small.  All  these,  including  culverts,  should  at  once 
be  thoroughly  inspected  both  as  to  foundations  and 
superstructures,  and  listed  ;  and  this  inspection  should 
be  kept  up  consistently  from  year  to  year  so  that  the 
Board  may  know  at  any  time  the  exact  condition  of 
any  given  bridge,  and  the  annual  amount  required  to 
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keep  all  in  order  from  year  to  year.  The  traffic  ovjr 
these  bridges  is  increasing  and  the  Board  regards  a 
bridge  department,  under  the  chief  engineer,  as  a  mat- 
ter of  some  urgency. 

The  second  consideration  regarding  a  forward  pol- 
icy is  the  scope  and  extent  of  it,  and  this  we  propose 
to  discuss  in  the  light  of  the  Board's  two  years'  ex- 
perience. 

A  Provincial  Scheme 

In  the  opinion  of  the  Board  the  province  will  not 
be  satisfied  with  the  900  miles  of  reconstructed  and 
improved  roads  which  the  federal  aid  plan  will  provide 
within  five  years,  and  we  recommend  the  borrowing 
of  money  to  supplement  it.  This  we  shall  call  the 
rj*ovmcial  programme. 

Material  to  a  consideration  of  this  provincial  pro- 
gramme is  the  iniloage  and  classification  of  our  roads. 
Short  of  an  accurate  survey,  which  will  take  time,  we 
have  been  forced  to  act  Upon  such  information  as  we 
could  secure  from  detached  surveys,  Teporrs  of  super- 
intendents, etc.,  and  are  inclined  to  the  belief  th.it 
the  mileage  of  the  provincial  roads  does  not  exceed 
15,263.  This  figure  is,  of  course,  subject  to  correction 
as  more  accurate  information  becomes  available. 

For  present  purposes,  though  this  classification  is 
not  unalterable,  the  roads  have  been  divided  into  two 
classes : 

Class  L  includes  that  mileage  of  roads  heretofore 
generally  known  as  trunk  roads,  or  those  roads  con- 
necting counties,  and  also  all  the  county  roads  of 
chiefest  importance,  the  total  mileage  of  which  will  be 
about  4,000.  Class  II.  will  include  the  rest  of  the  roads, 
11,263  miles. 

It  is  not  intended  that  this  classification  shall  re- 
main fixed  or  unalterable,  but  that  there  shall  be  some 
elasticity  about  it — thus,  if  any  road  under  Class  If. 
develops  a  traffic,  it  may  be  placed  in  Class  I.,  the 
factor  being  the  traffic  the  given  road  is  called  upon 
to  bear. 

Sixty  Miles  of  Trunk  Roads  Per  Year 

The  Board's  recommendation  as  to  Class  I  roads  is 
that  in  addition  to  reconstructing  and  completing  to 
federal  standard  an  average  of  180  miles  yearly,  we 
should,  under  the  provincial  programme  reconstruct 
and  improve  a  further  60  miles  annually  of  the  pro- 
vincial trunk  roads  for  five  years. 

There  would  then  be  left  2,800  miles  of;  Class  I 
roads  requiring  treatment.  The  recommendation  .  is 
that  560  miles  of  these  be  taken  in  hand  each  year 
for  five  years  at  an  average  cost  of  say  $1,500  per 
mile,  which  amount  should  bring  these  roads  to  the 
point  of  surfacing  with  gravel  or  other  suitable  ma- 
terial.'       i  xju  An  pn-^jpn"!  <ij  -wib  v;dm  >rri  ruunhq  j; 

Regarding  the  roads  of  Class  II,  it  is  recommend- 
ed that  preliminary  work  to  the  extent  of  $500  per 
mile  be  undertaken  on  1,000  miles  of  these  roads  an- 
nually for  the  next  five  years. 

The  standard  in  view  for  Class  I  roads  is  a  well 
drained,  well  shaped,  well  gravelled  road,  and  that 
for  Class  II  a  similarlv  constructed '  earth  road,  tin- 
less,  of  course,  where  natural  conditions  favor  a  bet- 
ter surface.  The  combined  results  of  the  federal  and 
provincial  policy  suggested  would  give  the  following 
results : 

One  hundred  and  eighty  miles  of  roads  of 
Class  I  built  to  federal  standard,  or  in 
five  years   900  miles 

Sixty  miles  of  roads  of  Class  I  built  to  Fed- 
eral standard,  or  in  five  years    300  " 


Five  hundred  and  sixty  miles  of  roads  of 
Class  1  readv  for  surfacing,  or  in  five 
years  v  2800 

One  thousand  miles  of  roads  of  Class  II  re- 
constructed, or  in  five  years  5000 


Total  improved  roads  9000  " 

With  the  completion  of  such  a  five  year  pro- 
gramme the  road  question  in  its  most  pressing  phases 
would  be  solved,  as  it  is  fair  to  assume  that  with  so 
great  a  mileage  of  improved  highways  the  tax  payer 
would  realize  the  benefit  of  good  roads,  would  cheer- 
fully provide  the  amounts  required  to  complete  the 
remaining  mileage  and  maintain  all  in  good  condi- 
tion, and  besides  the  growth  of  the  province  in  popu- 
lation and  wealth  would  make  the  provision  of  funds 
not  so  insistent  as  at  this  time. 

The  Financial  Aspect  of  the  Policy 

It  is,  of  course,  economically  unsound  to  borrow 
money  to  maintain  the  roads,  and  these  recommen- 
dations do  not  suggest  that  course;  but  the  state  of 
by  far  tbe  largest  part  of  the  mileage  of  the  roads  is 
such  that  a  great  deal  of  work  preliminary  to  their 
finished  condition  has  necessarily  to  be  done,  and 
which  once  done  need  not  be  repeated.  Thus,  expendi- 
ture, for  permanent  drainage,  removal  of  boulders  and 
that  much  of  reconstruction  involved  in  properly 
widening  and  shaping  the  road  and  preparing  it  for 
an  ultimate  hard  wearing  surface  are  for  a  class  of 
work  which  warrants  the  borrowing  of  money  on  a 
bond  issue  maturing  in  not  more  than  twenty  years, 
always  provided  adequate  provision  is  made  for  sub- 
sequent annual  maintenance. 

In  connection  with  both  the  federal  and  what  has 
Ix  i  n  called  the  provincial  programme,  it  will  be  neces- 
sary to  procure  labor-saving  machinery,  such  as  mot- 
or trucks,  etc.,  and  we  recommend  that  substantial 
amounts  be  borrowed  for  this  purpose. 

Herewith  is  summarized  the  amounts  which 
should  be  placed  at  the  disposal  of  the  Board  over  a 
five  year  period,  for  the  purposes  suggested.  The 
amounts  named  below  do  not  include  the  amount  to 
be  received  from  the  federal  government : 

Proportion    Total  to  be 
required      borrowed  in 
in  1920         five  years 

For  expenditure  necessary  to  secure 
federal  aid  for  five  years,  which 
will  provide  for  the  reconstruction 
of  180  miles  per  year  or  900  miles 

over  the  five  year  period   $  4.10,000       $.  2.250,000 

Amount  necessary  to  reconstruct 
00  miles  each  year  of  Class  I 
roads  to  federal  standard,  at  $4,000 

per  mile,  or  300  miles  in  five  years     240,000  1,, 200, 000 

Amount  necessary  to  reconstruct 
560  miles  each  year  of  Class  I 
roads,  at  $1,500  per  mile,  or  2,800 

miles  in  five  years    840,000  4,200,000 

Amount  necessary  to  reconstruct 
1000  miles  each  year  of  Class  II 


roads    at    $500   per    mile,    or/  5000 


)00.000 


2,500,000 


miles  in  five  years 
Amount  necessary  to  provide  ma- 
chinery for  construction  purposes 
as  ,  needed,  the  plant  to  be  let  on 
hire  to  contractors  if  necessary  .  . .  500,000 
Amount  necessary  to  be  borrowed 
each  year  for  five  years  to  pro- 
vide machinery    for  maintenance 

and   patrol  purposes    75,000  :s75.000 


"iOO.OOO 


$2,605,000  $11,025,000 

Attention  is  now  directed  to  the  question  of  main- 
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taming  the  roads  in  their  present  condition  while  the 
reconstruction  programme  just  outlined  is  being  car- 
ried on.  The  Board  cannot  maintain  the  roads  in 
their  present  state  unless  more  money  is  provided. 
As  rapidly  as  roads  are  reconstructed  or  improved 
definite  sums  of  money  must  he  provided  for  their 
upkeep.  Indeed,  as  regards  the  federal  aid  roads,  the 
province  must  agree  to  maintain  them  and  provide 
all  necessary  renewals  and  repairs  "so  as  to  preserve 
the  standard  of  construction  of  the  completed  high- 


The  necessity  of  property  maintaining  any  roads 
reconstructed  from  other  funds  is  just  as  ohvious. 
There  are  many  sections  of  main  roads  reconstructed 
during  the  last  two  seasons  upon  which  patrols, 
equipped  with  light  motor  trucks  and  other  usual  re- 
pair machinery,  must  he  established,  and  the  Hoard 
intends  providing  such  a  patrol  system  the  coining 
season.  The  old  system  of  having  the  "road  work" 
done  when  convenient  in  the  spring  and  then  leaving 
the  road  alone  till  next  year  must  now  he  definitely 
abandoned. 


Advantages  of  Rolling  Bascule  Bridges 

Maximum  Clearance  of  Waterway  Obtained  by  Span  Rolling  Back 
on  Solid  Foundation — Nearly  300  of  this  Type  Now  in  Operation 

  By  Walter  P.  Cliapmm  


TrIE  Rolling  Lift  Bridge,  examples  of  which  are 
illustrated  and  described  in  this  article,  was 
invented  and  patented  by  the  late  W  in.  Schcr- 
zer,  of  Chicago,  about  1893.  Since  that  dale 
improved  features  of  construction  and  operation  have 
been  embodied  tending  to  obtain  greater  efficiency. 
At  this  date  there  are  between  250  and  300  rolling  lift 
bascule  bridges  in  successful  operation  in  various  parts 
of  the  world. 

The  cuts  are  illustrative  of  some  of  the  many  dif- 
ferent designs  in  operation,  all  of  the  Scherzer  type, 
having  the  fundamental  principle  of  rolling  back  on 
a  solid  foundation  giving  a  maximum  clearance  of 
water  way  not  possible  by  any  piher  type  of  bascule. 
From  these  it  is  readily  seen  that  the  design  is  adapt- 
able to  every  opening  required  by  the  navigation  in- 
terests. 

Structural  Features  of  the  Rolling  Bridge 

A  fuller  description  of  the  various  features  of  the 
rolling  lift  are  given  below. 

It  is  a  simple,  one  piece,  rigid,  completely  riveted 
structure.  It  requires  no  heavy  pins,  trunnions,  core 
castings  or  bronze  bushings.  The  modern  rolling 
bearing  is  reduced  to  simplest  elements  ensuring  en- 
durance with  high  efficiency.  The  design  of  the  seg- 
mental girders  is  to  mesh  on  to  the  teeth  of  track- 
plates.  This  prevents  any  possibility  of  wavering  or 
lateral  action  of  the  moving  leaf  during  operation. 

On  account  of  the  perfect  adjustable  balance  that 
can  be  obtained  with  this  structure,  only  a  very  small 
amount  of  power  is  required  to  operate  it. 

The  machinery  required  is  of  the  ordinary  univer- 


sal kind  as  might  be  furnished  by  a  small  shop.  The 
weight  of  machinery  is  exceedingly  low.  With  nor- 
mal conditions  for  a  structure  of,  say,  100  ft.  mov- 
ing leaf,  it  would  run  closely  o  per  cent,  weight  of 
metal,  costing  closely  12  per  cent,  of  metal  in  bridge. 

While  settlement  in  foundation  of  a  bridge  of  this 
type  is  to  be  guarded  against  as  much  as  possible,  a 
slight  settlement  would  not  prevent  operation.  Any 
defect  in  elevation  of  i i s  rolling  base  is  easily  over- 
come by  raising  alternately  the  front  and  back  un- 
loaded ends  of  rolling  span  one  inch  or  more  as  de- 
sired. By  this  method  it  would  be  possible  to  raise 
the  grade  of  a  railway  or  highway  three  or  four  feet 
after  the  structure  is  built,  at  a  trifling  cost. 

W  ith  a  minimum  weight  of  inexpensive  machinery, 
the  cost  of  shop  and  erection  work  will  be  less.  It 
will  surely  follow  that  the  unit  cost  of  all  metal  used 
in  the  structure  will  be  lower. 

Tbe  counter  weight  is  firmly  and  rigidly  attached 
to  the  trusses  or  girders — an  excellent  feature. 

Economical  Material 

The  rolling  lift  provides  the  maximum  lever  arm, 
and  therefore  permits  use  of  more  economical  material 
for  counter  weight.  It  follows  that  less  metal  is  re- 
quired in  excess  of  weight  of  span. 

The  perfectly  horizontal  movement  of  the  operat- 
ing shaft  and  gear,  while  moving  with  the  segmental 
girders,  is  a  modern  feature  of  much  interest  and  can- 
not be  equalled  for  simplicity  and  efficiency. 

After  25  years  of  successful  operation  of  these 
bridges  there  is  absolutely  no  record  of  any  failure  of 
a  primary  member  due  to  frequency  of  operation.  Re- 


A  view  of  a  double  lraf  rolling  lift  bridge  with  a  test  load  of  locomotives  and  cars.     This  bridge  is  on  the  Indo-Ceylon  viaduct 
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cords  show  that  bridges  of  this  type  have  been  oper- 
ated over  three  million  times  with  only  cost  of  ordin- 
ary repairs,  and  that  the  average  cost  of  operating  and 
maintenance  is  lower  than  for  any  other  type  of  bas- 
cule bridge. 

Superfluous  intricate  movements  are  not  common 
to  this  design.  All  parts  are  easily  accessible  for  re- 
newal or  repairs,  as  in  the  ordinary  fixed  structures. 
In  the  matter  of  artistic  appearance  embodying  all  the 
features  of  efficiency,  it  is  unexcelled. 

It  may  be  of  interest  to  briefly  compare  this  bas- 
cule with  the  swing  bridge.  The  bascule  operates 
more  rapidly,  with  less  power.  Ii  will  give  a  clear 
opening  for  navigation,  without  narrowing  the  chan- 
nel by  an  obstructing  centre  pier,  as  for  a  swing  bridge 
The  costly  feature  of  a  large  swing  bridge  is  the  ma- 
chinery item. 

The  writer  has  record  of  a  modern  double  track 
swing  bridge  where  the  weight  of  machinery  figures 
closely  15  per  cent,  total  weight  of  metal,  at  a  cost 
of  30  per  cent,  of  the  whole.  It  is  not  necessary  to 
point  out  the  increased  cost  as  compared  to  a  bascule 
with  respective  percentages  of  6  per  cent,  and  12  per 
cent. 

Reduces  Number  of  Elements 

With  the  bascule  bridge,  costly  shafts  and  ma- 
chinery for  raising  rails  at  ends  of  bridge,  the  heavy 


A  rolling  lift  bridge  across  the  Rideau  Canal  on  the  Canadian  National 

Railway 

wedges  and  castings  at  both  ends  and  centre  of  bridge 
are  eliminated  and  the  actual  operating  machinery  is 
reduced  to  a  minimum.  The  simple  operation  of  lock- 
ing or  unlocking  the  bascule  is  performed  by  the  op- 


erator in  the  cabin.  For  the  operation  of  a  bascule 
one  man  only  is  required. 

For  a  large  swing  bridge,  on  account  of  the  more 
difficult  and  intricate  operation,  it  is  quite  advisable 
in  most  cases  to  have  two  operators  in  constant  it- 
tendance. 

The  bascule  bridge  in  its  open  position  acts  as  a 


A  3-gang  six  track  rolling  lift  bridge  on  the  New  York,  New  Haven  and 
Hartford  Railroad  near  Boston 

barrier  for  one  approach,  closing  the  railway  or  high- 
way upon  it,  thus  absolutely  preventing  any  serious 
accidents  common  to  swing  bridges. 

Another  feature  of  the  bascule  is  that  duplicate 
bridges  can  be  erected  and  operated  side  by  side,  pro- 
viding double  or  tr'ple  accommodation  the  increasing 
traffic  might  demand  on  a  right  of  way  or  street  of 
the  ordinary  width. 

The  advantages  of  bascule  bridges  are  recognized 
and  becoming  more  apparent  with  the  use  of  large 
vessels  now  being  built  and  contemplated  for  'future 
inland  navigation'.  Inland  navigation  of  rivers,  canals 
and  other  channels  generally  means  restricted  water- 
way and  slow  speeds  for  vessels.  Where  such  chan- 
nels are  obstruct' d  by  a  bridge,  whether  it  be  a  struc- 
ture carrying  railway,  highway  or  other  traffic,  it  in- 
variably means  further  narrowing  of  the  waterway, 
and  slcw'T  nvvemmt  of  vessels  using  the  channel.  In 
'hece  dtv-'.  of  lar^e  vessels  of  deep  draft  it  will  read- 
ily be  seen  that  it  is  greatly  to  the  advantage  of  na- 
vigation interests  that  the  main  channels  of  inland  wa- 
terways shall  be  as  little  obstructed  as  possible. 

Objections  of  Swing  Bridge 

In  the  past  it  has  been  possible  to  meet  the  de- 
mands of  navigation  by  the  use  of  a  swing  bridge, 
giving  one  clear  channel  varying  in  width  up  to  120 
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feci.  This  width  is  not  now  deemed  sufficient  for  large 
Vessels,  where  the  approaching  channels  may  .be  200 
ft.  or  more  in  width.  The  centre  pier  of  a  swing 
pridge  giving  120  ft.  channel  does  so  obstruct  as  to 
bring  decided  objection  from  owners  and  operators 
large  vessels,  as  tending  to  reduce  the  speed  of  their 
vessels  and  involving  risks  of  striking  the  bridge  dur- 
Big  a  gale  or  rough  weather.  It  is  now  conceded  that 
{he  unobstructed  channel  is  most  desirable,  e-vefi  at 
omc  additional  cost,  and  the  large  navigation  int«i 
ests  demand  as  a  minimum  200  ft.  clear  channel. 

To  provide  this  by  a  railway  swing  bridge  would" 
require  a  costly  structure  about  450  ft.  in  length,  the 


bodying' features  of  simplicity,  strength"  and  economy 
unsurpassed;  the  rolling  back  movement  taking  the 
structure  clear  of  the  channel  is  a  feature  of  excellence, 
tending  to  safety  for  both  the  vessel  and  structure 
The  many  structures  of  this  type  in  successful  oper 
ation  are  ample  proof  of  its  fitness  to  meet  all  re- 
(piiremejits  in  its  wide  field  of  usefulness  and  ensures 
the  success  it  deserves.  -  • 

In  outlining  the  various  feature-  contributing  to 
this  article  the  aim  has  been  to  appeal  also  to' the  pub 
lie  mind  and  the  business  community  npt  necessar 
ily  familiar  with  the  engineering  problems,  also  the 
locomotive  engineer  and  motorman  passing  o v er,  and 
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Above — Canadian  Pacific 
Railway  Rolling  Bridge  over 
the    McKellar    River  at 
Fort    William.  Ont. 

Below — Another  Rolling 
Bridge  over  the  Rainy  River, 
Canadian  Side 
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operating  of  which,  even  by  electricity,  would  be  likely 
to  cause  unnecessary  delays  to  both  railway  and  water 
traffic,  full  open  operation  being  necessary  for  both 
large  and  small  vessels. 

A  clear  opening  of  200  ft.  or  over  could  generally 
be  provided  by  a  bascule,  one  or  two  leaf,  bridge  at 
less  cost,  requiring  less  time  to  operate,  with  lower 
cost  for  operation  and  maintenance.  The  costly  items, 
machinery,  castings,  etc.,  would  not  usually  exceed  60 
per  cent,  of  the  same  parts  required  for  a  swing  bridge. 

Full  open  operation  of  a  bascule  bridge  is  required 
for  large  vessels  only.  Partial  operation  only  is  neces- 
sary for  a  large  percentage,  of  small  vessels,  so  effect- 
ing a  saving  in  power  and  time. 

Tbe  rolling  lift  bridge  is  a  design  of  merit,  em- 


the  captains  navigating  by  or  under  such  structures. 

In  these  days  of  long  distance!  travel  by  millions  in 
every  country,,  efforts  tending  to  greater  safety  are 
generally  appreciated.  If  this  article  contributes',;^ 
a  small  measure  to  that  end  it  will  have  served  a  good 
purpose. 


$2,400,000  Voted  for  Montreal  Aqueduct 

The  Montreal  City  Council  has  voted  $2,40(>,rVO 
towards  the  amount  needed  for  completing  the  aque- 
duct for  a  water  supply,  and  also  for  the  general  im- 
provement of  the  water  $UjppJjy  plant.  The  total  cost 
is  $4,500,000,  so  that  the  Administrative  Commission- 
ers will  require  iv  obtain  the  voting  of  a  further  sum. 
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Fixed  Cost  the  Proper  Basis  in  Construction 

Author  Claims  That  On  Fixed-Price  Contract,  Owner 
is  Fully  Protected  by  Plans  and  Specifications  and  Con- 
tractor Must  Carry  on  Work  Efficiently  to  Make  a  Profit 


MUCH  has  been  written  and  said  about  the  con- 
tractural  relationship  between  the  employer 
and  the  contractor  in  construction  work.  In 
other  words,  which  is  the  better  form  of  con- 
tract for  both  employer  and  contractor,  the  lump  sum 
or  unit  price  or  cost  plus  a  fee?  This  important  ques- 
tion  was  the  source  of  a  very  interesting  discussion  at 
the  recent  National  Conference  on  Construction  of 
the  Associated  General  Contractors  of  America.  The 
cost-plus-a-fee  type  of  contract  was  advocated  by  Mr. 
F.  A.  Wells,  vice-president  of  the  Wells  Bros.  Con- 
struction Co.,  whose  arguments  were  contained  in  an 
article  printed  on  page  196  of  the  "Contract  Record" 
of  March  3rd.  There  are  also  those  who  pin  their 
faith  to  the  fixed-cost  or  lump-sum  plan  as  is  evidenc- 
ed by  the  paper  which  we  print  herewith.  This  paper 
was  read  at  the  conference  by  James  O.  Heyworth,  en- 
gineer and  contractor,  of  Chicago.  It  is  Mr.  Hey- 
worth's  belief  that  on  such  a  contract  the  owner  is 
fully  protected  by  the  plans  and  specifications  and  the 
contra-.tor  must  carry  on  the  work  emciefffly  to  make 
a  profit.  He  <nlso  is  convinced  that  there  is  a  great- 
er degree  of  co-operation  of  labor  on  lump-sum  con- 
tracts.   His  arguments  in  detail  follow: 

It  seems  to  me  only  fair  to  the  cjuestion  and  the 
economics  of  either  theory  that  there  should  be  ex- 
cluded from  the  argument,  first,  emergency  work 
that  demands  immediate  action,  for  which  there  is  no 
time  to  prepare  sufficient  plans  and  specifications, 
and  second,  work  that  must  be  prosecuted  under  ex- 
traordinary and  abnormal  conditions,  such  as  war 
work  or  work  done  when  nation-wide  conditions  are 
such  that  prices  and  delivery  of  material  and  mer- 
chandise and  labor  cannot  be  reliably  contracted  for. 

Emergency  work  and  work  under  extraordinarv 
conditions,  however,  constitute  such  a  small  percent- 
age of  the  construction  work  done  in  a  nation's  his- 
tory, that  it  is  not  sound  reasoning  that  such  work 
should  influence  or  have  a  bearing  on  the  fundamen- 
tals and  principles  of  the  most  desirable  form  of  con- 
tract. Before  I  finish,  I  hope  to  show  that  this  ques- 
tion is  a  two-edged  tool  which  can  cut  both  ways. 
Any  Contract  Based  on  Confidence 
The  purpose  of  a  contract  between  the  two  par- 
ties can  be  clearly  and  definitely  set  up.  In  the  first 
place,  there  must  be  confidence  between  the  parties, 
no  matter  what  form  of  contract  is  made.  The  neces- 
sary steps  should  be  taken  beforehand  by  both  par- 
ties to  insure  this  confidence.  The  confidence  neces- 
sary to  both  parties  is,  in  a  business  way,  based  on, 
first  the  financial  ability  of  the  employer  and  the  ac- 
curacy of  his  plans  and  specifications;  second,  on  the 
past  work  and  experience  of  the  contractor  and  his 
financial  status,  to  which  should  be  added  the  per- 
sonality of  the  contractor  and  his  organization.  These 
factors  govern  the  confidence  necessary  to  any  form 
of  contract.  Last,  the  form  of  contract  should  be  such 
that  capital  can  determine  its  investment  in  order 
that  its  fixed  charges  may  be  established. 

The  employer  has  something  to  sell,  but  because 


of  the  fact  that  he  is  the  eventual  owner,  he  must 
exercise  the  right  to  select  his  buyer,  selling  to  that 
one  of  them  who  bids  the  lowest.  By  this  method, 
the  employer  can  fully  protect  himself  ast  to  material, 
workmanship  and  finance.  I  know  of  no  other  form 
of  contract  which  protects  the  employer  as  full  v. 

It  is  frequently  argued  that  the  employer  cannot 
spend  the  time  to  do  all  this.  As  a  matter  of  fact, 
employers  and  contractors  who  work  under  fixed- 
price  contracts  spend  much  less  time  and  money  in 
obtaining  and  carrying  on  work  than  do  those  who 
work  under  a  cost  plus  fee  contract.  It  must  also  be 
self-evident  that  the  prosecution  of  work  is  quicker 
and  cheaper  when  the  experience,  ability  and  judg- 
ment of  the  experienced  contractor  can  be  used  at  all 
times,  immediately  and  when  necessary,  than  when 
methods,  purchases  and  decisions  must  be  submitted 
to  others  for  approval. 

If  construction  is  to  be  done  according  to  plans 
and  specifications,  by  what  other  standard  than  cost 
can  be  measured  the  ability  of  the  contractor  or  the 
success  of  the  work  itself?  Any  balanced  business 
man  can  perform  any  construction  work  in  full  ac- 
cordance with  the  plans  and  specifications  if  the  cost 
and  time  of  completion  are  eliminated  from  the  con- 
tract. This  statement  is  proved  in  hundreds  of  cases 
all  over  the  country.  Tt  is  necessarily  so,  since  the 
same  construction  men  who  actually  do  the  work  mi 
fixed-price  contracts  can  be  employed 

Loyal  Organization  Developed  Gradually 

During  years  of  successful  work  and  the  solution 
of  problems,  there  springs  up  between  the  fixed-price 
contractor  and  the  men  in  his  organization,  including 
all  labor,  through  lean  and  good  years,  a  reliance  of 
one  upon  the  other — a  loyalty  to  each  other  and  a 
pride  in  the  success  of  their  organization  becaii-e 
their  success  can  be  measured.  If  the  work  has  cost 
more  than  they  get  for  it,  they  have  been  a  failure  ; 
if  it  has  cost  less  than  they  get  for  it,  they  have  been 
a  success. 

Necessity  compels  the  contractor  and  his  lieuten- 
ants to  select  and  watch  more  carefully  all  the  men  in 
the  organization  ;  where  cost  is  success  or  failure,  the 
men  themselves  soon  weed  out  the  slackers  and  poor 
workmen. 

Some  say  it  is  remarkable  how  much  interest  men, 
from  superintendent  to  laborer,  will  take  in  work  they 
are  trying  to  do  at  a  certain  cost.  It  is  not  remark- 
able, however,  when  one  realizes  that  in  the  heart  of 
the  majority  of  all  men  there  is  the  same  ambition  to 
succeed,  to  win,  but  there  must  be  a  positive  and  final 
way  of  measuring  this  success  so  that  they  will  know 
they  have  succeeded  and  absolutely  won'  The  con- 
tractor can  then  reward  this  success  because  he  has 
no  doubts  as  to  the  success.  LTnder  what  other  form 
of  contract  except  fixed-price  contracts  can  success 
be  measured,  because  the  success  must  be  satisfaction 
to  both  employer  and  contractor? 

There  is  another  significant  factor  which  comes 
up  in  cost-plus-fee  work  which  I  have  never  heard 
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brought  out,  but  Which  I  have  noticed  when  observ- 
ing work  going  on  under  each  of  the  two  forms  oj 
contract  herein  discussed. 

Engineers,  architects,  contractors  and  employers 
have  a  general  idea  of  about  what  a  cercain  piece  of 
work  is  going  to  cost.  When  the  contractor  takes  a 
cost-plus-fee  job,  he  urges  and  looks  to  his  superin- 
tendents, engineers  and  foremen  to  do  it  as  econom- 
ically as  possible  and  if  they  finish  up  too  much  in 
excess  of  original  ideas,  the  field  bosses  are  discharg- 
ed, but  the  field  bosses,  from  the  beginning,  have  to 
depend  on  the  skilled  and  unskilled  labor  on  the  job, 
and  this  labor,  from  the  beginning,  believes  that  the 
cost  of  the  work  does  not  directly  affect  their  con- 
tractor or  their  organization.  One  frequently  hears  on 
a  cost-plus-fee  job  from  the  laborer  himself,  this  re- 
mark— "That  means  profit  to  the  boss." 

Field  Bosses  Need  Labor's  Support 

This  attitude  of  labor  puts  the  field  bosses  in  an 
impossible  position  to  make  good,  which  sometimes 
leads  them  to  take  chances  on  material,  falsework, 
temporary  construction  or  specifications,  because 
failure  does  not  come  out  of  their  contractor's  pocket, 
whereas  on  fixed-price  work,  the  field  bosses  do  not 
dare  because  failure  does  come  out  of  their  contract- 
or's pocket.  This  argument  is  generally  made  in  fav- 
or of  cost-plus-fee  jobs;  if  it  were  true,  it  would  mean 
that  the  field  bosses  are  more  concerned  in  their  con- 
tractor's success  than  in  their  own  individual  SUCCgSS. 

In  other  words,  1  claim  the  held  bosses  will  be 
much  more  careful,  painstaking  and  sure-footed  on 
a  fixed-price  contract  than  on  a  cost-plus-fee  contract, 
and  much  more  able  to  deliver-  satisfactory  results 
because  they  have  the  spirit  and  interests  of  the  skilled 
and  unskilled  labor  on  the  job. 

Inasmuch  as  I  have  made  an  exception  to  what  I 
believe  is  the  better  form  of  contract,  it  is  reason- 
able that  I  suggest  a  form  of  Contract  to  cover  that 
exception,  namely,  emergency  work,  war  work  and 
work  under  abnormal  condition-'. 

As  I  have  endeavored  to  explain,  no  form  of  con 
tract  is  satisfactory  that  eliminates  from  the  heart  of 
the  men  who  actually  do  the  work,  the  incentive  of 
success,  or  that  takes  from  them  the  pride  and  satis- 
faction of  winning  out  by  a  standard  that  can  be 
measured.  You  will  note  that  I  have  confidence  in 
the  average  human  being  and  in  the  good  that  there 
is  in  the  average  human  being;  further,  in  the  Eng- 
lish, and  especially  in  the  American  workman,  there 
is  a  sportsmanship  which  must  not  be  overlooked  nor 
neglected.  Why  does  the  kid,  the  boy  and  the  man. 
work  his  shirt  wet  and  his  muscles  sore  in  the  game, 
the  hunt  or  the  contest,  except  to  win,  hit  the  target 
or  beat  out  the  other  fellow.  It's  the  same  spirit  that 
gets  into  a  bunch  of  men  who  are  beating  a  price. 
Their  satisfaction  is  in  having  won  and  in  being  re- 
warded in  some  way  by  the  boss. 

Suggested  Contract  for  Abnormal  Conditions 

I  would  suggest  a  contract,  to  cover  abnormal 
conditions,  to  be  drawn  in  general  along  the  follow- 
ing lines  : 

An  estimate  of  the  quantities  and  Various  items 
should  be  made  and  listed  with  a  unit  price  for  each. 
This  should  be  made  carefully  and  figured  as  close 
to  actual  cost  as  experience  and  price  of  materials 
and  labor  of  the  day  will  permit.  Items  should  be  ex- 
tended and  the  total  estimate  ascertained.  The  fee 
for  (hung  the  work  should  then  be  figured  at  froili 


twenty  to  twenty-five  per  cent,  of  the  total  estimate, 
as  listed,,  according  to  the  amount  of  plant  furnished 
by  the  contractor  and  scheduled,  less  ten  per  cent,  of 
the  actual  cost  of  the  work  refund  to  the  employer. 
There  should  be  a  leeway  of  ten  per  sent,  ih  the  quan- 
tities either  way  in  favor  of  the  em]  Idyer,  but  for  in- 
crease of  quantities  over  the  ten  per  cent,  leeway 
allowed,  the  contractor  should  receive  cost  plus  a  cer- 
tain per  cent.  Rental  of  plant  and  equipment  fur- 
nished by  the  contractor  should  be  a  cost  item.  To 
explain  more  fully,  take  the  following  example : 

Suppose  the  original  estimate,  as  listed,  of  five 
items  ran  as  follows: 

L5O,O0O  cubic  yards  excavation  in  earth  at  $1.00..  $150,008. 
■"><>,<)<)<)       "       "  "  "      rock  at    4.00..  200,000 

•")0.000        "        "         concrete  at    9.60..  480.000 

Superstructure  70,000 
Machinery  equipment,  etc.  100,000 

$1,000,000 

Twenty  per  cent,  of  $1,000,000  is  $200,000,  which  is 
the  fee  to  the  contractor.  Saying  that  the  actual  cost 
on  completion  ran  $1,400,000,  there  would  be  deduct- 
ed from  the  fee,  10  per  cent,  of  same,  or  $140,000,  leav- 
ing $60,000  to  the  contractor.  If  the  work  cost  $800,- 
000,  of  which  10  per  cent,  would  be  $80,000,  $80,000 
would  be  deducted  from  the  fee,  leaving  $120,000  to 
the  contractor. 


Important  Combination  of  Two  Large  Engin- 
eering and  Construction  Companies 

OF  general  interest  is  the  combination  recently 
announced  of  the  organizations  of  Westing- 
house,  Church,  Kerr  &  Co.,  Inc.,  engineers 
and  contractors,  New  York,  and  Dwight  P. 
Robinson  &  Co.,  Inc.,  constructing  and  consulting  en- 
gineers, of  New  York.    The  new  company  will  be 
called  Dwight. P.  Robinson  and  Company,  Inc. 

Mr.  Dwight  P.  Robinson,  president  of  the  new 
company,  was  for  many  years  president  of  the  Stone 
&  Webster  Engineering  Corporation,  and  formed  his 
own  company  in  1918.  He  has  had  a  wide  experience 
in  the  design  and  construction  of  industrial  plants, 
large  central  power  stations  and  hydro-electric  plants, 
and  his  company,  the  principals  of  which  left  Stone 
&  Webster  with  him,  has  specialized  in  work  of  this 
nature.  At  the  time  of  the  merger  the  Robinson 
Company  had  large  power  plants  under  construction 
for  the  Duquesne  Light  Co.  at  Pittsburgh,  the  Penn 
Public  Service  Co.  at  Johnstown,  Pa.,  and  others. 
Westinghouse,  Church,  Kerr  &  Co.,  Inc.,  established 
thirty-six  years  ago,  has  specialized  in  the  design  and 
construction  of  industrial  plants  of  all  kinds,  railroad 
shops  and  terminals,  and  industrial  power  plants. 

As  the  activities  of  the  two  companies  were  largelv 
supplemental — each  making  its  own  specialized  con- 
tribution to  the  new  company — it  is  believed  that  the 
new  organization  will  become  one  of  the  largest  and 
most  successful  in  the  construction  and  engineering 
business. 

The  reason  given  for  the  merger  is  that  the  West- 
inghouse Electric  &  Manufacturing  Co.  is  one  of  the 
largest  stockholders  of  Westinghouse,  Church,  Kerr 
&  Co.,  and  the  two  companies  have  been  closely  iden- 
tified for  many  years.  To  avoid  therefore  what  has 
seemed  a  handicap  in  procuring  business  by  the  lat- 
ter company,  on  account  of  the  belief  by  prospective 
clients  that  if  they  employed  it  as  their  construction 
engineer,  they  might  be  expected  to  purchase  Wesc- 
inghouse  Electric  equipment,  and  also  to  permit  the 
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WestinghQUse  Electric  &  Manufacturing  Co.  to  with- 
draw from  any  interest  in  the  engineering  and  con- 
struction business,  that  being  a  field  foreign  to  its 
normal  activities  and  its  interest  therein  not  being 
viewed  with  favor,  by  construction  engineers  com- 
peting with  Westinghouse,  Church,  Kerr  &  Co.,  it  was 


deemed  in  the  interest  of  both  companies  that  the 
above  association  should  be  terminated.  The  nego- 
tiations resulted  in  the  plan  of  merger  now  declared 
operative,  under  which  depositing  stockholders  will 
receive  for  their  present  holdings  either  cash  or  stock 
in  the  new  company. 


Contractor  Uses  Mail  to  Sell  Services 

Well-Prepared  Letter  Often  Obtains  the  Desired  Opening — 
The    "Quality,    Not    Price"    Idea   Can   Be  Emphasized 


SELLING  services  by  mail  is  a  scheme  that  can 
be  applied  to  the  contracting  business  as  is 
proved  by  the  success  with  which  many  firms 
carry  on  negotiations  in  that  way.  A  well  pre- 
pared letter  may  oftentimes  carry  a  greater  appeal  to 
a  man  who  wishes  to  huild  than  a  personal  solicita- 
tion and  the  effort  and  expense  is  a  great  deal  less. 
How  one  firm  has  obtained  excellent  results  by  cor- 
respondence is  recorded  in  the  February  Contractor's 
Atlas,  by  Mr.  Chas.  F.  Dingman,  of  the  Flynt  Build- 
ing and  Construction  Co.  We  quote  from  his  article 
as  follows : 

LTnder  present  day  conditions  the  construction  con- 
tract is  not  always  awarded  to  the  low  bidder.  Execu- 
tives having  charge  of  letting  contracts  have  come 
to  realize  that  there  are  more  important  factors  of  a 
contract  than  "price."  They  know  from  experience 
that  many  times  the  low  bidder  is  the  most  poorly 
equipped  for  the  work  and  the  resulting  construction 
proves  very  costly  because  of  the  inferior  workman- 
ship and  materials  which  are  ultimately  discovered. 
To-day,  the  contractor  is  selling  a  service,  and  if  he 
will  bear  this  fact  in  mind,  it  will  soon  be  found  that 
his  services  can  be  sold  on  the  basis  of  reliability  and 
speed  and  that  price  is  a  secondary  consideration. 

In  fact,  under  present  conditions,  it  is  not  at  all 
unusual  for  a  construction  company  to  absolutely  re- 
fuse- to  bid  upon  what  appears  to  be  an  attractive 
contract  and  which  covers  work  ardently  desired  by 
them.  Nor  is  it  very  unusual  for  one  company  to  get 
work  without  bidding,  even  though  competing  or- 
ganizations are  willing  to  bid  sharply  for  the  same 
work. 

The  truth  is  that  purchasers  of  the  services  of 
building  and  construction  organizations,  like  the  pub- 
lic in  general,  have  been  educated  to  the  point  where 
they  realize  that  a  low  price  may  often  result  in  get- 
ting less  return  for  their  money  than  a  higher  price. 

Because  this  is  the  truth,  builders  have  come  to 
realize  that  the  proper  way  to  sell  their  services  is  on 
the  basis  of  quality  and  service,  rather  than  on  the 
basis  of  price,  and  the  purpose  of  this  article  is  to 
show  how  the  mails  may  be  used  to  aid  in  selling  ser- 
vice. Aside  from  the  use  of  the  mails  as  a  means  of 
carrying  general  advertising  inserted  in  newspapers 
and  periodicals,  there  are  two  classes  of  direct  mail 
advertising,  either  or  both  of  which  may  be  made  to 
pay  handsomelv  when  properlv  and  diligentlv  work- 
ed. 

The  first  class  or  direct  mail  advertising  is  that 
directed  to  persons  whom  we  have  reason  to  believe 
are,  or  soon  will  be,  in  the  market  for  building  ser- 
vices and  the  second  class  is  that  addressed  to  com- 


paratively large  lists  of  persons  for  the  purpose  of 
building  up  a  reputation  that  will  produce  results 
later  on  as  well  as  for  discovering  possible  immediate 
prospective  clients.  The  present  article  will  discuss 
more  particularly  the  first  class. 

As  soon  as  the  construction  reports  announce  that 
a  person  is  about  to  build,  that  person  usually  finds 
himself  deluged  with  circulars  and  advertising  matter 
of  all  kinds  of  building  materials.  He  finds  that  all 
of  the  time  which  he  had  hoped  to  devote  to  other 
things  is  taken  up  in  interviewing,  or  refusing  inter- 
views to  building  contractors  who  want  to  put  in  a 
figure  or  building  salesmen  who  want  to  be  sure  that 
their  products  are  used'in  the  building.  Unless  you 
are  one  of  the  first  to  see  him,  you  find  that  he  has 
begun  to  be  so  temperamental  that  it  is  difficult  to 
conduct  a  pleasant  interview  with  him.  But — here  is 
the  point  at  which  you  can  make  the  mails  begin  to 
work  for  you,  don't  go  as  an  uninvited  caller,  but  write 
the  prospect  a  letter  or  letters  that  will  make  him 
want  to  see  you  and  this  is  not  so  impossible  as  it 
may  sound  if  you  will  only  disregard  the  old  cold  and 
formal  type  of  business  letter  and  get  right  down  to  a 
man-to-man  style. 

Drawing  the  Client's  Interest 

Fo  achieve  this  result  your  letter  must  open  tip 
with  words  that  appeal  to  his  own  interest.  Re- 
member he  is  always  thinking  more  about  himself 
than  he  is  about  you  or  anyone  else.  Then  let  your 
letter  tell  him  how  his  interests  are  going  to  be  best 
conserved  by  employing  you  to  do  his  work,  tell  him 
how  pleased  you  will  be  to  put  at  his  disposal  any 
facts  or  figures  which  your  particular  experience  has 
enabled  you  to  gather  and  which  may  be  helpful  to 
him  in  making  up  his  program.  Close  the  letter  with 
a  pleasant  request  that  he  invite  you  in  to  tell  him 
just  how  you  can  serve  him  better  than  any  of  your 
competitors.  If  the  first  letter  doesn't  bring' the  in- 
vitation, send  another  and  another  until  you  get  re- 
sults or  until  the  contract  goes  to  some  one  else. 

Now,  I  do  not  want  to  be  understood  as  saying 
that  letters  should  be  used  to  the  exclusion  of  other 
methods  of  soliciting  business  but  I  do  want  to  say 
that  they  will,  when  properly  used,  save  a  great  deal 
of  time  and  expense  that  might  be  wasted  otherwise, 
that  they  will  often  make  it  possible  to  secure  inter- 
views. 


The  citizens  of  Sherbrooke  have  passed  a  by-law 
authorizing  the  raising  of  $300,000  in  connection'with 
imorovements  at  the  Two  Miles  Falls  hydro-electric 
plant  owned  by  the  city-,  also  for  $277,000  for  water- 
works improvements. 
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Concrete  Block  Plants  and  Equipment 

Factors  Governing  Location  and  Operation  Delineated  in 
a  Report  of  Committee  of  American  Concrete  Institute 


Tl  J  1-1  most  suitable  location  of  any  plant  can  only 
be  determined  after  due  consideration  bas  been 
given  to  both  the  market  in  which  the  products 
will  be  sold  and  the  availability  of  materials, 
the  most  weighty  of  which  is  the  aggregate.  When 
a  plant  is  to  have  a  comparatively  large  capacity  it 
will  usually  be  found  economical  to  locate  the  plant 
near  the  source  of  the  aggregate,  when  freight  rait  s 
on  finished  product  permit  of  such  a  location  on  an 
economical  basis. 

Materials 

Availability  of  materials  is  based  upon  the  as- 
sumption that  materials  are  either  loyally  available 
or  that  they  may  be  shipped  in  by  rail  or  other  eco- 
nomical method  of  transportation.  "U 'here  it  is  pos- 
sible to  locate  a  plant  at  the  site  of  aggregate,  rail 
haul  on  raw  aggregate  would  of  course  be  enlightened. 
The  operator  of  the  products  plant,  however,  should 
compare  freight  charges  on  finished  products  for  a 
plant  located  at  the  aggregate  pit  or  other  location, 
which  makes  the  aggregate  readily  obtainable,  with 
the  cost  of  transporting  raw  materials  to  a  plant  near 
the  centre  of  the  market.  It  is  usually  not  advisable 
to  locate  a  concrete  products  plant  midway  between 
the  source  of  raw  materials  and  the  centre  of  the  sell- 
ing market  as  the  combined  freight  charges  on  raw 
materials  and  the  finished  products  will  probably  be 
greater  than  where  the  plant  is  located  at  either  the 
source  of  raw  material  or  at  the  finished  product  mar- 
ket. When  plants  are  located  at  midway  points,  double 
handling  of  cars  is  necessary,  while  at  plants  located 
at  the  site  of  aggregate,  only  the  out-bound  cars  haul- 
ing finished  products  need  be  handled. 

These  suggestions  are  made  without  reference  to 
freight  on  portland  cement  as  this  commodity  consti- 
tutes only  about  25  per  cent,  of  the  total  tonnage.  In 
summarizing,  it  may  be  stated  that  there  are  two  logi- 
cal sites  for  concrete  products  plants — one,  near  the 
source  of  raw  materials — the  other,  near  the  centre  of 
the  market.  In  the  manufacture  of  concrete  products 
any  location  must  be  such  that  all  factors  including 
water,  labor,  fuel  and  incidentals  are  readily  procur- 

IWflP'flaJ  OJ  rfi  uoy  sHvrti  «»rl  Jr.rlt      -rrpi-r  tro  ••  i 
Plant  Layout 

Ample  space  should  be  provided  so  that  materials 
and  products  can  be  handled  with  ease  and  dispatch. 
The  space  should  allow  for  expansion  of  the  business 
to  several  times  -that  originally  established  as  often 
concrete  products  plants  expand  several  times  their 
original  size.  In  general,  a  plant  should  consist  of 
receiving  facilities,  manufacturing  room,  curing  rooms, 
storage  space  and  shipping  facilities. 

Receiving  Facilities 

Materials  as  used  in  the  greatest  volume,  follow 
in  their  respective  order,  aggregate,  cement,  water, 
fuel  and  power.  Aggregate  may  be  received  in  some 
form  of  horse-drawn  or  motor-propelled  truck,  or  even 
in  cars  or  barges.  There  fore,  the  method  of  unloading 
aggregate  will  depend  upon  the  method  of  transpor- 


tation. At  the  present  time  it  is  customary  to  dump 
truck  loads  of  aggregate  over  a  grizzly  through  which 
the  aggregate  will  drop  into  a  hopper  feeding  into  a 
bucket  elevator,  which  elevates  the  aggregate  to  bins, 
preferably  placed  overhead  so  that  the  material  may 
be  fed  to  the  mixers  by  gravity  or  by  conveyors. 
Where  material  is  received  in  hopper-bottomed  cars 
a  receiving  pit  should  be  constructed  under  the  rail- 
road track  so  the  cars  may  be  unloaded  by  gravity. 
The  pit  may  have  the  same  type  of  bucket  convey  of. 
If  material  is  received  in  gondola  cars  it  is  customary 
to  unload  with  shovels  and  to  throw  the  material  into 
the  boots  of  the  elevator  or  conveyor.  This  method  is 
wasteful  of  labor  and  if  the  concrete  products  plant  is 
sufficient  in  size  the  use  of  a  power  crane  with  a  clam 
shell  bucket  enables  material  to  be  unloaded  econo- 
mically and  quickly.  The  same  crane  may  be  used 
to  build  up  storage  piles  of  aggregate.  These  storage 
piles  provide  a  reserve  supply  for  winter  work  after 
pits  are  closed,  or  in  case  of  a  temporary  emergency 
like  a  car  shortage.  Provision  should  be  made  for  eco- 
nomical movement  of  this  material  from  piles  to  the 
working  bins. 

Material  Storage  Space 

Enough  space  should  be  provided  for  the  storage 
of  materials  to  keep  the  plant  in  operation  over  an 
estimated  period  of  non-delivery  of  materials.  This 
period  will  vary  from,  say  a  week  in  the  open  season, 
such  as  a  delay  caused  by  car  shortage,  or  it  may 
extend  over  several  weeks  or  months  during  the  win- 
ter season,  when  pits  in  many  localities  are  closed. 

Manufacturing  Rooms 

The  plant  should  be  designed  in  such  a  way  that 
the  least  travel  will  be  caused  in  handling  raw  mater- 
ials and  finished  products.  In  general,  raw  materials 
should  be  received  either  at  one  end  or  side  of  the 
plant  and  travel  in  the  shortest  direct  line  from  the 
storage  bins,  through  mixers,  machines,  curing  rooms, 
storage  yards  and  thence  to  cars  or  trucks  for  delivery. 
Machines  should  be  placed  in  such  relation  to  each 
other  that  materials  may  be  conveyed  from  the  storage 
bins  to  the  mixer  with  the  least  labor  and  by  the  sim- 
plest system  of  handling  practicable. 
•«.'  'mrn'i-  r/Bff  nib\'i)<\  .rbinl  '>rf'  -\  ^ irft  'yuanO-  » 
Finished  Products 

(  )rdinarily  the  deliver}-  of  materials  to  the  mixer 
is  either  by  gravity  or  with  mechanical  equipment. 
Concrete  may  preferably  be  delivered  by  gravity  or 
mechanical  means  to  the  molding  machines.  Finished 
products  should  be  delivered  to  storage  rooms  by  one 
of  two  preferable  methods,  namely,  racks  which  may 
l)c  handled  by  jack-lift  trucks  or  industrial  cars  on 
narrow  gauge  tracks.  Any  other  mechanical  method 
of  handling  which  may  be  on  the  market  now  or 
which  may  later  be  placed  on  the  market  should  be 
considered  on  its  merits  and  compared  with  the  two 
methods  herein  suggested.  Cured  products  should  be 
conveyed  from  curing  rooms  to  the  storage  yards  or 
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stealage  rooms  ijtrf  :ontr  •of  tlrciiietboib;  suggested'  abovd 
fiwrlhandl5ji{5rtlt«ii}i  p-roduotdq  ad?  yd  bniup3i  Ffihslsiri 
■ddBjfups  flfi  >bloBfi  rr-»j;  janpl  02  ,7^888390  3d  IE" 
>y-nd  k  fii  '.'-onimj  gli  bo /io-°>i;rl  ii  r3ritbbtd  loi  ^iafid 

The:metk|)d;-Clfie,wiruigreh^il  b#>&ttid&rtttf  to  .imtmcUic« 
p«qpQRfihydra)tio^Hft{oUi*i;fi9?tte»fe  c##ttqut.-n. . ,  oJ  jbfifn 
Machinery  and  Placement 

Machines  wit.  23^t^c3P$0?£J crffetd'mix- 
eW'  eoHHfgtcf'  pf ttdUcfi'  machmK'f^oljter< rpbwer  iinitfe 
st^cVas^gas'reri'gin^^ 

rn'd^rrtaf'taVs/'^y'aHd  J^cfe'Hfi'WiV^k*;.  Elimination 
of  belting  and  sWaWmgi  lT^dHsaKte' an"<5  iHe'.ii^  of 
individual  motor  drives  is  to  be  recommended'. "'TWis' 
^Hl'ptontoter&WjpTatit  tfpeYarittnl'  -It'^ni  aVslo' lessen 
the  possibilitv  Of  a'^cttaT^iii  down.  siu*h  as'  Would 
bfcJi:a^s4tl,!bv  the  hreaWhVg  'o'f  a  main  belt  or  W'hYa'&V 
shaft.  °"WbfBrs  :sboii!dir,he  'priced  i„  the  safest  and' 
mftvt  practicable  location.  When  bought  attached  to 
the  machines  the  manufacturers,  in  'took'  cases,  will 
ha\'e  We1  rffOtbrs'ptOffefiyMkkacetn  ",n  A'"1  (Hisuim 
■fHadu".  i"t  "i  > n //< <  idi  oj  9^ibH'j  <>n  >~Arn\  bbjorif 
•fir.irp  ->dr  f .  -!>?  •  n« p.P11?^^  MWffF#<l  >id  no  f.9'jht\  %itii 
Concrete  mixers  should  have  iwjde' ''€«pa"Wty  ''to' 
provide  'O^ftt^&B-  ^tf?oPlH^ffm»>9iifeQlilRWines.  It 
is  recommended  that -mixers  be  placed  above"t!nei:pro- 
dtfCtfel'fnia'chint"Jfd"the  rconcrefei can  be-dehvered  bv 
i'ji4J*p>i<(  n|   f >>: rf  'irl  li     t>; rrrt )— •>  *tri  tol  vr.u  >viti 


gravity.  Products  machines  >hould  be  of  good  type 
and  suitable  to  the  requirements  Of  the  business.  They 
should  be  placed  on  substantial  concrete  foundations, 
as  the  use  of  such  foundations  result  in  smoother 
"Iteration  and  longer  life  of  equipment.  In  the  use 
of  industrial  cars,  track  should  be  carefully  laid  true 
to  line  and  grade.  Where  racks  and  jack-lift  trucks 
are  used  smooth  level  concrete  floors  should  be  pro- 
vided in  machine  rooms  and  curing-  rooms  and  con- 
crete runways  should  be  provided  in  the  storage  yard. 

Conveying  Machinery 

Where  possible,  it  will  be  advisable  to  obtain  con- 
\  ty  ing  machinery  from  manufacturers  of  established 
reputation  who  will  furnish  and  install  such  equip- 
ment. 

Where  steam  curing  is  used  boilers  should  be  of 
such  size  and  type  as  will  furnish  the  required  amount 
of  steam  without  overloading.  The  steam  capacity 
-honld  be  sufficient  to  cure  the  products  and  heat  the 
building.  The  size  of  the  boiler  will  vary  with  the 
size,  number  and  type  of  construction,  ft  is  recom- 
mended that  a  small  curing  room  be  provided  for 
concrete  trim  or  special  units.  In  general,  this  com- 
mittee recommends  that  it  is  advisable  to  obtain  the 
services  of  competent  engineers  to  'design  and  super- 
vise the  layout  of  concrete  products  plants. 
T.rflo  -)fr<>ft  bm;  vsvitia  /i;Mn;m>  -hit  no  -ro  ,-'»i  ttjiiiitip 


How  Should  Expense  of  Estimating  be  Borne? 


Present  Methods  of  Duplication 
Waste— Quantity  Survey  Shou 

frri>()!> 


xti; 


MMUKI    MM)    ll'»'>7/J*»«l    tlol  tr,-['K|o  o'l    Id  (Ml 

4.  RCHITECT-S;,Hdve  realized  for  a  long  time,  1 
think  I  can  say  without  hesitation, 'that  there 
is  a  tremendous  amount  of  waste  in  the  pres- 
ent method  of'  making  up  estimates.  The 
burden  is  said  to  be 'borne  by  the  contractors,  but  as 
a '  matter  of'fact  the  contractor's1  'as  a  whole ' must'pkfcs 
it  on  to  the  community,  and  the' architect  is  justified  in' 
c6'J6pMe¥ariflgJ  with' 'yfcfu  '.t'o'elimiriat^'Vhaft'  \Va'3te  'a$,;3dOn' 
as',pdSslbten'dVtHe' ; 'gfoWiVtf'lfoaV'ft  woWrd  Eliminate  ah 
tmh'ece^kry'  charge:  Afgaitis*  "^he',!c!6mn*ttn'iryV,":  When 
the  Architect  fails'  to  fake  'off  the  quantities  for  a  job 
before  giving  out  the  plans  to  ten  different  contrac- 
tors and  asking  for  bids;  tilt!  estimating  that  must  be 

done,  ™  ^yr  MUyq  *BI  Slte^ than 

would  have  oeen  necessary,  so  far  as  quantity  is  con- 
cernied,'  if  ■  the-  archkdet  •  had  gfweh  ;'thre  'Contractors  a 
survey  of  the -materialls  thaT  Wonld^be  reipiired'  t'obe 
left  id '  place  'in  the  building  when  the  building  is  fin- 
ished'.''rEi'm  oi  vr/r  r  e  ilim  h'r^mr;');  HBVJ  ttmi^chn 

Now;  the-  cost ;  off  estimating;,' or  erJttoenser-of  ^esti1-' 
mating,  in  "'Our  judgment ; caundt  'ftceiitrfely  'elimin- 
ated- from  the  - con tracrtors'' 'expense:  ''Ther,cost  of  'Sel'l1- 
ingf  yoti-r:pijcdiicti,'yourl'exberienc^^ybitr  ability;  iwust 
be'bbTne  byf'y6{ir.tri(fle  much'  the  same'iw  Contracting 
as  1n;  ieiiing'  any>  article'  of  nnei/cn'anidise;.   •  \o  ,oD 

The  situation -of  The 'buyer  hi  the  buiTding  field  may 
bensiifnmed-  up  as-rfoHows:  :' Presumably 'thejOwner^ha's' 
gone  tb ' the  architect  arid  has'  had  the  architect  map 
cmtMthe'.pland!a>fiEl  spddifica'tioHs  foir  -approximately  the1 
ktAdsf  of'-'matirial-.-iie  watits  ■&>'•  get.' '  He-  then  hands 
these>plahs  andf)Sp€cifi!catiQnsP>to The  contractor  for  his 
e±perienee'  in/:e^tima1fm^bamdHor  pu-Miig'  together  a 
— |  1 — — . —  , q         ,   — .  i  _  Q 

*  Before  Nationpl (^p^ifefirici;.,onf  C(qn«\iuctjo«i  of.  tlie  Associated  [Gen.- 
era!  Contractors.  '  '  '  '  • 


of  Effort  Involve  Tremendous 
Id  be   Furnished    by  Owner 

By  Henry  K.  Holsman*  — — — * — — 


structure  sd  that  it  can  be  used  efficiently.  In  that 
case  the  owner  has  set  down  the  kinds  of  materials 
that  he  wants,  and  has  presumably  paid  for  that  much 
Of  the  cost  of  selling  as  distinguished  from  the  prices 
ordinarily  employed  in  the  commercial  world. 

But  he  still  falls  a  little  short  in,  our  estimation, 
lie  gives  the  contractor  plans  and  specifications  laid 
out  in  the  general  way,  but  he  might  have  gone  into 
the  estimating  end  of  the  matter  and  given  the  gen- 
eral contractor  a  quantity  survey  of  the  plans  and 
specifications,  which  would  make  it  much  easier  and 
less  hazardous:  ' S'/iafwrtsiqmop  b  '•>;.;  bur.  vafiioj 
'/li'«',B3  »<f  bhio-j  )i;rf)  /  i vi tr<  /jituimp  'io  I/;iTjjr>fu  io 
Conclusions  of  Joint  Conference 

It  is  with  that  thought  that  the  Joint  Conference 
on  Payment  for  Estimating  Construction  Work, 
which  is  composed  of  a  committee  of  your  organiza- 
tion, one  from  the  American  Institute  of  Architects, 
and  one  from  Engineering1  Council,  formulated  the 
resolutions  that  I  shall  now  take  up.  Two  meetings 
were  held  by  the  Conference,  at  which  the  subject 
of  the  expense  of  estimating  was  discussed  at  great 
length.    The  resolutions  adopted  are  as  follows: 

Whereas,  there  is  a  great  economic  waste  in  the  present 
usual1  methods  of  individual  estimating-  of  the  same  quanti- 
ties by  several  different  bidders' on  the  same  project;  there- 
fdre  ioiotY\1(iQ$*$DB9  Y£C|  blnorb  )il  .^-idt  ot  rtoinbbc  fit 

Be' it  rffsblve'd,  that  the  following  are  the  conclusions  of 
this  conference^ I 'BJnv  >  !  rqo-iq  no  gnjbbrd  terfl  bBQrhavo 

W"ftti»tr  Tlii&V Ostein  bf  duplication  of  effort  in  esti- 
mating; wherein  each  bidder  separately  estimates  the  quan- 
tities; should  be  condemned. 

The'fe'  a^'maHf 'fei'sO^s  Why  sde'h  fnethods  of  esti- 
mating should  be  condemned.    But  what  comes  to  mv 
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mind  just  now  as  most  important  is  that  the  largest 
part  of  the  great  variation  in  bids  often  found  on  a 
structure  is  not  due  to  the  difference  in  prices  that 
contractors  place  on  materials,  but  instead  is  due  to 
the  variation  in  the  estimates  of  the  quantity  of  ma- 
terial and  labor  that  would  be  necessary  to  carry  out 
those  plans  and  specifications.  The  commonest  com- 
plaint is:  "Well,  I  got  that  contract  because  I  made 
a  mistake — I  left  out  one  floor."  That  alone  is  enough 
to  show  that  the  system  should  be  condemned — thai 
it  is  an  economic  waste. 

Then,  if  there  is  an  average  of  ten  bidders  on  one 
job,  or  if  every  contractor  on  the  average  must  bid 
on  ten  jobs  to  get  one,  manifestly  there  is  ten  times 
as  much  effort  expended  as  is  necessary.  It  is  also 
manifest  from  our  point  of  view  that  if  the  quanti- 
ties for  the  job  were  taken  off  in  a  sympathetic  man- 
ner that  would  be  by  necessity  universally  adopted 
by  the  contractors,  and  if  the  quantities  were  taken 
off  under  the  supervision  of  the  architect  who  makes 
the  tracings  and  the  specifications,  the  quantities  then 
would  be  more  apt  to  correspond  with  what  is  ex- 
pected by  the  architect  than  if  they  were  taken  up  by 
some  individual  who  never  saw  the  tracing  and  speci- 
fications before. 

If  it  is  specified  that  all  shall  bid  on  this  bill  of 
quantities,  or  on  this  quantity  survey  and  none  other, 
they  all  have  at  least  one  common  thing  fixed.  Under 
the  present  method,  each  bidder  may  submit  a  pro- 
posal on  a  different  schedule,  based  upon  the  way  in 
which  his  estimates  have  interpreted  the  plans  and 
specifications,  and  upon  the  care  taken  to  include 
everything  called  for. 

Recommend  Furnishing  Schedule  of  Quantities 

The  second  section  of  the  resolutions  is  as  fol- 
lows : 

All  competitive  bids  should  be  based  upon  a  detailed 
schedule  of  quantities  prepared  from  a  survey  of  the  plans 
and  specifications,  and  submitted  therewith,  the  cost's  of  the 
preparation  of  such  survey  of  quantities  to  be  borne  by  the 
owner.  * 

The  only  comment  that  I  have  to  make  on  this 
is  that  we  all  agree  that  if  the  buyer,  the  owner,  is 
going  to  go  to  the  trouble  of  having  the  plans  and 
specifications  prepared,  it  is  logical  that  he  should  go 
further  and  get  a  comprehensive  estimate  for  the  bill 
of  material  or  quantity  survey  that  could  be  easily 
priced. 

No  Additional  Payment 

The  third  part  of  the  resolution  bears  upon  pay- 
ment for  pricing  the  work: 

While  the  owner  should  furnish  a  quantity  survey  as  the 
basis  of  bids  and  contracts,  and  should  submit  them  with 
the  plans  and  specifications,  and  should  pay  for  the  same 
amounts  to  the  bidder,  the  bidder  should  make  no  charge  to 
the  owner  for  submitting  proposals  based  on  said  plans, 
specifications  and  quantity  survey. 

While  the  owner  should  furnish  a  quantity  survey 
as  a  basis  of  bids  to  contractors,  we  do  not  feel  that, 
in  addition  to  this,  he  should  pay  each  contractor  for 
pricing  the  quantities  and  for  the  various  items  of 
overhead  that  bidding  on  projects  entails. 

There  is  undoubtedly  an  economic  gain  resulting 
from  the  preparation  of  a  quantity  survey  by  only  one 
individual  or  institution  instead  of  by  five  or  ten  as 
I  he  case  may  be,  provided  these  quantities  are  guar- 
anteed to  be  correct  enough   for  bidding  purposes. 


Even  if  the  quantity  survey  says  that  there  is  less 
material  required  by  the  plans  and  specifications  than 
will  be  necessary,  so  long  as  it  affords  an  equitable 
basis  for  bidding,  it  has  served  its  purpose  in  a  large 
measure.  Adjustment  of  the  contract  price  may  be 
made  to  correspond  to  actual  conditions,  either  be- 
fore the  contract  is  signed  or  as  the  work  proceeds. 

But  when  the  owner  and  buyer  has  gone  that  far, 
he  says,  "This  will  do  for  the  basis  of  bidding;  here 
is  something  that  you  can  give  us  your  prices  on. 
But  we  feel  we  ought  not  to  go  further  as  buyer,  and 
so  we  will  not  pay  you  for  putting  prices  on  these 
quantities." 

In  other  words,  if  we  were  attempting  to  say  that 
the  owner  should  pay  a  contractor  for  his  trouble  in 
figuring  up  his  prices  and  bidding,  we  would  be  go- 
ing  too  far.  The  accepted  principle  in  commercialism 
is  that  the  cost  of  selling  a  product  be  added  to  the 
price  charged  the  buyer,  but  only  in  case  he  does 
actually  buy.  Our  first  step  is  to  say,  then,  that  bid- 
ders should  make  no  charge  to  the  owner  for  submit- 
ting prices  on  his  building  project,  provided  the  quan- 
tities are  furnished. 

Without  Quantities,  Pay  Each  Bidder 

In  the  last  section  of  the  resolutions,  an  alterna- 
tive is  proposed  whereby  each  contractor  would  re- 
ceive pay  for  his  estimate  if  he  had  to  prepare  his 
own  quantities. 

In  general,  competitive  bids  should  not  be  invited  n  jr 
submitted  on  projects,  the  plans  and  specifications  for  which 
are  not  accompanied  by  a  quantity  survey,  unless  the  owner 
agrees  to  pay  a  predetermined  fee  to  each  bidder  for  prepar- 
ing the  quantities  and  submitting  an  estimate 

This  clause,  I  think,  was  finally  determined  upon 
as  a  suggestion  of  co-operation  between  the  builders 
and  architects  by  way  of  helping  to  get  the  thing 
established. 

Now,  you  see,  if  we  could  agree  upon  these  prin- 
ciples, and  have  it  recognized  that  they  are  just  and 
fair  to  the  contractor  and  the  architect,  and  have  them 
widely  known,  we  could  accustom  those  interested  to 
the  idea  that  unless  the  plans  and  specifications  are 
complete,  and  include  a  quantity  survey,  they  are  not 
yet  ready  for  bids."  This  would  mean  a  long  step  to- 
wards reducing  some  of  the  errors  in  bidding  and 
the  estimating  expense  under  the  present  method  of 
bidding. 


Lightning  Rod  Dealers  Meet 

^  A  convention  of  lightning  rod  dealers  was  held  on 
April  1  and  2,  at  Guelph,  Out.,  the  sponsors  being  the 
Shinn  Manufacturing  Co.  of  Canada,  Limited.  A 
program  was  arranged  with  a  view  to  enlightening 
the  dealers  on  the  merits  of  lightning  prevention  equip- 
ment and  the  methods  of  installation  Some  of  the 
addresses  which  were  given  at  the  convention  were : 
"The  Science  of  Lightning  Rods,  with  Demonstration 
on  Static  Machine"  by  W.  H.  Day,  Manager  Shinn 
Mfg.  Co.  of  Canada  ;  "What  Constitutes  a  Good  Light- 
ning Rod"  by  W.  C.  Blackwood,  Professor  of  Physics, 
Ontario  Agricultural  College ;  "Some  Cases  of  Im- 
proper Rodding"  by  R.  R.  Graham,  lecturer  in  Physics, 
Ontario  Agricultural  College;  "How  Dealer  Can  Best 
Utilize  Assistance  of  the  Shinn  Traveller"  by  J.  D. 
Lang;  "System  of  Rodding  for  Different  Tvpes  of 
Buildings  and  How  to  Install  Shinn-Flat"  bv  W.  H. 
Day  :  "The  Fire  Marshal's  Office  and  Lightning  Rods" 
by  E.  P.  Heaton,  Ontario  Fire  Marshal. 
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New  Fair  Wage  Schedule  Adopted 
For  Montreal  Contracts 

Tl  1 E  Administrative  Commissioners  of  Montreal 
have  approved  of  a  revised  fair  wage  schedule 
which  will  be  inserted  in  all  contracts  to  be 
carried  out  for  the  city.  This  schedule  is  the 
minimum  wage  to  be  paid.  The  rates  paid  the  labor- 
ers and  carters  permanently  employed  are  lower  than 
those  inserted  in  the  fair  wage  schedule,  and  this  u 
done  owing  to  the  fact  that  the  city  laborers  and  car- 
riers have  more  or  less  permanent  employment,  while 
those  engaged  by  contractors  do  not  get  such  steady 
work.  Following  are  the  rates  for  1920  as  compared 
with  those  for  1919: 

1920  1919 


Bricklayers  , 

.  75c 

60c 

85 

70 

C  arpenters  &  Joiners  (not  including  mi 

ill 

men)   ...   

55— 67 '/2 

45- 

Cement  finishers  

60 

40- 

40- 

Engineers  (miners)  

50 

40 

Engineers  (stationary)  

50 

40 

Laborers  (common)  

40 

30 

Laborers  (hodcarriers,  etc..  9-10  hrs.) 

.  .  45 

35 

45 

48 

Block  setters  

55 

,  .  55 

45 

35—45 

35 

Asphalters  (finishers)   

50 

45 

55 

50 

60 

40 

45 

35 

Rollers  (asphalt)   

50 

35 

40 

Bottom  men  (drains)   

40 

35 

5  00 

4.00 

7.50 

,  .75 

45- 

75 

50 

75 

40- 

75 

45- 

Tile  setters  

70 

45- 

Sheet  and  metal  workers  &  roofers 

.  .70 

40- 

45- 

50 

Plumbers  Air  Troubles  at  Meeting  of 
Master  Plumbers'  Association 

THERE  was  plain  speaking  at  a  meeting  of  the 
Montreal  Master  Plumbers'  Association,  held 
to  consider  the  conditions  existing  between 
the  manufacturers  of  plumbers'  supplies,  such 
as  boilers  and  radiators,  and  the  master  plumbers. 
Protest  was  made  in  regard  to  the  expense  plumbers 
are.  put  to  for  labor  in  replacing  defective  material 
supplied  to  the  trade  by  the  jobbers.  It  was  stated 
that  a  joint  letfer  sent  to  the  manufacturers,  of  which 
there  are  only  six  in  Canada,  suggesting  that  a  con- 
ference be  held  to  discuss  the  situation,  had  elicited 
no  reply  at  all,  or  else  responses  to  the  effect  that  the 
time  was  not  opportune  for  such  a  meeting;  only  one 
firm  had  shown  any  desire  to  deal  with  the  situation. 

A  third  trouble  brought  up  was  the  fact  that  man- 
ufacturers allow  discounts  to  anyone  instead  of  only 


to  those  in  the  trade,  and  that  they  sell  direct  to  con- 
tractors, builders,  journeymen  plumbers,  and,  in  fact, 
to  anyone  who  will  buy  from  them. 

Exception  was  also  voiced  to  journeymen  plumb- 
ers being  able  to  obtain  master  plumbers'  licenses, 
the  statement  being  made  that  at  present  there  are  as 
many  journeymen  plumbers  holding  licenses  as  there 
are  bona  fide  master  plumbers.  Other  subjects  taken 
up  were  the  standardization  of  charges  for  labor  for 
repair  work,  the  labor  situation  in  general,  and  the 
extension  of  membership  in  the  association.  The  en- 
tire questions  were  referred  to  the  Association. 


Financial  Authority  Claims  Building 
Movement  Will  Grow  Slowly 

PRESENT  conditions  indicate  that  a  large  build- 
ing movement  which  now  seems  inevitable  m 
\  iew  of  the  housing  shortage  must  be  of  slow 
and  gradual  growth,  the  National  Bank  of  Com- 
merce in  New  York  declares  in  the  April  number  of 
its  magazine,  Commerce  Monthly. 

"The  dearth  of  building  supplies,"  the  bank  con- 
tinues, "is  rendered  more  acute  by  difficulties  of  trans- 
portation. Some  time  must  elapse  before  the  various 
lines  of  industry  which  furnish  these  materials  will  be 
able  to  function  at  full  capacity.  Added  to  this  is  the 
difficulty,  under  present  conditions,  of  financing  new 
enterprises." 

In  summarizing  the  current  market  situation,  the 
bank  says : 

"Fundamental  business  conditions  have  changed 
little  from  a  month  ago.  The  present  price  level  re- 
quires a  large  volume  of  credit  and  capital  for  essen- 
tial transactions.  This,  coupled  with  the  fact  that 
sound  public  policy  requires  a  conservative  use  of 
bank  credit,  has  resulted  in  an  increasingly  cautious 
attitude  on  the  part  of  industry  and  commerce.  Such 
an  attitude  is  much  to  be  commended.  If  it  is  re- 
flected in  a  correspondingly  conservative  attitude  on 
the  part  of  the  consumer  and  in  earnest  effort  on  the 
part  of  the  producer,  it  may  enable  credit  contraction 
to  be  effected  without  loss  or  shock  until  a  normal 
basis  is  reached.  , 

"Industry  continues  to  be  hampered  by  inefficient 
transportation.  This  is  not  a  condition  which  can  be 
materially  aided  by  redistribution  of  cars  but  can  be 
remedied  only  by  the  purchase  of  a  large  amount  of 
new  equipment  and  the  heavy  repairing  of  old.  Al- 
though a  number  of  railroads  are  now  in  the  market 
for  rails,  cars  and  locomotives,  the  buying  movement 
has  not  yet  reached  large  proportions.  Extensive  pur- 
chases on  the  part  of  the  roads  must  wait  the  mak- 
ing of  adequate  financial  plans.  Some  needs,  however, 
such  as  the  requirements  of  the  repair  shops,  are  so 
urgent  that  buying  of  this  kind  cannot  long  be  post- 
poned." 


Construction  in  Montreal  continues  to  improve. 
Every  month  of  the  first  quarter  of  the  year  has  shown 
a  substantial  increase  over  that  of  the  corresponding 
period.  In  March,  the  total  amounted  to  $847,247. 
as  against  $228,208  in  the  corresponding  period  in  1919. 
The  total  for  the  first  quarter  of  the  vear  amounts 
to  $1,461,237,  which  compares  with  $440,102  in  the 
first  three  months  of  1919.  The  reports  from  the 
architects  and  contractors  are  very  optimistic,  and  the 
outlook  for  the  1920  building  season  is  that  it  will  be 
one  of  the  best  on  record. 
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Contracts  Which  Disregard^ the  Square  Deal 

Many  Clauses  in  Specifications  are  Unfair  to  Contractors — Stip- 
ulations May  be  Modified  Without  Injury  to  Interests  Concerned 


MAJOR  requirements  which  are  common  t*> 
specifications  fur  engineering  const ructipn 
and  which  are  eminently  unfair  t <  >  contract- 
ors are:  (1)  Reservation  of  the  privilege  of 
changing  plans  without  invalidating  the  prices  hid  or 
relieving  the  contractor  from  obligation  to  complete 
the  work;  (2)  stipulation  that  instructions  by  the  en£- 
gineer  must  be  obeyed,  that  hjs  decision  i-  final  and 
that  the  progress  and  sequence  of  construction  shall 
he  as  he  directs;  (3)  provision  that  inconvenience  or 
delay  due  to  any  cause  shall  not  entitle  the  contractor 
to  damages  or  extra  compensation. 

Exactly  how  these  stipulations  operate  unfairly  and 
the  siz,e  of  the  penalty  which  they  sometimes  impose 
are  facts  which  are  not  well  understood.  To  clarify  this 
understanding  it  is  undertaken  in  this  article  by  F.  J. 
Herlihy,  of  Winston  Brothers  Co.,  Minneapolis,  Minn., 
in  Engineering  News-Record,  (l)'to  explain  the  fund- 
amentals of  estimating  sufficiently  to  show  the  exer- 
cise of  the  privileges  enumerated  may  invalidate  an 
estimate;  (2)  to  illustrate  by  actual  example  how 
changes  in  plans  have  changed  the  cost  of  construc- 
tion ;  (3)  to  indicate  in  what  manner  these  stipula- 
tions may  be  modified  so  as  to  eliminate  their  vicious 
character  wthout  injury  to  any  of  the  interests,  con- 
cerned. 

Fundamentals  of  Cost  Estimates 

As  a  hypothetical  example  an  ordinary  unit-price 
contract  is  assumed.  The  payment  quantities  consi.-t 
of  only  the  major  items  of  work,  such  as  earth  and 
rock  excavation  and  concrete  masonry.  A  simple  unit 
price  is  asked  per  cubic  yard  for  each  of  these  item-., 
and  this  price  includes  all  expenses  incurred  either 
directly  or  indirectly  in  the  execution  of  the  work. 

To  determine  the  method  of  attack  and  the  size 
and  kind  of  plant  and  organisation  required  it  is  neces- 
sary to  know :  The  volumes  of  the  different  classes  of 
work;  the  balance  between  the  expensive  and  inex- 
pensive items;  the  availability  of  materials;  the  cli- 
matic conditions;  the  time  allowed  to  perform  the 
work;  the  date  of  effective  possession  of  the  site;  the 
promptness  with  which  plans  and  instructions  may  be 
expected;  the  wages  and  the  supply  of 'labor;  the  pos- 
sibilities of  contracting  for  materials  ahead  of  con- 
struction ;  the  volume  of  non-revenue-producing  work 
which  must  be  pro-rated  against  the  revenue-produc- 
ing items,  and  the  sequence  of  construction. 

Brief  consideration  discloses  why  this  information 
is  necessary  and  should  be,  as  far  as  is  possible,  accur- 
ate and  definite.  Construction  to  be  performed  ebono-; 
mically  must  be  begun  at  the  proper  point  and  pro- 
ceed connectedly  to  a  fixed  objective.  False  moves  are 
expensive.  All  operations  must  be  concurrent  and  in 
logical  sequence.  Plant  and  organization  must  always 
he  the  minimum  consistent  with  economical  produc- 
tion and  with  the  completion  of  the  construction  on 
time.  They  have  to  be  planned  so  that  they  are  avail- 
able as  needed  for  the  different  classes  of  work,  and 
50  balanced  that  the  individual  classes  are  prosecuted 
in  such  order  that  as  much  of  the  whole  work  as  is 
practicable  may  be  executed  at  the  same  time,  and 
that  all  equipment    and  men  are  kept  busy  from  the 
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cific  or  direct.  Indirect  expenses,  which, must  be  prj>T 
rated  against  the  revenue-producing  items,  subdivide 
into  overhead,  installation  and  dismantling,  audurniflcelj 
laue,qus  work.  Direct  expenses,  which  can  be  charged 
again,st  the  revenue-producing  items,  include, .Jjlant 
rental,  permanent  .materials  and  operating  expenses^ 

It  is  important  to. have  clearly  in.  mind  the  nature 
of  indirect  expenses.  Overhead  charges  are  interest  on 
tlie  .investment,  liability  insurance,  supcruxteiidencr, 
hive  of  clerks  and  watchmen,  field  and  general  office 
cxpenses,  railway,  fares  and  incidentals,  .lns.talla.tipn 
and, dismantling  qharges  are  all  expenses  incidental  to 
installing  plant  and  construction  facilities  in  working 
condition  and  the  dismantling  and  storing  or  shipping 
of  this  equipment  when  the  work  is  completed.  Mis- 
cellaneous charges  include  drainage,  maintenance  of 
public  utilities  and  other  expenses  not  chargeable  to 
definite  items. 

Observe  that  .all  of  the  charges  which  made  up 
indirect  expenses  are  either  fixed  quantities  or  their 
amounts  depend  upon  time.  Any  changes  in  the,  p,*>> 
ment  quantities  of  the  various  classes  of  work  on  which 
these  charges  are.  based,  will  affect  their  unit  cqst.  tq 
the  work  and"  consequently  produce  conditions  differ- 
ent from  those  anticipated  at  the  outset  and  make  the 
value  of  the  contract  work  different  from  that  intended 
by  the  original  agreement. 

Plant  rental  and  operating  expenses  are  particular- 
ly affected  by  change  of  plans,  delays,  etc.  Whether 
rental  charges  are  made  directly  against  indiyiclua} 
classes  of  work  or  are  pro-rafed,  it  is  obvious  that  thev 
will  be  a'  fixed  quantity  per  day  and  any  variation  in 
the  daily  output  will  affect  the  unit  plant  rental  charge 
to  the  work.  If  the  work  is  delayed  for  any  reason 
and  the  plant  stands  idle  the  daily  costs  will  accrue 
and  no  extension  'of  time  nor  any  other  concession, 
except  to  pay  the  contractor  at  the  rental  value  for 
the  equipment,  will  compensate  him  for  the  loss. 
.     Operating  expenses,  include.all  .charges  fpr  la\ 
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the 
rock 

The  bulk'  of  this  expense,  except -explosives;  Will 
fixed  .quantity  per  unit-  of Time.  Therefore,  any  chabge 
in  the  periodical  output 'Of  work  will  affect' 'the  tmit 
charges- against-thd < wdrk.'"  wtuiOBiunum  >:\i 

Ab  average-unit  pi'lcefe  are  asked  for  earth- and  'rock 
excavation  and  concrete  masonry,  the  price  bid  is'ba'9'ed 
on  the  average  value  between  the  expensiv  e  and'inex- 
pensive  elements -of  'the  different  classes  df'^brfc 
Should  the  balance  between  jjfois  p-rofitaMe  and  unpro- 
tahlc  work  he  distributed,  it  ii  hound  to  affect  this 
av  erage  Value.  In  case  the  work  is  delayed  the  cost 
will  not  only  he  increased  by  the  expense  of  hqlding 
the  necessary  nucleus  of  an  organization  under  pay. 
but  it  will  be  still  further  increased  by  the  deduced 
efficiency  of  a  new  i  organization,  whicrh  will  require 
some  time  to- itrain/vyShottld-the/'seqbence! !of -tfowwaik 
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be  changed  and  the  work  prosecuted  piecemeal  instead 
of  in  economical  sequence,  both  the  plant  rental  and 
the  operating  charges  will  be  affected,  as  false  moves 
of  plant  and  organization  will  then  be  necessary,  and 
they  are  expensive. 

Permanent  material  charges  should  not  vary  un- 
less the  work  is  so  delayed  that  material  dealers  with- 
draw their  protected  prices,  or  unless  the  sequence  of 
the  work  is  such  as  to  make  the  requirements  spas- 
modic and  beyond  storage  facilities  or  the  output  of 
the  dealers  who  have  contracted  to  fill  the  require- 
ments, and  force  the  contractor  into  the  open  market 
to  procure  the  extra  material  required  to  keep  going. 

Example  of  Altered  Costs 

Changes  which  can  be  brought  about  in  the  cost 
of  construction  by  changing  plans  are  clearly  indicat- 
ed by  an  actual  occurrence  in  the  writer's  experience. 
The  work  was  the  widening  of  a  canal.  It  called  for 
the  removal  of  a  strip  on  each  side  by  steam  shovels 
and  the  excavation  of  a  trench  by  hand  in  the  re- 
maining ledge  for  the  foundation  of  a  concrete  wall. 
Average  unit  prices  were  called  for,  a  single  price 
per  ^ubic  yard  being  bid  for  rock  work.  The  engineer, 
after  altering  the  characteristics  of  the  work  to  the 
extent  indicated  in  Table  I,  ruled  that  the  contractor 
must  perform  the  work  at  the  prices  bid  originally. 
The  work  was  performed  under  protest  and  a  claim 
for  extra  pay  was  submitted  to  arbitration.  The  deci- 
sion was  against  the  contractor. 

By  reference  to  Table  I  it  will  be  seen  that  the  en- 
gineer changed  the  character  of  the  work  by  decreas- 
ing the  inexpensive  quantities  and  increasing  the  ex- 
pensive quantities. 

In  the  stipulation  defining  changes  in  plans,  the 
wording  should  be  so  amended  that,  while  it  still  gives 
the  proprietor,  or  his  engineer,  the  right  to  make  any 
changes  he  sees  fit,  if  by  the  changes  the  characteristics 
of  the  work  or  the  conditions  governing  its  execution 
are  changed  to  the  extent  of  changing  the  value  of 
the  work,  provision  is  made  to  change  the  contract 
price  accordingly. 

Provision  should  also  be  made  in  this  stipulation 
to  protect  both  parties  when  changes  are  made  in  the 
unit  quantities.  This  can  be  done  by  bidding  a  lump 
sum  for  the  work,  based  on  the  unit  quantities  sched- 
uled in  the  call  for  bids,  which  quantities  should  be 
guaranteed  by  the  proprietor  and  stating  also  a  unit 
price  for  each  item,  this  unit  price  to  be  used  only 
in  adding  to  or  deducting  from  the  lump  sum  bid, 
w  hen  changes  in  the  quantities  are  made.  In  making 
up  his  bid  under  this  arrangement,  the  contractor  can 
make  his  lump  sum  to  cover  all  costs  and  profits,  in- 
cluding overhead  and  indirect  charges  based  on  tin- 
guaranteed  quantities  scheduled,  and  he  will  include 
in  his  unit  prices  only  such  charges  and  profits  as  are 
directly  affected  by  the  direct  expenses.  In  this  way 
the  contractor  will  be  sure  of  his  general  expenses 
and  profits  on  the  work  actually  done,  no  matter  how 
much  the  quantities  are  reduced,  and  the  proprietor 
will  benefit,  in  case  quantities  are  increased,  by  pay- 
ing only  the  cost  and  profit  for  the  extra  work  done. 
It  is,  of  course,  understood  that  this  arrangement 
would  only  apply  insofar  as  increases  in  qualities  are 
concerned  when  the  increase  would  not  entail  the 
bringing  on  of  extra  equipment  to  do  the  extra  work, 
but  that  the  increased  work  can  be  done  with  the 
equipment  already  on  hand,  by  granting  an  extension 


of  time  or  working  extra  time,  such  as  double  shift, 
or  otherwise. 

In  contracts  where  unit  prices  are  stated,  either 
one  pafty  or  the  other  must  suffer  when  quantities 
are  changed.  When  the  quantities  on  which'  the  bids 
are  based  are  reduced,  the  contractor  will  suffer  to  the 
extent  of  the  overhead  and  other  indirect  expenses 
which  he  lias  charged  against  the  work  that  has  been 
eliminated,  and  if  the  payment  quantities  are  increased, 
the  proprietor  will  lose  by  having  to  pay  for  the  in- 
crease at  the  same  unit  price  as  for  the  original  con- 
templated quantities,  against  which  latter  the  entire 
overhead  and  other  indirect  expenses  are  charged.  As  * 
to  the  proprietor  guaranteeing  quantities,  this  is  as  it 
should  be.  This  burden  should  not  be  placed  upon  the 
contractor,  who  has  neither  the  time  nor  anything  like 
the  facilities  which  the  engineer  has  for  ascertaining 
this  element  of  the  contract. 

The  stipulation  making  the  signed  order  of  the  en- 
gineer acknowledging  claims  for  extra  work  a  condi- 
tion precedent  to  the  contractor's  making  claim  or 
receiving  compensation  for  extra  work  should  be 
stricken  from  al!  contracts  because  it  is  manifestly 
unjust. 

This  stipulation  clothes  the  engineer  with  autocra- 
tic authority,  which  he  does  not  need  to  maintain  the 
rights  of  either  party,  and  which  can  only  be  useful 
to  an  official  who  wishes  to  invade  the  rights  of  the 
other  party  and  impose  upon  him  conditions  that  were 
not  intended  by  the  original  agreement.  If  the  engineer 
assumes  a  position  on  any  matter  that  is  consistent 
with  the  intent  of  the  contract,  his  interpretation  will 
prevail  without  the  aid  of  this  stipulation,  but  if  his 
position  is  not  consistent  with  the  original  agreement, 
he  should  be  overruled. 

The  engineer  should  have  the  power  to  order  per- 
formed any  work  that  is  necessary  and  the  proprietor 
should  be  protected  against  imposition  by  having  these 


Table  I.    Comparison   Between   Cost  Estimated  on 
Original  Quantities    and    Actual  Costs 
Incurred  by  Changed  Quantities 

^'^"fications-   COatrMWd^h>Mi}<if,h/.  .iriRjhH 
Machine  work.  430,380  cu.yd.  at 

$0.011   $202,902. IS 

Hand    work,    5,800    cu.  yd.  at 

'   ;    *8)63flrtibtwd  ■lQl.b33U.."W>.  J^/oHs  no.   '  20,94180 
»,lr|T  .  ,rr .1  "M"    ;•/'!'  f>— bfftSrgnS  nr  ihov/  rtort —    JL,  ■ 
[  „ib$$t\tfau\±  ft-  5T" -vd-  'hn'nvtta  n  r.,Vi. ■^83,905.58 
Cost  cu.  yd.,  $283,905.98^430,180  fisi 

l'>— Cost  of  work  actually  done  under 
altered  conditions  on  above 
basis: 

Ordinary  machine  work,  268,108 

cu.yd.  at  $0.611   $163,850.65 

Expensive  deepening,  13,300  cu. 

yd.  at  $1.469  $19,390.80  , 

Hand  work— ledge  excavation, 

34,500  cu.yd.  at  $3.611   124,579.50 

Hand  work — foundation  excava- 


tion.   5,832    cu.yd.    at    $3,611  21,059.:i5 
Hand  work — miscellaneous  exca- 
vation,  709   cu.yd.   at   $3.611..  2.560.20 


Total   ..  ..   

Cost  cu.yd.  $331,440.50-^-322,409 
Cost  cu.  yd.  as  per  contract  . . 

Balance  or  loss  per  cu.  yd  

Total  loss  to  contractor 

=322,409  X  $0,377 

8toi:Ji»T}noD  rteilhH  vd  b-sftfi 


-  167,589.85 

$331,440.50 
1.028 
.651 

.$0,377 

$121,548.19 
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orders  written,  but  if  that  work  is  extra  work,  not 
contemplated  under  the  true  interpretation  of  the 
contract,  the  proprietor  should  pay  for  it.  The  en- 
gineer should  also  be  master  of  the  situation  insofar 
as  the  interest  of  the  work  is  concerned,  but  all  differ- 
ences of  opinion  as  to  the  interpretation  of  the  con- 
tract, regarding  claims  which  either  party  may  have, 
which  have  not  been  adjusted  at  the  time,  should 
be  submitted  to  arbitration  at  the  close  of  the  enter- 
prise. There  should  be  a  stipulation  in  every  contract 
whereby  either  party  will  have  the  right  to  have  its 
differences  arbitrated  at  the  conclusion  of  the  con- 
tract, and  neither  party  to  the  contract  should  be  its 
final  arbiter. 

A  stipulation  which  gives  the  engineer  the  power 
to  direct  the  sequence  of  the  work  should  be  elimin- 
ated from  all  contracts,  except  those  in  which  the  re- 
quired sequence  is  clearly  disclosed  by  the  informa- 
tion given  to  the  bidder  at  the  outset. 

Any  change  in  the  sequence  of  the  work  is  bound 
to  affect  its  value  adversely  to  the  contractor,  as  he 
will  have  chosen  the  most  economical  sequence  in 
organizing  the  work.  If  the  engineer  has  some  parti- 
cular sequence  in  mind,  there  is  no  reason  why  this 
information  should  not  be  disclosed  beforehand,  unless 
it  is  that  he  is  uncertain  of  his  ability  to  deliver  the 
site,  plans,  etc.,  on  time,  in  which  case  the  risk  should 
be  with  the  one  who  controls  the  situation  and  not 
with  the  contractor. 

The  stipulation  headed  "inconvenience  or  delay" 
should  be  amended  to  place  the  wdiole  responsibility 
for  delays  on  the  party  who  causes  -them. 

The  contractor  should  not  be  made  to  suffer  the 
monetary  loss  incurred  in  holding  plant  and  or- 
ganization idle  through  the  fault  of  the  proprietor. 
He  does  more  than  his  share  when  he  assumes  the 
monetary  loss  due  to  delays  caused  by  climatic  con- 
ditions, actions  of  the  elements,  labor  and  material 
troubles,  and  his  own  errors  of  judgment.  As  before 
stated,  neither  an  extension  of  time  nor  any  conces- 
sion, except  monetary  compensation,  will  compensate 
the  contractor  for  delays. 


Britain  Adopting  this  Continent's  Excavat- 
ing Methods 

THE  accompanying  illustration  shows  the  first 
steam  shovel  ever  used  for  building  construc- 
tion work  in  England — a  Type  "B"  Erie.  This 
shovel  is  owned  by  F.  D.  Huntingdon,  Ltd., 
engineers  &  contractors,  11  Hanover  Square,  London. 
The  shovel  is  excavating  for  a  chewing  gum  factory 
to  be  occupied  by  Adam  &  Beemans,  Ltd.,  the  British 
branch  of  the  American  Chicle  Company.  Because  ot 
the  comparatively  small  amount  of  material  to  be 
handled  the  contractors  thought  at  first  the  use  of  a 
steam  shovel  was  hardly  warranted,  but  they  were 
delighted  with  the  results,  both  from  the  point  of  view 
of  the  speed  with  which  the  work  was  handled  and  the 
clean  job  done  by  the  machine. 

The  output  on  this  job  was  limited  by  the  rate  at 
which  carts  could  be  brought  into  position)  and  was 
far  below  the  shovel's  capacity.  Even  with  this  hin- 
drance to  contend  with,  F.  D.  Huntingdon,  managing- 
director  of  Huntingdon,  Ltd.,  writes  that  "This  shovel 
has  proved  of  inestimable  value,  cutting  our  excava- 
tion cost  in  half." 

There  are  twenty  of  these  shovels,  built  by  the  Ball 
Engine  Co.,  being  used  by  British  contractors  and 


manufacturers,  and  more  are  on  their  way.  These 
Frie  shovels  are  doing  the  work  in  far  less  time  than 
would  be  required  by  hand  labor,  at  about  one-third 
the  cost. 

Steam  shovels  are  not  a  new  thing  In  England,  but 
the  British  steam  shovel  is  a  heavy  and  cumbersome 
machine  and  is  only  suitable  for  the  heaviest  kind 
of  digging.  English  labor  conditions,  in  the  past,  have- 
not  warranted  extensive  use  of  excavating  equipment. 
Manual  labor  has  been  cheap,  and  often  more  profit- 
able than  the  heavy  steam  "navvies"  as  they  are  called. 
Then  too,  the  amount  of  excavating  on  most  contracts 
has  not  been  so  larg;e  as  to  warrant  the  use  of  such 


The  first  revolving  steam  shovel  in   England  excavating  the  first  cellar 
ever  dug  by  steam  shovel 

heavy  and  expensive  machinery.  A  light  20-ton  or 
14-ton  shovel,  capable  of  traveling  anywhere  under  its, 
own  power,  has  been  absolutely  unknown  in  the  past. 
However,  recent  developments  in  the  labor  conditions 
— the  shortage  of  manual  labor  and  the  increase  of 
wages — have  prepared  the  market  for  an  easily  han- 
dled, and  reliable  steam  shovel  such  as  the  one  illus- 
trated. 


Port  of  St.  Pierre  to  be  Developed 

The  French  consul  at  St.  John,  N.  B.,  has  received 
notification  from  an  engineer,  representing  the  French 
Government,  that  the  port  of  St.  Pierre,  Miquelon,  is 
to  be  developed.  It  says  the  French  Government  has 
authorized- the  engineer  to  construct  two  breakwaters, 
altogether  about  3,600  feet  long,  with  a  depth  of  20 
feet  as  the  maximum  over  the  lowest  tide,  and  re- 
quiring about  200,000  yards  of  masonry,  about  50,000 
cubic  yards  of  sand  and  gravel  and  about  1,000  cubic- 
yards  of  rock  will  have  to  be  removed.  The  French 
Department  of  Public  Works,  it  is  said,  will  also 
equip  the  harbor  with  a  modern  lighthouse,  sirens, 
buoys,  etc.  Hundreds  of  vessels  go  out  yearly  from 
ports  of  France  to  engage  in  the  bank  fisheries,  and 
the  port  of  St.  Pierre  is  the  central  depot  and  harbor 
of  refuge.  Canadian  contractors  have  been  invited  to 
tender  for  the  work. 

Slate  Products  Co. 

With  a  capital  of  $200,000,  the  Slate  Products 
Company  of  Canada,  Limited,  Montreal,  has  been 
formed  to  carry  ort  the  business  of  quarrying,  manu- 
facturing and  dealing  in  slate,  stone,  lime,  cement, 
brick,  gravel,  etc. 
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Field  Practice  on  Monolithic  Concrete  Houses 

Report  Presented  at  National  Conference  on  Concrete 
House  Construction  Outlines  Practicable  Erection  Methods 


The  total  amount  of  concrete  required  for  a  con- 
crete house  is  relatively  small  and  does  not  justify 
heavy  and  elaborate  equipment.  Large  capacity  mix- 
ers and  spouting  from  a  high  tower  have  not  proven 
successful.  A  small  one-bag  batch  nrxer  will  mix  the 
concrete  in  sufficient  quantity  and  sufficiently  rapidly 
and  where  construction  is  on  a  large  scale  with  many 
houses  going  up  at  once,  several  small  mixers  are 
needed  rather  than  one  or  a  few  large  ones.  For  the 
construction  of  two-storey  houses,  some  separate 
means  of  elevating  the  concrete  is  necessary,  unless 
elevating  machinery  is  a  part  of  the  mixer  outfit  such 
as  the  Humphrey  conveyor  equipment.  George  E. 
Lewis  of  the  Marion  Double  Wall  Co.,  Marion,  Ohio, 
who  has  had  a  great  deal  of  experience  in  constructing 
Van  Guilder  houses,  has  solved  the  elevating  prob- 
lem as  required  by  the  Van  Guilder  wall  machines  by 
using  a  small  lift  which  carries  a  flat  platform  wheel 
barrow  loaded  with  pails  full  of  concrete.  This  is 
the  quickest,  easiest  and  most  econonrcal  way  of 
handling  the  materials.  A  pail  full  is  just  the  right 
amount  to  be  tamped  into  place  at  a  time  and  a  good 
operator  can  tamp  as  fast  as  an  assistant  can  throw 
it  into  the  forms.  The  pails  are  easily  wheeled  to 
place  and  by  using  a  system  of  inexpensive,  collapsible 
scaffold  horses  to  carry  the  plank  runways,  they  can 
be  kept  within  easy  reach  of  the  forms  with  but  very 
little  effort. 

Portable  Lift  for  Raising  Materials 

They  use  a  small  portable  lift  which  consists  only 
of  two  guides  built  up  in  interchangeable  sections  and 
bolted  together.  These  are  held  in  position  by  staying 
to  the  different  floors  as  the  work  progresses.  Where 
it  is  impossible  to  put  the  lift  inside  of  the  building 
they  have  used  it  outside  without  using  but  few  extra 
stays.  The  platform  of  the  lift  itself  is  about  2  feet, 
6  inches  by  3  feet,  6  inches,  just  large  enough  to  carry 
a  wheelbarrow  but  not  so  large  that  it  will  be  too 
heavy  for  the  power  plant.  They  use  a  Jaeger  mixer 
with  V/2  or  5y2  h.p.  engine  either  of  which  is  sufficient- 
ly strong  to  operate  the  lift  and  mix  a  batch  at  the 
>ame  time. 

The  mixer  should  have  a  hoisting  drum  attached 
to  operate  the  lift  and  should  be  sufficiently  open  to 
be  easily  cleansed.  The  hoisting  attachment  is  usual- 
ly added  to  standard  mixers  as  a  special  appliance. 

Construction  of  the  one  hundred  concrete  houses 
at  Donora,  Pa.,  was  started  with  a  high  tower,  but  the 
tower  was  dispensed- with  later  and  small  mixers  and 
hoists  substituted  with  better  results.  A  small  Koehr- 
ing  Mobile  mixer  was  placed  alongside  each  house 
during  concreting.  The  concrete  was  handled  in  bug- 
gies, lifted  by  Saegen  circle  swing  derricks. 

Five  Houses  Poured  From  One  Set-Up  of  Plant 

Houses  consisting  of  reinforced  concrete  founda- 
tions and  walls  with  a  brick  veneer  were  constructed 
in  groups  of  ten  by  Daniel  Crawford.  Jr.,  at  Long  Is- 
land, N.  Y.  The  equipment  used  consisted  of  a  one- 
bag  capacity  side  loader  mixer,  a  7  horse  power  kero- 
sene hoist  and  an  Insley  Mast  Hoist  Bucket  Plant, 


this  equipment  being  placed  on  the  street  in  the 
centre  of  a  group  of  ten  houses  so  that  five  houses 
were  poured  without  moving  any  chutes.  After  five 
houses  were  poured  the  chutes  would  be  swung 
around  to  pour  the  remahiing  five  so  that  from  one 
set-up  of  the  plant  the  entire  ten  were  sufficiently 
covered. 

A  50-foot  mast  was  used,  this  being  framed  by  car- 
penters on  the  job,  the  mast  being  hollow  and  framed 
out  of  2  inch  stuff  to  the  dimensions  shown  in  the  de- 
tail drawing,  which  were  furnished  with  the  bucket. 
In  erecting  this  mast  a  light  gin  pole  about  35  feet 
long  and  6  inches  in  diameter  was  first  put  up,  then 
the  mast  for  the  bucket  was  rigged  up  to  the  gin  pole 
and  set  up  and  the  four  supporting  guys  made  fast. 
The  cable  for  the  bucket  hoist  line  was  reeved  up  be- 
fore the  mast  was  set  in  place  and  the  lifting  was 
done  by  the  hoist  that  was  afterwards  to  be  used  to 
elevate  the  bucket,  and  in  dismantling.  The  frame 
supporting  the  chutes  was  then  clamped  fast  near 
the  top  of  the  mast  and  the  plant  was  ready  for  opera- 
tion as  soon  as  the  chutes  were  hung  in  place.  The 
plant  handled  about  seventy  yards  per  day  with  a 
crew  which  consisted  of  one  foreman,  three  men 
wheeling  aggregate,  one  man  handling  cement  and 
water,  one  hoisting  engineer  and  three  men  tamping 
and  handling  chutes. 

In  constructing  the  Van  Guilder  houses  at  Youngs- 
town,  Ohio,  a  %  yard  Jaeger  mixer  was  used  and  the 
material  conveyed  in  buckets  on  platform  wheelbar- 
rows operated  on  runways  up  to  the  second  floor  level. 
The  buckets  were  passed  up  by  hand  for  the  second 
storey  walls.  The  crew  consisted  of  eight  men  up 
to  the  second  floor,  and  nine  men  for  the  second  storey. 

Surface  Finish 

It  is  usually  assumed  that  the  exterior  walls  of 
monolithic  concrete  houses  cast  in  forms  require 
some  treatment  to  make  them  attractive.  It  is  not 
within  the  province  or  this  committee  to  say  what 
color,  combination  of  color,  or  light  and  shadow  is 
best  suited  to  the  exterior  of  houses.  A  wide  variety 
of  color,  light  and  shadow,  however,  is  obtainable 
with  concrete,  and  final  decision  as  to  finish  must  be 
made  to  conform  to  local  conditions  and  especially  to 
the  grade  or  class  of  the  houses. 

.  There  are  two  general  ways  of  obtaining  surface 
finish,  (a)  application  of  coloring  to  the  concrete  sur- 
face after  the  forms  are  removed  and  (b)  treatment 
of  the  surface  itself  either  before  or  after  the  forms 
are  removed.  Color  may  be  applied  directly  to  the 
concrete  surface  either  as  stucco  or  paint.  Stucco 
may  be  had  in  any  conceivable  shade  of  color  and  a 
considerable  range  of  choice  is  also  afforded  by  spec- 
ial paints  suitable  to  concrete  surfaces.  A  machine 
for  applying  stucco,  known  as  Hodges  stucco  ma- 
chine, has  lately  gained  considerable  attention.  Sav- 
ing the  expense  of  painting  has  been  given  as  one  of 
the  advantages  of  concrete  houses.  Stucco,  applied 
directly  to  the  concrete  surface  without  the  use  of 
lath  or  fabric  of  any  sort  will  be  absolutely  perman- 
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ent  if  the  work  is  properly  done,  and  freshening  of  the 
surface  to  restore  the  color  which  may  be  done  by  the 
simple  process  of  washing  with  a  hose  and  scrubbing. 

Surface  finish  obtained  by  depositing  colored  ag- 
gregate or  coloring  material  in  the  forms  next  to  the 
surface  or  by  mechanical  means,  such  as  tooling,  sand 
blasting,  etc.,  or  a  combination  of  these  will  usually 
cost  less  than  stuccoing  and  will  produce  an  absolute- 
ly permanent  finish.  The  variety  of  color  effects  is 
however,  much  more  limited  than  is  obtainable  with 
stucco. 

Interior  Construction  and  Inside  Finish 

The  -truth  is  outstanding  and  should  not  be  lost 
sight  of  that  the  monolithic  concrete  hoUse  in  which 
concrete  has  been  consistently  used  in  walls,  floors, 
partitions  and  roof  does  represent  the  highest  type  of 
firesafe,  permanent,  maintenance-free  house. 

It  is  universally  admitted  that  concrete  floors  are 
fireproof  and  sanitary.  There  is,  however,  a  marked 
difference  of  opinion  as  to  the  desirability  of  a  con- 
crete floor  surface  from  the  standpoint  of  comfort  and 
coz-ne^s.  , 

Wooden  floor  surfaces  ar :  applied  either  by  em- 
bedding nailing  strips  in  the  concrete  or  by  covering 
the  structural  concrete  floor  with  "Nailcrete"  or  a 
mixture  of  cement  mortar  and  cardust  or  cinders.  The 
best  solution  of  the  concrete  floor  problem  is  the  use 
of  easily  removable  floor  coverings  of  carpets,  rugs, 
linoleum  or  patented  floor  coverings.  Inserts  for  but- 
toning down  floor  covering  may  be  embodied  in  the 
concrete.  The  covering  is  easily  removed  and  the 
floors  may  be  flushed  and  scrubbed. 

Solid  monolithic  concrete  walls  are  no  exception 
to  other  masonry  walls  in  regard  to  the  requirement 
for  insulation  to  prevent  condensation  of  moisture 
on  their  interior  surface.  Furring,  lath  and  plaster 
should  be  used  producing  an  air  space  between  the 
concrete  wall  and  the  surface  of  the  interior  finish.  For 
this  purpose  wooden  nailing  strips  or  plugs  to  which 
the  furring  may  be  attached  should  be  embedded  in 
the  concrete  wall  or  wires,  or  "hairpins"  allowed  to 
protrude  from  the  concrete  for  the  attachment  of  rib- 
bed metal  fabric  or  wire  mesh.  Whatever  detail  is 
adopted,  the  fundamental  requirement  of  insulation 
must  be  provided,  and  either  a  "dead"  air  space  must 
be  obtained  or  some  insulating  material  such  as  lino- 
felt,  cabot's  quilt,  corkboard,  etc.,  used  between  the 
concrete  and  the  inside  finish. 

Partitions 

Partitions  in  a  thoroughly  fireproof  house  should 
also  be  fireproof.  In  monolithic  houses  of  the  bear- 
ing wall  type  with  concrete  floors  it  is  usually  econo- 
mical to  make  some  of  the  partitions  heavy  enough 
to  carry  the  floor  loads,  thus  cutting  down  the  floor 
spans  and  obviating  the  use  of  columns  or  deep  beams. 
These  partitions  are  then  similar  in  construction  to 
the  exterior  walls  and  are  fireproof.  Furring  is  omit- 
ted and  the  finish  applied  directly  to  the  concrete  sur- 
face. Partitions  that  do  not  carry  floor  loads  may  be 
constructed  by  plastering  and  back-plastering  on  rib- 
bed expanded  metal  or  mesh.  Openings  in  such  par- 
titions may  be  secured  by  using  pressed  steel  or  con- 
crete studs  each  side  of  opening.  Plastered  parti- 
tions may  be  made  to  form  a  deal  air  space  by  con- 
structing two  walls  a  few  inches  apart,  both  plastered 
on  expanded  metal  or  mesh  reinforcement. 

In  order  to  carry  out  the  idea  of  firesafeness  com- 
pletely the  roof  must  be  incombustible.    If  the  ceil- 


ing of  the  top  floor  is  concrete  and  the  roof  covering 
is  tile,  slate  or  asbestos  shingles,  the  roof  framing 
may  be  of  wood  without  appreciable  increase  of  fire 
hazard.  If  there  is  no  means  of  communication  be- 
tween the  upper  rooms  and  garret,  a  wooden  frame 
roof,  and  the  top  floor  concrete  ceiling  constitute  in 
reality  two  roofs  and  the  extra  expense  can  be  justi- 
fied only  because  of  architectural  effect  and  some  ad- 
ditional protection  from  heat  and  cold.  The  con- 
crete ceiling  may  serve  at  the  same  time  as  a  roof. 
This  brings  us  to  the  question  of  the  flat  roof  and  its 
appearance.  Much  difference  of  opinion  exists  in  re- 
gard to  this  matter.  It  is  certainly  true  that  many 
high  class  residences  have  flat  roofs.  Both  flat  and 
pitched  roofed  houses  were  constructed  in  the  Cran- 
wood  development,  and  the  flat  roof  houses  were  the 
first  choice  of  the  purchasers.  A  concrete  roof  built 
with  forms  is  more  difficult  to  construct  than  a  flat 
one.  A  concrete  pitched  roof  can,  however,  be  con- 
structed by  plastering  or  shooting  with  a  cement  gun 
on  expanded  metal  or  mesh  reinforcement. 

Conclusions 

(1)  — Concrete,  being  a  different  material  than 
other  materials  used  in  home  building,  presents  new 
problems  and  new  limitations  in  design.  These  must 
be  studied  in  order  to  produce  artistic  effects  econo- 
mically. 

(2)  — When  houses  are  built  in  groups  having  the 
same  overall  dimensions,  good  architectural  design 
can  be  given  sufficient  variety  to  remove  appearance 
of  sameness  by  using  colors,  by  methods  of  surface 
finish  and  by  skillful  arrangement  of  roof  balustrades, 
cornices,  porches,  etc.  Irregularity  x>f  design,  bay  win- 
dows, curved  surfaces,  cornices  or  oblique  angles  are 
not  necessary  to  good  appearance  of  a  large  group  of 
houses. 

(3)  — The  thickness  of  walls  of  monolithic  houses 
is  governed  by  considerations  of  field  practice  rather 
than  by  the  requirement  for  strength.  Building  regu- 
lations should  recognize  the  greater  strength  of  con- 
crete and  therefore  the  thickness  of  walls  should  be 
governed  by  the  requirements  of  standard  engineer- 
ing practice.  The  exterior  bearing  walls  built  solid, 
the  thickness  in  the  basement  need  not  exceed  3  in. 
and  in  first  and  second  stories  6  in.  Where  hollow  wall 
construction  is  used  the  same  total  thickness  of  con- 
crete is  sufficient.  For  exterior  partitions  4  inches  is 
recommended. 

(4)  — Well  constructed  6  inch  concrete  walls  re- 
quire little  reinforcement  for  structural  reasons,  but 
do  not  need  more  than  x/\  of  1  per  cent,  to  provide  for 
temperature  stresses.  A  proper  mix  for  these  walls  is 
about  1:2^4:4,  with  maximum  size  aggregate  about  1 
inch.  Broken  stone,  pebbles  or  a  good  grade  of  slag 
or  cinders  may  be  used  as  coarse  aggregate. 

(5)  — In  climates  subject  to  sudden  and  great 
changes  of  temperature,  a  dead  air  space  throughout 
the  exterior  walls  must  be  included  within  the  wall 
proper  or  an  air  space  must  be  formed  by  furring  and 
plaster  or  some  insulating  medium  used  between  the 
solid  walls  and  the  interior  finish. 

(6)  — Complete  firesafeness  requires  concrete  floors 
and  partitions  and  an  incombustible  roof. 

(7)  — If  a  concrete  floor  is  finished  in  cement  it 
should  preferably  be  covered  by  rugs,  carpets,  lino- 
leums or  special  floor  coverings  that  are  easily  re- 
moved. 

(8)  — A  thin  stucco  coat  has-  been  found  a  satis- 


April  7,  1920 


THE  CONTRACT  RECORD 


331 


factory  method  of  finishing  exterior  surfaces.  Finish- 
es have  also  been  obtained  by  exposing  colored  ag- 
gregates and  by  tooling,  sand  blasting  or  rubbing,  in 
some  cases  with  success.  Trowelled  finishes  are  not 
recommended. 

(9)  — Small,  one-bag  batch  mixers  and  simple  ele- 
vating equipment  of  the  mast  and  bucket  or  two-leg- 
ged tower  and  skip  type  are  best  adapted  to  monolith- 
ic house  construction. 

(10)  — Window  and  door  frames  can  be  set  in  the 
forms  and  the  concrete  cast  around  them.  Wooden 
frames  should  be  well  primed  as  a  protection  from 
moisture  in  the  concrete.  Frames  should  be  anchored 
to  the  concrete  by  means  of  long  spikes  or  bolts.  They 
should  be  braced  against  distortion  from  the  pressure 
of  the  wet  concrete. 

(11)  — Forms  should  be  light  enough  or  in  suffic- 
iently small  sections  to  allow  handling  by  the  form 
setters  without  producing  undue  fatigue.  They  should 
be  capable  of  positive  alignment  both  vertically  and 
horizontally. 

(12)  — The  monolithic  house  offers  an  unlimited 
field  for  development.  Encouragement  should  be  giv- 
en to  the  development  of  all  systems  of  forms  for  the 
construction  of  monolithic  houses. 


(13) — The  monolithic  house  offers  advantages  in 
speed  of  construction  that  makes  it  especially  suit- 
able for  large  housing  developments. 


Big  Distribution  of  Safety  Literature 

The  Ontario  Safety  League  continues  to  place  a 
large  amount  of  literature  in  the  hands  of  motorists, 
school  children,  industrial  workers,  and  others  through- 
out the  province.  In  the  first  three  months  of  1920, 
the  League  has  distributed  an  enormous  amount  of 
safety  material,  including  35,000  industrial  safety  bul- 
letins, 32,400  school  safety  bulletins,  8,500  special  bul- 
letins, 8,500  traffic  bulletins,  2,700  electric  railway  bul- 
letins, 150,000  motorists'  safety  book-marks,  10,200 
health  bulletins,  6,500  news  letters,  9,000  safety  calen- 
dars, 12,000  leaflets  to  the  "new  man,"  125,000  gum- 
med seals  and  3,000  safety  cards  and  posters. 


The  city  of  Quebec  has  been  notified  that  the  Pro- 
vincial Department  of  Municipal  Affairs  has  placed  a 
sum  of  one  million  dollars,  of  the  Federal  housing 
loan,  at  the  disposal  of  the  city.  The  city  of  Quebec 
asked  for  three  millions. 


Western  Problems  to  Come  Before  Good 
Roads  Convention  at  Winnipeg 

First  Meeting  of  Canadian  Good  Roads  Association  West 
of  Ontario  to  Consider  Conditions  in  That  Part  of  Dominion 


THE  announcement  that  the  Seventh  Annual 
Canadian  Good  Roads  Convention  is  to  take 
place  at  the  Royal  Alexandra  Hotel,  Winnipeg, 
on  June  1,  2,  and  3  marks  the  first  occasion  on 
which  this  organization  has  gone  west  of  Ontario  in 
order  to  foster  the  campaign  for  improved  highways, 
so  that  special  efforts  are  being  made  by  the  executive 
of  the  Canadian  Good  Roads  Association  to  ensure  its 
success.  The  programme,  which  is  now  in  course  of 
preparation,  is  one  that  will  specially  appeal  to  the 
western  municipalities,  as  apart  from  the  general 
papers  on  different  methods  of  paving,  there  will  be 
given  addresses  dealing  particularly  with  the  road 
conditions  and  problems  which  exist  in  that  portion 
of  the  Dominion. 

The  convention  meetings  will  be  held  in  the  ban- 
quet hall  and  there  will  be  an  exhibition  of  road  ma- 
terials in  the  old  ball  room,  while  in  the  spacious 
ground  in  the  rear  of  the  hotel  will  be  shown  road  and 
other  machinery  in  operation.  It  is  also  proposed  to 
construct  a  section  of  highway  in  the  district  under 
the  supervision  of  the  best  experts  on  the  continent 
who  will  thus  be  able  to  demonstrate  the  proper  meth- 
od of  grading,  ditching,  draining,  foundation  laying 
and  building  up  of  a  modern  highway. 

The  Lieutenant  Governor  of  Manitoba,  Sir  James 
A.  M.  Aikins,  K.B.,  has  been  invited  to  formally  open 
che  convention,  and  invitations  are  being-  extended  to 
the  Premiers  of  every  province  in  the  Dominion,  as 
well  as  the  Ministers  of  Highways  and  other  ministers 
to  be  present. 

The  Deputy  Ministers  of  Highways  from  all  the 


provinces  are  being  specially  invited  as  it  is  intended 
to  hold  special  meetings  for  them  for  the  purpose  of 
discussing  road  laws,  traffic  regulation,  automobile 
taxation,  systems  of  construction  and  maintenance  of 
highways  and  similar  questions  with  a  view  to  arriv- 
ing as  far  as  possible  at  a  uniform  system  of  regula- 
tions for  the  whole  Dominion.  Representatives  of  the 
Federal  government  will  also  be  present  at  this  con- 
ference, which  will  commence  on  the  second  day  of 
the  convention  and  proceed  concurrently  with  it. 

Information  has  already  been  received  by  the  sec- 
retary, George  A.  McNamee,  that  large  delegations 
will  be  sent  from  the  Ontario  Good  Roads  Associa- 
tion, the  Eastern  Ontaro  Good  Roads  Association, 
the  Good  Roads  League  of  British  Columbia,  the  New 
Brunswick  Automobile  Association,  the  Halifax 
Good  Roads  Association,  the  Quebec  Automobile 
Club,  the  Automobile  Club  of  Canada,  the  Central 
Canada  Colonization  and  Highways  Association  of 
Fort  William,  the  Pacific  Highway  Association  of 
Maryhill,  Washington,  and  other  organizations,  and 
special  pullman  cars  are  being  arranged  at  all  the  big 
centres  for  the  conveyance  of  delegates  to  the  conven- 
tion. Ladies  are  being  invited  to  join  the  party,  and 
the  railway  companies  are  arranging  several  trips 
from  Winnipeg  to  allow  delegates  and  their  wives  to 
visit  points  of  interest  in  the  west. 

The  annual  meeting  of  the  Canadian  Automobile 
Association  will  be  held  at  Winnipeg  during  the  con- 
vention, with  representatives  from  all  the  recognized 
automobile  organizations  in  the  Dominion  attending. 
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Hints  for  the  Contractor 

That  May  Save  Him  Time  and  Money — We  Will  Pay  for  All  Accepted  Items — 

Send  One  In 


Dangers  of  Salamanders  in  Heating  Winter 
Concrete 

WHENEVER  reinforced  concrete  building- 
work  is  done  in  the  winter  seasons,  some 
artificial  means  of  heating  the  structure 
must  generally  be  installed.  Salamanders 
are  usually  used  for  this  purpose.  In  a  weekly  new 
letter  of  the  National  Safety  Council,  Mr.  E.  W.  Bush 
points  out  that  it  is  desirable  that  the  salamanders  be 
connected  by  piping  to  the  outer  air,  or  a  chimney, 
as  the  burning  fuel  is  a  great  consumer  of  oxygen, 
and  workmen  who  perhaps  are  tending  these  fires 
during  the  night-time  are  quite  apt  to  lie  down  to 
sleep  beside  the  salamanders,  and  all  the  elements  are 
present  for  a  fatality.  Reports  were  recently  received 
of  five  or  six  men  being  knocked  out  on  one  job  dur- 
ing the  first  night  or  two  that  the  salamanders  were 
in  use.  In  another  instance,  a  plasterer  who  was  work- 
ing on  a  scaffold  near  a  salamander  was  overcome  by 
the  foul  air,  pitched  forward,  and  sustained  a  very  ser- 
ious head  injury  as  the  result  of  his  fall. 


Blasting  Concrete  in  Congested  Districts 

DESPITE  the  nearness  of  shopgirls,  and  the  ne- 
cessity for  guarding  against  destruction  of 
plate-glass  and  other  frail  property,  dyna- 
mite was  recently  used  in  New  York  City 
in  the  demolition  of  a  brick  and  concrete  vault  for- 
merly occupied  by  a  bank,  according  to  Engineering 
News  Record.  The  walls  were  20  in.  thick,  and  the 
vault  14  ft.  long,  12  ft.  wide  and  7y2  ft.  high.  The 
roof,  supported  by  six  12-in.  I-beams,  was  2V2  ft. 
thick.  The  whole  constituted  a  ton  of  steel  and  49 
tons  of  brick  and  concrete.  The  first  hole  was  drilled 
13  in.  into  the  wall  near  the  door  and  loaded  with  one- 
third  of  a  cartridge  of  40-per  cent,  dynamite.  This 
gave  an  idea  of  the  size  of  succeeding  charges  that 
could  be  loaded.  Three  other  holes  were  then  drilled 
18  in.  apart  about  18  in.  from  the  end  of  the  wall  and 
fired  with  a  blasting  machine.  The  job  was  com- 
pleted in  14  days  at  a  net  profit  of  $150. 

Five  plate  glass  windows  40  ft.  from  the  scene  of 
the  blasting  were  protected  by  a  canvas  screen  hung 
from  the  ceiling,  and  windows  in  the  vicinity  were 
boarded  over.  Five  feet  from  the  Avail  on  one  side 
with  but  a  thin  brick  wall  intervening  were  girls 
selling  drygoods. 


To  Harden  Concrete  Rapidly 

F.  A.  McLean* 

IT  is  sometimes  desirable  to  harden  concrete  quickly 
as  in  grouting  or  setting  up  pieces  of  heavy 
machinery  which  must  be  placed  in  operation  as 
soon  as  possible.    A  simple  method  of  accom- 
plishing this  which  also  has  the  advantage  of  acceler- 
ating the  rate  at  which  the  strength  of  the  concrete 
increases  with  age  is  to  add  small  quantities  of  cal- 
'01  Canadian   [ngergoll-Rand  Company,  Sherbrooke,  P.Q; 


cium  chloride  to  the  water  which  is  used  for  mixing 
purposes.  The  best  results  are  obtained  when  from 
4  to  6  per  cent,  of  the  chloride  by  weight  is  added. 
While  this  process  has  no  injurious  effects  when  used 
to  treat  solid  masses  of  ordinary  concrete,  care  should 
be  exercised  when  mixing  this  chemical  with  rein- 
forced concrete  that  is  exposed  to  the  weather  in 
which  case  it  is  likely  to  corrode  the  reinforcing  bars. 


Protection  of  Wooden  Bridges  from  Fire 

NINETY    per    cent,    of   the  fires  in  wooden 
bridges  and  trestles  of  railways  are  caused 
by  locomotive  sparks,  either  from  the  smoke- 
stacks or  the  ash  pan,  according  to  a  com- 
mittee report  submitted  to  the  Railway  Fire  Protec- 
tive Association. 

Measures  for  preventing  these  fires  were  recom- 
mended as  follows  by  the  committee: 

That  effective  spark  screens  be  provided  in  the 
front  end  of  all  locomotives  and  carefully  maintained. 

That  ash  pans  and  grates  be  made  tight  and  kept 
in  good  working  order,  as  the  dropping  of  hot  coals 
or  ashes  is  a  source  of  a  large  amount  of  our  trouble. 

That  special  places  be  provided  for  the  dumping 
of  cinders  and  ashes,  and  grates  are  not  to  be  shaken 
down  except  at  safe  points. 

That  all  combustible  refuse,  such  as  dry  leaves, 
dead  grass,  weeds,  brush  and  rubbish,  be  cleared  away 
from  under  and  around  all  wooden  bridges. 

That  the  decks  of  all  wooden  bridges,  between  the 
rails,  be  covered  with  No.  22  galvanized  iron,  this  to 
prevent  sparks  from  setting  fire  to  the  structure 
should  they  be  dropped  from  the  locomotive. 

As  a  further  preventive  measure,  it  is  recommend- 
ed that  all  wooden  bridges  be  coated  with  a  fireproof 
or  fire-retardent  paint,  demonstration  having  proven 
some  of  them  to  be  of  excellent  protection,  and  that 
they  can  be  applied  at  a  cost  no  greater  than  that  oi 
ordinary  raint. 

The  committee  also  recommended  that  one  water 
barrel  and  one  pail  be  provided  for  all  wooden  bridges 
of  a  length  of  50  ft.  or  less,  and  two  water  barrels  and 
two  pails,  one  to  each  barrel,  be  provided  for  all 
bridges  whose  length  is  more  than  50  ft.  up  to  a 
length  (if  150  ft.,  and  that  one  water  barrel  and  one 
pail  be  provided  for  each  additional  150  ft. 

That  where  a  bridge  requires  one  or  two  barrels 
and  pails  the  same  are  to  be  placed  at  the  ends  of 
the  bridge,  located  at  proper  clearance  from  the  track 
and  buried  in  the  ground  to  within  6  in.  of  the  top, 
and  where  barrels  and  pails  are  located  in  the  middle 
of  the  bridge  they  are  to  be  located  at  proper  clearance 
from  the  rails  and  the  top  of  the  barrel  is  to  be 
provided  with  a  wooden  or  galvanj^ed  iron  cover. 

In  the  past  great  difficulty  has  been  experienced  in 
keeping  the  pails  intact  with  the  water  barrels,  es- 
Decially  where  galvanized  iron  pails  or  fire  buckets 
have  been  used,  and  they  are  invariably  missing  when 
wanted,  and  it  is  therefore  recommended  that  a  square 
wooden  bucket  of  unfinished  lumber  be  provided  and 
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that  the  same*  be  suspended  in  the  water  inside  of  the 
barrel. 

As  a  further  means  of  extinguishing  the  blaze,  it 
is  recommended  that  all  locomotives  be  equipped 
with  fire-fighting  apparatus,  so  that  they  may  cope 
with  the  situation  should  occasion  arise. 


Electric  Power  Inspector  Honored 

On  Wednesday  evening,  March  24th,  the  staff  of 
the  Inspection  Department,  Toronto  Hydro-electric 
System,  gathered  at  their  Club  House,  30  Murray  St., 
when  Mr.  G.  W.  Leach  was  the  recipient  of  a  hand- 
some gold  watch  as  a  token  of  appreciation  of  his  nine 
years'  service  as  electric  power  inspector.  Mr.  Leach 
resigned  March  1st,  and  has  since  joined  the  staff  of 
Mr.  J.  Everard  Myers,  electrical  engineer  and  con- 
tractor, as  construction  manager. 


Mainly  Constructional 

East  and  West — From  Coast  to  Coast 


Ceramics  Industrial,  Ltd.,  will  erect  a  brick  plant  at 
Vancouver.  This  will  be  the  first  plant  of  its  kind  in  Van- 
couver. 

The  Canadian  Northern  Railway's  program  of  construc- 
tion in  Saskatchewan  will  include  58  miles  of  grading-  and 
184  miles  of  new  track  during  the  present  season. 

At  a  recent  meeting  of  the  Brotherhood  of  Carpenters, 
Toronto,  it  was  decided,  by  a  vote  of  218  to  70,  to  accept  the 
wage  schedule  of  85c  per  hour  until  June  1.  and  after  that 
00c. 

The  total  value  of  building  permits  issued  at  Montreal 
for  the  first  quarter  of  the  present  year  amounts  to  $1,461,- 
237.  The  figure  for  the  corresponding  period  of  1019  was 
$440,102. 

Announcement  is  made  by  Hon.  J.  H.  King,  Minister 
of  Public  Works,  British  Columbia,  that  approximately  $8,- 
000,000  will  be  expended  on  highways  in  the  province  during 
the  next  three  to  five  years. 

It  is  announced  that  Mr.  J.  H.  Donlin.  president  of  the 
Building  Trades  Department  of  the  American  Federation  of 
Labor,  together  with  presidents  of  all  international  building 
trades  unions,  will  shortly  visit  Montreal  to  investigate  con- 
ditions in  the  buildings  trades  there. 

It  is  reported  that  the  Canada  Cement  Company's  plant 
at  Hull,-  Quebec,  will  engage  about  200  new  hands  in  the 
near  future.  The  plant  has  been  practically  idle  all  winter, 
owing  to  scarcity  of  coal,  and  kindred  reasons. 

An  invitation  has  been  forwarded  by  the  Canadian  Good 
Roads  Association  to  the  Lieutenant  Governor  of  Manitoba, 
Sir  James  A.  M.  Aikins,  K.B.,  to  formally  open- the  Sevenzh 
Annual  Canadian  Good  Roads  Convention  which  will  take 
place  on  June  1,  2,  and  3  at  the  Royal  Alexandra  Hotel,  Win- 
nipeg. 

A  banquet  was  held  recently  by  the  Toronto  Master 
Painters'  and  Decorators'  Association,  at  Toronto,  in  honor 
of  the  association's  president,  Mr  .Stewart  N.  Hughes,  who 
has  just  returned  from  a  vacation  in  California.  A  resolution 
expressing  pleasure  at  the  return  of  Mr.  Hughes,  was  mov- 
ed by  Mr.  Wm.  Paris  and  seconded  by  Aid.  Phinnemore,  lo 
which  Mr.  Hughes  replied,  expressing  his  appreciation  of 
the  warm  welcome  given  him. 


Personal 

Mr.  VV.  VV.  Marshall,  Hydro  superintendent  at  Orange* 
ville,  Ont.,  has  been  appointed  town  engineer  there,  succeed- 
ing Mr.  Charles  King  who  resigned  recently.  Mr.  Marshall 
will  fill  the  two  positions,  with  offices  in  the  Waterworks 
Building. 

Mr.  J.  Thompson,  who  has  been  chief  draughtsman  for 
Mr.  Wm.  R.  Hood,  architect,  of  Port  Arthur,  Ont.,  for  the 
past  four  years,  has  left  to  take  over  the  management  of 
one  of  the  departments  of  a  large  contracting  firm  at  Brant- 
ford,  Ont. 

Mr.  F.  H.  Smail,  B.Sc,  A.M. E.I. C,  for  eight  years  in 
the  employ  of  the  Saskatchewan  Highway  Department,  Re- 
gina,  has  accepted  an  appointment  in  the  city  engineer's  of- 
fice, Moose  Jaw,  Sask.  Mr.  Smail  is  a  graduate  of  Queen'si 
University,  Toronto,  and  saw  four  years'  overseas  service. 

Mayor  Westoby  has  resigned  as  secretary  of  the  Hous- 
ing Commission,  Guelph,  Ont.,  not  having  sufficient  time  to 
look  after  this  work.  Mr.  G.  M.  Yates  has  been  appointed 
to  this  position  and  has  already  entered  upon  his  duties.  An 
extensive  program  of  house  building  is  planned  by  the  com- 
mission for  the  present  year. 

Mr.  James  Penner,  of  Derby,  Ont.,  will  succeed  Mr. 
John  Campbell  as  foreman  of  construction  on  the  Owen 
Sound  and  Meaford  provincial  county  highway.  Mr.  Camp- 
bell resigned  this  position  to  devote  his  time  to  his  farm. 
Construction  of  this  road  was  commenced  last  year  under 
Mr.  Campbell's  supervision  and  three  miles  of  roadway  has 
been  completed. 

Mr.  Adelhelm,  instructor  in  structural  design  of  a  class 
made  up  from  the  draughtsmen  of  the  Hamilton  Bridge 
Company  and  Steel  Company  of  Canada,  Hamilton,  was 
made  the  recipient  of  a  wrist  watch,  by  his  pupils,  on  the 
occasion  of  his  departure  for  Philadelphia,  where  he  has 
accepted  a  position  with  one  of  the  largest  engineering  con- 
cerns of  that  city.-  Mr  Adelhelm,  while  in  Hamilton,  was 
in  the  employ  of  the  Steel  Company,  as  test  engineer  of  the 
coke  ovens.  The  course  referred  to  above  will  be  continued 
next  October  under  the  supervision  of  Mr.  Ross,  engineer 
with  the  Frid  Construction  Company,  Hamilton. 


Obituary 

Mr.  Alexander  Davidson,  senior  member  of  the  firm  of 
Davidson  Bros.,  contractors,  of  Winnipeg,  died  recently  in 
his  68th  year.  Mr.  Davidson  was  born  in  Leeds  county, 
Ontario,  and  went  to  Winnipeg  in  1882. 


Trade  Incorporation 

McKay  Building  &  Engineering  Company,  Limited,  with 
head  office  at  Regina,  Sask.,  capital  $20,000. 

Niagara  Falls  Homes,  Ltd.,  with  head  office  at  Niagara 
Falls,  Ont.,  capital  $250,000,  to  build  houses. 

Ontario  Cement  Co.  Ltd.,  with  head  office  at  Brantford, 
Ont.,  capital  $1,000,000,  to  manufacture  cement. 

Standard  Sand,  Limited,  with  head  office  at  Montreal, 
capital  $150,000,  to  deal  in  sand,  lime,  stone,  etc. 

Angstrom  &  Verochio,  Limited,  with  head  office  at  To- 
ronto, capital  $100,000,  to  carry  on  the  business  of  general 
contractors. 

Joncas,  Malouin  &  Rousseau,  Limited,  with  head  office 
at  Quebec,  P.  Q.,  capital  $20,000,  to  carry  on  the  business  of 
general  contractors. 

Sarnia  Chamber  of  Commerce  Building  Co.,  Ltd.,  with 
head  office  at  Sarnia,  Ont.,  capital  $50,000,  to  carry  on  the 
business  of  builders  and  real  estate  dealers. 


Contracts  Department 


News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Amherst,  N.  S. 

Tenders  will  be  called  shortly  for  grad- 
ing and  paving  in  connection  with  con- 
templated drill  hall  costing  $25,000  for 
Dominion  Dept.  Public  Works. 

Brandon,  Man. 

D.  W.  Shaw,  secy.-treas.  for  Munici- 
pality of  Cornwallis,  Room  35,  Smith 
Block,  Brandon,  Man.,  will  receive  ten- 
ders until  noon  April  16th  for  draining 
and  grading  about  62^  miles  of  road; 
cost,  $200,000.  Specifications  with  secy.- 
treas.  and  Good  Roads  Commissioner, 
Winnipeg. 

Drumbo,  Ont. 

Hugh  Allan,  clerk,  Drumbo.  will  re- 
ceive tenders  until  April  9th  for  supply- 
ing tile  and  construction  of  drain  for 
Blenheim  Township. 

East  Angus,  Que. 

Municipality  contemplates  gravelling 
of  road.    Secy.-treas.,  J.  A.  Girard. 

Harding,  Man. 

W.  V.  Stevenson,  secy.-treas.,  Hard- 
ing, Man.,  will  receive  tenders  until  April 
10th  for  construction  of  concrete  cul- 
verts for  Municipality  of  Woodworth. 
Plans  with  Mr.  Stevenson  and  with 
Highway  Commissioner,  Winnipeg. 

Joliette,  Que. 

Municipalities  of  Joliette  and  _  L'As- 
somption  contemplate  construction  of 
road.  Secy.-treas.  for  Joliette,  J.  E. 
Chaput. 

Jonquieres,  Que. 

Municipality  contemplates  construction 
of  macadam  road  costing  $12,000.  Clerk, 
M.  Lacroix. 

Middlechurch,  Man. 

H.  I.  Thomson,  secy.-treas.  for  Rural 
Municipality  of  West  St.  Paul,  Middle- 
church,  Man.,  will  receive  tenders  until 
noon  April  17th  for  grading  Rosser 
Road.  Specifications  with  A.  McGilli- 
vray,  Highway  Commissioner,  Winni- 
peg. 

Montreal,,  Que. 

City  has  voted  $2,409,037  for  comple- 
tion of  aqueduct  and  construction  of  new 
low  level  pumping  station.  Engineer,  A. 
E.  Doucet.  R.  S.  &  W.  S.  Lea,  10  Cath- 
cart  St.,  are  consulting  engineers.  Ten- 
ders will  be  called  shortly. 

Murray  Bay,  Que. 

J.  McNicoll,  secy.-treas.,  will  call  ten- 
ders soon  for  gravelling  road  for  Muni- 
cipality. 

Ottawa,  Ont. 

Dominion  Dept.  Public  Works  con- 
templates expenditure  of  $75,000  on 
dredging  work  in  provinces  of  Manitoba, 
Saskatchewan  and  Alberta. 


Peterboro,  Ont. 

City  will  construct  extension  to  water 
mains  by  day  labor  costing  $12,402. 
Chairman  Utilities  Commission,  VV.  H. 
Moore. 

Powasson,  Ont. 

Town  will  call  tenders  about  June  1st 
for  cement  walks  to  cost  $8,000.  Clerk, 
L.  G.  Phillips. 

Raymond,  Alta. 

Town  bas  under  consideration  paving 
work  to   cost  $14,000.    Address  mayor. 

Sherbrooke,  Que. 

By-law  passed  authorizing  expenditure 
of  $300,000  on  waterworks  for  city. 
Mayor,  C.  D.  White. 

E.  C.  Gatien,  city  clerk,  will  receive 
tenders  until  April  15th  for  500  tons  of 
inorganic  dust  filler,  450  tons  of  asphalt 
cement,  16  tons  asphalt  filler  on  metal 
drum,  granite  blocks. 

Simcoe,  Ont. 

Tenders  will  be  called  shortly  for  ma- 
cadamized roads,  curbs,  etc.,  for  Town. 
Clerk,  W.  C.  McCall. 

St.  Clair  Beach,  Ont. 

J.  H.  Co'burn,  clerk.  Walkerville,  will 
receive  tenders  until  April  10th  for  con- 
struction of  5  miles  of  pavement  for 
Municipality. 

St.  Francois  De  Salles,  Que. 

N.  T.  Boudreault,  secy.,  will  call  ten- 
ders soon  for  gravelling  road  from  St. 
Francois  de  Salles  to  Chambord  for  Mu- 
nicipality. 

St.  Fulgence,  Que. 

J.  E.  St.  Georges,  secy.-treas.,  will  call 
tenders  soon  for  gravelling  of  road  for 
Municipality. 

Toronto,  Ont. 

T.  L.  Church,  Chairman  Bd.  of  Con- 
trol, will  receive  tenders  until  April  _13th 
for  construction  of  sewers.  Specifica- 
tions at  Works  Dept.,  Room  6,  City  Hall. 

Westbury,  Que. 

Municipality  contemplates  gravelling 
of  road  ±l/2  miles  long.  Secy.-treas.,  J. 
A.  Girard,  East  Angus. 

Windsor,  Ont. 

City  contemplates  construction  of  con- 
crete sidewalks  costing  $70,000.  Engi- 
neer, M.  E.  Brian,  City  Hall. 

CONTRACTS  AWARDED 

Cornwall,  Ont. 

MacLean  &  Stidwell,  Cornwall,  have 
contract  for  crushed  stone  for  Provin- 
cial Dept.  Public  Highways,  Toronto. 

Matane,  Que. 

Terreau  &  Racine,  St.  Paul  St.,  Que- 
bec, have  contract  for '  material  in  con- 
nection with  construction  of  sewer  and 
waterworks  system  costing  $80,000  for 
M  unicipality. 


St.  Prime,  Que. 

Emile  Giroux  has  general  contract  for 
gravel  road  costing  $15,000  for  Munici- 
pality. 

Toronto,  Ont. 

Provincial  Dept.  Public  Works  placed 
contract  for  Portland  cement  with  Can- 
'ada  Cement  Co.,  Bank  of  Hamilton  Bldg., 
Toronto;  Alfred  Rogers  Ltd.,  28  King 
W.,  Toronto. 

Castellani  Construction  Co.,  Excelsior 
Life  Bldg.,  Toronto,  have  contract  for 
earth  work  on  highway  in  Townships  of 
East  and  West  Whitby  for  Provincial 
Dept.  Public  Highways. 

Provincial  Dept.  Public  Highways 
placed  general  contract  for  filling  in 
swamp  on  Provincial  Highway  in  Pitts- 
burg Township,  with  Dufferin  Construc- 
tion Co.,  Lumsden  Bldg.,  Toronto. 

Ed.  Brule,'  Box  107,  Billings  Bridge. 
Ont.,  has  contract  for  crushed 
stone  required  on  highway  in  Nepean 
Township  for  Provincial  Dept.  Public 
Highways. 

Provincial  Dept.  Public  Highways 
placed  general  contracts  for  concrete 
structures,  rock  work,  etc.,  at  Shannon- 
ville,  and  road  work,  etc.,  in  Township 
of  Richmond,  with  Chisholm  Wellage 
Co.,  South  Lancaster. 

Windsor,  Ont. 

Essex  Border  Utilities  Commission 
placed  general  contract  for  completion  of 
south  sewage  interceptor  with  Border 
City  Construction  Co.,  Gas  Bldg.,  Wind- 
sor. 

Woodstock,  Ont. 

Sewer  and  activated  sludge  costing 
$110,000  for  City:  Construction  work, 
$42,836.80,  W.  H.  Brennan  Contracting 
Co.,  Hamilton;  sewage  disposal  works, 
piping  and  installation  of  machine,  $37,- 
309,  Flanagan  &  Anderson.  Fort  Wil- 
liam; filtro  plate,  $4,551.84.  General  Fil- 
tration Co.,  Rochester,  N.  Y. ;  two  30  h.p. 
motors,  $2,394,  Canadian  General  Elec- 
tric Co.,  212  King  W.,  Toronto;  two  No. 
4  Nash  Hytor  compressors  with  separ- 
ators, $3,255,  Canadian  Fairbanks  Morse 
Co.,  26  Front  St.  W.,  Toronto. 


Railroads,  Bridges  and  Wharves 

Bognor,  Ont. 

Sydenham  Township  contemplates 
construction  of  steel  bridge.  Clerk,  J. 
M.  Thomson,  Bognor. 

Elmvale,  Ont. 

Plans  are  in  progress  for  bridge  cost- 
ing 35,000  for  Simcoe  County  Council, 
Clerk,  R.  J.  Fletcher.  Barrie,  Ont. 

Esquimalt,  B.  C. 

Tenders  will  be  called  shortly  for  grav- 
ing dock  costing  about  $1,500,000  for  Do- 
minion Dept.  Public  Works. 

Fort  Garry,  Man. 

H.  D.  DeMoissac,  secy.-treas.,  will  re- 
ceive tenders  until  April  13th  for  con- 
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struction  of  bridge  costing  $33,000  for 
Municipality.  Plans  with  Highway  Com- 
missioner. Winnipeg,  and  sec.-treas.. 
Fort  Garry. 

Kagawong,  Ont. 

R.  C.  Desrochers.  secy.  Dominion  De- 
partment Public  Works,  Ottawa,  will  re- 
ceive tenders  until  noon  April  17th  for 
construction  of  wharf  and  warehouse  on 
Manitoulin  Island.  Plans  at  Dept.,  Ot- 
tawa, at  office  of  District  Engineer. 
Sault  Ste.  Marie,  Ont..  and  at  P.  O. 
Kagawong,  Ont. 

Ottawa,  Ont. 

Dominion  Dept.  Public  Works  plans 
construction  of  retaining  wall  at  Chat- 
ham. Ont.;  repairs  to  breakwater  cost- 
ing $11,000  at  North  Ingonish,  N.  S.;  re- 
pairs to  wharf  costing  $5,900  at  Summer- 
ville,  N.  S. ;  reconstruction  of  breakwa- 
ter wharf  costing  $5,225  at  North  Head, 
Grand  Manan  Island,  N.  B.;  repairs  to 
wharf  costing  $5,000  at  Burks'  Falls. 
Ont.;  repairs  to  bridges  and  approaches 
costing  $7,000  at  Ottawa,  Ont.  Tenders 
will  be  called. 

Quebec,  Province  of 

C.  N.  Rlys.,  260  St.  James  St..  Mon- 
treal, plan  to  re-ballast  road  from  Riv- 
iere-a-Pierre  to  Chicoutimi.  replace 
wooden  bridges  by  steel  structures  and 
lay  heavier  rails.  Assistant  manager,  W. 
A.  Kinpland,  Montreal. 

Saskatchewan,  Province  of 

Provincial  Dept.  of  Highways,  Regina, 
will  receive  tenders  until  April  19th  for 
construction  of  three  concrete  bridges, 
one  at  Esterhazy,  one  over  Loon  River 
near  Markinch,  one  over  Wascana  Creek 
near  Sidmar.    Estimated  cost,  $22,000. 

Sherbrooke,  Que. 

By-law  passed  authorizing  expenditure 
of  $350,000  on  repairs  to  dam  for  City. 
Mayor,  C.  D.  White. 

St.  John,  N.  B. 

C.  N.  Rlys.,  head  office,  Toronto,  Ont.. 
contemplate  erection  of  station  here. 
Chief  Engineer,  C.  B.  Brown,  Moncton, 
N.  B. 

CONTRACTS  AWARDED 

Montreal,  Que. 

Nine  factory  buildings  costing  $1,250,- 
000  for  C.  P.  Rly.,  Windsor  Station:  Gen- 
eral contract  and  masonry.  Foundation 
Co.,  224  St.  James  St.;  steel,  Dominion 
Bridge  Co.,  Lachine,  Que. 

St.  John,  N.  B. 

C.  P.  Rly.,  Windsor  Station,  Montreal, 
placed  contract  for  concrete  foundations 
for  steel  bridge  with  Foundation  Co., 
225  St.  James  St.,  Montreal. 

Toronto,  Ont. 

Provincial  Dept.  Public  Highways 
placed  general  contract  for  steel  super- 
structure of  River  Aux  Raisin  Steel 
Bridge  with  Hamilton  Bridge  Works 
Co.,  Hamilton. 


Public  Buildings,  Churches 
and  Schools 

Alsask,  Sask. 

Town  and  District  contemplate  erec- 
tion of  hospital.  Address  Mayor  B. 
Shaw  or  S.  S.  Stauffer,  Alsask. 

Barraute,  Que. 

Ovide  Cardinal,  secy.-treas.,  will  re- 
ceive tenders  until  April  15th  for  school 


costing  $8,000  for  Roman  Catholic  Com- 
mission. 

Carievale,  Sask. 

Thunder  Creek  School  District  No.  262 
contemplates  erection  of  school.  Secy., 
J.  Southcombe,  Carievale. 

Digby,  N.  S. 

School  Board  contemplate  erection  of 
school.    Secy.,  Harry  L.  Dennison. 

Dominion  No.  4,  N.  S. 

Rev.  J.  J.  McNeil  will  receive  tenders 
until  May  1st  for  church  costing  $25,000 
for  R.  C.  Episcopal  Corp.  Plans  with 
Glebe  House. 

Ford  City,  Ont. 

J.  C.  Pennington,  architect,  La  Beile 
Bldg.,  Windsor,  is  preparing  plans  for 
school  for  Separate  School  Board. 

Fort  Saskatchewan,  Alta. 

Plans  have  been  prepared  for  school 
and  residence  costing  $7,000  for  School 
Board.  Secy.,  John  Mohr,  Jr.,  Fort  Sas- 
katchewan. 

Granby  Bay,  B.  C. 

Tenders  will  be  received  by  Minister 
of  Provincial  Dept.  Public  Works,  Vic1 
toria,  until  noon  April  26th  for  construc- 
tion of  four  roomed  school.  Plans  at 
offices  of  Govt.  Agents,  Vancouver, 
Prince  Rupert  and  Anyox,  B.  C;  and 
Dept.  Public  Works,  Victoria,  B.  C. 

Grande  Prairie,  Alta. 

Grande  Prairie  Public  School  Board 
contemplates  addition  to  school  costing 
$12,000.    Chairman,  C.  Spencer. 

Halifax,  N.  S. 

Gayton  Bros.,  Morris  St.,  general  con- 
tractors for  Salvation  Army,  Hollis  St., 
on  erection  of  maternity  hospital  costing 
$150,000,  want  prices  on  metal  lathing, 
plastering,  painting  and  glazing. 

St.  Malthias  Church  (Church  of  Eng- 
land), Windsor  St.,  contemplates  erec- 
tion of  church  hall.  Pastor,  Rev.  T.  H. 
Perry. 

Tenders  will  be  called  about  May  1st 
for  rebuilding  of  church  for  Oxford  St. 
Methodist  Church.  Architect,  Leslie  R. 
Fairn,  Aylesford,  N.  S. 

Hamilton,  Ont. 

The  following  each  contemplate  erec- 
tion of  addition  to  church:  St.  James 
Church,  corner  Locke  and  Herkimer; 
Westminster  Presbyterian  Church,  Bar- 
ton and  Sherman;  Chalmers  Presbyter- 
ian Church,  Concession  St.;  Laidlaw 
Presbyterian  Church,  Ottawa  and  Can- 
non Sts. ;  Calvin  Presbyterian  Church, 
541  James  St.  N.  R.  Morton,  83  Emer- 
ald St.  S.,  is  chairman  of  each  building 
committee. 

He  Verte,  Que. 

School  Board  has  under  consideration 
erection  of  school. 

Indian  Head,  Sask. 

Dominion  Dept.  Public  Works  con- 
templates expenditure  of  $12,000  on  pub- 
lic buildings. 

Kimberley,  B.  C. 

Tenders  will  be  received  by  Minister 
of  Provincial  Dept.  Public  Works  until 
noon  April  19th  for  construction  of  two 
roomed  school.  Plans  at  offices  of  Govt. 
Agents,  Vancouver  and  Cranbrook,  B. 
C;  N.  W.  Burdett,  Secy.  School  Board, 
Kimberley,  B.  C. ;  Dept.  Public  Works, 
Victoria,  B.  C. 


Kitchener,  Ont. 

Separate  School  Board  contemplates 
erection  of  school  to  cost  $75,000.  Secy., 
Philip  Ringle,  115  Water  St.  N. 

Lac  La  Ronge,  Sask. 

Plans  have  been  prepared  for  school 
for  Dominion  Dept.  Indian  Affairs.  Supt. 
General,  Hon.  Arthur  Meighen.  Ottawa. 

Lanigan,  Sask. 

R.  M.  Thompson,  architect.  Bank  of 
Nova  Scotia  Bldg.,  is  preparing  plans  for 
school  costing  $25,000  for  School  Board. 

London,  Ont. 

First  Christian  Church  has  decided  to 
erect  new  church.  Pastor,  Rev.  J.  H. 
Versey. 

Manitoba,  Province  of 

Dominion  Dept.  Public  Works  plans 
to  make  alterations  and  improvements  to 
dominion  buildings  throughout  province 
of  Manitoba. 

Montreal,  Que. 

Musicians  Protective  Association,  3  82 
St.  Catherine  St.  E.,  contemplate  erec- 
tion of  home.    President.  J.  C.  Mollinari. 

Plans  will  be  prepared  for  hospital  pa- 
vilion costing  $1,000,000  for  Trustees 
Western  and  General  Hospitals  Presi- 
dent of  Western  Hospital,  J.  C.  New- 
man 634  Sydenham  Ave. 

Ottawa,  Ont. 

Plans  are  in  progress  and  tenders  will 
be  called  in  about  two  weeks  for  ma- 
ternity hospital  costing  $150,000  for  Sal- 
vation Army.  Architect,  Lt.  Col  Gid- 
eon Miller,  20  Albert  St.,  Toronto. 

R.  C.  Desrochers,  secy.  Dominion  De- 
partment Public  Works,  Ottawa,  will  re- 
ceive tenders  until  noon  April  13th  for 
erection  of  passenger  elevator  shaft,  elec- 
tric passenger  elevator  car  and  machin- 
ery for  printing  bureau.  Plans  at  office 
of  Chief  Architect,  Dept.  Public  Works, 
Ottawa. 

Outremont,  Que. 

Protestant  School  Board  Commission- 
ers may  decide  to  erect  school.  Chair- 
man, W.  R.  Allen,  554  Rockland  Ave. 

Oxbow,  Sask. 

Coldridge  School  District  No.  242  con- 
templates erection  of  school.  Secy.-treas,. 
W.  Ramwell,  Oxbow. 

Point  Grey,  B.  C. 

School  Board  contemplates  erectio-n  of 
additions  to  four  schools  costing  $33,- 
230.    Address  secy.  School  Board. 

Port  Colborne,  Ont. 

C.  M.  Borter,  architect,  102  Main  St., 
Niagara  Falls,  is  preparing  plans  for 
manse  costing  $7,000  for  Presbyterian 
Church. 

Quebec,  Que. 

Oscar  Beaule,  architect,  21  D'Aiguillon 
St„  is  preparing  plans  for  library  build- 
ing. 

Roydale,  Alta. 

Tenders  will  be  called  soon  for  com- 
munity hall  for  Town.  Address  A. 
Burns. 

Sydney  Mines,  B.  C. 

R.  C.  Episcopal  Corporation  have  un- 
der consideration  erection  of  school  cost- 
ing $50,000.    Architect,  Ronald  Gillis. 

School  Board  contemplates  erection  of 
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school  to  cosl  $40,000.  Chairman,  A..  C, 
McCormiek. 

Trois  Pistoles  No.  1,  Que. 

School  Board  has  under  consideration 
the  erection  of  School,  Secy.-treas.,  Ls. 
Rioux. 

Vancouver,  B.  C. 

Dominion  Dept.  Public  Works  plans 
to  repair  public  buildings.  Cost,  $10, 
ooo. 

By-laws    authorizing    expenditure  oi 
$17"), 000  on  repairs,  alterations  and  add! 
tions  to  schools  will  be  submitted  May 
12th.    Chairman    School    Hoard.    J.  W. 
Prescott. 

Vulcan,  Alta. 

F.  C.  C.  Andrews,  secy.,  Vulcan,  will 
call  tenders  soon  for  school  costing  $.">,- 
000  for  Harvey  School  District. 

Whitemouth,  Man. 

Plans  have  been  prepared  for  school 
for  Oldenburg-  School  District  No.  908. 
Secy.-treas.,  Ed.  Milbrandt,  White- 
mouth. 

CONTRACTS  AWARDED 
Armstrong,  B.  C. 

Provincial  Dept.  Public  Works  placed 
general  contract  for  school  costing  about 
$00,000  with  H.  J.  Davies,  Kamloops, 
B.  C. 

Brockville,  Ont. 

Addition  to  school  costing  $40,000  for 
School  Board:  Masonry  and  steel,  Wal- 
ter Pattison,  197  James  E.;  carpentry, 
roofing,  electrical  work,  plastering,  sheet 
metal  and  painting,  Fred  Clow;  plumb- 
ing and  heating,  H.  S.  Brown.  15  King 
E. 

Quinton,  Sask. 

Jas.  Bruce  &  Sons,  Regina,  have  been 
awarded  general  contract  for  school  cost- 
ing $12,000  for  School  Board. 

St.  John,  N.  B. 

Dominion  Dept.  Public  Works  placed 
general  contract  for  alteration  and  equip- 
ment of  detention  building  costing  $200,- 
000  with  W.  A.  Munroe,  134  Paradise 
Row. 

Winnipeg,  Man. 

R.  N,  Wyatt,  505  Merchants  Bank 
Bldg.,  has  general  contract  for  altera- 
tions to  post  office  for  Dominion  Dept. 
Public  Works. 


Business  Buildings  and  Indus- 
trial Plants 

Batiscan,  Que. 

St.  Maurice  Lumber  Co.  have  purch- 
ased Fligire  Mills  and  will  make  alter- 
ations and  extensions.  Manager,  P.  W. 
(irant. 

Price  Bros.,  Batiscan,  contemplate 
erection  of  pulp  mill,  also  addition  to 
sawmill.    Manager,  Mr.  Royce. 

Dufrost,  Man. 

Carey  Elevator  Co.,  St.  Pierre,  will 
erect  elevator  costing  $14,000. 

Edmonton,  Alta. 

Hay  ward  Lumber  Co.,  1  1904  73rd  St., 
will  receive  tenders  for  factory  costing 
$30,000,  dry  kiln  costing  $10,000,  and 
power  house  costing  $12,000.  Architect, 
E.  W.  Moorehouse,  11153  04th  St.,  Ed- 
monton. 

Elmvale,  Ont. 

Trams  Anto  Sales  Co.  contemplate 
erection  of  garage  costing  $10,000. 


Hamilton,  Ont. 

Geo.  Y.  Smith.  Beulah  Court,  will 
erect  stores  and  apartments  costing  $50,- 
000. 

R.  J.  Coleman.  31  Grosvenor  Ave.,  will 
erect  store  and  apartment  costing  $8,000. 

Harriston,  Ont. 

Canada  Flax  Co.  have  purchased  hotel 
and  will  remodel  it  for  factory. 

Hull,  Que. 

Millson  &  Burgess,  architects,  300 
Sparks  St..  Ottawa,  are  preparing  plans 
for  foundry,  etc.,  for  Hull  Iron  &  Steel 
Works. 

Ilderton,  Ont. 

Plans  are  in  progress  for  grain  eleva- 
tor costing  $20,000  for  Ilderton  Farmers 
Club.  Address  E.  T.  Caverhill,  R.  R.  No. 
L,  ilderton. 

Lachute,  Que. 

Decheneau  Bro<=.  have  purchased  hotel 
building  and  will  remodel. 

Montreal,  Que. 

Ludger  Lemieux,  architect,  304  Univer- 
sity Ave.,  has  prepared  plans  for  alter- 
ations to  store  costing  $35,000  for  A. 
Dionne  Son  &  Co.,  581  St.  Catherine  St. 
W. 

Oshawa,  Ont. 

Nut  Krust  Bakeries  Ltd.,  55  Bay  St., 
Toronto,  will  expend  $0,000  on  remodel- 
ment  of  building  into  bakery.  President, 
Mr.  Williams. 

Chas.  St.  Peter,  129  Crawford  St.,  To- 
ronto, will  erect  store  and  garage  cost- 
ing $7,000. 

Petrolea,  Ont. 

Draper  Mfg.  Co..  manufacturing  brass 
valves,  etc,  will  lease  factory,  remodel 
and  install  equipment. 

Princeton,  Ont. 

Milk  Condensing  Co.  contemplate  con- 
struction of  milk  condenser."  Interested, 
John  Martin. 

River  Charlo,  N.  B. 

J.  C.  Cook,  secy.-treas.,  will  receive 
tenders  until  April  15th  for  store  for 
United  Farmers  Co-operative  Co. 

Sedgewick,  Alta. 

Plans  have  been  prepared  fo.r  bank 
building  for  Canadian  Bank  of  Com- 
merce. Address  Manager,  Sedgwick, 
Alta. 

Sherbrooke,  Que. 

Regal  Tire  &  Rubber  Co.,  and  not 
Sensitive  Tire  and  Rubber  Co.  as  report- 
ed, are  remodelling  manufacturing  build- 
ing.  Secy.-treas.,  Robert  W.  Hogg. 

St.  Boniface,  Man. 

J.  H.  Ashdown  and  H.  C.  Thompson, 
commissioners,  will  receive  tenders  un- 
til April  12th  for  garage  costing  $10,000 
for  Greater  Winnipeg  Water  District, 
Tribune  Bldg.,  Winnipeg. 

Toronto,  Ont. 

Sub  trades  will  be  let  for  carburetor 
plant  costing  $40,000  for  Canadian  Ty- 
gard  Engine  Co.  Architect,  H.  R. 
Watson,  907  Excelsior  Life  Bldg. 

Consumers  Gas.  Co.,  19  Toronto  St., 
will  start  work  shortly  on  addition  to 
nul  house.  Architect,  F.  S.  Mallory,  05 
Adelaide  E. 

T.  G.  Howorth,  129  Queen  St.  E.,  will 
erect  factory  costing  $7,000. 

Eustace  G.  Bird,  architect,  6  King  W., 
will  receive    bulk    tenders    until  April 


36th   on   all    trades     for  manufacturing 

plant  for  Canadian  General  Electric  Co., 

312   Kink  \Y. 

Bulk  and  separate  tenders  will  be  called 
within  a  week  for  hotel  to  cost  $2,000,- 
000  for  United  Hotels  Ltd.,  manager, 
Geo.  O'Neil,  King  Edward  Hotel.  Ar- 
chitects, Watt  &  Blackwell,  79  Adelaide 
E. 

A.  T.  Reid  Co.,  270  King  St.  W.,  will 
start  work  shortly  on  erection  of  ware- 
house addition  costing  $15,000.  Archi- 
tect, J.  Wilson  Gray,  Confederation  Life 
Bldg.' 

E.  Egar,  1949  Queen  E.,  will  erect 
stores  and  apartments.  Architect,  F.  S. 
Mallory,  65  Adelaide  E. 

J.  Becker,  265  Gladstone  Ave.,  is  erect- 
ing six  stores  and  apartments  costing 
$40,000. 

Vancouver,  V.  C. 

Ceramic  Industries  Ltd.,  Molsons 
Bank  Bldg.,  will  erect  brick  and  tile  fac- 
tory costing  $8,000  by  day  labor. 

Walkerton,  Ont. 

Sterling  Twine  Co.  have  purchased 
building  and  will  alter  and  remodel  it 
into  factory.  Secy.-treas.,  Geo.  D.  Mc- 
Kay. 

Whitby,  Ont. 

Whitby  Brick  &  Clay  Products  Co. 
have  purchased  brick  plant  and  will 
spend  $25,000  on  alterations  and  exten- 
sions. Manager,  Wm.  Baines. 

Winnipeg,  Man. 

J.  N.  Semmens,  architect,  708  Electric 
Rly.  Chambers,  Winnipeg,  has  prepared 
sketch  plans  for  office  building  for  Cre- 
dit Foncier  Franco  Canadian,  head  of- 
fice, Montreal,  Que. 

Community  Lumber  Yards,  906  Elec- 
tric Rly.  Chambers,  will  erect  office 
building  costing  $5,000. 

CONTRACTS  AWARDED 
Brantford,  Ont. 

Extension  to  factory  costing  $14,000 
for  Crown  Electric  Mfg.  Co.,  17-21  Pearl 
St.:  General  contract,  Schultz  Bros.  Co.. 
37-49    Albion    St.;    roofing,  Brantford 

Roofing  Co.,  Sydenham  St. 

Halifax,  N.  S. 

Henry  Birks  &  Sons  Ltd..  10  Phillips 
Sq.,  Montreal,  placed  general  contract 
on  cost  plus  basis  for  alteration  of  build- 
ing into  store  costing  $30,000  to  $50,000 
with  Anglin-Norcross  Co.,  65  Victoria 
St.,  Montreal.  Architects,  Ross  &  Mc- 
Donald, 1  Belmont  St.,  Montreal. 

Kitchener,  Ont. 

J.  M.  Schneider  &  Sons,  Courtland 
Ave:,  will  erect  addition  to  abattoir 
costing  $5,000:  Masonry.  N.  Asmussen, 
91  Benton  St.;  carpentry  and  roofing. 
S.  Becker,  45  Courtland  Ave. 

Addition  to  factory  costing  $40,000  for 
C.  H.  Doerr  &  Co.,  128  Weber  St.:  Gen- 
eral contract,  masonry,  carpentry,  roof- 
ing, plastering,  painting,  Dunker  Bros., 
Louisa  St.;  plumbing  and  heating,  Wm. 
Knell  &  Co.,  45  King  St.  W. 

Midland,  Ont. 

Alex.  Barrie,  King  St.,  will  erect  ad- 
dition to  store  costing  $0,000:  Masonry, 
Webb-Grew  Construction  Co.;  carpen- 
try, J.  C.  McMillen. 

Montreal,  Que. 

Extension  to  office  building  costing 
$70,000  for  Belding  Paul  Corticelli  Ltd., 
1 85  Shearer  St.:  General  contract,  mas- 


April  7,  1920 

onry,  plumbing,  heating,  painting  and 
glazing,  Anglin-Norcross  Co.,  65  Vic- 
toria St.;  millwork,  Wm.  Rutherford  & 
Sons  Co.,  425  Atvvater  Ave.;  electrical 
work,  Vincent  &  Say  Electric  Co.,  351 
Union  Ave.;  elevator,  Otis  Fensom  Ele- 
vator Co.,  368  St.  James  St. 

G.  Roberts,  79  Lagauchetiere  St.,  has 
general  contract  for  alterations  to  ware- 
house costing  $6,000  for  F.  M.  Molson, 
290  Drummond  St. 

J.  O.  Denis,  166  St.  Catharine  St.  W., 
placed  general  contract  for  factory  cost- 
ing $12,000  with  O.  Archambault,  610 
Lafontaine  Park. 

Cook  &  Leith,  55  St.  Francois  Xavier 
St.,  have  general  contract  and  masonry 
for  alterations  to  stores  costing  $20,000 
for  H.  L.  Putnam,  205  St.  James  St. 

Wm.  Irving,  26A  Stanley  St.,  has 
general  contract  for  alterations  to 
bank  for  Molsons  Bank,  head  office,  200 
St.  James  St. 

Gagnon  Lachapelle  &  Hebert,  55  Kent 
St.,  placed  general  contract  for  factory 
addition  costing  $15,000  with  Alphonse 
Gratton,  142  Fifth  Ave.,  Mais. 

D.  Scott  &  Co.,  204  St.  James  St.. 
have  general  contract  for  dining  room 
building  costing  $6,000  for  Canadian  Car 
&  Foundry  Co.,  120  St.  James  St. 

John  MacGregor  Ltd.,  511  St.  Cath- 
arine St.  W.,  have  been  awarded  gener- 
al contract  and  masonry  for  extension 
to  building  costing  $7,000  for  Darling 
Bros.,  120  Prince  St. 

Nanaimo,  B.  C. 

Mescher  Bros,  have  general  contract 
for  oil  storage  warehouse  and  plant  cost- 
ing $22,000  for  Imperial  Oil  Co.  of  Can- 
ada. 

Peterboro,  Ont. 

Messrs.  Ephgrave  &  Barrett,  632  Dow- 
nie  St.,  have  general  contract  for  office 
and  surgery  costing  $40,000  for  Medical 
Surgical  Clinic,  secy.,  Dr.  J.  Malcolm 
McCulloch,  312  Charlotte  St. 

Russell- Tovvnsend  Co.,  Harbour  Com- 
mission Bldg.,  Toronto,  have  general 
contract  for  addition  to  plant  costing 
$60,000  for  Canadian  Packing  Co. 

Quebec,  Que. 

Baldry,  Yerbrugh  &  Hutchinson,  80  St. 
Francois  Xavier  St.,  Montreal,  have  gen- 
eral contract  for  two  electric  bakeries 
costing  $6,000  and  $8,000  for  Eastern 
Nut  Krust  Bakeries  Ltd.,  head  office,  55 
Bay  St.,  Toronto. 

Stratford,  Ont. 

Remodelment  of  factory  costing  $10,- 
000  for  Gedlach-Barklow  Co.  of  Can- 
ada, Joliette,  111.,  U.  S.:  General  con- 
tract, masonry  and  carpentry,  Robt. 
Marson,  Nelson  St.;  plumbing  and  heat- 
ing, J.  R.  Myers  &  Sons,  Ontario  St. 

Toronto,  Ont. 

Office  building,  warehouse  and  garage 
costing  $40,000  for  Western  Canada  Flour 
Mills  Co.,  74  King  E.:  Masonry,  Page 
&  Co.,  Weston  Rd.;  carpentry,  A.  Wel- 
ler  &  Co.,  54  Tecumseh  St.;  heating  and 
plumbing,  Bennett  &  Wright,  72  Queen 
E. 

Work  will  start  shortly  on  remodel- 
ment of  building  into  bakery  costing 
$6,000  for  Nut  Krust  Bakeries  Ltd.,  55 
Bay  St.:  Carpentry,  A.  &  F.  Fisher,  114 
Church  St. 

Vancouver,  B.  C. 

Chas.  H.  Taylor,  936  Granville  St.,  has 
general  contract  for  restaurant  costing 
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$10,000  for  F.  Pascual  &  H.  Aubeneau, 
725  Robson  St. 

Winnipeg,  Man. 

N.  Economy  Co.,  263  Portage  Ave., 
have  placed  general  contract  for  addition 
to  building  with  Fraser  &  MacDonald, 
937  Somerset  Bldg. 

P.  C.  Peterson,  196  Johnson  Ave.,  has 
general  contract  for  store  costing  $9,- 
800  for  Geo.  Stambler,  157  Kelvin  St. 


Residences 

Aylmer,  Ont. 

Joseph  Davis  plans  to  erect  two  resi- 
dences costing  $6,000. 

Essex,  Ont. 

Following  contemplate  erection  of 
residences:  Dr.  A.  E.  Benson;  Ed.  Mc- 
Hugh;  S.  Damm;  R.  M.  Birce;  Fred 
Belcher;  Leo  McCloskey;  Frank  Brown. 

Exeter,  Ont. 

B.  W.  Beavers  contemplates  erection 
of  bungalow  to  cost  $6,000. 

Flesherton,  Ont. 

Walter  Cargoe  contemplates  erection 
of  bungalow.  Architect,  W.  Large,  Eug- 
enia Falls. 

Gait,  Ont. 

W.  L.  Somerville,  architect.  Imperial 
Bank  Bldg.,  Yonge  and  Bloor  Sts.,  To- 
ronto, is  preparing  plans  for  100  resi- 
dences costing  $350,000  for  Gait  In- 
dustrial Housing  Commission. 

Guelph,  Ont. 

W.  R.  C.  Wheeler,  7  Johnson  St.,  will 
erect  three  residences  costing  $9,000. 

London,  Ont. 

City  contemplates  remodelment  of  hall 
into  apartments.  Architect,  A.  M.  Piper, 
City  Hall. 

Mitchell,  Ont. 

F.  Levy  is  preparing  plans  for  three 
residences  to  cost  $12,000. 

Montreal,  Que. 

Federal  Construction  Co.  will  erect 
six  residences  costing  $15,000  each  by 
day  labor.  President,  F.  J.  H.  Baillar- 
geon,  329  Ontario  St.  E. 

Herbert  M.  Marler,  15  Redpath  Cres., 
contemplates   erection   of  residence. 

H.  H.  Pick  &  Sons,  325  Decarie  Blvd., 
are  erecting  two  residences  costing  $6,- 
000  each. 

H.  Lafleur,  159  St.  Denis  St.,  is  alter- 
ing residence  into  flats  by  day  labor. 
Cost,  $9,000. 

A.  Bonneau,  971  St.  Catherine  St.  E., 
will  erect  two  residences  costing  $10,- 
000. 

Montreal  West,  Que. 

A.  Payne,  168  Lacrasse  St.,  is  erect- 
ing two  residences  and  garage  costing 
$13,500  each. 

Ottawa,  Ont. 

M.  E.  Dais,  11  Cobalt  Ave.,  contem- 
plates erection  of  residence  costing  $6,- 
000. 

Richards  &  Abra,  architects,  126 
Sparks  St.,  are  preparing  plans  for  resi- 
dence for  Mr.  Powell. 

B.  A.  Grison,  90  Fentiman  Ave.,  con- 
templates erection  of  four  residences 
costing  $5,000  each. 

Penticton,  B.  C. 

Swan  &  Augustine,  architects,  are  pre- 
paring plans  for  residence  costing  $6,- 
000  for  A.  Sinclair. 


61 


Port  Stanley,  Ont. 

Erie  Amusement  Co.  contemplate  erec- 
tion of  summer  residences.  Manager,  A. 
E.  Ponsford,  St.  Thomas,  Ont. 

Ridgetown,  Ont. 

R.  Watt,  care  Watt  Machine  Works, 
is  erecting  five  residences  costing  $4,000 
each. 

St.  James,  Man. 

R.  S.  Hymers,  84  Dubuo  St.,  Norwood, 
Man.,  contemplates  erection  of  residence 
to  cost  $6,000. 

P.  S.  Wheatcroft,  616  McMillan  Ave., 
Winnipeg,  plans  to  erect  residence  cost- 
ing $6,500. 

A.  Mills,  care  Robinson  &  Little,  Win- 
nipeg, contemplates  erection  of  residence 
costing  $6,500. 

Stratford,  Ont. 

D.  A.  Withrow,  Erie  St.,  will  erect 
semi-detached  residence  costing  $6,000. 

South  London,  Ont. 

L.  G.  Bridgman,  architect,  Bank  of 
Commerce,  is  preparing  plans  for  resi- 
dence for  S.  D.  Swift,  231  Hyman  St. 

Three  Rivers,  Que. 

City  plans  to  expend  provincial  grant 
of  $500,000  on  construction  of  work- 
men's residences.  Clerk,  A.  Beliveau. 

Toronto,  Ont. 

J.  E.  Carlisle,  5  Crang  Ave.,  will  erect 
residence  and  garage  costing  $12,500 

A.  Fee,  243  Greenwood  Ave.,  will 
erect  residence  costing  $7,000. 

J.  Russell,  122  Beatrice  St.,  is  erect- 
ing residence  costing  $6,000. 

Lancaster  Bros.,  253  Ossington  Ave., 
will  erect  three  pair  of  residences  cost- 
ing $4,000  each. 

J.  W.  Fisher,  3  Drofnas  Ave.,  is  erect- 
ing two  residences  costing  $5,000  each. 

Robertson  &  Co.,  72  Lumsden  Ave.,  are 
erecting  one  pair  of  residences  costing 
$4,000  each. 

A.  P.  Bird,  138  Hiawatha  Ave.,  will 
erect  residence  costing  $6,500. 

Geo.  Cross,  416  Kingston  Rd.,  is  erect- 
ing two  residences  costing  $5,000  each. 

J.  Hamm,  156  Northcote  Ave.,  will 
erect  residence  costing  $6,000. 

Lewis  &  Tunnard,  34  Balfour  Ave., 
are  erecting  one  pair  of  residences  cost- 
ing $4,000  each. 

Slightham  Bros.,  88  Hiawatha  Rd.,  are 
erecting  two  residences  costing  $5,000 
each. 

H.  E.  Stevenson,  187  Soudan  Ave., 
will  erect  residence  costing  $6,000. 

A.  G.  Saunders,  234  Wychwood  Ave., 
is  erecting  two  residences  costing  $4,500 
each. 

A.  I.  Penpraise,  Vaughan  Rd.,  wants 
tenders  on  all  trades  for  one  pair  of 
residences  costing  $5,000  each. 

Benner  &  Co.,  59  Wrenson  Rd.,  are 
erecting  two  residences  costing  $4,000 
each. 

H.  Dunkley,  Winnett  Ave.,  Wychwood 
P.  O.,  will  erect  residence  costing  $6,000. 

T.  Cratchy,  132  MacDohnell  Ave.,  will 
erect  one  pair  of  residences  costing  $3,- 
000  each. 

W.  J.  Wingrove,  83  Bellefair  Ave.,  is 
erecting  two  pair  of  residences  costing 
$5,000  each. 

(Continued  on  page  64) 


Tenders  and  For  Sale  Department 


CITY  OF  NIAGARA  FALLS 

ONTARIO 


Manufacturers  of  Sewer  Cleaning  Machines 
and  appliances  are  requested  to  furnish  prices  and 
particulars  to  Alderman  Wm.  Cole,  Chairman  of 
Committee  on  Sewers,  on  or  before  April  ]0th, 
1920. 

D.  T.  BLACK, 
13-14  City  Engineer. 


Tenders  for  Pavement 


Sealed  tenders  for  the  construction  of  pave- 
ment in  the  Town  of  Leamington  will  be  re- 
ceived by  the  Town  Clerk  till  noon  on  Friday, 
April  30th,  1920. 

Plans  and  specifications  will  be  furnished  on 
application. 

Lowest  tender  not  necessarily  accepted. 

M.   L.   SELKIRK,   Deputy  Clerk, 

Leamington,  Out. 
March  18,  1920.  13-16 


Tenders  for  Pavement 


Sealed  tenders,  marked  "Tenders  for  Pave- 
ment," addressed  to  the  undersigned,  will  be 
received  up  to  noon  on  the  5th  day  of  April, 
1920,  for  the  supplying  of  material  and  construc- 
tion of  approximately  one  mile  and  one-eighth 
of  Tarvia  Macadam  Pavement  (Penetration 
Method)  with  approximately  2,000  lineal  feet  ot 
Cement  Concrete  Curb  or  Curb  and  Gutter  com- 
bined. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  at  the  office  of  the  undersigned  or  at  the 
office  of  Wheelock  &  Christie,  Civil  Engineers. 
Orangeville. 

A  marked  cheque  for  $500.00,  payable  to  the 
Village  of  Streetsville,  must  accompany  each 
tender. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

S.  P.  SMITH,  Village  Clerk, 
13-14  Streetsville,  Ont. 


Tenders 


Sealed  tenders,  registered  and  endorsed  on  the 
envelope  "Tenders  for  (Tender  bid  on)",  and  ad- 
dressed to  George  S.  Page,  Town  Clerk  of  the 
Town  of  Moosomin,  Sask.,  will  be  received  up 
to  C  p.m.,  May  5th,  1920,  for  the  supply,  delivery 
and  erection  of  certain  works. 

Tender  A — For  the  supply,  delivery  and  erection 

of   internal  combustion  engines. 
Tender  B — For  the  supply,  delivery  and  erection 

of    generators,    excitor,    switchboard,  street 

lighting  apparatus,  transformers,  meters,  etc. 
Tender   C — For  the  supply  and  delivery   of  one 

oil  storage  tank. 
Tender  D — For  the  supply  and  delivery  of  pole, 

wire  and  line  material. 
Tender  E — For  the  erection  of  electric  pole  line. 
Tender  F — For  the  erection  of  power  station  and 

cooling  chamber. 
Marked  cheque  for  five  per  cent.  (5%)  of  the 
amount  of  the  bid  must  accompany  each  tender. 

Complete  sets  of  plans  and  specifications  may 
be  seen  at  the  office  of  the  Consulting  Engineers. 
Saskatoon,  at  the  Town  Clerk's  office,  Moosomin, 
and  the  Board  of  Trade,  Regina.  Sask.  Specifi- 
cations on  tenders  A,  B,  C  and  I)  may  he  seen 
at  the  office  of  the  Canadian  Engineer,  Winni- 
peg and  Toronto,  and  the  Contract  Record  office, 
Montreal,  after  March  30th,  192(1. 

GEO.  S.  PAGE,  Town  Clerk, 

Moosomin,  Sask. 

MURPHY  &  UNDERWOOD, 

Consulting  Engineers, 
13-17  Saskatoon,  Sask. 


Wanted 

Tenders  for  Heating,  Plumbing  and  Electric 
Wiring  for  the  new  Technical  School.  Niagara 
Falls,  Ont.  Plans  at  office  of  MacLcan  Daily 
Reports,  347  Adelaide  Street  West,  Toronto. 

Tenders   close  6  p.m..   April  12th. 

Tenders  mailed  to  ('.  M.  Sorter,  architect, 
102  Main  St.,  Niagara  Falls.  Ont.  14 

Tenders 
for  Road  Grading 

Municipality  of  Cornwallis, 
Manitoba 

Sealed  tenders  for  draining  and  grading  of 
Sixty-two  and  one-half  miles  of  road  in  the  Muni- 
cipality of  Cornwallis,  in  the  Province  of  Mani- 
toba, will  be  received  by  the  undersigned  up  to 
twelve  o'clock  noon,  on  the  16th  day  of  April, 
1920. 

This  work  includes  about  200,000  yards  of 
earth  excavation,  but  what  is  shown  is  approxi- 
mate only. 

Specifications  and  tender  forms  may  be  ob- 
tained at  the  office  of  the  Good  Roads  Board. 
Winnipeg,  Manitoba,  or  from  the  undersigned. 

A  certified  cheque  for  five  per  cent,  of  the 
tender  to  accompany   each   tender  submitted. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

D-  W.  SHAW,  Sec.-Treas., 
14  Room  35,  Smith    Block,   Brandon,  Man. 


Tenders  for 
Concrete  Bridges 

Sealed  tenders  will  be  received  up  to  4.30 
p.m..  Monday.  April  19th,  1920,  for  each  of  the 
undermentioned    works; — 

(a)  A  reinforced  concrete  bridge  over  Was- 
cana  Creek,  near  Sidmar. 

(b)  A  reinforced  concrete  bridge  over  Loon 
Creek,  near  Markinch. 

(c)  A  reinforced  concrete  bridge  over  Creek 
near  Esterhazy. 

The  Contracts  will  be  let  separately  for  the 
individual  works. 

Tenders  may  be  mailed  under  one  cover,  but 
tenders  for  each  separate  work  must  be  accom- 
panied by  an  accepted  cheque  or  other  satisfac- 
tory deposit  for  the  amount  of  $250.00.  Deposits 
of  unsuccessful  tenderers  will  be  returned  when 
the  contracts  are  awarded. 

The  right  to  reject  any  or  all  tenders  or  to 
waive  any  defects  or  irregularities  therein  is  to 
be  at  the  discretion  of  the  Minister,  Department 
of  Highways. 

Plans,  specifications,  forms  of  tender  and  all 
information  may  be  obtained  on  application  to 
the  undersigned. 

The  unauthorized  insertion  of  this  advertise- 
ment will  not  be  paid  for. 

H.  S.  CARPENTER, 
Deputy  Minister  of  Highways, 
Government  of  Saskatchewan. 
Regina,  Saskatchewan, 
March  23rd,  1920. 

N.li.  In  addition  to  the  above,  plans  are  now 
being  prepared  for  other  similar  works,  which 
will  be  advertised.  14 


Sealed  tenders,  addressed  to  the  undersigned, 
and  endorsed  "Tender  for  rebuilding  a  wharf  at 
Little  Current,  Ont  ."  will  be  received  at  this 
office  until  12  o'clock  noon,  Thursday,  April  29, 
1920,  for  rebuilding  a  wharf  at  Little  Current, 
Algoma   District,  Ontario. 

Plans  and  forms  of  contract  can  be  seen  and 
specification  anil  forms  of  tender  obtained  at  this 
Department,  at  the  offices  of  the  District  Engi- 
neers at  Sault  Ste.  Marie.  Ont.  ;  Equity  Build- 
ing, Toronto,  Ont.  ;  and  at  the  Post  Office,  Lit- 
tle Current,  Ont. 

Tenders  will  not  be  considered  unless  made  on 
printed  forms  supplied  by  the  Department  and 
in  accordance  with  conditions  contained  therein. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank  payable  to 
the  order  of  the  Minister  of  Public  Works,  equal 
to  10  per  cent,  of  the  amount  of  the  tender.  War 
Loan  Bonds  of  the  Dominion  will  also  be  ac- 
cepted as  security,  or  War  Bonds  and  cheques 
if  required  to  make  up  an  odd  amount. 

Note.  —  Blue  prints  can  be  obtained  at  this 
Department  by  depositing  an  accepted  bank 
cheque  for  the  sum  of  $20,  payable  to  the  order 
of  the  Minister  of  Public  Works,  which  will  be 
returned  if  the  intending  bidder  submit  a  regu- 
lar bid. 

By  order, 

R.  C.  DESROCHERS, 

Secretary. 

Department  of   Public  Works, 

Ottawa,  March  30,  1920.  14-15 


Bloor  Street  and 
Lambton  Avenue 
School  Site 

Notice  is  hereby  given  that  the  Board  of 
Education  for  the  City  of  Toronto  is  prepared 
to  receive  tenders  for  the  purchase  of  the  above 
site  (situate  on  the  west  side  of  Lambton  Avenue, 
one  hundred  and  fifty  feet  (150  ft.),  south  of 
Bloor  Street,  with  a  frontage  on  Lambton  Avenue 
of  six  hundred  and  eighty-six  feet  (686  ft.)  more 
or  less,  by  a  depth  of  five  hundred  and  sixteen 
feet  (516  ft.)  more  or  less). 

Terms :  10  per  cent,  by  marked  cheque,  ac- 
companying tender  ;  30  per  cent,  on  closing  sale  ; 
balance  in  three  equal  annual  payments.  Inter- 
est at  Sl/2  per  cent.  Date  of  closing,  First  of 
May.  1920. 

Conditions  of  sale  and  form  of  tender  may  be 
obtained  on  application  at  the  office  of  the  under- 
signed, 155  College   Street,  Toronto,  where  title 

deeds  may  be  inspected. 

The  Board  does  not  bind  itself  to  accept  the 
lowest  or  any  tender. 

Tenders,  accompanied  by  marked  cheque  •  pay- 
able as  deposit  to  the  Board  for  10  per  cent, 
thereof,  must  be  sent  in  sealed  envelopes  before 
1  p.m.  on  the  10th  of.  April,  1920,  addressed  to 
the  undersigned  and  endorsed  "Tender  for  Bloor 
Street  and  Lambton  Avenue  School  Site." 

W.  W.  PEARSE, 
Business  Administrator  ami 
1  t  Secretary-Treasurer. 


For  Sale 

One  40  Horse-power  Corliss  Engine;  in  good 

repair;   solid  flywheel.     Apply   Imperial  Varnish 

and  Color  Co.,  Ltd.,  Toronto.  14-15 


April  7.  1920 


FOR  SALE 

One  pair  Beatty  throttle  reverse  anchor  en- 
gines. Size  6"  x  6".  In  first  class  condition, 
can  be  used  as  swingers  or  thrusting  engines. 

Apply  Box  154,  Contract  Record,  Toronto.  9-tf 


For  Sale 

Three  Heavy  Duty  Engine  Lathes;  24-iacb 
swing,  10-foot  bed;  complete  with  chucks;  in 
perfect  condition  at  quarter  cost  price.  Apply 
41)0   Front   East.  Toronto.     Phone   Main  5338. 


Crushed  Limestone 

A  splendid  Hard  Limestone  crushing  proposi- 
tion— a  large  amount  of  broken  stone  on  hand. 
Railroad  siding  in  quarry.  Will  sell  out  or  on 
Royalty.    Apply  to 

LONGFORD   QUARRY  COMPANY, 
13-t.f.  Longford  Mills,  Ont. 


Brick  For  Sale 

Used  hard  shale  wire  cut  brick,  guaranteed  per- 
fectly clean  and  ready  for  the  wall.  Altogether 
about  500.000.  Brick  are  at  Nobel,  Ont.  Ship- 
ments can  be  made  at  once.  For  further  par- 
ticulars write 

R.  WALLACE  &  SONS. 

116  Patrick  Street. 
13-14  Kingston,  Ont. 


SITUATION  WANTED:  Civil  Engineering 
Graduate,  23  years  of  age,  with  experience  in 
surveying  and  draughting,  desires  position  with 
Engineering  or  Contracting  concern.  References. 
Box  20S,  Contract  Record,  Toronto,  Ont.  13-14 


Position  Open 

for  a  capable,  energetic  man  who  has 
studied  advertising  and  possesses  sales- 
manship ability,  as  traveller  for  trade 
publications  in  Toronto  and  Western 
Ontario.  The  position  offers  opportun- 
ity to  the  right  man. 

HUGH  C.  MacLEAN,  LIMITED, 
34T  Adelaide  St.  West, 
14-13  Toronto,  Ont. 


FOR  SALE  AT  ONCE 
CASH  BARGAIN 

Concrete  Machinery — Everything  goes  with  the 
business.  A  splendid  opportunity  here  at  once. 
I  have  rented  my  farm  and  must  dispose  of  one 
of  the  best  concrete  plants  in  Canada,  which  has 
a  good  demand  for  all  material  made. 
One  Tile  Machine  and  all  attachments,  3"  to  10" 
inclusive. 

One  it-Brick  Press,  frog  face,  and  500  pallets. 

One  good  spring  car. 

Three  Block  Machines.  350  pallets. 

Two  Mixers. 

One  Steam  F2ngine.  coal  or  wood,  1(5  H.P. 
Shafting  and  belting,  screens,  shovels. 
Wheelbarrow,  pipe  vise,  cutter  and  wrenches. 
Culvert  rings.  S"  to  36"  and  rings  ;  hand  derrick 
also. 

Grave  vaults,  2  sizes,  and  car  for  cementing. 
Grave  stones  and  letters  and  figures,  three  sizes. 
Cap  and  sills,  chimney  work  and  porch  work  a 

specialty,  with  many  special  designs  and  vise 

molds. 

My  gravel  includes  75  acres.  Will  sell  part  or 
all. 

Will  take  in  exchange  five  hundred  dollars 
($500.00)  in  material  to  order  1020.  For 
further  information  write  or  call  on  M.  N. 
Colvin,  Komoka,  Ont.,  Box  13.  14 
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Tenders  for  Gravel 
Screening  Machinery 

Sealed  tenders,  addressed  to  the  "Chairman  and 
Members.  No.  2  Committee."  will  be  received 
at  the  office  of  the  City  Clerk  up  to  10  a.m.  on 
Tueslay.  the  13th  day  of  April,  1920,  for  the 
supply  of  gravel  crushing,  elevating,  screening 
and  storage  equipment. 

Specification  and  Form  of  Tender  may  be  ob- 
tained at  the  office  of  the  City  Engineer. 

Tenders  to  be  accompanied  by  a  marked  cheque 
or  a  cash  deposit  as  stated  in   the  specification. 

Lowest  or  any  tender  not  necessarily  accepted. 

E.   S.   LITTLE.  Mayor. 

W.  A.  WILSON'. 

Chairman  No.  2  Committee. 

14  H.  A.    BRAZIER.  City  Engineer. 


Paper  Gate  Replaces  Clay  in  Jointing 
Cast-Iron  Pipe 

For  jointing  pipe  with  metalium  an  oil- 
ed kraft  paper  gate  has  been  invented 
which  reduces  the  amount  of  clay  putty 
to  that  used  about  the  bottom,  of  the 
gate.  A  high  gate  is  essential  in  pouri.ig 
this  material  and  in  many  localities  the 
proper  clay  is  not  readily  available.  In 
addition  the  workmen,  especially  in  cold 
weather,  lost  much  time  in  working  up 
to  the  proper  consistency  the  large 
quantity  required. 

For  jointing  pipe  having  a  diameter  of 
S  in.  or  less,  the  paper  gate  is  10  in.  high 
and  fits  over  a  No.  30  gate  peg  2  in.  in 
diameter  at  the  bottom  and  2^4  in.  at 
the  top.  The  peg  is  slipped  into  the 
paper  tube  flush  with  the  bottom  edge 
and  then  set  up  as  usual  with  only 
enough  clay  around  the  bottom  to  pre- 
vent the  escape  of  the  hot  metalium. 


National,   State  and  Municipal  Forestry 

A  forestry  program  for  the  United 
States  that  takes  in  states  and  munici- 
palities as  well  as  the  Federal  Govern- 
ment has  been  formulated  by  the  Forest 
Service  of  the  United  States  Department 
of  Agriculture,  which  is  issuing  circu- 
lars dealing  with  the  subject.  The  For- 
est Service  states  that  there  are  in  the 
United  States  today  100,000.000  acres  of 
idle  forest  land  and  that  in  addition  we 
are  "throwing  several  million  acres  more 
of  forest  land  into  idleness  every  year 
by  forest  fires  and  by  destructive  meth- 
ods of  lumbering."  Federal  legislation 
suggested  by  the  Forest  Service  includes 
provisions  for  an  extension  of  Federal 
forest  holdings;  co-operation  with  states 
in  fire  protection  and  silviculture;  an 
appropriation  to  enable  the  Secretary  of 
Agriculture  to  investigate  forest  taxa- 
tion practices  and  to  co-operate  with 
state  agencies  in  bringing  about  improv- 
ed methods  of  forest  taxation;  congres- 
sional legislation  extending  the  existing 
farm  loan  systems  "to  include  loads  for 
a  maximum  period  of  six  years  for  'he 
purchase  or  improvement  of  forest  land 
cut  over  or  bearing  immature  growth"; 
co-operation  with  the  states  in  deter- 
mining what  lands  .are  suited  to  agri- 
culture and  to  silviculture;  and  forest 
surveys  and  research  carried  on  by  the 
Federal  and  state  governments  cooper- 
atively. State  legislation  is  suggested 
to  enable  both  states  and  cities  to  ac- 
quire forest  lands,  particularly  cut  over 
areas,  and  to  begin  systematic  up-build- 
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ing  of  forests.  The  circular  urges  that 
emphasis  shouljtl  be  placed  upon  the 
value  of  state  and  municipal  forests  for 
recreation  purposes  and  for  the  pro- 
tection of  municipal  water-supply  gather- 
ing grounds. 


Main    Roads    Must    Be    Designed  for 
Freight  Traffic 

Differentiation  between  light  and  heavy 
motor-truck  traffic  can  no  longer  be 
safely  practiced  in  designing  highways, 
states  \Y.  G.  Thompson,  state  highway 
engineer  of  New  Jersey.  In  a  paper 
presented  Nov.  7.  1919,  before  the  North 
Atlantic  Division  of  the  National  High- 
way Traffic  Association,  Mr.  Thompson 
announces  it  to  be  his  conviction  that 
except  in  isolated  rural  districts,  no  road 
should  be  designed  with  a  view  to  its 
being  used  solely  by  light  motor  vehicles. 

In  the  agricultural  sections  of  New 
Jersey,  five  years  ago,  the  farmers  sup- 
plying the  Philadelphia  markets  and  the 
large  canning  industries  in  Camden  were 
accustomed  to  load  possibly  one  or  two 
tons  of  produce  into  wagons  in  the  af- 
ternoon, and  start  between  midnight  and 
2  or  3  a.m.,  in  order  to  deliver  fresh 
produce  to  the  city  market  each  morn- 
ing. The  advent  of  the  smooth,  hard 
pavement  and  motor  truck  has  brought 
about  a  radical  change  in  transportation 
of  this  produce.  Hundreds  of  farmers 
now  load  from  two  to  four  tons  on  trucks 
and  make  two  or  three  trips  in  the  same 
time  formerly  consumed  in  making  one 
trip  with  one  or  two-ton  loads. 

Experience,  and  observation  of  con- 
ditions, lead  to  the  conviction  that  no 
interurban  highways  should  hereafter  be 
built  in  the  Middle  and  North  Atlantic- 
States  between  Norfolk.  Va.,  and  Port- 
land. Maine,  having  less  widths  of  hard 
pavement  than  20  ft.  for  two  lines  of 
traffic.  Graded  widths  for,  two  fines  of 
traffic  should  be  not  less  than  30  ft. 
Rights  of  way  on  all  main  highways 
should  be  60  ft.  or  more.  Foundations 
should  be  of  nothing  but  the  best  con- 
crete obtainable,  not  less  than  8  in  thick, 
if  other  types  of  surfacing  are  to  be 
used.  If  concrete  pavements  are  to  be 
used,  they  should  not  be  less  than  8  ?:f. 
thick. 

Before  any  foundation  is  laid,  pains- 
taking care  should  be  exercised  to  pro- 
vide adequate  and  permanent  sub-foun- 
dation drainage  facilities.  The  greatest 
length  of  visibility  possible  should  'be  ob- 
tained on  curves.  The  tremendous  in- 
crease in  gasoline  consumption  makes  it 
especially  desirable  and  necessary  to  re- 
duce grades  to  the  minimum.  Highway 
bridges  should  be  designed  for  not  less 
than  20-ton  loading,  assuming  that  75 
per  cent,  of  the  load  is  carried  on  the 
rear  axle. 


Bhakra  Dam  to  Have  Height  of  395  Ft. 

The  Bhakra  Dam,  which  it  is  proposed 
to  build  across  the  Sutlej  River,  India, 
in  the  Bhakra  Gorge,  some  40  miles 
above  Rupar,  the  headworks  of  the  ex- 
isting Sirhind  Canal,  will  be,  says  the 
Madras  Mail,  39.5  ft.  high  from  founda- 
tion level  to  roadway,  and  will  be  the 
highest  dam  in  the  world.  The  depth  of 
the  water  in  front  of  the  dam  will  be 
about  375  ft.,  good  rock  for  the  founda- 
tion having  been  found  near  the  sur- 
face. The  length  of  the  top  of  the  dam 
will  be  1,015  feet.  The  water  to  be  stor- 
ed by  the  dam  in  the  month  of  August 
annually   will   be  3,5.00,000  acre-feet. 
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Residences 

(Continued  from  page  61) 

Toronto,  Ont. 

J.  E.  Wilson,  1302  Ossington  Ave.,  is 
erecting  residence  costing  $0,000. 

E.  A.  Wilkinson,  151  Balsam  Ave.,  will 
erect  residence  costing  $6,500. 

Geo.  H.  Plowman,  14  Hammersmith 
Ave.,  is  erecting  residence  costing  $6,- 
500. 

J.  W.  Rawlinson,  120  Brandon  Ave.,  is 
erecting  residence  costing  $7,000. 

Cox  &  Cummings,  2118  Queen  St.  E., 
will  erect  two  residences  costing  $6,000 
each. 

Vancouver,  B.  C. 

City  contemplates  erection  under 
housing  scheme  of  six  residences  costing 
$20,600.  Clerk,  Wm.  McQueen. 

Verdun,  Que. 

Gaspard  De  Serres,  97  St.  James  St., 
contemplates  construction  of  flats. 

Windsor,  Ont. 

Ed.  Monfooton,  125  Hall  Ave.,  will 
erect  residence  costing  $6,000. 

Andrew  Fuller,  23  London  St.  E.,  is 
erecting  residence  costing  $6,000. 

Chas.  Rogin,  33  Parent  Ave.,  is  erect- 
ing duplex  residence  costing  $9,000. 

•C.  W.  Banwell,  15  McEwan  Ave.,  is 
erecting  two  residences  costing  $5,000 
each. 

CONTRACTS  AWARDED 

Kitchener,  Ont. 

Two  residences  costing  $4,000  each  for 
Fred  Frank,  146  Water  St.  S.:  Masonry 
and  plastering,  Caspar  Braun,  King  St.; 
carpentry  and  roofing,  August  Schmie- 
del,  Margaret  Ave.;  plumbing  and  heat- 
ing, Conrod  Bros.,  Waterloo,  Ont. 

London,  Ont. 

James  Plested,  Talbot  and  Horton 
Sts.,  has  general  contract  for  two  resi- 
dences costing  $7,500. 

Sam  Willis  has  been  awarded  general 
contract  for  alterations  to  residence 
costing  $8,000  for  Emerson  Nichols,  442 
St.  James  St. 

Montreal,  Que. 

E.  Turgeon,  Ville  St.  Pierre,  Montreal, 
has  masonry  for  two  residences  costing 
$15,000  for  David  Farrel,  605  Lansdowne 
Ave. 

P.  Girard,  112  Drolet  St.,  has  been 
awarded  general  contract,  masonry  and 
carpentry  for  alterations  to  residence 
costing  $9,000  for  Hum  Pay  &  Hum 
Rong,  48  Lagauchetiere  St.  W. 

L.  A.  Gosselin,  145  St.  James  St., 
placed  general  contract  for  two  flats 
costing  $8,000  with  Horace  Dufresne,  44 
St.  Mathieu  St.,  St.  Laurent. 

Ottawa,  Ont. 

H.  R.  Butcher,  34  Ella  St.,  will  erect 
residence  costing  $6,000:  Masonry  and 
carpentry,  J.  Alexander,  96  Arlington 
St.;  brick,  J.  Spencer,  care  Mr.  Butch- 
er. * 

Ottawa  Housing  Commission,  Bank 
National  Bldg.,  placed  general  contract 
for  ten  residences  with  Bate-McMahon 
Co.,  Central  Chambers. 

St.  James,  Man. 

City  &  District  Land  Co.,  McArthur 
Bldg.,  Winnipeg,  have  general  contract 
for  residence  costing  $6,000  for  Mrs.  B. 
I  lay  ward,  289  Balmoral  St.  W;  residence 


costing  $6,200  for  W.  J.  Bogart,  54  Steel 
Block,  Winnipeg;  residence  costing  $6,- 
500  for  J.  W.  Robins,  989  Strathcona, 
Winnipeg. 

W.  J.  Wood  has  general  contract  for 
residence  costing  $6,000  for  T.  C.  Jack- 
son, 659  Ashburn  St.,  Winnipeg. 

Stratford,  Ont. 

J.  A.  Duggan,  Downie  St.,  placed  gen- 
eral    contract,      masonry,  carpentry, 
painting,  roofing  and  plastering  with  W. 
Coughlin,  care  Mr.  Duggan. 

Three  Rivers,  Que. 

Anselme  Dube  Ltd.,  Bellefeuille  St., 
have  general  contract  for  residences 
costing  $160,000  for  St.  Maurice  Lumber 
Co. 

Trotteri  Villeneuve  &  Lacroix,  Le- 
jeune  St.,  have  general  contract  for  semi- 
detached residence  costing  $8,000  for  P. 
Cajolais,  St.  Olivier  St. 

Tenements  costing  $8,000  for  A.  Be- 
1  isle :  General  contract,  Trottier,  Villen- 
eue  &  Lacroix,  Lejeune  St.;  plumbing, 
Frenette  &  Germain,  8  St.  Marie  St. 

Jos.  Lessard,  338  St.  Francois  Xavier 
St.,  has  general  contract  for  apartment 
house  costing  $30,000  for  Ernest  March- 
and,  St.  Tite,  Que. 

Toronto,  Ont. 

H.  Dunkley,  Winnett  Ave.,  Wychwood 
P.  O.,  has  general  contract,  masonry, 
carnentry.  and  painting  for  residence  for 
Richard  Dunkley,  135  Symington  Ave. 

Windsor,  Ont. 

F.  McKee,  208  Janette  Ave.,  has  gen- 
eral contract  for  residence  costing  $6,500 
for  M.  Bruisden. 

W.  S.  Bell,  294  Gladstone  Ave.,  has 
general  contract  for  residence  costing 
$6,000  for  C.  D.  Davidson,  4  Goyeau 
Ave. 

Jno.  Stewart,  care  J.  T.  Wing  Co..  is 
erecting  residence  costing  $15,000:  Mas- 
onry, Geo.  Goodman,  238  Hall  Ave.: 
carpentry,  Wm.  Dufins.  147  Dougall 
Ave.:  plumbing  and  heating,  Jno.  Reid. 
245  Moy  Ave.:  plastering,  Jas.  Clark  & 
Sons.  41  Elliott  St.;  painting  and  glazing, 
W.  T.  Brooks  &  Sons,  6  Pitt  W. 

Power  Plants,  Electricity  and 
Telephones 

Bashaw,  Alta. 

By-law  will  be  submitted  authorizing 
entrance  into  contract  with  Verle  A. 
McCarty  of  Stettler,  Alta..  to  supply 
Town  with  electricity.  Mr.  McCarty 
would  erect  plant  and  install  machinery 
this  year.    Mayor,  A.  J.  Whitby. 

Cbesley,  Ont. 

Victory  Telephone  Co.  has  been  in- 
corporated with  capital  of  $8,400  to  con- 
struct and  equin  telephone  system.  In- 
terested, John  Krug,  Chesley,  Ont. 

Desboro,  Ont. 

Desboro  Telephone  Co.  has  been  in- 
corporated with  capital  of  $10,000  to  con- 
struct and  equip  telephone  system.  In- 
terested, Jas.  H.  Scott,  Desboro. 

CONTRACTS  AWARDED 

Winnipeg,  Man. 

Extension  to  power  house  costing 
$198,333  for  City:  General  contract, 
Thos.  Kelly  &  Sons,  511  Lindsay  Bldg.; 
cement.  Canada  Cement  Co.,  Union 
Trust  Bldg.;  roofing,  Canadian  Sheet 
Metal  &  Roofing  Co.,  Winnipeg  Ave. 


Miscellaneous 

Halifax,  N.  S. 

Harris  &  Horton,  architects,  Keith 
Bldg.,  are  preparing  plans  for  brick  and 
concrete  vault  costing  $20,000  for  County 
Council. 

David  T.  Saxton,  architect,  Birming- 
ham St.,  is  preparing  plans  for  rink 
costing  $20,000  for  John  J.  Condon,  Bar- 
rington  St. 

London,  Ont. 

Western  Fair  Board  contemplate  erec- 
tion of  stock  arena.  Secy.,  A.  M.  Hunt, 
Dominion  Savings  Bldg. 

Provincial  Govt,  will  rebuild  dairy 
barns  and  granaries  recently  destroyed 
by  (ire.  Cost,  $25,000.  Supt.  Hospital  for 
Insane,  Dr.  Robinson,  London. 

Montreal,  Que. 

L.  Bourassa,  371  Papineau  St.,  con- 
templates erection  of  stables. 

D.  Tripanier,  909  Letourneux  St.,  con- 
templates erection  of  garage  and  repair 

shop. 

Regina,  Sask. 

Plans  are  drawn  for  addition  to  stadi- 
um costing  $40,000  for  City  Clerk,  Geo. 
Beach. 

Canadian  Oils  Co.,  Excelsior  Life 
Bldg.,  are  erecting  gasoline  station.  Ar- 
chitect, C.  J.  Gibson,  Excelsior  Life  Bldg. 

Three  Rivers,  Que. 

Lucieu  Gravel,  Des  Forges  St.,  will 
will  receive  tenders  for  monument  for 
City. 

Toronto,  Ont. 

Jos.  Prager,  79  Elm  St.,  wants  tenders 
on  all  trades  for  garage. 

Vancouver,  B.  C. 

Plans  are  in  progress  and  tenders  will 
be  called  for  offices,  barracks  and  stables 
costing  $100,000    for    Dominion  Dept. 
Public  Works. 
Vernon,  B.  C 

Quinn  Fosher  contemplates  erection 
of  garage. 

CONTRACTS  AWARDED 

Ottawa,  Ont. 

City  placed  contract  for  two  fuel  oil 
pumps  with  Darling  Bros.,  120  Prince 
St.,  Montreal. 

Sydney,  N.  S. 

Fire  apparatus  and  fire  alarm  system 
costing  $15,000  for  Town:  Equipment, 
Motor  Sales  Co.;  supply  and  install- 
ation of  alarm  system,  Northern  Elec- 
tric Co. 

Victoria,  B.  C. 

Alex.  McCrimmon,  303  Beechwood 
Ave.,  has  general  contract  for  garage 
costing  $13,000  for  Porter  &  Sons,  531 

Bastion  St. 


Fires 

Drumheller,  Alta. 

Fire  damaged  the  Phoenix  Cafe.  Loss 
is  considerable.  Will  be  rebuilt. 

Nicolet,  Que. 

Fire  destroyed  normal  school  of 
School  Commission.  Loss,  $250,000. 

Toronto,  Ont. 

Fire  destroyed  planing  mill  of  C.  B. 
Williams,  11-23  St.  Albans  St.  Loss  on 
machinery  and   buildings,  $20,000. 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 

WRITE  FOR  PRICES  AND  SPECIFICATIONS 


THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

H  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative: 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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Frost  Chain  "Link 

PROTECTION  *- 
FENCE 

* 

Keeps  Watch  Day  and  Night 


•Prevents  petty  thieving 

-Reduces  number  of  watchmen 

-Adds  beauty  and  dignity  to  your  factory 


The  time  to  fence  is  in  the 
spring— NOW 

What  about  your  plant? 

WRITE— 

Frost  Steel  and  Wire  Co.,  Limited 

Hamilton         «  Canada 
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"V/'  OU  don't  experiment  when  you  use 
Barrett  products.  They  are  the 
result  of  many  years'  successful  manu- 
facturing experience  and  their  worth 
has  been  proved  by  thousands  of  users 
throughout  the  Dominion. 

Everjet  Industrial  Paints 

This  is  the  age  of  specialists.  "Jack  of  all 
trades  and  master  of  none"  is  out  of  place  in 
the  modern  industrial  world. 

Barrett  Industrial  Paints  are  all  "special- 
ists." Each  of  them  has  heen  developed  by 
our  chemists  to  fill  the  requirements  of  some 
particular  use.  Their  immense  popularity  is 
proof  that  they  fill  the  bill,  for  although  the) 
have  heen  on  the  market  less  than  ten  years, 
probably  no  other  protective  paints  are  now 
used  so  extensively  by  the  railroads  and  by 
large  and  small  manufacturers  all  over  the 
Dominion. 

Barrett  Industrial  Paints  include: 


Everjet  Boiler  Paint 
Everjet  Penstock  Paint 
Everjet  Bridge  Paint 


Everjet  Smokestack  Paint 
Everjet  Dip  Paint 
Everjet  Machinery  Paint 


All  of  these  paints  are  moderate  in  price, 
extremely  durable,  and  absolutely  impervious 
to  water,  acids,  alkalies,  and  fumes  of  all  kinds. 

If  you  desire  a  protective  carbon  paint  for  a 
use  not  included  in  the  above  list,  our  Service 
Department  will  furnish  samples  of  paints 
especially  prepared  to  meet  your  needs. 

Barrett  Industrial  Paints  are  put  up  in  1,  5 
and  10  gallon  cans,  T/2  Barrels  (about  20  gal- 
lons) and  Barrels  of  about  40  gallons. 


Nox  -  Aer  -  Leek 
Boiler  Setting  Cement 


A  leaky  boiler-setting  is  fatal  to  fuel 
economy,  and  every  brick  boiler  set- 
ting is  more  or  less  leaky. 

Barrett  Nox-Aer-Leek  overcomes 
this  condition.  It  is  a  plastic  cement 
of  elastic  bitumen,  fused  with  non- 
drying  oils  and  asbestos  fiber.  Ap- 
plied to  the  exterior  walls,  it  renders 
boiler-settings   absolutely  air-tight  and  moisture-proof. 

You  will  find  it  sound  economy  to  use  Nox-Aer-Leek.  Its 
small  cost  is  repaid  many  times  over  by  the  saving  in  fuel 
expense. 

l'ut  up  in  'I.  Barrels  (about  300  lbs.)  and  Barrels  (about 
550  lbs.). 


HoofiNG 


Everlastic 
"Rubber"  Roofing 

A  popular-priced  roll  roofing  of  unusually  high 
quality.  Wears  stubbornly  under  all  conditions 
Is  giving  uniform  satisfaction  on  thousands  of 
factories,  and  other  steep-roofed  buildings  all  over 
t  anarta. 

Easy  to  lay  and  makes  a  roof  that  is  durable 
and  economical  under  hard  service. 

Comes  in  light  (1-ply),  medium  (2-ply),.  heavy 
(3-ply)  weights  in  rolls  of  JOS  sq.  ft.  Nails  and 
cement  with   each  roll. 


Everlastic 
Liquid  Roofing  Cement 

When  your  old  felt  and  "Rubber"  roofs 
become  leaky  and  show  signs  of  going  to 
pieces,  a  coat  of  Everlastic  Liquid  Roofing 
Cement  will  add  several  more  years  of  ser- 
vice at  slight  cost. 

This  cement  comes  ready  for  use.     It  has 
the  consistency  of  thick  molasses,  is  easy  to 
apply,  dries  quickly  and  forms  a  durable,   watertight  surface, 
that  is  equal  to  a  new  roof. 

Packages  of  all  sizes  from  1-pint  Cans  to  40-gallon  Barrels. 


Elastigum 
Plastic  Patching  Cement 

Elastigum  is  a  handy  cement  for  which 
you'll  find  a  new  use  every  day  in  the 
year.  It's  for  patching  boles  and  leaks  in 
all  kinds  of  roofs ;  repairing  flashings,  re- 
lining  gutters,  etc. 

Easy  to  use  and  very  inexpensive. 
Tough,  elastic,  waterproof  and  acid-proof. 

Put  up  in  1,  5,  25  and  100  lb.  Packages, 
Yi  Barrels  of  about  300  lbs.,  and  Barrels 
of  about  600  lbs. 


If  your  dealer  cannot  supply  you  with  these  "Proven  Products"  write  us  and  we  will. 

The  dttati%gg£J  Company 


ST.  JOHN.  N.B.  HALIFAX,  N.S. 
SYDNEY,  N.S. 


MONTREAL  TORONTO 
WINNIPEG  VANCOUVER 


LIMITED 
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Wyoming    Seeks    Co-operation  From 
Road  Contractors 

In  a  circular  letter  to  Wyoming  con- 
tractors D.  C.  McCalman,  superintend- 
ent Wyoming  State  Highway  Depart- 
ment, seeks  co-operation  by  announcing 
that: 

Every  contractor  as  soon  as  he  is 
awarded  a  contract  by  the  State  High- 
way Commission  should  be  considered  a 
unit  in  our  organiation.  Many  engin- 
eers in  charge  of  construction  work  are 
inclined  to  be  antagonistic  to  contract- 
ors doing  work  and  possibly  some  mem- 
bers of  our  engineering  department 
have  in  the  past  taken  this  attitude. 
They  are  now,  however,  instructed  that 
contractors  doing  work  for  Wyoming 
are  to  be  considered  a  unit  in  the  or- 
ganiation, and  they  are  to  endeavor  at 
all  times  to  help  complete  the  work 
promptly,  economically,  and  in  accord- 
ance with  plans  and  specifications. 

The  phrase  "according  to  plans"  is 
not,  however,  to  be  a  hard  and  fast  rule 
and  contractors  should  not  hesitate  to 


To  Road  Contractors 

Large  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally advantageous 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

Room  201  Webster  Building 
55  YONGE  ST.  TORONTO 


mt  $m ill 


Give  us  a  call  on  your 
next  contract  where  a 
Bond  is  required  and 
test  our  service. 


Inttrii  mtxUB  TOHttg  $c 
(guaranty  (Enmpamj 

Resources  Over  -  -  $20,000,000 
Canadian  Securities     -  $1,162,000 

Hnul  Office 
36  Toronto  St.  -  TORONTO 

Hramh  (Iffim 
Pirii  Buildin*     -  WINNIPEG 
112  Si.  James  St.  -  MONTREAL 

ARTHUR  I  KHIKPATRICK, 

9U)N£Y  W.  HA  NO,  Aut.  GimirmlM*—tT 
W  ft.  KIRKrA TRICK.  <Ms44m 


take  up  with  district  engineers  any 
change  in  plans  considered  advisable.  All 
contractors  were  recently  requested  to 
furnish  this  department  certain  informa- 
tion we  desire  to  file  in  the  shape  of 
card  index,  so  that  in  awarding  con- 
tracts we  may  give  due  consideration 
to  past  performance  and  financial  res- 
ponsibility as  well  as  the  unit  prices 
bid.  In  this  connection  contractors  will 
be  required  on  future  awards  to  show 
they  have  a  cash  working  capital  in  :he 
amount  of  20  per  cent,  of  the  total  con- 
tract. Effective  at  once  contracts  will 
be  drawn  so  that  contractors  will  be  al- 
lowed on  monthly  estimates  the  vaiue 
of  materials  delivered  in  advance  of 
time  required.  Also  contractors  will  be 
allowed  on  monthly  estimates  the  prem- 
ium paid  for  surety  bonds  as  evidenced 
by  receipt  for  same. 


Deep  Etching  and  Rail  Defects 

Further  light  is  thrown  on  the  dis- 
covery by  H.  S.  Rawdon  that  rail  fis- 
sure defects  originate  from  internal 
cracks,  as  recently  reported  to  the  Amer- 
ican Railway  Engineering  Association, 
as  well  as  on  the  effect  of  the  interest- 
ing new  research  method  called  "deep 
etching"  by  facts  reported  from  the 
Bureau  of  Standards  by  H.  S.  Rawdon 
and  S.  Epstein  (Technological  Paper 
156,  Bureau  of  Standards).  This  etching 
is  done  by  means  of  hot  concentrated 
hydrochloric  acid,  allowed  to  act  for 
several  hours.  Its  effect  depends  upon 
the  condition  of  the  metal. 

Steel  that  i.s  heterogeneous  in  its 
chemical  composition  shows  a  character- 
istic roughened  surface  when  etched. 
Highly  stressed  steel  is  apt  to  crack  in 
the  etching  treatment.  Hardened  steel 
balls,  for  example,  which  contain  high 
internal  stresses  due  to  the  mechanical 
and  thermal  treatment  in  their  manu- 
facture, frequently  crack  under  the  acid 
treatment  due  to  the  progressive  release 
of  internal  stresses.  The  behaviour  of 
the  metal  in  this  respect  is  identical  with 
the  well-known  corrosion  cracking  of 
brasses  and  bronzes  after  cold  working. 
Discontinuities  in  the  metal  in  the  form 
of  internal  fractures,  however,  are  re- 
vealed by  the  deep  etching  as  shjrt 
cracks  or  gashes  "which  appear  to  bear 
a  definite  relation  in  their  arrangement 
to  the  direction  of  the  stresses  to  which 
the  piece  had  previously  been  subjected." 
The  fact  that  the  original  defect  is  a 
crack  has  been  fully  demonstrated  by 
covering  the  surface  of  the  metal  with 
iron  filings  and  subjecting  it  to  magnetic 
action,  as  already  reported,  and  also  by 
opening  up  the  cracks  by  means  of 
wedging,  after  they  had  been  located  by 
the  magnetic  method.  It  appears  there- 
fore that  the  rapid  solvent  action  de- 
veloped in  deep  etching  supplies  an  im- 
portant new  method  of  examing  steel. 


,  ,.  .  n:n    i.i.':  ;'m:  i,  y,:i,.r<-!  < 


To  determine  the  benefit  to  strength 
due  to  mixing  of  cement  and  water  for 
a  long  period  (15  to  30  minutes),  and 
then  adding  aggregates  to  produce  a 
concrete  instead  of  the  ordinary  method 
of  mixing  cement,  aggregate,  and  water 
together  for  one  or  two  minutes,  com- 
parative tests  were  made  last  year  by 
the  United  States  Bureau  of  Standards. 
The  strengths  obtained  were  about  the 
same  with  the  same  materials  and  con- 
ditions, indicating  that  there  is  no  ad- 
vantage in  long  premixing  of  cement 
and  water  from  the  standpoint  of 
strength. 


Pennsylvania  Registers  Many  Motor  Ve- 
hicles 

According  to  reports  recently  received 
from  the  State  Highway  Department  of 
Pennsylvania,  more  solid-tired  vehicles 
have  been  registered  in  that  state  so  far 
this  year  than  were  registered  during 
the  entire  year  of  1919.  The  number  of 
pneumatic  tired  vehicles  registered,  •  has 
passed  the  275,000  mark,  an  increase  of 
25,000  over  .the  same  period  of  last  year. 
The  receipts  from  all  sources,  such  as 
automobile  tax,  drivers'  licenses,  dealers' 
licenses,  taxes  upon  transfer,  duplica- 
tions, and  so  forth,  promise  to  surpass 
greatly  the  $5,000,000  mark  of  last  year. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
Branches  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also  Bonds  for  Special  Purposes 


THE 

Canadian  Surety  Co. 

Specialists  in 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile,  Burglary,   Plate  Glass 
INSURANCE. 

Head  Office :  26  Wellington  Street  E. 

Toronto,  Ont.  Phone  M.  2609--1840 

Branch  Offices; 
Montreal   Trust   BIdg.,   Montreal,  Que. 
908  Paris  BIdg.,  Winnipeg,  Man. 

Representatives  in  all  Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 


You  Should 
Know 

as  much  about  contemplated  projects 
as  your  competitor  does.  Keep  fully 
informed    by    means    of    the  verified 

news  of 

Building  and  Engineering 

contracts  obtainable  through  the  use 
of  MacLean  Daily  Reports.  These 
Reports  give  you  real,  worth-while 
information  at  small  expense,  enabling 
your  salesmen  to  concentrate  on  "live" 
prospects.  We  are  serving  hundreds 
of  the  more  aggressive  houses  every 
year — why  not  you? 

Write  for  full  information. 
MacLean  Daily  Reports,-  Limited, 
345  Adelaide  St.  West,  Toronto 


M 


acLean 

REPORTS 
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When 
You  Build 

Don't  make  the  mistake  of  provid- 
ing Gas  Service  for  the  kitchen 
alone — see  that  your  home  is  com- 
pletely equipped. 

Arrange  for  Gas  Lighting  fixtures 
in  every  room — thus,  you  will  never 
be  without  light. 


Arrange  convenient  outlets  for  small 

Gas  appliances  and  heaters  in  each  of  the  rooms.  Thus  you  need  never  be  cold.  Pipe  Gas  to  the 
fireplace  so  you  may  have  a  Gas  Service  hearth.  Of  course,  you'll  arrange  for  Gas  heated  water 
service. 

A  home  provided  with  gas  outlets  is  an  additional  feature  when  selling  property. 

Telephone  Adelaide  2180,  and  we  will  be  glad  to  confer  with  you. 
New  Building  Bureau  (Inspection  Free) 

THE  CONSUMERS'  GAS  COMPANY  OF  TORONTO 




Nova  Scotia  Steel  &  Coal  Company,  Ltd. 

Beg  To  Announce 

That  their  new  steam-hydraulic  forge  shop  is  now  in  opera- 
tion, as  also  is  their  recently  installed  "Harmet"  fluid  com- 
pression-plant. 

These  improvements  bring  "Scotia's"  equipment  abreast 
of  the  best  foreign  forges. 

They  are  accordingly  open  to  supply  forgings  of  all  shapes 
and  sizes.  Made  of  ordinary  or  fluid  compressed  open- 
hearth  steel,  and  satisfying  the  most  severe  specifications. 

For  Prices  and  Particulars  Apply  to 

Head  Office  -  -  New  Glasgow,  N.  S. 
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Windsor  Street,  Montreal. 

These  granite  blocks  have  been  down  for  27  years 
without  attention  or  repair. 

Supplied  to  the  city  of  Montreal  by  Brodie's  Ltd. 

All  stock  sizes  of  granite  paving  blocks  for 
immediate  shipment. 

BRODIE'S  LIMITED 

128  Bleury  Street  -  MONTREAL 


BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

American  Highway  Engineers'  Handbook,  by  Arthur  H. 
Blanchard.     1st  edition  just  published   by  John   Wiley  & 

Sons,  Inc.    165S  pages.    Price  $6.00. 

"Concrete-Steel  Construction."  Part  •  1 — Buildings.  Second 
edition,  recently  published.  A  treatise  upon  the  elementary 
principles  of  design  and  execution  of  reinforced  concrete 
work  in  buildings,  by  Henry  T.  Eddy  and  C.  A.  P.  Turner, 
477  pages,  illustrated.    Price,  $10.00. 

"Highway  Inspectors'  Handbook,"  by  Prevost  Hubbard.  First 
edition,  just  published  by  John  Wiley  &  Sons.  372  pages, 
illustrated.     Price,  $3.00. 

"Hand  Book  of  Hydraulics,"  by  Horace  Williams  King.  1st 
edition    just    published    by    McGraw-Hill    Book   Co.,  Inc. 

424  pages.     Price  $2.50. 

History  of  Bridge  Engineering,  by  Henry  Gratton  Tyrrell, 
C.E.    480  pages,  illustrated.     Price  $5.00. 

Locks  and  Builders'  Hardware,  .by  Henry  R.  Towne.  Published 
in  1904  by  John  Wiley  &  Sons.    1,116  pages,  illustrated. 
Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.     First  edition,  just  published  by  the  McGraw-Hill 

Book  Co.    271  pages,  illustrated.    Price  $3.00. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.  295  pages,  illustrated.  Price  $1.50. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Book  Company,  387  pages.     Price  $4.75. 

Relief  from  Floods.  The  Fundamentals  of  Flood  Prevention, 
Flood  Protection  and  the  means  of  determining  proper 
remedies.  By  John  W.  Alvord  and  Charles  B.  Burdock. 
First  edition  just  published,  by  McGraw-Hill  Book  Com- 
pany, Inc.     175  pages,  illustrated.     Price  $2.50. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
by  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.     Price  $2.00. 

Trautwine,    The    Civil    Engineer's    Handbook.     20th  edition, 

1919.  1576  pages,  1250  illustrations,  thumb-index  and 
gilt  edges.     Price  $7.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.    Price  $2.00. 

"Use  of  Water  in  Irrigation,"  by  Samuel  Fortier.  Second  edi- 
tion.   Published  by  McGraw-Hill  Book  Company,  1916.  325 

pages,  illustrated.     Price  $2.50 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   843  pages,  illustrated.     Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  Company.    4S5  pages,  illustrated.  Price 

$6.00. 

Waterworks  Engineering.  A  Practical  Treatise  on  the  Con- 
struction of  Waterworks  for  the  use  of  Engineers  and 
Students  in  Engineering,  by  Fred.  C.  Uren,  M.  Inst.  C. 
E.  I.  With  numerous  plates  and  186  illustrations.  Pub- 
lished by  Castle  Litho  Limited,  Bristol,  England,  in  1914. 
268  pages.     Price  $3.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$6.00. 
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WE  NEED  THE  SPACE 
OCCUPIED  BY 

One  Model  30  Marion  Shovel, 
Revolving,  Long  Boom  and 
Dipper  Stick.   7-8  yd.  Dipper. 

15  Ton  Waterous  Road  Roller. 
20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 
25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 
50  Assorted  Two-Wheel  Dirt  Scrapers. 
iy2  yd.  and  2  yd.  Clam  Shell  Buckets. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

4^4  x  6  Single  Drum  Builder's  Hoist. 
No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

1  yd.,  Vz  yd.  and  1/3  yd.  Concrete  Mixers. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 
The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.t  Toronto,  Ont. 


MANHOLES  and 
COVERS 


CROSSING 
PLATES 


Municipal 
Castings 

The  Found 


GALT 


ONT. 


IRON 
CULVERT  PIPE 


BRIDGE 
CASTINGS 


OxyAcetylene  \\felding  and  Cutting 


The  Process  of 
Greatest  Serviceability 
Economy]  and  Flexibility 

Whether  your  problem  'involves  the  joining  or  sundering  of 
metals  or  the  maintenance  of  machinery,  you  will  eventu- 
ally come  to  Prest-O-Lite  oxy-acetylene  welding,  because  of 
its  greater  range  of  serviceability,  its  economy  and  flexibility. 

Prest-O-Lite,  the  purest  acetylene,  supplied  in  convenient, 
portable  cylinders,  is  the  gas  without  limitations,  dissolved 
chemically  so  that  a  large  quantity  is  available  in  small 
bulk. 


DISSOLVED  ACETYLENE 

"The  Universal  Gas  With  The  Universal  Service" 

Prest-O-Lite  Service  insures  prompt  replacements  and  a 
steady  supply.  Once  your  initial  shipment  of  cylinders  is 
at  hand,  you  are  ready  for  any  kind  of  flame-heating  oper- 
ating— from  the  lightest  soldering  or  brazing  to  the  heaviest 
welding  and  cutting  jobs — for  the  least  cost  in  time  and 
money. 

We'd  like  to  tell  you  more  about  Prest-O-Lite  Service  and 
the  plan  under  which  our  users  enjoy  it.  Write. 


PREST-O-LITE  COMPANY 
OF  CANADA,  LIMITED 

Dept.  C-105 
Prest-O-Lite  Bldg.,  TORONTO,  CANADA 
Branches : 

MONTREAL,  TORONTO,  WINNIPEG 
Plants  at: 
TORONTO,  ONT., 
SHAWINIGAN   FALLS,  P.Q. 
MERRITTON,  ONT.  ST.  BONIFACE,  Man. 


Worlds  Largest  Makers  of  Dissolved  Acetylene 
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'Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  (or  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  Iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


TRIDENT 

WATER  METERS 

The  accompanying  illustration  is  of  TRI- 
DENT compound  meter.  This  meter  is 
designed  with  a  disc  chamber  that  accur- 
ately measures  low  flows,  and  a  crest 
chamber  that  handles  anything  from  the 
latter  up  to  the  full  capacity  of  the  meter. 

The  actions  of  these  chambers  rests  en- 
tirely upon  the  volume  of  the  flow  and  are 
so  arranged  that  they  are  wholly  inde- 
pendent of  each  other. 

NEPTUNE  METER  CO.,  LIMITED 

W.  H.  RANDALL,  Man  g  Director 

Factory  and   Head   Office : 

1197  KING  STREET  W.  TORONTO,  ONTARIO 

Winnipeg:  Walsh  &  Charles,  406  Tribune  Bldg.        Maritime  Provinces:  James  Robertson,  St.  John,  N.B. 


Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt   Deliveries.        Attractive  Prices. 


Address  your  inquiries  to 

CANADIAN  DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 

CHATHAM,  ONT.      275  Inshes  Ave. 

Associated  with 
PITTSBURGH-DES  MOINES  STEEL  CO. 
42  Church  St.  945  Curry  Bldg. 


New  York  City 
Des  Moines, 


Iowa,  938 


Pittsburgh,  Pa. 
Tuttle  Street 


Electric  Cranes 


MADE  IN  CANADA 


Electric  and  Hand 
Travelling  Cranes 

Electric  and  Air 
Hoist* 


NORTHERN  CRANE  WORKS,  LTD. 

WALKER VILLE,  ONT. 
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National  Iron  Corporation 


LIMITED 


Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


IDEAL 
Block-making  Equipment 

turns  out  building  units  of  the 
highest  type,  absolutely  true  to 
measurements,  and  therefore 
popular  with  the  man  who  lays 
them,  satisfactory  to  the  man 
who  buys  them,  and  profitable 
for  the  man  who  makes  them. 
Can  be  made  without  previous 
experience.  Write  for  full  par- 
ticulars to 

Ideal    Concrete  Machinery 
Company,  Limited 

Box  250,  Windsor,  Ontario 


STEEL  f.r  PERMANENCE 

The  All  Steel  Elevated  Water  Tank  is  the  most 
economical  installation  for  Automatic  Sprinkler  Sys- 
tems for  fire  protection,  general  mill  supply,  or  Muni- 
cipal Water  Works  systems. 

Its  first  cost  is  not  excessive,  the  maintenance  ex- 
pense is  very  low,  and  there  is  no  danger  of  leakage, 
'  falling  ice,  or  possibility  of  the  tank  bursting  or  catch- 
ing fire. 

Hundreds  of  our  All  Steel  Elevated  Water  Tanks 
now  in  service  throughout  Canada  bear  witness  to 
these  facts. 

Our  Product  is  Made  in  Canada 

Write  us  for  Plans,  Specifications  and  Estimates. 
Our  Catalogue  No.  16  mailed  on  request. 

CANADIAN  CHICAGO  BRIDGE  &  IRON  CO.  Ltd. 


Sales  Office :  Montreal,  Que. 
260  St.  James  St. 


Works : 
Bridgeburg,  Ont. 


Manufacturing  Plant  for  W.  Harris  Co. 
Ltd.,  Keating  St.,  Toronto.  4  storeys  and 
basement.  Reinforced  concrete  beam  and 
girder  construction.    Built  by 

ARCHIBALD  &  HOLMES 

LIMITED 

Engineers  and  Builders 

306   Continental   Life  Building 

TORONTO         -  CANADA 
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Piling  for  Sale 


Immediate  Shipment,  Steel  Piling 
with  necessary  Corners  and  Wyes. 
Shipment  made  from  Canadian  and 
American  frontier  points.  Send 
us  your  specifications. 

Universal  Equipment  Co. 

Gluck  Building,  Niagara  Falls,  N.Y. 


Safeguard  Your  Plants 
and  Property 


against  loss 
or  damage 
by  fire  by 
installing 
Fire  -  proof 
Doors  of 
approved 
make. 


Our  plant  is  equipped  with  special  machinery  for 
manufacturing  these  doors. 

We  also  specialize  in  Kalamein  Doors,  Windows  and 
Mouldings,  Steel  Doors,  etc.    Roberton  Patent  Lock 
Metal  Weather-stripping  for  Doors  and  Windows — 
Saves  20  per  cent,  of  your  fuel  consumption. 
Give  us  a  call — we  can  save  you  money. 

ROBERTON  -  OLSEN 

LIMITED,  INC. 

Head  Office  &  Factory:    Ft.  of  Cherry  St.,  Toronto 

Phone  Adelaide  4093 

Agents  at  Vancouver,  Medicine  Hat,  Ottawa,  Kingston, 
Montreal,  Halifax. 


ROAD  SCRAPER  BLADES 

Renew  your  oli!  wheeled  scraper  bowl  with  the  ECONOMY 
REPAIR  BLADE.  Any  blacksmith  can  attach  it  by  cutting  the 
edge  of  the  bowl  square,  drilling  holes  to  match  these  in  the  blade 
and  riveting  it  to  the  bowl. 

A  trial  will  convince  you  that  the  use  of  these  blades  is  genuine 
economy. 


ECONOMY  REPAIR  BLADE 

These  blades  are  made  of  steel  C  in.  wide  by  3  1-16  in.  thick,  giv- 
ing a  new  cutting  edge  3  in.  wide  and  allowing  3  in.  to  lap  top 
and  bottom  where  it  is  riveted  on  the  bowl.  Road  Scraper  Blades 
and  moldboards  to  fit  all  makes  of  machine.  Prompt  shipments 
from  stock  ;  over  150  patterns. 

SHUNK  PLOW  COMPANY,  Bucyrus,  Ohio 


ROCK  DRILLS 


For 

Road  Work 
Contractors 
Mines 
Quarries 

Napanee 
"Empire" 

and  the 

"Burrell" 

are  now 

manufactured 
by 


Napanee  Iron  Works  Ltd. 

NAPANEE,  ONT. 


J.  G.  AlUn,  President 


James  A.  Thomson,  Vice-President 


the  CARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturer*  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 


HAMILTON,  ONT. 
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ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 

Manufacturers  and  Erectors 


Head  Office— 
95  King  Street  East 
TORONTO 


Works- 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 

Air  Compressors  Locomotives 


Boilers 
Buckets 
Cars 

Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—280) 
Yards  and  Shops — New  Toronto,  Canada 


BUILD  WITH 

PORT  CREDIT 
BRICK 

PRESSED  AND 
WIRE  CUT  BRICK 

All  grades  and  any  quantity- 
Best  service  and  a  Reliable 
Product 

Write  us 

Port  Credit  Brick  Co. 

Limited 

McKinnon  Bldg.  TORONTO 


One  of  Toronto's  Business  Houses  built  of  Port  Credit  Brick 
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THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS 

NIAGARA  FALLS 


ONT. 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


Tenders 


A  few  dollars  spent  in  advertising 
your  proposals  in 

The  Contract  Record 

would  result  in  additional  competition 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 


Canadian  Engineering  &  Contracting  Co. 


Limited 


Bridges,  Roadways 
Reinforced  Concrete  Bldgs. 
Foundations  a  Specialty 


Bank  of  Hamilton  Bldg.,  Hamilton,  Ont. 


n AlfF  SWINGING 
I^/\IYE.  ENGINES 


INSURE 
Speed  'Durability 
Economy 

Contractors  everywhere 
recognize  that  Dake  swing- 
ers save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:   A.   R.   Williams  Machinery  Company,  Limited. 


DOORS  AND 
SASH 

Why  should  ( get  my  doors  and  sash 
from  the  Pannill  Door  Company  ? 

BECAUSE:— 

Their  stock  fs  high-grade  in  every 
respect. 

Their  service  is  good — I  will  get  deliv- 
ery when  I  want  it,  and  as  I  want  it. 

I  can  depend  on  their  statements  and 
promises  and  anything  which  is  not 
right  will  be  rectified. 

Their  prices  are  right. 

Klimax  Doors  with  Birch  Panels  will  in- 
crease  the  value  of  your  house. 


THE 


PANNILL 


DOOR 
COMPANY 


131  Front  Street  East,  TORONTO,  ONT. 

Phone  Main  659 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street     -     Vancouver,  B.  C. 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
•and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


-Including- 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 

GALT         -  ONTARIO 


Hydrants 

and  Valves 


Material  and 
Workmanship 
Second  to  None 

Supplied  to  the 
City  of  Toronto 
and  York  Twp. 


n 


Scotch  Derricks 

Hand  and  Power  from  %  ton  to  6  ton 
capacity. 

Contractors'  Machinery,  Brick 
Machinery,  Grey  Iron  Castings, 
and  Gear  Cutting 

JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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If  you  have  any 

Excavating,  Grading  or  Steam 
Shovel  Work  That  You  Want 
Done  Quickly  and  Efficiently 

COMMUNICATE  WITH  US 

WE  KNOW  THE  BUSINESS 
AND  HAVE  THE  EQUIPMENT 

Angstrom  &  Verochio,  Limited 

Main  4570         401  Lumsden  Bldg.,  Toronto 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


For  Sale 

INDUSTRIAL  AND  CONTRACTORS' 
EQUIPMENT 

2 — Marion  Steam  Shovels,   Model  61,   Shop   No.  2822  and  No. 

2823,  ZYi  yard  dippers,  first  class  condition. 
1 — Model  60  Marion  Steam  Shovel,  Shop  No.  2396. 

4 —  Type  O  Thew  Shovels,  s/t  yard  dippers,  on  traction  wheels. 
All  thoroughly  overhauled. 

1 — yard  Clamshell  Bucket. 
1 — 1%  yard  Clamshell  Bucket. 
1 — VA  yard  Clamshell  Bucket. 
1 — Standard  gauge  35  ton,  4  wheel  locomotive. 

5 —  14  to  18  ton  36"  gauge  locomotives. 

25—4  yard  36"  gauge  Western  and  K.  &  J.  dump  cars. 

T.  J.  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  5185.    Nights,  Park.  6906. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


CRANE  VALVES 
CRANE 

LIMITED 

HEAD  OFFICE  X  WORKS 
1280  ST.  PATRICK  ST 

MONTREAL 

BRANCHES:  Toronto,    Winnipeg,  Vancouver. 

SALES  OFFICES:  Halifax,    Quebec,     Ottawa,  Calgary. 


so 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME.  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $3.45  per  bbl.  ; 
with  bags,  $4.25;  car  lots,  $2.60  on  the  track, 
with  pkgs.,  $3.40;  5c  per  bbl.  discount  20 

days. 

Lime — in  bulk — grey  75c.  At  the  warehouse, 
grey  69c.  Hydrated  lime,  $20.25  per  ton 
delivered ;  $19.25  at  warehouse. 

Brick — f.o.b.  job' — No.  t  dry  pressed  red  brick. 
$30;  buff,  $30;  No.  2,  $28;  common  red 
stock  brick,  $23;  grey,  $23;  wire-cut  brick 
for  foundation  work,  $21.  Milton  Rug  brick, 
$32  to  $37;  Eatonia  brick,  $50;  sand  lime 
brick,  $17.25,  f.o.b.  car  at  King  Edward 
siding.  $16  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $55  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental.  $40,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $26  at  plant, 
$31  delivered  in  city. 

Fire  brick — delivered — Savage,  $80  per  M. ;  S. 
Crown,  $80:  W.  W.,  $65.  Fire  clay,  $16.50 
per  ton ;  chimney  tops,  $8.00  each. 

Flue  lining — delivered — list  price — 8'A  x  8}4  in.. 
60c  per  ft.  ;  8»/5  x  13  in..  90c  per  ft.  Dis- 
counts 30  and  10  per  cent,  off  list. 


CRUSHED   STONE.   SAND.   AND  GRAVEL 

Crushed  Stone— 2  in..  $2.05:  1  in..  $2.25:  M  in., 
$2.25;  crusher  run,  $2.15;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run.  $1.50  per  ton.  2  in.  screened, 
$1.80  per  ton;  1  in.  screened,  $2.00  per  ton. 

LUMBER   (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock— 2  x  4  in.  to  2  x  10  in..  12  and  14  ft 
long.  $63;  10  and  16  ft.,  $65;  2  x  12  in.,  12 
and  14  ft..  $64:  10  and  16  ft.,  $66;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $66.  No.  2,  $4  less 
than  No.  1. 

Pine — Box.  roue-h,  1  x  4  in.  and  1x5  in.,  $65; 
1x6  in..  $67;  1  x  8  in.,  $70:  1  x  10  in..  $75: 
1  x  12.  $80.  Shelving,  rough,  1  x  4  in.  and 
5  in..  $78:  1x6  in..  $82;  1x8.  $86;  1  x  10, 
$90:  1  x  12.  *103:  2  x  4.  10-16  ft.  lone,  com- 
mon, rough.  $70:  2  x  6,  $72 ;  2  x  8,  $74 ;  2  x 
10,  $78;  2  x  12,  $82.  No.  1  flooring,  $80; 
No.  1  V  or  beaded  sheathing.  4  in..  $82. 
Pine  trim.  4  in.,  casing.  $4  per  100  ft.:  5 
in.  ditto,  $5:  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $6.25. 

Spruce — 10  to  16  ft.  long,  rough,  I  x  4  in.  and 
2x4  in.,  $70;  1  x  6  and  2  x  6,  $72:  1  x  8 
and  2  x  8,  $74;  1  x  10  and  2  x  10,  $78;  1  x 
12  and  2  x  12,  $82. 

Dimension  Timber  (B.  C.  Fir) — 10  x  12.  10  x 
14,  10  x  16,  12  x  12.  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $80:  12  x  18.  12  x  20.  14  x  18, 
14  x  20.  16  x  18,  16  x  20,  18  x  18,  18  x  20. 

$85.  These  prices  apply  to  lengths  un  to  32 
ft.;  32  to  35  ft..  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C.  $10.50;  XX  B.  C,  $8.00; 
N.  B.  extras.  $10.50;  N.  B.  clears.  $9.50; 
No.  1  W.  pine  lath,  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 


STEEL  AND  IRON. 

Steel  and  Iron  Bars — $5.50  base ;  twisted  and 
deformed,  $5.60;  3/16  in.  and  lighter  $6.00. 

Shapes — Angles,  35  lbs.  and  over,  per  yard,  $5.50 
per  100  lbs.  ;  under  35  lbs.  per  yard,  $5.70 
ner  100  lbs.  ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $5.60 ;  under  35  lbs. 
per  yard,  $5.80. 

Plates — 6  ins.  to  60  ins.  wide,  $7.00;  over  60  ins.. 
$7.50.  Tank  and  boiler  plates — '4  in.  and 
over  and  under  36  ins..  $5.95.  Gauge  plates 
—no  quotations.  Black  American  Bessemer 
Plates — dealers  not  quoting  prices. 

Mats   -Under  6  ins.  wide,  $5.00  per  100  lbs. 
Rivets— Button  and  cone  head — 'A"  to  ft"  diam., 
$6.50. 


EXTRAS    FOR   SHAPES    AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Rethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  l/10c 
per  lb.  for  Angles  under  5  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  cliarge 
$1.50. 

Note :  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized   iron — dealers   not   quoting  prices. 
Cast-iron   pipe — Standard     prices,     carload  lots, 
f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 


SEWER  PIPE 

Sewer  pipe — Toronto  prices,  with  discounts  as  be- 
low, f.o.b.  factory — 4  in.,  30c  per  ft.;  6  in., 
45c;  8  in.,  70c;  9  in.,  90c;  10  in.,  $1.05;  12 
in.,  $1.35;  15  in..  $1.80;  18  in.,  $2.50;  20  in.. 
$3;  22  in.,  $4;  24  in.,  $4.50.  Discounts— 30 
and  10  per  cent,  off  list. 

Tile  wall  coping — delivered — 8  or  9  in.  wall,  50c 
per  ft.;  12  in.  or  13  in.  wall,  75c  per  ft.; 
18  in.  wall,  $1.50  per  ft.;  carried  in  6,  12, 
18  and  24  in.  lengths.  Discount  30  and  10 
per  cent,  off  list. 

PAINTS  AND  OILS. 

Prices,  delivered. 
White   lead — ground   in   oil,    less  than    ton  lots, 
$18.75  per  100  lbs.  ;  ton  lots,  $18.50  per  100 

lbs. 

Boiled  Linseed  Oil — in  bbls.,  $2.60  per  gal.  of  9 
lbs. ;  red  lead,  dry,  $17  per  100  lbs. ;  Pure 
putty  in  bulk,  $8.95  per  100  lbs. ;  in  100  lb. 
drums,  $9.80;  in  25-lb.  tins,  $10.05  per  100 
lbs.;  steel  sash  putty,  in  25-lb.  tins,  $10.30 
per  100  lbs.  ;  turpentine,  in  bbls.,  $3.05  per 
Imp.  gal.,  based  on  southern  gauge.  Tur- 
pentine and  oil  in  less  than  barrel  lots,  15c 
extra  per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2c  per  lb.; 
black,  in  bbls.,  6c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
25c ;  ultra  blue,  dry,  in  bulk,  25c ;  green, 
French  permanent,  dry,  20c ;  ochre,  French, 
dry,  12c;  red  Venetian,  dry,  6c;  sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  12j4c. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.55,  delivered  in 

5  barrel   lots,   $4.75;    at   warehouse,  $4.55; 

single  bbl.,  $5.55. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — Yt  in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  42j4c.  Lath 
yarn,  40c  per  lb. ;  in  full  coils,  33c. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton ;  lump,  $15. 
Brick — No.    1   pressed,    $24.75;    No.   2  pressed, 

$20.75;  red  rustic,  $21.75;  vertical,  $23.00; 

plastic,  $17.50. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c;  10-in.  52c;  12-in.  60c;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone — 2  in.,  $1.75;  J4-in.  $2.00;  fi-in. 

$2.25  per  ton,  delivered. 
Sand — -$1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.15  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles— 3  in.  x  3  in.  and  up,  $4.75;  1  In. 

x  1  in.  x  'A  in.,  25c  extra;   ^  in.  x  -li  in. 

%  in.,  75  cents  extra.     Boiler  plates — 'A  in. 


thick  and  thicker,  $5.00.  Circular  plates- 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  $6.15.  Reams 
and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $6.20,  f.o.b.  Mont 
treal.  net  cash.  Corrugated  iron — 26  gauge, 
$10.00;  28  gauge,  $9.25  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheets 
— Keystone  black,  28  U.  S.  gauge,  $7.25  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $85  for  6  in.  and  larger, 
and  $88  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  80c;  6  in.,  45c;  8 
in.,  70c;  9  in.,  85c;  10  in.,  $1.05;  12  in..  $1.35; 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  in., 
$4;  24  in.,  $4.50;  27  in.,  $6  50;  30  in.,  $7.20 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  66c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  $5.20,  $5.75.  One-eighth  bend*  (4  in. 
to  30  in  ),  $1.20,  $1.80,  $2.80  $3.60.  $4  20, 
$5.40,  $7.20,  $10,  $12,  $16.  $18,  $26.  $28; 
X,  $1.20,  $1.80,  $3.15,  $4.05,  $4.76,  $6.10. 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Double 
rollar.  90c.  $1  85.  $2.10.  $2.65.  $3.15.  $4.05. 
$5.40;  slant  1  foot  long  fide  (4  in.  to  16 
in  ),  90c,  $1.35,  $2.10,  $2.55.  $3.15,  $4  06, 
$5.40.  Single  branch  (6  in  »o  9  in.),  3  ft., 
$2.25,  $3.60,  $4.25;  2  and  2*4  ft  (4  in.  to  30 
in  ).  $1.35.  $1.80,  $315.  $3.85,  $4.76.  $610. 
$8.10,  $11.25,  $13.50,  $18  $20.25,  $32.60,  $SC 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in  ),  $1.80,  $2.70,  $4.90,  $6.30,  $7.55,  $10.80, 
$1440,  $20,  $24.  $32,  $36,  $45.50,  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  in.  to 
15  in  ),  $3,  $4.  $7.  $9,  $10.50,  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in  ).  $3.  $4,  $7,    $9.    $10.60,  $lft. 

These  prices  are  subject  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  50-58  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  $4.30  per  bbl.,  both  less  5%  for  cash. 
Rope — Best  Manilla,  T51c  basis  per  pound; 
Beaver  Manilla,  26c  basis:  sisal  rope,  2254c 
basis;  lath  yarn.  22^c.  Boiled  linseed  oil — 
in  barrels,  %2.57'A  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.55. 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick— prices  per  M.— "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50.000  or  over 
$17.00;  carload  lots,  less  than  50,000,  $18.00; 
selected  builders  for  veneering  work,  carload 
lots,  $20.00;  "Citadel"  rustic  face  brick,  $26 
to  $30. 

Raker  oven  tile,  15"  x  SJA"  x  2'A",  $25  per  100. 
"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 

splits,  7c  per  superf.  ft.;  12  x  9  x  3,  solid. 

10c. ;  12  x  8  x  4,  11c. ;  12  x  8  x  6,  18c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel  in  carload  lots,  bags 
returnable  in  good  condition  at  15c. 

Hardwall  Plaster— $2.45  per  bbl.  in  carload  lots. 
$2.85  per  bbl.  in  less  than  car  lots. 

Calcine  Plaster— $3.00  per  bbl.  in  carload  lots. 
$3.50  per  bbl.  less  than  car  lots. 

Sand — $1.75  per  ton  f.o.b.  cars. 

Gravel — $1.75  per  ton  f.o.b.  cars. 

Stock  Brick— $19.50  per  thousand  delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq 

yd. 

Cabots"  Insulation  Quilt— Single  ply,  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — liyic  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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April  7,  1980 


CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS^continned 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.    (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel ; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE.  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — lJ4-in.  to  2-in.,  $3.65  per  yard; 
J4-to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble stone,   $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring. — 3  in.  No.  1  and  2  E.G.  Fir,  $115; 
4  in.  No.  1  and  2  E.G.  Fir,  $115;  4  in.  No. 
3  E.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common  Pine,  $75;  4  in.  No.  3  Pine  or 
Spruce,  $61 ;  6  in.  No.  1  'and  2  E.G.  Fir, 
$110;  6  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $75;  6  in.  No.  2  Com- 
mon Pine,  $80;  6  in.  No.  3  Pine  or  Spruce, 
$70;  2  x  6  No.  1  Common,  $70. 

For  selected  lengths,  add,  Pine,  $5.00;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $5;  for  1J4,  l'/3  or  2  inch,  add 
5. 

Birch  and  Maple  Flooring — Clear  (First  Grade) 

—13/16  x  l'A  in.  to  234  in.  face,  $190;  H 

x  l'A  in.  and  1J4  in-  face,  $147. 
No.  1  (Second  Grade)— 13/16  x  l'A  in.  to  2)4 

in.  face,  $184;  j£  x  lyi  in.  and  154  in  face, 

$139. 

No.  2  Factory — 13/16  x  1J4  in.  to  2'A  in.  face, 
$153.00 

Selected  White— 13/16  x  1^  in.  to  2'A  in.  face, 
$210.00 

DIMENSION  TIMBERS,  No.  1 
6  x  10  to  12  x  12,  up  to  32  ft.  long,  $76;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $77;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $78;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2%  in.  face,  $400;  H 

x  lyi  in.  and  1J4  in.  face,  $350. 
No.  1  (Selects)— 13/16  x  lyi  in.  to  2'A  in.  face, 

$350;  H  x  lyl  in.  and  1J4  in.  face,  $250. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  lyi  in.  to  2%  in.  face,  $300;  H 
x  l'A  in.  and  2  in.  face,  $220. 


No.  1  (Selects)— 13/16  x  lyi  in.  to  2'A  in.  face, 
$160;  H  x  lyi  in.  and  1)4  in.  face,  $115. 

STEEL  AND  IRON 

Steel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs. ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  6  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  62c;  12  in. ,72c;  15  in., 
$1.20;   18  in.,  $1.70;  20  in.,  $2.10;  24  in., 

$2.75. 

Plaster  of  Paris,  $1  in  paper  bags ;  $1.45  in 
jute  bags. 

Plasterers'   Hair — 90c  per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 

Mixed  Paint— Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal.;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 
$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than   ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs.;  superfine,  white,  $9.50  per  bbl.; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house ;  $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house ;  fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan 

tities. 


LUMBER   (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.     Mills  operat 
ing  on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $40;  10  x 
10,  $40;  10  x  12,  $40;  10  x  14,  $40.50;  12  x 
12,  $40;  14  x  14,  $40.50;  14  x  16,  $41.50;  6 
x  10,  $40.50  ;  6  x  12,  $41 ;  8  x  10,  $41 ;  8  x 
12,  $40.50;  10  x  16,  $42;  12  x  16,  $42;  16  x 
16,  $41.50;  6  x  14,  $42 ;  8  x  14,  $42;  12  x 
18,  $43;  18  x  20,  $44;  14  x  20,  $43.50;  16  x 
18,  $43.50;  16  x  20,  $44.50;  18  x  18,  $43.50; 
20  x  20,  $43.50;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50;  1x4, 
$99.50;  1  x  4  flat  grain,  $89.50;  No.  1  and  2, 
1-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  \'A  and  lyi  inch  fir  double  dressed 
$76;  2-inch  fir  double  dressed  $77;  fir  lath, 
$15;  B.  C.  cedar  shingles,  XX,  $5.25;  XXX, 
$7.50;  XXXXX,  $9.25. 

STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  base;  twist- 
ed and  deformed,  $7.50  base ;  structural  sec 
tions,  $7.00. 

Galvanized  iron— 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets. 

$11.75;  9  and  10  ft.  sheets.  $11.90  per  square 
lllack  steel  sheets,  24  gauge,  $10.35  per  100 
lbs. 

Steel  angles— $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $9.00  per  100  lbi.,  de- 
pending on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  $8.00. 

SEWER  PIPE. 

Sewer   pipe — Vancouver  prices  f.o.b.    warehouse ; 

4-in.,  17c  per  ft.;  6-in.,  25c  per  ft.;  8-in..  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  65c  ft.;  15  in., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.65  ft.; 

24-in..  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van 

couver,  bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— \i  in.,  39c  base;  yi  In.,  39^5c; 

ii  in.,  40c;   'A   in.,  40c;  second  grade,  33c 

base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  t 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4,5. 

Raw  linseed  oil — In  bbls.,  $2.10  per  gal. ;  red- 
lead,  dry  $18.00  per  100  lbs.;  in  oil,  22c; 
putty  in  bulk.  Standard,  $6.00;  Pure,  $8.00; 
Turpentine,  in  bbls.,  $1.45. 

White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 

Heaa  Office 

Mark  Fisher  Building 
MONTREAL 


CAST  IRON  PIPE 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 


April  T.  11)20 


THE  CONTRACT  RECORD 


83 


Works  at  Walkervllle.  Ontario 


When     placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


TittKlRRMNEi 


TIMITED 


VALVE-HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


Algoma 

Structural  Steel — Merchant  Bars 


Blooms.  Billets  and  Slabs 


Concrete  Reinforcing  Bars 


Shafting — Pulleys  —  Hangers 
Iron.  Brass  and  Bronze  Castings 

STEEL  RAILS— Open  Hearth  Quality 
All  Sections— 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 


Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 


Basic 


Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Willis  Chipman,   M.   Eng.   Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
Seo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 
Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals  of  Works  and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
l«  Toronto  Street  -  TORONTO.  CAN. 
Water  Supply  and  Purification;  Sewerage 
Systems;  Municipal-  and  Trade  Waste 
Tlisposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.  LTD. 

"Faraday  Works" 
LEICESTER,  ENGLAND 

Electric  Clocks 

Cable*  :  "Lodestone,  Leicester 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 

BRANCH  OFFICES: 

Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.     -  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 
Inspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point   of   manufacture,   and   Testing  in 
our  own  Laboratories. 
The   most   up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
406-406    Shaughnessy  Building. 
Represented  in 
Great  Hritain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  BIdg.  Telephone 

MONTREAL.  P. Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridge*  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE        WILLIAM  STORRIE 

M.E.I.C,  M.INST.  C.E..  M.E.I.C..  A.M.INST.  C.E. 

M.AMER.  W.  W.ASSOC.  M.  AMER    W.  W.  ASSOC 

GEORGE  G.  NASMITH,  C.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


McAllister  &taylor 

ENGINEERS  ft  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
87  Sun  Lit.  BIdg.,  HAMILTON,  ONT. 
Harbor   Improvements   and  Dredging 
Dams,  Piledriving,  Concrete  Work  and 
Excavation.    Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


Concrete  Pipe  &  Products 
Company,  Limited 
HAMILTON 
TRY  OUR  SILLS  AND  CORNICE 


Pass  it  along: 

When  you  have  finished 
reading  this  paper  pass 
it  along  to  your  clerks. 
Encourage  them  to  read 
it  regularly-it  will  help 
them  and  that  means  it 
will  help  you. 


Contractors 

Special 

Interests 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  &  Inspectors 

PAVING 
Designed,  Superintended,  Inspected. 
Chas.  A.  Mullen,  Director. 

CEMENT  ft  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination  Power 

V.  K.  Stalford,  a.i.e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  BIdg.,  HAMILTON 


The  Toronto  Testing  Laboratory 

Limited 
160  Bay  Street,  Toronto 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E,  TORONTO 
Phones— Main  904  and  905 


Crushed  / 

v    Cut  Stone 

Stone  [M 
Steel  and  II 

TamgO 

1)  Sand 

Wood  ^ 

7  Brick 

Water  Pipe  ^ 

T.  A.  Morrison  &  Co., 

204  St.James  St. 

MONTREAL 

Established  1884. 


Main  2453. 


Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  'Phones— Park    538.     Park  3302. 
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Robert  W.  Hunt 
President 


Charles  Warnock 
Vice  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches;        Toronto        Vancouver        London,  England 


E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Construction 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont.; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.      PHILLIPS  SQUARE 
MONTREAL 


J.  P.  Anglin,  B.Sc.        H.  J.  Gross         C.  D.  Harrington,  B.Sc. 
President         Vice  Pres.   &  Treas.  Vice  Pres.  &  Manager 

ANGLIN-NORCROSS 

LIMITED 

CONTRACTING  ENGINEERS  &  BUILDERS 


Halifax  Shipyards,  Halifax 
Crane  Company,  Montreal 
Ames-Holden-McCready,  Ltd.,  Montreal 
Children's  Memorial  Hospital,  Montreal 
Steel  Company  of  Canada,  Montreal 
Canadian  Cottons  Limited,  Cornwall 
Canadian  Cottons  Limited,  Milltown,  N.B.- 
Canada Amusement  Company,  Montreal 
Merchants  Bank,  Toronto 
Belding  Paul  Corticelli  Co.,  St.  Johns,  Que.- 
Belding  Paul  Corticelli  Co.,  Montreal 


MONTREAL 


TORONTO 


-Office  &  Power  House 
-Large  Industrial  Bldg 
-Factory 
-Hospital 

-Nut  and  Bolt  Works 
-Weave  Shed 
-Weave  Shed 
-Loft  Building 
-Bank  Building 
-Factories 
-Factory 

HALIFAX 


"  Absolutely 
Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 


SARNIA  BRIDGE  CO.,  LIMITED 

Steel  Bridges        Structural  Buildings        Road  Drags 

STOCKS  CARRIED  IN  SARNIA,  ONTARIO,  READY  FOR  IMMEDIATE  SHIPMENT 

Beams  Channels  Angles  Plates  Bars  Tees  Service 
SARNIA  CANADA 


Toronto  Office  :  103  Pacific  Building 


Phones 5  SARNIA  289 


l  TORONTO  MAIN  3444 
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2S  PRATT  SSS  LETCHWORTH 
COMPANY.  LIMITED 

Transportation  Building,  Montreal 


Toronto 
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Turnbull 

Elevators 

Have  Been 

Tried 

and 

Proven 


A SHORT  investigation  of  the 
Turnbull  Elevators  now  in 
operation  in  Canada,  will 
substantiate  our  claims  as  to 
the  complete  satisfaction  of  every 
Turnbull  installation.  We  consider 
the  service  these  elevators  are  giv- 
ing to  be  the  best  recommendation 
we  can  give  for  Turnbull  satisfac- 
tion. You  will  find  these  lifts  operat- 
ing under  all  conditions  and  made 
to  suit  numerous  requirements.  Ab- 
solute safety  is  the  basis  upon  which 
perfect  mechanism  is  fashioned  to 
give  highest  efficiency,  while  enhanc- 
ing the  appearance  of  any  building. 
They  lack  nothing  in  design  and  ap- 
pearance. 

They  are  made  in  Canada  by  a 
Canadian  Company,  and  have  been 
proving  their  worth  for  a  period  of 
years. 

Let  us  send  you  full  particulars 
regarding  an  installation  for  your 
requirements.  We  shall  be  pleased 
to  give  estimates  or  prepare  sug- 
gestions without  obligation  to  you. 
Technical  descriptions  may  be  had 
for  the  asking. 


Turnbull  Elevator  Manufacturing  Co. 


126  John  Street,  TORONTO,  Ontario 


Montreal  Office 


202  Mappin  &  Webb,  Building 
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DOMINION  Wire  Rope 

Repeat  orders  tell  their  own  story 

Use  our  WIRE  ROPE  on  any  job 

Its  DURABILTY  has  been  proved 
in  its  extensive  use 


The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


"  C.  H.  &  E." 

Contractors'  Equipment 


HOISTS 


Either  Gasoline  Engine 
or  Electric  Motor  Driven 


MATERIAL  ELEVATORS 

Either  Single  or  Double  Cage 

MORTAR  MIXERS 


"MARION"  Shovels 

for  all  classes  of  work 

"Ransome"  Concrete  Mixers 
"Andrews"  Drill  and  Tool  Steel 


Branch : 
108  Mail  Building. 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 

Telephone  Main  3420 
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NATIONAL  IRON  CORPORATION,  LIMITED 

Head  Office,  Works  and  Docks:— TORONTO 


Every  Size  of  Cast  Iron  Pipe  for  Water,  Gas,  Culvert  or  Sewer,  Carried  in  Stock  at 
Lake  or  Rail  Shipments     MONTREAL,  TORONTO  and  PORT  ARTHUR 
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Why  Not  Avoid  All  This? 


BESIDES  the  worry,  trouble  and  expense  oc- 
casioned by  the  breakdown  of  inferior  pipes 
in  a  drainage  or  sewage  system,  there  is  the 
danger  of  sickness  and  epidemic  through  unsan 
itary  conditions.  All  of  these  can  be  avoided, 
however,  in  a  very  simple  way.  Just  build  all 
drains,  sanitary  sewers,  storm  sewers,  and  cul- 
verts of  Vitrified  Clay  Pipe — the  pipe  so  deserv- 
edly styled  "  Permanent  as  the  Pyramids." 

Vitrified  Clay  Pipe  should  be  first  and  only 
choice.  It  is  immune  to  the  destructive  action  of 
acids,  alkalies  and  electrolysis.  It  is  impervious 
to  ground  water  and  with  properly-filled  joints, 
it  is  watertight  from  within.  It  does  not  disin- 
tegrate. 

There  are  other  advantages,  too.  The  salt  glazed 
surface  promotes  rapid  flow  and  prevents  clogg- 
ing.   The  raw  material  is  carefully  selected  and 


every  stage  of  manufacture  protected  by  accur- 
ate mechanical  processes,  thus  insuring  thorough 
uniformity  of  shape,  dimensions  and  high  quality. 

Look  around  your  own  and  neighboring  com- 
munities and  you  will  find  many  examples  of  the 
superior  lasting  qualities  of  Vitrified  Clay  Pipe. 
No  matter  what  the  nature  of  the  soil  or  climate, 
Vitrified  Clay  Pipe  will  give  continuous,  effici- 
ent service  through  many,  many  years. 

Though  it  has  so  many  desirable  qualities,  it  is 
moderate  in  cost ;  and  especially  so  when  the  ease 
and  simplicity  of  construction  and  length  of  ser- 
vice are  considered. 

Made  in  standard  sizes,  4"  to  30",  there  is  always 
a  large  stock  on  hand  for  immediate  shipment. 
Convenient  shipping  points  save  you  time  and 
money. 


For  fall  information  including  quotations  write  to 

Vitrified  Clay  Pipe  Publicity  Bureau, 
8  Colborne  Street,  Toronto,  Ontario. 

St.  Johns,  P.Q.  New  Glasgow,  N.S. 
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"LONDON" 

CEMENT  BRICK  MACHINE 


A  Hand  Operated  Machine 

which  makes  a  perfect  brick,  perfectly  smooth 
and  square  on  every  side,  with  frog  impression. 
Under  the  old  system  of  brick  making  the  frog 
form  had  to  be  placed  on  the  pallet,  thereby 
making  it  difficult  to  remove  your  brick  without' 
breaking  them.  This  new  improved  machine  has 
sets  of  frog  forms  cast  on  the  top  plates  and  after 
the  brick  has  been  tamped  the  operator  lowers 
the  top  frame  and  tamps  the  frog  impression  in- 
to the  top  of  the  bricks,  which  fills  out  the  top 
of  the  bricks  and  makes  them  perfectly  smooth 
on  the  upper  surface. 

The  "London"  is  the  only  hand  operated  mach- 
ine on  the  market  which  will  make  a  frog  im- 
pression in  the  brick. 


Quality  and  Capacity 

OnJy  the  finest  material  and  skilled  workmanship 
enters  into  the  making  of  this  machine,  and  it 
is  thoroughly  dependable  in  every  respect. 

It  has  a  capacity  of  4500  to  G000  bricks  every  ten 
hours — each  brick  being  polished  on  all  sides. 

Cement  brick  made  on  a  London  machine,  even 
though  being  of  a  superior  quality,  and  perfect 
from  every  standpoint,  will  cost  to  make  about 
o-ne-half  that  of  poor  cement  brick  when  made 
on  inferior  machines.  Every  machine  is  thor- 
oughly guaranteed  against  defects  and  may  be 
returned  to  us~if  not  satisfactory. 


Money  for  contractors  by  making  brick  on  the  ground 


Making  brick  on  the  ground  where  the  building 
is  to  be  erected  is  easily  accomplished  with  this 
machine.  All  you  have  to  do  is  to  pla"ce  the  mix- 
ing boards,  pallets  and  machine 
on  the  ground  where  the  build- 
ing is  to  be  erected  and  yon 
can  be  ready  in  fifteen  minutes 
to  start  making  brick,  and  there- 
by save  expense  of  hauling  the 
brick  and  handling  them  in  the 
yard.  The  money  to  be  saved 
by  this  method  will  pay  for  the 
machine  in  a  few  days 


The  illustration  represents  the  "London,"  show- 
ing nine  finished  bricks  as  drawn  from  the  ma- 
chine ready  to  be  racked. 

The  automatic  cut-off  which  is 
an  exclusive  feature  of  this  ma- 
chine is  a  great  labor,  saver  and 
does  the  work  in  one-quarter  of 
the  time  it  would  take  the  old 
fashioned  straight  edge. 

The  "London"  machine  is  buili 
to  last  a  lifetime,  and  contrac- 
tors purchasing  it  can  be  as- 
sured of  a  thoroughly  depend- 
able product — and  one  that  will 
prove  a  money  maker. 


Write  for  Catalogue  and  Prices 


London  Concrete  Machinery  Co.,  Limited 

LONDON,  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery 
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HARDY  SIMPLEX 

HAMMER  DRILLS 

NEW  AND  IMPROVED  TYPES 


Hand 
Cradle 


Stopers 
Drifters 


All  The  Very  Latest  Designs 


"Titanic"  Hollow  Drill  Steels 


WRITE  FOR  BULLETINS 


SAMI OSBORN  m  Limited 


Branches  and  Stock 


MONTREAL 

TORONTO 


VANCOUVER 


April   14,  1<>2<» 
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Increase  your  YARDAGE— DECREASE  your  Costs 

Buy  Bucyrus  Shovels 

THEY  NEVER  FAIL  TO  DO  IT 


We  sell  all 
Bucyrus  Products 
Steam  Shovels 
Electric  Shovels 
Dragline 

Excavators 
Trench 

Excavators 
Wrecking  Cranes 
Unloading  Plows 
Dredges 
Pile  Drivers 

New  and 
Second-hand 
Contractors' 

Equipment 
of  all  kinds 


We  represent 
Western  Wheeled 

Scraper  Co. 
and  sell  all  their 
products 

Air  Dump  Cars 
Dump  Wagons 
Elevating 

Graders 
Scrapers,  Etc. 


Locomotives 
(all  kinds) 
Freight  Cars 
(all  kinds) 
New  and 

Second-hand 


WORKING  DIMENSIONS  BUCYRUS  REVOLVING  SHOVELS 


Capacity  of  Dipper  (level  full) 


14- B 

2/3  cu.  yd. 


Trac.  Cat. 

Dumping  Radius   21'-  6"  21'-  6" 

Height  of  Dump  . .    . .  11'-  2"  11'- 11" 

Maximum  Width  of  Level  Floor  .  .  . .  34'-  0"  34'-  0" 

Dig  Below  Wheels   3'- 2"       2'- 5" 

Width  of  Cut  at  8  Feet   47'-  0"  47'-  0" 

Height  Dipper  Will  Cut   16'- 6"  17'- 3" 


Trac. 
23'-  5" 
11'-  10" 
37'-  0" 
3'-  3" 
51'-  0" 
18'-  0" 


18- B 

cu.  yd. 


Cat. 
23'-  5" 
12'-  2" 
37'-  0" 
2'- 11" 
51'-  0" 
18'-  4" 


35-B 
l'A  cu.  yd. 


Trac. 
30'-  6" 
17'-  3" 
45'-  0" 

5'- 1" 
65'-  0" 
25'-  0" 


Cat. 
30'-  6" 
17'-  0" 
45'-  0" 
5'-  3" 
65'-  0" 
24'- 10" 


Mechanical  Shovels  built  by  BUCYRUS  COMPANY,  South  Milwaukee,  Wis.,  are  unsurpassed,  and  thous- 
ands of  contractors  are  ready  to  testify  that  in  WORKING  RANGE,  ECONOMY,  SIMPLICITY,  STRENGTH 
MOBILITY  and  EFFICIENCY, 

BUCYRUS  SHOVELS  HAVE  NO  EQUAL. 

CATERPILLAR  TRACTION  helped  to  win  the  war.    Have  you  yet  used  it  to  help  you  win  profits?    Let  us 
show  you  how  it  can  be  done. 

Before  purchasing  a  shovel  write  to  us;  practical  shovel  experts  on  our  staff  will  gladly  place  before  you 
facts  and  figures  demonstrating  how  BUCYRUS  SHOVELS  cut  down  your  costs  and  increase  your  yardage 
without  equal. 


Canadian    Equipment    Co.    Limited   Representatives  for  Eastern  Canada  for  : 

285  Beaver  Hall  Hill       -       Montreal  Bucyrus  Company,  South  Milwaukee,  Wis. 

Branch :    St.  Catharines,  Ont.  Western  Wheeled  Scraper  Co.,  Aurora,  111. 
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Acetylene  Gas 

The  Prest-O-Lite  Co. 


Inc. 


Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Air' Washing  Plants 

Spray    Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoists 

Canadian  Ingersoll-Rand  Lo. 
Northern  Crane  Works. 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Asbestos  Shingles 

Asbestos  Mfg.  Company 
Ash  Conveyors 

Booker  &  McKechnie 

Ash  Hoists 

Canadian  Link-Belt  Co. 

Asphalt 

Asphalt  Association 

Asphalt  &  Supply  Company 

Imperial  Oil  Company,  Ltd. 

Robertson  Co.,  H.  H. 
Beam  Spans 

Hamilton  Bridge  Works  Co. 

McKinnon  Steel  Company 

Sarnia  Bridge  Company 
Belting    (Transmission,  Elevator, 
Conveyor.  Rubber) 

Cam-Fish  Company 

Duniop  Tire  &  Rubber  Goods  Co. 

Goodyear  Tire  &  Rubber  Goods 
Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H- 
Blocks  (Wire  and  Manilla  Rope) 

Hopkins  &  Company,  F.  H. 
Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 

Can.'  Ingersoll-Rand  Co.,  Ltd. 
Boilers 

Canadian  Mead-Morrison  Co. 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Ingersoll-Rand  Co. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

Mussens  Limited 

Kobb   Engineering  Works 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 
Boiler  Covering  (Magnesia,  Asbes- 
tos, Wool,  Felt,  etc.) 

Asbestos  Mfg.  Company 
Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 
Boxes — Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Brass  Goods 

Duniop  Tire  &  Rubber  Goods  Co. 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 
Brick  Machinery  and  Supplies 

Hepburn  Ltd.,  John  T. 
Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Standard  Steel  Construction  Co. 
Toronto  Steel  Construction  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Sarnia  Bridge  Company 

Bucket* 

Canadian  Link-Belt  Co. 
Canadian    Mead  Morrison  Co. 


Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Work* 

Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 

Buckets — Steel 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

McKinnon  Steel  Company 

Marsh  Engineering  Works,  Ltd. 
Building  Materials 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Cable 

Dominion  Wire  Rope  Co.,  Ltd. 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cable  Terminals 

Standard  Underground  Cable  Co 
of  Canada,  Limited 
Cars — Steel  Body 

Marsh  Engineering  Works,  Ltd. 

Mackinnon  Steel  Co. 

Williams  Machinery  Co.,  A.  R. 
Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  (Rubber) 

Duniop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc..  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co..  Ltd. 
Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian    Ingersoll-Rand  Co. 

Dayton  Dowd  Company 

National  Equipment  Company 
Chains 

McKinnon  Columbus  Chain  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Chimneys 

Booker  &  McKechnie 

Coal  Handling  Apparatus 

Canadian    Mead-Morrison  Co. 

Brown   Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co. 

St.  Clair  Bros. 
Concrete  Culvert  Pipe 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

American  Cement  Machine  Co. 

Hopkins  &  Co.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 

St.  Clair  Broil. 

Concrete  Sewer  Pipe 

Dominion  Concrete  Company 
\ritrified  Clay  Pipe  Co. 


Conduits 

Conduits    Company,  Limited 

National    Conduit  Company 

Contractors 

Anglin-Norcross  Limited 
Archibald  &  Holmes 
Canadian  Engineering  &  Con- 
tracting Co. 
Cape  &  Company,  E.   G.  M'. 
Gore,  Nasmith  &  Storrie 
Holmes  &  Co.,  Fred 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Miller  &  Son.  Roger 
Thomson  Bros. 
Wells   &  Gray 

Contractors'  Plant  &  Supplies 

Hall  Engine  Company 
Canadian  Mead-Morrison  Co. 
Boving  Hydraulic  &  Engineering 

Company 
Brown     Hoisting    &  Machinery 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Link  Belt  Co. 
Dake  Engineering  Works,  Ltd. 
Gartshore,  John  J. 
Hamilton  Bridge  Works  Co. 
Hepburn  Ltd.,  John  T. 
Manitoba  Bridge  &  Iron  Works 
Marsli  Engineering  Works,  Ltd. 
S'essenwein  Bros. 

Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 

Conveying  Appliances 

Brown  Hoisting  Machinery  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Corrugated  Roofing 

Asbestos    Mfg.  Company 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Canadian  Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Northern    Crane  Works 
Creosote  Oils 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil   Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Doors 

Pannill  Door  Company 
Derricks  and  Derrick  Fittings 

Canadian  Mead-Morrison  Co. 

Hepburn   Ltd.,  John  T. 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Diamonds 

Joyce-Koebel  Company 
Diamond  Saw  Teeth 

Joyce-Koebel  Company 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Canadian   Mead-Morrison  Co. 

Hopkins  &  Company,  F.  H. 


Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Gartshore,  John  J. 

Hopkins  &  Company,  F.  H. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 
Dump  Wagons 

Sea  grave,  Lougheed  Co. 
Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 
Gent  &  Company,  Limited 

Electric   Water  Systems 

Ontario   Wind   Engine   &  Pump 

Company 

Electrical  Specialties 
Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.  B. 

Elevators 

Northern  Crane  Works 
Turnbull  Elevator  Company 

Enameled  Brick 

American  Enameled  Brick  & 
Tile  Company 

Engines 

Canadian   Allis-Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co. 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Robb   Engineering  Works 

Waterous  Engine  Works  Co. 
Engines — Swinging 

Canadian  Mead-Morrison  Co. 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthington,  W.  R. 
Excavators 

Ball  Engine  Company 

Canadian  Mead-Morrison  Co. 

Engineering  &  Machine  Wks.  Co. 

Hopkins  &  Company,  F.  H. 
Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co. 
Fireproofing 

Asbestos  Mfg.  Company 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Roberson-Oleson  Limied 

Trussed  Concrete  Steel  Co. 
Fire  Escapes 

Canadian  Welding  Works 

Dennis  Wire  &  Iron  Works  Co. 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Duniop  Tire  &  Rubber  Goods  Co. 
Fittings 

Crane  Limited 
Flag  Poles 

MacKinnon  Steel  Company 

Ontario   Wind   Engine   &  Pump 
Company 

McGregor  &  Mclntyre 
Flooring  Materials 

Armstrong  Cork  Company 

Imperial   Oil  Company 

Sonneborn  Sons,  Inc.,  L. 
(Continued  on  ?«t«  8) 
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TRENCH  MACHINE.  (26  ft.  dipper 
<t:ck)  Digging  from  200  to  300  cu.  yards 
a  day  in  1C  foot  trench  cut.  One  of  two 
Eries  owned  by  Miller  Bros.,  Youngstown, 


RAILROAD   DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


PILE  DRIVING  equipment 
breaking  up  concrete  so  that  the 
pieces  will  go  into  dump  wagons 
When  the  shovel  tore  up  the  concrete 
without  breaking,  the  pieces  were  too 
large  One  of  two  Eries  owned  by[ 
Lennane  Bros.,  Detroit. 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of  work  shown 
by  these  photos  can  be  handled  by 
every  Type-B  ERIE  Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  ERIE 
Steam  .Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 

We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

Builders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


Revolving 
Shovels 


QUARRY  WORK  is- 
what  makesthestrong- 
est  boosters  for  the 
Erie,  because  she  is 
built  to  stand  rock 
digging.  "Stronger 
construction  at  every 
point  of  wear  and 
strain."  Just  ask  the 
owners  of  this  Erie-- 
Tarbox  &  McCall, 
Findlay,  Ohio. 


swtHT^^adTn  G. 

It  isn't  quite  as  smooth  «» 

baUr°^ore  even  cutting,  for 
saw  more  eve'  Eries 

^id^cordsonshanowcuts. 
APs"thee  owner  of  this  one- 
c£as ippolito.  Orange,  «. 

RAILROAD  WORK,  loading 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgh. 


y 
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Forges 

Canadian  Blower  and  Forge  Co. 

Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 

Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario   Wind   Engine   &  Pump 

Company 
Osborn  Canada  Ltd.,  Samuel 

Generators 

Canadian   General   Electric  Co. 

Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown    Hoisting    at  Machinery 
Company 

Gypsum 

Robertson  Co.,  H.  H. 

Hammek-  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 

Ha  tiling  Contrartors 
Angstrom  &  Verochio 

Heating  Apparatus 

Dunham  Company,  C.  A. 
Canadian  Blower  and  Forge  Co. 
Montreal  Machine  Shop,  Ltd. 

Heat  Insulating  Materials 

Armstrong    Cork  Company 

Heating  Systems  (Steam  Traps) 
Dunham  Company,  C.  A. 


Hoists,  Electric 

Canadian  Link-Belt  Co. 
Northern   Crane  Works 

Hoisting  Apparatus 

Brown  Hoisting  Machinery  Co. 
Canadian  Mead-Morrison  Co. 
Herbert  Morris  Crane  &  Hoist 

Company 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Marsh   Engineering   Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams   Machinery    Co.,    A.  R. 

Hoisting  Engines 

Canadian    Allis-Chambei  s  Ltd. 

Canadian   Mead-Morrison  Co. 

Hopkins  &  Company,  F.  H. 

Marsh  Engineering  Works,  Ltd. 
Hose 

Dunlop  Tire  &  Rubber  Goods  Co. 

Goodyear  Tire  &  Rubber  Co. 
Hydrants 

Canada  Iron  Foundries 

Kerr    Engine  Company 

Gartshore-Thompson  Pipe  Co. 

McAvity  &  Sons,  T. 
Industrial  Cars 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 

Hopkins  &   Company,   F.  H. 

McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Company 
Insulation  (Asbestos) 

Asbestos  Mfg.  Company 
Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 

Spielman   Agencies  Regd. 

Standard  Underground  Cable  Co. 
of  Canada  Limited 
Insulating  Bricks 

Armstrong  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton   Bridge   Works  Co. 

Northern   Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 

Hamilton  Bridge  Works  Co. 
Kilns 

Canadian   Blower  and  Forge  Co. 

McKinnon  Steel  Company 
Lead  Pencils 

American  Lead  Pencil  Company 
"Lidgerwood"  Hoists. 

Canadian   Allis-Chalmers  Ltd. 
Linabestos  Wallboard 

Asbestos  Mfg.  Company 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown     Hoisting    &  Machinery 
Company 
Lumber  (Asbestos) 

Asbestos  Mfg.  Company 
Machinery  Insulation 

Armstrong  Cork  Company 
Malleable  Castings 

Pratt  &  Letchworth  Co. 

Metal  Lath 

Canadian  Metal  Window  Co. 

Trussed  Concrete  Co.,  Ltd. 
Metallic  Roofing 

Pedlar  People  Limited 
Motors 

Canadian  General  Electric  Co. 

Motor  Trucks 

Tiffin   Wagon  Company 

Ford  Motor  Company 
Nozzles 

Spray  Engineering  Co. 
Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 


Hamilton  Bridge  Works  Co. 

Imperial  Oil  Company,  Ltd. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 
Ornamental  Iron 

Canadian  Welding  Works 

Dennis  Wire  Iron  Worki  Co. 
Ornamental  Moulds 

Ideal   Concrete  Machinery  Co. 

London  Concrete  Machinery  Co 
Packing 

Dunlop  Tire  &  Rubber  Goods  Co 
Paint  (Heated  Surfaces) 

Ric-Wil  Company 

Spielman  Agencies 
Paints  and  Varnishes 

Hopkins  &  Company,  F.  H. 

Spielman  Agencies  Regd. 
Paints  (Bridge  and  Structural  Iron 

and  Pipe  Coating) 

Barrett   Company,  Ltd. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons  Inc.,  L. 

Spielman   Agencies  Regd. 

Trussed  Concrete  Steel  Co.,  Ltd 
Paint  Spraying  Equipment 

Spray  Engineering  Co. 
Park  Sprinklers 

Spray   Engineering  Co. 
Paving  and  Paving  Materials 

Asphalt  &  Supply  Company 

Auto  Road  Construction  Co. 

Barrett  Company,  Limited 

Brodies  Limited 

Carey  Company,  Philip 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil   Company,  Ltd. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Warren    Bituminous   Paving  Co. 

Pipe   (Concrete,   Iron   &  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartsriore  Thompson   Pipe  Co. 
National  Iron  Works 

(Continued  on  page  10) 


Stop — Read — and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs/ 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral— Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 

Marsh  Engineering  Works,  Limited,  ^Sf"1  Belleville,  Ontario 


Sales  Agents :  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 


April  14,  1920 
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Easy  to  Handle 


HE  Boyer  patented  handle 
'construction  is  a  feature 
widely  favored  because  of 
its  distinctive  advantages. 
Lying  evenly  against  the 
palm  of  the  hand,  the  Boyer 
handle  brings  all  recoil  in  a  straight  line 
which  results  in  minimum  shock  to  the 
operator,  the  more  so  because  practically 
all  vibration  is  eliminated  by  the  unique 
design  of  the  Boyer  whereby  all  moving 


parts  function  in  the  same  plane"  and  in 
natural  alignment  with  the  operator's  arm. 

That  straight  line  also  does  away  with  any 
tendency  for  the  hammer  to  work  itself  out 
of  the  operator's  hand.  It  further  secures  the 
easy  manipulation,  and  smooth  operation 
which  permit  working  the  Boyer  with  ease 
under  conditions  ordinarily  difficult. 
Boyer  Pneumatic  Hammers  are  built  in  a 
variety  of  sizes  for  riveting,  chipping, 
calking,  flue  beading,  etc.  Ask  for  bulletins. 


Sales  Representatives 

The  Holden  Company,  Limited 

354 -356  St-  James  Street,  Montreal,  Canada 
Sales  and  Service  Branches:    TORONTO,  342  Adelaide  Street.  West    WINNIPEG,  150  Princess  Street    VANCOUVER,  81  Pender  Street 
Canadian  Factory:    Canadian  Pneumatic  Tool  Company,  Montreal 


P-4I-H 


BOYER  PNEUMATIC  HAMMERS  -  LITTLE  GIANT  PNEUMATIC  AND  ELECTRIC  TOOLS 
CHICAGO  PNEUMATIC  AIR  COMPRESSORS  ••  VACUUM  PUMPS  PNEUMATIC  HOISTS, 
GIANT  OIL  AND  GAS  ENGINES  ^o^qAB^,  ROCK  DRILLS      COAL  DRILLS 


Dependable  Power  at 


F  ENGINES 

Less  Cost  Per  Hour 


Lfl 
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Pipe   Covering  (Underground) 

RicWil  Company 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Canadian   Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Magroesia,  Asbestos, 
Wool,  Felt,  etc.) 
Asbestos  Mfg.  Company 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb   Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Waterous  Engine  Works  Co. 


Road  Material  _ 

Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement  _ 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Compaiy 
Imperial  Oil  Company,  Ltd. 

Rubber  Goods 
Barrett  Company,  Lirc.ited 

Road  Oil 

Imperial   Oil   Company,  Ltd. 

Pneumatic  Machinery 
Canadian   Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 

Goldie  &  McCulloch  Co. 

Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American   Well  Works 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis   Company,  John 

Ontario   Wind    Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian   Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Rails 

Sesenwein  Bros. 

Railway  Supplies 
Can.  Chicago  Bridge  &  Iron  Co. 
Gsrtthore,  ojhn  J. 
Hopkins  St  Company,  F.  H. 
Steel  Company  of  Canada 


Reinforcements,  Concrete  and  Steel 

Haines  &  David  Ltd. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  II 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Asphalt  &  Supply  Company 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Drags 

Sarnia  Bridge  Company 

Road  Materials 

Warren    Bituminous   Paving  Co. 

Road  Scraper  Knives 

Shunk  Plow  Company 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Sash 

Trussed  Concrete  Steel  Co. 
Saw  Teeth 

Joyce-Koebel  Co. 
Screens 

Canada  Wire  &  Iron  Goods  Co 

Sewer  Pipe 

Britnell  &  Company  _ 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 

Sheeting 

Barrett   Company,  Limited 

Shingles  (Asbestos) 

Asbestos  Mfg.  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  fompany 
Canadian  General  Electric  Co. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Pedlar  People  Limited 

Roberton-Olsen  Limited 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Slates 

Asbestos  Mfg.  Company 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 

Steel 

Burlington  Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Steel  &  Coal  Co. 
Toronto   Steel   Construction  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Burlington   Steel  Company 

Kfost  Steel  &  Wire  Co. 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art  Metal  Company 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 


Steel  Plate  Construction 

Hamilton   Bridge  Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering  Works,  Ltd 
Waterous  Engine  Works,  Co. 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &   Radiation,  Limited 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Street  Oilers 

Sea  grave,  Lougheed  Co. 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Alfis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  -Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario   Wind    Engine   &  Pump 

Company 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Dominion  Tar  &  Chemical  Co. 


Testing  and  Inspecting  Buteau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 

Tile  Moulds 

London  Concrete  Machinery  t»o. 

Towers 

Can.  Chicago  Bridge  &  Iron  Co 
Hamilton   Bridge   Works  Co. 


Trailers 

Seagravc,  Lougheed  Co. 

Transformers 

Canadian  General  Eelectric  Co. 

Turnbuckles 

Dominion  Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Gartshore-Thompson   Pipe  Co. 
McAvity  &  Sons,  Ltd. 

Ventilators 

Robertson  Co.,  H.  H. 

Ventilating    4    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 

Varnishes — Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 

Wall  Ties 

Gait  Art  Metal  Company 

Wallboard  (Asbestos,  Linabestos) 

Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 


Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 

Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind   Engine   &  Pump 

Company 


Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
Johnson  &  Sons,  C.  H. 


Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 

Wood  Pipe 

Canadian   Pipe  Company 
Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver  Wood   Pipe  &  Tank 
Company 

Wood_  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tana 

Company 
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Ultimate  Economy 

The  lasting  protection  afforded  to  steel, 
iron  and  wood  by 

"Ferrodor"  Paint 

makes  it  less  expensive  in  the  end  than 
an  inferior  paint, — cheapest  because  it 
lasts  longer.  "  Ferrodor "  is  ideal  for 
painting  towers,  tanks,  chimneys, 
bridges,  etc., — anything  exposed  to  wea- 
ther and  elements. 

"Ferrodor"  Paint 

"  Defies  the  Elements  " 


Pudlo 

Makes  Cement  Waterproof 

The  only  perfect  waterproofing  material 
for  roofs,  chimneys,  basements,  tanks, 
foundations, — anything  constructed  of 
concrete. 

Specify  Pudlo 

For  all  building  work.  It  relieves  archi- 
tects and  contractors  of  anxiety  and  can 
be  relied  upon  at  all  times  to  do  just  what 
we  say  it  will. 


Write  for  interesting  and  instructive  literature  on  these  famous  products. 

STOCKED  BY 

SP1ELMAN  AGENCIES  (Regd.)  Montreal 


DUNDAS  STONE 


Crushed  Stone 

Dundas  Crushed  Stone  has  the  big  advantage  of  being  a  tried 
and  proven  material.  In  miles  of  roadway  throughout  the  province 
Dundas  Stone  is  making  good.  We  can  give  you  much  valuable 
information  in  this  connection,  if  you  are  interested  in  good  roads. 

Write  to-day 

Canada  Crushed  Stone  Corporation,  Limited 

DUNDAS,  -  ONTARIO 

Toronto  Office:  Room  409  McKinnon  Bldg.,  Toronto 

Phone  Adelaide  5784 
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Dependable  Hoisting  Equipment 

Is  a  Necessity  in  Construction  Work 


WHEN  you  buy  hoisting  equipment  for  use  on  a  contract  job  it  is  more  than 
likely  that  on  its  performance  to  a  large  extent  depends  the  ultimate  suc- 
cess or  failure  of  the  work.  With  this  idea  in  mind  you  can't  afford  to 
take  any  chances  by  installing  "cheap"  equipment,  because  when  machinery  of 
this  kind  is  used  there  is  always  the  danger  of  a  possible  failure  of  some  part,  with 
consequent  risk  to  human  life  or  loss  of  time  and  money  through  having  to  wait 
for  new  parts  or  repairs  to  be  made. 

These  losses  often  amount  to  more  than  the  difference  in  first  cost  between 
cheap  and  high-  grade  equipment,  and  the  latter  has  sometimes  to  be  bought  in 
the  end  anyway  before  the  work  can  be  finished. 


"CIRCO"  Steam,  Electric  and  Air  Hoists  are 
made  in  a  wide  range  of  sizes  and  styles  for 
every  class  of  service  and  possess  many  little 
refinements  and  super-excellencies  of  design 
and  construction  which  appeal  to  those  who 
are  desirous  of  obtaining  the  utmost  reliabil- 
ity and  highest  efficiency  in  hoisting  mach- 
inery irrespective  of  first  cost. 


The  "Special"  illustrated  herewith  is  a  handy 
"knockabout"  hoist  which  can  be  easily  car- 
ried around  and  set  up  anywhere  in  a  few 
minutes.  It  will  run  on  steam  or  air  and  lift 
loads  of  1400  pounds  and  under  with  ease. 
We  have  a  number  of  these  machines  in 
stock  at  present  and  can  make  immediate 
shipment. 


As  the  first  step  in  obtaining  efficient  hoisting  equipment 
ask  our  nearest  branch  to  send  vou  descriptive  matter  on 
the  type  of  hoist  in  which  you  are  interested. 

CANADIAN  INGERSOLL-RAND  CO.,  LIMITED 

Sydney,  N.  S.  Sherbrooke,  Que.  Montreal,  Que.  Toronto,  Ont. 
Cobalt,  Ont.     Winnipeg,  Man.     Nelson,  B.  C.     Vancouver,  B.C. 
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The  Preservative 
for  Wood 

Special  Decorative  Quality 
for  Shingles  and  Timber  Wood 

STURGEON'S  LTD.  Toronto 

ALSO 

Flintex  Concrete  Hardner 
Ferrodor  Metal  Protective  Paint 
Paripan,  Mill  White 
Rock  Face  (Water  Paint) 

OTHER  SPECIAL  PAINTS  FOR  SPECIAL  PURPOSES 


Thi 


is 


Excavating  Outfit 
Moved  12  Times  in 
A  Single  Season 


HIS  excavating  outfit  using  a  PIONEER  Back-Dump  Bucket  of  y2  cubic  yard  capacity,  operates  continuously 
throughout  the  season,  furnishing  gravel  for  highways  and  concrete  bridge  work. 


The  hoisting  engine  is  mounted  on 
tractor  wheels  for  moving  and  the 
bucket,  blocks  and  lines  are  hauled  on 
a  wagon.  At  each  new  excavating 
site — selected  near  to  the  contract — 
the  engine  is  blocked  up  as  shown  in 


the  view  above,  a  new  gin  pole  is 
erected  and  the  outfit  is  ready  to 
operate. 


This  is  the  ideal  way  for  road  and 
bridge  builders  to  get  gravel  at  low- 


Made  by 

THE  MANSFIELD  ENGINEERING  CO. 

Fletcher  Savings  &  Trust  Bldg. 
INDIANAPOLIS,  INDIANA,  U.S.A. 


PIONEER 

EXCAVATING 
OUTFITS 


est  cost.  Let  us  send  you  complete 
information.  Advise  us  of  your  re- 
quirements. Our  PIONEER  Exca- 
vating outfits  both  for  stationary  and 
portable  work,  are  used  throughout 
America.    Get  our  facts. 

Canadian  Agent: 
A.  A.  SCULLY,  LIMITED 
123  BAY  ST.,  TORONTO 
Phones  :  Main  2800,  2801 
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IRON  AND  STEEL  MERCHANTS 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
.  calt    horizontal,  simple 
and  compound. 


Boilers 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 

Montreal  Office— Phone  Westmount  6800  Toronto  Office— 20  Victoria  Street 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation   80 

American  Enameled  Brick  and  Tile 

Company   20 

American    Lead    Pencil  Company.. 

American  Well  Works  

Anglin-Norcross    Limited   93 

Angstrom  &  Verochio   83 

Archibald  &  Holmes  

Armstrong  Gprk  Company   7(i 

Asphalt  Association,  The  

Ault  &  Wiborg  Co   74 

Baines  &  David  '   1  ."> 

Ball  Engine   Company   7 

Barber  Asphalt  Paving  Co   35 

Barber,  Frank  .  .   92 

Barrett  Company   7.'! 

Boake   Mfg.   Company   32 

Bolender  Bros  

Booker  &  McKechnie   77 

Boving    Hydraulic    &  Engineering 

Company   87 

Brantford   Roofing   Company    .  .    .  .  84 

Britnell  Company,  Limited   31 

Brodics,  Limited  

Brown   Hoisting  Machinery   Co.    ..  24* 

Burlington  Steel  Company   71 

Cam-Fish  Company  

Canada  Cement  Company   25 

Canada  Crushed  Stone  Corporation  1 1 

Canada  Iron  Foundries,  Limited    .  .  82 

Canada  Wire  &  Cable  Co   89 

Canada  Wire  &  Iron  Goods  Co.  .  .  87 

Canadian  Allis-Chalmers   26 

Canadian  Blower  and  Forge  Co.  .  .  88 
Canadian  Chicago  Bridge  and  Iron 

Company   87 

Canadian  Des  Moines  Steel  Co.  ...  74 
Canadian    Engineering  &  Contract- 
ing Company  

Canadian  Equipment  Co   .5 

Canadian  Ingersoll-Rand  Co   12 

Canadian    Inspection    and  Testing 

Laboratories   92 

Canadian  Johns-Manville  

Canadian  Link-Belt  Co  

Canadian  Mead-Morrison  Co.   ..    ..  30 

Canadian  Metal  Window  Co   3J 

Canadian  Pipe  Company,  Ltd  

Canadian    Producers    &  Exporters 

Directory   94 

Canadian      Self-Locking  Concrete 

Wall  Company   21 

Canadian  Surety  Company   70 

Canadian  Welding  Works   20 

Cape  &  Company,  E.  G.  M   93 

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co.  .  .  23 

Chipman  and  Power,  Ltd   92 

Colwell  Sand  and  Gravel  Co  

Conduits  Company,  Limited   74 

Consumers  Gas  Company   .. 

Cook,  A.  D   88 

Concrete  Pipe  &  Products  Co   92 

Crane  Limited   83 

Crushed  Stone,  Limited   91 

Dake  Engine  Company   77 

Dayton-Dowd  Co   32 

Dennis  Wire  and  Iron  Company  ..  87 

Dept.  of  Public  Works  

Dominion  Concrete  Company  ....  20 


Dominion   Engineering  and   Inspec-  ' 


lion  Company   92 

Dominion  Paint  Works  

Dominion  Tar  &  Chemical  Co   7.1 

Dominion  Wire  Rope  Co   96 

Dunham  Company,  C.  A   78 

Dunlop  Tire  &   Rubber  Goods  Co. 

Engineering   &    Machine   Works  of 
Canada,  Limited  

F"ord  Motor  Company   85 

Foyle,  W.  &  G   70 

Frost  Steel  &  Wire  Co  

Gait   Art   Metal  Company   90 

Gartshore,  John  J   7(5 

Gartshore-Thompson  Pipe  &  Foun- 
dry Company   21 

General  Accident  Assurance  Co.   .  .  72 

Gent  Company   'J 2 

Goldic  &  McCulloch  Co  

Goodyear  Tire  &  &Rubber  Co   79 

Gore,  Nasmith  &  Storrie   92 

Hamilton   Bridge  Works  Co  

Hamilton  Co.,  Win  

Harvard  Turnbull  Co   27 

Hepbrun,  John  T   90 

II olden  Company,  Limited   9 

Holmes  &  Sons,  Fred   92 

Hopkins  &  Company,  F.  H   96 

Hunt  &  Company,  Robert  W   9:'. 

Hynes,  W.  J.  .".   91 

Ideal  Concrete  Machinery  Co.  .... 

Imperial  Oil  Limited   18 

Independent  Concrete  Pipe  Co   73 

Inglis  Company,  John   G9 

Jaeger  Machine  Company   7.i 

James  &  Company,  E.  A   92 

Jamieson  Lime  Company   70 

Johnston  &  Sons,  C.  H   37 

Katie   Foundry  Company  

Kerr  Engine  Company,  Ltd   86 

King  Construction  Co   31 

Koebel  &  Company,  Joyce   77 

Lea,  R.  S.  &  W..S.  ...  . ,   92 

London  Concrete  Machinery  Co.  . .  i 
London  &  Lancashire  Guarantee  & 

Accident  Company   70 

MacKinnon  Steel  Co   19 

MacLean  Daily  Reports   70 

Mansfield  Engineering  Co   14 

Manitoba  Bridge  &  Iron  Company. 

Maritime  Bridge  Works  Co   83 

Marsh  Engineering  Works   8 

McAllister  &  Taylor   92 

McAvity  &  Sons,  T  

McGovern,  T.  J   83 

McGregor  &  Mclntyre  .  .   83 

McKinnon  Columbus  Chain   Co.    .  .  8.' 

Metal  Shingle  &  Siding  Co  

Miller  &  Sons,  Roger    

Milton  Hersey  Company   92 

Montreal  Crushed  Stone  Co   84 

Montreal  Machine  Shop   30 

Morris  Crane  &  Hoist  Co.,  Herbert  91 

Morrison  &  Co.,  T.  A   92 

Mussens  Limited   81 

Napanee  Iron  Works   32 


National  Conduit  Company   23 

National  Equipment  Co   29 

National  Iron  Corporation   1 

Neptune  Meter  Company   71 

Northern  Electric  Company  

Northern  Crane  Works,  Ltd   74 

Nova  Scotia  Steel  and  Coal  Co.  . . 

Ormsby  Company,  Ltd.,  A.  B  

Ontario  Rock  Company   23 

Ontario  Wind  Engine  and  Pump  Co.  27 

Osborn  Canada  Ltd.,  Samuel   ....  4 

Owen  Bucket  Company   14 

Pacific  Coast  Pipe  Company  . .    . .  91 

Pan nill  Door  Company   91 

Pratt  &  Letchworth   94 

Prest-O-Lite  Company  

Port  Credit  Brick  Co  

Portland  Cement  Association  ....  17 

Reid  &  Brown  Structural  Steel  and 

Iron  Company   92 

Ric-wiL  Company  .  

Robb  Engineering  Works   1  "> 

Robertson  Co.,  H.  H   19 

Roberton-Olsen,  Ltd  :. 

Sarnia  Bridge  Co  :   93 

Scully,  A.  A   36 

Seagrave-Loughead  Co   22 

Sessenwein  Bros  

Shunk  Plow  Co   21 

Sonneborn  Sons,  L.,  I nc   95 

Spielman  Agencies   11 

Spray  Engineering  Company   .  . 

Stalford,  V.  K   92 

Standard  Motor  Sales   3" 

Standard  Steel  Construction  Co.   .  .  30 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   83 

Steel  Company  of  Canada   13 

Steel  &  Radiation  v   93 

Sterling  Engine  Company   88 

St.  Maurice  Lumber  Co   77 

Sturgeons  Limited   14 

Swedish  Crucible  Steel  Co   31 

Thompson  Bros   C'2 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 
Toronto  Steel  Construction  Co.  . . . 

Toronto  Testing  Laboratory   92 

Trades   &  Labor  Branch,   Dept.  of 

Public  WTorks  

Turnbull  Elevator  Company  

United   States  Fidelity  &  Guaranty 

Company   70 

Universal  Equipment  Co   77 

Vancouver   Wood    Pipe   and  Tank 

Company   91 

Vitrified  Clay  Pipe  Co   2 

Warren   Bituminous  Paving  Co.   ..  22 

Wettlaufer  Bros   38 

Waterous  Engine  Works  Company 

White  Star  Mine  

Wells  &  Gray   38 

Williams  Machinery  Co.,  Ltd.,  A.  R.  86 

Wood  Mosaic  Company   76 

Worthington,  W.  R   92 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.  Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 


April  14,  1920 
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Speaking  of 

CONCRETE  ROADS 
STREETS  and  ALLEYS 

53,000,000  Square  Yards 

W^ere    Placed  Under 

During  1919— 

Over  twice  that  of  any  previous  year. 
Every  state- — your  state  —  contributed  to 
this  total.  Public  preference  is  expressed 
in  this  record.    Watch  1920! 

Concrete  highways  defy  the  poundings 
of  traffic  year  m  and  year  out.  They 
won  t  blow  away  during  dry  weather, 
won  t  wash  away  m  wet  weather.  Let 
weather  and  season  change  —  the  road 
wont  —  for  any  day,  any  season  is  just 
the  same  to  a  concrete  road.  It  s  not 
what  they  cost  to  build  but  the  little 
they  cost  to  maintain  that  makes  con- 
crete pavements  economical. 

People  know  what  they  want  and  ask 
for  it — concrete — a  dollar  of  value  for 
every  dollar  that  they  are  so  generously 
investing  m  improved  highways. 


PORTLAND  CEMENT  ASSOCIATION 

Atlanta  Helena  Minneapolis  Seattle 

Chicago  Indianapolis  New  York  St.  Louis 

Dallas  Kansas  City  Parkersburg  Washington 

Denver  Los  Angeles  Pittsburgh  Portland,  Oreg. 

Des  Moines  Milwaukee  Salt  Lake  City  San  Francisco 
Detroit 
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Lubricants 


For  Manufacturing, 
Mining  and  Milling 

CYLINDER  OILS 

Imperial  Valve  OH 
Imperial  Cylinder  Oil 
imperial  Capitol  Cylinder  OH 
Imperial  Beaver  Cylinder  OH 
Imperial  20th  Century  Cylin- 
der Oil 

Engine  oils 

Imperial  Kearsarge  Engine  OH 
Imperial  Solar  Red  Engine  Oil 
Imperial  Atlantic  Red  Engine 
Oil 

Imperial  Junior  Red  Engine 

Imperial  Bayonne  Engine  OH 
Imperial  Renown  Engine  and 

Dynamo  OU 
Imperial  Standard  Gas  Engine 

Ol 

Imperial  Arlo_Compres,sor  Ou 


Reduce  Your  Overhead 


THE  proper  use  of  selected  lubricants  is  a  sure  means  of 
reducing  overhead  expenses  and  of  eliminating  unnecessary 
operating  costs.  Perfectly-lubricated  machinery  gets  less 
wear  and  lasts  longer.  Repair  bills  are  smaller  and  fewer;  depre- 
ciation is  kept  at  the  lowest  possible  figure  when  lubricants  are 
chosen  with  an  eye  to  mechanical  needs  and  service  conditions. 

Imperial  Lubricants  are  designed  to  meet  definite  needs  and 
conditions.  Made  from  the  best  crudes  they  are  formulated 
and  designed  for  real  service.  They  are  Canadian-made  and 
readily  obtainable  everywhere  in  Canada  through  our  extensive 
distribution  system. 

There  is  a  "just  right"  grade  of  lubricant  for  each  type  of 
machinery  and  for  each  moving  part — railroad,  marine,  power 
plant,  factory  and  mill.  The  right  use  of  Imperial  Lubricants 
will  reduce  your  overhead. 

Imperial  Lubrication  Engineers  are  at  your  service  for 
consultation.  Their  co-operation  and  recommendation  for 
better  lubrication  are  part  of  Imperial  Oil  Service. 

Write  us  at  56  Church  Street,  Toronto,  or  at  any  of  our 
branches,  for  an  appointment  or  for  further  information. 


IMPERIAL  OIL  LIMITED 

Power  ♦  Heat  •  Light  •  Lubrication 

^n'  BRANCHES  IN  ALL  CITIES  w^^m 


April  14,  1920 
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Robertson  Process  Metal 

Withstands  Rust  and  Corrosion 


Rust  and  corrosion  eat  up  the  profits. 

Thousands  of  crumbling  factory  roofs  and  broken  down 

siding  give  mute  testimony  to  this  fact.   Ordinary  corrugated 

sheets  fail  to  stand  the  strain.    Weather,  smoke,  fumes  and 

gas  quickly  eat  them  up.    The  short  life  of  cheap  building 

materials  is  a  constant  source  of  expense  for  replacement. 

Not  so  with  Robertson  Process  Metal — roofing  and  siding  of  this  3- 
times  protected  metal  long  ago  proved  the  economy  of  Robertson  Pro- 
cess. Three  impervious  coverings  (a)  Asphalt  (b)  Asbestos  (c)  Water- 
proofing so  fully  protect  the  metal  that  roofs,  siding,  ventilators  and  all 
building  trim  made  of  this  material  will  withstand  rust  and  corrosion . 

Look  at  the  sample  illustrated.  It  shows  the  steps  in  Robertson  Pro- 
cess which  have  been  so  perfected  that  the  finished  product  is  the  most 
economical  roofing  and  siding  you  can  use  on  your  factory  buildings. 

Send  today  for  one  of  these  samples  and  additional  literature. 
Some  of  the  largest  chemical  plants  in  the  country  are  today  protected 
within  and  without  against  corrosion  by  Robertson  Process  Metal. 
Tests  in  every  industry  give  evidence  of  satisfaction. 


H.  H.  ROBERTSON  COMPANY,  Limited 
Sarnia,  Ontario 
Branch  Offices:    Toronto,  Montreal,  Vancouver 


STEEL 


A5PHALT 


A5BE5TD5 


HEAVY 
WATERPROOFING 
ENVELOPE  > 


ROBERTSON  <n> 
.  process  Jlr 

METAL  FOR  ROOFING  AND  SIDING 


20 


THE  CONTRA 


CT  RECORD 


April  14,  1920 


^■■^^^^■^■F  —  v. 


ENAMELED  BRICK,  Mr. 
Architect,  should  be  your  ans- 
wer for  use  in  the  exterior  or 
interior  of  that  building  now 
under  consideration  in  place  of 
Glazed  Terra  Cotta  or  Tile. 

Prompt  shipments  from  stock. 
No  four  to  six  months  delay. 

THINK  IT  OVER 

See  Sweet's  Catalogue  in  U.S.A. 
and 

Specification   Data   in  Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and  Fire  Brick. 

52  Vanderbilt  Ave.,  New  York  City. 


CASHIER  CAGES 


We  are  experts  in  designing  and  manu- 
facturing all  types  of  Cages  in  black 
or  plated  or  solid  brass  and  bronze. 

Our  workmanship  and  the  testimony 
of  a  long  list  of  satisfied  customers 
stands  as  a  guarantee  of  our  work. 

Let  us  specify  on  any  work  of  this 
class  you  have  on  hand.  We  special- 
ize in  architectural  iron  work  of  all 
kinds. 

Our  prices  are  right — our  workman- 
ship reliable  and  durable. 

Canadian  Welding  Works  Limited 


Architectural  Iron  Works. 


Steel  Tank  Manufacturers. 


Welding  Engineers. 


134  Queen  Street,  Montreal. 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE      -  ONTARIO 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

§r—  (LARGE  STOCK  ON  HAND) 


April  14,  l'J20 
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ROAD  SCRAPER  BLADES 

Renew  your  old  wheeled  scraper  bowl  with  the  ECONOMY  REPAIR  BLADE.  Any 
blacksmith  can  attach  it  by  cutting  the  edge  of  the  bowl  square,  drilling  holes  to  match 
these  in  the  blade  and  riveting  it  to  the  bowl. 


ECONOMY    REPAIR  BLADE 
These  blades  are  made  of  steel  6  in.  wide  by  3  1-16  in.  thick,  giving  a  new  cutting  edge 
3  in.  wide  and  allowing  3  in.  to  lap  top  and  bottom  where  it  is  riveted  on  the  bowl. 
Road  Scraper  Blades  and  moldboards  to  fit  all  makes  of  machine.    Prompt  shipments 
from  stock;  over  150  patterns. 

SHUNK  PLOW  COMPANY,  Bucyrus,  Ohio 


A  trial  will  convince  you 

that  the  use  of  these 
blades  is  genuine  economy 


BOWL    WITH  REPAIR 
BLADE  ATTACHED 


The  speediest  erection 
known. 

Saves  you  20%  in 
cost  over  a  common 
brick  wall  and  gives  a 
pressed  brick  finish. 

Will  last  longer  than 
any  other  type  of  per- 
manent construction 
and  needs  no  repairs 
renewals  or  upkeep. 

The  finished  wall  can 
be  constructed  as 
cheap  as  wood  frame 
construction. 

The  hollow  walls  are 


WE  ARE  THE  OWNERS 
AND  OPERATORS 
OF  THE 


s 


AWYER 
YSTEM 


Can.  Pat.  No.  188. G42 


TWO  PIECE  SELF-LOCKING 
HOLLOW  CONCRETE  WALL 
CONSTRUCTION 


fireproof,  damp  proof, 
leak  proof,  cool  in 
summer,  warm  in 
winter,  and  elimin- 
ate drafts. 

The  two-piece  self- 
locking  hollow  con- 
crete wall  is  practic- 
ally monolithic  in  con- 
struction and  is  adapt- 
able to  all  sizes  and 
types  of  structures. 

It  does  away  with 
skilled  labor,  saves 
time,  keeps  the  ex- 
pense down  to  a  mini  • 
mum,  and  eliminates 
inaccurate  estimates 


Manufacturing  Plants  Are  Being  Established  Throughout  Canada. 
Write  for  Information  for  Your  District  to: — 

The  Canadian  Self- Locking  Concrete  Wall  Co.  (System1),  Ltd, 

119  Board  of  Trade  Building,  -  MONTREAL 


J.  G.  AlUn,  President 


James  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 


HAMILTON,  ONT. 
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Improve  the  Arteries  of  Trade 


case  i 


By  putting  WARRENITE-BITULITHIC  over  the  top  of  your  ol< 
and  have  a  pavement  which  has  proven  to  be  the  most  satisfactory 
using  the  existing  macadam  for  foundation. 

The  problem  of  war  transportation  proved  the  great  possibilities 
good  roads  and  the  tremendous  handicaps  of  poor  roads. 
The  increasing  volume  and  w  eight  of  motor  truck  traffic  requires 
a  high  standard  for  all  road  construction. 

Highways  are  of  vital  importance 
Highest  type  construction  must  be  used 

now  more  than  ever  before  to  withstand  the  incr 
motor  traffic. 

Investigate  at  once  WARREN1TE-BITUL1TI 1 
IC,  the  construction  which  has  the  stability 
and  density  required  to  withstand  motor 
traffic  and  a  construction  where  quality 
and  service  are  first  considerations,  a 
construction  which,  after  a  decade 
of  improvements,  has  proven  the 

Fore  Runner  in  Bitum- 
inous   Paving  In- 
dustry. 


macadam 
surface, 


The 
Warren 

Bituminous 
Paving  Co. 
of  Ontario,  Ltd. 
McKinnon  Building 
Toronto  Ontario 


SEAGRAVE-LOUGHEAD  MOTOR  TRUCKS 


MADE 
IN 

CANADA 


Powerful 
as  a 

Locomo- 
tive 

Built 
for 

Endurance 


MADE 
IN 

CANADA 

1^,2^,3^ 
and  5  Ton 
Heavy 
Duty 
Commer- 
cial and 
Dump 
Body 
Trucks, 
Trailers 
and  Semi- 
Trailers 


Seagrave-Loughead  Company  Limited,  Sarnia,  Ont. 

SOME  TERRITORY    STILL  OPEN    FOR    LIVE  REPRESENTATIVES 


April"  14,  1920 
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Trap  Rock  Best  Concrete 

Aggregate 


If 80 


-o  .E 
O  cr> 

llso 


o 


20 


..tons 

)  - 

. — 

'  t 

* 

^- — " 
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1st 


2nd 


3rd 


4  th 


5  th 


Relative  Reductions  of  Test  Specimens 
Consistency  Abrasion  Test 


The  accompanying  diagram  shows  result  of  test 
made  on  Ontario  Rock  Company's  Trap  Rock, 
and  presented  in  pamphlet  by  L.  V.  Edwards  to 
the  American  Society  for  Testing  Materials.  The 
test  was  made  after  three  months,  and  the 
"rattler"  abrasion  test  was  applied.  Two  sets 
of  test  cylinders  were  made.  In  the  first  set  the 
stone  aggregate  was  broken  limestone  of  good 
quality,  and  in  the  second  a  good  quality  of 
broken  trap  rock.  The  diagram  shows  the  per- 
centages of  reduction  in  weight  resulting  from 
1800  revolutions  and  from  3600  revolutions  of 
the  machine. 

Write  for  further  particulars  to  the 


Ontario  Rock  Co.,  Limited 


Crown 
Office  Bid 
TORONTO 


Made  in  Canada 
Conduit 


Manufactured  by 

National  Conduit  Co.,  Limited 

Toronto 
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CONCRETE — and  the  Health  of  the  Public 


ITH  the  increasing  development  of  our 
urban  centres,  the  installation  of  Sew- 
age Disposal  Plants  is  of  vital  importance. 

These  must  be  installed  in  thickly  popu- 
lated sections  in  order  to  preserve  the  health 
of  the  community. 

The  development  of  engineering  practice 
in  the  handling  of  Concrete  has  so  simplified 
this  method  of  treatment  that  the  Sewage 
Disposal  Plant  of  Reinforced  Concrete  is 


now  available  for  all  municipalities,  regard- 
less of  their  size. 

That  such  an  important  utility  should  be 
of  Concrete,  is  a  fact  easily  recognized. 

Concrete  has  the  requisite  qualities — it  is 
permanent  and  sanitary.  Once  constructed 
it  needs  but  little  outlay  for  repair. 

The  plant  here  shown  under  process  of 
construction,  is  located  at  Dauphin,  Man- 
itoba. 


CANADA  CEMENT  COMPANY  LIMITED 
Herald  Building  Montreal 

Sales  Offices  at  Montreal  Toronto  Winnipeg  Calgary 


Specify 
CANADA  CEMENT 
Uniformly  Reliable 


CANADA  CEMENT 

CONCPETE 

TOW  PERMANENCE 


Our  Service  Departny  n*  is  anx. 
ious  to  co-operate  in  all  lines 
of  work  for  which  Concrete  is 
adapted.  Our  library  is  at  your 
disposal  at  all  times  without 
charge. 
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CGEpip 
4 


pttirxg 


Twenty-Four 
dour  -Service 


C.G.E.  Pipe  Fittings  are  "Made  in 
Canada."  We  maintain  fully  equipped 
Sales  Branches  from  Coast  to  Coast. 
Immediate  shipments  can  be,  and  are. 
made  from  Stock. 

The  above  reasons  alone  are  enough 
to  warrant  the  confidence  that  Archi- 
tects and  Builders  place  in  C.G.E. 
Service.  When  it  is  taken  into  con- 
sideration that  there  are  ten  separate 
and  distinct  inspections  that  C.G.E. 
Pipe  Fittings  must  pass  before  they 
are  allowed  to  be  put  into  stock,  it  is 
no  wonder  these  Fittings  have  such 
an  enviable  reputation. 

The  above  features  are  worth  serious 
consideration  when  next  you  order 
Pipe  Fittings. 


Our  nearest  Sales  Branch 
is  at  your  disposal. 


Canadian  General  Electric  Co.,  Limited 

Head  Office  -  TORONTO 

Branch  Offices: 

MONTREAL      QUEBEC.      SHERBROOKE,      HALIFAX,      SYDNEY,      ST.    JOHN,  OTTAWA, 
HAMILTON     LONDON,    WINDSOR,   COBALT,    SOUTH    PORCUPINE,  WINNIPEG, 
CALGARY    EDMONTON,    NELSON,   VANCOUVER,   and  VICTORIA. 
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VALVES 

FOR  EVERY  REQUIREMENT 


BRASS  OR  IRON  BODY  -D  -RLD 

Double  Taper 

SCREWED  OR  FLANGED  s.,t  for  25o  ibs 

SUITABLE  FOR  STEAM,  WATER 
AIR,  GAS  OR  OIL 

Harvard  Turnbull  &■  Co. 

EXCELSIOR  LIFE  BLDG.  TORONTO  ST. 

Toronto 

Agents  for:—  T.  McAVITY  &  SONS  LTD.,  Brass  and  Iron  Founders,  ST.  JOHN,  N.B. 


"STANDARD" 
Solid  Taper  Seat. 
Guaranteed  for 
Steam  Working 
Pressure  to 
125  lbs. 


ONTARIO  WIND  ENGINE  &  PUMP  CO. 

LIMITED 


WOOD  TANKS 

ALL  STYLES  and  SIZES 
300  to  100,000  gal.  capacity 

PINE  —  B.C.  FIR  —  CYPRESS 

All  over  Canada  IurunttS  TANKS  are  giving 
efficient  Service,  a  Service  that  is  guaranteed  by 
first  class  material  and  expert  workmanship. 

Send  us  particulars  of  your  tank  requirements 
small  or  large.  Our  engineering  is  at  YOUR 
service  without  obligation  on  your  part. 

ONTARIO  WIND  ENGINE  &  PUMP  CO.,  LTD.,  Head  Office:  TORONTO 

Branches — Montreal,  Regina,  Winnipeg,  Calgary 
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Buildings  of  Beauty  and  Permanence 


Built  of  Durable, 
Damp-Proof 
Concrete  Blocks 

Decidedly  economical 
yet  durable  and  artistic 
are  buildings  built  of 
these  blocks.  They  have 
met  with  the  approval 
of  engineers  and  archi- 
tects everywhere  be- 
cause they  are  made 
from  wet  mix  or  poured 
concrete  which  elimin- 
ates dampness  entirely. 

We  are  now  facing 
these  blocks  with  gran- 
ite which  gives  them  a 
beautiful  sparkling 
granite  finish. 

We  also  manufacture 
machinery  for  making 
these  Concrete  Blocks. 

We  own  the  Canadian 
patents  and  can  give  ex- 
clusive rights  for  any 
territory,  not  yet  sold. 


THE  PRODUCT 


Cast  Stone  Block  &  Machine  Co.,  Ltd. 


THE  MOULD 


Write  us  today  for  a 
copy  of  our  catalogue 
and  further  information 
— you'll  find  it  interest- 
ing. 


302  HOWARD  AVENUE 
WINDSOR  ONTARIO 


April   14,  1920 


THE  CONTRACT  RECORD 


29 


Crucible  Steel  Fittings 
Make  It  Safe  and  Light 

Capacities  1  to  4  Tons 


Write  for  Catalogue  of  "  National "  Hoisting  Apparatus. 

National  Equipment  Co.,  Limited 

15  Wabash  Ave,  Toronto 
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Economical  and  Efficient 


EFFECTS 
A  GREAT 
SAVING 
IN  FUEL 
EXPENSES 

J5he 

Economic 
Heater 


is  guaranteed  for  twenty 
years  against  leaks  from 
expansion  or  contraction. 

Demonstrations  Freely 
Given. 

Enquiries  Solicited. 


Manufactured  in  Canada  by 

The  Montreal 
Machine  Shop 

LIMITED 

481    Ontario   Street  East 

MONTREAL 


Sole  Agents  for  Ontario :— EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  TORONTO,  Ont. 


Economic 
Heater 

was  so  named  because 
of  its  remarkable 
ability  to  reduce  the 
amount  of  fuel  con- 
sumption. At  the 
same  time  it  greatly 
increases  the  effici- 
ency of  the  entire 
heating  system. 

So  confident  are  we 
of  its  ability  to  prove 
entirely  satisfactory 
that  we  will  instal 
this  heater  and  if  it 
does  not  give  entire 
satisfaction  we  will 
take  it  out  and  stand 
all  expense. 
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Sand 
Lime 
Cement 

and 

General 

Building 

Supplies 


SERVICE 


Our  business  is  founded  upon  service  and 
our  reputation  depends  upon  the  kind  of 
service  we  give.  We  have  the  facilities 
?or  quick  dispatch  of  orders.  A  large  array 
df  trucks  cad  horses  are  at  your  disposal. 
Storage  and  loading  devices  place  us  in  a 
position  to  move  large  quantities  quickly. 

We  should  like  to  prove  our  service  claims 
and  show  you  the  quality  of  the  materials 
we  handle. 


Britnell  &  Co.,  Limited 

C.  P.  R.  Crossing,  Yonge  Street,  North  Toronto 


Unless  special- 
ly requested  we 
do  not  supply 
driver's  cab 
with  equip- 
ment, but  will 
be  glad  to  fur- 
nish prices  up- 
on application. 


Olson  Dump  Body 

for 

Ford  Ton  Truck 

Made   in   two  sizes, 
Model  A  1  cubic  yard, 
and  Model  B  V/2  cubic 
yards.     Mounted  on 
Olson  side 
springs  to  sup- 
port body  at  all 
points.  So  per- 
fectly balanced 
that  it  may  be 
dumped  with 
perfect  ease. 
For  sale  by  all 
Ford  dealers. 


ONE  PRICE 
$245 
F.O.B.  WINDSOR 


Manufactured 
under  Olson 
Patents  by 


The  Swedish  Crucible  Steel  Co. 


of  Canada,  Limited 


WINDSOR, 
Ontario, 
Canada 


Branches  at:    MONTREAL,  QUE.,  285  Beaver  Hall  Hill 


TORONTO,  ONT.,  614  Excelsior  Life  Bldg. 
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HAYTON -DOWn 

*^      CENTRIFUGAL  PUMPS 


Day ton-Dowd  centrifugal  pumps  are  representative  of  the  highest 
principles    of    workmanship    and    design.      Each    pump    is  rigidly 
tested    before    leaving    the    factory    under    the    exact  conditions 
which  will  he  imposed   upon  it  when  in  service. 
Fullest  particulars   gladly   sent  on  request. 

Dayton-Dowd   Co.,    Quincy,  111. 

The  Arthur  S.  Leitch  Co. 

SALES  ENGINEERS       KSNT  BLDG  ,  TORONTO 

Montreal  Agents 

Equipment  Specialties,  Ltd.         10  St.  Antoine  St. 


ROCK  DRILLS 


For 

Road  Work 
Contractors 
Mines 
Quarries 

Napanee 
"Empire" 

and  the 

"Burrell" 

are  now 

manufactured 
by 


Napanee  Iron  Works  Ltd. 

NAPANEE,  ONT. 


HEAVY  TIMBERS 


The  Boake  Mfg.  Co.,  Ltd. 


The  illustration  shows 
our" JUMBO"  Planer 
for  large  timbers. 

We  specialize  in 
heavy  timbers  and 
long  joists  for  factory 
and  general  construc- 
tion and  can  supply 
you  from  stock. 

Let  us  quote  you  on 
your  requirements. 


Howland  Ave.  and  C.P.R.  Tracks 


TORONTO 
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BY  WAY  OF  CONTRAST— 


COMPARISON  of  the  foundry  buildings 
illustrated  above  proves  that  Daylight 
and  Ventilation  are  two  important  factors  to 
be  considered  when  planning  the  erection  of 
a  modern  foundry  building. 

Daylight  is  essential  to  good  workmanship. 
Workers  labor  under  a  handicap  in  dingy, 
poorly  lighted  foundries  like  the  one  in  the 
upper  picture.  Note  how  the  modern  foun- 
dry below  is  flooded  with  daylight  admitted 


through  window  walls  of  Lumina  Solid  Steel 
Windows. 

The  health  of  your  employees  demands 
fresh  air  and  ventilation.  Lack  of  it  deadens 
their  productive  abilities.  The  extra  large 
ventilators  in  Lumina  Solid  Steel  Windows 
provide  for  efficient  ventilation. 

Let  us  show  you  why  it  will  be  to  your  ad- 
vantage to  specify  window  walls  of  Lumina 
Solid  Steel  Windows  for  that  new  building. 


SOLID  STEEL  WINDOWS 

CANADIAN  METAL  WINDOW  AND  STEEL  PRODUCTS,  Ltd. 

160  River  Street,  TORONTO,  Ont.  Representing  Canadian  Detroit  Steel  Products,  Ltd.,  Windsor,  Ont. 
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"King" 

Sash  Operators 

FOR  ALL  TYPES  OF  SASH,  IN  ALL  KINDS  OF  BUILDINGS 

PERFECT  VENTILATION 

without  a  doubt 


Our  Operators  have  received 
the  endorsement  of  all  the  best 
and  well-known  Engineers,  Ar- 
chitects and  Contractors.  All 
modern  buildings  require  mod- 
ern labor  saving  devices.  We 
accomplish  this  also,  the  Acme 
of  Perfection  in  Ventilation 
having  28  different  types  of 
machines  to  choose  from. 


We  supply  material  to  your 
specifications,  or  will  be  pleas- 
ed to  call  and  advise  the  best 
way  to  treat  your  condition. 
If  desired  we  estimate  on  com- 
plete installation.  In  case  we 
supply  material  only,  full  in- 
structions   are    furnished  for 


PUSH  and  PULL      RACK  and  PINION    and  TORTION  APPARATUS 

in  all  sizes  to  lift  up  to  6,000  lbs.  —  down  to  the  smallest  transom  sash. 

Some  of  Our  Recent  Contracts: 

GENERAL  MOTORS,  WALKERVILLE.  GENERAL  MOTORS,  OSHAWA. 

GOODYEAR  TIRE  CO.,  TORONTO.  T.  EATON  CO.  BUILDINGS,  TORONTO 

FORD  MOTOR  CAR  CO.,  FORD,  ONT.  AND  HAMILTON 

CANADIAN  STEEL  CORPORATION,  CANADIAN  ALLIS-CHALMERS,  TORONTO. 

OJIBWAY,  ONT.  DOMINION  TEXTILE  CO.,  MAGOG,  QUE. 

ETC.,  ETC. 

We  shall  be  pleased  to  have  our  representative  call.  Write  to-day  for  particulars  and  estimates. 

King  Construction  Co.,  Limited 

40  Dovercourt  Road        -        -        TORONTO,  ONT. 
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Would  you  give  $10,000 
to  an  infant? 


Common  Sense  Sez: 

"  NO ! " 

Then  why  would  you  put 
many  times  $10,000  in  "infant" 
road  materials?  Common  Sense 
Sez  they  are  too  new  and  untried 
for  safety.  It  takes  many  years 
to  prove  the  wearing  qualities  and 
service  value  of  any  road  material. 

"IT  STAYS  PUT" 

has  stood  the  test  of  service  for 
more  than  30  years.  Bermu- 
dez  roads--in  every  climate  and 
under  every  traffic  condition- 
hold  records  for  long  life  and 
low  maintainance.  Bermudez  is 
a  native  lake  asphalt.  That's 
why  "It  Stays  Put." 


BERMUDEZ     FACTS    No.  1 

Western  Avenue,  Gloucester,  Mass. 

One  of  the  heaviest  traveled  roads  on  the  North  Shore. 
Constructed  of  Bermudez  Road  Asphalt  (penetration 
method)  in  1909. 

Not  One  Cent  For  Maintenance  To  Date 


Write  for  "The  Bermudez  Road  Book" 

The  Barber  Asphalt  Paving  Company 

Philadelphia 


:ui 
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MEAD-MORRISON 


HOISTING 

and 

Conveying  Machinery 

Manufactured  in  Canada 


Did  you  ever  figure  the 
cost  of  a  breakdown?  It 
might  tie  up  the  whole  job. 

The  "Mead-Morrison" 

name  on : — 

Mine  Hoists 

Steam  or  Electric  Hoists 
Dredging  Machinery 
Clam  Shell  Buckets 
Orange  Peel  Buckets 
Conveying  Machinery 

stands  for  Dependable 
Service  because  they  were 
designed  and  are  built 
with  two  ideas  in  view — 
low  cost  of  operation  and 
upkeep  and  absence  of 
breakdowns. 


Engineers  Manufacturers 
Contractors 

Put  Your  Problem  Up  To  Us! 


CANADIAN  MEAD-MORRISON  CO! 

LIMITED  ' 

?85  BEAVER  HALL  HILL 

MONTREAL  •  -  -v: 

WOW  K  S  •  .  WELLANO    O  N  T  ) 


ECONOMY 


TIERING 
MACHINES 

Combining  absolute 
stability  and  rigidity 
with  complete  safety 
these  machines  pro- 
vide the  ideal  way 
for  lifting  and  tier- 
ing units  of  bulk 
and  weight.  The 
name  of  the  machine 
and  the  true  des- 
cription of  its  opera- 
tion is  "Economy." 

Let  us  send  you  par- 
ticulars of  power  and 
hand  machines,  also 
of  our  barrel  storage 
steel  racks. 


Standard  Steel 
Construction  Co.  Limited 

Port  Robinson,  Ontario 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 


Air  Compressors 
Boilers 
Buckets 
Cars 

Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Locomotives 
Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—280) 
Yards  and  Shop*  —  New  Toronto,  Canada 
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ROOF  PIPE  STRAINERS 

WIRE  SCREENS  for  Sand  and  Gravel 

WIRE  WINDOW  GUARDS 


C.  H.  Johnson  &  Sons,  Ltd. 

Wire  Works  :  St.  Henry,  Montreal 


SAVING   MONEY  FOR  CONTRACTORS 


Standard  Motor 
Trucks  have  remark- 
ably long  lives.  The 
first  Standard  built 
has  been  in  opera- 
tion over  ten  years. 
Day  after  day,  week 
after  week  and 
month  after  month, 
Standards  are  meet- 
ing unreasonable  re- 
quirements, and  stay 
Standard. 


Standard  5  ton — Equipped  with  Woods  Hoist  and  steel  body 


STANDARD  MOTOR  SALES 


STANDARD  UNITS 

CONTINENTAL  Motors 

SPICER  Universal  Joints 

GEMMER  Steering  Gears 

PERFECTION   Springs  , 

EISEMANN  Ignition 

LONG  Radiators 

TIM  KEN-DETROIT  Axles 
and  Bearings 

BROWN-LIPE  Clutch  and 
Transmission 

PHONE  JUNCTION  8305 

TORONTO,  ONT. 


All  the  name  implies 
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DO  YOU  REALIZE 

what  a  great  saving  in  labor  and  money  our  HEART- 
SHAPE  MIXER  will  make  for  you  over  hand  labor  in  the 
mixing  of  your  concrete?    We  have  the  mixers  in 
all  sizes  and  styles  for  any  class  of  work. 


Over 
5,000 
in  use. 


Made  in  Canada 


Write  for  our 
Special  Offers 


Famous  Heart  Shape  Mixer 


Concrete  Machinery 

Crushers,  Rolls,  Brick,  Block, 
Tile,    Sewer    Pipe  Machines, 
Screens,  etc.    Contractors'  and 
Builders'  Equipment. 

We  make  a  specialty  of  supply- 
ing complete  plants  for  the 
manufacture  of  Brick,  Block, 
Drain  Tile,  Sewer  Pipe,  Cement 
Products,  etc. 


Famous  No.  0  Power  Mixer 


WETTLAUFER  BROS.  Ltd.,  178  Spadina  Ave.,Toronto,  Ont. 


No    6   Brick  Machine 


Road  Rollers  &  Pressure  Scarifiers 


terous 


A  Waterous  Roller  with  steam  pressure 
scarifier  attached  makes  the  most  econom- 
ical and  efficient  road  making  machine  that 
can  be  purchased. 

The  Waterous  double  cylinder  roller  has 
been  manufactured  in  Canada  for  over  20 
years  and  has  long  been  acknowledged  as 
the  standard  roller  for  Canadian  roads  hav- 
ing built  more  miles  of  Canada's  good  roads 
than  all  other  makes  combined. 

The  steam  pressure  scarifiers  which  are 
being  manufactured  by  us  under  patent 
rights  in  Canada  are  so  efficient  and  econ- 
omical of  operation  that  no  roller  is  com- 
plete without  it. 

A  few  of  its  advantages  are: 

Always  with  the  roller  when  needed. 
One  man  operates  both  roller  and  scari- 
fier. 

Scarifies  approximately  6  ft.  width  at 
regular  working  speed  of  roller. 

Piston  leak  proof,  therefore  no  wastage 
of  steam. 

Depth  and  width  of  cut  varies  to  suit 
work  in  hand. 

Raises  automatically  in  striking  hidden 
obstacles. 

Held  up  out  of  way  when  not  in  use. 


BRANTFORD,  ONTARIO,  CAN  ADA 


Write  for  Literature  and  Prices. 
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Remodelling  of  Old  Houses  into  Modern 
Apartments  Proves  Profitable 

OF  late  the  housing  scarcity  has  developed  a 
new  line  of  building  operations  that  has  prov- 
ed very  successful  and  profitable — the  remodel- 
ling of  well  constructed  buildings  of  old  types 
and  their  transformation  into  up-to-date  apartments. 
Tenants  today  are  demanding  modern  houses.  They 
do  not  wish  to  be  forced  to  live  in  antiquated  houses 
with  out-of-date  facilities,  nor,  if  possible,  do  they 
care  to  pay  the  high  rentals  demanded  for  apartments 
constructed  in  the  last  few  years  of  high  costs.  The 
remodelling  of  the  old  residences  has  not  only  help- 
ed to  solve  this  problem  but  has  also  been  a  source  of 
profit  to  the  owners  of  buildings  of  this  type,  who 
have  viewed  with  apprehension  their  steadily  decreas- 
ing revenue  and  increasing  depreciation. 

The  erection  of  a  modern  apartment  house  requires 
a  considerable  investment  and  is  an  impossibility  to 


the  man  with  a  capital  of  only  a  few  thousand  dollars. 
A  very  satisfactory  return  on  small  outlays  can  be 
readily  obtained  from  buildings,  otherwise  non-pro- 
ducing, by  converting  them  into  suites  of  two  or  three 
room  apartments  with  modern  facilities.  For  this 
particular  type  of  residence,  there  seems  to  be  an  ever- 
growing call,  incident  upon  the  steady  increase  in  the 
business  and  population  of  our  cities. 

One  instance  of  the  success  with  which  an  im- 
provement of  this  character  met  was  recently 
drawn  to  our  attention.  There  was,  originally,  a 
house  of  an  obsolete  type  renting  for  $35  a  month.  Al- 
though its  condition  was  such  as  to  make  it  legitimate 
prey  for  the  house  wrecker,  it  was  remodelled  at  a 
cost  of  $6,500,  resulting  in  a  modern  apartment  build- 
ing of  six  suites,  each  comprising  two  or  three  rooms, 
all  exceptionally  well  lighted  and  ventilated.  The 
owner  now  receives  a  rental  of  $200  per  month,  or 
$2400  per  annum.  The  gross  return  on  the  invest- 
ment is  thus  36%.  This  case  illustrates  what  the 
owners  of  old  buildings  can  reasonably  expect  from 
an  expenditure  of  a  comparatively  small  amount  in 
remodelling.  From  the  point  of  view  of  the  contractor, 
however,  a  new  field  has  opened  up  which  can  prove 
profitable  to  him  from  a  monetary  standpoint  and  re- 
sult in  a  growing  business  through  the  appeal  which 
the  scheme  makes  to  owners  who  have  but  a  small 
amount  of  money  to  invest  in  building. 

Both  Lump- Sum  and  Cost-Plus  Contracts 
Endorsed  by  Contractors 


T 


m  WO  sides  to  every  question,"  is  a  truism  that 
applies  to  the  selection  of  a  building  con- 
tract as  much  as  to  other  matters.  Perhaps 
it  would  be  better  to  say  that  to  this  ques- 
tion there  are  many  sides,  as  the  types  of  contracts 
are  by  no  means  limited  to  two.  However,  between 
the  lump-sum  or  fixed  cost  contract  and  the  cost-plus 
type  there  has  always  been  a  sharp  line  with  each 
strongly  advocated  by  its  own  sponsors.  Articles  in 
the  Contract  Record  from  time  to  time  have  pointed 
out  the  arguments  that  appeal  to  their  respective  ad- 
vocates and  as  recently  as  our  last  issue  we  published 
the  views  of  a  contractor  who  favors  the  fixed  cost 
basis  of  construction.  The  contractor  in  question,  Mr. 
James  O.  Heyworth,  in  defending  the  lump  sum  con- 
tract, believes  that  it  is  a  form  of  contract  that  fully 
protects  the  owner,  provided  there  is  that  mutual 
confidence  on  which  any  type  of  contract  should  be 
based.  The  cost  is  stated  to  be  the  standard  by  which 
the  ability  of  the  contractors  is  measured  and  the  suc- 
cess of  the  work  determined.  If  the  work ,  has  cost 
more  than  the  contractors  get  for  it,  they  have  been 
a  failure ;  if  it  has  cost  less  than  they  get  for  it,  they 
have  been  a  success.  It  is  Mr.  Heyworth's  claim  that 
between  the  fixed  cost  contractor  and  his  organization 
there  grows  up  a  reliance  of  one  upon  the  other  and 
a  loyalty  to  each  other,  developed  during  years  of 
work  on  the  solution  of  problems  to  ensure  success, 
as  measured  by  their  ability  to  perform  the  work 
within  a  contract  price.  Necessity  is  the  compelling 
force,  claims  Mr.  Heyworth,  that  makes  the  contract- 
or select  and  watch  more  carefully  all  the  men  in  the 
organization.  "Where  cost  is  success  or  failure,  the 
men  themselves  soon  weed  out  the  slackers  and  poor 
workmen."  This  contractor  believes  that  the  fixed  cost 
basis  of  construction  is  an  incentive  to  urge  the  men 
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to  do  their  best  work  and  believes  that  they  take  a 
pride  in  winning  out. 

The  advocates  of  the  cost-plus-fee  plan  have  strict- 
ly divergent  views.  These  are  typically  expressed  in 
our  March  3  issue,  by  Mr.  F.  A.  Wells.  It  is  Mr. 
W  ells'  contention  that  a  lump  sum  system  gives  op- 
portunity for  arbitrary  and  unfair  rulings  against  a 
contractor  in  favor  of  the  owner,  and  that  it  kills  the 
co-operation  that  should  exist  between  the  various 
interests  concerned.  The  cost-plus-fee  is  urged  as  a 
means  of  securing  this  co-operation.  Mr.  Wells  places 
the  interests  of  the  owner  first  and  claims  that  in  every 
department  the  fixed  fee  contract  caters  to  those  in- 
terests. Added  speed  in  construction  and  the  elimin- 
ation of  the  dishonest  builder  are  two  points  that  are 
claimed  to  be  worth  while  advantages  of  this  type 
of  contract. 

Our  own  viewpoint  is  that  while  the  advocates 
of  the  lump-sum  contract  make  some  good  points  in 
its  favor,  present  conditions  demand  the  use  of  some 
good  form  of  cost-plus  contract.  The  unsettled  condi- 
tions in  the  building  business  and  the  uncertainty  of 
prices  are  important  factors  in  its  favor.  Under  these 
conditions  the  interests  of  both  the  contractor  and 
the  owner  are  more  safely  protected.  No  owner  wants 
the  cheapest  building  that  can  be  erected  on  the  basis 
of  a  given  plan  and  specification,  but  this  is  exactly 
what  he  gets  under  the  lump  sum  contract.  He  should 
expect  to  pay  for  services  obtained  and  there  is  no 
fairer  way  of  ensuring  this  than  by  the  method  that 
exactly  determines  the  cost  and  allows  a  fair  profit. 


Advisory  Conference  Committee  on 
Engineering  Legislation 

IN  common  with  their  fellows  of  other  provinces, 
the  engineers  of  Ontario  are  keenly  interested  in 
obtaining  suitable  legislation  to  establish  their 
status  and  to  regulate  their  practice.  To  accom- 
plish any  real  results,  it  was  realized  that  all  branches 
of  engineering  should  be  consulted,  and  that  all  kinds 
of  divergent  opinions  must  be  brought  together  on 
common  ground. 

The  Advisory  Conference  Committee  has  been 
formed  with  this  end  in  view.  The  Committee  con- 
sists of  two  representatives  of  each  of  the  following 
organizations:  Canadian  Mining  Institute;  Engineer- 
ing Institute  of  Canada  (Ontario  Division)  ;  American 
Society  of  Mechanical  Engineers — (Ontario  Section)  ; 
American  Institute  of  Electrical  Engineers  (Toronto 
Section)  ;  Canadian  Institute  of  Chemistry ;  Associa- 
tion of  Ontario  Land  Surveyors  and  Ontario  Associa- 
tion of  Architects. 

The  above  organizations  have  been  chosen  as  most 
representative  of  their  respective  branches  of  engin- 
eering in  Ontario. 

Two  lengthy  sessions  have  already  been  held,  and 
much  progress  has  been  made  towards  the  establish- 
ment of  broad  general  principles,  upon  which  legisla- 
tion should  be  based.  Now  that  the  work  is  well  or- 
ganized, it  is  the  intention  of  the  committee  to  pur- 
sue the  matter  vigorously  until  a  conclusion  has  been 
reached.  The  task  is  not  an  easy  one,  and  if  some 
considerable  span  of  time  should  be  found  necessary 
to  its  fulfillment,  it  will  be  because  the  committee 
wish  to  be  thorough,  and  to  bring  in  a  report  which 
can  be  freely  endorsed  by  both  parties.  The  matter 
is  being  considered  by  the  committee  with  a  view  to 
meeting  the  requirements  of  the  different  branches 


of  the  profession  as  well  as  eliminating  grounds  for 
objection  on  the  part  of  any  branch,  while  retaining 
one  general  organization  of  the  whole  profession.  It 
is  perhaps  not  going  too  far  to  say  that  the  results  of 
the  conferences  already  give  reason  to  expect  a  sat- 
isfactory conclusion. 

The  views  of  all  engineers  of  Ontario  are  sought, 
and  any  of  them  may  feel  free  to  communicate  with 
the  committee  to  this  end.  Mr.  Clifford  E.  Smith  is 
chairman  ;  Mr.  Willis  Chipman,  vice-chairman,  and 
Mr.  E  R.  Ewart,  secretary.  Communications  may  he 
addressed  to  the  latter  at  207  Excelsior  Life  Building, 
Toronto. 


A  Code  of  Practice  to  Govern  Tendering 
Operations 


A CODE  of  practice  to  govern  the  taking  of 
bids  and  letting  of  contracts  has  been  pre- 
pared by  a  joint  committee  representing  the 
Master  Builders'  Association  of  St.  Louis  and 
the  St.  Louis  chapter  of  the  American  Institute  of  Ar- 
chitects. While  conforming  in  the  main  to  provisions 
of  similar  codes  adopted  in  other  cities  it  differs  in 
some  respects,  and  is  remarkable  for  its  brevity  and 
succinctness.   Following  is  the  code: 

1.  Whenever  possible,  bids  should  be  opened  at 
a  fixed  hour  and  specified  place,  and  should  be  made 
known  to  all  bidders  as  promptly  as  possible. 

2.  Invitations  to  submit  proposals  should  be  con- 
fined to  contractors  with  whom  the  owner  or  archi- 
tect will  enter  into  contract  for  the  performance  of 
the  proposed  work.  The  lowest  bidder  invited  is  en- 
titled and  should  be  awarded  the  contract  for  the 
work  bid  on. 

3.  Bids  should  be  submitted  on  plans  and  spe- 
cifications, and  addendas,  provided  by  the  architect. 
Addendas  should  be  given  all  bidders  in  ample  time 
to  permit  them  to  make  necessary  revisions  in  their 
estimates. 

4.  When  sub-bids  are  to  be  taken  by  the  archi- 
tects or  owners,  all  bidders  should  be  advised  there- 
of at  the  time  they  are  invited  to  submit  estimates. 

5.  When  a  contractor  is  invited  to  submit  an  es- 
timate, and  he  is  unable  or  unwilling  to  compete  for 
the  proposed  work,  he  should  immediately  notify  the 
architect  to  that  effect,  and  should  not  submit  a  bor- 
rowed or  accommodation  bid.  Such  methods  are  con- 
sidered unfair  to  the  architect  and  are  condemned  as 
bad  practice. 

6.  When  the  lowest  bid  is  rejected,  it  should  be 
considered  unfair  to  offer  the  contract  to  a  higher 
bidder,  or  any  other  contractor,  at  the  rejected  bid- 
der's price. 

7.  All  bidders  are  entitled  to  and  should  receive 
a  list  of  such  contractors  as  are  invited  to  submit 

estimates. 

The  Master  Builders'  Committee  further  suggests 
that  some  plan  should  be  devised  whereby  the  con- 
tractors invited  to  bid  shall  be  reimbursed  for  the 
cost  of  their  services. 


In  British  Columbia  records  show  that  by  the  aid 
of  the  federal  housing  grant  50  houses  have  been  built 
and  occupied.  00  under  construction  and  249  expected 
to  lie  built  this  year.  On  the  allotment  of  $1,107,150. 
there  has  been  advanced  to  date  the  sum  of  $388,300 
in  British  Columbia. 


April  14,  1920 


THE  CONTRACT  RECORD 


337 


No.  19 

Canada's  Engineers — Chas.  P.  Disney 


The  subject  of  the  sketch  in  our  "Canada's  Engi- 
neers" section  this  week  is  Captain  Chas.  P.  Disney, 
whose  recent  appointment  as  engineer  of  bridges,  east- 
ern lines,  Canadian  National  Railways,  Toronto,  was 
announced  in  the  Contract  Record  of  March  3.  Capt. 
Disney  is  one  of  the  many  Canadian  engineers  who 
saw  prolonged  service  overseas  and  who  followed  up- 
on the  heels  of  the  Germans  in  their  great  retreat  be- 
fore the  armistice.  He  was  born  at  Montreal  in  1877 
and  since  1902  has  been  continuously  connected  with 
bridge  engineering.  He  began  as  bridge  draughtsman 
with  the  Dominion  Bridge  Company,  Montreal,  by 
whom  he  was  employed  from  1902  to  1905.  From  1905 
to  1906  he  was  steel  checker  with  the  Locomotive  and 
Machine  Company  of  Montreal,  afterwards,  the  Mont- 
real Locomotive  Works,  and  for  the  next  two  years 
he  went  to  the  Massachusetts  Institute  of  Technology 
at  Boston,  for  technical  training  in  engineering.  Mr. 
Disney  then  went  to  the  bridge  engineer's  office  of  the 
National  Transcontinental  Railway,  at  Ottawa,  and 
was  engaged  on  designing  and  estimating  till  October, 
1914,  when  he  joined  the  bridge  department  of  the 
Intercolonial  Railway  at  Moncton,  N.  B.,  remaining 
there  till  September,  1915.  He  then  joined  the  Canadian 
Engineers  and  saw  active  service  in  France  continu- 
ously for  four  years,  the  first  eighteen  months  as  a 
sapper,  then  as  a  lieutenant  and  captain  in  the  Royal 


Bid  Bonds  Guarantee  Safety 

Editor,  Contract  Record : 

Your  article  which  appeared  in  the  "Contract  Re- 
cord" of  April  7th,  revealed  a  rather  startling  form 
of  manipulation  of  contractors'  moneys  by  an  ingeni- 
ous rogue,  and  well  might  this  incident  open  the  eyes 
of  contractors  and  result  in  their  taking  immediate 
steps  to  secure  safer  conditions  under  which  tenders 
might  be  made. 

As  a  guarantee  underwriter,  I  was  highly  amused 
at  the  comical  awkward  situation  in  which  these  busi- 
ness men  found  themselves  when  they  assembled  at 
the  same  hotel  in  Montreal,  each  of  them  imbued  with 
the  self-satisfied  feeling  that  he  was  the  lucky  man, 
unconscious  at  the  time  that  the  schemer  with  whom 
he  had  deposited  a  marked  cheque  in  support  of  a 
tender  on  a  mythical  pulp  mill,  had  decamped  with 
the  money  after  being  clever  enough  to  allay  sus- 
picion by  arranging  appointments  with  each  and  all 
of  them.  This  naturally  leaves  the  contractors  in  a 
hopelessly  ridiculous  plight  from  a  business  point  of 
view. 

It  is  very  true  that  a  man  learns  from  experience, 
but  often  such  experience  comes  to  him  too  late  and 
results  in  his  cursing  fate  for  not  adopting  more  pro- 
gressive methods.  It  might  be  of  interest  to  the 
many  contractors  who  subscribe  to  this  useful  journal 
to  know  that  the  above  unfortunate  episode  could 
have  been  averted  had  the  contractors  concerned  been 
farsighted  enough  to  obtain  a  bid  bond  at  a  nominal 
premium  of  five  dollars  ($5.00)  from  one  of  the  many 
guarantee  companies  writing  bid,  guarantee  and  main- 
tenance bonds. 


Engineers.  On  his  return,  he  joined  the  engineering 
staff  of  the  Canadian  National  Railways,  being  ap- 


Capt.  Chas.  P.  Disney 

pointed,  as  indicated  previously,  engineer  of  bridges, 
eastern  lines. 


A  bid  bond,  in  this  particular  instance,  would  have 
served  the  twofold  purpose  of : 

1.  Eliminating  the  necessity  of  the  contractor's  re- 
ducing his  current  bank  account. 

2.  Rendering  it  impossible  for  a  dishonest  and  un- 
principled person  to  take  advantage  of  the  contractor. 

The  bid  or  proposal  bond  is  accepted  in  lieu  of  an 
accepted  cheque,  and  guarantee  companies  write  such 
a  covering  at  a  minimum  rate  of  five  dollars  ($5.00) 
with  the  understanding  that  if  the  successful  bidder 
secures  his  contract  bond  from  the  same  surety,  the 
premium  paid  on  the  bid  bond  for  that  contract  shall 
apply  as  part  payment  of  the  premium  on  the  contract 
bond. 

It  will  be  seen  from  the  foregoing  that  the  con- 
tractor has  everything  to  gain  by  falling  in  line  with 
an  up-to-date  method  of  filing  his  tenders,  and  it  is  to 
be  hoped  that  all  contractors'  associations  throughout 
Canada  will  take  a  firm  stand  in  refusing  to  tender  on 
contract  where  the  surety  bond  of  an  authorized  guar- 
antee company  will  not  be  accepted. 

Yours  truly, 

Stephen  P.  Armstrong, 
Manager  Guarantee  Dept., 
General  Accident  Assurance  Co.  of  Canada. 


Messrs.  Phinn  Bros,  of  London,  Ont.,  have  purch- 
ased the  business  of  the  Grimsby  Brick  and  Tile  Co., 
Grimsby,  Ont.,  and  will  carry  on  business  at  Grimsby 
under  the  same  name. 


The  Department  of  the  Interior  of  Canada,  through 
the  Reclamation  Service,  has  issued  a  report  on  Irri- 
gation Surveys  and  Inspection  for  1918-19. 
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Large  Pulp  and  Paper  Mill  Development  by 
International  Paper  Co.  at  Three  Rivers 

100  Ton  per  Day  Sulphite  Mill  is  Nearly  Completed — News- 
print Mill  with  Capacity  of  200  Tons  per  Day  to  be  Started 
Shortly — Workmen's    Dwellings    in    Connection   with  Plant 

 By  Romeo  Morrissette,  C.E.,  A. M.E.I. C.  


WHEN  on  August  27,  1919,  His  Excellency 
The  Governor-General  turned  the  first  sod 
of  earth  on  the  site  of  the  St.  Maurice  Lum- 
ber Co's.  new  mill,  a  subsidiary  of  the  In- 
ternational Paper  Co.,  of  New  York,  a  new  era  in  the 
industrial  life  of  Three  Rivers  was  inaugurated.  The 
decision  to  carry  out  this  large  scheme  on  which  en- 
gineers had  been  engaged  for  many  years  previously 
was  partly  due  to  the  laws  of  Quebec,  by  which  the 
Provincial  government  is  prohibiting  pulp  wood  ex- 
portation from  public  lands,  thus  conserving  their  for- 
est   resources  as  a  real  national  asset. 

As  shown  on  the  general  plan,  the  new  mills  are 
located  on  the  "American  Point,"  on  the  north-eastern 
side  of  Three  Rivers,  the  property  being  situated  at 
the  apex  of  the  angle  made  by  the  St.  Lawrence  and 
St.  Maurice  Rivers.  This  site  is  advantageous  by  its 
rail  and  boat  facilities  and  was  named  the  "American 
Point"  on  account  of  the  first  sawmill  being  built  there 
in  1848,  by  two  Americans,  Messrs.  Norcross  and 
Philipps.  At  that  time,  the  total  quantity  of  logs 
driven  along  the  St.  Maurice  River  was  200,000  pieces 
per  year.   Today,  over  15,000,000  logs  are  driven  in  a 


season  down  the  St.  Maurice  River.  The  St.  Maurice 
Lumber  Co.  is  now  completing  a  sulphite  mill  of  a 
capacity  of  100  tons  per  day.  When  this  is  finished, 
operations  will  be  started  immediately  on  a  newsprint 
paper  mill  with  a  capacity  of  200  tons  per  day.  The 
paper  mill  will  be  completed  in  the  fall  of  1921.  In 
the  meantime,  the  company  will  ship  the  sulphite  pulp 
manufactured  at  Three  Rivers  to  the  newsprint  paper 
mills  of  the  company  in  the  United  States. 

The  scheme  involves  an  oil  storage  tank  divided 
into  four  rooms  with  a  capacity  of  150,000  barrels.  The 
tank  will  be  of  reinforced  concrete,  measuring  72  ft. 
x  146  ft.  x  20  ft.  The  oil  will  be  discharged  directly 
from  tank  cars  or  tank  sea  freighters  into  the  reser- 
voirs from  which  it  will  be  pumped  to  the  oil  burners 
in  the  boiler  room  The  excavation  for  the  tank  is 
carried  on  by  the  general  contractor,  G.  L.  Campbell, 
Montreal  and  the  work  is  progressing  well.  Dynamite 
is  used  to  break  ihe  frozen  soil,  which  is  loaded  by 
steam  shovels  into  small  dump  cars  operated  on  rail- 
way tracks  with  small  steam  locomotives.  The  ex- 
cavated material  is  taken  half  a  mile  away  from  the 
reservoir  site  and  a  train  is  loaded  every  ten  minutes. 


On  the  left  is  shown  the 
main  building  with  the  steel 
frame  in  course  of  erection. 
The  boiler  house  is  illustrat- 
ed on  the  right. 
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No  contract  will  be  awarded  for  the  erection  of  the 
concrete  structure  as  it  will  be  done  by  day  labor 
under  the  supervision  of  the  company's  engineeis. 

Trie  Buildings 

The  first  building  on  which  work  was  started  was 
the  boiler-house,  92  ft.  x  60  ft.  The  foundations  are 
of  1:3:5  concrete,  finished  with  one  coating  of  Moni- 
tor 1 :  2  concrete  plaster.  The  walls  are  of  brick,  16 
inches  thick.  The  structure  is  steel  with  columns 
encased  in  fireproof  bricks  and  the  beams  in  concrete. 
The  roofing  is  made  of  concrete  slabs.  Four  B.  &  W. 
boilers,  of  500  h.p.  capacity  each,  are  to  be  instaHed. 
They  will  be  heated  by  oil  but  provision  is  made  to 
burn  coal  in  case  of  emergency. 

The  next  building  constructed  was  the  screen 
room,  132  ft.  x  82  ft.  The  materials  used  were  the 
same  as  in  the  boiler  room,  with  the  exception  that  the 


The  next  section  contains  the  digesters.  This  room 
is  85  ft.  x  38  ft.  in  plan  and  62  ft.  high.  This  building 
will  contain  two  digesters,  15  ft.  in  diameter  by  47  ft. 
high  and  10  inches  thick  with  vitrified  brick  inside, 
resting  on  9  steel  lacing  bars  2  in.  x  5/16  x  Yi  in. 
at  5/32  centres.  These  lacing  bars  are  to  rest  on  a 
concrete  foundation.  These  digesters  are  upright 
cylinders  of  mild  steel  plates,  one  half  inch  thick  with 
butt-jointi>,  the  inside  rivet-heads  being  countersunk. 
The  tanks  have  egg-shaped  tops  and  bottoms.  They 
are  equipped  with  blow-off  valves  at  the  top,  and  run- 
off valves  at  the  bottom,  steam  wheels  and  check 
valves.  The  shells  of  these  digesters  are  ordinarily 
submitted  to  a  pressure  attaining  sometimes  to  140 
pounds  per  square  inch  above  atmosphere.  In  the 
case  under  consideration,  it  is  assumed  that  the  aver- 
age pressure  will  be  90  pounds  per  square  inch  when 
the  liquor  runs  from  the  digester  to  the  blow-pit.  The 


Plan  of  International  Paper  Company's  development  at  Three  Rivers,  P.Q. 


beams  and  columns  are  encased  in  1:2:4  concrete  It 
is  in  the  screen  room  that  the  wet  pulp  received  from 
the  washing  room  is  pressed  in  sheets  and  cut  to  di- 
mensions.   This  building  is  nearly  completed. 

The  main  building  is  nearly  framed  up.  It  con- 
tains the  blow  pit,  digester  room,  acids  storage  tanks 
and  coolers.  The  dimensions  are  560  ft.  long  x  85  ft. 
wide.  The  first  section  is  the  blow  pit  which  is  85  ft. 
x  39  ft.  6  in.  in  plan,  varying  from  18  ft.  9  in.  to  16  ft. 
9  in.  in  height.  It  is  a  kind  of  reinforced  concrete  box 
into  which  the  hot  pulp  mixed  with  chemical  products 
runs  from  the  digesters.  The  pulp  is  first  freed 
from  the  principal  chemical  ingredients  with  which  it 
has  been  cooked,  before  it  has  reached  the  washing 
room,  where  the  pulp  will  be  completely  cleaned  of 
any  foreign  ingredients.  On  account  of  the  high  pres- 
sure exerted  on  the  sides  of  this  tank,  the  1 :3  :5  con- 
crete walk.,  2  ft.  8  in.  wide,  have  been  reinforced  with 
18-inch  steel  I-beams  spaced  3  feet  centre  to  centre. 
Inside,  the  concrete  is  wainscotted  with  8  in.  x  8  in. 
B.  C.  fir  sheathed  with  a  3-inch  B.  C.  fir  planking. 


capacity  of  one  of  these  digesters  per  charge  express- 
ed in  tons  of  air-dry  pulp  will  be  approximately  10.33 
tons  of  fibre  per  charge  or  23.31  cords  of  wood  per 
cook  (one  cook  per  eight  hours).  The  third  section 
is  the  acid  storage  room  which  contains  three  vertical 
steel  circular  tanks  and  one  reclaiming  tank.  Ail  are 
of  the  same  diameter.  There  i^  room  also  for  acid 
coolers,  chemical  laboratory,  small  office,  toilets,  show- 
ers, baths,  sulphur  burner  room  and  a  sulphur  storage. 

In  front  of  the  main  building,  will  be  situated  three 
Jenssen  circular  tanks,  two  of  these  of  reinforced  con- 
crete, and  one  of  cut  limestone.  The  purpose  of  these 
tanks  is  to  obtain  wood  fibres  which  are  used  for  the 
finest  grades  of  paper.  There  the  pulp  is  filtered,  wash- 
ed and  chemically  treated. 

On  the  east  s;de  of  the  main  buiding  is  the  chipper 
room,  100  ft.  by  56  ft.  In  this  building  are  located  the 
chip  cutters  or  special  machines  which  chop  the  wood 
logs  in  thin  pieces.  Then  they  are  sent  to  a  special 
drying  room  or  chip  bin  located  over  the  digesters.  At 
each  cocking,  chips  are  first  admitted  alone  from  the 
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drying  rorm  to  the  digester.  When  this  latter  is  fill- 
ed in,  acids  are  blown  off  gradually  until  the  cooking 
heat  is  attained. 

On  the  left  of  the  chipper  room,  there  is  the  wash- 
ing drum  room  where  the  pulp  wood  is  washed  in  hori- 
zontal rotary  tanko.  There  the  wood  is  freed  from  all 
dirtiness  before  niching  the  chipping  machine. 

At  the  foot  of  the  hill  on  the  St.  Maurice  River  is 
the  filter  plant  consisting  of  a  pumping  house  equip- 
ped with  ;>  filter.    Its  dimensions  are  210  ft.  x  42  ft. 

The  whole  will  be  protected  by  a  wall  of  steel 
sheet  piling.  The  contract  for  the  pile  work  hac  been 
awarded  to  the  Raymond  Concrete  Pile  Co.,  Ltd., 
Montreal.  The  foundation  of  the  plant  will  be  of 
concrete,  reinforced  with  y2  inch  square  twisted  rods 
spaced,  lengthwise  and  cross-wise,  8  inches  centre  to 
centre.  This  plant  will  be  equipped  with  10  Cameron 
pumps,  horizontal  and  vertical  typ  •■  .  varying  from 
2]/2  inches  to  20  inches  in  diameter. 

The  foundations  of  all  the  buildings  consist  of 
1  :3.5  concrete,  finished  with  a  Monitor  plaster  coat- 
ing (1  :2  concrete).  The  dimensions  of  foundations 
vary  with  each  buiding.  They  are  all  designed  to  re- 
ceive a  16  inch  wall  in  rustic  brick  (4  rows).  The 
columns  and  beams  are  encased  in  1  :2  :4  concrete  The 
structure  is  of  steel  and  the  roof  consisls  of  concrete 
slabs  (Siegwart  System).  tying  on  Pratt  trusses.  The 
loading  panels  are  on  a  level  with  the  trusses. 

Contracts 

The  brick  has  been  supplied  by  the  National  Brick 
Co.,  Ltd.,  Montreal ;  the  cement  by  Arthur  Nobert, 
Three  Rivers;  the  crushed  stone,  by  the  Shawinigan 
Quarry  Co.,  Ltd.,  Shawiirgan  Falls ;  the  concrete 
slabs,  by  the  Three  Rivers  Siegwart  Beams  Co.,  Ltd., 
Three  Rivers;  boilers,  by  Babcock  &  Wilcox,  New 
York ;  machines,  by  Oliver  Machinery  Co  ,  New  York ; 
36  inch  clay  pipe  for  sewers  and  drains,  by  Standard 
Clay  Products,  St.  Jean,  Que. ;  iron  pipes,  by  Canada 
Iron  Corporation,  Three  Rivers ;  cementing  of  roofing, 
copper  drains,  etc,  by  C.  E.  Hamelin,  Three  Rivers; 
sash  and  coors,  bv  J.  H.  Gignac,  Ltd.,  Quebec;  struc- 
tural steel,  by  Dominion  Bridge  Co.,  Ltd.,  Montreal ; 
hardware,  by  J.  B  Loranger,  Three  Rivers  and  P.  A. 
Gouin,  Three  Rivers;  glass,  by  C.  Labelle  &  Cie, 
Chimney  Co.,  New  York.  The  electrical  equipment 
is  being  installed  by  the  Canadian  Comstock  Co. 

Housing  Problem 

The  Company  has  just  awarded  a  contract  to  An- 
selme  Dube,  general  contractors,  Three  Rivers,  for  the 
construction  of  a  series  of  laborers'  dwellings.  They 
will  be  terraces  of  houses  each  containing  from  5  to 
7  rooms.  The  foundations  will  be  of  concrete  and 
there  will  be  a  brick  frame,  hot  air  heating,  hardwood 
flooring,  -lectric  lighting,  hollow  concrete  tiles  re- 
partition wall,  asbestos  shingles  for  roofing,  etc.  These 
houses  will  be  located  on  St.  Paul  street,  northward 
to  the  Ste  Cecils  church,  on  the  property  recently 
bought  by  the  company.  The  location  is  two  blocks 
from  the  mill  site. 

It  is  expected  that  the  newsprint  paper  mill  will 
be  started  during  this  summer.  However,  the  writer 
cannot  give  any  information  about  this,  as  plans  are 
not  completed  yet.  As  it  is  noticeable  from  the  photos, 
the  work  i'-  progressing  rapidly.  It  has  been,  since  the 
beginning,  under  the  management  of  Mr.  T.  R.  Rem- 
sen, C.E.,  M.A.S.C.E.,  construction  manager  of  the  new 
mill  at  Three  Rivers.    Mr.  Remsen  is  practically  a 


Canadian,  as  he  was,  for  a  long  while,  engaged  in 
engineering  activities  with  one  of  our  largest  paper 
mills  in  Quebec,  The  Laurentide  Co.,  Ltd.,  of  Grand'- 
Mere. 

A  well  known  business  man  whose  wide  ex- 
perience and  grea'  activities  have  largely  contributed 
to  bring  to  Three  Rivers  the  establishment  of  these 
mills,  is  Mr.  Robert  F.  Orant,  managing  director  of 
the  St.  Maurice  Lumber  Co.  for  the  last  25  years. 

As  soon  as  the  actual  mills  are  completed,  they 
will  be  handed  over  by  the  International  Paper  Co., 
of  New  York,  to  the  St.  Maurice  Lumber  Co.  which  is 
incorporated  under  the  Quebec  laws  with  a  special 
charter.  The  writer  is  indebted  to  Mr  Remsen  and 
his  assistant,  Major  Clemens  King,  for  much  informa- 
tion contained  in  this' article. 


New  Type  of  Plow  Cleans  Snow  from 
Streets  at  Low  Cost 

Eight  Yard  Trucks  Filled  in  1  to  VA  Min- 
utes— Saving  is  $5.48  per  8  Cu.  Yds. 
Over  Hand  Methods 


ANEW  device  for  cleaning  snow  from  city 
streets,  known  as  the  Friedman  Snow  Tank, 
has  been  tried  out  in  New  York  with  splendid 
results.  According  to  the  information  which 
is  available,  concerning  the  operations  of  the  machine, 
its  efficiency  is  quite  remarkable  and  the  cost  of  hand- 
ling snow  is  very  low.  The  unit,  it  is  claimed,  will 
load  approximately  1300  trucks  of  eight  cubic  yards 
capacity  per  day,  and  at  a  recent  demonstration  for 
the  New  York  City  authorities,  four  5-ton  trucks  were 
filled  with  ice  in  less  than  three  minutes. 

The  unit  seems  to  be  comprised  of  a  regular  Chris- 
tie four  wheel  drive  truck  with  a  special  frame,  the 
truck  being  operated  in  the  usual  manner.  Over  the 
rear  wheels  of  the  truck  is  mounted  a  6-cylinder,  SVi 
in.  bore,  6%  in.  stroke  Sterling  engine,  which  receives 
its  cooling  water  from  the  radiator.  Two  operators 
are  required,  i.e.,  the  driver  of  the  truck  and  the  me- 
chanic who  stands  on  the  rear  platform  and  operates 
the  motor  underneath,  also  the  levers  for  the  opera- 
tion of  the  loading  slides.  The  fuel  tank  is  located 
on  each  side  of  the  motor.  The  Sterling  motor  is  start- 
ed electrically  from  the  rear  platform. 

The  machine  has  the  following  dimensions : 
Length,  26  ft.;  width,  9  ft.  6  in.;  height,  12  ft.  6  in.; 
weight,  22  tons.  It  operates  on  four  speeds  ahead  and 
one  reverse  with  a  speed  of  two  to  ten  miles  per  hour ; 
it  travels  to  work  at  ten  miles  per  hour. 

The  machine  clears  a  path,  by  depositing  the  snow 
to  one  side,  in  a  ridge,  or  in  piles  of  ten  cubic  yards 
each.    The  speed  of  operation  depends  on  the  depth 
of  snow,  the  following  table  giving  the  relation : 
In  a    6  inch  fall  the  rate  is  8  miles  per  hour. 
In  a    8  inch  fall  the  rate  is  7  miles  per  hour. 
In  a  12  inch  fall  the  rate  is  5  miles  per  houh. 
In  a  18  inch  fall  the  rate  is  3  miles  per  hour. 
In  a  24  inch  fall  the  rate  is  2  miles  per  hour. 

It  is  possible  to  load  a  flat  car  or  similarly  shaped 
vehicle  travelling  parallel  to  the  machine  at 'the  rate 
of  fifty  cubic  yards  of  snow  per  minute,  and  at  the 
rate  of  ten  to  twenty-five  cubic  yards  per  minute  with 
frozen  snow  or  ice.  A  truck  with  a  capacity  of  eight 
cubic  yards  can  be  loaded  in  from  one  to  one  and  a 
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The  new  type  of  snow  removing  machine  will  handle  ice  frozen  to  the  streets  as  well  as  loose  snow,  loading  it  on  trucks  travelling  alongside 

the  plow 


half  minutes,  depending  on  the  condition  of  the  snow 
or  ice. 

The  process  of  handling  the  snow  consists  of  two 
operations : 

1.  The  conveyor,  consisting  of  shovels  attached  to 
endless  chains,  cuts  into  the  snow  or  ice  as  the  ma- 
chine moves  along,  and  carries  it  up  to  a  hopper,  or 
movable  platform. 

2.  When  the  transverse  conveyor,  or  hopper  (box- 
like receptacle)  is  filled,  the  door  at  the  side  is  lower- 
ed and  a  lever  thrown.  This  empties  the  snow  into 
the  truck.  In  clearing  a  path,  the  door  is  down,  and 
the  snow  is  discharged  continuously. 

To  indicate  the  saving  in  the  cost  of  handling  snow 
as  a  result  of  using  these  machines,  the  following  com- 
parison is  made : 


Clearing  Snow  By  Hand 

Loading 

8  men,    20   minutes,  at 
50c,  minimum,  per  hour  $1.33 
Auto  truck  at  $4.00  per 
hour,  waiting    20  min- 
utes while  being  loaded  1.33 

Cost  of  loading  2.66 

Auto  truck  carting  snow 
and  returning,  average 
min  1.00 

Cost     of     loading  and 

carting  3.66 

Cost  to  city,  8  cu.  yds. 

at  54c  per  cubic  yard..  4.32 

Plus   expansion   25%  (6 

yds.   on   ground  expand 

to  8  yds.  in  the  truck)  1.03 

Actual  cost  to  city  of 
loading    and    carting  8 

cu.  yds  5.40 

Piling,  8  cu.  yds.  at  9c. 
per  cu.  ft  T2 

Total  actual  cost  to  city 
of  piling,  loading  and 
carting,  8  cu.  yds  6.12 


Clearing  Snow  By  Machine 

Loading 

3  men  ($60  per  24  hrs.) 
filling  truck  in  one  min  $  .04 
Gas  and  oil  (5  gal.  per 

hour)  03 

Wear  and  tear  ($25  per 

24  hrs  02 

Overhead     ($50   per  24 

hrs.)  04 

Auto  truck,  waiting  one 
minute  while  being  load- 
ed   


Cost  of  loading  

Auto  truck  carting  snow 
and  returning,  averages 
15  minutes   


07 


20 


1.00 


Cost     of    loading  and 

carting  1.20 

Minus,  compression  50% 
(16  yds.,  on  ground, 
are  compressed,  by  force 
of  conveyors,  to  8  cu. 
yds.)   60 

Actual  cost  of  loading 
and    carting    eight  cu. 

yds  SO 

Piling,   eight   cu.   yds...  .04 


Total  actual  cost  of  pil- 
ing, loading  and  carting 
8  cu.  yds   64 

The  difference  in  cost  per  eight  cubic  yards  is  thus 
$6.12,  less  .64  or  $5.48.    Allowing  two  hours  daily  for 


rest,  filling  with  gas,  oiling,  change  of  shifts,  etc., 
there  remain  twenty-two  working  hours  daily.  The 
machine  can  fill  approximately  1300,  eight  cubic  yard 
trucks,  daily.  This  means  a  saving  of  $7,000  daily 
with  one  machine. 

The  Friedman  plow  not  only  removes  snow  but 
handles  ice  frozen  solid  to  the  pavement.  As  evidence 
of  this  we  quote  from  a  letter  to  Dr.  Sam- 
uel Friedman,  the  originator  of  the  machine,  from 
Percy  Braman,  deputy  commissioner  of  public  works, 
Milwaukee.  Mr.  Braman  states:  "The  way  it  handled 
the  four  to  six  feet  high  by  about  eight  feet  wide 
pile  of  ice,  frozen  solid  to  the  pavement,  elevating  it 
into  a  hopper  and  loading  into  auto  trucks  faster  than 
they  could  take  it  away  was  a  revelation  to  me.  In 
my  opinion  you  have  solved  the  snow  removal  prob- 
lem not  only  from  city  streets,  but  also  from  the  main 
arterial  highways  throughout  the  countrv,  which  will 
make  possible  the  successful  operation  of  motor 
trucks,  tractor  and  trailer  trains  during  the  winter 
months." 


Canada  Leads  in  Asbestos  Production 

The  following  figures  indicate  the  production  of 
asbestos  crudes  and  fibres,  in  the  various  countries 
in  which  asbestos  is  mined: 


Canada 

Rhodesia 

Cape 

Transvaal 
United  States 


1918 
1918 
1917 
1918 
1917 


Tons 
142,375 
8,574 
2,999 
3,193 
1,683 


Value 

$9,019,899 
761,683 
240,489 
172,173 
•  506,056 


1918  production  of  Cape  (So.  Africa)  and  United 
States  not  yet  available.  Canada  has  an  enormous 
lead  in  this  field,  and  will  undoubtedly  retain  it  for 
many  years.  Canadian  production  shows  very  slight 
increase  over  previous  years  in  tonnage,  but  total 
value  has  advanced  tremendously. 


Bearing  the  title,  "Is  This  Sound  Reasoning?"  a 
pamphlet  just  issued  by  Westinghouse,  Church,  Kerr 
&  Co.,  engineers  and  constructors,  of  New  York  and 
Montreal,  explains  briefly  the  fairness  of  the  cosv- 
plus-a-fee  method  of  doing  work.  This  method  has 
been  exclusively  employed  by  the  W-C-K  organiza- 
tion for  the  past  twenty  years. 
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Toronto  Builders  Hold  Enthusiastic  Meeting 

Discuss  Current  Conditions  in  Construction  Industry  — 
Make  Offer  to  Build  Houses  at  Cost  Plus  Five  Per  Cent. 


A GENERAL  meeting-  of  the  Toronto  Builders' 
Exchange  was  held  on  Wednesday  evening, 
April  7,  in  \he  Board  of  Trade  lunch  room, 
Royal  Hank  Building,  Toronto.  The  meeting, 
which,  was  presided  ,over  hy  the  "president,  Mr.  C.  B. 
Jackson,  commenced  with  a  dinner  at  6:30  p.m.  Fol- 
lowing a  toast  to  the  King,  Mr.  Jackson  delivered  a 
brief,  but  very  effective  and  comprehensive  address, 
dealing  with  the  present-day  cost  of  building.  He 
stated  that  building-  was  being  held  up  by  the  false 
impression  of  the  public  that  the  present  advanced 
cost  of  building  was  but  an  abnormal  condition 
which  existed  for  the  time  being  and  which  was 
liable  to  readjust  itself  to  a  pre-war  basis  at  any  time. 
This,  however,  seemed  impossible,  in  view  of  the  fact 
that  labor  cost  and  the  cost  of  all  other  products  had 
advanced  too,  and  he  could  not  see  that  anyone  would 
benefit  by  a  general  decline.  Wages  would  simply 
drop  with  the  cost  of  living,  as  one  practically  deter- 
mined the  other.  He  looked  for  present  conditions 
to  be  maintained  for  the  next  couple  of  years  at  least 
and  urged  the  members  to  educate  the  public  to  the 
fact  that  there  was  nothing  to  be  gained  by  delaying 
construction. 

At  the  conclusion  of  Mr.  Jackson's  address,  he 
called  upon  Aid.  Phinnemore,  who,  on  behalf  of  the 
members  of  the  Exchange,  presented  Mr.  A.  D.  Grant, 
last  year's  president,  with  a  handsome  black  club  bag, 
for  his  wife.  Mr.  Grant,  on  coming  forward  to  accept 
the  presentation,  was  greeted  with  "See  Him  Smil- 
ing." Aid.  Phinnemore,  in  making  the  presentation, 
stated  that  it  was  in  recognition  of  services  rendered 
for  which  all  the  members  were  deeply  appreciative. 
Mr.  Grant,  in  a  few  words,  expressed  his  own  and  his 
wife's  thanks  for  the  handsome  gift. 

A  Manufacturer's  Point  of  View 

Mr.  Armstrong,  of  the  Port  Hope  Sanitary  Mfg. 
Co.,  addressed  the  meeting  as  a  representative  of  the 
manufacturers,  and  stated  there  should  be  the  great- 
est fraternity  of  interests  between  the  manufacturer 
and  the  contractor,  and  expressed  the  hope  that  at 
some  future  time  the  two  bodies  would  combine  in 
one  organization  for  the  good  of  trade.  Continuing, 
he  stated  that  more  publicity  should  be  given  to  the 
fact  that  the  cost  of  materials  for  building  purposes 
had  advanced  and  the  extent  of  the  advance.  Con- 
tractors would  have  no  difficulty  in  showing  that 
increased  prices  were  legitimate.  He  urged  the 
members  of  the  building  industry,  when  making  ar- 
rangements with  labor,  to  act  wisely  and  endeavor, 
as  far  as  possible,  to  avoid  strikes  and  disturbances; 
not  to  give  in  to  all  kinds  of  ridiculous  demands,,  but 
to  meet  the  men  and  discuss  the  matter  intelligently 
with  them,  aiming  at  the  best  possible  solution  of  the 
problem  to  the  interests  of  everybody  concerned.  Mr. 
Armstrong,  in  touching  on  the  housing  situation  in 
Canada  to-day,  blamed  some  of  the  contractors  for 
giving  the  people  the  impression  that  the  high  cost 
of  building  could  not  continue  and  advising  them  to 
defer  operations.  "Your  propaganda  should  be,"  said 
Mr.  Armstrong,  "that  building  costs  cannot  possibly 


come  down  for  the  next  few  years  at  least.  There  is  a 
shortage  of  houses  in  the  United  States  amounting 
to  something  like  a  billion,  and  their  building  pro- 
grams are  practically  double  those  of  last  year,  which 
activity  would  exist  in  Canada  if  the  public  could  be 
brought  to  the  realization  that  the  present  level  of 
building  costs  is  here  to  stay  and  they  must  come  up 
to  that  level.  There  is  reason,  he  continued,  for  the 
high  cost  of  material  when  we  look  at  the  60-70  per 
cent,  advance  in  workingmen's  wages  during  the  past 
few  years  and,  after  considering  advances  in  some  of 
the  other  lines,  he  was  of  the  opinion  that  the  building 
industry  had  been  very  moderate  in  their  demands. 

Following  Mr.  Armstrong's  remarks  three  of  the 
older  members  of  the  Exchange,  Messrs.  Wm.  Forbes, 
Edward  Gearing  and  John  Aldridge  were  presented 
with  life  memberships  in  the  Exchange,  and  after  the 
singing  of  "For  They  Are  Jolly  Good  Fellows,"  by 
the  members,  each  of  the  three  recipients  briefly 
thanked  the  members. 

Certificates  were  also  granted  to  Messrs.  John 
Wickett,  James  Crang  and  W.  I.  Davidge,  "in  absen- 
tia." 

The  Open-Price  Scheme  of  Tendering 

The  chairman  then  called  on  Mr.  Dillon  to  intro- 
duce Mr.  Mclntyre,  president  of  the  Electrical  Con- 
tractors Association,  of  Toronto,  who  outlined  the 
Open-Price  system  of  tendering,  as  adopted  by  his 
association.  Mr.  Mclntyre  described  the  working  of 
this  plan  in  detail  and  its  purpose,  which  is  to  do 
away  with  all  unfair  competition  in  tendering.  The 
scheme,  though  not  adopted  by  all  the  electrcal  con- 
tractors of  the  city  to  date,  has  been  put  into  practice 
by  some  of  them,  and  has  done  everything  claimed  for 
it.  The  scheme,  Mr.  Mclntyre  stated,  was  worthy 
of  a  trial  by  all  lines  of  the  building  trade. 

Mr.  Fraser,  chairman  of  the  Re-organization  Com- 
mittee, appointed  at  the  last  meeting  of  the  Exchange 
for  the  purpose  of  considering  ways  and  means  of 
bringing  more  members  into  the  Exchange,  was  next 
called  upon  to  report  the  progress  made.  Mr.  Fraser 
stated  that  there  was  not  much  to  report  along  this 
line  as  yet.  He  stated  that  it  was  his  committee's  aim 
to  get  the  different  branches  of  the  construction  in- 
dustry represented  in  the  Exchange,  when,  he  stated, 
the  membership  would  increase  automatically. 

The  chairman  also  spoke  a  few  words  on 
this  point,  suggesting  that  the  members  all  com- 
bine to  develop  the  Exchange  and  not  leave  it  to  a 
certain  number  to  attend  to  this  matter.  He  could 
see  no  reason  why  any  member  of  any  branch  of  the 
building  business  should  not  be  a  member  of  the  Build- 
ers' Exchange.  Mr.  Dillon,  speaking  on  this  ques- 
tion, called  the  members'  attention  to  the  splendid 
work  of  the  Exchange  and  what  it  was  doing  for  its 
members,  and  urged  the  members  to  co-operate  for 
its  development.  Mr.  Carswell,  of  the  General  Con- 
tractors' Section,  spoke  at  some  length  on  production 
and  conditions  in  labor  circles  to-day.  After  some 
discussion  on  the  question  of  taking  "membership  in 
the  A.  C.  B.  C.  I,  a  motion  by  Mr.  Dillon,  seconded 
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by  Mr.  Scott,  that  the  Exchange  take  a  membership 
in  the  A.  C.  B.  C.  I.  was  carried. 

Resolution  on  Housing 
Mr.  Gander  and  Aid.  Phinnemore  discussed  reso- 
lutions for  the  approval  of  the  members  which  they 
proposed  submitting",  through  a  committee  to  be  ap- 
pointed for  that  purpose,  to  the  Board  of  Control  of 
the  city,  which  pointed  out  the  advantages  of  letting 
the  building  of  workmen's  homes  to  legitimate  build- 
ers. There  was  some  discussion  on  these  resolutions, 
after  which  Mr.  Fuller  offered  for  the  meeting's  ap- 
proval a  resolution  which  carried.  Mr.  Fuller's  reso- 
lution, in  effect,  was:  That  this  Exchange  recom- 
mend to  the  City  Council  that  they  have  their  Archi- 
tect's Department  draft  the  necessary  plans  for  a 
housing  scheme  and  that  members  of  this  Exchange 


IT  is  said  that   familiarity  breeds  contempt,  and 
while  comparisons  are  sometimes  odious,  it  is 
desirable  to  have  some  idea  of  what  road  im- 
provement and  maintenance  is  costing  in  the  vari- 
ous counties.  From  the  municipal  point  of  view,  pro- 
vincial subsidies  cover  up  a  lot  of  overcharges,  extra- 
vagance -and  mismanagement. 

The  principle  behind  all  of  our  municipal  legisla- 
tion is  co-operation  for  the  equalization  of  opportunity 
and  expense.  One  of  the  first  acts  of  the  parliament 
of  Upper  Canada  was  in  reference  to  statute  labor, 
which  is  a  compulsory  system  of  co-operation  in  im- 
proving roads.  This  was  followed  by  the  toll-road  idea 
which  became  unpopular  as  soon  as  townships  or 
municipal  co-operative  areas  were  established.  The 
tendency  in  recent  years  has  been  to  place  more  re- 
sponsibility on  the  counties  and  the  province.  The 
recent  grant  of  federal  aid  completes  the  utilization  of 
the  expense  of  highway  improvement.  Within  the 
next  few  years,  the  populous  centres  of  Canada  (and 
Ontario  in  particular)  will  be  participating  in  the  be- 
nefits to  be  derived  from  high-class  roads.  A  general 
demand  will  then  arise  for  direct  contributions  from 
townships  or  property-owners  benefited  by  the  con- 
struction of  improved  highways  to  a  greater  extent 
than  is  now  provided  for. 

County  road  expenditures  are  levied  on  the  equal- 
ized values  of  the  local  municipalities.  The  county 
road  superintendents  have  important  duties  to  per- 
form in  the  distribution  of  county  levies  and  provin- 
cial subsidies.  They  should  see  that  both  the  county 
and  province  gets  value  for  moneys  expended. 

Comparison  of  Results 

There  should  at  all  times  be  a  reasonable  compari- 
son in  the  cost  of  similar  work  in  different  parts  of  a 
county,  and  reports  to  the  provincial  department 
should  assist  in  comparing  results  throughout  the 
province.  Highway  improvements  is  a  large  under- 
taking;, county  superintendents  are  entrusted  with  a 
greater  responsibility  than  any  other  class  of  munici- 
pal officers.    They  must  adopt  every  idea  leading  up 

*County  Clerk,  Elgin  County,  Ont.,  before  Conference  of  Ontario 
Road  Engineers  and  Superintendents. 


offer  to  erect  all  such  houses  at  actual  cost,  plus  the 
sum  of  5  per  cent.  That  this  Exchange  also  point  out 
that  its  members  have  the  necessary  organization  and 
equipment  to  undertake  this  work ;  that  they  have  a 
knowledge  of  the  necessary  buying  and  the  facilities 
for  purchasing  the  material  which  will  enable  them 
to  carry  out  such  a  housing  scheme  at  lower  cost 
than  it  can  be  carried  out  by  the  proposal  advanced 
by  Mr.  Gunn.  and  turn  out  a  more  satisfactory  job 
at  the  end  of  the  proposition."  It  was  moved  and  sec- 
onded that  a  committee  be  appointed  to  incorporate 
this  resolution  and  take  the  matter  up  with  the  Board 
of  Control. 

The  meeting  was  well  attended  and  the  members 
enthusiastic.  The  coming  year  promises  well  for  the 
success  of  the  Toronto  Exchange. 


Roads 


to  greater  efficiency,  if  they  are  to  retain  the  public 
confidence. 

A  cost  system  must  be  one  that  will  appeal  to  the 
superintendent.  It  should  not- be  too  elaborate  or  in- 
tricate. Those  who  have  had  experienced  in  other 
fields  of  work  know  the  importance  placed  by  large 
contractors  on  their  cost  system  and  the  technical 
staff  employed  to  maintain  it. 

A  foundation  for  a  uniform  system  of  cost-keeping 
is  desirable.  The  county  roads  should  be  divided  into 
patrol  districts  which  should  be  subdivided  into  small- 
er construction  sections,  all  to  be  numbered  for  refer- 
ence. This  classification  of  the  road  area  should  be 
entered  in  a  suitable  book  with  particulars  as  to  loca- 
tion of  culverts,  bridges,  hills,  etc. 

Experience  suggests  that  county  superintendents 
may  not  appreciate  the  importance  of  this  record,  and 
that  the  Highways  Department  should  be  interested 
to  the  extent  of  supplying  uniform  books  to  be  com- 
pleted in  duplicate  with  the  assistance  of  the  inspect- 
ing engineer  or  an  officer  appointed  for  the  purpose. 

Weekly  Reports  from  Foremen 

As  construction  or  maintenance  work  is  performed, 
the  superintendent  should  receive  weekly  reports  from 
his  foremen  giving  time  and  how  employed,  together 
with  particulars  that  will  enable  him  to  determine  the 
following: 

1.  Cost  per  mile  for  scraping  with  road  grader, 
split  log  drag  or  other  implement. 

2.  Cost  of  gravel  or  stone  per  load  delivered  on 
a  road,  with  source  of  supply,  length  of  haul  and 
wages  paid. 

3.  Cost  of  weed-cutting. 

4.  Cost  of  cleaning  ditches. 

In  connection  with  the  cost  of  culverts,  the  size, 
class  of  construction  and  depth  of  fill  should  be  noted, 
and  in  addition — for  bridges — the  height  above  the 
stream  and  work  on  approaches. 

In  constructing  roads,  particulars  as  to  grading, 
rate  of  wages,  metalling,  rolling  per  mile  of  road-bed 
or  surface  material,  will  be  valuable. 

Proper  records  of  the  labor  and  material  utilized 
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ill  oiling  roads  will  popularize  this  efficient  system  of 
maintenance. 

Railings  should  cost  the  same  per  rod  in  different 
parts  of  the  county,  and  where  the  cost  of  tile  drains 
differ,  the  particulars  should  be  included. 

The  wear  and  tear  on  machinery  forms  an  import- 
ant overhead  expense,  and  a  record  of  first  cost,  main- 
tenance and  service  will  be  most  valuable  in  preparing 
estimates  including  renewals. 

Check  on  Efficiency 

A  cost  system  is  an  excellent  check  on  the  effici- 
ency of  foremen.  It  is  the  ultimate  test  of  good  or- 
ganization. It  will  enable  a  superintendent  to  meet 
criticism  with  facts,  and  maintain  his  position  in  sub- 
mitting estimates. 

It  is  not  intended  that  all  cost  particulars  be  en- 
tered in  the  book  above  referred  to;  cards  printed  to 
suggest  the   information   required   should   be  used. 


These  may  be  carried  by  the  superintendent  and  kept 
in  a  card  index  in  his  office.  The  cost  of  permanent 
culverts,  bridges  and  other  work,  when  completed, 
should  be  entered  in  the  book. 

As  already  suggested,  the  foundation  of  a  cost  sys- 
tem is  a  proper  report  from  the  foreman  in  charge  of 
the  work.  The  form  known  as  the  Maintenance  Fore- 
man's  Weekly  Report  will  be  more  within  the  compre- 
hension of  the  average  patrol  man,  and  may  be  sub- 
stituted for  the  time-book  or  larger  pay-sheet.  When 
combined  with  the  individual  cheque  system  of  pay- 
ment and  suitable  voucher  form,  this  will  do  much 
to  assist  in  the  business-like  administration  of  road 
improvement  expenditures.  Last  year  it  was  expected 
that  something  would  be  done  to  secure  more  uni- 
formity in  county  road  bookkeeping.  There  is  every 
necessity  for  this.  The  superintendents  and  treasurers 
all  have  ideas.  A  comprehensive  report  on  the  whole 
question  should  be  available. 


Concrete  Blocks   Adaptable  for  House 

Construction 

Report  of  Committee  on  Concrete  Block  Houses  To 
National  Conference  on  Concrete  House  Construction 


IN  block,  brick  and  structural  tile  made  of  concrete, 
we  have  three  building  materials  which  have 
survived  the  most  severe  criticism  and  prejudice 
of  their  earlier  years.  Houses  constructed  of 
concrete  building  units  more  than  a  score  of  years 
ago  are  still  standing  and  to  all  appearances  are  prac- 
tically as  good  to-day  as  when  erected.  The  dura- 
bility and  stability  of  this  type  of  construction  has 
been  proven  conclusively  by  these  earlier  houses. 

Having  withstood  the  acid  test  of  criticism,  con- 
crete building  units  are  now  recognized  for  their  true 
worth  as  structural  materials.  Manufacturers  have 
accepted  all  criticisms  as  constructive  and  by  con- 
stant effort  to  improve  their  product  have  acquired 
considerably  more  skill  in  making  these  units  than 
the  pioneers  in  the  business. 

Vie  With  Other  Materials  in  Appbarance 

The  only  valid  objection  which  can  be  held  against 
the  earlier  structures  is  their  appearance.  The  effort 
to  simulate  cut  stone  has  been  the  chief  cause  of  pre- 
judice. Had  skilled  artisans  recognized  the  structural 
possibilities  of  concrete  block  when  they  were  first 
invented  and  used  their  talent  to  direct  the  work,  no 
doubt  this  objection  would  have  been  forestalled.  To- 
day, concrete  building  units  are  being  developed  and 
manufactured  which  are  unsurpassed  by  any  other  ma- 
sonry material,  either  in  regard  to  appearance  or  struc- 
tural soundness. 

Concrete  building  units  are  destined  to  occupy  a 
prominent  place  among  building  materials.  Because 
of  their  economy  in  manufacture  and  erection,  and  the 
low  cost  of  up-keep,  and  on  account  of  their  insulat- 
ing, fireproof  and  waterproof  qualities,  and  owing  to 
their  permanence,  attractiveness  and  adaptability  to 
all  classes  of  structures,  whether  built  singly  or  in 
groups,  they  are  rapidly  assuming  a  leading  place  in 
the  building  material  field.  Concrete  has  been  rightly 
termed  "everlasting"  and  concrete  building  units  may 


be  correctly  defined  as  "everlasting"  building  units. 
Time  leaves  no  mark  upon  them  as  the  years  go  by. 
They  require  the  minimum  of  attention  and  repair  and 
become  stronger  with  age. 

One  of  the  outstanding  merits  of  concrete  build- 
ing units  construction  is  the  insulation  afforded  by  the 
air  space  in  the  wall.  In  making  a  hollow  unit,  the 
manufacturer  has  achieved  a  double  purpose,  he  not 
only  has  reduced  the  amount  of  material  that  would 
be  necessary  for  solid  wall  construction  but  has  also 
furnished  a  good  insulating  medium.  Houses  con- 
structed of  concrete  building  units  are  comfortable  at 
all  times,  cool  in  summer  and  easily  heated  in  winter. 

Speed  of  erection,  a  point  always  foremost  in  the 
minds  of  contractors  and  builders,  is  one  of  the  chief 
advantages  of  these  easily  handled  units. 

An  Outlet  for  Local  Materials 

One  of  the  accepted  practices  of  the  building  in- 
dustry is  to  use  those  materials  nearest  at  hand.  Con- 
crete aggregates,  common  to  most  localities,  constitute 
the  principal  materials  vised.  Thus  the  use  of  con- 
crete building  units  reduce  the  demand  on  our  trans- 
portation systems  to  a  minimum. 

Due  to  the  plastic  nature  of  concrete,  building  units 
made  from  this  material  are  subject  to  a  wide  variety 
of  architectural  treatment  and  are  suitable  for  all  types 
of  buildings,  from  a  small  and  unpretentious  home  to 
a  stately  mansion.  Already  they  have  been  used  in 
extensive  projects  involving  the  construction  of  many 
homes. 

So  numerous  are  the  treatments  to  which  the  sur- 
face of  these  units  may  be  subjected  that  they  may  be 
used  for  the  construction  of  every  house  in  a  city  block 
without  repetition  of  surface  texture  or  color.  The 
design  of  every  house  in  a  community  may  be  varied 
with  these  flexible  units  without  materially  increas- 
ing the  cost. 
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Wall  Insulation  Means  Comfort  and 

Money  Saved 

Protection  of  Walls  Against  Heat  Transmission 
Will   Make   Concrete   Houses    More  Popular 

 By  Noland  D.  Mitchell*  


SINCE  the  dawn  of  civilization  man  has  made 
houses  to  protect  family  and  chattels  from  the 
weather  and  depredation.  With  succeeding  ages 
or  civilizations  better  and  better  protection  has 
been  afforded.  Can  we  continue  this  progress?  In 
view  of  the  many  improvements  that  are  being  made 
in  all  our  arts  we  can  readily  imagine  great  forward 
strides  in  house  building  in  the  near  future.  Certainly 
some  forward  movement  is  needed  when  the  loss  by 
fire  is  now  approximately  $300,000,000  in  money  and 
hundreds  of  lives  each  year.  And  incidental  to  this 
fire-cost  must  be  added  the  upkeep  cost  of  our  large 
standing  army  of  insurance  and  fire  protection  force-. 
The  fire  fighter  comes  after  the  fire  starts  to  limit  it 
to  as  small  space  as  possible  and  the  insurance  man 
comes  later  to  distribute  a  part  of  the  loss  money  to 
the  more  fortunate,  taking  no  inconsiderable  amount 
in  fees  for  his  service.  Let  us,  in  making  our  improve- 
ments, not  overlook  this  monstrous  thing  now  exact- 
ing such  heavy  tolls  of  our  energy  and  resources. 

Another  phase  of  the  situation  is  the  growing 
scarcity  of  fuels.  We  have  been,  and  are  still,  very 
prodigal  of  them.  Now  is  the  time  to  consider  in  an 
"conomic  way  what  we  can  do  to  conserve  our  supply. 
If  we  can  make  houses  that  do  not  require  so  much 
fuel  for  heating  we  should  at  least  investigate  the  pos- 
sibilities. 

One  cannot  deny  that  our  better  constructed 
wooden  houses  have  been  comfortable  and,  except 
against  fire,  have  afforded  reasonable  protection  for 
a  comparatively  short  time  at  a  low  first  cost.  While 
our  lumber  resources  are  by  no  means  exhausted  it 
is  becoming  more  and  more  uneconomical  to  build 
wooden  houses.  In  making  the  change  from  the 
wooden  house  to  types  of  more  permanent  construc- 
tion we  must  select  some  kind  that  will  provide  as 
much  or  more  comfort  for  the  occupants. 

Insulation  Is  Important 

The  unfortunate  thing  that  we  realize  at  once  is 
that  our  common  fire  resisting  materials  of  construc- 
tion have  a  high  rate  of  heat  conductivity  as  compared 
to  the  more  combustible  kinds.  The  cold  walls  re- 
sulting from  the  use  of  these  has  had  no  small  in- 
fluence in  retarding  the  change  from  the  wooden 
house.  This  being  the  case  is  it  not  time  to  make 
some  effort  at  the  solution  of  the  problem? 

The  maintenance  of  an  even  temperature  in  a 
house  resolves  itself  into  provision  of  adequate  heat- 
ing apparatus  and  a  construction  that  will  satisfactor- 
ily prevent  rapid  dissipation  of  heat  through  floors, 
walls  and  ceilings.  It  is  just  another  phase  of  the 
problem  that  refrigerating  engineers  have  found  to  be 
of  such  importance  in  their  work,  namely,  insulation. 

There  is  plenty  of  evidence  that  many  builders  re- 
alize the  necessity  of  insulation  against  heat  transfer- 

*Structural  Engineer,  Supervising  Architect's  Office,  U.  S.  Treas- 
ury Department,  before  National  Conference  on  Concrete  House  Con- 
struction. 


ence,  but  we  are  not  so  sure  that  an  altogether  satis- 
factory solution  has  been  found.  If  the  various  im- 
provements in  cellular  blocks,  walls  and  the  like  that 
are  being  brought  out  are  any  criterion  then  we  can 
say  not. 

Let  us  look  briefly  into  what  has  been  done  and 
the  results.  Wood  furring  with  lath  and  plaster  on 
the  inside  was  probably  the  first  effort  to  avoid  pene- 
tration of  dampness  and  the  condensation  of  moisture 
on  the  inside  of  the  wall.  The  result  as  far  as  insulat- 
ing against  the  heat  loss  through  an  eight  inch  wall 
was  an  improvement  of  approximately  15%.  Where 
the  wall  block  absorbed  dampness  from  the  weather 
the  result  was  not  so  good  for  in  general  any  porous 
material  in  moist  or  damp  condition  transmits  heat 
much  more  readily. 

Hollow  Blocks  Not  Damp  Proof 

The  hollow  block  was  another  development  in  the 
right  direction.  The  total  result  was  probably  not  so 
very  different  from  the  wood  furring  except  that  it 
provided  no  lodgement  for  vermin  and  no  runaway 
for  fire.  The  chances  for  dampness  showing  on  the 
plaster  were  much  higher  however,  and  there  is  mo 
doubt  that  passage  of  dampness  through  the  withes 
of  hollow  blocks  is  responsible  for  a  large  part  of  the 
long  fight  that  advocates  of  concrete  house  construc- 
tion have  had  to  make  to  keep  in  the  business. 

Other  builders  realizing  that  dampness  cannot 
travel  by  capillary  action  across  a  space  bridged  only 
by  thin  metal  ties  adopted  that  system  and  at  the 
same  time  realized  an  improvement  of  about  20% 
over  the  8  inch  solid  plastered  wall.  Hollow  mono- 
lithic walls  give  about  the  same  or  perhaps  a  little 
better  protection.  The  matter  of  detail  of  construc- 
tion of  th'e  hollow  wall  is  apparently  more  trouble- 
some, yet  with  some  builders  they  are  still  favorites. 

A  system,  not  so  much  in  vogue,  has  been  the 
building  of  solid  walls  of  lean  cinder  concrete  facing 
it  with  stucco  on  the  exterior  and  plastering  the  in- 
ner face,  or  where  the  temperatures  justify  it,  furring 
has  been  applied. 

Cinder  Concrete  Furring  Blocks 

Another  vise  of  cinder  concrete  has  been  in  mak- 
ing furring  blocks  to  face  the  inside  of  the  walls.  [ 
have  not  been  able  to  find  any  data  on  the  relative 
merit  of  these.  One  recent  system  imbeds  the  porous 
block  in  the  centre  of  a  monolithic  wall  so  that  the 
inner  shell  may  serve  as  the  supporting  wall  for  floors 
and  ceiling  and  thereby  not  break  the  continuity  of 
the  insulating  course. 

Other  developments  such  as  multiple  cell  blocks 
with  offset  withes,  various  forms  of  opening  to  allow 
freer  circulation,  etc.,  have  been  improvements  in  both 
insulating"  value  and  saving  of  materials. 

A  very  popular  building  block  is  one  made  solid 
with  projections  on  the  rear  face  to  bond  with  like 
projections  on  the  blocks  laid  up  to  form  the  opposite 
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face  of  the  wall.  This  gives  a  good  bond  and  is  a 
simple  arrangement  easily  cast  allowing  a  wetter  mix 
than  that  generally  used  in  block  construction. 

All  these  efforts  have  made  an  appreciable  im- 
provement over  the  solid  wall  type,  but  generally  the 
air  spaces  provided  have  been  unnecessarily  large  and 
allow  connection  currents  within  the  closed  space. 

A  comparison  of  the  results  obtained  by  some  of 
the  above  with  the  results  of  refrigeration  insulating 
has  led  to  investigation  in  a  general  way  what  might 
be  done  by  using  concrete  as  the  structural  membi  r. 
of  the  wall  and  combining  with  it  an  efficient  insulat- 
ing material. 

As  a  basis  a  monolithic  concrete  wall  4  inches  in 
thickness  with  1  inch  of  corkboard  insulation  has 
been  considered.  It  is  not  the  intention  to  say.  that 
either  the  4  inch  concrete  or  the  1  inch  corkboard  is 
an  ideal.  In  actual  practice  the  thinnest  concrete 
that  will  give  adequate  service  and  any  insulating 
materials  of  the  requisite  qualities  for  the  work  should 
be  used.  There  are  many  insulating  materials  on  the 
market  and  if  a  demand  is  created  for  still  different 
ones  then  we  may  be  sure  that  some  resourceful  manu- 
facturer will  soon  be  able  to  meet  it. 

Heat  Conductivities 

There  is  no  perfect  insulating  material.  Of  the 
more  common  ones  the  heat  transmission  factor  var- 
ies very  closely  in  proportion  to  the  density  of  the 
structure.  The  cellular  ones  such  as  wood,  pith,  cork, 
wool,  etc.,  are  best  for  house  insulation.  Any.  of  these 
materials  must  be  kept  dry  to  give  the  best  service. 

The  following  table  from  "Mechanical  Refrigera- 
tion" by  Prof.  Macintire  of  the  University  of  Wash- 
ington gives  the  heat  conductivity  of  some  of  our 
common  building  materials.  The  table  indicates  heat 
conductivity  per  square  foot  per  inch  thickness  per 
degree  difference  in  temperature  per  hour. 


1"  Common  brick   4.66 

1"  Concrete  (1:3:5)   4.29 

1"  to  4"  Hollow  tile   0.625 

y%"  lumber  (tongued  and  grooved)   "...  0.83 

Air  space  (from  1"  to  6"  thick)   1.66 

1"  mineral  wool   0.67 

1"  builder's  paper   0.30 

1"  pitch    0.79 

1"  shavings  (dry)   .  0.67 

1"  granulated  cork   0.48 

1"  cork  board  (all  cork,  compressed)   0.26 

1"  cork  board  (artificial  binder)   0.28 

1"  hair  felt    0.31 

1"  indurated  fibre  board   0.42 

1"  compressed  mineral  wool  board   0.33 


For  thicknesses  of  these  materials  up  to  8  inches 
the  conductivity  is  in  almost  inverse  proportion  to 
thickness.  The  effect  of  change  of  temperature  on 
conductivity  is  very  slight  through  the  range  of  tem- 
perature required  in  house  heating. 

As  a  comparison  of  the  4  inch  insulated  wall  with 
the  two  usual  types  of  furred  concrete  walls  the  fol- 
lowing is  submitted  from  Heat  Transmission  Tables 
compiled  by  Wm.  R.  Jones  of  the  University  of  Penn- 
sylvania. The  heat  transmission  factors  are: 
(1)    8  inch  solid  concrete  wall  with  2  in.  terra  cotta 


or  wood  furring  and  plaster  0.53 

(2)  8  inch  hollow  concrete  wall  (two  4  in.  thick- 
nesses of  concrete)  centre  air  space  and  fur- 
ring as  above  0.38 


(3)    4  inch  concrete  wall  with  1  inch  cork  board  0.18 
Assuming  that  we  have  a  house  26  by  26  feet  in 


plan,  two  stories  high  with  1450  sq.  ft.  net  wall  area, 
an  average  difference  of  temperature  of  35  deg.  for  2U 
hours  per  day  would  show  the  following  amounts  of 
coal  burned  to  make  up  for  heat  losses: 

(1)  53.65  pounds  per  day. 

(2)  38.57  pounds  per  day 

(3)  18.27  pounds  per  day. 

Thus  it  is  seen  that  the  thin  insulated  wall  would 
show  a  saving  over  the  other  types  of  35.38  and  20.30 
pounds  of  coal  per  day  respectively. 

Assuming  that  the  conditions  as  above  continue  for 
an  average  of  150  days  each  winter  and  that  coal  will 
cost  $12.00  per  long  ton  the  savings  capitalized  at 
6%  for  a  30  year  period  would  justify  expenditures  of, 
$400.00  and  $228.00  respectively  for  the  insulated  wall 
over  the  other  types.  Or  to  come  back  to  the  sq.  fc. 
unit  27y2  cents  and  15.7  cents  respectively. 

The  saving  of  materials  in  the  thin  wall  can  be 
computed  readily  and  the  saving  in  space  occupied  by 
the  construction.  If  the  same  outside  dimensions  are 
maintained  in  the  house  the  floor  space  for  the  thin 
wall  type  would  be  approximately  11%  more  than  with 
the  usual  types. 

Increased  Comfort  to  Tenant 

The  matter  of  increased  comfort  to  tenant  has  not 
been  given  a  money  value  but  it  would  be  safe  to  as- 
sume that  from  a  commercial  standpoint  this  would  be 
far  more  than  any  of  the  preceding.  Once  a  builder 
has  established  a  reputation  for  making  safe,  satis- 
factory, comfortable  houses,  economical  in  mainten- 
ance, he  can  be  assured  that  his  services  will  be  in 
constant  demand  and  his  profits  can  be  larger  as  a 
consequence. 

Considerable  progress  was  made  in  Europe  before 
the  war  in  insulating  dwelling  houses  and  in  this 
country  a  number  of  houses  had  been  built  using  dif- 
ferent types  of  the  better  insulating  materials. 

There  are  a  number  of  insulating  boards  on  the 
market  now,  several  of  which  could  be  adapted  to  use 
in  dwellings  but  for  general  excellence  and  suitability, 
when  the  cost  of  installation  and  insulating  service 
rendered  are  considered  the  cork  board  will  rank  near 
if  not  at  the  top  of  the  list. 

The  objection  of  expense  may  be  raised  at  once 
but  that  cannot  be  so  very  much,  if  any,  above  our 
usual  types  of  construction.  Cork  boards  are  selling 
at  this  time  (February  19,  1920)  for  approximately 
13^2  cents  per  board  foot  in  quantities.  When  it  is 
considered  that  it  replaces  at  once  the  inside  furring 
at  least  half  the  cost  of  the  material  is  offset.  In  the 
example  given  above  the  concrete  saved  would  offset 
the  other  half  of  first  cost. 

This  plea  for  insulating  concrete  walls  is  made  for 
the  purpose  of  pointing  out  some  of  the  reasons  why 
concrete  houses  have  not  been  more  popular  in  the 
past  and  suggesting  a  remedy  to  overcome  one  of  trn 
serious  objections. 


The  formation  of  a  western  waterways  association 
is  being  advocated  by  Mayor  C.  F.  Gray,  of  Winni- 
peg, to  encourage  the  development  of  waterways  in 
the  prairie  provinces.  As  an  example  of  what  might 
be  accomplished,  says  the  mayor,  the  Saskatchewan 
river  could  be  made  navigable  to  permit  the  transpor- 
tation of  coal  from  western  fields.  This  waterwav. 
he  points  out,  runs  through  an  immense  pulpwood 
area  and  a  district  which  is  rich  enough  in  copper 
sulphite  deposits  to  supply  the  whole  continent  with 
sulphuric  acid. 
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Correspondent   Gives   Practical  Views  on 
Use  of  Canadian  Building  Materials 
in  England 

Editor,  Contract  Record: 

I  have  read  with  a  great  deal  of  interest  articles  on 
the  use  of  Canadian  houses  in  England,  and  the  fol- 
lowing may  be  of  interest,  although  written  by  a  prac- 
tical workman,  who  has  spent  his  life  among  build- 
ings in  both  countries.  In  the  first  place,  all  Canad- 
ian houses,  whatever  their  type,  are  doomed  to  failure 
in  England,  just  as  English  houses  would  meet  the 
same  fate  here.  To  adopt  Canadian  houses  to  suit  re- 
quirements in  England  would  make  them  lose  their 
individuality  completely. 

The  shortage  of  houses  there  is  very  acute  and  we 
can  assist  them  a  great  deal  by  introducing  some  of 
our  ideas  and  methods,  even  to  the  extent  of  all  wood- 
en houses  "for  rural  districts  only,"  and  also  by 
introducing  Canadian  manufactured  doors,  windows, 
sash,  etc.,  in  standard  sizes.  B.  C.  shingles  might 
also  be  introduced  if  the  cost  could  be  reasonable. 
With  regard  to  these  manufactured  articles,  I  am  of 
the  opinion  that  much  can  be  done  and  a  large  in- 
dustry created  for  Canada,  for  with  our  methods 
here,  I  am  confident  they  can  be  made  cheaper  by  us 
than  in  England. 

In  England,  brick  is  the  recognized  tlv'ng,  even  for 
inside  partition  walls,  owing  to  the  fact,  as  mentioned 
in  one  of  the  articles  I  read,  of  the  danger  of  fire  and  al- 
so because  long  blocks  in  a  row  are  prevalent.  Taking 
into  account  the  extreme  scarcity  of  material,  all 
wooden  partitions  can  be  substituted  and  Canadian 
doors,  frames,  etc.,  can  be  used.  In  order  to  do  away 
with  blocks,  we  might  introduce  houses  in  pairs  and 
in  so  doing  we  would,  in  my  opinion,  be  giving  the 
people  of  England  the  class  of  structure  they  need 
and  that  is  "veneered"  houses.  That  is  what  is  re- 
quired in  England  today.  Such  houses  can  be  con- 
structed very  rapidly  and  at  the  same  time  have  the 
same  effect  as  brick  houses.  I  might  mention  that 
the  reason  houses  are  built  in  long  blocks,  from  one 
end  of  the  street  to  the  other,  in  larger  towns  or  cities, 
is  owing  to  the  high  cost  of  land.  In  my  opinion, 
building  pairs,  with  a  few  scattered  singles  amongst 
them,  on  the  veneered  plan,  would  vastly  improve  the 
streets,  and  also  make  the  houses  healthier  as  well  as 
cheaper  than  the  houses  constructed  at  the  present 
time  on  the  English  principle.  Vast  quantities  of  ma- 
terial manufactured  for  this  type  of  house  would  find 
a  ready  market  there. 

Now  consider  the  general  plan  and  we  can  form 
some  idea  of  what  is  needed.  No  basements  are  re- 
quired there  and  the  foundations  may  be  placed  prac- 
tically on  the  surface,  by  removing  the  surface  mould, 
in  other  words,  just  so  far  under  the  surface  as  to 
stand  on  a  solid  foundation.  The  surface  of  the  land 
"interior"  is  covered  with  about  three  inches  of  lime 
concrete  to  prevent  vegetable  matter  growing  be- 
neath the  floors.  Their  system  of  using  2x4  scant- 
ling joists  on  sleeper  walls  can  be  done  away  with — 
this  is  a  common  practice  there.  Instead,  we  may 
substitute  joists  of  a  proper  size  to  carry  the  weight 
required. 

The  general  layout  of  ground  floor  must  include  a 
scullery,  which  contains  in  it  a  sink,  and  a  copper  for 
washing.  The  ground  floor  must  include  a  pantry 
and  an  outside  W.C.  The  sliding  doors  or  arched 
partitions  would  not  go  there  in  workmen's  homes, 


but  would,  I  think,  be  appreciated  in  houses  of  a  bet- 
ter class.  Thus  we  see  that  the  general  layout  of  the 
ground  floor  remains  the  same. 

With  regard  to  the  first  floor,  we  can  improve 
with  more  clothes  closets  omitted  there,  and  include  a 
medicine  cabinet  in  the  bathroom.  Taking  all  things 
into  consideration,  we  cannot  improve  the  interior 
except  by  a  few  small  things  as  previously  mentioned 
and  the  heating. 

The  exterior  is  where  we  can  make  many  changes 
by  varying  the  designs  and  making  them  more  at- 
tractive in  appearance,  taking  care  to  include  the  fol- 
lowing: (1)  A  damp  course  below  the  ground  floor; 
(2)  a  better  class  of  paper  around  the  framework  and 
also  a  galvanized  iron  strip  over  all  windows  and 
doors.  These  are  necessary,  as  the  wet  there  is  very 
penetrating  and  water  will  soak  through  the  veneer 
brickwork  and  run  down  on  the  inside.  The  strip  over 
the  frame  would  turn  up  2  in.  against  the  wooden 
framework  and  project  1  in.  on  the  outside  of  the 
brickwork  with  2  or  3  cross  joints  left  out  to  let  the 
water  run  out.  Verandahs  are  not  greatly  required 
there,  nor  very  applicable,  owing  to  weather  condi- 
tions, but  attractive  porches  may  be  included. 

In  all-wood  houses,  I  have  not  much  faith.  That 
there  are  many  old  houses  of  this  type  I  will  admit, 
but  the  lumber  used  in  them  cannot  be  compared  with 
lumber  of  today.  The  poor  stuff  builders  here  are 
compelled  to  use,  together  with  the  high  cost,  is  cer- 
tainly no  recommendation.  In  addition  to  this  it  must 
be  considered  that  in  Canada  the  majority  of  these 
houses  are  owned  by  the  occupier  who  is  never  tired 
of  looking  after.it.  In  England,  workmen's  homes  are 
owned  by  better  class  people  as  an  investment  and  the 
upkeep  cost  is  too  much  and  nothing  spoils  quicker 
than  wood  if  not  kept  painted. 

If  anyone  interested  in  the  Canadian  lumber  in- 
dustry in  England  would  form  a  housing  company 
using  Canadian  products  as  far  as  possible,  and  build 
sample  streets  in  various  towns  and  cities,  where  the 
housing  problem  is  most  acute,  it  would  be  a  good 
speculation  in  itself,  apart  from  the  industry  it  would 
create  by  English  builders  copying  our  example.  The 
expense  of  creating  a  Canadian  garden  village,  as  put 
forward  by  Mr.  Adams  in  the  "Contract  Record"  of 
January  28,  is  unnecessary. 

Toronto  A.  Moore. 


To  secure  the  standardization  of  municipal  plumb- 
ing and  heating  regulations  was*  the  main  object  of 
the  annual  convention  of  the  Ontario  Society  of  Do- 
mestic Sanitary  and  Heating  Engineers  which  met 
last  week.  There  is  a  wide  variation  in  the  regula- 
tions of  various  municipalities  under  their  local  by- 
laws ;  and  in  rural  municipalities  there  are  no  regula- 
tions whatever,  nor  is  inspection  of  plumbing  and 
heating  installations  provided  for.  York  County  is  the 
only  rural  municioality  in  Ontario  with  a  plumbers' 
by-law.  A  memorial  was  addressed  by  the  convention 
to  the  Government  asking  that  provincial  legislation 
be  brought  down  unifying  all  existing  laws  and  mak- 
ing them  applicable  to  the  entire  province. 


"Beauty  in  architecture  combined  with  utility  is 
the  ideal  to  be  aimed  at  in  bridge  construction,  and 
the  future  of  bridge  building  depends  a  great  deal  up- 
on the  architect,"  stated  Mr.'  Frank  Barber,  consulting 
engineer  of  Toronto,  recently.  "There  must  be  closer 
co-operation  between  the  architect  and  the  engineer." 
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New   Policy   Needed   for   Handling  Labor 

Problems 

Collective  Bargaining  and  Profit  Sharing  Plans  Fail  to  Clear  Away  Difficulties — 
Employers   are   Faced    with   Grave    Dangers  —  Boycott   Must   be  Destroyed 

  By  Dudley  Taylor*  .  


EMPLOYERS  are  compelled  to  face  serious  lab- 
or controversies  generally  with  little  notice  and 
not  much  time,  if  any,  for  preparations.  Such 
an  employer,  particularly  if  it  is  his  first  ex- 
perience in  such  matters,  needs  to  know  from  a  prac- 
tical standpoint  his  rights  and  his  remedies.  He 
wants  to  know  the  law  and  to  what  extent  and  how 
it  is  enforced.  He  needs  authoritative  advice  and  di- 
rection. In  talking  with  employers  and  employees 
and  considering  their  problems  I  have  necessarily 
formed  a  few  conclusions  and  I  regret  to  say  that  they 
are  not  favorable  to  labor  unionism.  The  unwarrant- 
ed injuries  inflicted  by  labor  unions  upon  those  who 
do  not  yield  to  their  demands  are  many,  serious  and 
exceedingly  grave,  and  employers  are  forced  to  ac- 
cept them. 

Labor  Problems  an  Unpopular  Topic 
The  public  attitude  particularly  is  to  be  deplored ; 
it  seemingly  is  not  minded  to  cast  off  its  lethargy 
and  acquire  understanding.  To  most  people  labor 
trouble  is  a  mental  trouble — it  is  a  disagreeable  topic 
for  conversation,  and  as  such  is  to  be  put  aside  and 
avoided.  Perhaps  it  is  not  surprising  that  people  are 
loathe  to  put  their  minds  upon  such  problems,  but  it 
is  nevertheless  to  be  deplored.  The  purposes  and 
methods  of  labor  unionism  ought  to  be  well  under- 
stood and  people  should  make  it  their  affair  to  under- 
stand them,  for  the  people  in  the  long  run  are  all 
affected. 

If  our  newspapers  would  give  space  to  a  consider- 
able part  of  the  unlawful  undertaking  and  practices 
of  labor  unions  it  would  go  far  to  clear  the  atmos- 
phere. Our  statesmen  and  leaders  of  public  thought, 
if  they  would  inform  themselves  and  courageously 
handle  the  subject  without  gloves,  could  do  much  to 
clarify  public  opinion.  But  these  things  are  not  done. 
The  newspaper  which  prints  the  truth,  or  at  least  very 
much  of  it,  upon  this  subject  is  called  a  trust  or  capi- 
talistic sheet  and  is  boycotted  as  such. 

The  politician,  bi'g  or  little,  who  criticizes  the 
methods  and  demands  of  labor  unions  is  denounced 
as  a  standpatter,  a  reactionary  and  worse,  and  is 
openly  threatened  with  political  defeat.  And  the  at- 
titude of  the  business  man  himself,  taking  it  all  in  all, 
is  not  particularly  creditable.  He  is  so  intent  upon 
running  his  business  that  he  is  blind  to  what  the 
labor  unions  are  doing  until  he  himself  is  affected  and 
is  face  to  face  with  unreasonable  demands  and  unlaw- 
ful interferences,  and  then  he  wonders  how  such 
things  can  be  and  why  they  are  tolerated,  and  why 
the  law  is  not  enforced.  His  eyes  are  finally  opened 
and  he  sees  that  the  fight  which  he  is  called  upon  to 
make  is  in  a  large  sense  not  alone  his  fight  but  is  the 
fight  of  all  business  and  industry  and  that  vital  prin- 
ciples are  at  stake. 

Now,  what  has  been  the  result  of  this  indiffer- 

' Associate  Counsel,  League  for  Industrial  Rights,  Chicago,  hefore 
National  Conference  of  the  Associated   General   Contractors  of  America. 


ence?  If  I  were  going  to  ask  and  leave  with  you 
any  one  question  I  think  it  would  be:  "What  is  your 
stand  upon  labor  unionism  and  what  are  you  going 
to  do  about  it?" 

Labor  trouble,  which  means  labor  unionism,  is 
an  incident  to  business.  If  you  have  not  had  it  as  yet 
you  have  been  fortunate.  But  you  will  not  always  be 
so  fortunate,  and  you  are  bound  sooner  or  later  to 
have  your  experience  with  it.  In  a  narrow  sense  you 
are  interested  in  it  when  it  immediately  affects  your 
business,  but  in  the  broader  sense  you  are  interested 
as  one  of  the  public  which  must  necessarily  be  af- 
fected, and  as  a  citizen  of  this  great  republic  which, 
as  Abraham  Lincoln  pointed  out,  had  to  engage  in  a 
great  war  to  see  whether  that  republic  should  endure, 
and  which  may  yet  have  to  engage  in  another  great 
struggle  to  demonstrate  that  minority  and  class  or- 
ganizations shall  not  rule. 

Purposes  and  Methods  of  Unionism 

What  are  the  purposes  of  unionism?  Principally 
they  are  to  raise  wages,  shorten  hours,  restrict  out- 
put and  monopolize  industry. 

What  are  the  methods  of  unionism?  To  strike 
and  force  strikes ;  to  picket ;  to  boycott ;  to  threaten 
and  assault  non-conforming  employees ;  to  ostracise 
independent  workmen  and  their  families;  and  to 
threaten  and  bulldoze  those  who  make  and  enforce 
our  laws. 

What  is  the  power  of  unionism?  Ability  to  force 
a  multitude  to  pay  dues,  thereby  creating  and  main- 
taining huge  funds  with  which  to  carry  on  their  war- 
fare ;  unceasing  propaganda,  particularly  among  the 
illiterate,  and  finally,  ability  to  coerce  and  force  em- 
ployees to  quit  work  at  the  behest  of  agitators. 

What  is  the  effect  of  raising  wages,  shortening 
hours  and  restricting  output?  Why,  it  increases  the 
cost  of  living  and  diminishes  the  supply  of  goods  for 
consumption.  Apparently  the  average  union  man  does 
not  reason  in  comparison.  He  does  not  compare  his 
lot  of  today  with  his  lot  of  ten  years  ago  and  ask 
whether  he  has  bettered  himself.  His  wages  have 
doubled  in  the  last  five  years,  but  his  wages  today 
will  not  purchase  any  more  for  him  than  his  wages 
did  ten  years  ago.  And  if  wages  increase  and  output 
is  restricted  in  the  future  as  they  have  been  in  the  past 
his  wages  ten  years  hence,  though  doubled  or  trebled, 
will  buy  no  more  for  him  than  they  do  today  or  did 
ten  years  ago. 

Heretofore  the  workman  has  seemed  blind  to  this 
fact,  and  has  seemed  to  regard  each  raise  in  wages 
as  a  victory  or  gain,  and  has  given  his  union  credit 
for  it.  The  increase  in  wages  which  his  union  forced 
put  him  "on  top  of  the  heap"  for  a  short  time  only 
and  he  soon  found  himself  on  the  wage  level  and  then 
below  the  wage  level  where  he  continued  until  his 
union  again  boosted  the  wages.  He  did  not  realize 
that  he  could  not  always  stay  on  the  top,  that  other 
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unions  would  do  as  his  had  done,  and  that  he,  as  shown 
by  his  cost  of  living  would  have  to  pay  for  the  in- 
creases in  wages  exacted  by  those  other  unions. 
There  are  some  indications  now  that  he  is  beginning 
to  understand  and  appreciate  this  fact.  Perhaps  he 
does  not  yet  realize  that  shortening  hours  and  re- 
stricting output  must  invariably  increase  his  cost  of 
living,  and  that  he,  like  the  rest  of  us,  is  doing  his 
part  in  paying  the  fiddler. 

Building  on  an  Artificial  Basis 

And  where  is  the  wage  raising,  the  labor  short- 
ening and  the  output  restricting  to  stop?  You  gen- 
tlemen are  interested  in  building  operations.  You 
know  the  cost  of  building  materials  and  the  cost  of 
building  erection  is  today  almost  prohibitive.  Even 
the  modest  cottage  or  bungalow  of  the  ordinary  work- 
man costs  thousands  of  dollars,  where  a  few  years 
ago  it  cost  hundreds.  Building  in  Chicago,  and  for 
that  matter  elsewhere  in  the  country,  has  for  these 
many  years  been  upon  an  artificial  basis  as  to  cost 
and  the  unions  are  practically  responsible  for  it.  Eor 
years  the  building  unions  in  Chicago  have  increased 
wages,  shortened  hours  and  limited  the  amount  cf 
work  that  might  be  done  in  a  day  and  have  hedged 
construction  about  with  all  manner  of  restrictions. 
They  have  prevented  competition  among  workmen 
and  have  made  it  impossible  on  the  part  of  employ- 
ers. They  have  gone  on  the  principle  of  having  their 
members  do  as  little  and  charge  as  much  for  it  as  pos- 
sible. 

If  my  memory  serves  me  right,  reinforced  concrete 
construction,  when  it  first  came  into  general  use  a 
few  years  ago,  was  much  cheaper  than  steel  construc- 
tion because  the  work  was  largely  done  by  unskilled 
workmen,  and  for  a  time  there  was  much  reinforced 
concrete  building  projected  and  done.  The  structural 
iron  workers  considered  the  reinforced  concrete  work- 
man as  a  serious  competitor,  and  being  unwilling  to 
meet  that  competition  they  assumed  jurisdiction  over 
workmen  in  reinforced  concrete,  made  them  come  into 
their  union  and  arbitrarily  doubled  their  wages.  In 
that  way  they  prevented  to  a  considerable  extent  the 
use  of  reinforced  concrete  by  making  it  cost  as  much 
or  approximate  in  cost  the  steel  structure.  These 
unions  have  also  indulged  in  jurisdictional  strikes 
and  have  prohibited  and  prevented  the  employment 
of  independent  workmen  in  building  operations. 
Whenever  they  have  discovered  a  bit  of  work  done 
by  the  independent  workmen  they  have  compelled  the 
owner  to  take  it  out  and  to  submit  to  extortion  in  the 
shape  of  so-called  "fines." 

"Licenses"  for  Employers 

There  are  unions  with  small  memberships  which 
have  complete  monopoly  over  certain  crafts  or  em- 
ployment, and  will  not  admit  new  members  and  per- 
mit work  to  be  done  by  workmen  coming  from  other 
cities  even  though  such  workmen  hold  union  cards. 
They  even  presume  to  issue  a  "license"  to  employers 
to  employ  workmen  from  other  cities  for  limited  per- 
iods, and  such  periods  and  the  license  fees  to  be  paid 
are  determined  by  the  unions  in  question.  These 
unions  are  among  your  building  trades. 

You  also  have  unions  in  your  line  which  seek  to 
close  certain  cities  not  only  to  outside  workmen  but 
to  materials  manufactured  outside,  and  some  of  them 
form  rings  with  employers  to  hold  up  the  price  of 
labor  by  preventing  out  of  the  city  workmen  and  ma- 
terials from  being  employed  and  used.    In  such  in- 


stances the  employers'  ring  is  dependent  upon  the 
union  ring  to  enforce  its  monopoly,  and  the  union's 
interest  in  the  matter  is  to  enable  the  employer's  ring 
to  have  such  a  monopoly  and  make  such  a  profit  that 
its  members  can  afford  to  pay  the  wages  and  meet 
the  other  demands  exacted  by  the  union. 

Strike  of  Steel  Fabricators 

Just  now  we  have  in  this  city  a  strike  which  has 
been  in  progress  for  several  months  past  involving 
steel  fabricators.  Steel  fabricators  are  shop  men, 
and  do  not  do  work  outside  of  the  shop.  Th'ey  re- 
cently announced  that  all  fabricators  must  be  mem- 
bers of  their  union.  The  employers  resisted.  A  strike 
was  called  and  the  shops  were  picketed.  When  this 
did  not  bring  the  employers  to  terms,  the  teamsters 
and  chauffeurs'  unions  were  influenced  to  put  a  ban 
against  all  hauling  to  and  from  the  shops.  And  when 
this  boycott  did  not  force  the  employers  to  yield,  the 
structural  iron  erectors  were  ordered  not  to  erect  any 
of  the  material  fabricated  in  these  shops.  And  there 
the  matter  stands  today.  The  teamsters  will  not  haul 
and  the  erectors  will  not  erect  steel  from  these  shops. 
This  is  a  plain  boycott  and  conspiracy,  and  as  such 
should  not  be  tolerated. 

Picketing  NeVer  Peaceful 

Some  courts  have  indulged  the  theory  that  pick- 
eting may  be  peaceful  and  lawful.  The  courts  in  Illi- 
nois have  held  that  all  picketing  has  elements  of  in- 
timidation and  is  annoying  and  interfering  and  un- 
lawful. I  submit  that  the  Illinois  view  is  amply  jus- 
tified by  the  facts.  I  have  interviewed  hundreds  of 
workmen  on  the  subject  of  picketing.  It  is  idle  to  tell 
them  that  pickets  are  not  antagonistic  but  are  simply 
there  for  persuasion  or  to  furnish  information,  and 
that  the  employee  may  act  as  he  sees  fit.  They  regard 
pickets  as  emissaries  of  a  hostile  organization  and 
they  realize  full  well  that  they  must  not  take  work  or 
continue  at  work  contrary  to  the  wishes  of  the  pickets 
and  the  union  wh;ch  they  represent. 

The  methods  employed  by  pickets  are  well  known 
to  them  because  picketing  has  acquired  a  reputation 
for  violence  and  various  interferences  with  the  liberty 
and  rights  of  individuals,  and  they  fear  pickets,  and 
this  fear  is  justified,  even  though  pickets  appear  to  be 
peaceful  and  even  though  they  say  nothing.  There 
are  innumerable  instances  in  which  employees  have 
been  singled  out,  their  addresses  obtained  and  later 
such  employees  have  been  assaulted,  frequently  and 
generally  at  considerable  distances  from  their  places 
of  employment  and  under  such  circumstances  that 
the  assaults  could  be  accounted  for  only  on  the  as- 
sumption that  th«  peaceful  pickets  had  reported  the 
addresses  and  routes  traversed  by  such  employees,  to 
those  who  arranged  for  the  assaults. 

Upholsterers'  Strike  an  Example 

In  the  present  upholsterers'  strike,  which  has  been 
m  progress  in  Chicago  for  the  past  several  months, 
there  have  been  a  great  many  instances  of  assaults 
by  groups  of  thugs,  and  the  homes  of  several  of  the 
employees  and  some  of  the  factories  have  been  bomb- 
ed. And  yet  the  union  insisted  that  its  picketing  was 
peaceful.  Give  the  workmen  a  choice  between  em- 
ployment in  a  factory  which  is  peacefully  picketed 
and  a  factory  which  is  not  picketed,  and  you  can  guess 
which  factory  he  will  work  in.  These  assaults  have 
been  so  common  that  they  no  longer  attract  any  at- 
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tcntion,  and  the  public  instead  of  demanding  that  the 
law  be  enforced,  has  become  callous. 

I  have  cited  only  a  phase  or  'two  of  picketing,  and 
time  forbids  going  into  further  details.  But  I  deny 
that  picketing  is  non-intimidating  and  non-coercing 
and  lawful,  and  I  assert  from  abundant  knowledge  up- 
on the  subject  that  it  is  intimidating,  that  it  is  coerc- 
ing, that  it  is  a  wrongful  interference  with  the  rights 
of  employer  and  of  independent  employees,  and  that 
it  is  unlawful.  And  I  challenge  anyone  to  show  a 
legal  or  moral  justification  for  it.  I  submit  and  insist 
that  when  persons  quit  their  employment  they  have 
absolutely  no  right  to  picket  and  seek  to  influence 
other  persons  not  to  enter  or  continue  in  the  employ- 
ment of  the  firm  whose  services  they  have  left.  When 
they  engage  in  such  picketing  it  is  a  species  of  war- 
fare upon  the  firm  to  interfere  with  and  disrupt  its 
business  for  the  purpose  of  coercing  it  to  submit,  and 
that  is  unlawful  and  morally  wrong. 

The  Boycott  is  Wrong 

But  what  about  boycotting?  And  first,  what  is 
a  boycott?  A  labor  union  boycott  is  a  combination 
of  the  many  to  injure  one  or  a  few  firms  for  the  pur- 
pose of  coercing  and  compelling  such  firm  or  firms  to 
yield  to  the  union's  demands.  Now,  if  the  firm  or 
firms  were  manifestly  wrong  and  had  been  clearly  un- 
fair to  their  employees,  the  public  might  feel  that  the 
boycott  was  in  a  measure  justified  and  resulted  in  a 
rough  sort  of  justice.  But  suppose  that  the  employer 
is  not  in  the  wrong,  and  that  the  union,  as  frequently 
is  the  case,  is  wrong,  then,  is  the  employer  to  get  jus- 
tice? 

Some  seem  to  hold  the  theory  that  the  public  will 
judge  of  the  merits  of  the  boycott  and  will  do  justice.  It 
has  been  my  observation  that  nothing  is  farther  from 
the  truth.  The  public  will  not  trouble  itself  to  investi- 
gate. It  will  not  take  the  time  to  inquire  and  inform 
itself  and  act  upon  its  information,  and  give  or  with- 
hold its  patronage  accordingly.  On  the  contrary,  the 
public  will  avoid  any  loss  of  time  or  trouble.  It  will 
steer  clear  of  the  matter.  Given  its  choice  In  deter- 
mining on  a  place  which  is  picketed  and  boycotted  and 
one  which  is  not  so  picketed  and  boycotted,  generally 
speaking,  it  will  avoid  a  picketed  and  boycotted  place. 
It  does  not  wish  to  take  sides.  It  does  not  wish  to 
submit  itself  to  unfavorable  criticism  and  possible 
penalties  in  the  way  of  similar  discrimination  or  in- 
jury. Therefore  the  boycott  which  is  aimed  to  inter- 
fere with  patronage  by  picketing  is  simply  a  case  in 
which  a  union  sets  itself  up  as  the  judge,  jury  and  exe- 
cutioner. And  unless  the  boycotted  party  can  get 
quick  and  speedy  relief  through  the  courts  he  is  like- 
ly to  suffer  great  injury,  if  he  is  not  financially  ruined. 

What  Are  the  Suggested  Remedies? 

What  are  some  of  the  remedies  and  cures  that  have 
been  suggested?  First,  there  is  arbitration.  But 
unions  will  not  arbitrate  unionism,  and  the  employer 
has  a  right  to  operate,  a  non-union  or  open  shop  if  he 
so  desires.  Unions,  with  a  few  exceptions,  are  unin- 
corporated, and  cannot  be  made  to  respond  in  damage?, 
and  are  not  easily  subjected  to  the  law.  Inasmuch  as 
they  cannot  be  legally  controlled,  or  are  not  legally 
controlled,  arbitration  of  awards  have  invariably  or 
almost  invariably,  been  nothing  more  than  concessions 
in  which  the  demands  of  unions  are  wholly  or  partly 
met,  and  have  resulted  in  increased  wages,  shorter 
hours,  and  other  terms  demanded  by  the  union.  Un- 
til arbitrators  can  enforce  their  rulings  against  labor 


unions  and  compel  labor  unions  to  abide  by  awards 
which  are  unfavorable  to  them,  arbitration  will  not  1 
afford  a  just  settlement. 

Some  there  are  who  advocate  collective  bargaining, 
but  they  do  not  define  the  term.  It  generally  involves 
recognition  of  and  dealing  with  the  union,  making 
such  terms  with  the  union  as  the  union  will  accept. 
If  the  bargain  is  not  accepted  by  the  union  it  means 
a  break  with  the  union,  and  going  on  a  non-union  or 
open  shop  basis,  with  the  union  as  a  persistent  ad- 
versary. As  was  said  not  so  very  long  since  by  the 
United  States  Supreme  Court  in  the  Hitchman  Coal 
Company  case,  collective  bargaining  which  is  not  vol- 
untary on  both  sides  is  no  bargaining  at  all.  And  1 
think  that  we  may  properly  go  further  and  say  that  a 
bargain  which  is  merely  a  concession  and  which  when 
made  cannot  be  enforced,  is  no  bargain. 

Some  advocate  division  of  profits  or  profit  sharing. 
Many  employers  have  tried  this  and  have  found  the 
results  wholly  unsatisfactory  and  so  discouraging 
that  they  have  abandoned  it.  They  have  found  that 
it  is  not  profit  sharing  in  a  true  sense,  but  amounts  to 
a  guarantee  of  a  certain  amount  which  must  be  paid 
yearly  even  though  the  business  does  not  sufficiently 
prosper  to  warrant  it.  Only  by  the  payment  of  a  sum 
equal  to  that  first  set  aside  as  the  workmen's  share  of 
the  profits  can  the  employer  hope  to  satisfy  his  em- 
ployees. What  is  called  a  profit  sharing,  therefore, 
becomes  a  bonus,  and  as  such  does  not  in  the  long 
run  satisfy  employees  and  prevent  unrest.  Looking 
ahead  we  may  ask  where  the  line  is  to  be  drawn  in 
profit  sharing,  and  who  is  to  draw  it.  What  is  to  be 
the  share  of  the  firm  and  what  is  to  be  the  share  of 
the  employees,  and  who  is  to  decide  ft?  And  will  the 
employees  ever  be  satisfied?    Will  the  system  work? 

We  hear  much  these  days  about  the  workers  hav- 
ing a  voice  in  the  industry  and  its  management,  and 
it  is  suggested  that  workers  be  elected  to  the  director- 
ate. This  involves  considerations  that  are  somewhat 
similar  to  those  involved  in  profit  sharing,  and  one 
may  well  ask  where  the  line  is  to  be  drawn,  and  who 
is  to  draw  it. 

An  industry  must  be  conducted  upon  a  sound  basis 
and  that  involves  a  power  to  direct,  a  power  to  con- 
trol, and,  of  course,  the  power  to  discipline.  And  I 
submit  that  capital  will  not  be  employed  where  it  can- 
not direct,  control  and  discipline  in  order  to  main- 
tain an  industry  or  business  upon  a  sound  basis. 

A  Moral  Awakening  Needed 

To  me  one  of  the  distressing  results  of  unionism 
is  the  lowering  of  moral  tone  among  the  workers,  the 
hatred  of  the  employer  class  which  unionists  foment, 
the  determination  that  the  end  justifies  the  means 
and  that  intimidation,  violence  and  the  manifold  in- 
terferences with  clearly  recognized  legal  rights  are 
justified  as  a  necessary  element  of  industrial  warfare. 
I  regret  to  see  politicians  truckling  to  organized  law- 
lessness and  the  evident  fear  and  subserviency  of  some 
public  officials,  including  judges,  is  anything  but  an 
edifying  spectacle.  I  regret  to  see  fine  women  who 
pose  as  uplifters  actually  countenancing  attacks  upon 
reputable  business.  I  feel  that  we  need  a  moral  awak- 
ening;  that  it  is  high  time  that  respect  for  the  law  and 
for  the  rights  of  others  should  be  inculcated. 

Our  statesmen,  those  who  through  their  exalted 
positions  have  influence  with  the  public  could  do 
much  to  influence  the  public  in  these  matters  if  they 
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would  courageously  and  without  gloves  discuss  them. 
But  you  business  men  have  it  in  your  power  to  ac- 
complish much.  You  must  take  in  interest  in  poli- 
tics. You  should  know  your  legislators.  You  should 
know  those  who  represent  you  in  your  home  districts. 
You  should  see  that  business  men  are  chosen,  and  to 
do  this  you  must  engage  in  party  affairs.  And  you 
should  then  note  the  conduct  of  your  chosen  represen- 
tatives. You  should  uphold  their  hands  when  they 
stand  for  what  is  right.  You  should  give  them  your 
continued  support  if  their  record  justifies  it,  and  you 
should  withhold  your  support  if  their  record  does  not 
justify  it. 

All  of  this  is  based  upon  knowledge  and  you  must 
be  at  pains  to  inform  yourself.    Interview  your  fellow 


business  men.  Inform  yourself  and  use  your  influence 
to  select  the  right  sort  of  representatives.  They  make 
the  laws  under  which  you  live  and  do  business. 

I  have  endeavored  to  tell  something  of  the  pur- 
poses, methods,  powers  and  results  of  unionism.  Is 
it  safe  to  deal  with  unionism  which  seeks  to  rule  or 
ruin?  In  closing,  I  urge  you  to  come  to  a  realizing 
sense  of  the  grave  problems  involved  in  unionism,  to 
do  what  you  can,  to  see  that  others  appreciate  what 
is  involved  in  the  union  movement ;  to  interest  your- 
selves in  politics  and  public  questions,  to  the  end  that 
the  best  men  are  selected  and  supported  for  political 
preferment ;  and  to  do  all  that  you  can  in  these  and 
other  ways  to  build  up  the  moral  stamina  of  the  people 
and  see  that  the  law  is  respected. 


Surface  Treatments  on  Macadam  Roads 

Past  Trouble  Due  to  Attempts  to  Salvage  Pavements  That  Are 
Too   Far   Gone   or   That   are  Subject   to  Too  Heavy  Traffic 

  By  Philip  P.  Sharpies*   —  


MUCH  of  the  dissatisfaction  with  surface  treat- 
ments on  macadam  roads  has  arisen  not 
through  any  fault  of  the  system  but  on  ac- 
count of  the  attempt  to  salvage  pavements 
that  have  gone  so  far  that  they  could  not  be  retrieved 
by  so  simple  a  method,  or  where  they  were  subjected 
to  traffic  that  called  for  a  heavier  duty  type  of  pave- 
ment. It  was  the  engineer's  judgment  that  was  at 
fault,  not  the  method. 

The  choice  of  the  bitumen  too  has  often  been  nt 
fault.  Dust  laying  oils  and  raw  tars  have  been  con- 
fused with  the  more  permanent  refined  tars  and  as- 
phalts which  alone  will  be  considered  here.  Dust  lay- 
ers simply  weight  the  dust  particles  and  prevent  their 
blowing  about.  The  heavier  bitumens  prevent  dust 
by  binding  and  protecting  the  road  surface,  either  by 
penetration  into  the  road  crust  or  by  forming  pro- 
tective mats  of  bitumen  and  stone  upon  the  surface. 

.Many  of  the  old  macadam  pavements  have  worn 
thin  or  have  ground  up  internally  under  traffic  weights 
that  they  were  not  designed  to  carry.  Obviously  in 
theory  but  seldom  in  practice,  these  old  road  crusts 
should  be  strengthened  and  drainage  errors  corrected 
before  successful  surface  treatments  can  be  expected. 
With  soft  rocks  it  may  even  be  necessary  to  strengthen 
the  crust  by  employing  some  of  the  modified  penetra- 
tion methods,  using  the  thinner  tar  or  cut-back  as- 
phalts applied  cold. 

Surface  Treatments  for  New  Macadam 

Where  new  macadam  is  built,  it  should  be  so  con- 
structed that  surface  treatments  can  be  successfully 
applied  soon  after  or  even  before  the  road  is  opened 
to  traffic.  The  old  tenets  of  good  macadam  construc- 
tion are  too  well  understood  to  dwell  upon  here.  Suf- 
fice it  to  say  that  drainage  and  foundations  should  be 
good,  that  the  design  should  be  built  of  good  mater- 
ials, properly  rolled  and  properly  filled  and  bonded. 

The  surface  must  be  given  particular  study.  It 
must  be  remembered  that  the  final  surface  produced  is 
a  bituminous  surface.  The  contour  should  be  there- 
fore not  that  of  a  macadam  road  but  that  of  a  bitu- 

*Manager  'General  Tarvia  Department,  the  Barrett  Co.,  before  Am- 
erican Road  Builders'  Association. 


minous  road.  A  camber  of  l/±  to  M-in.  is  plenty.  A 
greater  crown  than  this  makes  a  slippery  road. 

The  material  for  the  surface  course  should  be  care- 
fully chosen.  The  stone  should  be  as  large  as  can  be 
made  to  bond  in  place.  For  a  soft  stone  sizes  grading 
from  3  in.  down  to  1%  in-  are  not  too  large.  With 
trap  rocks  and  hard  stone,  %-in.  to  2-in.  may  not  be 
too  small,  if  the  pieces  of  different  sizes  are  well 
graded. 

The  kind  and  amount  of  bonding  material  are  of 
great  importance.  Usually  stone  chips  and  stone  dust 
of  the  same  material  as  the  stone  used  give  the  best 
results,  but  with  soft  limestones  a  graded  clean  gravel 
from  Va  in.  down  to  l/%  in.  often  gives  superior  results 
if  intelligently  used.  The  aim  should  be  to  thoroughly 
fill  the  voids  in  the  stone  by  flushing  in  the  filler  with 
alternate  watering  and  rolling  until  the  surface  is 
solid. 

Extreme  care  should  be  observed  to  leave  no  layer 
or  cake  of  screenings  on  top  of  the  stone  composing 
the  surface.  If  any  such  layer  remains  it  is  often  im- 
possible to  surface  treat  the  road  successfully.  Clay 
and  materials  that  produce  slime  should  be  religiously 
avoided  in  the  top  course  as  they  form  emulsions  with 
bitumens  and  the  coating  sloughs  off. 

Aging  of  the  Macadam 

The  aging  of  the  macadam  before  it  received  the 
bituminous  treatment  has  of  late  years  been  the  sub- 
ject of  much  study  With  the  heavy  mat  coats,  it  is 
important  that  the  macadam  be  thoroughly  set  up  by 
aging  before  the  application  is  made.  The  cementing 
value  of  the  soils  used,  the  traffic  and  moisture  con- 
ditions, are  factors  in  the  setting  up  process.  Usually, 
six  weeks  to  two  months  in  the  spring  and  summer 
are  sufficient.  Pavements  finished  in  the  fall  may  be 
carried  through  the  winter  by  using  calcium  chloride, 
and  then  the  bituminous  treatment  given  as  early  as 
practicable  in  the  spring. 

If  cut-back  bitumens,  applied  cold,  are  used,  it  has 
been  found  possible  to  greatly  shorten  the  aging  be- 
fore the  application,  and  even  if  care  is  used,  to  apply 
the  bitumens  on  completion  of  the  road.  With  soft 
rocks  and  rocks  of  low  cementing  value,  new  possi- 


THE  CONTRACT  RECORD 


April  14,  1920 


bilities  are  indicated  by  these  methods  of  early  pro- 
tection against  automobile  traffic.  The  refined  tars 
applied  cold  have  given  particularly  satisfactory  re- 
sults in  this  field  and  even  where  subsequent  treat- 
ments have  been  made  with  asphalts,  the  first  use  of 
tar  applied  cold  has  been  found  advantageous. 

Whether  a  macadam  road  is  old  or  new  it  must  be 
very  thoroughly  cleaned  before  surface  treatments  are 
applied.  Brooming  with  steel  wire  rotary  brooms  fol- 
lowed by  local  hand  work  is  good  practice  and  care 
must  be  taken  to  clean  the  pavement  down  to  clean 
stone.  Caked  material  or  dust  on  the  surface  prevents 
the  bitumen  from  penetrating  and  from  bonding  onto 
the  stone.  Hot  blanket  coats  require  particularly  thor- 
ough cleaning  of  the  road.  Sometimes  a  priming  coal 
of  cut  back  bitumen  applied  cold  helps  in  forming  a 
bond. 

The  choice  of  one  bituminous  material  that  can  be 
used  to  solve  all  the  surface  treatment  problems  that 
arise  is  a  manifest  impossibility.  The  kind  and  grade 
of  bitumen  must  be  varied  to  suit  the  kind  and  the 
size  of  stone  used  in  the  road  crust,  the  expected  vol- 
ume and  character  of  traffic,  and  its  distribution 
through  the  seasons  and  the  climatic  conditions,  and 
in  the  face  of  all  these  variants,  a  choice  of  material 
and  method  is  more  often  controlled  by  the  funds 
available.  It  pays  to  make  a  close  study  of  local  con- 
ditions and  to  get  the  benefit  of  the  combined  experi- 
ence in  any  locality. 

Amount  and  Kind  of  Cover  for  the  Bitumen 

This  subject  offers  just  as  interesting  a  field  for 
study  as  the  bituminous  materials  themselves.  The 
choice  is  often  limited  to  what  is  available  locally,  but 
given  a  variety  to  choose  from,  little  chance  of  mis- 
take is  made  in  choosing  the  hardest  material  possible 
and  in  using  the  largest  sized  particles  that  will  be 
held  on  the  road  by  the  bitumen.  The  amount  used 
should  be  the  least  possible  to  protect  the  surface  from 
picking  up  under  traffic.  It  is  better  to  add  more  sub- 
sequently than  to  use  too  much  at  first.  A  big  excess 
wastes  bitumen  and  may  even  destroy  the  cdating  by 
furnishing  mineral  aggregate  in  excess  of  the  'bind- 
ing power  of  the  bitumen. 

Treatments  of  hot  bitumens  to  be  successful  require 
good  hard  cover  of  the  correct  size.    Unless  this  is 
used  rolling  and  rutting  are  almost  sure  to  occur. ' 
Stone  as  large  as  %  in.  to  1^4  i'1-  may  sometimes  be 
used  to  advantage. 

As  the  cover  and  its  application  form  a  consider- 
able part  of  the  expense  of  surface  treatment  the  econ- 
omic cost  factors  should  be  thoroughly  studied.  Some 
bitumens  require  much  more  cover  than  others  and 
some  require  more  expensive  cover.  As  this  extra 
cost  may  be  in  part  offset  by  greater  durability,  the 
problem  should  be  viewed  from  every  angle. 

Re-treatments 

Re-treatments  call  for  special  study  as  the  condi- 
tions are  essentially  different  from  the  first  treatment. 
Usually  little  sweeping  is  required  and  the  patching  is 
a  much  easier  matter  or  may  even  be  deferred  until 
after  the  treatment  is  applied.  As  a  rule  the  quantity 
of  bitumen  required  for  re-treatment  is  much  less  than 
for  the  original  treatment.  The  road  is  already  satur- 
ated with  bitumen  and  a  renewal  and  enlivening  of 
the  surface  is  generally  all  that  is  required.  A  ma- 
cadam which  absorbed  Yi  gal.  originally  can  usually 
be  re-treated  with  gal-  In  subsequent  treatments 
the  amount  may  be  still  further  reduced  to  advantage. 


Thickening  of  the  mat  is  in  most  cases  to  be  avoided, 
as  it  leads  to  rolling  and  rutting  of  the  surface.  Some- 
times the  same  end  can  be  gained  by  using  a  thinner 
bituminous  material  applied  very  sparingly. 

The  care  and  maintenance  of  surface  coatings  re- 
quires careful  thought  to  make  it  economical  and  ef- 
fective. No  surface  treatment  should  ever  be  applied 
unless  provision  is  made  for  taking  care  of  the  sur- 
face. The  introduction  of  cold  patching  materials  has 
made  the  care  of  surface  treatments  much  easier. 
Much  is  gained  by  patching  breaks  and  abrasions  as 
soon  as  apparent.  For  this  reason  patrol  maintenance 
is  particularly  effective  in  taking  care  of  surface  treat- 
ments. Equally  good  results  may  however  be  ob- 
tained by  gang  maintenance  with  automobile  equip- 
ment provided  recurrent,  trips  are  frequent. 

Surface  Treatment  of  Gravel  Roads 

Surface  treatment  of  gravel  roads  with  anything 
more  than  dust  layers  may  be  said  to  be  more  or  less 
in  the  experimental  state.  The  distinct  successes  mea- 
sured in  permanence  to  date  have  been  on  gravel  roads 
that  to  all  intents  and  purposes  were  macadam  roads. 
In  discussing  the  question,  the  term  gravel  must  be 
distinctly  defined.  The  term  is  applied  to  a  great 
variety  of  materials  of  differing  sizes  and  mineral  con- 
tent. 

In  addition  to  variations  in  the  material,  gravel 
roads  are  built  under  widely  varying  specifications. 
No  lasting  surface  treatments  on  a  gravel  road  are  pos- 
sible unless  the  road  as  constructed  is  capable  of  sus- 
taining the  traffic  that  goes  upon  it.  A  surface  treat- 
ment cannot  supply  drainage,  a  foundation,  a  base,  or 
a  thick  bituminous  wearing  course.  All  that  can  be 
expected  of  it  is  to  supply  a  protective  coating  that 
will  conserve  the  surface  from  the  abrasion  of  auto- 
mobile traffic.  Whether  this  coating  is  lasting  or  not 
depends  wholly  on  the  sustaining  power  of  the  struc- 
ture. 

Even  if  they  are  not  lasting  these  treatments  may 
be  economically  justified.  Gravel  roads  in  the  north- 
ern states  when  well  built  and  properly  maintained  are 
never  out  of  condition  more  than  one  month  of  the 
year,  and  that  is  in  the  spring  when  heavy  hauling  of 
any  kind  is  usually  out  of  the  question  in  these  dis- 
tricts. The  lumber  hauling  is  done  on  the  snow  and 
the  crops  are  moved  in  the  fall  when  the  gravel  road 
is  at  its  best.  The  better  road  is  hardly  justified  econ- 
omically in  many  situations  and  yet  something  must 
be  done  to  hold  these  roads  against  automobile  traffic. 

The  untreated  gravel  roads  of  the  glaciated  states, 
are  of  great  economic  importance  since  they  may  be 
built  at  a  comparatively  low  cost  and  will  sustain  light 
traffic  successfully.  Traffic  censuses  on  roads  of  this 
class  show  that  they  will  take  care  of  about  200  auto- 
mobiles per  day  with  the  ordinary  gravel  maintenance 
methods  of  dragging  and  patrol.  Beyond  this  traffic 
the  surface  becomes  loose  and  the  disintegration  of 
the  surface  becomes'  serious.  Dust  laying  oils  alleviate 
the  dust  nuisance,  but  the  oil  destroys  the  natural 
bond  of  the  gravel  and  causes  much  potholing. 

Will  Carry  3000  Vehicles  Per  Day  ' 

In  Maine  and  New  Hampshire  a  system  has  been 
worked  out  using  cold  refined  tars  that  enable  these 
roads  to  carry  2,000  to  3,000  automobiles  per  dav 
through  the  summer  season.  For  the  winter  and 
spring  the  road  crusts  may  break  up,  but  as  the  traffic 
on  these  roads  at  that  time  is  extremely  light,  and  not 
of  a  heavy  loaded  type,  it  militates  little  against  the 
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success  of  this  type  of  road  and  the  surface  treat- 
ment. 

For  the  first  treatment  the  road  is  dragged  into 
good  condition  in  the  spring,  with  addition  of  new 
gravel  if  necessary.  Application  of  sufficient  gravel 
to  amount  to  more  than  2  in.  should  be  made  in  the 
fall.  After  the  road  has  dried  out  and  hardened  under 
traffic,  it  is  swept  with  horse  brooms  and  the  first  ap- 
plication of  cold  refined  tar  applied.  This  is  allowed 
to  soak  in  without  cover.  A  second  treatment  is  then 
given.  This  is  left  without  cover  for  4  to  6  hours  of 
sunshine  and  then  if  any  liquid  remains  on  top,  enough 
cover  is  used  to  blot  up  the  excess. 

Patrol  maintenance  is  given  these  roads  and  is 
necessary  to  economically  maintain  them.  All  bank 
gravels  run  uneven,  so  that  dust  pockets  exist  in 
these  roads  which  sooner  or  later  break  out.  The 
breaks  are  easily  repaired  with  tar  and  gravel,  if  at- 
tended to  immediately,  but  if  neglected  spread  and 
threaten  the  whole  road. 

The  roads  may  or  may  not  break  up  in  the  winter, 
depending  on  the  road  and  the  weather.  After  hard 
winters  such  as  1917-18  they  do  not  break.  After 
open  winters  like  1918-19  the  road  usually  breaks 
when  the  frost  is  coming  out  of  the  ground.  In  case 
the  road  does  not  break,  it  is  repaired  and  re-treated 
like  a  macadam  road.  In  case  the  road  breaks,  it  is 
shaped  up  and  dragged  back  into  condition  like  an 
ordinary  gravel  road.  In  either  case,  a  single  re-treat- 
ment of  %  gal.  per  square  yard  is  usually  sufficient  to 
put  the  road  in  good  shape  for  the  season's  traffic. 

If  the  road  goes  through  several  seasons  without 
breaking  up,  it  is  usually  necessary  to  break  it  artific- 
ially as  the  road  through  frost  action  and  heavy  traffic 
gradually  loses  its  shape.  A  road  roller  with  spikes 
in  the  wheels,  a  steam  scarifier  and  a  harrow  are  effec- 
tive tools  on  this  work.  After  the  road  is  re-shaped 
it  is  re-treated  and  maintained  as  before.  However, 
as  the  gravel  is  stuck  together  in  lumps,  the  road  acts 
more  like  a  macadam  and  will  go  a  much  longer  per- 
iod before  it  requires  breaking  a  second  time. 


Schedule  of  Engineering  Fees 


THE  accompanying  abstracts  from  various  pro- 
posed  schedules  of  fees  for  engineering  ser- 
vices are  of  considerable  interest.    They  were 
compiled  by  Baar  &  Cunningham,  engineers, 
Portland,  Ore.,  and  published  in  the  "Architect  and 
Engineer." 

American  Institute  of  Consulting  Engineers — A 
per  diem  rate  of  from  $100  per  day  upward  is  propos- 
ed. On  a  percentage  basis  \l/z  to  3  per  cent,  is  allow- 
ed for  preliminary  surveys,  studies  and  reports.  For 
preliminary  surveys,  etc.,  with  the  addition  of  detailed 
plans  and  specifications,  2y2  to  5^  per  cent.  For  pre- 
liminary work,  plans  and  specifications,  and  general 
supervision  during  construction,  4  to  5  per  cent.,  or 
higher  on  small  jobs.  For  full  professional  services, 
including  detailed  inspection  and  management,  6  to 
10  per  cent,  or  more. 

The  Pacific  Association  of 'Consulting  Engineers — 
The  minimum  per  diem  rate  of  this  association  is  $50 
per  day.  The  percentage  fee  for  preliminary  studies, 
working  drawings,  specifications  and  contracts  and 
general  direction  of  the  work  is  fixed  at  a  5  per  cent, 
minimum.  No  suggestion  is  made  for  full  profession- 
al services,  including  inspection. 


Civil  Engineers'  Society  of  St.  Paul — A  percentage 
fee  for  a  preliminary  report  with  general  plan  and  esti- 
mate of  cost  is  fixed  at  $4  per  cent.  For  complete 
plans  and  specifications,  including  preliminary  report 
and  survey,  but  exclusive  of  soundings  and  borings, 
the  fee  is  fixed  at  2>y2  per  cent,  for  work  costing  less 
than  $10,000;  3  per  cent,  for  work  costing  less  than 
$50,000.  For  consulting  superintendence,  the  charge 
is  2y2  per  cent,  of  the  cost  of  the  work.  This  does  not 
include  inspection. 

Mahoning  Valley  Ohio  Engineers — The  per  diem 
rate  is  $25  per  day.  Per  diem  rates  are  also  fixed  for 
the  services  of  assistants  of  various  classes  On  a 
percentage  basis  for  sewer  work,  including  engineer- 
ing and  supervision,  8  per  cent,  is  charged  for  the 
first  $15,000,  and  7y2  per  cent,  for  the  second  $15,000 
of  the  estimate.  For  paving  work,  7  per  cent,  is  charg- 
ed for  the  first  $15,000,  and  6y2  per  cent,  for  the  second 
$15,000.  The  client  is  to  pay  for  one  inspector  on 
percentage  work.  It  would  appear  that  the  intention 
is  that  these  fees  ore  to  cover  simply  general  supervi- 
sion, but  not  inspection. 

Iowa  Engineering  Society — The  per  diem  rate  is 
fixed  at  $15  to  $25  per  day.  The  percentage  rate  for 
preliminary  services  is  iy2  per  cent  for  these  services 
and  in  addition  the  preparation  of  drawings,  specifica- 
tions and  contracts,  and  letting  the  contract,  2y>  per 
cent.  For  all  preliminary  services,  and  also  consult- 
ing supervision  of  the  work,  5  per  cent.  For  full  res- 
ponsibility, including  inspection  and  all  engineering 
services,  6  per  cent. 

Edmund  T.  Perkins,  Paper  Before  the  Illinois  So- 
ciety of  Engineers — -This  is  an  elaborate  schedule, 
and  proposes  a  sliding  scale  for  charges  on  work  of 
varying  magnitude  The  fee  for  full  professional  ser- 
vices, including  uiperintendence,  varies  from  \2y-z 
per  cent,  for  jobs  of  less  than  $5,000,  to  4.2  per  cent, 
for  jobs  of  over  $500,000.  These  percentages  do  not, 
howc.  er,  include  inspection.  The  statement  is  made 
that,  "A  schedule  rate  for  superintendence  applies 
when  the  engineer  who  has  designed  and  planned  the 
work,  or  his  assistant,  superintends  construction.  All 
other  employees  than  such  assistant  or  assistants  are 
to  be  paid  by  the  owner." 

Connecticut  Society  of  Civil  Engineers — The  per- 
centage fee  for  preliminary  conferences,  estimates, 
and  reports  is  from  1  to  \l/2  per  cent.  For  these  ser- 
vices and  plans  and  specifications,  2l/2  to  5  per  cent. 
For  all  preliminary  services  and  general  supervision 
of  construction,  from  4  to  8  per  cent.  For  full  profes- 
sional services.,  including  inspection,  from  6  to  12  per 
cent. 


The  village  of  Port  Dalhousie,  Ont..  is  making  a 
move  to  get  a  waterworks  system,  and  it  is  likely  the 
supply  will  come  from  St.  Catharines.  When  the 
big  pipe  line  from  Lake  Erie  to  Lake  Ontario  is  fin- 
ished, work  on  which  is  to  be  commenced  this  spring, 
all  places  along  the  Welland  Canal  will  get  their  sup- 
ply from  Lake  Erie.  The  digging  of  the  new  Wel- 
land ship  canal  is  destroying  their  source  of  supply, 
and  the  government  is  building  the  pipe  line,  which 
will  cost  several  million  dollars. 


There  has  been  delay  in  two  of  the  provinces 
in  adopting  the  federal  housing  grants,  but  it  is  ex- 
pected that  legislation  will  be  adopted  in  these  short- 
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Canada's  Contractors— C.  R.  Holmes 


For  our  "Canada's  Contractors"  section  this  week  we 
have  selected  Mr.  Chas.  R.  Holmes,  president  of  Fred. 
Holmes  Sons,  Limited,  general  contractors,  of  Toron- 
to. The  firm,  of  which  the  subject  of  our  sketch  is 
now  the  head,  was  established  a  great  many  years  ago 
by  Mr.  Fred.  Holmes,  Sr.,  and  carried  out  many  of  the 
outstanding  pieces  of  construction  work  in  Toronto. 
Mr.  C.  R.  Holmes  started  in  the  general  contracting 
business  in  1902,  with  his  father,  Fred.  Holmes, 
Sr.,  becoming  a  member  of  the  firm  in  1907. 
Upon  the  re-organization  of  the  firm  as  a  lim- 
ited liability  company  in  1910,  he  was  elected  secretary- 
treasurer.  The  firm  at  that  time  became  known  as 
Fred.  Holmes  and  Sons,  Limited.  On  the  death  of 
Mr.  Fred.  Holmes,  Sr.,  in  1916,  Mr.  C.  R.  Holmes 
became  president.  He  enlisted  in  1916,  going  overseas 
in  March,  1917,  serving  as  lieutenant  in  the  2nd  in- 
fantry battalion  in  France,  Belgium  and  Germany.  In 
the  meantime  the  firm  suspended  operations,  as  all 
its  active  members  were  overseas.  On  Mr.  Holmes' 
return  to  Toronto  in  May,  1919,  a  renewal  of  the  firm's 
charter  was  applied  for  and  business  was  resumed. 
The  company  have  many  important  buildings  in  To- 
ronto to  their  credit,  including  the  grand  stand  at  the 
Canadian  National  Exhibition;  the  Canadian  General 
Electric  Company's  office  building,  corner  of  Simcoe 
and  King  streets,  Toronto;  the  north  wing  of  the 
library  of  the  Provincial  Parliament  Buildings,  To- 
ronto; the  residence  of  the  Lieutenant-Governor  of 


Ontario,  Chorley  Park,  Toronto;  Shea's  Theatre  and 
Shea's  Hippodrome,  Toronto.    Mr.  C.  R.  Holmes  has 


Mr.  Chas.  R.  Holmes 

associated  with  him  in  the  business  his  brother,  Mr. 
Fred.  Holmes,  Jr. 


Committee,  Na- 
the  Engineering 


National  Safety  Council  Meeting  to  Consider 
Relation  Between  Safety  and  Engineering 

A NUMBER  of  the  engineers  who  are  foremost 
in  accident  prevention  work  and  in  engineer- 
ing education  are  on  the  program  of  the  first 
spring  meeting  of  the  Engineering  Section, 
National  Safety  Council,  to  be  held  in  the  Engineer- 
ing Societies  Building  in  New  York  City  on  April  27. 
The  relation  between  safety  and  engineering  and  the 
engineer's  place  in  the  modern  industrial  world  will 
constitute  the  motif  of  the  entire  program.  C  P. 
Tolman,  Chairman,  Manufacturing 
tional  Lead  Co.,  and  Chairman  of 
Section  will  preside 

The  detailed  program  follows. 
The  Relation  of  Safety  to  Engineering  Efficiency 
— L.  A.  UeBlois,  Manager,  Safety  Section,  E.  I.  du 
Pont  de  Nemours  &  Co.,  Wilmington,  Del. 

Safety  Instruction  in  Engineering  Colleges — "The 
University  of  Illinois  Plan" — Paper  by  B.  W.  Benedict. 

How  to  Interest  Student  Engineers  in  Safety — 
Professor  G.  S.  Blessing,  Department  of  Engineering, 
Swarthmore  College,  Swarthmore,  Pa. 

Afternoon  Session 

General  Subject:  Safety  Standards. 

The  Movement  for  Uniform  Safety  Standards  and 
the  Engineering  Section's  Part — David  S  Beyer,  Vice- 
President  and  Chief  Engineer,  Libertv  Mutual  In- 
surance Cm.,  Boston,  Mass. 

Proposed  Standards  for  Guarding  of  Belts,  Gears, 
and  Other  Power  Transmission. 


Evening  Dinner 

Subject :  The  Engineer's  Place  in  the  Modern  In- 
dustrial World. 


Guniting  Deteriorated  Wood  Piles 

IN  a  railroad  trestle  extending  beyond  shore  line 
.  the  four-pile  wooden  bents  were  considerably  de- 
teriorated below  the  high  water  line  and  have 
recently  been  reinforced  and  protected  by  cement 
mortar  applied  by  the  gunite  process.    The  method  is 
described  in  "Public  Works." 

A  mixing  machine,  cement  gun,  and  supply  of 
sand  and  cement  were  installed  on  a  flat  car  followed 
by  another  flat  car  equipped  with  motor  driven  air 
compressor,  pressure  tank  and  fresh  water  reservoir. 
The  gunite  was  applied  in  a  thickness  of  about  1/16 
inch  to  8  inches  dependent  on  the  condition  of  the 
piles,  and  wherever  large  holes  had  been  eaten  by 
marine  borers  they  were  covered  by  wire  netting  and 
the  piling  was  brought  up  to  normal  size  and  in.  all 
cases  was  protected  up  to  above  high  .water  level. 
Short  piles  were  treated  at  the  rate  of  almost  one 
pile  per  minute  and  after  7  days  it  was  difficult  to 
break  the  gunite  even  in  the  thinnest  places  with 
continuous  pounding.  The  work  was  executed  by  a 
gang  consisting  of  1  man  that  handled  the  sand  and 
operated  the  motor,  another  that  handled  the  cement 
gun  and  served  as  conductor  of  the  train,  two  men  to 
feed  sand  and  cement  to  the  mixer,  one  man  deliver- 
in-  the  mixture  to  the  gun  and  one  man  to  operate 
the  gun,  besides  a  machine  tender  and  a  helper,  and 
three  men  to  handle  the  hose  and  nozzle. 
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Hints  for  the  Contractor 

That  May  Save  Him  Time  and  Money — We  Will  Pay  for  All  Accepted  Items — 

Send  One  In 


Transformer  Oil  Proves  Cheap  and  Effective 
Anti-Freeze  in  Motor  Gar  Radiator 

By  F.  Keith  D'Alton 

CONTRACTORS  who  use  motor  cars  or  trucks 
either  for  personal  use  or  for  haulage  purposes 
are  frequently  obliged  to  tie  them  up  during 
the  winter  unless  some  effective  nan-freeze 
liquid  is  used  in  the  radiator  of  the  engine.  Many  of 
the  commercial  preparations  are  expensive  and  some 
of  them  injurious;  others,  again,  do  not  prove  econo- 
mical on  account  of  their  rapid  evaporating  proper- 
ties. The  writer  has  been  making  some  experiments 
with  transformer  oil  and  here  records  his  experience 
for  the  benefit  of  those  interested: 

Transformer  oil  is  the  cooling  and  insulating  fluid 
used  in  electrical  transformers.  It  is  a  mineral  oil  ob- 
tained from  crude  petroleum  and  is  supplied  in  two 
grades,  namely,  light  and  medium,  the  light  oil  only 
being  considered  in  this-  report. 

The  specifications  for  oil  for  transformers  state 
that  the  liquid  must  have  the  following  characteris- 
tics: 

(a)  Low  viscosity. 

(b)  High  boiling  and  flash  points. 

(c)  Freedom  from  moisture,  sediment  and  im- 
'  purities. 

(d)  Chemical    stability    under    local    high  tem- 

peratures. 

(e)  Chemical  neutrality  towards  metals  and  in- 

sulating materials. 

In  addition  to  meeting  the  above  specifications 
and  a  few  additional  requirements  in  the  matter  of 
electrical  insulating  properties,  transformer  oil  has  a 
heat  capacity  of  about  half  that  of  water  and  will  not 
expand  at  low  temperatures. 

When  used  as  a  cooling  medium  for  the  engine 
of  a  motor  car  during  cold  weather  this  oil  gives  very 
good  satisfaction.  It  circulates  nearly  as  freely  as 
water,  and  although  its  heat  capacity  is  lower  the 
supply  of  cold  air  which  is  available,  will  fully  com- 
pensate and  the  engine  can  be  kept  at  normal  tem- 
peratures while  running. 

A  thermometer  on  the  radiator  cap  is  practically 
a  necessity  as  an  indicator  of  the  amount  of  covering 
which  the  radiator  requires.. 

When  the  car  is  allowed  to  stand  for  some  time 
in  cold  weather  this  oil  may  commence  to  congeal. 
It  does  not  freeze  in  the.  ordinary  sense  of  the  word. 
At  temperatures  of  zero  (Fahrenheit)  and  below,  it 
thickens,  but  will  not  burst  the  radiator  or  engine 
water  jacket.  If  the  oil  becomes  quite  thick  it  will 
not  circulate  freely  on  again  starting  the  engine. 
This  feature,  however,  does  not  cause  any  great  diffi- 
culty unless  the  motorist  should  completely  uncover 
his  radiator  and  immediately  proceed  along  the  road 
into  the  wind.  In  this  case,  of  course,  the  oil  in  the 
radiator  is  not  given  any  opportunity  to  warm  up 
and  it  will  continue  to  block  circulation.  The  remedy 
is  simply  to  run  the  engine  for  a  few  minutes  before 
uncovering  the  radiator;  once  circulation  commences 


there  will  not  be  any  further  trouble  until  the  car 
has  again  been  standing  for  some  time. 

The  boiling-  point  of  the  oil  is  in  the  neighborhood 
of  300  °  F.,  and  its  flash  point  is  about  430  °.  There- 
fore, it  will  be  realized  that  evaporation  at  ordinary 
running  temperatures  (170°  F.)  is  very  slow,  and 
that  there  is  no  danger  of  fire  from  the  oil. 

The  oil  supplied  for  transformers  is  required  to  be 
free  from  moisture,  sediment  and  impurities  and  to  be 
chemically  stable  at  the  local  high  temperatures  of  a 
transformer  which  are  about  the  same  as  the  maxi- 
mum temperatures  that  occur  in  an  automobile  en- 
gine. Although  some  of  these  characteristics  are  re- 
quired for  electrical  purposes,  they  are  obviously  good 
qualities  in  a  cooling  medium  as  fhey  eliminate  the 
danger  of  clogging  the  passages  of  the  radiator  with 
solid  matter  which  may  at  first  exist,  or  later  be  form- 
ed, in  the  oil . 

The  chemical  neutrality  toward  metals  and  insu- 
lating materials  is  one  of  the  best  qualities  which  the 
oil  possesses.  It  insures  that  there  will  be  no  injury 
(corrosion  or  dissolving)  to  the  metal  of  engine  or 
radiator  or  to  the  fabric  in  the  gaskets  or  connecting 
hose. 

Oil  usually  softens  rubber,  but  a  test  which  lasted 
through  the  recent  winter  has  shown  that  the  effect 
on  the  rubber  in  the  hose  is  very  slight  and  does  not 
necessitate  replacing  either  of  the  connecting  pieces 
of  hose. 

Transformer  oil  appears  to  be  a  very  good  cooling 
medium  for  use  in  cold  weather.  Its  characteristics 
seem  to  excel  those  of  any  of  the  commonly  used 
anti-freeze  mixtures;  for,  in  that  there  is  absolutely 
no  danger  from  freezing  nor  appreciable  loss  due  to 
evaporation  it  is  ideal. 

There  are,  however,  two  features  which  are  not 
altogether  in  favor  of  the  use  of  transformer  oil  in 
cooling  systems.  Firstly,  having  a  very  low  temper- 
ature co-efficient  of  expansion,  it  cannot  be  used  in 
any  thermal  siphon  system,  but  requires  a  pump  to 
effect  good  circulation,  and  secondly,  where  leaks  in 
the  cooling  system  have  been  stopped  by  rust  or  other 
chemical  compounds,  the  oil  may  remove  these  and 
leak  out.  This  not  only  causes  loss  of  oil,  but 
may  allow  the  oil  to  spread  over  the  surface  of  the 
engine,  where,  due  to  heat  and  exposure'  to  air,  it 
turns  into  a  thin  white  smoke  which  comes  up  into 
the  car  and  may  be  objectionable  to  passengers  while 
the  car  is  standing  after  a  run.  While  running,  how- 
ever, there  is  no  trouble  from  this  source  as  the  smoke 
is  carried  under  the  car  by  the  passing  air. 

The  cost  of  transformer  oil  is  in  the  neighborhood 
of  65  cents  per  gallon. 


The  Maisonneuve  Park  Commission,  Montreal, 
have  accepted  the  tender  of  the  Maisonneuve  Quarry 
Limited,  for  crushing  and  extracting  stone  from  Mais- 
onneuve Park  for  a  term  of  five  years  at  $1.15  per  ton. 
The  contractor  undertakes  to  excavate  and  crush  a 
hundred  thousand  tons  of  stone  each  year. 
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Night  Road  Work  Successful  with  Artificial 

Light 

CARBIDE  lights  set  on  posts  4  ft,  high  spaced 
about  100  ft.  apart,  enabled  night  construction 
at  reduced  cost  on  the  Hancock-Dollar  Bay 
highway  in  northern  Michigan,  Construction 
began  July  23  and  as,  after  Aug.  1  in  this  latitude,  night 
frosts  are  frequent  and  the  warm  hours  during  the 
day  when  tarring  is  possible  are  few,  it  was  deter- 
mined to  employ  night  shifts  so  as  to  complete  the 
work  before  cold  weather.  The  shifts  arranged  were 
4  a.m.  to  1  p.m.,  1  p.m.  to  10  p.m.  and  10  p.m.  to  4 
a.m.  There  was  darkness  only  during  the  night  shift 
and  then  for  only  four  hours  when  artificial  lighting 
was  necessary.  The  construction  was  penetration 
macadam,  15  ft.  wide  in  a  3-in.  excavation  on  a  24-ft. 
roadbed.  The  night  shift  was  employed  exclusively 
in  handling  stone  by  motor  truck  and  spreading  it, 
and  the  force  consisted  of  three  trucks  and  drivers 
and  one  man  helping  to  dump  and  spreading.  The 
trucks  averaged  about  seven  loads  each  per  shift 
with  a  four-mile  haul.  The  carbide  lights  arranged  as 
stated  were  moved  along  as  the  stone  laying  progress- 
ed. There  was  no  traffic  to  interrupt,  and  T.  A.  Coon, 
engineer,  Houghton  County,  states  that  the  efficiency 
of  the  men  on  the  night  shift  was  greater  and  the 
unit  cost  less  than  with  daylight  work.  So  successful 
was  the  night  work  that  it  will  be  employed  during 
1920  wherever  the  occasion  arises. 


"  Hydro"  Using  McDiarmid  Rail  Clamp 

The  Ontario  Hydro  Commission  recently  placed  an 
order  for  200  rail  clamps,  as  illustrated,  with  the  Mc- 
Diarmid Positive  Rail  Company.  The  McDiarmid  Rail 
Clamp  is  claimed  to  be  a  decided  improvement  over 
the  old  style  clamp  It  is  made  of  best  cast  steel,  with 


The  McDiarmid  Rail  Clamp 

a  tool  steel  grip  which  bites  the  rail  and  positively 
cannot  slip.  This  clamp  takes  up  less  rail  space  than 
any  other  clamp  on  the  market,  has  no  useless  toggle, 
is  extremely  strong,  though  not  cumbersome,  is  easily 
handled  and  quickly  adjusted.  The  McDiarmid  clamp 
will  fit  any  rail.  It  is  used  chiefly  for  clamping  steam 
shovels,  wrecking  and  hoisting  machinery. 


Soft  Goal  Storage 

PREVENTION  of  spontaneous  combustion  and 
deterioration  of  bituminous  coal  stored  in  large 
piles  may  be  effected,  to  a  large  degree,  by 
observing  the  following  precautions  which  are 
made  in  accordance  with  the  conclusions  drawn  from 
official  tests  made  by  the  United  States  Bureau  of 
Mines : 


Piles  not  to  be  over  12  feet  deep,  and  no  part  of 
the  interior  to  be  over  10  feet  from  the  surface. 

Store  only  screened  lump  coal — if  possible. 

Keep  out  dust  as  much  as  possible,  and  to  do  this 
avoid  handling. 

Have  lump. and  fine  evenly  distributed.  Do  not 
let  lumps  roll  to  the  bottom  and  form  air  passages. 

Rehandle  the  screenings  after  two  months,  if  pos- 
sible. 

Store  away  from  any  sources  of  even  moderate 
heat,  and  well  away  from  the  main  buildings  of  the 
plant ;  never  against  a  frame  building. 

Allow  six  weeks  seasoning  after  mining  before 
putting  into  storage  piles. 

Avoid  alternate  wetting  and  drying. 

Avoid  admission  of  air  to  the  interior  of  the  pile 
through  interstices  around  timbers,  irregular  brick 
work  or  a  porous  bottom  such  as  coarse  cinders. 

.  If  wet  coal  is  received,  dump  in  small  piles  around 
the  edges,  where  air  can  get  to  it  freely  to  carry 
away  moisture,  and  where  other  coal  will  not  be 
packed  on  top  of  it. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


A  by-law  to  raise  $300,000  for  electrical  and  $277,000  foi 
waterworks  improvements  at  Sherbrooks,  Que.,  was  car- 
ried recently  by  the  ratepayers. 

The  Canadian  Mead-Morrison  Company,  manufacturers 
of  steam,  electric  and  gasoline  hoists,  dredging  machinery, 
conveyors,  grab  buckets,  etc.,  are  taking  steps  to  extend 
their  plan'.  at  Welland,  Ont. 

Building  figures  for  the  first  three  months  of  the  present 
year,  issued  by  the  Building  Department  of  the  York 
Township  Council,  Out.,  total  $662,150,  an  increase  of  $264,- 
$50  over  this  period  in  1919. 

Regina's  total  in  value  of  building  permits  issued  for 
the  first  three  months  of  the  present  year  is  $510,200,  prac- 
tically half  of  which,  or  to  be  exact,  $260,550,  is  credited  to 
the  month  of  March  alone. 

At  a  recent  banquet  of  the  B.  C.  Technical  Association 
a  large  turnout  of  the  members  celebrated  the  passing  A 
the  bill  incorporating  professional  engineers  of  the  province 
of  British  Columbia,  by  the  Legislative  Assembly. 

It  was  announced  recently  by  Mr.  W.  O.  Begg,  of  the 
Saskatchewan  Public  Works  Department,  that  a  model 
town  planning  by-law  is  being  prepared  by  the  department, 
which,  when  completed,  will  be  printed  in  pamphlet  form 
and  copies  distributed  to  the  various  cities  throughout  the 
province. 

The  Board  of  Water  Engineers  who  will  look  after  the 
completing  of  the  city  aqueduct,  at  Montreal,  will,  it  is 
stated,  be  composed  of  A.  E.  Doucet,  director  of  public 
works,  chairman;  W.  J.  Francis,  vice-president  of  the  En- 
gineering Institute  of  Canada,  and  R.  S.  Lea,  one  of  the 
engineers  engaged  in  the  drawing  up  of  the  plans. 

Permits  issued  during  the  month  of  March  at  Lon- 
don. Ont.,  totalled  in  value  $99,360,  bringing  the  total  for 
the  first  three  months  of  the  year  to  $172,520.  These  figures 
show  large  increases  over  the  totals  for  these  respective 
periods  last  year,  which  were  $58,520  for  the  month  of 
March,  and  $117,845  for  the  year,  to  the  end  of  March. 

Many  large  projects  are  planned  for  Sydney,  N.S.,  the 
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construction  of  which  is  to  be  commenced  this  year.  The 
chief  among  these  is  a  steel  plant  which  will  cost,  when 
completed,  $50,000,000.  Other  large  undertakings  on  the 
program  tor  this  year  are:  Drydock.  $3,500,000;  ocean  ter- 
minals. $1,000,000;  hotel,  $800,000.  and  several  banks, 
churches  and  civic  improvements. 

The  Housing  Commission  of  Windsor,  Ont..  at  a  recent 
meeting,  authorized  the  purchase  of  sites  for  50  houses  of 
the  bungalow  type,  construction  of  which  will  be  com- 
menced at  the  earliest  possible  date,  as  Windsor's  housing 
problem  is  a  very  serious  one.  The  Commission  has  still  to 
its  credit  over  $500,000  of  the  money  borrowed  from  the 
Government  last  year. 

A  deputation  from  Hamilton,  Wentworth  and  Lincoln 
counties,  Ont..  who  waited  upon  the  Minister  of  Highways, 
Hon.  F.  C.  Biggs,  recently,  for  the  purpose  of  urging  an 
early  start  on  the  construction  of  the  Hamilton-Queenston 
highway,  were  informed  that  work  would  be  commenced 
on  a  portion  of  this  highway  this  year.  Mr.  Biggs  assured 
the  deputation  that  he  appreciated  what  an  important  link 
in  the  Province's  highway  system  this  road  is  and  pro- 
mised its  development  as  fast  as  men,  money  and  materials 
became  available. 

The  Board  of  Trade's  efforts  to  establish  a  modern 
hotel  at  Sydney,  N.  S.,  are  showing  results.  The  Dominion 
Steel  Corporation  has  become  interested  in  this  project 
and  a  company,  composed  chiefly  of  the  directorate  of  the 
Steel  Company,  will  be  incorporated  to  carry  out  the  pro- 
position. The  estimated  cost  of  the  new  hotel  is  $800,000. 
The  C.  P.  R.  Hotel  Corporation  has  placed  its  engineering 
staff  at  the  disposal  of  the  new  company  gratis  and  plans 
will  be  in  hand  shortly.  As  there  is  urgent  need  for  this 
structure,  construction  will  be  started  as  soon  as  plans  are 
ready. 


Personal 

Mr.  W.  F.  Welfley,  secretary  of  the  Winnipeg  Housing 
Commission,  has  resigned  that  position. 

Mr.  Antonisen,  who  has  succeeded  Mr.  L.  M.  Jones 
as  city  engineer  of  Port  Arthur,  Ont.,  has  entered  upon  his 
new  duties. 

Mr.  Walter  A.  S.  Melanson,  Moncton.  X.B.,  has  been 
appointed  to  succeed  Mr.  Joseph  Theriault  as  dstrict  road 
engineer  for  the  North  Shore  counties. 

Mr.  J.  B.  Fraser,  the  recently  appointed  chairman  of  the 
Ottawa  Improvement  Commission,  has  returned  to  Ottawa 
after  a  lengthy  visit  to  Los  Angeles. 

T.  D.  Mylrea  has  resigned  as  designing  engineer  of  the 
Trussed  Concrete  Steel  Company  of  Canada,  Toronto,  lo 
take  charge  of  the  Toronto  office  of  F.  G.  Engholm  it 
Partners. 

Mr.  George  Day,  late  sales  manager  of  M.  Beatty  & 
Sons,  Ltd.,  Welland,  which  was  absorbed  by  the  Canadian 
Mead-Morrison  Co.,  has  been  appointed  Industrial  Com- 
missioner of  Welland,  Ont. 

Mr.  E.  R.  Gray,  city  engineer  of  Hamilton,  along  with 
Controller  O'Heir  and  Aid.  Newlands,  visited  Chicago  re- 
cently for  the  purpose  of  inspecting  a  new  type  of  vacuum 
road  sweeper  in  use  there. 

Mr.  Eden  Smith,  architect  of  Toronto,  has  taken  into 
partnership  Mr.  A.  S.  Mathers,  formerly  of  .'i07  Manning 
Chambers,  Toronto.  Business  will  be  carried  on  at  31! 
Scott  St.,  under  the  firm  name  of  Eden  Smith  &  Mathers. 

Mr.  Mark  Workman  has  been  appointed  chairman  of 
the  Board  of  Directors  of  the  Dominion  Steel  Corporation, 
of  Montreal.    Mr.  Roy  M.  Wolvin  will  succeed  Mr.  Work- 


man as  president  of  the  corporation  and  subsidiary  com- 
panies . 

Mr.  R.  O.  Wynne-Roberts,  consulting  engineer,  40 
Jarvis  St.,  Toronto,  has  been  engaged  by  the  town  council 
of  Port  Colborne,  Ont.,  to  prepare  plans  of  a  waterworks 
scheme,  sewerage  and  sewage  disposal  scheme  and  of  street 
grading. 

Mr.  W.  T.  Chestnut  was  elected  chairman  of  the  Hous- 
ing Board  of  Fredericton,  N.  B.,  at  a  recent  meeting  of 
the  Board.  The  Board  has  $100,000  available  at  the  present 
time  for  house  building  and  good  progress  is  being  made 
towards  an  early  start  on  actual  construction. 

Stanley  T.  J.  Fryer,  and  William  G.  Evans, 
architects,  of  Hamilton,  whose  office  has  been  closed  while 
they  were  in  France  on  active  service,  have  now  resumed 
practice,  reopening  their  offices  in  the  Home  Bank  building, 
72  James  street  north. 

Mr.  James  A.  Irvine,  Divisional  Engineer  on  the  Bruce 
Division  of  the  C.  P.  R.,  in  Ontario,  has  been  promoted  to 
the  position  of  engineer  of  the  London  Division,  succeeding 
J.  R.  Caswell  who  has  been  transferred  to  Sudbury  to  take 
charge  of  the  construction  work  in  that  division. 

Mr.  Onisphore  H.  Cote,  of  Montreal,  has  been  appointed 
Trade  Commissioner  of  Quebec  City,  by  the  Board  of  Trade. 
Mr.  Cote  was,  previous  to  his  appointment,  connected  with 
the  Shawinigan  Water  &  Power  Company.  He  has  been  a 
member  of  the  Engineering  Institute  of  Canada  since  1899. 

Mr.  N.  B.  Wilson,  of  Guelph,  Ont.,  has  been  selected 
for  the  position  of  town  foreman  of  Hespeler,  Ont.,  by  the 
Board  of  Works  of  that  town.  Mr.  Wilson  is  a  civil  engin- 
eer and  a  returned  man  and  since  coming  back  to  Canada 
has  been  engaged  as  instructor  at  the  Department  of  Soldiers' 
Civil  Re-Establishment,  Guelph. 

Capt.  J.  W.  B.  Blackman  has  been  appointed  city  en- 
gineer of  North  Vancouver,  succeeding  Mr.  A.  M.  West, 
who  resigned  recently.  Mr.  Blackman  was  city  engineer 
of  New  Westminster  for  the  years  1909  to  1917,  when  he 
enlisted  and  went  overseas,  returning  last  year  and  taking 
a  position  as  road  engineer  and  superintendent  for  the  muni- 
cipality of  Chilliwack,  B.C.  The  council  at  Chilliwack  has 
decided  to  retain  Mr.  Blackman  in  the  capacity  of  road 
superintendent  until  their  present  program  is  completed. 
Mr.  Blackman  is  to  pay  frequent  visits  to  Chilliwack  to 
keep  in  touch  with  the  road  work,  which  will  be  under  the 
direction  of  an  inspector,  to  be  appointed. 


Obituary 

Mr.  William  Woodley,  building  contractor  of  Toronto, 
died  recently  at  his  home,  215  Rusholme  Rd.,  at  the  age  of 
72  years. 

Mr.  John  W.  Mogan,  well  known  painter  and  decorator 
of  Toronto,  Ont.,  died  recently  at  St.  Michael's  hospital, 
Toronto,  at  the  age  of  59  years. 


Trade  Incorporations 

S.  S.  Forbes,  Limited,  with  head  office  at  city  of  Ham- 
ilton, capital  $40,000,  to  carry  on  the  business  of  general 
contractors. 

National  Pavements  of  Canada,  Limited,  with  head 
office  at  Toronto,  capital  $5,000,000  to  carry  on  the  business 
of  paving  contractors. 

Independent  Steel  Specialties  Corporation,  Limited, 
with  head  office  at  Montreal,  capital  $250,000,  to  manufac- 
ture steel  and  iron  goods. 

St.  Gregory  Construction  Co.  Limited,  with  head  office 
at  Larochelle,  Que.,  capital  $10,000,  to  carry  on  the  business 
of  road,  bridge  and  wharf  contractors. 


Contracts  Department 


News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

British  Columbia,  Province  of 

Tenders  will  be  called  shortly  for  pav- 
ing on  Pacific  Highway  to  cost  about 
$60,000  for  Provincial  Dept.  Public 
Works.  Minister,  Hon.  T.  H.  King,  Vic- 
toria, B.  C. 

Hamilton,  Ont. 

City  contemplates  construction  of 
sewers  to  cost  $.r»,000,  $10,000  and  $25,- 
000.    Clerk,  S.  H.  Kent. 

Hensall,  Ont. 

Henry  Strang,  clerk,  R.  R.  No.  1, 
Hensall,  will  receive  tenders  until  April 
28th  for  improvements  to  drain  for 
Osborne  Township  Council.  Plans  with 
clerk  and  John  Roger,  Mitchell,  Ont. 

Lasalle,  Que. 

Specifications  are  being  prepared  in 
line  with  appropriation  voted  by  Town 
for  construction  of  4.9  miles  of  bitu- 
minous macadam  on  Lasalle  Rd.;  0.94 
miles  of  waterbound  macadam  on  La- 
fleur  Ave.;  and  1.6  miles  of  cement 
concrete  on  St.  Patrick  St.  Tenders 
will  be  called  in  before  April  30th.  Paul 
A.  Beique,  civil  engineer,  will  supervise 
work. 

L'Original,  Ont. 

Tenders  will  be  called  April  19th  for 
construction  of  roads  for  Counties  of 
Prescott  and  Russell.  Clerk,  A.  A.  Sene- 
cal,  L'Original. 

Metcalfe,  Ont. 

Frank  Iveson,  clerk  for  Osgoode 
Township,  Metcalfe,  Ont.,  has  plans  and 
will  receive  tenders  until  3  p.m.,  May  8th, 
for  drainage  work. 

Montreal,  Que. 

Commissioners  will  call  tenders  soon 
for  asphalt  paving  to  cost  $70,000  for 
City.    Clerk,  Rene  Bauset. 

Administrative  Commission  will  re- 
ceive tenders  until  April  19th  for  sewers 
for  City.    Plans  at  Sewer  Dept. 

Niagara  Falls,  Ont. 

City  contemplates  the  expenditure  of 
$91,996.37  on  paving  work  for  various 
streets.    Clerk,  Chas.  Black. 

Oshawa,  Ont. 

Walter  G.  Worden,  engineer,  will  re- 
ceive tenders  until  5  p.m.  April  29th  for 
construction  of  112,000  sq.  ft.  of  con- 
crete sidewalks  for  Town. 

Ottawa,  Ont. 

City  contemplates  the  construction  of 
tarvia  pavement.  Mayor,  Harold  Fisher. 

Suburban  Road  Commission  will  re- 
ceive proposals  on  the  following  road 
machinery:  12  ton  steam  roller,  450 
gallon  water  waggon,  oil  distributor 
with  two  graders,  stone  crushers,  steam 
drills,  steam  tractor  for  crushers.  Secy., 
Allan  Hay,  Gloucester  St. 

Peace  River,  Alta. 

By-law  authorizing  expenditure  of 
$10,000  on  local  improvements  for  Town 
will  be  submitted.  Address  Mayor. 


Plantagenet,  Ont. 

F.  A.  Senecal,  County  Road  Supt., 
will  receive  tenders  until  noon,  April 
19th,  for  construction  of  'S]/2  miles  ma- 
cadam road  for  Russell  County  Coun- 
cil. Plans  with  Mr.  Y.  E.  A.  Belanger, 
C.E.,  Hawkesbury,  Ont. 

St.  Lambert,  Que. 

Town  contemplates  the  construction 
of  sidewalks  to  cost  $58,000.  Secy.-treas., 
J.  R,  Beatly. 

Stellarton,  N.  S. 

Town  has  under  consideration  the  ex- 
penditure of  $15,000  on  construction  of 
extension  to  watermains  and  sewers. 
Clerk,  J.  W.  Henderson. 

Pictou  County  Electric  Co.  plan  the 
construction  of  permanent  road  for 
their  track  through  section  of  Town. 
Cost,  $25,000. 

Stratford,  Ont. 

A.  B.  Manson,  engineer,  City  Hall,  will 
receive  tenders  for  sewer,  1J4  miles  long. 

Walkerton,  Ont. 

Bruce  County  Council  contemplates 
expenditure  of  $300,000  to  $400,000  on 
construction  of  permanent  roads  this 
year.  Clerk,  P.  A.  Malcomson,  Walk- 
erton. 

Windsor,  N.S. 

Town  has  under  consideration  the 
construction  of  water  system  to  cost 
$150,000.  Engineers,  R.  S.  &  W.  S.  Lea, 
10  Cathcart  St.,  Montreal,  Que.,  have 
submitted  their  report  on  additional 
water  supply. 

Woodstock,  Ont. 

City  contemplates  erection  of  sub-sta- 
tion. Watermain  from  reservoir  to  Mill 
St.,  1,000  ft.  of  pipe,  to  be  constructed. 
Supt.  Water  &  Light  Commission,  J.  C. 
Archibald. 

CONTRACTS  AWARDED 

Alexandria,  Ont. 

Messrs.  K.  A.  McDonald,  N.  A.  Mc- 
Donald &  A.  D.  McDonald,  Dalhousie 
Station,  Quebec,  have  general  contract 
for  bituminous  macadam  pavement  cost- 
ing $36,000  for  Municipality. 

Exeter,  Ont. 

Concrete  pavements  costing  $35,000 
for  Town:  General  contract,  R.  Hol- 
lingsworth,  607  Bank  of  Hamilton  Bldg., 
Hamilton;  sand  and  gravel,  Paris  Gravel 
&  Sand  Co.,  R.  R.  No.  2,  Paris  Ont. 

Guelph,  Ont. 

City  placed  contracts  for  sewer  pipe, 
as  follows:  Vitrified  clay  pipe,  Clay 
Products  Agency  Ltd.,  8  Colborne  St., 
Toronto;  concrete  pipe,  Independent 
Pipe  Co.,  Harbour  Commission  Bldg, 
Toronto. 

Montreal,  Que. 

Atlas  Construction  Co.,  37  Belmont 
St.,  have  general  contract  for  widening 
of  sub-way  to  cost  $50,000  for  City. 

Port  Carling,  Ont. 

Alf.  Hunter  has  the  general  contract 
for  cement  sidewalks  for  Village. 


Stellarton,  N.  S. 

Contract  for  paving  and  sidewalks  cost- 
ing $100,000  for  Town  has  been  let  to 
Edwin  S.  Fraser,  New  Glasgow,  N.  S. 

Toronto,  Ont. 

W.  E.  Taylor,  22  Falcon  Rd,  Toronto, 
has  general  contract  for  waterworks  for 
York  Township. 


Railroads,  Bridges  and  Wharves 

British  Columbia,  Province  of 

Dominion  Dept.  Public  Works  plans 
to  expend  $400,000  on  dredging  work  in 

this  province. 

Louiseville,  Que. 

L.  Denis  Caron,  sec.-treas.,  will  receive 
tenders  until  April  26th  for  repairs  to 
bridge  and  piers  for  Provincial  Dept. 
Public  Works. 

Moose  Jaw,  Sask. 

W.  H.  Mathers,  Gen.  Supt.  for  C.  P. 
Rly,  Moose  Jaw,  will  receive  tender;, 
until  April  30th  for  erection  of  station. 

New  Ireland,  Que. 

Thomas  R.  Porter,  secy.-treas.,  will 
receive  tenders  until  April  20th  for  con- 
struction of  bridge  for  Municipality. 

Prince  Rupert,  B.  C. 

E.  A.  Woods,  clerk,  will  receive  ten- 
ders until  April  19th  for  construction 
of  timber  bridge  for  City.  Plans  with  en- 
gineer, F.  S.  Clements. 

Rondeau,  Ont. 

Dominion  Dept.  Public  Works  will 
call  tenders  for  repairs  to  piers  costing 

$17,000. 

Sombra,  Ont. 

A.  Selman,  commissioner,  R.  R.  No. 
3.  Sombra,  Ont,  will  receive  tenders 
until  April  17th  for  steel  and  concrete 
bridge  for  Township  of  Chatham. 

Walkerton,  Ont. 

Bruce  County  plans  to  expend  $60,000 
to  $70,000  on  construction  of  bridges. 
Clerk,  P.  A.  Malcolmson,  Walkerton. 

CONTRACTS  AWARDED 

Brisco,  B.  C. 

James  Henderson,  Golden,  B.C.,  has 
the  general  contract  for  highway  bridge 
costing  $7,860  *for  Provincial  Dept.  Pub- 
lic Works. 

Scott's  Junction,  Que. 

J.  T.  &  J.  F.  Davis,  308  Drummond 
St,  Montreal,  have  the  grading,  con- 
crete and  masonry  work  for  extension  to 
railway  costing  $320,000  for  Quebec 
Central  Railway. 

Shenacadie,  N.  S. 

E.  M.  Dixon,  Lewisburg.  N.S,  has 
general  contract  for  wharf  for  Domin- 
ion Dept.  Public  Works. 

Sober  Island,  N.  S. 

Melvin  Naugle,  West  Lawrencetown, 
N.S,  has  the  general  contract  for  ex- 
tension to  wharf  for  Dominion  Dept. 
Public  Works. 


April  1-1,  1920 
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Stewart,  B.C. 

Dominion  Dept.  Public  Works  placed 
general  contract  lor  wharf  with  W.  C. 
Meuse,  Prince  Rupert,  B.  C. 

Walkerton,  Ont. 

Bruce  County  placed  contracts  for 
steel  and  concrete  bridge  costing  $12,- 
000,  as  follows:  Steel  work,  Hunter 
Bridge  Co.,  Kincardine,  Ont.;  concrete 
work,  Hugh  Watt,  Walkerton. 

Wheatland,  Man. 

Rural  Municipality  of  Daly  placed 
general  contract  for  concrete  bridge  and 
culvert  with  M.  Kelly,  Agnes  St.,  Win- 
nipeg, Man. 

Public  Buildings,  Churches 
and  Schools 

Bashaw,  Alta. 

Dominion  Dept.  Public  Works  will 
erect  post  office  here  shortly. 

Birtle,  Man. 

Alfred  C.  Morton,  secy.-treas..  Birtle, 
will  receive  tenders  until  April  19th  for 
erection  of  school  for  Birtle  Consoli- 
dated School  District.  Architects.  Wood- 
man &  Cubbidge,  Trust  &  Loan  Bldg.. 
Winnipeg. 

Bremner,  Alta. 

East  Clover  Bar  School  District  con- 
templates the  erection  of  school.  Secy., 
Mr.  Latam,  Bremner. 

Bridgeburg,  Ont. 

C.  M.  Borter.  architect,  102  Main  St.. 
Niagara  Falls,  has  prepared  plans  for 
hall  costing  $28,000  for  Town.  Mayor, 
W.  Gordon,  will  call  tenders  at  once. 

Brooks,  Alta. 

Plans  are  in  progress  for  school  cost- 
ing about  $45,000  for  Dennis  School  Dis- 
trict. Architect,  Charles  Hay,  511  Bev- 
eridge  Bldg.,  Calgary,  Alta. 

Camrose,  Alta. 

Town  has  under  consideration  the 
erection  of  addition  to  hospital.  Clerk, 
J.  D.  Saunders. 

East  Kildonan,  Man. 

Plans  are  in  progress  for  two  schools 
costing  $5,750  each  for  Rural  Munici- 
pality of  East  Kildonan.  Architect,  W. 
P.  Watson.  212  Confederation  Life 
Bldg.,  Winnipeg. 

Grandview,  Man. 

Grandview  School  District  will  call 
tenders  for  four  room  addition  to 
school.  Architect,  Frank  R.  Evans,  90;$ 
Confederation  Life  Bldg.,  Winnipeg. 

Halifax,  N.  S. 

S.  P.  Dumaresq,  architect,  Royal 
Bank  Bldg.,  will  receive  tenders  until 
April  17th  for  temple  costing  $100,000 
for  North  Baptist  Church,  Gottingen  St. 

Hamilton,  Ont. 

City  contemplates  the  erection  of  addi- 
tion and  improvements  to  hospital  cost- 
ing $100,000.  Supt,  Dr.  Langrill,  City 
Hospital. 

Tenders  will  be  called  at  once  for 
public  school  costing  $25,000  for  S.  S. 
No.  11,  Saltfleet  Township.  Architect, 
J.  A.  Armes,  183  Bold  St.,  Hamilton. 

Children's  Dispensary,  Euclid  Ave., 
contemplates  the  erection  of  dispensary 
building.    Supt.,  Dr.  Champ. 

Holdfast,  Sask. 

Storey  &  Van  Egmond,  architects.  Mc- 
Callum  Hill  Blk.,  Regina,  are  completing 
plans  for  church  costing  $40,000  for  R. 
C.  Congregation. 


Kamsack,  Sask. 

Public  School  Board  contemplates  the 
erection  of  addition  to  school  costing 
$25,000.  Architects,  Storey  &  Van  Eg- 
mond, McCallum  Hill  Block,  Regina, 
Sask. 

Laird,  Sask. 

Plans  will  be  prepared  and  tenders 
called  soon  for  school  costing  $25,000  for 
Laird  School  District.  Architect,  David 
Webster,  C.  P.  R.  Bldg.,  Saskatoon. 

Leamington,  Ont. 

Christian  Science  Congregation  con- 
template the  erection  of  church. 

Lindsay,  Ont. 

School  Board  has  under  consideration 
the  erection  of  addition  to  school. 
Chairman,  J.  M.  Anderson. 

London,  Ont. 

Church  of  St.  John  the  Evangelist 
contemplates  erection  of  rectory.  Ad- 
dress Col.  C.  E.  Fisher,  Post  Office. 
London. 

Millicent,  Alta. 

Millicent  School  District  contemplates 
the  erection  of  school.  Secy..  Mr.  Lig- 
gett, Bassano,  Alta. 

Moncton,  N.  B. 

Plans  are  in  progress  for  parsonage 
costing  $12,000  for  First  Baptist 
Church.  Queen  St.  W.  C.  Barnes,  Wyse 
Bldg.,  is  architect. 

Mountain  Park,  Alta. 

Mountain  Park  School  District  con- 
templates erection  of  school  building: 
Address  Secy..  Mountain  Park. 

Mundare,  Alta. 

Podola  School  District  No.  2065  con- 
templates the  erection  of  school  costing 
$7,000.  Secy.-treas.,  Thos.  Richard,  Mun- 
dare.  ,  , 

Ottawa,  Ont. 

Dominion  Dept.  Public  Works  con- 
templates expenditure  of  $15,000  on  im- 
migration buildings. 

Port  Elgin,  Ont. 

J.  A.  Chapman,  secy.  School  Board, 
will  receive  tenders  until  April  26th  for 
installation  of  sanitary  toilet  system  in 
school. 

Quebec,  Que. 

Tanguay  &  Chenevert,  architects. 
d'Aiguillon  St..  are  preparing  plans  for 
school  costing  $60,000  for  Catholic 
School  Board. 

Renfrew,  Ont. 

J.  P.  MacLaren,  architect,  104  Sparks 
St.,  Ottawa,  will  receive  tenders  until 
April  19th  for  erection  of  Sunday  school 
hall  for  Methodist  Church. 

St.  Francois  D'Assises,  Que. 

Tenders  will  be  called  in  May  for 
School  costing  $75,000  for  Catholic 
School  Bd.  of  Quebec.  Architects,  Tan- 
guay &  Chenevert,  d'Aiguillon  St.,  Que- 
bec. .  • 

Semans,  Sask. 

Plans  are  in  progress  for  school  cost- 
ing $25,000  for  Public  School  Board. 
Architects,  Storey  &  Van  Egmond,  Mc- 
Callum Hill  Blk.,  Regina. 

Sherbrooke,  Que. 

By-law  will  be  submitted  shortly  auth- 
orizing expenditure  of  $25,000  on  erec- 
tion of  city  fire  station. 

Stellarton,  N.S. 

School  Board  contemplates  -  the  erec- 
tion of  addition  to  school  costing  $20,- 
000.    Chairman,  J.  H.  Mailman. 


Summerside,  P.  E.  I. 

H.  T.  llolman,  Chairman  Board  of 
Trustees,  will  call  tenders  for  addition 
to  and  remodelment  of  Prince  County 
Hospital.  Cost,  $22,000. 

Tofield,  Alta. 

Roman  Catholic  Congregation  con- 
template the  erection  of  church. 

Toronto,  Ont. 

Work  will  start  shortly  on  alterations 
to  church  and  Sunday  school  for  An- 
nette St.  Baptist  Church.  Chairman 
Bldg.  Committee,  D.  MacLulich,  144 
Mavety  St. 

Simooe  Club,  Yonge  St.  Arcade,  con- 
templates purchase  or  erection  of  club 
building. 

Truro,  N.  S. 

By-law  passed  authorizing  construc- 
tion of  school  costing  $100,000.  Chair- 
man School  Board,  C.  W.  Montgomery. 

Weyburn,  Sask. 

J.  M.  Smith,  Deputy  Minister  Provin- 
cial Dept.  Public  Works,  will  receive 
tenders  until  2  p.m.,  April  22nd,  for  erec- 
tion of  hospital  for  mental  cases.  Plans 
at  Dept.,  Regina. 

Whitby,  Ont. 

\\  .  L.  Somerville,  Imperial  Bank 
Bldg.,  Toronto,  has  been  appointed  arch- 
itect to  prepare  plans  for  hospital  costing 
$30,000  for  Victoria  Order  of  Nurses. 

Winnipeg,  Man. 

Provincial  Govt,  has  created  hospital 
districts  at  the  following  localities  and 
will  co-operate  with  each  in  the  erection 
i >f  hospitals:  Minnedosa,  Man.;  Melita, 
Man.;  Eriksdale,  Man.;  Pipestone,  Man.; 
Deloraine,  Man.  By-laws  will  be  sub- 
mitted. Architects,  Northwood  &  Carey, 
617  Union  Bank  Bldg.,  Winnipeg. 

Children's  Aid  Society  of  Winnipeg, 
16-19  Bible  House,  Alexander  Ave.,  plan 
to  make  alterations  to  several  buildings 
Architects,  Woodman  &  Cubbidge,  402 
Trust  &  Loan  Bldg-.,  Winnipeg. 

York.  Ont. 

S.  S.  No.  7,  Senact  Township,  contem- 
plates the  erection  of  consolidated 
school.   Secy.,  W.  Murdock,  York,  Ont. 

CONTRACTS  AWARDED 

Halifax,  N.  S. 

First  Baptist  Church  placed  contract 
for  church  alterations  costing  $25,000 
with  W.  T.  Harris  &  Son,  Maynard  St. 

London,  Ont. 

\V.  H.  Harvey,  Kingston,  Ont.,  has 
the  general  contract  for  erection  in 
W  estminster  Township  of  nurses  home 
and  three  residences  costing  $100,000 
for  Dominion  Dept.  Public  Works. 

Maillardville,  B.  C. 

Hall  costing  $15,216  for  Coquitlam 
Municipal  Council:  General  contract, 
Sloan  &  Harrison,  Westminster  Trust 
Block,  New  Westminster,  B.  C;  mas- 
onry, J.  McKay,  South  Vancouver,  B.  C. ; 
plumbing  and  heating,  Spring  &  Sibley, 
509  Clarkson  St.,  New  Westminster. 

Portage  La  Prairie,  Man. 

Douglas  P.  Ritchie  has  been  awarded 
the  general  contract  for  addition  to  Col- 
legiate costing  $53,000  for  School  Board. 

St.  Elie  De  Caxton,  Que. 

Hector  Mattau  has  general  contract 
for  school  costing  $8,000  for  Roman 
Catholic  Commission. 

Sydney,  N.  S. 

Chappell   Bros.   &   Co.,  62-80  Brook- 


THE  CONTRACT  RECORD 
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land  St.,  have  the  general  contract  for 
repairs  to  school  costing  $10,800  for 
School  Board. 

Strongfield,  Sask. 

Waterman  &  Walerbury,  118  Donahue 
Blk.,  Regina,  have  been  awarded  general 
contract  for  school  costing  $15,000  for 
Strongfield  School  District. 

Toronto,  Ont. 

Hospital  costing  $10,000  lor  J.  A. 
Campbell,  8  Edward  St.:  Masonry,  J. 
Greenspoon,  care  architect,  B,  Swart/, 
336  Dtindas  St.  \V.;  carpentry,  Gold  & 
Kamin,  22  Manning  Ave.;  rooting,  To- 
ronto Sheet  Metal  Works,  *'<"■>  Richmond 
\Y.;  plumbing,  L.  Schwartz,  43  Defow 
St.;  heating,  H.  G.  Waterman  &  Co.,  :i8 
Hazelton  Ave.;  sash,  Trussed  Concrete 
Steel  Co.,  :!4  King  W. 

Winnipeg,  Man. 

Winnipeg  School  Board  placed  general 
contract  for  schools  costing  $1,500,000 
with  Thos.  Sharpe,  009  Electric  Rly. 
Chambers. 


Business  Buildings  and  Indus- 
trial Plants 

Barraute,  Que. 

Jos.  Fiset  oolntemplates  erection  of 
saw  mill  costing  $0,000. 

Burlington  Beach,  Ont. 

Duff  Stores  Ltd.,  218  York  St.,  Ham- 
ilton, contemplate  the  erection  of  gro- 
cery store  here.   Manager,  Geo.  H.  Duff. 

Calgary,  Alta. 

Major  &  Stacy-Judd,  architects,  231 
Eighth  Ave.  W.,  will  receive  tenders  for 
store  costing  $10,000  and  ice  houses 
costing  $10,000. 

Canton  Lacorne,  Que. 

J.  A.  Turcotte,  Barraute,  Que.,  is 
erecting  saw  mill  costing  $6,000. 

Dartmouth,,  N.  S. 

S.  P.  Dumaresq,  architect.  Royal  Bank 
Bldg.,  Halifax,  is  preparing  new  plans 
for  bank  building  for  Royal  Bank  of 
Canada,  Hollis  St.,  Halifax. 

Elmira,  Ont. 

W.  H.  E.  Schmalz,  architect,  Freder- 
ick St.,  Kitchener,  will  receive  tenders 
until  April  24th  for  general  contract  for 
alterations  to  bank  costing  $15,000  for 
Royal  Bank  of  Canada,  Montreal,  Que. 

Fort  William,,  Ont. 

Jas.  Davidson  Feed  Co.,  301  Norah  Sr. 
S.,  will  call  tenders  for  mill  costing  $20,- 
000. 

Guelph,  Ont. 

T.  Eaton  Co.,  190  Yonge  St.,  Toronto, 
may  erect  office  building  in  Guelph  this 
year  to  cost  $85,000.  Supt.,  H.  McGee, 
190  Yonge  St.,  Toronto. 

T.  Eaton  Co.,  190  Yonge  St.,  Toronto, 
have  had  W.  A.  Mahoney,  architect,  73 
Quebec  W.,  Guelph,  prepare  plans  for 
addition  to  plant  here. 

Halifax,  N.  S. 

S.  P.  Dumaresq,  architect,  Royal  Bank 
Bldg.,  is  preparing  plans  for  business 
block  for  Abraham  A.  Webber,  Argyle 
St. 

Hamilton,  Ont. 

Dr.  Allison,  364  Ottawa  St.  N.,  will 
start  work  shortly  on  erection  of  store 
and  apartment  building  costing  $10,000. 

John  Rodgers,  219  Fairleigh  Ave.  S., 
will  erect  store  and  apartment  costing 
$6,000. 


Hanover,  Ont. 

By-law  will  be  submitted  to  ratepayers 
authorizing  the  loan  of  $30,000  to  Han- 
over  Cotton   &    Woollen    Co.    for  the 
construction  of  factory. 
Listowel,  Ont. 

Hoover  &  Sinclair  have  purchased  ol.l 
brewery  and  will  remodel  for  flax  mil!; 
cost,  $10,000.  Prices  on  machinery 
wanted. 

London,  Ont. 

H.  A.  McBride,  architect,  Molso/>s 
Bank  Bldg.,  will  receive  tenders  for  leach 
house  costing  $25,000  for  C.  S.  Hyman 
&  Co.,  Richmond  St. 

O.  R.  Moore,  423  Richmond  St.,  will 
remodel  building  for  office  and  resi- 
dence.   Cost,  $7,000. 

MacLeod,  Alta. 

Col.  Peuchen,  MacLeod,  contemplates 
erection  of  lath  mill  and  box  factory  this 
year. 

Moncton,  N.  B. 

Eastern  Amusement  Co.  will  call 
tenders  April  15th'  for  theatre  costing 
$200,000.  Architect,  R.  A.  Frechette,  30 
Bonnacord  St. 

Montreal,  Que. 

Darling  &  Pearson,  architects,  2  Lead- 
er Lane,  Toronto,  are  preparing  plans 
for  extension  to  office  building  for  Sun 
Life  .Assurance  Co.  of  Canada,  Metcalfe 
St. 

Raoul  Gariepy,  architect,  54  Notre  St. 
E.,  will  receive  tenders  from  April  20th 
until  April  28th  for  addition  and  al- 
terations to  building  costing  $60,000  for 
Kerhulu  &  Odiau  Ltd.,  174  St.  Denis  St. 

Natagan  Station,  Que. 

J.   A.  Turcotte,   Barraute,     Que.,  is 
erecting  saw   mill   costing  $8,000. 
North  Devan,  N.  B. 

T.  Voye  plans  to  erect  motion  picture 
theatre   and   residence   costing  $8,000. 

Owen  Sound,  Ont. 

Dominion  Transportation  Co.,  1079  First 
Ave.  E..  Owen  Sound,  contemplates  the 
erection  of  warehouse.  Supt.  J.  J. 
Xoble,  Sault  Ste.  Marie,  Ont. 

Portage  La  Prairie,  Man. 

Bank  of  Nova  Scotia,  head  office. 
Halifax,  N.  S.,  contemplates  erection  of 
bank  building.  General  manager,  H.  A. 
Richardson,  Toronto. 

Quebec  Harbor,  Que. 

Dominion  Dept.  Public  Works  con- 
templates the  expenditure  of  $15,000  on 
repairs  to  plant  here. 

St.  Johns,  Nfld. 

Vaux  Chadwick,  architect,  132  Church 
St.,  Toronto,  has  prepared  plans  for  ad- 
dition to  abattoir  for  Campbell  &  Mac- 
Kay,  St.  Johns,  Nfld. 

South  Vancouver,  B.  C. 

Red  Cedar  Lumber  Co.,  207  Hastings 
St.  W.,  will  'construct  saw  mill  and 
dry  kilns  shortly  by  day  labor.  Cost, 
$80,000.  Manager,  Geo.  H.  Steeves. 

Toronto,  Ont. 

W.  Whitesides,  3038  Dundas  W.,  con- 
templates erection  of  addition  to  bakery. 

B.  H.  Prack,  architect  and  engineer, 
50  Bay  St.,  will  call  tenders  shortly  for 
receiving  building  for  Willys-Overland 
Ltd.,  Weston  Rd. 

Wood  Gundy  &  Co.,  C.  P.  R.  Bldg., 
may  rebuild  instead  of  making  altera- 
tions.   Architect,  C.  S.  Cobb,  71  Bay  St. 

Tenders  will  be  called  shortly  for  ad- 
dition to  warehouse  for  Stauntons  Ltd., 


944  Yonge  St.  Architect  and  engineer, 
B.  H.  Prack,  50  Bay  St. 

J.  McKechnie,  10  Millstone  Lane,  will 
start  work  shortly  on  erection  of  fac- 
tory costing  $10,000. 

J.  M.  Jeffery,  Confederation  Life 
Bldg.,  has  been  appointed  architect  to 
prepare  plans  for  theatre  for  Famous 
I'layers  Canadian  Corp.,  208  Victoria  St., 
and  Temple  Bldg. 

Royal  Bank  of  Canada,  2  King  E.,  has 
purchased  site  at  Danforth  and  Wood- 
bine for  bank  building  but  may  not 
erect  this  year. 

A.  A.  Anderson,  MacTier  P.  O.,  Ont., 
will  erect  store  and  apartment  costing 
$7,500. 

Work  will  start  shortly  on  alterations 
and  addition  to  bakery  for  Ideal  Bread 
Co..  183  Dovercourt  Rd.  Architect,  Syd- 
ney Comber,  35  Scott  St. 

I!.  Swartz,  architect,  336  Dundas  St. 
W.,  has  prepared  plans  for  foundry 
costing  $0,000  for  Morris  Weisdorf,  205 
McCaul  St. 

15.  Swartz,  architect,  336  Dundas  St. 
W.,  has  prepared  plans  for  warehouse 
costing  $25,000  for  M.  Michaelson. 

Verdun,  Que. 

Maison  A.  Heaulieu,  244  St.  Catherine 
St.  E.,  Montreal,  will  erect  shortly  two 
stores  and  residence  costing  $39,000. 

Walkerton,  Ont. 

Canada  Spool  &  Bobbin  Co.,  Durham 
St..  will  start  work  shortly  by  day  labor 
on  erection  of  addition  to  factory. 

R.  T  ruax  &  Co.,  Mill  St.,  contemplate 
the  erection  of  addition  to  their  sash  and 
door  factory.   Work  by  day  labor. 

Windsor,  Ont. 

McGiffen  &  Smith,  architects,  57 
Queen  St.  W.,  Toronto,  will  receive  bulk 
tenders  on  all  trades  for  bank  building 
for  Bank  of  Hamilton. 

Woodstock,  Ont. 

The  Kennedy  Carliner  &  Bag  Co.  have 
purchased  building  and  will  remodel  for 
factory.    Manager,  B.  C.  Nelson. 

Erection  of  co-operative  store  is  con- 
templated. Secy.-treas.  of  Company, 
John  Scott. 

CONTRACTS  AWARDED 

Calgary,  Alta. 

McDougall,  Trainer  &  McNeill,  313 
MacLean  Blk.,  Calgary,  have  the  general 
contract  for  hotel  costing  $90,000  for  Em- 
pire Hotel  Co. 

Cannington,  Ont. 

Alteration  of  store  into  bank  cost- 
ing $8,000  for  Home  Bank,  8  King  W.. 
Toronto:  Masonry  and  plastering,  Geo. 
Halword,  Cannington;  carpentry,  Geo. 
E.  Turner,  Wilford;  roofing,  plumbing 
and  heating,  W.  L.  Burgis,  Cannington; 
painting,  F.  H.  Burgis,  Cannington;  ce- 
ment stone,  Peerless  Art  Stone  Ltd., 
Coxwell  Ave.,  Toronto;  wiring,  A.  A. 
Dobson,  Cannington. 

Charlottetown,  P.  E.  I. 

A.  &  W.  McDougall  &  McAuley,  234 
Kent  St.,  have  the  general  contract  for 
artificial  ice  cream  plant  for  Reddin 
Bros.,  132  Richmond  St.:  ice-making 
plant,  Canadian  Refrigerator  Co.,  Crown 
Office  Bldg.,  Toronto. 

H.  &  S.  Lowe  have  general  contract 
for  remodelment  of  building  for  J.  A.  S. 
Bayer,  127  Grafton  St. 

East  London,  Ont. 

Hunt.  Bros.,  Nightingale  Ave.,  Lon- 
don, placed  general  contract  for  ware- 
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house  costing  $ti,000  with  John  Tuck. 
809  Lome  Ave.,  London. 

Edmonton,  Alta. 

J.  McDiarmid  Co.,  Nokomis  Bids.. 
Winnipeg,  have  the  general  contract  for 
warehouse  addition  for  Revillion  Frere--, 
104th  St.,  Edmonton. 

Edmonton  Hide  &  Fur  Co..  1020') 
101st  St.,  placed  the  general  contract 
for  three  stores  with  Brown  &  Har- 
grave.  Merchants  Bank  Bldg.,  Edmon- 
ton.    Estimated  cost.  $10,000. 

Hamilton,  Ont. 

W.  H.  Yates  Construction  Co..  Main 
St.  E.,  have  the  general  contract,  ma- 
sonry, steel  and  carpentry  for  addition 
to  store  costing  $25,000  for  G.  W.  Rob- 
inson  Co..  26  St.  James  St.  S.  Archi- 
tect, Gordon  Hutton.  Bank  of  Hamilton 
Bldg. 

Hanover,  Ont. 

C.  H.  Thedorf  has  general  contract 
for  garage  for  Hanover  Iron  Works. 

Kitchener,  Ont. 

Carswell  Construction  Co..  58  Wel- 
lington St.  E..  Toronto,  have  general 
contract  for  garage  costing  $40,000  for 
Dominion  Tire  Co.,  140  Strange  St. 

Montreal,  Que. 

Montreal  Sheet  Metal  Works.  2B  Park 
Ave.,  placed  general  contract  for  altera- 
tions to  building  costing  $10,000  with 
Archambault  &  Leclair.  7lA  St.  Tames 
St. 

Atlas  Construction  Co.,  37  Belmoat 
St.,  have  the  general  contract  for  exten- 
sions to  brewery  building  costing  $60,000 
for  National  Breweries  Ltd..  36  Chabo- 
illez  St.  Architect,  L.  A.  Amos.  78  Cres- 
cent St. 

Napanee,  Ont. 

W.  J.  Jewell,  contractor,  Dundas  St.. 
has  started  work  on  extensive  remodel- 
ment  of  building  into  news  stand  and 
music  rooms  for  G.  M.  Neely. 

Oshawa,  Ont. 

Norman  McLeod,  Kent  Bldg.,  Toronto, 
have  general  contract  for  theatre  cost- 
ing $200,000  for  Paramount  Theatres 
Ltd.,  Temple  Bldg..  Toronto. 

Ottawa,  Ont. 

Geo.  A.  Crain,  285  Clemow  Ave..  ha< 
the  general  contract  for  warehouse  cost- 
ing $26,000  for  F.  J.  Castle  Co.,  685  Wel- 
lington St. 

Alex  Christie  &  Son,  Kenniston  Apts  . 
Elgin  St.,  have  general  contract  for  al- 
terations to  store  costing  $12,000  for  John 
Raper  Piano  Co.,  Sparks  St. 

E.  McDonell.  Westboro,  Ont.,  has  the 
ueneral  contract  for  garage  for  A.  E. 
Blount.  O'Connor  St.  and  Monkland 
Ave. 

Regina,  Sask. 

City  Dairv  Co.,  Notre  Dame  and  Ade- 
laide Sts..  Winnipeg,  placed  general  con- 
.  tract  for  creamery  costing  $25,000  with 
Carter-Halls-Aldinger  Co..  Union  Bank 
Bldg.,  Winnipeg.  Architect.  Geo.  Mac- 
Pherson.  352  Rosedale  Ave.,  Winnipeg. 

Sarnia.  Ont. 

Wells  &  Gray,  Confederation  Life 
Bldg.,  Toronto,  have  been  awarded  the 
general  contract  for  factory  addition 
costing  $100,000  for  Holmes  Foundry 
Co. 

Selkirk,  Man. 

J.  McDiarmid  Co.,  Nokomis  Bids., 
Winnipeg,  have  general  contract  for  roll- 
ing mills  for  Manitoba  Rolling  Mills. 
Architect,  H.  H.  Mackay,  engineer  for 
Manitoba  Bridge  &  Iron  Works. 


Shelburne,  Ont. 

Alterations  to  bank  costing  $10,000  for 
Home  Bank,  head  office.  Toronto:  Cut 
stone,  Geo.  Oakley  &  Sons  Ltd.,  278 
Booth  Ave.,  Toronto;  masonry,  Teagle 
&  Son,  310  Davenport  Rd..  Toronto;  car- 
pentry, S.  R.  Hughes.  79  Portland  St., 
Toronto. 

Sherbrooke,  Que. 

Eastern  Township  Construction  Co., 
Room  5,  Whiting  Block,  have  general 
contract  for  sash  and  door  factory  and 
dry  kiln  costing  $10,000  for  C.  Alfred 
Gingras  &  Sons,  Jenckes  Lane. 

Alfred  Dion,  51  Brooks  St.,  has  the 
general  contract  for  store  for  C.  O.  Jean. 

Stratford,  Ont. 

G.  Fink,  Nelson  St.,  has  general  con- 
tract, carpentry,  masonry,  roofing,  paint- 
ing and  plastering  for  store  costing  $10,- 
000  fo    C.  Dannecker.  Waterloo  St. 

Three  Rivers,  Que. 

C.  E.  Hamelin.  St.  Prosper  St.,  has 
roofing,  copper  gutter  and  drains  at  $50,- 
000  for  Paper  and  Pulp  mills  for  St. 
Maurice  Lumber  Co.,  2  Notre  Dame  St. 

Toronto,  Ont. 

McLain  Mfg.  Co.,  care  G.  W.  Hun', 
architect.  Confederation  Life  Bldg.. 
placed  general  contract  for  addition  to 
building  with  R.  Thompson.  1  Glenlake 
Ave. 

Sherwood  Construction  Co..  Harbour 
Commission  Bldg..  have  general  contract 
for  garage  addition  costing  $10,000  for 
Wheeler  &  Carrothers,  119  Fermanagh 
Ave. 

Photo  Engravers  Ltd  ,  70  Bond  St., 
placed  general  contract  for  $80,000  man- 
ufacturing building  with  T.  E.  Essery, 
care  J.  J.  Kent,  Confederation  Life  Bldg. 

Hotel  addition  costing  $25,000  for  Wa- 
verley  Hotel.  488  Spadina  Ave.:  Exca- 
vating and  concrete.  Orsiny  Construc- 
tion Co..  709  Lumsden  Bldg.;  roofing. 
Saturley  &  Bushell.  141  Roncesvalles 
Ave. 

Factory  costing  $40,000  for  Kling  Bros., 
125  Queen  St.  W.:  Steel,  Reid  &  Brown 
Structural  Steel  &  Iron  Works  Ltd.,  63 
Esplanade  E.:  sash,  Steel  &  Radiation 
Ltd.,  Fraser  Ave. 

Three  Stores  and  apartments  costing- 
$25,000  for  P.  Polito,  109  Queen  W.: 
Masonrv,  T.  Greenspoon,  care  architect. 
B.  Swartz.  336  Dundas  St.  W.;  electrical 
work.  Dominion  Electric  Contracting 
Co..  330  Queen  W. ;  roofing.  Toronto 
Sheet  Metal  Works.  675  Richmond  W.: 
plastering,  Strauss  &  Levin,  137  Bell- 
woods  Ave. 

Store?  and  apartments  costing  $10.- 
000  for  J.  Polumbo,  773  Danforth  Ave.: 
Masonry.  J.  Greenspoon,  care  architect 
E.  Swartz,  336  Dundas  St.  W.;  electrical 
work.  Dominion  Electric  Contracting 
Co..  330  Queen  W. ;  roofing.  Toronto 
Sheet  Metal  Works,  675  Richmond  W.; 
plastering,  Strausse  &  Levin,  137  Bell- 
woods  Ave. 

Wm.  Sparling  Co.,  120  Bay  St.,  are 
architects  and  general  contractors  on  al- 
terations of  building  into  warehouse  for 
Hobbs  Mfg.  Co.,  279  King  St.  W. 

Studio  costing  $15,000  for  S.  B.  Coon 
&  Son.  810  Excelsior  Life  Bldg.:  Ma- 
sonry, Page  &  Son.  Weston  Rd.:  car- 
pentry, Hudson  &  Moseley,  6  Algonquin 
Ave. 

Three  stores  and  apartments  costing 
*32.000  for  Joe  Ciro,  284  Gerrard  E.: 
Brick,  J.  Greenspoon;  carpentry.  Glad- 
man  &  Schurman.  Augusta  and  Baldwin 
Sts.;  heating.  H.  G.  Waterman  &  Co.,  38 


Hazelton  Ave.;  plumbing,  Geo.  Elliott, 
98  Concord  Ave.;  electrical  work,  Do- 
minion Electric  Contracting  Co.,  330 
Queen  W.;  roofing,  Toronto  Sheet  Mecal 
Works,  675  Richmond  W. 

Grand  Trunk  Rly.  Co.  will  erect  ware- 
house and  office  for  Canadian  Express 
Co.,  Union  Station.  Mr.  Mitchell,  Supt, 
G.  T.  Rly.  Co.,  supervises. 

H.  C.  Tebutt,  889  Carlaw  Ave.,  has 
general  contract  for  addition  to  plant 
costing  $20,000  for  Standard  Bedding  Co., 
27  Davies  Ave.  Architect,  H.  Thomas, 
75  Hilton  Ave. 

Bank  of  Toronto,  King  and  Bay  Sls  - 
let  general  contract  for  $20,000  bank  to 
Archibald  &  Holmes  Ltd.,  Continental 
Life  Bldg. 

Factory  costing  $65,000  for  Dominion 
Oxygen  Co.,  120  Elm  St.:  General  con- 
tract, Wells  &  Gray,  Continental  Life 
Bldg.;  plumbing,  Sheppard  &  Abbott,  119 
Harbord  St.;  roofing,  Carmichae'l  water- 
proofing Co.,  918  Palmerston  Ave.;  sash. 
A.  B.  Ormsby  Co.,  48  Abel  St. 

Warehouse  costing  $80,000  for  A.  G. 
Strathy  Ltd..  123  Simcoe  St.:  General 
contract,  T.  E.  Essery,  care  J.  G.  Kent, 
Confederation  Life  Bldg.;  wreckers, 
Canada  Wrecking  Co.,  1878  Yonge  St. 

Vancouver,  B.  C. 

A.  D.  &  A.  W.  Snider,  Seymour  and 
Smythe  Sts..  have  general  contract  for 
alterations  and  additions  to  warehouse 
costing  about  $11,000  for  Swartz  Bros, 
153  Water  St. 

Baynes  &  Horie,  846  Howe  St,  have 
general  contract  for  warehouse  addition 
costing  $8,500  for  Geo.  H.  Cottrell,  349 
Railway  St. 

Victoria,  B.  C. 

Contract  for  Sidney  Rubber  Roofing 
Company's  factory  has  been  let  to  the 
Co-operative  Contract  Co.,  Victoria.  Es- 
timated cost.  $300,000. 

Welland,  Ont. 

J.  W.  Hickey,  119  Main  E.,  has  the 
general  contract  for  addition  to  office 
costing  $6,000  for  Canada  Forge  Co., 
Queen  St.  E. 

Windsor,  Ont. 

Dickie  Construction  Co..  Ryrie  Bldg . 
Toronto,  have  the  general  contract  for 
warehouse  costing  $55,000  for  Canadian 
Fairbanks  Morse  Co.,  26  Front  W.  Ar- 
chitects, T.  Pringle  &  Son.  601  Excelsior 
Life  Bldg.,  Toronto. 

Winnipeg,  Man. 

John  A.  Girvan  &  Son,  317  Portage 
Ave.,  have  general  contract  for  addition 
to  building  for  Congdon  Marsh  Ltd., 
Princess  St. 


Residences 

Alberta,  Province  of 

Dept.  of  Education,  Edmonton,  and 
various  School  Districts  have  under  con- 
sideration the  erection  of  a  large  num- 
ber of  teachers'  residences  this  year. 
Cost,  $2,000  each.  Minister.  Hon.  G.  P. 
Smith,  Parliament  Bldgs.,  Edmonton. 

Calgary,  Alta. 

Major  &  Stacy-Judd,  architects.  231 
Eighth  Ave.  W.,  will  receive  tenders  for 
apartment  block  costing  $75,000. 

Cap  De  La  Madeleine,  Que. 

Government  has  granted  City  $50,000 
for  construction  of  workmen's  resi- 
dences.   Mayor,  Irene  Rochefort. 

(Continued  on  page  68) 


Tenders  and  For  Sale  Department 


Tenders  for  Pavement 


Scaled  tenders  for  the  construction  of  pave- 
ment in  the  Town  of  Leamington  will  be  re- 
ceived by  the  Town  Clerk  till  noon  on  Friday, 
April  30th,  1920. 

Plans  and  specifications  will  be  furnished  on 
application. 

Lowest  tender  not  necessarily  accepted. 

M.  L.   SELKIRK,  Deputy  Clerk, 

Leamington,  Ont. 
March  18,  1920.  13-16 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Bituminous  Macadam  Pavement,"  will  be  re- 
ceived by  the  undersigned  until  12  o'clock  noon 
on  Wednesday,  May  5th,  1920,  for  the  construc- 
tion of  a  four-inch  bituminous  macadam  pave- 
ment in  the  Township  of  Clinton  from  the  east- 
erly limit  of  the  Town  of  Beamsville,  a  distance 
of  three  and  one-quarter  miles. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Wednesday,  April  14th, 
1920,  at  the  office  of  the  Resident  Engineer, 
Beamsville,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500.00,  payable  to  the 
Minister  of  Public  Works  and  Highways,'  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required  when 
contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Depuy   Minister  of  Highways. 
Department  of  Public  Highways, 

Toronto,  April  the  12th,  1920.  15 


Tenders 


Sealed  tenders,  registered  and  endorsed  on  the 
■nvelope  "Tenders  for  (Tender  bid  on)",  and  ad- 
dressed to  George  S.  Page,  Town  Clerk  of  the 
Town  of  Moosomin,  Sask.,  will  be  received  up 
to  G  p.m.,  May  5th,  1920,  for  the  supply,  deliveiy 
and  erection  of  certain  works. 

Tender  A — For  the  supply,  delivery  and  erection 

of   internal  combustion  engines. 
Tender  B — For  the  supply,  delivery  and  erection 

of    generators,    excitor,    switchboard,  street 

lighting  apparatus,  transformers,  meters,  etc. 
Tender  C — -For  the  supply  and  delivery  of  one 

oil  storage  tank. 
Tender  D — For  the  supply  and  delivery  of  pole, 

wire  and  line  material. 
Tender  E — For  the  erection  of  electric  pole  line. 
Tender  F — For  the  erection  of  power  station  and 

cooling  chamber. 
Marked  cheque  for  five  per  cent.  (5%)  of  the 
amount  of  the  bid  must  accompany  each  tender. 

Complete  sets  of  plans  and  specifications  may 
be  seen  at  the  office  of  the  Consulting  Engineers, 
Saskatoon,  at  the  Town  Clerk's  office,  Moosomin, 
and  the  Board  of  Trade,  Regina,  Sask.  Specifi- 
cations on  tenders  A,  B,  C  and  D  may  be  seen 
at  the  office  of  the  Canadian  Engineer,  Winni- 
peg and  Toronto,  and  the  Contract  Record  office, 
Montreal,  after  March  30th,  1920. 


GEO.  S.  PAGE,  Town  Clerk, 

Moosomin,  Sask. 

MURPHY  &  UNDERWOOD, 

Consulting  Engineers, 
Saskatoon,  Sask. 


13-17 


TOWN  OF  OSHAWA 


Tenders  for  Sidewalks 


Sealed  tenders,  marked  "Tender  for  Sidewalks," 
will  be  received  by  the  undersigned  until  5.00 
p.m.,  April  26th,  1920,  for  the  construction  of 
approximately  112,000  square  feet  of  Concrete 
Sidewalks. 

Plans,  specifications,  form  of  tender,  and  all 
necessary  information  may  be  obtained  at  the 
office  of  the  Town  Engineer.  • 

The  lowest  or  any  tender  for  all  or  any  part 
of  this  contract  will  not  necessarily  be  accepted. 

W.  G.  WORDEN. 

Town  Engineer. 

Oshawa,  Out.,  April  8,  1920.  15-16 


Notice  of  Tenders 


Notice  to  Contractors 


Municipality  of  Pipestone 


Sealed  tenders  will  be  received  by  the  under- 
signed up  to  12  o'clock  noon,  Tuesday,  April  20th, 
for  the  grading  of  approximately  75J4  miles  of 
roads. 

Tender  forms  and  specifications  may  be  seen 
at  the  office  of  the  Highway  Commissioner,  New 
Parliament  Buildings,  Winnipeg,  or  at  the  office 
of  the  Secretary-Treasurer,  Reston,  Manitoba. 

Marked  cheque  for  5  per  cent,  of  the  contract 
price  must  accompany  each  tender. 

Opportunities  will  be  given  contractors  to  sub- 
mit tenders  for  any  part  or  all  of  the  work. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

G.  F.  BIRNEY, 
Sec.-Treas.  Municipality  of  Pipestone, 
Reston,  Man. 
April  6th,  1920.  15 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  separate  sealed  tenders,  marked 
"Tender    for    Concrete    Culverts,    Township  of 

  Section   "   will   be  received 

by  the  undersigned  until  12  o'clock  noon  on 
Wednesday,  May  5th,  1920,  for  the  excavation, 
construction  of  concrete  structures  and  other 
necessary   work   in   the  following  Townships. 

1.  lirantford.  Section  "A." 

2.  Brantford,  Section  "  B." 

3.  Ancaster. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Wednesday,  April  14th, 
1920,  at  the  office  of  the  Resident  Engineer, 
Paris,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500.00,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  the  tender  for  each  sep- 
arate section. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required  when 
contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 

Department  of  Public  Highways, 

Toronto,  April  the  12th,  1920.  15 


Sealed  tenders,  addressed  to  the  undersigned, 
and  endorsed  "Tender  for  rebuilding  a  wharf  at 
Little  Current,  Ont.,"  will  be  received  at  this 
office  until  12  o'clock  noon,  Thursday,  April  29, 
1920,  for  rebuilding  a  wharf  at  Little  Current, 
Algoma  District,  Ontario. 

Plans  and  forms  of  contract  can  be  seen  and 
specification  and  forms  of  tender  obtained  at  this 
Department,  at  the  offices  of  the  District  Engi- 
neers at  Sault  Ste.  Marie,  Ont. ;  Equity  Build- 
ing, Toronto,  Ont.  ;  and  at  the  Post  Office,  Lit- 
tle Current,  Ont. 

Tenders  will  not  be  considered  unless  made  on 
printed  forms  supplied  by  the  Department  and 
in  accordance  with  conditions  contained  therein. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank  payable  to 
the  order  of  the  Minister  of  Public  Works,  equal 
to  10  per  cent,  of  the  amount  of  the  tender.  War 
Loan  Bonds  of  the  Dominion  will  also  be  ac- 
cepted as  security,  or  War  Bonds  and  cheques 
if  required  to  make  up  an  odd  amount. 

Note. — Blue  prints  can  be  obtained  at  this 
Department  by  depositing  an  accepted  bank 
cheque  for  the  sum  of  $20,  payable  to  the  order 
of  the  Minister  of  Public  Works,  which  will  be 
returned  if  the  intending  bidder  submit  a  regu- 
lar bid. 

By  order, 

R.  C.  DESROCHERS, 

Secretary. 

Department  of  Public  Works, 

Ottawa,  March  30,  1920.  14-15 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act  separate  sealed  tenders,  marked 
"Tenders    for    Concrete    Culverts,    Township  of 

  Section   ,"  will  be  received 

by  the  undersigned  until  12  o'clock  noon  on 
Wednesday.  May  5th,  1920,  for  the  excavation, 
construction  of  concrete  structures  and  other 
necessary  work  in  the  following  Townships : 

1.  Pittsburg,  Section  "A." 

2.  Pittsburg,  Section  "  B." 

3.  Leeds,  Section  "  C." 

4.  Lansdowne,  Section  "  B." 

5.  Lansdowne,  Section  "  C." 

6.  Yonge,  Section  "  A." 

7.  Escott,  Section  "  B." 

8.  Elizabethtown,  Section  "  A." 

9.  Elizabethtown,  Section   "  B." 

10.  Matilda,  Section  "A." 

11.  Matilda,  Section  "  B." 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Wednesday,  April  14th, 
1920,  at  the  offices  of  the  Resident  Engineers, 
Cornwall  and  Gananoque  and  at  the  office  of  the 

undersigned. 

A  marked  cheque  for  $500.00,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  the  tender  for  each  sep- 
arate section. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 

Department  of  Public  Highways, 

Toronto,  April  the  12th,  1920.  15 


April  14,  1920 


THE  CONTRACT  RECORD 
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Tenders  Wanted 


TOWN  OF  PEMBROKE 


Sealed  tenders  will  be  received  by  the  under- 
signed until  Saturday,  April  24th,  for  the  several 
trades  required  in  the  construction  of  the  Earls- 
court  Branch  of 

Toronto  Public  Library 

Plans  and  specifications  at  the  office  of  C.  J. 
Gibson,  106  Excelsior  Life  Building. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

W.  J.  T.  LEE, 
Chairman  Libraries  &  Finance  Committee. 
Toronto  Public  Library, 
15  Cor.  St.  George  and  College  Sts. 


COUNTY  OF  ONTARIO 


Tenders  for  Concrete 
Bridges  and  Culverts 


Sealed  tenders  will  be  received  by  the  under- 
signed until  noon,  April  27th,  1920,  for  the  con- 
struction of  several  Reinforced  Concrete  Bridges 
and  Culverts  to'  be  erected  on  the  County  Road 
System. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  undersigned  on  and  after  April  17th, 
1020. 

Tenders  must  be  accompanied  by  marked 
cheque  for  at  least  5  per  cent,  of  the  amount 
of  the  tenders. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

D.  F.  KEAN, 

County  Roads  Supt., 
15  Whitby,  Ont 


PAVING 

BidsClose  May  4th,  1920,  at  2  p.m. 


THIEF  RIVER  FALLS,  MINN. 


Tenders  for  Water  Works 
Pumping  Machinery 

Sealed  tenders  will  be  received  by  the  Town 
Clerk  until  3  p.m.  on  Wednesday,  May  12th, 
1020,  for  furnishing  and  installing — 

Turbine  Pump  and 
Gasoline  Engine 

with  capacities  of  1200  gallons  and  800  gallons 
per  minute. 

Specification,  plan,  etc.,  may  be  seen  at  the 
office  of  the  Town  Clerk,  Pembroke,  or  at  the 
office  of  Chipman  and  Power,  Mail  Building. 
Toronto. 

No  tender  necessarily  accepted. 

D.  A.  JONES,  Esq.,  Mayor. 

S.  L.  BIGGS,  Esq.,  Town  Clerk. 

A.   M.   THOMSON.  Esq., 

Chairman  Waterworks  Committee. 
J.  P.  HOWE,  Esq.,  Town  Engineer. 
CHIPMAN  AND  POWER,  Engineers, 
15  Toronto,  Ont. 

Storm  Sewer 
Construction 

Bids  Close  May  4th,  1920,  at  2  p.m. 


Sealed  bids  will  be  received  by  the  City  Coun- 
cil of  the  City  of  Thief  River  Falls,  Minnesota, 
until  2.00  p.m.  on  the  4th  day  of  May,  1920,  for 
the  grading,  curbing  and  paving  of  certain  streets 
and  avenues  and  the  grading  and  paving  of  cer- 
tain alleys  in  said  city  in  accordance  with  the 
plans  and  specifications  therefor  now  on  file  in 
the  office  of  the  City  Clerk  of  the  City  of  Thief 
River   Falls,  Min. 

The  approximate  amount  of  labor  and  material 
is  as-  follows : 

48,857  square  yards  of  street  pavement. 

4.800  square  yards  of  alley  pavement. 

15.370  cubic  yards  of  street  excavation. 

1,500  cubic  yards  of  alley  excavation. 

Adjusting  present  sewer  appurtenances. 

13,760  lineal  feet  of  straight  curb. 

Removing  present  curb  and  gutter. 

3,606  square  yards  of  brick  gutter. 

Furnishing  and   placing  reinforcing  steel. 

All  bids  must  be  on  blank  forms  furnished  by 
the  Bradley  Engineering  Service  of  St.  Cloud, 
Minn.,  and  each  bid  must  be  accompanied  by  a 
certified  check  on  some  reputable  bank,  payable 
to  the  city  Clerk  of  Thief  River  Falls,  Minn., 
for  the  amount  of  $20,000.00,  such  check  to  be 
subject  to  the  conditions  set  forth  in  the  specifi- 
cations. 

Alternate  bids  will  be  received  on  Creosote 
Block,  Brick,  Bitulithic,  and  Reinforced  Concrete 
Pavement,  concrete  pavement  and  concrete  base 
to  be  either  pit  run  gravel,  washed  and  screened 
sand  and  gravel  or  stone  concrete,  according  to 
the  decision  and  opinion  of  the  City  Council.  The 
Council  reserves  the  right  to  select  different  type 
of  pavement  for  alleys  than  that  which  is  select- 
ed for  street  and  avenue  paving. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  City  Clerk  of  the  City  of  Thief 
River  Falls,  Minn.,  and  extra  copies  may  be 
purchased  from  the  Bradley  Engineering  Ser- 
vice, Weber  Bldg.,  St.  Cloud,  Minn.,  at  the  rate 
of  $5.00  per  set. 

The  right  is  reserved  by  the  City  to  reject 
any  or  all  bids. 

By  order  of  the  City  Council. 


THIEF  RIVER  FALLS,  MINN. 


Sealed  bids  will  be  received  by  the  City  Coun- 
cil of  the  City  of  Thief  River  Falls,  Minn., 
until  2.00  p.m.  on  the  4th  day  of  May,  1920.  for 
the  installation  of  storm  sewer  extensions  in  said 
city  in  accordance  with  the  plans  and  specifica- 
tions therefor  now  on  file  in  the  office  of  the 
City  Clerk  of  the  City  of  Thief  River  Falls,  Minn. 

The  approximate  amount  of  labor  and  material 
is  as  follows :  . 

586  lineal  feet  of    8"  Vitrified  Sewer  Pipe. 
'3,345     "       "     "  12"       "  " 
950     "       "     "  15" 
380     "       "     "  18" 
423     "       "     "  20"       "  "  " 

5,084      "       "      "    trench,  5  ft.  to  7  ft.  deep. 
21  Manholes. 

24  feet  extra  depth  of  manholes. 
4  Catchbasins. 

Tapping  10  present  manholes  and  catch- 
basins. 

All  bids  must  be  on  blank  forms  furnished  by 
the  Bradley  Engineering  Service  of  St.  Cloud. 
Minn.,  and  each  bid  must  be  accompanied  by  a 
certified  check  on  some  reputable  hank  in  the 
amount  of  $1400.00,  payable  to  the  City  Clerk  of 
Thief  River  Falls,  Minn.,  such  check  to  be  sub- 
ject to  the  conditions  set  forth  in  the  specifica- 
tions. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  City  Clerk  of  the  City  of  Thief 
River  Falls,  Minn.,  and  extra  sets  may  be  pur- 
chased from  the  Bradley  Engineering  Service. 
Weber  Bldg.,  St.  Cloud,  Minn.,  at  the  rate  of 
$5.00  per  set. 

The  right  is  reserved  by  the  City  to  reject  any 
or  all  bids. 

By  order  of  the  City  Council. 
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A.  H.  AKRE, 

City  Clerk. 


Tenders  for  Drain 
Improvement 


Tenders  will  be  received  until  April  25,  1920. 
for  the  construction  of  the  Winchelsea  Creek 
I)  rain  Improvement  in  Township  of  Usborne.  A 
marked  cheque  for  the  amount  of  10  per  cent, 
of  the  contract  price  to  accompany  each  tender. 

Plans  and  specifications  may  be  seen  at  the 
office  of  John  Roger,  O.L.S.,  Mitchell,  or  from 
the  undersigned. 
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A.  H.  AKRE, 

City  Clerk. 


For  Sale 

One  40  Horse-power  Corliss  Engine ;  in  good 
repair;  solid  flywheel.  Apply  Imperial  Varnish 
and  Color  Co.,  Ltd.,  Toronto.  14-15 

FOR  SALE 

One  pair  Beatty  throttle  reverse  anchor  en- 
gines. Size  6"  x  6".  In  first  class  condition, 
can  be  used  as  swingers  or  thrusting  engines. 

Apply  Box  154,  Contract  Record,  Toronto.  9-tf 


HENRY  STRANG, 


15 


Township  Clerk, 
Hensall,  R.  R.  No.  1. 


Tenders  for  Pavement 


Sealed  tenders,  addressed  to  the  City  Clerk 
will  be  received  at  the  City  Hall,  Belleville,  up 
to  five  o  clock  p.m.,  Thursday,  April  22nd  for 
the  construction  of  asphaltic  concrete  pavements 
on  West  Brulge  Street  and  Catherine  Street  al- 
so tor  the  construction  of  an  asphaltic  macadam 
pavement  on  part  of  West  Bridge  Street 

Plans  and  specifications  may  be  seen  '  at  the 
office  of  the  City  Engineer. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 15 


Tenders  for  Pavements 


Alternative  bids  for  Asphalt,  Bitulithic,  and 
Concrete  Pavements  will  be  received  by  A  H 
Millar  Esq.,  City  Clerk,  Kitchener,  Ont.,  until' 
12  o  clock  noon,  Thursday,  April  29th,  1920  for 
the  supply  of  material  and  construction  of  ap- 
proximately 10.000  square  yards  of  pavement 

Drawings  and  specifications  may  be  seen,  and 
all  information  obtained  on  application  to  the 
Uty  Engineer's  Office  after  April  17th,  1920 
Kach  bid  must  be  accompanied  by  a  marked 
cheque  for  5  per  cent,  of  the  amount  of  the 
tender. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

B.  G.  MICHEL, 
15  16  City  Engineer. 


Notice  to  Contractors 


Sealed  proposals  will  be  received  at  the  office 
of  M.  S.  Pound,  Secretary-Treasurer  Ridgeway 
Board  of  Education,  Ridgeway,  Ontario,  up  to 
6  p.m.,  April  30th,  1920,  for  the  various  works 
required  in  the  erection  and  completion  of  an 
eight  class  room  school  building. 

Plans  and  specification  may  be  seen  and  blank 
tender  forms  obtained  at  the  office  of  MacLean 
Daily  Reports,  347  Adelaide  St.  West,  Toronto, 
and  at  the  office  of  M.  S.  Pound,  Sec.-Treas.. 
Ridgeway,  and 

W.  W.  LA  CHANCE,  Architect. 
N.  A.  KEARNS,  Engineer,  Associated. 
43-44  Temple  Building, 
15-17  Welland,  Ontario. 


Tenders  Pavements 


CITY  OF  NIAGARA  FALLS 

ONTARIO 


Sealed  tenders,  addressed  to  Mr.  W.  J.  Sey- 
mour, City  Clerk,  will  be  received  until  4  p.m. 
on  Monday,  April  19th,  1920,  for  the  excavations, 
preparation  of  subgrade,  concrete  base  and  curbs 
for  approximately  70,000  square  yards  of  pave- 
ment. 

Specifications,  tender  forms  and  all  information 
may  be  had  at  City  Engineer's  office. 

An  accepted  bank  cheque  valued  at  10  per 
cent,  of  total  price  must  accompany  each  bid. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

D.  T.  BLACK. 
15  City  Engineer. 


(is 


For  Sale 

Three  Heavy  Duty  Engine  Lathes ;  24-inch 
swing,  10-foot  bed;  complete  with  chucks;  in 
perfect  condition  at  quarter  cost  price.  Apply 
400  Front  East,  Toronto.     Phone  Main  0338. 


Crushed  Limestone 

A  splendid  Hard  Limestone  crushing  proposi- 
tion— a  large  amount  of  broken  stone  on  hand. 
Railroad  siding  in  quarry.  Will  sell  out  or  on 
Royalty.    Apply  to 

LONGFORD   QUARRY  COMPANY, 
13-t.f.  Longford  Mills,  Ont. 


SUPERINTENDENT  OR  GENERAL  FORE- 
MAN—  I  am  open  for  engagement  on  any  class 
of  Reinforced  Concrete  or  General  liuilding  Con- 
struction. Large  experience ;  good  organizer. 
Best  possible  results  obtained.  Excellent  refer- 
ences. Will  go  anywhere.  Hox  89!),  Contract 
Record,  Toronto,  Ont.  15 


Position  Open 

for  a  capable,  energetic  man  who  has 
studied  advertising  and  possesses  sales- 
manship ability,  as  traveller  for  trade 
publications  in  Toronto  and  Western 
Ontario.  The  position  offers  opportun- 
ity to  the  right  man. 

HUGH  C.  MacLEAN,  LIMITED, 
347  Adelaide  St.  West, 
14-15  Toronto,  Ont. 


Residences 

(Continued  from  page  651 

Chesley,  Ont. 

Wellington  Krug  wants  tenders  mi 
bungalow  costing  $6,000.  Architect,  W. 
G.  Murray,  Dominion  Savings  Bldg.. 
London. 

Chicoutimi,  Que. 

Oswald  Perron,  Avenue  du  Seminaire. 
will  shortly  erect  residence  costing  $8,- 
000. 

Halifax,  N.  S. 

Hugh  G.  Bauld,  architect,  Maple  St.. 
Dartmouth,  is  preparing  p'ans  for  flats 
costing  $7,000  for  H.  A.  MacDonald,  102 
Inglis  St. 

London,  Ont. 

McClary  Mfg.  Co.,  333  Wellington  St., 
contemplates  the  erection  of  workmen's 
residences.  Architect,  John  M.  Moore, 
425  Richmond  St. 

Moncton,  N.  B. 

W.  C.  Barnes,  architect,  Wyse  Bide, 
is  preparing  plans  for  residence  costing 
$10,000  for  R.  N.  Wyse,  Cameron  St. 

R.  A.  Frechette,  architect  for  Moncton 
Housing  Board,  30  Bonnacord  St.,  will 
receive  tenders  until  April  20th  for  fif- 
teen residences  costing  $4,000  each. 

W.  E.  Barnes,  51  Princess  St..  will 
erect  residence  costing  $7,000.  Architect, 
W.  C.  Barnes,  Wyse  Bldg. 

W.  C  Barnes,  architect,  Wyse  Bldg.. 
has  prepared  plans  for  double  residence 
costing  $8,000  for  A.  L.  McFarlane,  John 
St. 

Montreal,  Que. 

George  Harper,  700  Si.  Urbain  St., 
will  make  alterations  to  residence  by  day 

labor.   Cost,  $0,000. 
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Cardinal  &  Beauchamp,  architects,  2f, 
St.  James  St.,  are  preparing  plans  and 
will  call  tenders  soon  for  residence  cost- 
ing $12,000  for  Louis  Daigenault,  1  7 
Delorimier  St. 

J.  Gilletz  &  Co.,  22  Mayor  St..  will 
erect  shortly  six  flats  costing  $17,500. 

S.  D.  Vallieres,  370  Marlowe  Ave.,  is 
erecting  twelve  residences  costing  $70.- 
000. 

Niagara  Falls,  Ont. 

A.  Zimmerman,  04  First  Ave.,  will 
erect  residence  costing  $6,000. 

Ottawa,  Ont. 

J.  P.  MacLaren,  architect.  104  Sparks 
St.,  will  receive  tenders  until  April  19th 
for  alteration  of  residence  into  apart- 
ments for  W.  E.  Hastey,  28  Henderson 
Ave. 

W.  E.  Noffke,  architect.  Central  Cham- 
bers, Elgin  St.,  will  receive  tenders  un- 
til April  17th  for  residence  costing  $12,- 
000  for  E.  M.  Learner,  York  St. 

Point  Grey,  B.  C. 

Gillingham  &  Korner,  architects,  1502 
Tower  Bldg.,  are  preparing  plans  and 
will  call  tenders  soon  for  residence  cost- 
ing $6,000  for  H.  S.  Vaughan,  1742  Hard 
St. 

Portage  La  Prairie,  Man. 

Robt.  Brydon  will  start  work  by  day 
labor  shortly  on  erection  of  barn  and 
residence  costing  $9,000. 

W.  W.  J.  Taite,  206  Sask.  Ave.  W  . 
will  receive  tenders  on  all  trades  for  res- 
idence costing  $6,000. 

Port  Colborne,  Ont. 

T.  E.  Ferris.  21  Robert  St..  Niagara 
Falls,  has  the  general  contract  for  twen- 
ty-five residences  for  Maple  Leaf  Milling 
Co..  Port  Colborne. 

C.  M.  Borter.  architect,  102  Main  St.. 
Niagara  Falls,  is  preparing  plans  for  res- 
idence costing  $6,500  for  F.  W.  Brisbin. 
Vittoria  St. 

Port  Nelson,  Ont. 

Malcolm  Webb,  105  Herkin>er  St..  Ham- 
ilton, will  erect  three  residences  shortly 
costing  $6,000  each. 

Purves,  Man. 

William  Lawson  contemplates  the 
erection  of  residence  costing  about  $7.- 
000. 

Regina,  Sask. 

Jas.  E.  Whelan  contemplates  erection 
of  apartments  costing  $35,000.  Site  pur- 
chased. 

Regina  Development  Syndicate  Ltd. 
contemplate  the  erection  of  apartments 
costing  $65,000.  Architects.  Storey  & 
Van  Egmond,  McCallum  Hill  Block. 

St.  Johns,  Que. 

Town  has  under  consideration  the  ex- 
penditure of  provincial  grant  of  $150,000 
on  erection  of  houses.  Secy.-treas.,  J.  A. 
Raymond. 

St.  Marys,  Ont. 

A.  H.  Gould  will  erect  five  residences 
costing  $15,000. 

South  London,  Ont. 

H.   A.   McBride,     architect,  Molsons 
Bank,  is  preparing  plans  for  fifteen  resi- 
dences costing  $60,000  for  London  Hons 
ing  Commission. 

Frank  Smytb.  34  Wellington  St..  Lon- 
don, contemplates  erection  of  dupleN 
residence  costing  $7,000. 

Stratford,  Ont. 

A.  Akersville,  93  Nile  St..  is  erecting 
duplex  residence  by  day  labor.  Cost,  $7,- 
000. 
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J.  M.  Lillow,  Norman  St.,  is  erecting 
two  residences  costing  $6,000.  Archi- 
tect, James  Russell,  Downie  St. 

Thetford  Mines,  Que. 

Leonard  Demers  will  receive  tenders 
for  residence  costing  $30,000. 

Toronto,  Ont. 

F.  ,F.  Saunders,  architect,  672  Craw- 
ford St.,  will  receive  tenders  on  all 
trades  for  two  duplex  residences  costing 

$24,000. 

Sam  Holt,  13  Kennedy  Ave.,  will  erect 
two  residences  costing  $5,000  each. 
B.  W.  Clark,  29  Quebec  Ave.,  will  erect 

residence. 

Tenders  will  be  called  shortly  for  res- 
idence and  garage  for  L.  Babayan,  care 
C.  S.  Cobb,  architect,  71  Bay  St. 

H.  Addison  Johnston,  412  Lake  Front, 
will  erect  four  bungalows  costing  $4,- 
500  each. 

J.  M.  Walkey,  326  Shaw  St.,  is  erect- 
ing two  bungalows  costing  $6,000  each. 

A.  Arthur  Mitchell,  502  Palmerston 
Blvd.,  will  erect  three  bungalows  costing 

$6,000. 

Tenders  will  be  received  until  April 
21st  for  fourteen  residences  for  York 
Township  Housing  Commission.  Plans 
with  Building  Inspector,  Wm.  Dever,  40 
larvis  St.,  Toronto. 

H.  Noller  Realty  Co..  71  Adelaide  E„ 
will  erect  six  residences  costing  $2,500 
each. 

Henry  A.  Talbot.  2009  Davenport  Rd.. 
i-;  erecting  two  residences  costing  $5,000 

each. 

Wm.  Leachman.  73  Gilmour  Ave.,  is 
erecting  bungalow  costing  $6,500. 

W.  T.  Bennett.  35  Harvie  St.,  will 
erect  residence  costing  $6,000. 

Algate  &  Boynton.  79  Adelaide  E..  wi'l 
erect  two  residences  costing  $6,000  each. 

A.  Poyntz.  303  Russell  Hill  Rd..  will 
erect  three  residences  costing  $0,509 
each. 

G.  K.  Christensen.  87  Ivy  Ave.,  is 
erecting  eight  residences  costing  $4,000 
each. 

Henry  Ward.  92  Kippendavie  Ave.,  is 
erecting  two  residences    costing  $4,50) 

each. 

J.  Swinarton,  761  Shaw  St..  will  erect 
addition  to  residence. 

J.  E.  Luckhart.  188  Durie  St.,  is  erect- 
ing two  residences  costing  $4,500  each. 

Jos.  Pijoan.  Strathgowan  Cres.,  is 
erectirig  residence   costing  $7,500. 

Fred  Cubbidge,  318  Windermere  Ave., 
contemplates  the  erection  of  two  resi- 
dences costing  $5,000  each. 

R.  J.  Farnon,  Kent  Bldg..  will  erect 
residence  and  garage  costing  $10,500. 

Lecornu  &  E.  Elliott,  77  Vermont  Ave.. 
will  erect  two  pair  of  residences  costing 
$4,500  each. 

H.  McCaffery,  25  Dixon  Ave.,  will 
erect  two  residences  costing  $6,000  each. 

Rev.  Geo.  Dunn.  390  Perth  Ave.,  con- 
templates erection  of  residence. 

W  in.  Deviney.  65  Westmoreland  Ave., 
will  erect  residence  costing  $6,500. 

A.  M.  Shook.  42  Leopold  St..  is  erect- 
ing two  residences  costing  $4,500  each. 

J.  A.  Moss.  143  Beresford  Ave.,  is 
erecting  residence  costing  $10,000. 

L.  A.  Beatty,  10  Tyrrell  Ave.,  is  erect- 
ing residence  costing  $10,000. 

(  has.  Joliffe.  210  Northcliffe  Blvd..  is 
erecting  two  residences  costing  $6,000 
each. 

CONTRACTS  AWARDED 
Brantford,  Ont. 

F.  W.  Nicholls.  Temple  Bldg..  is  ar- 
chitect and  general  contractor  on  ere:- 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 

- 


Plant  of  The  John  Inglis  Company,  Limited 


WRITE  FOR  PRICES  AND  SPECIFICATIONS 

THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 

Representatives  in  Eastern  Canada:  Ottawa  Representative: 

JAS.  W.  PYKE  &  CO.,  Limited,  J.  W.  ANDERSON, 

232  St.  James  St.,  Montreal  7  Bank  St.  Chambers 
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tion  of  residence  costing  $7,000  for  Nel- 
son Jex,  43  Peel  St. 

Denzil,  Sask. 

Beaver  Lumber  Co.  let  contract  for 
residence  costing  $6,000  to  P.  Valk  & 
Son,  Macklin,  Sask. 

Halifax,  N.  S. 

Mrs.  Mary  Barclay,  Payzant  St.,  has 
awarded  general  contract  fur  residence 
costing  $8,000  to  ('.  A.  Leverman  &  Son, 
Jubilee  Rd. 

J  H.  Armstrong,  6  Sarah  St.,  has  the 
general  contract  for  residence  costing 
$0,000  for  Mrs.  E.  S.  Armstrong. 

Hamilton,  Ont. 

W.  H.  Pratt,  62  Carrick  Ave.,  placed 
general  contract  and  masonry  for  apart- 
ments costing  $10,000  with  W.  Hill,  177 
Duke  St. 

Kitchener,,  Ont. 

Reitzel  Bros.,  Allen  St.,  Waterloo, 
have  general  contract,  masonry,  carpen- 
try, roofing  and  plastering  for  three  resi- 
dences costing  $5,000  each  for  A.  K. 
Cressman,  King  St.,  Waterloo. 


To  Road  Contractors 

Large  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally advantageous 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

Room  201  Webster  Building 
55  YONGE  ST.  TORONTO 


New  Business 

is  the  life  of  trade,  but  there  is  so 
much  competition  now-a-days  that 
it  is  harder  than  ever  to  get  the 
new  business.  Live,  reliable,  ad- 
vance information  regarding 

Building  and  Engineering 

contracts  enables  you  to  make  a 
well-directed  efficient  effort  for 
more  sales.  Such  information  you 
get  through  the  use  of  MacLeau 
Daily  Reports.  You  can  have  on 
your  desk  every  morning  a  batch 
of  reliable,  timely  reports  of  con- 
tracts that  will,  result  in  a  keener 
sales  force,  more  orders,  and  in 
cutting  down  selling  costs  for  you. 
Hundreds  of  well-known  firms  are 
profiting  by  their  use.  Why  not 
you,  too? 

Write  for  full  information. 
MacLean  Daily  Reports,  Limited, 
345  Adelaide  St.  West,  Toronto 


M 


acLean 

REPORTS 


London,  Ont. 

Harry  Hayman,  848  Dufferin  Ave,  has 
the  general  contract  for  residence  cost- 
ing $15,000  for  W.  E.  Saunders,  care  W. 
E.  Saunders  &  Co,  Clarence  St.  Archi- 
tects, Watt  &  Blackwell,  Bank  of  To- 
ronto Bldg. 

Moncton,  N.  B. 

Jack  McDougall  has  general  contract 
and  carpentry  for  double  residence  cost- 
ing $9,000  for  Miss  Margaret  M.  Price, 
271  Botsford  St. 

Montreal,  Que. 

J.  A.  Cloutier,  534  Marquette  St.,  Is 
architect  and  general  contractor  on  t':iL' 
erection  of  cottage  and  garage  costing 
$18,500  for  E.  Lafontaine,  776  Wilder 
Ave. 

Napanee,  Ont. 

W.  J.  Jewell,  contractor,  Dundas  St, 
has  started  work  on  remodelment  of  res- 
idence, office,  garage  and  stable  for  Dr. 
T.  M.  Galbraith. 

Omemee,  Ont. 

S.  Skuce  has  general  contract  and  car- 
pentry for  Empress  Tannery  Co. 

Ottawa,  Ont. 

Col.  McLaren,  Range  Rd,  placed  gen- 
eral contract  for  alterations  to  apart- 
ment house  costing  $6,000  with  Ross 
Meagher  Co,  80  Elgin  Su 

S.  F.  Smith,  448  McLeod  St.,  has  the 
general  contract  for  alterations  to  resi- 
dence costing  $6,000  for  Mrs.  McMahon. 

Bethel!  Bros,  Westboro,  Ont,  have 
the  general  contract  for  ten  residences 
costing  $4,200  each  for  Ottawa  Housing- 
Commission,  Bank  National  Bldg. 

Henry  Dunn,  49  Fulton  Ave,  has  the 
general  contract  for  apartment  house 
costing  $15,000  for  Napoleon  Champagne, 
:jo  Rideau  St. 

Peterboro,  Ont. 

Ephgrave  &  Barrett,  250  McDonnell 
St.,  have  general  contract  and  carpentry 
for  repairs  to  apartment  costing  $9,000 
for  Mrs.  J.  R.  Bell. 

Point  Grey,  B.  C. 

C.  A.  Hilchey,  4678  Third  Ave.  W, 
Vancouver,  has  the  general  contract  for 
residence  costing  $7,500  tor  St.  Mary's 
Church  Congregation. 

Portage  La  Prairie,  Man. 

W.  Oborne,  Portage  La  Prairie,  has 
general  contract  for  residence  costing 
$10,000  for  C.  Wishart. 

Regina,  Sask. 

More  &  McWilliams  have  general  con- 
tract for  cottage  costing  $6,000  for  Man- 
itoba Gypsum  Co,  504  Trust  &  Loan 
Bldg,  Winnipeg. 

Sherbrooke,  Que. 

Louis  Joncas  will  erect  residence  cost- 
ing $8,000  on  cost  plus  percentage  basis 
for  W.  M.  McManamy. 

Toronto,  Ont. 

J.  E.  Wainwright.  97  Kent  Rd,  is 
erecting  six  pair  of  residences  costim; 
$4,000  each:  Electrical  work,  Win.  Bur- 
man,  277  Ashdale  Ave.;  plumbing,  Mr. 
Fox,  care  Mr.  Wainwright;  heating,  Les- 
lie Bros,  1027  Gerrard  St.  E. 

Grant  and  Stevens,  2  Moscow  Ave, 
are  erecting  three  pair  of  residences  cost- 
ing $3,500  to  $4,000  each:  Electrical  work, 
S.  J.  Johnston,  292  Jones  Ave.;  plumb- 
ing and  heating,  A.  Winkler,  48  Major 
St.;  plastering.  White  Bros,  57  Hunter 
St.;  painting,  W.  Rowe,  668  Jones  Ave. 

S.  R.  Hughes,  79  Portland  St,  has  the 
general  contract  for  bungalow  costing 


$7,500  for  O.  H.  Moore,  135  Tyndall  Ave. 

H.  Addison  Johnston,  412  Lake  From, 
has  the  general  contract  for  five  or  six 
residences  costing  $5,000  to  $6,000  each. 

Windsor,  Ont. 

A.  A.  McKernan  has  the  general  co.i- 


BOOKS 

on  liuilding.  Engineering  and  all  Technical 
Subjects,  Second-hand  at  half  prices.  New  at 
lowest  prices.  State  wants  and  send  for  Cata- 
logue No.  23,  post  free. 

WE  HAVE  THE  BOOKS  YOU  WANT. 
Books  Bought.  Best  Prices  Given. 

W.  &  G.  FOYLE,  LTD, 
121  125.   Charing  Cross  Road,   London,  Eng. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 

Branches   Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also   Bonds  for  Special  Purposes 


THfc 

Canadian  Surety  Co. 

Specialists  in 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile.    Burglary,    Plate  Glass 
INSURANCE. 
Head  Office:  26  Wellington  Street  E. 
Toronto,  Ont.  Phone  M.  2609--1840 

Branch  Offices; 
Montreal    Trust    Bldg,    Montreal,  Que. 
'MS  Paris  Bldg,  VVinnipeg,  Man. 

Representatives  in  all  Cities  and  Towns. 
Minimum   Service.  Minimum  Cost. 


^onit  Toil. 


You  may  know  }  on  can 
complete  an)-  contract  you 
undertake,  but  modern 
business  methods  require 
security  that  you  can — 
Business  men  prefer  our 
bond. 


Inttffl  BtattB  TOeiitu  $c 
(guaranty  (Cnmpanu 


Resources  Over  - 
Canadian  Securities 


$20,000,000 
$1,162,000 


HreJ  Office 
36  Toronto  St.  -  TORONTO 

Branch  Offices 
Pari*  Buildicwt      ■  WINNIPEG 
112  St.  James  St.  -  MONTREAL 

ARTHUR  F  KIRKFATKICK. 

'..ir,:  U..4,  ,  t'nweiw 

SIDNRV  V.  a»Ntl.  Aut   >!...,.. 

W  R.  KtRKPATklCK.  i»  
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tract  for  residence  costing  $7,500  for  K. 
Perkins,  Essex,  Out. 

Winnipeg,  Man. 

F.  S.  Jennings,  802  Home  St.,  has  the 
general  contract  for  residence  for  R. 
Broad,  care  Turnbull  &  McManus,  Aus- 
tin &  Sutherland  Sts. 


Power  Plants,  Electricity  and 
Telephones 

British  Columbia,  Province  of 

Dominion  Dept.  Public  Works  con- 
templates the  expenditure  of  $7,300  on 
telegraph  and  telephone  lines. 

Calgary,  Alta. 

J.  M.  Miller,  clerk,  will  receive  tenders 
until  1  p.m.,  May  14th,  for  three  200  kv.a. 
12,000  volts  to  23,000  volts  transforme-s 
for  City. 

Moosomin,  Sask. 

Geo.  S.  Page,  clerk,  will  receive  tend- 
ers until  6  p.m.,  May  5th,  for  Town  elec- 
tric light  plant  estimated  to  cost  $40,000. 
Plans  with  clerk  and  Consulting  Engi- 
neers, Murphy  &  Underwood,  Sas- 
katoon. Specifications  for  machinery  and 
supplies  at  office  of  Canadian  Engineer, 
Winnipeg  and  Toronto;  office  of  Can- 
tract  Record,  Montreal,  Que. 


Miscellaneous 

Hamilton,  Ont. 

City  has  purchased  site  for  cemetery,  to 
cost  $130,000.  Work  will  start  shortly 
on  necessary  grading,  etc.  Chairman 
Cemetery  Board,  Thos.  Lovejoy,  223 
Homewood  Ave. 

S.  H.  Kent,  clerk,  will  receive  tenders 
until  April  20th  for  one  motor  flusher  of 


1200  Imperial  gallons  capacity,  dual  mo- 
tor system.  Specifications  with  engi- 
neer, E.  R.  Gray. 

London,  Ont. 

W.  Hueston,  380  Wellington  St.,  will 
receive  tenders  for  pavilion  to  cost  $10,- 
000. 

McAuley,  Man. 

By-law  passed  authorizing  expenditure 
of  $10,000  on  construction  of  rink  for  Mu- 
nicipality of  Archie.  Secy.-treas.,  H. 
Chipperfield,  McAuley. 

Montreal,  Que. 

S.  L.  Contant,  590  Mary  Anne  St.  !•"... 
contemplates  the  erection  of  stables. 

Dominion  Park  Co.,  145  St.  James  St., 
will  erect  water  ride  by  day  labor  costing 
$12,000.  Manager,  M.  Hannaford,  12 
Third  Ave.,  Mais. 

North  Sydney,  N.  S. 

Town  has  under  consideration  the  pur- 
chase of  fire  apparatus  to  cost  $20,000. 
C  lerk,  Neil  McLean. 

Ottawa,  Ont. 

Dominion  Dept.  Public  Works  contem- 
plates the  expenditure  of  $500,000  on 
erection  of  military  barracks. 

Dominion    Dept.    Public    Works  has 
been  allowed  $200,000  for  improvements 
and  repairs  to  experimental  farms  and 
construction  of  new  buildings. 
Sedgewick,  Alta. 

Sedgewick  Agricultural    Society  con- 
template the    erection    of    additions  to 
buildings.    Address  secy.,  Sedgewick. 
Sherbrooke,  Que. 

City  contemplates  the  construction  of 
incinerator  plant.  Engineer,  Thomas 
Tremblay,  57  Wellington  St.,  will  receive 
specifications. 


Victoria,  B.  C. 

H.  E.  Munday,  Joan  Crescent,  Vic- 
toria, is  erecting  garage  by  day  labor. 
L  ost,  $12,000. 

CONTRACTS  AWARDED 

Three  Rivers,  Que. 

Coeur  de  Lion  McCarthy,  Room  10 
214  St.  Jacques  St.,  Montreal,  has  tin- 
general  contract  for  Monument  for  City. 

Vancouver,  B.  C. 

M.  C.  Griffiths,  2880  28th  Ave.  W.,  is 
architect  and  general  contractor  on  con- 
struction of  cold  storage  shed  and  wharf 
costing  $0,000  for  Burns  Estate. 


Fires 

Chesley,  Ont. 

Fire  damaged  Chesley  Chair  Factory; 
loss,  $7,000.    Repairs  will  be  made. 

Montreal,  Que. 

Fire  partly  destroyed  garage  building 
owned  by  Jack  Watson,  810  University 

Ave. 

Fire  destroyed  dry  cleaning  works  anil 
apartments  of  C.  H.  Godfrey,  2i5  Drurii- 
mond  St.     Loss,  $75,000.     Will  rebuild 

shortly. 

Congregation  Chevra  Kadisha,  299-301 
St.  Urbain  St..  plan  to  rebuild  synagogue 
recently  destroyed  by  fire.  Loss,  $25,- 
000.    President,  J.  Diamond. 

Mount  Elgin,  Ont. 

John  Silverthorn  plans  to  rebuild  grist 
mill  recently  destroyed  by   fire.  Loss, 

$15,000. 

Sydney,  N.  S.  ■ 

Fred  Quirk,  Victoria  Rd.,  sustained  a 
loss  of  $19,000  when  fire  damaged  stores 
and  residences.    Will  repair. 


Why  Submit  "Marked"  Cheques 

With  Your  Tenders 

when  you  can  obtain  Bid  or  Proposal  Bonds  at  a  nominal  premium  which  will  take 
the  place  of  your  "marked"  cheque  and  will  thus  eliminate  the  necessity  of  reducing 
your  current  bank  account? 

The  premium  paid  on  a  Bid  Bond  can  be  applied  as  part  payment  of  the  premium 
on  the  Contract  Bond  which  will  be  required  should  the  contract  be  placed  with  you. 

The  Bonds  of  this  Company  are  accepted  by  the  Dominion  and  Provincial  Govern- 
ments and  Municipalities. 

For  further  information  apply  to 

THE 

GENERAL  ACCIDENT 

ASSURANCE  COMPANY  OF  CANADA 

HEAD  OFFICE  :  Cor.  Bay  and  Richmond  Streets.  TORONTO 

Branch  Offices  at 

montreal       quebec        winnipeg        calgary        saskatoon  vancouver 
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TN  writing  your  roofing  specifica- 
tions it  is  important  not  to  add 
the  loophole  phrase  "  or  equal." 

An  "  or  equal  "  Specification  puts 
the  honest  contractor  at  a  disad- 
vantage and  leaves  the  way  open  for 
any  less  scrupulous  bidder  to  "skin 
the  job"  by  using  inferior  materials 
and  construction. 

If  you  will  write  into  your  roofing 
specification  simply  this — "The  roof 
shall  be  laid  according  to  The  Bar- 
rett Specification  dated  May  1,  1916, 
and  the  roofing  contractor  shall  se- 
cure for  me  the  (20-  or  10-Year) 
Surety  Bond  therein  mentioned," 
you  will  be  assured  of  several  im- 
portant things — 

First — You  will  have  the  benefit  of  com- 
petitive bidding,  on  an  equal  basis, 
among    roofing  contractors. 

Second — You  will  receive  the  Barrett  In- 
spection   Service   without  charge. 

Third — You  will  have  a  roof  that  is  guar- 
anteed by  a  Surety  Bond  to  be  free 
from  maintenance  expense  for  the  guar- 
anteed period. 

Fourth — You  will  have  a  roof  for  which 
there   is   positively  no      or  equal." 


The  Surety  Bond  Guarantee 

THK  Barrett  Company  is  the  only 
Company  that  has  enough  con- 
fidence in  its  roof  to  put  back  of  it  a 
Surety  Bond.  In  fact,  no  other  con- 
cern will  guarantee  a  roof  for  so 
long  a  period,  much  less  furnish  a 
Surety  Bond. 

The  Surety  Bond  is  offered  on 
all  Barrett  Specification  Roofs  of 
fifty  squares  or  more  in  all  cities  of 
2d,000  or  over,  and  in  smaller  places 
where  our  Inspection  Service  is 
available.  It  is  issued  by  a  promin- 
ent Fidelity  and  Guaranty  Company, 
and  exempts  the  owner  from  all 
maintenance  expense  for  the  life  of 
the  Bond. 

Our  only  stipulations  are  that  the 
Barrett  Specification  dated  May  1, 
1916,  shall  be  strictly  followed  and 
that  the  roofing  contractor  shall  be 
approved  by  us  and  his  work  subject 
to  our  inspection. 

These  roofs  take  the  base  rate  of 
insurance  and  cost  less  per  year  of 
service  than  any  other  type  of  "per- 
manent" roof. 

When  you  have  written  the  details 
of  the  Barrett  Specification  Roof  in 


your  contract,  stop  there.  You  will 
always  be  glad  you  didn't  insert 
"  or  equal." 

Important  Notice 

The  Barrett  Specification  20-Year 
Bonded  Roof  represents  the  most 
permanent  roof-covering  it  is  pos- 
sible to  construct,  and  while  we  bond 
it  for  twenty  years  only,  we  can 
name  many  buildings  carrying  this 
type  of  roofing  that  have  been' in  ser- 
vice over  forty  years  and  are  still  in 
good  condition. 

For  those  who  desire  a  lighter  and 
less  expensive  roof  covering,  we 
recommend  the  Barrett  Specification 
10- Year  Bonded  Roof. 

Both  roofs  are  built  of  the  same 
high-class  waterproofing  materials, 
the  only  difference  being  the  amount 
used. 

Full  details  regarding  these  Bond- 
ed Roofs  and  copies  of  The  Barrett 
Specification  sent  free  on  request. 


The 


Company 

LIMITED 


Montreal  Toronto  Winnipeg  Vancouver 
St.  John,  N.B.    Halifax,  N.S.   Sydney,  N.S. 
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"Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  (or  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


Trident  Fire  Meters 

"Made  in  Canada" 


The  Trident  Protectus  is  a  meter  specially  de- 
signed for  use  on  tire  lines. 

A  fire  meter  is  an  important  factor  that  musr 
be  investigated,  tested  and  proven  at  the  time  oi" 
installation.  One  of  the  foremost  demands  of  a 
fire  meter  is  the  absolute  need  of  accuracy  on  all 
flows,  small  as  well  as  large.    It  is  also  highly 


important  that  it  should  offer  no  impediment  to 
high  velocity  streams. 

In  the  manufacture  of  the  Trident  Protectus 
Meters  we  have  at  our  command  years  of  experi- 
ence and  close  investigation  of  leaks  in  fire  mains. 

The  Trident  disc  meter  is  a  Canadian  product 
that  is  Canadian  made. 

The  Trident  Disc  Meters,  ys",  y4"  and  1",  arc- 
made  for  domestic  use  and  are  sensitive  and  ac- 
curate on  large  and  small  flows. 

Made  in  sizes  of  3  to  10  inches. 

See  "Fire  &  Water  Engineering,"  July  2nd  issue, 

for  further  suggestion. 


Neptune  Meter  Co.,  Limited 

W.  H.  RANDALL,  Managing -Director 

Factory  and  Head  Office: — 

1197  King  Street  West,  Toronto 

WINNIPEG: — Walsh  &  Charles,  406  Tribune  Building 
MARITIME  PROVINCES: — James  Robertson,  St.  Johns,  N.B. 


Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt    Deliveries.        Attractive  Prices. 


Address  your  inquiries  to 

CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 

CHATHAM,  ONT.      275  Inshes  Ave. 

Made  in  Canada 


Electric  Cranes 


Patent  Type  E  Crane  Trolley 

Made  in  Canada 


Electric 
and  Hand 
Traveling 

Cranes 

Electric 
and  Air 
Hoists 


NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT, 
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The  "Jaeger  Mix-A-Minute" 


IT  does  all  that  the  name  suggests. 
This  "Jaeger"  product  is  known  for  the  speed  and 
efficiency  in  the  way  it  accomplishes  all  work  required 
of  it. 

It  is  made  in  all  sizes,  to  answer  every  purpose.  Let 
us  send  you  our  catalogue.  It  will  convince  you  that  the 
"Jaeger  Mix-A-Minute"  will  prove  a  valuable  addition  to 
your  equipment. 

The  Jaeger 
Machine  Co. 

COLUMBUS,  -  OHIO 


Proves  its 


Economy 

through  its 

Speed 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.     SAULT  STE.  MARIE,  ONT. 

Roomlo'iwebster Bid*,       55  Yonge  Street,       -  TORONTO 
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Bricklayers  Prefer 

RENFREW  LIME 

It  saves  time,  makes  better  mortar,  requires 
less  tempering.  Lime,  Brick,  Farm  Tile 
supplied  in  straight  or  mixed  car  lots. 

Get  our  prices. 

Jamieson  Lime  Company 

Renfrew,  Ontario 


T\  A  f  f   O  New  and  Relaying 

1  d^D  Switches,  Turntables,  Etc. 

Carried  in  Stock 

Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


FLOORS 

The  Wood  Mosaic  Kind 


For  every  home — Old  or  New.  Can  be 
installed  by  your  mechanics.  Our  5/16" 
flooring  can  be  laid  in  old  or  new  houses. 
We  make  all  kinds  and  thicknesses;  Wood- 
Carpet,  strips,  Plain  and  Ornamental  Par- 
quetry, Tongue  and  Groove  Flooring. 

Send  accurate  measurements  of  rooms 
for  sketch  with  exact  estimate  of  cost  of 
the  flooring  required.  Instructions  for  lay- 
ing  and   finishing   accompany   all  orders 

shipped. 

Floor  laying  firms  in  many  locations  in 
Canada  are  now  handling  our  material. 


Send  for  Free  Catalog 

Wood-Mosaic  Company 

NEW  ALBANY,  INDIANA 


45,000  Nonpareil  Brick  in  these  Settings 

Should  Not  Yours  Be 
Insulated  Too? 

No  doubt  the  steam  lines,  separators,  feed 
water  heaters,  etc.,  in  your  plant  are 
properly  insulated  to  prevent  loss  of 
heat.  But  what  about  your  boilers?  The 
heat  that  is  going  to  waste  through  un- 
insulated setting  walls  and  steam  drums 
is  just  as  valuable  as  that  which  would 
be  lost  from  uncovered  steam  lines. 

One  43^-inch  course  of  Nonpareil  Insulating  Brick  for 
boiler  settings,  furnaces,  ovens,  etc.,  built  in  the  walls 
and  over  the  drums  would  provide  protection  against 
waste  of  heat — at  once  adequate  and  permanent.  In 
fact,  the  radiation  loss  would  be  reduced  60%  to  75%, 
the  boiler  room  would  be  a  more  comfortable  place  to 
work  in,  and  the  saving  in  fuel  would,  in  most  cases, 
pay  for  the  brick  in  a  year  or  less. 


The  walls  and  steam  drums  of  these  four  1,050  h.p.  boilers 
are  insulated  with  45.000  Nonpareil   Brick.  Dominion 
Power  &  Transmission  Company,  Toronto,  Ontario. 

Nonpareil  Insulating  Brick  are  ten  times  better  non- 
conductors of  heat  than  ordinary  brick.  In  other 
words,  one  4J/£-inch  course  of  Nonpareil  Brick  has 
the  same  insulating  value  as  45  inches  of  fire  brick  or 
red  brick.  In  addition,  they  are  light  in  weight,  (1.6 
pounds  each  for  the  9  x  4^  x  2j4-inch  size)  yet  have 
an  ultimate  crushing  strength  of  140  pounds  per  square 
inch. 


Ask  for  a  copy  of  the  illustrated  booklet,  "Saving  Fuel,"  and  a  sample  brick.  Both  are  free, 

Armstrong  Cork  &  Insulation  Company,       505  McGill  Building,  Montreal,  Quebec,  Canada. 

Nonpareil  Insulating  Brick 

For   Boiler    Settings,    Furnaces,    Ovens,  Etc. 
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Piling  for  Sale 

Immediate  Shipment,  Steel  Piling 
with  necessary  Corners  and  Wyes. 
Shipment  made  from  Canadian  and 
American  frontier  points.  Send 
us  your  specifications. 

Universal  Equipment  Co. 

Gluck  Building,  Niagara  Falls,  N.Y. 


Are  Furnished  in  More 
Than  50  Standard  Styles 


There's  a  selection  of  pumps 
and  sizes  for  every  need. 

Every  AMERICAN  pump 
sold  is  backed  by  a  rigid  guar- 
antee. 

Half     a  hundred 
styles  of  centrifugals 
are     illustrated  and 
described  in  Catalog  149. 

For  Deep-Well  Plunger  Pumps,  request 
Catalog  130A. 

The  American  Well  Works 

Gen.  Offices  and  Works :  Aurora,  111. 
Chicago  Office:  First  Nat.  Bank  Bldg. 
Calgary,    Edmonton,    Montreal,  Chatham, 
Vancouver,  Winnipeg. 


DAKF  SWINGING 
LS/\IVC  ENGINES 


INSURE 

Speed  'Durability 
Economy 

Contractors  everywhere 
recognize  that  Dake  swing- 
ers save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 
TORONTO:  A.   R.  Williams  Machinery  Company,  Limited. 


St.  Maurice  Lime 

Quality  Products 
Room  15,  Balcer  Bldg.,  Three  Rivers 

Represented  at  Montreal  by: 
M.  W.  McNALLY  &  CO.  LTD. 
50  McGill  Street. 

Represented  at  Quebec  by: 
THE  CITADEL  BRICK  &  PAVING  BLOCK  CO. 
320  St.  Paul  Street. 


The  Arctic  Water  Meter 


A  PRACTICAL 
FOR  ALL 


WATER  METER 
SEASONS 


The  top  casing  is  made  of  bronze  with  a  cast  iron, 
breakable  bottom  plate,  strong  enough  to  resist  any 
unusual  pressure,  but  designed  to  break  when  ex- 
posed to  the  excessive  strain  imposed  by  freezing. 

When  the  water  freezes  the  added  pressure  of  the 
expanded  ice  breaks  the  lugs  from  the  bottom  of  the 
plate  allowing  the  disc  chamber  and  intermediate 
to  move  freely  with  the  expanding  ice,  the  chamber 
sections  separating  and  relieving  the  working  parts 
of  the  meter  from  any  damage. 

Made  in  5^ 


\"  x  yA", 


and  1"  sizes. 


Send  for  booklet  and  further  particulars. 
Canadian  Sales  Agents 

Booker  &  McKechnie 

285  Beaver  Hall  Hill,  Montreal 


Diamonds 

For  Sawing  Stone 


Furmss  Clarke  &  Co. 

364  University  Street, 
MONTREAL,  CANADA. 


Sole  Canadian  Agents  for 
The  Joyce-KoebelCo.,Inc. 

New  York  London 


IMMEDIATE  DELIVERY  FROM  STOCK 
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"McCracken"  Sewer  Pipe 

Manufactured  in  accordance  with  standard  speci- 
fications issued  by  American  Society  for  Testing  Mat- 
erials for  Cement-Concrete  Sewer  pipe. 


6  in.  to  21  in.  diameter 


Lock  Joint  Pipe 

Concrete  pipe  for  large  diameter  sewers  assures 
strength,  speed  of  construction,  economy  and 
safety.  The  Lock  Joint  prevents  infiltration  or 
leakage. 

Specifications  and  prices  gladly  sent  upon  request. 

Independent  Concrete  Pipe  Co. 

LIMITED 

502  Harbor  Building         -         ■         TORONTO,  Ont. 


27  in.  to  108  in.  diameter 


Specifications  cannot 
command,  but — 


When  the  Dunham  Radiator  Trap  is  speci- 
fied there  is  only  one  legitimate  reason  why 
you  may  hesitate  to  use  it;  its  extra  cost. 

The  measure  of  value  of  the  Dunham  Radi- 
ator Trap  is  not  its  first  cost,  but  its  perfect 
service,  long  life  and  absence  of  repair 
charges.  Without  superior  merit,  the  Dun- 
ham Radiator  Trap  could  not  continue  to  be 
specified  and  used  regardless  of  its  extra  cost. 
Use  it  always:  it  has  been  standard  since  1903. 

C.  A.  DUNHAM  CO.  Ltd.,  Toronto,  Ont. 


HALIFAX 
OTTAWA 


VANCOUVER 
MONTREAL 


WINNIPEG 
CALGARY 


London:  64  Regent  House,  Regent  Street,  W.  1. 


The  first  thermostatic  disc  radiator  trap. 

nUNHUM 

W^H  EATING  SERVICE 


April  14,  1920 


THE  CONTRACT  RECORD 


79 


Tough  as* a  Tire  Tread 
This  Hose  Covet 


IN  mines,  quarries,  tunnel  work,  ship- 
yards and  structural  steel  work,  the 
tough  cover  on  Goodyear  Air  Drill 
Hose  and  Goodyear  Pneumatic  Tool 
Hose  has  resulted  in  more  work  and  a 
lowering  of  hose  cost. 

The  life  of  hose  in  this  work  depends 
about  75%  on  the, cover.  Dragged  over 
rock  and  ore  and  steel  girders,  tramped 
on  and  run  over,  it  takes  a  tough  and 
well-designed  hose  to  give  any  "length  ofj 
service. '  ' 

"We  have  records  of  Goodyear  Air  Drill  Hose  in 
constant  service  for  18  months  to  2  years. 

|The  cover  of  white  rubber  is  as  tough  as  a  tire 
tread.    It  is  extra  thick.    It  wears  long,  even  : 
under  rough  handling. 


To  balance  such  a  good  cover  is  a  specially  dc-\ 
veloped,  oil-resisting  inner  tube ;  and  fabric  of 
extra  strength. 

So  good  are  Goodyear  Pneumatic  Tool  Hose  and 
Goodyear  Air  Dr'll  Hose  that  five-ply  is  found  as 
satisfactory  as  si>^or  seven-ply  of  old-style  hose. 

The  thoroughness  with  which  Goodyear  Air  Drill 
and  Pneumatic  Tool  Hose  has  been  designed  and 
built,  is  paralleled  in  every  kind  of  Goodyear  Indus- 
trial Hose.  The  problems  of  each  industry  have 
been  studied  carefully.  The  solution  to  those  prob- 
lems has  been  worked  out  in  the  Goodyear  labora- 
tories. The  Goodyear  Industrial  Hose  man  has  a'; 
mighty  interesting  story  to  tell  to  industrial  execu- 
tives. No  obligation  on  your  part  if  you  have  him 
call.  Just  phone,  wire  or  write  the  nearest  branch.  ' 

The  Goodyear  Tire  &  Rubber  Co.  of  Canada,  Limited' 

Brunches— Halifax,  §1,  John,  Quebec^  Montreal,  Ottawa,  Toronto,  \ 
Hamilton,  London',  Winnipeg,  Regina,  Saskatoon,  Calgary  1 
Eamonton,  Vancouver.    Service  Station  Stocks  in  other  Cities  J 


GOOD, 

MADE 

INDUSTRIAL  HOSE 


IN  CANADA 


HO 


THE  CONTRACT  RECORD 


April  14,  1020 


Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME.  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $3.45  per  bbl.  j 
with  bags,  $4.25 ;  car  lots,  $2.60  on  the  track, 
with  pkgs.,  $3.40;  5c  per  bbl.  discount  20 
days. 

Lime — in  bulk — grey  75c.  At  the  warehouse, 
grey  69c.  Hydrated  lime,  $20.25  per  ton 
delivered ;  $19.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$30;  buff,  $80;  No.  2,  $28;  common  red 
stock  brick,  $28;  grey,  $28;  wire-cut  brick 
for  foundation  work,  $21.  Milton  Rug  brick, 
$32  to  $37;  Eatonia  brick,  $50;  sand  lime 
brick,  $17.25,  f.o.b.  car  at  King  Edward 
siding,  $16  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $65  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental,  $40,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $26  at  plant, 
$31  delivered  in  city. 

Fire  brick — delivered — Savage,  $80  per  M. ;  S. 
Crown,  $80;  W.  W.,  $65.  Fire  clay,  $16.50 
per  ton;  chimney  tops,  $8.00  each. 

Flue  lining — delivered — list  price — 854  x  854  in., 
60c  per  ft.;  854  x  13  in.,  90c  per  ft.  Dis 

counts  30  and  10  per  cent,  off  list. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.05;  1  in.,  $2.25;  Vt,  in., 
$2.25 ;  crusher  run,  $2.15 ;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton,  2  in.  screened, 
$1.80  per  ton;  1  in.  screened,  $2.00  per  ton. 

LUMBER  (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $63;  10  and  16  ft,  $65 ;  2  x  12  in.,  12 
and  14  ft.,  $64;  10  and  16  ft.,  $66;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $66.  No.  2,  $4  less 
than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $65; 
1x6  in.,  $67;  1  x  8  in.,  $70;  1  x  10  in.,  $75; 
1  x  12,  $80.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $78;  1  x  6  in.,  $82 ;  1  x  8,  $86;  1  x  10, 
$90;  1  x  12,  $103;  2x4,  10-16  ft.  long,  com- 
mon, rough,  $70;  2  x  6,  $72 ;  2  x  8,  $74;  2  x 
10,  $78;  2  x  12,  $82.  No.  1  flooring,  $80; 
No.  1  V  or  beaded  sheathing,  4  in.,  $82. 
Pine  trim,  4  in.,  casing,  $4  per  100  ft. ;  5 
in.  ditto,  $5;  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $6.25.  , 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $70;  1  x  6  and  2  x  6,  $72;  1  x  8 
and  2  x  8,  $74;  1  x  10  and  2  x  10,  $78;  1  x 
12  and  2  x  12,  $82. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $80;  12  x  18,  12  x  20,  14  x  18, 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$85.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $10.50;  XX  B.  C,  $8.00; 
N.  B.  extras,  $10.50;  N.  B.  clears,  $9.50; 
No.  1  W.  pine  lath,  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $5.50  base ;  twisted  and 
deformed,  $5.60;  3/16  in.  and  lighter  $6.00. 

Shapes — Angles,  35  lbs.  and  over,  per  yard,  $5.50 
per  100  lbs. ;  under  35  lbs.  per  yard,  $5.70 
per  100  lbs. ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $5.60;  under  35  lbs. 
per  yard,  $5.80. 

Plates — 6  ins.  to  60  ins.  wide,  $7.00;  over  60  ins., 
$7.50.  Tank  and  boiler  plates — 54  in.  and 
over  and  under  36  ins.,  $5.95.  Gauge  plates 
— no  flotations.  Black  American  Bessemer 
Plates— dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $5.00  per  100  lbs. 
Rivets — Button  and  cone  head — 54"  to  %"  diam., 

$6.50. 


EXTRAS   FOR   SHAPES   AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  l/10c 
per  lb.  for  Angles  under  5  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
$1.50. 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized  iron — dealers  not  quoting  prices. 
Cast-iron  pipe — Standard     prices,     carload  lots, 
f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices,  with  discounts  as  be- 
low, f.o.b.  factory — 4  in.,  30c  per  ft.;  6  in., 
45c;  8  in.,  70c;  9  in.,  90c;  10  in.,  $1.05;  12 
in.,  $1.35;  15  in.,  $1.80;  18  in.,  $2.50;  20  in.. 
$3;  22  in.,  $4;  24  in.,  $4.50.  Discounts— 30 
and  10  per  cent,  off  list. 

Tile  wall  coping — delivered — 8  or  9  in.  wall,  50c 
per  ft.  ;  12  in.  or  13  in.  wall,  75c  per  ft.  ; 
18  in.  wall,  $1.50  per  ft.;  carried  in  6,  12, 
18  and  24  in.  lengths.  Discount  30  and  10 
per  cent,  off  list. 

PAINTS  AND  OILS. 
Prices,  delivered. 
White  lead— ground  in  oil,    less  than   ton  lots, 
$20.75  per  100  lbs.  ;  ton  lots,  $20.50  per  100 
lbs. 

Boiled  Linseed  Oil — in  bbls.,  $2.90  per  gal.  of  '.) 
lbs. ;  red  lead,  dry,  $17  per  100  lbs.  ;  Pure 
putty  in  bulk,  $9.15  per  100  lbs.  ;  in  100  lb. 
drums,  $10.80;  in  25-lb.  tins,  $11.45  per  100 
lbs. ;  steel  sash  putty,  in  25-lb.  tins,  $11.95 
per  100  lbs.  ;  turpentine,  in  bbls.,  $3.60  per 
Imp.  gal.,  based  on  southern  gauge.  Tur- 
pentine and  oil  in  less  than  barrel  lots,  15c 
extra  per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2'/ic  per  II).  ; 
black,  in  bbls.,  7c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
30c;  ultra  blue,  dry,  in  bulk,  25c;  greeVi, 
French  permanent,  dry,  20c ;  ochre,  French, 
dry,  12c;  red  Venetian,  dry,  6c;  sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  1254c. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.55,  delivered  in 

5   barrel   lots,   $4.75;    at  warehouse,  $4.5i; 

single  bbl.,  $5.55. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  4254c.  Lath 
yarn,  40c  per  lb. ;  in  full  coils,  33c. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton ;  lump,  $15. 
Brick — No.    1   pressed,   $24.75;    No.   2  pressed, 

$20.75;  red  rustic,  $21.75;  vertical,  $23.00; 

plastic,  $17.50. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in 
42c;  9-in.  40c;  10-in.  52c;  12-in.  60c;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone — 2  in.,  $1.75;  J4-in.  $2.00;  ^-in. 

$2.25  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.15  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  8  in.  and  up,  $4.70;  1  in. 

i  1  in.  i   '4  in.,  25c  extra;  ^  in.  i  f,  jn, 

J<  in.,  75  cents  extra.     Boiler  plates — %  in. 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  $6.15.  Beams 

and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $6  26.  f.o.b.  Mont 

treal,  net  cash.  Corrugated  iron — 26  gauge, 
$10.00;  28  gauge,  $9.25  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheets 
—Keystone  black,  28  U.  S.  gauge,  $7.25  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $85  for  6  in.  and  larger, 
and  $88  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  80c;  0  in.,  46c;  8 
in.,  70c;  9  in.,  86c;  10  in.,  $1.06;  12  in..  $1  85; 
15  in.,  $1  80;  18  in.,  $2.60;  20  in.,  $8;  22  in., 
$4;  24  in.,  $4.60;  27  in.,  $6.60;  80  in.,  $7.20 
Channel  pipe  (4  in.  to  80  in.)  24c,  86c,  06c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  $5.20,  $5.75.  One-eighth  bend.  (4  in. 
to  30  in.),  $1.20,  $1.80,  $2  80  $8  00,  $4  20, 
$5.40.  $7.20,  $10,  $12,  $10,  $18,  $26.  $28; 
'A,  $1.20,  $1.80,  $316,  $4  05,  $4.76,  $0.10. 
$14.40,  820,  $24,  $32,  $36,  $02,  $67.00.  Double 
collar.  Me.  $1  80.  $2.10.  $2.60.  $3  16.  $4  00. 
$5.40;  slant  1  foot  long  aide  (4  in.  to  10 
in.).  90c.  $1.36,  $2.10,  12.60,  $3.10.  $406. 
$5.40.  Single  branch  (6  in  to  9  in.),  8  ft., 
$2.25,  $360,  $4.25;  2  and  254  ft  (4  In.  to  30 
in  ),  $1.35.  $1.80,  $3.16.  $3.80.  $4.70,  $010, 
$8.10.  $11.26,  $13  60,  $18.  $20.25.  $3260,  $30 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  In.  to 
30  in.),  $1.80,  $2.70,  $4.90.  $0.30,  $7.85.  $10.80, 
$14.40,  $20.  $24.  $32,  $36,  $4560,  $60.40. 
Syphon,  cesspool,  and  buchan  trap  (4  In.  to 
15  in.),  $3,  $4.  $7,  $9,  $1060.  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.),  $3,  $4,  $7.    $9.    $1060.  $18. 

These  prices  are  subject  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  50-58  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  $4.30  per  bbl.,  both  less  5%  for  cash. 
Rope — Best  Manilla,  31c  basis  per  pound ; 
Beaver  Manilla,  26c  basis;  sisal  rope,  2254c 
basis;  lath  yarn,  2254c.  Boiled  linseed  oil — 
in  barrels,  $2.57  54  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.55. 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50,000  or  over, 
$17.00;  carload  lots,  less  than  50,000,  $18.00; 
selected  builders  for  veneering  work,  carload 
lots,  $20.00;  "Citadel"  rustic  face  brick,  $26 
to  $30. 

Baker  oven  tile,  15"  x  854"  x  254",  $25  per  100. 
"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 

splits,  7c  per  superf.  ft. ;  12  x  9  x  3,  solid. 

10c. ;  12  x  8  x  4,  11c. ;  12  x  8  x  6,  18c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel  in  carload  lots,  bags 

returnable  in  good  condition  at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock  Brick — $19.50  per  thousand   delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet ;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 1454c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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GENUINE  ENGLISH 

PULSOMETER 


PUMPS 

You  can  sling  them 
from  a  rope  or 
chain  and  use  them 
in  places  you  could 
not  reach  with 
other  pumps. 

All  Sizes  and  Capacities. 

We  carry  them  in  stock. 

Also 

Diaphragm, 
Duplex  and 
Centrifugal 
Pumps, 


Catalogue  on  request. 


MUSSENS  LIMITED 


MONTREAL 
TORONTO 


WINNIPEG 
VANCOUVER 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS^eontinoed 


WINNIPEG  PRICES        N°-  ii?*f»>-riWl«  *  J«  jn:  *  w  in- 

$100;  }i  x  1J4  in.  and  l)i  in.  face,  $115. 


CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel ; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — l}4-in.  to  2-in.,  $3.65  per  yard; 
J4-to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble stone,   $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $115; 
4  in.  No.  1  and  2  E.G.  Fir,  $115;  4  in.  No. 
3  E.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common  Pine,  $75;  4  in.  No.  3  Pine  or 
Spruce,  $61;  6  in.  No.  1  and  2  E.G.  Fir, 
$110;  6  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $75;  6  in.  No.  2  Com- 
mon Pine,  $80;  6  in.  No.  3  Pine  or  Spruce, 
$70;  2  x  6  No.  1  Common,  $70. 

For  selected  lengths,  add,  Pine,  $5.00;  for  se- 
lected lengths,  add,  Fir,  $5 ;  for  dressing  2 
sides,  add  $5;  for  l'A,  l'A  or  2  inch,  add 
5. 

Birch  and  Maple  Flooring — Clear  (First  Grade) 

—13/16  x  lyi  in.  to  2H  in.  face,  $190; 

x  lyi  in.  and  1J4  in.  face,  $147. 
No.  1  (Second  Grade)— 13/16  x  lyi  in.  to  2;'4 

in.  face,  $184;  H  x  lyi  in.  and  lyi  in  face, 

$139. 

No.  2  Factory— 13/16  x  lyi  in.  to  2'A  in.  face, 
$153.00 

Selected  White— 13/16  x  lyi  in.  to  2'A  in.  face, 
$210.00 


DIMENSION  TIMBERS,  No.  1 


6  x  10  to  12  x  12,  up  to  32  ft.  long,  $76;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $77;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $78;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $400;  H 
x  l'A  in.  and  154  in.  face,  $350. 

No.  1  (Selects)— 13/16  x  lyi  in.  to  2J4  in.  face, 
$350;  H  x  lyi  in.  and  1J4  in.  face,  $250. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  lyi  in.  to  2'A  in.  face,  $300;  H 
x  lyi  in.  and  2  in.  face,  $220. 


STEEL  AND  IRON 

Bteel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs. ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  6  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  62c;  12  in.,72c;  15  in., 
$1.20;  18  in.,  $1.70;  20  in.,  $2.10;  24  in., 
$2.75. 

Plaster  of  Paris,  $1  in  paper  bags ;  $1.45  in 
jute  bags. 

Plasterers'   Hair — 90c  per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hardwall— Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 

Mixed  Paint— Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal. ;  putty 
in  bulk.  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 
$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than   ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs.;  superfine,  white,  $9.50  per  bbl.; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 


Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house; $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house ;  fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan- 
tities. 


LUMBER    (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.     Mills  operat- 
ing on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $40;  10  x 
10,  $40;  10  x  12,  $40;  10  x  14,  $40.50;  12  x 
12,  $40;  14  x  14,  $40.50;  14  x  16,  $41.50;  6 
x  10,  $40.50;  6  x  12,  $41 ;  8  x  10,  $41 ;  8  x 
12,  $40.50;  10  x  16,  $42;  12  x  16,  $42;  16  x 
16,  $41.50;  6  x  14,  $42 ;  8  x  14,  $42;  12  x 
18,  $43;  18  x  20,  $44;  14  x  20,  $43.50;  16  x 
18,  $43.50;  16  x  20,  $44.50;  18  x  18,  $43.50; 
20  x  20,  $43.50;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50;  1x4, 
$99.50;  1  x  4  flat  grain,  $89.50;  No.  1  and  2, 
1-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  l'A  and  l'A  inch  fir  double  dressed 
$76;  2-inch  fir  double  dressed  $77;  fir  lath, 
$15;  B.  C.  cedar  shingles,  XX,  $5.25;  XXX( 
$7.50;  XXXXX,  $9.25. 

STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  base;  twist- 
ed and  deformed,  $7.50  base;  structural  sec 
tions,  $7.00. 

Galvanized  iron— 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets. 

$11.75;  9  and  10  ft.  sheets,  $11.90  per  square. 
Rlack  steel  sheets,  24  gauge,  $10.35  per  100 

lbs. 

Steel  angles — $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $9.00  per  100  lbs.,  _  de- 
pending on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  $0.00. 

SEWER  PIPE. 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 

4-in.,  17c  per  ft.;  6-in.,  25c  per  ft.;  8-in.,  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  65c  ft;  15-in.. 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.65  ft.; 

24-in.,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster— $17.80  in  car  lots  f.o.b.  Van- 
couver, bags  extra. 
Hydrated  lime— $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate— $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— H  In.,  39c  base;   yi  in  .  39^ c  ; 

ii  in.,  40c;   'A  in.,  40c;  second  grade,  33c 

base;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls'.,  $2.13  per  gal.  of  t 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4..B. 

Raw  linseed   oil — In  bbls.,  $2.10  per   gal. ;  red 

lead,  dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk.  Standard,  $6.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 


CAST  IRON  PIPE 


Heal  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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If  you  have  any 

Excavating,  Grading  or  Steam 
Shovel  Work  That  You  Want 
Done  Quickly  and  Efficiently 

COMMUNICATE  WITH  US 

WE  KNOW  THE  BUSINESS 
AND  HAVE  THE  EQUIPMENT 

Angstrom  &  Verochio,  Limited 

Main  4570         401   Lumsden  Bldg.,  Toronto 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  "Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


For  Sale 

INDUSTRIAL  AND  CONTRACTORS' 
EQUIPMENT 

2 — Marion  Steam  Shovels,  Model  61,  Shop  No.  2822  and  No. 

2823,  ZYt  yard  dippers,  first  class  condition. 
1 — Model  60  Marion  Steam  Shovel,  Shop  No.  2396. 

4 —  Type  O  Thew  Shovels,  f£  yard  dippers,  on  traction  wheels. 
All  thoroughly  overhauled. 

1 — -s/i  yard  Clamshell  Bucket. 
1 — 1*4  yard  Clamshell  Bucket. 
1 — \Yi  yard  Clamshell  Bucket. 
1 — Standard  gauge  35  ton,  4  wheel  locomotive. 

5 —  14  to  18  ton  36"  gauge  locomotives. 

25 — 4  yard  36"  gauge  Western  and  K.  &  J.  dump  cars. 

T.  J.  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  6185.    Nights,  Park.  6906. 


Standard  Underground 
Gable  Go.  of  Canada,  Limited 

General  Offices  and  Works  : 
Hamilton,  Ont. 
Manufacturers  of 
Copper,  Brass,  Bronze  Wire, 
Colonial  Copper  Clad  Steel  Wire, 

Insulated  Wire  of  all  kinds 
Lead  Covered  and  Armored  Cables 

Write  our  nearest  office  for  prices. 

Montreal.     Hamilton,  _ Toronto,  Seattle 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


CRANE  FITTINGS 


CRANE 

LIMITED 

HEAD  OFFICE  X  WORKS 
I280  ST  PATRICK  ST 

MONTREAL 

BRANCHES:  Toronto,    Winnipeg,  Vancouver. 

SALES  OFFICES:  Halifax,    Quebec,     Ottawa,  Calgary. 
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W.  C.  LEITCH 

Vict  -Pretident 


JAMES  LAURIN,  C.E. 
President 


J.  EMILE  VANIER,  C.  E. 
Sec.  -Treat. 


Montreal  Crushed  Stone  Company,  Limited 

Plant  at  St.  Vincent  de  Paul,  P.Q.,  on  River  des  Prairies,  opposite  Montreal 

Largest  Plant  in  CANADA  and  the  most  up-to-date  in  the  World 

CAPACITY  4000  TONS  A  DAY 
All  Sizes  and  Grades  of  the  Best  Hard  Lime  Crushed  Stone  Produced 

MAIN  OFFICE:  367  Beaver  Hall  Square,  MONTREAL,  P.  Q. 


A  Profitable  Line 

The  demand  for  Brantford  Roofing  is 
growing  rapidly  because  it  fills  a  need 
for  a  fire-resistant,  durable  roofing  at 
a  reasonable  cost. 

Progressive  hardware  dealers  who 
handle 


and  our  other  lines  can  fill  every  roofing  require- 
ment in  their  localities. 

For  sloping  roofs — for  flat  roofs — for  barns, 
freight  sheds,  factories,  stores,  banks,  public 
buildings,  homes,  garages  and  all  styles  of 
buildings — there  are  suitable  lines  of  Brantford 
Roofing. 

The  Brantford  line  is  the  most  complete  line  of 
roofing  in  Canada.  It  is  made  of  first  quality 
materials  by  a  purely  Canadian  company  that 
thoroughly  understands  conditions  in  all  sec- 
tions of  the  Dominion.  It  is  nationally  adver- 
tised to  the  consumer. 

Write  for  samples,  prices  and 
information. 


BrflHtfbrd  Brantford  RoofingCo 

Asphalt  Slates 


Head  Office  and  Factory:  Brantford,  Canada 
Branches  at  Toronto,  Montreal,  Halifax,  Winnipeg 


How's  Business  ? 

Your  answer  is  a  reflection  of  your  own 
efforts,  for  business  is  largely  what  you  make 
it.  Advertising  helps  to  make  it  good.  Adver- 
tise NOW— REGULARLY. 


14. 


THE  CONTRACT  RECORD 


Baggage  and  Express  Men — 
Make  Your  Business  Up-to-Date! 

THE  Ford  One -Ton  Truck  is  perfectly 
suited  to  Baggage  and  Express 
transfer  work. 

The  Ford  One -Ton  Truck  means  better 
and  bigger  business. 

At  the  station,  in  crowded  streets, 
wherever  there  is  work, — there  you 
need  the  Ford  One -Ton  Truck. 

Price  (Chassis  only)  $750.  F.O.B.  Ford,  Ontario. 

Use  Only  Genuine  Ford  Parts 

685  Canadian  dealers  and  over  2300  Service 
Garages  supply  Genuine  Ford  Parts  and 
prompt  repair  service. 


Ford  Motor  Company  of  Canada,  Limited 

Ford       -  Ontario 
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Works  at  Walkervllle.  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see 


IIMITEP 


littKERRBiffii 

VALVE-  HYDRANT  MANUFACTURERS 

WALKERVI LLE ,  ONT. 


Algoma 

Structural  Steel — Merchant  Bars 


Blooms.  Billets  and  Slabs 


Concrete  Reinforcing  Bars 


Shafting — Pulleys — Hangers 


Iron,  Brass  and  Bronze  Castings 

STEEL  RAILS— Open  Hearth  Quality 
All  Sections— 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 


Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 


Basic 


Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        •         ■  Ontario 
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Save  Coal  and  Power 


Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 


BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


CHAIN 

Crane,  Dredge,  Conveyor, 
"Hercules"  Steam  Shovel, 
Anchor,  Sling  Chains, 
Common  Coil  Chain. 

Write  for  our  Catalogue 

McKinnon  Columbus  Chain 

LIMITED 

ST.  CATHARINES        -  ONTARIO 


CANADIAN  CHICAGO  BRIDGE 
and  IRON  COMPANY 

Limited 

ELEVATED  STEEL  TANKS 
and  STANDPIPES  ' 

For  Municipal.  Railroad  and  Factory  Service. 
We  also  construct  storage  tanks  for  Oil, 
Molasses,  Pulp,  Acids  and  other  liquids. 

Our  Product  is  Made  in  Canada 

Catalogue  No.  16  gladly  mailed  on  request. 
Our  Engineering  Experience  is  at  your 
Disposal. 

Sales  Office:  Montreal,  Que. 

260  St.  James  Street. 
Works :  Bridgeburg,  Ontario. 


They  stand  the  punishment 
far  better  than  wood 

Ijavatory  walls  receive  more  abuse  from  "composition  fiends," 
"door  slamniers"  and  their  Irind  than  any  other  part  of  a  building. 
That  is  why 

HENNISTEEI 

mm    Made  in  Canada  ins 

STEEL  LAVATORY  PARTITIONS 


are  the  ideal  fittings  for 
modern  lavatories. 


Send  today  for  our 
illustrated  folder. 


We  sell  them  in  great 
volume  each    year  and 
can  supply  orders 
promptly. 


We  also  Manufacture :. 
Tironze,    Brass   and    Iron    Railing,    Counter   Wickets   and  Grilles. 
Marquises,  Balconies,  Stairways,  Fire  Escapes,  Elevator  Cars  and 
Enclosures,   Bronze,   Brass  and  Iron  Gates,   Church  Furnishings, 
Bank  and  Theatre  Railing. 

Also.  Steel  Lockers,  Shelving,  Bins,  Cabinets,  Tables,  Chairs, 
Stools,   Hospital  Equipment,  Racks,  Etc. 

„  ...       The  Dennis  Wire  and  Iron  „  • 

Halifax  •  Hamilton 


Montreal 

Ottawa 

Toronto 


Works  Co.  Limited 
London 

CANADA 


Winnipeg 

Calgary 

Vancouver 


Wire  Rope  and  Fittings 


FOR  ALL  PURPOSES 

Have  you  a  copy  of  our  catalogue  ? 

We  fabricate  Iron  Work  for  builders.    Send   us  your 
specifications. 

Canada  Wire  &  Iron  Goods  Co.  HAMILTON 
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Water  Supply 

from 

Deep  Wells 

is  obtained  at  a  mini- 
mum cost  by  use  of  our 
deep  well  pumps. 


Write  for 
Bulletin  26 
explaining 
the  use  of 
Cook's 
Patent 
Hrass  Tube 
Well 
Strainer 


A.  D.  COOK 


Lawrenceburg,  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES,  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


THE  ENGINE7REFINEMENJ 

finest  6odts  {fatS/oat 


EMERGENCY  POWER 

at  any  speed  up  to  1500  R.P.M.  for  Centrifugal 
Pumps  and  Electric  Generators. 

12  to  600  H.P.  Catalogue  on  Request. 


Sterling  Model  F,  4-cylinder,  75  B.H.P.  Engine,  direct  connected  to 
Worthington  8-stage  fire  pump  at  Berthierville,   Quebec,  suction  6", 
discharge  6",  capacity  900  gal.  per  min.,  speed  900  R.P.M. 

STERLING  ENGINE  CO.,  Dept.  C-9,  Buffalo,  N.Y.,  U.S.A. 

12  to  300  H  P.,  Speeds  of  400  to  1400  R.P.M. 


illlllllllllllllllllllllllllllllllllllllllllllllllllllll 


BUFFALO 
CLASS  "S" 

DOUBLE  SUCTION 
DIVIDED  CASING 

CENTRIFUGAL 
PUMPS 

The  ideal  unit  for  Condenser 
Service — both  for  handling  circu- 
lating water  and  condensate.  Al- 
so especially  adopted  for  General 
Water  Supply,  Booster  Service, 
and  Spray  Systems. 

They  maintain  high  efficiency  over  a  wide  range  of  capacities  and  will  not  overload 
your  driving  unit.    Built  in  sizes  from  1"  to  48". 

Write  for  Bulletin  270-12 

Canadian  Blower  and  Forge  Company  Ltd.,  Kitchener,  Ont. 

Manufacturers  of  Steam,  Power  and  Centrifugal  Pumps  and  Condensers 


Class  "S" — Pulley  Driven 
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ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office- 
95  King  Street  East 
TORONTO 


Works- 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 


WE  NEED  THE  SPACE 
OCCUPIED  BY 

One  Model  30  Marion  Shovel, 
Revolving,  Long  Boom  and 
Dipper  Stick.   7-8  yd.  Dipper. 

15  Ton  Waterous  Road  Roller. 
20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 
25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 
50  Assorted  Two-Wheel  Dirt  Scrapers. 
V/2  yd.  and  2  yd.  Clam  Shell  Buckets. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

4f4  x  6  Single  Drum  Builder's  Hoist. 
No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

1  yd.,  Vi  yd.  and  1/3  yd.  Concrete  Mixers. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 
The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Bare  &  Insula- 
ted Electrical 
Wire  &  Cable 
Always  in 
Stock 


Head  Office 


&  Works 

Toronto 

Ont. 

Phone  Belmont  2300 


Steel  Wire  Rope 
for  Hoisting 
Haulage  and 
Transmission 
Purposes 


District  Offices  and 
Warehouses: 

674  Barrington  St. 
HALIFAX,  N.S. 

592  Notre  Dame  Ave. 

W.,  WINNIPEG 
143   Beaver   Hall  Hill 
MONTREAL 

738-llth  Ave.  West 
CALGARY,  ALTA. 

358  Water  St. 

VANCOUVER 


'.)() 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


-Including — 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 


GALT 


ONTARIO 


Electric  Derricks 

up  to  6  ton  capacity  and  70  ft. 
booms.  For  Stone  Yards, 
Quarries,    Stock   Yards,  etc. 


Mould  Sander  for 
Soft  Mud  Brick 

Strongly  made  of  the  best  material. 
Repairs  a  Specialty 

Also  Pumps,  Contractors'  Machinery,  Brick  Machinery,  Grey  Iron 
Castings  and  Gear  Cutting.  Write  for  particulars  and  prices 

JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 

HEAD  OFFICE  AND  WORKS: 
NIAGARA  FALLS        -  ONT. 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


Tenders 

A  few  dollars  spent  in  advertising 
your  proposals  in 

The  Contract  Record 

would  result  in  additional  competition 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling— Positively  LEAK  PROOF. 
We  are  the  originators  of  the  BORED  OUT  Wood  Sleeve  Coupling. 
Write  for  Illustrated  Catalogue. 

850  Hastings  St.  W.      VANCOUVER,  B.C 


Contractors  Plasterers 

Modelling 
Relief  Decorations 
Designing 

W.  J.  HYNES,  LIMITED 

858  DUPONT  ST.  TORONTO 

PHONE  HILLCREST  1750 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street     -     Vancouver,  B.  C. 


DOORS  AND 
SASH 

Why  should  ( get  my  doors  and  sash 
from  the  Pannill  Door  Company  ? 

BECAUSE:— 

Their  stock  fs  high-grade  in  every 
respect. 

Their  service  is  good — I  will  get  deliv- 
ery when  I  want  it,  and  as  I  want  it. 

I  can  depend  on  their  statements  and 
promises  and  anything  which  is  not 
right  will  be  rectified. 

Their  prices  are  right. 

Klimax  Doors  with  Birch  Panels  will  in- 
crease the  value  of  your  house. 

T^E  PANNILL  88S&ANY 

131  Front  Street  East,  TORONTO,  ONT. 

Phone  Main  659 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Willis  Chipman,   M.   Eng.   Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
5eo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 
Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals  of   Works  and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
1*  Toronto  Street  -  TORONTO.  CAN. 
Water  Supply  and  Purification ;  Sewerage 
Systems ;  Municipal  and  Trade  Waste 
Disposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.,  Ltd. 

"FARADAY  WORKS" 

LEICESTER    -  ENGLAND 

INTERPHONES 

Cables:  "Lodestone,  Leicester" 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.     -  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 
Inspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point   of   manufacture,   and   Testing  in 
our  own  Laboratories. 
The   most   up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


Contractors 

Special 

Interests 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 
Purification;  Disposal  of  Sewage  and  Refute  : 
Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birka  Bids-  Telephone 
MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE 


WILLIAM  STORRIE 


M.E.I.C.  M.INST.  C.E.. 
M.AMER.  W.  W  .ASSOC  . 

GEORGE  G.  NASMITH,  CMC 


M.E.I.C.  A.M.  INST.  C.E. 
M.  AMER.  W.  W.  ASSOC . 


GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation   Life    Building,  TORONTO. 


McAllister  &taylor 

ENGINEERS  ft  CONTRACTORS 
J.  W.  McAllister  Jon*  Tsylor, 

M.  Am.  Soc.  C.  E. 
87  Sun  Life  Bldg..   HAMILTON,  ONT. 
Harbor    Improvements    snd  Dredging 
Dams,  Piledrlving,  Concrets  Work  snd 
Excsvstion.    Under-water  construction  by 
Taylor  patent  compressed  air  caisson  msthod 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
TRY  OUR  SILLS  AND  CORNICE 


Pass  it  along: 

When  you  have  finished 
reading  this  paper  pass 
it  along  to  your  clerks. 
Encourage  them  to  read 
it  regularly--it  will  help 
them  and  that  means  it 
will  help  you.* 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  ft  Inspectors 

PAVING 
Designed,  Superintended,  Inspected. 
Chas.  A.  Mullen,  Director. 

CEMENT  ft  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination 


Po\ 


V.  K.  Stalford,  a.i.e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


TESTING 


PIT 


The  Toronto  Testing  Laboratory 

Limited 
160  Bay  Street,  Toronto 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  Urge  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E,  TORONTO 
Phones— Main  904  and  905 


Crushed 

Stone 
Steel  and 
Wood 
Water  Pipe 


T.  A.  Morrison  &  Co.,  ^ntrTai8' 


Established  1884. 


Main  2453. 


Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  "Phones— Park    538.    Park  3802. 


April  14, 


T !  I  E  C O  N T RAC T  R K CORD 


93 


Robert  W.  Hunt 
President 


Charles  Warnock 
Vice  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Go. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches;         Toronto         Vancouver         London,  England 


E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Construction 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont. ; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.      PHILLIPS  SQUARE 

MONTREAL 


J.  P.  Anglin,  B.Sc.        H.  J.  Gross         C.  D.  Harrington,  B.Sc. 
President         Vice  Pres.  &  Treas.  Vice  Pres.  &  Manager 

ANGLIN-NORCROSS 

LIMITED 

CONTRACTING  ENGINEERS  &  BUILDERS 


Halifax  Shipyards,  Halifax 
Crane  Company,  Montreal 
Ames-Holden-McCready,  Ltd.,  Montreal 
Children's  Memorial  Hospital,  Montreal 
Steel  Company  of  Canada,  Montreal 
Canadian  Cottons  Limited,  Cornwall 
Canadian  Cottons  Limited,  Milltown,  N.B, 
Canada  Amusement  Company,  Montreal  , 
Merchants  Bank,  Toronto 
Belding  Paul  Corticelli  Co.,  St.  Johns,  Que.. 
Belding  Paul  Corticelli  Co.,  Montreal 


MONTREAL 


TORONTO 


-Office  &  Power  House 
-Large  Industrial  Bldg 
-Factory 
-Hospital 

-Nut  and  Bolt  Works 
-Weave  Shed 
-Weave  Shed 
-Loft  Building 
-Bank  Building 
-Factories 
-Factory 

HALIFAX 


u  Absolutely 
Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 


SARNIA  BRIDGE  CO.,  LIMITED 

Steel  Bridges        Structural  Buildings        Road  Drags 

STOCKS  CARRIED  IN  SARNIA,  ONTARIO,  READY  FOR  IMMEDIATE  SHIPMENT 

Beams  Channels  Angles  Plates  Bars  Tees  Service 
SARNIA  CANADA 


Toronto  Office  :  103  Pacific  Building 


Phnnpc  i  SARNIA  289 

JT  UUUCa  i  TORONTO  MAIN  3444 
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MALLEABLE 

IRON 

CASTINGS 

of  the  Highest 
Quality 


25  PRATT  3S  LETCHWORTH 
COMPANY,  LIMITED 


Transportation  Building, 


Montreal 


Are  You  Interested  in  the  Export 
Trade  to  Belgium  and  France? 

The  Canadian  Producers 
&   Exporters  Directory 

offers  the  Best  Means  of  Introducing 

Canadian  Manufacturers  to 
Belgian  and  French  Buyers 

Full  information  concerning  Export  Trade  to  the  above 
Countries  upon  application  to 


J.  G.  Van  Wtberghe 


MANAGER 


20  St.  James  Street 
MONTREAL 
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No  More  Leaky  Roofs 

Keep  your  Roofs  watertight 
for  ten  years.    One  coat  of 

ST0RMT1GHT 

saves  the  cost  of  tearing  up 
old  worn  material  —  saves 
the  cost  of  a  new  roof. 

Permanent  Protection 
No  Repairs  No  Repainting 

Write  for  Literature 

MANUFACTURED  BY 

L  Sonneborn  Sons  Inc.  ml%Ttl  New  York 

DISTRIBUTED  BY 

N.  J.  Dinnen  &  Co.,  Ltd.,  Winnipeg,  Man.  Chapman  &  Flinn,  Ltd.,  Amherst,  N.S. 

John  B.  Keeble  &  Co.,  Toronto,  Ont.,  and  Lon-  E.  F.  Stevens,  Halifax,  N.S. 

don,  Ont.  Sumner  Company,  Moncton,  N.B. 

The  Western  Supply  &  Equipment  Co.,  Calgary,  Shaw  &  Mason,  Ltd.,  Sydney,  N.S. 

Edmonton,  Lethbridge,  Alta.  Spencer  Bros.  &  Turner,  Ltd.,  Truro,  N.S. 
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DOMINION  Wire  Rope 

Repeat  orders  tell  their  own  story 

Use  our  WIRE  ROPE  on  any  job 


Its  DURABILTY  has  been  proved 
in  its  extensive  use 


The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 


"  C.  H.  &  E." 

Contractors'  Equipment 


HOISTS— 


Either  Gasoline  Engine 
or  Electric  Motor  Driven 


MATERIAL  ELEVATORS 

Either  Single  or  Double  Cage 

MORTAR  MIXERS 


"MARION"  Shovels 

tor  all  classes  of  work 

"Ransome"  Concrete  Mixers 
"Andrews"  Drill  and  Tool  Steel 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 

Telephone  Main  3420 
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ASPHALT  MACADAM  FOR  HEAVY  TOURIST  TRAFFIC 


A  Section  of  King  Edward  VII.  Highway,  Montreal  to  Rouses  Point. 


G 


OOD  roads  mean  good  busi- 
ness. They  allow  the  full 
use  of  that  indispensable 
modern  conveyance — the  motor 
truck;  facilitate  direct  marketing 
and  attract  into  a  community  hosts 
of  business  men,  tourists  and  plea- 
sure seekers." 

"The  King  Edward  VII.  Highway  is  an  excellent  example  of 
this.  Before  improvement  one  would  not  meet  more  than  two 
or  three  vehicles  in  its  entire  length.  Today,  it  is  a  connect- 
ing link  between  Canada  and  the  States  and  is  extensively  used 
by  tourists.  Farmers  use  it  as  their  main  route  between 
Montreal  and  Lacolle.  A  motor  bus  also  makes  eight  or  nine 
trips  daily  between  St.  Lambert  and  Laprairie." 


"This  highway  now  has  an  Asphalt  Macadam  (penetration 
type)  surface,  constructed  by  the  Canadian  Highway  and  En- 
gineering Co.  in  1919,  under  the  supervision  of  the  Depart- 
ment of  Roads,  Province  of  Quebec.  This  type  of  permanent 
road  is  moderate  in  first  cost,  gives  long  service,  has  a  smooth 
resilient,  dust-free  surface  that  provides  ample  grip  for  both 
horse  and  motor  traffic.  It  can  be  successfully  constructed 
over  any  substantial  foundation,  either  an  old  road  or  a  new 
base." 


"Imperial  Asphalt  Binders  (for  Penetration  Asphalt  Mac- 
adam) and  all  other  Imperial  Asphalts,  are  scientifically  cor- 
rect. Made  in  Canada  from  the  best  Mexican  asphaltum  crudes. 
Delivered  anywhere  in  the  Dominion  in  specially-equipped  tank 
cars  or  in  metal  packages." 


IMPERIAL!  ASPHAUT 

Proved  through  the  Ages 


IMPERIAL  PAVING  ASPHALTS      IMPERIAL  LIQUID  ASPHALTS     IMPERIAL  ASPHALT  BINDERS 


HOT  MIX  ASPHALT  PAVEMENTS 


,F0R  DUST  PREVENTION  AND  H)R  MAINTENANCE 
OF  MACADAM.  TRAVEL  AND  EARTH  ROADS 


PENETRATION  ASPHALT  PAVEMENTS 


FtOAD      EJSTC I  PEERING     DEF>A  R  TI^TEIV  T 

Imperial  Oil  Limited         Toronto  Ontario 


Fji  .    Alphabetical  Index  to  Advertisers,  Page  16      Classified  Directory  to  Advertisements,  Page  6 
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Wire  Wound  Wood  Pipe  and  C.  I.  Specials 

Our  Pipe  and  Tanks  are  manufactured  from  the  best  grade  of 
B.  C.  Douglas  Fir  in  the  finest  factory  in  Canada.  Complete 

installations  our  Specialty. 

Write  for  Illustrated  Catalogue  Let  us  Solve  your  Problems 

Canadian  Pipe  Company,  Ltd. 

550  Pacific  St.,  VANCOUVER,  B.  C. 


April  21,  1020 
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Economical  and  Efficient 


T3he 

Economic 
Heater 

was  so  named  because 
of  its  remarkable 
ability  to  reduce  the 
amount  of  fuel  con- 
sumption. At  the 
same  time  it  greatly 
increases  the  effici- 
ency of  the  entire 
heating  system. 

So  confident  are  we 
of  its  ability  to  prove 
entirely  satisfactory 
that  we  will  instal 
this  heater  and  if  it 
does  not  give  entire 
satisfaction  we  will 
take  it  out  and  stand 
all  expense. 


EFFECTS 
A  GREAT 
SAVING 
IN  FUEL 
EXPENSES 

J5he 

Economic 
Heater 


is  guaranteed  for  twenty 
years  against  leaks  from 
expansion  or  contraction. 

Demonstrations  Freely 
Given. 

Enquiries  Solicited. 


Manufactured  in  Canada  by  ■ 

The  Montreal 
Machine  Shop 


LIMITED 


481    Ontario   Street  East 

MONTREAL 


Sole  Agents  for  Ontario  :— EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  TORONTO,  Ont. 
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The  demand 

for  Cement  Brick 

is  unlimited  

Supply  it  with 

LONDON 

CEMENT  BRICK  MACHINE 

The  making  of  Cement  Brick  is  one  of  the  most  profitable  branches  of  the  concrete  industry.  Cement 
brick  is  rapidly  coming  into  its  own  and  supplanting  clay  brick.  There  is  already  an  unlimited  demand 
which  can  best  be  met  by  the  use  of  the  "London."  This  machine  has  many  distinct  features  which  place 
it  in  the  front  rank  of  brick  making  machines.  It  is  the  favorite  among  contractors  in  all  parts  of  the 
world  who  testify  to  its  capabilities. 

HOW  TO  START  A  BUSINESS 

To  the  man  who  desires  to  make  a  business  pay  its  own  .way,  we  would 
advise  him  to  purchase  a  BRICK  MACHINE,  and  if  necessary  he  could 
start  by  doing  his  mixing  by  hand;  then  as  the  business  grows,  put  in  a 
small  mixer,  which  will  make  the  work  easier.  As  soon  as  he  desires  to 
secure  the  full  capacity  of  the  machine,  in  order  to  supply  the  demand  the 
capacity  of  the  plant  may  be  increased  by  installing  cars  for  carrying  the 
brick,  or  for  racking  them  away,  and  kilns  for  steam  drying.  All  the  large 
manufacturers  put  in  this  equipment  at  the  start.  BUT  REMEMBER,  a 
BRICK  MACHINE  is  the  only  article  absolutely  necessary  to  start  the 
business. 

We  shall  be  pleased  to  give  you  full  information  upon  request.  Our 
thorough  knowledge  of  this  industry  is  at  your  service. 

London  Concrete  Machinery  Co.,  Limited 

LONDON,  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery 


The  London  Concrete  Cart 

Due  of  the  latest  additions  to  the  London 
Line,   but  already   in  extensive  use.  An 
essential  part  of  every  contractor's 
equipment. 
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Friction  Resisting 


PATENT 


WITH  'TRIPLE  'TWISTED 


Composed  of  85%  Pure  Camel  Hair    15%  Long  Staple  Cotton 


Gripoly  is  unequalled  for  big  drives.  The 
nature  of  its  texture  gives  it  a  perfect, 
absolute  grip  and  its  ma- 
terial makes  it  practically 
stretchless. 

Impervious  to  destructive 
agencies  such  as  tempera- 
ture changes,  water,  acid, 
steam,  oil,  etc.,  it  is  the 
ideal  transmission  belt  for 
iron,  coal,  chemical  and 


THESE  EDGES 

are  composed  of  in- 
destructible strands  in- 
terwoven with  the-solid 
body  of  the  belt. 


engineering  works,  elevators  and  crush- 
ing mills  and  mines,  cement  works,  saw 
mills,  etc. 

Durability  and  strength 
give  Gripoly  precedence. 
The  ease  with  which  it 
handles  its  load  makes  it  a 
favorite  wherever  used. 
Let  us  demonstrate  the 
merits  of  this  splendid 
belting. 


Manufactured  by 

Lewis  &  Tylor 

Limited 

In  Great  Britain 


Stocked  and  Sold  by 

"CAM-FISH"  CO.,  LTD. 

Importers  and  Distributors  of  Engineering  Supplies 

55  BAY  ST.      TORONTO,  CAN. 
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CLASSIFIED  INDEX  TO  ADVERTISEMENTS 


The  following  regulations  apply  to  all  advertisers:— Eighth  page,  every  i 
quarter  page,  six  headings;  half  page,  twelve  headings;  full 


three  headings; 
page,    twenty-four  headings. 


Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors  , 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Air  Washing  Plants 

Spray   Engineering  Co. 

Aluminium  ,  , 

Spielman  Agencies  Regd. 

Air  Hoists  ,,  _     .  r. 

Canadian  Ingersoll-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp  tg  Co. 

Ash  Conveyors 

Booker  &  McKechnie 

Ash  Hoists- 

Canadian  Link-Belt  Co. 

Asphalt 

Asphalt  Association 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Beam  Spans 

Hamilton  Bridge  Works  Co. 

McKinnon  Steel  Company 

Sarnia  Bridge  Company 
Belting   (Transmission,  Elevator, 
Conveyor,  Rubber) 

Cam-Fish  Company 

Dunlop  Tire  &  Rubber  Goods  Co. 

Goodyear  Tire  &  Rubber  Goods 
Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.,  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 

Boilers 

Canadian  Mead-Morrison  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Inglis  Company,  John 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co:,  A.  R. 

Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 

Boxes — Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Brass  Goods 

Dunlop  Tire  &  Rubber  Goods  Co. 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Standard  Steel  Construction  Co. 
Toronto  Steel  Construction  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Sarnia  Bridge  Company 

Buckets 

Canadian  I.ink-Belt  Co. 
Canadian    Mead-Morrison  Co. 


Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 

Buckets — Steel 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

McKinnon  Steel  Company 

Marsh  Engineering  Works,  Ltd. 
Building  Materials 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Vitrified  Clay  Products 
Cable 

Dominion  Wire  Rope  Co.,  Ltd. 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cars— Steel  Body 

Marsh  Engineering  Works,  Ltd. 

Mackinnon  Steel  Co. 

Williams  Machinery  Co.,  A.  R. 
Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 

Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 

Cement  Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Ideal  Concrete  Machinery  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Spielman  Agencies  Regd. 

Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian    Ingersoll-Rand  Co. 

Dayton  Dowd  Company 

National  .Equipment  Company 
Chains 

McKinnon  Columbus  Chain  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Chimneys 

Booker  &  McKechnie 
Vitrified  Clay  Products 

Coal  Handling  Apparatus 

Canadian    Mead-Morrison  Co. 
Brown  Hoisting  Machinery  Co. 
Canadian  Link-Belt  Co. 

Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co. 
Concrete  Culvert  Pipe 

Concrete  Pipe  &  Products  Co. 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

Hopkins  &  Co.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Concrete  Sewer  Pipe 

Dominion  Concrete  Company 

V*itrified  Clay  Pipe  Co. 


Conduits 

Conduits    Company,  Limited 
National    Conduit  Company 
Vitrified  Clay  Products 

Contractors 

Anglin-Norcross  Limited 
Archibald  &  Holmes 
Canadian  Engineering  &  Con- 
tracting Co. 
Cape  &  Company,  E.  G.  M. 
Gore,  Nasmith  &  Storrie 
Holmes  &  Co.,  Fred 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Miller  &  Son.  Roger 
Thomson   Bros.  , 
Wells  &  Gray 

Contractors'  Plant  &  Supplies 
Ball  Engine  Company 
Canadian  Mead-Morrison  Co. 
Boving  Hydraulic  &  Engineering 

Company 
Brown    Hoisting    &  Machinery 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Link  Belt  Co. 
Dake  Engineering  Works,  Ltd. 
Gartshore,  John  J. 
Hamilton  Bridge  Works  Co. 
Hepburn  Ltd.,  John  T. 
Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
S'essenwein  Bros. 

Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 

Conveying  Appliances 

Brown  Hoisting  Machinery  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Canadian  Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Northern    Crane  Works 
Creosote  Oils  • 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada  Crushed  Stone  Corpora- 
tion 

Crushed  Stone,  Limited 
Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co 
Mussens  Limited 

Damp  Proof  Coating 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Doors 

Pannill  Door  Company 
Derricks  and   Derrick  Fittings 
Canadian  Mead-Morrison  Co. 
Hepburn  Ltd.,  John  T. 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
National  Equipment  Company 
Northern  Crane  Works 

Diamonds 

Joyce-Koebel  Company 
Diamond  Saw  Teeth 

Joyce-Koebel  Company 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 


Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 
Gartshore,  John  J. 
Hopkins  &  Company,   F.  H. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Dump  Wagons 

Seagrave,  Lougheed  Co. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 
Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario   Wind   Engine   &  Pump 

Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.  B. 

Elevators 

Northern  Crane  Works 
Tornbull  Elevator  Company 

Enameled  Brick 

American  Enameled  Brick  & 
Tile  Company 

Engines 

Canadian   Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 

Engines — Swinging 

Canadian  Mead-Morrison  Co. 

Engineers  (Civil  and  Mechanical) 
Archibald  &  Holmes 
Chipman  &  Power 
Dominion  Engineering  &  Inspec- 
tion Company 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Co. 
R.  &  W.  S.  Lea 
Worthington,  W.  R. 

Excavators 

Ball  Engine  Company 

Canadian  Mead-Morrison  Co. 

Engineering  &  Machine  Wks.  Co. 

Hopkins  &  Company,  F.  H. 
Exhaust  Pleads 

Canadian  Blower  and  Forge  Co. 

Expanded  Metal 

Baines  &  David  Ltd. 

Fans 

Canadian  Blower  and  Forge  Co. 

Fireproof  Doors  and  Windows 
Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 

*  Roberson-Oleson  Limied 

Fire  Escapes 

Canadian  Welding  Works 

Dennis  Wire  &  Iron  Works  Co. 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 
Fittings 

Crane  Limited 

Flag  Poles 

MacKinnon  Steel  Company 
Ontario   Wind   Engine   &  Pump 

Company 
McGregor  &  Mclntyre 

Flooring  Materials 

Armstrong  Cork  Company 
Imperial   Oil  Company 
Snnneborn   Sons,  inc.,  L. 
Vitrified  Clay  Products 

(Continued  on  ->»ge  8) 
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TRENCH   MACHINE.     (26  ft.  dipper 

stick)  Digging  from  200  to  300  cu.  yards 
a  day  in  16  foot  trench  cut.  One  of  two 
Eries  owned  by  Miller  Bros.,  Youngstown, 


i^more  than  40( >  ton,  -  --- 

^'IctT  PRICE  IN  F°UK 
^NTHsJ'Ene  LightmgCo.. 

iErie- 


'    RAILROAD  DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


ORANGE-PEEL.    One  of  three 
es  owned  by  Robert  Swan  Jr.  Co., 
ttsburgh.   The  other  two  Eries  are 
lpped  for  standard  shovel  work. 


DRAG-LINE 
ion  irrigation  ditch 
iwork.    Owned  by 
'rOdell  Bros.,  Fort 
'.Collins.  Colorado. 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of  work  shown 
by  these  photos  can  be  handled  by 
every  Type-B  ERIE  Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  ERIE 
Steam  Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for  the 
Erie— it  earns  you  a  steady  profit  on 
practically  every  job. 

We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

Builders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


HIGH  LIFT  Erie  Shovel 
loading  on  a  14  ft.  bank. *  One  of 
three  Eries  owned  by  The  Cable 
Co..  Canton,  Ohio. 


ERIE 


Revolving 
Shovels 


LOADING  MIXER,  when  the 
harvest  season  took  all  tne  labor.  Re- 
placed a  mixer  crew  of  18men,  loading 
into  a  wood  hopper.  One  of  the  two 
Eries  owned  by  Hanlon  &  Okes, 
Minneapolis. 


PILE  DRIVING  equipment 
breaking  up  concrete  so  that  the 
pieces  will  go  into  dump  wagons 
When  the  shovel  tore  up  the  concrete 
without  breaking,  the  pieces  were  too 
large.  One  of  two  Eries  owned  byj 
Lennane  Bros.,  Detroit. 


QUARRY  WORK  is 
what  makes  the  strong- 
est boosters  for  the 
Erie,  because  she  is 
built  to  stand  rock 
digging-  "Stronger 
construction  at  every 
point  of  wear  and 
strain."  Just  ask  the 
owners  of  this  Erie-- 
Tarbox  &  McCall, 
Findlay,  Ohio. 


 ^tkeet-  grading. 

»  isn't  qujte  as  smooth  as  a 
lfefd^ordG{  cuts. 

RAILROAD  WORK,  loading 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgh.. 
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Forges 

Canadian  Blower  and  Forge  Co. 

Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 

Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario  Wind   Engine   &  Pump 

Company 
Osborn  Canada  Ltd.,  Samuel 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown    Hoisting    ai  Machinery 
Company 

Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 

Hauling  Contractors 
Augstrom  &  Verochio 

Heating  Apparatus 

Dunham  Company,  C.  A. 
Canadian  Blower  and  Forge  Co. 
Montreal  Machine  Shop,  Ltd. 

Heat  Insulating  Materials 
Armstrong   Cork  Company 

Heating  Systems  (Steam  Traps) 
Dunham  Company,  C.  A. 


Hoists,  Electric 

Canadian  Link-Belt  Co. 
Northern  Crane  Works 

Hoisting  Apparatus 

Brown  Hoisting  Machinery  Co. 
Canadian  Mead-Morrison  Co. 
Herbert  Morris  Crane  &  Hoist 

Company 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Marsh   Engineering  Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams  Machinery  Co.,   A.  R. 

Hoisting  Engines 

Canadian    Allis-Chambers  Ltd. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Goodyear  Tire  &  Rubber  Co. 

Hydrants 
Canada  Iron  Foundries 
Kerr   Engine  Company 
Gartshore-Thompsorf  Pipe  Co. 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 

Laboratories 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Company 

Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 
Spielman  Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada  Limited 

Insulating  Bricks 

Armstrong  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton   Bridge  Works  Co. 
Northern   Crane  Works 

Joist  Hangers 

Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 

Kilns 

Canadian  Blower  and  Forge  Co. 
McKinnon  Steel  Company 

Lead  Pencils 

American  Lead  Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 

Locomotives 

Sessenwein  Bros. 

Locomotive  Cranes 
Ball  Engine  Company 
Brown    Hoisting    &  Machinery 
Company 

Machinery  Insulation 
Armstrong  Cork  Company 

Malleable  Castings 

Pratt  &  Letchworth  Co. 

Metal  Lath 

Canadian  Metal  Window  Co. 
Trussed  Concrete  Co.,  Ltd. 

Motors 

Canadian  General  Electric  Co. 

Motor  Trucks 

Tiffin  Wagon  Company 
Ford  Motor  Company 

Nozzles 

Spray  Engineering  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 


Hamilton  Bridge  Works  Co' 
Imperial  Oil  Company,  Ltd. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 

Ornamental  Iron 

Canadian  Welding  Works 
Dennis  Wire  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 
Packing 

Dunlop  Tire  &  Rubber  Goods  Co 

Paint  (Heaterl  Surfaces) 

Ric-Wil  Company 

Spielman  Agencies 
Paints  and  Varnishes 

Hopkins  &  Company,  F.  H. 

Spielman  Agencies  Regd. 
Paints  (Bridge  and  Structural  Iron 

and  Pipe  Coating) 

Barrett  Company,  Ltd. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co.,  Ltd 
Paint  Spraying  Equipment 

Spray  Engineering  Co. 
Park  Sprinklers 

Spray   Engineering  Co. 
Paving  and  Paving  Materials 

Barrett  Company,  Limited 

Brodies  Limited 

Carey  Company,  Philip 

Dominion  Tar  &  Chemical  Co. 

Imperial    Oil   Company,  Ltd. 

Trussed  Concrete  Steel  Co.,  f.M 

Warren    Bituminous   Paving  Co. 

Pipe   (Concrete,   Iron   &  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion   Concrete  Company 
Gartshore  Thompson   Pipe  Co. 
National  Iron  Works 

(Continued  on  page  10) 


Stop — Read — and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

H  If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral— Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 

Marsh  Engineering  Works,  Limited,  Ett^td  Belleville,  Ontario 


Sales  Agents :  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 
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Contractors'  Equipment  in  Stock 


Lidgerwood 
Hoisting 
Engines 


Concrete  Mixers 


Pile  Hammers 


CANADIAN  ALLIS- CHALMERS 


Head  Office, 


Toronto 


LIMITED 


Branch  Offices:   Montreal,   Quebec,  Halifax,   Sydney,   St.  John,   Ottawa,  Hamilton,  London.  Windsor,  Cobalt,  South  Porcupine,  Winnipeg 

Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 


LO 
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Pipe  Covering  (Underground) 

RicWil  Company 

Pencils  (Lead) 
American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 

Canadian  AllisChalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Canadian   Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb   Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Waterous  Engine  Works  Co. 


Road  Material 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 
Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 
Vitrified  Clay  Products 

Rubber  Goods 
Barrett  Company,  Limited 

Road  Oil 
Imperial  Oil   Company,  Ltd. 

Pneumatic  Machinery 

Canadian  Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis  Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Ontario   Wind   Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian   Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Rails 

Sesscnwein  Bros. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  J. 
Hopkins  &  Company,  F.  H. 

Steel  Company  of  Canada 


Reinforcements,  Concrete  and  Steel 

Haines  &  David  Ltd. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Trussed  Concrete  Steel  Co.,  Ltd 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

R'fging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Spans  " 

McKinnon  Steel  Company 

Road  Asphalt 

Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Drags 

Sarnia  Bridge  Company 

Road  Materials 

Warren    Bituminous   Paving  Co. 

Road  Scraper  Knives 
Shunk  Plow  Company 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Saw  Teeth 

Joyce-Koebel  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Vitrified  Clay  Products 

Sheathing 

Barrett    Company,  Limited 

Shingles  (Asbestos) 

Barrett  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  Co. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Roberton-Olsen  Limited 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamiltpn  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Robb  Engineering  Works  I 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 

Steel 

Burlington  Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Steel  &  Coal  Co. 
Toronto  Steel  Construction  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Burlington   Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art  Metal  Company 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 


Steel  Plate  Construction 

Hamilton   Bridge  Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works,  Co. 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &   Radiation,  Limited 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Street  Oilers 

Seagrave,  Lougheed  Co. 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis  Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Worfts 
Maritime   Bridge  Company 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand   Co.  ' 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario   Wind   Engine   &  Pump 

Company 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 


Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 

Tile  Moulds 

London  Concrete  Machinery  (90, 

Towers 

Can.  Chicago  Bridge  &  Iron  Co 
Hamilton  Bridge  Works  Co. 


Trailers 

Seagrave,  Lougheed  Co. 

Transformers 

Canadian  General  Eelectric  Co. 

Turnbuckles 

Dominion  Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Gartshore-Thompson   Pipe  Co 
McAvity  &  Sons,  Lta. 

Ventilators 

Robertson  Co.,  H.  H. 

Ventilating    4    Heating  Apparatus 
Canadian  Blower  and  Forge  Co 

Varnishes — Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 

Wall  Ties 

Gait  Art  Metal  Company 

Wallboard   (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L 
Trussed  Concrete  Steel  Co.,  Ltd. 

Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 

Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind   Engine   &  Pump 

Company 


Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
Johnson  &  Sons,  C.  H. 


Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 

Wood  Pipe 

Canadian  Pipe  Company 
Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  &  Tank 
Company 

Wood_  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 

Company 
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The  HAMILTON  BRIDGE  WORKS  CO. 


Hamilton,  Canada 


LIMITED 


ENGINEERS  AND 
BUILDERS 

of 

Steel  Railway  Bridges 

Steel  Highway  Bridges 

Steel  Buildings 

Steel  for  Ships 

Steel  Turntables 

Steel  Structures  of 
every  Class 

Enquiries  Solicited 

Capacity    36,000  Tons 


Steel  work  for  Steam  Power  House  recently  erected  for 
The  Dominion  Power  and  Transmission  Co.,  Hamilton. 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 

Montreal  Office— Phone  Westmount  6800  Toronto  Office— 20  Victoria  Street 
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Steel  Plate  Work 


Steel  Tanks 
Stand  Pipes 
Smoke  Stacks 
Boiler  Breachings 
Riveted  Steel 

Pipe 
Steel  Bins 
Hoppers 


Structural  Steel 
Work 


Send  us  your  speci- 
fications 


Quality  & 


William  Hamilton  Co. 

Limited 

Peterborough,  Canada 


ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office— 
95  King  Street  East 
TORONTO 


Works- 
Cor.  Munition  and 
Commissioner  Streets 

TORONTO 


ROGER  MILLER  &  SONS  LIMITED 

ENGINEERS  AND  CONTRACTORS 


For  many  years  it  has  been  our 
business  to  advise  on,  plan  and 
execute  all  kinds  of  engineering 
and  contracting,  including 


Docks 
Harbors 
Breakwaters 

Canals 
Industrial 
Plants 


We  shall  be  pleased  to  discuss 
with  you  any  constructional 
work  you  may  be  contemplat- 
ing, and  give  you  the  benefit  of 
our  long  and  varied  experience. 


Head  Office: 


A  Rolling  Mill  foundation  construction,  for  Baldwin's  Ltd.,  Ashbridges  Bay,  Toronto. 


Lumsden  Building 


TORONTO 
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Buildings  for  Prest-o-Lite  Co.  and  Canadian  National  Carbon  Co..  Toronto 


PLANT  consists  of  two  buildings  80'  by  400', 
two  stories  high  with  part  of  one  building 
three  stories  high.  There  are  also  extensions  for 
elevator  shafts,  toilets  and  stairs  outside  the  main 
part  of  buildings. 

We  received  instructions  to  proceed  on  this  work  December 
8th,  1919.  Photo  shows  structural  part  of  both  buildings 
practically  complete  March  16th,  1920,  in  spite  of  severe 
winter  weather. 

Wells  &  Gray  Limited 

ENGINEERS  &  CONTRACTORS 


Branch  Office  : 

Bank  of  Commerce  Bldg., 

WINDSOR,  ONT. 


Head  Office: 

701  Confederation  Life  Bldg., 
TORONTO. 
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SPRACO 


PAINTING 
EQUIPMEN 


INDUSTRIAL  PAINTING 

To  be  satisfactory,  your  buildings — structural  iron  work — equipment  and  products  should 
be  painted  quickly — economically — thoroughly. 

Indisputable  evidence  that  this  result  will  be  accomplished  with  the 

SPRACO   PAINT  GUN 

will  be  furnished  cheerfully  and  promptly.  This  efficient  time  and  labor  saving  machine 
will  do  in  one  hour,  the  work  that  the  average  painter  with  a  brush  would  take  all  day  to  do. 

JUST  ASK  FOR  BULLETIN  P-ll 

Manufacturers  of  Cooling  Ponds,  Paint  Guns, 
Air  Washers  and  Vaughan  Floor  Meter. 

Rudel-Belnap   Machinery   Co.,   Ltd.,  Shaugh- 
nessy  Building,  137  McGill  Street,  Montreal. 
26  Adelaide  Street  West,  Toronto. 


SPRAY  ENGINEERING  CO. 

BOSTON,  MASS. 


nil  ppi  iiisiiiiii 

9  \  \  ! « 


s 


The  above  illustration  is  a  view  of  the  new  car  barns  and  plant  of  the  Halifax  Tramways  Com- 
pany, Limited,  for  which  steel  work  was  supplied  by  the  MacKinnon  Company.  This  is  one  of  our 
many  structural  steel  jobs;  to  enumerate  them  all  would  be  to  give  a  list  of  a  large  number  of  sat- 
isfactory contracts  successfully  carried  out. 

For  all  structural  steel  requirements  we  will  be  pleased  to  furnish  particulars  upon  request.  Our 
organization  and  facilities  for  steel  construction  are  at  your  disposal. 

Let  us  give  you  an  estimate. 

MacKinnon  Steel  Company,  Limited 

Montreal  Office:    404  New  Birks  Building  SHERBROOKE,  QUE. 
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Johns-Manville 

Mastic  Flooring 


Floors  that  resist  time  and  tons 

GOOD  flooring  is  never  bought  on  the  basis  of  price  alone.  Other 
things,  more  important,  must  be  considered.  For  instance, 
maintenance  cost.  .Common  flooring  materials,  such  as  concrete 
or  wood,  require  frequent,  costly  repairs,  and  results  are  seldom 
satisfactory. 

Johns-Manville  Mastic  Flooring  is  "made  to  fit"  any  conditions  and 
gives  longest  wear.  Easily  and  quickly  repaired — at  little  cost.  When 
repairs  are  needed — simply  cut  out  the  worn  or  damaged  section. 
Reheat  this  old  material  mixed  with  a  small  amount  of  flux — which 
we  furnish;  then  relay.  The  new  spot,  flooded  and  rubbed  down 
to  the  proper  level,  immediately  becomes  integral  with,  and  has  all 
the  characteristic  qualities  of,  the  surrounding  floor.  ' 

It  is  tough,  durable  and  foot-sure,  always;  waterproof,  quick  drying 
and  deadens  noise.  Johns-Manville  Mastic  Flooring  is  practically 
wear-proof.  Whether  it  faces  the  most  mild  or  severe  usage,  its 
maintenance  cost  is  always  lowest. 

CANADIAN  JOHNS-MANVILLE  CO.,  LIMITED 

Toronto  Montreal  Winnipeg  Vancouver 

London  Hamilton  Ottawa 


Through— 

Asbestos 

and  its  allied  products 
INSULATION 

that  keeps  tht  heat  where  tt  belongs 
CEMENTS 
that  mate  boiler  vails  leak  proof 
ROOFINGS 
that  cut  down  fire  risks 
PACKINGS 
that  sare  power  waste 

LININGS 
that  make  brakes  safe 


FIRE 

PREVENTION 
PRODUCTS 


ohns-Manville 

Serves  in  Conservation 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation   79 

American  Enameled  Brick  and  Tile 

Company  '   18 

American  Lead  Pencil  Company   . . 

American  Well  Works  

Anglin-Norcross    Limited   81 

Angstrom  &  Verochio   7."> 

Archibald  &  Holmes  

Armstrong  Cork  Company  

Asbestos  Mfg.  Co   27 

Asphalt  Association,  The  

Ault  &  Wiborg  Co   70 

Baines  &  David  

Ball  Engine  Company   7 

Barber  Asphalt  Paving  Co  

Barber,  Frank   80 

Barrett  Company   67 

Boake  Mfg.  Company  

Bolender   Bros   71 

Booker  &  McKechnie  

Boving    Hydraulic    &  Engineering 

Company  

Brantford   Roofing  Company   . . 

Britnell  Company,  Limited   30 

Brown   Hoisting  Machinery  Co.    . . 
Burlington  Steel  Company   05 

Cam-Fish  Company   5 

Canada  Cement  Company   28 

Canada  Crushed  Stone  Corporation 
Canada  Iron  Foundries,  Limited   . .  78 

Canada  Wire  &  Cable  Co  

Canada  Wire  &  Iron  Goods  Co.  . . 

Canadian  Allis-Chalmers   9 

Canadian  Blower  and  Forge  Co.  . . 
Canadian  Chicago  Bridge  and  Iron 

Company   71 

Canadian  Des  Moines   Steel  Co.  . .  27 
Canadian   Engineering   &  Contract- 
ing Company   73 

Canadian  Equipment  Co  '..  .. 

Canadian  Ingersoll-Rand  Co  

Canadian    Inspection    and  Testing 

Laboratories   80 

Canadian  Johns-Manville   15 

Canadian  Link-Belt  Co  

Canadian  Mead-Morrison  Co   24 

Canadian  Metal  Window  Co   17 

Canadian  Pipe  Company,  Ltd   2 

Canadian    Producers    &  Exporters 

Directory  '   82 

Canadian    Self  -  Locking  Concrete 

Wall  Company   26 

Canadian  Surety  Company   66 

Canadian  Welding  Works  

Cape  &  Company,  E.  G.  M   81 

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co.  . . 

Chipman  &  Power,  Ltd   80 

Colwell  Sand  and  Gravel  Co.  ..  /. 

Conduits  Company,  Limited   70 

Consumers  Gas  Company  

Cook,  A.  D  

Concrete  Pipe  &  Products  Co   80 

Crane  Limited   75 

Crushed  Stone,  Limited   73 

Dake  Engine  Company   73 

Dayton-Dowd  Co  

Dennis  Wire  and  Iron  Company..  .. 
Dept.  of  Public  Works  


Dominion  Concrete  Company  ..    ..  IS 
Dominion  Engineering  and  Inspec- 
tion Company  80 

Dominion  Paint  Works  

Dominion  Tar  &  Chemical  Co   20 

D  ominion  Wire  Rope  Co   84 

Dunham   Company,  C.  A  

Dunlop  Tire  &  Rubber  Goods  Co. 

Engineering  &   Machine   Works  of 

Canada,  Limited                          . .  22 

Ford  Motor  Company  

Foyle,  W.  &  G  

Frost  Steel  &  Wire  Co  

Gait  Art  Metal  Company   74 

Gartshore,  John  J  

Gartshore-Thompson  Pipe  &  Foun- 
dry Company   72 

Gent  Company   80 

Goldie  &  McCulloch  Co   19 

Goodyear  Tire  &  Rubber  Co  

Gore,  Nasmith  &  Storrie   80 

Hamilton  Bridge  Works  Co   11 

Hamilton  Co.,  Win   12 

Harvard  Turnbull  Co  

Hepburn,  John  T   74 

Holden  Company,  Limited  

Holmes  &  Sons,  Fred   80 

Hopkins  &  Company,  F.  H   84 

Hunt  &  Company,  Robert  W   81 

Hynes,  W.  J.  

Ideal  Concrete  Machinery  Co   71 

Imperial  Oil  Limited   1 

Independent  Concrete  Pipe  Co  

Inglis  Company,  John   63 

Jaeger  Machine  Company   20 

James  &  Company,  E.  A   80 

Jamleson  Lime  Company  

Johnston  &  Sons,  C.  H   31 

Katie  Foundry  Company   69 

Kerr  Engine  Company,  Ltd.   79 

Koebel  &  Company,  Joyce   73 

Lea,  R.  S.  &  W.  S.  . .  . .   80 

London  Concrete  Machinery  Co.  . .  4 
London  &  Lancashire  Guarantee  & 

Accident  Company   66 

MacKinnon  Steel  Co   14 

MacLean  Daily  Reports   66 

Mansfield  Engineering  Co  

Manitoba  Bridge  &  Iron  Company  32 

Maritime  Bridge  Works  Co   75 

Marsh  Engineering  Works   8 

McAllister  &  Taylor   80 

McAvity  &  Sons,  T  -.. 

McGovern,  T.  J   75 

McGregor  &  Mclntyre   75 

McKinnon  Columbus  Chain  Co  

Metal  Shingle  &  Siding  Co  

Miller  &  Sons.  Roger   12 

Milton  Hersey  Company  ;.  80 

Ministry  of  Munitions   23 

Montreal  Crushed  Stone  Co   72 

Montreal  Machine  Shop   3 

Morris  Crane  &  Hoist  Co.,  Herbert  73 

Morrison  &  Co.,  T.  A   80 

Mussens  Limited   77 

Napanee  Iron  Works   72 


National  Conduit  Company   21 

National  Equipment  Co   29 

National  Iron  Corporation   71 

Neptune  Meter  Company   70 

Northern  Electric  Company  

Northern  Crane  Works,  Ltd   70 

Nova  Scotia  Steel  and  Coal  Co.  . . 

Ormsby  Company,  Ltd.,  A.  B  

Ontario  Rock  Company  ..   ..   ..   ..  21 

Ontario  Wind  Engine  and  Pump  Co. 
Osborn  Canada  Ltd.,  Samuel  ..  .. 

Owen  Bucket  Company   68 

Pacific  Coast  Pipe  Company   . .    . .  73 

Pannill  Door  Company   73 

Pratt  &  Letchworth   82 

Prest-O-Lite  Company   69 

Port  Credit  Brick  Co.  ..  .'.  

Reid  &  Brown  Structural  Steel  and 

Iron  Company   80 

Ric-wiL  Company   68 

Robb  Engineering  Works   11 

Robertson  Co.,  H.  H  

Roberton-Olsen,  Ltd   72 

Sand  &  Supplies   70 

Sarnia  Bridge  Co   81 

Scully,  A.  A   24 

Seagrave-Loughead  Co   25 

Sessenwein  Bros   71 

Shunk  Plow  Co  •  . .  68 

Slater  &  Barnard  Co   26 

Sonneborn  Sons.  L.,  Inc  

Spielman  Agencies  

Spray  Engineering  Company   14 

Stalford,  V.  K   80 

Standard  Motor  Sales   31 

Standard  Steel  Construction  Co.  ..  24 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   75 

Steel  Company  of  Canada  

Steel  &  Radiation   81 

Sterling  Engine  Company  

St.  Maurice  Lumber  Company  . . 

Sturgeons  Limited  ..'   18 

Swedish  Crucible  Steel  Co   30 

Thompson  Bros   80 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 
Toronto  Steel  Construction  Co.   ..  12 
Toronto  Testing  Laboratory   . .    . .  80 
Trades  &  Labor  Branch,  Dept.  of 

Public  Works  

Turnbull  Elevator  Company   83 

United  States  Fidelity  &  Guaranty 
Company   66 

Vancouver  Wood  Pipe    and  Tank 

Company  

Vitrified  Clay  Pipe  Co  

Warren  Bituminous  Paving  Co.   ..  25 

Wettlaufer  Bros  

Waterous  Engine  Works  Company 

White  Star  Mine   71 

Wells  &  Gray   13 

Williams  Machinery  Co.,  Ltd.,  A.  R.  69 

Wood  Mosaic  Company   76 

Worthington,  W.  R   80 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.  Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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A  Better  Steel  Sash 


A  Better  Service  for  you 

Canadian  Metal  Window  and  Steel  Products  Ltd. 

TORONTO,  CANADA 
(Formerly  Canadian  Metal  Window  Co.,  Ltd.) 

has  purchased  from  Steel  and  Radiation,  Ltd.,  all 
rights  to  the  manufacture  and  sale  in  Canada  of 


The  following  things  assure  better 
service  for  you: 

1.  The  sash  making  equipment  of  Steel  &  Radiation,  Ltd., 
has  been  added  to  our  own  factory  equipment. 

2.  We  are  incorporating  into  Fenestra,  several  exclusive 
features  never  before  a  part  of  Fenestra  as  manufac- 
tured in  Canada. 

3.  Our  Toronto  warehouse  will  carry  stock  of  thirty  types 
and  sixty  sizes  for  prompt  shipment. 

4 .  A  steady  supply  of  steel  is  assured  us  through  -an  agree- 
ment with  Detroit  Steel  Products  Co.,  largest  manufac- 
turer of  steel  sash  in  the  United  States. 

Write  for  a  list  of  warehouse  sizes  kept  in  stock 

Canadian  Metal  Window  and  Steel  Products  Ltd. 

TORONTO,  CANADA 
160  River  St.  Phone  Main  4566. 


IS 
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"Why  Mr.  Architect,  we  are  pre- 
pared for  today's  emergency  !  " 

The  real  enjoyment  in  build- 
ing begins  the  day  you  get 
acquainted  with  "AMERI- 
CAN" ENAMELED  BRICK. 

We  will  ship  you  your  order 
for  Standard  Shapes  AT 
ONCE. 

THINK  OF  IT! 

Compare  cost,  durability  and 
appearance  with  similar  ma- 
terial. 

DO  IT  NOW ! 

See  Sweet's  Catalogue  in  U.S.A. 
and 

Specification   Data  in  Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and  Fire  Brick. 
52  Vanderbilt  Ave.,  New  York  City. 


Use 


It's  Canadian! 


Flinte 


x 


It  makes  Concrete 

floordust,  water, 
acid  and  wear  proof 

Sturgeons  Limited,  Toronto 


Also- 


SOLIGNUM  wood  Preservative. 

FERRODOR  Protective  metal  paint. 

PARIPAN  Mill  White. 

ROCKFACE  (water  paint). 

And  other  special  paints  for  special 

purposes. 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

IT-  (LARGE  STOCK  ON  HAND) 


i  


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE  ONTARIO 
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Patent  Pressure 


REES  RoTURBo  Chamber  Pumps 

ROTARY  JET  CONDENSERS 


AND 


ROTARY  JET  VACUUM  PUMPS 


Our  Modern  Test  Floor  Where  Every  RoTURBo  Pump  is  Tested  to  a  High  Degree  of  Efficiency  Before   Leaving  the  Works. 

REES  RoTURBo  PUMPS  have  proven  their 
efficiency.  105  RoT  U  RBO  P U  M  PS  in  one  large 
industrial  concern  speaks  well  for  the  satisfactory 
service  received  from  the  first  few  pumps  installed 
some  ten  years  ago. 

REES  PUMPS  with  their  automatically  equalized  internal 
pressure  insure  perfect  hydraulic  balance  and  smooth  running. 

Catalogues,  specifications,  etc.  gladly  supplied  on  request. 
—  Sole  Canadian  Manufacturers  — 

The  Goldie  &  McCulloch  Co.,  Limited 


Head  Office  and  Works,  GALT,  Ontario,  Canada 


TORONTO  OFFICE: 

Suite  1101-2, 
Bank  of  Hamilton  Bldg. 


WESTERN  BRANCH: 
248  McDermott  Ave., 
Winnipeg,  Man. 


QUEBEC  AGENTS: 
Ross  &  Greig, 
400   St.   James  St., 
Montreal,  Que. 


BRITISH   COLUMBIA  AGENTS: 
Robt.  Hamilton  &  Co., 
Vancouver,  B.C. 
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The  "Jaeger  Mix  -  A  -  Minute" 


IT  does  all  that  the  name  suggests. 
This  "Jaeger"  product  is  known  for  the  speed  and 
efficiency  in  the  way  it  accomplishes  all  work  required 
of  it. 

It  is  made  in  all  sizes,  to  answer  every  purpose.  Let 
us  send  you  our  catalogue.  It  will  convince  you  that  the 
"Jaeger  Mix-A-Minute"  will  prove  a  valuable  addition  to 
your  equipment. 

The  Jaeger 
Machine  Co. 

COLUMBUS,  -  OHIO 


Proves  its 


Economy 

through  its 

Speed 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.     SAULT  STE.  MARIE,  ONT. 

Roomlo'.'web.terBids.,       55  Yonge  Street,       -  TORONTO 
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Trap  Rock— Best  Concrete  Aggregate 

Mr.  William  Barclay  Parsons,  Chief  Engineer,  New  York  Subways  • 
the  42nd  Street  Tunnel;  Consulting  Engineer  to  the  Hudson 
Terminals,  etc.,  stated  in  brief  in  some  legal  proceedings  in 
regard  to  concrete  : — 

"  In  my  opinion,  the  standard  or  best  aggregate  for  concrete  construc- 
tion is  TRAP  ROCK.  The  advantage  that  Trap  Rock  has  over  all  other 
materials,  is  that  it  is  harder,  denser,  and  not  affected  by  chemical  action 

or  fire,  and  is  very  much  harder  to  resist  abrasion." 

1 

ONTARIO  ROCK  COMPANY,  LIMITED 

PHONE    MAIN  6407 
410  CROWN  OFFICE   BLDG .,  TORONTO 

TRAP  ROCK  QUARRY 
PRENEVEAU.  ONT. 


THE  CONTRACT  RECORD 


April  21,  1 '.»:><) 


other  Patents  pending 


Order  Your  Keystone  Now! 

Don't  wait  for  the  "waiting  list."  Contractors  everywhere  have  been 
quick  to  see  the  advantages  of  possessing  this  100  man-power  machine 
which  makes  light  work  of  the  hardest  jobs.  Its  14  foot  bucket  travel  on  an 
18  foot  boom  means  a  half  yard  dug  and  lifted  with  every  thrust.  Old  mac- 
adam, asphalt,  gravel,  or  other  substances  make  no  difference  to  the  Key- 
stone. It  just  "eats  them  up."  Its  32  h.p.  engine  gives  power  to  spare, 
and  the  Keystone  travels  (two  speeds)  to  the  next  job.  No  haulage  or 
setting  up  costs.  It  goes  practically  everywhere  a  loaded  dump  waggon 
can  go. 

You  can  buy  a  Keystone  from  stock  at  the  present  time.   Place  your  or- 
der now,  and  avoid  having  to  wait  for  delivery. 

LET  US  SEND    YOU  BOOKLET 

Sole  Licensees  and  Builders  for  Canada 

Engineering  &  Machine  Works  of  Canada,  Limited 

ST.  CATHARINES,  ONT. 

Eastern  Sales  Offices:   Birks  Bldg.,  Montreal  and  Hall  Machinery  Co.,   Sherbrooke,  Que. 

KEYSTONE 

EXCAVATOR  M" 
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MEAD  MORRISON 


HOISTING 

and 

Conveying  Machinery 

Manufactured  in  Canada 
Lifts  The  Load  of  Industry 

In  our  years  of  experience 
we  have  found  that  the 
only  concerns  who  don't 
get  DEPENDABLE 
SERVICE  are  those 
who  don't  use  "MEAD- 
MORRISON"  Equipment 

Steam  Hoists 
Electric  Hoists 
Mine  Hoists 

Clam  Shell  and  Orange 
Peel  Buckets 

Coal  and  Ore  Handling 
Plants 

Dredging  Machinery 


Engineers,  Manufacturers, 
Contractors. 


Put  Your  Problem  Up  To  Us! 


CANADIAN  M E  AD-MORRISON  CO 

LIMITED 

235  BEAVER  HALL  HILL 


WOM  K  S 


MONTREAL  „  - 

WELLAND  ONT. 


ECONOMY 


TIERING 
MACHINES 

Combining  absolute 
stability  and  rigidity 
with  complete  safety 
these  machines  pro- 
vide the  ideal  way 
for  lifting  and  tier- 
ing units  of  bulk 
and  weight.  The 
name  of  the  machine 
and  the  true  des- 
cription of  its  opera- 
tion is  "Economy." 

Let  us  send  you  par- 
ticulars of  power  and 
hand  machines,  also 
of  our  barrel  storage 
steel  racks. 


Standard  Steel 
Construction  Co.  Limited 

Port  Robinson,  Ontario 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 

Air  Compressors  Locomotives 

Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


Boilers 
Buckets 
Cars 
Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


«  We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—280) 
Yards  and  Shop* — New  Toronto,  Canada 
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The  Hall-Mark  of  Good  Paving 


BITULITHIC 

wREG.CA  N.PAT.  OFF. 

^avement 


This  is  a  small  size  cut  of  the  brass  plate  that  is 
being  laid  in  every  WARRENITE-BITULITHIC 
PAVEMENT.  When  you  see  one  of  these  plates  you 
can  rest  assured  that  the  Engineer  or  Municipality 
who  paved  that  street  or  county  road  knew  his  busi- 
ness and  ensured  to  the  taxpayers  the  best  obtainable. 

The  finest  possible  gradings  of  the  aggregate  for 
Bituminous  pavements  are  found  in  WARRENITE- 
BITULITHIC,  ensuring  the  densest  and  most  stable 
mixtures  and  therefore  the  best  wearing  surface. 

WARRENITE-BITULITHIC  is  the  most  im- 
proved form  of  Bituminous  paving  construction. 

Write  us  for  illustrated  booklets  and  further  in- 
formation. 


The  Warren  Bituminous  Paving  Co.  of  Ontario,  Ltd. 

McKinnon  Building,  TORONTO,  ONT. 


SEAGRAVE-LOUGHEAD  MOTOR  TRUCKS 


MADE 
IN 

CANADA 


Powerful 
as  a 

Locomo- 
tive 

Built 
for 

Endurance 


MADE 
IN 

CANADA 

and  5  Ton 
Heavy 
Duty 
Commer- 
cial and 
Dump 
Body 
Trucks, 
Trailers 
and  Semi- 
Trailers 


Seagrave-Loughead  Company  Limited,  Sarnia,  Ont. 

SOME  TERRITORY    STILL  OPEN    FOR    LIVE  REPRESENTATIVES 
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SELF-LOCKING  CONCRETE  WALL 

CONSTRUCTION 


Non-Porous 
Pre-Cast  Slabs 

Continuous  Hollow 
Air  Chambers 


s 


AWYER 
YSTEM 


Can.  Pat.  No.  188,642 


Speediest  Erection 
Known. 

Cuts  the  Cost  of 
Construction  in 
Half. 


The  Superior  Construction 

Manufacturing  Plants  Are  Being  Established  Throughout  Canada. 
Write  for  Information  for  Your  District  to: — 

The  Canadian  Self-Locking  Concrete  Wall  Co.  (System*),  Ltd. 


119  Board  of  Trade  Building, 


MONTREAL 


7,000  GALVANIZED 

MAN -HOLE  STEPS 


PRICES 

Less  than  1,000,  50  cents. 
Over  1,000,  Special  Price 


i 1 1 


1  in.  x  H  in.  Galv.  Steel.    12|  in.  long,  6|  in.  wide. 

WIRE  YOUR  ORDER  to  ensure  getting  what  you  require 
GET  IN  ON  THIS  GOOD  BUY 


SLATER  &  BARNARD  LTD.  Hamilton,  Ont. 
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Elongated  Steel  Tanks— Structural  Steel 
I       Storage  Tanks 


Your  inquires  will  receive  our 
prompt  attention. 

All  Products  Manufactured  in 
Canada. 


Canadian  Des  Moines  Steel  Company,  Ltd. 


Sales  Offices  and  Plant 


CHATHAM,  ONTARIO,  275  Inshes  Avenue 


^Jho  Last"  JoiyE\>er  Roof* 


MADE  IN  CANADA 


For  Particulars 


Write  to 


The 

ASBESTOS 
MANUFACTURING 
COMPANY,  Limited 


718  Drummond  Bldg. 

MONTREAL 
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Reinforced  Concrete  Factories 

are  Comfortable  —  Substantial  —  Economical 


IT  was  undoubtedly  the  "strength"  and 
"fireproof"  features  of  Concrete  that 
first  attracted  to  it  the  attention  of  the 
building  world.  An  added  factor  is  the 
ease  with  which  a  maximum  amount  of 
window  space  can  be  provided.  As  a  mat- 
ter of  fact,  under  existing  conditions,  it  is 
not  only  economical  in  the  end  but  can  act- 
ually be  built  at  a  first  cost  which  com- 
pares favorably  with  other  possible 
types. 

Concrete  has  come  into  its  own  as  a  sat- 
isfactory material  for  every  type  of  indus- 
trial plant,  partly  because  of  its  permanence, 


but  largely,  too,  because  of  the  ease  with 
which  it  adapts  itself  to  the  "light"  and 
"ventilation"  requirements  of  those  who 
realize  that  sunlight  and  fresh  air  are  es- 
sentials to  the  worker's  efficiency. 

In  a  building  such  as  that  here  shown 
in  process  of  construction — the  Canadian 
Kodak  Company's  plant  at  Mount  Dennis, 
Ontario — the  great  window  area  reduces  the 
lighting  charges  materially.  A  visit  to  this 
factory  to-day,  reveals  that  light,  clean,  well- 
ventilated  interior  which  we  have  come  to 
regard  as  essential  to  maximum  production 
and  the  maintenance  of  factory  efficiency. 


CANADA  CEMENT  COMPANY  LIMITED 


Specify 
CANADA  CEMENT 
Uniformly  Reliable 


Herald  Building  Montreal 

Sales  Offices  at 
Montreal    Toronto    Winnipeg  Calgary 


Our  Service  Department  is  aniu 
ious  to  co-operate  in  all  lines 
of  work  for  which  Concrete  is 
adapted.  Our  library  is  at  your 
disposal  at  all  times  without 
charge. 


Write  for  the  new  pamphlet 
on  Industrial  Buildings  — 
just  published. 


CANADA  CEMENT 

CONCRETE 
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NATIONAL 

Stiff  Legged  Derrick 

Crucible  Steel  Fittings 
Make  It  Safe  and  Light 

Capacities  1  to  4  Tons 

Write  for  Catalogue  of  "  National 99  Hoisting  Apparatus. 

National  Equipment  Co.,  Limited 

15  Wabash  Ave,  Toronto 
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Britnell  &  Co.,  Limited 

C.  P.  R.  Crossing,  Yonge  Street,  North  Toronto 


for 

Service 
in  Supplies 

We  have  the  materials  and  we  have  the  facilities  for 
supplying  the  trade  promptly  and  efficiently  with  a 
general  line  of  building  supplies.  Our  own  quarries 
provide  crushed  stone  in  unlimited  quantities. 
are  prepared  with  ample  reserve  stocks  to  look  after 
your  needs  on  short  notice. 

Give  us  a  chance  to  deliver  a  rush  order 


Large 

Stocks 
on  hand 

for 

Emergencies 


Sand 
Lime 
Cement 

and 

General 

Building 

Supplies 


Unless  special- 
ly requested  we 
do  not  supply 
driver's  cab 
with  equip- 
ment, but  will 
be  glad  to  fur- 
nish prices  up- 
on application. 


Olson  Dump  Body 

for 

Ford  Ton  Truck 

Made  in  two  sizes, 
Model  A  1  cubic  yard, 
and  Model  B  iy2  cubic 
yards.     Mounted  on 
Olson  side 
springs  to  sup- 
port body  at  all 
points.  So  per- 
fectly balanced 
that  it  may  be 
dumped  with 
perfect  ease. 
For  sale  by  all 
Ford  dealers. 


ONE  PRICE 
$245 
F.O.B.  WINDSOR 


Manufactured 
under  Olson 
Patents  by 

Branches  at: 


The  Swedish  Crucible  Steel  Co. 


WINDSOR, 
Ontario, 

of  Canada,  Limited  Canada 
MONTREAL,  QUE.,  285  Beaver  Hall  Hill  TORONTO,  ONT.,  614  Excelsior  Life  Bldg. 
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ROOF  PIPE  STRAINERS 
WIRE  SCREENS  for  Sand  and  Gravel 
WIRE  WINDOW  GUARDS 


C.  H.  Johnson  &  Sons,  Ltd. 

Wire  Works :  St.  Henry,  Montreal 


J 


SAVING   MONEY  FOR  CONTRACTORS 


Standard  Motor 
Trucks  have  remark- 
ably long  lives.  The 
first  Standard  built 
has  been  in  opera- 
tion over  ten  years. 
Day  after  day,  week 
after  week  and 
month  after  month, 
Standards  are  meet- 
ing unreasonable  re- 
quirements, and  stay 
Standard. 


Standard  5  ton — Equipped  with  Woods  Hoist  and  steel  body 


STANDARD  MOTOR  SALES 


STANDARD  UNITS 

CONTINENTAL  Motors 

SPICER   Universal  Joints 

GEMMER  Steering  Gears 

PERFECTION  Springs 

EISEMANN  Ignition 

LONG  Radiators 

TIM  KEN-DETROIT  Axles 
and  Bearings 

BROWN-LIPE  Clutch  and 
Transmission 

PHONE  JUNCTION  8305 

TORONTO,  ONT. 


All  the  name  implies 
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jSanitoba  Bridge 

Products  of  Quality 


Canadian  Money 
Canadian  Made 
Should  Stay  in 
Canada 
For  Canadian 
Trade 


backed 


by 


Canadian  Money 
Canadian  Made 
Should  Stay  in 
Canada 
For  Canadian 
Trade 


Efficient  Service 


STEEL  STRUCTURES 

BUILDINGS— Offices,  Warehouses  and  Industrial 
Plants,  etc. 

BRIDGES — Railway,  Highway,  Swing  and  Bas- 
cule, etc. 

CRANES— Electric  and  Hand  Power,  Travelling, 
etc. 

TOWERS — Transmission  Poles  and  Towers,  etc. 
PLATE  &  TANK  CONSTRUCTION 

PLATE  WORK— All  kinds. 
Boilers  and  Riveted  Pipe. 

STEEL  TANKS— All  kinds. 

Water  Supply  Tanks  and  Towers,  Steel  Stand 
Pipes,  Smoke  Stacks,  Penstocks,  Bins  and  Hop- 
pers, etc. 

FORGINGS 

Heavy  and  Light,  Marine,  Locomotive  and  General 
Forgings. 

ELEVATOR  &  POWER  TRANSMISSION 
MACHINERY 

Complete  Equipment  for  Grain  Elevators,  etc. 
BOLTS,  NUTS,  WASHERS,  SPIKES, 
RIVETS,  ETC. 
UPSET  RODS 

Recent  installation  of  Hydraulic  Upsetting.  Equip- 
ment capable  of  Upsetting  Rods  up  to  4  in. 
diameter. 

POLE  LINE  HARDWARE 
PLAIN  AND  GALVANIZED 
CASTINGS 

Gr*.y  Iron,  Semi-steel  and  Chilled  and  Electric  Steel. 

MINING  EQUIPMENT 
Mine  Cars,  Melting  Pots,  Screens,  etc. 
COAL  AND  COKE  HANDLING  EQUIPMENT 

RAILWAY  EQUIPMENT 
Turntables,  Frogs  and  Switches,  Snow  Plows,  Brake 
Shoes,  etc. 


SHIPBUILDING 

Ship  Bolts  and  Spikes,  Plain  and  Galvanized.  Gen- 
eral Forgings,  Tanks,  Tail  Shafts,  Propellors, 
Fastenings,  etc. 

CONTRACTORS'  SUPPLIES 

Derricks,  Buckets,  Dump  Cars,  Post  Caps  and  Bases, 
Hoisting  Equipment,  Skips,  etc. 

REINFORCING  STEEL 

Plain  Rounds,  Squares  and  Twisted,  Bent  to  Specifi- 
cations for  Beams,  Stirrups,  etc. 

MISCELLANEOUS 

Equipment  for  Rolling  Mills,  Pulp  and  Paper  Mills, 
Oil  Refineries,  Saw  Mills,  Packing  Houses, 
Stables,  Jails. 

Tank  and  Silo  Rods  and  Lugs,  Galvanized  Pump 
Rods,  Survey  Stakes,  etc.,  etc. 

Ornamental  Iron  Work,  Fire  Escapes,  Fences,  etc. 

GALVANIZING  PLANT 

Customs  Galvanizing. 

Lengths  up  to  21  feet.  Capacity  about  10  tons  per 
day. 

ROAD  BUILDING  AND  EARTH  HANDLING 
EQUIPMENT 

Cast  I  ron  Culvert  Pipe,  Gravel  Screening  Plants, 
Road  Drags  and  Levellers,  Steel  Drag  Scrapers, 
Reinforcing  Steel  for  Concrete  Work,  Highway 
Bridges,  Catch   Basin   Covers,  Sewer  Manhole 

Covers,  etc.,  etc. 

CONSULTING,  CONTRACTING  AND 
GENERAL  ENGINEERING  AND 
MACHINE  WORK 

GENERAL  ELECTRICAL  WORK— Rewinding 
Armatures,  etc. 


Iron  Works  limited 


WINNIPEG 


CANADA 
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Contemplated  Zone  Postal  Rates  Will  Stifle 
Canada's  Growth 

IT  has  come  to  our  attention  that  the  Postal  De- 
partment of  the  Dominion  Government  is  con- 
templating an  increase  in  postal  rates  on  Can- 
adian business  and  technical  newspapers.  The 
new  rate  is  zonal,  i.e.,  it  varies  with  the  distance  from 
the  point  of  publication,  and  so  great  is  the  increase 
suggested  that  it  would  place  a  prohibitory  tax  on 
anything  beyond  purely  local  distribution,  thus,  in 
effect,  dividing  the  Dominion  into  sections  between 
which  there  would  be  no  means  of  circulating  news 
and  information.  This  would  affect  us,  as  Canadians, 
in  many  ways.  For  example,  it  would,  of  course, 
make  it  quite  impossible  for  Canadian  publications  of 
a  national  character  to  exist,  and  would  result  in  the 
circulation  of  foreign  publications  in  Canada,  with  a 
consequent  increase  in  the  sale  of  foreign  goods,  and 
a  corresponding  decrease  in  the  demand  for  "Made  in 
Canada"  products. 

Another  evident  example  is  the  influence  such  a 
move  would  have  on  our  immigrant  population.  Dif- 


ficult as  it  now  is  to  assimilate  it,  this  difficulty 
would  be  many  times  greater  in  the  absence  of  na- 
tional literature.  All  our  past  hopes  and  ideals  of  a 
Canadian  "nation"'  would  go  for  nought.  We  would 
become  merely  an  aggregation  of  groups. 

For  the  Canadian  publisher  himself,  it  can  be  said 
that  he  has  received  little  encouragement  and  no 
protection  in  the  past.  All  his  raw  materials  are  sub- 
ject to  heavy  duty,  in  spite  of  which  he  has  been 
forced  to  compete  with  foreign  publications  entering 
Canada  duty  free.  In  spite  of  this  handicap  our 
publishing  houses  are  to-day  covering  the  country 
from  coast  to  coast,  supporting  our  industries,  urging- 
the  conservation  of  our  national  resources  and  the 
building  up  of  an  export  trade — in  a  word,  seeking  to 
co-ordinate  the  various  elements  in  this  rich  and 
rapidly  developing  country,  so  that  we  may  become 
an  appreciable  factor  in  world  history.  Is  it  fair,  or 
wise,  to  destroy  this  influence  for  good  which  has 
been  built  up  at  so  great  expense  of  capital  and  human 
energy  ? 

The  Daily  Press  and  Its  Relation  to  the 
Construction  Industry 

IT  is  quite  gratifying  to  note  that  the  daily  news- 
papers are  devoting  greater  space  of  late  to  build- 
ing activities.  In  many  cases,  a  weekly  or  bi- 
weekly section  of  a  page  or  more  has  been  de- 
A^eloped  and  in  this  portion  of  the  paper  editorial  mat- 
ter on  building  activities  is  combined  with  advertise- 
ments relative  to  the  industry.  Such  a  section  under 
some  suitable  caption  as,  "Builders'  and  Contractors' 
Section,"  "Of  Interest  to  Contractors,"  "The  Home 
Builder's  Page,"  etc.,  is,  we  believe,  a  splendid  idea 
which  it  will  be  worth  every  contractor's  while  to  as- 
sist and  promote. 

The  public  know  all  too  little  about  the  building 
business  and  are  very  frequently  inclined,  in  their  ig- 
norance, to  belittle  the  industry  and  misjudge  its  mem- 
bers. This  is  because  publicity  has  not  been  given  to 
contracting  activities  as  much  as  it  should.  Lack  of  or- 
ganization is  probably  responsible  for  this  condition, 
but  we  are  happy  to  say  that  contracting  is  assuming 
a  better  footing  in  this  regard,  as  is  in  keeping  with 
an  industry  that  ranks  in  importance  next  to  agri- 
culture only.  Organization  on  a  proper  basis, — the  A. 
C.  B.  C.  I.  for  example — will  help  to  give  contractors 
the  standing  in  the  community  that  they  deserve,  but 
publicity  is  as  necessary  an  agent  in  educating  the 
public  to  their  importance  and  strength.  A  builders' 
page  once  a  week  in  every  newspaper  is  a  splendid 
means  of  giving  this  publicity,  for  it  attracts  the  at- 
tention of  just  the  people  that  must  be  enlightened. 
Such  a  page  provides  an  opportunity  of  describing 
the  great  pieces  of  contracting  work  in  which  the  gen- 
eral public  should  be  more  deeply  interested  and  in 
it  can  be  discussed  the  problems  that  builders  and 
contractors  have  to  meet  and  solve,  the  methods  on 
which  they  work  and  the  relation  which  they  exercise 
toward  the  public  in  general. 

Contractors  will  do  well  to  encourage  a  section  of 
this  kind  in  our  daily  papers.  Other  industries  have 
their  pages  from  time  to  time,  why  not  contracting? 
The  industry  will,  by  that  means,  benefit  by  the  pub- 
licity that  is  given  to  its  activities  and  by  the  greater 
appreciation  that  the  public  will  then  show  in  con- 
tractors and  their  business. 
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Shall  We  Divide  Canada? 


IN  1867  our  fathers  consummated  at  great  price 
a  union  of  all  the  provinces  and  interests 
of  Canada.    For  over  half  a  century  the  pro- 
vinces of  Canada  have  developed  together,  each 
the  complement  of  the  other. 

Canada  must  be  bound  together  as  it  is  to-day, 
not  so  much  by  the  machinery  of  government  as 
by  ideas  held  in  common  by  all  and  freely  ex- 
changed, so  that  all  sections  sympathize  with 
each  other.  This  result  has  been  accomplished 
primarily  by  the  press,  particularly  the  weekly 
and  monthly  periodicals  and  business  papers. 

They  have  no  local  or  sectional  bias.  They 
go  to  all  parts  of  the  Dominion.  They  serve  all 
parts  alike.  Their  service  is  in  bringing  all  pro- 
vinces close  together  into  one  great  nation 
through  one  common  understanding. 

Canada  must  not  be  split  into  a  half  dozen  sec- 
tions— weak  with  the  evils  of  sectionalism,  dis- 
astrous in  the  extreme — overflowing  with  narrow 
provincialism. 

Emanating  from  we  know  not  whither,  comes 
an  idea  that  will  rip  asunder  all  the  good  done 


in  over  half  a  century  of  patient  building. 

It  is  proposed  to  tax  the  very  thing  that  has 
bound  Canada  into  one — to  place  on  the  nation- 
binding  press  a  zone  postal  tax  which  would  in- 
crease the  postal  charge  upon  national  period- 
icals as  high  as  800  per  cent.  It  means  loss  to 
you  personally  and  a  loss  to  your  country.  It 
will  weaken,  cripple  and  in  some  cases  destroy 
Canadian  national  periodicals.  You  will  be  de- 
prived of  papers  that  have  kept  you  informed  on 
your  country's  problems,  your  business  prob- 
lems— that  have  helped  you  in  your  work.  And 
such  magazines  as  do  survive  will  cost  you 
much  more. 

The  publishers  are  not  trying  to  evade  fair 
taxation.  They  will  gladly  accept  any  fair  tax 
upon  their  profits. 

But  is  it  fair  that  you  should  be  taxed  out  of 
getting  journals,  papers  and  magazines  that  have 
helped  you  build  your  business  and  in  turn  built 
the  business  of  the  country? 

If  you  believe  in  national  ideals  and  national 
periodicals,  sign  attached  form. 


Tear  off  and  mail  to-day 


CONTRACT  RECORD, 

347  Adelaide  Street  West,  Toronto,  Ont. 

I  am  opposed  to  any  zone  postal  law  which  would  mean  charging  higher  subscrip- 
tion rates  to  subscribers,  according  to  distance  from  office  of  publication. 


Name 


Address 
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Action  Being  Taken  Against  Building 
Combines  in  Britain 

IN  Great  Britain,  as  in  Canada,  there  is  a  very  acute 
shortage  of  houses.  The  Government  there  has 
brought  in  legislation  with  a  view  to  assisting 
the  people  to  build,  but  the  result  has  not  been 
very  satisfactory.  Every  conceivable  type  of  house 
has  been  advocated,  and  owing  to  the  scarcity  of 
brick,  concrete  has  come  largely  into  favor.  The  reas- 
on for  the  comparative  small  amount  of  building — we 
refer  particularly  to  houses — is  the  enormous  increase 
in  cost,  and  in  this  connection  there  has  been  an  agi- 
tation against  the  so-called  "rings"  of  manufacturers 
of  building  supplies.  It  is  strenuously  contended  that 
the  associations,  by  means  of  interlocking  directorates 
and  officials,  are  able  to  advance  prices  at  will,  and 
are  also  able  to  hold  up  consumers,  making  them  pay 
prices  which  are  out  of  all  proportion  to  the  cost  of 
the  various  commodities,  thus  restricting  construction- 
al activities. 

The  associations,  it  is  claimed,  work  together,  and 
the  members  enter  into  ironclad  agreements,  as  to  re- 
bates, etc.,  which  make  competition  practically  impos- 
sible. Any  builders'  supply  firm  found  to  violate  the 
agreement  is  cut  off  from  supplies,  and  is  thus  forced 
out  of  business. 

Prior  to  the  war,  European  supplies  made  compe- 
tition more  acute,  but  the  closing  of  these  resources 
of  supplies  has  enabled  the  British  manufacturers,  it 
is  asserted,  to  advance  quotations  without  check,  and 
certainly  some  of  the  rises  in  prices  are  startling. 

The  result  of  the  agitation  is  a  Government  inquiry 
into  the  so-called  rings  and  the  rise  in  prices.  Wit- 
nesses will  be  heard  in  private,  owing  to  the  allegation 
that  traders  who  give  evidence  antagonistic  to  the 
rings  are  liable  to  find  themselves  unable  to  get  sup- 
plies. 

Council  of  E.  I.  C.  Considering  Fees 
for  Engineering  Service 

THE  council  of  the  Engineering  Institute  of 
Canada,  at  a  meeting  held  in  Montreal,  on 
April  13th,  had  under  consideration  the  ques- 
tion of  raising  the  fees  for  engineering  work, 
and  also  of  altering  conditions  which  will  make  for  the 
betterment  of  th'e  profession.  Mr.  R.  A.  Ross  pre- 
sided, and  among  those  present  were  Brig.  Gen.  C.  H. 
Mitchell,  Toronto;  A.  C.  D.  Blanchard,  Niagara  Falls, 
Ont.;  H.  D.  R.  Craig,  Windsor,  Ont. ;  J.  B.  Challies, 
Ottawa ;  R.  O.  Wynne-Roberts,  Toronto ;  A.  H.  Hark- 
ness,  Toronto;  Prof.  Peter  Gillespie,  Toronto;  A.  B. 
Lambe,  Ottawa;  E.  R.  Gray,  Hamilton,  Ont.; 
Brig.  Gen.  Sir  Alexander  Bertram;  Frederick  B. 
Brown,  Prof.  E.  Brown,  Arthur  Surveyor,  H.  H. 
Vaughan,  Montreal ;  A.  R.  Decary,  Quebec ;  and  F.  S. 
Keith,  secretary. 

The  conference  lasted  all  day,  the  discussion  cen- 
tering on  questions  connected  with  the  economic  wel- 
fare of  the  members  of  the  engineering  profession 
and  ways  and  means  whereby  the  individual  members 
of  the  profession  might  be  assisted  both  in  their  ma- 
terial and  professional  capacities.  Certain  recommen- 
dations were  made,  and  a  committee  appointed  to 
study  these,  it  being  agreed  that  the  recommendations 
could  not  be  adopted  without  mature  consideration. 
During  the  meeting  attention  was  drawn  to  the 


fact  that  an  American  engineering  association  had 
been  formed,  somewhat  along  union  lines,  which  had 
been  trying  to  establish  branches  in  Canada.  The 
consensus  of  opinion  of  the  meeting  was  that  this  was 
not  necessary,  and  that  the  Engineering  Institute  of 
Canada  was  doing,  and  would  continue  to  do,  every- 
thing possible  by  way  of  furthering  the  interests  of  the 
profession  in  the  Dominion.  In  all  probability  the 
result  of  the  conference  will  be  an  alteration  of  tariffs 
for  engineers,  which  will  scale  up  to  the  increased 
costs  of  modern  conditions. 


Court  Ruling  Makes  Contractor  Responsible 
for  Defects 

SOME  interesting  questions  concerning  a  contract- 
or's liability  for  the  efficiency  and  durability  of 
construction  work  he  has  executed  were  raised 
in  the  Quebec  Superior  Court  in  a  case  decided 
recently  by  Mr.  Justice  Howard,  whose  judgment 
was  based  mainly  on  the  general  principle  of  the  law 
contained  in  Article  1688  of  the  Civil  Code,  to  the 
effect  that  if  a  building  perish  in  whole  or  in  part 
within  ten  years  owing  to  a  defect  in  construction, 
the  builder  is  liable  for  the  loss. 

Henri  Archambault  was  the  plaintiff  in  the  action. 
He  sued  Gratton  Fils,  Limitee,  for  $292.13,  which  was 
admitted  by  the  defendants  to  be  the  fair  value  of 
material  supplied  and  work  performed  by  plaintiff 
in  repairing  the  roofs  of  six  houses  at  Montreal  East. 

Defendants  contracted  with  Montreal  East  Con- 
struction Company  in  July,  1917,  for  the  construction 
of  a  number  of  houses  at  Montreal  East.  Gratton  Fils 
awarded  a  sub-contract  to  plaintiff  for  the  plumbing 
work  and  the  paper  and  gravel  roofing. 

According  to  the  proof,  plaintiff  did  the  work  in 
the  way  he  was  called  upon  to  do  it,  and  it  was  duly 
accepted  as  being  satisfactory  to  defendants  as  well 
as  to  the  general  contractors.  On  February  26,  1918, 
during  a  storm  in  which  the  wind  blew  at  times  at 
a  velocity  of  sixty  miles  an  hour,  the  roofs  were  torn 
off  four  houses  and  on  two  other  houses  the  roofs 
were  damaged.  Plaintiff  was  then  called  upon  by 
the  defendants  to  repair  the  damage.  He  pretended 
that  defendants  verbally  undertook  to  pay  him  for  the 
work.  His  action  therefore  was  directed  to  recover 
from  them  the  cost  of  this  work. 

Principal  Points  of  Defence 

Defendants  denied  the  verbal  agreement  alleged, 
and  in  contesting  the  plaintiff's  claim  submitted  two 
pleas.  First,  that  defendants  acted  in  the  matter,  not 
as  principals,  but  as  agents  for  the  Montreal  East  Con- 
struction Company,  and  if  this  repair  work  was  to  be 
treated  as  a  separate  transaction  without  reference  to 
the  original  contract,  plaintiff  must  lose,  as  his  claim 
was  made  against  the  wrong  party.  In  the  second 
place,  the  defendants  pointed  to  the  original  contract 
and  said  under  this  agreement  plaintiff  was  bound  to 
make  all  repairs  at  his  own  expense,  since  he  was  the 
builder  of  the  rdbf  and  was  responsible  for  his  work 
as  such. 

"But,"  urged  the  plaintiff  in  reply,  "the  work  was 
accepted  and  paid  for  in  full,  and  that  discharged  my 
liability." 

Mr.  Justice  Howard  held  that  the  work  sued  for 
could  not  be  considered  as  a  transaction  separate  from 
the  original  contract ;  and  as  regards  the  acceptance 
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Canada's  Engineers— K.  H.  Smith 


Canada's  water  powers  are  among  the  greatest  of 
her  heritages.  Generally  speaking,  we  have  not  been 
slow  to  recognize  the  tremendous  possibilities  in  their 
consistent  development,  realizing  the  benefits  that 
must  accrue  to  the  people  at  large  if  we  stand  ready 
to  supply  the  future  demands  and  requirements  of  the 
country.  In  ensuring  the  proper  development  of  these 
resources,  waterpower  engineers  have  a  vast  responsi- 
bility and  Canada  is  particularly  fortunate  in  having 
a  body  of  such  engineers  who  are  always  alive  to  the 
potentialities  of  proper  water  power  promotion.  It 
will  be  the  privilege  of  the  Contract  Record  to  pre- 
sent in  this  series  from  time  to  time  some  of  the  en- 
gineers who  have  done  much  to  harness  the  great 
water  falls  of  this  country  for  the  benefit  of  its  citi- 
zens. For  this  week,  we  have  chosen  one  of  the  young- 
est, but  most  enthusiastic  water  power  engineers,  in 
the  person  of  K.  H.  Smith,  the  chief  engineer  of  the 
Nova  Scotia  Power  Commission. 

Mr.  Smith  was  born  near  Tilbury,  Kent  County,  On- 
tario, in  1887,  and  received  his  preliminary  education 
at  Chatham  Collegiate  Institute,  Academy  at  Frews- 
burg,  N.Y.,  and  Essex  High  School.  At  the  University 
of  Toronto  he  graduated  in  both  Arts  and  Engineer- 
ing, receiving  his  B.A.  degree  from  Victoria  College 
in  1908  and  the  B.A. Sc.  degree  from  the  Faculty  of 
Applied  Science  in  1911.  Up  to  the  time  of  his  gradu- 
ation in  engineering,  he  was  actively  associated  with 
his  father  in  the  lumbering  and  building  supply  busi- 
ness. In  the  summer  of  1910  he  was  with  geo- 
logical survey  on  Vancouver  Island,  and  from  1911 
to  1914  with  the  Dominion  Water  Power  Branch 
of  the  Department  of  the  Interior,  Canada,  on  stream 
measurement,  water  and  power  surveys  and  investiga- 
tions in  British  Columbia  and  Alberta,  including  ex- 
tensive surveys  of  Bow  River  and  professional  responsi- 
bility in  connection  with  the  construction  of  Lake 
Louise  power  plant,  Minnewanka  storage  dam  and 
Kananaskis  Falls  development.  During  1914  he  was 
in  charge  of  the  preparation  and  erection  of  the  Do- 
minion water  power  exhibit  for  the  Panama  Pacific 
Exposition  at  San  Francisco.  This  included  a  per- 
sonal examination  of  all  the  larger  power  developments 
in  Canada  and  preparation  of  models  of  these.  Models 
of  existing  and  proposed  developments  on  the  Winni- 
peg River  were  prepared  at  the  same  time  as  part  of 


a  complete  water  power  exhibit  in  the  Winnipeg  In- 
dustrial Bureau. 

Mr.  Smith  later  went  to  Halifax  in  charge  of 
stream  measurements,  power  surveys  and  investiga- 
tions in  the  Maritime  Provinces  for  the  Dominion 
Water  Power  Branch,  in  co-operation  with  local  au- 


Mr.  K.  H.  Smith 

thorities.  In  this  connection  he  is  the  author  of  sev- 
eral extensive  reports  for  the  Nova  Scotia  Water 
Power  Commission.  He  is  now  acting  as  dis- 
trict engineer  of  the  Dominion  Water  Power  Branch, 
for  the  Maritime  Provinces;  chief  engineer  and  secre- 
tary, Nova  Scotia  Power  Commission;  chief  engineer, 
New  Brunswick  Water  Power  Commission,  which 
Commissions  have  a  considerable  amount  of  hydro- 
electric development  under  construction  and  in  con- 
templation. 

Mr.  Smith  takes  an  active  interest  in  community 
affairs  generally,  being  member  of  the  Halifax  Rotary 
and  Commercial  Clubs.  He  is  a  member  of  the  E.I.C. 
and  was  largely  instrumental  in  having  a  branch  of  the 
Engineering  Institute  of  Canada  established  in  Halifax, 
being  for  some  time  secretary-treasurer  of  this  branch. 


of  the  work  by  defendants  before  the  wind  blew  the 
roofs  off,  the  Court  pointed  out  that  this  did  not  re- 
lieve the  plaintiff  of  his  responsibility.  He  was  bound 
by  the  provisions  of  articles  1688  and  1696  of  the 
Civil  Code. 

On  the  question  whether  the  damage  to  the  roofs 
having  been  done  by  a  storm  of  unusual  severity,  this 
could  be  considered  a  fortuitous  event  or  a  case  of 
force  majeure,  the  Judge  said  that  while  it  nad  been 
proved  that  the  wind  was  exceptionally  strong  during 
the  storm  in  question,  it  was  not  unprecedented,  and 
wind  of  a  like  velocity  might  be  expected  to  occur 
again.  In  the  circumstances,  he  was  forced  to  the 
conclusion  that  these  roofs  had  not  been  properly  con- 
structed. 

"Against  this,"  added  Justice  Howard,  "it  was  said 


that  while  all  this  might  be  true,  defendants  were 
still  responsible  because  plaintiff  built  the  roofs  ac- 
cording to  their  plans  and  specifications  and  under 
their  instructions,  and,  if  the  roof  was  not  able  to 
withstand  the  wind,  it  was  their  fault.  I  do  not  think 
the  proof  supports  this  statement,  though  the  Court 
is  left  pretty  much  in  the  dark  as  to  how  the  roof  was 
actually  to  be  laid  on.  But  the  fact  remains  that  the. 
roof  of  the  other  houses  withstood  the  storm  while  it 
was  torn  off  these  four  houses  and  damaged  on  two 
other  houses,  all  of  them  having  been  constructed  by 
the  plaintiff.  If  'he  plaintiff  is  to  be  considered  as  a 
builder  and  not  merely  as  a  laborer  working  by  the 
day,  he  must  be  held  responsible  for  his  work." 

Judgment  was  accordingly  given  dismissing  plain- 
tiff's action  with  costs. 
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Groynes  of  Concrete  Posts  and  Planks  to 
Protect  Lake  Nipissing  Shore 

Destructive  Erosion  at  North  Bay,  Ont.,  to  be  Prevented  by 
Series  of  Groynes  Every  Five  Hundred  Feet  Along  Shore 

 By  A.  Langlois,  B.A.Sc,  C.E.   —  —  


THE  town  of  North  Bay,  Ont.,  is  situated  on  the 
north-east  shore  of  Lake  Nipissing,  extending 
along  it  for  a  distance  of  about  three  miles.  In 
recent  years  a  considerable  amount  of  erosion 
of  the  shore  has  taken  place,  resulting  in  the  destruc- 
tion of  valuable  property.  If  nothing  is  done  to  stop 
this  scouring,  it  will  certainly  continue  to  do  serious 
damage  to  the  shore  and  property.  Surveys  and  study 
of  the  situation  were  made  by  the  Department  of  Pub- 
lic Works  in  1917,  and  plans  were  devised  as  to  means 
of  increasing  the  resistive  power  of  the  bank  against 
the  waves  and  prevent  further  erosion  of  the  beach. 

Figs.  3,  4  and  5  show  some  of  the  damage  done  to 
the  bank  in  late  years,  and  Fig.  2  shows  the  bank  op- 


Fig.  1 — Groynes  are  to  be  built  along  shore  of  Lake  Nipissing  to 
prevent  erosion 


posite  the  Canadian  Pacific  property.  At  this  point 
the  railway  company,  some  years  ago,  covered  the 
bank  and  the  beach  to  the  water's  edge  with  a  layer  of 
course  stone  and  gravel  extending  over  the  whole  of 
their  property.  That  part  of  the  shore  is  holding 
pretty  well,  but  the  small  amount  of  erosion  done  to 
the  beach  is  not,  however,  entirely  due  the  stone  pro- 
tection of  the  bank.  The  long  government  wharf  situ- 
ated west  of  the  C.  P.  R.  property  is  responsible,  to  a 
great  extent,  for  the  good  state  of  the  shore  there,  by 
offering  a  strong  barrier  to  the  movement  of  the 
waves  coming  from  the  direction  of  the  prevalent 
winds. 

Walls  and  Bulkheads  Useless 

The  condition  of  the  bank  all  along  the  shore  in 
question  proves  fully  the  uselessness  of  walls  or  bulk- 
heads. One  particular  case  is  -where  a  concrete  wall, 
some  hundred  feet  long  by  about  six  feet  high  above 
the  level  of  the  foot  of  the  bank,  was  built  to  protect 
a  house.  This  wall  did  not  last  long  against  the 
along-shore  movement  of  the  waves,  and  I  noticed 
more  damage  to  the  bank  there  than  anywhere  else, 
the  wall  having  collapsed  and  having  completely  sunk 
into  the  ground  carrying  with  it  60  ft.  of  the  bank 
and  part  of  the  house  which  was  solidly  built  on  con- 
crete foundation.  Generally  all  the  walls  or  bulk- 
heads built  by  private  owners  on  this  shore  have 
been  of  no  use  for  the  purpose  for  which  they  were 


erected,  except,  perhaps,  to  postpone  for  a  short  time 
further  destruction  of  the  bank. 

The  ground  is  of  sand  to  a  considerable  depth  and 
I  myself  experienced  a  displacement  of  the  sand  on 
the  beach  of  between  two  to  three  feet  deep,  in  one 
night,  and  this  for  the  entire  length  of  the  shore,  ex- 
cept in  front  of  the  C.  P.  R.  property  and  on  the  east 
side  of  the  Government  wharf.  ' 

The  direction  of  the  prevalent  winds  is  at  a  small 
angle  with  the  shore.  It  is  almost  parallel  to  it  at 
some  points.  What  is  proposed  to  be  done  for  the 
present  is  the  building  of  a  series  of  groynes  to  first 
see  the  effect  towards  the  foot  of  the  bank.  There  is 
no  doubt  that  with  a  good  system  of  groynes,  the 
beach  can  be  built  up  again  to  a  considerable  height 
above  its  present  level.  Of  course,  a  wall  of  some 
kind  will  eventually  have  to  be  built  at  the  foot  of  the 
bank  to  prevent  its  rolling  off  towards  the  lake,  as 
the  sand  of  which  the  banks  are  formed  is  quick- 
sand and  flows  like  water  through  numerous  small 
gullies  in  the  bank  when  the  wind  blows  seaward. 
But  the  dimensions  and  exact  position  of  such  wall 
cannot,  I  think,  be  decided  until  a  year  or  two  after 
the  erection  of  the  proposed  groyne  system. 

Directions  to  be  Given  to  the  Groynes 

In  the  present  case  the  proposed  groynes  must  be 
placed  at  right  angles  to  the  current  or  to  the  direc- 
tion of  the  prevalent  wind  waves,  in  order  to  prevent, 
as    far    as    possible,    any     concentration    of  the 


Fig.  2— Shore  scouring  close  to  C.  P.  R.  tracks.    The  embankment  hei 
is  protected  by  coarse  stone  and  gravel 


waves  along  the  groynes,  and  to  prevent  any  sand 
accumulation  at  one  place,  as  the  alongshore  cur- 
rents would  be  diverted  in  seaward  or  landward 
course.  Here  there  are  no  littoral  currents,  and  we 
know  that  the  waves  strike  the  shore  in  an  oblique  di- 
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Figs.  3,  4  and  6— These  il- 
lustrations show  the  extent 
of  the  shore  erosion  on  Lake 
Nipissing,  to  prevent  which 
it  is  proposed  to  build  a 
series  of  groynes. 


rection,  never  normally,  consequently,  the  shore  part 
of  the  groyne  must  necessarily  be  built  perpendicular 
to  the  direction  of  the  prevalent  winds. 

An  old  existing  wharf  belonging  to  the  Canadian 
Pacific  Railway  (see  Fig.  1)  helps  much,  I  think,  io 
determine  the  proper  angle  with  the  shore  at  which 
the  groyne  must  be  placed.  The  effect  that  it  had  in 
preventing  the  erosion  of  the  beach  on  both  sides  of  it 
can  easily  be  seen,  and  according  to  experiments  of 
groyne  systems,  it  is  laid  at  about  the  correct  angle 
with  the  shore.  On  one  side  of  the  said  wharf  no 
erosion  has  taken  place  below  its  top,  and  on  the  other 
side  it  is  seen  that  what  erosion  took  place  was  due 
to  the  absence  of  another  sand  collector. 

On  account  of  the  absence  of  littoral  currents,  the 
rebound  will  undoubtedly  cause  the  waves  to  flow 
seaward,  carrying  the  sand  away  again  from 
the  shore.  Therefore  our  groynes  will  have  to 
be  erected  so  that  the  outer  part  will  prevent  any 
scouring  and  intercept  the  movement  of  the  suspend- 
ed sand  seaward.  For  this  reason  they  are  planned 
out  to  follow  a  curve  (see  details  for  length),  and  the 
lake  end  of  the  groyne  will  follow  the  direction  of  the 
prevalent  wind  waves. 


The  groynes  as  proposed  will  extend  from  the  high 
water  mark  to  some  distance  seaward  of  the  low  water 
mark.  However,  the  longer  the  groyne,  the  greater 
will  be  its  efficiency.  The  distance  between  the  groy- 
nes must  not  be  greater  than  the  distance  between 
high  and  low  water  marks,  but  it  may  be  less  if  that 
distance  is  too  great.  They  must  not  be  placed  too 
close  together,  however,  as  they  might  cause  the  for- 
mation of  eddies  or  swirls  from  one  groyne  to  another. 
The  spacing  of  the  groynes  is  an  important  point  I 
think.  The  results  obtained  may  be  worse  if  the  in- 
terval between  them  is  too  great,  than  if  it  is  too 
short. 

The  groynes  will  be  built  so  that  they  can  be  raised 
as  the  beach  fills  up.  Two  feet  above  the  shore  sur- 
face is  considered  enough  to  begin. 

Methods  of  Construction 

The  groynes  will  be  built  so  that  they  can  be 
added  to  in  height  from  time  to  time  as  accumulation 
takes  place.  They  will  consist  of  concrete  posts  with 
planking  between  them.  This  way  of  building  the 
system  has  been  considered  the  cheapest  and  the  best. 
Stone  and  brush  systems  have  often  been  tried  before, 
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but  with  very  unsatisfactory  results,  besides  being 
more  expensive  than  the  pile  and  plank  system.  The 
concrete  posts  will  be  14  in.  by  9]/*  in.  and  11  ft.  in 
length,  6  ft.  driven  into  the  ground  and  5  ft.  above  the 
surface  of  the  beach.  They  will  be  spaced  c.  to  c. 
for  their  entire  length.  Three  inch  lumber  will  be 
used  for  the  planking.  No  difficulties  are  expected 
in  the  erection  of  the  proposed  system. 

The  question  of  damage  by  the  ice  was  fully  con- 
sidered, but  no  trouble  is  expected  in  that  connection, 


as  the  beach  should  be  filled  to  the  top  of  the  planking 
at  the  time  of  the  freezing  of  the  lake  and  the  expan- 
sion of  the  ice  upwards  will  have  no  effect,  as  at  that 
moment  the  posts  will  be  about  8  ft.  into  the  ground, 
in  a  position  to  hold  their  own  pretty  well. 

One  of  the  most  important  points  in  connection 
with  this  system,  is  the  profile  to  give  to  the  groynes. 
A  cross  section  of  the  beach  should  be  taken  immedi- 
ately after  a  storm  and  the  groynes  built  following 
the  new  surface  line  of  the  bottom. 


Past  Season's  Road  Work  in  Nova  Scotia 

Greater  Use  of  Road  Machinery  Increased  Efficiency 
of  Operations — The  Labor  Shortage  Retarded  Work 

  By  J.  W.  Roland*  


DURING  the  season  of  1919,  great  improvement 
was  made  in  our  highways    throughout  the 
entire  Province.  Ordinary  maintenance  work 
carried  on  out  of  revenue  has  in  most  cases 
been  performed  with  more  care  and  efficiency  than 
ever  before,  and  has  produced  correspondingly  better 
results. 

Notwithstanding  a  very  general  and  widespread 
belief  to  the  contrary,  a  much  larger  sum  was  expend- 
ed out  of  revenue  upon  secondary  than  upon  primary 
roads  in  practically  every  county  in  the  province. 

The  good  results  obtained  in  the  maintenance  work 
is  due  in  large  measure  to  the  employment  of  the  best 
available  foremen  to  have  control  of  all  work  within 
given  districts.  And  our  hope  for  efficient  and  eco- 
nomical road  maintenance  in  the  future  lies  in  the 
extension  of  this  policy  in  such  a  manner  as  to  keep 
these  foremen  continuously  employed  with  small  per- 
manent gangs  doing  work  by  the  patrol  method, 
rather  than  by  the  periodic  method  of  making  repairs 
once  annually,  and  neglecting  all  needed  repairs  for 
the  balance  of  the  year. 

Use  of  Machinery 

Another  factor  which  entered  largely  into  increas- 
ed maintenance  efficiency  during  the  past  season  was 
the  greater  and  more  intelligent  use  of  road  machin- 
ery, including  the  road-drag,  grader,  tractors,  etc. 
Drags  were  used  fully  100  per  cent,  more  than  ever 
before,  and  a  growing  appreciation  of  their  value  is 
to  be  noted. 

Notwithstanding  the  great  difficulty  experienced  in 
securing  teams  to  handle  them,  our  standard  graders 
(of  which  there  are  about  170  in  service)  were  used 
more  freely  than  ever  before.  Wherever  tractors 
could  be  hired  to  haul  graders  they  were  employed 
and  gave  good  satisfaction.  Most  of  the  available 
farm  tractors  appear  to  be  a  little  too  light  for  this 
service.  Two  Baker-Robb  tractors,  built  by  the  Robb 
Engineering  Works,  Amherst,  were  purchased  during 
the  year,  and  did  splendid  work,  both  in  hauling 
graders  and  running  portable  stone  crushing  plants. 

The  use  of  the  two  horse  road  grader  was  also 
greatly  extended  during  the  past  season.  In  1918  a 
few  of  these  small  graders  were  introduced  and  their 
immediate  popularity  lead  to  a  greater  demand  for 
more  in  the  spring  of  1919.  Accordingly,  45  new 
graders  of  this  type  were  purchased  to  fill  the  requisi- 
tions made  by  county  superintendents. 

*Chief  Engineer,   Provincial  Highways   Board  of  Nova  Scotia. 


These  machines  have  a  reversible  5-foot  blade  and 
weigh  only  750  pounds,  but  they  have  been  found  to 
be  stout  enough  to  stand  the  strain  exerted  by  four 
horses.  Two  horses,  however,  can  handle  the  machine 
satisfactorily,  and  do  a  surprising  amount  of  work 
in  many  places  where  it  had  formerly  been  the  custom 
to  use  the  standard  grader  with  six  to  eight  horses. 

Truck  Equals  Four  or  Five  Teams 

The  experience  with  graders  and  tractors  during 
the  past  year  leads  us  to  the  conclusion  that  the 
greater  part  of  the  grading  required  in  our  road  main- 
tenance work  can  be  carried  on  best  with  the  two 
horse  grader.  Heavier  repair  work  and  reconstruction 
of  our  graded  roads  can  best  be  performed  using  a 
grader  considerably  heavier  than  our  present  stand- 
ard, this  to  be  hauled  by  a  kerosene  tractor.  A  com- 
paratively small  number  of  the  heavy  graders  would 
be  required. 

The  motor  trucks  purchased  last  spring  were  late 
in  arriving,  but  gave  excellent  service  while  in  use. 
In  all  24  trucks  were  purchased — eleven  2  ton  trucks 
and  thirteen  \l/2  ton  trucks.  These  were  used  princi- 
pally upon  construction  work,  and  where  considerable 
expenditures  were  being  made.  It  was  found  advis- 
able to  use  them  in  batteries,  of  from  two  to  four 
trucks  depending  chiefly  upon  the  length  of  haul.  One 
of  these  trucks  was  found  to  be  equivalent  to 
four  or  five  two  horse  teams. 

Road  Construction 

:  Capital  expenditure,  whether  from  county  loan — 
as  in  Cape  Breton  and  Halifax  counties — or  from 
provincial  loan — was  made  entirely  upon  the  main 
highways.  The  '  work  done  has  been  of  very  high 
standard  and  the  Board  has  been  very  generously  com- 
plimented upon  the  improvements  effected. 

Particularly  good  work  has  been  done  in  Cape 
Breton  county,  in  the  vicinity  of  the  Sydneys,  and  in 
Halifax  county,  where  both  county  loan  and  provin- 
cial loan  monies  were  spent.  Notable  work  was  also 
done  between  Whycocomagh  and  Ross'  Ferry  in  In- 
verness and  Victoria  counties;  on  the  Guysborough- 
Canso  Road;  and  upon  the  road  between  Port  Joli. 
Queens  county,  and  Sable  River,  Shelburne  county, 
notoriously  known  as  "The  Devil's  Pass."  None  of 
these  roads  were  completed,  but  plans  are  being  made 
with  that  end  in  view. 

Tt  has  been  the  aim  of  the  officials  of  the  Depart- 
ment to  expend  all  capital  monies  upon  improvements 
of  a  permanent  nature,  and  this  has  been  carried  out 
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in  the  very  great  majority  of  cases.  The  very  large 
number  of  comparatively  small  capital  expenditures, 
ranging  from  $500  to  $2,000,  made  it  practically  im- 
possible for  sufficient  supervision  to  be  given  to  all 
projects  by  myself  or  anyone  directly  connected  with 
the  headquarters'  office.  Consequently,  the  results 
hoped  for  from  these  expenditures  did  not  in  all  cases 
come  up  to  expectations.  It  is  hoped  that  capital 
monies  may  hereafter  be  appropriated  in  amounts 
sufficiently  large  to  justify  proper  planning  before, 
and  competent  supervision  during  construction. 

Indeed  if  competent  contractors  are  to  be  interest- 
ed in  road  building  in  this  province,  the  number  of 
projects  to  be  undertaken  annually  must  be  compara- 
tively limited  in  number,  and  I  firmly  believe  that 
success  in  overtaking  the  programme  of  highway 
construction  planned  by  the  Provincial  Highways 
Board  can  only  be  achieved  by  having  the  work  car- 
ried out  by  contract  in  comparatively  large  units. 

Labor  Shortage  Retarded  Work 

As  in  the  previous  year,  the  labor  .shortage  serious- 
ly retarded  road  work  throughout  the  province  during 
the  entire  season.  In  a  number  of  cases  only  the  very 
poorest  class  of  labor  was  available  at  all,  and  this 
together  with  the  prevailing  high  wages,  made  the 
cost  of  work  much  greater  than  in  former  years. 

The  only  solution  of  the  labor  problem,  in  so  far 
as  our  maintenance  work  is  concerned,  seems  to  lie 
in  the  formation  of  small  permanent  patrol  gangs. 
This  would  make  us  independent  of  local  labor  and 
enable  us  to  make  repairs  and  carry  on  the  ordinary 
operations  of  road  maintenance  at  the  most  advant- 
ageous times. 

Labor  for  construction  purposes  presents  a  some- 
what different  problem,  and  so  Lr  as  I  can  see,  the 
solution  will  only  be  found  when  as  much  of  our  con- 
struction as  possible  is  performed  by  contractors,  in 
units  sufficiently  large  to  make  it  worth  while  to  oper- 
ate camps  where  the  workmen  can  be  comfortably 
sheltered  and  well-fed. 

Laws  Respecting  Highways 

It  is  desiiable  to  have  the  various  acts  relating  to 
the  public  highways,  culverts,  bridges,  etc.,  rewritten 
and  consolidated.  Great  confusion  exists  in  the  minds 
of  the  public  and  other  parties  especially  interested, 
as  to  their  rights  and  powers  under  present  laws. 
This  confusion  could  well  be  removed  by  writing 
all  laws,  referring  in  any  way  to  the  public  highways 
into  a  single  act,  and  by  giving  the  necessary  publi- 
city to  such  parts  of  the  act  as  are  of  more  special 
interest  to  the  public. 

Bridges  and  Culverts 

All  bridges  and  culvert  work  carried  on  during 
the  year  has  been  under  the  direction  of  Mr.  J.  E. 
Belliveau,  assistant  chief  engineer,  who  reports  as 
follows : 

There  was  expended  on  larger  bridge  construction 
out  of  capital  account,  during  the  calendar  year  1919, 
the  sum  of  $58,842.87. 

The  expenditure  on  construction  of  larger  bridges 
since  1883,  under  the  several  larger  bridge  acts,  is 
as  follows : 

Expenditure  to  Dec.  31,  1918  $3,614,846.49 

Expenditure  to  calendar  year.  1919   58,842.87 

Total  expenditure  to  Dec.  31,  1919  $3,673,689.36 

The  only  work  of  large  magnitude  undertaken 
during  the  year  was  the  remaining  portion  of  the  sub- 


structure of  the  Annapolis-Granville  Eerry  Bridge. 
The  contract  was  let  to  Messrs.  Engineers  and  Con- 
tractors, Limited,  of  St.  John,  and  the  work  was  be- 
gun by  them  in  the  month  of  August  and  prosecuted 
with  vigor  until  the  month  of  December.  As  soon  as 
the  weather  permits  in  the  spring,  the  work  will  be 
resumed  and,  it  is  believed,  will  be  brought  to  satisfac- 
tory completion  early  in  the  season. 

Tenders  for  the  construction  of  the  superstructure 
were  advertised  for  in  December  and  the  contract 
awarded  to  the  Maritime  Bridge  Company,  Limited, 
early  in  the  present  year.  The  entire  bridge  should  be 
ready  for  traffic  before  the  end  of  the  year. 

The  balance  of  the  work  carried  on  during  the  year 
consisted  of  the  construction  mostly  of  King  Post 
and  Queen  Post  Truss  Spans  and  crib  work  substruc- 
tures and,  in  a  few  cases,  of  small  concrete  bridges 
ranging  in  size  up  to  20  ft.  spans. 

Payments  during  the  year  were  made  on  96  wood- 
en bridges  and  21  permanent  ones. 

According  to  the  bridge  act,  all  bridges  heretofore 
built,  and  which  if  built  of  permanent  materials  would 
cost  not  less  than  $500.  are  subject  to  the  provisions 
of  the  Act;  but  no  bridge  can  be  brought  under  the 
Act  if  the  total  cost — if  built  of  wood — is  likely  to 
be  more  than  $150. 

It  is  evident  that  owing  to  the  increased  cost  of 
materials  and  labor  during  the  past  few  years,  many 
bridges  which  it  was  not  intended  should  be  brought 
under  the  bridge  act  are  being  added  to  our  list  of 
larger  bridges  each  year.  These  bridges  are  rebuilt 
out  of  provincial  capital  and  the  cost  of  their  main- 
tenance is  a  first  charge  against  the  legislative  grant 
for  highways. 

I  believe  this  situation  is  one  which  merits  very 
early  attention  on  the  part  of  the  Highways  Board, 
and  perhaps  an  amendment  to  the  clauses  paraphrased 
above  should  be  sought.  The  entire  bridge  act  should 
be  revised  and  incorporated  as  a  part  of  a  new  act 
relating  to  highways. 

Culvert  Construction 

With  reference  to'culverts,  Mr.  Belliveau  reports  as 
follows : 

From  the  first  days  of  the  culvert  construction  to 
the  close  of  the  calendar  year  1917,  the  installation  of 
permanent  culverts  was  done  with  the  aim  of  renew- 
ing all  structures  on  the  more  important  highways. 
It  was,  therefore,  possible  to  let  contracts  of  large 
magnitude.  During  the  year  1918,  however,  it  was 
strongly  felt  that  the  construction  of  culverts  and  the 
improvements  of  highways  should  be  carried  side  by 
side  and  this  plan  was  followed  in  the  year  1919. 

It  should  be  noted  here  that  it  was  decided  to  dis- 
continue the  building  of  the  pipe  culvert  and  to  sub- 
stitute therefore  a  "built-in-place"  concrete  culvert. 
Although  the  new  type  costs  slightly  more  than  the 
old,  its  increased  value  is  in  excess  of  the  difference  in 
costs. 


Cheap  Power  from  the  St.  Lawrence 

Speaking  on  behalf  of  the  Canadian  Deep  Water- 
ways and  Power  Association  before  the  recent  Buffalo 
sitting  of  the  International  Joint  Commission,  Sec- 
retary Alex.  C.  Lewis,  Toronto,  said  that  Ontario 
was  vitally  interested  in  the  power  development  of  the 
St.  Lawrence  waterways.  His  opinion,  to  be  substan- 
tiated in  detail  at  an  Ontario  sitting,  was  that  electri- 
cal energy  could  be  produced  on  the  St.  Lawrence  at 
less  cost  than  anywhere  else  on  the  continent.  There 


April  21,  1920 


THE  CONTRACT  RECORD 


367 


would  be  sufficient  revenue  from  electrical  develop- 
ment to  pay  interest  and  sinking  charges  on  the  work 
of  canalization. 


Longest  Spans  for  North  American  Bridges 

FOLLOWING  is  a  list  of  the  longest,  spans  for 
different  classes  of  bridges  in  North  America, 
compiled  by  Mr.  Henry  S.  Jacoby,  professor  of 
bridge  engineering,  Cornell  University. 
Simple  plate  girder — 130  feet  6y2  inches,  Grand 
Crossing  Illinois,  on  the  Nickel  Plate  railroad;  com- 
pleted in  1916. 

Steel  viaduct,  100  feet,  Lethbridge,  Alberta,  on 
Canadian  Pacific  Railway ;  completed  in  1909. 

Simple  truss,  riveted,  643  feet  \0y2  inches,  Louis- 
ville, Kentucky,  Pennsylvania  Lines ;  completed  in 
1919. 

Simple  truss,  pin,  720  feet,  Metropolis,  Illinois,  C. 
B.  &  Q.,  and  N.  C.  &  St.  L.  railways;  completed  in 
1917. 

Swing  plate  girder,  236  feet,  over  Lachine  canal 
near  Montreal  on  Canadian  Pacific  railway;  completed 
in  1915. 

Swing  truss,  521  feet,  Portland,  Oregon,  on  North- 
ern Pacific  railway;  completed  in  1908. 

Vertical  lift,  296  feet,  N.  Mondak,  Montana,  on 
Great  Northern  railway;  completed  in  1914. 


Bascule,  single  leaf,  260  feet,  Chicago,  111.,  on  St. 
Charles  Air  Line  railway ;  completed  in  1919. 

Bascule,  double  leaf,  336  ft.,  Sault  Ste.  Marie,  on 
Canadian  Pacific  railway ;  completed  in  1914. 

Aerial  ferry,  393  feet  9  inches,  Duluth,  Minnesota, 
over  U.  S.  Ship  canal ;  completed  in  1905. 

Continuous  truss,  775  feet,  Sciotoville,  Ohio,  on 
Chesapeake  &  Ohio  and  Norfolk  &  Western  railroad 
in  1917. 

Cantilever,  1800  feet,  Quebec,  Canada,  on  Canadian 
National  railroad;  completed  in  1917. 

Suspension,  1600  feet,  New  York  City,  Williams- 
burgh  bridge ;  completed  in  1904. 

Steel  arch — 3  hinged,  592  feet,  Needles,  Califor- 
nia, highway  bridge  over  Colorado  river;  completed 
in  1916. 

Steel  arch — 2-hinged,  977  feet  6  inches,  Hell  Gate, 
New  York  City,  on  N.  Y.  Connecting  railroad ;  com- 
pleted in  1917. 

Steel  arch,  not  hinged,  519  feet  9}i  inches,  St. 
Louis,  Missouri,  on  Pennsylvania  Lines ;  completed 
in  1874. 

Stone  arch,  220  feet,  Washington,  D.  C,  aqueduct 
bridge ;  completed  in  1864. 

Plain  concrete  arch,  281  feet,  Monroe  street,  Spo- 
kane, Washington;  completed  in  1911. 


Hamilton  Builders  Form  Branch  of  A.C.B.C.I. 

Two  Hundred  General  and  Trade  Contractors  and  Supply 
Men  Organize  on  Scheme  Laid   Down  by  National  Body 


FINAL  details  of  the  organization  of  a  Hamilton, 
Ont,  branch  of  the  Association  of  Canadian 
Building  and  Construction  Industries  were  ar- 
ranged on  April  10th  at  a  meeting  of  contract- 
ors and  supply  men  held  at  the  Royal  Connaught 
Hotel.  The  organization  has  been  completed  on  the 
lines  of  the  recommendations  of  the  A.C.B.C.I.  which 
aims  at  organizing  the  whole  country  from  coast  to 
coast  on  the  basis  of  three  fields  of  action ;  namely : 
local,  provincial  and  national. 

At  the  meeting  the  new  constitution  and  by-laws 
were  studied  clause  by  clause  and  finally  adopted. 

Officers  were  elected  for  the  coming  year  as  fol- 
lows: President,  J.  M.  Pigott;  first  vice-president, 
Jas.  Mercer;  second  vice-president,  Samuel  Howard; 
hon.  treasurer,  Fred  T.  Brooks;  hon.  secretary,  G. 
Stewart. 

A  live  general  secretary  will  be  engaged  as  soon 
as  possible,  and  standing  committees  for  the  various 
detail  work  will  be  struck. 

The  president,  in  speaking  after  the  elections  had 
taken  place  on  Saturday  night,  made  several  state- 
ments of  general  interest.  After  outlining  the  general 
purposes  of  the  National  and  Provincial  bodies,  he 
dwelt  particularly  on  the  work  to  be  done  locally. 

Briefly  summed  up,  he  stated  that  building  in  Ham- 
ilton and  in  Ontario  was  becoming  too  expensive. 
Organized  labor  with  their  extortionate  demands  were 
running  the  building  industry  into  a  blind  end.  The 
arguments  of  the  unions  that  high  wages  did  not  hurt 
the  contractor  so  long  as  he  was  protected  by  their 
agreements  with  him,  was  fundamentally  wrong.  The 
contractors  owed  something  to  the  community  and  to 


the  prosperity  of  the  country,  and  it  was  their  duty 
to  see  that  the  increases  demanded  ,from  time  to  time 
were  actually  warranted,  and  to  fight  against  in- 
creases beyond  that  point. 

In  Hamilton  the  demands  of  the  two  most  import- 
ant trades  were  for  increases  of  approximately  50  per 
cent,  over  last  year.  It  should  be  the  first  duty  of  the 
association  to  see  that  no  such  increases  were  grant- 
ed. Already,  because  of  the  extremes  to  which  these 
prices  have  gone,  many  large  enterprises  that  Ontario 
should  have  had,  are  locating  in  Quebec.  Quebec  was 
experiencing  a  building  boom  such  as  they  never 
dreamed  of.  He  believed  the  unions  were  directly  res- 
ponsible for  this. 

He  cited  the  criticism  of  one  very  large  industry, 
about  to  locate  here,  that  contractors  were  largely  res- 
ponsible for  this  because  of  the  apathy  with  which 
they  regard  the  wild  heights  to  which  the  cost  of 
building  had  gone  and  is  still  going.  It  should  be  the 
duty  of  such  industries  now  to  co-operate  with  the 
men  who  were  making  the  sacrifices,  and  to  support 
the  association.  He  pointed  out  that  the  association 
should  endeavor  to  make  clear  to  prospective  build- 
ers, that  by  bringing  in  large  outside  concerns,  some- 
times from  over  the  line,  they  took  full  advantage  of 
the  result  of  the  association's  work,  but,  by  such  an 
act  dealt  the  association  a  blow  in  return. 

The  Hamilton  association  will  include  some  two 
hundred  members  made  up  of  general  contractors, 
trade  contractors  and  manufacturers  and  supply  hous- 
es identified  with  the  building  industry.  Already  the 
association  includes  some  of  the  largest  industries  of 
the  city. 
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Concrete  Roof  Tile  and  Cement  Asbestos 

Shingles 

Methods  of  Manufacturing  and  Laying  Two 
Types  of  Roof  Covering  that  are  Fire  Resistant 


IN  presenting  the  following  reports  to  the  Nation- 
al Conference  on  Concrete  House  Construction 
at  Chicago  the  Committee  on  Concrete  Roofing 
Tile  and  Cement  Asbestos  Shingles  called  atten- 
tion to  the  great  need  for  a  wider  use  of  fire  resisting 
roof  coverings.  It  is  estimated,  states  the  report,  by 
the  National  Board  of  Fire  Underwriters  that  of  the 
23,203  dwelling  house  fires  reported  in  1917,  which 
caused  aggregate  losses  of  more  than  $66,000,000,  that 
20  per  cent,  were  caused  by  the  ignition  of  inflammable 
roofs.  Both  concrete  roofing  tile  and  cement  asbestos 
shingles  are  among  the  most  fire  resistant  types  of 
roofing  known,  thereby  contributing  to  the  safety  of 
property  and  occupants  of  dwellings  by  eliminating 


Fig.  1 — Above,  ridge  details;  below,  typical  details  of 
concrete  roof  tile 

the  most  hazardous  fire  exposure  to  which  dwelling 
houses  are  subjected.  The  report  of  the  committee 
goes  on  to  discuss  the  merits  and  application  of  these 
products. 

Both  concrete  roofing  tile  and  cement  asbestos 
shingles  are  moderate  in  first  cost  and  susceptible  of 
most  pleasing  architecural  development. 

The  selection  of  roofing  is  one  of  the  most  import- 


ant problems  confronting  the  architect  in  determining 
the  appearance  of  a  dwelling  structure,  and  the  wide 
variety  of  types  and  colors  readily  available  in  these 
types  of  roofing  make  possible  a  selection  of  designs 
of  rugged  effect  casting  bold  shadows  where  advis- 
able. This  variety  is  of  a  special  value  where  a  num- 
ber of  houses  are  to  be  built  of  similar  material  or 
general  design  in  the  immediate  vicinity.  Without 
altering  the  structural  features  below  the  roof-line, 
the  architect  can,  by  the  exercise  of  taste  and  ingen- 
uity, so  vary  the  design  and  shades  of  roofs  on  adjac- 
ent houses  that  the  monotony  so  noticeable  in  many 
large  housing  developments  is  largely  avoided. 

The  structural  qualifications  and  peculiar  merits 
of  each  are  set  forth  in  the  appended  individual  re- 
ports. 

Reports  on  Concrete  Roofing  Tile 

Concrete  roofing  tile  are  composed  essentially  of 
Portland  cement  and  suitable  aggregates.  They  should 
-meet  the  requirements  of  the  American  Concrete  Insti- 
tute Proposed  Standard  Specifications  for  the  Manu- 
facture of  Concrete  Roofing  Tile,  Standard  No.  22,  and 
suggested  addenda  as  embodied  herewith  under 
"Specifications." 

They  are  generally  produced  in  standard  size  of 
9-3/16  inches  by  14^4  inches,  overall  dimensions. 
Their  weight  is  approximately  Sl/2  pounds  each.  150 
tiles  are  required  per  square  of  100  feet  which  weigh, 
when  applied  in  place,  approximately  825  pounds.  They 
are  usually  furnished  with  double  side  lock  for  effic- 
ient exclusion  of  weather.  Owing  to  their  accurate 
plane  surface  and  freedom  from  warpage,  3  inch  end 
lap  is  sufficient  for  good  construction. 

They  are  commonly  furnished  in  standard  colors 
of  red,  green,  brown  and  natural  gray  and  can  be  fur- 
nished in  various  other  special  shades,  if  desired. 

Standard  details  such  as  ridges,  hip  rolls,  gable 
starters  and  gable  finishers  and  finials  are  regularly 
furnished  by  manufacturers. 

Concrete  tile  roofs  are  permanent,  requiring  no 
maintenance  expense,  and  are  practically  indestruc- 
ible.  Their  freedom  of  expansion  and  contraction  as 
provided  in  joints  between  each-  tile  eliminates  des- 
tructive contraction  or  expansion  effects.  They  are 
unique  in  the  high  salvage  afforded,  in  event  of  wreck- 
age or  alteration  of  structures  on  which  they  are 
placed.  Concrete  tile  are  permanently  attractive, 
their  surface  being  smooth  and  non-absorptive;  they 
do  not  discolor. 

Concrete  roofing  tile  are  economical.  They  are 
moderate  in  first  cost.  The  reduction  in  insurance, 
premiums,  will  much  more  than  pay  for  the  interest 
on  the  additional  investment  over  less  fireproof  roof- 
ings. Their  rich  and  substantial  appearance  enhances 
the  sale  value  of  the  house  on  which  they  are  applied, 
by  several  times  their  total  cost. 

They  reduce  fuel  consumption  in  winter,  the  dead 
air  space  between  sheathing  and  tile  being  a  most 
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Fig.  2 — Gable  and  valley  treatment  with  concrete  tiles 

efficient  insulator.  Conversely,  they  are  correspond- 
ingly cool  and  comfortable  in  summer. 

Their  uniform  size  and  true  surface  render  it  pos- 
sible to  erect  them  more  rapidly  and  economically 
than  any  other  roofing'  product  and  has  led  to  their 
favorable  recognition  by  labor.  They  have  been  ap- 
proved as  loan  risks  by  financial  interests. 

Recommtended  Practice 

Rafters  should  be  not  less  than  2  by  6  on  20-inch 
centres.  The  use  of  collar  or  tie  beams  is  recommend- 
ed. Roof  sheathing  should  be  shiplapped,  at  least 
1-inch  material,  well  seasoned  and  closely  laid.  Gable 
facia  or  barge  rafter  should  be  placed  with  top  edge 
inch  above  roof  sheathing  to  come  flush  with  top 
of  nailing  strip.  Flashing  and  sheet  metal  work 
should  be  in  place  complete  before  the  worker  starts 
work.  Aprons  and  counterflashing,  under  which  felt- 
ing extends,  should  be  raised  3  inches  for  proper  lay- 
ing of  felt. 

Specifications  for  Concrete  Roofing  Tile 

Concrete  roofing  tile  shall  be  furnished  and  ap- 
plied in  accordance  with  the  specifications  of  the 
American  Concrete  Institute,  Standard  No.  22,  Pro- 
posed Standard  Specifications  for  the  Manufacture  of 
Concrete  Roofing  Tile  as  follows : 

(1)  These  specifications  apply  to  concrete  roofing 
tile  approximately  9  by  15  inches  over  all. 

(2)  Concrete  roofing  tile  meeting  the  require- 
ments of  these  specifications  may  be  used  in  build- 
ing construction. 

(3)  (a)  Concrete  roofing  tile  must  be  subjected  to 
load  test,  (b)  Tests  shall  be  made  on  full  size  samples. 
At  least  10  samples  must  be  provided  for  the  pur- 


pose of  testing  and  must  represent  the  ordinary  com- 
mercial product. 

(4)  The  breaking  load  shall  average  not  less  than 
150  lb.  per  tile  when  the  load  is  applied  in  accordance 
with  the  method  described  below.  Lots  of  tile  intend- 
ed for  building  construction  may  be  rejected  if  more 
than  10  per  cent,  of  the  samples  tested  break  at  loads 
of  less  than  100  lbs. 

(5)  (a)  Method  of  testing:  Tile  shall  be  tested 
with  face  up.  The  tile  shall  be  supported  under  the 
lugs  near  the  ends  if  the  tile  have  lugs,  and  in  no  event 
shall  the  span  be  less  than  13  inches.  The  support  un- 
der one  end  shall  be  rigid  and  the  support  under  the 
other  end  shall  rest  on  a  roller  bearing  to  allow  for 
variation  in  the  under  surface  of  the  tile. 

(b)  The  load  shall  be  applied  in  the  centre  of  the 
tile  by  placing  a  rigid  bar  having  a  semi-circular  bear- 
ing across  the  tile  midway  between  the  points  of  sup- 
port. From  this  cross  bar  shall  be  suspended  a  bucket- 
like receptacle  which  shall  be  loaded  with  shot,  sand 
or  other  suitable  material  until  the  tile  breaks. 

(6)  Portland  cement  shall  be  used  in  the  manu- 
facture of  concrete  roofing  tile  and  shall  meet  the  re- 
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quirements  of  the  current  Standard  Specifications  for 
Portland  cement  adopted  by  the  American  Society  'for 
Testing  Materials. 

(7)  Aggregates  used  in  the  manufacture  of  con- 
crete roofing  tile  shall  be  of  such  a  nature  as  will 
produce  the  quality  of  the  tile  required  by  these  speci- 
fications and  the  following  addenda: 

Absorption  of  concrete  roofing  tile  shall  not  be 
more  than  6  per  cent,  in  48  hours.  They  shall  not  be 
warped  more  than  yi  inch  from  plane  surface  and 
shall  not  vary  more  than  1/16  inch  in  thickness. 

How  They  Af^e  to  be  Laid 

Concrete  roofing  tile  shall  be  laid  in  accordance 
with  the  following  specifications:  Over  the  sheathing, 
lay  approved  12  lb.  tile  felt  roofing,  paper,  or  heavier, 
parallel  to  eaves.  Felt  shall  be  lapped  not  less 
than  half  the  width  of  the  sheet  on  every  course.  An 
extra  ply  of  felt  shall  be  laid  next  the  eaves.  Cap  all 
hips  longitudinally  with  extra  ply  of  felt  at  least  12 
inches  wide.  In  valleys,  lay  one  extra  ply,  full  sheet 
wide,  longitudinally.  Where  felt  extends  against  ver- 
tical walls,  same  shall  be  carried  at  least  6  inches  on 
vertical  surface  under  counter  flashing. 

The  roof  shall  be  watertight  after  applying  the  felt. 
The  roofer  shall  install  valley  plates  as  furnished,  cut 
and  broken  to  fit,  by  the  sheet  metal  contractor  in  ac- 
cordance with  illustration  attached  hereto. 

Over  felting  lay  3/16  inch  strip  from  eave  to  ridge. 
Nailing  strips  y$  x  1^  shall  be  nailed  above  lath  (see 
sketch).  The  roof  shall  be  accurately  laid  out  with 
rule  and  chalk  line  by  the  roofer  and  when  finished, 
courses  shall  present  a  straight  and  uniform  appear- 
ance when  viewed  vertically,  horizontally  or  diagonal- 
ly. All  hip  and  ridge  roll  shall  be  laid  accurately  and 
bedded  in  1.3  portland  cement  mortar  (see  detail) 
colored  to  match  balance  of  roof  with  approved  miner- 
al color.  The  roofer  shall  guarantee  his  work  to  be 
watertight  and  remain  so  for  a  period  of  five  years 
from  the  date  of  completion  and  to  replace  any  defec- 
tive tile  or  tiles  appearing  during  this  period. 

Automatic  Machinery  for  Making  Shapes 

Your  committee  recommends  that  in  view  of  the 
extensive  and  rapidly  increasing  use  of  concrete  roof- 
ing tile,  that  the  immediate  development  of  automatic 
machinery  for  producing  these  shapes  economically 
be  strongly  encouraged  There  is  immediate  neces- 
sity for  such  machinery. 

Your  committee  also  finds  that  the  use  of  steam  in 
curing  the  til^s  after  manufacture  assists  very  ma- 
terially in  producing  high  grade  products  and  the  use 
of  this  method  should  be  insisted  upon  by  users. 

We  also  recommend  that  manufacturers  be  encour- 
aged to  investigate  the  use  of  light  aggregates  in  view 
of  determining  their  suitability  in  developing  roofing 
tiles  retaining  all  of  the  architectural  and  structural 
features  embodied  in  the  present  product  and  of  mini- 
mum weight. 

We  also  note  that  the  establishment  of  erection 
and  service  departments  by  reputable  manufacturers 
has  become  well-nigh  universal  and  we  recommend 
that  this  policy  be  encouraged. 

Reports  On  Cement  Asbestos  Shingles 

Cement  asbestos  shingles  are  composed  essential- 
ly of  portland  cement  and  asbestos  fibre,  about  75 
per  cent,  of  the  content  being  portland  cement.  They 
are  of  Austrian  invention,  and  large  amounts  of  capi- 


tal and  effort  have  been  expended  in  perfecting  their 
commercial  production. 

After  exceptionally  thorough  mixing,  which  is  ac- 
complished in  machines  somewhat  resembling  a  pulp 
beater  commonly  used  in  paper  mills,  the  pulp  mix- 
ture of  cement  and  asbestos  is  dropped  on  a  wide  mov- 
ing felt  conveyor  whence  it  is  conveyed  between  heavy 
rollers  and  to  a  pressure  roll  where  successive  layers 
are  laid  upon  this  roll  from  the  felt.  The  material  is 
thus  built  up  in  piles.  When  the  desired  thickness 
is  reached,  the  sheets,  still  wet,  are  cut  off  and  run 
through  a  cutter  where  the  shingles  are  cut  from  the 
sheet  into  uniform  sizes.  A  number  of  other  opera- 
tions are  performed,  the  shingles  being  pressed  to  re- 
move the  bulk  of  the  moisture  and  produce  a  smooth 
surface.  They  are  then  seasoned,  trimmed  and  drill- 
ed. 

Cement  asbestos  shingles  are  approximately  3/16 
in.  thick.  They  average  in  weight  435  lbs.  per  square 
(100  square  feet)  for  the  American  type  and  about 
275  lbs.  per  square  for  the  French  or  diagonal  type. 
They  are  made  in  a  variety  of  shades  and  are  com- 
monly furnished  in  standard  colors  of  grey,  red,  brown, 
dark  slate  and  green.  They  are  available  in  various 
shapes,  commonly  furnished  in  rectangular  and  dia- 
mond shaped  shingle  forms.  The  application  of  these 
shingles  is  so  simple  that  any  carpenter  skilled  in  ap- 
plying wooden  shingles,  or  any  roofer,  can  apply  them 
in  minimum  time,  as  all  nail  holes  are  punched  in  as- 
bestos shingles  during  the  course  of  manufacture. 

Methods  of  applying  these  shingles  are  illustrated 
in  the  accompanying  sketches.  The  first  shown  is 
the  French  or  diagonal.  The  second,  the  honeycomb, 
and  the  third  the  American  or  straight-laid  method. 
The  diagonal,  or  honeycomb  method  is  much  cheap- 
er, as  it  does  not  require  as  many  shingles  per  square, 
more  of  the  surface  being  exposed  than  in  the  Ameri- 
can method.  However,  the  diagonal  methods  do  not 
afford  nearly  the  same  opportunity  for  architectural 
development  that  the  straight-laid  methods  do. 

Long  experience  has  proven  the  fact  that  asbestos 
shingles  give  very  pleasing  effects  not  only  to  the 
more  expensive  residences,  but  also  to  workingmen's 
houses,  and  group  dwellings. 


Attitude  of  West  Toward  St.  Lawrence 
Canal 

The  attitude  of  the  Canadian  West  towards  the 
canalization  of  the  St.  Lawrence  Canal  was  expressed 
by  Alex.  C.  Lewis,  secretary  of  the  Canadian  Deep 
Waterways  and  Power  Association,  at  the  Buffalo 
sitting  of  the  International  Joint  Commission.  Mr. 
Lewis  stated:  "The  assumption  that  the  benefit  of 
water  transportation  to  the  markets  of  Europe  is 
the  inalienable  right  of  the  Atlantic  seaboard  and  that 
the  Central  and  Western  sections  of  these  two  great 
countries  be  forever  hampered  by  the  excessive  cost 
of  long  rail  haul  cannot  any  longer  be  suffered.  The 
West  cannot  develop  in  the  condition  of  servant  to  the 
East,  and  the  producers  of  the  Centre  and  the  West 
will  no  longer  tolerate  confinement  to  a  limited  market 
with  a  deep  waterway  at  their  very  door1." 


Intention  of  the  Manitoba  government  to  vote  a 
million  dollars,  and  more  if  it  be  required,  in  supple- 
menting the  federal  grant  for  the  erection  of  houses  in 
that  province,  was  announced  in  an  amendment  car- 
ried in  the  legislature  at  a  recent  sitting. 
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Go-operation  Between  Engineers  and  Chemists 

Better  Results  in  Plant  Design  Obtained  by  Working  Hand 
in  Hand — Paper  Read  Before   Toronto   Branch  E.I.G. 

 By  T.  Linsey  Crossley*   


THE  functions  of  chemist  and  engineer  are  not 
comparative  but  supplementary.  In  the  in- 
dustrial applications  of  chemistry  today  a  prob- 
lem becomes  a  matter  of  engineering  as  soon 
as  it  leaves  the  laboratory  and  even  before  that,  ils 
engineering  features  must  be  studied.  On  the  other 
hand  many  things  that  appear  to  be  purely  matters 
of  engineering  depend  for  their  success  on  due  atten- 
tion to  the  chemical  composition  of  the  materials 
used.  In  the  conduct  of  large  chemical  and  metallur- 
gical work,  especially,  it  is  most  apparent  that  chem- 
ist and  engineer  must  go  hand  in  hand. 

In  the  "Times"  Engineering  Supplement  of  July 
28,  1916,  there  is  an  article  by  Prof.  Donnan,  on  the 
Necessity  of  Co-operation,  from  which  the  following 
is  taken : 

"The  tremendous  development  of  applied  chemis- 
try caused  by  the  grim  necessities  of  Avar  has  revealed 
an  appealing  want  of  men  trained  in  the  right  sort  of 
way  for  this  work.  There  are  two  main  reasons  for 
this.  The  great  majority  of  British  chemists  have 
been  trained  at  the  universities  and  technical  schools 
in  a  species  of  qualitative  molecule-juggling  which 
alone  is  of.little  practical  use  when  tested  in  the  furnace 
of  the  factory,  where  a  quanitative  control  of  every 
factor,  and  especially  the  physical  and  physico-chem- 
ical factors,  is  the  sole  condition  of  success.  On  the. 
other  hand  comparatively  few  engineers  in  this 
country  have  in  the  past  turned  their  attention  to 
the  design  and  construction  of  the  special  types  of 
apparatus  and  the  special  modes  of  operation  used  in 
chemical  engineering.  How  many  of  our  young 
well-trained  engineers  have  ever  heard  in  the  schools 
of  the  scientific  principles  which  control  the  design 
of  the  apparatus  used  for  filtration,  evaporation,  dis- 
tillation, crystallization,  and  desiccation — to  mention 
only  a  few  types?  How  many  of  them  have  the  faint- 
est idea  how  to  design  a  steel  furnace,  a  multiple-ef- 
fect vacuum  evaporator,  a  ferro  silicon  furnace,  or  a 
liquid  air  rectifier?" 

The  question  then  resolves  itself  somewhat  into 
a  discussion  of  how  much  chemistry  an  engineer 
should  know,  or  how  much  engineering  a  chemist 
should  know. 

Better  Results  by  Co-operation 

The  technical  chemist  is  expected  to  be  cognizant 
of  the  inner  workings  of  a  great  variety  of  industries — 
one  day  it  may  be  a  steam  laundry  trouble,  the  next 
a  problem  in  embalming  fluids.  In  this  wide  range 
of  chemical  problems  the  effects  of  mechanical  hand- 
ling are  often  the  determining  factors. 

There  are  cases  where  plants  have  been  erected 
by  chemists  with  a  smattering  of  engineering  know- 
ledge or  by  engineers  with  an  inkling  of  chemistry. 
In  either  case  there  would  have  been  far  better  re- 
sults if  there  had  been  co-operation.  In  Canada  until 
quite  recently  the  engineer  has  not  sought  as  freely 
as  we  would  have  wished,  the  co-operation  of  the 
chemist,  and  this  is  possibly  a  factor  in  the  situation 

'Consulting  Chemist,  Toronto. 


today,  in  at  least  one  of  our  great  industries  whereby 
the  financial  backing  for  new  mills  of  that  industry 
has  engaged  engineering  firms  outside  of  Canada  for 
their  construction. 

In  an  article  entitled  "Lessons  for  Chemical  En- 
gineers in  Other  Industries"  (read  at  the  Savannah 
Meeting  of  the  American  Institute  of  Chemical  En- 
gineers, December  1919,  by  A.  E.  Marshall)  there  are 
suggestive  statements  referring  to  wartime  quantity 
production  which  are  so  well  put  that  I  again  take  the 
liberty  of  quotation  as  follows: 

Chemical  Plants  Need  Engineers  for  their  Design 

"A  survey  of  the  latest  developments  of  chemical 
engineering  leaves  a  sufficient  reason  for  the  sugges- 
ton  that  the  chemical  engineer  should  broaden  his 
lines  of  study  from  the  limited  one  of  the  purely  chem- 
ical field  to  the  wider  viewpoint  of  engineering  work 
and  operation  in  other  industries  which  present  prob- 
lems analagous  to  the  manufacture  of  chemicals  

In  the  past,  the  average  chemical  plant  has  started  out 
as  a  producer  of  one  or  of  several  standard  chemical 
products,  and  with  the  development  of  the  business, 
new  but  usually  inter-related  products  have  been  add- 
ed to  the  factory  output.  Invariably  the  original  de- 
sign was  a  complete  unit,  so  that  even  an  increase  in 
the  output  of  the  original  products  necessitated  the 
addition  of  separate  complete  units  without  the  pos- 
sibility of  effecting  economies  through  the  use  of  lab- 
or-saving devices  applicable  only  to  tonnage  move- 
ments. When  extensions  through  the  multiplication 
of  products  became  necessary,  the  situation  was  much 
worse,  as  the  new  additions  had  to  be  located  exter- 
nally to  the  original  plant  unit,  and  the  conveyance 
of  materials  produced  in  the  original  plant  of  the  new 
units  in  which  they  were  to  be  utilized  was  necessar- 
ily reduced  to  primitive  forms  of  transportation.  There 
are  few  industries  today  other  than  chemical  manu- 
facture which  present  the  anachronism  of  manual 
handling  the  semi-finished  product  of  one  operation 
to  its  final  point  of  utilization. 

"A  generalization  of  this  nature  must  of  course  be 
qualified  by  exceptions  in  the  case  of  plants  designed 
to  produce  large  tonnages  of  the  low-priced  chemical 
staples,  "or  as  they  are  more  generally  termed,  'heavy 
chemicals.'  Such  factories  invariably  have  labor-sav- 
ing tonnage  movement  devices,  although  they  are  not 
always  in  the  forward  state  of  development  of  the 
means  used  in  other  industries.  .  .  .  Some  chemical 
plants  built  within  the  last  .five  years  will  find  it  dif- 
ficult to  make  extensions  which  permit  of  a  lowered 
cost  of  production  or  even  a  cost  equal  to  the  original 
plant,  for  reasons  such  as  lack  of  strength  in  the  build- 
ing structure  preventing  ,the  employment  of  monorail 
cranes  or  similar  mechanism  to  convey  supplies  of  raw 
materials  from  the  original  storage  bins  or  piles  to  the 
new  extensions.  Time  can  more  profitably  be  spent 
in  designing  the  present  to  suit  the  future  than  in  try- 
ing to  add  in  the  future  to  a  completed  unit  which  has 
no.  outlets  for  expansion." 

Two  outstanding  feats  of  chemical  engineering  bear 
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on  the  remark  as  to  the  amount  of  engineering  know- 
ledge a  chemist  should  have. 

Engineering  Knowledge  That  a  Chemist  Should  Have 

One  of  these  was  Gaylcy's  accomplishment  of  the 
task  of  removing  water  from  the  air  used  in  blast  fur- 
naces. The  little  problem  he  tackled  was  the  removal 
of  moisture  from  40,000  cubic  feet  of  air  per  minute 
and  he  did  it.  It  took  him  eighteen  "years,  of  which 
five  years  was  spent  in  obtaining  reliable  data  as  to 
the  moisture  content  of  the  air  all  day  and  every  day 
for  that  time.  He  found  that  his  40,000  cubic  feet  of 
air  per  minute  contained  all  the  way  from  73  gallons 
of  water  per  hour  in  February,  to  237  gallons  per  hour 
in  June  to  each  furnace. 

Fourteen  years  after  starting,  he  asked  for  $100,- 
000  to  make  an  installation  and  when  he  accepted  the 
Perkin  medal  some  years  later,  he  said,  "Here  my  most 
difficult  work  began,  to  persuade  my  associates  that 
air  did  really  carry  moisture  and  that  it  could  appreci- 
ably, even  in  the  smallest  degree,  effect  the  working  of 
a  blast  furnace,"  and  even  when  he  offered  to  pay 
half  the  expense  himself,  it  was  a  year  before  he  got 
the  appropriation.  In  1904,  after  eighteen  years,  the 
air  drying  apparatus  was  put  in  and  when  two-thirds 
of  the  air  going  to  furnaces  was  dried,  it  was  found 
that  nine  per  cent,  more  ore  and  flux  could  be  handled 
with  no  more  fuel  and  in  six  months  time  a  regular 
economy  of  fifteen  per  cent,  was  decided  upon,  though 
twenty  per  cent,  had  been  found  possible.  The  outcome 
of  Gayley's  work  was  a  saving  of  about  $25,000,000  an- 
nually to  the  American  iron  and  steel  industry. 

When  Dr.  French,  chemist  of  the  Standard  Oil  Co., 
(whose  process  for  taking  sulphur  out  of  petroleum 
oils,  made  the  Canadian  oil  industry  and  raised  the 
Standard  Oil  dividends  from  7  per  cent,  to  40  per  cent, 
on  a  hundred  million  capital,  and  Ohio  oil  from  14c 
to  $1.00  per  barrel),  wanted  to  do  a  little  work  on  the 
side,  he  took  in  the  underground  sulphur  deposits  of 
Louisiana.  First,  he  bought  the  property,  that  was 
act  of  faith  number  one.  Then  he  drilled  a  well  to  the 
rock  with  a  10  in.  pipe  and  continued  through  the  sul- 
phur deposit  about  200  ft.  with  a  9-inch  drill  and  im- 
mersed a  6-inch  pipe  from  the  surface  to  the  bottom 
and  put  a  3-inch  pipe  inside  the  6-inch  pipe.  After  tak- 
ing some  precautionary  measures,  the  well  was  ready 
for  the  melting  fluid  which  was  water  superheated 
to  335  deg.  F.  Putting  down  the  well  was  act  of 
faith  number  two  and  finally  to  get  the  volume  of  heat 
and  steam  at  the  100  lbs.  required,  twenty  150  h.p. 
boilers  were  used.  Dr.  Frasch  notes  that  this  was  "ex- 
perimentation on  a  ponderous  scale."  All  this  was 
done  on  the  faith  without  any  precedent  for  guidance, 
relying  only  on  the  fact  that  sulphur  melts  at  about 
250  deg.  F.  Dr.  Frasch  pumped  sulphur  so  readily  out 
of  that  well  that  if  he  had  not  been  as  humane  as  he 
was  scientific,  there  might  have  been  a  social  disaster 
or  revolution  in  Sicily  as  he  could  have  undersold  the 
Sicilian  sulphur  right  in  Italy. 

I  have  cited  these  two  classic  cases  to  illustrate  the 
great  possibilities  of  chemical  engineering.  Perhaps 
these  men  might  be  called  engineering  chemists  in- 
stead of  chemical  engineers  but  it  only  shows  how 
little  words  mean. 

Where  Engineers  and  Chemists  Might  Co-operate 

It  might  not  perhaps  be  out  of  place  to  indicate 
some  of  the  lines  in  which  engineers  and  chemists 
could  co-operate.  Tn  the  large  plants  where  quantity 
production  is  the  keynote,  the  proper  routing  of  ma- 


terials— a  sort  of  "flow  sheet"  to  use  the  mining  term 
— can  only  be  arranged  by  mutual  study  of  the  pro- 
cess, properties,  quantities  and  distribution.  Each 
plant  even  if  handling  the  same  product  by  the  same 
process  has  its  idiosyncrasies,  both  mechanical  and 
chemical.  Many  plants  which  consider  it  essential 
to  retain  a  good  lawyer  and  pay  heavy  fire  in- 
surance for  years  without  having  recourse  to  either, 
do  not  retain  chemists  or  engineers  because  they  can- 
not see  any  defect  to  remedy.  These  firms  buy  new 
machinery  recklessly  and  the  firms  selling  the  ma- 
chinery send  their  representative  up  and  the  instal- 
lation is  made  with  no  reference  to  the  balancing  of 
conditions.  Some  mills  have  equipment  in  part  of 
the  plant  for  twice  the  output  of  some  other  part,  there- 
by tying  up  capital  and  overloading  the  deficient 
equipment. 

Another  point  is  the  need  for  co-operation  be- 
tween engineers  and  chemists,  in  the  inception  of  new 
plants  and  throughout  the  consideration  of  layout. 
There  is  a  pronounced  tendency  on  the  part  of  inter- 
ests putting  up  new  plants  or  extensions,  to  engage 
the  contractor  who  erected  their  previous  plant,  who 
makes  no  corrections  from  experience  of  operation 
and  the  frequent  result  is  the  perpetuation  of  unsatis- 
factory conditions.  In  the  interests  of  conservation  of 
labor  and  material  it  seems  advisable  that  no  plant 
should  be  erected  without  co-operation  of  engineers 
and  chemists,  even  in  cases  where  processes  are  either 
essentially  chemical  or  essentially  engineering. 

In  large  structural  work  such  as  bridges  where  the 
life  of  the  structure  depends  in  large  measure  on  its 
protection  from  weather,  careful  field  tests  of  paints 
should  be  made  in  the  actual  locality,  and  the  shop 
coats  should  be  specified  only  after  the  field  coat  is 
decided  upon. 

In  the  field  of  lubrication,  there  may  be  interesting 
developments  at  any  time  as  we  study  the  relations 
between  molecules  and  their  physical  effects.  How 
great  a  part  does  viscosity  play,  or  the  chemical  com- 
position of  lubricants?  We  have  been  accustomed 
to  think  that  there  should  be  no  free  fatty  acids  in 
lubricants  as  they  might  tend  to  corrode  the  metal. 
We  are  now  informed  that  small  amounts  of  free  fatty 
acids  are  much  more  effective  than  large  amounts  of 
the  neutral  oils  from  which  they  are  separated. 
Roughly,  the  co-efficient  of  friction  is  lower  with,  say 
99  per  cent,  mineral  oil  and  1  per  cent,  fatty  acid 
than  with  40  per  cent,  mineral  oil  and  60  per  cent,  of 
the  neutral  vegetable  oil-rape,  for  instance.  These 
figures  are  illustrative,  not  exact. 

In  this  connection,  the  new  hard  lead  alloy  com- 
posed of  lead  with  small  amounts  of  barium  and  cal- 
cium and  known  as  "Ulco,"  which  was  designed  to 
replace  antimonial  lead  in  shrapnel,  is  claimed  to  be 
an_  excellent  bearing  metal  in  view  of  its  high  melting 
point,  fine  structure  and  low  co-efficient  of  friction. 

Chemists  Rarely  Consulted 

-  Sometimes  the  design  of  a  plant  is  good  but  the 
location  and  quantity  of  raw  materials  is  unsatisfac- 
tory and  the  plant  is  often  idle  for  lack  of  them  or  bad- 
ly handicapped  by  variations  in  quantity  or  quality  of 
raw  materials.  At  other  times  an  architect  and  con- 
tractor have  been  settled  upon  but  the  employment 
of  engineer  or  chemist  has  been  at  their  option  and 
no  provision  made  for  them  in  the  estimates.  In 
some  cases  an  engineer-  is  appointed  but  I  cannot  re- 
call any  large  piece  of  structural  work  for  which  a 
consulting  chemist  was  appointed  at  the  outset. 
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Metal  Welding  Processes  and  Methods 

The  Fields  of  Thermit,  Electric  and  Autogenous  Systems 
— Cutting    by    Oxy-Acetylene  —  Automatic  Equipment 

 By  W.  H.  Ludington*  


DURING  the  last  25  years  there  has  been  de- 
veloped a  number  of  processes  for  the  joining 
of  metal  parts,  particularly  the  thermit,  elec- 
tric and  oxy-acetylene  processes.  In  the 
earlier  stages  of  the  development  it  was  commonly 
believed  by  the  metal  trades  that  each  of  these  pro- 
cesses was  competing  for  the  same  field,  and  even 
to-day  it  is  surprising  the  number  of  men  indirectly 
or  directly  interested  in  the  metal  trades  who  still 
are  of  that  opinion.  Upon  second  thought  it  is  quite 
obvious  that  if  any  one  of  these  processes  was  adapt- 
able to  the  entire  field  of  welding,  that  process  would 
have  been  developed  at  the  expense  of  the  other  two, 
assuming,  of  course,  that  it  would  have  covered  the 
field  adequately.  Generally  speaking,  each  of  these 
processes  has  a  field  to  which  it  is  best  suited,  but  it 
is  to  be  expected  that  these  fields  will  overlap  in 
cases. 

In  the  early  days  the  manufacturers  of  the  appar- 
atus used  in  connection  with  each  of  the  three  pro- 
cesses claimed  as  large  a  field  as  possible  for  the  use 
of  their  apparatus,  and  here  let  me  point  out  that  in 
the  early  stages  it  would  have  been  impossible  to 
have  defined  these  fields,  as  the  commercial  interests 
behind  the  development  were  never  certain  that  their 
particular  apparatus  had  reached  its  full  development ; 
in  fact,  the  same  is  true  to-day,  and  by  the  introduc- 
tion of  a  little  ingenuity  new  fields  for  each  process 
are  opened  daily. 

In  defining  the  field  which  the  metal  trades  have 
found  thermit,  electric  and  oxy-acetylene  welding  best 
suited  for,  I  will  give  you  the  benefit  of  the  experi- 
ence of  Mr.  A.  M.  Barry,  managing  director  of  the 
St.  Lawrence  Welding  Company,  Limited,  Montreal, 
who  use  all  of  the  three  processes  in  the  course  of 
their  work,  and  use  the  process  best  suited  for  the 
job  they  have  in  hand. 

The  Field  of  Thermit  Welding 

Thermit  welding  is  used  principally  for  large 
welds  in  steel  or  cast  iron.  There  is  practically  no 
limit  to  welds  that  can  be  made  in  steel  by  the  Ther- 
mit process,  it  handling  very  heavy  sections,  such  as 
blooming  mill  press  frames  in  the  steel  mills,  enor- 
mous crankshafts,  strong  pressure  frames,  shear 
frames  and  rolling  mill  equipment,  such  as  carbon 
rolls.  It  is  possible  by  the  Thermit  process  to  build 
in  very  large  panels  and  steel  gears ;  also  heavy  press 
cylinders  can  be  successfully  welded  by  the  thermit 
process.  In  other  words,  the  very  heavy  welds  that 
require  high  tensile  strength  is  the  thermit  welding 
field.  The  reason  for  this  principally  is  that  the  weld 
is  made  more  or  less  automatically  and  is  cast  in- 
stantaneously, in  fact,  the  reaction  occurs  in  thirty- 
five  seconds,  and  after  the  weld  is  poured  we 
have  a  high  grade  chrome  nickel  steel  weld  of  great 
tensile  strength. 

Electric  Welding 

The  electric  welding-  field  is_  one  of  steel  and  iron 
only,  the  field  being  boiler  or  tank  repairs.  The  ad- 

*Of  Davis-Bournonville  Co.,  Ltd.,  Montreal,  before  Canadian  Rail- 
way Club. 


vantage  of  electric  welding  over  oxy-acetylene  is  due 
to  the  fact  that-  the  largest  portion  of  the  work  result- 
ing from  wear  on  boilers  or  tanks  occurs  in  the 
scams  or  those  parts  that  have  riveted  construction, 
and  as  the  electric  welding  heat  is  so  concentrated, 
it  is  possible  to  place  a  weld  close  to  rivets  without 
disturbing  the  rivets  in  any  way;  in  fact,  a  heavy  weld 
can  be  built  up  on  a  seam  without  the  plate  becoming 
red  hot.  To  do  this  by  oxy-acetylene  would  mean  a 
large  area  of  the  plate  would  become  white-hot,  a 
smaller  area  red  hot,  and  we  would  have  the  rivet 
shanks  heated  up;  the  diameter  of  the  rivet  holes 
would  become  smaller  owing  to  expansion ;  the  rivet 
shanks  would  be  squeezed  out  of  the  holes,  and  it 
would  be  impossible  to  permanently  make  these  riv- 
ets tight  without  replacing  them.  The  electric  weld- 
ing, therefore,  has  an  enormous  advantage  over  oxy- 
acetylene  on  this  class  of  work.  It  also  has  a  field  in 
building  up  steel  shafting  that  has  become  worn  in 
the  bearings.  The  method  used  is  to  add  sufficient 
me';al  so  that  the  shaft  can  be  turned  down  to  full 
size  of  the  original  bearing. 

Generally  speaking,  however,  oxy-acetylene  weld- 
ing has  been  found  by  the  metal  trades  more  adapt- 
able than  the  electric  welding  for  the  heavier  work, 
also  where  the  physical  properties  of  the  weld  is  an 
important  factor.  While  the  oxy-acetylene  flame  has 
a  temperature  of  6300  F.  and  the  electric  arc  is  nearer 
9000  F.,  in  practice  the  same  volume  of  heat  is  not 
available ;  therefore,  the  oxy-acetylene  process,  with 
its  temperature  of  6300  F.  -is  capable  of  developing 
sufficient  heat  to  melt  a  larger  mass  of  metal  and 
keep  it  in  a  plastic  state  while  being  worked  with 
comparatively  no  danger  of  burning  the  metal. 

The  Thermit  process  requires  a  great  deal  of 
preparation  and  a  mould  for  every  case  has  to  be 
made.  Without  referring  to  the  relative  expense'  the 
trade  have  found  that  all  exceedingly  large  welds, 
and  any  welds  too  large  for  the  oxy-acetylene  process 
must  be  made  with  the  Thermit  process.  It  is  inter- 
esting to  note  that  the  size  of  weld  that  can  be  made 
by  this  process  is  almost  unlimited.  There  is  a  case 
on  record  of  a  casting  being  welded  up  to  four 
tons,  representing  the  weight  of  metal  poured. 

Autogenous  Welding 

The  term  autogenous  welding  is  used  to  describe 
the  type  of  welding  made  with  the  oxy-acetylene 
torch,  the  principle  of  which  type  of  welding  is  that 
a  certain  mass  of  the  metal  of  the  parts  to  be  joined 
is  brought  up  to  a  plastic  state,  and  is  then  caused 
to  run  together.  The  theory  is  that  at  this  tem- 
perature, the  metal  expanding,  the  molecules  separate 
and  interlock,  and  practice  substantiates  this  theory 
in  as  far  as  it  is  possible  to  make  a  weld,  which  after 
being  broken,  will  not  show  any  evidences  of  a  join 
to  ordinary  observation.  However,  upon  a  microsco- 
pic analysis,  say  following  an  etching  of  the  metals, 
the  fibres  of  the  weld  will  appear  elongated.  This  is 
due  mainly  to  the  superiority  of  the  adding  material 
which  is  always  a  better  grade  of  metal  than  the  par- 
ent part,  as  the  adding  material  is  produced  in  smaller 
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quantities  under  ideal  conditions.  The  required  tem- 
perature for  heating  the  masses  of  metal  is  made  pos- 
sible with  the  oxy-acetylene  welding  torch  by  virtue 
of  the  size  of  flame,  the  heat  of  flame,  and  convenient 
manner  in  which  the  flame  can  be  maintained.  You 
will  note  that  autogenous  welding  with  the  oxy-acety- 
lene torch  resembles  fusion  welding  to  a  certain  de- 
gree. 

Application  of  Welding 

The  practical  application  of  oxy-acetylene  and 
electric  welding  processes  in  the  field  of  manufacture 
is  to  replace  riveting  and  other  methods  of  making 
joints,  and  also  in  repair  work  under  conditions  where 
the  older  processes  would  have  been  wholly  inade- 
quate. 

The  rapidity  with  which  the  joints  can  be  made 
in  many  manufactured  articles  and  the  comparatively 
high  efficiency  of  the  weld  make  it  of  great  import- 
ance. For  instance,  in  repair  work  it  has  made  pos- 
sible the  saving  of  many  parts  which  would  otherwise 
have  been  scrapped,  such  as  automobile  crank  cases 
and  some  special  applications  are  found  in  the  re- 
claiming of  cracked  casting  in  the  foundries,  the  fill- 
ing of  blow  holes  in  castings  the  adding  of  material 
to  worn  surfaces  to  secure  the  original  thickness,  the 
welding  of  pipe  without  removal,  the  filling  of  drilled 
holes  that  had  been  incorrectly  located,  and  the  seal- 
ing of  riveted  seams  to  secure  absolutely  tight  joints 
which  cannot  be  done  effectively  by  caulking.  In 
general,  the  more  recent  welding  processes  are  used 
for  producing  reliable  joints  in  thousands  of  manufac- 
ed  articles  which  were  formerly  brazed,  riveted  or 
bolted  together.  In  many  fields  the  method  has  revo- 
lutionized past  methods  with  corresponding  decrease 
in  labor  and  cost  of  production. 

Cutting  by  Oxy-Acetylene 

The  oxy-acetylene  torch  is  used  for  cutting  out 
steel  shapes,  cutting  holes  in  steel  plates,  cutting  of 
risers  from  steel  castings,  cutting  structural  beams, 
and  for  cutting  up  steel  wreckage.  The  torch  used 
is  similar  to  the  welding  torch,  the  main  difference 
being  that  the  cutting  torch  provides  facilities  for 
turnng  a  jet  of  oxygen  on  the  metal  to  be  cut  after 
it  is  free  heated. 

The  principle  of  cutting  is  to  heat  the  metal  with 
the  oxy-acetylene  flame  to  a  red  heat,  then  turn  on 
a  jet  of  pure  oxygen,  which  burns  away  the  metal. 
The  cutting  is  undoubtedly  a  process  of  combustion. 
The  cutting  with  the  .oxy-acetylene  torch  at  present 
is  practically  limited  to  wrought  iron  and  the  different 
grades  of  steel,  some  of  which  cut  easier  than  others, 
varying  with  the  carbon  contents  and  nature  in  which 
the  carbon  is  found  in  the  steel.  The  dropping  of  tem- 
perature, due  to  the  forming  of  a  slag  on  the  surface 
of  the  kerf  cut  confines  the  combustion  as  desired, 
and  the  kerf  cut  is  practically  confined  to  the  course 
of  the  jet  of  oxygen. 

The  development  of  automatic  welding  and  cut- 
ting equipment  has  solved  many  difficulties  for  the 
manufacturer  in  such  cases  as  welding  automobile 
bodies,  light  gauge  piping  for  use  in  building  of  auto- 
mobiles, in  the  exhaust  pipe  gasoline  manifold  and 
steering  post,  also  for  the  welding  of  gasoline  tanks 
and  steel  apparatus  for  oil  and  gasoline.  For  instance, 
there  is  one  machine  on  the  market  which  will  weld 
steel  pipe  at  a  speed  greater  than  16  feet  per  minute, 
making  a  perfect  joint.  By  the  use  of  one  of  these 
machines  lighter  gauge  metals  can  be  formed  up  and 
welded  into  piping,  which  results  in  a  pipe  of  lighter 


gauge  than  seamless  tubing,  with  a  considerable  re- 
duction in  the  cost  of  the  finished  pipe.  There  is  an- 
other machine  for  welding  steel  barrels.  The  weld 
itself  is  far  superior  to  the  ordinary  weld  made  with 
the  hand  torch,  and  there  is  no  comparison  in  the 
speed.  In  automatic  cutting  equipment  there  are  ma- 
chines on  the  market  at  present  specially  adapted  to 
cut  thicknesses  of  metal  up  to  ten  and  12  inches,  the 
torch  being  controlled  on  the  pantagraph  arm,  and 
the  tracer  propelled  with  an  electric  motor  which  re- 
sults in  a  constant  speed  in  the  movement  of  the 
cutting  torch,  which  accounts  for  the  remarkably 
smooth  cut  that  is  made;  in  fact  the  cut  in  metal 
with  automatic  cutting  equipment  compares  favor- 
ably with  any  roughing  tool.  Another  automatic  cut- 
ting equipment  I  have  in  mind  is  a  machine  in  which 
the  torch  is  carried  on  a  small  carriage  propelled  by 
an  electric  motor,  the  wheels  running  in  a  track. 
This  machine  is  adaptable  to  the  cutting  of  circles 
by  using  a  radius  rod,  and  is  used  largely  in  shipbuild- 
ing for  trimming  plates.  There  are  also  other  machines 
for  making  circular  cuts,  such  as  port  holes,  holes 
and  cams  in  tracks  and  trimming  boiler  heads. 

The  temperature  of  the  oxy-acetylene  flame  is 
computed  to  be  about  6300  F.,  and  is  the  highest  pos- 
sible temperature  obtainable  with  gases,  as  perfect 
combustion  is  taking  place  between  carbon,  the  pure 
fuel  and  oxygen.  When  you  consider  that  the  melt- 
ing point  of  cast  iron  is  approximately  2100  F.,  soft 
steel  2600  F.,  and  wrought  iron  2700  F.,  the  tempera- 
ture obtained  with  the  oxy-acetylene  flame  is  suffi- 
cient to  readily  melt  any  of  these  metals. 

Types  of  Torches 

All  the  welding  torches  in  use  to-day  can  roughly 
be  classed  under  two  headings,  the  injector  type  and 
the  medium  pressure  type.  In  the  case  of  the  injector 
type,  the  acetylene  is  fed  to  the  torch  at  very  low 
pressure,  ranging  from  one  to  six  ounces.  In  the 
medium  pressure  torch  the  acetylene  is  fed  to  the 
torch  at  a  pressure  of  from  one  to  six  pounds.  The 
actual  pressures  in  each  case  depend  upon  the  size 
of  tip,  which  in  turn  depends  upon  the  thickness  of 
metal  to  be  welded. 

The  temperature  of  the  oxy-hydrogen  flame  is 
about  4000  F.  as  compared  with  the  Oxy-Acetylene 
flame  at  6300  F.  In  this  connection  it  is  interesting 
to  note  that  the  number  of  British-Thermo-Units  per 
cubic  foot  of  gas  of  the  oxy-acetylene  flame  is  five 
times  as  great  as  the  oxy-hydrogen  flame. 

Oxygen 

Oxygen  is  generally  obtained  from  suppliers  in 
steel  tanks,  one,  two  and  three  hundred  cubic  feet 
capacity,  with  the  gas  compressed  to  approximately 
1800  pounds.  It  is  of  considerable  importance  that  the 
oxygen  should  be  as  pure  as  possible.  The  impurities 
which  decrease  efficiency  are  nitrogen  or  hydrogen. 
When  oxygen  is  prepared  by  the  liquid  air  process, 
a  certain  percentage  of  nitrogen  is  always  certain  to 
be  present.  Nitrogen  tends  to  cool  the  heating  flame. 
In  the  manufacture  of  oxygen  by  the  electrolytic  pro- 
cess, the  only  impurity  is  hydrogen.  The  effects  of 
the  presence  of  nitrogen  are  especially  noticeable 
when  cutting  operations  are  done  by  the  oxy-acetylene 
or  oxy-hydrogen  cutting  torch.  Experiments  have 
been  carried  out  in  order  to  determine  just  how  seri- 
ous the  effect  of  nitrogen  is.  These  experiments  show 
that  the  purity  of  oxygen  plays  a  most  important  part 
in  the  efficiency  with  which  the  cutting  operations 
may  be  accomplished.    S.  W.  Miller,  a  recognized 
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authority,  claims  that  with  oxygen  about  85  per  cent, 
pure,  it  requires  about  three  times  as  long  to  cut  a 
plate  an  inch  thick  as  when  the  oxygen  is  99  per  cent, 
pure.   Even  the  one-half  of  one  per  cent,  drop  from 

99  per  cent,  oxygen  to  98.5  per  cent,  quality  means  a 
decrease  in  efficiency  of  16  per  cent.  Hence,  even 
if  the  better  grade  of  oxygen  costs  more,  it  is  ap- 
parent that  this  expense  is  justified.  It  will  readily 
be  seen  from  what  has  just  been  said  that  the  best 
oxygen  commercially  is  produced  electrolytically,  and 
even  considering  the  guarantee  given  by  the  manufac- 
turers of  either  of  these  processes,  as  to  purity,  is 
evidence  enough  that  where  possible  oxygen  from  the 
electrolytic  process  should  be  used. 

Acetylene 

Acetylene  gas  can  be  obtained  in  tanks  containing 

100  or  300  cubic  feet,  at  a  pressure  of  225  lbs.  All  ace- 
tylene gas  is  made  by  slaking  calcium  carbide  with 
water.  However,  if  acetylene  gas  is  used  in  any 
quantity,  it  is  cheaper,  and  a  better  gas  is  obtained 
by  the  installation  of  a  generator. 

Fluxes 

Those  who  are  familiar  with  oxy-acetylene  welding 
are  aware  that  fluxes,  scaling  powders,  are  used ;  but 
it  is  not  generally  known  why  the  use  of  these  fluxes 
is  necessary.  They  are  sometim<  s  used  in  the  shape 
of  powders,  into  which  the  welding-rod  is  dipped, 
thereby  transferring  the  flux  to  the  weld,  or  they 
may  be  incorporated  in  the  welding-rod  itself.  Also 
a  special  welding-rod  containing  certain  elements  niay 
be  used  in  connection  with  a  powdered  flux.  Inas- 


much as  each  metal  has  different  characteristics  and 
requires  different  treatment  during  the  welding  pro- 
cess, the  nature  of  the  flux  varies  with  the  metal. 
Therefore  it  would  be  well  to  consider  each  metal 
separately,  first  explaining  the  nature  of  the  difficul- 
ties encountered  and  then  describing  the  remedies 
which  are  applied,  including,  as  far  as  possible,  the 
materials  used  for  making  the  fluxes.  It  should  be 
stated  here  that  the  manufacture  of  satisfactory  fluxes 
requires  considerable  chemical  knowledge,  and  in  the 
majority  of  cases,  should  not  be  undertaken  by  a 
welding  shop,  because  of  the  difficulty  of  obtaining 
the  proper  amount  of  the  necessary  elements  and 
mixing  them  properly,  and  because  it  is  cheaper,  as  a 
general  rule,  to  buy  the  fluxes  from  the  manufacturers 
than  to  attempt  to  make  them. 

The  use  of  flux  in  the  case  of  aluminum  welding 
is  particularly  interesting,  inasmuch  as  it  has  only 
been  recently  developed.  The  difficulty  to  be  over- 
come is  that  the  oxide  of  aluminum  is  considerably 
heavier  than  the  metal  itself,  and  the  use  of  a  flux 
is  necessary  to  eliminate  this  oxide.  The  flux  used 
must  be  a  very  active  agent,  and  is  comparatively  com- 
plex chemically.  It  is  enough  to  state  that  satisfactory 
fluxes  have  been  produced  for  aluminum.  Welding 
can  be  done  if  the  necessary  precautions  are  taken 
and  proper  fluxes  used. 

The  industry  of  welding  and  cutting  has  developed 
to  the  point  where  no  machine  shop  can  be  considered 
complete  without  a  welding  apparatus,  either  electric 
or  oxy-acetylene,  and  a  cutting  equipment,  either  hand 
equipment  or  automatic. 


Constitution  and  By-Laws  of  the  A.  C.  B.  C.  I. 

Code  Governing  the  Policy,  Activities  and  Operation  of 
the  Body  Representing  the  Building  Industry  in  Canada 


THE  constitution  and  by-laws  of  the  Association 
of  Canadian  Building  and  Construction  In- 
dustries have  now  been  finally  approved  and 
adopted  and  are  printed  herewith.  It  is  plan- 
ned to  provide  in  the  Association  a  united  organiza- 
tion, mobilizing  the  strength  and  experience  of  the 
various  branches  of  the  building  and  construction  in- 
dustries of  Canada,  to  serve  as  an  exchange  and  com- 
mon meeting-place  for  the  various  special  interests. 
In  matters  of  policy,  propaganda,  legislation  and  in- 
vestigation the  endeavor  will  be  to  reduce  the  difficul- 
ties encountered,  to  improve  practice,  to  fix  standards, 
to  facilitate  the  movement  and  employment  of  labor, 
and  to  increase  the  production  of  materials.  The  con- 
stitution follows: 

Article  1 — Name 

This  Organization  shall  be  known  as  "The  Associ- 
ation of  Canadian  Building  and  Construction  Indus- 
tries," hereinafter  referred  to  as  the  "Association." 

Article  2 — Purpose 

The  object  of  the  Association  shall  be: — (a)  To 
promote  better  relation  between  the  members  on  the 
one  hand;  and  owners,  architects  and  engineers,  on 
the  other;  (b)  To  establish  and  maintain  standard 
methods  of  practice  between  the  members  within  the 
industry;  (c)  To  acquire,  preserve  and  disseminate 
valuable  information  concerning  the  industry;  (d) 
To  extend  construction  and  improve  conditions  in  the 


combined  industry.  To  co-ordinate  the  units  of  the 
industry  in  its  producing,  manufacturing,  distributing, 
professional  and  constructive  activities,  thereby  in- 
creasing its  efficiency  and  extending  its  usefulness,  to 
the  end  that  the  industry  shall  be  stabilized. 

Article  3 — Membership 

Section  1.  Membership  in  the  Association  shall  be 
of  two  classes,  (a)  "Collective,"  and  (b)  "Individual." 

(a)  "Collective"  Members.  Any  group  of  individ- 
uals, firms  or  corporations  engaged  in  any  of  the  build- 
ing or  construction  industries,  either  local,  provincial 
or  national,  organized  into  such  bodies  as  Builders' 
Exchanges,  Trade  Associations,  or  branches  of  such 
bodies  as  Boards  of  Trade  pertaining  to  any  of  the 
building  or  construction  industries,  may  become  mem- 
bers of  the  Association. 

(b)  "Individual"  Members.  Any  individual,  firm 
or  corporation  engaged  in  any  branch  of  the  building 
or  construction  industries  shall  be  eligible  for  mem- 
bership. 

Section  2.  Plural  Membership: — Any  "Individu- 
al" or  "Collective"  member  shall  have  the  privilege  of 
obtaining  multiple  memberships. 

Section  3.  Regulations: — (a)  Applications  for 
membership  shall  be  passed  on  by  the  Executive  Com- 
mittee under  such  regulations  as  it  may  adopt. 

(b)    Any  member  may  withdraw  from  the  Associ- 
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ation  by  submitting-  to  the  president  a  written  thirty 
day's  notice  of  resignation. 

(c)  A  certificate  of  membership  shall  be  issued 
to  each  member  upon  election. 

Section  4.  To  facilitate  the  objects  of  the  Associ- 
ation the  membership  may  be  organized  into  four 
sections,  viz.:  (a)  General  Contractors  and  Contract- 
ing Engineers;  (b)  Trade  or  Sub  Contractors;  (c) 
Supply  Firms,  Manufacturers,  and  Producers  of  build- 
ing material  and  plant;  (d)  Members  of  Allied  Pro- 
fessions, including  Architects,  Engineers,  Town-plan- 
ning and  Research  bodies.  Each  section  may  be  furth- 
er sub-divided. 

Section  5.  Representation : — Whereas  this  Con- 
stitution aims  at  giving  representation  to  all  existing 
organizations  interested *in  the  building  and  construc- 
tion industries,  as  well  as  individuals,  it  is  recommend- 
ed that  existing  organizations,  where  possible,  re-or- 
ganize themselves  into,  and  new  organizations  where 
formed  become,  branches  of  this  Association  under 
the  regulations  here  laid  down  for  "Collective"  mem- 
bers. 

This  course  is  recommended  with  the  aim  that  the 
country  may  be  organized  into  local  groups,  which 
would  in  turn  form  provincial  groups  and  each  of 
these  in  turn  elect  three  official  representatives,  who 
combined  with  the  elected  officers  would  form  the  Na- 
tional Council. 

Article  4 — Annual  Fees 

Section  1.  Membership  fees  for  "Collective"  or 
"Individual"  membership,  including  multiple  member- 
ships, shall  be  twenty-five  dollars  ($25.00)  per  annum 
for  each  membership,  payable  upon  election,  and  an- 
nually thereafter  on  the  second  day  of  January. 

It  is  provided,  however,  that  in  the  case  of  pro- 
vincial or  other  similar  groups  of  organizations,  where 
same  are  formed  of  "Collective"  members,  they  shall 
not  be  expected  to  pay  a  further  membership  fee. 

Section  2.  Arrears. — If  any  member  shall  fail  to 
pay  his  annual  fee  within  six  months  after  same  has 
become  due,  registered  notice  to  his  last  known  ad- 
dress shall  be  sent  him  by  the  secretary,  and  if  after 
such  notice  the  fee  be  not  paid  within  thirty  days, 
such  member  .shall  be  suspended  from  all  privileges 
of  membership.  The  Council  may,  for  cause  deemed 
by  it  sufficient,  extend  the  time  for  payment  and  for 
the  application  of  these  penalties,  and  may  reinstate 
such  member  upon  payment  of  all  arrears. 

No  member  who  is  in  arrears  with  his  dues  shall 
be  entitled  to  vote. 

Article  5 — Meetings 

Section  1.  Annual  General  Meetings: — The  fiscal 
year  of  the  Association  shall  commence  on  the  first 
day  of  January  of  each  year  and  the  annual  general 
meeting  shall  be  held  within  eight  weeks  succeeding 
said  date.  It  shall  be  convened  in  such  place  as  may 
be  decided  upon  by  the  national  council,  to  receive  re- 
ports of  officers  and  committees,  to  elect  officers,  com- 
mittees, and  a  national  council  for  the  ensuing  year, 
and  for  all  other  general  or  special  purposes  relating  to 
the  management  of  the  association's  affairs. 

Section  2.  Special  General  Meetings : — Special 
meetings  of  the  Association  shall  be  held  upon  request 
of  the  majority  of  the  members  of  the  national  council, 
or  twenty-five  per  cent,  of  the  members  of  the  Associ- 
ation. Notice  of  all  special  meetings  shall  be  sent  by 
the  secretary  of  the  Association  to  each  "collective" 
and  "individual"  member  at  least  thirty  days  prior 


to  the  date  of  meeting — such  notice  to  state  the  object 
of  the  meeting  and  the  subjects  to  be  considered,  and 
no  other  subject  shall  be  considered  at  such  special 
meeting. 

(Note:— It  was  understood,  when  this  clause  was 
adopted,  that  the  voting  powers  of  members,  at  the 
annual  general  meetings  or  at  special  general  meet- 
ings should  be  based  on  actual  attendance.  For  ex- 
ample, if  a  member  holding  ten  memberships  came 
alone  to  the  meeting,  he  would  be  entitled  to  only 
one  vote,  but  if  ten  representatives  were  present,  each 
would  be  entitled  to  a  vote. 

It  was  further  understood  that  there  was  no  pro- 
vision made  for  members  to  vote  by  proxy.) 

Article  6 — Government  and  Election 

Section  1.  National  Council: — The  affairs  of  this 
Association  shall  be  managed  by  a  national  council, 
composed  of  the  five  officers  elected  at  the  annual  gen- 
eral meeting,  and  three  councillors  from  each  of  the 
provinces  of  the  Dominion  of  Canada. 

Section  2.  The  three  provincial  councillors  shall 
be  elected  by  the  provincial  association,  representing 
all  memberships  in  each  respective  province,  in  such 
manner  as  will  provide  for  continuity  of  office.  These 
councillors  shall  be  elected  prior  to  "the  annual  General 
meeting  of  the  Association. 

(Note: — It  was  understood,  when  this  clause  was 
adopted,  that  in  a  province  where  no  provincial  organ- 
ization exists,  the  councillors  shall  be  cieeted  as  fol- 
lows : 

(a)  If  there  is  only  one  local  builders'  organiza- 
tion, the  three  councillors  shall  be  elected  by  that 
body. 

(b)  If  two  local  organizations  exist,  the  larger 
body  shall  be  entitled  to  elect  two  councillors,  and  the 
smaller  body  shall  elect  one. 

(c)  If  there  are  three  local  organizations,  one 
councillor  shall  be  elected  by  each  body. 

It  was  further  understood  that  each  province 
should  have  equal  voting  poWer  in  the  meetings  of 
the  national  council,  the  representative  present  from 
any  province  being  entitled  to  exercise  the  three  votes, 
if  necessary.) 

Section  3.  The  national  council  shall  have  super- 
vision of  all  the  affairs  of  the  Association  and  shall 
have  full  powers  of  the  Association  between  general 
meetings,  and  may  adopt  such  rules  and  regulations 
for  the  conduct  of  its  business  as  shall  be  deemed  ad- 
visable. 

Section  4.  The  national  council  shall  maintain  fa- 
cilities for  continuous  communication  with  the  indi- 
vidual members  of  the  several  trades  and  occupations 
through  the  local  and  provincial  organizations ;  and 
shall  provide  that  the  council  shall  at  all  times  know 
what  are  the  practical  problem's  and  needs  in  the  sev- 
eral districts  and  industries,  that  the  members  of  the 
Association  everywhere  may  know  accurately  and 
promptly  what  the  council  is  doing  and  is  prepared  to 
do,  and  that  all  concerned  may  have  convenient  means 
of  co-operation  for  the  common  end. 

Section  5.  The  national  council  shall  meet  and  or- 
ganize as  soon  as  practicable  after  the  election  of  the 
officers.  It  shall  further  meet  upon  call  of  the  presi- 
dent at  such  times  and  places  as  he  may  designate,  but 
shall  be  called  to  meet  at  any  time  upon  the  demand 
of  the  majority  of  its  members.  Notice  of  all  special 
meetings  of  the  national  council  shall  be  sent  by  mail 
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or  telegraph,  so  as  to  reach  each  member  at  least  two 
weeks  in  advance  of  such  meeting. 

Article  7 — Officers 

Section  I.  The  elective  officers  of  the  Association 
shall  be:  President;  first  vice-president;  second  vice- 
president  ;  honorary  secretary  ;  and  honorary  treasur- 
er. They  shall  be  elected  at  the  annual  general  meet- 
ing by  ballot,  and  shall  serve  through  the  next  an- 
nual meeting  and  until  their .  successors  are  elected 
and  installed.    A  majority  of  votes  cast  shall  elect. 

Article  8 — Duties  of  Officers 

Section  1.  The  president  shall  preside  at  all  meet- 
ings of  the  Association  and  of  the  national  council, 
hereinafter  provided  for ;  he  shall  be  a  member  ex- 
officio  of  all  regular  and  special  committees,  shall  have 
general  supervision  of  the  affairs  of  the  Association  and 
shall  perform  such  other  duties  as  are  usual  for  such 
an  officer. 

Section  2.  The  first  and  second  vice-president- 
shall,  in  order,  perform  the  duties  of  the  president  in 
the  event  of  his  temporary  disability  or  absence  from 
duties.  In  the  event  of  permanent  disability  or  death 
of  the  president  or  any  vice-president,  the  vacancy 
shall  be  filled  by  the  vote  of  the  national  council. 

Section  3.  The  honorary  secretary  shall  attend  all 
meetings,  assist  the  president  and  co-operate  with  the 
general  secretary. 

Section  4.  The  honorary  treasurer  shall  be  cus- 
todian of  all  moneys  of  the  Association,  and  shall  dis- 
burse moneys  only  upon  written  orders  signed  by  the 
general  secretary,  and  countersigned  by  the  president 
or  someone  delegated  by  him  to  perform  this  duty, 
which  shall  be  his  only  voucher  for  disbursements.  He 
shall  carefully  account  for  all  transactions  of  his  office, 
and  shall  make  full  report  of  the  same  to  the  annui* 
meeting  or  at  any  time  upon  demand  of  the  president. 
He  shall  submit  a  report  from  a  chartered  accountant 
whose  appointment  shall  be  made  in  accordance  with 
Article  12. 

Section  5.  The  general  secretary  shall  be  ap- 
pointed by  the  executive  committee  of  the  national 
council.  It  shall  be  his  duty  to  devote  his  time  and 
efforts  to  organizing  and  promoting  the  objects  of 
the  Association  and  extending  its  membership  and  in- 
fluence. 

Section  6.  The  general  secretary  shall  receive  all 
moneys,  carefully  account  for  the  same  and  immedi- 
ately transfer  them  to  the  honorary  treasurer,  taking 
the  treasurer's  official  receipt  therefor ;  keep  a  com- 
plete and  accurate  record  of  all  proceedings  of  the 
Association,  as  well  as  of  the  executive  committee  and 
national  committee.  He  shall  have  the  custody  of 
the  seal  of  the  Association,  and  shall  keep  the  books, 
papers  and  records  of  the  Association,  all  of  which  he 
shall  deliver  up  when  directed  to  do  so  by  the  presi- 
dent of  the  executive  committee,  to  such  person  as 
he  or  they  shall  direct ;  and  shall  perform  all  duties 
which  the  nature  of  his  office  may  require,  or  the  exe- 
cutive committee  may  order.  He  shall  attend  to  the 
publication  of  all  reports,  conduct  the  official  corres- 
pondence, attest  documents,  and  may  with  the  ap- 
proval of  the  national  council,  delegate  to  assistants 
any  portion  of  the  duties  herein  set  forth. 

Section  7.  All  officers  or  employees  handling 
money  on  account  of  the  Association  shall  b%  bonded 
in  such  amounts  as  may  be  determined  by  the  national 


council.  The  expense  of  furnishing  such  bonds  shall 
be  paid  by  the  Association. 

Article  9 — Executive  Committee 

The  executive  committee  shall  consist  of  the  five 
elective  officers  of  the  Association,  viz : — president, 
first  vice-president,  second  vice-president,  honorary 
secretary  and  honorary  treasurer. 

The  president  shall  be  chairman  of  this  commit- 
tee. Between  the  meetings  of  the  national  council  this 
committee  shall  have  supervision  of  the  affairs  of  the 
Association. 

The  executive  committee  shall  actively  prosecute 
the  objects  of  the  Association,  and  shall  have  discre- 
tion in  the  disbursement  of  funds.  It  may  in  the  exe- 
cution of  the  powers  granted  appoint  such  agents  as 
it  may  consider  necessary,  and  fix  the  number,  title 
and  compensation  of  employees. 

Vacancies  in  the  executive  committee  shall  be  fill- 
ed by  the  national  council. 

Article  10 — Committees 

Section  1.  The  committees  of  the  Association  shall 
comprise  one  standing  committee  each  on  (a)  busi- 
ness relations;  (b)  labor;  (c)  standing  practices,  and 
any  such  other  standing  or  special  committees  as  the 
national  council  may  see  fit  to  create. 

Section  2.  The  president  shall  appoint,  with  the 
advice  and  consent  of  the  executive  committee,  such 
standing  and  special  committees  as  shall  have  been 
authorized  by  the  national  council. 

Section  3.  At  the  annual  meeting,  the  chairman 
shall  appoint  a  nominating  committee,  consisting  of 
one  member  from  each  province  represented,  who 
shall  proceed  to  nominate  the  candidates  for  the  elec- 
tive offices. 

As  soon  as  these  nominations  have  been  agreed 
upon,  they  shall  be  filed  with  the  secretary,  and  post- 
ed in  the  convention  hall. 

Section  4.  Independent  nominations  may  also  be 
made  at  the  convention  by  five  of  the  voting  members 
present,  by  posting  in  the  convention  hall  a  signed 
statement  making  each  nomination. 

Article  11 — Order  of  Business 

The  order  of  business  at  all  meetings  of  the  Assoc- 
iation or  of  the  national  council  shall  be  as  follows : 
1,  Report  of  attendance;  2,  minutes;  3,  business 
arising  out  of  minutes ;  4,  receiving  communications ; 
5,  secretary's  report ;  6,  treasurer's  report ;  7,  presi- 
dent's address;  8,  report  of  standing  committees;  9, 
report  of  special  committees;  10,  unfinished  business; 
11,  amendments  to  by-laws;  12,  election  of  officers 
and  committees;  13,  new  business;  14,  resolutions; 
15,  notices  of  motions. 

This  order  of  business  may  be  suspended  or  varied 
at  any  meeting  by  a  two-thirds  vote  of  the  members 
present. 

Article  12 — Audit 

An  auditor  shall  be  appointed  every  year  by  the 
members  at  the  annual  general  meeting,  whose  duty  it 
shall  be  to  audit  the  books,  vouchers  and  accounts  of 
the  Association,  to  certify  to  the  correctness  of  the 
balance  sheet,  to  examine  the  securities  in  the  pos- 
session of  the  treasurer,  and  to  certify  to  the  reason- 
ableness of  the  valuation  at  which  the  Association's 
assets  are  carried.  His  remuneration  shall  be  fixed  by 
the  executive  committee. 

Article  13 — Seal 

Documents  issued  by  the  Association  shall  be  cer- 
tified with  the  seal  of  the  corporation,  which  shall  con- 
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Canada's  Contractors— Jas.  Mackie 


At  the  conference  of  the  Association  of  Canadian 
Building  and  Construction  Industries,  held  last  Febru- 
ary in  Ottawa,  there  was  no  stronger  or  more  enthusi- 
astic advocate  of  the  general  principle  of  "organiza- 
tion" in  the  industry  than  James  Mackie,  president  and 
manager  of  James  Mackie  Company,  Ltd.,  plumbing 
and  steam  and  hot  water  heating  specialists,  Winni- 
peg, and  his  election  as  second  vice-president  of  the 
A. C. B.C.I,  for  the  present  year,  was  a  recognition  of 
his  ability  to  serve  on  the  directorate  of  the  organiza- 
tion representing  Canada's  second  largest  industry. 
Mr.  Mackie  has  been  untiring  in  his  efforts  to  put  the 
construction  business  on  an  organized  basis.  At  the 
convention  his  deliberations  carried  much  weight  and 
his  arguments  were  marked  by  a  sane  viewpoint.  He 
has  no  pessimism  in  his  make-up,  when  it  comes  to 
discussing  the  prospects  of  the  building  and  construc- 
tion industries — that  is,  providing  they  are  effectively 
organized  and  equipped  to  occupy  the  position  to 
which  they  rightfully  belong  in  the  economic  status 
of  the  country. 

Mr.  Mackie  is  a  Torontonian  and  served  his  appren- 
ticeship with  Keith  &  Fitzsimmons,  heating  specialists. 
From  1895  to  1905  he  resided  in  Montreal  and  then 
moved  to  Winnipeg,  where  he  was  for  five  years  man- 
ager of  the  R.  H.  Tears'  plumbing  and  heating  busi- 
ness. In  1910  he  started  into  business  for  himself, 
under  the  firm  name  of  James  Mackie  Company,  Lim- 
ited. As  he  says  himself,  he  has  had  a  lot  of  hard 
work  with  his  fair  share  of  contracts.    We  hope  this 


will  continue — at  least  as  regards  the  contracts.  Mr. 
Mackie  made  many  friends  at  Ottawa  who  will  look 


Mr.  Jas.  Mackie, 
2nd  Vice-President,  A  C. B.C. I. 

forward  to  the  next  annual  convention  all  the  more 
on  account  of  the  opportunity  of  renewing  the  ac- 
quaintance. 


sist  of  an  embossed  die  in  circular  form  containing  the 
name  of  the  Association  in  the  outer  circle,  with  the 
date  of  incorporation  in  the  centre.  The  general  sec- 
retary shall  have  custody  of  the  seal  of  the  association. 

Article  14 — Amendments 

The  by-laws  of  the  association  may  be  amended  by 
a  majority  of  the  members  of  the  Association  present- 
ed at  any  annual  or  special  meeting  called  for  that 
purpose,  notice  of  such  amendment  having  been  given 
in  writing  to  the  secretary  at  least  one  month  prior  to 
the  date  of  the  meeting,  and  it  shall  be  the  duty  of  the 
secretary  to  forward  to  the  members  a  copy  of  such 
amendment.  Amendments  to  the  amendment  may  be 
discussed  and  voted  on  at  the  same  meeting. 


Public  Works  in  St.  John,  N.  B. 

DURING    1919   the   city  of    St.  John,  N.  B., 
through  the  Harbor  and  Water  and  Sewerage 
Departments  carried  out  the  following  work 
according  to  information  supplied  by  the  city 
engineer: 

The  Harbor  Department,  in  addition  to  ordinary 
maintenance,  practically  reconstructed  North  Rodney 
wharf.  The  work  was  carried  out  by  Engineers 
&  Contractors,  Ltd.,  and  the  total  cost  was  $29,310. 
The  West  Side  Eerry  approaches  were  sheathed  at  a 
cost  of  $19,814,  the  work  being  done  by  Messrs.  Robt. 
Roberts'  Sons.  A  new  deck  was  also  put  upon  what 
is  known  as  Cross  Wharf,  the  work  being  done  by  R. 
R.  Lee  at  a  cost  of  $2,906.  Sonic  improvements  were 
also  made  to  the  East  Side  Ferry  approaches  with  a 


view  to  later  on  widening  the  approach,  at  a  cost  of 
$3,171,  the  work  being  done  by  Herbert  S.  Mayes. 

During  the  year  17,564  lin.  ft.  of  new  water  mains 
was  laid  as  follows:  10,863  ft.  of  16  in.,  2,518  ft.  of  12 
in.,  3,937  ft.  of  8  in.,  106  ft.  of  6  in.,  and  125  ft.  of  4  in. 
There  were  removed  or  abandoned  10,117  lin.  ft.  of 
mains,  as  follows:  3,345  ft.  of  12  in.,  3,164  ft.  of  10  in., 
1,139  ft.  of  8  in.,  1,275  ft.  of  6  in.,  794  ft.  of  4  in.,  and 
300  ft.  of  3  in.  The  department  laid  5,674  lin.  ft.  of  tile 
pipe  as  follows:  1,821  ft.  of  15  in.,  878  ft.  of  12  in., 
2,936  ft.  of  9  in.,  and  12  ft.  of  C.I.  pipe,  and  built  41 
manholes.  3,245  lin.  ft.  of  old  wooden  sewer  was 
abandoned,  6  manholes  removed  and  8  new  catch  bas- 
ins built.  There  were  also  52  new  gate  valves  in  the 
water  system  installed  and  27  abandoned,  a  net  increase 
of  25  gates,  making  a  total  of  2,043  gate  valves  in  the 
service. 

One  new  fire  hydrant  was  set  and  ten  1-way  hy- 
drants were  replaced  with  3-way  hydrants. 


Asbestos  Industry  in  Quebec 

The  asbestos  mining  industry  in  the  Province  of 
Quebec,  Canada,  has  grown  from  a  production  of 
5,910  tons  in  1888  to  141,462  tons  in  1918,  a  period  of 
thirty  years.  The  5,919  tons  produced  in  1888  were 
valued  at  $352,260,  an  average  price  of  $59.51,  while 
the  141,462  tons  in  1918  were  valued  at  $8,936,809,  or 
an  average  price  of  $63.17.  It  is  interesting  to  note 
that  the  average  price  in  1888  was  higher  than  the 
average  price  in  1917  ($52.45).  It  is,  of  course,  very 
probable  thai  the  material  produced  in  1888  was  most- 
ly high  grade,  either  crude  or  mill  fibre. 
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Hints  for  the  Contractor 

That  May  Save  Him  Time  and  Money — We  Will  Pay  for  All  Accepted  Items 

Send  One  In 


Drag  Line   Excavator  Made  From  Piling 
Frame  and  Hoisting  Engine 

N  excavating  a  pump  chamber  near  Belfast,  Ire- 
I    land,  an  ingenious  method  was  employed.  Six- 
JL  inch  timber  sheet  piling  was  to  be  driven,  cut  off 
15  ft.  below  the  ground  level  in  a  pump  chamber 
160  ft.  by  50  ft.  and  the  chamber  excavated  to  the  15- 
ft.  depth.    The  ground  was  heavy  and  sticky,  some- 
what similar  to  what  is  called  "Gumbo"  on  this  side 
of  the  Atlantic. 

The  fact  that  the  trench  was  50  ft.  wide,  made  tim- 
bering difficult  and  expensive,  so  it  was  decided  to  ex- 
cavate as  an  open  cut  with  side  slopes  of  approxi- 
mately iy2  to  1.   To  do  this  a  home-made  dragline 


Return  L  me 
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Piling  frame  in  use  as  tower 


excavator  was  made  by  a  combination  of  a  double 
drum  8-in.  by  10-in.  hoisting  engine  and  the  piling 
frame  which  was  brought  to  the  job  early  and  used 
as  the  tower. 

The  equipment  was  rigged  up  as  shown  in  the  ac- 
companying sketch  from  "Successful  Methods"  and 
after  the  excavation  was  finished,  the  piling  frame 
was  lowered  into  the  cut  and  the  piles  driven.  A  con- 
siderable saving  was  effected  and  the  job  speeded  up 
materially. 

This  utilization  of  the  piling  frame  as  a  tower  dur- 
ing the  excavation  work  kept  it  busy  nearly  100  per 
cent,  of  the  time  instead  of  leaving  it  idle  until  the 
time  came  for  driving  the  piles. 


Portable  Gamp  Building 

A PORTABLE  building  that  can  be  taken 
apart  readily  and  shipped  to  another  location 
if  desired,  thus  making  it  applicable  to  other 
temporary  or  semi-permanent  locations,  is 
employed  by  the  Chicago  &  Northwestern  Ry.  for 
housing  maintenance  of  way  construction  crews.  The 
building  illustrated  was  described  in  a  paper  read  be- 
fore the  American  Railway  Bridge  and  Building  As- 
sociation. 

The  structure  is  8  ft.  by  16  ft.  over  all  with  a  shed 
roof  ll/2.  ft.  high  on  one  side  and  Sy2  ft.  on  the  other. 


The  sides,  ends,  floor  and  roof  are  separate  pieces  for 
convenience  in  handling,  transportation,  erecting  or 
taking  down.  It  is  stated  that  the  building  can  be 
taken  down  and  loaded  on  cars  at  a  cost  not  exceeding 
$5,  and  that  it  can  be  unloaded  and  erected  at  a  new 
location  for  a  like  amount. 


Hints  for  Road  Grading 

SUGGESTIONS  on  equipment  for  highway  grad- 
ing were  given  by  Mr.  Richard  Hopkins,  in  a 
paper  presented  at  the  annual  convention  of  the 
American  Road  Builders'  Association.    The  fol- 
lowing is  taken  from  the  paper: 

Jobs  where  the  excavation  exceeds  5,000  yd.  per 
mile,  and  where  a  large  proportion  of  the  hauls  are 
long,-  will  generally  call  for  a  steam  shovel.  Where 
hauls  are  short  and  cuts  small,  scraper  work  will 
continue  to  hold  first  place.  No  grading  job  is  com- 
plete without  wheelers,  drag-scrapers,  fresnos,  and 
at  least  one  road  machine. 

Each  of  the  three  types  of  scrapers  is  more  eco- 
nomical than  either  of  the  others  under  certain 
conditions,  and  for  the  small  extra  investment  in  plant, 
it  is  foolish  to  be  without  at  least  a  few  of  each  one 
of  the  three  kinds.  Most  contractors  have  in  the  pa.-;t 
erred  on  the  side  of  having  their  wheelers  too  large 
and  their  drag  scrapers  too  small.  The  fresno  of  a 
4-ft.  width  is  the  proper  size  for  the  average  job.  In 
case  of  shovel  break-down,  the  teams  can  be  put  on 
scrapers  until  shovel  is  repaired.  The  road  scraper 
is  the  most  maligned,  and  the  most  neglected  grading 
tool  we  have.  A  good  operator  is  essential,  and  with 
one,  much  good  finishing  work  can  be  done  cheaper 
than  by  any  other  method.  There  is  a  big  range  of 
sizes  available,  so  it  is  an  easy  matter  to  choose  the 
one  best  suited  to  the  particular  job. 

Rough  and  Finished  Grading  Together 

It  is  advisable  to  carry  rough  grading  and  finished 
grading  along  together,  as  the  latter  can  always  be 
done  more  cheaply  while  the  dirt  is  mellow.  Specifi- 
cations are  growing  more  stringent  in  the  matter  of 
rolling  in  thin  layers.  This  requires  a  big  labor  ex- 
pense on  the  dump,  especially  with  steam  shovel  work. 
A  team  on  a  4-ft.  fresno  will  take  the  place  of  six  men 
on  the  dump,  and  spread  the  dirt  evenly  for  the  rol- 
ler. In  this  connection  it  is  well  to  remember  that 
aside  from  a  steam  roller  nothing  has  been  found  that 
equals  the  compacting  effect  on  a  fill  as  horses  tramp- 
ing over  it. 

The  rotary  grader  has  been  on  the  market  only  a 
short  time,  but  large  capacity  and  cheap  costs  have 
been  reported.  It  works  rapidly  in  loam  or  gravel, 
and  cuts  accurately  to  grade.  It  also  cuts  old  macad- 
am readily,  and  a  stone  screening  attachment  can  be 
provided  if  a  contractor  desires  to  save  the  old  crush- 
ed stone. 

The  old  time  rooter  plow  and  scarifier  are  tools 
that  will  always  be  used  when  a  small  amount  of  old 
macadam  is  encountered.    Most  plow  companies  now 


THE  CONTRACT  RECORD 


April  21,  1920 


make  a  heavy  mold  board  plow  with  a  narrow  cut 
that  is  more  successful  in  real  hard  pan  than  a  rooter 
plow. 

In  shallow  cutting  with  a  steam  shovel  on  old  ma- 
cadam, it  will  generally  be  found  best  and  cheapest  to 
cut  a  few  inches  below  grade,  and  dump  every  third 
or  fourth  dipperful  behind  the  shovel  for  the  fine 
graders  to  bring  the  subgrade  back  to  the  correct  ele- 
vation. Where  a  roller  is  fitted  with  a  scarifier  at- 
tachment it  is  sometimes  found  that  a  lot  of  expensive 
hand  work  can  be  saved  by  its  use. 


Mainly  Constructional 

East  and  West — From  Coast  to  Coast 


Montreal  is  to  borrow  $3,000,000  from  the  Provincial 
Government  this  year  for  housing  purposes. 

A  recent  report  states  that  construction  <>f  1,600  houses 
was  commenced  in  191!)  under  the  Federal  housing  scheme, 
of  which  number,  1  :i54  were  completed. 

After  being  closed  for  the  past  two  years  owing  to  war 
conditions,  the  Frontenac  Floor  &  Wall  Tile  Company,  Lim- 
ited, of  Kingston,  Ont.,  has  resumed  operations. 

The  lathers  demands,  at  Toronto,  for  90  cents  per  bour 
until  May  14,  and  after  that  date  $1.00  per  hour  for  the  usual 
8-hour  day  has  been  agreed  to  by  the  contractors. 

A  by-law  to  raise  the  sum  of  $371,000  for  the  purpose  of 
erecting  a  rapid  sand  gravity  filtration  plant  at  the  city  of 
Chatham  was  defeated  recently  by  the  ratepayers. 

By  a  vote  of  608  to  61,  ratepayers  of  Orillia,  Ont.,  pass- 
ed a  by-law  granting  the  Glasscoat  Sewer  Pipe  &  Conduits, 
Ltd.,  who  contemplate  erecting  a  factory  in  the  town,  a 
free  site  and  a  fixed  assessment  for  ten  years. 

The  first  annual  dinner  of  the  Builders'  Exchange  of 
Quebec  City,  held  in  the  Chateau  Frontenac  recently,  was 
a  big  success,  over  200  being  present,  including  several 
members  of  the  Montreal  Exchange,  and  several  well 
known  public  officials. 

Building  permits  issued  at  Winnipeg  for  the  month  of 
March  totalled  $559,900  in  value,  bringing  the  total  for  the 
first  three  months  of  the  year  to  $766,300,  which  shows  a 
big  increase  over  the  corresponding  three  months  of  1919, 
which  was  $162,750. 

The  personnel  of  the  newly  organized  Housing  Commis- 
sion of  Guelph,  Ont.,  is  as  follows:  Mr.  D.  M.  Sanson, 
chairman;  Mr.  C.  L.  Dunbar,  vice-chairman,  and  Mr.  Geo. 
M.  Yates,  secretary.  The  commission  has  tenders  on  the 
first  twenty  houses  on  their  .program  in  hand. 

Representatives  of  twenty-seven  of  Toronto's  largest 
manufacturing  concerns  met  recently  at  the  King  Edward 
Hotel  and  formed  a  Toronto  Chapter  of  the  American  Steel 
Treaters'  Society.  The  branch  will  hold  regular  monthly 
meetings  for  the  discussion  of  new  ideas,  methods  and  equip- 
ment used  in  the  heat  treatment  of  steels. 

It  is  estimated  that  the  house  building  program  of  the 
border  cities  of  Windsor,  Walkerville,  Sandwich,  Ford  City 
and  Ojibway  for  this  year  will  include  about  1,000  houses  at 
a  total  cost  of  $4,500,000,  according  to  plans  of  the  Border 
Chamber  of  Commerce,  Windsor  City  Council  and  different 
manufacturers.  This  program  is  divided  as  follows:  Wind- 
sor, 500  houses,  $2,000,000;  Walkerville,  300  houses  $1,500,- 
000;  Ford  City,  100  houses,  $500,000  and  Ojibway,  100  houses, 
$500,000. 


Personal 

Mr.  G.  S.  Sherman,  of  Shelburne,  N.  S.,  has  been  ap- 
pointed by  the  Provincial  Highways  Board,  acting  division- 
al engineer  of  Yarmouth  and  Shelburne  Counties. 

Mr.  J.  C.  Pringle,  of  Hamilton,  has  «one  to  Timiskam- 
ing,  Que.,  where  he  has  accepted  a  position  as  assistant  en- 
gineer in  connection  with  an  extensive  sulphite  mill  and 
hydro  electric  power  development  undertaking. 

Mr.  F.  I'.  MofTatt.  C.  E.,  of  Winnipeg,  for  many  years 
senior  divisional  engineer  mi  the  Hudson  Bay  Railway,  has 
received  an  appointment  in  the  Department  of  Railways  and 
Canals.    Mr.  MofTatt  has  taken  up  residence  in  Montreal. 

Mr.  Thomas  Adams,  town  planning  adviser  of  the  Coin- 
mission  of  Conservation,  Ottawa,  arrived  in  Vancouver  re- 
cently, after  an  extensive  tour  of  several  of  the  principal 
western  cities  of  the  United  States,  to  which  he  is  acting  in 
an  advisory  capacity  on  town  planning  matters. 

It  is  reported  that  Mr.  J.  B.  Tyrrell,  the  well  known 
mining  engineer  and  economic  geologist,  of  Toronto,  has 
been  appointed  consulting  engineer  for  the  National  Min- 
ing Corporation  of  London.  England.  This  company  was 
organized  but  recently  with  a  paid  up  capital  of  $10,000,000. 

Mr.  J.  H.  Bower  has  resigned  as  general  superintendent 
of  the  Engineering  Branch  of  the  Department  of  Soldiers 
Civil  Re-establishment.  Mr.  Bower's  work,  while  with  the 
Department,  was  chiefly  in  connection  with  the  design  and 
construction  of  Canada's  war  hospitals.  Mr.  Bower  has 
been  appointed  chief  engineer  of  a  large  Monti  eal  contract- 
ing firm. 

Mr.  W.  A.  Bowden.  B.A.Sc,  chief  engineer  of  the  De- 
partment of  Railways  and  Canals,  Ottawa,  has  been  selected 
by  the  Dominion  Government  as  consulting  engineer  on  the 
International  Joint  Commission,  Sn  connection  with  the 
projected  development  of  the  St.  Lawrence  River  between 
Montreal  and  Lake  Ontario.  The  United  States  Govern- 
ment has  also  appointed  an  engineer,  Lieut. -Col.  Wooton,  to 
represent  it  in  a  like  capacity  on  the  Commission.  These 
two  engineers  will  co-operate  in  the  preparation  of  the  neces- 
sary plans,  surveys  and  estimates  of  cost  of  this  develop- 
ment. 


Obituary 

Mr.  Thomas  Crawford  Irwin,  builder  and  contractor  of 
Peterborough,  Ont.,  died  at  his  residence,  504  Stewart  St., 
recently,  at  the  age  of  72  years. 

Aid.  Harry  Phelan,  of  Peterborough,  Ont.,  died  recent- 
ly at  his  home,  following  a  short  illness.  Aid.  Phelan  was 
chairman  of  the  Board  of  Works  and  has  been  a  member 
of  the  Peterborough  City  Council  for  many  years. 

Mr.  George  Giles,  general  manager  of  the  Vancouver 
Engineering  Works,  Vancouver,  died  recently  in  that  city 
in  his  fifty-first  year.  Mr.  Giles  was  honorary  president  of 
the  British  Columbia  Metal  Trades'  Association  and  took 
an  active  part  in  the  industrial  development  of  British  Co- 
lumbia. 


J 

Trade  Incorporations 

Builders,  Limited,  with  head  office  at  Montreal,  capital 
$20,000,  to  carry  on  the  business  of  general  contractors  and 
builders. 

Interprovincial  Clay  Products,  Limited,  with  head  office 
at  Toronto,  capital  $500,000,  to  manufacture  brick,  terra 
cotta,  tile,  sewer  pipe,  etc. 

Franco-Belgo  Canadian  Syndicate,  Limited,  with  head 
office  at  Montreal,  capital  $40,000,  to  manufacture  brick,  tile, 
cement,  sewer  pipe,  etc. 


Contracts  Department 


News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Buckingham,  Ont. 

Town  contemplates  the  expenditure 
of  $75,000  on  alterations  to  water  works 
system.    Secy.-treas.,  David  Ray. 

Deschaillons,  Que. 

B.  Michaud,  Deputy  Minister  for  Pro- 
vincial Dept.  Public  Highways,  will  re- 
ceive tenders  until  May  5th  for  construc- 
tion of  concrete  pavement.  Plans  with 
Roads  Dept..  Quebec,  Que. 

East  Kildonan,  Man. 

Rural  Municipality  of  East  Kildonan 
contemplates  the  construction  of  sewers 
and  water  mains.  Secy.-treas.,  H.  M. 
Outhwaite,  East  Kildonan  P.  O. 

Farnham,  Township  of 

D.  H.  Noiseux,  secy.-treas.  for  Farn- 
ham Township,  will  receive  tenders  until 
April  30th  for  construction  of  cement 
bridge,  pillars  and  roads. 

Fonthill,  Ont. 

John  A.  Clark,  clerk  for  Thorold 
Township,  will  receive  tenders  until 
noon,  April  20th  for  construction  of 
concrete  walks,  1228  ft.  long,  3  ft.  wide. 

Kitchener,  Ont. 

A.  H.  Miller,  city  clerk,  will  receive 
tenders  until  April  2(.nh  for  supply  of 
material  and  construction  of  19,000 
square  yards  of  pavement.  Plans  with 
city  engineer,  B.  G.  Michel. 

L'Epiphanie,  Que. 

J.  B.  T.  Richard,  secy.-treas.,  will  re- 
ceive tenders  until  April  27th  for  grav- 
elling road  for  Municipality. 

London,  Ont. 

Utilities  Commission  will  have  plans 
prepared  for  dam  costing  $300,000  to  be 
constructed  in  1921.  Manager,  E.  V. 
Buchanan,  Hydro  Offices. 

Longueil,  Que. 

Town  has  under  consideration  the 
construction  of  trunk  sewer  costing 
*225,000.  Secy.-treas.,  J.  R.  Bournet. 

Tenders  will  be  called  shortly  for 
Town's  paving  work.    Cost,  $100,000. 

Milverton,  Ont. 

Town  will  call  tenders  shortly  for 
pipe  laying  in  connection  with  construc- 
tion of  waterworks  system  to  cost  $50,- 
000.    Clerk,  W.  D.  Weir,  Milverton. 

Miniota,  Man. 

W.  E.  Warren,  secy.-treas.,  Miniota, 
will  receive  tenders  until  April  27th  for 
road  grading  for  Rural  Municipality  of 
Miniota.  Specifications  with  Secy.-treas. 
and  Highway  Commissioner,  Winnipeg. 

Moncton,  N.  B. 

Work  will  start  May  10th  on  con- 
struction of  water  main  costing  $107,553 
for  City.  J.  Edington,  engineer,  City 
Hall,  will  call  tenders  shortly  for  ex- 
cavating and  laying  main. 
Montreal,  Que. 

City  contemplates  the  construction  of 
sewer  to  cost  $170,000.  Clerk,  Rene 
Bauset. 


Montreal  West,  Que. 

Town  Council  voted  $200,000  for  in- 
stallation of  new  lighting  system;  pav- 
ing remaining  streets;  opening  up  of 
two  new  streets;  construction-  of  muni- 
cipal greenhouse.  Work  will  start  short- 
ly.   Mayor,  James  Ballantyne. 

Newmarket,  Ont. 

E.  A.  James  Ltd.,  Excelsior  Life 
Bldg.,  Toronto,  are  preparing  plans  for 
construction  of  activated  sludge  plant 
for  Town. 

New  Toronto,  Ont. 

Plans  are  in  progress  for  construction 
of  sidewalks  and  sewer  extension  for 
Town.  Engineers,  E.  A.  Jrames  Co., 
Excelsior  Life  Bldg.,  Toronto. 

Ottawa,  Ont. 

Tenders  will  be  received  by  Secy. 
Board  of  Control  until  April  27th  for 
supplying  150,000  gallons  of  road  oil 
and  25,000  gallons  of  fuel  oil. 

Pembroke,  Ont. 

S.  L.  Biggs,  town  clerk,  will  receive 
tenders  until  May  12th  for  supplying 
and  installing  turbine  pump  and  gasoline 
engine  with  capacities  of  1,200  gallons 
and  BOO  gallons  per  minute.  Plans  at  of- 
fices of  clerk  and  Consulting  Engineers, 
Chipman  &  Power,  Mail  Bldg.,  Toronto. 

St.  Lambert,  Que. 

Town  contemplate*  the  expenditure  of 
$40,000  on  construction  of  waterworks, 
$65,000  on  construction  of  sewers,  and 
$56,000  on  macadamization  of  roads. 
Engineer,  E.  Drinkwater;  secy.-treas., 
J.  K.  Beatty. 

St.  Tite,  Que. 

Municipality  will  call  new  tenders 
shortly  for  gravelling  road.  Secy.-treas., 
J.  J.  Cloutier. 

Stanbridge  East,  Que. 

Tenders  will  lie  called  shortly  for  gra- 
velling road,  two  miles,  in  Stanbridge 
Station  Township,  for  Municipalty. 
Secy.-treas.,  C.  Henry  Hibbard,  Stan- 
bridge East. 

Toronto,  Ont. 

W.  A.  McLean,  Deputy  Minister,  Pari. 
iBlcigs.,  Toronto,  will  receive  tenders 
until  noon,  May  5th,  for  construction 
of  4  in.  bituminous  macadam  pavement, 
from  easterly  limit  of  Beamsville,  in 
Clinton  Township,  a  distance  of 
miles.  Plans  at  offices  of  Resident  En- 
gineer, Beamsville,  and  with  Deputy 
Minister. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Highways,  will 
receive  tenders  until  May  11th  for  con- 
struction of  3  in.  waterbound  macadam 
pavement  on  sections  of  provincial  high- 
way between  Stoney  Creek  and  St.  Ca- 
tharines, Ont.  Plans  at  office  of  City 
Engineer,  St.  Catharines,  Resident  En- 
gineer, Beamsville,  and  Deputy  Minis- 
ter, Toronto. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Highways,  will 
receive  tenders  until  May  5th  for  exca- 
vation,'  construction   of  concrete  struc- 


tures and  other  necessary  work  in  var- 
ious Townships.  Plans  at  offices  of 
Resident  Engineers,  Cornwall  and  Gan- 
anoque,  Ont.,  and  Deputy  Minister,  To- 
ronto. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Highways,  will 
receive  tenders  until  May  5th  for  exca- 
vation, construction  of  concrete  struc- 
tures and  other  necessary  work  in  Town- 
sh  ips  of  Brantford  and  Ancaster.  Plans 
at  office  of  resident  engineer,  Paris,  Ont., 
and  Deputy  Minister,  Toronto. 

Victoriaville,  Que. 

M  unicipality  contemplates  the  expen- 
diture of  $25,000  on  construction  of  con- 
crete road.    Secy.-treas.,  J.  N.  Mercier. 

Wiarton,  Ont. 

J.  H.  Fielding,  clerk,  will  receive  ten- 
ders until  May  1st  for  construction  of 
reinifioirced  /concrete  paveme,nt  co'sting- 
$16,000  for  Town. 

Windsor,  Ont. 

By-law  will  be  submitted  authorizing 
the  expenditure  of  $250,000  on  construc- 
tion of  waterworks  extension  for  City. 
Engineers,  E.  A.  James  Co.,  Excelsior 
Life  Bldg.,  Toronto. 

CONTRACTS  AWARDED 
Fort  Garry,  Man. 

Waterworks  system  costing  $200,000 
for  Rural  Municipality  of  Fort  Garry: 
General  contract,  Geo.  Dumas,  M.L  A 
Fort  Garry,  and  A.  C.  Waller,  Kitson 
Ave.,  Norwood,  Man.;  sewer  pipe  supply, 
Thos.  Jackson  &  Sons,  370  Colony  St., 
Winnipeg;  water  pipe  and  specials, 
Canada  Foundries  &  Forging  Ltd., 
Scott  Bathgate  Bldg.,  Winnipeg;  hyd- 
rants, Vulcan  Iron  Works,  Winnipeg; 
valves,  General  Supply  Co.  of  Canada 
Ltd.,  85  Water  St.,  Winnipeg. 

Londesboro,  Ont. 

Hullett  Township  placed  contract  for 
drainage  system  costing  $12,400  with 
VV.  A.  Stevenson,  O.  A.  C,  Guelph,  Ont. 
Oshawa,  Ont. 

W.  C.  Brennan  Construction  Co., 
Hamilton,  have  the  general  contract  for 
concrete  pavements  costing  $130,000  for 
Board  of  Works. 

Seaforth,  Ont. 

W.  Connolly,  Mitchell,  Ont.,  has  the 
contract  for  the  open  portions  of  the 
Dolmage  and  Dickson  drains  for  Hullett 
and   McKillop  Townships. 

St.  Thomas,  Ont. 

City  placed  Contract  for  paving  on 
Locust  St..  curb,  gutter  and  sidewalk, 
with  W.  Irwin,  Curtis  St. 


Railroads,  Bridges  and  Wharves 

Bayfield,  Ont. 

Plans  have  been  drawn  for  repairs  to 
pier  costing  $6,000  for  Dominion  Dept 
Public  Works. 

Beloeil,  Que. 

Dominion    Dept.    Public    Works  con- 
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templates  the  expenditure  of  $7,700  on 
repairs  to  protection  piers. 

Brantford,  Ont. 

Plans  are  in  progress  for  bridge  to 
cost  $200,000  for  City.  Engineers,  E.  A. 
James  Ltd.,  Excelsior  Life  Bldg.,  To- 
ronto. 

Cape  Bald,  N.  B. 

1'lans  have  been  prepared  for  repairs 
to  breakwater  and  pier  costing  $10,000 
for  Dominion  Dept.  Public  Works. 

Coleraine  Station,  Que. 

Bennett  Martin  Asbestos  Mine  Co. 
contemplate  the  construction  of  railway 
line  from  Coleraine  Station  to  Vimy 
Ridge  Mine,  Que.  Cost,  $100,000.  Man- 
ager, B.  J.  Bennett,  Thetford  Mines. 

Digby,  N.  S. 

Plans  prepared  for  repairs  to  pier 
costing  $5,000  for  Dominion  Dept. 
Public  Works. 

Hamilton,  Ont. 

City  will  expend  $280,000  on  fill  or  on 
construction  of  bridge;  undecided.  Chair- 
man  City   Council,   Aid.   Newlands,  94 
Smith  Ave. 
Miniota,  Man. 

W.  E.  Warren,  secy.-treas.,  Miniota, 
will  receive  tenders  until  April  27th  for 
construction  of  three  bridges  and  two 
culverts  for  Rural  Municipality  of  Min- 
iota. Plans  with  secy.-treas.  and  High- 
way Commissioner,  Winnipeg. 

St.  Brigitte  Des  Sault,  Que. 

Tenders  will  be  called  shortly  for 
construction  of  two  steel  bridges  for 
Municipality.   Secy.-treas.,  J.  A.  Jutras. 

St.  Caniet,  Que. 

L.  Lougpre,  secy.-treas.  for  Town, 
will  receive  tenders  until  May  1st  for 
gravelling  2,057  ft.  and  reinforced  con- 
creting 2,000  ft.  of  road. 

St.  Fabien,  Que. 

J.  A.  Berube,  secy.-treas.,  will  receive 
tenders  until  May  1st  for  construction 
of  steel  viaduct  for  Municipality. 

Simcoe,  Ont. 

W.  C.  McCall,  Town  clerk,  has  plans 
and  will  receive  tenders  until  April  30th 
for  construction  of  two  bridges.  Plans 
also  with  city  engineer,  G.  R.  Marston. 

Wheatlands,  Man. 

John  A.  Dyer,  Secy.-treas.  for  Rural 
Municipality  of  Daly,  R.  R.  No.  1, 
Wheatlands,  has  plans  and  will  receive 
tenders  until  May  1st  for  construction 
of  reinforced  concrete  bridge.  Plans 
also  with  Highway  Commissioner,  Win- 
nipeg. 

Whitby,  Ont. 

D.  F.  Kean,  Ontario  County  Road 
Supt.,  Whitby,  will  receive  tenders  un- 
til April  26th  for  construction  of  rein- 
forced concrete  bridges  and  culverts. 

Wilson's  Beach,  N.  B. 

Plans  have  been  prepared  for  repairs 
and  improvements  to  breakwater  cost- 
ing $8,700  for  Dominion  Dept.  .Public 
Works. 

Winnipeg,  Man. 

Plans  are  progressing  for  the  recon- 
struction of  the  Winnipeg  Electric  Rail- 
way's car  barns  recently  destroyed  with 
a  loss  of  $50,000.  Architect,  W.  A.  Wil- 
kins,  211 'Electric  Rly.  Chambers;  Gen- 
eral Manager,  A.  W.  .  McLimont,  202 
Electric  Rly.  Chambers.  Rolling  stock 
valued  at  $142,000  must  be  replaced. 

CONTRACTS  AWARDED 
Fort  William,  Ont. 

C.  P.  Kly.,  Montreal,  placed  the  gen- 


eral contract  for  engine  house  addition 
with  J.  H.  Simmons,  Confederation  Life 
Bldg.,  Winnipeg. 

Gormaly,  Ont. 

Markham  Township  placed  general 
contract  for  construction  of  three 
bridges  costing  $6,500  with  Hector  Pat- 
terson, R.  R.  No.  2,  Gormaly,  Ont. 


Public  Buildings,  Churches 
and  Schools 

Alfred,  Ont 

R.  C.  Commission  will  erect  school 
shortly  by  dav  labor;  cost,  $10,000.  Ad- 
dress Father  A.  Desjardins. 

Beaulac,  Que. 

School  Board  has  under  consideration 
the  erection  of  school.  Secy.-treas., 
Theo.  Lafleur,  Garthby  Station. 

Berthier,  Que. 

Plans  are  in  progress  for  chapel  sac- 
risty for  Apostoli  School.  J.  A.  Larue, 
74  St.  James  St.,  Montreal,  is  architect. 

Blyth,  Ont. 

New  tenders  will  be  called  in  a  few  days 
for  erection  of  memorial  hall  costing 
$12,000  for  Citizen's  Committee.  Archi- 
tect, W.  G.  Murray,  Dominion  Savings 
Bldg.,  London. 

Cannington,  Ont. 

Wr  rk  by  day  labor  has  started  o:i 
re-erection  of  school  costing  $6,000  for 
School  Board.   Secy.,  C.  A.  Callery. 

Collingwood,  Ont. 

Board  of  Education  has  under  con- 
sideration the  erection  of  technical 
school.  Chairman,  Archie  McCall. 

East  London,  Ont. 

Brig.  Gideon  Miller,  Albert  St.,  To- 
ronto, will  prepare  plans  for  meeting 
hall  costing  $12,000,  for  Salvation  Army. 

Fort  William,  Ont. 

R.  E.  Mason,  architect,  Victoria 
Block,  will  receive  tenders  until  5  p.m. 
May  5th  for  erection  of  technical  in- 
stitute for  Board  of  Education.  Esti- 
mated cost.  $250,000. 

Fredericton,  N.  B. 

Kenneth  G.  Rea,  architect,  285  Beaver 
Hall  Hill,  Montreal,  is  preparing  plans 
for  new  heating  system  costing  $6,000 
for  St.  Paul's  Presbyterian  Church. 

Granby,  Que. 

Alcide  Chausse,  architect,  72  Notre 
Dame  St.  E.,  Mon#real,  is  preparing 
plans  for  theatre  for  Sheridan  &  Costrie. 

Hamilton,  Ont. 

Board  of  Education  has  under  consid- 
eration the  erection  of  school  building. 
Secy.-treas.,  R.  H.  Foster,  City  Hall. 

Kentville,  N.  S. 

Provincial  Dept.  of  Works  &  Mines 
contemplates  the  erection  of  infirmary. 
Minitser,  Hon.  E.  H.  Armstrong,  Pro- 
vince Bldg.,  Halifax. 

Leamington,  Ont. 

Plans  will  be  prepared  for  school  to 
cost  $80,000  for  Board  of  Education. 
Chairman,  W.  J.  Trott.  Tenders  will 
be  called  in  May. 

Lindsay,  Ont. 

Wm.  McLean,  architect,  Woodville,  is 
preparing  plans  for  school  addition  cost- 
ing $20,000  for  School  Board. 

London,  Ont. 

Plans  are  in  progress  for  children's 
hospital  costing  $40,000  for  I.  O.  D.  E. 


Architects,  Watt  &  Blackwell,  Bank  of 
Toronto  Bldg. 

Lucknow,  Ont. 

By-law  will  be  submitted  authorizing 
the  construction  of  school  costing  $7,- 
000  for  Trustees  S.  S.  No.  9,  Ashfield 
Township.  Secy.,  Frank  Johnston,  R. 
R.  No.  7,  Lucknow,  Ont. 

Maple  Ridge,  B.  C. 

Gillan  &  Mountain,  architects,  721 
Northwest  Bldg.,  Vancouver,  are  pre- 
paring plans  for  school  costing  $35,000 
for  Maple  Ridge  School  Board.  Ten- 
ders will  be  called  soon. 

Montreal,  Que. 

R.  C.  School  Commission,  81  St.  Cath- 
arine St.  W.,  contemplates  the  alteration 
of  church  into  school.  Secy.-treas.,  A. 
I.afontaine,  N.  P. 

Plans  are  in  progress  for  alteration  \ 
of   residences  into  school  for  Hebrew 
People's  School.  Architect,  A.  G.  Nos- 
worthy,  304  University  Ave. 

Tenders  will  be  called  shortly  for 
erection  of  school  and  teachers'  resi- 
dence costing  $155,000  for  R.  C.  School 
Commission,  87  St.  Catherine  St.  W. 
Secy.,  A.  C.  Miller. 

Congregation  of  Notre  Dame,  1010 
Sherbrooke  St.  W.,  contemplate  the 
erection  of  convalescent  home.  Hon. 
Treas.,  Mrs.  D.  J.  Byrne,  above  ad- 
dress. 

R.  C.  School  Commissioners,  81  St. 
Catherine  St.  W.,  contemplate  the  en- 
largement of  several  schools,  also  the 
erection  of  new  school.  Secy.-treas.,  Ay- 
me  Lafontaine,  above  address. 

Mt.  Dennis,  Ont. 

S.  B.  Coon  &  Son,  architects,  810  Ex- 
celsior Life  Bldg.,  Toronto,  will  receive 
tenders  until  May  5th  for  brick  work, 
carpentry,  steel  trusses,  electrical  work, 
plastering  and  painting  in  connection 
with  church  building  for  Mt.  Dennis 
Presbyterian  Church. 

Nanticoke,  Ont. 

$.  S.  No.  16,  Walpole  Township,  has 
plans  drawn  for  school  to  cost  $6,000. 
Secy.,  Roger  M.  Denis,  Nanticoke. 

North  Vancouver,  B.  C. 

By-law  re  expenditure  of  $10,000  on 
completion  of  high  school  for  North 
Vancouver  School  Board  will  be  sub- 
mitted soon.  Architects,  Gillam  & 
Mountain,  711  Northwest  Bldg.,  Van- 
couver. 

Norton,  N.  B. 

F.  Neil  Brodie,  architect,  42  Princess 
St.,  St.  John,  is  preparing  sketches  for 
school  costing  $16,000  for  School  Board. 

Paris,  Ont. 

School  Board  has  under  consideration 
the  erection  of  school  costing  $25,000. 
Chairman,  J.  W.  Hilborn. 

Pelly,  Sask. 

Plans  have  been  prepared  for  erection 
of  hall  costing  $8,000  for     St.  Phillips 
Municipality  and  Village  of  Pelly.  Arch- 
itect, W.  T.  Turnbull. 
Petrolea,  Ont. 

Walls  &  Bennett,  architects,  Imperial 
Bldg.,  Sarnia,  are  preparing  plans  for  ex- 
hibition building  costing  $10,000  for 
Lambton  Corn  Growers  Ass'n. 

South  London,  Ont. 

Tenders  will  be  called  about  May  1st 
for  erection  of  collegiate  costing  $170,000 
for  Board  of  Education.    Architect,  L. 
E.  Carrothers,  Utilities  Bldg. 
Toronto,  Ont. 

Expenditure  of  $10,000  on  addition  and 
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alterations  to  Kew  Beach  Presbyterian 
Church,  8  Wineva  Ave.,  is  contemplated. 
Chairman  BIdg.  Committee,  Mr.  Mac- 
Lean,  care  John  Catto  &  Son,  219-221 
Yonge  St.  Arthur  Brydon,  402  River- 
dale  Ave.,  Ottawa,  is  architect. 

Tenders  will  be  called  in  a  few  days 
on  new  roof,  copper  or  tile,  for  city 
hall.  Chairman  Bd.  of  Control,  T.  L. 
Church,  City  Hall. 

Vegreville,  Alta. 

School  Board  is  having  plans  prepared 
for  erection  of  public  school,  solid  brick, 
four  rooms.  Chairman.  A.  L.  Horton. 

CONTRACTS  AWARDED 

Halifax,  N.  S. 

Russell  &  Macaulay,  10  Walker  St.. 
have  been  awarded  the  general  contract 
for  church  costing  $75,000  for  St.  Marks 
Church. 

Convent  costing  $100,000  for  R.  C. 
Episcopal  Corp.,  Dresden  Rd.:  Structur- 
al steel,  Canadian  Welding  Works  Ltd.. 
134  Queen  St.,  Montreal;  plumbing  and 
heating,  D.  A.  Cummings  &  Co.,  Upper 
Water  St.;  electrical  work,  Arthur  & 
Conn,  Argyle  St. 

Hamilton,  Ont. 

Board  of  Education  placed  general 
contract  and  masonry  for  reconstruction 
of  manual  training  school,  costing  $25,- 
000,  with  Stuart  Bros.,  Hyde  Park  Ave. 

Kingston,  Ont. 

Alderman  Litton,  52  Frontenac  St., 
has  been  awarded  the  general  contract 
for  memorial  hall  costing  $30,000  for 
Anglican  Congregation. 

Pembroke,  Ont. 

Church  costing  $45,000  for  St.  John's 
Lutheran  Church:  General  contract  and 
masonry,  Wm.  Markus  Ltd..  Pembroke 
St.;  carpentry,  F.  W.  Fischer,  Murray 
St.;  roofing,  heating,  plumbing  and  elec- 
trical work,  Dunlop  &  Co.,  Pembroke 
St,;  painting,  J.  M.  Taylor,  Pembroke 
St. 

Point  Grey,  B.  C. 

By-law  passed  authorizing  expendi- 
ture of  $33,230  on  erection  of  additions 
to  four  schools  and  $135,000  on  erection 
of  two  new  schools  for  Point  Grey 
School  Board.  Tenders  will  be  called. 
Address  Secy.  School  Board. 

Port  Grenville,  N.  S. 

School  Board  has  under  consideartion 
the  erection  of  school  costing  $8,000. 
Secy.,  John  Slater. 

Princeton,  B.  C. 

By-law  -passed  authorizing  expenditure 
of  $85,000  on  erection  of  two  public 
schools  for  Princeton  School  Board.  Ad- 
dress secy.  School  Board. 

Quebec,  Province  of 

Dominion  Dept.  Public  Works  con- 
templates the  expenditure  of  $25,000  on 
alterations,  improvements  and  repairs  to 
public  buildings  throughout  this  pro- 
vince. 

Quebec,  Que. 

Tenders  will  be  called  in  a  week  or  so 
for  erection  of  library  for  R.  R.  Father 
Oblats,  St.  Sauveur,  Que.  Superior,  Rev. 
Father  L.  J.  Beaupre,  15  Massue  St.,  St. 
Sauveur,  Que. 

Regina,  Sask. 

Carmichael  Church  Congregation  con- 
template the  erection  of  church  to  cost 
$40,000.  On  the  Building  Committee,  A. 
Robson,  A.  F.  Little,  etc. 

Ridgeway,  Ont. 

M.  S.  Pound,  secy.  Board  of  Education 


has  plans  and  will  receive  tenders  for 
erection  of  school.  Plans  also  with  Mac- 
Lean  Daily  Reports  Ltd.,  345  Adelaide 
St.  W.,  Toronto.  Architects,  W.  W. 
LaChance  &  M.  A.  Kearns,  43-44  Tem- 
ple BIdg.,  Welland,  Ont. 
Sarnia,  Ont. 

S.  B.  Coon  &  Son,  architects,  810  Ex- 
celsior Life  BIdg.,  Toronto,  will  receive 
bulk  or  separate  tenders  until  May  5th 
for  erection  of  collegiate  and  technical 
school  costing  $350,000  for  School  Board. 
Consulting  Engineer,  Melvern  F.  Tho- 
mas, 229  College  St.,  Toronto.  Plans  with 
architects,  engineer,  and  W.  T.  Goode- 
son,  Chairman  School  Board. 

Sault  Ste.  Marie,  Ont. 

Alonzo  Johnston,  26  Queen  E.,  secy.- 
treas.  for  St.  Paul's  Presbyterian 
Church,  will  call  tenders  shortly  for  al- 
terations and  addition  to  church  costing 
$20,000.  Architect,  Thos.  Wilks,  612 
Queen  St. 

Schomberg,  Ont. 

S.  S.  No.  4,  King  Township,  contem- 
plates the  erection  of  school  costing 
$30,000.  Secy.,  Wm.  R.  Clements,  Schom- 
berg, Ont. 

Sherbrooke,  Que.  , 

By-law  will  be  submitted  shortly  for 
authorization  of  construction  of  addi- 
tion to  market  buildings  costing  $20,000 
for  City.  Meanwhile  plans  are  progress- 
ing.   Secy.-treas.,  E.  C.  Gatien. 

South  London,  Ont. 

■  School  Board  will  call  tenders,  about 
June  1st.  for  erection  of  school  addition 
costing  $70,000.  Chairman,  Thos.  Rowe, 
187  Dundas  St. 

St.  Boswells,  Sask. 

Municipality  .placed  general  contract 
for  school  costing  $7,000  with  Water- 
man &  Waterbury  Co.,  118  Donahue 
Blk.,  Regina. 

St.  John,  N.  B. 

Centenary  Methodist  Church  contem- 
plates the  expenditure  of  $25,000  on  re- 
pairs to  church  and  installation  of  heat- 
ing apparatus.  Pastor,  Rev.  H.  A.  Good- 
win, 202  Princess  St. 

Trois  Pistoles,  Que. 

School*  Board  has  under  consideration 
the  erection  of  school. 
Truro,  N.  S. 

E.  D.  Vernon,  architect,  will  receive 
fenders  until  April  27th  for  erection  of 
girls'  home  costing  $36,000  for  Maritime 
Girls'  Home. 

Winnipeg,  Man. 

Carter-Halls-Aldinger  Co.,  Union  Bank 
BIdg.,  have  the  general  contract  for 
nurses'  home  costing  $389,000  for  City. 

Yorkton,  Sask. 

School  costing  $110,000  for  Christian 
Eros,  of  Ontario,  Toronto:  General  con- 
tract, masonry,  carpentry,  glazing  and 
painting,  Logan  &  Black,  Yorkton,  Sask. 


Business  Buildings  and  Indus- 
trial Plants 

Cao  De  La  Madeleine,  Que. 

Dr.  N.  Perreault  will  receive  tenders 
until  April  25th  for  erection  of  store 
and  tenement  costing  $16,000.  Architect, 
Jules  Caron,  69  St.  Francois  Xavier  St., 
Three  Rivers. 

Cobourg,  Ont. 

By-law  passed  authorizing  loan  of  $50,- 
000  to  the  Langslow  Fowler  Furniture 
Co.,  Rochester,  N.  Y.,  for  the  erection  of 
plant. 


Collingwood,  Ont. 

Plans  will  be  prepared  for  erection  of 
warehouse  and  garage  for  Imperial  Oil 
Ltd.,  56  Church  St.,  Toronto.  Supt,  Mr. 
Henbert. 
Edmonton,  Alta. 

Tenders  will  be  called  very  shortly  for 
superstructure  of  press  building  for  Ed- 
monton Journal,  Telger  Block.  Plans 
with  architect,  W.  G.  Blakey,  Canada 
Permanent  BIdg. 

Essex,  Ont. 

Levi  Bros.,  Talbot  and  Laird  Ave., 
will  erect  machine  shop  and  will  install 
equipment  for  manufacture  of  cement 
blocks. 

Halifax,  N.  S. 

H.  E.  Gates,  architect,  Queen  BIdg., 
is  preparing  plans  for  alterations  to  of- 
fices for  J.  C.  Mackintosh  &  Co.,  Hol- 
lis  St. 

Montreal,  Que. 

Laird  Paton  &  Son  Ltd.,  485  St. 
James  St.,  are  erecting  by  day  labor 
workshops   costing  $8,000. 

L.  A.  Amos,  architect,  78  Crescent  St., 
is  preparing  plans  for  bank  building  for 
Bank  of  Hochelaga,  112  St.  James  St. 

Maple  Creek,  Sask. 

J.  Flynn,  Moose  Jaw,  has  the  general 
contract  for  creamery  costing  $25,000 
for  Saskatchewan  Creamery  Co.  of 
Moose  Jaw. 

Moose  Jaw,  Sask. 

Tenders  will  be  called  shortly  for  erec- 
tion of  store  for  R.  L.  Slater.  Estimated 
cost,  $30,000. 

Orillia,  Ont. 

By-laws  passed  granting  free  site  and 
fixed  assessment  to  the  Glasscoat  Sewer- 
pipe  &  Clay  Products  Ltd.,  recently  in- 
corporated with  capital  of  $250,000. 
Plant  will  be  erected.  Manager,  F.  J. 
Beharriell. 

Ottawa,  Ont. 

Pierre  Levesque,  architect,  115  St. 
John  St.,  Quebec,  will  call  tenders  at 
once  for  erection  of  bank  building  cost- 
ing $80,000  for  La  Banque  Nationale,  St. 
Peter  St.,  Quebec,  Que. 

Owen  Sound,  Ont. 

Plans  will  be  prepared  for  warehouse 
and  garage  to  be  erected  for  Imperial 
Oil  Ltd.,  56  Church  St.,  Toronto.  Supt. 
Mr.  Henbert. 
Parkhill,  Ont. 

T.  J.  Stillman,  St.  Marys,  Ont.,  con- 
templates the  erection  of  creamery. 

Portage  La  Prairie,  Man. 

Saskachewan  Co-operative  Elevator 
Co.,  Regina,  Sask.,  contemplates  the 
erection  of  elevator  to  cost  $1,000,000. 
Winnipeg  Manager,  W.  M.  Bendry. 

Sarnia,  Ont. 

Plans  are  in  progress  for  erection  of 
office  building  costing  $10,000  for  R. 
Laidlaw  Lumber  Co.,  166  Devine  St. 
Architects,  Walls  &  Bennett,  Imperial 
BIdg.,  Sarnia. 

Saskatoon,  Sask. 

Imperial  Oil  Co.,  head  office  Toronto, 
Ont.,  contemplates  the  construction  of  oil 
station  here  estimated  to  cost  $100,000. 
Local  manager,  C.  S.  Griffiths. 

Shawinigan  Falls,  Que. 

North  Aluminum  Co.  contemplate  the 
erection  of  office  and  will  call  tenders 
in  May.  Manager,  A.  H.  Acton,  Maple 
Ave. 

St.  Andrew's  N.  B. 

Tenders  will  be  called  shortly  for  bank 
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building  costing  $1(1,000  for  Hank  of 
Nova  Scotia,  39  King  W.,  Toronto.  Ar- 
chitect, Mr.  Stewart. 

Three  Rivers,  Que. 

Desire  Lampron  is  erecting  store  and 
tenement  costing  $8,000. 

Plans  are  in  progress  for  erection  of 
malleable  steel  foundry  costing  $75,000 
for  Mechanical  Engineering  Co.  En- 
gineer, Mr.  Ditch  field,  care  Co. 

Toronto,  Ont. 

L.  Hollows,  14  Barrington  Ave.,  will 
erect  three  stores  and  apartments. 

Winnipeg,  Man. 

F.  W.  Lestikow,  Basement,  Northern 
Crown  Bank  Bldg.,  Winnipeg,  contem- 
plates the  erection  of  business  block. 

A.  J.  Henderson  &  Esplorn,  63  Wells 
Hill  Ave.,  will  erect  two  stores  and  ap- 
artments. 

J.  Graham,  48  Earlsdale  Ave.,  will 
erect  store  and  apartments  costing  $7,- 
500. 

C.  Lasby,  426  West  Marion  St.,  will 
erect  three  stores  and  apartments  cost- 
ing $6,500  each. 

Tenders  will  be  called  in  two  or  three 
weeks  for  bank  building  for  Bank  of 
Nova  Scotia,  39  King  St.  W.  Architect, 
Mr.  Stewart. 

Winnipeg  Tool  &  Forge  Co.  will 
erect  factory  and  factory  addition  by 
day  labor;  cost,  $9,000.  Managing  Di- 
rector, Luther  Holling,  54  Riverton  Ave. 
Machinery  required. 

Woodstock,  N.  B. 

McDade's  lath  mill,  recently  destroyed 
by  fire,  is  being  rebuilt  by  day  labor. 
Machinery  will  be  purchased. 

Woodstock,  Ont. 

J.  H.  Blackie  &  F.  Croudie  contem- 
plate the  erection  of  factory  costing  $6,- 
000. 

CONTRACTS  AWARDED 
Beaverdale,  Que. 

Beaver  Co.  placed  general  contract  for 
alterations  to  factory  costing  $25,000  with 
Alex.  Christie  &  Son,  Kenniston  Apts., 
Elgin  St.,  Ottawa,  and  electrical  work 
with  Costello,  Bellamy  &  Crowe,  Bank 
St.,  Ottawa. 
East  London,  Ont. 

H.  J.  Jones  &  Sons,  1153  Dundas  St., 
placed  the  contract  for  factory  costing 
$15,000  with  Jones  Bros.,  Hamilton  Rd. 
and  Maitland  St. 

Edmonton,  Alta. 

Warehouse  costing  $450,000  for  Mar- 
shall Wells  Co.,  corner  Market  and  Rorie, 
Winnipeg,  Man.:  General  contract,  Car- 
ter-Halls-Aldinger  Co.,  Union  Bank 
Bldg.,  Winnipeg. 

Elphinstone,  Man. 

McCarroll  Construction  Co.,  Union 
Trust  .Bldg.,  Winnipeg,  have  the  general 
contract  for  elevator  for  Ruthenian 
Farmers  Elevator  Co.,  218  Grain  Ex- 
change Bldg.,  Winnipeg. 

Halifax,  N.  S. 

J.  W.  Kedy,  138  Cunard  St.,  has  the 
general  contract  for  alteration  to  build- 
in-  into  offices  costing  $11,000  for  Dale 
&  Co.,  Hollis  St. 

Brookfield  Construction  Co.,  Prince 
St.,  have  been  awarded  the  general  con- 
tract for  alterations  to  store  for  N.  S. 
Furnishing  Co.,  Barrington  St. 

Hamilton,  Ont. 

United  Gas  &  Fuel  Co.,  72  James  St. 
N.,  have  placed  contracts  for  gas  ma- 
chinery in  connection  with  the  erection 
of  plant  with  Goldie  &  McCulloch  Co., 


Gait,  Ont.,  and  Gas  Machinery  Co., 
Cleveland,  Ohio. 

Moncton,  N.  B. 

Sumner  Co.,  Main  and  Wesley  Sts., 
placed  general  contract  and  carpentry 
for  store  and  warehouse  costing  $25,000 
with  A.  Wheeler,  Railway  Ave.  Archi- 
tect, J.  W.  Frazer,  132  Steadman  St. 

Montreal^  Que. 

A.  &  D.  Boileau,  546  Fabre  St.,  have 
general  contract  for  addition  and  alter- 
ations to  factory  costing  $32,000  for  Al- 
phonse  Raymond,  520  Panet  St. 

C,  N.  Allard,  461  Berri  St.,  has  the 
general  contract  and  carpentry  for  al- 
terations to  store  and  residence  costing 
$9,800  for  Jos.  Maisoneuve,  1238  Dorion 
St. 

O.  Archambault.  610  Park  Lafontaine, 
has  the  general  contract,  masonry  and 
carpentry  for  store  and  residence  cost- 
ing $7,000  for  Mde.  R.  David,  3074  St. 
Lawrence  Blvd. 

Alterations  to  store  costing  $35,000  for 
A.  Dionne  Son  &  Co.,  581  St.  Catherine 
St.  W.:  General  contract  and  carpentry. 
R.  Laberge,  141  Convent  St.;  brick,  T. 
Legault,  1164  Wellington  St.;  roofing,  L. 
P.  Ducharme  &  Co.,  1995  St.  James  St. 

Purdy  &  Henderson,  10  Cathcart  St., 
have  the  general  contract  for  alterations 
to  store  costing  $20,000  for  F.  W.  Wool- 
worth  Co.,  395  St.  Catherine  St.  W. 

Peterboro,  Ont. 

John  E.  Hayes,  219  Park  St.,  has  been 
awarded  the  general  contract  for  addi- 
tions to  plant  and  equipment  costing 
$500,000  for  Canadian  General  Electric 
Co.,  212  King  W.,  Toronto. 

Quebec,  Que. 

C.  Emile  Morissette  Ltd.,  236  Latour- 
elle  St.,  have  the  general  contract  for 
store  costing  $58,960  for  C.  J.  Lockwell, 
35  St.  Peter  St., 

Sydney,  N.  S. 

Chappell  Bros.  &  Co.,  62-80  Brookland 
St.,  have  the  general  contract  for  stores 
costing  $8,000  for  J.  B.  Morrison,  Char- 
lotte St. 

Three  Rivers,  Que. 

St.  Maurice  Lumber  Co.,  2  Notre  Dame 
St.,  placed  contracts  for  steam  heating, 
sprinkler  and  plumbing  system,  furnish- 
ing and  installing  motors,  transformers, 
electrical  feeders  and  distribution,  high 
pressure,  with  Canadian  Comstock  Co., 
New  Birks  Bldg.,  Montreal. 

Richer  &  Trudel  Co.,  186  Notre  Dame 
St.,  placed  the  general  contract  and  ma- 
sonry for  store  and  tenements  costing 
$20,000  with  Trottier,  Villeneuve  &  La- 
croix,  Lejeune  St. 

Anselme  Dube  Ltd.,  Bellefeuille  St., 
have  the  general  contract  for  bottling 
works  and  tenements  costing  $12,000  for 
Frisco  Bottling  Works,  Bonaventure  St. 

Toronto,  Ont. 

W.  E.  Dillon,  183  George  St.,  is  erect- 
ing manufacturing  'building:  Masonry, 
H.  N.  Dancy  &  Son  Ltd.,  C.  P.  R.  Bldg. 

Manufacturing  building  costing  $250, 
000  for  Dunlop  Rubber  Co.,  244  Booth 
Ave.:  Masonry,  carpentry,  plastering  and 
reinforced  concrete,  John  V.  Gray  Con- 
struction Co.,  Confederation  Life  Bldg. 

L.  A.  Beatty,  10  Tyrrell  Ave.,  has  gen- 
eral contract,  masonry  and  carpentry  for 
two  stores  and  apartments  for  A.  J.  Hen- 
derson &  Esplorn,  63  Wells  Hill  Ave. 

J.  Pijoan,  44  Colborne  St.,  has  the  gen- 
eral contract  for  store  and  apartments 
costing  $7,000. 

Agnew  Bros.,  22  Hurndale  Ave.,  have 


the  general  contract  for  addition  to 
store  and  apartments  for  Kane  Bros.,  123 
Danforth  Ave. 

A.  Galbraith,  163  Boon  Ave.,  has  gen- 
eral contract,  masonry  and  carpentry  for 
store  and  apartments  costing  $12,000  for 
Mrs.  John  Anderson,  272  Grace  St. 

Gordon  Purkis,  44  Essex  St.,  has  the 
general  contract,  masonry  and  carpen- 
try for  store  and  apartments  costing  $8,- 
000  for  John  H.  Morrow,  653  Dupont  St. 

Vancouver,  B.  C. 

S.  J.  Newitt,  954  17th  Ave.  W.,  has  the 
general  contract  for  lath  mill  costing 
$12,000  for  Lumber  Specialty  Co.,  505 
Metropolitan  Bldg. 

Chinese  Nationalist  League,  108  Pen- 
der St.  E,.  placed  general  contract  for 
stores,  class  and  lodge  rooms  costing 
about  $60,000  with  J.  McGougan,  4404 
Rupert  St. 
Victoria,  B.  C. 

Luney  Bros.  Ltd.,  508  Sayward  Bldg., 
have  the  general  contract  for  stores  cost- 
ing $8,500  for  Lim  Ging  &  Lee  Ward, 
Cormorant  and  Fisguard. 


Residences 

Amherstburg,  Ont. 

Robt.  Sinasac,  Leslie  Corners,  R.  R. 
No.  3,  Amherstburg,  will  erect  residence 

costing  $6,000. 

Calgary,  Alta. 

Burrell  &  Basivi,  architects,  Central 
Bldg.,  are  preparing  plans  for  fifty  resi- 
dences for  Bungalow  Construction  Co., 
Dominion  Bank  Bldg. 

Cap  De  La  Madeleine,  Que. 

Pascal  Montplaisir  contemplates  the 
erection  of  residence  costing  $10,000. 

Gedeon  Brousseau,  Pont  St.  Maurice, 
will  erect  eighteen    residences  costing 

$54,000. 

Jules  Caron,  architect,  69  St.  Francois 
Xavier  St.,  Three  Rivers,  will  receive 
tenders  until  April  25th  for  erection -of 
terrace  of  four  residences  costing  $15,- 
000  for  Henri  Magny,  St.  Adelphe,  Que. 

J.  A.  Roy  is  receiving  private  tenders 
for  two  semi-detached  residences  costing 
$90,000. 

Coleraine,  Que. 

B.  J.  Bennett,  Manager  for  The  Ben- 
nett Martin  Asbestos  Mines  Ltd.,  Thet- 
ford  Mines,  Que.,  will  receive  tenders 
for  erection    of    twenty-five  residences 

costing  $75,000. 

Greenfield  Park,  Que. 

Town  contemplates  the  erection  of  res- 
idences to  cost  $30,000  and  will  appoint 
architect  and  call  tenders.  Secy.-treas., 
E.  J.  Allwright. 

Halifax,  N.  S. 

Plans  are  in  progress  for  erection  of 
residence  costing  $10,000  for  Gerald 
Dwyer,  Spring  Garden  Rd.  H.  E.  Gates, 
Queen  Bldg.,' is  architect. 

McLean  Bros.,  McDonald  St.,  will 
erect  residence  by  day  labor.  Cost,  $6,- 
000. 

McDonald  &  Musgrave,  59  Granville 
St.,  will  erect  residence  by  day  labor. 
Cost,  $8,500. 

W.  B.  Freeman,  Robie  St.,  will  erect 
residence  by  day  labor.    Cost,  $7,000. 

Lachine,  Que. 

Town  will  call  tenders  shortly  for  the 
erection  of  residences  costing  $100,000. 
Mayor,  W.  A.  Thesserrault. 

Lancaster,  N.  B. 
Tenders  called  April  15th  for  erection 


April  21,  1920 


THE  CONTRACT  RECORD 


50 


of  detached  residences  for  Lancaster 
Housing  Commission.  Architect,  F.  N. 
Brodie,  43  Princess  St.,  St.  John. 

Listowel,  Ont. 

Jos.  Walker  contemplates  the  erection 
of  three  residences. 

London,  Ont. 

Dr.  C.  J.  Karn.  425  Richmond  St., 
contemplates  the  erection  of  residence 
costing  $10,000. 

W.  G.  Murray,  architect.  Dominion 
Savings  Bids:.,  is  preparing  plans  for  res- 
idence costing  $7,000  for  Dr.  Palmer 
Smith.  131  Oxford  St. 

Longueil,  Que. 

Town  contemplates  the  expenditure  of 
provincial  grant  of  $50,000  on  erection  of 
houses. 

Mimico.  Ont. 

P.  J.  Donovan.  Humber  Bay  P.  O..  will 
erect  residence  and  store  costing  $8,500. 

Moncton,  N.  B. 

A.  A.  Fownes.  2  Birch  St.,  is  erecting 
two  residences  costing  $5,000  each  by 
day  labor. 

R.  M.  Rive.  343  St.  George  St.,  is  erect- 
ing double  residence  costing  $7,500. 

Montreal,  Que. 

Wm.  H.  Dunn. 432  Strathcona  Ave.. 
contemplates  the  .erection  of  residence 
to  cost  $40,000. 

John  MacCormack,  180  Madison  Ave., 
is  erecting  residence  costing  $6,000. 

Montreal  East,  Que. 

Town  plans     to    expend  $100,000  on 
,  erection  of  residences.    Architect  will  be 
appointed    and    tenders    called.  Secy- 
treas.,  J.  E.  Coderre.  5430  Notre  Dame 
St.  E. 

Montreal  South,  Que. 

Town  contemplates  the  erection  of  res- 
idences to  cost  $30,000  and  will  appoint 
architect  and  call  tenders.  Secy.-treas., 
M.  M.  Condon. 

Niagara  Falls,  Ont. 

C.  M.  Borter.  architect,  102  Main  St.. 
will  receive  tenders  for  residence  costing 
$8,000  for  Miss  Read,  care  M.  C.  Good- 
sir's  Store. 

Ottawa,  Ont. 

Capital  Contractors  Ltd.  plan  to  make 
improvements  to  about  eighteen  resi- 
dences. Address  W.  Y.  Denison,  208 
Laurier  Ave.  W. 

P.  J.  Nolan,  673  Wellington  St.,  con- 
templates the  erection  of  addition  to 
apartments. 

O.  Pomerville,  550  Lisgar  St.,  will  re- 
ceive tenders  for  erection  of  apartments 
costing  $30,000. 

Arch.  Davidson,  69  Grosvenor  Ave., 
will  receive  tenders  until  April  24th  on 
erection  of  residence  costing  $6,500  and 
residence  costing  $6,000. 

W.  C.  Noffke,  architect,  Central  Cham- 
bers, Elgin  St..  is  preparing  plans  for 
large  residence  for  A.  L.  Florence,  Bo- 
tilier  St. 

Barrett  Bros.,  Catherine  St.,  will  erect 
304  residences  costing  $4,500  each. 

H.  C.  Butts,  334  McLeod  St.,  will  ex- 
pend $7,000  on  alterations  to  apartments. 
Architects,  Richards  &  Abra,  126  Sparks 
St. 

Fred  Hunt,  801  Carling  Ave.,  contem- 
plates the  erection  of  residences. 

W.  E.  Noffke,  architect,  Central  Cham- 
bers. Elgin  St.,  will  receive  tenders  until 
April  24th  for  erection  of  twenty  resi- 
dences costing  $60,000  for  McMahon  & 
McGee,  Central  Chambers. 


Paris,  Ont. 

Paris  Housing  Commission  contem- 
plate the  erection  of  five  residences  cost- 
ing $3,000  to  $4,000  each.  Chairman, 
Mayor  J.  M.  Patterson. 

Pointe  Aux  Trembles,  Que. 

Town  contemplates  the  erection  of 
residences  to  cost  $100,000  and  will  ap- 
point architect  and  call  tenders.  Secy.- 
treas.,  J.  C.  V.  Roy. 

Quebec,  Que. 

Emile  Cote,  358  Richelieu  St.,  will 
erect  two  residences  costing  $16,000. 

Sarnia,  Ont. 

Walls  &  Bennett,  architects.  Imperial 
Bldg.,  Sarnia,  are  preparing  plans  for 
erection  of  residence  costing  $10,000  for 
J.  F.  Newton,  361  London  Rd. 

Saskatoon,  Sask. 

R.  M.  Thompson,  architect.  Bank  of 
Nova  Scotia  Bldg..  is  preparing  plans  for 
erection  of  residence  costing  $10,000  for 
Mr.  Bowman. 
St.  John,  N.  B. 

F.  Neil  Brodie,  architect,  42  Princess 
St.,  will  receive  tenders  until  April  26th 
for  remodelment  of  tenement  into  apart- 
ments costing  $15,000  for  St.  John  Real 
Estate  Co.,  33-39  Princess  St. 

St.  Lambert,  Que. 

Town  contemplates  the  expenditure 
of  $200,000  on  erection  of  houses  and 
will  appoint  architect  and  call  tenders. 
Secy.-treas.,  J.  R.  Bcatty. 

St.  Marys,  Ont. 

Town  would  like  prices  from  contrac- 
tors prepared  to  erect  several  residences. 
Mayor,  Mr.  Brandon. 

Sturgeon  Creek,  Man. 

N.  W.  Deed,  303  Woodlawn  St..  Stur- 
geon Creek,  plans  to  erect  residence  cost- 
ing $6,000  under  housing  scheme.  V.  C. 
Maddock  &  Co.,  205  Northern  Crown 
Bldg..  Winnipeg,  will  receive  prices  and 
estimates. 

Three  Rivers,  Que. 

Plans  are  in  progress  for  erection  of 
residence  costing  $8,000  for  P,  S.  Mari- 
neau.  Architect.  Jules  Caron,  69  St. 
Francois  Xavier  St. 

Jules  Caron,  architect,  69  St.  Francois 
Xavier  St..  is  preparing  plans  for  ter- 
race of  six  single  residences  costing  $25.- 
000  for  Adolphe  Lambert,  Rue  St.  Denis. 

Alexis  Blanchette  will  erect  shortly 
four  tenements  costing  $12,000. 

A.  Desauliers,  Gingras  St.,  will  erect 
residence  costing  $6,000. 

Toronto,  Ont. 

Cox  &  Cummings,  2118  King  St.  E., 
are  erecting  eight  residences  costing  $5,- 
000  each. 

Mrs.  D.  J.  Sellers,  192  Carlton  St., 
will  erect  two  residences.  Supervisors, 
Gouinlock  &  King.  796  Yonge  St. 

Weismiller  &  MacKenzie  Bros.  Ltd.. 
1425  Queen  W.,  will  erect  residence  and 
garage  costing  $10,500. 

John  Lucas,  200  Gillard  Ave.,  is  erect- 
ing two  pair  of  residences  costing  $4,000 
each. 

R.  Phillips,  585  Gerrard  E.,  will  erect 
two  residences. 

G.  H.  McLaughlin,  48  Hogarth  Ave., 
wil  erect  two  pair  of  residences. 

A.  J.  Henderson,  63  Wells  Hill  Ave., 
will  erect  bungalow  costing  $8,000. 

Eden  Smith  &  Mathers,  architects,  33 
Scott  St..  will  prepare  plans  for  addition 
and  alterations  to  country  residence  fdr 
Dr.  H.  A.  Bruce,  64  Bloor  St.  E. 


W.  H.  Hubbard  &  Co.,  231  Wright 
Ave.,  will  erect  shortly  fifteen  to  eigh- 
teen residences. 

J.  A.  Thatcher,  architect,  37  Cowan 
Ave.,  will  receive  tenders  on  all  trades 
for  residence. 

Cox  &  Cummings,  2118  King  St.  E., 
are  erecting  seven  residences  costing  $5,- 
000  each. 

A.  J.  Reid,  218  Glendonwynne  Rd.,  will 
erect  residence. 

E.  C  Bastable,  135  Highfield  Rd.,  is 
erecting  four  pair  of  residences  costing 
$4,500  each. 

H.  C.  Fisher,  37  West  Lynn  Ave.,  will 
erect  two  residences  costing  $3,500  each. 

J.  A.  Martin,  55  Gilmore  Ave.,  con- 
templates the  erection  of  bungalows. 

J.  E.  Peterkin,  161  Inglewood  Dr.,  will 
erect  residence. 

Stan.  G.  Reid,  58  Hambly  Ave.,  is  erect- 
ing residence  costing  $6,500. 

G.  K.  Heaman,  114  Glenmore  Rd.,  is 
excavating  for  two  residences  costing 
$5,000  each. 

Tenders  will  be  received  by  J.  A.  That- 
cher, architect,  37  Cowan  Ave.,  on  all 
trades,  except  masonry  and  carpentry, 
for  erection  of  residence. 

J.  A.  Thatcher,  architect,  37  Cowan 
Ave.,  will  receive  tenders  for  all  trades, 
except  masonry  and  carpentry,  for  resi- 
dence and  four-car  garage. 

T.  M.  Charlton,  1490  Bathurst  St.,  is 
erecting  residence  costing  $7,500. 

M.  De  Jouckehere,  83  Runnymede  Rd., 
is  erecting  residence  costing  $6,000. 

B.  Forbes,  73  Wayland  Ave.,  will  erect 
two  residences  costing  $6,000  each. 

B.  Wamp.  65  Homewdod  Ave.,  will 
erect  residence  costing  $7,500. 

Vancouver,  B.  C. 

A.  J.  Bird,  City  Bldg.  Inspector,  will 
call  tenders  to  close  April  30th  for  erec- 
tion of  five  residences  under  housing 
scheme  costing  $16,900. 

Verdun,  Que. 

Town  contemplates     the     erection  of 
houses  to  cost  $250,000  and  will  appoint 
architect  and  call  tenders.    Secy -treas 
Jas.  Wishart,  Sr. 

Windsor,  Ont. 

Jos.  Colthart,  137  Cameron  Ave.,  is 
erecting  residence  costing  $6,000. 

V.  D.  St.  Louis,  40  Hall  Ave.,  will 
erect  five  residences  costing  $15,000. 

R.  W.  Leatherdale,  2  Louis  Ave.,  is 
erecting  two  flats  costing  $8,000. 

V.  D.  St.  Louis,  40  Hall  Ave.,  will 
erect  two  residences  costing  $6,000. 

Winnipeg,  Man. 

A._  C.  Adams,  403  St.  Johns  Ave.,  will 
receive  tenders  for  residence  costing  $6,- 
500. 

CONTRACTS  AWARDED 
Calgary,  Alta. 

J.  B.  Shnitzler,  201  Scarboro  Ave., 
placed  general  contract  for  residence 
costing  about  $7,000  with  J.  Knoopfli,  218 
Alberta  Block. 

Baptie  Bros.,  1317  15th  Ave.  W.,  have 
the  general  contract  for  residence  cost- 
ing $7,000  for  Fred  English,  330  10^ 
St.,  N.  W.,  Calgary. 

Can  De  La  Madeleine,  Que. 

J.  A.  Roy  has  placed  the  general  con- 
tract for  two  residences  costing  $6,000 
and  $6,500,  tenements  costing  $6,000  and 
two  semi-detached  residences  costing 
$6,000  and  $6,500  with  Gedeon  Brous- 
seau,  Pont  St.  Maurice. 

(Continued  on  page  62) 


Tenders 


Sealed  lenders,  registered  and  endorsed  on  the 
envelope  "Tenders  for  (Tender  bid  on)",  and  ad- 
dressed to  George  S.  Page,  Town  Clerk  of  the 
Town  of  Moosomin,  Sask.,  will  be  received  up 
to  6  p.m.,  May  5th,  1920,  for  the  supply,  delivery 
and  erection  of  certain  works. 
Tender  A — For  the  supply,  delivery  and  erection 

of  internal  combustion  engines. 
Tender  B — For  the  supply,  delivery  and  erection 

of    generators,    excitor,    switchboard,  street 

lighting  apparatus,  transformers,  meters,  etc. 
Tender  C — For  the  supply  and  delivery  of  one 

oil  storage  tank. 
Tender  D — For  the  supply  and  delivery  of  pole, 

wire  and  line  material. 
Tender  E — For  the  erection  of  electric  pole  line. 
Tender  F — For  the  erection  of  power  station  and 

cooling  chamber. 
Marked  cheque  for  five  per  cent.  (5%)  of  the 
amount  of  the  bid  must  accompany  each  tender. 

Complete  sets  of  plans  and  specifications  may 
be  seen  at  the  office  of  the  Consulting  Engineers, 
Saskatoon,  at  the  Town  C'ck's  office,  Moosomin, 
and  the  Board  of  Trade,  Regina,  Sask.  Specifi- 
cations on  tenders  A,  B,  C  and  D  may  be  seen 
at  the  office  of  the  Canadian  Engineer,  Winni- 
peg and  Toronto,  and  the  Contract  Record  office, 
Montreal,  after  March  30th,  1920. 

GEO.  S.  PAGE,  Town  Clerk, 

Moosomin,  Sask. 

MURPHY  &  UNDERWOOD, 

Consulting  Engineers, 
13-17  Saskatoon.  Sask. 


Storm  Sewer 
Construction 

Bids  Close  May  4th,  1920,  at  2  p.m. 


THIEF  RIVER  FALLS,  MINN. 


TOWN  OF  SIMCOE 


Tenders  for  Pavement 


Tenders  on  three  Reinforced  Concrete  Iteani 
Bridges,  abutments  for  Steel  Superstructure,  also 
Steel  Superstructure,  will  be  received  by  the 
Town  Clerk  up  to  five  p.m.,  April  30,  1920. 

Plans  and  specification  may  be  seen  on  or 
after  April  19,  1920,  at  the  office  of  the  Town 
Clerk  or  Town  Engineer. 

W.  C.  McCALL, 
16-17  Town  Clerk. 


Tenders  for  Pavement 


Sealed  bids  will  be  received  by  the  City  Coun- 
cil of  the  City  of  Thief  River  Falls,  Minn., 
until  2.00  p.m.  on  the  4th  day  of  May,  1920,  for 
the  installation  of  storm  sewer  extensions  in  said 
city  in  accordance  with  the  plans  and  specifica- 
tions therefor  now  on  file  in  the  office  of  the 
City  Clerk  of  the  City  of  Thief  River  Falls,  Minn. 

The  approximate  amount  of  labor  and  material 
is  as  follows: 

586  lineal  feet  of    8"  Vitrified  Sewer  Pipe. 
3,345  '  12" 

950  "  "  "  15" 
380     "       "     "  18" 

423     "       "     "  20"       "  "  - 

5((i84      "       "      "    trench,  5  ft.  to  7  ft.  deep. 
21  Manholes. 

24  feet  extra  depth  of  manholes. 
4  Catchbasins. 

Tapping  10  present  manholes  and  catch- 
basins. 

All  bids  must  be  on  blank  forms  furnished  by 
the  Bradley  Engineering  Service  of  St.  Cloud, 
Minn.,  and  each  bid  must  be  accompanied  by  a 
certified  check  on  some  reputable  bank  in  the 
amount  of  $1400.00,  payable  to  the  City  Clerk  of 
Thief  River  Falls,  Minn.,  such  check  to  be  sub- 
ject to  the  conditions  set  forth  in  the  specifica- 
tions. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  City  Clerk  of  the  City  of  Thief 
Rivet  Falls,  Minn.,  and  extra  sets  may  be  pur- 
chased from  the  Bradley  Engineering  Service. 
Weber  Bldg.,  St.  Cloud,  Minn.,  at  the  rate  ot 
$5.00  per  set. 

The  right  is  reserved  by  the  City  to  reject  any 
or  all  bids. 

Hy  order  of  the  City  Council. 
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A.  H.  AKRE, 

City  Clerk. 


Tenders  for  Sidewalks 


Sealed  tenders  for  the  construction  of  pave- 
ment in  the  Town  of  Leamington  will  be  re- 
ceived by  the  Town  Clerk  till  noon  on  Friday, 
April  30th,  1920. 

Plans  and  specifications  will  be  furnished  on 
application. 

Lowest  tender  not  necessarily  accepted. 

M.  L.   SELKIRK,  Deputy  Clerk, 

Leamington,  Ont. 
March  18,  1920.  18-16 


TOWN  OF  OSHAWA 


Sealed  tenders  will  be  received  for  the  con- 
struction of  pavement  on  Berford  Street  in  the 
Town  of  Wiarton,  from  Boyd  Street  to  fifty  feet 
south  of  George  Street,  a  distance  of  1,162  feet 
and  46  feet  in  width.  Tenders  to  be  received  by 
the  undersigned  up  to  Saturday  evening  the  1st 
day  of   May.  1920. 

Plans  and  specifications  will  be  furnished  on 
application  or  may  be  seen  at  the  office  of  C.  E. 
Bolton,  C.E.,  at  Listowcl. 

Lowest  tender  not  necessarily  accepted. 

J.    H.   FIELDING,  Clerk, 
16  17  Wiarton,  Out. 


Notice  to  Contractors 


Sealed  tenders,  marked  "Tender  for  Sidewalks," 
will  be  received  by  the  undersigned  until  5.00 
p.m.,  April  26th,  1920,  for  the  construction  of 
approximately  112,000  square  feet  of  Concrete 
Sidewalks. 

Plans,  specifications,  form  of  tender,  and  all 
necessary  information  may  be  obtained  at  the 
office  of  the  Town  Engineer. 

The  lowest  or  any  tender  for  all  or  any  part 
of  this  contract  will  not  necessarily  be  accepted. 

W.  G.  WORDEN. 

Town  Engineer. 

Oshawa.  Out.,  April  8.  1920.  15-16 


TENDERS 


Tenders  Called  for  Sarnia  Collegiate 
and  Technical  School 

on  Reinforced  Concrete,  Brick  Work,  Hollow 
Tile,  Terrazzo  Floors,  Steel  Casement  Sash,  Or- 
namental Iron,  Carpentry  Work,  Plastering, 
Marble  and  Painting.  Separate  or  bulk  tenders 
received  until  May  5th,  1920. 

Lowest  tender  not  necessarily  accepted.  De- 
posit of  $25.00  required  to  procure  plans  for 
figuring. 

S.  B.  COON  &  SON, 
ARCHITECTS,  TORONTO 

Heating  and  Ventilating,  Electric  Wiring  and 
Plumbing.  Deposit  of  $10.00  required  to  pro- 
cure plans.  Melvem  F.  Thomas,  Consulting 
Engineer.  Toronto.  Tender  forms,  information, 
plans  and  specifications  at  the  offices  of; 

S.  B.  COON  &  SON, 

Architects, 

Toronto,  Ont. 

MELVERN  F.  THOMAS, 

Consulting  Engineer, 

Toronto,  Ont. 

W.  T.  G00D1S0N, 

Chairman  of  Committee, 
I,;  Sarnia,  Ont. 


Road  and  Fuel  Oil 


Sealed  tenders,  addressed  to  the  Board  of  Con- 
trol, City  Hall,  Ottawa,  and  endorsed  "Tender 
for  Road  Oil,"  or  "Fuel  Oil,"  as  the  case  may 
be,  received  by  its  Secretary  up  to  3  p.m.,  Tues- 
day, April  27th,  1920,  for  approximately  120,000 
Imperial  gallons  of  Road  Oil  and  20,000  Imperial 
gallons  of  Fuel  Oil.  Any  tender  received  after 
the  above  stated  time  will  be  declared  informal. 

Specifications  and  full  particulars  may  be  ob- 
tained on  application  to  the  City  Engineer's 
Office.  The  Corporation  does  not  bind  itself  to 
accept  lowest  or  any  tender. 

A.  F.  MACALLUM, 

Commissioner  of  Works. 

Ottawa,  April  12th,  1920.  16 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act.  separate  sealed  tenders,  marked 
"Tender  for  Waterbound  Macadam  Pavement. 
Section   ,"  will  be  received  by  the  under- 
signed until  12  o'clock  noon,  on  Tuesday,  May 
11th,  1920,  for  the  construction  of  three-inch 
waterbound  macadam  pavement  on  the  Provincial 
Highway  between  Stoney  Creek  and  St.  Cath- 
arines in  the  following  sections : — 

(1)  From  mile  5  to  mile  9,  a  distance  of  four 
miles. 

(2)  Between  mile  9  and  mile  14.5,  a  distance 
of  three  and  one-half  miles. 

(3)  Between  mile  25  and  mile  31,  a  distance 
of  three  and  three-quarter  miles. 

Tenders  will  also  be  received  at  the  same  time 
for  the  construction  of  a  Bituminous  Macadam 
Pavement  on  the  same  section  of  the  highway. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Tuesday,  April  the  20th, 
1920,  at  the  office  of  the  City  Engineer,  St. 
Catharines,  the  office  of  the  resident  engineer, 
Beamsville,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, is  to  be  attached  to  each  separate  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required  when 
the  contract  is  signed. 

W.  A.  McLEAN. 
Deputy  Minister  of  Highways. 

Department  of  Public  Highways, 

Toronto,  April  16th,  1920.  18 
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Tenders 


Tenders  for  five-roomed  addition  to  Silver- 
thorne  Public  School.  Mount  Dennis,  No.  28 
York  Township.  Brick  Work,  Carpentry  Work, 
Terrazzo  Floors,  Steel  Casement  Sash,  Electrical 
Work,  Plastering,  Painting.  Separate  and  bulk 
tenders  received  until  May  5. 

Lowest  tender  not  necessarily  accepted. 

Tender  forms  and  information,  plans  and  spe- 
cifications at  the  office  of 

S.  B.  COON  &  SON,  Architects, 
810  Excelsior  Life  Bldg., 
10  Toronto,  Out. 


To  Contractors 


Tenders  will  be  received  by  the  undersigned 
until  Saturday  noon.  May  1st.  1920.  for  supply- 
ing the  material  and  constructing  2  Reinforced 
Concrete  Abutments  and  laying  a  Concrete  Floor 
for  a  new  bridge  to  be  erected  over  the  Au\ 
Saubles  River  at  Grand   Bend,  Ontario. 

A  marked  cheque  for  5  per  cent,  of  the  amount 
of  the  bid,  payable  to  the  Treasurer  of  the  County 
of   Huron,  shall  accompany  each  tender. 

The  lowest  or  any  bid  not  necessarily  accept- 
ed. Approximate  quantity  of  concrete  586  cubic 
yards.  Plans  and  specifications  may  be  seen  at 
this  office. 

JAMES  A.  BELL  &  SON, 

Civil  Engineers. 
16  Court  House,  St.  Thomas,  Ont. 


PAVING 

BidsClose  May  4th,  1920,  at  2  p.m. 


THIEF  RIVER  FALLS,  MINN. 


Sealed  bids  will  be  received  by  the  City  Coun- 
cil of  the  City  of  Thief  River  Falls,  Minnesota, 
until  2.00  p.m.  on  the  4th  day  of  May,  1920,  for 
the  grading,  curbing  and  paving  of  certain  streets 
and  avenues  and  the  grading  and  paving  of  cer- 
tain alleys  in  said  city  in  accordance  with  the 
plans  and  specifications  therefor  now  on  file  in 
the  office  of  the  City  Clerk  of  the  City  of  Thief 
River  Falls,  Min. 

The  approximate  amount  of  labor  and  material 
is  as  follows : 

48,857  square  yards  of  street  pavement. 

4,800  square  yards  of  alley  pavement. 

15,370  cubic  yards  of  street  excavation. 

1,500  cubic  yards  of  alley  excavation. 

Adjusting  present  sewer  appurtenances. 

13,760  lineal  feet  of  straight  curb. 

Removing  present  curb  and  gutter. 

3,666  square  yards  of  brick  gutter. 

Furnishing  and  placing  reinforcing  steel. 

All  bids  must  be  on  blank  forms  furnished  by 
the  Bradley  Engineering  Service  of  St.  Cloud, 
Minn.,  and  each  bid  must  be  accompanied  by  a 
certified  check  on  some  reputable  bank,  payable 
to  the  city  Clerk  of  Thief  River  Falls,  Minn 
for  the  amount  of  $20,000.00,  such  check  to  be 
subject  to  the  conditions  set  forth  in  the  specifi- 
cations. 

Alternate  bids  will  be  received  on  Creosote 
Block,  Brick,  Bitulithic,  and  Reinforced  Concrete 
Pavement,  concrete  pavement  and  concrete  base 
to  be  either  pit  run  gravel,  washed  and  screened 
sand  and  gravel  or  stone  concrete,  according  to 
the  decision  and  opinion  of  the  City  Council.  The 
Council  reserves  the  right  to  select  different  type 
of  pavement  for  alleys  than  that  which  is  select- 
ed for  street  and  avenue  paving. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  City  Clerk  of  the  City  of  Thief 
River  Falls,  Minn.,  and  extra  copies  may  be 
purchased  from  the  Bradley  Engineering  Ser- 
vice, Weber  Bldg.,  St.  Cloud,  Minn.,  at  the  rate 
of  $5.00  per  set. 

The  right  is  reserved  by  the  City  to  reject 
any  or  all  bids. 

By  order  of  the  City  Council. 

A.  H.  AKRE, 
15-17  City  Clerk. 


POSITION  WANTED— Superintendent  is  open 
for  engagement  on  any  class  of  Reinforced  Con- 
crete or  General  Building  Construction. 

I  have  the  experience  in  all  classes  of  Build- 
ings, also  Elevators  and  Bridges.  I  can  produce 
results.  Best  references.  Box  925,  Contract  Re- 
cord, Toronto,  Ont.  16'17 


Tenders 


Tenders  for  the  erection  of  the  Mount  Dennis 
Presbyterian  Church,  Dennis  Avenue,  Mount 
Dennis.  Brick  Work,  Carpentry  Work,  Steel 
Trusses,  Electric  Wiring,  Plastering,  Painting. 
Separate  and  bulk  tenders  received  until  May 
5th,  1920. 

Lowest  or  any  tender  not  necessarily  accepted. 

Tender  forms,  information,  plans  and  specifi- 
cations at  the  office  of  S.  B.  COON  &  SON, 
Architects,  810  Excelsior  Life  Bldg.,  Toronto, 
and  Mr.  Sneddon,  Mount  Dennis.  16 


Tenders  for  Pavements 


Alternative  bids  for  Asphalt,  Bitulithic,  and 
Concrete  Pavements  will  be  received  by  A.  H. 
Millar,  Esq.,  City  Clerk,  Kitchener,  Ont.,  until 
12  o'clock  noon,  Thursday,  April  29th,  1920,  for 
the  supply  of  material  and  construction  of  ap- 
proximately 19,000  square  yards  of  pavement. 

Drawings  and  specifications  may  be  seen,  and 
all  information  obtained  on  application  to  the 
City  Engineer's  Office  after  April  17th,  1920. 
Each  bid  must  be  accompanied  by  a  marked 
cheque  for  5  per  cent,  of  the  amount  of  the 
tender. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

li.  G.  MICHEL, 
15-16  City  Engineer. 


CITY  OF  STRATFORD 


Sealed  tenders,  endorsed  "Tenders  for  Cen- 
tral Main  Sewer,"  will  be  received  by  the  under- 
signed, at  the  City  Hall,  up  to  noon,  Saturday. 
May  8th,  1920,  for  the  construction  of  approxi- 
mately 1,300  feet  of  48  in.  sewer,  6,225  feet  of 
36  in.  sewer,  2,900  feet  of  24  in.  sewer.  Sewer 
Pipe  and  Castings  required  will  be  supplied  by 
the  Corporation. 

Plans,  specifications,  forms  of  tender  and  other 
information  may  be  obtained  at  the  office  of  the 
City  Engineer. 

The  lowest  or  any  tender  not  necessarily- 
accepted. 

A.  B.  MANSON, 
16-17  City  Engineer. 


Notice  to  Contractors 


Sealed  proposals  will  be  received  at  the  office 
of  M.  S.  Pound,  Secretary-Treasurer  Ridgeway 
Board  of  Education,  Ridgeway,  Ontario,  up  to 
6  p.m.,  April  30th,  1920,  for  the  various  works 
required  in  the  erection  and  completion  of  an 
eight  class  room  school  building. 

Plans  and  specification  may  be  seen  and  blank 
tender  forms  obtained  at  the  office  of  MacLean 
Daily  Reports,  347  Adelaide  St.  West,  Toronto, 
and  at  the  office  of  M.  S.  Pound,  Sec.-Treas.. 
Ridgeway,  and 

W.  W.  LA  CHANCE,  Architect. 
N.  A.  KEARNS,  Engineer,  Associated. 
43-44  Temple  Building, 
15-17  Welland,  Ontario. 


Crushed  Limestone 

A  splendid  Hard  Limestone  crushing  proposi- 
tion— a  large  amount  of  broken  stone  on  hand. 
Railroad  siding  in  quarry.  Will  sell  out  or  on 
Royalty.    Apply  to 

LONGFORD   QUARRY  COMPANY, 
13-t.f.  Longford  Mills,  Ont. 


For  Sale 

Three  Heavy  Duty  Engine  Lathes ;  24-inch 
swing,  10-foot  bed ;  complete  with  chucks ;  in 
perfect  condition  at  quarter  cost  price.  Apply 
400  Front  East,  Toronto.     Phone  Main  5338. 


QUARRYMAN  WANTED  at  once,  foreman  to 
take  charge  of  small  quarry  near  Hamilton.  Ap- 
ply Box  220,  Contract  Record,  Toronto,  Ont.  16 


DEPARTMENT  OF  ROADS 

Province  of  Quebec 


TENDERS 

Deschaillons  (Lotbiniere) 


Tenders  made  on  forms  furnished  by  the  De- 
partment of  Roads  and  placed  in  envelopes  bear- 
ing the  words  "Tender  for  Deschaillons,"  will 
be  received  until  one  o'clock  p.m.  on  the  fifth 
(5)  day  of  May,  1920,  at  the  office  of  the  under- 
signed. Parliament  Buildings,  at  Quebec,  for  the 
construction  of  a  concrete  pavement  on  the 
"Chemin  du  Bord  de  l'Eau."  Plans  and  specifi  - 
cations may  be  seen  at  the  office  of  the  under- 
signed. 

The  Government  of  the  Province  of  Quebec 
does  not  bind  itself  to  accept  any  of  the  tenders. 

B.  MICHAUD, 

Deputy  Minister. 
Quebec,   April   12th,   1920.  10 

Tenders  for 
Reinforced  Concrete 
Reservoir 

250,000  gals,  capacity 


Scaled  tenders,  marked  "Tender  for  Reservoir," 
will  he  received  by  the  undersigned  up  to  8 
o'clock  p.m..  May  i0,  1920,  for  Reinforced  Con- 
crete Reservoir  for  the  Corporation  of  Fergus, 
Ont.,  requiring  approximately  400  cubic  yards  of 
concrete  and  no  excavation. 

Plans,  specifications,  and  contract  form  may 
be  seen  at  the  Town  Clerk's  office,  Fergus,  Ont., 
at  the  office  of  E.  H.  Darling,  604  Spectator 
fildg.,  Hamilton,  Out.,  or  at  the  office  of  the 
Contract  Record,  347  Adelaide  St.  West,  Toronto. 

An  accepted  bank  cheque  for  Two  Hundred 
Dollars,  payable  to  the  order  of  the  Corporation 
of  Fergus,  must  accompany  tender,  and  this  will 
be  forfeited  should  the  bidder  fail  to  sign  con- 
tract and  give  satisfactory  guaranty  bond  for 
fifteen  per  cent,  of  tender  within  ten  days  after 
being  notified  of  the  acceptance  of  his  tender. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

C.  S.  EW1NG,  Reeve, 

Fergus,  Ont. 
E.  H.  DARLING,  Consulting  Engineer, 
16  Hamilton,  Ont. 


Vancouver  Harbour  Commissioners 

New  Pier  Works  at 
Burrard  Inlet 

CONTRACT  NO.  1 


Sealed  tenders,  addressed  to  the  undersigned, 
and  endorsed  "Tenders  for  Filling  and  Dredg- 
ing," will  be  received  at  this  office  until  twelve 
o'clock  noon,  May  15th,  1920,  for  the  execution  of 
the  Filling  and  Dredging  for  the  Harbour  Com- 
missioners' New  Pier,  to  be  known  as  "Ballan- 
tyne  Pier,"  at  Burrard  Inlet,  Vancouver,  B.C. 

Plans  and  specifications  can  be  seen  and  form 
of  tenders  obtained  at  the  office  of  the  Harbour 
Commissioners,  712  Pender  St.  W.,  Vancouver, 

B.  C.,  or  at  the  office  of  A.  D.  Swan,  M.  Inst. 

C.  E.,  Consulting  Engineer  to  the  Commissioners, 
10  Phillips  Place,  Montreal,  P.Q. 

Tenders  will  not  be  considered  unless  made  on 
the  forms  supplied  by  the  Commissioners  and 
in  accordance  with  the  conditions  set  forth 
therein. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to 
the  order  of  the  Harbour  Commissioners  for 
the  sum  of  Fifty  Thousand  Dollars  ($50,000). 

Copies  of  plans  can  be  obtained  on  applica- 
tion to  the  Harbour  Commissioners  or  the  Con 
suiting  Engineer  on  payment  of  the  sum  of  $25, 
which  will  be  returned  when  the  plans  are  re- 
turned. 

The  Harbour  Commissioners  do  not  bind  them- 
selves to  accept  the  lowest  or  any  tender. 

By  order, 

W.  D.  HARVIE,  Secretary. 
Vancouver  Harbour  Commissioners, 

Vancouver,  B.C.,  April  19,  1920.  16-17 
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Bridge  Tenders 


Sealed  tenders  will  be  received  by  Albert  Hill  - 
ycr,  Esq.,  Clerk  of  Artbur  Township,  Kenil- 
worth,  up  to  noon  on  Friday,  April  30th,  for  the 
construction  of  a  40  ft.  Concrete  Arched  Trussed 
liridgc,  known  as  liurke  Bridge,  at  Lot  0,  Con- 
cession 12,  Arthur  Township. 

For  plans  and  other  information  apply  to  Mr. 
Hillycr,  or  to  A.  W.  Connor,  34  Victoria  St., 
Toronto.  16 


Bridge  Tenders 


Scaled  tenders  will  be  received  by  James 
Beattic,  Esq.,  County  Clerk,  Fergus,  up  to  noon, 
Tuesday,  May  4th,  for  the  construction  of  the 
following  bridges  for  the  County  of  Wellington : 

No.  J.  Irvine  River  Bridge  of  two  spans  of 
01  ft.  over  a  gorge  80  ft.  deep.  New  tenders  are 
asked  for  a  steel  superstructure  with  concrete 
floors,  or  for  concrete  arches. 

No.  2.  Elkerton,  30  ft.  concrete  bridge  on 
Concession  3,  Pilkington. 

No.  3.  Loree,  18  ft.  Concrete  Bridge  on  Con- 
I     cession  seven-eight,  West  Garafraxa. 

No.  4.  Concrete  Bridge  on  Concession  one, 
Eramosa. 

For  plans  and  further  information  apply  to 
Mr.  Beattie,  or  to  A.  W.  Connor,  34  Victoria 
St.,  Toronto.  16 


TOWN  OF  DUNNVILLE 


Tenders 


Sealed  tenders,  plainly  marked  as  to  contents, 
will  he  received  by  John  Clark,  Esq.,  Town 
Clerk,  for  the  Municipal  Corporation  of  the 
Town  of  Dunnville,  up  to  12  o'clock  noon  of 
Saturday,  May  Eighth,  1920,  for  the  construction 
of  a  Pavement  on  South  Cayuga  and  Cedar 
Streets,  24  feet  wide  on  broken  stone  base  with 
concrete  curbs. 

Plans  and  specifications  and  all  necessary  in- 
formation may  be  obtained  from  the  Town  Clerk 
at  Dunnville,  and  at  the  office  of  the  Engineer, 
Frank  Barber,  40  Jarvis  Street,  Toronto. 

The  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

JOHN  CLARK,  Town  Clerk. 

FRANK  BARBER,  Town  Engineer. 

Dunnville,  April  15th,  1920.  16 


Scarboro  Public  Utilities  Commission 
Water  Area  No.  1 


Sealed  tenders,  addressed  to  W.  D.  Annis,  Sec- 
retary, Room  1004,  Excelsior  Life  Building,  To- 
ronto, will  be  received  up  to  9  a.m.,  May  3rd, 
1920,  for  the  following  work  and  materials : — 
The  laying  and  jointing  of — 
4  miles  of    6"  mains. 
3  miles  of    8"  mains. 
2  miles  of  10"  mains. 
2  miles  of  12"  mains. 
Plans   and   specifications   may   be   seen   at  the 
office    of    the    Engineers,    Room    1004  Excelsior 
Life  Building,  Toronto. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

J.  T.   STEWART,  Chairman. 

W.  D.  ANNIS,  Secretary. 

THE  E.   A.  JAMES  CO.,  LIMITED, 
Consulting  Engineers, 
10  36  Toronto  St.,  Toronto,  Ont. 


For  Sale 

Two  Concrete  Mixers,  good  as  new.  For  par- 
ticulars, apply  to 

STAFFORD  J.  CLEMENT, 

Box  113,  Marmora,  Ont. 
16  Phone  25 


A  YOUNG  MAN  widely  experienced  in  Build- 
ing Construction,  Public  Works,  and  Contractors' 
business  generally,  and  graduate  in  Civil  Engi- 
neering, desires  position  with  a  firm  of  General 
Contractors.  References.  Box  217,  Contract 
Record,  Toronto.  16-18 


EXPERIENCED  ARCHITECT,  established  in 
Toronto,  realizing  the  opportunities  for  an  organ- 
ization capable  of  carrying  on  both  the/  design- 
ing and  construction,  on  a  cost  and  plus  basis, 
of  higher  class  of  residential  and  other  buildings, 
desires  association  with  Architect  or  Contractor 
possessing  good  connections,  for  the  purpose  of 
expanding  present  business.  Would  consider 
good  location  outside  of  Toronto.  Apply  Box 
223,  Contract  Record,  Toronto,  Ont.  16 


Residences 

(Continued  from  page  591 

R.  Burns,  care  Exhibition  Bd.,  has  gen- 
eral contract,  masonry  and  carpentry  for 
residence  costing  $20,000  for  F.  E.  Os- 
borne, Eighth  Ave.  W. 

Cap  De  La  Madeleine,  Que. 

St.  Maurice  Paper  Co.  placed  the  gen- 
eral contract  for  one  terrace  of  resi- 
dences costing  $30,000  and  three  terraces 
costing  $54,000  with  Anselme  Dube  Ltd., 
Bellefeuille  St. 

Coleraine,  Que. 

Philippe  Poudrier,  Black  Lake,  has  the 
general  contract,  masonry,  carpentry  and 
roofing  for  residences  costing  $75,000  for 
Bennett  Martin  Asbestos  Mine  Co.,  Thet- 
ford  Mines. 

Halifax,  N.  S. 

A.  T.  MacDonald,  Rosebank  Ave.,  has 
the  general  contract  for  residence  cost- 
ing $8,000  for  Mr.  Mumford. 

L.  J.  Fader,  122  Barrington  St.,  placed 
the  general  contract  for  double  residence 
costing  $14,000  with  J.  K.  Hunter,  152 
Henry  St. 

Salvation  Army,  Brunswick  St.,  placed 
the  general  contract  for  residence  cost- 
ing $6,000  with  Harry  Simpson,  36  Rhode 
Island  Ave. 

Point  Grey,  B.  C. 

S.  J.  Newitt,  954  17th  Ave.  W.,  Van- 
couver, has  the  general  contract  for  res- 
idence costing  $8,600  for  W  .W.  Ellis, 
2672  Point  Grey  Rd. 

Blythe  Rogers,  care  B.  C.  Sugar  Re- 
finery Co.,  foot  of  Rogers  St.,  Vancou- 
ver, placed  the  general  contract  for  resi- 
dence costing  $78,000  with  Dominion 
Construction  Co.,  509  Richards  St.  Ar- 
chitect. Bernard  C.  Palmer.  850  Has- 
tings St.  W.,  Vancouver. 

Portage  La  Prairie,  Man. 

A.  McLarty,  Portage  La  Prairie,  has 
the  general  contract  for  residence  cost- 
ing $6,000  for  W.  Davison. 

Powell  River,  B.  C. 

Leonard  C.  Stevens,  21st  Ave.  and  Col- 
lingwood  St.,  Vancouver,  has  the  gen- 
eral contract  for  twenty-one  cottages 
costing  about  $75,000  for  Powell  River 
Co.,  Powell  River,  B.  C. 

Quebec,  Que. 

Joseph  Nadeau,  139  N.  D.  des  Anges, 
placed  the  general  contract  for  residence 
costing  $10,000  with  Alexander  Fackney. 
107  St.  Joachim  St. 

Saskatoon,  Sask. 

H.  Gauvin,  926  University  Drive,  is  ar- 
chitect and  general  contractor  on  erec- 
tion of  residence  costing  $8,000  for  R. 
Archibald,  Suite  10.  McKim  Blk.,  Sas- 
katoon. 

St.  Catharines,  Ont. 

Jas.  Davis,  49  Richmond  St.,  has  gen- 


eral contract  and  carpentry  for  residence 
costing  $7,000  for  A.  P.  Kennedy,  Queen- 

ston  St. 

St.  James,  Man. 

R.  D.  Harper,  455  Stiles  St.,  Winni- 
peg, has  placed  the  general  contract  for 
erection  of  residence  costing  $7,500.  For 
name  of  contractor  apply  to  above. 

Sturgeon  Creek,  Man. 

The  following  each  placed  general  con- 
tract for  residence  costing  $6,500  with 
City  &  District  Land  Co.,  McArthur 
Bldg.,  Winnipeg:  S.  A.  Nicholson,  520 
Basswood  Place,  Winnipeg;  L.  A.  Far- 
rell,  care  Great  West  Life,  Winnipeg; 
R.  G.  Graham,  200  Tribune  Bldg..  Win- 
nipeg; H.  D.  Sutherland,  803  Electric 
Rly.  Chambers,  Winnipeg. 

Three  Rivers,  Que. 

Four  flats  costing  $16,000  for  Dufresne 
&  Duchesne:  General  contract  and  ma- 
sonry, Trottier,  Villeneuve  &  Lacroix, 
Lejeune  St. 

Jos.  Godbout,  Des  Forges  St.,  placed 
the  general  contract  for  residence  cost- 
ing $8,000  with  A.  Heon  &  TJo.,  45  St. 
Antoine  St. 

Alexandre  Pilletier,  Mercier  St.,  has 
placed  the  general  contract  for  erection 
of  tenements  costing  $10,000  with  Trot- 
tier, Villeneuve  &  Lacroix,  Lejeune  St. 

Gauthier  &  Cossette  have  the  general 
contract  for  repairs  to  residence  costing 
$6,000  for  Z.  Bernequez,  St.  Maurice  St. 

Vancouver,  B.  C. 

S.  J.  Newitt,  954  17th  Ave.  W.,  has 
general  contract  for  residence  costing 
$14,500   for  J.   Graham,   Thorley  Park, 

Vancouver. 

Winnipeg,  Man. 

J.  W.  Parker,  473  Beresford  Ave.,  has 
been  awarded  the  general  contract  for 

residence  costing  $22,000. 


Power  Plants,  Electricity  and 
Telephones 

Joliette,  Que. 

Bell  Telephone  Co..  118  Notre  Dame 
St.  W.,  Montreal,  will  call  tenders  in 
about  one  month  for  erection  of  tele- 
phone exchange.  Architect  and  engineer, 
W.  J.  Carmichael,  29  Hospital  St.,  Mon- 
treal. 

Red  Deer,  Alta. 

Provincial  Dept.  Public  Works  will 
erect  telephone  exchange  building  this 
spring.     Minister,  Hon.  A.  J.  McLean, 

Edmonton. 

Winnipeg,  Man. 

C.  J.  Brown,  city  clerk,  will  receive 
tenders  until  May  3rd  for  supply  and  de- 
livery f.o.b.  Lac  du  Bonnet,  of  cast  iron 
transformer  rails  and  accessories  for  ex- 
tension to  power  house  at  Point  du  Bois. 
Specifications  at  City  Light  &  Power 
Dept.,  54  King  St..  Winnipeg. 

CONTRACTS  AWARDED 
Bashaw,  Alta. 

Town  has  awarded  contract  for  elec- 
tric lighting  system  to  J.  McCarty.  Ba- 
shaw. 


Miscellaneous 

Grande  Anse,  N.  B. 

R.  C.  Desrochers,  secy.,  Ottawa,  will 
receive  tenders  until  noon  April  29th  for 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 


WRITE  FOR  PRICES  AND  SPECIFICATIONS 

THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative : 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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Fires 

Montebello,  Que. 

Fire  destroyed  convenl  owned  by  the 
Town.  LOSS,  $25,000. 


Late  News 

Calgary,  Alta. 

J.  H.  Garden,  117  Garden  Crescent, 
contemplates  the  erection  of  apartment 
to  cost  $40,000. 

Work  has  resumed  on  the  erection  of 
garage  costing-  $40^000  for  Lougheed  & 
Taylor,  Ninth  Ave.  and  Second  St.  N. 
W.  Edwards  &  Foster,  Seventh  Ave. 
W.,  are  the  general  contractors. 

W.  Branton,  architect,  City  Hall,  will 
receive  tenders  until  April  30th  for  erec- 
tion of  four  schools  costing  $.'S0,000  each 
and  addition  to  school  costing  $40,000 
for  School  Board. 

Chatham,  Ont. 

Indian  Creek  Land  Co.  contemplate 
the  erection  of  club  house  to  cost  $20,- 
000.    President,  J.  G.  Kerr. 

Cowansville,  Que. 

A.  Kent,  architect,  Granby,  Que.,  is 
preparing  plans  for  erection  of  foundry 
costing  $50, 000  for  W.  F.  Vilas  Co. 

Drummondville,  Que. 

Town  has  been  granted  $200,000  by 
Province  for  erection  of  workmen's 
residences  and  work  will  start  in  two 
weeks.    Clerk,  W.  A.  Moisan. 


tract  for  erection  of  school  costing  $30.- 
000    for    Consolidated    School  Board. 

Ladysmith,  B.  C. 

I'ercy  Fox,  architect,  :i   Brown  lilk., 
Victoria,   B.C..  will  receive  tenders  un- 
til April  30th  for  erection  of  memoiral 
hall  to  cost  $35,000  for  G.W.V.A. 
Lennoxville,  Que. 

liy-law  will  be  submitted  authorizing 
the-  expenditure  of  $75,000  on  construc- 
tion of  extension  to  Town's  waterworks 
system.  Secy.-treas.,  \V.  W.  Baker, 
Town  Hall. 

Montreal,  Oue. 

Italian  Y.M.C.A.,  156  Elizabeth  St.. 
contemplate  the  erection  of  new  build- 
ing to  cost  $25,000.  Hon.  Treas..  Che- 
valier R.  Mandato,  2555A  Park  Ave. 

Napierville,  Que. 

A.  Barrette,  secy,  for  County  Council, 
will  receive  tenders  until  May  10th  for 
macadamization  of  30,000  ft.  of  roads. 
12  ft.,  also  for  bridges,  supports,  fences 
and  ditches  in  connection  with  it. 

Northern,  Ont. 

Canadian  Light  Railway  Construction 
Co.,  Sun  Life  Bldg.,  Toronto,  have  been 
granted  permission  to  build  and  oper- 
ate twenty-eight  miles  of  light  railroad. 
,  Supt.,  L.  W.  Solloway,  Sun  Life  Bldg., 
Toronto. 

Ottawa,  Ont. 

Contract  for  the  erection  of  Salvation 
Army's  Maternity  Hospital  to  cost  $150.- 
000   has   been    let   to    Geo.   Grain.  285 

.  Clemow  Ave.,  Ottawa. 


dredging  work  for  Dominion  Dept.  Pub- 
lic Works. 

Hamilton,  Ont. 

City  will  appoint  committee  re  war 
memorial.  Clerk,  S.  H.  Kent.  Sketch 
plans  prepared  by  \V.  Rogers,  45  Madi- 
son Ave. 

London,  Ont. 

Lake  Erie  Coal  Co.  plan  to  erect  plant 
for  unloading  and  handling  coal.  Man- 
ager, Wm.  Wollatt,  479  Grey  St. 

W.  Hueston,  380  Wellington  St.,  will 
receive  tenders  for  pavilion  costing  $17,- 
000. 

North  West  Miramichi  River,  N.  B. 

R.  C.  Desrochers,  secy.,  Ottawa,  will 
receive  tenders  until  noon  April  29th  for 
dredging  work  for  Dominion  Dept.  Pub- 
lic Works. 

Ottawa,  Ont. 

Richard  Spratt,  4  Thornton  Ave.,  con- 
templates the  erection  of  public  garage. 

Ridgetown,  Ont. 

Howard  Township  and  Ridgetown  con- 
template erection  of  memorial  for  sol- 
ders. May  erect  hall.  Chairman  Joint 
Committee,  Councillor  Thorold,  Ridge- 
town. 

Sherbrook",  Que. 

Tenders  wanted  for  erection  of  ware- 
house, garage,  stables,  etc..  for  Imperial 
Oil  Ltd.  Plans  with  District  Represen- 
tative, F.  J.  Wolfe,  care  Imperial  Oil 
Ltd.,  918  St.  Patrick  St..  Montreal. 

Toronto,  Ont. 

J.  A.  Harrison  Coal  Co.,  75  Brock 
Ave.,  plan  to  make  addition  and  altera- 
tions to  coal  sheds  and  to  install  new 
elevators. 

Victoria,  B.  C. 

Revercomb  Motor  Co.,  1911  Belmont 
Ave.,  are  erecting  garage  costing  $15,- 
000  by  day  labor. 

Welland,  Ont. 

City  contemplates  the  purchase  of  two 
trucks,  hook  and  ladder  and  chemical 
and  hose.  Clerk,  W.  E.  Forster,  48 
Main  St. 

Westmount,  Que. 

City  contemplates  the  expenditure  of 
$30,000,  on  monument.  Secy.-treas..  Ar- 
thur F.  Bell  Sculptor,  G.  W.  Hill,  355 
Bleury  St. 

Windsor.  Ont. 

J.  C.  Pennington,  architect,  La  Belle 
Bldg.,  will  receive  tenders  until  April 
24th  for  erection  of  garage  costing  $75,- 
000  for  Universal  Car  Agency,  corner 
Chatham  and  Pelessier  Sts. 

CONTRACTS  AWARDED 

Ottawa  Ont. 

W.  Smith.  397  Albert  St.,  has  the  gen- 
eral contract  for  erection  of  storage 
building. 

Toronto,  Ont. 

Witchall  &  Son,  15C  St.  Helen's  Ave., 
have  the  general  contract  for  two'  gaso- 
line stations  costing  $15,000  each  for  Im- 
perial Oil  Ltd..  5G  Church  St. 

Winnipeg,  Man. 

Mr.  Peterson,  196  Johnson  Ave.,  Ins 
the  genet al.  (  n!;«-ct  for  alterations  to 
public  baths  cr  sting  $0,400  for  City: 
Flooring  and  roofing,  Vulcan  Asphalt  81 
Supply  Co..  803  Electric  Rly.  Chambers. 


Edmonton,  Alta. 

W.  G.  Blakey.  architect,  Canada  Per- 
manent Bldg.,  Edmonton,  is  preparing 
plans  for  erection  of  residence  for  Dr. 
C.  G.  Geggie,  10236  123rd  St.,  Edmon- 
ton.   Estimated  cost.  $20,000. 

C.  P. "Rly.,  Montreal,  placed  the  gen- 
eral contract  for  addition  to  sheds  cost- 
ing $20,000  with  J.  M.  Eaton.  Leduc. 
Alta. 

Fort  Garry,  Man. 

Arthur  Macaw.  711  Paris  Bldg..  Win- 
nipeg, has  been  awarded  the  general 
contract  for  construction  of  bridge  to 
cost  $35,000  for  Rural  Municipality  of 
Fort  Garry. 

Gladstone.  Man. 

D.  A.  MacLean,  secy.-treas.,  will  re- 
ceive tenders  until  May  1st  for  erection 
of  school  costing  $50,000  for  Gladstone 
School  District  No.  70.  Architect.  T.  H. 
G.  Russell.  110  McArtbur  Bldg..  Win- 
nipeg. 

Gueloh.  Ont. 

Gueh>h  Housing  Commission.  Merch- 
ants Bank  Bldg..  placed  the  general 
contract  for  erection  of  twenty-five  resi- 
dences to  cost  $90,000  with  J.  W.  Oaks, 
Kathleen  St. 

Hamilton,  Ont. 

C.  Moodie,  182  Hughson  St.  S..  placed 
the  general  contract,  masonry,  steel  and 
carpentry  for  erection  of  apartment 
house  to  cost  $25,000  with  A.  Rayner. 
320  Caroline  St.  S. 

Stuart  &  Sinclair,  17  Jackson  E.,  have 
been  awarded  the  general  contract, 
masanry.  steel  and  carpentry  for  erec- 
tion of  office  building  to  cost  $25,000  for 
Chipman-IIolton  Knitting  Co.,  124-6 
Mary  St. 

Hawarden,  Sask. 

Waterman  &  Waterbury  Co.,  118  Don- 
ahue   Blk.,    Regina,   have   general  con- 


Quebec,  Que. 

City  placed  sreneral  contract  for  al- 
teration of  building  into  stores  and  offices 
costine  $15,753  with  Delphis  Maranda. 
R12T^  St.  Valier  St. 

Saskatoon,  Sask. 

Work  has  resumed  on  the  erection 
of  elevator  to  cost  $500,000  for  Quaker 
Oaks  Co..  Canada  Bldg..  Saskatoon. 
The  Leonard  Construction  Co..  on  job, 
are  the  general  contractors. 

St.  Catharines,  Ont. 

Newman  Bros..  75  St.  Paul  St.,  St 
Catharines,  have  been  awarded  the 
general  contract  for  erection  of  factory 
casting"  $45,000  for  Dominion  Canners 
Ltd..  Hamilton. 

St.  Genevieve  de  Berthier,  Que. 

T.  A.  A.  Lavalle.  secy. -treas.,  Berthier' - 
ville.  Que.,  will  receive  tenders  until  April 
2:;rd  for  macadamizing  roads  for  Town. 

Toronto,  Ont. 

Pote  &  Rogers,  Lumsden  Bldg.,  have 
under  consideration  the  erection  of  fif- 
teen or  twenty  residences.  Work  to  go 
ahead  this  year. 

Tenders  close  April  29th  for  supply 
and  erection  complete  of  reinforced 
concrete  bridge  of  35  ft.  span,  also 
grading  for  Toronto  &  Hamilton  High- 
way Commission.  Chairman,  Geo.  H. 
Gooderham.  49  Wellington  E.,  Toronto. 

Vancouver,  B.  C. 

R.,  Sharp,  1533  Fifth  Ave.  E.,  is  the 
general  contractor  for  Almonds  Ltd., 
Vancouver,  on  alterations  and  additions 
to  ice  cream  factory  costing  $20,000. 

Tenders  will  be  called  soon  for  erec- 
tion •  of  store,  garage  and  auto  school 
to  cost  $30,000  for  Otto  Weiler.  Archi- 
tect, Percy  Fox,  3  Brown  Blk.,  Vic- 
toria. 
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Large  Combined  Outlet  Sewer 

Large  area,  scattered  population  and 
flood  conditions  were  factors  in  the  de- 
sign of  a  7-mi.  concrete  outlet  sewer 
and  storm-water  conduit  now  being 
built  at  Granite  City,  V\.  The  high  re- 
lation of  area  to  population  is  due  to 
the  holding  of  vacant  tracts  as  invest- 
ment or  for  industrial  sites. 

An  18-mi.  combined  sewerage  system 
has  its  main  sewers  discharging  into  an 
open  ditch  leading  to  the  levee,  where 
a  pumping  station  handles  the  flow  dur- 
ing high  water.  The  normal  dry-wea- 
ther sewage  flow  is  about  1,300,000  gal. 
per  24  hr.  and  the  new  7-mi.  outlet 
sewer  is  designed  to  take  care  of  a  rain- 
fall of  2  in.  per  hour.  This  sewer,  serv- 
ing a  drainage  area  of  6  sq.  mi.,  will 
provide  more  rapid  removal  of  flood  wa- 
ter besides  keeping  the  ground-water 
level  at  a  minimum  and  eliminating  the 
present  ditch.  Interceptors  will  connect 
the  laterals  with  the  main  outlet  sewer. 
The  latter  has  a  grade  of  0.10  per  cent, 
to  0.06  per  cent,  and  is  of  circular  sec- 


To  Road  Contractors 

Large  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally advantageous 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

Room  201  Webster  Building 
55  YONGE  ST.  TORONTO 


Too  Much 
"Deadweight" 

is  added  to  your  selling  expenses 
by  your  travellers'  wasted  calls. 
Reduce  this  burden.  MacLean 
Daily  Reports  will  give  you,  every 
day,  clean-cut,  reliable,  reports — 
fully  verified — on  contracts  for 

Building  and  Engineering 

work  being  let  that  should  mean 
thousands  of  dollars  in  your  bank 
account  every  year.  They  will  en- 
able your  travellers  to  concentrate 
on  live  prospects.  Dominion- 
wide,  accurate  service — real  defi- 
nite news.  MacLean  Daily  Re- 
ports will  mean  many  more  orders 
for  you  at  much  lower  expense. 

Write  for  full  information. 
MacLean  Daily  Reports,  Limited, 
345  Adelaide  St.  West,  Toronto 


M 


acLean 

REPORTS 


tion,  9  ft.  to  4'/2  ft.  in  diameter,  but  the 
exterior  has  a  flat  base  with  vertical 
sides  to  the  springing  line.  The  thick- 
ness is  ny2  to  11' in.  for  the  arch  and 
10  to  12:/2  in.  for  the  invert. 

During  high  water  the  flow  will  be 
raised  C  ft.  by  pumps  and  discharged  into 
a  6-ft.  culvert  through  the  levee,  this 
being  closed  automatically  by  a  flap  valve 
when  the  river  rises  above  it.  The  pump- 
ing station  has  been  in  use  for  17  years, 
handling  the  flow  from  the  present  open 
ditch.  Its  sump  has  been  lowered  about 
5  ft.,  however,  to  the  grade  of  the  new 
outfall  sewer  and  the  discharge  culvert 
raised  1  ft.  to  conform  to  the  new  flood- 
protection  level.  Three  centrifugal 
pumps,  each  having  an  electric  motor  in 
its  vertical  shaft,  have  a  combined  capa- 
city of  12,700  gals,  per  minute. 


Developing  Water  Storage  on  Two  Cali- 
fornia Streams 

Comprehensive  plans  for  developing 
water  power  on  the  San  Joaquin  and 
Kern  Rivers  in  Southern  California  have 
been  laid  out  by  the  Southern  California 
Edison  Co.  The  schedule  is  arranged  to 
fit  the  company's  needs  as  nearly  as  may 
be  predicted  for  the  next  seven  or  eight 
years.  Estimates  have  been  made  for 
the  necessary  expenditures  year  by  year 
and  the  dates  have  been  set,  approxi- 
mately, on  which  the  several  plants  are 
to  add  this  power  to  the  transmission 
network.. 

On  the  Big  Creek  watershed,  which 
is  tributary  to  the  San  Joaquin  River, 
two  plants,  Nos.  1  and  2,  are  already  in 
operation  and  seven  more  are  contem- 
plated. 

On  Kern  River  a  similarly  compre- 
hensive schedule  has  been  laid  out  with 
dates  of  completion  set  as  far  ahead  as 
1927.  The  two  plants  now  operating  on 
that  stream  are  to  be  supplemented  with 
five  more  so  that  ultimately  a  total  of 
643,000  kw.  will  be  developed  in  aU  seven 
plants  on  Kern  River.  A  comprehensive 
study  here  has  lead  to  the  decision  that 
the  use  of  maximum  storage  and  head, 
calls  for  storing  water  in  ten  reservoirs. 
The  total  capacity  of  these  will  be  456,- 
000  acre-feet.  With  the  exception  of  the 
smallest,  they  will  all  be  between  5,000 
and  7,500  ft.  elevation. 

To  develop  the  head  for  the  several 
plants  tunnel  work  as  follows  has  been 
tentatively  decided  upon: 

Capacitv  in  sec. -ft. 

"  125  200  300  400  500  600  850  1,000  2,000 
Length  in  Miles 

5     2     6     18     2     30     2    19  11 

In  both  Kern  and  Big  Creek  Basins 
the  idea  has  been  to  lay  out  the  entire 
series  of  plans  in  sufficient  detail  to 
make  sure  that  the  program  adopted 
would  secure  the  maximum  power  from 
the  combination.  Then  the  order  of  de- 
velopment is  decided  as  the  load  on 
the  company's  lines  increases  and  as  the 
most  economical  construction  plan  dic- 
tates. 


Service  Tests  of  Treated  Ties  on  the 
Lackawanna  Railroad 

Results  of  a  ten-year  service  test  of 
treated  ties  on  76  miles  of  main,  third, 
fourth  and  side  tracks  of  the  28-mile 
line  of  the  Delaware,  Lackawanna  & 
Western  R.  R.  in  New  Jersey  were  re- 
ported by  a  committee  on  tie-service 
tests  at  the  recent  meeting  of  the  Ameri- 
can Wood  Preservers'  Association.  Cre- 
osoting  by  the  Lowry  empty  cell  process 


is  employed,  with  an  average  retention 
of  iy2  and  3*/2  gal.  per  tie  for  C-in.  and 
7-in.  ties  respectively.  Of  200,000  treat- 
ed ties  laid  in  1910  and  1911  only  04  had 
been  removed  up  to  the  end  of  1913  on 
account  of  failure,  while  146  had  been 
removed  on  account  of  damage  by  de- 
railment. All  ties  are  adzed  and  bored 
at  the  plant  before  being  treated.  Tie 
plates  are  used,  but  the  committee  does 
not  consider  the  present  protection 
against  wear  sufficient  to  enable  ties  on 
sharp  curves  to  give  the  full  life  due 
to  treatment. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
Branches  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also  Bonds  for  Special  Purposes 


THE 

Canadian  Surety  Co. 

CONTRACT  AND S  GUARANTEE 
BONDS  of  every  description. 

Automobile,   Burglary,   Plate  Glass 
INSURANCE. 

Head  Office:  26  Wellington  Street  E. 

Toronto,  Ont.  Phone  M.  2609--1840 

Branch  Offices; 
Montreal   Trust    BIdg.,   Montreal,  Que. 
908  Paris  BIdg.,  Winnipeg,  Man. 
Representatives  in  all  Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 


4tic  mm 

ftonnto'u. 


Our  Bond  on  a  contract  is  a 
letter  of  credit.  It  increases 
your  financial  resources  and 
assures  your  client  that  you 
have  gained  our  complete 
confidence. 


(&uarantg  (Enmpamj 


Resources  Over  - 
Canadian  Securities 


$20,000,000 
$1,162,000 


Htad  Oficr 

36  Toronto  Si.  -  TORONTO 

Itrantk  Ofictt  . 
fans  Buildfe*      ■  WINNIPEG 
1)2  Si.  JamcsSt:  -  MONTREAL 

IH  nil  K  Ej  KIRKPATKICK. 

Ci*rr«l  \ I  /.'  rnirfi 

SIIJNH1  W.  IIANO,  AuL  Cw«J  «"«i» 
w   R    KIRKPATHICK.   C*m4m  .Wrteo 
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Back  of  these  products  stands  the  reputation  of  Canada's  oldest 
and  largest  manufacturer  of  Roofings  and  Industrial  Paints.  You 
will  find  them  in  every  case  exactly  as  represented. 

Everjet  Industrial  Paints 

High-grade  black  carbon  paints,  developed  by  our  chemists  to  .meet  the  require- 
ments of  the  special  purposes  for  which  they  are  intended.  We  manufacture  no 
products  which  we  can  more  thoroughly  recommend. 

Probably  no  other  paints  on  the  Canadian  market  enjoy  such  great  popularity 
and  fill  so  many  demands  in  the  industrial  world  as  these  "Proven  Protective 
Paints."  They  are  used  extensively  by  railroads  and  large  manufacturing  com- 
panies throughout  the  Dominion. 


Everjet  Boiler  Paint 
Everjet  Bridge  Paint 


Everjet  Dip  Paint  Everjet  Smoke  Stack  Paint 

Everjet  Penstock  Paint    Everjet  Machinery  Paint 


These  paints  are  all  exceptionally  durable   and   absolutely   waterproof  and 
effectively  resist  the  corrosive  action  of  acids,  alkalies,  and  fumes  of  all  kinds. 

Put  up  in  1,  5  and  10  gallon  cans,  half  barrels  and  barrels.  Our  Service  Department,  com- 
posed of  experienced  chemists,  will  be  glad  to  help  you  solve  your  paint-problem. 


Nox- Aer-Leek  Boiler  Setting  Cement 

A  tough,  elastic,  adhesive  cement 
for  stopping  air  leaks  in  brick  boiler- 
settings.  Pays  for  itself  many  times 
in  reduced  fuel  bills  and  increased 
boiler  efficiency. 

Nox-Aer-Leek  is  composed  of  elas- 
tic bitumen,  fused  with  non-drying  oils 
and  asbestos  fiber.     Low  in  cost,  dur- 
ible,  and  wonderfully  effective. 
Used  on  exterior  walls  only;  on  old  or  new  boiler-settings. 

Shipped  in  barrels  (about  550  pounds)  and  half  barrels 
(about  300  pounds). 


Everlastic 
Liquid  Roofing  Cement 


Unequalled  for  re-surfacing  worn-out  felt 
and  -'Rubber"  roofs.  Has  the  consistency  of 
thick  molasses;  is  easy  to  apply  and  dries 
quickly  into  a  hard,  elastic,  wonderfully  dur- 
able coat.  Proof  against  moisture,  acids, 
alkalies  and  fumes.  Has  same  base  as  Barrett  Specification 
Pitch,  which  is  famous  for  its  waterproofing  qualities. 

Comes  ready  for  use  in  packages  ranging  from  1  pint  tins  to 
40  gallon  Barrels. 


Everlastic 
"Rubber"  Roofing 

The  biggest  value  in  roll-roofing  on  the  Cana- 
dian market.  Made  of  the  best  grade  water- 
proofing materials,  low  in  cost,  easy  to  lay, 
staunch  and  durable. 

More  than  a  million  rolls  of  Everlastic 
"Rubber"  Roofing  Were  sold  last  year  through- 
out the  world. 

Made  in  three  weights  (l-ply,  2-ply  and  3-ply). 
Rolls  contain  10S  sq.  ft.  Nails  and  cement  with 
each  roll. 

Elastigum 
Plastic  Patching  Cement 

For  patching  holes  and  leaks  in  all  kinds 
of  roofs,  repairing  flashings,  relining  gut- 
ters, etc.  Kno  wn  as  the  "Plastic  Cement 
of  a  thousand  uses." 

Elastigum  is     tough,     elastic,  plastic, 

water-proof,  acid-proof    and  alkali-proof. 

Requires  no  heating  or  mixing.     Very  in- 
expensive. 


Put  up  in  1,  5,  25  and  100  lb. 
Barrels. 


packages ; 


Barrels  and 


Descriptive  booklets  regarding  any  of  these  products  sent  free  on  request.    Address  nearest  office. 


ST.  JOHN.  N.B.  HALIFAX,  N.S.  yi 

SYDNEY,  N.S.  1  ne 


fM^  p  MONTREAL  TORONTO 

company  Winnipeg  Vancouver 
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ROAD  SCRAPER  BLADES 

Renew  your  old  wheeled  scraper  bowl  with  the  ECONOMY 
REPAIR  BLADE.  Any  blacksmith  can  attach  it  by  cutting  the 
edge  of  the  bowl  square,  drilling  holes  to  match  these  in  the  blade 

and  riveting  it  to  the  bowl.  . 

A  trial  will  convince  you  that  the  use  of  these  blades  is  genuine 
economy. 


ECONOMY  REPAIR  BLADE 

These  blades  are  made  of  steel  6  in.  wide  by  3  1-16  in.  thick,  giv- 
ing a  new  cutting  edge  3  in.  wide  and  allowing  3  in.  to  lap  top 
and  bottom  where  it  is  riveted  on  the  bowl.  Road  Scraper  Blades 
and  moldboards  to  fit  all  makes  of  machine.  Prompt  shipments 
from  stock;  over  150  patterns. 

SHUNK  PLOW  COMPANY,  Bucyrus,  Ohio 


Owen  Buckets 

cover  a  range  of  work  that  ordinarily  requires  the 
use  of  two  or  more  buckets  of  different  design  be- 
cause their  adjustable  features  of  operation  quickly 
adapt  them  for  efficient  use  on  any  crane  or  derrick 
and  in  all  kinds  of  material. 

Eliminate  idle  equipment.  Let  the  Owen  work  for 
you  every  minute. 

The  Owen  Bucket  Co. 

53  Rockefeller  Bldg.,  Cleveland,  0. 

Canadian  Agents: 
Williams   Machinery   Co.,  Ltd., 
TORONTO,  ONT. 


IHIIIIU 


EFFICIENT 

RIC-Wlf 
METHOD** 

means  the  practical  elimination  of  heat  losses.  Economy  is 
^the  only  reason  why  underground  pipes  are  insulated  at  all: 
it  is  the  best  reason  why  they 
should  be  insulated  by  the 
Ric-wiL  MethoD. 

Write  to-day  for 
our  catalogue 


Ric-wiL 

COMPANY 


BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

American  Highway  Engineers'  Handbook,  by  Arthur  H. 
Blanchard.     1st   edition   just   published   by   John   Wiley  & 

Sons,  Inc.    105S  pages.     Price  $6.00. 

"Concrete-Steel  Construction."  Part  1 — Buildings.  Second 
edition,  recently  published.  A  treatise  upon  the  elementary 
principles  of  design  and  execution  of  reinforced  concrete 
work  in  buildings,  by  Henry  T.  Eddy  and  C.  A.  P.  Turner, 

477  pages,  illustrated.     Price,  $10.00. 

"Highway  Inspectors'  Handbook."  by  Prevost  Hubbard.  First 
edition,  just  published  by  John  Wiley  &  Sons.   372  pages, 

illustrated.     Price,  $3.00. 

"Hand  Cook  of  Hydraulics,"  by  Horace  Williams  King.  1st 
edition   just    published    by    McGraw-Hill    Book   Co.,  Inc. 

424  pages.     Price  $2.50. 

History    of    Bridge    Engineering,    by    Henry    Gratton  Tyrrell, 

C.E.    480  pages,  illustrated.     Price  $5.00. 

Locks  and  Builders'  Hardware,  by  Henry  R.  Towne.  Published 
in  1904  by  John  Wiley  &  Sons.    1,116  pages,  illustrated. 

Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.     First  edition,  just  published  by  the  McGraw-Hill 

Book  Co.    271  pages,  illustrated.    Price  $3.00. 

"Practical  Road  Building."  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.  295  pages,  illustrated.  Price  $1.50. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Book  Company,  3S7  pages.     Price  $4.75. 

Relief  from  Floods.  The  Fundamentals  of  Flood  Prevention, 
Flood  Protection  and  the  means  of  determining  proper 
remedies.  By  John  W.  Alvord  and  Charles  B.  Burdock. 
First  edition  just  published,  by  McGraw-Hill  Book  Com- 
pany, Inc.     175  pages,  illustrated.     Price  $2.50. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
by  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.     Price  $2.00. 

Trautwine,    The    Civil    Engineer's    Handbook.     20th  edition, 

1919.  1570  pages,  1250  illustrations,  thumb-index  and 
gilt  edges.     Price  $7.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.    Price  $2.00. 

"Use  of  Water  in  Irrigation,"  by  Samuel  Fortier.  Second  edi- 
tion.   Published  by  McGraw-Hill  Book  Company,  1916.  325 

pages,  illustrated.     Price  $2.50 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  DeTelopment  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   843  pages,  illustrated.     Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  Company.    485  pages,  illustrated.  Price 

$6.00. 

Waterworks  Engineering.  A  Practical  Treatise  on  the  Con- 
struction of  Waterworks  for  the  use  of  Engineers  and 
Students  in  Engineering,  by  Fred.  C.  Uren,  M.  Inst.  C. 
E.  I.  With  numerous  plates  and  186  illustrations.  Pub- 
lished by  Castle  Litbo  Limited,  Bristol,  England,  in  1914. 
268  pages.     Price  $3.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$6.00. 
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WE  NEED  THE  SPACE 
OCCUPIED  BY 

One  Model  30  Marion  Shovel, 
Revolving,  Long  Boom  and 
Dipper  Stick.    7-8  yd.  Dipper. 

15  Ton  Waterous  Road  Roller. 
20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 
25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 
50  Assorted  Two-Wheel  Dirt  Scrapers. 
1%  yd.  and  2  yd.  Clam  Shell  Buckets. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

4^4  x  6  Single  Drum  Builder's  Hoist. 
No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

1  yd.,  Vi  yd.  and  1/3  yd.  Concrete  Mixers. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 
The 

A.  R.Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


MANHOLES  and 
COVERS 


CROSSING 
PLATES 


Municipal 
Castings 

The  <^^^^^^^  Found 


GALT 


ONT. 


IRON 
CULVERT  PIPE 


BRIDGE 
CASTINGS 


DISSOLVED  ACETYLENE 

"The  Universal  Gas  With  The  Universal  Service" 

Prest-O-Lite  Service  provides  to  users  the 
best  possible  fuel  supply — permanent,  na- 
tion-wide, responsive  to  every  demand. 

Tell  us  how  much  gas  yo'u  use.  You'll  be 
interested  in  the  Prest-O-Lite  plan,  and  the 
service  our  conveniently  located  plants  and 
warehouses  can  insure  you  anywhere  in 
Canada.  Write 


PREST-O-LITE  COMPANY 
OF  CANADA,  LIMITED 

Dept.  C-105 
Prest-O-Lite   Bldg.,  TORONTO,  CANADA 
Branches : 

MONTREAL,  TORONTO,  WINNIPEG 
Plants  at: 
TORONTO,  ONT., 
SHAWINIGAN   FALLS,  P.Q. 
MERRITTON,  ONT.  ST.  BONIFACE,  Man. 


Worlds  Largest  Makers  of  Dissolved  Acetylene 
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"Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


GRAVEL 

Either  Screened  or  Unscreened 
in  Car  Loads  on  any  C.P.R.  or 
G.T.R.  Siding.  Also  Screened 
Sand  for  all  purposes. 

SAND  &  SUPPLIES,  LTD. 


19  MELINDA  STREET, 


TORONTO 


Your  Industrial  Services 

Are  they  metered? 


TRIDENT  meters  have 
saved  municipalities  thous- 
ands of  dollars  a  year  com- 
pared with  flat  rate  charges. 


Neptune  Meter  Co.,  Limited 

W.  H.  RANDALL,  Managing-Director 

Fqctory  and  Head  Office : — 

1197  King  Street  West,  Toronto 

WINNIPEG: — Walsh  &  Charles,  406  Tribune  Building 
MARITIME  PROVINCES:— James  Robertson,  St.  John,  N.B. 


BITUNAMEL 

Unsurpassed  (or  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


CRANES 


Heavy  Mill 
Crane 
Patented 


Made  in 
Can.d 


Electric  and  Hand  Traveling  Crane* 
Electric  and  Air  Hoists 

NORTHERN    CRANE  WORKS, 

WALKERVILLE,  ONT. 


LTD. 
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National  Iron  Corporation 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  In  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


IDEAL 

Block-making  Equipment 

turns  out  building  units  of  the 
highest  type,  absolutely  true  to 
measurements,  and  therefore 
popular  with  the  man  who  lays 
them,  satisfactory  to  the  man 
who  buys  them,  and  profitable 
for  the  man  who  makes  them. 
Can  be  made  without  previous 
experience.  Write  for  full  par- 
ticulars to 

Ideal    Concrete  Machinery 
Company,  Limited 

Box  250,  Windsor,  Ontario 


STEEL  for  PERMANENCE 


The  All  Steel  Elevated  Water  Tank  is  the  most 
economical  installation  for  Automatic  Sprinkler  Sys- 
tems for  fire  protection,  general  mill  supply,  or  Muni- 
cipal Water  Works  systems. 

Its  first  cost  is  not  excessive,  the  maintenance  ex- 
pense is  very  low,  and  there  is  no  danger  of  leakage, 
falling  ice,  or  possibility  of  the  tank  bursting  or  catch- 
ing fire. 

Hundreds  of  our  All  Steel  Elevated  Water  Tanks 
now  in  service  throughout  Canada  bear  witness  to 
these  facts. 

Our  Product  is  Made  in  Canada 

Write  us  for  Plans,  Specifications  and  Estimates. 
Our  Catalogue  No.  16  mailed  on  request. 


CANADIAN  CHICAGO  BRIDGE  &  IRON  CO.  Ltd. 


Sales  Office :  Montreal,  Que. 
260  St.  James  St. 


Works : 
Bridgeburg,  Ont. 


Crushed  White  Stone 
Marble  Dust 

Graded  from  "  to  dust,  makes 
concrete  look  better,  for  facing 
blocks,  bricks,  etc.  Unsurpassed 
for  stucco,  white  plastering,  floor 
finish.    Samples  and  prices. 

White  Star  Mine,  Haliburton,  Ont. 


Railway  and  Track  Supplies 

For  Lumber  and  Contractors' 
requirements 

Rails,  Locomotives,  Accessories, 
Cars,  Lion  Brand  Babbitt  Metal 

Correspondence  solicited 

Sessenwein  Bros.,  Montreal 


THE  CONTRACT  RECORD 


April  21,  1920 


W.  C.  LEITCH 

Vice-Pre»ident 


JAMES  LAURIN,  C.E. 
President 


J.  EMILE  VANIER,  C.  E. 
Sec.  -Treas. 


Montreal  Crushed  Stone  Company,  Limited 

Plant  at  St.  Vincent  de  Paul,  P.Q.,  on  River  des  Prairies,  opposite  Montreal 

Largest  Plant  in  CANADA  and  the  most  up-to-date  in  the  World 

CAPACITY  4000  TONS  A  DAY 
All  Sizes  and  Grades  of  the  Best  Hard  Lime  Crushed  Stone  Produced 

MAIN  OFFICE:  367  Beaver  Hall  Square,  MONTREAL,  P.  Q. 


Safeguard  Your  Plants 
and  Property 


against  loss 
or  damage 
by  fire  by 
installing 
Fire  -  proof 
Doors  of 
approved 
make. 


Our  plant  is  equipped  with  special  machinery  for 
manufacturing  these  doors. 

We  also  specialize  in  Kalamein  Doors,  Windows  and 
Mouldings,  Steel  Doors,  etc.    Roberton  Patent  Lock 
Metal  Weather-stripping  for  Doors  and  Windows — 
Saves  20  per  cent,  of  your  fuel  consumption. 
Give  us  a  call — we  can  save  you  money. 

ROBERTON  -  OLSEN 

LIMITED,  INC. 

Head  Office  &  Factory:    Ft.  of  Cherry  St.,  Toronto 

Phone  Adelaide  4093 

Agents  at  Vancouver,  Medicine  Hat,  Ottawa,  Kingston, 
Montreal,  Halifax. 


DRILLS 


For 

Road  Work 
Contractors 
Mines 
Quarries 

Napanee 
"Empire" 

and  the 

"Burrell" 

are  now 

manufactured 
by 


Napanee  Iron  Works  Ltd. 


NAPANEE,  ONT. 


J.  G.  AlUn,  President 


Janes  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


CAST  IRON  PIPE 


3  inches  to  60  inches  diameter. 


for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS 
NIAGARA  FALLS 


ONT. 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


Diamonds 

For  Sawing  Stone 


Quality  /  /t 


Furniss  Clarke  &  Co. 

364  University  Street, 
MONTREAL,  CANADA. 


Sole  Canadian  Agents  for 
The  Joyce-KoebelCo.,Inc. 

New  York  London 


IMMEDIATE  DELIVERY  FROM  STOCK 


Canadian  Engineering  &  Contracting  Co. 

Limited 


Bridges,  Roadways 
Reinforced  Concrete  Bldgs. 
Foundations  a  Specialty 


Bank  of  Hamilton  Bldg.,  Hamilton,  Ont. 


DAKT  SWINGING 
ENGINES 


INSURE 
Speed  'Durability 
Economy 

Contractors  everywhere 
recognize  that  Dake  swing- 
ers save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:   A.   R.   Williams  Machinery  Company,  Limited. 


DOORS  AND 
SASH 

Why  should  i  get  my  doors  and  sash 
from  the  Pannill  Door  Company  ? 

BECAUSE:— 

Their  stock  fs  high-grade  in  every 
respect. 

Their  service  is  good — I  will  get  deliv- 
ery when  I  want  it,  and  as  I  want  it. 

I  can  depend  on  their  statements  and 
promises  and  anything  which  is  not 
right  will  be  rectified. 

Their  prices  are  right. 

Klimax  Doors  with  Birch  Panels  will  in- 
crease the  value  of  your  house. 


THE 


PANNILL 


DOOR 
COMPANY 


131  Front  Street  East,  TORONTO,  ONT. 

Phone  Main  659 


4a  mammmmm 

If  Mitt  Mi 

Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street     -     Vancouver,  B.  C. 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  th,e  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


-Including— | 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 


GALT 


ONTARIO 


Electric  Derricks 

up  to  6  ton  capacity  and  70  ft. 
booms.  For  Stone  Yards, 
Quarries,    Stock   Yards,  etc. 


Mould  Sander  for 
Soft  Mud  Brick 

Strongly  made  of  the  best  material. 
Repairs  a  Specialty 

Also  Pumps,  Contractors'  Machinery,  Brick  Machinery,  Grey  Iron 
Castings  and  Gear  Cutting,  Write  for  particulars  and  prices 

JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 


April  21,  1920 
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If  you  have  any 

Excavating,  Grading  or  Steam 
Shovel  Work  That  You  Want 
Done  Quickly  and  Efficiently 

COMMUNICATE  WITH  US 

WE  KNOW  THE  BUSINESS 
AND  HAVE  THE  EQUIPMENT 

Angstrom  &  Verochio,  Limited 

Main  4570         401   Lumsden  Bldg.,  Toronto 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


For  Sale 

INDUSTRIAL  AND  CONTRACTORS' 
EQUIPMENT 

2— Marion  Steam  Shovels,   Model  61,   Shop   No.  2822  and  No. 

2823,  ZYt  yard  dippers,  first  class  condition. 
1 — Model  60  Marion  Steam  Shovel,  Shop  No.  2396. 

4 —  Type  O  Thew  Shovels,  s/t  yard  dippers,  on  traction  wheels. 
All  thoroughly  overhauled. 

1 — ^  yard  Clamshell  Bucket. 
1 — 1%  yard  Clamshell  Bucket. 
1 — \y2  yard  Clamshell  Bucket. 
1 — Standard  gauge  35  ton,  4  wheel  locomotive.. 

5 —  14  to  18  ton  36"  gauge  locomotives. 

25 — 4  yard  36"  gauge  Western  and  K.  &  J.  dump  cars. 

T.  J.  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  6185.    Nights,  Park.  6906. 


TRADEi 


/     Standard  Underground 
Gable  Go.  of  Canada,  Limited 

General  Offices  and  Works  : 
Hamilton,  Ont. 
Manufacturers  of 
Copper,  Brass,  Bronze  Wire, 
Colonial  Copper  Clad  Steel  Wire, 
Insulated  Wire  of  all  kinds 
Lead  Covered  and  Armored  Cables 

Write  our  nearest  office  for  prices. 
Montreal,    Hamilton,    Toronto,  Seattle 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


CRANE  FLANGED  FITTINGS 

CRANE 

LIMITED 

HEAD  OFFICE  X  WORKS 
1280  ST  PATRICK  ST 

MONTREAL 

BRANCHES:  Toronto,    Winnipeg,  Vancouver. 

SALES  OFFICES:  Halifax,    Quebec,     Ottawa,  Calgary. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME.  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $3.45  per  bbl.  ; 
with  bags,  $4.25 ;  car  lots,  $2.60  on  the  track, 
with  pkgs.,  $3.40;  5c  per  bbl.  discount  20 

days. 

Lirne — in  bulk — grey  75c.  At  the  warehouse, 
grey  69c.  Hydrated  lime,  $20.25  per  ton 
delivered ;  $19.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$30;  buff,  $30;  No.  2,  $28;  common  red 
stock  brick,  $23;  grey,  $23;  wire-cut  brick 
for  foundation  work,  $21.  Milton  Rug  brick, 
$32  to  $37;  Eatonia  brick,  $50;  sand  lime 
brick,  $17.25,  f.o.b.  car  at  King  Edward 
siding,  $16  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $55  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental,  $40,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $26  at  plant, 
$31  delivered  in  city. 

Fire  brick— delivered — Savage,  $80  per  M. ;  S. 
Crown,  $80;  W.  W.,  $65.  Fire  clay,  $16.50 
per  ton ;  chimney  tops,  $8.00  each. 

Flue  lining — delivered — list  price — 8yi  x  8'/Z  in., 
60c  per  ft.  ;  854  x  13  in.,  90c  per  ft.  Dis- 
counts 30  and  10  per  cent,  off  list. 


CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.05;  1  in.,  $2.25;  Yt,  in., 
$2.25 ;  crusher  run,  $2.15 ;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton,  2  in.  screened, 
$1.80  per  ton ;  1  in.  screened,  $2.00  per  ton. 

LUMBER   (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock — 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $63;  10  and-16  ft.,  $65;  2  x  12  in.,  12 
and  14  ft.,  $64;  .10  and  16  ft.,  $66;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $66.  No.  2,  $4  less 
than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $65; 
1x6  in.,  $67;  1  x  8  in.,  $70;  1  x  10  in.,  $75; 
1  x  12,  $80.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $78;  1  x  6  in.,  $82 ;  1  x  8,  $86;  1  x  10, 
$90;  1  x  12,  $103;  2x4,  10-16  ft.  long,  com- 
mon, rough,  $70;  2  x  6,  $72 ;  2  x  8,  $74 ;  2  x 
10,  $78;  2  x  12,  $82.  No.  1  flooring,  $80; 
No.  1  V  or  beaded  sheathing,  4  in.,  $82. 
Pine  trim,  4  in.,  casing,  $4  per  100  ft. ;  5 
in.  ditto,  $5;  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $6.25. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $70;  1  x  6  and  2  x  6,  $72;  1x8 
and  2  x  8,  $74;  1  x  10  and  2  x  10,  $78 ;  1  x 
12  and  2  x  12,  $82. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $80;  12  x  18,  12  x  20,  14  x  18, 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$85.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $10.50;  XX  B.  C,  $8.00; 

N.   B.  extras,  $10.50;   N.   B.  clears,  $9.50; 
•     No.  1  W.  pine  lath,  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $5.50  base ;  twisted  and 
deformed,  $5.60;  3/16  in.  and  lighter  $6.00. 

Shapes — Angles,  35  lbs.  and  over,  per  yard,  $5.50 
per  100  lbs.;  under  35  lbs.  per  yard,  $5.70 
per  100  lbs. ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $5.60;  under  35  lbs. 
per  yard,  $5.80. 

Plates— 6  ins.  to  60  ins.  wide,  $7.00;  over  60  ins., 
$7.50.  Tank  and  boiler  plates— }4  in.  and 
over  and  under  36  ins.,  $5.95.  Gauge  plates 
— no  quotations.  Black  American  Bessemer 
Plates — dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $5.00  per  100  lbs. 
Rivets — Button  and  cone  head — Vi"  to  %"  diam., 

$6.50. 


EXTRAS    FOR    SHAPES    AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/10  in.  thick  and  under.  1/lOc 
per  lb.  for  Angles  under  5  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
Sl.Oit. 

Note :  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized  iron — dealers   not  quoting  prices. 
Cast-iron  pipe — Standard     prices,     carload  lots, 
f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 


SEWER  PIPE 

Sewer  pipe — Toronto  prices,  with  discounts  as  be 
low,  f.o.b.  factory — 4  in.,  30c  per  ft. ;  6  in., 
45c;  8  in.,  70c ;  9  in.,  90c;  10  in.,  $1.05;  12 
in.,  $1.35;  15  in.,  $1.80;  18  in.,  $2.50;  20  in., 
$3;  22  in.,  $4;  24  in.,  $4.50.  Discounts— 30 
and  10  per  cent,  off  list. 

Tile  wall  coping — delivered — 8  or  9  in.  wall,  50c 
per  ft.  ;  12  in.  or  13  in.  wall,  75c  per  ft. ; 
18  in.  wall,  $1.50  per  ft.;  carried  in  6,  12, 
18  and  24  in.  lengths.  Discount  30  and  10 
per  cent,  off  list. 

PAINTS  AND  OILS. 
Prices,  delivered. 
White  lead — ground   in   oil,    less  than    ton  lots. 
$20.75  per  100  lbs.;  ton  lots,  $20.50  per  100 
lbs. 

Boiled  Linseed  Oil — in  bbls.,  $2.90  per  gal.  of  9 
lbs. ;  red  lead,  dry,  $17  per  100  lbs.  ;  Pure 
putty  in  bulk,  $9.15  per  100  lbs. ;  in  100  lb. 
drums,  $10.80:  in  25-lb.  tins,  $11.45  per  100 
lbs. ;  steel  sash  putty,  in  25-lb.  tins,  $11.95 
per  100  lbs.  ;  turpentine,  in  bbls.,  $3.60  per 
Imp.  gal.,  based  on  southern  gauge.  Tur- 
pentine and  oil  in  less  than  barrel  lots,  15c 
extra  per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2j^c  per  lb.  ; 
black,  in  bbls.,  7c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
30c;  ultra  blue,  dry,  in  bulk,  25c;  green, 
French  permanent,  dry,  20c;  ochre,  French, 
dry,  12c;  red  Venetian,  dry,  6c;  sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  12j4c. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.55,  delivered  in 

5   barrel   lots,   $4.75;    at   warehouse,  $4.55; 

single  bbl.,  $5.55. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  42}^c.  Lath 
yarn,  40c  per  lb. ;  in  full  coils,  33c. 


MONTREAL  PRICES 

CEMENT.  LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton;  lump,  $15. 
Brick — No.    1   pressed,   $24.75;    No.   2  pressed, 

$20.75;  red  rustic,  $21.75;  vertical,  $23.00; 

plastic,  $17.50. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c;  10-in.  52c;  12-in.  60c;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.75;  J4-in.  $2.00;  ^-in." 

$2.25  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.15  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  8  in.  and  up,  14.75;  1  in. 

x  1  in.  x  J/«  >n-.  25c  extra ;  ^  in.  i  K  in. 

\i  in.,  75  cents  extra.     Boiier  plates — J4  in. 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  $6.16.  Beams 
and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $5  20,  f.o.b.  Mont 
treal,  net  cash.  Corrugated  iron — 26  gauge, 
$10.00;  28  gauge,  $9.25  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheets 
—Keystone  black,  28  U.  S.  gauge,  $7.25  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $85  for  6  in.  and  larger, 
and  $88  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c;  6 
in.,  70c;  9  in.,  85c;  10  in.,  $1.06;  12  in.,  $1.35; 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  in., 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in..  $7.20 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  66c, 
72c,  84c,  $1.08,  $1.44.  $2.00,  $2.40,  $3.20, 
$300,  $5.20,  $575.  One-eighth  bends  (4  in. 
to  30  in.),  $1.20,  $1.80,  $2.80  $3.60,  $4.20, 
$5.40,  $7.20,  $10,  $12,  $16.  $18,  $26.  $28; 
■4.  $1.20,  $1.K0,  $3.15.  $4.05,  $4.76,  $6.10. 
$14.40,  $20,  $24,  $32.  $36,  $52,  $57.60.  Double 
collar.  »(>c.  $1  3ft.  $2.10.  $2.55.  $3.15.  $4  0(1. 
$5.40;  slant  1  foot  long  side  (4  in.  to  16 
in).  90c.  $1.35.  $2  10.  $2.55.  $3.15.  $4  06. 
$540.  Single  branch  («  in  *o  9  in.),  3  ft., 
$2.25.  $3  50.  $4.26;  2  and  2V4  ft  (4  In.  to  30 
in.),  $1.35.  $1.»0.  $3.15.  $3  «5,  $4.76.  $6  10. 
$K.10.  $11.25.  $13.50.  $18.  $2025.  $32.50.  tSC 
Single  squares  (4  In.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.'),  $1  80.  *2  70,  $4  90.  $6.30.  $7.35.  $10  SO, 
$1440.  $20.  $24.  $32.  $36.  $45  60,  $50.40. 
Svphon,  cesspool,  and  hnrhan  trap  (4  In.  to 
IB  in  ).  $3.  $4.  $7.  $9.  $10  60.  $1«.  Double 
svphon.  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in  ).  $3.  $4.  $7.    $9.    $10.50.  $1R. 

These  prices  are  subject  to  a  discount  of  3<i 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  50R8  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  $4.30  per  bbl.,  both  less  5%  for  cash. 
Rope — Best  Manilla,  31c  basis  per  pound ; 
Beaver  Manilla,  26c  basis:  sisal  rope,  22'/ic 
basis;  lath  yarn.  22J4c.  Boiled  linseed  oil — 
in  barrels.  $2.57j4  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.55. 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50,000  or  over, 
$17.00;  carload  lots,  less  than  50,000,  $18.00; 
selected  builders  for  veneering  work,  carload 
lots,  $20.00;  "Citadel"  rustic  face  brick,  $26 
to  $30. 

Baker  oven  tile,  15"  x  8'A"  x  2x/2",  $25  per  100. 
"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 

splits,  7c  per  superf.  ft. ;  12  x  9  x  3,  solid. 

10c. ;  12  x  8  x  4.  11c. ;  12  x  8  x  6,  18c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel  in   carload  lots,  bags 

returnable  in  good  condition   at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock   Brick — $19.50  per  thousand  delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet ;  double  ply,  $8.40  per 
roll  of  250  square  feet ;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 1454c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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-  —  -  Terry  - 
Derricks  and  Cranes 


Recognized   for  Their 

Superior  Design 
Strength  and  Durability 

Special  Derricks 

for  Particular  Work 


Wharf  and  Shipyard  Cranes 


USED  IN  THE 

LEADING 

SHIPYARDS 


Catalogue  on 
request 


MUSSENS  LIMITED 


MONTREAL 
TORONTO 


WINNIPEG 
VANCOUVER 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS-continned 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.    (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel; 
per  barrel,  $3.30. 

Hydrated  Lime— In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — l'/2-in.  to  2-in.,  $3.65  per  yard; 
J4-to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble  stone,   $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring. — 3  in.  No.  1  and  2  E.G.  Fir,  $115- 
4  in.  No.  1  and  2  E.G.  Fir,  $115;  4  in.  No. 
3  E.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common  Pine,  $75;  4  in.  No.  3  Pine  or 
Spruce,  $61;  6  in.  No.  1  and  2  E.G.  Fir, 
$110;  6  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $75;  6  in.  No.  2  Com- 
mon Pine,  $80;  6  in.  No.  3  Pine  or  Spruce, 
$70;  2  x  6  No.  1  Common,  $70. 

For  selected  lengths,  add,  Pine,  $5.00;  for  se- 
lected lengths,  add,  Fir,  $5 ;  for  dressing  2 
sides,  add  $5;  for  l'A,  l'A  or  2  inch,  add 
5. 

Birch  and  Maple  Flooring — Clear   (First  Grade) 

—13/16  x  l'A  in.  to  2>A  in.  face,  $190;  H 

x  l'A  in.  and  154  in.  face,  $147. 
No.  1  (Second  Grade)— 13/16  x  l'A  in.  to  2}i 

in.  face,  $184;        x  l'A  in.  and  1H  in  face, 

$139. 

No.  2  Factory— 13/16  x  l'A  in.  to  2'A  in.  lace, 
$153.00 

Selected  White — 13/16  x  1 in.  to  2'A  in.  face, 
$210.00. 

DIMENSION  TIMBERS,  No.  1 
6  x  10  to  12  x  12,  up  to  32  ft.  long,  $76;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $77;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $78;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $400;  H 

x  l'A  in.  and  1J4  in.  face,  $350. 
No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 

$350;  H  x  l'A  in.  and  1J4  in.  face,  $250. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $300;  M 
x  l'A  in.  and  2  in.  face,  $220. 


No.  1  (Selects)— 13/16  x  1/,  in.  to  2'A  in.  face. 
$160;  H  x  l'A  in.  and  1 J4  in.  lace,  $115. 

STEEL  AND  IRON 

Steel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs.  ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  6  in.',  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  62c;  12  in.,72c ;  15  in., 
$1.20;  18  in.,  $1.70;  20  in.,  $2.10;  24  in., 
$2.75. 

Plaster  of  Paris,  $1  in  paper  bags;  $1.45  in 
jute  bags. 

Plasterers'   Hair — 90c  per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 

Mixed  Paint— Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal. ;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 
$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than   ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,   LIME,  AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  'f.o.b.  ware- 
house; $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $46  at 
warehouse;  impervious  brick,  $50  l.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan 
tities. 


LUMBER    (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.     Mills  operat 
ing  on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $40;  10  x 
10,  $10;  10  x  12,  $40;  10  x  14,  $40.50;  12  x 
12,  $40;  14  x  14,  $40.50;  14  x  16,  $41.50;  6 
x  10,  $40.50;  6  x  12,  $41 ;  8  x  10,  $41 ;  8  x 
12,  $40.50;  10  x  16,  $42;  12  x  16,  $42;  16  x 
16,  $41.50;  6  x  14,  $42;  8  x  14,  $42;  12  x 
18,  $43;  18  x  20,  $44;  14  x  20,  $43.50;  16  x 
18,  $43.50;  16  x  20,  $44.50;  18  x  18,  $43  50; 
20  x  20,  $43.50;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50;  1x4, 
$99.50;  1  x  4  flat  grain,  $89.50;  No.  1  and  2, 
1-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  l'A  and  l'A  inch  fir  double  dressed 
$76;  2-inch  fir  double  dressed  $77;  fir  lath, 
$15;  B.  C.  cedar  shingles,  XX,  $5.25;  XXX, 
$7.50;  XXXXX,  $9.25. 

STEEL   AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  base;  twist 

ed  and  deformed,  $7.50  base;  structural  sec 
tions,  $7.00. 

Galvanized  iron — 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets. 

$11.75;  9  and  10  ft.  sheets,  $11.90  per  square. 
Iilack  steel  sheets,  24  gauge,  $10.35  per  100 

lbs. 

Steel  angles — $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $9.00  per  100  lbs.,  de- 
pending on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  99.00. 

SEWER  PIPE. 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 

4-in.,  17c  per  ft.;  6-in.,  25c  per  ft.;  8-in.,  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  16  in., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.66  ft.; 

24-in.,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van 

couver,  bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate— $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— H  in.,  39c  base;   *A  «n-.  39^c; 

ii  in.,  40c;   'A   in.,  40c;  second  grade,  33c 

base;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  ( 

lbs. 

Mixed  Paint — Per  gal.,  $4.05  to  $4..  5. 

Raw  linseed   oil — In  bbls.,  $2.10  per   gal.;  red 

lead,  dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk.  Standard,  $6.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 

Head  Office 

Mark  Fisher  Building 
,  MONTREAL 


CAST  IRON  PIPE 

  i    :  i 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring1  Bollards  for  both  Concrete  and  Wooden  Docks 
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Algoma 

Structural  Steel — Merchant  Bars 


Blooms,  Billets  and  Slabs 


Concrete  Reinforcing  Bars 


Shafting — Pulleys — Hangers 
Iron,  Brass  and  Bronze  Castings 


VALVE-  HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


STEEL  RAILS— OP'"  Hearth  Quality 
All  Sections — 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 

Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 

Basic        Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 


HO 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Willis  Chipman,  M.   Eng.   Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Anoc. 
Seo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 

Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals   of    Works   and  Utilities. 
Mail  Building  C.  P  R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
t<  Toronto  Street  -  TORONTO,  CAN. 
W<ter  Supply  and  Purification ;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
Disposal  Plants:  Incinerators;  Pavements; 
Bridges  and  S 
Reinforced  Cone 


GENT  &  CO.,  Ltd, 

"FARADAY  WORKS" 

LEICESTER  —  ENGLAND 

WATER  LEVEL 
INDICATORS 

CABLES:  "  LODESTONE,  LEICESTER 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.     -  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 
Inspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point   of   manufacture,   and   Testing  in 
our  own  Laboratories. 
The   most   up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET.  TORONTO 


WILLIAM  GORE 


WILLIAM  STORRIE 


M.E.l.C,  M.INST.  C.E..  M.E.I. C  A.M.INST.  C.E. 

H.AMER.  W.  W.ASSOC.  M.  AMER.  W.  W.  ASSOC. 

GEORGE  G.  NASMITH,  C.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


McAllister  &taylor 

ENGINEERS  *  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
»7  Sun  Life  Bldg.,  HAMILTON,  ONT. 
Harbor    Improvements   and  Dredging 
Dams,  Piledriving,  Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
Pipe,  Tile,  Building  Blocks  and  Trim 


Pass  it  along: 

When  you  have  finished 
reading  this  paper  pass 
it  along  to  your  clerks. 
Encourage  them  to  read 
it  regularly--it  will  help 
them  and  that  means  it 
will  help  you. 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  ft  Inspectors 

PAVING 
Designed,  Superintended,  Inspected. 
Chas.  A.  Mullen.  Director. 

CEMENT  ft  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination 


Power 


V.  K.  Stalford,  a.le.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


The  Toronto  Testing  Laboratory 

Limited 
160  Bay  Street,  Toronto 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc, 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E,  TORONTO 
Phones— Main  904  and  905 


Crushed 

Stone 
Steel  and 
Wood 
Water  Pip* 


TamcO 

c 
o 


Cut  Stone 
Sand 
Brick 


T.  A.  Morrison  &  Co.,  ^ntreal3' 


Established  1884. 


Main  2453. 


Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  'Phones— Park    538.     Park  8802. 
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Robert  W.  Hunt 
President 


Charles  Warnock 
Vice  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches;         Toronto         Vancouver         London,  England 


E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Construction 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont.; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.      PHILLIPS  SQUARE 

MONTREAL 


J.  P.  Anglin,  B.Sc.        H.  J.  Gross         C.  D.  Harrington,  B.Sc. 
President         Vice  Pres.  &  Treas.  Vice  Pres.  &  Manager 

ANGLIN-NORCROSS 

LIMITED 

CONTRACTING  ENGINEERS  &  BUILDERS 


Halifax  Shipyards,  Halifax 
Crane  Company,  Montreal 
Ames-Holden-McCready,  Ltd.,  Montreal 
Children's  Memorial  Hospital,  Montreal 
Steel  Company  of  Canada,  Montreal 
Canadian  Cottons  Limited,  Cornwall 
Canadian  Cottons  Limited,  Milltown,  N.B.- 
Canada Amusement  Company,  Montreal 
Merchants  Bank,  Toronto 
Belding  Paul  Corticelli  Co.,  St.  Johns,  Que.- 
Belding  Paul  Corticelli  Co.,  Montreal 


MONTREAL 


TORONTO 


-Office  &  Power  House 
-Large  Industrial  Bldg 
-Factory 
-Hospital 

-Nut  and  Bolt  Works 
-Weave  Shed 
-Weave  Shed 
-Loft  Building 
-Bank  Building 
-Factories 
-Factory 

HALIFAX 


"  Absolutely 
Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 


SARNIA  BRIDGE  CO.,  LIMITED 

Structural  Steel    Boiler  Tubes    Charcoal  Iron 
Alloy  Steel  Road  Drags 

Warehouse  Stock   of   All  Kinds   for   Quick  Shipment 


TORONTO  OFFICE: 
HEAD  OFFICE : 


103  Pacific  Building. 
SARNIA,  CANADA. 


Phone  Main  3444 
Phone  289 
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MALLEABLE 

IRON 

CASTINGS 

of  the  Highest 
Quality 


&  PRATT  £SS  LETCH  WORTH 
COMPANY.  LIMITED 

Transportation  Building,  Montreal 


Are  You  Interested  in  the  Export 
Trade  to  Belgium  and  France? 

The  Canadian  Producers 
&   Exporters  Directory 

offers  the  Best  Means  of  Introducing 

Canadian  Manufacturers  to 
Belgian  and  French  Buyers 

Full  information  concerning  Export  Trade  to  the  above 
Countries  upon  application  to 


J.  G.  Van  Wtberghe 


MANAGER 


20  St.  James  Street 
MONTREAL 
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TURNBULL 
ELEVATORS 

are  used  in 
many  of  Canada's 
finest  buildings 

WHY? 


Because  they  are  found  to  be  never  failing  in  their  positive 
and  efficient  operation.  Absolute  safety  is  the  essence  of  their 
design.  Turnbull  construction  leaves  nothing  to  be  desired  in 
stability,  durability  or  appearance.  Each  style  incorporates  the 
features  which  will  make  it  best  suited  to  its  particular  purpose, 
and  every  equipment  is  characterized  by  the  same  care  in  work- 
manship. 

Turnbull  Elevators  are  a  dependable,  Canadian  made  pro- 
duct at  a  moderate  cost,  which  has  been  tried  and  proved  for 
years.  You  owe  this  up-to-date  equipment  your  thorough  in- 
vestigation and  consideration.  We  are  happy  to  answer  all 
enquiries. 

Turnbull  Elevator  Manufacturing  Co. 

126  John  Street,  TORONTO,  Ontario 

Montreal  Office  ....  202  Mappin  &  Webb,  Building 
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"DOMINION"  Wire  Rope 

Flexibility  and  Strength 

for  the 

Stiff  est  Requirements 

Let  us  quote  you  for 

Blocks,  Clips,  Thimbles  and  Shackles 

The  Dominion  Wire  Rope  Company,  Limited 


HEAD  OFFICE:  MONTREAL 


BRANCHES :  TORONTO  and  WINNIPEG 


Let  us  quote  you  for 

The  "HOLT*  CATERPILLAR  Tractor 

which  is  now  available  for 

Agricultural  and  Commercial  Purposes 

"MARION"  Revolving  Shovels 

mounted  on 

Crawling  Traction  Trucks 

Specify  "RANSOME" 
Concrete 
Mixers 

for 

Your  Next  j 
Contract 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


T#H4»kir^6fo  MONTREAL 

I  Telephone  Main  3420 


Vol.  34 


Toronto,  April  28,  1920 


No.  17 


Wood  Stave  Pipe  and  Tanks 

Wire  Wound  and  Continuous  Wood  Stave  Pipe, 
Wooden  Tanks  and  Silos 


MADE  FROM  BRITISH  COLUMBIA  FIR 


6  ft.  dia.  Continuous  Stave  Pipe 
30  ft.  to  310  ft.  Head 
Installed  by  us 


Wood  Pipe  and  Tanks  made  in  all  sizes— for  Municipal,  Mining,  Irrigation  and  Power  Purposes 

Write  for  Illustrated  Literature  and  Prices 

PACIFIC  COAST  PIPE  CO.,  LIMITED 

VANCOUVER,  B.C. 


Established  1903 


1551  Granville  Street 
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Good  Work  Well  Done 


A well-built  and  efficient  drainage  and  sani- 
tary system  is  an  indispensable  asset  to 
every  community.    It  is  an  important  fac- 
tor in  the  health  and  prosperity  of  those  whom 
it  serves. 

The  illustration  is  of  a  part  of  the  sanitary  sys- 
tem recently  installed  at  the  Westminster  Mili- 
tary Hospital  near  London,  Ont.  The  choice  of 
Vitrified  Clay  Pipe  is  as  significant  in  this  as  in 
thousands  of  other  cases.  None  but  the  best 
could  be  tolerated,  only  the  best  was  used. 

For  drains,  culverts  and  storm  sewers,  Vitrified 
Clay  Pipe  leads  all  other  types  because  it  is 


water-proof,  leak-proof,  and  has  a  glazed  interior 
that  carries  the  water  away  quickly  without 
clogging. 

For  sanitary  sewers,  Vitrified  Clay  Pipe  is  the 
only  choice.  Inferior  pipe  soon  succumbs  to  the 
disintegrating  action  of  acids,  alkalies,  water  and 
electrolysis,  and  has  to  be  replaced.  Vitrified 
Clay  Pipe  resists  the  vicious  attacks  of  all  these 
destructive  elements..  It  endures  practically 
for  ever. 

Besides  these  intrinsic  qualities,  Vitrified  Clay 
Pipe  is  moderate  in  first  cost,  simple  and  cheap 
to  construct  and  requires  no  maintenance.  It  is 
the  most  economical,  efficient,  service-giving  pipe 
for  all  drainage  and  sanitary  purposes. 


For  fall  information  including  quotations 
write  to 

Vitrified  Clay  Pipe  Publicity  Bureau, 
8  Colborne  Street,   Toronto,  Ontario. 


St.  Johns,  P.Q. 


New  Glasgow,  N.S. 


Vitrified  Clay  Pipe  in  all  of  the  standard 
sizes,  4"  to  30",  always  on  hand  for  im- 
mediate shipment.  Orders  will  be  filled 
from  a  convenient  shipping  point,  thus  pre- 
venting delay  and  insuring  lowest  freight 
charges.  Prompt  attention  given  to  re- 
quests for  special  shapes.  Segment  blocks 
for  larger  sewers,  and  other  Vitrified  Clay 
Pipe  products  can  also  be  promply  sup- 
plied. 
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"LONDON 

LINE  OF  CONTRACTORS  EQUIPMENT 


is  known  and  used  the  world  over.  The 
name  "London"  is  a  symbol  of  depend- 
ability wherever  cement  is  used.  Such  a 
reputation  could  only  be  the  result  of  un- 
failing service  and  honest  values. 

From  the  simple  Barrows  and 
Carts  to  the  most  complex 
Mixers  you  will  find  that  same 
degree  of  skillful  workman- 
ship and  high  grade  materials 
which  characterize  every  pro- 
duct leaving  our  plant. 


The  concrete  cart  here  shown  is  a  typical 
example  of  what  we  mean  by  dependable 
products.  It  is  one  that  is  invaluable  on 
any  job  and  is  in  universal  use.  It  is  made 
of  14  gauge  steel,  reinforced  with  angle 
iron  entirely  around  the  top  and  bottom 
edges.  The  wheels  are  36"  in 
diameter,  tires  %"  x  2y2",  i/2" 
round  spokes,  cast  iron  hubs, 
and  1%"  axle.  It  has  a  capa- 
city of  5  cu.  ft.  of  wet  material 
and  6  cu.  ft.  of  dry  material. 
No  better  value  can  be  obtain- 
ed anywhere.  Our  concrete 
cart  is  equal  to  any  and  cheap- 
er than  carts  that  are  liable  to 
duty. 


Serviceable 
Hoisting 
Machines 


Built  in  seven  sizes  for  all  hoisting  and  pulling  purposes.  Can  be  used  for  hoisting  mortar, 
concrete,  lumber,  steel,  etc.,  or  for  pulling  cars,  pile  driving  and  many  other  uses  found  on  all 
contracting  jobs.  They  are  equipped  with  Novo  dust  and  frost  proof  engines,  and  are  thor- 
oughly reliable  in  every  respect. 

Write  for  Catalogues 

London  Concrete  Machinery  Co.,  Limited 

LONDON,  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery 
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HARD  Y  SIMPLEX 

HAMMER  DRILLS 

NEW  AND  IMPROVED  TYPES 


Hand 
Cradle 


Stopers 
Drifters 


All  The  Very  Latest  Designs 


"Titanic"  Hollow  Drill  Steels 


WRITE  FOR  BULLETINS 


SAMI 0SB0RN  (c»«  Limited 


Branches  and  Stock  : 


MONTREAL 

TORONTO 


VANCOUVER 
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Increase  your  YARDAGE— DECREASE  your  Costs 


Buy  Bucyrus  Shovels 

THEY  NEVER  FAIL  TO  DO  IT 


We  sell  all 
Bucyrus  Products 
Steam  Shovels 
Electric  Shovels 
Dragline 

Excavators 
Trench 

Excavators 
Wrecking  Cranes 
Unloading  Plows 
Dredges 
Pile  Drivers 

New  and 
Second-hand 
Contractors' 
Equipment 
of  all  kinds 


We  represent 
Western  Wheeled 

Scraper  Co. 
and  sell  all  their 
products 

Air  Dump  Cars 
Dump  Wagons 
Elevating 

Graders 
Scrapers,  Etc. 


Locomotives 
(all  kinds) 
Freight  Cars 
(all  kinds) 
New  and 

Second-hand 


WORKING  DIMENSIONS  BUCYRUS  REVOLVING  SHOVELS 


Capacity  of  Dipper   (level  full) 


14- B 

2/3  cu.  yd. 
Trac.  Cat. 


18-B 

Yt  cu.  yd. 
Trac.  Cat. 


35-B 
XVi  cu.  yd. 
Trac.  Cat. 


-  6" 

23'- 

5" 

23'- 

5" 

30'- 

6" 

30'- 

6" 

-11" 

11'- 

10" 

12'- 

2" 

17'- 

3" 

17'- 

0" 

-0" 

37'- 

0" 

37'- 

0" 

45'- 

0" 

45'- 

0" 

-5" 

3'- 

3" 

2'- 

11" 

5'- 

1" 

5'- 

3" 

-  0" 

51'- 

0" 

51'- 

0" 

65'- 

0" 

65'- 

0" 

-  3" 

18'- 

0" 

18'- 

4" 

25'- 

0" 

24'- 

10" 

Dumping  Radius   21'-  6"  21' 

Height  of  Dump   11'- 2"  11' 

Maximum  Width  of  Level  Floor  . .  .  .  34'-  0"  34' 

Dig  Below  Wheels   3'- 2"  2' 

Width  of  Cut  at  8  Feet                       .  47'-  0"  47' 

Height  Dipper  Will  Cut   16'- 6"  17' 

Mechanical  Shovels  built  by  BUCYRUS  COMPANY,  South  Milwaukee,  Wis.,  are  unsurpassed,  and  thous- 
ands of  contractors  are  ready  to  testify  that  in  WORKING  RANGE,  ECONOMY,  SIMPLICITY,  STRENGTH 
MOBILITY  and  EFFICIENCY, 

BUCYRUS  SHOVELS  HAVE  NO  EQUAL. 

CATERPILLAR  TRACTION  helped  to  win  the  war.    Have  you  yet  used  it  to  help  you  win  profits?    Let  us 
show  you  how  it  can  be  done. 

Before  purchasing  a  shovel  write  to  us;  practical  shovel  experts  on  our  staff  will  gladly  place  before  you 
facts  and  figures  demonstrating  how  BUCYRUS  SHOVELS  cut  down  your  costs  and  increase  your  yardage 
without  equal. 


Canadian  Equipment  Co.  Limited 

Representatives  for  Eastern  Canada  for : 
285  Beaver  Hall  Hill       -       Montreal  Bucyrus  Company,  South  Milwaukee,  Wis. 

Branch :    St.  Catharines,  Ont.  Western  Wheeled  Scraper  Co.,  Aurora,  111. 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors  T  . 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Air  Washing  Plants 

Spray   Engineering  Co. 

Aluminium  .  , 

Spielman  Agencies  Kega. 

Air  Hoists  ,  r 

Canadian  Ingersoll-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp  tg  Co^ 

Ash  Conveyors 

Booker  &  McKechnie 

Ash  Hoists 

Canadian  Link-Belt  Co. 

Asphalt  ,  . 

Asphalt  Association 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Beam  Spans 

Hamilton  Bridge  Works  Co. 

McKinnon  Steel  Company 

Sarnia  Bridge  Company 
Belting   (Transmission,  Elevator, 
Conveyor,  Rubber) 

Cam-Fish  Company 

Dunlop  Tire  &  Rubber  Goods  Co. 

Goodyear  Tire  &  Rubber  Goods 
Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 

Blocks  (Wire  and  Manilla  Rope) 
Hopkins  &  Company,  F.  H. 

Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 
Can.  Ingersoll-Rand  Co.,  Ltd. 

Boilers  _       .  _ 

Canadian  Mead-Morrison  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Inglis  Company,  John 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  K. 

Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 

Boxes— Junction  r 

Standard  Underground  Cable  Co. 
oi  Canada,  Limited 

Brass  Goods 

Dunlop  Tire  &  Rubber  Goods  Co. 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Standard  Steel  Construction  Co. 
Toronto  Steel  Construction  Co. 

Bridges  (SteeD 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Sarnia  Bridge  Company 

Buckets 

Canadian  Link-Belt  Co. 
Canadian    Mead-Morrison  Co. 


Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Morris  Crane  &  Hoist  Co.,  Her- 
bert. 

Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 
Buckets— Steel 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

McKinnon  Steel  Company 

Marsh  Engineering  Works,  Ltd. 
Building  Materials 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Vitrified  Clay  Products 
Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cars— Steel  Body 

Marsh  Engineering  Works,  Ltd. 
Mackinnon  Steel  Co. 
Williams  Machinery  Co.,  A.  R. 
Car  Wheels 

Marsh  Engineering  Works,  Ltd. 
Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 
Hepburn  Ltd.,  John  T. 
Marsh  Engineering  Works,  Ltd. 
Robb  Engineering  Works 
Casements 
Canadian  Metal  Window  Co.,  Ltd. 
Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 
Canada  Cement  Company 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing_ 
Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Ideal  Concrete  Machinery  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Spielman  Agencies  Regd. 
Centrifugal  Pumps 
Booker  &  McKechnie 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  &  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Dayton  Dowd  Company 
National  Equipment  Company 
Chains 

Canadian  Link-Belt  Co. 
McKinnon  Columbus  Chain  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Booker  &  McKechnie 

Vitrified  Clay  Products 
Coal  Handling  Apparatus 

Canadian    Mead-Morrison  Co. 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co. 
Concrete  Culvert  Pipe 

Concrete  Pipe  &  Products  Co. 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

Hopkins  &  Co.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 
Concrete  Sewer  Pipe 

Dominion  Concrete  Company 

Vitrified  Clay  Pipe  Co. 


Conduits 

Conduits    Company,  Limited 
National   Conduit  Company 
Vitrified  Clay  Products 

Contractors 

Anglin-Norcross  Limited 
Archibald  &  Holmes 
Canadian  Engineering  &  Con- 
tracting Co. 
Cape  &  Company,  E.  G.  M. 
Gore,  Nasmith  &  Storrie 
Holmes  &  Co.,  Fred 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Miller  &  Son,  Roger 
Thomson  Bros. 
Wells  &  Gray 
Contractors'  Plant  &  Supplies 
Ball  Engine  Company 
Canadian  Mead-Morrison  Co. 
Boving  Hydraulic  &  Engineering 

Company 
Brown    Hoisting    &  Machinery 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Link  Belt  Co. 
Dake  Engineering  Works,  Ltd. 
Gartshore,  John  J. 
Hamilton  Bridge  Works  Co. 
Hepburn  Ltd.,  John  T. 
Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
S'essenwein  Bros. 
Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 
Conveying  Appliances 

Brown  Hoisting  Machinery  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Cranes,  Travelling  and  Locomotive 
Brown  Hoisting  Machinery  Co. 
Canadian  Link-Belt  Co. 
Canadian  Mead-Morrison  Co. 
Boving  Hydraulic  &  Engineering 

Company 
Hopkjns  &  Company,  F.  H. 
Maritime  Bridge  Company 
Morris  Crane  &  Hoist  Co.,  Her- 
bert. 

Northern    Crane  Works 
Creosote  Oils 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada   Crushed  Stone  Corpora- 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Doors 

Pannill  Door  Company 
Derricks  and  Derrick  Fittings 

Canadian  Mead-Morrison  Co. 

Hepburn  Ltd.,  John  T. 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Diamonds 

Joyce-Koebel  Company 
Diamond  Saw  Teeth 

Joyce-Koebel  Company 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Canadian  Mead-Morrison  Co. 

Hopkins  &  Company,  F.  H. 


Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 
Gartshore,  John  j. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Dump  Wagons 

Seagrave,  Lougheed  Co. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 
Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario   Wind   Engine   &  Pump 

Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.  B. 

Elevators 

Canadian  Link-Belt  Co. 
Northern  Crane  Works 
Turnbull  Elevator  Company 

Enameled  Brick 

American  Enameled  Brick  & 
Tile  Company 

Engines 

Canadian   Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Hopkins  &  Company,  F.  H. 
Inglis  Company,  John 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 

Engines — Swinging 

Canadian  Mead-Morrison  Co. 

Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthington,  W.  R. 
Excavators 

Ball  Engine  Company 

Canadian  Mead-Morrison  Co. 

Engineering  &  Machine  Wks.  Co. 

Hopkins  &  Company,  F.  H. 
Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Metal 

Baines  &  David  Ltd. 

Fans 

Canadian  Blower  and  Forge  Co. 

Fireproof  Doors  and  Windows 
Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Roberson-Oleson  Limied 

Fire  Escapes 

Canadian  Welding  Works 

Dennis  Wire  &  Iron  Works  Co. 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 
Fittings 

Crane  Limited 

Flag  Poles 

MacKinnon  Steel  Company 

Ontario  Wind  Engine   &  Pump 
Company 

McGregor  &  Mclntyre 
Flooring  Materials 

Armstrong  Cork  Company 

Imperial  Oil  Company 

Sonneborn  Sons,  Inc.,  L. 

Vitrified  Clay  Products 

(Continued  on  8) 
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TRENCH  MACHINE.  (26  ft.  dipper 
stick)  Digging  from  200  to  300  cu.  yards 
a  day  in  16  foot  trench  cut.  One  of  two 
Eries  owned  by  Miller  Bros.,  Youngstown, 
Ohio. 


— TlAM  ^^J^ccii 
j„g  more  than  400  tons 

l^HS^ne^Co., 
(Erie-  . 


RAILROAD  DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  sayi  Division  En- 
gineer, Renovo,  Div. 


ORANGE-PEEL.  One  of  three 
Eries  owned  by  Robert  Swan  Jr.  Co., 
Pittsburgh.  The  other  two  Eries  are 
equipped  for  standard  shovel  work. 


DRAG-LINE 
ion  irrigation  ditch  • 
iwork.    Owned  by 
lOdell  Bros.,  Fort, 
iCollins,  Colorado. 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of  work  shown 
by  these  photos  can  be  handled  by 
every  Type-B  ERIE  Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  ERIE 
Steam  Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 

We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

Builders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


HIGH  LIFT  Erie  Shovel 
loading  on  a  14  ft.  bank.  One  of 
three  Eries  owned  by  The  Cable 
Co.,  Canton,  Ohio. 


E/jRLE: 


Revolving 
Shovels 


LOADING  MIXER,  when  the 
harvest  season  took  all  tne  labor.  Re- 
placed a  mixer  crew  of  18men,  loading 
into  a  wood  hopper.  One  of  the  two 
Eries  owned  by  Hanlon  &  Okes, 
Minneapolis. 


PILE  DRIVING  equipmentF 
breaking  up  concrete  so  that  thel 
pieces  will  go  into  dump  wagons.) 
When  the  shovel  tore  up  the  concrete 
without  breaking,  the  pieces  were  too 
large  One  of  two  Eries  owned  by[ 
Xennane  Bros.,  Detroit. 


QUARRY  WORKiV 
what  makes  the  strong- 
est boosters  for  the 
Erie,  because  she  is 
built  to  stand  rock 
digging-  "Stronger 
construction  at  every 
point  of  wear  and 
strain."  Just  ask  the 
owners  of  this  Erie- 
Tarbox  &  McCall,, 
Findlay,  Ohio. 


^toeeTgradTng. 

»  isn,t  qU«So"  bSf  you  neter 
ballr°more  even  cutting  for 
sa^  aI  Get  the  Erie's 
sub^3r^ords  on  shallow  cuts, 
speed  recoras  on 
Ask  the  owner  of  tms 
Chas.  Ippohto.  Orange, 

RAILROAD  WORK,  loading 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgh- 
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Forges 

Canadian  Blower  and  Forge  Co. 

Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 

Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario   Wind   Engine   &  Pump 

Company 
Osborn  Canada  Ltd.,  Samuel 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown    Hoisting    &  Machinery 
Company 

Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 

Hauling  Contractors 
Augstrom  &  Verochio 

Heating  Apparatus 

Dunham  Company,  C.  A. 
Canadian  Blower  and  Forge  Co. 
Montreal  Machine  Shop,  Ltd. 

Heat  Insulating  Materials 
Armstrong   Cork  Company 

Heating  Systems  (Steam  Traps) 
Dunham  Company,  C.  A. 


Hoists,  Electric 

Canadian  Link-Belt  Co. 
Northern  Crane  Works 

Hoisting  Apparatus 

Brown  Hoisting  Machinery  Co. 
Canadian  Mead-Morrison  Co. 
Herbert  Morris  Crane  &  Hoist 

Company 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Marsh  Engineering  Works,  ■  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams  Machinery   Co.,   A.  R. 

Hoisting  Engines 

Canadian    Allis-Chambers  Ltd. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Goodyear  Tire  &  Rubber  Co. 

Hydrants 
Canada  Iron  Foundries 
Kerr    Engine  Company 
Gartshore-Thompson  Pipe  Co. 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Hopkins   &   Company,   F.  H. 
McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 

Laboratories 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Company 

Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 
Spielman  Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada  Limited 

Insulating  Bricks 

Armstrong  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton   Bridge  Works  Co. 
Northern  Crane  Works 

Joist  Hangers 

Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 

Kilns 

Canadian  Blower  and  Forge  Co. 
McKinnon  Steel  Company 

Lead  Pencils 

American  Lead   Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 

Locomotives 

Sessenwein  Bros. 

Locomotive  Cranes 
Ball  Engine  Company 
Brown     Hoisting    &  Machinery 
Company 

Canadian  Link-Belt  Co. 

Machinery  Insulation 

Armstrong  Cork  Company 

Malleable  Castings 

Pratt  &  Letchworth  Co. 

Metal  Lath 

Canadian  Metal  Window  Co. 
Trussed  Concrete  Co.,  Ltd. 

Motors 

Canadian  General  Electric  Co. 

Motor  Trucks 

Tiffin  Wagon  Company 
Ford  Motor  Company 

Nozzles 

Spray  Engineering  Co. 

Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 


Hamilton  Bridge  Works  Co. 
Imperial  Oil  Company,  Ltd. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 

Ornamental  Iron 

Canadian  Welding  Works 
Dennis  Wire  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co 
Packing 

Dunlop  Tire  &  Rubber  Goods  Co 

Paint  (Heated  Surfaces) 

Ric-Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Company,  F.  H. 

Spielman  Agencies  Regd. 
Paints  (Bridge  and  Structural  Iron 

and  Pipe  Coating) 

Barrett  Company,  Ltd. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons  Inc.,  L. 

Spielman   Agencies  Regd. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Paint  Spraying  Equipment 

Spray  Engineering  Co. 
Park  Sprinklers 

Spray   Engineering  Co. 
Paving  and  Paving  Materials 

Barrett  Company,  Limited 

lirodies  Limited 

Carey  Company,  Philip 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil   Company,  Ltd. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Warren    Bituminous   Paving  Co. 

Pipe   (Concrete,   Iron   ft  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thompson  Pipe  Co. 
National  Iron  Works 

(Continued  on  page  10) 


Stop — Read — and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

|j  If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral— Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 

Marsh  Engineering  Works,  Limited,  E,tS!fed  Belleville,  Ontario 


Sales  Agents:  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 
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Giant  Oil  Engines  are  built  in  capacities 
from  i3t0  2OO  H.P.,  both  single  and 
duplex  types,  also  for  operation  on  gas. 
Engine  units  can  be  furnished  for  general 

poiver  purposes  or  in  complete  electric 

generating  or  pumping  units. 


Power  for  the  factory — 
Electric  current  for  the  isolated  district 


ISOLATED  mill  and  factory  owners  are 
installing  Giant  Oil  Engines  larger  than 
necessary  for  their  plant  requirements  and 
utilizing  the  surplus  power  for  operating 
an  electric  generator — thus  permitting  the 
very  profitable  sale  of  electric  current  for 
private  or  municipal  lighting. 

Under  this  plan  a  Giant  Oil  Engine  pays 
for  itself  in  a  surprisingly  short  time — then 
throughout  a  long  service  life  pays  big 
dividends  on  the  investment. 

Giai  I  Oil  Engines  assure  low  fuel  costs. 
They  burn  the  lower  grades  of  low-cost 


fuel  oil.  Their  automatic  regulation  under 
all  loads  prevents  power  waste  and  elim- 
inates the  human  factor  in  obtaining  high- 
est operating  efficiency. 

Giant  Oil  Engines  are  dependable.  They 
are  ruggedly  constructed — free  from  all 
valves,  magnetos,  carburetors  and  other 
trouble  causing  devices. 

Performance  records  of  Giant  Oil  Engines 
operating  under  service  conditions  similar 
to  yours  are  available. 

Expert  engineering  counsel  without  obli- 
gation. Ask  for  Bulletin. 


Sales  Representatives 

The  Holden  Company,  Limited 

354-356  St.  James  Street,  Montreal,  Canada 

Safes  and  Service  Branches:    TORONTO,  342  Adelaide  Street.  West    WINNIPEG,  150  Princess  Street    VANCOUVER,  81  Pender  Street 
Canadian  Factory:    Canadian  Pneumatic  Tool  Company,  Montreal 


EN-33-H 


BOYER  PNEUMATIC  HAMMERS  ••  LITTLE  GIANT  PNEUMATIC  AND  ELECTRIC  TOOLS 
CHICAGO  PNEUMATIC  AIR  COMPRESSORS  VACUUM  PUMPS  •■  PNEUMATIC  HOISTS, 
GIANT  OIL  AND  GAS  ENGINES  ~^AB>*^_  ROCK  DRILLS      COAL  DRILLS 


T 

Dependable  Power  at 


'A1  J. 


Less  Cost  Per  Hour 
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Pipe  Covering  (Underground) 

Ric-Wil  Company 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster  - 

Britnell  &  Company 

Power  Engines 

Robb  Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails  .  .  _ 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Waterous  Engine  Works  Co. 


Road  Material 

Barrett  Company  _ 
Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement  , 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 
Vitrified  Clay  Products 

Rubber  Goods  _  , 

Barrett  Company,  Limited 

Road  Oil  M 
Imperial  Oil  Company,  Ltd. 

Pneumatic  Machinery 
Canadian  Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Ontario  Wind   Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian   Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Rails 

Sessenwein  Bros. 

Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  J. 
Hopkins  8c  Company,  F.  H. 

Steel  Company  of  Canada 


Reinforcements,  Concrete  and  Steel 

Baines  &  David  Ltd. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Company,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Drags 

Sarnia  Bridge  Company 

Road  Materials 

Warren    Bituminous   Paving  Co. 

Road  Scraper  Knives 
Shunk  Plow  Company 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Saw  Teeth 

Joyce-Koebel  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co. 

Sewer  Pipe 

Britnell  &  Company  _ 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Vitrified  Clay  Products 

Sheathing 

Barrett   Company,  Limited 

Shingles  (Asbestos) 

Barrett  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  Lo. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights  •  .  w 

Roberton-Olsen  Limited 
Robertson  Co.,  H.  H. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Lo. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Turnbull  &  Co.,  Harvard 

Steel 

Burlington  Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Steel  &  Coal  Co. 
Toronto  Steel  Construction  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Burlington   Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art  Metal  Company 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 


Steel  Plate  Construction 

Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering  Works,  Ltd. 
Waterous  Engine  Works,  Co.  i 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &  Radiation,  Limited 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Street  Oilers 

Sea  grave,  Lougheed  Co. 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Alfis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Worfcs 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmer.s  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian  Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario  Wind   Engine  &  Pump 

Company 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 


Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W.- 
Milton  Hersey  Company 


Tile  Moulds 

London  Concrete  Machinery  «>o. 

Towers 

Can.  Chicago  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 


Trailers 

Seagrave,  Lougheed  Co. 

Li 

Transformers 

Canadian  General  Eelectric  Co. 

Turnbuckles 

Dominion  Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Gartshore-Thompson   Pipe  Co. 
McAvity  &  Sons,  Ltd. 
Turnbull  &  Co.,  Harvard 

Ventilators 

Robertson  Co.,  H.  H. 

Ventilating    4    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 

Varnishes — Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 

Wall  Ties 

Gait  Art  Metal  Company 

Wallboard  (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 

Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 


Well  Drilling  Plants  _ 
American  Well  Works 
Ontario   Wind   Engine   &  Pump 

Company 


Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 


Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
Johnson  &  Sons,  C.  H. 


Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 

Wood  Pipe 

Canadian  Pipe  Company 
Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  St  Tank 
Company 

Wood_  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tan* 

Company 
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\   , ;'  CoNtracfcors  to  tlie 


w  miter 


PAINT 

For  Iron  and  Steel  Structured 


.v,  = 


It  Lasts  Where  No  Other 
Paint  Will  Stand 


TERRODOR"  is  superior  to,  and  has  double  the  covering  power  of 
Red  Lead. 

"FERRODOR"  is  non-poisonous  and  is  free  from  all  substances  that 

can  have  a  corroding  effect  on  the  metal. 
"FERRODOR"  is  unaffected  by  great  heat  or  cold  and  is  sufficiently 

elastic  to  allow  for  expansion  and  contraction  of  the  metal. 
"FERRODOR"  adheres  firmly  to  the  surface  of  the  metal  and  will 

not  flake  off,  nor  "chalk  off." 
Its  splendid  qualities  should  convince  the  most  skeptical  that  Fer- 

rodor  is  a  paint  of  exceptional  merit.   You  cannot  afford  to  use 

any  other. 

SPIELMAN  AGENCIES  (Regd.)  «  ».  m«^« *.  Montreal 


Dundas 

Crushed 

Stone 


When  you  want  to  be  sure  of  hav- 
ing permanent  roads  that  will  wear 
without  repairs  —  use  Dundas 
Crushed  Stone.  We  can  refer  you  to 
many  Engineers  and  Contractors 
who  specify  this  stone  for  all  their 
road  work.  Their  practical  exper- 
ience has  shown  that  Dundas  Stone 
will  always  make  a  first-class  job. 

>    Write  for  Information 


Canada  Crushed  Stone  Corporation,  Limited 


DUNDAS, 


ONTARIO 


Toronto  Office:  Room  409  McKinnon  Bldg.,  Toronto 

Phone  Adelaide  5784 
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Dependable  Hoisting  Equipment 

Is  a  Necessity  in  Construction  Work 


WHEN  you  buy  hoisting  equipment  for  use  on  a  contract  job  it  is  more  than 
likely  that  on  its  performance  to  a  large  extent  depends  the  ultimate  suc- 
cess or  failure  of  the  work.  With  this  idea  in  mind  you  can't  afford  to 
take  any  chances  by  installing  "cheap"  equipment,  because  when  machinery  of 
this  kind  is  used  there  is  always  the  danger  of  a  possible  failure  of  some  part,  with 
consequent  risk  to  human  life  or  loss  of  time  and  money  through  having  to  wait 
for  new  parts  or  repairs  to  be  made. 

These  losses  often  amount  to  more  than  the  difference  in  first  cost  between 
cheap  and  high  grade  equipment,  and  the  latter  has  sometimes  to  be  bought  in 
the   end  anyway   before   the   work   can  be  finished. 


"CIRCO"  Steam,  Electric  and  Air  Hoists  are 
made  in  a  wide  range  of  sizes  and  styles  for 
every  class  of  service  and  possess  many  little 
refinements  and  super-excellencies  of  design 
and  construction  which  appeal  to  those  who 
are  desirous  of  obtaining  the  utmost  reliabil- 
ity and  highest  efficiency  in  hoisting  machin- 
ery irrespective  of  first  cost. 


The  "Special"  illustrated  herewith  is  a  handy 
"knockabout"  hoist  which  can  be  easily  car- 
ried around  and  set  up  anywhere  in  a  few 
minutes.  It  will  run  on  steam  or  air  and  lift 
loads  of  1400  pounds  and  under  with  ease. 
We  have  a  number  of  these  machines  in 
stock  at  present  and  can  make  immediate 
shipment. 


As  the  first  step  in  obtaining  efficient  hoisting  equipment 
ask  our  nearest  branch  to  send  you  descriptive  matter 'on 
the  type  of  hoist  in  which  you  are  interested 

CANADIAN  INGERSOLL-RAND  CO.,  LIMITED 

Sydney,  N.  S.  Sherbrooke,  Que.  Montreal,  Que.  Toronto,  Ont« 
Cobalt,  Ont.    Winnipeg,  Man.    Nelson,  B.  C.     Vancouver,  B.  C. 
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STEEL  &  IRON 
PRODUCTS 

OF 

EVERY  DESCRIPTION 

■  ea  wtmmmmmmmm  sea 

THE 

STEEL  COMPANY 

OF 

CANADA 

LIMITED 

HAMILTON  MONTREAL 
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iiniiitfiffiff  * 


MINISTRY 


THE  DISPOSAL  BOARD  HAVE 

STOCKS 

lying  in  the  United  Kingdom  and  AVAILABLE  FOR  EXPORT  of 
'ENGINEERING  STORES 


Ferrous  and  Non  Ferrous  Metals 
Plant  and  Machinery 
Steam  Engines  and  Boilers 
Factory  Stores 
Machine  Tools 
Railway  Material 
Contractors'  Stores 
Electrical  Instruments  and  Machinery 
Medical  Stores 
Chemicals  and  Explosives 
Motor  Vehicles 
Agricultural  Machinery 
Aircraft 
Furniture 

Textiles  and  Clothing 
Boots  and  Leather  Equipment 
Motor  Boats,  etc.,  etc. 

Buyers  should  instruct  their  repre- 
sentatives in  the  United  Kingdom  to 
communicate  with  D.  B.  8  Canadian 
Export  Department,  Ministry  of 
Munitions,  Whitehall  Place,  London, 
S.W.,  Eng. 

Cable  address:  "Dispexport, 

Munorgize,  London." 
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if 


ROUND 

SQUARE 


DA  DC 

SQUARE  TWISTED  *^  ^ 

Competent  Engineers  at  your  Service 

EXPANDED  METAL 

All  sizes  and  sections  in  stock 

BAINES  &  DAVID,  LIMITED 


r$$ON  AND  STEEL  MERCHANTS 
'^.Office  and  Warehouse :  HP  AX       /'"X  \  J  HP  (vMm 

98-116  ESPLANADE  1  UlvUll  1  \| 


Yards : 

EASTERN  HARBOR  TERMINAL 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 

Montreal  Office— Phone  Westmount  6800  Toronto  Office— 20  Victoria  Street 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation   8G 

American  Enameled  Brick  and  Tile 

Company   IS 

American  Lead  Pencil  Company  . . 

American  Well  Works   77 

Anglin-Norcross   Limited   93 

Angstrom  &  Verochio   83 

Archibald  &  Holmes  

Armstrong  Cork  Company   70 

Asbestos  Mfg.  Co   85 

Asphalt  Association,  The  

Ault  &  Wiborg  Co   78 

Baines  &  David   15 

Ball  Engine  Company   7 

Barber  Asphalt  Paving  Co  

Barber-Greene  Co  22-23 

Barber,  Frank   92 

Barrett  Company   71 

Beveridge  Paper  Co   31 

B.  C.  Lumber  Commissioner   ..    ..  81 

Boake  Mfg.  Company   74 

Bolender  Bros  

Booker  &  McKechnie   77 

Boving   Hydraulic    &  Engineering 

Company   87 

Brantford   Roofing  Company   . .    . .  32 

Britnell  Company,  Limited   27 

Brown  Hoisting  Machinery  Co.    . .  21 

Burlington  Steel  Company   69 

Cam-Fish  Company  

Canada  Cement  Company   30 

Canada  Crushed  Stone  Corporation  11 

Canada  Iron  Foundries,  Limited   . .  82 

Canada  Wire  &  Cable  Co   89 

Canada  Wire  &  Iron  Goods  Co.  . .  87 

Canadian  Allis-Chalmers   20 

Canadian  Blower  and  Forge  Co.  . .  8S 
Canadian  Chicago  Bridge  and  Iron 

Company   87 

Canadian  Des  Moines  Steel  Co...  78-84 
Canadian  Engineering   &  Contract- 
ing Company  

Canadian  Equipment  Co   5 

Canadian  Ingersoll-Rand  Co   12 

Canadian    Inspection    and  Testing 

Laboratories   92 

Canadian  Johns-Manville  

Canadian  Link-Belt  Co  

Canadian  Mead-Morrison  Co   73 

Canadian  Metal  Window  Co   28 

Canadian  Pipe  Company,  Ltd  

Canadian    Producers    &  Exporters 

Directory   94 

Canadian    Self  -  Locking  Concrete 

Wall  Company   19 

Canadian  Surety  Company   70 

Canadian  Welding  Works   18 

Cape  &  Company,  E.  G.  M   93 

Carey  Company,  Philip   34 

Cast  Stone  Block  &  Machine  Co.  . .  79 

Chipman  &  Power,  Ltd.   92 

Conduits  Company,  Limited.    ..    ..  78 

Consumers  Gas  Company  

Cook,  A.  D   88 

Concrete  Pipe  &  Products  Co   92 

Crane  Limited   83 

Crushed  Stone,  Limited   91 

Dake  Engine  Company  .  .    .....    .  .  77 

Dayton-Dowd  Company   74 


Dennis  Wire  and  Iron  Company  . .  87 

Dept.  of  Public  Works  

Dominion  Concrete  Company   ....  18 
Dominion  Engineering  and  Inspec- 
tion Company   92 

Dominion  Paint  Works   33 

Dominion  Tar  &  Chemical  Co   75 

Dominion  Wire  Rope  Co   96 

Dunham  Company,  C.  A  

Dunlop  Tire  &  Rubber  Goods  Co. 

Engineering   &   Machine   Works  of 
Canada,  Limited  

Ford  Motor  Company  

Foyle,  W.  &  G   70 

Frost  Steel  &  Wire  Co  

Gait  Art  Metal  Company   90 

Gartshore,  John  J   76 

Gartshore-Thompson  Pipe  &  Foun- 
dry Company   19 

General  Supply  Company   72 

Gent  Company   92 

Goldie  &  McCulloch  Co  

Goodyear  Tire  &  Rubber  Co  

Gore,  Nasmith  &  Storrie   92 

Hamilton  Bridge  Works  Co  

Hamilton  Co.,  Wra  

Harvard  Turnbull  Co  

Hepburn,  John  T   90 

Holden  Company,  Limited   9 

Holmes  &  Sons,  Fred   92 

Hopkins  &  Company,  F.  H   96 

Hunt  &  Company,  Robert  W   93 

Hynes,  W.  J  

Ideal  Concrete  Machinery  Co  

Imperial  Oil  Limited  

Independent  Concrete  Pipe  Co.  .  .  72 
Inglis  Company,  John   67 

Jaeger  Machine  Company   75 

James  &  Company,  E.  A   92 

Jamieson  Lime  Company   76 

Johnston  &  Sons,  C.  H   35 

Katie  Foundry  Company  

Kerr  Engine  Company,  Ltd   86 

Koebel  &  Company,  Joyce   77 

Lea,  R.  S.  &  W.  S.  . .  . .   92 

London  Concrete  Machinery  Co.  . .  3 
London  &  Lancashire  Guarantee  & 

Accident  Company   70 

MacKinnon  Steel  Co  

MacLean  Daily  Reports   70 

Mansfield  Engineering  Co   17 

Manitoba  Bridge  &  Iron  Company 

Maritime  Bridge  Works  Co   83 

Marsh  Engineering  Works   8 

McAllister  &  Taylor   92 

McAvity  &  Sons,  T  

McGovern,  T.  J   83 

McGregor  &  Mclntyre   83 

McKinnon  Columbus  Chain  Co.   . .  87 

Metal  Shingle  &  Siding  Co  

Miller  &  Sons,  Roger  

Milton  Hersey  Company   92 

Ministry  of  Munitions   14 

Montreal  Crushed  Stone  Co   77 

Montreal  Machine  Shop   30 

Morris  Crane  &  Hoist  Co.,  Herbert  91 


Morrison  &  Co.,  T.  A   92 

Mussens  Limited   81 

Napanee  Iron  Works   74 

National  Conduit  Company   21 

(National  Equipment  Co   29 

National  Iron  Corporation   91 

Neptune  Meter  Company   78 

Northern  Electric  Company  

Northern  Crane  Works,  Ltd   78 

Nova  Scotia  Steel  and  Coal  Co.  . . 

Ormsby  Company,  Ltd.,  A.  B  

Ontario  Rock  Company   21 

Ontario  Wind  Engine  and  Pump  Co.  31 

Osborn  Canada  Ltd.,  Samuel  ....  4 

Owen  Bucket  Company   17 

Pacific  Coast  Pipe  Company  ....  1 

Pannill  Door  Company   91 

Pratt  &  Letchworth   94 

Prest-O-Lite  Company  

Port  Credit  Brick  Co  

Reid  &  Brown  Structural  Steel  and 

Iron  Company   92 

RicwiL  Company  

Robb  Engineering  Works   15 

Robertson  Co.,  H.  H  

Roberton-Olsen,  Ltd  

Sand  &  Supplies   91 

Sarnia  Bridge  Co   93 

Scully,  A.  A   73 

Seagrave-Loughead  Co   25 

Sessenwein  Bros  

Shunk  Plow  Co   19 

Slater  &  Barnard  Co   85 

Sonneborn  Sons,  L.,  Inc   95 

Spielman  Agencies   11 

Spray  Engineering  Company  

Stalford,  V.  K   92 

Standard  Motor  Sales   35 

Standard  Steel  Construction  Co.  . .  73 
Standard  Underground   Cable  Com. 

pany  of  Canada,  Ltd   83 

Steel  Corhpany  of  Canada   13 

Steel  &  Radiation   93 

Sterling  Engine  Company   88 

St.  Maurice  Lumber  Company  ....  31 

Sturgeons  Limited   17 

Swedish  Crucible  Steel  Co   27 

Thompson  Bros   92 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 

Toronto  Steel  Construction  Co.   . .  89 

Toronto  Testing  Laboratory  . .  . .  92 
Trades  &  Labor  Branch,  Dept.  of 

Public  Works  

Turnbull  Elevator  Company  

United  States  Fidelity  &  Guaranty 

Company   70 

Vancouver   Wood   Pipe   and  Tank 

Company   91 

Vitrified  Clay  Pipe  Co   2 

Warren  Bituminous  Paving  Co.  ...  25 

Wettlaufer  Bros   36 

Waterous  Engine  Works  Company  36 

White  Star  Mine  

Wells  &  Gray  

Williams  Machinery  Co.,  Ltd.,  A.  R.  89 

Wood  Mosaic  Company   76 

Worthington,  W.  R   92 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.  Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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{The  Preservative 
for  Wood 

Special  Decorative  Quality 
for  Shingles  and  Timber  Wood 

STURGEON'S  LTD.  Toronto 

ALSO 

Flintex  Concrete  Hardner 
Ferrodor  Metal  Protective  Paint 
Paripan,  Mill  White 
Rock  Face  (Water  Paint) 

OTHER  SPECIAL  PAINTS  FOR  SPECIAL  PURPOSES 


Excavate 
Your  Own  Gravel— 
Quickly,  Easily 
and  at  Lowest 
Cost! 


HIS  excavating  outfit  using  a  PIONEER  Back-Dump  Bucket  of  y2  cubic 
throughout  the  season,  furnishing  gravel  for  highways  and  concrete  bridge 

the  view  above,  a  new  gin  pole  is 
erected  and  the  outfit  is  ready  to 
operate. 


The  hoisting  engine  is  mounted  on 
tractor  wheels  for  moving,  and  the 
bucket,  blocks  and  lines  are  hauled  on 
a  wagon.  At  each  new  excavating 
site — selected  near  to  the  contract—- 
the  engine  is  blocked  up  as  shown  in 


This  is  the  ideal  way  for  road  and 
bridge  builders  to  get  gravel  at  low- 


Made  by 

THE  MANSFIELD  ENGINEERING  CO.  • 

Fletcher  Savings  &  Trust  Bldg. 
INDIANAPOLIS,  INDIANA,  U.S.A. 


PIONEER 

EXCAVATING 
OUTFITS 


yard  capacity,  operates  continuously 
work. 

est  cost:.  Let  us  send  you  complete 
information.  Advise  us  of  your  re- 
quirements. Our  PIONEER  Exca- 
vating outfits  both  for  stationary  and 
portable  work,  are  used  throughout 
America.    Get  our  facts. 

Canadian  Agent: 
A.  A.  SCULLY,  LIMITED 
123  BAY  ST.,  TORONTO 
Phones  :  Main  2800,  2801 


IS 
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DO  YOU  WANT  TO  KNOW 
|    how  to  solve  today's  emergency? 

I UST  THIS:  Build  with  "AM- 
ERICAN" ENAMELED  BRICK. 
There  will  be  no  delay  in  shipping 
your  order  for  Standard  Shapes. 

After  comparing  the  cost,  dur- 
ability and  appearance  with  similar 
materials  you  will  have  learned  the 
real  value  of  using  "AMERICAN" 
products  in  white  or  mottled  effects 
for  exterior  or  interior  purposes. 
Prove  it  to  your  own  satisfaction 
as  have  others  in  the  past  twenty- 
seven  years. 

See  Sweet's  Catalogue  in  U.S.A. 
and 

Specification   Data  in  Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 


Manufacturers  of  Enameled  and  Fire  Brick. 

52  Vanderbilt  Ave.,  New  York  City. 


The  "CANWELD"  Concrete  Buggy 


The  most  durable  and  serviceable  concrete  buggy  made. 
It  is  constructed  throughout  of  wrought  iron  and  steel 
(no  cast  iron  is  used).  Is  mounted  on  a  pair  of  strong 
36  inch  wheels,  with  wide  rims,  running  smoothly  on 
a  rigid  axle,  the  whole  well  balanced. 
Capacity  6  cu.  ft. 

Consult  us  first  when  in  the  market  for  concrete 
buggies. 

Prompt  Shipment  from  Stock. 

Canada  in  Welding  Works  Limited 


Architectural  Iron  Works. 


Steel  Tank  Manufacturers. 


Welding  Engineers. 


134  Queen  Street,  Montreal. 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

W~  (LARGE  STOCK  ON  HAND) 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 


KEMPTVILLE 


ONTARIO 
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ROAD  SCRAPER  BLADES 

Renew  your  old  wheeled  scraper  bowl  with  the  ECONOMY  REPAIR  BLADE.  Any 
blacksmith  can  attach  it  by  cutting  the  edge  of  the  bowl  square,  drilling  holes  to  match 
these  in  the  blade  and  riveting  it  to  the  bowl. 


A  trial  will  convince  you 

that  the  use  of  these 
blades  is  genuine  economy 


ECONOMY   REPAIR  BLADE 

These  blades  are  made  of  steel  6  in.  wide  by  3  1-16  in.  thick,  giving  a  new  cutting  edge 
3  in.  wide  and  allowing  3  in.  to  lap  top  and  bottom  where  it  is  riveted  on  the  bowl. 
Road  Scraper  Blades  and  moldboards  to  fit  all.  makes  of  machine.  Prompt  shipments 
from  stock;  over  150  patterns. 

SHUNK  PLOW  COMPANY,  Bucyrus,  Ohio 


BOWL    WITH  REPAIR 
BLADE  ATTACHED 


NON-POROUS 

PRECAST 

SLABS 


s 


AWYER 
YSTEM 


Can.  Pat.  No.  188. G42 


CONTINUOUS 
HOLLOW-AIR 
CHAMBERS 


SELF-LOCKING  CONCRETE  WALL 

CONSTRUCTION 

ARCHITECTS  BUILDERS  CONTRACTORS 

You  can  make  money  by  writing  for  data  on  the  Sawyer  Patented,  Self-Locking  Concrete  Wall  Construction 
and  obtaining  the  exclusive  rights  in  your  district.  You  can  control  a  money-making  business  before  your 
competitor  beats  you  to  it. 

The   Self-Locking   Concrete  Wall  is   the  speediest   erection  known. 

The  hollow  walls  are  fireproof  and  a  non-conductor  of  heat,  cold  or  dampness. 

It  will  save  you  20  per  cent,  in  cost  over  a  common  brick  wall  and  give  a  pressed  brick  finish  ;  it  does  away 
with  skilled  labor,  wastage  in  special  forms,  and  the  fiinished  wall  can  be  constructed  as  cheaply  as  wood 
frame  construction.  .  v 

Address  all  communications  to: — 

Canadian  Self -Locking  Concrete  Wall  Co.  (S£stemr),  Limited. 

119  Board  of  Trade  Building,  -  MONTREAL 


J.  G.  Allkn,  President 


James  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSOH  PIPE  &  FOUNDRY  00. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 


HAMILTON,  ONT. 
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The  fortunate  fact  that  nature  provided  for  the 
transformation  of  electric  energy  into  heat  is 
rapidly  securing  world-wide  appreciation 


If  you  are  interested  in  modern  methods  of 
applying  electricity  to  industrial  heating  prob- 
lems, communicate  with  our  Industrial  Heating 
Specialists.  Their  services  are  yours  for  the 
asking. 


Canadian  General  Electric  Co.,  Limited 

Head  Office,         ■  Toronto 

Branch  Offices:   Montreal,  Quebec,  Halifax,  Sydney,  St.  John,  Ottawa,  Hamilton.  London,  Windsor,  Cobalt,  South  Porcupine,  Winnipeg, 

Calgary,  Edmonton,   Nelson,  Vancouver  and  Victoria. 
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Trap  Rock— Best  Concrete  Aggregate 

Mr.  William  Barclay  Parsons,  Chief  Engineer,  New  York  Subways  ; 
the  42nd  Street  Tunnel;  Consulting  Engineer  to  the  Hudson 
Terminals,  etc.,  stated  in  brief  in  some  legal  proceedings  in 
regard  to  concrete  : — 

"In  my  opinion,  the  standard  or  best  aggregate  for  concrete  construc- 
tion is  TRAP  ROCK.  The  advantage  that  Trap  Rock  has  over  all  other 
materials,  is  that  it  is  harder,  denser,  and  not  affected  by  chemical  action 
or  fire,  and  is  very  much  harder  to  resist  abrasion." 


ONTARIO  ROCK  COMPANY,  LIMITED 

PHONE    MAIN  6407 
410  CROWN  OFFICE  BLDG.,  TORONTO 


TRAP  ROCK  QUARRY 
PRENEVEAU.  ONT. 


Made  in  Canada 
Conduit 


Manufactured  by 

National  Conduit  Co.,  Limited 

Toronto 
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THE  NEW  B  G  LOADER 


B-G  Loader  History 

1916 —  Birth  of  the  double  rotating 
disc  idea,  and  Barber's  experiments 
with  his  wife's  kettle  lids. 

1917 —  Manufacture  of  the  first  Self- 
Feeding  Bucket  Loader.  Original 
machines  all  successful  and  still 
in  operation. 

1918 —  Redesigned  to  provide  flexi- 
ble self  traction,  with  two  speeds 
and  differential. 

1919 —  Four  cylinder  truck  engine 
adopted. 

1920—  This,  the  "last  word"  in 
Loader  design  and  construction. 


BG  Self- Feeding  Bucket  Loader— Model  20 


ME 


Barber -Greene  Company 

AURORA,  ILLINOIS,  U.S.A.  A  J 

BRANCHES    IN    PRINCIPAL  CITIES 
Canadian  Agents:  Mussens,  Ltd. 

Montreal  Toronto  Winnipeg  Vancouver 
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WITH  1920  FEATURES 


EIGHTEEN  months'  study,  design  and  experimentation  produced 
this  remarkable  machine — the  outgrowth  of  an  insistent  demand  for 
a  Loader  that  would  operate  under  any  and  all  conditions.  In  coal 
yards,  sand  and  gravel  pits,  on  highway  subg,rades,  on  pavements — in 
fact  any  place  at  any  time.   


The  crawler  type  of  traction  alone  makes  this  possible — makes  the  B-G  Self-Feedinfe 
Bucket  Loader  the  one  and  only  machine  for  your  work.  And  this  is  in  addition  to  the 
many  features — especially  the  patented  rotary  disc  feeder — found  on  even  the  first 
B-G  Loader.  There  is  absolutely  nothing  like  it  —  it  stands  in  a  class  by  itself. 

And  remember  this  fact — that  this  machine  is  not  an  experiment.  It  is  simply  a 
new  and  better  machine,  built  by  the  pioneers  in  the  material  handling  machinery  field. 


Note  These  Points: 


/.  Full  Length  Crawlers — 58  in.  lon&  by  8  in. 
wide  making  a  bearing  pressure  of  only  7  lbs.  per  sq. 
inch.  Track  cast  integral  with  the  link,  self-cleaning, 
with  chain  and  sprockets  thoroughly  protected.  Frame 
designed  to  oscillate  vertically  to  accommodate  machine 
when  moving  over  rou&h  ground.  Three  point  sus- 
pension—  front  axle  pivoted,  rear  axle  secured  to  the 
upper  frame  at  two  points. 

2.  Self-Feeder — The  patented  rotating  disc  feeder 
remains  nearly  the  same  as  on  all  former  B-G  machines 
but  with  a  few  refinements  and  improvements.  Per- 
fectly safe  and  absolutely  dependable  The  discs  re- 
volve toward  the  center  keeping  the  buckets  always 
filled  and  cutting  a  path  6  ft.  wide  into  the  pile. 

3.  Transmission — Forward  and  reverse  clutches, 
reduction  &earin&  and  differential.  Carried  on  rear 
axle  with  one  point  of  support  on  front  end — again  3 
point  suspension. 

4.  Elevator — Twenty-four  buckets  mounted  on  two 
strands  of  combination  chain,  spaced  18  inches.  Raising 
and  lowering  device  controlled  by  hand  wheel  operating 
through  a  worm  and  worm  &ear.  Buckets  of  special  de- 
sign &ivin&  lar&e  capacity  and  perfect  discharge  action. 


5.  Clutches  —  Three  friction  clutches  of  outside 

band  type.  Only  one  adjustment  and  this  can  be  made 
quickly  with  an  ordinary  wrench.  Especially  adapted 
to  withstand  rou&h  usa&e. 

6.  Motor — Four  cylinder  Buda  gasoline  engine,  2>Y% 
inch  bore  by  5^2  inch  stroke.  All  parts  enclosed,  yet 
easily  accessible.  Ample  reserve  power  for  any  oper- 
ating conditions. 

7.  Frames — Made  of  structural  sections  firmly 
bolted  and  riveted,  with  lar&e  factors  of  safety. 

8.  Control — One  man  from  platform.  One  lever  for 
steering,  one  for  forward  and  reverse  motions,  and  one 
for  the  elevator.  Simple  and  easy  to  operate  Machine 
can  turn  around  in  its  own  length. 

9.  Safety — Moving  parts  protected  by  guards.  Self 
feeder  perfectly  safe  and  flexible  — no  wrecking  of 
machine  if  discs  strike  an  obstruction. 

10.  Discharge  Spout — Pivoted  to  permit  discharg- 
ing from  any  side  with  ample  clearance.  Special  meas- 
uring hoppers  or  screen  furnished  when  specified. 

//.  Dimensions  - Len£thoverall9ft.;  di&£in£width 
6ft.4in.;overalllen&th  of  crawler61  in.;  discharge  hei&hi 
9  ft.;  minimum  height  overall  9  ft.  2  in.;  approximate 
weight  7,000  lbs.;  capacity  over  1  cu.  yd.  per  minute 


These  are  but  a  few  of  the  many  striking  features  found  on  the 
new  B-G  Self-Feeding  Bucket  .Loader.  There  are  other  points  just 
as  important.   You  cannot  afford  to  delay  in  learning  about  them. 

B-G  Sales  Engineers  will  Work  with  you  on  your  material  handling  problems  giving  sound  engineer- 
ingadvice.  This  service  costs  you  nothing  and  involves  you  in  no  obligation.  W rite  today  for  information 
on  B-G  Self-Feeding  Bucket  Loaders  and  B-G  Standardized  Belt  Conveyors.   As\  for  Catalog  B 
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EXPORT  DEPARTMENT 

^alwacoa>  ALLIED  MACHINERY  COMPANY  OF  AMERICA  <aimmoa~ 


n 


THE  CONTRACT  RECORD 


April  28,  1920 


u  ■•  ->.'.'■  .'•   ',  -  ..Vatf'i 


April  28,  1920 


THE  CONTRACT  RECORD 


35 


The  Hall-Mark  of  Good  Paving 


BITULITHIC 

^REG. CAN. PAT.  OFF 

^AVEMENt 


This  is  a  small  size  cut  of  the  brass  plate  that  is 
being  laid  in  every  WARRENITE-BITULITHIC 
PAVEMENT.  When  you  see  one  of  these  plates  you 
can  rest  assured  that  the  Engineer  or  Municipality 
who  paved  that  street  or  county  road  knew  his  busi- 
ness and  ensured  to  the  taxpayers  the  best  obtainable. 

The  finest  possible  gradings  of  the  aggregate  for 
Bituminous  pavements  are  found  in  WARRENITE- 
BITULITHIC,  ensuring  the  densest  and  most  stable 
mixtures  and  therefore  the  best  wearing  surface. 

WARRENITE-BITULITHIC  is  the  most  im- 
proved form  of  Bituminous  paving  construction. 

Write  us  for  illustrated  booklets  and  further  in- 
formation. 


The  Warren  Bituminous  Paving  Co.  of  Ontario,  Ltd. 


McKinnon  Building, 


TORONTO,  ONT. 


The  right  truck  is 
one  that  will  reduce 
your  present  delivery 
and  haulage  costs. 
One  that  will  move 
your  equipment  and 
supplies  w  i  t  h  t He 
greatest  speed  and 
least  cost.  One  that 
will  work  at  capa- 
city under  the  high- 
est pressure  and 
come  through  o  n 
top. 

Such  a  truck  is  the  '  'Sea- 
grave-Loughead."  Ask 
us  so  send  fullest  par- 
ticulars. 


Seagrave-Loughead  Company  Limited,  Sarnia,  Ont. 

SOME  TERRITORY    STILL  OPEN    FOR    LIVE  REPRESENTATIVES 
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Economical  and  Efficient 


15he 

Economic 
Heater 

was  so  named  because 
of  its  remarkable 
ability  to  reduce  the 
amount  of  fuel  con- 
sumption. At  the 
same  time  it  greatly 
increases  the  effici- 
ency of  the  entire 
heating  system. 

So  confident  are  we 
of  its  ability  to  prove 
entirely  satisfactory 
that  we  will  instal 
this  heater  and  if  it 
does  not  give  entire 
satisfaction  we  will 
take  it  out  and  stand 
all  expense. 


W  1  | 

If  Jf 
to 


EFFECTS 
A  GREAT 
SAVING 
IN  FUEL 
EXPENSES 

J5he 

Economic 
Heater 


is  guaranteed  for  twenty 
years  against  leaks  from 
expansion  or  contraction. 

Demonstrations  Freely 
Given, 

Enquiries  Solicited. 


Manufactured  in  Canada  by 

The  Montreal 
Machine  Shop 


LIMITED 


481    Ontario   Street  East 

MONTREAL 


Sole  Agents  for  Ontario :— EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  TORONTO,  Ont. 
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Are  You 
Getting  the  Service 
You  Require? 

Your  requirements  in  Sand,  Lime,  Cement,  and  general  building  sup- 
plies will  receive  prompt  attention  from  our  yard.  Ample  reserve 
stocks,  our  own  quarries,  and  up-to-date  delivery  facilities  enable  us 
to  supply  you  on  short  notice  with  best  grade  materials.  We  can  make 
local  delivery  independently  of  railway  shipment.  Let  us  take  care 
of  your  next  order  and  show  you  our  service  and  the  quality  of  our 
supplies. 


Britnell  &  Co.,  Limited 

C.  P.  R.  Crossing,  Yonge  Street,  North  Toronto 


Olson  Dump  Body 

for 

Ton  Truck 

Made   in   two  sizes, 
Model  A  1  cubic  yard, 
and  Model  B  ll/2  cubic 
yards.     Mounted  on 
Olson  side 
springs  to  sup- 
port body  at  all 
points.  So  per- 
fectly balanced 
that  it, may  be 
dumped  with 
perfect  ease. 
For  sale  by  all 
Ford  dealers. 


ONE  PRICE 

$245 
F.O.B.  WINDSOR 


Manufactured 
under  Olson 
Patents  by 


The  Swedish  Crucible  Steel  Co. 


of  Canada,  Limited 


WINDSOR, 
Ontario, 
Canada 


Branches,  at :    MONTREAL,  QUE.,  285  Beaver  Hall  Hill 


TORONTO,  0NT.,  614  Excelsior  Life  Bldg. 
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A  Better  Steel  Sash 


A  Better  Service  for  you 


Canadian  Metal  Window  and  Steel  Products  Ltd. 

TORONTO,  CANADA 
(Formerly  Canadian  Metal  Window  Co.,  Ltd.) 

has  purchased  from  Steel  and  Radiation,  Ltd.,  all 
rights  to  the  manufacture  and  sale  in  Canada  of 


The  following  things  assure  better 
service  for  you: 


1.  The  sash  making  equipment  of  Steel  &  Radiation,  Ltd., 
has  been  added  to  our  own  factory  equipment. 

2.  We  are  incorporating  into  Fenestra,  several  exclusive 
features  never  before  a  part  of  Fenestra  as  manufac- 
tured in  Canada. 

3.  Our  Toronto  warehouse  will  carry  stock  of  thirty  types 
and  sixty  sizes  for  prompt  shipment. 

4.  A  steady  supply  of  steel  is  assured  us  through  an  agree- 
ment with  Detroit  Steel  Products  Co.,  largest  manufac- 
turer of  steel  sash  in  the  United  States. 

Write  for  a  list  of  warehouse  sizes  kept  in  stock 

Canadian  Metal  Window  and  Steel  Products  Ltd. 

TORONTO,  CANADA 
160  River  St.  Phone  Main  4566. 
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NATIONAL  A  FRAME  DERRICK 

Capacity  1,400  to  2,500  lbs.  Height  20  feet.  Equipped  with  125  ft.  of  steel 
cable,  block  and  winch.  We  can  furnish  an  "A"  Frame  Pole  with  regu- 
lar pole  derrick  fittings  that  same  can  be  used  with  "A"  Frame  bottom 
uprights,  or  as  a  regular  Pole  Derrick  with  guy  line. 


The  National  Double  Drum 
Double  Purchase  Winch 


National    Single  Drum 
Geared  Winch 


National  Double  Drum 
Geared  Winch 


National  Hoisting  Crab 


National  Equipment  Co. 

LIMITED 

SJkS^    11  WABASH  AVENUE  TORONTO,  CANADA  N'tion*<ieSr"Su«  Dru" 


Kb 


Rbmforc;  Rsbforce! 

CONCRETr.  C0SCRETr 

sua-  Cqhsthect:  imsm.:- 

iOCL       HOOL  UOOL 


Reinforced 
Concrete  Construction 

Series  of  Three  Volumes 
By  G.  A.  Hool,  Associate  Professor  of  Structural 
Engineering,  University  of  Wisconsin. 

You  probably  know  something  about  these  books — 
How  they  came  out  without  the  advantage  of  a  widely  known  name 
as  author. 

How  the  leading  civil  engineering  papers  hailed  them  as  the  best 
on  the  subject. 

How  they  were  at  once  recognized  as  the  most  useful  and  practical 
books  that  have  appeared. 

They  are  today  standard  among  engineers,  architects  and  contrac-' 
tors,  as  well  as  in  colleges. 

Vol.  1 — Fundamental  Principles,  254  pages,  6  x 
9,  88  illus.,  $3.00  net,  postpaid. 

Vol.  II — Retaining  Walls  and  Buildings,  675 

pages,  6x9,  412  illus.,  34  plates,  $6.00  net 
postpaid. 

Vol.  Ill — Bridges  and  Culverts,  688  pages,  6x9, 
over  600  illus.,  41  plates,  $6.00  net,  postpaid. 

SEND  YOUR  ORDERS  TO 

Contract  Record  &  Engineering  Review 

347  Adelaide  St.  Weit,  TORONTO 


Sold  separately 
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Illustrating  the  Charm 

of  Simplicity  in  a 
Concrete  Bridge  Design 


EVERY  bridge  location  involves  spe- 
cial study,  to  best  meet  the  needs  of 
the  particular  situation.  Not  every 
location  would  lend  itself  to  the  design 
here  shown.  But  in  its  place  this 
structure  at  Kirkham,  Scarboro  Township, 
Ontario,  is  a  splendid  example  of  the  grace 
and  simplicity  obtainable  in  a  Concrete 
arch  bridge.  Spanning  the  Rouge  River, 
its  single  arch  adds  beauty  to  the  surround- 
ings and  provides  carrying-capacity  for  the 


greatest  loads  that  ever  pass  over  the  road 
of  which  it  forms  a  part. 

Concrete  Bridges,  like  Concrete  Roads, 
ar<  for  the  traffic  of  to-day  and  to-morrow. 
They  will  not  rust,  rot,  burn,  nor  deterior- 
ate in  any  way.  They  need  no  painting, 
no  repair,  no  periodical  replacement  of 
worn-out  parts,  no  rebuilding  after  floods. 

Low  in  maintenance,  Concrete  Bridges 
are  lower  in  ultimate  cost. 


Our  Service  Department  is  anxious  to  co- 
operate in  all  lines  of  work  for  which  Con- 
crete is  adapted.    Our  library  is  at  your 
disposal  at  all  times  without  charge. 


CANADA  CEMENT  COMPANY  LIMITED 
Herald  Building  Montreal 

Sales  Offices  at 
Montreal    Toronto    Winnipeg  Calgary 
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St.  Maurice  Lime 

Quality  Products 
Room  15,  Baker  Bldg.,  Three  Rivers 

Represented  at  Montreal  by: 
M.  W.  McNALLY  &  CO.  LTD. 
50  McGill  Street. 

Represented  at  Quebec  by: 
THE  CITADEL  BRICK  &  PAVING  BLOCK  CO. 
320  St.  Paul  Street. 


Tenders 

A  few  dollars  spent  in  advertising 
your  proposals  in  the 

Contract  Record 

and  Engineering  Review 

would  result  in  additional  competition, 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 


Plibrico  Jointless 
Fire  Brick 

Replaces  firebrick  and  fireclay 
for  all  purposes.  Applied  by  any 
handyman. 

Flintex  Concrete  Hardeners  and 
Dustproofers  Liquid  and  Integ- 
ral Powder. 

Made  in  Canada 

Exterior    and    Interior  Boiler 
Treatments. 

Roofing  and  Waterproofing 
materials. 

Wood  Preservative  and  Paints. 

Beveridge  Paper  Co.,  Limited 

628-630  St.  Paul  Street  West,    -  Montreal. 


ONTARIO  WIND  ENGINE  &  PUMP  CO. 

LIMITED 


WOOD  TANKS 

ALL  STYLES  and  SIZES 
300  to  100,000  gal.  capacity 

PINE  —  B.C.  FIR  —  CYPRESS 

All  over  Canada  lURoisnnS  TANKS  are  giving 
efficient  Service,  a  Service  that  is  guaranteed  by 
first  class  material  and  expert  workmanship. 

Send  us  particulars  of  your  tank  requirements 
small  or  large.  Our  engineering  is  at  YOUR 
service  without  obligation  on  your  part. 

ONTARIO  WIND  ENGINE  &  PUMP  CO.,  LTD.,  Head  Office:  TORONTO 

Branches — Montreal,  Regina,  Winnipeg,  Calgary 
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Get  a 

Larger 

Share 


of  the  Roofing  Trade 


The  building  trade  is  active  and  consequently  the  Prepared  Rooting  Industry  is  prosperous 
to-day. 

But  the  real  building  activity  will  not  reach  its  height  until  next  year  or  the  year  follow- 
ing, because  building  was  almost  at  a  standstill  during  the  war  and  it  will  take  some  time  for 
the  brick  yards,  stone  quarries,  contractors,  bricklayers,  masons,  carpenters,  etc.,  to  get  back  into 
their  stride. 

The  big  roofing  business  of  the  future  will  be  done  in  prepared  roofing,  and  the  increasing 
popularity  of 


Brantford 

Asphalt  Slates 


indicates  that  this  style  of  roofing  will  be  the  big  seller  for  homes,  schools,  churches  and  other 
buildings  requiring  an  artistic,  permanent,  fire-resistant  slanting  roof. 

Hardware  dealers  who  feature  Brantford  Asphalt  Slates,  along  with  our  other  lines,  and 
go  after  business  energetically  will  be  able  to  sell  more  prepared  roofing  during  the  next  two 
years  than  they've  sold  during  the  last  five.  Our  own  output  of  Asphalt  Slates  to-dav  is  ten 
times  that  of  four  years  ago,  which  shows  that  the  demand  is  greatly  increasing. 

Have  you  seen  the  Brantford  Asphalt  SLAB  Slate 
which  is  FOUR  STANDARD  Size  Asphalt  Slates  in 
one  ?  The  newest  idea  in  roofing.  Saves  time,  labor 
and  nails  in  laying.  It  is  selling  fast  and  bound  to 
be  a  big  producer  of  business  for  our  dealers. 

Write  for  booklets  and  samples  of  our  different  lines. 
The  Brantford  Line  is  complete — a  roofing 
for  every  purpose. 


.Limited 


Brantford  Roofing  Co 

Head  Office  and  Factory:  Brantford,  Canada 
Branches  at  Toronto,  Montreal,  Halifax,  Winnipeg 
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PROTECTION 

77ze  Mosf  Important  Factor 
in  Bridge  Maintenance 

The  ever  increasing  demand  for 
positive  protection  of  steel  bridges 

is  the  logical  result  of  realization 
of  its  importance.  Leading  con- 
struction and  maintenance  engi- 
neers include  protection  in  their 
plans  and  specifications. 
For  over  thirty-five  years  SUPER- 
IOR GRAPHITE  PAINT  has  been 
the  distinguishing  mark  of  utmost 
protection.  It  stands  for  highest 
quality  and  maximum  durability 
in  paint.  It  is  recognized  as  the 
leader  among  metal  protective 
coatings. 

SUPERIOR  GRAPHITE  PAINT  has 
made  and  maintained  this  enviable  repu- 
tation by  exceptional  service  records. 
It  is  important  to  note  that  these  advant- 
ages are  secured  at  a  satisfying  saving — 
considering  the  ultimate  rather  than  the 
initial  cost. 

Write  for  color  cards  and 
painting  recommendations. 

Dominion  Paint  Works,  Ltd. 

Makers  of 
Degraco  Paints,  Varnishes,  Enamels 
WALKERVILLE,  CANADA 

Montreal  Toronto  Winnipeg 

Quebec  Vancouver  Sydney 


UPERIOR  GRAPHITE  RiUNT 

It  Prevents  Rust 
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means  that  your  beautiful  roads  will  never 
have  temperature  cracks 

THE  old  fear  that  temperature  cracks  in  concrete  roads  are 
sometimes  unavoidable  has  been  totally  allayed — they  can 
always  be  prevented. 

Elastite  is  protecting  Concrete  roads  under  the  rigorous  Cana- 
dian cold  at  70°  below  zero.  It  is  also  serving  in  the  hot  blistering 
sun  in  New  Mexico.  It  functions  equally  as  well  in  either  extreme, 
and  under  all  sorts  of  climatic  conditions. 

Its  sandwich  construction  provides  for  perfect  absorption  of 
contraction  or  expansion  resulting  from  temperature  changes. 

Its  outside  walls  of  asphalt  saturated  felt  prevent  the  inside 
asphalt  compound  from  being  squeezed  out  and  carried  away  in 
hot  weather.  These  same  walls  adhere  to  the  paving.  When  the 
joints  are  widened  by  cold  weather  the  Elastite  widens  with  them 
and  keeps  the  joints  sealed  tight  against  frost. 

For  Specifications  and  Prices  Write 


The  PHILIP  CAREY  COMPANY,  TORONTO,  Ont. 
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DO  YOU  REALIZE 

what  a  great  saving  in  labor  and  money  our  HEART- 
SHAPE  MIXER  will  make  for  you  over  hand  labor  in  the 
mixing  of  your  concrete?    We  have  the  mixers  in 
all  sizes  and  styles  for  any  class  of  work. 


Over 
5,000 
in  use. 


Made  in  Canada 


Write  for  our 
Special  Offers 


Famous  Heart  Shape  Mixer 


Concrete  Machinery 

Crushers,  Rolls,  Brick,  Block, 
Tile,    Sewer    Pipe  Machines, 
Screens,  etc.    Contractors'  and 
Builders'  Equipment. 


We  make  a  specialty  of  supply- 
ing complete  plants  for  the 
manufacture  of  Brick,  Block, 
Drain  Tile,  Sewer  Pipe,  Cement 
Products,  etc. 


Famous  No.  0  Power  Mixer 


WETTLAUFERBROS.Ltd.,178SpadinaAve.,Toronto,Ont. 


No.   6   Brick  Machine 


Road  Rollers  &  Pressure  Scarifiers 


Waterou 

W    W  BRANTFORD.  ONTARIO,  CAN  AD  A 


A  Waterous  Roller  with  steam  pressure 
scarifier  attached  makes  the  most  econom- 
ical and  efficient  road  making  machine  that 
can  be  purchased. 

The  Waterous  double  cylinder  roller  has 
been  manufactured  in  Canada  for  over  20 
years  and  has  long  been  acknowledged  as 
the  standard  roller  for  Canadian  roads  hav- 
ing built  more  miles  of  Canada's  good  roads 
than  all  other  makes  combined. 

The  steam  pressure  scarifiers  which  are 
being  manufactured  by  us  under  patent 
rights  in  Canada  are  so  efficient  and  econ- 
omical of  operation  that  no  roller  is  com- 
plete without  it. 

A  few  of  its  advantages  are: 

Always  with  the  roller  when  needed. 
One  man  operates  both  roller  and  scari- 
fier. 

Scarifies  approximately  6  ft.  width  at 
regular  working  speed  of  roller. 

Piston  leak  proof,  therefore  no  wastage 
of  steam. 

Depth  and  width  of  cut  varies  to  suit 
work  in  hand. 

Raises  automatically  in  striking  hidden 
obstacles. 

Held  up  out  of  way  when  not  in  use. 


Write  for  Literature  and  Prices. 
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Mechanical  Equipment  as  a  Means  of  Keeping 
Down  Labor  Costs 

ARGUMENTS  convincingly  in  favor  of. mechan- 
ical methods  of  loading  over  hand  methods 
are  presented  in  an  article  in  this  issue,  by  P. 
Philip,  district  engineer  of  the  British  Col- 
umbia Department  of  Public  Works.  An  analysis  is 
there  made  of  four  schemes  of  handling  road  gravel 
from  the  pit,  the  merits  of  each  being  determined  by  a 
comparison  of  the  costs  of  loading.  The  author  of  the 
article  in  question  recites  his  experiences  with  all  four 
methods  and  finds  that  the  cost  of  loading  gravel  per 
cubic  yard  for  one  type  of  mechanical  loader  is  12.3c. 
under  average  conditions,  and  6.6c,  under  more  fa- 
vorable conditions;  for  clamshell,  6.8c;  for  team  and 
scraper,  14c,  and  for  hand  shoveling,  27c.  This  is  am- 
ply sufficient  to  show  that  hand  shoveling  is  the  most 
extravagant  method  of  loading.  To  take  all  the  fac- 
tors into  consideration,  the  author  makes  a  compari- 
son between  hand  and  mechanical  methods  on  a  16  cu. 
yd.  basis,  considering  the  cost  of  motor  truck  haulage. 
In  this  case  the  cost  of  handling  16  cu.  yds.  by  me- 


chanical loader  is  $4.97  as  against  $14.70  by  hand. 
These  figures  are  a  fair  comparison  of  the  merits  of  the 
two  schemes  and  are  sufficient  justification  for  dis- 
carding the  slower  and  more  strenuous  method. 

There  should  be  no  question  about  the  advantage 
of  mechanical  equipment  for  such  operations  as  load- 
ing. Long  experience  has  demonstrated  the  reliabil- 
ity of  machines,  their  ease  of  operation  and  their  abil- 
ity to  dispense  with  a  large  proportion  of  costly  labor. 
Hand  methods  were  good  enough  in  those  long  past 
days  when  labor  was  cheap  and  could  be  obtained  for 
the  asking.  To-day  labor  cost  is  well  nigh  out  of 
sight,  and  the  supply  is  insufficient  to  meet  the  de- 
mand. Mechanical  equipment — and  there  are  ma- 
chines to  meet  every  need — will,  when  properly  ap- 
plied, largely  solve  the  problem  of  high  costs.  Any 
contractor  who  has  kept  close  tab  on  the  costs  of  vari- 
ous methods  of  doing  work  will  be  convinced  that  a 
machine  will,  in  general,  do  more  satisfactory  work 
and  a  greater  volume  of  it  than  a  man. 

Colored  Concrete  in  Greater  Demand  as 
Decorative  Medium 

THE  increase  in  the  use  of  concrete  in  pre-cast 
units  as  a  building  trim,  in  place  of  stone  and 
terra  cotta,  has  created  a  demand  for  a  satis- 
factory method  of  coloring  the  material  to 
obtain  greater  aesthetic  value.  In  this  connection  an 
article  in  this  issue,  giving  the  practical  experience  of 
its  author  in  the  manufacture  of  building  trim,  con- 
tains some  excellent  suggestions  on  methods  of  pro- 
ducing permanent  and  satisfactory  color  effects. 

The  standard  method  of  using  grey  and  white  port- 
land  cements,  either  alone  or  mixed,  adding  suitable 
pigments,  gives  excellent  and  uniform  results,  but 
great  care  is  necessary  to  properly  mix  the  cement  and 
pigments  to  avoid  a  reduction  in  the  strength  of  the 
concrete.  More  often  the  natural  color  of  the  aggre- 
gate is  depended  upon  to  secure  a  suitable  color. 

.  The  possibility  of  employing  the  absorptive  quali- 
ties of  concrete  during  the  stage  of  curing  and  season- 
ing is  pointed  out  by  the  author  in  the  article  in  ques- 
tion. Capillary  action  will  cause  a  coloring  solution 
to  enter  the  surface  of  concrete  to  a  depth  of  six 
inches  or  more,  if  the  object  is  immersed  while  in  a 
very  green  state.  For  practical  purposes,  however, 
penetration  to  a  depth  of  one-eighth  of  an  inch  or  less 
is  all  that  is  necessary  and  it  is  possible  to  so  employ 
coloring  solutions  to  get  very  excellent  effects.  The 
author  recommends  metallic  solutions  as  the  beauty 
of  color  is  increased  by  oxidation  such  as  takes  place 
on  real  metal  surfaces.  It  has,  indeed,  been  found  that 
surfaces  treated  by  this  method'  become  so  hard  and 
dense  that  they  will  take  a  polish  like  marble,  granite 
and  metal.  Certainly  the  possibilities  of  this  treat- 
ment are  unlimited,  provided  good  judgment  is  used 
in  the  matter  of  coloring  values  and  care  is  taken  not 
to  impair  the  strength  requirements  of  concrete.  . 

In  the  article,  it  is  also  pointed  out  that  excellent 
results  have  been  secured  by  the  application  of  water- 
proof paints.  Common  concrete  can  be  made  very  at- 
tractive by  one  or  two  coats  applied  in  stipple  fashion. 
Color  effect  obtained  in  this  manner  is  the  most  econ- 
omical. It  is  a  uniform  color,  but  does  not  give  the 
richness  and  depth  of  shading  that  results  from  immer- 
sion treatment. 

By  combining  these  methods,  the  artistic  possibili- 
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Shall  We  Divide  Canada? 


IN  1867  our  fathers  consummated  at  great 
price  a  union  of  all  the  provinces  and  in- 
terests of  Canada.    For  over  half  a  cen- 
tury the  provinces  of  Canada  have  develop- 
ed together,   each   the   component  of  the 
other. 

Canada  must  be  bound  together  as  it  is 
to-day,  not  so  much  by  the  machinery  of 
government  as  by  ideas  held  in  common  by 
all  and  freely  exchanged,  so  that  all  sections 
sympathize  with  each  other.  This  result 
has  been  accomplished  primarily  by  the 
press,  particularly  the  weekly  and  monthly 
periodicals  and  business  papers. 

They  have  no  local  or  sectional  bias.They 
go  to  all  parts  of  the  Dominion.  They  serve 
all  parts  alike.  Their  service  is  in  bringing 
all  provinces  close  together  into  one  great 
nation  through  one  common  understanding. 

Canada  must  not  be  split  into  half  a  dozen 
sections — weak  with  the  evils  of  sectional- 
ism, disastrous  in  the  extreme — overflowing 
with  narrow  provincialism. 

Emanating  from  we  know  not  whither, 
comes  an  idea  that  will  rip  asunder  all  the 


good  done  in  over  half  a  century  of  patient 
building. 

It  is  proposed  to  tax  the  very  thing  that 
has  bound  Canada  into  one — to  place  on  the 
nation-binding  press  a  zone  postal  tax  which 
would  increase  the  postal  charge  upon  na- 
tional periodicals  as  high  as  800  per  cent. 
It  means  loss  to  you  personally  and  a  loss  to 
your  country.  It  will  weaken,  cripple  and 
in  some  cases  destroy  Canadian  national 
periodicals.  You  will  be  deprived  of  papers 
that  have  kept  you  informed  on  your  coun- 
try's problems,  your  business  problems — 
that  have  helped  you  in  your  work.  Such 
magazines  as  do  survive  will  cost  you  much 
more. 

The  publishers  are  not  trying  to  evade 
fair  taxation.  They  will  gladly  accept  any 
fair  tax  upon  their  profits. 

But  is  it  fair  that  you  should  be  taxed  out 
of  getting  journals,  papers  and  magazines 
that  have  helped  you  build  your  business 
and  in  turn  built  the  business  of  the  coun- 
try? 

If  you  believe  in  national  ideals  and  na- 
tional periodicals,  sign  attached  form. 


Tear  off  and  mail  to-day 


CONTRACT  RECORD. 

347  Adelaide  Street  West,  Toronto,  Ont. 

I  am  opposed  to  any  zone  postal  law  which  would  mean  charging  higher  subscrip- 
tion rates  to  subscribers,  according  to  distance  from  office  of  publication. 


Name 


Address 
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ties  of  concrete  trim  are  limited  only  by  the  color 
sense  and  taste  of  the  craftsman.  Certain  parts  of  an 
object  can  be  painted  before  subjection  to  the  color- 
ing bath,  the  parts  so  colored  not  being  affected  by  the 
coloring  absorbed  by  capillary  action.  The  absorp- 
tive qualities  of  the  aggregate  can  also  be  used  to 
gauge  the  final  coloring  after  treatment  in  an  immer- 
sion bath. 

There  seems  to  be  plenty  of  scope  for  the  exercise 
of  ingenuity  and  skill  in  the  production  of  colored  con- 
cretes. There  is  a  growing  demand  for  decorative 
concrete  to  replace  the  more  costly  cut  stone  and  terra 
cotta,  but  hitherto  concrete  has  been  tabooed  by  archi- 
tects and  owners  on  account  of  its  plainness.  The 
proper  study  of  coloring  methods,  however,  may  pave 
the  way  for  a  more  widespread  application. 

Offsetting  Increased  Cost  of  Labor  and  Material 
in  Waterworks  Operations 


THE  water  works  department  of  Lynn,  Mass., 
has  met  increases  in  wages  and  cost  of  mater- 
ials of  75  to  100  per  cent,  during  the  last  four 
years  without  increasing  its  rates  or  any  in- 
crease in  the  amount  of  water  sold.  How  this  was  ac- 
complished is  described  by  Mr.  Reeves  J.  Newsom, 
Commissioner  of  Water  Supply  of  Lynn,  in  a  paper 
before  the  March  meeting  of  the  New  England  Water 
Works  Association.  An  abstract  of  the  paper  follows: 
The  writer  took  charge  of  the  water  supply  sys- 
tem in  July,  1916,  and  found  an  ample  field  for  the 
application  of  engineering  principles  to  the  methods 
of  operation.  The  improvements  noted  are  of  the 
kind  which  will  stop  wasteage  and  increase  revenue. 
The  improvements  needed  to  better  the  service  will 
come  later. 

The  Lynn  system  is  supplied  by  the  watersheds 
of  four  artificial  ponds  and  the  Saugus  and  Ipswich 
Rivers.  The  combined  catchment  area  from  which 
water  is  drawn  covers  58  square  miles,  and  the  avail- 
able yield  is  about  35,000,000  gal.  per  day,  while  the 
present  consumption  of  the  city  is  approximately  8,- 
500,000  gal.  per  day.  Three  pumping  stations  are 
used  on  the  supply  system  to  pump  water  from  the 
rivers,  or  from  one  pond  to  another  as  it  passes 
through  them  in  the  process  of  purification.  A  fourth 
pumping  station,  located  in  the  city,  pumps  into  the 
mains  and  the  equalizing  reservoir  and  standpipe. 
Three  of  the  four  ponds  are  in  a  chain  and  have  a 
combined  storage  capacity  of  a  little  under  four  bil- 
lion gallons.  It  requires  from  four  to  eight  months 
for  water  to  pass  from  the  rivers  into  the  distribution 
mains.  The  fourth  pond,  with  a  capacity  of  350  mil- 
lion gallons,  is  used  as  an  emergency  supply  to  the 
distribution  mains  and  can  be  filled  from  two  of  the 
other  ponds. 

The  distribution  system  is  about  58  per  cent,  met- 
ered and  the  per  capita  consumption  is  slightly  over 
70  gal.  The  system  is  valued  at  about  $5,000,000,  with 
a  net  bonded  indebtedness  of  approximately  $1,000,- 
000.  The  receipts  from  the  sale  of  water  have  varied 
little  from  $350,000  per  year  since  1916,  of  which  from 
$130,000  to  $165,000  yearly  has  been  needed  for  debt 
requirements. 

Enforcement  of  Regulations 

One  of  the  first  things  coming  to  the  writer's  not- 
ice was  the  fact  that  the  abatements,  including  ad- 
justments for  advance  fixture  assessments,  amounted 


to  about  $13,000  per  year.  A  complete  reorganization 
of  very  lax  office  methods,  and  a  strict  enforcement  of 
the  regulations  and  the  shut-off  rule  have  saved  $7,- 
000  per  year  of  this  amount. 

The  service  pipe  in  use  by  the  department  in  1916 
was  a  type  manufactured  with  a  lining,  was  of  high 
first  cost  and  when  used  with  Lynn  water  it  did  not 
stand  up  satisfactorily.  After  some  investigation,  it 
was  decided  that  the  most  economical  and  serviceable 
was  cement-lined  pipe.  To  prevent  the  breakage  of 
the  lining  with  ordinary  pipe  cutters,  all  pipe  was 
cut  in  the  shop  to  fit  the  requirements  by  the  use  of 
a  metal  cutting  machine,  which,  on  a  test  with  a 
single  blade,  cut  40  yi-'m.  discs  from  a  piece  of  1  in. 
lined  pipe  without  breaking  the  cement.  To  prevent 
exposed  threads  in  connections,  malleable  iron  coun- 
tersunk fittings  are  used,  which  we  line  ourselves  with 
lead,  leaving  only  six  threads  unlined.  When  this 
lining  comes  in  contact  with  the  cement  lining  of  the 
pipe  it  makes  a  snug  fit  without  danger  of  crushing  the 
latter. 

The  saving  effected  by  the  use  of  this  kind  of 
service  pipe  is  in  excess  of  $4,000  per  year. 

In  1916  the  department  depended  on  the  use  of 
horses  in  all  its  repair  work.  The  motorizing  of  this 
work  has  reduced  the  number  of  foremen  from  five  to 
four,  and  the  number  of  men  on  routine  repair  work 
about  20  per  cent. 

Saving  Through  Testing  of  Meters 

The  meter  repair  shop  was  not  properly  equipped 
to  test  meters  over  1  in.  in  size  and  no  attempt  was 
made  to  test  and  repair  meters  over  2  in.,  although  25 
per  cent,  of  the  revenue  from  metered  water  was  reg- 
istered by  these  large  meters.  A  newly  equipped 
testing  plant  has  been  built  which  includes  a  cali- 
brated tank  of  125  cu.  ft.  capacity.  When  the  city  has 
been  entirely  covered  and  all  large  meters  repaired, 
indications  are  that  revenue  in  excess  of  $5,000  a 
year  will  be  added. 

The  Glen  Lewis  pumping  station,  which  lifts  water 
from  Walden  Pond  to  Breeds  Pond,  was  equipped  with 
a  motor-driven  centrifugal  pump  when  it  was  built 
in  1912,  but  it  had  no  meter  for  measuring  the  water 
pumped,  and  no  tests  had  been  made  to  ascertain  the 
efficiency  of  the  pumping  unit.  After  complete  tests 
had  been  made  it  was  discovered  that  the  pump  was 
running  at  an  average  overall  efficiency  of  42  p.c,  re- 
quiring 90  kw.  to  pump  14.3  million  gallons  per  day 
against  a  20  ft.  head.  At  a  cost  of  $10,000  this  unit  has 
been  replaced  by  a  modern  centrifugal  unit,  which  de- 
livers 16.4  million  gallons  against  the  same  head,  re- 
quires but  60  kw.,  and  operates  at  72  p.c.  overall  effi- 
ciency. The  saving  in  operation  by  this  substitution 
is  $3,300  per  year,  or  33  per  cent,  of  the  investment. 

The  Walden  Pond  pumping  station  which  pumped 
water  from  Hawkes  Pond  to  Walden  Pond  was  buiit 
in  1902  and  was  in  operation  in  1916,  but  has  now  been 
abandoned.  This  was  a  steam  station  requiring  the 
usual  two  men  per  shift  to  operate  it.  The  water 
flowed  to  the  suction  well  of  the  pump  through,  an 
open  canal  about  %  mile  in  length,  losing  about  20 
ft.  of  head  in  this  operation.  The  water  was  then 
pumped  through  a  30-in.  pipe  about  1/3  mile  long 
against  a  total  head  of  45  ft.  Two  men  on  each  shift 
were  required  to  keep  the  screens  clean  in  the  screen 
house  at  the  end  of  the  canal  leading  to  the  suction 
well,  and  to  operate  the  gates  controlling  the  supply 
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Canada's  Engineers— E.  A.  Markham 


For  our  "Canada's  Engineers"  section  this  week, 
we  have  selected,  in  the  person  of  Mr.  E.  A.  Markham, 
an  engineer  who,  through  his  activities  in  building 
construction,  has  contributed  a  great  deal  towards  the 
development  of  the  Canadian  West.  For  9  years  he 
has  worked  in  the  Prairie  provinces,  during  which 
time  he  has  had  responsible  charge  of  construction 
work  to  the  value  of  over  $4,000,000.  The  work  com- 
ing under  his  direction  has  included  buildings  and 
structures  of  all  types  and  it  is  safe  to  say  that  dur- 
ing the  past  few  years,  when  war  interrupted  con- 
struction in  the  West,  Mr.  Markham  has  directed  most 
of  whatever  work  there  was,  in  Saskatchewan  at  any 
rate. 

Mr.  Markham  graduated  in  concrete  engineering, 
architecture  and  building  construction,  from  the  North- 
ern Polytechnic  Institute  of  London,  England.  He 
then  became  field  engineer  for  large  London  contract- 
ors until  coming  to  Regina  in  1911.  From  1912  to  1918 
he  was  superintendent  for  the  Parsons  Construction 
&  Engineering  Company.  He  then  became  general 
superintendent  for  the  Poole  Construction  Company 
and  in  1919  was  appointed  vice-president  of  the  firm. 
Some  of  the  buildings,  the  construction  of  which  has 
been  under  his  direct  responsibility,  are;  Sanitarium 
Buildings,  Fort  Qu'Appelle,  Sask.;  Lands  Titles  and 
Court  House  Buildings,  Humboldt,  Sask.;  Weed  Lake 
Bridge,  Broadview,  Sask.;  Provincial  Jail  Buildings, 
Provincial  Office  Buildings,  Normal  School,  Con- 
naught  School,  R.N.W.M.P.  Barracks,  Royal  Bank 
Building,  foundation  work  of  the  Hotel  Qu'Appelle, 
Milestone  Reservoir,  Sawyer-Massey  warehouse,  Do- 
minion Rubber  System's  warehouse,  Whitmore  ware- 
houses. Northern  Electric  warehouse,  all  of  Regina.  At 


the  present  time  the  firm  is  constructing  among  other 
buildings  a  Saskatchewan  Co-operative  Creamery 
building  at  Regina  and  one  at  Melville,  and  the  Wood- 
Vallance  warehouse,  Regina. 

Mr.  Markham  was  elected  an  Associate  Member 
of  the  Engineering  Institute  of  Canada  in  June,  1918. 


Mr.  E.  A.  Markham 

He  takes  a  great  interest  in  association  affairs  and  re- 
presented his  company  at  the  conference  of  the  Associ- 
ation of  Canadian  Building  &  Construction  Industries 
at  Ottawa  last  February. 


of  water  to  the  canal,  making  iv.  all  12  men  in  24  hours 
for  the  running  of  the  station. 

Efficient  Pumping 

The  writer  has  designed  a  new  station  to  do  this 
work  which  is  so  situated  that  the  total  length  of  36 
in.  discharge  pipe  is  540  ft.  and  the  suction  is  direct 
from  Hawkes  Pond.  The  station  is  equipped  with 
a  motor-driven  centrifugal  unit,  pumping  20,000,000 
gal.  per  day  against  a  23-ft.  head  with  an  overall  ef- 
ficiency of  74  per  cent.  This  unit  is  so  protected  by 
safety  devices  that  the  only  attendance  required  is 
that  given  by  the  regular  patrolman  on  the  pond. 
This  change  has  effected  a  reduction  in  labor  from  12 
men  per  day  to  none,  a  reduction  in  head  pumped 
against  from  45  ft.  to  23  ft.,  a  reduction  in  the  cost 
of  pumping  from  $5.45  to  $1.75  per  million  gallons, 
and  nets  a  yearly  saving  of  $9,600  in  the  cost  of  opera- 
tion, and  required  a  net  investment  of  but  $35,000. 

Until  recently,  the  city  of  Lynn  has  been  compell- 
ed to  furnish  water  to  the  adjoining  town  of  Saugus 
on  the  basis  that  the  city  should  furnish  water,  make 
inspections,  read  meters  and  collect  the  water  charges. 
The  town  wa?  to  maintain  its  distribution  system, 
for  which  it  was  refunded  50  per  cent,  of  the  re- 
ceipts. Since  the  city  of  Lynn  furnished  all  of  [lie 
water,  any  wastage  in  the  town  system  would  yield 
greater  returns  to  the  latter. 


The  proper  remedy  was  to  meter  the  entire  town 
supply,  but  the  determination  of  an  equitable  rate 
was  a  very  difficult  proceeding.  A  thorough  investi- 
gation includuig  a  valuation  of  the  town  supply  sys- 
tem resulted  in  a  charge  of  5.1  ct.  per  cubic  foot  for 
water  sold  to  the  town. 

In  addition  to  giving  up  all  work  included  under 
the  old  contract,  the  city  of  Lynn  will  receive  over 
$4,000  more  annually  for  this  Dusiness  than  formerly 

Elimination  of  friction  losses  on  the  suction  of  the 
pumps  in  the  main  pumping  station  will  eventually 
result  in  a  saving  of  over  $6,000  per  year. 

These  improvements  have  resulted  in  a  saving  and 
added  revenue  in  excess  of  what  w  ould  have  been  ob- 
tained by  a  12  per  cent,  increase  in  rates  and  have 
enabled  the  city  to  meet  the  necessary  advances  in 
prices. 


New  Water  Supply  for  Grand'Mere 

Grand'Mere  is  to  have  a  new  water  supply,  the 
plans  for  which  are  being  prepared  by  Messrs.  R.  S. 
&  W.  S.  Lea,  of  Montreal.  The  water  will  be  sup- 
plied from  the  Lake  des  Piles.  The  town  of  Shawini- 
gan  suggested  that  a  joint  scheme  be  carried  out,  but 
this  has  not  been  accepted.  It  will  be  necessary  to 
obtain  the  authority  of  the  provincial  government  be- 
fore the  Grand'Mere  scheme  can  be  carried  into  effect. 
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Mechanical  Loaders  Handle  Gravel  at  Lo  wCost 

Experience  in  British  Columbia  Proves  Hand  Meth- 
ods Extravagant  and  Slow  —  Comparison  of  Costs 

 By  P.  Philip*  


I 


N  discussing  the  subject  of  mechanical  and  other 
loaders  with  reference  to  work  carried  out  in  Brit- 
ish Columbia  during  the  past  season  I  propose  to 
describe  four  types  of  loaders: 

1.  "Haiss"     mechanical    loader — motive  power 

gasoline. 

2.  Clamshell — steam  power. 

3.  Team  and  scraper. 

4.  Loading  by  hand  shovelling. 

Mechanical  Loader 

1.  The  "Haiss"  mechanical  loader  was  introduced 
to  Delta  district  this  past  summer  and  has  been  in  con- 


A  gasoline-operated  bucket  loader 


tinuous  operation  up  to  the  present  time.  This  ma- 
chine has  given  results  which  have  more  than  justified 
its  introduction.  Designed  for  a  capacity  of  480  to 
500  cubic  yards  per  8-hour  day,  working  under  the 
most  favorable  conditions,  this  machine  may  be  con- 
sidered as  capable  of  loading  from  160  to  350  cubic 
yards  per  day,  when  working  in  gravel  pits. 

There  are  factors  to  be  considered,  such  as  clean- 
ing the  overburden  of  dirt,  stopping  due  to  delays  in 
trucks  and  teams,  starting  up  in  cold  mornings,  etc. 

With  a  few  exceptions  the  pits  in  Delta  district 
are  not  ideally  situated  for  loading  gravel,  having  shal- 
low faces.  It  is  in  these  pits  that  the  loader  has  the 
great  advantage  over  any  other  type.  The  machine 
has  reduced  the  cost  of  loading  gravel  by  at  least  50 
per  cent.,  for  it  will  easily  load  160  cubic  yards  per 
day  at  a  cost  of  12.3  cents  per  cubic  yard  and  under 
more  favorable  conditions  has  loaded  for  6.6  cents 
per  cubic  yard. 

Where  the  gravel  is  to  be  hauled  a  long  distance 

♦District  engineer,  B.  C.  Department  of  Public  Works;  before  con- 
vention of  Provincial  District  Engineers.. 


it  is  absolutely  essential  that  the  loader  be  kept  in 
constant  operation  either  by  having  portable  bunkers 
in  conjunction  with  same  or  by  increasing  the  number 
of  trucks.  By  a  skillful  combination  of  truck  and  load- 
er the  problem  of  gravelling  the  roads  in  record  time 
(and  at  the  critical  time)  is  solved. 

The  advantage  of  the  loader  is  that  it  is  self-pro- 
pelling, simple  to  operate,  requires  only  an  intelligent 
skilled  laborer  to  run  same.  The  crew  consists  of 
fhree  men,  one  to  operate  the  machine  (this  man  is 
paid  50c  per  hour  more  than  the  ordinary  laborer), 
two  men  stripping  the  face  of  pit,  loosening  the  grav- 
el, cleaning  away  roots  and  debris.  With  the  above 
crew  the  loader  can  be  fed  to  its  full  capacity.  If  the 
pit  has  a  high  face  one  man  can  be  dispensed  with. 

The  machine  cannot  dig  cemented  gravel.  The 
material  must  be  loosened  ready  for  the  buckets,  so 
that  he  who  expects  the  loader  to  be  a  small  steam 
shovel  will  be  disappointed. 

Although  the  loader  has  been  in  constant  opera- 
tion no  accidents  have  occurred  to  it.  Consequently 
we  have  had  no  heavy  bill  for  its  repair. 

The  following  are  the  details  of  the  mechanical 
loader : 

Seven  and  a  half  h.  p.  gasoline  engine ;  wheels,  24 
in.  diameter  in  front,  48  in.  in  rear;  6  in.  tread;  wheel 
base  70  in.,  buckets,  carbon  steel,  18  in.  x  12  in.,  one 
half  cu.  ft.  capacity.  Self  propelling  forward  and  re- 
verse 1  mile  per  hr.  forward.  Chute  adjustable  from 
7y2  to  8%  feet  above  ground.  Cost  $2,650  f.o.b.  Van- 
couver. 

Wherever  men  are  used  to  any  great  extent  for 


Mechanical  loader  filling  motor  truck 

loading  gravel,  get  a  mechanical  loader  and  eliminate 
slavery  of  the  worst  type. 

2.  Clamshell.  A  clamshell  was  used  on  Nicomen 
slough  'for  loading  rock  tailings  into  scows.  This  type 
has  been  in  common  use  and  ueecis  no  explanation. 
Cost  of  loadr'ng  3000  cubic  yards  of  material  was  6 
cents  per  cubic  yard;  2000  cubic  yards  cost  16  cents 


THE  CONTRACT  RECORD 


April  28,  1920 


AjWi gnp  v  WHS 


Loading  motor  trucks  with  gravel  from  bunker  through   gate-operated  chutes 


per  yard  to  load  on  account  of  an  insufficiency  of 
scows. 

The  capacity  of  buckets  is  %  cubic  yards  and  the 
daily  capacity  is  300  cubic  yards.  The  daily  cost  of 
operation  is: 

Engineer,  fireman  and  helper  $15.00 

Fuel,  oil,  upkeep,  depreciation   5.50 

$20.50 

Cost  per  cubic  yard   6.8c 

3.  Loading  by  team  and  scraper  from  side  hill  pit 
to  bunker.  Where  the  material  is  suitable  for  scraper 
work  this  method  compares  favorably  with  the  me- 
chanical loader.  The  cost  of  loading  90  cubic  yards 
of  fine  rock  with  team  and  scraper  was  14  cents  per 
cubic  yard.  It  must  be  considered  whether  the 
amount  of  material  available  will  justify  the  expense 
of  erecting  bunkers. 

4.  Hand  shovelling.  A  man  will  shovel  loose 
gravel  at  the  rate  of  15  cubic  yards  per  day.  The  cost 
is  27  cents  per  cubic  yard.  There  is  no  need  to  enter 
into  details  of  this  particular  class  of  work,  distaste- 
ful and  strenuous.  The  foregoing  remarks  on  the  me- 
chanical loader  shows  conclusively  that  hand  shovel- 
ling is  the  most  extravagant  method  of  loading.  We 
no  longer  use  the  flail  to  thresh,  then  why  use  a  hand 
shovel  to  load? 

The  following  tabulation  shows  costs  for  loading 
truck,  assuming  the  truck  makes  8  trips  per  day  with 
a  load  of  2  cubic  yards,  taking  into  consideration  the 
cost  due  to  delay  in  loading: 

Loading  by  Hand — 16  Cubic  Yards 

3  men  for  2.8  hours   $4.20 

2.8  hours  delay  of  auto  truck  at  $30  per  day  .  .  10.50 

Total  cost  $14.70 

Mecahnical  Loader — 16  Cubic  Yards 

16  cubic  yards  at  12.3  cents  $1.97 

4/5  hours  delay  of  truck   3.00 

Total  cost  $4.97 

The  above  figures  which  are  a  fair  comparison 
show  the  urgent  necessity  for  the  introduction  of 
more  modern  methods  of  loading. 


Notice 


St.  Margaret's  Bay  Power  Development 

Nova  Scotia  Power  Commisson 
Awards  Contract  —  Stations  to  be 
Completed  in  January  and  June, 1921 

THE  Nova  Scotia  Power  Commission  met  in  Hal- 
ifax on  April  15th  to  consider  tenders  for  gen- 
eral construction  work,  hydraulic  and  electrical 
equipment  for  the  St.  Margaret's  Bay  power 
development.  Very  satisfactory  tenders  were  receiv- 
ed for  all  work  on  which  tenders  were  called,  there 
being  a  particularly  large  number  of  good  tenders  for 
the  general  construction. 

It  was  decided  to  award  the  contract  for  the  elec- 
trical generators,  four  in  all,  to  the  Canadian  General 
Electric  Company  and  these  machines  will  be  manu- 
factured in  this  company's  shops  at  Peterboro,  Ont. 
The  contract  for  a  quantity  of  wood-stave  pipe  6  feet 
and  10  feet  in  diameter  was  awarded  to  the  Pacific 
Coast  Pipe  Company  of  Vancouver.  About  200,000 
lbs.  of  aluminum  cable  for  transmission  line  purposes 
is  to  be  supplied  by  the  Northern  Aluminum  Company 
who  manufacture  at  Shawinigan  Falls,  Que.  It  was 
decided  to  award  the  contract  for  the  general  construc- 
tion work,  this  work  involving  the  building  of  dams, 
power-houses  and  intakes,  the  grading  of  pipe  lines 
and  other  miscellaneous  work,  to  Messrs.  D.  G.  Loom- 
is  &  Sons,  general  contractors,  of  Montreal.  A  num- 
ber of  attractive  proposals  for  this  work  were  received. 
Due  to  the  fact  that  certain  essential  data  had  not  yet 
been  received  from  hydraulic  manufacturers,  a  final 
award  for  the  water-wheels  could  not  be  made  al- 
though a  tentative  conclusion  was  reached. 

The  specifications  for  this  work  call  for  the  com- 
pletion of  one  generating  station  by  January  1st,  1921, 
and  the  completion  of  the  second  generating  station 
by  June  1st,  1921.  The  total  development  at  present 
under  way  is  designed  to  deliver  about  9,000  h.  p.  in 
Halifax. 


H.  L.  Symons  &  Co.,  engineers  and  contractors, 
have  recently  opened  offices  at  43  Scott  St.,  Toronto. 
They  will  be  very  pleased  to  receive  catalogues  and 
price  lists  from  supply  firms. 


Saguenay  Development  Postponed 

It  is  reported  that  the  plans  made  my  Price  Broth- 
ers and  Company,  Limited,  for  the  construction  of 
mills  and  a  model  town  on  the  Saguenay  River,  four 
miles  from  Chicoutimi,  P.O.,  have  been  suspended, 
as  the  machinery  for  the  mill  cannot  be  delivered  be- 
fore next  year.  The  estimated  cost  of  the  project  is 
twenty  million  dollars. 


April  28,  1920 


THE  CONTRACT  RECORD 


387 


Concrete  Trim  and  Building  Ornaments 

Author  Describes  His  Experiences  in  Developing 
the  Use  of  Concrete  as  a  Decorative  Medium 

 —  By  R.  Schilling*  


FIFTEEN  years  ago,  when  I  started  to  make  con- 
crete attractive  and  pleasing  to  the  eye,  I  ac- 
cepted as  definitely  settled  concrete's  claim  for 
strength  and  endurance,  demonstrated  by  the 
engineers  in  their  work  of  that  time  and  by  the  ex- 
amples of  ancient  concrete  work  still  in  existence, 
some  of  it  dating  back  2,000  years.  My  researches 
and  experiments  have  been  devoted  entirely  to  giv- 
ing concrete  the  attractive  and  artistic  qualities  which 
would  make  it  interesting  to  the  architect  and  decor- 
ator as  a  medium  for  embellishment  and  actual  con- 
struction in  their  work. 

Twenty  years  of  practical  experience  among  the 
natural  stones  used  in  monumental  and  building 
work,  enabled  me  to  realize  the  conditions  that  must 
be  met,  to  give  concrete  a  place  alongside  limestones, 
marbles,  granites  and  clay  products  in  which  the  archi- 
tects had  expressed  their  thoughts  almost  exclusively. 
In  the  making  of  concrete,  after  once  thoroughly  un- 
derstanding the  qualities  of  cement  as  a  binder  or  ma- 
trix, one  can  learn  to  adopt  many  mineral  and  metal 
resources  as  readily  as  we  employ  the  better  known 
sand,  gravel  and  crushed  stone  for  aggregates. 

Building  Trim 

After  proving  to  my  own  satisfaction  that  cast 
stone  could  be  made  successfully,  it  required  consid- 
erable missionary  work  to  convince  the  architect  of 
its  merits  and  advantages  for  his  building  construc- 
tion and  enrichment  of  design,  so  far  claimed  by  terra 
cotta,  natural  stones,  faience,  etc.  The  many  ex- 
amples of  cast  stone  executed  during  recent  years 
give  ample  proof  that  the  confidence  of  the  early 
pioneers  in  the  possibilities  of  high  grade  concrete 
products  was  well  founded. 

To  cover  the  methods  of  manufacture  in  detail 
would  exceed  the  limit  of  this  report.  We  have  suc- 
cessfully used  plaster,  glue,  wood,  sand,  cement  and 
steel  molds.  A  kind  of  mold  extensively  used  in  our 
plant  is  made  of  channel  irons,  in  sizes  from  2  inches 
to  18  inches  wide,  and  in  lengths  from  4  to  8  feet.  If 
set  on  level  tables  or  benches,  the  main  part  of  a  mold 
that  offers  great  flexibility  in  its  use  is  provided;  the 
channel  irons  are  held  together  by  different  length 
rods  at  the  ends;  wood  or  plaster  inserts,  plain  or 
molded  determine  the  width,  length  and  design  of  the 
unit  to  be  cast.  The  work  is  poured  with  finished  face 
down  and  can  be  solid  or  hollow,  surfaced  with  spec- 
ial material  on  any  one  side  or  all  four  sides,  if  the 
volume  of  the  stone  makes  it  more  economical  to  use 
a  core  of  less  valuable  aggregates. 

Some  excellent  work  has  been  done  modeling  di- 
rectly with  cement  mortar  by  artists  who  have  attain- 
ed their  efficiency  in  this  method  abroad.  The  artist 
builds  up  his  design  with  permanent  skeleton  frame 
work,  similar  to  modeling  in  clay.  Around  the  skele- 
ton he  forms  a  rough  outline  of  his  design  in  wire 
cloth  or  expanded  metal  and  on  this  is  placed  a  scratch 
coat  of  cement  mortar  with  which  when  set,  he  be- 
gins to  model  the  final  outline  of  his  design.    The  ar- 

*Before  Conference  on  Concrete  House  Construction. 


tist  is  enabled,  by  using  mixtures  of  quick  setting 
and  slow  setting  cement  mortars,  to  regulate  his  medi- 
um. In  this  way  he  can  give  the  work  the  same  free- 
dom and  spirit  as  if  he  modeled  in  clay,  producing  any 
texture  desired ;  color  effects  can  be  obtained  at  ran- 
dom, by  using  colored  cement  of  various  shades,  for 
instance,  a  garland  of  flowers  can  be  modeled  in  their 
natural  colors. 

The  Treating  of  Surfaces 

We  use  electric  rubbing  wheels  for  smooth  finish, 
acid  for  grain  texture  finish,  and  all  the  tools  used  in 
the  natural  stone  trade  for  tooled  finishes,  according 
to  the  effect  desired  in  the  cast  stone ;  and  one,  or  all 
treatments  may  be  used  on  one  piece.  We  have  trans- 
portable rubbing  and  tooling  machines  to  surface  the 
extra  heavy  castings,  and  stationary  machines  for  the 
smaller  units.  A  cutting  plant  for  natural  stone  is  an 
ideal  foundation  to  start  an  up-to-date  cast  stone  busi- 
ness, even  to  the  use  of  its  rubbing  beds  and  gang 
saws. 

I  find  that  concrete  of  proper  age  can  be  treated 
just  like  any  natural  stone,  using  the  same  tools  and 
machinery  to  dress  its  surfaces,  or  saw  big  cast  blocks 
into  slabs  and  strips.  It  is  my  strong  conviction  that 
the  success  of  concrete  stone  for  building  purposes, 
rests  in  a  close  affiliation  of  the  stone  caster  and  the 
stone  cutter.  Only  in  this  way  will  we  be  able  to  give 
concrete  proper  texture  and  the  necessary  qualities 
of  dimension  stone,  so  essential  to  the  architect  and 
builder  for  durable  and  attractive  construction. 

Importance  of  a  Stone  Cutter 

The  addition  to  every  concrete  products  plant,  of 
a  skilled  stone  cutter  would  be  a  source  of  profit  and 
also  result  in  better  work.  The  stone  cutter  is  train- 
ed to  have  dimension  stone  true  to  size  and  shape. 
The  average  worker  in  cement  or  concrete  does  not 
appreciate  this  essential  point,  but  it  is  all  important 
with  the  architect  and  general  contractor.  The  ser- 
vices of  a  stone  cutter  will  enable  the  concrete  manu- 
facturer to  set  his  own  work,  which  is  very  desir- 
able for  the  best  final  results.  We  found  the  brick 
or  .  natural  stone  mason  does  not  give  composition 
stone  the  required  care  when  setting  it,  for  reasons  of 
trade  jealousy,  but  once  give  this  fraternity  to  under- 
stand that  concrete  stone  means  extensive  employ- 
ment to  stone  cutters  and  setters,  their  antagonism 
will  vanish  as  they  realize  their  own  benefit  in  the 
broader  use  of  cast,  stone.  Whenever  the  opportunity 
presents  itself,  I  strongly  recommend  closer  affiliation 
of  the  composite  and  natural  stone  trades.  The  enor- 
mous increase  in  all  building  operations  of  whatever 
class,  and  the  constant  effort  for  betterment  in  the 
moderate  priced  house  gives  abundant  field  for  both 
trades  in  higher  class  of  work  and  at  more  satisfactory 
profits.  i 
Acid  Treatment 

To  the  manufacturer  or  worker  of  concrete  pro- 
ducts, I  further  recommend  the  adoption  of  such  meth- 
ods as  are  employed  successfully  in  other  lines  of 
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manufacture  in  treating  the  surfaces  of  their  products. 
In  many  cases  instead  of  applying  the  paint  by  brush, 
the  article  is  immersed  in  the  paint.  This  method  can 
be  adapted  to  acid  washing  of  the  concrete  products, 
to  remove  the  surface  film  and  expose  the  aggregates. 
Tanks  of  sufficient  size  are  not  a  hard  matter  to  con- 
struct in  the  concrete  shop,  and  the  immersion  of  con- 
crete products  in  acid  will  not  only  prove  a  great  sav- 
ing of  acid  and  labor,  but  produce  a  class  of  work 
that  cannot  be  obtained  with  the  scrubbing  brush.  We 
have  two  rectangular  tanks  4  ft.  by  4  ft.  by  16  ft. 
built  of  cement  slabs,  grooved' and  bolted  together, 
and  six  circular  wood  tanks  7  ft.  diameter,  from  2  to 
4  ft.  deep.  Concrete  should  be  from  2  to  3  weeks  old 
before  treating  in  acid  bath;  duration  of  bath  depends 
on  age  of  the  stone  and  if  rough  or  fine  texture  is  de- 
sired the  time  being  from  1  to  10  hours.  A  weak  so- 
lution from  1  to  10  up  to  1  to  20  is  required  and  after 
the  article  is  put  in  the  tank,  the  solution  does  the  rest. 
This  style  treatment  preserves  the  edges  and  details 
of  the  design,  and  makes  the  surface  uniform.  Any  of 
the  hard  spots  not  sufficiently  affected  by  the  acid 
bath,  can  be  treated  separately  after  the  article  has 
been  flushed  with  clean  water.  Care  must  be  taken 
that  the  aggregates  of  the  surface  are  nearly  uniform 
in  hardness,  or  the  acid  will  eat  the  soft  portion  out 
before  the  harder  particles  have  been  cleaned  of  the 
cement  coating. 

Colored  Concrete 

To  produce  color  effects,  we  may  use  gray  or  white 
Portland  cements,  either  by  themselves,  or  mixed  in 
certain  proportions,  adding  to  this,  suitable  pigments, 
but  in  many  cases,  the  natural  colored  aggregates, 
sand,  silica,  pebble  grit,  marble  and  granite,  will  give 
excellent  and  more  uniform  results.  It  requires  great 
skill  and  care  to  properly  mix  cement  and  color  pig- 
ments without  reducing  the  strength  of  the  cement, 
and  still  obtain  uniform  color  effects. 

As  a  very  simple  method  to  test  the  proper  amal- 
gamation of  the  pigment  with  the  cement,  take  a  hand- 
ful of  the  dry  mixture,  and  press  it  under  a  sheet  of 
stiff  paper,  this  will  produce  an  even  surface  of  the 
material,  and  as  long  as  this  surface  does  not  show  ab- 
solute uniformity  in  color,  the  mixing  is  incomplete. 
If  small  specks  of  color  show  on  the  surface  under 
this  test,  these  same  specks  of  unassimilated  pigment 
will  appear  in  the  concrete.  So  far  a  very  important 
factor  that  can  be  utilized  for  coloring  concrete  or 
cement,  has  been  given  little  or  no  attention  while 
very  simple  in  its  primary  action,  the  successful  ap- 
plication requires  thorough  understanding  of  the  prin- 
ciple and  medium  employed. 

Coloring  by  Capillary  Action 

The  absorptive  qualities  of  concrete  during  its 
stage  of  curing  and  seasoning  offer  opportunities 
for  coloring  concrete  products  by  capillary  action.  By 
this  method,  the  color  is  deposited  into  the  pores  of 
the  surface,  amalgamating  with  the  concrete  into  a 
permanent  unit.  The  possibilities  of  this  treatment 
are  unlimited,  based  on  knowledge  of  coloring  values 
and  good  judgment  not  to  impair  the  strength  require- 
ments of  concrete.  Coloring  solution  can  be  made  to 
penetrate  the  surface  of  concrete,  six  inches  or  more, 
if  the  object  is  immersed  while  in  a  very  green  state, 
but  it  is  rarely  necessary  to  penetrate  more  than 
1/32  to  1/8  of  an  inch;  this  thoroughly  fills  all  pores, 
gives  the  desired  color  effects  and  is  less  expensive. 
Every  atom  of  coloring  absorbed  by  the  concrete  re- 
duces the  strength  of  the  solution ;  and  as  some  of  the 


coloring  matter  used  is  quite  expensive,  good  judg- 
ment in  allowing  only  the  necessary  absorption  of 
coloring  matter  would  be  advisable  from  an  economic 
standpoint.  The  sulphates  of  copper  and  iron  are  the 
most  suitable  to  make  solutions  to  color  concrete  by 
the  capillary  method. 

The  concrete  to  be  colored  can  be  treated  after  it 
is  a  week  old.  Concrete  products  used  in  construction 
and  carrying  loads  should  not  be  subjected  to  the 
coloring  bath  until  the  concrete  has  attained  its  re- 
quired strength  ;  as  the  filling  of  the  pores  in  the  con- 
crete retards  the  action  of  curing  by  the  usual  meth- 
ods. Coloring  by  absorption  is  effective  on  surfaces 
of  concrete  after  it  comes  out  of  the  mold,  or,,  after 
being  treated  with  tools.  Surfaces  that  have  been 
colored  by  absorbing  mineral  or  metallic  colors  be- 
come more  weatherproof  and  the  action  of  the  weath- 
er on  the  metallic  colors  is  the  same  as  on  real  metals, 
increasing  the  beauty  of  coloring  by  the  usual  oxida- 
tion noticed  on  bronze  and  copper.  The  surfaces  of 
concrete  treated  by  this  method,  become  so  hard  and 
dense  that  they  will  take  a  polish.  I  have  treated  such 
surfaces  in  the  same  manner  as  marble,  granite  and 
metal  under  polishing  or  buffing  machines. 

Wet  Cast  Products 

Our  products  made  by  wet  cast  methods,  such  as 
flower  pots,  vases  and  boxes,  will  hold  water  after  the 
second  day  of  casting  and  become  so  hard  that  when 
struck  with  a  hammer,  they  ring  like  a  metal  bell ; 
waterproofing  compound  helps,  but  is  not  essential 
to  obtain  this  result.  I  consider  that  the  thorough 
mixing  of  the  proper  amount  of  cement  and  water 
with  graded  aggregates  is  all  important.  Extensive 
tests  made  during  the  past  three  years  with  commer- 
cial waterproof  paints  produced  excellent  results.  Com- 
mon concrete  can  be  made  very  attractive  by  one  or 
two  coats  and,  applied  in  stipple  fashion,  it  will  not 
impair  the  grain  or  texture,  avoiding  the  undesirable 
effect  of  painted  stone.  This  method  is  especially  to 
be  recommended  for  dry  or  semi-dry  tamped  concrete 
work,  as  the  porous  surface  readily  absorbs  the  water- 
proof liquid,  and  allows  the  pigment  particles  to  fill 
the  pores. 

The  color  effect  obtained  in  this  manner  is  the 
most  economical.  It  is  a  uniform  color  but  does  not 
give  the  richness  and  depth  of  shading  that  results 
by  the  immersion  treatment  in  a  metallic  color  bath. 
It  has  the  advantage,  however,  of  being  applied  where 
immersion  is  not  practicable.  I  have  obtained  two 
and  three  color  effects,  by  painting  certain  parts  of  an 
object,  before  subjecting  same  to  the  coloring  bath ; 
the  parts  so  colored  would  not  be  affected  by  the  color 
in  the  bath. 

The  artistic  possibilities  of  such  treatment  are  only 
limited  by  the  color  sense  and  taste  of  the  craftsman. 
Using  certain  non-absorptive  aggregates,  their  natur- 
al color  can  be  retained,  while  the  absorptive  parts, 
especially  the  cement  mortar,  will  assume  the  desired 
color.  In  this  treatment  precaution  must  be  taken  in 
the  use  of  acids  in  washing  before  immersion  in  the 
color  bath  as  the  chemical  action  of  the  acids  is  liable 
to  counteract  the  color  values  of  the  bath.  Acid 
should  not  be  employed  on  concrete  treated  with 
colors. 

Curing 

Most  of  our  trim  stone  and  ornamental  work  is; 
wet  cast,  it  is  required  to  stay  in  the  mold  from  24  to' 
48  hours,  and  we  use  a  4  per  cent,  solution  of  calcium 
chloride  for  our  mixing  water.   During  cold  weather 
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our  shops  are  steam  heated  and  kept  at  a  temperature 
of  70  degrees.  We  have  no  curing  rooms  but  for 
quick  curing  use  high  pressure  steam  cylinders  6  ft. 
in  diameter  and  70  ft.  long. 

While  these  tests  did  not  exceed  80  pounds  pres- 
sure, we  have  hardened  concrete  up  to  150  pounds 
pressure  with  the  result  that  concrete  2  days  old, 
could  be  tooled  under  rapid  speeding  carborundum 
wheels,  cutting  flint  aggregate  without  pulling  out 
or  fraying  the  edges.  The  mixtures  used  were  from  1 
to  10.  Compression  tests  showed  over  4,000  pounds  in 
two  days  and  absorption  less  than  5  per  cent.  The 
higher  the  steam  pressure  the  less  time  it  requires  to 
harden.  With  150  pounds  we  reduced  the  time  to  4 
hours,  besides  the  two  to  three  hours  it  requires  to 
bring  the  pressure  up  to  150  pounds. 


No  portland  cement  concrete  product  should  be 
subjected  to  high  pressure  steam  curing  until  it  has 
its  initial  set.  The  steam  cure  should  start  preferably 
the  day  following  the  casting. 

Tamped  concrete  should  be  kept  moist  until  it 
goes  into  the  cylinder.  As  the  initial  expense  of 
equipment  and  operating  is  considerably  higher  than 
curing  rooms,  only  units  that  lend  themselves  to  com- 
pletely filling  the  cylinder  space,  can  be  hardened 
economically,  like  brick,  tile  or  blocks ;  at  present 
prices  it  costs  about  $20.00  to  harden  a  volume  equal 
to  900  cubic  feet  or  20,000  brick.  The  cost  of  a  cylin- 
der of  above  size  is  $6,000  installed.  They  should  be 
used  in  pairs  to  allow  the  utilizing  of  steam  blow  off, 
from  one  cylinder  to  the  other,  after  the  curing  is 
finished. 


First  Grain  Elevator  at  Three  Rivers,  P. 

Reinforced  Concrete  and  Wood  Frame  Structure — 
Details  of  Design — Quantity  and  Cost  of  Concrete 

 By  Romeo  Morrissette,  C.E.,  A.M.E.I.C.  


THE  first  grain  elevator  at  Three  Rivers,  Que., 
has  just  been  completed  near  the  Bureau 
Wharf.    It  is  a  private  enterprise  for  Mr.  L. 
N.  Jourdain,  grain  dealer,  Three  Rivers,  the 
plans  being  prepared  by  Mr.  Jules  Caron,  architect,  69 
St.  Francois  Xavier  Street,  Three  Rivers,  with  Messrs. 
Bauline  &  Leonard  of  Montreal  as  consulting  engi- 


The  building  includes  two  sections,  a  main  stor- 
age building  to  be  used  as  grain  warehouse,  and  a  bin 
section.  The  dimensions  are  85  ft.  x  50  ft.  at  the 
concrete  foundation.  The  warehouse  is  52  ft.  long, 
and  the  bin  base  is  33  ft.,  the  whole  wainscotted  with 
bricks.  The  first  storey  is  of  reinforced  concrete,  the 
specified  mixture  being  1:2:4.  The  columns  in  the 
former  section  are  18  in.  x  18  in.  in  section,  and  are 
spaced  12  ft.  9  in.  centre  to  centre  lengthwise,  and 
12  ft.  centre  to  centre,  crosswise.  They  are  rein- 
forced with,  four  1-inch  bars,  spaced  8  inches  apart, 
and  six  5/16-in.  bars,  spaced  at  5.6-in.  In  the  bin 
section,  the  columns  are  24  in.  x  24  in. ;  reinforced 
with  four  1%-in.  bars,  spaced  6.6-in.  centre  to  centre, 
and  four  5/16-in.  bars,  spaced  7.6-in.  c.  to  c.  The 
concrete  girders  and  beams  are  reinforced  with  from 
14  to  21  ^-in.  stirrups  spaced  5  ft.  c.  to  c.  A  rein- 
forced concrete  8-in.  slab  has  been  built,  reinforced 
with  ^-in.  bars,  spaced  from  3  ft.  6  in.  to  10  in.,  c. 
to  c. 

Cost  Data 

The  quantity  of  concrete  used  for  the  warehouse 
is  summarized  as  follows : 

In  the  foundation,  piers  and  columns,  8766 
cubic  feet  or  324.68  cubic  yards  of  rein- 
forced concrete,  at  $9.00  $2,922.12 


The  first  grain  elevator  at  Three  Rivers,  P.Q. 

neers.   The  work  was  carried  on  by  day  labor,  under 
the  direction  of  Mr.  F.  X.  Gravel,  contractor,  Three 
Rivers.  ^ 
The  building  comprises  a  concrete  foundation,  re-  ] 
inforced  concrete  sub-structure  for  the  first  storey,  ? 
and  frame  work  for  the  second  floor  and  the  bins. 
The  exterior  walls  of  the  main  portion  of  the  build- 
ing are  wainscotted  with  plastic  brick.    The  whole 
building  will  cost,  when  completed,  $35,000.  The 
work  was  started  during  August  1919. 


Details  of  the  reinforced  concrete  floor  of  the  grain  bins 
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Concrete  floor  and  beam  slabs,  145.12  cubic 


yards,  at  $9.00  $1,306.08 

In  the  bins  the  following  concrete  was  used: 

14  concrete  blocks  2  ft.  x  2  ft.  x  2  ft  112  cu.  ft. 

4  additional  beams  27  ft.  x  2  ft.  x  3  ft.  .  .648  cu.  ft. 
3  additional  beams  33l/2  x  2  ft.  x  3  ft.  .  .603  cu.  ft. 

6  concrete  funnels  105  ft.  x  66  in  416  cu.  ft. 

12  columns  240  cu.  ft. 

Slabs  31  cu  ft. 


Total  2050  cu.  ft. 

or  76  cubic  yards  at  $9.00  $684.00 


This  work  was  carried  on  by  Mr.  N.  Beaudry,  con- 
tractor in  concrete  works,  Three  Rivers,  at  a  unit 
price  of  $9.00,  but  the  owner  had  to  pay  depreciation 
on  machines  which  cost  $1076  in  addition  to  the  unit 
cost  of  concrete.    The  total  quantity  of  brick  placed 


Section  through  bins,  showing  operating  machinery 


in  this  building  was  94,800  common  bricks,  and  47,500 
plastic  bricks.  The  approximate  cost  was  $31.00  per 
thousand  laid  up.  The  brick  work  was  carried  on  by 
Mr.  W.  Durocher,  brick  mason,  Three  Rivers. 

The  elevated  section  included  six  bins  6  ft. 
by  12  ft.  in  plan,  and  62  ft.  high,  built  in 
cribwork,  consisting  of  3  inch  by  6  inch  spruce 
plank,  laid  up  flat.  The  bins  are  to  be  cov- 
ered outside  with  a  concrete  stucco.    As  shown  on 


one  sketch  herewith,  all  the  machinery  is  electrically 
operated  and  includes  one  45  h.p.  motor  and  one  100 
h.p.  motor.  The  grain  is  discharged  from  railroad 
cars  coming  alongside  the  building,  and  is  raised  by 
an  8-in.  belt  bucket  elevator,  with  a  capacity  of  three 
tons.  The  elevator  is  equipped  with  one  automatic 
balance  scale  measuring  1800  lbs.  per  hour,  one 
pocket  balance  which  is  shown  on  the  ground  floor, 
one  dust  fan,  one  grain  crusher,  and  one  grain  sep- 
arator. When  reaching  the  top  of  the  elevator,  the 
grain  is  conveyed  to  the  different  bins  by  steel  grain 
speeds.  These  machines  have  been  supplied  by  the 
Canadian  Fairbanks-Morse  Co.,  Ltd.,  Montreal,  and 
the  Otis-Fensom  Elevator  Co.,  Ltd.,  Toronto. 


Montreal  Wants  $3,000,000  for  Housing 

Montreal  will  apply  to  the  Quebec  government 
for  $3,000,000  for  workmen's  houses,  and  the  neces- 
sary by-law  has  been  submitted  to  the  council.  Mr. 
Oscar  Morin,  provincial  director  of  housing,  however, 
has  intimated  that  the  following  amounts  have  been 
apportioned  to  the  undermentioned  municipalities, 
and  that  the  amount  will  come  out  of  the  $3,000,000 
loan  to  Montreal:  St.  Lambert,  $200,000;  Montreal 
South.  $30,000;  Greenfield  Park.  $30,000;  Longueuil, 
$50,000:  Montreal  East,  $100,000;  Point  aux  Tremb- 
les, $100,000:  Lachine,  $100,000;  Verdun,  $250,000; 
and  Mount  Royal,  $200,000:  making  a  total  of  $1,- 
060,000. 


Dinner  of  Quebec  Builders'  Exchange 

The  first  annual  dinner  of  the  Quebec  Builders' 
Exchange,  held  at  the  Chateau  Frontenac  on  April 
12th,  was  a  great  success.  About  two  hundred  peo- 
ple were  present.  After  the  meal  was  over,  speeches 
were  made  by  several  well-known  people,  among 
them  being  His  Worship  Mayor  Samson,  Messrs.  E. 
Lapointe,  M.P.,  Hon.  Ant.  Galipault,  Eug.  Julien,  and 
the  President  of  the  Association,  Mr.  E.  G.  Brous- 
seau.  The  latter  delivered  the  main  speech  of  the 
evening,  an  interesting  address  on  "Construction," 
which  was  appreciated  by  the  large  attendance  pres- 
ent. A  large  number  of  prominent  builders  from  Mon- 
treal and  other  cities  were  present  at  the  event. 


A  Chance  for  Canadian  Cement  in  Australia 

Builders  and  sewerage  boards  in  Australia,  despite 
the  development  of  production  within  the  Common- 
wealth, are  faced  with  a  serious  shortage  of  cement, 
and  unless  supplies  are  soon  made  available  work 
upon  large  works  of  varied  character  will  be  compell- 
ed to  cease  for  want  of  this  commodity.  Cabled  quo- 
tations from  Canada,  combined  with  the  freight  rates, 
were  not  competitive,  according  to  a  recent  Trade 
and  Commerce  Report.  This  is  to  be  regretted  for 
the  reason  that  the  demand  formed  an  excellent  oppor- 
tunity for  demonstrating  that  Canadian  cement  is 
equal  in  quality  to  the  well-known  (prior  to  the  war) 
British  and  Continental  brands. 


The  Administrative  Commission  of  Montreal  has 
appointed  Messrs.  R.  S.  Lea,  and  Walter  J.  Francis, 
consulting  engineers,  together  with  City  Engineer 
Doucet  as  a  board  of  supervising  engineers  on  the 
new  aqueduct.  Each  consulting  engineer  will  be  paid 
a  salary  of  $10,000  a  year,  for  which  they  will  give 
two-thirds  of  their  time  to  the  city,  or  200  days  a  year. 
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Bituminous  Roads  in  British  Columbia 

Paper  Read  Before  Provincial  District  Engineers 
Analyzes  Results  of  Oil,  Asphalt  and  Tar  Construction 

  By  W.  P.  Beavan*   


THE  preparation  of  a  paper  concerning  the  sub- 
ject of  bituminous  roads  is  a  matter  in  which 
it  is  almost  impossible  to  avoid  what  may  ap- 
pear to  be  direct  plagiarism,  the  subject  hav- 
ing been  so  thoroughly  investigated  and  written  of  by 
many  of  the  leading  authorities  on  highway  construc- 
tion and  chemical  engineering.  However,  for  the  pur- 
pose of  this  convention,  the  writer  has  been  asked  to 
prepare  a  paper  dealing  with  the  subject  of  oiled  roads 
and  bituminous  road  construction,  particularly  with 
the  bituminous  work  done  in  British  Columbia  during 
the  past  season.  Before  presenting  a  resume  of  the 
work  done  or  discussing  the  various  materials  and 
methods  used,  it  will  perhaps  be  of  interest  and  will 
prepare  the  way  for  a  better  appreciation  of  the  sub- 
ject, if  something  in  the  way  of  an  analysis  is  made  of 
the  relation  which  present  day  traffic  conditions  bear 
to  the  construction  and  maintenance  values  of  bitum- 
inous materials  such  as  are  used  in  the  oiling  of  roads 
and  the  construction  of  bituminous  surface. 

By  "present  day  traffic  conditions,"  is  meant,  the 
passage  over  the  roads  of  heavy,  fast  moving  motor 
vehicles.  This  explanation  it  is  necessary  to  specially 
bear  in  mind  when  considering  the  values  of  bitumin- 
ous materials  for  use  in  this  province,  where,  in  some 
districts,  horse  traffic  still  does  and  will  continue  to 
form  an  appreciable  quantity  of  the  traffic  over  the 
roads.  Though  motor  traffic  imposes  a  greater  stress 
upon  the  roads  than  horse  traffic,  yet  it  will  be  found 
that  horse  traffic  may  seriously  damage  a  road  sur- 
face quite  suitable  for  motor  traffic.  It  is  not  that  the 
destructive  force  of  traffic  has  changed,  but  that  the 
motor  traffic  has  intensified  the  extent  of  the  destruc- 
tive force  and,  in  an  endeavor  to  provide  against  the 
damage  done  by  motor  traffic,  work  may  be  done  which 
is  not  suitable  for  mixed  traffic.  The  wearing  stress 
imposed  on  a  road  by  traffic,  and  of  course  by  climatic 
conditions,  may  be  divided  as  follows,  each  division 
acting  in  a  different  way  upon  the  surface  and  body 

'Assistant  District  Engineer,  British  Columbia  Department  of  Pub- 
lic Works. 


of  the  road,  and  all  having  a  deleterious  effect.  (Ex- 
cept in  the  case  of  certain  types  of  bituminous  surfac- 
ed roads,  where  one  or  more  of  the  divisions  of  the 
stress,  in  a  way,  are  of  benefit,  this  being  considered 
later.)  The  divisions  are:  1,  dead  and  live  load;  2, 
impact ;  3,  suction  ;  4,  shear ;  5,  climate. 

A  brief  explanatory  detailing  of  these,  relative  to 
road  surface  is : 

Dead  and  live  load. — The  force  produced  and  ex- 
erted on  the  road  by  the  weight  of  standing  or  mov- 
ing traffic  tendng  to  cause  compression  of  the  surface, 
crushing  of  the  material  forming  the  surface,  dis- 
placement of  the  surface,  the  base,  and  the  subsoil. 

Impact. — The  blow  given  by  moving  wheels,  or 
horses'  hoofs,  producing  disintegration  of  the  road 
surface. 

Suction. — The  partial  vacuum,  the  effect  of  wheel 
tires  and  body  of  a  fast  moving  vehicle,  lifting  and 
removing  the  finer  particles  of  the  material  of  the  road 
surface. 

Shear. — This  is  really  a  combination  of  "load"  and 
"impact"  producing  a  scraping  effect  on  the  road  sur- 
face, tearing  and  displacing. 

Climate. — Expansion,  contraction,  softening,  ero- 
sion by  water  and  wind. 

With  these  causes  of  the  deterioration  of  a  road 
surface  so  tabulated,  comparison  can  be  made  of  the 
various  types  of  bituminous  construction,  and  protec- 
tion of  road  surface. 

The  term  "bituminous  material"  is  intended  to  in- 
clude oils,  asphalts,  and  tar  products.  In  order  to  ob- 
tain some  estimate  of  the  relative  values  of  these  in 
the  work  of  constructing  and  preserving  roads,  they 
will  be  considered,  point  by  point,  through  each  of 
the  wearing  stresses  previously  mentioned.  For  this 
purpose,  it  is  taken  for  granted  throughout  the  com- 
parisons, that  the  base  or  surface  respectfully  for  con- 
struction preservation  is  in  first  class  condition,  that 
is,  good  subsoil  or  base,  good  drainage,  with  reason- 
able contour  and  grade. 


Oil 

Oiling  a  surface  adds  nothing  to  its 
carrying  strength  or  rigidity  and  does 
not  prevent,  lessen  or  distribute  crush- 
ing stress. 


Oil 

An  oiled  surface  is  little  or  no  pro- 
tection against  impact,  especially  of 
horse  traffic. 


DEAD  AND  LIVE  LOAD 

Asphalt 

As  a  flush  coat,  same  lack  of  value 
as  oil.  In  construction  by  mixing,  pro- 
vides rigid  surface  capable  of  bearing 
great  pressure.  Pressure  evenly  dis- 
tributed through  the  surface  to  the  base, 
and  subsoil. 

In  constructing  by  penetration,  simi- 
lar to,  though  slightly  less  value  than 
by  mixing. 

"IMPACT" 

Asphalt 

As  a  flush  coat,  same  as  oil,  though 
the  damage  done  by  impact  would  be 
less  serious  than  on  oil,  as  abrasions  of 
the  surface  would  heal  in  fine  weather. 
In  construction  by  mixing,  affords  the 
maximum  resistance  to  impact  possible 
with  a  paved  surface,  absorbing  shock 
without  disintegrative  effect.  Construc- 
tion by  penetration,  less  value  than  by 
mixing. 


Tar 

As  a  flush  coat,  same  as  oil.  Con- 
struction by  mixing  and  penetration 
similar  though  less  reliable  than  as- 
phalt. Tar  does  not  solidify  or  set  at 
even  low  temperatures.  Tar  products 
though  "stiffer"  than  tar  retain  some- 
thing of  this  characteristic. 


Tar 

As  a  flush  coast,  same  as  oil.  Con- 
struction, mixing  or  penetration,  same 
value  as  asphalt. 
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Oil 

An  oiled  surface  using  suitable  heavy 
oil,  is  of  great  value. 


Oil 

An  oiled  surface  affords  partial  pro- 
tection against  shear,  value  being  least 
at   high  temperatures. 


Oil 

An  oiled  surface,  using  good  oil,  un- 
der favorable  weather  conditions  can  be 
kept  in  a  good  state  of  repair  at  little 
expense,  but  with  moisture  alternate 
freezing  and  thawing,  will  rapidly  break 
up,  particularly  under  horse  traffic. 


"SUCTION" 

Asphalt 

As  a  flush  coat,  same  value  as  oil.  Con- 
struction by  mixing  and  penetration, 
complete  protection  against  suction. 

"SHEAR" 

Asphalt 

As  a  flush  coat,  superior  to  oil,  being 
less  affected  by  temperature.  In  con- 
struction, mixing  and  penetration,  this 
affords  still  better  protection,  this  by 
reason  of  its  use  in  the  mass  of  the  sur- 
face material. 

"CLIMATE" 
Asphalt 

As  a  flush  coat,  superior  somewhat  to 
oil,  yet  will  break  up  quite  as  readily 
under  horse  traffic.  In  construction  by 
mixing  methods,  a  well  balanced  grad- 
ing of  the  aggregate,  combined  with  the 
correct  amount  of  asphaltic  cement  will 
form  a  surface  impervious  to  moisture, 
and  proof  against  the  action  of  extremes 
of  temperature.  By  penetration  method, 
slightly  less  reliable. 


Tar 

As  a  flush  coat  and  for  construction 
complete  protection  against  suction. 


Tar 

As  a  flush  coat  or  in  construction 
less  value  than  asphalt,  due  to  its  great- 
er ductility,  offering  less  resistance  to 
scraping,  and  tearing. 


Tar 

As  a  flush  coat  similar  to  oil.  In  con- 
struction by  both  methods,  less  value 
than  asphalt  being  far  more  susceptible 
to  the  action  of  moisture  than  is  asphalt. 
Nor,  at  high  temperatures  does  it  re- 
tain its  rigidity  to  the  same  extent  as 
asphalt;  at  summer  temperature  it  is  al- 
ways possible  to  make  a  complete 
"penetration"  of  the  surface  of  "tar 
construction"  paving  surfaces.  This 
would  be  impossible  with  asphalt. 


Oil  Affords  Little  Protection 

Summarizing  these  values,  we  find  that  the  chief 
value  of  oil  is  in  its  prevention  of  the  loosening  and 
removal  of  the  finer  particles  (dust)  that  are  so  valu- 
able in  forming  the  bond  of  the  materials  contained  in 
the  road  surface.  It  has  no  value  against  crushing, 
shearing,  or  impact  stress,  and  is  not  proof  against 
adverse  climate  conditions.  From  this  it  will  be  seen 
that  its  use  is  confined  to  a  surface  flush  coating  ap- 
plication, which,  of  course,  penetrates  the  road  sur- 
face to  a  greater  or  less  degree,  this  varying  with  the 
quality  of  the  oil,  the  manner  in  which  it  is  applied, 
the  grade  of  the  materials  in  the  road  surface  and  lo- 
cal weather  conditions  during  and  after  application. 
Whatever  the  degree  of  penetration,  however,  it  pos- 
sesses little  value  in  resistance  of  traffic  stress,  al- 
though it  is  some  protection  against  surface  moisture 
during  fair  weather,  but  none  at  low  temperatures. 

The  use  of  oil  is,  primarily,  to  eliminate  the  "dust 
nuisance"  in  cities,  and  to  afford  some  measures  of 
resistance  to  the  abrasive  action,  and  attrition  caused 
by  the  -suction  of  motor  tires.  The  relief  afforded  is 
temporary  only,  it  being  found  necessary  often  to 
make  more  than  one  application  of  oil  during  a  season, 
while  repairs,  with  a  fresh  application  are  imperative 
after  each  winter.  The  chief  advantage  of  the  use  of 
oil  appears  to  be  that  it  can  be  easily  and  inexpensive- 
ly applied,  affording  temporary  relief  in  lieu  of  more 
expensive  surfacings. 

The  Value  of  Asphalt 

The  use  of  asphalt,  as  a  flush  coat  on  gravel  or  ma- 
cadam road  surfaces  has  practically  the  same  value  as 
oil,  that  is,  on  roads  carrying  any  horse  traffic,  though 
on  a  road  used  solely  by  motor  traffic  it  would  give 
complete  protection  to  the  road  surface,  and  would 
be  proof  against  even  very  severe  climatic  conditions. 
In  construction,  by  the  mixing  method,  of  any  of  the 
various  types  of  paving  in  which  it  is  used,  asphalt 
has  a  very  high  value,  its  proper  use  giving  full  pro- 
tection against  the  action  of  moisture,  and  great  ex- 
tremes in  temperature.  It  forms  a  rigid  road  surface 
capable  of  carrying  heavy  loads,  and  offers  great  re- 
sistance to  the  wearing  action  of  traffic. 

In  construction  by  the  "penetration"  method,  al- 
most equally  as  satisfactory  results  are  obtainable 


with  asphalt,  the  only  disadvantage  to  its  use  in  this 
manner  being  that  it  is  not  possible  to  secure  the  same 
even  and  accurate  grading  of  the  mineral  aggregate, 
nor  to  as  thoroughly  coat  every  particle  of  it,  as  is  the 
case  when  the  mixing  method  is  employed.  This  re- 
sults in  a  somewhat  variable  surface,  that  is,  variable 
in  texture,  which  naturally  means  that  the  surface  will 
not  present  an  even  resistance  to  the  wear  and  tear 
of  traffic  or  the  action  of  the  elements.  As  a  chain, 
so  is  a  pavement,  no  stronger  than  its  weakest  point. 
However,  very  excellent,  and,  very  economical  work 
has  been  done,  and  after  all,  the  maintenance  of  such 
pavings  is  easy  and  inexpensive.  The  penetration 
method  offers  a  solution  of  the  road  problem  for  small 
municipalities  and  for  districts  where  it  is  not  possible 
to  purchase  or  operate  the  equipment  necessary  in  the 
mixing  method,  the  chief  essential  to  successful  work 
being  a  thorough  knowledge  of  the  properties  of  the 
materials  used,  and  an  intelligent  control  of  the  work. 

Adaptable  to  Wide  Range  of  Circumstances 

In  general,  concerning  asphalts  or  asphaltic  ce- 
ments, which  is  perhaps  the  more-correct  term  to  use, 
they  possess  what  may  be  termed  a  "wide  margin  of 
safety"  and  have  an  advantage  possessed  by  no  other 
paving  material,  that  of  being  adaptable  to  a  very  wide 
range  of  circumstances  and  situations,  and  further, 
can  be  used  in  the  mixing  method  at  times  when  it 
would  be  impossible  to  use,  or  proceed  with  work  with 
any  other  type  of  paving,  or  road  surface  material.  As- 
phaltic construction  can  be  carried  on  in  almost  any 
climatic  condition,  short  of  actually  placing  the  mix- 
ture in  water ;  its  use  is  not  adversely  affected  by  ex- 
treme heat  or  by  frost — the  writer  has  placed  sheet 
asphalt  paving  in  a  temperature  at  10  below  after  hav- 
ing cleared  snow  from  the  base.  Delay  in  the  work 
due  to  breakdowns  or  interruption  does  not  cause 
damage  to  the  work  done,  nor  preclude  fully  success- 
ful continuation,  no  matter  for  how  long  the  interval. 
It  is  also  possible  to  pave  a  surface  without  shutting 
the  road  to  traffic ;  while  this  is  not  good  practice,  be- 
ing an  annoyance  to  the  working  of  the  crew,  it  can 
and  has  been  often  done  to  avoid  subjecting  traffic  to 
wide  detours. 

The  use  of  tar,  or  any  tar  product,  as  a  flush  coating 
for  gravel  and  macadam  roads,  and  in  construction  by 
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both  the  mixing  and  the  penetration  methods,  is, 
broadly  speaking,  similar  in  detail  to  the  use  of  as- 
phalt, although  its  value  is,  owing  to  its  lack  of  stabil- 
ity, considerably  less  than  that  of  asphalt.  Tar  pavings 
do  not  possess  the  solidity  and  resistive  power  of 
pavings  in  which  asphaltic  cement  is  used,  while  tar, 
with  age,  becomes  brittle,  thus  further  tending  to 
shorten  the  life  of  surfaces  in  which  it  is  used.  Dur- 
ing the  past  season,  a  large  yardage  of  oiling  and  bitu- 
minous road  work  has  been  done  at  various  points  in 
the  province,  some  of  which  was  done  by  the  Provin- 
cial Public  Works  Department.  A  statement  of  this 
work,  in  so  far  as  it  has  come  under  the  writer's  ob- 
servation or  control,  will  perhaps  be  of  interest  and  is 
as  follows : 

OILED  ROAD  WORK 
City  of  Victoria 
527,749  square  yards — work  done  by  day  labor. 


Labor,  etc   $2099.12 

Oil   4423.30 

Sand   1813.50 


Total   SS335.92 

Cost  per  square  yard   $0.01579 

City  of  Vancouver 

261,145  square  vards— work  done  by  dav  labor. 

Labor,  etc   $1206.80 

Oil   3770.61 

Sand   681.20 

Total   $5658.61 

Cost  per  square  yard   50.021668 

City  of  Port  Moody 

11,730  square  vards — work  done  by  day  labor. 

Labor  .  ..                                                 .  $  581.39 

Oil   623.52 

Stone   514.50 

Hire  of  equipment   80.00 


Total   $1799.41 

Cost  per  square  yard   $0.1534 


City  of  Penticton 

Work  done  by  day  labor. 

Approximately  3,333  sq.  yds.  of  the  main  street  were 
oiled;  oil  was  applied  hot,  under  pressure,  to  the  road  which 
had  been  scarified,  gravelled,  and  well  rolled;  the  oil  was  a 
15  Beaume  which,  for  the  work,  was  light.  The  road  did 
not  consolidate,  and  later  was  treated  with  a  coating  of  as- 
phaltic cement. 

ASPHALTIC  FLUSH  COAT 

City  of  Penticton 

3,333  sq.  yds.,  work  done  by  day  labor;  total  cost,  $1,- 
614.55;  cost  per  sq.  yd.,  $0.48. 

The  following  extract  from  a  report  on  the  work  is  self 
explanatory:  "Am  sorry  to  tell  you  that  the  street  is  not 
standing  up  well;  it  is  getting  "patchy."  This  is  owing  to 
rough  shod  horses  going  over  it,  which  cut  it  up  badly; 
cars  and  trucks  do  not  cut  it  up." 

"TARVIA"  FLUSH  COAT 
D.  L.  172  Burnaby 
Flush  coat  spread  by  contract;  approx.  3,400  sq.  yds. 
The  cost  of  "Tarvia"  flush  coat  alone,  not  including  screen- 
ings was  5  l/3c  per  sq.  yd. 

This  road  was  prepared  by  placing  and  rolling  approx. 
7  in.  of  gravel.     Fair  consolidation  was  made  before  the 


flush  coat  of  tarvia  was  applied.  The  work  was  done  in 
damp'  weather  with  poor  results.  The  cost  of  "Tarvia  B" 
was  16c  per  gallon  spread  on  the  road;  1/3  gallon  per  sq. 
yd.  was  used. 

"TARVIA"  FLUSH  COAT  AND  PENETRATION 
COMBINED 

Marine  Drive,  South  Vancouver 

10.000  square  yards,  done  by  contract.  All  holes  and 
ruts  in  the  road  filled  with  fine,  clean  crushed  rock  and  pour- 
ed with  Tarvia  "X".  The  entire  surface  of  the  road  was 
first  thoroughly  cleaned  off  by  means  of  water  hosing.  After 
the  holes  were  filled,  an  application  of  0.6  gallons  per  sq. 
yd.  of  Tarvia  "A"  was  spread  covered  with  a  layer  of  Tor- 
pedo gravel  and  then  well  rolled.  This  work  was  very  suc- 
cessful in  improving  what  had  previously  been  an  almost 
impassable  road.  At  latest  report,  the  surface  is  standing 
well,  though  it  is  quite  soft  under  the  heat  of  the  sun.  Con- 
tract price  was  $5.50  per  cu.  yd.  of  the  completed  filling,  and 
28c  per  sq.  yd.  for  the  flush  coat  complete,  and  rolled. 

ASPHALTIC  CEMENT— PENETRATION 

Fraser  Avenue,  South  Vancouver 

3.395  sq.  yds ,  done  by  contract.  Contract  price,  $1.15 
per  sq.  yd. 

This  contract  provided  for  the  cleaning  of  the  road  by 
water  hosing,  then  for  a  primer  coat  of  asphaltic  cement  at 
the  rate  of  0.4  gal.  per  sq.  yd.  On  the  primer  coat  was  placed 
a  layer  of  crushed  rock  at  the  rate  of  0.075  cu.  yds.  per  sq. 
yd.  This  was  followed  by  the  penetration  application,  which 
was  made  at  the  rate  of  0.6  gal.  per  sq.  yd.,  then  a  second 
layer  of  finer  rock  was  spread  at  the  rate  of  0.015  cu.  yds.  per 
sq.  yd.,  then  the  whole  was  well  rolled.  As  soon  as  the  rol- 
ling was  done  the  sealing  coat  of  asphaltic  cement  was  spread 
at  the  rate  of  0.2  gal.  per  sq.  yd.  and  covered  with  a  layer 
of  torpedo  gravel,  after  which  the  road  was  again  thorough- 
ly rolled.  Great  difficulty  was  experienced  throughout  the 
whole  of  the  work,  the  contractors  being  unfamiliar  with 
that  class  of  paving  material,  or  method  of  construction.  The 
crushed  rock  supplied  to  the  job  was  far  from  suitable,  be- 
ing much  over  size,  and  very  dirty,  there  being  difficulty  at 
the  time  in  procuring  suitable  rock  for  paving  work.  The 
contractors  equipment  was  inadequate  and  there  were  many 
delays  from  this  cause.  The  grade  of  the  street  averages, 
7  per  cent.,  yet  despite  all  the  unfavorable  conditions  en- 
countered in  construction,  and  the  position  of  the  paving, 
it  was.  when  recently  inspected-  in  good  condition,  with  the 
exception  of  two  small  holes,  these  apparently  due  to  a  lack 
of  asphaltic  cement. 

TAR— "LITHTA"—  MIXING  METHOD 

No.  3  Road,  Lulu  Island,  Richmond 

Work  was  not  completed  this  season.  Contract  price, 
$1.25  per  sq.  yd.  Contract  let  under  "patent,"  specification 
covering  the  use  of  Lithta  which  is  a  trade  name  for  a  brand 
if  bituminous  cement,  made  from  coke  oven  tar.  The  cotir 
tractors'  equipment  on  this  job  was  totally  inadequate;  this, 
coupled  with  difficulty  in  procuring  crushed  rock  and  the 
advent  of  winter  weather,  made  it  necessary  to  close  down 
until  next  season.  Work  done  by  the  same  firm  last  year 
over  another  section  of  the  same  road,  is  becoming  very 
wavy,  particularly  at  the  edges  where  the  lower  wheels  of 
the  traffic  have  "pushed"  the  material.  The  paving  is  quite 
soft,  even  at  low  temperatures,  and  the  surface  in  places 
shows  signs  of  scaling. 

ASPHALTIC    CONCRETE— MIXING  METHOD 
City  of  Vancouver 

37,963  square  yards;  work  done  by  contract;  paving  114 
in.  thick;  price  per  sq.  yd.  $1,296. 

This  paving  was  all  constructed  upon  old  macadam  sur- 
faces. The  cost  of  bringing  these  old  surfaces  to  a  suitable 
condition  for  base  of  the  paving  was  a  little  less  than  28c 
per  square  yard. 

No.  3  Road  Lulu  Island,  Richmond 

12,242  square  yards;  work  done  by  contract;  price  $1.90 
per  square  yard.  Paving  2  in.  thick  laid  upon  an  old  macad- 
am surface;  this  is  an  excellent  piece  of  work. 

City  and  District  of  North  Vancouver 

22,000  square  yards;  work  done  by  contract;  paving  2 
in.  thick,  contract  let  under  "Bitulithic"  patent,  paving  con- 
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structed  upon  an  old  macadam  surface.  This  is  an  excellent 
piece  of  work.    Contract  price  $1.85  per  square  yard. 

City  of  Chilliwack 

10,000  square  yards;  work  done  by  contract;  paving  2 
in.  thick.  Contract  let  under  "Bitulithic"  patent,  using  grav- 
el as  the  mineral  aggregate.    Not  completed  this  season. 

Little  comment  appears  possible  on  these  last  four 
jobs,  except  to  say  that  there  is  no  reason  to  doubt 
but  that  surfaces  will  remain  in  first  class  condition, 
with  a  very  slight  maintenance  cost  for  at  least  twelve 
years.  Even  at  the  present  time  a,  review  of  all  the 
work  done  during  the  past  season  fully  bears  out  the 
general  estimate  made  of  the  values  ot  the  various 
types  of  surface. 

Re  Oiling  Necessary 

The  oiled  work  all  will  require  re-oiling  as  soon  as 
possible  this  year.  That  at  Penticton,  although  very 
carefully  applied  (hot  and  under  pressure),  failed,  it 
may  be  said,  as  soon  as  the  road  was  opened  to  traf- 
fic, one  reason  for  this  being  that  the  road  material 
was  not  sufficiently  consolidated.  The  asphaltic  flush 
cost  was  quite  satisfactory,  until,  with  the  advent  of 
winter,  rough  shod  horse  traffic  caused  considerable 
damage. 

The  Burnaby  and  South  Vancouver  "Tarvia"  flush 
coat  work  will  require  fresh  application  this  year,  if 
the  surfaces  are  to  be  maintained  properly.  It  should 
be  also  taken  into  consideration  that  all  the  oiled  and 
flush  coat  roads  will  require  considerable  expenditures 
to  maintain  them  in  addition  to  the  oil  or  other  bitu- 
minous flush  coat  work. 

The  asphaltic  cement  "penetration"  job  at  South 
Vancouver,  constructed  under  very  adverse  condi- 
tions, and  which  was  quite  expected  to  show  signs  of 
disintegration  under  winter  weather,  is  really  in  good 
condition  with  the  exception  of  the  small  holes  noted. 
These  would  be  likely  to  occur  though  in  even  the 
most  carefully  constructed  "penetration"  method  pav- 
in. 

A  reference  was  made,  near  the  commencement  of 
this  paper,  to  exceptions  to  the  deleterious  effect  of 
one  or  more  of  the  divisions  of  the  stress  exercised  by 
traffic  on  certain  types  of  bituminous  surfaced  roads. 
The  exceptions  are  live  load  and  impact,  both  of 
which  in  some  degree  tend  to  keep  a  first  class  pave- 
ment in  good  order,  in  that  their  action  nullifies  the 
disintegrative  effect  of  the  expansion  of  the  paving 
mixture  arising  from  climatic  change,  and  removes 
minor  abrasions  and  openings  on  the  surface  of  the 
paving  caused  by  horse  traffic  at  times  when  the  tem- 
perature is  high. 

The  beneficial  action  is  referred  to  as  "ironing," 
and  this  term  is  explicit,  for  wheel  traffic  "irons"  the 
surface,  sealing  abrasions,  etc.,  preventing  the  remov- 
al of  particles  from  the  road,  and  further  maintaining 
the  solidity  of  the  surface. 


The  bridge  of  the  future  is  destined  to  be  the  con- 
crete bridge,  according  to  Mr.  Frank  Barber,  who  de- 
livered an  address  "Concerning  Bridges"  to  the  To- 
ronto Branch,  E.  I'.  C,  recently.  "In  a  few  years," 
he  said,  "concrete  will  have  replaced  steel  entirely  for 
bridge  construction." 


The  Mount  Royal  Housing  Company,  Limited, 
Montreal,  has  been  incorporated  with  a  capital  of 
$500,000  to  carry  on  the  business  of  a  construction 
and  land  company. 


American  Water  Works  Association 

Preparations  Under  Way  for  Large  Con- 
vention in  Montreal  on 
June  21—24 


THE  American  Water  Works  Association  will 
hold  its  40th  annual  convention  in  Montreal 
during  the  week  of  June  21.  The  headquarters 
of  the  convention  will  be  at  the  Windsor  Ho- 
tel, and  the  Windsor  Hall  will  be  used  as  an  exhibition 
hall  in  which  American  and  Canadian  manufacturers 
of  all  kinds  of  water  works  equipment  will  have  ex- 
hibits Professional  meetings  will  be  held  every  day 
of  the  convention  which  meets  on  June  21  to  June  24 
inclusive.  At  these  papers  will  be  read  on  matters  of 
particular  interest  to  water  works  men. 

While  the  complete  programme  has  not  yet  been 
prepared,  it  is  announced  that  some  important  papers 
on  water  supply  problems  and  conditions  will  be  sub- 
mitted. Mr.  F.  A.  Barber,  of  Boston,  will  read  a  paper 
on  the  St.  John,  N.  B.,  water  works  system,  and  it  is 
understood  that  Mr.  T.  W.  Lesage,  former  superin- 
tendent of  the  Montreal  water  works,  will  contribute 
a  paper  on  the  Montreal  aqueduct  system. 

The  membership  of  the  American  Water  Works 
Association  consists  of  managers  and  superintendents 
of  water  works,  also  consulting  engineers  and  chem- 
ists, and  the  convention  will  bring  together  some  of 
the  most  prominent  hydraulic  and  water  works  en- 
gineers of  Canada  and  the  United  States. 

Reception  and  Dance 

That  the  social  side  of  the  big  gathering  is  receiv- 
ing considerable  care,  is  evident  by  the  fact  that  the 
convention  will  be  opened  on  the  evening  of  June  21 
with  a  reception  and  dance,  and  further  the  Mon- 
treal committee  announce  that  the  members  of 
the  association  will  be  afforded  every  oppor- 
tunity of  visiting  all  points  of  interest  in  Montreal, 
and  that  they  will  take  a  trip  up  the  Lachine  canal 
and  shoot  the  rapids.  A  ladies'  entertainment  com- 
mittee has  also  been  organized  for  the  purpose  of  en- 
tertaining the  visiting  ladies. 

The  Montreal  members  of  the  association  are  at 
present  very  active  in  arranging  all  the  details  in  con- 
nection with  the  convention  during  which  the  Cana- 
dian section  of  the  association  of  about  100  members 
will  be  organized. 

Messrs.  T.  W.  Lesage,  F.  C.  Laberge,  A.  Hutchin- 
son, of  Montreal,  and  J.  J.  Salmond,  of  Toronto,  and 
C.  W.  Green,  of  Ottawa,  are  the  entertainment  com- 
mittee, of  which  Mr.  H.  G.  Hunter,  of  Montreal,  is 
chairman.  Mr.  J.  M.  Diven,  of  153  West  71st  St, 
New  York,  which  is  the  headquarters  of  the  associ- 
ation, is  secretary. 


Contracts  have  been  awarded  by  the  following 
companies  to  the  Automatic  Telephones  &  Time  Re- 
corders, Limited,  for  service  installations  in  various 
factories:  Kipawa  Company,  for  the  plant  and  town 
at  Timiskaming:  G.  E.  Gooderham  &  Company,  Rich- 
mond St.  W.,  Toronto;  Kaufman  Rubber  Companv, 
Kitchener,  Ont.,  and  Canadian  Consolidated  Rubber 
Company,  in  the  Dominion  Tire  factory  at  Kitchener. 
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The    Recovery   of   Grease   and  Fertilizing 
Materials  from  Sewage  Sludge 

Value  of  Sludge  for  By-Product  Recovery  Depends  on  Short  Period  of 
Tanking  and  Speedy  Utilization — The  Cobwell  Process  Offers  Possible  Solution 

—   By  Raymond  Wells* 


\T  AST  quantities  of  valuable  materials  are  pres- 
/       ent  in  sewage,  but  so  great  is  the  dilution 
that  metho'ds  of  recovery  readily  applied  in 
other  waste  reclamation  are  not  applicable 
to  sewage  or  sewage  sludge. 

Partial  elimination  of  moisture  by  filter-pressing 
or  centrifuging,  followed  by  drying,  would  seem  to  b^ 
the  simplest  method  of  putting  sludge  into  a  valuable 
form.  But,  unfortunately,  the  almost  colloidal  char- 
acter of  the  precipitate,  and  the  amount  of  grease  and 
metallic  soaps  contained,  render  pressing  and  centri- 
fuging below  75-80  per  cent,  of  moisture  a  difficult 
task.  The  subsequent  evaporation  of  so  great  an 
amount  of  water  in  any  type  of  dryer  is  most  expen- 
sive, and  odors  given  off  are  extremely  disagreeable. 
Furthermore,  in  direct  heat  dryers,  the  volume  of 
gases  of  combustion,  together  with  the  moisture-sat- 
urated air,  is  so  great  as  to  preclude  any  thought  of 
condensing  or  scrubbing  out  the  odors.  For  this  rea- 
son alone,  apart  from  the  difficulties  encountered  in 
drying  such  a  material,  it  is  difficult  to  see -any  hope 
of  solution  in  this  direction.  Moreover,  the  dried  resi- 
due or  tankage  obtained  by  this  method,  while  having 
considerable  manurial  value,  is  in  a  most  undesirable 
condition  for  use  as  fertilizer  or  fertilizer-base  goods. 

Effect  of  Grease  upon  Fertilizer  Value 

This  is  due  to  the  grease  contained  which,  when  it 
exceeds  8  per  cent,  in  any  tankage,  renders  its  assim- 
ilation by  the  soil  extremely  difficult.  Really,  to  com- 
plete the  cycle  of  operation,  the  dried  sludge  should 
be  percolated,  the  grease  removed  and  the  percolated 
tankage  redried.  Since,  however,  a  large  percentage 
of  the  grease  present  is  in  combination  with  alkaline 
earth  and  heavy  metals  in  form  of  metallic  soaps,  it 
renders  solution  by  simple  percolation  impossible.  For 
this  reason  it  is  necessary  to  acidulate  the  sludge,  prior 
to  percolation,  with  some  mineral  acid,  so  that  the 
fatty  acids  combined  with  metals  as  soaps  will  be 
liberated  and  put  in  such  condition  that  they  will  be 
soluble  in  the  usual  solvents  employed  in  percolation. 
This  aciduation  would  have  to  take  place  prior  to  the 
drying  operation  in  suitable  lead-lined  digesting  appar- 
atus, and  no  matter  how  carefully  this  operation  were 
carried  out,  the  wear  and  tear  on  the  drying  appar- 
atus and  the  percolator,  due  to  acid  action,  would  ren- 
der the  operation  very  expensive  and  troublesome. 
Not  only  would  the  apparatus  employed  be  very  short- 
lived, but  the  action  taking  place  between  the  liber- 
ated fatty  acids  and  the  grease  in  immediate  contact 
with  even  a  trace  of  mineral  acid  at  high  temperature 
would  crack  the  fatty  materials  so  badly  as  to  render 
them  valueless. 

This  was  very  evident  in  attempts  by  the  writer 
to  handle  samples  of  sludge  made  by  the  Miles-acid 
process — by  direct  drying.  At  a  certain  point  where 
most  of  the  moisture  was  eliminated,  charring  took 
place  with  copious  evolution  of  sulphur  dioxide  and 
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acrolein  vapors,  and  the  grease  obtained  by  subsequent 
extraction  and  distillation  gave  an  extraordinary 
amount  of  tar  and  unsaponifiable  matter.  Not  only 
does  this  reaction  take  place  in  the  drying  operation, 
but  the  solvent  carrying  the  grease  also  carries  with 
it  small  traces  of  mineral  acid,  which  must  be  care- 
fully washed  and  settled  out  before  distillation  for  re- 
covery of  solvent.  If  this  is  not  done,  upon  approach- 
ing a  certain  concentration  in  the  still,  violent  foam- 
ing with  evolution  of  sulphur  dioxide  and  fatty  de- 
composition products  takes  place,  and  again  the  grease 
is  damaged. 

It  may  be  well  to  note  that  the  mineral  acid  re- 
ferred to  is,  of  course,  sulphuric  acid,  no  other  acid 
being  available,  on  account  of  price,  for  use  on  such 
low-grade  material.  For  these  reasons,  the  operation 
of  drying,  percolating,  re-drying,  etc.,  so  readily  ap- 
plied to  other  materials,  seems  not  to  be  very  success- 
ful when  used  on  sewage  sludge. 

The  Dewatering  Problem 

Destructive  distillation  of  the  dried  or  semi-dried 
sludge  has  been  attempted,  with  the  usual  methods 
of  recovery  of  the  ammoniacal  liquors  and  oils.  Here 
again  the  problem  of  moisture  elimination  is  intruded, 
and  the  recoveries  made  are  not  such  as  warrant  the 
hope  of  even  paymg  for  the  operation,  much  less  of 
showing  any  profitable  return.  In  both  the  cases  of 
distillation  of  dried  sludge  and  of  garbage  tankage,  the 
experiments  of  the  writer  have  in  all  cases  failed  to 
show  a  greater  recovery  of  nitrogen  in  the  ammoniacal 
liquors  than  35-40  per  cent,  of  that  present  in  the  ori- 
ginal samples.  As  a  rule,  an  additional  30  per  cent, 
remains  in  the  retort  charcoal,  with  the  residue  pass- 
ing off  as  nitrogen  in  the  combustible  gases.  The  oils 
passing  over  are  of  little  value  except  as  fuel.  This 
seems  to  the  writer  a  very  expensive  way  of  producing 
fuel  oil. 

Acidulation  of  semi-dried  sludge  from  filter-presses 
or  centrifuges,  followed  by  drying  in  retorts,  with 
subsequent  distillation  in  current  of  superheated 
steam,  to  carry  over  the  fatty  acids  liberated  by  acid, 
has  been  tried,  but  found  unsatisfactory  for  many 
reasons.' 

Methods  have  been  described  and  tested  out  on  a 
large  scale,  attempting  the  direct  extraction  of  greases 
from  wet  sludge  by  volatile  solvents.  In  these  pro- 
cesses, which  are  difficult  and  expensive  to  carry  out, 
a  partial  solution  of  the  free  grease  results,  together 
with  a  portion  of  the  waxes  existent  in  sewage,  and 
of  soaps.  The  result  is  the  formation  of  extremely 
resistant  emulsions,  which  seem  to  defy  any  recovery 
treatment  by  distillation.  After  such  an  emulsified 
mass  has  reached  a  certain  concentration  in  the  sol- 
vent recovery  stills,  the  whole  charge  expands  into 
a  foamy  mass,  in  which,  seemingly,  a  gallon  will  fill 
a  large  tank. 

An  endless  number  of  methods  and  schemes  have 
been  tried  first  and  last,  but  apparently  none"  had  suffi- 
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cient  merit  to  survive  the  first  attempts.  Possibly 
many  failed  under  market  conditions  which  do  not 
exist  at  the  present  time,  or,  what  is  more  likely,  at 
their  beginning  they  promised  so  much  that  mere  pai> 
tial  success  gave  nothing  but  discouragement. 

Leaving  the  recovery  method  aside  for  the  mo- 
ment, has  sewage  sludge  any  inherent  values,  and,  if 
so,  what  are  they?  What  type  and  condition  of  the 
sludge  offers  the  greatest  possibilities? 

Value  of  Sewage  Sludge 

Setting  aside  for  the  present  the  moisture  content, 
the  value  of  the  sludge  will  be  governed  by  its  grear.e 
and  nitrogen  content,  since,  while  all  sludges  contain 
small  percentages  of  bone  phosphate  and  potash,  from 
a  practical  standpoint  they  may  be  neglected. 
Consider  the  following  analyses  (dry  basis)  : — 

Ammonia,  Grease, 
per  cent,  per  cent. 


Baltimore  sludge,  acid  process,  fresh  ..    ..  3.26  27.23 

Boston  sludge,  acid  process,  fresh   3.91  29.30 

Chicago  Sanitary  District,  activated,  fresh..  5.10  14.70 
Pleasantville,  N.Y.,  setting  basins,  one  month 

in  basin   4.14  27.40 

Syracuse,  settling  basin,  fresh   4.92  9.60 

Syracuse,  activated,  fresh   5.06  17.70 


All  of  the  analyses  are  from  samples  of  sludge  pro- 
duced from  comparatively  fresh  sewage,  and  are  rep- 
resentative of  sludge  rapidly  deposited  and  not  allowed 
to  rest  in  the  tanks  for  any  great  length  of  time.  For 
that  reason  little  bacterial  action  had  taken  place,  and 
the  ammonia  and  grease  content  were  at  their  maxi- 
mum for  the  different  types  of  sludge.  Compare  with 
these  the  analyses  of  samples  of  sludge  from  so-called 
septic  tanks  or  sludge  which  has  been  exposed  for  a 
great  length  of  time  on  drying  beds : — 

Ammonia,  Grease, 
per  cent,  per  cent. 
Baltimore  sludge   from   tanks,   on  bed  ap- 


proximately six  months   2.24  1.50 

Chicago  activated,  nine  months  old   4.40  5.00 

Akron,  O.,  three  months  in  tank,  six  months 

on  bed  ,   1.00  6.00 


All  other  things  being  equal,  the  value  of  a  sludge 
for  by-product  recovery  purposes  depends  upon  the 
shortest  possible  period  of  tanking  and  shortest  elapsed 
time  between  tank  and  ultimate  utilization.  In  other 
words,  bacterial  action  and  weather  erosion  must  be 
restricted  to  a  minimum.  This  is  directly  contrary  to 
usual  sewage  practice,  and  is  one  of  the  rocks  on 
which  the  disposal  proposition  has  stumbled.  Below 
a  certain  minimum  of  recoverable  values,  there  is  no 
use  attempting  recovery.  This  minimum  seems  to 
be  for  low-grade  ammoniates,  such  as  garbage  tank- 
age and  sewage  sludge,  approximately  3  per  cent, 
ammonia.  Below  this  the  expense  of  handling  and 
freight  cost  put  it  out  of  all  hope  of  competition  with 
other  and  more  concentrated  materials.  From  an 
economic  and  business  standpoint,  any  goods  falling 
below  this  rating  had  better  be  forgotten  and  no  time 
wasted  on  developing  methods  of  handling. 

Moisture  Content  of  Sludge 

Moisture  content  of  sludge  leaving  tanks  is  the 
next  most  vital  consideration.  In  order  to  come  with- 
in economic  range  of  any  method  of  artificial  drying 
of  any  material  containing  3  per  cent,  to  3.5  per  cent, 
ammonia  and  10  per  cent,  to  15  per  cent,  grease  on  a 
dry  basis,  moisture  must  not  exceed  75  per  cent,  to 


80  per  cent.  All  sludges  as  they  come  from  tanks  or 
basins  are  far  above  this,  and  activated  sludge  a  long 
way  beyond.  Sludge  from  ordinary  sedimentation 
basins  can  be  drained  and  air-dried  within  several 
weeks  to  77  per  cent,  to  80  per  cent,  moisture,  and  by 
centrifuging  to  about  the  same  amount.  It  would 
appear,  however,  that  the  simplest  and  most  inexpen- 
sive method  is  that  of  depositing  sludge  after  removal 
from  tanks  on  drainage  beds,  exposed  to  atmospheric 
drying  conditions.  Jn  any  case,  without  the  presence 
of  water  dumping  facilities,  the  sludge  must  be  par- 
tially dewatered  before  final  disposition. 

With  sludge  containing  75  per  cent,  moisture  the 
ultimate  disposition  with  by-product  recovery  is  not 
impossible,  though  difficult  and  presenting  many  cur- 
ious conditions. 

To  accomplish  the  disposal  with  production  of  a 
marketable  tankage  and  grease,  the  elimination  of  all 
of  the  moisture  with  subsequent  extraction  of  the 
grease  by  volatile  solvents,  a  system  of  drying,  extrac- 
tion and  recovery  in  one  operation  is  suggested.  Such 
a  combined  and  complete  operation  is  carried  out  at 
the  present  time  only  by  the  Cobwell  process.  This 
process,  as  is  doubtless  well  known,  is  applied  to  mu- 
nicipal garbage,  waste  materials,  slaughter-house  offal, 
and  other  wet  organic  waste  materials.  At  the  re- 
quest of  several  engineers  and  municipal  officials,  a 
number  of  small-scale  and  several  large-scale  experi- 
ments have  been  made  on  sewage  sludge,  with  results 
which  seem  to  warrant  some  hope  of  solution  of  the 
problem.  (A  short  description  of  the  Cobwell  process 
appeared  in  the  Contract  Record  of  December  17,  1919. 
but  a  more  comprehensive  outline  is  given  herewith). 

Simultaneous  Dehydration  and  Degreasing 

In  this  method  of  dehydration  with  simultaneous 
degreasing,  the  principle  employed  is  that  of  desicca- 
tion in  a  hot  bath  of  an  immiscible  solvent,  which  shall 
serve  not  only  as  a  dehydrating  medium,  but  shall  also 
during  the  period  of  drying  continually  dissolve  the 
grease  contained  in  the  material  to  be  dried.  Such,  a 
solvent,  preferably  employed  in  the  handling  of  - sew- 
age sludge,  is  a  high-boiling  petroleum  naphtha,  dis- 
tilling within  the  range  of  360  deg.  Fahr.  to  420  deg. 
Fahr.,  which  corresponds  to  the  first  60-70  per  cent, 
over  in  the  fractionation  of  "standard  waterwhite  kero- 
sene." This  material  serves  not  only  as  the  most 
economical  heating  medium,  but,  owing  to  the  high 
temperature  maintained  in  the  desiccating  mass,  serves 
to  remove  or  dissolve  the  metallic  soaps  as  well  as  the 
free  grease.  Cold  or  merely  warm  solvents  of  a  less 
oily  nature  have  little  solvent  action  on  such  soaps, 
but  high-boiling  oils,  particularly  when  carrying  small 
quantities  of  grease,  are  able  to  dissolve  them  with- 
out difficulty.  Upon  cooling  they  are  apt  to  be  de- 
posited as  jelly-like  masses,  or  to  cause  the  gelatiniza- 
tion  of  the  whole  solvent  solution,  and  for  that  rea- 
son the  solution  must  be  treated  before  entering  the 
recovery  stills,  in  such  manner  that  the  soaps  are  de- 
composed and  a  solution  of  clean,  fatty  acids  results. 
This  treatment  will  be  taken  up  in  order. 

The  principal  apparatus  consists  essentially  of  i 
closed  tank,  circular  in  shape,  and  a  diameter  three 
times  the  height.  Jackets  are  provided  on  the  bottom 
and  well  up  the  sides,  so  that  as  much  available  heat- 
ing surface  is  obtained  as  is  possible.  Through  the 
bottom,  oblong,  screened  openings  are  provided  for 
the  withdrawal  of  solvent  and  grease  and  for  pump- 
ing in  solvent  during  the  cooking  or  desiccating  oper- ' 
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ation.  Within  the  tank  proper  is  a  central  shaft,  pro- 
vided with  two  sweeps  set  very  close  to  the  bottom, 
in  such  manner  that  they  shall  slide  under  the  mass 
to  be  treated,  imparting  an  undulatory  motion,  with- 
out cutting  through  the  mass  itself.  Eor  this  reason 
very  little  power  is  required.  The  tanks  are  of  shal- 
low form,  in  order  that  the  amount  of  heating  sur- 
face in  proportion  to  the  mass  to  be  treated  may  be  as 
great  as  possible.  Greater  height  and  capacity  could 
only  be  obtained  at  the  expense  of  operating  time  and 
greater  consumption  power.  The  top  of  the  tank  is 
provided  with  a  charging^manhole  and  an  outlet  pipe 
for  vapors  to  pass  to  the  condenser. 

After  the  tank  is  loaded  with  sludge  the  charging 
manhole  is  securely  closed  by  the  swing  cover,  sol- 
vent is  admitted  through  the  bottom  screens,  sufficient 
to  immerse  totally  the  mass  of  sludge,  and  steam  is 
turned  on  the  jackets.  Combined  vapors  of  solvent  and 
water  vapor  pass  out  through  the  vapor  line  to  sur- 
face condensers  of  suitable  capacity,  and  in  these  the 
mixture  of  solvent  and  water  vapor  is  condensed  to  a 
liquid,  which  leaves  the  tail  pipe  of  the  condenser  and 
passes  to  a  separating  tank  where,  by  virtue  of  the 
lighter  gravity  of  the  solvent,  separation  of  solvent  and 
water  is  effected.  The  solvent  flows  to  storage  for 
re-use.  Owing  to  rapid  evaporation,  the  solvent  level 
is  lowered  in  the  tank,  and  a  further  quantity  is 
pumped  in. 

Four  to  five  hours  are  required  for  the  evaporation 
of  all  of  the  water,  and  at  this  time,  through  the  sight 
glasses,  the  dried  fibre,  etc.,  can  be  observed  floating 
on  the  top  of  the  solvent.  At  this  point  the  agitator 
is  stopped,  the  steam  turned  off,  the  drain  valves 
opened,  and  the  gi  ease-laden  solvent  pumped.  Sev- 
eral washes  with  fresh  solvent  complete  the  degreas- 
ing  of  the  mass,  which  is  then  heated  and  agitated, 
and,  with  the  help  of  live  steam,  freed  from  the  ab- 
sorbed solvent. 

Treatment  of  Grease-laden  Solvent 

The  solvent,  carrying  with  it  the  extracted  grease, 
soaps,  etc.,  must  receive  preliminary  treatment  before 
passing  to  the  solvent-recovery  and  grease-finishing 
stills.  This  treatment  is  carried  out  in  a  lead-lined 
tank  provided  with  an  agitator.  To  the  solvent  is  ad- 
ded a  sufficient  quantity  of  sulphuric  or  muriatic  acid 
and  water  to  decompose  completely  the  metallic  soaps 
present.  The  acid  water  is  well  churned  up  with  the 
solvent,  and  allowed  to  settle  and  drained  off ;  fresh 
water  is  added,  and  mixed,  allowed  to  settle,  and  the 
clear  grease  solvent  solution  is  run  to  the  recovery 
stills.  By  this  treatment,  foaming  and  other  difficul- 
ties are  avoided  in  the  distillation,  and  the  grease  re- 
covered does  not  form  the  emulsions,  separated  with 
difficulty,  it  is  disposed  to  form.  Such  grease  can  be 
cleaned  up  and  settled  free  from  mechanical  impuri- 
ties and  moisture,  without  undue  trouble. 

The  entire  cycle  of  operations  takes  place  in  a 
closed  circuit,  and  the  only  vent  for  non-condensible 
gases  for  the  whole  system  of  tanks  (or  reducers),  con- 
densers, separating  tanks,  washers,  stills  and  storage 
tanks,  is  on  the  final  solvent  storage  tank  or  tanks. 
This  vent  exhausts  through  an  oil  scrubber  to  recover 
tracts  of  naphtha  carried  over  by  carburetting.  Dur- 
ing no  period  of  the  operation  is  the  sludge  exposed 
to  the  air  or  man-handled  in  any  way,  until  it  is  fi- 
nally discharged  from  the  side  door  of  the  tank  in  a 
dried,  degreased  condition.  The  only  places  where 
odors  or  noxious  effluent  are  exposed  to  the  air  and 


liable  to  cause  an  unsanitary  and  nuisance  condition, 
is  at  the  gas  vents  on  the  storage  tanks  and  at  the 
effluent  overflow  on  the  separating  tank.  This  effluent 
is,  of  course,  distilled  water  from  the  sludge,  and  car- 
ries with  it  the  odor  of  the  sludge,  which,  in  the  case 
of  fresh  sludge  (and  that  is  preferably  handled)  is  very 
offensive.  The  quantity  of  this  water  equals  that  con- 
tained in  the  sludge  prior  to  desiccation,  and  the  con- 
densed steam  from  the  steaming  out  of  the  solvent 
from  the  drained  sludge,  prior  to  dumping  from  the 
machine.  This  approximates  a  ton  of  effluent  for  every 
ton  of  sludge  handled.  The  only  way  found  by  the 
writer  to  effect  deodorization  of  this  effluent,  and  to 
render  it  harmless,  is  by  the  addition  of  chlorinated 
lime  or  chlorine  water.  The  greatest  amount  neces- 
sary for  deodorizing  very  foul  water  is  one  part  of  35 
per  cent,  available  chlorine  bleaching  powder  to  3,00(3 
parts  effluent.  The  non-condensible  gases  leaving  the 
storage-tank  vents  must  be  scrubbed  with  chlorinated- 
lime  solution  before  being  allowed  to  pass  to  the  at- 
mosphere. 

No  Offence 

With  these  precautions  it  is  safe- to  say  that  the  en- 
tire operation  of  desiccation  and  degreasing,  or  the 
whole  recovery  operation,  can  be  carried  out  with  no 
offence. 

In  handling  sewag'e  sludge  by  this  method  no  diffi- 
culties have  arisen  other  than  those  usually  met  with 
in  handling  wet  organic  materials  of  other  sorts,  and 
since  in  sludge  the  moisture  is  present  in  free  condi- 
tion, mechanically  combined,  the  period  required  for 
desiccation  is  much  shorter  than  that  met  with  in  the 
treatment  of  garbage  and  animal  refuse,  in  which  the 
larger  part  of  the  water  is  more  or  less  chemically 
combined.  For  this  reason  only  four  or  five  hours  are 
required  for  drying  a  given  amount  of  garbage. 

Trial  runs  indicate  the  capacity  of  each  tank  as  S 
tons  in  twenty-four  hours,  and  that  for  a  plant  hand- 
ling the  sludge  from  a  town  of  200,000  inhabitants 
(approximately  40  tons  75  per  cent,  moisture  basis 
daily),  the  cost  for  handling,  including  overhead  and 
fixed  charges,  will  approach  $6  to  $6.50  per  ton  on 
green  sludge.  This  cost  would  not  be  greatly  changed 
in  handling  sludge  containing  75  per  cent,  or  50  per 
cent,  moisture,  but  since  the  gross  tonnage  to  be 
handled  would  be  greatly  reduced,  the  plant  invest- 
ment would  be  much  less,  and  therefore  the  by-pro- 
duct returns  per  green  ton  much  greater.  If  by  an)' 
method  of  dewatering  on  beds,  or  other  inexpensive 
method,  the  moisture  can  be  reduced  below  75  per 
cent.,  by  just  so  much  will  the  success  of  a  recovery 
plant  pass  from  just  self-maintenance  to  a  possible 
profit. 

Yield  of  Grease  and  Tankage ' 

After  carrying  out  such  an  operation,  what  pos- 
sible yield  of  by-products  may  be  expected,  and  what 
is  their  character  and  what  their  value?  This  depends 
entirely  on  the  nature  of  the  sewage  handled.  It  has 
been  presupposed  that  any  sludge  running  less  than  3 
per  cent,  of  ammonia  on  a  dry-tankage  basis  is  not 
worth  handling — unless,  indeed,  the  grease  content  is 
very  high,  in  which  case  it  is  possible  that  the  grease 
alone  might  pay  for  recovery.  From  an  average  of 
a  number  of  analyses,  however,  it  would  seem  that  a 
sludge  low  in  ammonia  is  also  low  in  grease,  so  that 
a  3  per  cent,  ammonia  tankage  would  indicate  a  15-25 
per  cent,  grease  content  on  a  dry  basis.  For  these  rea- 
sons, in  handling  a  75  per  cent,  moisture  sludge  a 
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yield  of  430  lb.  of  tankage  and  75  lb.  of  grease  may 
be  expected. 

What  is  the  nature  of  this  grease  and  tankage?1 
Have  they  any  market  value?  What  use  to  rescue 
this  material  if  it  cannot  be  sold  or  used?  This  is  not 
a  matter  to  be  dismissed  off-hand.  At  the  present 
time,  if  either  or  both  of  these  products  were  thrown 
on  the  market,  emphatically  they  would  not  find  a 
purchaser,  or  certainly  the  price  would  be  absurdly 
low.  Consider  the  nature  of  these  by-products  as  in- 
dicated by  their  analyses: — 

Analyses  of  Greases  from  Different  Types  of  Sludge 

Free  fatty  Nonsaponi-  Mois- 
acid,       fiable,     Neutral,  turc, 
percent,  percent,  percent  percent. 
Baltimore   (acidulated)    . .    77.48       11.78  10.74 
Chicago  (activated)  ..   ..    48.80       24.40       19.1  7.70 
Syracuse  (sedimentation).    51.50       19.30       18.70  10.50 
Pleasantville,   N.Y.,  (sed.).    75.70       19.80  4.50 
Boston  Moon  Island  ^sedi- 
mentation) : 

Per  cent. 

Free  fatty  acid  (as  oleic)  . .  . .  48.40 
Free  fatty  acid  (by  weight)  ..  40.19 
Rosin  acids  (in  fatty  acid)  . .  14.30 
Fatty  acids  (by  difference)    . .  25.83 

Unsaponifiable   21.09 

Neutral  grease  (by  weight)..  ..    20.00  (molecular  weight 

of    neutral  fatty 
Metallic  soaps  acids  272) 

and  solid  impurities   3.30 

The  first  four  analyses  are  of  grease  recovered  in 
the  process  outlined,  and  it  will  be  noticed  that,  in 
the  first  three,  large  quantities  of  solid  impurities  and 
moisture  are  recorded.  All  grease  of  sewage-sludge 
origin  on  leaving  stills  contains  large  amounts  of  such 
impurities,  since,  due  to  the  emulsifying  action  of  the 
waxes  present  in  the  so-called  unsaponifiable,  it  is  very 
difficult  to  obtain  clean  greases  without  subsequent 
washing  with  acid  and  settling.  The  fourth  analysis 
is  of  a  grease  after  such  treatment. 

Saponifiable  and  Unsaponifiable  Matter 

These  analyses  are  of  several  different  types  of 
sludge  and  sewage  treatment,  yet  all  present  the  fol- 
lowing general  characteristics.: — 

The  saponifiable  matter  in  each  case  consists  for 
the  most  part  of  free  fatty  acids  and  a  very  small  por- 
tion of  neutral  grease  or  combined  glycerides.  This 
is,  of  course,  anticipated  by  the  fact  that  the  greater 
part  of  the  grease  present  in  sewage  sludge  comes 
from  hydrolysed  soap  solutions,  or  through  the  action 
of  bacteria  and  ferments  neutral  grease  has  been 
broken  down  into  fatty  acids  and  glycerine.  In  any 
event,  the  neutral  grease  present  gives  no  hope  of 
glycerine  recovery,  so  at  once  the  so-called  grease  falls 
into  the  grade  of  poor-class  fatty-acid  stock.  Of  the 
total  fatty  acids  present,  varying  in  a  number  of  an- 
alyses, from  1  per  cent,  to  15  per  cent,  of  the  total  con- 
sists of  resin  acids.  These  again  are  from  the  soap 
solutions. 

The  unsaponifiable  matter  varies  between  10  per 
cent,  and  30  per  cent.,  but  a  majority  of  samples  an- 
alyzed show  an  average  of  20  per  cent.  As  may  be 
supposed,  the  lowest  percentages  are  found  in  strictly 
domestic  sewages,  where  they  are  traceable  to  body 
waxes  and  products  of  physiological  action.  In  mixed 
sewage  from  manufacturing  towns  the  unsaponifiabL' 


is  highest,  as  it  is  made  up  of  mineral  oils,  thrown  out 
from  different  factories,  mills,  etc. 

Small  percentages  of  metallic  soaps  of  calcium, 
iron,  aluminium  and  magnesium  are  present,  but  upon 
proper  treatment  are  broken  down  into  fatty  acids  and 
mineral  salts,  washed  out  as  sulphates  or  chlorides, 
dependent  on  the  sort  of  acid  used  for  refining. 

From  these  premises  it  is  necessary  to  conclude 
that  sewage  grease  can  be  regarded  only  as  a  very 
low-grade  fatty-acid  stock  containing  70-75  per  cent, 
of  fatty  acids  and  25-30  per  cent,  of  unsaponifiable 
matter.  These  fatty  acids,  depending  on  the  sewage 
from  which  they  are  extracted,  will  vary  in  color  from 
a  dark  ruby  red  to  a  black  tarry-looking  mass.  In  con- 
sistency the  variation  is  between  a  soft,  buttery  mass 
and  a  hard  and  solid  cake.  This  is  quite  readily  ex- 
plained. The  former  is  very  high  in  fluid-mineral  and 
industrial-refuse  oils,  the  latter,  from  domestic  sew- 
age in  which  the  high-melting-point  fatty  acids  have 
been  hydrolyzed  and  precipitated  from  the  soap  li- 
quors, whereas  the  oleic-acid  soaps  or  oleic  acid  pres- 
ent in  mixed  soaps  remain  in  solution  and  pass  off 
with  the  effluent. 

Fatty  Acids  Have  No  Market 

Fatty  acids  of  this  type  have  no  legitimate  market 
at  this  time.  Such  materials  are  only  valuable  as 
they  are  refined  and  made  into  marketable  products. 
A  purchaser  of  sewage  grease  would  expect  by  his 
own  efforts  to  give  it  all  of  the  value  it  might  ulti- 
mately have,  and,  having  created  something  out  of 
nothing,  would  care  to  pay  little  for  the  raw  material. 
That  sewage  grease  in  refined  or  manufactured  form 
has  value  is  not  to  be  questioned.  Such  a  grease  as 
that  indicated  in  analyses  of  the  Pleasantville  sludge 
grease,  upon  distillation  in  the  manner  usually  em- 
ployed for  fatty  acids,  gave  the  following  percentage 
yields : — 

Light  colored  distillate   85 

Still  returns   9 

Stearine  pitch   6 

Loss   il 

The  distillate  was  orange  yellow  in  color  and  of  high 
titre,  and  upon  pressing  gave  50  per  cent,  of  good-col- 
ored stearic  acid  of  titre  53.3  deg.  C,  and  50  per  cen*\ 
of  red  oil  containing  38.25  per  cent,  unsaponifiable 
matter.  Upon  pressing,  all  unsaponifiable  matter 
passes  out  of  seeded  or  crystalline  cake  in  the  red  oil, 
leaving  good  stearic  acid  behind.  This  red  oil  is  mar- 
ketable for  grease  compounding  and  as  wool  oil.  In 
other  words,  sewage  grease  must  be  manufactured  to 
have  value.  Once  its  value  is  established,  a  market 
will  be  automatically  created  for  the  raw  grease. 

Upon  whom  shall  the  burden  of  carrying  out  these 
operations  fall  ?  Shall  each  sewage  plant  carry  out  the 
whole  work  from  sewage  to  finished  product?  Shall 
a  number  of  sewage  plants  pool  their  sludge,  or  their 
raw  grease  and  tankage,  and  finish  at  a  central  plant, 
or  shall  a  number  of  plants  interest  directly  a  cor- 
poration or  individual  able  to  carry  out  the  refining 
operation?  At  this  point  sewage  sludge  ceases  to  be 
a  problem  for  the  scientist  and  becomes  a  purely  busi- 
ness proposition. 

The  Commercial  Aspect 

Returning  to  the  question  of  disposition  of  the 
tankage,  it  would  require  considerable  propaganda  to 
place  upon  the  fertilizer-goods  market  a  low-grade  3 
per  cent,  ammoniate,  cursed  with  the  name  sewage 
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Canada's  Contractors — John  Quinlan 


Some  of  the  most  important  building  contracts  in 
Eastern  Canada  have  been  carried  out  by  John  Quin- 
lan and  Company,  building  contractors,  of  Montreal. 
Mr.  John  Quinlan,  head  of  this  firm,  has  been  a  lead- 
ing figure  in  the  building  world  for  the  past  thirty 
years  and  has  been  responsible  for  the  carrying  out 
of  a  great  many  contracts,  chiefly  in  Quebec.  He 
is  also  president  of  the  Quinlan  Cut  Stone  Company. 

When  only  twenty  years  of  age  Mr.  Quinlan  was 
general  manager  of  Quinlan  and  Turner,  general  con- 
tractors, Montreal,  but  after  four  years'  service  with 
this  firm  he  started  in  business  for  himself.  The  fol- 
lowing are  some  of  the  contracts  since  completed  by 
John  Quinlan  &  Company:  United  Shoe  Machinery 
Company's  buildings,  Montreal;  Alexandra  Hospital, 
(5  buldings),  Montreal;  Montreal  Light,  Heat  and 
Power  Co's.  office  bldg.,  Montreal;  La  Corona  Hotel. 
Montreal;  St.  Peter's  Church,  Sherbrooke,  Quebec; 
Montreal  High  School,  (foundations) ;  Post  Office,. 
Westmount;.  Quebec;  three  gas  retort  houses  for  the 
Montreal  Light  Heat  and  Power  Company;  St.  Anne 
de  Bellevue  Military  Hospital  (3  units) ;  Montreal 
Civic  Library;  Montreal  Civic  Garage;  Sun  Life  Build- 
ing (foundations),  Montreal;  Sacred  Heart  Convent,, 
Sault  au  Recollect,  Quebec;  Dominion  Express  Build- 
ing, Ottawa;  Church  of  the  Messiah,  Montreal;  St. 
Patrick's  Orphan  Asylum,  Outremont,  Que.  His  firm 
is  now  engaged  in  excavation  work  for  the  new  ex- 
tension to  the  Chateau  Frontenac,  Quebec. 

As  president  of  the  Quinlan  Cut  Stone  Company, 
Limited,  Mr.  Quinlan  is  known  from  coast  to  coast, 
having  supplied  stone  for  buildings  as  far  west  as 
Alberta.  The  following  are  a  few  of  the  buildings  sup- 


sludge,  though  in  the  old  days  of  poudrette  and  na- 
tural guano  it  had  an  enhanced  value  in  the  public 
mind  far  greater  than  its  chemical  value  indicated. 
The  great  diluent  of  sewage  tankage  is  insoluble  ash 
or  mineral  matter,  running  from  40-70  per  cent.,  with 
60  per  cent,  as  an  average.  It  is  not  impossible  to 
concentrate  this,  though  methods  are  not  yet  com- 
plete for  doing  so.  A  number  of  experiments  con- 
ducted by  the  University  of  California  indicate  that, 
for  percentage  of  nitrogen  contained,  degreased  sludge 
has  a  higher  plant  food  value  than  dried  blood  or 
high-grade  tankage. 

Even  with  reasonable  markets  for  the  tankage  and 
grease,  it  is  a  question  whether  it  is  possible  to  re- 
cover enough  materials  to  defray  the  cost  of  the  oper- 
ation. In  the  opinion  of  the  writer,  and  from  experi- 
ence in  the  garbage-reduction  business,  it  does  not  seem 
impossible,  though  there  would  be  little  margin  of 
profit  left.  But  the  sludge  would  be  disposed  of,  its 
disposition  paid  for  and  a  large  amount  of  needed 
materials  returned  to  active  use  to  assist  in  helping 
out  the  world's  supply  of  chemicals  and  greases.  The 
individual  city  would  receive  no  monetary  return, 
probably,  but  virtually  to  create  actual,  concrete  pro- 
ducts of  economic  value,  to  pay  for  the  creation  and 
at  the  same  time  solve  a  troublesome  disposal  prob- 
lem, is  something  worthy  of  consideration. 

With  ordinary  sedimentation  of  suspended  solids, 
it  is  not  at  all  unreasonable  to  expect  from  the  sewage 


plied  with  cut  stone  by  this  company:  Provincial  Par- 
liament Buildings,  Edmonton;  Land  Titles  Buildings, 
Calgary;  Lieutenant  Governor's  residence,  Strathcona, 
Alberta,  and  five  post  offices  in  Montreal,  including 
the  main  office. 

Mr.  Quinlan  is  an  ex-president  of  the  Montreal 


Mr.  John  Quinlan 

Builders'  Exchange,  and  has  taken  an  active  interest 
in  the  affairs  of  that  association  since  its  inauguration, 
particularly  in  the  general  contractors'  section. 


of  a  town  of  150,900  persons  daily  recoveries  of  5  tons 
of  tankage  and  1  ton  of  grease.  There  are  many  towns 
of  this  size.  Any  city  of  this  class  which  can  return 
to  a  useful  cycle  $50,000  worth  of  needed  materials 
annually  should  consider  well  the  disposition  of  its 
sludge  pile. 

Solving  the  problem  of  sludge  disposal  is  not  im- 
possible, but  it  is  difficult.  No  chemist,  engineer,  busi- 
ness man  or  politician  can  solve  it  alone.  A  co-oper- 
ation which  has  not  heretofore  existed  must  be  brought 
about  before  there  can  be  any  hope  of  solution. 

The  foregoing  paper  was  presented  by  the  au- 
thor at  the  convention  of  the  American  Society  for 
Municipal  Improvements. 


Brantford  to  Build  Large  Concrete  Bridge 

The  city  council  of  Brantford,  Ont.,  have  retained 
the  E.  A.  James  Company,  Limited,  consulting  engin- 
eers, of  Toronto,  to  design  a  reinforced  concrete 
bridge  to  replace  the  Lome  Bridge  over  the  Grand 
River  in  Brantford.  The  new  bridge  contemplated 
will  comprise  two  175  ft.  reinforced  concrete  arches. 
The  bridge  will  be  60  ft.  wide  and  will  accommodate  a 
double  track  car  line.  The  estimated  cost  is  $211,000. 
Plans  are  under  preparation  by' the  engineers  and  it  is 
the  intention  to  call  for  tenders  next  winter  and  com- 
mence construction  early  in  1921. 
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Demand  in  Cuba  for  Granite  Blocks 

Trade  Commissioner  Hugh  A.  Chisholm,  Cuba, 
writes  that  there  is  a  big  demand  in  Cuba  for  granite 
blocks  for  paving  purposes  of  the  following  specifica- 
tions: 8  inches  to  12  inches  long,  3y>  inches  to  5 
inches  wide,  Al/>  inches  to  5^4  inches  deep,  36  blocks 
to  cover  1  square  metre.  At  present  these  come  from 
Norway  in  ballast  at  a  price  of  $110  per  1,000  blocks 
c.i.f.  Havana.  If  Canadian  linns  can  meet  this  price 
good  contracts  can  be  arranged. 


Municipally  Owned  Asphalt  Plants 

We  are  indebted  to  the  Milton  Ilersey  Co.,  Ltd., 
for  the  interesting  information  that  the  following  Can- 
adian cities  now  have  municipally  owned  asphalt 
plants.  This  list  is  a  revision  of  a  previously  published 


list:  Charlottetown,  P.E.I. ;  Chatham,  Out.;  Hamil- 
ton, Out.;  Kingston,  Out.;  London,  (Jut.;  Montreal, 
T.O..  (4  plants);  Ottawa,  Out.;  Sherbrooke,  Que.; 
Toronto,  Out.;  Victoria,  British  Columbia;  Winnipeg, 
Manitoba. 


Most  Bridges  are  Too  Light 

Most  of  the  bridges  in  Canada,  according  to  Mr. 
Prank  Barber,  consulting  engineer,  Toronto,  are  too 
light  for  the  traffic  that  they  have  to  bear,  and  in 
many  cases  are  decidedly  dangerous.  The  construc- 
tion of  the  bridges  of  a  country,  he  believes,  indicates 
the  difference  in  the  character  of  the  society,  the  wood-- 
en  or  lighter  bridge  corresponding  to  a  pioneer  state 
of  society,  where  only  the  thought  of  traffic  prevailed 
in  their  construction,  and  not  durability  or  beauty  of 
design. 


Water  Power  Development  in  Canada 

2,417,896  Turbine  or  Water  Wheel  Horse  Power  Installed — 
Analysis  oi  Distribution — 73  Per  Cent,  in  Central  Stations 


The  Dominion  Water  Power  Branch,  Department  of  the 
Interior,  and  the  Dominion  Bureau  of  Statistics,  Department 
of  Trade  and  Commerce,  have,  through  co-operation,  just 
completed  a  census  and  analysis  of  the  developed  water 
power  in  Canada.  The  figures,  which  are  complete  to  Janu- 
ary 1st,  1920,  are  exceptionally  interesting  and  are  indica- 
tive of  the  manner  in  which  the  water  power  resources  of 
the  Dominion  are  being  put  to  advantageous  use.  Practi- 
cally every  great  industrial  centre  in  Canada  is  now  served 
with  hydro-electrical  energy  and  has  within  easy  transmis- 
sion distance  reserves  of  water  power. 

According  to  a  recent  computation  the  water  power 
resources  of  the  British  Empire  have  been  placed  at  from 
50  to  70  million  horse  power.  This  does  not  include  such 
territories,  formerly  under  control  of  the  Central  Powers, 
as  will  fall  in  future  under  British  influence.  To  this  total 
Canada  contributes  in  the  neighborhood  of  20  million  horse' 
power.  This  figure  represents  the  power  available  at  sites 
at  which  more  or  less  definite  information  is  to  hand.  Con- 
tinued investigation  will  undoubtedly  add  to  this  figure. 

According  to  the  statistics  just  compiled  there  is  in- 


water  wheel  horsepower  (Table  1),  of  which  2,215,000  horse- 
power is  actually  and  regularly  employed  in  useful  work. 
The  larger  figure  includes  the  total  installed  capacity  at  full 
gate,  including  reserve  units.  It  does  not,  however,  include 
hydraulic  exciter  units.  A  large  number  of  the  plants  now 
operating  are  designed  for  the  addition  of  further  units 
as  the  market  demands.  The  ultimate  capacity  of  such 
plants,  together  with  that  of  new  plants  now  under  con- 
struction, total  some  3,385,000  horse  power. 

Of  the  total  power  installed  1,756,791  h.p.  or  72.7  per 
cent.,  is  installed  in  central  electric  stations.  Central  sta- 
tion power  is  sold  for  lighting,  mining,  electro-chemical  and 
electro-metallurgical  industry,  milling  and  general  manufac- 
turing. It  is  apparent,  therefore,  that  the  central  station 
total  listed  in  Column  3,  includes  a  portion  of  the  totals 
listed  in  Columns  4  and  5,  as  used  in  other  industries.  In 
the  pulp  and  paper  industry  473,265  h.p.  is  utilized,  of  which 
381,631  h.p.  is  generated  directly  from  wate'r  in  pulp  and 
paper  establishments,  while  91,634  h.p.  is  purchased  from 
hydro  central  electric  stations. 

Hydro  power  used  for  other  purposes  and  other  in- 
dustries may  be  listed  as  follows: — for  lighting  purposes, 


stalled  throughout  the  Dominion  some  2,418,000  turbine  or 

Table  1. 

Distribution  of  Developed  Water  Power  in  Canada  by  Provinces  and  by  Use  of  Power,  January  1st,  1920 

DEVELOPED  WATER  POWER 


Total  Water- 
wheel  and 
T'bine  Horse 
Power 
Installed 


Totol  Waterwheel  and  Turbine  H.P. 
Installed  for  use  In 
Central       Pulp  and  Other 
Electric         Paper  Manufacture 
Stations      Industry  Industries 


1 


2 

13,199 
308,167 
32,992 


Yukon   

British  Columbia  

Alberta  

Saskatchewan   

Manitoba   83,447 

Ontario   1,015,726 

Quebec   910,029 

New  Brunswick   ...  18,080 

Nova  Scotia  •  34,323 

Prince   Edward   Island    ...  1,933 


3 

10,000 
211,043 
32,580 

71,790 
794,021 
623.088 
9,378 
4,064 
227 


4 

40,962 


158,095 
249,332 
2,693 
16,183 


46,094 
17 


99,230 
270,961 
6,009 
12,276 
1,789 


Total 
lorse-Powe 

actually 
employed 

6 

11,349 
276,795 
31,754 


75,100 
934,015 
838,071 
16,657 
29,359 
1,621 


Totals   2,417,896 


1,756,791        473,265       436,376  2,214,721 


Ultimate 
Designed  Cap- 
acity of  Plants  Installed  H.P.  Undeveloped 
now  operating      per  1,000  Water 
or  under  con-     Population  Power 
struction  in 
H.P 

7  89 

13,199 

1,467 

100,000 

350,832 

429 

3,000,000 

33,070 

56 

466,000 
567,000 

297,047 

135 

3,218,000 

1,460,920 

360 

5,800,000 

1,146,465 

391 

6,000,000 

29,115 

49 

300,000 

52,202 

66 

100,000 

1,958 

21 

3,000 

3,384,808 

274 

19,554,000 

Note.  The  central  station  power  listed  in  Col.  3  is  developed  for  sale.    Part  is  sold  to  pulp  and  paper  and  other 

industries,  and  such  part  is  included  in  Cols.  4  and  5  along  with  the  power  that  is  directly  installed  in  these  industries. 
There  were  exported  from  plants  included  in  the  tabulation,  175,000  horse  power  years  in  the  year  ending  March  31st, 

1919. 
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Table  2 

Turbines  and  water-wheels  installed  in  water  power  plants  in  Canada  by  number  and  capacity  of  units  and  by  provinces, 
January  1st,  1920. 


Total  Water- 
wheels  and 
Turbines 

Units  of 
100  H.P. 
or  under 

Unfts  over 
100  H.P. 

and  under 
500  H.P. 

Units  of 
500  H.P. 
and  under 

-,UUU  tl.tr. 

Units  of 
2.000  H.P. 
and  under 
5.000  H.P. 

Units  of 
5.000  H.P. 
and  under 
10.000  H.P. 

Units  of 
10,000  H.P. 
and  under 
20,000  H.P. 

Units  of 
20,000  H.P. 
and  over 

NO. 

H.P. 

NO. 

H.P. 

NO. 

H.P. 

NO 

H.P. 

NO. 

H.P. 

NO. 

H.P. 

1 

Yukon   

2 

13,199 

3 

6 

.  4 
199 

s 

§ 

7 

■j 
o 

g 

o,UUU 

44,573 

g 

in 

A 1 

2 

1 2 
10,000 
42,000 
23,600 

1 1 
LJ 

Id 

16 

British  Columbia 
Alberta  

32,992 

124 
9 

4,396 
492 

43 
5 

10,498 
900 

39 

19 

2 

62,100 
8,000 

6 
4 

12 

144,600 

Saskatchewan.  . 

Manitoba   .    . .  . 

.  83,447 

1 

450 

2 

1,000 

9 

35,597 

8 

46,400 

Ontario  

1,015,726 

734 

32,190 

182 

39,844 

147 

155,062 

77 

186,380 

14 

88,050 

36 

474,200 

2 

40,000 

Quebec  

910,029 

893 

31,942 

189 

46,626 

140 

151,461 

51 

157,825 

22 

151,075 

20 

251,100 

6 

120,000 

New  Brunswick 

.  18,080 

61 

2,084 

16 

3,696 

10 

10,300 

1 

2,000 

Nova  Scotia  . .  . 

.  34,323 

324 

8,968 

38 

9,605 

19 

13,250 

1 

2,500 

Prince  Edward  Is 

I  1,933 

93 

1,933 

Totals  

.2,417,896 

2244 

82,204 

474 

111,619 

360 

378,646 

160 

454,402 

56 

361,125 

68 

869,900 

8 

160,000 

434,613  h.p.;  in  mining  industry  177,728  h.p.;  in  flour  and 
grist  mills,  42,736  h.p.;  in  lumber  and  saw  mills,  37,918  h.p.; 
in  other  manufacturing  industries,  172,955  h.p.  These  fig- 
ures are  evidence  of  the  widespread  manner  in  which  the 
Dominion's  water  power  resources  are  being  applied  to  the 
furtherance  of  its  industrial  development.  In  further  refer- 
ence to  the  foregoing  total  of  water  power  developed  in 
Canada,  it  might  be  noted  that  during  the  fiscal  year  end- 
ing March  31st,  1919,  there  were  exported  from  plants  in- 
cluded in  tabulation,  175,000  h.p.  years. 

Table  2,  analysing  the  number  and  capacity  of  the 
water  wheels  and  turbines  installed,  is  of  considerable  in- 
terest. The  total  installation  of  2,417,896  h.p.  is  comprised 
of  3,370  units,  of  an  average  capacity  of  715  h.p.  While  2,244 
of  these  units  are  of  100  h.p.  or  under,  they  contribute  only 
82,204  h.p.  or  3.4  per  cent,  of  the  total.  A  total  of  1,845,427, 
or  76.3%  of  the  whole,  is  contributed  by  units  of  2000  h.p. 
and  over;  1,391,025  h.p.  or  57.6%  by  units  of  5,000  h.p. 
and  over;  1,029,900  h.p.  or  42.6%  by  units  of  10,000  h.p. 
and  over;  and  10,000  h.p.  or  6.6%  by  units  of  20,000  h.p. 
and  over.  This  table  is  illustrative  of  the  modern  tendency 
towards  the  installation  of  large  units.  Reference  might  be 
made  in  this  connection  to  the  50,000  h.p.  turbines  which 
are  contemplated  for  the  new  development  of  the  Hydro- 
electric Power  Commission  of  Ontario  at  Queenston. 

The  statistics  in  Table  3  refer  to  the  developed  water 
power  used  in  connection  with  the  centra!  electric  station 
industry.  The  central  station  industry  has  made  great 
strides  in  Canada  in  recent  years.  A  network  of  transmis- 
sion systems,  which  are  being  rapidly  extended  from  year 
to  year,  covers  central  and  southwestern  Ontario  and  south- 
ern Quebec.  Other  systems  established  in  numerous  centres 
from  coast  to  coast  are  likewise  rapidly  extending  their 
scope.    91.4  per  cent,  of  the  primary  power  used  in  the 


central  stations  throughout  the  Dominion  is  derived  from 
water,  evidencing  the  advantageous  location  of  the  water 
power  resources  to  industrial  centres. 

The  total  installed  water  wheel  and  turbine  horse  power 
in  hydro  central  electric  stations  is  1,756,791  h.p.  Fuel  aux- 
iliaries installed  as  stand-bys  to  these  hydro  stations  bring 
the  total  installed  primary  capacity  up  to  1,873,989  h.p. 
connected  to  1,449,180  kv.a.  dynamo  capacity.  The  total 
capacity  invested  in  these  central  stations,  inclusive  of  trans- 
mission and  distribution  systems,  is  $369,464,961  or  an  aver- 
age of  $210  per  installed  primary  horse  power. 

Of  special  interest  to  engineers  is  the  actual  cost  of 
construction  of  hydro-electric  power  stations,  exclusive  of 
transmission  and  distribution  systems.  The  figures  of  70  re- 
presentative hydro-electric  stations  throughout  the  Domin- 
ion with  an  aggregate  turbine  installation  of  745,797  horse 
power,  show  a  total  construction  cost  of  $50,740,468  (pre-war 
figures)  or  an  average  of  $69.11  per  installed  horse  power. 
This  cost  includes  the  capital  invested  in  construction  of 
dams,  flumes,  penstocks,  and  all  hydraulic  works,  and  of 
power  stations  and  equipment.  It  excludes  real  estate  and 
transmission  and  distribution  equipment.  The  figure,  in 
brief,  represents  the  capital  cost  of  construction  at  the 
power  site. 

With  a  water  power  development  of  274  h.p.  per  thous- 
and population,  Canada  stands  well  in  the  forefront  in  re- 
spect to  availability  and  utilization  of  hydro  power  resources, 
being  only  surpassed  in  this  respect  by  Norway.  The  en- 
ormous water  power  reserves  still  untouched  form  a  sub- 
stantial basis  for  the  progressive  exploitation  and  develop- 
ment of  other  natural  resources,  and,  if  properly  co-ordin- 
ated with  the  development  and  utilization  of  the  enormous 
fuel  resources  of  the  Dominion,  are  an  assurance  of  con- 
tinued industrial  expansion  and  prosperity. 


Table  3 

Central  electric  stations  operated  by  water  power — Primary  horse  power  and 
vested  in  stations  and  transmission  and  distribution  systems,  January  1,  1920. 


dynamo  capacity  installed  and  capital  in- 


Yukon   

Bxitish  Columbia  . . . 

Alberta  

Saskatchewan  

Manitoba  

Ontario  

Quebec  

New  Brunswick  ...  . 

Nova  Scotia  

Prince  Edward  Island 


Installed  Horse  Power  in 
Waterwheels 
and 
Turbines 

2 

10,000 
211,043 
32,580 


71,790 
794,621 
623,088 
9,378 
4,064 
227 


Fuel 
Auxiliaries 


26,780 
2,405 


Totals   1,756,791 


19,400 
39,530 
28,163 
500 
420 


117,198 


Total 
4 

10,000 

237,823 
34,985 

91,190 
834,151 
651,251 
9,878 
4,484 
227 

1,873,989 


Total 
Installed 
Dynamo 
Capacity 
in  K.V.A. 
5 

6,000 
154,571 
24,260 


62,313 
670,053 
522,461 
6,160 
3,016 
346 


Capital  Invested 
Total 


3,471,678 
38,450,131 
6,990,972 

14,340,458 
170,112,988 
133,645,655 
1,543,727 
842,122 
67,230 


Per 

Horse  Power 


1,449,180  369,464,961 


7 

347 
182 
214 

200 
215 
214 
165 
207 
296 

210 
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Mainly  Constructional 

East  and  West — From  Coast  to  Coast 


The  County  Council  of  Welland,  Ont.,  has  set  aside 
$250,000  for  road  construction  this  year. 

Work  has  been  commenced  by  the  Price  Bros.  Com- 
pany on  the  construction  of  a  model  city  at  Saguenay,  Que. 

The  ratepayers  of  Port  Dalhousie,  Ont.,  recently  voted 
in  favor  of  the  installation  of  a  waterworks  system  for  the 
town. 

The  contractors  of  St.  John,  N.  B.,  have  formed  a  branch 
of  the  Association  of  Canadian  Building  and  Construction 
Industries. 

Messrs.  Angstrom  &  Verochio  Co,,  Ltd.,  contractors, 
of  Toronto,  have  removed  their  offices  from  the  Lumsden 
Bldg.  to  81  Victoria  St. 

The  Canada  Wire  &  Cable  Company,  Leaside,  Ont.,  are 
building  28  houses  for  their  employees,  and  a  sewerage 
system  will  be  laid  to  serve  these  dwellings. 

The  Amalgamated  Association  of  Sheet  Metal  Workers, 
at  Toronto,  have  refused  to  arbitrate  their  wage  demand  of 
90  cents  an  hour,  with  the  Builders'  Exchange. 

A  new  company  to  be  known  as  the  Yarmouth  Housing 
Company  has  been  organized  at  Yarmouth,  N.  S.,  with  the 
following  officers:  President,  J.  D.  Kirk;  secretary-treasurer, 
W.  G.  Kirk;  managing  director,  Andrew  Kirk. 

Mr.  A.  W.  Hall,  Town  Planning  Commissioner  of  the 
Ontario  Bureau  of  Municipal  Affairs,  was  in  London,  Ont., 
recently  and  inspected  sites  and  plans  for  the  new  group 
of  dwellings  to  be  erected  by  the  Housing  Commission 
there. 

The  city  of  Regina,  Sask.,  will  expend  $530,000  on  pub- 
lic improvements  during  the  coming  summer.  This  sum  does 
not  include  the  cost  of  the  proposed  extensions  to  the  sewer- 
age and  waterworks  systems,  which  will  be  added  at  a 
later  date. 

Building  Inspector  E.  H.  Rogers,  of  Winnipeg,  esti- 
mates that  between  2,500  and  3.000  dwellings  are  needed  in 
Winnipeg  to  accommodate  those  seeking  homes.  It  w-uld 
cost  in  the  neighborhood  of  $l  '>  000.000  to  carry  out  a  pro- 
gramme of  this  size. 

As  a  result  of  recent  examinations  held  at  Victoria.  B. 
C,  the  following  have  been  qualified  to  practice  as  land 
surveyors  in  the  province  of  British  Columbia:  Messrs.  R. 
O.  Leslie,  James  T.  Fullerton,  E.  C.  McNary,  Robert  Bell- 
Irving  and  Frank  P.  Allwood. 

It  has  been  announced  that  the  International  Engineer- 
ing Corporation  of  Indiana  will  locate  a  bianr.1,  in  Waterloo, 
Ont.,  where  they  will  manufacture  their  line  of  crude  oil 
engines.  The  firm  has  secured  a  five  acre  site,  centrally 
located,  and  will  erect  three  one-storey  buildings,  50  by 
100  ft. 

At  a  recent  meetinp.  of  the  Grand  River  Valley  Board 
of  Trade,  at  Gait,  Ont.,  Mr.  W.  H.  Breithaupt,  of  Kitchener, 
Ont.,  presented  his  scheme  for  flood  prevention  on  the  Grand 
River.  After  some  discussion,  it  was  decided  to  send  a  dele- 
gation to  Toronto  to  irterest  the  Provincial  Government  in 
the  possibilities  of  this  scheme. 

The,  National  Waterways  Association  has  opened  offices 
at  306  Stair  Building,  Toronto.  The  object  of  the  associa- 
tion is  to  further  the  development  of  a  deep  waterway  be- 
tween the  Great  Lakes  and  the  Atlantic  Ocean.     Dr.  E. 


Herbert  Adam's  is  chairman  of  the  Organization  Commit- 
tee and  James  H.  Duthie,  secretary. 

The  councillors  selected  at  the  annual  meeting  of  the 
Provincial  Builders'  Exchange  of  Saskatchewan,  to  represent 
that  association  at  the  meeting  of  the  Saskatchewan  branch 
of  the  Association  of  Canadian  Building  and  Construction 
Industries,  to  be  held  in  Saskatoon  in  June,  were  Messrs: 
Joseph  Shannon,  of  Saskatoon;  George  Forbes,  of  Moose 
Jaw,  and  W.  A.  Wilson,  of  Regina. 

It  is  announced  that  the  Grand  Trunk  Railway  will 
shortly  commence  construction  of  a  water  pipe  line  from 
the  Crooked  Lakes  in  Qu'Appelle  Valley  to  Melville,  Sask., 
a  distance  of  27  miles,  at  a  cost  of  about  $250,000.  The  com- 
pany has  decided  on  this  undertaking  owing  to  the  fact  tha' 
the  water  obtainable  at  Melville,  at  the  present  time,  is  not 
suitable  for  the  engines,  as  it  contains  too  much  alkali. 


Personal 

Mr.  Geo.  Main  has  resigned  fr_>m  the  Town  Plan- 
ning Committee,  Hamilton. 

City  Engineer  Fellowes,  of  Vancouver,  has  returned  to 
that  city  after  an  absence  of  a  month  in  Ottawa. 

Mr.  Frank  A.  Coombe  has  resigned  the  position  of  chief 
engineer  of  Babcock  &  Wilcox,  Ltd.,  Montreal,  to  enter  pri- 
vate practice. 

Mr.  R.  J.  Leckie,  Regina,  was  elected  president  at  the 
annual  meeting  of  the  Provincial  Builders'  Exchange,  held 
in  Saskatoon  recently. 

It  is  announced  that  Mr.  A.  P.  Kapelle,  secretary  of  the 
Works  Department,  Hamilton,  is  leaving  the  department 
at  the  end  of  the  month. 

Mr.  H.  B.  Muckleston  has  been  appointed  chief  engineer 
of  the  Lethbridge  Northern  Irrigation  District,  Lethbridge, 
Alta.  Mf.  Muckleston  was  formerly  with  the  Department 
of  Natural  Resources,  Calgary,  Alta. 

Mr.  A.  G.  Bailey,  formerly  of  Morris  Knowles,  Inc., 
Pittsburgh,  has  entered  upon  his  new  duties  as  manager 
of  the  Canadian  organization  of  Morris  Knowles,  Ltd.,  suc- 
ceeding Mr.  C.  W.  Tarr,  who  resigned  recently. 

Mr.  Fred  Early  has  resigned  his  position  as  secretary 
of  the  Hydro-electric  and  Water  Commissions,  at  .Bramp- 
ton, Ont.,  to  take  over  the  position  of  engineer  in  charge 
of  the  construction  of  the  town's  new  filtration  plant. 

Mr.  S.  W.  Crowell,  town  engineer  and  superintendent 
of  waterworks,  Yarmouth,  N.  S.,  tendered  his  resignation 
at  a  recent  meeting  of  the  town  council.  Several  applica- 
tions for  the  position  have  been  received  by  the  council. 

H.  T.  Griswold,  who  in  May  1918,  was  engaged  from 
the  Dominion  Engineering  &  Inspection  Company  to  or- 
ganize and  operate  the  Canadian  branch  of  Messrs.  Mac- 
Govern  &  Company,  Inc.,  of  New  York  City,  is  completing 
a  two  year  contract  on  June  1st  and  will  then  resume  active 
participation  in  the  affairs  of  the  Dominion  Engineering  & 
Inspection  Company  in  which  he  is  a  partner. 

Obituary 

Mr.  John  H.  Bennett,  contractor,  of  Toronto,  died  re- 
cently at  the  Western  Hospital  as  a  result  of  septic  poison- 
ing. 

Mr.  A.  Macdonald,  well-known  railway  contractor,  of 
Vancouver,  B.  C,  died  recently  at  his  home  in  that  city,  fol- 
lowing an  acute  attack  of  Bright's  disease.  He  was  born 
at  Kirkfield,  Ont.,  in  1876  and  went  to  Vancouver  in  1911, 
where  he  was  for  many  years  superintendent  of  construction 
for  the  Canadian  National  Railways.  One  of  Mr.  Macdon- 
ald's  most  recent  undertakings  was  the  large  C.  N.  R.  ware- 
house on  False  Creek. 
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News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Bedford,  Township  of,  Que. 

Tenders  will  be  called  shortly  for  con- 
struction of  water  macadam  road,  1}4 
miles  long.  Secy.-treas.  for  Municipal- 
ity, A.  T.  Gould. 

Champlain,  Que. 

Town  contemplates  the  construction  of 
concrete  road  to  cost  $18,000.  Secy.- 
treas.,  Gustave  Marchand,  N.  P. 

Chatham,  Ont. 

By-law  re  waterworks  plant  to  cost 
$371,000  was  defeated.  Proposition  will 
go  ahead  but  will  be  delayed. 

Dunnville,  Ont. 

John  Clark,  Town  clerk,  will  receive 
tenders  until  May  8th  for  construction  of 
pavement.  Plans  with  clerk  and  engi- 
neer, Frank  Barber,  40  Jarvis  St.,  To- 
ronto. 

East  Kildonan,  Man. 

Plans  are  progressing  for  concrete 
paving  to  cost  $60,000  for  Rural  Munici- 
pality of  East  Kildonan.  Clerk,  H. 
Thompson. 

Essex,  Ont. 

Town  will  call  tenders  shortly  for  con- 
struction of  concrete  pavements  to  cost 
$23,000.    Clerk,  R.  R.  Brett. 

Fergus,  Ont. 

C.  S.  Ewing,  reeve  for  Town,  will  re- 
ceive tenders  until  May  10th  for  con- 
struction of  reinforced  concrete  reser- 
voir. Plans  with  reeve,  engineer,  E.  A. 
Darling,  604  Spectator  Bldg.,  Hamilton, 
and  Contract  Record,  345  Adelaide  St. 
W.,  Toronto. 

Fredericton,  N.  B. 

P.  J.  Veniot,  Minister  for  Provincial 
Dept.  Public  Works,  Fredericton,  will 
receive  tenders  until  May  14th  for  con- 
struction of  certain  roads.  Plans  at  of- 
fice of  Chief  Engineer,  Fredericton,  and 
at  Provincial  Govt.  Rooms,  St.  John. 

Haileybury,  Ont. 

Town  may  expend  $5,000  on  construc- 
tion of  cement  sidewalks.  Clerk,  H.  A. 
Day. 

Harding,  Man. 

W.  V.  Stevenson,  secy.-treas.,  Hard- 
ing, Man.,  will  receive  tenders  until  May 
1st  for  constr-uction  of  roads  costing 
$390,000  for  Municipality  of  Woodworth. 
Specifications  with  Highway  Commis- 
sion, New  Pari.  Bldgs.,  Winnipeg. 

Moose  Jaw,  Sask. 

By-law  re  construction  of  cement  side- 
walks costing  $10,000  will  be  submitted 
soon.     City  clerk,  R.  P.  Riddell. 

North  Bay,  Ont. 

Wm.  N.  Snyder,  Town  clerk,  will  re- 
ceive tenders  until  May  10th  for  con- 
struction of  pavement. 

Notre  Dame  De  Portneuf,  Que. 

Municipality  has  instructed  Napoleon 
Marcotte,  secy.-treas.,  Portneuf  Station, 


to  receive  tenders  until  May  1st  for  con- 
struction of  macadam  road. 

Ottawa,  Ont. 

Tenders  will  be  called  shortly  for  con- 
struction of  city  pavement  to  cost  $36,- 
000.    Clerk,  N.  H.  H.  Lett. 

Suburban  Road  Commission.  Allan 
Hay,  Engineer,  Thistle  Bldg.,  Welling- 
ton St.,  will  call  tenders  shortly  for  re- 
surfacing two  roadways  with  broken 
stone,  costing  $12,500  and  $36,000;  con- 
struction of  pavement  costing  $37,000. 

Ottawa  District,  Ont. 

Suburban  Road  Commission,  Thistle 
Bldg.,  Wellington  St.,  contemplates  the 
construction  of  concrete  culverts.  Secy., 
Allan  Hay. 

Owen  Sound,  Ont. 

D.  H.  Fleming,  Town  engineer,  will 
receive  tenders  until  May  7th  for  pav- 
ing work. 

Parish  of  Champlain,  Que. 

Parish  Council  has  under  considera- 
tion the  construction  of  macadam  road 
to  cost  $24,000.  Secy.-treas.,  G.  March- 
and, N.  P. 

Parish  of  St.  Andre,  Que. 

Municipality  will  call  tenders  shortly 
for  gravelling  road.  Secy.-treas.,  Thos. 
Raymond. 

Parish  of  St.  Louis  De  Chambord,  Que. 

Nobert  Fortine,  secy.-treas.  to  Muni- 
cipality, Chambord  East,  will  call  ten- 
ders shortly  for  gravelling  road. 

Portage  La  Prairie,  Man. 

D.  McCowan,  secy.-treas.  for  Munici- 
pality, will  receive  tenders  until  May 
24th  for  grading  eight  miles  of  road. 
Specifications  with  Highway  Commis- 
sioner, Winnipeg,  and  secy.-treas.,  Por- 
tage La  Prairie. 

Regina,  Sask. 

City  contemplates  the  construction  of 
sidewalks,  pavements,  sewers,  etc.  Esti- 
mated cost,  $140,000. 

Sarnia,  Ont. 

By-law  will  be  submitted  shortly  auth- 
orizing the  construction  of  city  water- 
works to  cost  $300,000.  Clerk,  Jas.  D. 
Stewart. 

St.  Ambroise,  Que. 

Municipality  will  call  tenders  shortly 
for  gravelling  road.  Secy.-treas.,  Simon 
Simard. 

Ste.  Anne  De  Chicoutimi,  Que. 

Municipality  has  requested  Phydime 
Gauthier,  secy.-treas.,  to  receive  tenders 
until  May  3rd  for  construction  of  6,020 
ft.  of  concrete  sidewalks.  Plans  with  en- 
gineer, Jean  A.  Claveau,  Chicoutimi. 

St.  Dominique  De  Jonquiere  Que. 

Municipality  will  call  tenders  shortly 
for  gravelling  road.  Secy.-treas.,  Edm. 
Levesque,  Jonquiere. 

St.  Jean  De  Matha,  Que. 

Municipality  has  decided  to  gravel 
sundry  roads  by  day  labor,  at  a  cost  of 


$70,000,  and  has  appointed  Alphonse  St. 
Georges  to  supervise  work.  Secy.-treas., 
L.  O.  Leveille. 

St.  Jerome,  Que. 

Town  has  instructed  C.  A.  Lorrain, 
secy.-treas.,  to  receive  tenders  until  May 
1st  for  gravelling  roads. 

Ste.  Philomene,  Que. 

Town  has  instructed  its  secy.-treas.,  F. 
P.  Labrie,  to  receive  tenders  until  May 
3rd  for  macadamization  of  road. 

Tecumseh,  Ont. 

Frank  Belleperche,  clerk  for  Sand- 
wich East  Township,  will  receive  tend- 
ers until  May  7th  for  construction  of 
sidewalks  to  cost  $25,000.  Plans  with 
engineers.  Code  &  Code,  14  London  St. 
W.,  Windsor. 

Toronto,  Ont. 

W.  D.  Annis,  secy.  Scarboro  Public 
Utilities  Commission,  Room  1004,  Excel- 
sior Life  Bldg.,  Toronto,  will  receive 
tenders  until  May  3rd  for  construction 
of  watermains.  Engineers,  E.  A.  James 
Co.,  36  Toronto  St.,  have  plans. 

Vaudreuil,  Que. 

Town  contemplates  the  construction 
of  macadam  road,  also  paving  sidewalk. 
Secy.-treas.,  J.  Martel. 

Waterford,  Ont. 

Town  Council  will  submit  by-law  auth- 
orizing the  expenditure  of  $8,000  on  con- 
struction of  concrete  sidewalks.  Clerk, 
James  Ross. 

Winnipeg,  Man. 

Tenders  closed  April  27th  for  pave- 
ments to  cost  about  $100,000  and  grano- 
lithic sidewalks .  costing  about  $118,116 
for  City.    Clerk,  C.  J.  Brown. 

■City  plans  to  expend  about  $847,276 
on  the  construction  of  sidewalks  and 
pavements. 

CONTRACTS  AWARDED 

Cornwall,  Ont. 

Charlottenburg  Township  placed  gen- 
eral contract  for  roads  costing  $12,750 
with  McCallum  &  Lalonde,  Apple  Hill, 
Ont. 

Griswold,  Man. 

Rural  Municipality  of  Sift'on  placed 
general  contract  for  road  grading  with 
J.  E.  Boivin,  228  Arnold  St.,  Norwood, 
Man. 

Lloydminster,  Sask. 

Town  placed  contract  for  sidewalks 
costing  $6,000  with  Mr.  Webber,  of  Sas- 
katoon. 

Niagara  Falls,  Ont. 

Nicholson  &  McNamara,  St.  Cathar- 
ines, have  been  awarded  the  contract  for 
the  City's  paving  work.  Cost,  $148,453.- 
78. 

St.  Elizabeth,  Que. 

Elder-Ebano  Asphalt  Co.,  11  Place  d'- 
Armes  Sq.,  Montreal,  have  been  awarded 
the  contract  for  gravelling  of  Municipal- 
ity's roads.    Cost,  $72,000. 
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Railroads,  Bridges  and  Wharves 

Campbellton,  N.  B. 

Provincial  Govt,  of  Quebec  will  con- 
sider the  construction  of  interprovincial 
bridge  from  Restigouche  to  Campbell- 
ton,  N.  B. 

Chatham,  Ont. 

G.  T.  Rly.,  Montreal,  Que.,  will  con- 
struct freight  house  to  cost  $9,000.  Supt., 
Chas.  Forrester,  London,  Ont. 

Cranbrook,  B.  C. 

F.  W.  Peak,  Gen.  Supt.  C.  P.  Rly., 
Vancouver,  will  receive  tenders  for  en- 
gine house,  machine  shops  and  ice  house. 

Fergus,  Ont. 

Jas.  Beattie,  clerk  for  Wellington 
County,  will  receive  tenders  until  May 
4th  for  construction  of  four  bridges. 

Grand  Bend,  Ont. 

Jas.  A.  Bell  &  Son,  Court  House,  St. 
Thomas,  Ont.,  will  receive  tenders  until 
May  1st  for  supplying  material,  erect- 
ing two  reinforced  concrete  abutments 
and  laving  concrete  floor  in  connection 
with  Huron  County's  proposed  steel 
bridge . 

Kenilworth,  Ont. 

Albert  Hillyer,  clerk  for  Arthur  Town- 
ship, will  receive  tenders  until  April  30th 
for  construction  of  concrete  arched 
trussed  bridge.  Plans  with  clerk,  or  A. 
W.  Connor,  34  Victoria  St.,  Toronto. 

London,  Ont. 

G.  T.  Rly..  Montreal,  Que.,  will  con- 
struct acetylene  house  costing  $6,000. 
Supt,  Chas.  Forrester. 

Manotick,  Ont. 

Nepean  Township  contemplates  the 
construction  of  bridge.  Clerk,  John 
Gamble. 

Merrickville,  Ont. 

Patterson  &  Byrne,  engineers,  71l/2 
Sparks  St.,  Ottawa,  are  preparing  plans 
for  Carleton  County's  contemplated, 
bridge. 

Millwood,  Man. 

Plans  are  in  progress  for  bridge  cost- 
ing $36,000  for  Rural  Municipality  of 
Russell.     Clerk,    C.  W.  Thorn,  Russell, 

Nova,  Scotia,  Province  of 

Provincial  Highway  Bd.,  Hollis  St., 
Halifax,  N.  S.,  will  rebuild  by  day  labor 
bridges  recently  destroyed  by  flood. 

Ottawa  District,,  Ont. 

Suburban  Roads  Commission  contem- 
plates the  construction  of  concrete 
bridge.  Secy.,  Allan  Hay,  Thistle  Bldg., 
Wellington  St. 

Saskatchewan,  Province  of 

H.  S.  Carpenter,  Deputy  Minister  for 
Provincial  Dept.  Public  Works,  Regina, 
will  receive  tenders  until  May  10th  for 
construction  of  four  bridges  costing 
about  $35,000. 

St.  Simeon,  Que. 

Town  has  under  consideration  the  con- 
struction of  iron  bridge  over  River 
Noire.    Secy.-treas.,  J.  Asselin. 

Walkerville,  Ont. 

G.  T.  Rly.,  head  office,  Montreal,  will 
have  plans  prepared  for  freight  sheds  to 
cost  $15,000. 

CONTRACTS  AWARDED 
Mahone  Bay,  N.  S. 

Provincial  Dept.  Public  Highways 
placed  general  contract  for  reinforced 
concrete  steel  bridge  with  Thomas  G. 
Nicol,  Mahone  Bay. 


Virden,  Man. 

Rural  Municipality  of  Wallace  placed 
general  contract  for  bridge  and  culvert 
costing  $6,500  with  W.  T.  Manser,  Vir- 
den, Man. 


Public  Buildings,  Churches 
and  Schools 

Arden,  Man. 

E.  D.  Tuttle,  architect,  McArthur  Bldg., 
Winnipeg,  is  preparing  plans  for  erec- 
tion of  school  costing  $55,000  for  Arden 
Consolidated  School  District. 

Asbestos,  Que. 

School  Board  plans  to  erect  school. 
Secy.-treas.,  J.  G.  Boisvert. 

Bagotville,  Que. 

Plans  are  progressing  for  erection  of 
college.  Secy.-treas.  School  Board,  Ad- 
jutor  Potoin. 

Brandon,  Man. 

Provincial  Dept.  Public  Works  is 
erecting  hospital.  Architects,  Jordan  & 
Overs,  42  C.  P.  R.  Bldg..  Winnipeg. 

Buckingham,  Que. 

Rev.  Father  J.  Chatelain.  parish  priest 
for  St.  Joseph's  R.  C.  Church,  wants 
prices  on  all  materials  and  furnishings 
required  in  connection  with  the  recon- 
struction of  church.    Cost.  $300,000. 

Clark's  Harbour.  N.  S. 

Baptist  Society  plans  to  erect  church 
costing  from  $25,000  to  $50,000. 

Dartmouth,  N.  S. 

Tenders  will  be  called  about  May  15th 
for  erection  of  church  for  Baptist  Con- 
gregation. Architect.  A.  R.  Cobb.  Can- 
ada Mortgage  Bldg.,  Barrington  St.,  Hal- 
ifax. 

Drummondville,  Que. 

Town  plans  to  erect  fire  station.  Clerk, 
W.  A.  Moisan.  , 

Evermay,  Sask. 

Evermay  School  District  No.  1284 
plans  to  erect  school.  Secy.-treas.,  J.  D. 
Pierce. 

Glace  Bay,  N.  S. 

School  Board  will  repair  schools  re- 
cently damaged  bv  fire;  loss.  $21,000. 
Secy.,  N.  F.  McNeil. 

Grand  Beach,  Man. 

C.  N.  Rlys.,  Toronto,  have  J.  Scho- 
field,  Union  Depot,  Winnipeg,  preparing 
plans  for  hotel  and  additions  costing 
$85,000. 

Haileybury,  Ont. 

Frank  Groch,  architect,  is  preparing 
plans  for  Masons'  and  Oddfellows'  tem- 
ple.   Cost,  $50,000. 

Halifax,  N.  S. 

A.  R.  Cobb,  architect,  Canada  Mort- 
gage Bldg.,  Barrington  St.,  is  preparing 
plans  for  synagogue  for  Baron  de  Herch 
Society. 

W.  J.  Busch,  architect,  50  Bedford 
Row,  is  preparing  plans  for  church  build- 
ing for  St.  John's  Presbyterian  Church, 
Windsor  St. 

Hamilton,,  Ont. 

Aid.  Cooper,  Chairman  Property  Com- 
mittee, 11  Undermount  Ave.,  will  call 
tenders  shortly  for  alterations  to  market 
stalls,  store  fronts  and  roof. 

St.  James  Church,  Herkimer  and 
Locke  Sts.,  contemplate  the  erection  of 
church.  Pastor,  Rev.  A.  de  Rosse,  35 
Mountain  Ave. 


Hull,  Que. 

R.  C.  Commission  contemplates  the 
erection  of  church.  Archbishop.  Mr. 
Gauthter. 

Kingston,  Ont. 

Cataraqui  Golf  Club  will  have  C.  S. 
Cobb,  architect.  71  Bay  St.,  Toronto,  call 
tenders  shortly  for  erection  of  club 
house  to  cost  $25,000. 

Kitchener,  Ont. 

Syndicate  plans  to  erect  arena  here 
costing  $200,000.  Competitive  plans  will 
be  called  for.  Address  Dr.  R.  M.  Mac- 
farlane,  171  Queen  St.  S. 

L'Assomption  De  McNider,  Que. 

S.  Lepage,  secy.  School  Board,  will 
receive  tenders  until  May  15th  for  erec- 
tion of  school. 

Leamington,  Ont. 

J.  McR.  Selkirk,  secy.  School  Board, 
will  receive  tenders  until  May  8th  for 
school  costing  $80,000.  Plans  with  ar- 
chitect, J.  C.  Pennington,  La  Belle  Bldg., 

Windsor. 

Lemonville,  Ont. 

$10,000  will  be  expended  on  erection 
of  school  this  year.  Secy.  School  Board, 
Ralph  Baker. 

London,  Ont. 

School  Board  has  appointed  '  W.  G. 
Murray,  architect.  Dominion  Savings 
Bldg.,  to  prepare  plans  for  school  cost- 
ing $17,000. 

Medicine  Hat,  Alta. 

G.W.V.A.  contemplate  erection  of  me- 
morial hall.  Address  J.  H.  Collier.  Med- 
icine Hat. 

Midland,  Ont. 

G.  B.  Frank,  secy.  Midland  Hospital 
Board,  and  Stevens  &  Lee,  architects,  2 
College  St.,  Toronto,  will  receive  ten- 
ders until  May  8th  for  hospital  costing 

$30,000. 

By-law  will  be  submitted  May  8th  for 
authorization  of  expenditure  of  $55,000 
on  erection  of  school.    Secy.  School  Bd., 

Miss  C.  Wilson. 

Milltown,  N.  B. 

Erection  of  school  costing  $10,000  is 
contemplated  here.    Secy.  School  Board, 

C.  E.  Casey. 

Mindemoya,  Ont. 

S.  S.  No.  1,  Carnarvon  Township,  plans 
to  erect  school  costing  $10,000.  Secy., 

D.  Wyman,  Mindemoya. 

Montreal,  Que. 

Wilfrid  Duquette,  339  St.  Joseph  Blvd. 
W.,  will  erect  theatre  and  apartments 
this  summer. 

F.  Smith,  419  Champlain  St.,  plans  to 
erect  public  garage. 

Ritz-Carlton  Hotel  Co.  of  Montreal 
Ltd.,  242  Sherbrooke  St.  ■  W.,  contem- 
plate extension  to  hotel  costing  $200,000. 
General  Manager,  F.  S.  Quick. 

Dominion  Dept.  Militia  plan  to  have 
garrison  buildings  here. 

Mount  Dennis),  Ont. 

S.  B.  Coon  &  Son,  architects,  810  Ex- 
celsior Life  Bldg.,  Toronto,  will  receive 
bulk  or  separate  tenders  until  May  5th 
for  five  roomed  school  addition  for  S.  S. 
No.  28,  York  Township. 

Murray  Bay,  Que. 

Y.M.C.A.,  502  Dorchester  St.  W.,  Mon- 
treal, plans  to  erect  addition  to  conval- 
escent home.    Secy.,  L.  V.  Brooks. 

Niagara  Falls,  Ont. 

Tenders  will  be  called  about  May  10th 
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for  city  hospital  costing  $150,000.  Archi- 
tect. W.  L.  Somerville,  1  Rloor  St.  E., 
Toronto. 

North  Bank,  Alta. 

U.F.A.  plan  to  erect  public  hall.  Ad- 
dress Fred  Hanson.  North  Bank. 

Norton,  N.  B. 

F.  Neil  Brodie.  architect.  42  Princess 
St..  St.  John,  is  preparing  plans  for 
school  costing  $16,000  for  School  Board. 

Ottawa,  Ont. 

Central  Canada  Exhibition  Ass'n., 
City  Hall,  will  call  tenders  shortly  for 
press  building  costing  $15,000.  also  al- 
terations to  building  costing  $20,000. 
Secy.,  J.  K.  Paisley. 

Dominion  Dept.  Public  Works  plans 
to  expend  $15,000  on  repairs  to  public 
buildings  in  Alberta:  $15,000  on  repairs 
to  public  buildings  in  Manitoba;  $14,000 
on  repairs  to  public  buildings  in  British 
Columbia.  $:i2,000  will  be  spent  on 
dredging  work  and  $25,000  on  improve- 
me  ts  at  Fraser  River,  B.C.:  $10,000  on 
removal  of  obstructions  in  Naas  River, 
B.C. 

City  will  call  tenders  shortly  for  fire 
Nation  to  cost  $25,000.  Clerk.  N.  H.  H. 
Lett. 

Tenders  will  be  called  in  two  months 
for  hospital  costing  $2,500,000  for  City. 
Architects,  Stevens  &  Lee,  2  College  St., 
Toronto. 

Otter  Island,  Lake  Superior.  Ont. 

A,  Johnston,  Deputy  Minister  for  Do- 
minion Dept.  Marine.  Ottawa,  will  re- 
ceive tenders  until  May  15th  for  con- 
struction of  fog  alarm  building.  Plans 
at  Dept..  Ottawa,  at  the  Agency  of  De- 
partment. Parry  Sound,  and  at  Post  Of- 
fices. Sault  Ste.  Marie.  Port  Arthur,  Fort 
William.  Rossport  and  Schreiber,  Ont. 

Point  Grey,  B.  C. 

Plans  have  been  prepared  for  univer- 
sity buildings  costing  about  $3,000,000  for 
Provincial  Dept.  Public  Works.  Archi- 
tects. Sharp  &  Thompson.  626  Pender 
St.  W.,  Vancouver. 

Prince  Rupert,  B.  C. 

Plans  will  be  prepared  for  first  unit 
of  court  house  costing  $100,000  for  Pro- 
vincial Dept.  Public  Works,  Victoria. 
Total  cost,  $400,000. 

Regina,  Sask. 

Storey  &  VanEgmond,  architects,  Mc- 
Callum  Hill  Blk.,  have  prepared  prelim- 
inary plans  for  church  costing  about  $35,- 
000  for  Carmichael  Church  Congrega- 
tion. 

Sarnia.  Ont. 

Walls  &  Bennett,  architects.  Imperial 
Bldg..  are  preparing  plans  for  addition 
to  hall  for  Oddfellows  Lodge. 

Saskatoon,  Sask. 

Tenders  called  for  Normal  school  cost- 
ing about  $250,000  for  Provincial  Dept. 
Public  Works.  Minister.  Hon.  A.  P. 
McNab,  Regina. 

Sault  Ste.  Marie,  Ont. 

Paramount  Theatres  Ltd.  have  ap- 
pointed J.  M.  Jeffrey,  architect,  348  Con- 
federation Life  Bldg.,  Toronto,  to  pre- 
pare plans  for  theatre.    Cost,  $200,000. 

Geo.  Drew,  architect,  157  Queen  St., 
is  preparing  plans  for  labor  temple  cost- 
ing $100,000  for  Sault  Ste.  Marie  Labor 
Temple  Assoc.  Ltd. 

St.  Leonard,  Que. 

Tenders     will  be  called    shortly  for 


Parish  Congregation's  new  church  cost- 
ing $177,000.  Architect.  L.  S.  J.  Caron. 
Nicolet. 

St.  Remi,  Que. 

Knights  of  Columbus  Circle  contem- 
plate the  erection  of  home  costing  $8.- 
000  to  $0,000.  Secy.,  Ferdinand  Col- 
lette. 

Sudbury,  Ont. 

P.  J.  O'Gorman,  architect,  called  ten- 
ders April  23rd  for  school  addition  cost- 
ing $75,000  for  School  Board. 

P.  J.  O'Gorman.  architect,  is  prepar- 
ing plans  for  erection  of  church  and  rec- 
tory to  cost  $10,000  for  Congregation  of 
St.  Joseph's. 

Swan  River,  Alta. 

Swan  River  School  District  contem- 
plates erection  of  consolidated  school. 
Address  Secy. 

Timmins,  Ont. 

R.  C.  Congregation  contemplates  the 
erection  of  church  to  cost  $75,000.  Ar- 
chitect, P.  J.  O'Gorman,  Sudbury.  Ont. 

Toronto,  Ont. 

Westminster  Presbyterian  Congrega- 
tion appointed  Sproatt  &  Rolph,  archi- 
tects. 36  North  St..  to  prepare  plans  lor 
church  costing  $200,000.  - 

Bloor  St.  Baptist  Church  Congregation 
contemplate  the  erection  of  new  church 
building.  Pastor,  Rev.  W.  A.  Cameron, 
Selby  Apts. 

St.  Clair  Baptist  Church  Congrega- 
tion plan  the  erection  of  church  build- 
ing. Pastor,  Rev.  J.  A.  Grant,  12  Ken- 
wood Ave. 

St.  Mary's  Maternity  Hospital,  81  Bond 
St..  have  purchased  two  large  residences 
and  will  transform  them  into  hospital. 

Tenders  close  May  4th  for  new  copper 
roof  for  city  hall.  Secy.  Board  of  Con- 
trol, Thos.  McQueen. 

Trail,  B.  C. 

Plans  are  progressing  for  war  me- 
morial building  costing  $75,000  for  G. 
W.  V.  A..  Trail.  B.  C. 

Vancouver.  B.  C. 

British  Canadian  Theatres  Ltd.  will 
call  te"ders  in  about  60  days  for  theatre 
costing  $250,000.  President,  Walter  C. 
Nichol,  Publisher,  "Daily  Province." 

Tenders  will  be  called  soon  for  church 
addition  costing  $6,000  for  Robertson 
Presbyterian  Congregation.  Architect. 
Robt.  Harvie,  1924  Second  Ave.  E. 

Windsor,  N.  S. 

King's  College,  recently  destroyed  by 
fire,  will  be  rebuilt.  President,  Dr.  T. 
Stannage  Boyle. 

Winnipeg  Man. 

By-law  re  erection  of  technical  school 
will  be  submitted.  Chairman  School  Bd.. 
R.  W.  Craig.  Architect,  J.  A.  Semmans. 
509  Great  West  Permanent  Bldg. 

CONTRACTS  AWARDED 

Bethany,  Man. 

P.  H.  Matthews,  Arden,  Man.,  has  gen- 
eral contract  for  school  costing  $10,000 
for  Bethany  Consolidated  School  Dis- 
trict. 

Coquitlam,  B.  C. 

Provincial  Dept.  Public  Works  placed 
general  contract  for  administration  and 
dining  block,  costing  $75,000,  with  Rob- 
ertson &  Partners,  Metropolitan  Bldg.. 
Vancouver,  B.  C. 


Edmonton,  Alta. 

Medical  building  costing  about  $750,000 
for  University  Board:  Excavating,  Ed- 
monton Cartage  Co.,  University  Camous; 
masonry,  Tyndal  Quarries,  1591  Erin 
St.,  Winnipeg:  steel,  Dominion  Bridge 
Co..  Tegler  Block,  Edmonton. 

Halifax,  N.  S. 

Victoria  General  Hospital,  330  Tower 
Rd..  placed  the  general  contract  for  hos- 
pital addition  costing  $500,000  with  Nova 
Scotia  Construction  Co.,  Upper  Water 
St. 

Sault  Ste.  Marie,  Ont. 

Convent  costing  $12,000  for  Sisters  of 
Wisdom,  217  St.  George  Ave.:  General 
contract,  masonry,  steel,  carpentry,  roof- 
ing, plumbing  and  heating,  Mitchell  & 
Cooper,  Room  4,  Adams  Block. 

Strathclair,  Man. 

Rural  Municipality  of  Strathclair 
placed  general  contract  for  municipal  hall 
and  jail  costing  $20,000  with  P.  H.  Mat- 
thews, Arden,  Man. 

Toronto,  Ont. 

F.  &  A.  E.  Ham,  85  Salem  Ave.,  have 
general  contract  for  barracks  costing 
$25,000  for  Salvation  Army,  20  Albert 
St. 


Business  Buildings  and  Indus- 
trial Plants 

Amherstburg,  Ont. 

Imperial  Bank,  Toronto,  will  erect 
bank  building  here.  Architect,  C.  S. 
Cobb,  71  Bay  St.,  Toronto,  is  preparing 
plans. 

Argyle,  N.  S. 

Oak  Ridge  Lumber  Mfg.  Co.  was  in- 
corporated recently  and  will  construct 
mill.  Directors,  Capt.  Ormsby  Seely, 
Lower  Argyle;  Lt.  Col.  T.  M.  Seely. 
Yarmouth;  E.  W.  Seely,  Moncton,  N.  B. 

Beamsville,  Ont. 

Fryer  &  Evans,  architects,  Home 
Bank  Bldg.,  Hamilton,  are  preparing 
plans  for  first  unit  of  plant  for  Premier 
Tire  &  Rubber  Co.,  Beamsville.  Prices 
wanted  on  steel  work,  metal  sash  and 
matsic  flooring. 

Blind  River,  Ont. 

McFadden  &  Malloy  are  constructing 
dutch  ovens  for  saw  mill  costing  $10,- 
000. 

Bowmanville,  Ont. 

Canadian  Scale  &  Slicer  Co.  plan  to 
erect  addition  to  th,eir  factory.  Manager, 
j.   L.  Howard. 

Brooks,  Alta. 

C.  H.  Marshall  will  erect  business 
block  to  be  used  for  stores  and  offices. 

Calgary,  Alta. 

Maior  &  Stacy-Judd,  architects,  231 
Eighth  Ave.  W.,  are  preparing  plans  for 
refrigerating  plant  for  Calgary  Brewing 

Co.         .  . 

Can  De  La  Madeleine,  Que. 

Pierre  Rochefort,  Pont  St.  Maurice, 
plans  to  erect  store,  pool  room,  etc., 
costing  $15,000. 

Dundalk,  Ont. 

By-law  passed  authorizing  loan  to 
Dundalk  Woollen  Mills  for  erection  of 
plant.     Manager,  R.  Heimbacker. 

Fort  William,  Ont. 

Tenders  will  be  received  for  construc- 
tion of  300  ton  coal  plant  here  for  C. 
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P.  Rly.,  Montreal.  District  engineer  J. 
C.   Holden,  Winnipeg, 

Fredericton,  N.  B. 

Wm.  E.  Minue,  architect,  220  Aberdeen 
St.,  is  preparing  sketches  for  addition  to 
factory  for  Chestnut  Canoe  Co. 

Gait,  Ont. 

J.  Evans,  architect,  :so  Water  St.  N., 
will  receive  tenders  from  May  1st  until 
May  15th  for  machine  shop  costing  $25,- 
000  for  Elliot  &  Whitehall,  Hobson  St. 

Guelph,  Ont. 

Callander  Foundry  Co.,  Crimea  St.,  are 
having  plans  prepared  for  foundry  exten- 
sion to  cost  $7,000.  Manager.  H.  B. 
Callander. 

Hamilton,  Ont. 

Can.  Wisturghouse  Co.  will  erect  fac- 
tory to  cost  $25,000. 

Halifax,  N.  S. 

A.  Porter,  Dublin  and  Summit  Sts., 
will  erect  store  and  residence  costing  $7,- 
000  by  day  labor. 

Hamilton,  Ont. 

John  N.  Harper,  27f  Queen  St.  S., 
plans  to  erect  store  and  apartment. 

Inverness,  B.  C. 

J.  H.  Todd  &  Sons,  Victoria  and  Prince 
Rupert,  B.  C,  will  rebuild  cannery  by 
day  labor.    Estimated  cost,  $25,000. 

Iroquois,  Ont. 

Work  will  start  shortly  on  addition  to 
Dundas  Linen  Mills.    Cost,  $9,000. 

Lambeth,  Ont. 

Royal  Bank  of  Canada,  145  St.  James 
St.,  Montreal,  will  erect  bank  here  to 
cost  $7,000. 

London,  Ont. 

Ford  Motor  Co.  of  Canada  Ltd.,  680- 
690  Waterloo  St.,  contemplate  the  erec- 
tion of  factory  extension  to  cost  $100,- 
000. 

London  Western  Trusts  Co.  are  hav- 
ing plans  prepared  for  extensive  alter- 
ations to  office  building.  Manager,  John 
S.  Moore,  382  Richmond  St. 

Montreal,  Que. 

F.  A.  Genereux,  12  Park  Ave.,  is  mak- 
ing alterations  to  store  by  day  labor. 
Cost,  $7,000. 

J.  J.  Joubert  Ltd.,  975  St.  Andre  St., 
are  erecting  dairy  building  costing  $12,- 
000  by  day  labor. 

M.  Cote,  7  Richardson  St.,  contem- 
plates erection  of  cast  iron  foundry. 

J.  P.  O'Shea  &  Co.,  15  Perrault  Lane, 
will  erect  factory  shortly. 

Orillia,  Ont. 

Royal  Bank  of  Canada,  145  St.  James 
St.,  Montreal,  will  call  tenders  shortly 
for  remodelment  of  building  into  bank. 
Manager  of  Bank  Premises,  L.  P.  Sny- 
der. 

Ottawa,  Ont. 

A.  F.  Macallum,  Commissioner  of 
Works,  will  prepare  plans  for  garage, 
etc.,  costing  $50,000  for  City.  Tenders 
will  be  called  shortly. 

A.  A.  Fournier  Ltd.,  .Rideau  and  Mos- 
grove  Sts.,  are  considering  the  erection 
of  factory  addition. 

Standard  Bread  Co.,  Hillson  Ave., 
Westboro,  have  appointed  Sydney  Com- 
ber, architect,  524  St.  Catherine  St.  W., 
Montreal,  to  prepare  plans  for  bakery, 
etc.,  costing  $150,000. 

Port  Hope,  Ont. 

Pillsworth  &  Daley,  Cobourg,  will 
erect  canning  factory  by  day  labor. 


Richmond,  Que. 

H.  G.  James,  architect,  Rooms  7  and 
8,  Whiting  Block,  Sherbrooke,  Que.,  is 
preparing  plans  for  restaurant  and  board- 
ing house  costing  $20,000  for  W.  G. 
Longe. 

Sault  Ste.  Marie,  Ont. 

Jas.  Orlando  contemplates  the  erection 
of  store  costing  $6,000. 

Royal  Bank  of  Canada,  147  St.  James 
St.,  Montreal,  Que.,  is  having  plans  pre- 
pared for  bank  building.  Manager  Bank 
Premises,  L.  P.  Snyder. 

Shawinigan  Falls,  Que. 

Shawinigan  Cotton  Co.  contemplate 
the  expenditure  of  $500,000  on  extension 
to  mills.  Manager,  G.  E.  Aird,  Three- 
Rivers. 

St.  John's,  Que. 

A.  A.  Boulais  plans  to  erect  factory 
for  manufacture  of  candy. 

Sudbury,  Ont. 

Tenders  will  be  received  until  April 
30th  for  office  and  warehouse  costing 
$30,000  for  Imperial  Oil  Co.,  56  Church 
St.,  Toronto.  Plans  with  local  manager, 
Mr.  Smith. 

Sydney,  N.  S. 

Sydney  Foundry  &  Machine  Co.  plan 
to  expend  $8,000  new  roof  for  foun- 
dry. 

Three  Rivers,  Que. 

International  Paper  Co.,  R.  T.  Rem- 
sen,  chairman,  contemplates  the  con- 
struction of  aerial  sulphur  conveyor  to 
cost  $30,000.    Manager,  Clemens  King. 

Toronto,  Ont. 

Tenders  will  be  called  after  May  1st 
for  bank  building  for  Imperial  Bank.  Ar- 
chitect, C.  S.  Cobb,  71  Bay  St. 

Bake-Rite  Ltd.,  57  Colborne  St.,  have 
been  incorporated  with  capital  of  $375,000 
and  will  establish  a  chain  of  bakery 
stores  throughout  Ontario. 

Chemical  Products  Ltd.,  606  Excelsior 
Life  Bldg.,  have  been  incorporated  with 
capital  of  $2,500,000.  Plants  at  Tren- 
ton have  been  acquired  and  new  addi- 
tions will  be  erected.  Manager,  T.  E. 
O'Reilly. 

John  Lucas,  200  Gillard  Ave.,  will 
erect  store  and  apartments  costing  $7,- 
500. 

W.  M.  P.  Levack,  99  Northcliffe  Blvd., 
is  erecting  public  garage  costing  $40,- 
000. 

Truro,  N.  S. 

R.  B.  McLellan,  Brookfield,  Colches- 
ter, N.S.,  will  erect  creamery  by  day 
labor.    Cost,  $10,000  to  $12,000. 

Vancouver,  B.  C. 

J.  E.  Parr,  architect,  Carter-Cotton 
Bldg.,  will  call  tenders  soon  for  altera- 
tions to  cannery  costing  about  $7,000  for 
Dominion  Canners  Ltd.,  332  Drake  St. 

W.  K.  Hampton,  architect,  615  Pen- 
der St.  W.,  will  receive  tenders  for  talc 
grinding  factory  costing  $20,000  for  B. 
C.  Silica  &  Talc  Co. 

Victoria,  B.  C. 

Plans  are  progressing  for  alterations 
and  additions  to  store  costing  $22,000  for 
David  Spencer  Ltd.,  Broad  St.  Archi- 
tect, Percy  Fox,  3  Brown  Blk.,  Victoria. 

Walkerville,  Ont. 

Walkerville  Dairy  Co.,  Mr.  McKinney, 
manager,  will  erect  dairy  building.  J.  C. 
Pennington,  architect,  La  Belle  Bldg., 
Windsor,  is  preparing  plans. 


Waterloo,  Ont. 

International  Engineering  Corp.,  95 
King  St.  E.,  Toronto,  plans  to  erect 
foundry  and  machine  shop  here.  Presi- 
dent, A.  M.  Castle. 

Windsor,  Ont. 

P.  Harvey,  44  Ouellette  Ave.,  will 
erect  store  and  flat  costing  $10,000.  J.  C. 
Pennington,  architect,  La  Belle  Bldg.,  is 
preparing  plans. 

Winnipeg,  Man. 

Tenders  are  in  for  erection  of  factory 
addition  for  Western  King  Mfg.  Co., 
McDermot  &  Kate  St.  Architect,  Geo. 
G.  Teeter,  Westminster  Blk. 

James  Chisholm  &  Sons,  architects, 
Great  West  Permanent  Bldg.,  have  been 
appointed  by  F.  W.  Lestikow,  Northern 
Crown  Bank,  to  prepare  plans  for  busi- 
ness block. 

Aime  Bernard,  5  Standard  Trust  Bldg., 
Winnipeg,  contemplates  the  erection  of 
public  garage. 

Yarmouth,  N.  S. 

Miller  &  Gordon  Mfg.  Co.  have  been 
recently  incorporated  and  will  erect 
woodworking  factory.  General  mana- 
ger, Roy  D.  Miller,  Bear  River,  N.  S. 

Winnipeg,  Man. 

John   Morris,  289  Fort  St.,  plans  to 

erect  store. 

CONTRACTS  AWARDED 
Bienfait,  Sask. 

Lignite  Utilization  Bd.  of  Canada, 
Montreal,  Que.,  placed  general  con- 
tract for  briquetting  plant  costing  $200,- 
000  with  Smith  Bros.  &  Wilson  Ltd., 
Eighth  and  Ottawa  Sts.,  Regina,  Sask. 

Blenheim,  Ont. 

Business  block  costing  $12,000  for  P. 
T.  Lee:  General  contract,  J.  J.  Cookson; 
carpentry,  J.  H.  Collar. 

Brantford,  Ont. 

F.  J.  Richards,  119  Spring  St.,  has 
general  contract  for  factory  addition 
costing  $6,000  for  Brantford  Stationers 

Ltd.,  94  Grey  St. 

Calgary,  Alta. 

Warehouse  costing  .$15,000  for  D.  Ack- 
land  &  Son,  722  Eleventh  Ave.  W.:  Gen- 
eral contract  and  masonry,  J.  A.  Twed- 
dle,  1728  Sixth  Ave,  N.  W.;  carpentry, 
W.  H.  Cowston,  616  26th  Ave.  W. 

McDougall,  Trainer  &  McNeil,  Mac- 
Lean  Blk.,  have  general  contract  for 
building  costing  $10,000  for  Air  Liquid 
Co.,  Second  Ave.  E. 

Campbellville,  Ont. 

J.  M.  Ware  has  general  contract  for 
general  store  and  apartments  costing 
$6,000  for  Fred  Garrett. 

Edmonton,  Alta. 

Duncan  Turner,  10707  96th  St., 
has  general  contract  for  warehouse  and 
showrooms  costin-  $33,000  for  Cock- 
shutt  Plow  Co.,  Telger  Block. 

Gait,  Ont. 

The  steel  sash  for  the  Gait  Knitting 
Company's  new  extension  has  been 
awarded  to  the  A.  B.  Ormsby  Co.,  To- 
ronto. 

Kirkland  Lake,  Ont. 

Hamilton  B.  Wills,  Wills  Bldg.,  Bay 
St.,  Toronto,  pjaced  general  contract 
for  office  costing  $6,000  with  Hill-Clark 
&  Francis,  New  Liskeard'. 

Limoilou,  Que. 

Alphonse  Simard,    214    Fourth  Ave., 
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has  the  general    contract    for  foundry 
and  factory   costing  $50,000   for  Acme 
Mechanical       Engineering     &  Boiler 
Works  Co. 

London,  Ont. 

C.  S.  Hyman  &  Co.,  Richmond  St., 
placed  general  contract  for  leach 
house  costing  $25,000  with  John  Hay- 
man  &  Sons,  432  Wellington  St. 

Moncton,  N.  B. 

Leger  Drug  Co.,  60  Main  St.,  placed 
the  general  contract,  masonry,  carpen- 
try and  roofing  for  remodelment  of 
building  with  LeBlanc  &  Richards.  Cost, 
$8,000. 

Montreal  Que. 

J.  Gilletz  &  Co.,  22  Mayor  St.,  have 
general  contract,  masonry  and  carpentry 
for  store  costing  $8,000  for  H.  Ber- 
covity,  557  St.  Catherine  St.  W. 

Harbour  Commissioners  have  placed 
contract  for  rolling  steel  doors  on  their 
new  buildings  with  the  A.  B.  Ormsby 
Co.,  Toronto. 

P.  Lvall  &  Sons  Construction  Co.,  120 
St.  James  St.,  have  general  contract  and 
masonry  for  alterations  to  bank  build- 
ings and  overhead  passageway  costing 
$200,000  for  Bank  of  Montreal. 

Sault  Ste.  Marie,  Ont. 

Structural  steel  plant  extension  costing 
$7,000,000  for  Algoma  Steel  Corp.:  28  in. 
finishing  mills  with  hot  beds  and  tables, 
Morgan  Engineering  Co.,  Alliance,  O.,  40 
in.  blooming  mill  and  35  in.  intermediate 
blooming  mill,  Mesta  Machine  Co.,  Pitts- 
burg, Penn.;  main  mill  motor  drives  and 
D.  C.  Motor  equipment,  Canadian  West- 
inghouse  Co.,  Hamilton,  Ont.;  A.  C. 
Motor  equipment,  Canadian  General  El- 
ectric Co.,  212  King  St.  W.,  Toronto; 
structural  work,  Hamilton  Bridge  Works 
Co.,  Bay  N.,  Hamilton,  Ont.,  Dominion 
Bridge  Co.,  Dominion  Station,  Lachine, 
Que.,  McGregor  &  Mclntyre  Ltd.,  1139 
Shaw  St.,  Toronto;  cranes,  Dominion 
Bridge  Co.,  Dominion  Station,  Lachine, 
Que.,  Morgan  Engineering  Co.,  Alliance, 
Ohio;  reheating  furnaces  and  soaking 
pits,  Alex.  McLaughlin  Co.,  Pittsburg, 
Penn. 

Sydney,  N.  S. 

Western  Union  Telegraph  Co.,  North 
Sydney,  awarded  Frank  Redding,  North 
Sydney,  the  general  contract  for  ware- 
house costing  $15,000. 

Toronto,  Ont. 

Kent  &  Essery  have  awarded  contract 
for  rolling  steel  doors  on  the  Gorrie 
Garage  to  the  A.  B.  Ormsby  Co.,  To- 
ronto. 

L.  E.  Dowling,  167  Yonge  St.,  is  the 
engineer  and  general  contractor  for 
United  Drug  Co.  78  Broadview  Ave.,  on 
the  erection  of  addition  to  manufactur- 
ing building  costing  $130,000. 

American  La  France  Fire  Engine  Co. 
of  Canada  Ltd.,  195  Westo-n  Rd.,  placed 
general  contract  for  factory  addition 
costing  $30,000  with  J.  D.  Young  &  Son, 
835  College  St. 

Wm.  F.  Sparling  Co.,  engineers,  have 
placed  contract  for  counter-balanced 
doors  on  Lever  Bros,  new  building  with 
A.  B.  Ormsby  Co. 

The  Evening  Telegram,  81  Bay  St., 
placed  o-eneral  contract  for  printing 
plant  with  Jackson-Lewis  Co.,  76  Ade- 
laide W. 

Vancouver,  B.  C. 

Bedford  Davidson,  1012  Broughton 
St.,  is  architect  and  general  contractor 
for  A.  J.  Stoddart,  2127   Granville  St., 


on  alterations  and  addition  :to  store 
costing  $15,000. 

H.  A.  Wiles,  1350  Eighth  Ave.,  W.,  is 
architect  and  general  contractor  for 
Vivian  Gas  Engine  Co.,  1086  Sixth  Ave. 
W.,  on  erection  of  machine  shop  costing 
$7,000. 

Walkerville,  Ont. 

Bank  costing  $55,000  for  Bank  of 
Montreal,  109  St..  James  St.,  Montreal, 
Que.:  General  contract,  Dickie  Con- 
struction Co.,  Ryrie  Bldg.,  Toronto; 
steel,  Toronto  Structural  Steel  Co.,  95 
King  St.  E.,  Toronto;  painting,  McCaus- 
land  &  Son,  11  Nelson  St.,  Toronto; 
cut  stone,  Rigg  Stone  Co.,  35  Pitt  St., 
Windsor. 

Winnipeg,  Man. 

Peter  Lyall  &  Sons  have  awarded  to 
the  A.  B.  Ormsby  Co.  the  contract  for 
rolling  steel  doors  on  T.  Eaton  Com- 
pany's new  warehouse. 

Drumheller  Coal  Co.,  Calgary,  Alta.. 
placed  general  contract  for  three  coal 
sheds  costing  $30,000  with  S.  B.  Ritchie, 
214  Chambers  of  Commerc'e,  Winnipeg. 

Sutherland  Construction  Co.,  Merch- 
ants Bank  Bldg.,  have  general  contract 
for  repairs  to  stores  costing  $8,000  for 
Oldfield  Kirby  &  Gardiner,  234  Port- 
age Ave. 

Mason  &  Risch,  Toronto,  placed  gen- 
eral contract  for  addition  to  block  with 
Sutherland  Construction  Co.,  Merchants 
Bank  Bldg.,  Winnipeg. 

Imperial  Oil  Co.,  Toronto,  placed 
general  contract  for  garage  costing  $15,- 
000  with  arter-Halls-Aldinger  Co..  Un- 
ion Bank  Bldg.,  Winnipeg. 

Sutherland  Construction  Co.,  Merch- 
ants Bank  Bldg.,  have  general  contract 
for  storage  warehouse  for  Walter 
Woods  &  Co.,  Sutherland  &  Robertson 
St. 


Residences 

Bedford,  N.  S. 

A.  R.  Cobb,  architect,  Canada  Mort- 
gage Bldg.,  Barrington  St.,  Halifax,  is 
preparing  plans  for  residence  costing 
$8,000  for  Chas.  F.  DeWolf. 

Brantfoxd,  Ont. 

P.  R.  Gillingwater,  229  Rawden  St., 
will  erect  two  residences  costing  $4,000 
each. 

Brockville,  Ont. 

George  A.  Wright  has  instrcted  A. 
Stuart  Allaster,  architect,  42  King  E., 
to  receive  tendenrs  until  May  24th  for 
residence  to  cost  $7,000. 

Burlington,  Ont. 

M.  M.  Webb,  107  Erkimer  St.,  Ham- 
ilton, is  erecting  three  residences  cost- 
ing $6,000  each. 

Calgary,  Alta. 

Burrell  &  Basevi,  architects,  2  Central 
Bldg.,  are  preparing  plans  for  three  resi- 
dences costing  $12,000. 

McLeod,  Darrach  &  Brooks  are  erect- 
ing two  residences  costing  $5,000  each. 

F.  J.  Lawson,  504  Fourth  Ave.  W., 
plans  to  alter  residence  into  apartments. 
Cost,  $6,000. 

C.  Kenny,  1931  Fifth  St.  W.,  is  erect- 
ing residence  costing  $7,000. 

W.  J.  Oliver,  16th  St.  W.,  will  erect 
residence  costing  $7,000. 

Cap  De  La  Madeleine,  Que. 

Hermengilde  St.  Denis,  Ste.  Cecile  St., 
Three     Rivers,    will     erect  apartment 
k  house  costing  $10,000. 


Halifax,  N.  S. 

A.  R.  Cobb,  architect,  Canada  Mort- 
gage Bldg.,  Barrington  St.,  is  preparing 
plans  for  residence  costing  $10,000  for 
K.  H.  Smith.  17  College  St. 

John  S.  Parker,  183  Windsor  St.,  will 
erect  by  day  labor  three  residences  cost- 
ing $15,000  on  Almon  St.,  and  three  resi- 
dences costing  $15,000  on  Windsor  St. 

Hamilton,  Ont. 

F.  J.  Drake  &  Co.,  8^  John  St.  N., 
plan  to  alter  church  building  into  apart- 
ments. 

Iroquois,  Ont. 

Chas.  Fisher  will  erect  residence  by 
day  labor.  Cost,  $8,000. 

Irricana,  Alta. 

I.  M.  McCune  contemplates  erection 
of  residence  and  barn  costing  about  $7,- 
000. 

Lachine,  Que. 

D.  Sutherland,  101  56th  Ave.,  contem- 
plates the  erection  of  four  residences. 

La  Tuque,  Que. 

P.  Polette  contemplates  the  erection 
of  residence  to  cost  $6,000. 

Leaside,  Ont. 

Leaside  Engineering  Co.  are  erecting 
twenty-six  residences.  Manager,  E.  C. 
Warren. 

London,  Ont. 

W.  G.  Murray,  architect,  Dominion 
Savings  Bldg.,  has  been  appointed  to 
prepare  plans  at  once  for  apartment  to 
cost  $40,000. 

Montreal,  Que. 

Angus  Smith,  458  Bleury  St.,  plans 
to  erect  pair  of  semi-detached  residences. 

J.  H.  Norris,  827  Davaar  Ave.,  will 
erect  cottage  costing  $17,000. 

P.  Boileau,  2296  St.  Urbain  St.,  will 
erect  two  cottages  costing  $15,000.  Ar- 
chitect, J.  E.  Laliberte. 

Construction  Ltd.,  221  Harvard  Ave., 
are  erecting  eight  residences  costing 
$70,000. 

Joseph  Brabant,  1094  Blvd.  Gouin,  is 
erecting  two  residences  costing  $10,000. 

Pick  &  Reid,  919  Durocher  Ave.,  is 
erecting  two  residences  costing  $20,000. 

Nathan  Cummings,  153  Peel  St.,  will 
erect  residence  costing  $15,000  this  sum- 
mer. 

D.  Bertrand,  418  Cartier  St.,  is  erect- 
ing seven  residences  costing  $53,000. 

Cardinal  &  Beauchamp,  architects,  26 
St.  James  St.,  will  receive  tenders  for 
residence  costing  $12,000  for  Louis 
Daigneault,  1367  Delormier  St. 

Ottawa,  Ont. 

Tenders  will  be  called  in  one  week  for 
residence  for  A.  L.  Florence,  Botilier  St. 
Architect,  W.  E.  Noffke,  Central  Cham- 
bers, Elgin  St. 

Saskatoon,  Sask. 

Arthur  E.  Potts  will  erect  residence 
costing  $6,000  by  day  labor. 

South  London,  Ont. 

Thos.  E.  Martin,  1149  Richmond  St., 
will  erect  bungalow  costing  $7,000. 

St.  Catharines,  Que. 

W.  Roberts,  230  Russell  Ave.,  will 
erect  shortly  three  residences  costing 
$3,200  each. 

St.  Marys,  Ont. 

Wm.  Pulleyblank  plans  to  erect  resi- 
dence costing  $6,000. 
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Tenders  and  For  Sale  Department 


Tenders 


Sealed  tenders,  registered  and  endorsed  on  the 
envelope  "Tenders  for  (Tender  bid  on)",  and  ad- 
dressed to  George  S.  Page,  Town  Clerk  of  the 
Town  of  Moosomin,  Sask.,  will  be  received  up 
to  6  p.m.,  May  5th,  1920,  for  the  supply,  delivery 
and  erection  of  certain  works. 
Tender  A — For  the  supply,  delivery  and  erection 

of  internal  combustion  engines. 
Tender  B — For  the  supply,  delivery  and  erection 

of    generators,    excitor,    switchboard,  street 

lighting  apparatus,  transformers,  meters,  etc. 
Tender  C — For  the  supply  and  delivery  of  one 

oil  storage  tank. 
Tender  D — For  the  supply  and  delivery  of  pole, 

wire  and  line  material. 
Tender  E — For  the  erection  of  electric  pole  line. 
Tender  F — For  the  erection  of  power  station  and 

cooling  chamber. 
Marked  cheque  for  five  per  cent.  (5%)  of  the 
amount  of  the  bid  must  accompany  each  tender. 

Complete  sets  of  plans  and  specifications  may 
be  seen  at  the  office  of  the  Consulting  Engineers, 
Saskatoon,  at  the  Town  Clerk's  office,  Moosomin, 
and  the  Board  of  Trade,  Regina,  Sask.  Specifi- 
cations on  tenders  A,  B,  C  and  D  may  be  seen 
at  the  office  of  the  Canadian  Engineer,  Winni- 
peg and  Toronto,  and  the  Contract  Record  office, 
Montreal,  after  March  30th,  1920. 

GEO.  S.  PAGE,  Town  Clerk, 

Moosomin,  Sask. 

MURPHY  &  UNDERWOOD, 

Consulting  Engineers, 
13-17  Saskatoon.  Sask. 


Storm  Sewer 
Construction 

Bids  Close  May  4th,  1920,  at  2  p.m. 


THIEF  RIVER  FALLS,  MINN. 


Sealed  bids  will  be  received  by  the  City  Coun- 
cil of  the  City  of  Thief  River  Falls,  Minn., 
until  2.00  p.m.  on  the  4th  day  of  May,  1920,  for 
the  installation  of  storm  sewer  extensions  in  said 
city  in  accordance  with  the  plans  and  specifica- 
tions therefor  now  on  file  in  the  office  of  the 
City  Clerk  of  the  City  of  Thief  River  Falls,  Minn. 

The  approximate  amount  of  labor  and  material 
is  as  follows : 

586  lineal  feet  of    8"  Vitrified  Sewer  Pipe. 
3,345  12" 
950     "       "     "  15" 
380     "       "     "  18"     . " 
423     "       "     "  20" 
5,Q84      "       "      "    trench,  5  ft.  to  7  ft.  deep. 
21  Manholes. 

24  feet. extra  depth  of  manholes. 
4  Catchbasins. 

Tapping  10  present  manholes  and  catch- 
basins. 

All  bids  must  be  on  blank  forms  furnished  by 
the  Bradley  Engineering  Service  of  St.  Cloud, 
Minn.,  and  each  bid  must  be  accompanied  by  a 
certified  ,check  on  some  reputable  bank  in  the 
amount  of  $1400.00,  payable  to  the  City  Clerk  of 
Thief  River  Falls,  Minn.,  such  check  to  be  sub- 
ject to  the  conditions  set  forth  in  the  specifica- 
tions. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  City  Clerk  of  the  City  of  Thief 
River  Falls,  Minn.,  and  extra  sets  may  be  pur- 
chased from  the  Bradley  Engineering  Service, 
Weber  Bldg.,  St.  Cloud,  Minn.,  at  the  rate  of 
$5.00  per  set. 

The  right  is  reserved  by  the  City  to  reject  any 
or  all  bids. 

By  order  of  the  City  Council. 

A.  H.  AKRE, 
15.17  City  Clerk. 


TOWN  OF  SIMCOE 


Tenders  on  three  Reinforced  Concrete  Beam 
Bridges,  abutments  for  Steel  Superstructure,  also 
Steel  Superstructure,  will  be  received  by  the 
Town  Clerk  up  to  five  p.m.,  April  30,  1920. 

Plans  and  specification  may  be  seen  on  or 
after  April  19,  1920,  at  the  office  of  the  Town 
Clerk  or  Town  Engineer. 

W.  C.  McCALL, 
1C-17  Town  Clerk. 


Tenders  for  Pavement 


Sealed  tenders  will  be  received  for  the  con- 
struction of  pavement  on  Berford  Street  in  the 
Town  of  Wiarton,  from  Boyd  Street  to  fifty  feet 
south  of  George  Street,  a  distance  of  1,162  feet 
and  46  feet  in  width.  Tenders  to  be  received  by 
the  undersigned  up  to  Saturday  evening  the  1st 
day  of  May,  1920. 

Plans  and  specifications  will  be  furnished  on 
application  or  may  be  seen  at  the  office  of  C.  E. 
Bolton,  C.E.,  at  Listowel. 

Lowest  tender  not  necessarily  accepted. 

J.    H.   FIELDING,  Clerk, 
16-17  Wiarton,  Ont. 


CITY  OF  STRATFORD 


Sealed  tenders,  endorsed  "Tenders  for  Cen- 
tral Main  Sewer,"  will  be  received  by  the  under- 
signed, at  the  City  Hall,  up  to  noon,  Saturday, 
May  8th,  1920,  for  the  construction  of  approxi- 
mately 1,300  feet  of  48  in.  sewer,  6,225  feet  of 
36  in.  sewer,  2,900  feet  of  24  in.  sewer.  Sewer 
Pipe  and  Castings  required  will  be  supplied  by 
the  Corporation. 

Plans,  specifications,  forms  of  tender  and  other 
information  may  be  obtained  at  the  office  of  the 
City  Engineer. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

A.  B.  MANSON, 
16-17  City  Engineer. 


Vancouver  Harbour  Commissioners 

New  Pier  Works  at 
Burrard  Inlet 

CONTRACT  NO.  1 

Sealed  tenders,  addressed  to  the  undersigned, 
and  endorsed  "Tenders  for  Filling  and  Dredg- 
ing," will  be  received  at  this  office  until  twelve 
o'clock  noon,  May  15th,  1920,  for  the  execution  of 
the  Filling  and  Dredging  for  the  Harbour  Com- 
missioners' New  Pier,  to  be  known  as  "Ballan- 
tyne  Pier,"  at  Burrard  Inlet,  Vancouver,  B.C. 

Plans  and  specifications  can  be  seen  and  form 
of  tenders  obtained  at  the  office  of  the  Harbour 
Commissioners,  712   Pender   St.   W.,  Vancouver, 

B.  C.,  or  at  the  office  of  A.  D.  Swan,  M.  Inst. 

C.  E.,  Consulting  Engineer  to  the  Commissioners, 
10  Phillips  Place,  Montreal,  P.Q. 

Tenders  will  not  be  considered  unless  made  on 
the  forms  supplied  by  the  Commissioners  and 
in  accordance  with  the  conditions  set  forth 
therein. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to 
the  order  of  the  Harbour  Commissioners  for 
the  sum  of  Fifty  Thousand  Dollars  ($50,000). 

Copies  of  plans  can  be  obtained  on  applica- 
tion to  the  Harbour  Commissioners  or  the  Con- 
sulting Engineer  on  payment  of  the  sum  of  $25, 
which  will  be  returned  when  the  plans  are  re- 
turned. 

The  Harbour  Commissioners  do  not  bind  them- 
selves to  accept  the  lowest  or  any  tender. 

By  order, 

W.  D.  HARVIE,  Secretary. 
Vancouver  Harbour  Commissioners, 

Vancouver,  B.C.,  April  19,  1920.  16-17 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  addressed  to  the 
undersigned,  and  marked  "Tender  for  Koad  from 
Chatham  to  Loggieville,"  or  "Tender  for  Road 
from  St.  John  to  Westfield,"  or  "Tender  for 
Road  near  Spruce  Lake,"  or  "Tender  for  Road 
New  River  to  Pcnnfield,"  will  be  received  up  to 
noon  of  the   14th  day  of  May. 

Each  tender  must  be  accompanied  by  a  certi- 
fied cheque  payable  to  the  Hon.  Provincial  Sec- 
retary-Treasurer.    The  amount   of   such  cheque 


to  be  as  follows : 

Road  Chatham  to  Loggieville    $3,000.00 

Road  St.  John  to  Westfield   ..    ..  1,500.00 

Road  near  Spruce  Lake   1,000.00 

Road  New  River  to  Pennfield  ....  2,000.00 


Such  certified  cheque  will  be  forfeited  in  case 
the  tenderer  fails  to  carry  out  his  obligation. 

Profiles  and  specifications  may  be  seen  at  the 
Dffice  of  the  Chief  Engineer  at  Fredericton  and 
at  the  Provincial  Government  rooms,  St.  John. 
Blank  tender  forms  may  be  had  on  application 
to  the  office  of  the  Chief  Engineer. 

The  Department  does  not  bind  itself  to  accept 
the  lowest  or  any  tender. 

P.  J.  VENIOT, 

Minister  of  Public  Works. 

Department   of   Public  Works, 

Fredericton,  April  21,  1920.  17 


PAVING 

BidsClose  May  4th,  1920,  at  2  p.m. 


THIEF  RIVER  FALLS,  MINN. 


Sealed  bids  will  be  received  by  the  City  Coun- 
cil of  the  City  of  Thief  River  Falls,  Minnesota, 
until  2.00  p.m.  on  the  4th  day  of  May,  1920,  for 

the  grading,  curbing  and  paving  of  certain  streets 
and  avenues  and  the  grading  and  paving  of  cer- 
tain alleys  in  said  city  in  accordance  with  the 
plans  and  specifications  therefor  now  on  file  in 
the  office  of  the  City  Clerk  of  the  City  of  Thief 
River  Falls,  Min. 

The  approximate  amount  of  labor  and  material 
is  as  follows: 

48,857  square  yards  of  street  pavement. 

4,800  square  yards  of  alley  pavement. 

15,370  cubic  yards  of  street  excavation. 

1,500  cubic  yards  of  alley  excavation. 

Adjusting  present  sewer  appurtenances. 

13,760  lineal  feet  of  straight  curb. 

Removing  present  curb  and  gutter. 

3,666  square  yards  of  brick  gutter. 

Furnishing  and   placing  reinforcing  steel. 

All  bids  must  be  on  blank  forms  furnished  by 
the  Bradley  Engineering  Service  of  St.  Cloud, 
Minn.,  and  each  bid  must  be  accompanied  by  a 
certified  check  on  some  reputable  bank,  payable 
to  the  city  Clerk  of  Thief  River  Falls,  Minn., 
for  the  amount  of  $20,000.00,  such  check  to  be 
subject  to  the  conditions  set  forth  in  the  specifi- 
cations. 

Alternate  bids  will  be  received  on  Creosote 
Block,  Brick,  Bitulithic,  and  Reinforced  Concrete 
Pavement,  concrete  pavement  and  concrete  base 
to  be  either  pit  run  gravel,  washed  and  screened 
sand  and  gravel  or  stone  concrete,  according  to 
the  decision  and  opinion  of  the  City  Council.  The 
Council  reserves  the  right  to  select  different  type 
of  pavement  for  alleys  than  that  which  is  select- 
ed for  street  and  avenue  paving. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  City  Clerk  of  the  City  of  Thief 
River  Falls,  Minn.,  and  extra  copies  may  be 
purchased  from  the  Bradley  Engineering  Ser- 
vice, Weber  Bldg.,  St.  Cloud,  Minn.,  at  the  rate 
of  $5.00  per  set. 

The  right  is  reserved  by  the  City  to  reject 
any  or  all  bids. 

By  order  of  the  City  Council. 

A.  H.  AKRE, 
15-17  City  Clerk. 


April  28,  1920 
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Notice  to  Contractors      Tenders  for  Pavement     St.  Patrick's  School 


Sealed  proposals  will  be  received  at  the  office 
of  M.  S.  Pound,  Secretary-Treasurer  Ridgeway 
Board  of  Education,  Ridgeway,  Ontario,  up  to 
6  p.m.,  April  30th,  1920,  for  the  various  works 
required  in  the  erection  and  completion  of  an 
eight  class  room  school  building. 

Plans  and  specification  may  be  seen  and  blank 
tender  forms  obtained  at  the  office  of  MacLean 
Daily  Reports,  347  Adelaide  St.  West,  Toronto, 
and  at  the  office  of  M.  S.  Pound,  Sec.-Treas.. 
Ridgeway,  and 

W.  VV.  LA  CHANCE,  Architect. 
N.  A.  KEARNS,  Engineer,  Associated. 
43-44  Temple  Building, 


NORTH  BAY,  ONTARIO 


15.17 


Welland,  Ontario. 


DEPARTMENT  OF  ROADS 


Province  of  Quebec 


Tenders 

St.  Romuald,  County  of  Levis 


Tenders  made  on  forms  furnished  by  the  De- 
partment of  Roads  and  placed  in  envelopes  bear- 
ing the  words  "Tender  for  St.  Romuald,"  will 
be  received  until  one  o'clock  p.m.  on  the 
Nineteenth  (19)  of  May,  1920,  at  the  office  of 
the  undersigned,  Parliament  Buildings,  at  Que- 
bec, for  the  construction  of  concrete  pavement, 
bituminous  macadam  and  waterbound  macadam, 
in  the  municipality  of  St.  Romuald. 

The  Government  of  the  Province  of  Quebec 
does  not  bind  itself  to  accept  any  of  the  tenders. 

B.  MICHAUD, 

Deputy  Minister. 


Quebec,  April  2Gth,  1920. 


17 


Alternative  tenders  for  Asphalt,  Bitulithic, 
Concrete,  and  Bituminous  Concrete  Pavements, 
and  Bituminous  Macadam,  will  be  received  by 
the  undersigned  until  12  o'clock  noon.  May  10th, 
1920,  for  the  supply  of  materials  and  construc- 
tion of  approximately  15,000  square  yards  of 
pavement  or  macadam,  proposed  to  he  construct- 
ed on  Main  Street,  in  the  Town  of  North  Bay. 

All  information  may  be  obtained  on  applica- 
tion to  the  undersigned. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

\VM.  N.  SNYDER, 
Dated  at  North   Bay,  this  Town  Clerk. 

21st  day  of  April,  1!I20.  17-1S 


TOWN  OF  DUNNVILLE 


Tenders 


Sealed  tenders,  plainly  marked  as  to  contents, 
will  be  received  by  John  Clark,  Esq.,  Town 
Clerk,  for  the  Municipal  Corporation  of  the 
Town  of  Dunnville,  up  to  12  o'clock  noon  of 
Saturday,  May  Eighth,  1920,  for  the  construction 
of  a  Pavement  on  South  Cayuga  and  Cedar 
Streets,  24  feet  wide  on  broken  stone  base  with 
concrete  curbs. 

Plans  and  specifications  and  all  necessary  in- 
formation may  be  obtained  from  the  Town  Clerk 
at  Dunnville,  and  at  the  office  of  the  Engineer, 
Frank  Barber,  40  Jarvis  Street,  Toronto. 

The  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

JOHN  CLARK,  Town  Clerk. 
FRANK  BARBER,  Town  Engineer. 
Dunnville,  April  15th,  1920.  16 


TOWN  OF  OWEN  SOUND 


Tenders  for  Pavement 


Sealed  tenders,  addressed  to  the  Chairman  of 
the  Property  Committee,  will  be  received  by  the 
undersigned  up  to  12  noon  on  the  15th  of  May, 
1920,  for  all  trades  required  in  the  erection  of 
a  new  15  room  school  at  174  Beverley  Street, 
for  the  Trustees  of  the  Roman  Catholic  Separate 
School   Board  of  Toronto. 

Plans  and  specifications  may  be  seen  at  the 
office  of   the  undersigned. 

All  tenders  to  be  on  forms  supplied  by  archi- 
tect and  to  be  accompanied  by  marked  cheque 
or  bond  for  10  per  cent,  of  tender. 

The  lowest  or  any  tender  may  not  be  ac- 
cepted. 

CHARLES  J.  READ, 

Architect. 

07  Bond  St.,  Toronto, 

April  27th,  1920.  17 


Water  Works  System 

for  the 

Town  of  Acton,  Ont. 

Sealed  tenders,  addressed  to  Dr.  H.  A.  Cox, 
Acton,  will  be  received  up  to  8  p.m.,  Thursday, 
May  13th,  1920,  for  the  laying,  jointing  and  back- 
filling   of    cast    iron    water    mains.     The  Muni- 
cipality will  supply  the  cast  iron  pipe  and  specials. 
The  contractor  will  furnish  all  labor,  yarn,  lead, 
etc.,  necessary  for  the  following  work : — 
23,000  lineal  feet  of  6  in.  pipe. 
5,000  lineal  feet  of  8  in.  pipe. 
500  lineal  feet  of  4  in.  pipe 
Plans  and  specifications  may  be  seen  at  the 
office  of  the  -Engineers. 

DR.  H.  A.  COX, 

Chairman  of  Committee. 
GEO.  BARBER,  Reeve. 

THE  E.  A.  JAMES  CO.,  LIMITED, 
Consulting  Engineers, 
171S  36  Toronto  St.,  Toronto. 


Tenders 
for  Concrete  Bridges 

Sealed  tenders  will  be  received  up  to  4.30 
o'clock  p.m..  May  10th,  1920,  for  each  of  the  un- 
dermentioned  works  : — 

(a)  The  construction  of  a  reinforced  concrete 
bridge  over  Cottonwood  Creek  near  Pense. 

(b)  The  construction  of  a  reinforced  concrete 
bridge  over  Arm  River  east  of  Bladworth. 

(c)  The  construction  of  two  reinforced  con- 
crete bridge  abutments  for  a  bridge  over  Antler 
Creek  near  Gainsborough. 

(d)  The  construction  of  two  reinforced  con- 
crete bridge  abutments  for  a  bridge  over  Turtle 
River,  near  Turtleford. 

The  contracts  will  be  let  separately  for  the 
individual  works. 

Tenders  may  be  mailed  under  one  cover,  but 
tenders  for  each  separate  work  must  be  accom- 
panied by  an  accepted  cheque  or  other  satisfac- 
tory deposit  for  the  amount  of  $250.00.  De- 
posits of  unsuccessful  tenderers  will  be  returned 
when  the  contracts  are  awarded. 

The  right  to  reject  any  or  all  tenders  or  to 
waive  any  defects  or  irregularities  therein  is  to 
be  at  the  discretion  of  the  Minister,  Department 
of  Highways. 

Plans,  specifications,  forms  of  tender  and  all 
information  may  be  obtained  on  application  to 
the  undersigned. 

The  unauthorized  insertion  of  this  advertise- 
ment will  not  be  paid  for. 

H.  S.  CARPENTER, 
Deputy  Minister  of  Highways, 
Government  of  Saskatchewan. 

Regina,  Saskatchewan, 
April   15,  1920. 

N.B. — In  addition  to  the  above,  plans  are  be- 
ing prepared  for  other  similar  works,  which  will 
be  advertised  at  a  later  date.  17 


Sealed  tenders,  addressed  to  the  "Town  Engi- 
neer, Owen  Sound,  Ont.,"  will  be  received  up 
to  5  o'clock  p.m.,  May  7th,  1920,  for  20,000  to 
70,000  sq.  yds.  of  paving  with  curbing.  Altern- 
ative tenders  will  be  considered  on  Warrenite- 
Bitulithic,  Asphaltic-Concrete,  Concrete,  Tar 
Macadam  or  Willite. 

Plans,  specifications  and  all  necessary  informa- 
tion may  be  seen  at  and  form  of  tender  obtained 
from  Town  Engineer's  office. 

Envelopes  should  be  plainly  marked  as  to  con- 
tents and  tenders  accompanied  by  a  marked 
cheque  for  five  per  cent,  of  the  amount  of  the 
tender,  and  the  name  of  an  approved  Guarantee 
Company. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

D.  H.  FLEMING, 
17  Town  Engineer. 


Resident  Highway  Engineer  is  required  by 
The  Department  of  Public  Highways,  Ontario 
Government.  Salary  at  the  rate  of  $2,400  a  year. 
Qualifications:  B.A.Sc.  Degree  with  specializa- 
tion in  Civil  Engineering,  and  two  years'  engi- 
neering experience,  or  education  equivalent  to 
high  school  graduation  and  five  years'  engineer- 
ing experience.    Applications  received  to  May  4. 

Civil  Service  Commissioner, 
17  Parliament  Buildings. 


COST  CLERK  WANTED— One  with  experi- 
ence in  heavy  hardware  or  steel  business  pre- 
ferred. State  age,  experience,  give  references  and 
salary  required.  Box  233,  Contract  Record,  To- 
ronto, Ont.  17 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  separate  sealed  tenders,  marked 
"Tender  for  Concrete  Culverts,  Township  of  .  .  . 
....  Section  ..."  will  be  received  by  the 
undersigned  until  12  o'clock  noon  on  Wednes- 
day, May  19th,  1920,  for  the  excavation,  con- 
struction of  concrete  structures  and  other  neces- 
sary work  on  the  Provincial  Highway  in  the  fol- 
lowing Townships: — 

1.  Edwardsburg,  Section  "  C." 

2.  Oxford,  Section  "A." 

3.  Marlborough  and  North  Gower. 

4.  North  Gower,  Section  "A." 

5.  North  Gower  and  Nepean. 

6.  Nepean,  Section  "  B." 

Plans,  Specifications  and  forms  of  tender  may 
be  seen  on  and  after  Wednesday,  April  28th 
1920,  at  the  office  of  the  Resident  Engineer, 
Kemptville,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario,  must  accompany  tender  for  each  section. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required  when 
contract  is  signed. 

The  lowest  or  any  tender  not  necessarily- 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 

Department  of  Public  Highways, 

Toronto,  April  27th,  1920.  17 


SUPERINTENDENT  OF  CONSTRUCTION 

open  for  engagement.  Good  organizer  and  can 
get  results.  Apply  to  P.  O.  Box  44,  Bronte, 
Ont.,  or  'Phone  51.  17-19 
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Tenders  for 
Highway  Construction 

Scaled  tenders  will  he  received  at  the  office 
of  the  Provincial  Highways  Board,  Province  of 
Nova  Scotia,  Halifax,  N.  S.,  up  to  noon,  May 
20th,  1920,  for  the  construction  of  the  following 
gravel  roads : 

Middlcton-Aylcsford,  ahout  0j4  miles. 
Elmsdale-Shuhenacadie,  about  C  miles. 
Port  Joli-Sable  River,  about  6j4  miles. 
Plans  and   specifications  governing  such  work 
can  be  inspected  at  the  office  of  the  Chief  Engi- 
neer after  April  29th,  1920. 

Each  tender  for  the  work  must  be  accompanied 
by  an  accepted  cheque  equal  to  ten  per  cent. 
(10%)  of  the  amount  of  the  tender.  See  para- 
graph 14,  General  Conditions  of  Contract.  No 
interest  will  be  paid  on  this  deposit  while  it  is 
held  by  the  Hoard.  Should  the  bidder  to  whom 
the  contract  is  awarded  refuse  to  enter  into  a 
contract  with  the  Highways  Board  within  five 
(5)  days  after  the  notice  of  such  award,  the 
amount  of  such  cheque  may  be  forfeited  to  the 
Highways  Board. 

No  contract  will  be  awarded  to  any  party  or 
parties  who  cannot  show  a  reasonable  experi- 
ence, acquaintance  with,  and  preparation  for  the 
proper  performance  of  the  class  of  work  for 
which  tenders  are  invited.  If  required,  each  bid- 
der must  file  evidence  of  his  ability  to  execute 
the  work  to  be  contracted  for  to  the  satisfaction 
of  the  Board,  and  furnish  a  surety  bond  to  the 
amount  of  twenty-five  per  cent.  (25%)  of  the 
tender. 

The  lowest  or  any  tender  will  not  neces- 
sarily be  accepted. 

J.  W.  ROLAND,  Chief  Engineer, 

Provincial  Highways  Board. 
Dated  April  29,  1920.  17-18 


Architectural  Draftsman 
Wanted 


In  Eastern  Canada  with  firm  operating  general 
woodworking  factory  and  doing  a  general  con- 
tracting business.  Applicant  must  have  experi- 
ence in  making  plans,  specifications  for  build- 
ings and  general  designing,  taking  off  quanti- 
ties and  making  estimates.  Position  permanent  if 
suitable  man  can  be  obtained.  Please  state  age, 
general  experience,  nationality,  religion,  married 
or  single,  salary  required  and  how  soon  work 
could  be  taken  up  if  application  is  accepted. 
Not  necessary  to  send  references  with  application. 

Apply  Box  234,  Contract  Record  and  Engi- 
neering Review,  Toronto,   Ont.  17 


For  Sale 

lYz  K.W.  Sturtevant  Steam  Engine  and  Dy- 
namo Set,  450  r.p.m.,  125  volts.  Good  condition. 
Box  225,  Contract  Record,  Toronto.  17 


For  Sale 

Two  Concrete  Mixers,  good  as  new.  For  par- 
ticulars, apply  to 

STAFFORD  J.  CLEMENT, 

Box  113,  Marmora,  Ont. 
17  Phone  25 


Wanted 

A  Blake  Type  Jaw  Crusher  in  good  condi- 
tion; about  16"  x  24".  State  full  particulars  to 
Box  231,  Contract  Record,  Toronto,  Ont.  17-18 


A  YOUNG  MAN  widely  experienced  in  Build- 
ing Construction,  Public  Works,  and  Contractors' 
business  generally,  and  graduate  in  Civil  Engi- 
neering, desires  position  with  a  firm  of  General 
Contractors.  References.  Box  217,  Contract 
Record,  Toronto.  10-18 


POSITION  WANTED— Superintendent  is  open 
for  engagement  on  any  class  of  Reinforced  Con- 
crete or  General   Building  Construction. 

I  have  the  experience  in  all  classes  of  Build- 
ings, also  Elevators  and  Bridges.  I  can  produce 
results.  Best  references.  Box  925,  Contract  Re- 
cord, Toronto,  Ont.  16-17 


Residences 

(Continued  from  page  63) 
St.  Vital,  Man. 

Mrs.  Florence  Thomas,  65  Riverton 
St.,  Elmwood,  will  erect  residence  under 
housing  scheme  costing  $6,500. 

Toronto,  Ont. 

E.  F.  Sprague,  121  Arundel  Ave.,  is 
erecting  three  residences  costing  $5,000 
each. 

Alex.  Groat,  2  St.  Clair  Ave.  W.,  will 
erect   residence   costing  $6,500. 
_  J.  M.  Walkey,  326  Shaw  St.,  is  erect- 
ing four  residences  costing  $6,000  each. 

P.  L.  Speirs,  40  Northcliffe  Blvd.,  is 
excavating  for  two  residences  costing 
$7,500  each. 

John  Murray,  19  Roseheath  Ave.,  is 
erecting  two  residences  costing  $4,500 
each. 

H.  W.  Waters,  75  Elmer  Ave.,  is  erect- 
ing four  residences  costing  $4,500  each. 

S.  B.  Green,  Regal  Rd.,  is  erecting  two 
bungalows  costing  $6,000  each. 

Thos.  M.  O.'Connell,  architect,  8  Ash- 
dale  Ave.,  will  receive  tenders  on  all 
trades  for  four  residences  for  John 
Greenwood. 

M.  McLaughlin,  215  Glenholme  Ave., 
will  erect  residence  and  garage  costine 
$6,200. 

S.  Langley,  3  Arnold  Ave.,  will  erect 
three  residences  costing  $4,000  each. 

J.  A.  Kitchen,  680  St.  Clair  Ave.  W., 
will  erect  two  residences  costing  $8,000 
each. 

Thos.  Edmonds,  1232  Shaw  St.,  is 
erecting  two  residences  costing  $6,000 
each. 

J.  Bell,  McRoberts  Ave.,  Fairbank  P. 
O.,  is  erecting  four  residences  costing 
$3,000  each. 

J.  A.  Thatcher,  architect,  229  College 
St. c  will  receive  tenders  for  erection  of 
residence. 

J.  Thew,  98  Kippendavie  Ave.,  will 
erect  two  residences  costing  $3,500  each. 

Jas.  Phinnemore,  367  Dupont  St.,  will 
erect  residence.  Architect,  F.  S.  Mal- 
lory,  65  Adelaide  St.  E. 

Grimshaw  Bros.,  800  Danforth  Ave., 
will  erect  two  residences. 

F.  Cunningham,  70  East  Lynn  Ave., 
is  erecting  one  pair  of  residences  cost- 
ing $4,000  each. 

C.  W.  Richards,  6  Hurndale  Ave.,  is 
erecting  residence  costing  $6,000. 

Jno.  Miller,  272  Blackthorne  Ave.,  is 
erecting  three  residences  costing  $3,500 
each. 

A.  Ball,  33  Stacey  St.,  is  erecting  one 
pair  of  residences  costing  $31,000  each. 

A.  R.  Fraser,  214  Keewatin  Ave.,  is 
erecting  residence. 

E.  B.  Peppiatt,  7  Pinewood  Ave.,  is 
erecting  four  residences  costing  $6,000 
each. 

Jos.  Pijoan,  Strathgowan  Cres.,  will 
erect  five  residences  costing  $8,000  each. 

Jas,  Whitney,    133    Broadway  Ave., 
will  erect  residence  costing  $6,000. 
•    Ed.    J.    Shuttleworth,     357  Western 
Ave.,  is  erecting  two  duplex  residences 
costing  $7,500  each. 

J.  S.  Ferguson,  64  Lansdowne  Ave., 
will  erect  two  residences  costing  $6,500 
each. 

Wm.  Comba,  112  Beresford  Ave.,  is 
erecting  residence   costing  $6,000. 

W.   B.   Charlton,  217   Grenadier  Rd., 
is  erecting    duplex    residence.  Cost 
$7,000.  " 

C.  Bonnick,  168  Blythewood  Rd.,  is 
erecting  three  residences  costing  $5,000 
each. 


S.  G.  Whaley,  154  Briar  Hill  Ave.,  is 

erecting   two    residences   costing  $5,500 

each. 

A-  G.  Laughton,  83  Colbeck  Ave.,  will 
erect  residence  costing  $6,500. 

Wm.  Clark,  121  Runnymede  Rd.,  will 
erect  bungalow  costing  $6,000.  Mr. 
(  lark  also  plans  to  erect  several  addi- 
tional residences  this  summer  and  fall. 

Wesley  Dunn,  75  Indian  Grove,  will 
erect  residence. 

A.  Yeo,  25  Copeland  Ave.,  is  erecting 
two  residences  costing  $4,500  each. 

McMillan  &  Costain,  166  Main  St., 
are  erecting  two  residences  costing  $5,- 
OOOeach. 

A.  Burt,  197  Dunn  Ave.,  plans  to  erect 
residence  shortly. 

C.  E.  Martindale,  Bowood  Ave.,  is 
erecting  two   residences   costing  $4,500 

each. 

C.  S.  Lucas,  2  Eafon  Ave.,  will  erect 
two  residences  costing  $4,500  each. 

Haines  &  Nock,  11  Strathcona  Ave., 
are  erecting  two  residences  costing  $6 - 

000  each. 

Valleyfield,  Que. 

Mr.  Boyer,  N.P.,  contemplates  the 
erection  of  residence  to  cost  $12,000. 

P.  T.  Legare,  Quebec,  contemplates 
the  erection  of  residence. 

L.  Chicoine,  244  Ste.  Catherine  St.  E., 
contemplates  the  erection  of  residence 
to  cost  $10,000. 

Victoria,  B.C. 

Percy  Fox,  architect,  3  Brown  Blk., 
will  call  tenders  soon  for  alterations  to 
residence  costing  $7,000  for  J.  W.  Spen- 
cer, "Craigdarroch,"  Victoria. 

Walkerville,  Ont. 

H.  L.  Laidlaw  will  erect  two  residen- 
ces costing  $10,000. 

J.  C.  Pennington,  architect,  La  Belle 
Bldg.,  Windsor,  is  preparing  plans  for 
alteration  of  hotel  into  eleven  flats  and 
three  stores  costing  $15,000  for  Walker- 
ville Brewing  Co. 

Windsor,  Ont. 

Windsor  Construction  Co.,  Howard 
Ave.,  are  erecting  two  residences  costing 

$9,000. 

Chas.  Holden,  21  Royal  Bank  Bldg., 
is  erecting  duplex  residence  costing  $7,- 
000. 

F.    E.   Mayhew,   177   Pierre  Ave.,  is 
erecting  two  flats  costing  $7,000. 

Plans  are  progressing  for  residence 
costing  $14,000  for  R.  W.  Leatherdale, 
care  J.  C.  Pennington,  architect,  La 
Belle  Bldg. 

H.  W.  Wilson,  30  Maple  St.,  is  erect- 
ing two   residences  costing  $7,000. 

J.  C.  Pennington,  architect,  La  Belle 
Bldg.,  is  preparing  plans  for  residence 
costing  $12,000  for  E.  A.  Westland, 
Huron  &  Erie  Bldg. 

P.  Osterhout,  23  Pitt  St.  E.,  will  erect 
two  residences  .costing  $5,400  each  and 
seven  residences  costing  $24,000. 

CONTRACTS  AWARDED 
Calgary,  Alta. 

R.  D.  Prettie  placed  general  contract 
for  residence  costing  $9,000  with  L. 
Konipf,  Rideau  Rd. 

Residence   costing  $11,000   for  H.  C. 
Andrews:   General  contract  and  carpen- 
try, W.  H.  Cawston,  26th  Ave.  W.;  mas- 
onry, J.  Tweddle,  Fifth  Ave.  N.  W. 
Cap  De  La  Madeleine,  Que. 

Twenty  semi-detached  residences  cost- 
ing $90,000  for  J.  A.  Roy:  General  con- 
tract and  carpentry  for  ten  residences, 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 


WRITE  FOR  PRICES  AND  SPECIFICATIONS 

THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative: 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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Arthur  Thibodeau;  general  contract  and 
carpentry  for  ten  residences,  Rosaire 
Thibodeau. 

Edmonton,  Alta. 

Weber  Bros,  awarded  W.  C.  McAr- 
thur,  11611  95th  St.,  Edmonton,  with  the 
general  contract  for  two  residences 
costing  $4,500  each. 

London,  Ont. 

Sam  Foxworthy,  61 G  Waterloo  St., 
has  general  contract  for  remodelment  of 
building  into  residence  and  office  costing 
$7,000  for  O.  K.  Moore,  423  Richmond 
St. 

Montreal,  Que. 

J.   P.   Lefevre,   1487   St.    Hubert  St., 
has  general  contract  and  masonry  for 
-residence  costing  $6,000  for  Z,  Thibault, 
1350  St.  Andre  St. 

North  London,  Ont. 

Sanders  &  Robinson,  Horton  St., 
have  general  contract  for  residence  cost- 
ing $8,000  for  J.  A.  Cole,  781  Waterloo 
St.  Architect,  W.  G.  Murray,  Dominion 
Savings  Bldg. 

South  London,  Ont. 

R.  G.  Wilson  &  Son,  193  College  Ave., 
have  general  contract  for  residence 
costing  $9,000  for  H.  G.  Harper,  194 
Elmwood  Ave. 

St.  Catharines,  Ont. 

Residence  costing  $7,000  for  O.  Jac- 
obson,  Queenston  St.,  R.  R.  No.  4: 
General  contract,  carpentry  and  roofing, 
Jas.  Davis,  49  Richmond  St. 

Toronto,  Ont. 

Jas.  Richards,  27  Herbert  Aye.,  placed 
contract  for  residence  costing  $8,500 
with  McEwen  &  Co.,  338  Mt.  Pleasant 
Rd. 

Victoria,  B.C. 

W.  M.  Sutton,  798  St.  Patrick  St., 
Oak  Bay,  has  general  contract  for  resi- 
dence costing  $8,500  for  Ashley  Sparks, 
2321  Saratoga  Ave. 

Walkerville,  Ont. 

W.  J.  Moran  placed  the  general  con- 
tract for  residence  costing  $6,500  with 
Jno.  Ferguson. 


Power  Plants,  Electricity  and 
Telephones 

Brussels,  Ont. 

Town  plans  the  installation  of  hydro 
electric  system.   Clerk,  F.  S.  Scott. 

Mundare,  Alta. 

By-law  passed  approving  of  electric 
lighting  system  for  Town.  Address 
mayor. 

Winnipeg,  Man. 

Provincial  Dept.  Telephones  plans  to 
erect  two  telephone  exchanges  this  sum- 
mer. Commissioner,  G.  A.  Watson. 

CONTRACTS  AWARDED 

Krydor,  Sask. 

Mr.  Rurik,  Regina,  Sask.,  has  general 
contract  for  rural  telephone  system 
costing  $28,200  for  an  Incorporated 
Company. 

Ottawa,  Ont. 

Ottawa  Hydro-Electric  Commission, 
75  Laurier  Ave.  W.,  has  contracted 
with  the  Packard  Electric  Co.,  St.  Cath- 
erine St.,  for  electrical  supplies  and 
transformers. 

St.  Margaret's  Bay,  N.  S. 

Nova  Scotia  Power  Commission  placed 


contracts  for  $1,000,000  power  develop- 
ment as  follows:  General  contract,  con- 
struction of  dams,  pipe  house  and  in- 
takes, etc.,  $250,000,  D.  G.  Loomis  & 
Sons,,  1112  St.  Patrick  St.,  Montreal, 
Que.;  electrical  generators,  Canadian 
General  Electric  Co.,  Hollis  St.,  Halifax; 
wood  stave  piping  6  ft.  and  10  ft.  dia- 
meter, Pacific  Coast  Pipe  Co.,  1551 
Granville  St.,  Vancouver,  B.  C;  200,000 
lbs.  Aluminum  cable,  Northern  Alumin- 
um Co.,  Shawinigan  Falls,  Que.;  water 
wheels,  S.  Morgan  Smith  Co.,  York,  Pa. 


Miscellaneous 

Aylmer,  Ont. 

Wm.  Mills  plans  to  erect  garage  and 
auto  show  rooms  costing  $10,000. 

Lindsay,  Ont. 

J.  Hornsby,  architect,  William  St.,  is 
preparing  plans  for  rebuilding  of  rink 
to  cost  $20,000  for  Lindsay  Curling  Club. 

Spencerville,  Ont. 

J.  F.  Barnard  &  Sons  are  erecting  ele- 
vator and  storehouse  by  day  labor.  Ar- 
chitect, S.  J.  Tripp. 

Toronto,  Ont. 

Brighton  Apts.  Ltd.,  97  Avenue  Rd., 
contemplate  the  erection  by  day  labor 
of  thirty-eight  private  garages. 

Vancouver,  B.  C. 

Vancouver  Gas  Co.,  425  Carrall  St., 
will  expend  $25,000  on  gas  main  exten- 
sions. 

Welland,  Ont. 

City  plans  to  purchase  motor  pumper 
of  105  h.p.,  triple  combination,  600  im- 
perial gallon  pumper,  also  motor  driven 
ladder  truck.  Clerk,  W.  E.  Forster,  48 
Main  St. 

William  Head,  B.  C. 

R.  C.  Desrochers,  secy.  Dominion 
Dept.  Public  Works,  Ottawa,  will  re- 
ceive tenders  until  May  10th  for  dredg- 
ing work. 


Late  News 

•  Bell  River,  Que. 

Jos.  Lamarche  will  erect  saw  mill 
costing  $15,000  and  will  purchase  ma- 
chinery and  supplies. 

Brandon,  Man. 

D.  W.  Shaw,  secy.-treas.,  room  35 
Smith  Blk.,  Brandon,  will  receive  new 
tenders  until  May  8th  for  grading  and 
draining  62^  miles  of  road  for  Munici- 
pality of  Cornwallis;  cost,  $200,000.  Spe- 
cifications with  sec.-treas.  and  Good 
Roads  Bd.,  Winnipeg. 

Clearwater,  Man. 

Municipality  of  Louise  placed  general 
contract  for  reinforced  concrete  bridges 
costing  $33,000  with  A.  Gall  &  Co.,  263 
Smith  St.,  Winnipeg. 

Edmonton,  Alta. 

H.  G.  Macdonald.  612  Tegler  Blk., 
has  been  awarded  the  general  contract 
for  factory  costing  $225,000  for  Har- 
vey Shaw,  12904   102nd  Ave. 

E.  W.  Morehouse,  architect,  Agency 
Bldg.,  is  preparing  plans  for  school  cost- 
ing about  $100,000  for  Dominion  Dept. 
Indian  Affairs. 

Grand  Prairie,  Alta. 

Imperial  Bank  of  Canada,  Toronto, 
awarded  Norman  Cuthbertson,  Grande 
Prairie,  with  the  general  contract  for 
branch  bank  costing  $30,000. 


Halifax,  N.  S. 

H.  E.  Gates,  architect,  Queen  Bldg., 
has  been  appointed  to  prepare  plans  for 
hospital  costing  $150,000  for  City. 

John  E.  Godwin,  Gottingen  St.,  con- 
templates the  erection  of  six  residences 
costing  $18,000. 

Hamilton,  Ont. 

J.  H.  Stewart,  architect,  Lister  Bldg., 
is  preparing  plans  for  alterations  of 
building  into  apartments     and  stores. 

Cost,  $80,000. 

Kentville,  N.  S. 

Kentville  Housing  Commission  is  hav- 
ing plans  prepared  for  ten  residences 
costing  $50,000.    Chairman,  A.  M.  Chase. 

La  Tuque,  Que. 

Dr.  J.  A.  Riberd  is  erecting  business 
block    costing    $22,000.     Architect,  D. 

Beaupre. 

Limerick,  Sask. 

Plans  are  progressing  for  municipal 
hall  costing  about  $35,000  for  Rural  Mu- 
nicipality    of     Limerick.  Secy.-treas., 

Chas.  M.  Wilson,  Limerick. 

Morris,  Man. 

Wm.  Stevenson,  secy.-treas.  for  Mu- 
nicipality, will  receive  tenders  until  May 
20th  for  construction  of  bridge  costing 
$110,000  for  Municipality  and  Provincial 
Good  Roads  Bd.    Plans  with  Board. 

Ottawa,  Ont. 

Suburban  Roads  Commission,  Thistle 
Bldg.,  is  having  plans  prepared  for  road- 
way costing  $28,500.     Engineer,  Allan 

Hay. 

Regina,  Sask. 

Provincial  Dept.  Highways  placed  the 
general  contract  for  three  bridges  cost- 
ing $17,428.19  with  Parsons  &  Kenwood 

Co.,  Regina. 

Saskatoon,  Sask. 

E.  C.  Inskys,  715  Lome  Ave.,  has  gen- 
eral contract  for  residence  costing  $15,- 
000  for  J.   D.  Ferguson,    614  Spadina 

Cres. 

Sherbrooke,  Que. 

Alfred  Dion,  51  Brooks  St.,  general 
contractor  for  Sacred  Heart  Hospital. 
Belvidere  St.,  on  extension  to  orphans' 
and  old  people's  home  costing  $200,000, 
wants  prices  on  steel  for  reinforcing 
concrete  floors.  Some  other  material 
will  also  be  purchased.  J.  W.  Gregoire 
is  the  architect. 

St.  John,  N.  B. 

H.  C.  Mott,  architect,  13  Germain  St., 
is  preparing  plans  for  extension  to 
church  costing  $75,000  for  Victoria  St. 
United  Baptist  Church. 

Toronto,  Ont. 

J.  H.  Stewart,  architect.  Lister  Bldg., 
Hamilton,  is  preparing  plans  for  apart- 
ment costing  $50,000  for  Merrill  Sys- 
tem, 303  Kent  Bldg.,  Toronto. 

Canadian  Bank  of  Commerce,  23  King 
W.,  awarded  the  Norman  McLeod  Ltd., 
Kent  Bldg..  with  the  general  contract  for 
addition  to  vault  building  costing  $150,- 
000. 

Winnipeg,  Man. 

Drumheller  Coal  Co.,  head  office,  Cal- 
gary, Alta.,  placed  general  contract  for 
two  coal  sheds  costing  $20,000  with  S. 
B.  Ritchie,  214  Chambers  of  Commerce, 
Winnipeg. 

Plans  are  in  progress  for  substation 
costing  $25,000  for  Winnipeg  Electric 
Rly.  Managing  Director,  W.  A.  Mc- 
Limont. 
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Burlington  Steel 
Co.,  Ltd. 

Hamilton,  Canada 

STEEL  BARS 

For 

Concrete  Reinforcing 


THE  MOST  IMPORTANT  FACTOR  IN 
CONCRETE  REINFORCEMENT  IS  THE 
TENSILE  STRENGTH  AND  ELASTIC 
LIMIT  OF  THE  REINFORCING  BAR. 

OTHER  THINGS  BEING  EQUAL, 
STEEL  HAVING  THE  HIGHEST  ELAS- 
TIC LIMIT,  OR  YIELD  POINT,  WILL  BE 
THE  MOST  SATISFACTORY  FOR  REIN- 
FORCEMENT. WHEN  UNDER  STRAIN, 
AS  SOON  AS  THE  ELASTIC  LIMIT  OF 
ANY  REINFORCING  BAR  IS  REACHED, 
THE  METAL  STRETCHES,  RAPIDLY 
DECREASING  IN  SECTION,  DRAWING 
LOOSE  FROM  THE  CONCRETE,  AND 
DESTROYING  THE  MONOLITHIC  BOND 
EXISTING  BEFORE  THIS  POINT  IS 
REACHED.  THEREFORE,  THE  SAFETY 
OF  THE  ENTIRE  CONSTRUCTION  IS  IN 
DIRECT  PROPORTION  TO  THE  ELAS- 
TIC LIMIT  OF  THE  STEEL  USED. 

THE  ELASTIC  LIMIT  OF  RAIL  CAR- 
BON STEEL  IS  50,000  TO  60,000  POUNDS 
PER  SQUARE  INCH,  EITHER  TWISTED 


OR  PLAIN,  AS  COMPARED  WITH  AN 
ELASTIC  LIMIT  OF  25,000  TO  30,000 
POUNDS  IN  SOFT  STEEL. 

THAT'S  WHY  RAIL  CARBON  STEEL, 
WITH  ITS  80,000  POUNDS  MINIMUM 
TENSILE  STRENGTH,  IS  RECOMMEND- 
ED AS  BEING  FAR  SUPERIOR  FOR  ALL 
KINDS  OF  REINFORCED  CONCRETE 
WORK. 

AT  OUR  HAMILTON,  ONT.,  WORKS 
WE  BUY  SELECT  RAILS,  AND  ROLL 
THEM  INTO  RAIL  CARBON  STEEL  RE- 
INFORCING BARS  IN  A  PLANT  WHICH 
IS  THE  EMBODIMENT  OF  THE  LATEST 
THOUGHT  AND  PRACTICE. 

THESE  BARS  CAN  BE  SUPPLIED 
FROM  STOCK  IN  VARIOUS  SIZES. 
LENGTHS.  AND  SHAPES.  WE  CAN 
ALSO  ROLL  SPECIAL  SHAPES  AND 
SIZES  TO  FIT  YOUR  PARTICULAR  RE- 
QUIREMENTS. 


Bars  bent  to  shape  for  Beams 
Stirrups,  Etc. 

Prompt  Shipment 
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Abnormal  Death  Rate  in  1918  Due  to 
Influenza 

Nearly  18  deaths  per  1,000  population 
(actually  17.97)  occurred  in  the  regis- 
tration area  of  the  United  States  in  1918, 
according  to  the  Bureau  of  Census.  This 
is  the  highest  death  rate  on  record  since 
the  Census  Bureau  began  the  compila- 
tion of  annual  mortality  statistics.  The 
high  figure  is  due  to  the  pandemic  of 
influenza  which  together,  with  all  forms 
of  pneumonia,  caused  32.4  per  cent,  of 
all  deaths  recorded  in  the  registration 
area  in  1918.  The  total  number  of  deaths 
in  the  registration  area  was  1,471,307. 
The  typhoid  deaths  in  the  registration 
area  totaled  10,210,  or  12.5  per  100,000. 
The  corresponding  rate  in  1910  was  34.9. 
The  death  registration  are  in  1918  in- 
cluded a  population  of  81,868,104,  or  77.8 
per  cent,  of  the  estimated  population  of 
the  United  States.  More  detailed  figures 
for  influenza  and  pneumonia,  as  given 
out  by  the  Census  Bureau  are:  "Of  the 
total  deaths  477,407,  or  over  32  per  cent, 
were  due  to  influenza  and  pneumonia 
(all  forms),  380,990  having  occurred  in 


To  Road  Contractors 

Large  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally advantageous 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

Room  201  Webster  Building 


55  YONGE  ST. 


TORONTO 


"Prospects"  Your 
Competitors  Get 

It  would  be  worth  many  hun- 
dreds of  dollars  every  year 
to  you  to  know  that  you  have 
the  information  your  com- 
petitors get — not  hazy,  hear- 
say "  tips  " — but  real,  con- 
crete, definite  news  of 

Building  and  Engineering- 
contracts,  wouldn't  it?  You  can 
get  it — at  small  expense — a  daily 
stream  of  live  building  reports 
that  will  mean  many  more  orders 
for  you  at  away   less  expense. 

Write  for  full  information. 
MacLean  Daily  Reports,  Limited, 
345  Adelaide  St.  West,  Toronto 


M 


acLean 

REPORTS 


the  last  four  months  of  the  year  dur- 
ing the  influenza  pandemic.  The  rate 
for  influenza  and  pneumonia  (all  forms) 
is  583.2  per  100,000.  Influenza  caused 
244,681  deaths  and  pneumonia  (all 
forms)  232,786,  showing  rates  of  298.9 
and  284.3  per  100,000,  respectively,  these 
being  the  highest  rates  which  have  ever 
appeared  for  these  causes.  The  rate  in 
1917  for  influenza  was  17.2  and  for  pneu- 
monia (all  forms)  was  149.8.  In  fact  the 
difference  (416.2  per  100,000  population; 
between  the  1917  and  1918  rates  corres- 
ponds with  the  excess  mortality  which 
occurred  in  the  last  four  months  of  the 
year  from  the  influenza  pandemic." 


Railway  Bridge  Inspections  and  Records 

Frequent  bridge  inspection  is  a  highly 
important  factor  in  the  conservation  of 
material  which  is  now  so  important,  as 
such  inspection  tends  to  insure  both  safe- 
ty and  full  service  for  each  structure. 
This  is  one  of  the  conclusions  of  a  re- 
;  ort  on  railway-bridge  inspection  which 
was  presented  at  the  annual  meeting 
of  the  American  Railway  Bridge  and 
Building  Association  held  recently  at 
Cleveland,  Ohio.  Systematic  and  thor- 
ough inspection  should  be  made,  there- 
therefore,  on  every  railway,  at  intervals 
of  not  more  than  12  months  and  prefer- 
ably every  six  months.  Motor  cars  are 
recommended  for  inspection  trips,  as  the 
use  of  regular  or  special  trains  involves 
too  much  loss  of  time. 

Forms  for  field  records  of  inspection 
should  be  complete,  comprehensive  and 
convenient,  but  although  numerous  forms 
were  received  by  the  committee  it  has 
found  none  that  it  can  recommend  for 
general  adoption.  Separate  reports  should 
be  made  for  steel  and  timber  structures. 
By  making  these  field  reports  in  mani- 
fold, much  copying  and  office  time  may 
be  saved.  As  it  is  difficult  for  the  in- 
spector to  do  his  work  and  make  his 
notes  at  the  same  time,  he  should  be 
accompanied  by  such  assistants  as  may 
be  necessary  to  effect  a  rigid  inspection. 
The  inspector  should  record  his  recom- 
mendations as  to  repairs  and  renewals  at 
the  time  when  he  makes  the  inspection, 
and  should  have  authority  to  order  im- 
mediate reairs  where  necessary. 


Seattle  to  Build  Skagit  Railroad 

The  city  of  Seattle  has  definitely  de- 
cided to  build  a  railroad  to  the  site  of 
the  Skagit  Power  Development.  The 
line  will  be  about  26  mi.  long  and  will 
connect  with  the  Great  Northern  R.  R. 
at  Rockport.  Contract  has  been  award- 
ed for  the  first  8,000  ft.  of  roadbed.  This 
section  is  in  exceptionally  heavy  con- 
struction as  almost  all  of  it  is  solid  rock. 
It  was  thought  best  to  let  the  contract 
for  this  first  so  that  the  remainder  of 
the  work  need  not  be  held  up  when  the 
final  contract  is  let. 

Packing  in  supplies  and  machinery  at 
the  present  time  costs  so  much,  314  to 
4c.  per  lb.,  that  no  large  amount  of  con- 
struction is  under  way  or  will  be  under- 
taken until  the  railroad  is  complete. 
Despite  this,  however,  it  has  been 
thought  advisable  to  take  in  a  small 
sawmill  so  that  a  supply  of  lumber  could 
be   stored   for  use  at  the  site. 


The  nlans  for  the  development  of  the 
river  Rhone,  says  The  Engineer,  include 
the  use  in  Paris  of  200,000  kilowatts  for 
trams,  the  underground  railway  and  for 
sundry  other  purposes,  while  the  P.L.M. 
will  derive  the  power  for  the  electrifica- 


tion of  its  railways  from  the  same 
source.  The  French  Government  in- 
tends to  spend  820  million  francs  on  the 
hydraulic  power,  610  millions  for  navi- 
gation, 200  on  irrigation  and  150  mil- 
lions on  transport. 


BOOKS 

on  Building,  Engineering  and  all  Technical 
Subjects,  Second-hand  at  half  prices.  New  at 
lowest  prices.  State  wants  and  send  for  Cata- 
logue No.  23,  post  free. 

WE  HAVE  THE  BOOKS  YOU  WANT. 
Books  Bought.  Best  Prices  Given. 

W.  &  G.  FOYLE,  LTD., 
121-125,  Charing  Cross  Road,  London.  Eng. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
Branches  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also  Bonds  for  Special  Purposes 


THE 


Canadian  Surety  Co. 

Specialists  in 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile,   Burglary,   Plate  Glass 
INSURANCE. 

Head  Office:  26  Wellington  Street  E. 

Toronto,  Ont.  Phone  M.  2609--1840 

Branch  Offices; 
Montreal   Trust    Bldg.,   Montreal,  Que. 
908  Paris  Bldg.,  Winnipeg,  Man. 

Representatives  in  all  Cities  and  Towns. 
Maximum   Service.  Minimum  Cost. 


mt  %Qiii 

ipon!)  Toil 


Building  season  is  opening 
up.  You  will  be  asked  to 
give  sureties.  See  us  now  so 
arrangements  may  be  made 
to  furnish  your  Bond  the  day 
you  want  it. 


Initio  S»tatPH  itft&flttu  Sc 
(guaranty  (Enmpang 


Resources  Over  - 
Canadian  Securities 


$20,000,000 
$1,162,000 


Htad  Office 
36  Toronto  St.  -  TORONTO 

Branch  Officm 
iw  Buildinj     -  WINNIPEG 
112  Si.  J.mcsSr.  -  MONTREAL 

ARTHUR  E.  KIRK  PATRICK. 

SIPNBY  W.  BAND,  Auc.  Gn-tl  *«r" 
*   R.  KIRKPATH1CV  <«■■«■■ 
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BEFORE 
Canal  St.,  East,  Dunnville, 
Ontario,    in     i915,  before 
the  use  of  Tarvia. 


The  same  street  after  three 
years  of  service.  Note  its 
perfect  condition 


njunnville  turns  to  Tarvia^ 


THE  left-hand  photograph  shows 
Canal  Street,  East,  a  busy  street 
running  past  the  T.  H.  &  B.  Rail- 
way Station,  at  Dunnville,  Ontario, 
as  it  was  in  1915. 

But  in  that  year  the  people  of 
Dunnville  decided  that  it  was  time 
to  do  away  with  this  kind  of  street. 
They  wanted  a  firm,  smooth,  mud- 
less  highway  that  would  be  good  all 
the  year  round,  and  one  that  auto- 
mobiles wouldn't  demolish. 

So  they  turned  to  Tarvia.  They 
built  a  street  with  a  "Tarvia-X" 
penetration  surface  —  a  smooth, 
firm,  easy-traction  street,  as  shown 
in  the  right-hand  photograph. 


Every  Community  needs  such  streets 

The  Tarvia  made  the  street  waterproof 
all  the  year  round.  No  mud  or  ruts  in 
the  winter  or  spring !  No  dust  in  the  sum- 
mer! And  it  also  made  it  autemobile- 
proof,  for  it  gives  a  road  a  very  tough, 
slightly  plastic  surface  that  is  admirably 
suited  to  stand  up  under  heavy  automo- 
bile traffic. 

Many  other  Dominion  communities  are 
turning  to  Tarvia  to  solve  their  road 
problems.  Tarvia  offers  better  roads  for 
less  money  because  it  preserves  the  road 
surface  and  reduces  the  annual  upkeep 
expense  to  such  an  extent  that  it  more 
than  pays 'for  itself. 

Illustrated  booklet  telling  about  the 
various  Tarvia  treatments,  free  on  re- 
quest. 


Presert/es  Roads-Prei/ents  Dust 


Special  Service  Department 


This  company  has  a  corps  of  trained  engineers 
and  chemists  who  have  given  years  of  study 
to  modern  road  prohlems.  The  advice  of 
these  men  may  be  had  for  the  asking  by  any 
one  interested. 

If  you  will  write  to  the  nearest  office  regard- 
ing road  problems  and  conditions  in  your 
vicinity,  the  matter  will  be  given  prompt  at- 
tention. 


HN,  N.B.  HALIFAX,  N.S.  JJjg 
.    SYDNEY,  N.S. 
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IMMEDIATE  DELIVERY 

ON 

ROAD  EQUIPMENT 


2 —  New,  12^-ton  Sawyer-Massey  Double  Cyl- 
inder, Steam  Road  Rollers. 

1 — 8-ton  Kelly-Springfield  Gasoline  Road  Roll- 
er. Rebuilt. 

1 — 11^2  x  8  x  12  Chicago  Pneumatic  Portable 
Air  Compressor. 

1 — New,  Hvass  Road  Scarifier. 

1 — New,    10   x   20   Sawyer-Massey  Portable 
Crusher,  with  elevator  bin  and  screen. 

3 —  New,  London  No.  6  Concrete  Mixers. 


General  Supply  Company 

of  Canada,  Limited 

356  Sparks  St.        Ottawa,  Ont. 


Tenders 
Wanted 


should  be  advertised  for  in  the  "Tenders  and  For 
Sale  Department"  of  the  CONTRACT  RECORD 
AND  ENGINEERING  REVIEW.  This  paper 
is  the  "Tender  Ad."  medium  of  Canada  and 
always  brings  bids  from  the  reliable  contractors 
and  supply  houses.  File  your  plans  for  any  work 
on  which  you  are  inviting  bids  in  our  offices  at 
Toronto,  Montreal,  Winnipeg  or  Vancouver. 

Contract  Record 

and  Engineering  Review 
TORONTO       n  ONTARIO 


"McCracken"  Sewer  Pipe 

Manufactured  in  accordance  with  standard  speci- 
fications issued  by  American  Society  for  Testing  Mat- 
erials for  Cement-Concrete  Sewer  pipe. 


6  in.  to  21  in.  diameter 


Lock  Joint  Pipe 

Concrete  pipe  for  large  diameter  sewers  assures 
strength,  speed  of  construction,  economy  and 
safety.  The  Lock  Joint  prevents  infiltration  or 
leakage. 

Specifications  and  prices  gladly  sent  upon  request. 

Independent  Concrete  Pipe  Co. 

LIMITED 

502  Harbor  Building         -         -         TORONTO,  Ont. 


27  in.  to  108  in.  diameter 
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MEAD-MORRISON 


HOISTING  ENGINES 

Contractors'  Equipment 

Manufactured  in  Canada 


Clam  Shell  Buckets 
Orange  Peel  Buckets 
Derricks 
Derrick  Irons 
Steam  Hoists 
Electric  Hoists 

Put  Your  Problem  Up  To  Us! 


CANADIAN  MEAD-MORRISON  CO 

LIMITED 

265  BEAVER  HALL  HILL 
■wopks  MONTREAL  WELLAND  0,T.  j 


Tiering  Machines 
and  Barrel  Storage  Racks 

ECONOMY 

Simple 
Safe 
Sure 

and 

Speedy 

It  is  locked  to  the 
floor,  yet  easily  port- 
able when  desired. 
The  ECONOMY 
makes  the  pay  roll 
smaller  while  increas- 
ing efficiency.  Let  us  send  you  particulars  of  power  or  hand  ma- 
chines, also  our  barrel  storage  steel  racks. 

Standard  Steel 
Construction  Co.  Limited 

Port  Robinson,  Ontario. 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 

Air  Compressors  Locomotives 


Boilers 
Buckets 
Cars 
Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—280] 
Yards  and  Shop* — New  Toronto,  Canada 
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DAYTON -DOWn 

^     CENTRIFUGAL  PUMPS 


Dayton  Dowd  centrifugal  pumps  are  representative  of  the  highest 
principles    of    workmanship    and    design.      Each    pump    is  rigidly 
tested    before    leaving    the    factory    under    the    exact  conditions 
which   will  he  imposed  upon  it  when  in  service. 
Fullest  particulars  gladly  sent  on  request. 

Dayton-Dowd  Co.,   Quincy,  111. 

The  Arthur  S.  Leitch  Co. 

SALES  ENGINEERS       KSNT  BLDG.,  TORONTO 

Montreal  Agents 

Equipment  Specialties,  Ltd.         10  St.  Antoine  St. 


ROCK  DRILLS 


For 

Road  Work 
Contractors 
Mines 
Quarries 

Napanee 
"Empire" 

and  the 

"Burrell" 

are  now 

manufactured 
by 


Napanee  Iron  Works  Ltd. 

NAPANEE,  ONT. 


HEAVY  TIMBERS 


The  Boake  Mfg.  Co.,  Ltd. 


The  illustration  shows 
our" JUMBO"  Planer 
for  large  timbers. 

We  specialize  in 
heavy  timbers  and 
long  joists  for  factory 
and  general  construc- 
tion and  can  supply 
you  from  stock. 

Let  us  quote  you  on 
your  requirements. 


Howland  Ave.  and  C.P.R.  Tracks 


TORONTO 
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T  does  all  that  the  name  suggests. 

This  "Jaeger"  product  is  known  for  the  speed  and 
efficiency  in  the  way  it  accomplishes  all  work  required 
of  it. 

It  is  made  in  all  sizes,  to  answer  every  purpose.  Let 
us  send  you  our  catalogue.  It  will  convince  you  that  the 
"Jaeger  Mix-A-Minute"  will  prove  a  valuable  addition  to 
your  equipment. 

The  Jaeger 
Machine  Co. 

COLUMBUS,  -  OHIO 


The  "Jaeger  Mix  -  A  -  Minute" 

Proves  its 

Economy 

through  its 

Speed 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.     SAULT  STE.  MARIE,  ONT. 

loTmlo'rwWer  Biag,       55  Yonge  Street,       -  TORONTO 
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Bricklayers  Prefer 

RENFREW  LIME 

It  saves  time,  makes  better  mortar,  requires 
less  tempering.  Lime,  Brick,  Farm  Tile 
supplied  in  straight  or  mixed  car  lots. 

Get  our  prices. 

Jamieson  Lime  Company 

Renfrew,  Ontario 


j^y^J  J  N  1 1  d   R  e  1  a  y  i  n  g 


Switches,  Turntables,  Etc. 


Carried  in  Stock 


Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


FLOORS 

The  Wood  Mosaic  Kind 


For  every  home — Old  or  New.  Can  be 
installed  by  your  mechanics.  Our  5/16" 
flooring  can  be  laid  in  old  or  new  houses. 
We  make  all  kinds  and  thicknesses;  Wood- 
Carpet,  strips,  Plain  and  Ornamental  Par- 
quetry, Tongue  and  Groove  Flooring. 

Send  accurate  measurements  of  rooms 
for  sketch  with  exact  estimate  of  cost  of 
the  flooring  required.  Instructions  for  lay- 
ing  and   finishing   accompany   all  orders 

shipped. 

Floor  laying  firms  in  many  locations  in 
Canada  are  now  handling  our  material. 


Send  for  Free  Catalog 

Wood-Mosaic  Company 

NEW  ALBANY,  INDIANA 


45,000  Nonpareil  Brick  in  these  Settings 

Should  Not  Yours  Be 
Insulated  Too? 

No  doubt  the  steam  lines,  separators,  feed 
water  heaters,  etc.,  in  your  plant  are 
properly  insulated  to  prevent  loss  of 
heat.  But  what  about  your  boilers?  The 
heat  that  is  going  to  waste  through  un- 
insulated setting  walls  and  steam  drums 
is  just  as  valuable  as  that  which  would 
be  lost  from  uncovered  steam  lines. 

One  4^-inch  course  of  Nonpareil  Insulating  Brick  for 
boiler  settings,  furnaces,  ovens,  etc.,  built  in  the  walls 
and  over  the  drums  would  provide  protection  against 
waste  of  heat — at  once  adequate  and  permanent.  In 
fact,  the  radiation  loss  would  be  reduced  60%  to  75%, 
the  boiler  room  would  be  a  more  comfortable  place  to 
work  in,  and  the  saving  in  fuel  would,  in  most  cases, 
pay  for  the  brick  in  a  year  or  less. 


The  walls  and  steam  drums  of  these  four  1,050  h.p.  boilers 
are  insulated  with  45,000  Nonpareil   Brick.  Dominion 
Power  &  Transmission  Company,  Toronto,  Ontario. 

Nonpareil  Insulating  Brick  are  ten  times  better  non- 
conductors of  heat  than  ordinary  brick.  In  other 
words,  one  4J^-inch  course  of  Nonpareil  Brick  has 
the  same  insulating  value  as  45  inches  of  fire  brick  or 
red  brick.  In  addition,  they  are  light  in  weight,  (1.6 
pounds  each  for  the  9  x  4J4  x  2^-inch  size)  yet  have 
an  ultimate  crushing  strength  of  140  pounds  per  square 
inch. 


Ask  for  a  copy  of  the  illustrated  booklet,  "Saving  Fuel,  "  and  a  sample  brick.  Both  are  free, 

Armstrong  Cork  &  Insulation  Company,       505  McGill  Building,  Montreal,  Quebec,  Canada. 

Nonpareil  Insulating  Brick 

For   Boiler    Settings,    Furnaces,    Ovens,  Etc. 
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w.  c.  LEITCH 

Vice-Preiident 


JAMES  LAURIN,  C.E. 
President 


J.  EMILE  VANIER,  C.  E. 
Sec.-Treas. 


Montreal  Crushed  Stone  Company,  Limited 

Plant  at  St.  Vincent  de  Paul,  P.O.,  on  River  des  Prairies,  opposite  Montreal 

Largest  Plant  in  CANADA  and  the  most  up-to-date  in  the  World 

CAPACITY  4000  TONS  A  DAY 
All  Sizes  and  Grades  of  the  Best  Hard  Lime  Crushed  Stone  Produced 

MAIN  OFFICE:  367  Beaver  Hall  Square,  MONTREAL,  P.  Q. 


Are  Furnished  in  More 
Than  50  Standard  Styles 

There's  a  selection  of  pumps 
and  sizes  for  every  need. 

Every  AMERICAN  pump 
sold  is  backed  by  a  rigid  guar- 
antee. 

Half      a  hundred 
styles  of  centrifugals 
are     illustrated  and 
described  in   Catalog  149. 

For  Deep-Well  Plunger  Pumps,  request 
Catalog  130A. 

The  American  Well  Works 

Gen.  Offices  and  Works:  Aurora,  III. 
Chicago  Office:   First  Nat.    Bank  Bldg. 
Calgary,    Edmonton,    Montreal,  Chatham, 
Vancouver,  Winnipeg. 


DAKE  SWINGING 


ENGINES 


INSURE 

Speed  'Durability 
Economy 

Contractors  everywhere 
recognize  that  Dake  swing- 
ers save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 
TORONTO:   A.   R.  Williams  Machinery  Company,  Limited. 


The  Arctic  Water  Meter 


A  PRACTICAL 
FOR  ALL 


WATER  METER 
SEASONS 


The  top  casing  is  made  of  bronze  with  a  cast  iron, 
breakable  bottom  plate,  strong  enough  to  resist  any- 
unusual  pressure,  but  designed  to  break  when  ex- 
posed to  the  excessive  strain  imposed  by  freezing. 

When  the  water  freezes  the  added  pressure  of  the 
expanded  ice  breaks  the  lugs  from  the  bottom  of  the 
plate  allowing  the  disc  chamber  and  intermediate 
to  move  freely  with  the  expanding  ice,  the  chamber 
sections  separating  and  relieving  the  working  parts 
of  the  meter  from  any  damage. 

Made  in  Y&" ,  5/s"  x  3/4",        and  1"  sizes. 
Send  for  booklet  and  further  particulars. 
Canadian  Sales  Agents 

Booker  &  McKechnie 

285  Beaver  Hall  Hill,  Montreal 


Diamonds 

For  Sawing  Stone 

\  Quality//. 


FurniSS  Clarke  &  Co.    I       Sole  Canadian  Agents  for 
364   University   Street,  The  Joyce-Koebel  Co., Inc. 

MONTREAL,  CANADA.       |      Nev/-  York  London 
IMMEDIATE  DELIVERY  FROM  STOCK 
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'Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letter*  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  (or  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


It's  One  Thing 

to  set  a  high  standard  and  quite  another 
to  live  up  to  it.  Starting  at  the  bottom 
twenty-eight  years  ago  the  Trident  has 
progressed  until  it  is  the  standard. 


There  are  more  Trident  Meters 
in  use  than  any  other  make. 


Neptune  Meter  Co.,  Limited 

W.  H.  RANDALL  Managing-Director 

Factory  and  Head  Office: — 

1197  King  Street  West,  Toronto 

WINNIPEG: — Walsh  &  Charles,  406  Tribune  Building 
MARITIME  PROVINCES:— James  Robertson,  St.  John,  N.B. 


Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt    Deliveries.        Attractive  Prices 


Address  your  inquiries  to 

CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 
CHATHAM,  ONT.      275  Inshes  Ave. 

Made  in  Canada 


Electric  Cranes 


Electric  and  Hand 
Travelling  Cranes 

Electric  and  Air 

MADE  IN  CANADA  V  HolStS 

NORTHERN  CRANE  WORKS,  LTD. 

WALKER VILLE,  ONT 
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Buildings  of  Beauty  and  Permanence 


Built  of  Durable, 
Damp-Proof 
Concrete  Blocks 

Decidedly  economical 
yet  durable  and  artistic 
are  buildings  built  of 
these  blocks.  They  have 
met  with  the  approval 
of  engineers  and  archi- 
tects everywhere  be- 
cause they  are  made 
from  wet  mix  or  poured 
concrete  which  elimin- 
ates dampness  entirely. 

We  are  now  facing 
these  blocks  with  gran- 
ite which  gives  them  a 
beautiful  sparkling 
granite  finish. 

We  also  manufacture 
machinery  for  making 
these  Concrete  Blocks. 

We  own  the  Canadian 
patents  and  can  give  ex- 
clusive rights  for  any 
territory,  not  yet  sold. 


THE  PRODUCT 


Cast  Stone  Block  &  Machine  Co.,  Ltd. 


Write  us  today  for  a 
copy  of  our  catalogue 
and  further  information 
— you'll  find  it  interest- 
ing. 


302  HOWARD  AVENUE 
WINDSOR  ONTARIO 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME.  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $3.45  per  bbl.  J 
with  bags,  $4.25;  car  lots,  $2.60  on  the  track, 
with  pkgs.,  $3.40;  5c  per  bbl.  discount  20 

days. 

Lime — in  bulk — grey  76c.  At  the  warehouse, 
grey  69c.  Hydrated  lime,  $20.25  per  ton 
delivered ;  $19.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$30;  buff,  $30;  No.  2,  $28;  common  red 
stock  brick,  $23;  grey,  $23;  wire-cut  brick 
for  foundation  work,  $21.  Milton  Rug  brick, 
$32  to  $37;  Eatonia  brick,  $50;  sand  lime 
brick,  $17.25,  f.o.b.  car  at  King  Edward 
siding,  $16  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $56  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental,  $40,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $26  at  plant, 
$31  delivered  in  city. 

Fire  brick — delivered — Savage,  $80  per  M. ;  S. 
Crown,  $80;  W.  W.,  $65.  Fire  clay,  $16.50 
per  ton;  chimney  tops,  $8.00  each. 

Flue  lining — delivered — list  price — 8l/j  x  8*4  in., 
60c  per  ft.;  8*A  x  13  in.,  90c  per  ft.  Dis- 
counts 30  and  10  per  cent,  off  list. 


CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.05;  1  in.,  $2.25;  H  in., 
$2.25 ;  crusher  run,  $2.15 ;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton,  2  in.  screened, 
$1.80  per  ton ;  1  in.  screened,  $2.00  per  ton. 

LUMBER  (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $63;  10  and  16  ft.,  $65 ;  2  x  12  in.,  12 
and  14  ft.,  $64;  10  and  16  ft.,  $66;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $66.  No.  2,  $4  less 
than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $65; 
1x6  in.,  $67;  1  x  8  in.,  $70;  1  x  10  in.,  $75; 
1  x  12,  $80.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $78;  1  x  6  in.,  $82 ;  1  x  8,  $86;  1  x  10, 
$90;  1  x  12,  $103;  2x4,  10-16  ft.  long,  com- 
mon, rough,  $70;  2  x  6,  $72;  2  x  8,  $74;  2  x 
10,  $78;  2  x  12,  $82.  No.  1  flooring,  $80; 
No.  1  V  or  beaded  sheathing,  4  in.,  $82. 
Pine  trim,  4  in.,  casing,  $4  per  100  ft.  ;  5 
in.  ditto,  $5;  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $6.25. 

Spruce— 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $70;  1  x  6  and  2  x  6,  $72;  1  x  8 
and  2  x  8,  $74;  1  x  10  and  2  x  10,  $78;  1  x 
12  and  2  x  12,  $82. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $80;  12  x  18,  12  x  20,  14  x  18, 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$85.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $10.50;  XX  B.  C,  $8.00; 
N.  B.  extras,  $10.50;  N.  B.  clears,  $9.50; 
No.  1  W.  pine  lath,  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $5.50  base ;  twisted  and 
deformed,  $5.60;  3/16  in.  and  lighter  $6.00. 

Shapes — Angles,  35  lbs.  and  over,  per  yard,  $5.50 
per  100  lbs.  ;  under  35  lbs.  per  yard,  $5.70 
per  100  lbs.  ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $5.60;  under  35  lbs. 
per  yard,  $5.80. 

Plates — 6  ins.  to  60  ins.  wide,  $7.00;  over  60  ins., 
$7.50.  Tank  and  boiler  plates — ]A  and 
over  and  under  36  ins.,  $5.95.  Gauge  plates 
— no  quotations.  Black  American  Bessemer 
Plates — dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $5.00  per  100  lbs. 
Rivets — Button  and  cone  head — yi"  to  %"  diam., 
$6.50. 


EXTRAS   FOR   SHAPES   AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  -for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  l/10c 
per  lb.  for  Angles  under  5  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
$1.6'0. 

Note :  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized  iron — dealers  not  quoting  prices. 
Cast-iron  pipe — Standard     prices,     carload  lots, 
f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 


SEWER  PIPE 

Sewer  pipe — Toronto  prices,  with  discounts  as  be- 
low, f.o.b.  factory — i  in.,  30c  per  ft.;  6  in., 
45c;  8  in.,  70c;  9  in..  90c;  10  in.,  $1.05;  12 
in.,  $1.35;  15  in..  $1.80;  18  in.,  $2.50;  20  in., 
$3;  22  in.,  $4;  24  in.,  $4.50.  Discounts— 30 
and  10  per  cent,  off  list. 

Tile  wall  coping — delivered — 8  or  9  in.  wall,  50c 
per  ft.  ;  12  in.  or  13  in.  wall,  75c  per  ft. ; 
18  in.  wall,  $1.50  per  ft.  ;  carried  in  6,  12, 
18  and  24  in.  lengths.  Discount  30  and  10 
per  cent,  off  list. 

PAINTS  AND  OILS. 
Prices,  delivered. 
White  lead — ground  in  oil,    less  than  ton  lots, 
$20.75  per  100  lbs.;  ton  lots,  $20.50  per  100 
lbs. 

Boiled  Linseed  Oil — in  bbls.,  $2.90  per  gal.  of  9 
lbs. ;  red  lead,  dry,  $17  per  100  lbs. ;  Pure 
putty  in  bulk,  $9.15  per  100  lbs. ;  in  100  lb. 
drums,  $10.80;  in  25-lb.  tins,  $11.45  per  100 
lbs. ;  steel  sash  putty,  in  25-lb.  tins,  $11.95 
per  100  lbs. ;  turpentine,  in  bbls.,  $3.60  per 
Imp.  gal.,  based  on  southern  gauge.  Tur- 
pentine and  oil  in  less  than  barrel  lots,  15c 
extra  per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2%c  per  lb. ; 
black,  in  bbls.,  7c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
30c;  ultra  blue,  dry,  in  bulk,  25c;  green, 
French  permanent,  dry,  20c ;  ochre,  French, 
dry,  12c;  red  Venetian,  dry,  6c;  sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  12*Ac. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.55,  delivered  in 

5   barrel   lots,   $4.75;   at   warehouse,  $4.55; 

single  bbl.,  $5.55. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  42j4c.  Lath 
yarn,  40c  per  lb. ;  in  full  coils,  33c. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton ;  lump,  $15. 
Brick — No.    1   pressed,    $25.00;    No.   2  pressed, 

$20.00;  red  rustic,  $20.25;  vertical,  $21.50; 

plastic,  $16.00. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c;  10-in.  52c;  12-in.  60c;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone — 2  in.,  $1.75;  J4-in.  $2.00;  fg-in. 

$2.25  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.25  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  8  in.  and  up,  $4.75;  1  In. 

x  1  in.  x  Mi  25c  extra;   J$  in.  x  H  in. 

%  in.,  75  cents  extra.     Boiler  plates — %  in. 


thick  and  thicker,  $5.00.  Circular  plate* — 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  $6.16.  Beams 
and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $0  26,  f.o.b.  Mont 
treal,  net  cash.  Corrugated  iron — 28  gauge, 
$11.00;  28  gauge,  $10.20  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheet* 
—Keystone  black,  28  U.  S.  gauge,  $11.50  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $90  for  6  in.  and  larger, 
and  $93  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot)— 4  in.,  80c;  6  in.,  46c;  8 
in.,  70c;  9  in.,  85c;  10  In.,  $1.06:  12  In.,  $1.35; 
15  in.,  $1.80;  18  in.,  $2.60;  20  in.,  $3;  22  In., 
$4;  24  in.,  $4.60;  27  in.,  $6  60;  80  in.,  $7  20. 
Channel  pipe  (4  in.  to  80  in.)  24c,  86c,  66c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  $5.20,  $5.75.  One-eighth  bend*  (4  In. 
to  30  in  ),  $1.20,  $1.80,  $2.80  $3.60,  $4  20, 
$6.40,  $7.20,  $10,  $12,  $16,  $18,  $26.  $28; 
'A,  $1.20,  $1.80,  $3.15.  $4  06,  $476,  $610. 
$14.40,  $20,  $24,  $32,  $36.  $52,  $57.60.  Double 
collar.  90C.  $1  86.  $2  10.  $2  65,  $8  16.  $4  06, 
$5.40;  slant  1  foot  long  side  (4  in.  to  16 
in.),  00c,  $1.35,  $2.10,  $2.66,  $3.15,  $4  06, 
$5.40.  Single  branch  (6  In  to  9  in.),  3  ft., 
$2.25,  $3.60,  $4.25;  2  and  2'A  ft  (4  In.  to  30 
in  ),  $1.35,  $1.80,  $3  15,  $3.86,  $4.76,  $6.10. 
$8.10,  $11.25.  $13.60,  $18,  $20.25.  $32.60.  $S0 
Single  square*  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.),  $1.80,  $2.70,  $4.90.  $6.30.  $7.35,  $10.80, 
$14.40,  $20,  $24,  $32,  $36.  $45.50,  $50.40. 
Syphon,  cesspool,  and  buehan  trap  (4  In.  to 
15  in.),  $3,  $4,  $7.  $9,  $10.50,  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.),  $3,  $4,  $7,   $9,   $10.60,  $18\ 

These  prices  are  subject  to  a  discount  of  SO 
,per  cent,  for  less  than  car  load  lot*  delivered, 
and  a  discount  of  from  50-58  per  cent,  for 
car  load  lots  f  ob.  factory. 

SUNDRIES 

Hard  wall  plaster— $22.50  per  ton.  Plaster  of 
Paris  $4.30  ner  bbl.,  both  less  5%  for  cash. 
Rope — Best  Manilla,  35}4c  basis  per  pound  ; 
Beaver  Manilla,  28c  basis :  sisal  rope,  22VSc 
basis;  lath  yarn,  22*Ac.  Boiled  linseed  oil — 
in  barrels,  $2.82^2  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.80. 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick— prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50,000  or  over, 
$17.00;  carload  lots,  less  than  50,000,  $18.00; 
selected  builders  for  veneering  work,  carload 
lots,  $20.00;  "Citadel"  rustic  face  brick,  $26 
to  $30. 

Baker  oven  tile,  15"  x  8]A"  x  2'/2",  $25  per  100. 

"Citadel"  fireproofing  terra,  cotta — 12"  x  8"  x  2" 
splits,  7c  per  superf.  ft. ;  12  x  9  x  3,  solid, 
10c. ;  12  x  8  x  4.  11c. ;  12  x  8  x  6,  18c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel  in  carload  lots,  bags 
returnable  in  good  condition  at  15c. 

Hardwall  Plaster— $2.45  per  bbl.  in  carload  lots. 
$2.85  per  bbl.  in  less  than  car  lots. 

Calcine  Plaster — $3.00  per  bbl.  in  carload  lot*. 
$3.50  per  bbl.  less  than  car  lots. 

Sand — $1.75  per  ton  f.o.b.  cars. 

Gravel — $1.75  per  ton  f.o.b.  cars. 

Stock  Brick— $19.50  per  thousand  delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  *q. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet;  triple  ply,  $10.60  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 1454c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels— $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lota. 
In  casks— $3.90  per  cask  in  carload  lot*. 
$4.00  per  caek  in  less  than  carload  lot*. 
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Results  Count 


Holman 


Rock 
Drills 

Will  drill  a  greater 
footage  at  a  lower 
cost  for  air  and  re- 
pairs than  any  other 
make. 

The  Holman  is  the 
All  Steel  Economy 
Drill. 

Catalogue  on  Request 


MUSSENS  LIMITED 

MONTREAL  WINNIPEG 
TORONTO  VANCOUVER 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS — continued 


WINNIPEG  PRICES 

CEMENT.   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.    (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel ; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — 1^-in.  to  2-in.,  $3.65  per  yard; 
J4-to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble  stone,   $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $115; 
4  in.  No.  1  and  2  E.G.  Fir,  $115;  4  in.  No. 
3  E.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common  Pine,  $75;  4  in.  No.  3  Pine  or 
Spruce,  $61;  6  in.  No.  1  and  2  E.G.  Fir, 
$110;  6  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $75;  6  in.  No.  2  Com- 
mon Pine,  $80;  6  in.  No.  3  Pine  or  Spruce, 
$70;  2  x  6  No.  1  Common,  $70. 

For  selected  lengths,  add.  Pine,  $5.00;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $5;  for  l'A,  l'A  or  2  inch,  add 
0. 

Birch  and  Maple   Flooring — Clear   (First  Grade) 

—13/16  x  l'A  in.  to  2$4  in.  face,  $190;  H 

x  l'A  in.  and  l$i  in-  face,  $147. 
No.  1   (Second  Grade)— 13/16  x  l'A  in.  to  2-;4 

in.  face,  $184;        x  l'A  in.  and  1J4  in  face, 

$139. 

No.  2  Factory— 13/16  x  l'A  in.  to  l'A  in.  face, 
$153.00 

Selected  White— 13/16  x  l'A  in.  to  2'A  in.  face, 
$210.00 

DIMENSION  TIMBERS,  No.  1 
6  x  10  to  12  x  12,  up  to  32  ft.  long,  $76;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $77;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $78 ;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— ,13/16  x  l'A  in.  to  2'A  in.  face,  $400;  H 

x  l'A  in.  and  1%  in.  face,  $350. 
No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 

$350;  H  x  l'A  in.  and  l)i  in.  face,  $250. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $300;  H 
x  l/2  in.  and  2  in.  face,  $220. 


No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face. 
$160;  M  x  l'A  in.  and  1)4  in.  face,  $115. 

STEEL  AND  IRON 

6teel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs. ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  6  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  62c;  12  in. ,72c;  15  in., 
$1.20;  18  in.,  $1.70;  20  in.,  $2.10;  24  in.. 
$2.75. 

Plaster  of  Paris,  $1  in  paper  bags;  $1.45  in 
jute  bags. 

Plasterers'  Hair — 90c  per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $3.13  per  gal. 

Mixed  Paint— Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal.  ;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 
$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than   ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  tine  white,  $9.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common'  red  brick,  $18.00  f.o.b.  ware- 
house ;  $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver;  pressed  red  brick,  f.  o.  b.  wharf 
Vancouver;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings ;  fire  brick,  $50  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan- 
tities. 


LUMBER    (Building  Material) 

Vancouver  price*,  f.o.b.  mills: 
I'rices  subject  to  frequent  change.     Mills  operat- 
ing on  an  open  maiket. 

Dimension  timber- -Douglas  fir — 8  x  8,  $40;  10  x 
10,  $40;  10  x  12,  $40;  10  x  14,  $40.50;.  12  x 
12,  $40;  14  x  14,  $40.50;  14  x  16,  $41.50;  6 
x  10.  $40  50;  0  x  12,  $41  ;  8  x  10,  $41 ;  8  x 
12,  $40.50;  10  x  16,  $42;  12  x  10,  $42;  16  x 
16,  $41.50;  6  x  14,  $42 ;  8  x  14,  $42;  12  x 
18,  $43;  18  x  20,  $44;  14  x  20,  $43.50;  16  x 
18,  $43.50;  16  x  20,  $44.50;  18  x  18,  $43.50; 
20  x  20,  $43.50;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50;  1x4, 
$99.50;  1  x  4  flat  grain,  $S9.50 ;  No.  1  and  2, 
1-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  l'A  and  l'A  inch  fir  double  dressed 
$76;  2-inch  fir  double  dressed  $77;  fir  lath, 
$15;  B.  C.  cedar  shingles,  XX,  $5.25;  XXX, 
$7.50;  XXXXX,  $9.25. 

STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  base;  twist- 
ed and  deformed,  $7.50  base;  structural  sec 

tions,  $7.00. 

Galvanized  iron— 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets. 

$11.75;  9  and  10  ft.  sheets,  $11.90  per  square. 
Hlack  steel  sheets,  24  gauge,  $10.35  per  100 

lbs. 

Steel  angles— $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams— $9.00  per  100  lbs.,  de 
pending  on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  10.00. 

SEWER  PIPE. 

Sewer  pipe — Vancouver  prices  f.o.b.   warehouse ; 

4-in.,  17c  per  ft.;  6-in.,  25c  per  ft.;  8-in..  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15-in., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20  in.,  $1.55  ft.; 

24-ir...  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van 

couver,  bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate— $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— H  in.,  39c  base;   'A  in.,  39^c; 

ii  in.,  40c;   'A   in.,  40c;  second  grade,  33c 

base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil— In  bbls.,  $2.13  per  gal.  of  t 

lbs. 

Mixed  Paint — Per  gal.,  $4.05  to  $4.5. 

Raw  linseed   oil — In  bbls.,  $2.10  per   gal.;  red 

lead,  dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk.  Standard,  $8.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 

Head  Office 

Mark  Fisher  Building 
MONTREAL 


CAST  IRON  PIPE 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring?  Bollards  for  both  Concrete  and  Wooden  Docks 
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If  you  have  any 

Excavating,  Grading  or  Steam 
Shovel  Work  That  You  Want 
Done  Quickly  and  Efficiently 

COMMUNICATE  WITH  US 

WE  KNOW  THE  BUSINESS 
AND  HAVE  THE  EQUIPMENT 

Angstrom  &  Verochio,  Limited 


Main  4570 


401  Lumsden  Bldg.,  Toronto 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


For  Sale 

INDUSTRIAL  AND  CONTRACTORS' 
EQUIPMENT 

2 — Marion  Steam  Shovels,  Model  61,  Shop  No.  2822  and 
No.  2823,  2y2  yard  dippers,  first  class  condition. 
ALSO  A 

4-wheel,  15-ton  Brown  Hoist,  Shop  No.  4156.  Built 
1913.  40-foot  steel  lattice  boom.  Complete  with 
1%  yard  clam  shell  bucket. 

T.  J.  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  6185.    Nights,  Park.  6906. 


Standard  Underground 
Gable  Go.  of  Canada,  Limited 

General  Offices  and  Works  : 
Hamilton,  Ont. 
Manufacturers  of 
Copper,  Brass,  Bronze  Wire, 
Colonial  Copper  Clad  Steel  Wire 
Insulated  Wire  of  all  kinds 
Lead  Covered  and  Armored  Cables 

Write  our  nearest  office  for  prices. 
Montreal.    Hamilton,    Toronto,  Seattle 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  .  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


CRANE  MALLEABLE  FITTINGS 

CRANE 

LIMITED 

HEAD  OFFICE  S  WORKS 
I2SO  ST  PATRICK  ST 

MONTREAL 

BRANCHES:  Toronto,    Winnipeg,  Vancouver. 

SALES  OFFICES :  Halifax,    Quebec,     Ottawa,  Calgary. 


i 
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Elevated  Steel  Tanks —Structural  Steel 


Canadian  Des  Moines  Steel  Company,  Ltd. 

Sales  Offices  and  Plant :  CHATHAM,  ONTARIO,  275  Inshes  Avenue 


British  Columbia 

Forest  Products 

We  shall  be  pleased  to  furnish  information  regarding  British 
Columbia  Woods  to  Contractors  or  others  interested  therein. 


Note  —  We  do  not  quote  prices 


Address  inquiries  to 

B.  C.  LUMBER  COMMISSIONER 

No  1  Adelaide  St.  East  (Ground  Floor) 

MAIN  6872 

TORONTO,  ONTARIO 


April  28.  1920 


THE  CONTRACT  RECORD 


85 


Last-  Jor'E\>erRoo£* 


MADE  IN  CANADA 


For  Particulars 

Write  to 

The 

ASBESTOS 
MANUFACTURING 
COMPANY,  Limited 


718  Drummond  Bldg. 

MONTREAL 


7,000  GALVANIZED 

MAN -HOLE  STEPS 


PRICES 

Less  than  1,000,  50  cents. 
Over  1,000,  Special  Price 


1 '  etui 


'  "  M1 


1  in.  x  ;i  in.  Galv.  Steel.   12i  in.  long,  6|  in.  wide. 


WIRE  YOUR  ORDER  to  ensure  getting  what  you  require 
GET  IN  ON  THIS  GOOD  BUY 


SLATER  &  BARNARD  LTD.  Hamilton,  Ont. 
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Algoma 

Structural  Steel — Merchant  Bars 


Blooms,  Billets  and  Slabs 


Concrete  Reinforcing  Bars 


Shafting — Pulleys  —  Hangers 


Iron,  Brass  and  Bronze  Castings 


VALVE-  HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


STEEL  RAILS— OP"*  Hearth  Quality 
All  Sections— 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 

Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 

Basic        Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 
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Save  Coal  and  Power 

Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 

BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


CHAIN 

Crane,  Dredge,  Conveyor, 
"Hercules"  Steam  Shovel, 
Anchor,  Sling  Chains, 
Common  Coil  Chain. 

Write  for  our  Catalogue 

McKinnon  Columbus  Chain 

LIMITED 

ST.  CATHARINES        -  ONTARIO 


CANADIAN  CHICAGO  BRIDGE 
and  IRON  COMPANY 

Limited 

ELEVATED  STEEL  TANKS 
and  STANDPIPES 

For  Municipal.  Railroad  and  Factory  Service. 
We  also  construct  storage  tanks  for  Oil, 
Molasses,  Pulp,  Acids  and  other  liquids. 

Our  Product  is  Made  in  Canada 

Catalogue  No.  16  gladly  mailed  on  request. 
Our  Engineering  Experience  is  at  your 
Disposal. 

Sales  Office:  Montreal,  Que. 

260  St.  James  Street. 
Works :  Bridgeburg,  Ontario. 


So  Easy  To  Keep  Clean 
And  Free  From  "Markings" 

Nowadays,  when  competent  help  is  hard  to  get  and 
harder  to  keep,  the  trend  is  towards  labor  saving- 
fittings  and  appliances. 

"DENNISTEEL" 
LAVATORY 
PARTITIONS 

MAKE  IDEAL 
FITTINGS. 

because  they  are 
so  easy  to  clean 
and  are  indes- 
tructible 

Send  for  Catalog. 

HENNISTEEI 

mm    Made  in  Canada  hn 

Steel  Lockers,  Steel  Cabinets,  Steel  Bins,  Steel  Shelving 
(standardized),  Steel  Tote  Boxes,  Steel  Partitions,  Steel 
Racks,  Steel  Tool  Stands. 

We  also  manufacture  Ornamental  Bronze,  Iron  and  Wire 
work,  General  Builders'  Ironwork  of  all  kinds  and  Iron 
Fence  in  many  designs. 

The  Dennis  Wire  and  Iron 
Works  Co.  Limited 
London 

CANAOA 


Halifax 
Montreal 
Ottawa 
Toronto 


Hamilton 
Winnipeg 
Calgary 
Vancouver 


Wire  Rope  and  Fittings 


FOR  ALL  PURPOSES 

Have  you  a  copy  of  our  catalogue  ? 

We  fabricate  Iron  Work  for  builder*.    Send  u*  your 
specifications. 

Canada  Wire  &  Iron  Goods  Co.  HAMILTON 
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Water  Supply 
from 
Deep  Wells 

is  obtained  at  a  min- 
imum cost  by  use  of 
our  dee])  well  pumps. 


Write  for  Bulletin  26 
explaining  tlie  use  of 
Cook's  Patent  Brass 
Tube  Well  Strainer 


A.  D.  COOK 

Lawrenceburg,  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES,  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


It 


THE  ENGINE/REFINEMENJ 

/7,r  /fit 

finest  bodts  tfiatffoat 


EMERGENCY  POWER 

at  any  speed  up  to  1500  R.P.M.  for  Centrifugal 
Pumps  and  Electric  Generators. 

12  to  600  H.P.  Catalogue  on  Request. 


Sterling  Model  F,  4-cylinder,  75  B.H.P.  Engine,  direct  connected  to 
Worthington  3-stage  fire  pump  at  Berthierville,   Quebec,  suction  6", 
discharge  6",  capacity  900  gal.  per  rain.,  speed  900  R.P.M. 

STERLING  ENGINE  CO.,  Dept.  C-9,  Buffalo,  N.Y.,  U.S.A. 

12  to  300  H  P.,  Speeds  of  400  to  1400  R.P.M. 


BUFFALO 
CLASS  US" 

DOUBLE  SUCTION 
DIVIDED  CASING 

CENTRIFUGAL 
PUMPS 

The  ideal  unit  for  Condenser 
i  Service — both  for  handling  circu- 
lating water  and  condensate.  Al- 
so especially  adopted  for  General 
Water  Supply,  Booster  Service, 
and  Spray  Systems. 

They  maintain  high  efficiency  over  a  wide  range  of  capacities  and  will  not  overload 
your  driving  unit.    Built  in  sizes  from  1"  to  48". 

Write  for  Bulletin  270-12 

Canadian  Blower  and  Forge  Company  Ltd.,  Kitchener,  Ont. 

Manufacturers  of  Steam,  Power  and  Centrifugal  Pumps  and  Condensers 


Class  "S" — Pulley  Driven 
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ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures, 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office— 
95  King  Street  East 
TORONTO 


VVorks- 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 


WE  NEED  THE  SPACE 
OCCUPIED  BY 

One  Model  30  Marion  Shovel, 
Revolving,  Long  Boom  and 
Dipper  Stick.    7-8  yd.  Dipper. 

15  Ton  Waterous  Road  Roller. 
20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 
25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 
50  Assorted  Two-Wheel  Dirt  Scrapers. 
\y2  yd.  and  2  yd.  Clam  Shell  Buckets. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

43/4  x  6  Single  Drum  Builder's  Hoist. 
No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

1  yd.,  Vz  yd.  and  1/3  yd.  Concrete  Mixers. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 
The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Bare  &  Insula- 
ted Electrical 
Wire  &  Cable 
Always  in 
Stock 


Head  Office 


&  Works 

Toronto 

Ont. 

Phone  Belmont  2300 


Steel  Wire  Rope 
for  Hoisting 
Haulage  and 
Transmission 
Purposes 


District  Offices  and 
Warehouses : 

674   Barrington  St. 
HALIFAX,  N.S. 

592  Notre  Dame  Ave. 

W.,  WINNIPEG 
143   Beaver   Hall  Hill 
MONTREAL 
738-llth  Ave.  West 
CALGARY,  ALTA. 
358  Water  St. 
VANCOUVER 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


-Including- 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 

GALT         -  ONTARIO 


Electric  Derricks 

up  to  6  ton  capacity  and  70  ft. 
booms.  For  Stone  Yards, 
Quarries,    Stock  Yards,  etc. 


Mould  Sander  for 
Soft  Mud  Brick 

Strongly  made  of  the  best  material. 
Repairs  a  Specialty 

Also  Pumps,  Contractors*  Machinery,  Brick  Machinery,  Grey  Iron 
Castings  and  Gear  Cutting.  Write  for  particulars  and  prices 

JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS 

NIAGARA  FALLS 


ONT. 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery ,  Mgr. 


Tenders 


A  few  dollars  spent  in  advertising 
your  proposals  in 

The  Contract  Record 

would  result  in  additional  competition 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
Se«  our  new  patented  Wood  Pipe  Coupling— Pcxltlvely  LEAK  PROOF. 
Wa  »r«  th«  originator!  of  the  BORED  OUT  Wood  Slt«r«  Coupling. 
Write  for  Illustrated  Catalogue. 

850  Hastings  St.  W.      VANCOUVER,  B.C. 


GRAVEL 

Either  Screened  or  Unscreened 
in  Car  Loads  on  any  C.P.R.  or 
G.T.R.  Siding.  Also  Screened 
Sand  for  all  purposes. 

SAND  &  SUPPLIES,  LTD. 


19  MEL1NDA  STREET, 


TORONTO 


DOORS  AND 
SASH 

Why  should  ( get  my  doors  and  sash 
from  the  Pannill  Door  Company  ? 

BECAUSE:— 

Their  stock  is  high-grade  in  every 
respect. 

Their  service  is  good — I  will  get  deliv- 
ery when  I  want  it,  and  as  I  want  it. 

I  can  depend  on  their  statements  and 
promises  and  anything  which  is  not 
right  will  be  rectified. 

Their  prices  are  right. 

Klimax  Doors  with  Birch  Panels  will  in- 
crease the  value  of  your  house. 


THE 


PANNILL 


DOOR 
COMPANY 


131  Front  Street  East,  TORONTO,  ONT. 


Phone  Main  659 


National  Iron  Corporation 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  ■  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Willis  Chipman,  M.   Eng.   Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
5eo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 
Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals  of   Works   and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
It  Toronto  Street  -  TORONTO.  CAN. 
Water  Supply  and  Purification;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
tSiiposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.,  LTD. 

"Faraday  Works" 

LEICESTER   —  ENGLAND 

Manufacturing 
Electrical  Engineers 

CABLES:  "LODESTONE,  LEICESTER. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.     -  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists, 
[nspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point   of   manufacture,  and   Testing  in 
our  own  Laboratories. 
The   most   up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply;  Sewerage  mnd  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refute  ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birkt  Bldg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridget  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE 


WILLIAM  STORRIE 


M  E. I.C,  M.INST.  C.E..  M.E.I.C..  A.M.INST.  C.E. 

M  AMER   W    W.ASSOC.  M    AMER.  W.  W.  ASSOC. 

GEORGE  G.  NASMITH,  C.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


McAllister  &taylor 

ENGINEERS  ft  CONTRACTORS 
J.  W.  McAllister  Joha  Tavlor, 

M.  Am.  Soc.  C.  E. 
87  Sun  Life  Bldg.,   HAMILTON,  ONT. 
Harbor    Improvements   and  Dredging 
Dams,  Piledrlving,  Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


Concrete  Pipe  &  Products 
Company,  Limited 
HAMILTON 

Pipe,  Tile,  Building  Blocks  and  Trim 


Pass  it  along: 

When  you  have  finished 
reading  this  paper  pass 
it  along  to  your  clerks. 
Encourage  them  to  read 
it  regularly--it  will  help 
them  and  that  means  it 
will  help  you. 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  ft  Inspectors 

PAVING 
Designed,  Superintended,  Inspected. 
Chas.  A.  Mullen,  Director. 

CEMENT  ft  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination 


Power 


V.  K.  Stalford,  a.i.e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


The  Toronto  Testing  Laboratory 

Limited 
160  Bay  Street,  Toronto 


FRED  HOLMES'  SONS 

LIMITED 
GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E,  TORONTO 
Phones— Main  904  and  905 


Crushed 

Stone 
Steel  and 
Wood 
Water  Pipa 


T.  A.  Morrison  &  Co.,  ^treal3' 


Established  1884. 


Main  2453. 


Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  'Phones— Park    588.    Park  3302. 
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Robert  W.  Hunt 
President 


Charles  Warnock 
Vice  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches;        Toronto        Vancouver        London,  England 


E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Construction 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont. ; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.       PHILLIPS  SQUARE 

MONTREAL 


J.  P.  Anglin,  B.Sc.        H.  J.  Gross         C.  D.  Harrington,  B.Sc. 
President         Vice  Pres.  &  Treas.  Vice  Pres.  &  Manager 

ANGLIN-NORCROSS 

LIMITED 

CONTRACTING  ENGINEERS  &  BUILDERS 


Halifax  Shipyards,  Halifax 
Crane  Company,  Montreal  » 
Ames-Holden-McCready,  Ltd.,  Montreal 
Children's  Memorial  Hospital,  Montreal 
Steel  Company  of  Canada,  Montreal 
Canadian  Cottons  Limited,  Cornwall 
Canadian  Cottons  Limited,  Milltown,  N.B.- 
Canada Amusement  Company,  Montreal 
Merchants  Bank,  Toronto 
Belding  Paul  Corticelli  Co.,  St.  Johns,  Que- 
Belding  Paul  Corticelli  Co.,  Montreal 


MONTREAL 


TORONTO 


-Office  &  Power  House 
-Large  Industrial  Bldg 
-Factory 
-Hospital 

-Nut  and  Bolt  Works 
-Weave  Shed 
-Weave  Shed 
-Loft  Building 
-Bank  Building 
-Factories 
-Factory 

HALIFAX 


"  Absolutely 
Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 


SARNIA  BRIDGE  CO.,  LIMITED 

Structural  Steel    Boiler  Tubes    Charcoal  Iron 
Alloy  Steel  Road  Drags 

Warehouse   Stock   of    All  Kinds   for   Quick  Shipment 


TORONTO  OFFICE: 
HEAD  OFFICE  : 


103  Pacific  Building. 
SARNIA,  CANADA. 


Phone  Main  3444 
Phone  289 
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MALLEABLE 

IRON 

CASTINGS 

of  the  Highest 
Quality 


3&  PRATT  £SS  LETCHWORTH 
COMPANY.  LIMITED 

Transportation  Building,  Montreal 


Are  You  Interested 

in  the  Export  Trade 

to  Belgium  and  France? 

The  Canadian  Producers  and  Exporters'  Directory 

OFFERS  THE  BEST  MEANS  OF 

INTRODUCING 
Canadian  Manufacturers  to  Belgian  and  French  Buyers 

Full  information  concerning  Export  Trade  to  the  above 
Countries  upon  application  to 


J.  G.  Van  Wtberghe 


MANAGER 


20  St.  James  Street 
MONTREAL 


Published  by  the  LEADER  PUBLISHING  COMPANY  of  Montreal,  Limited 


April  28,  1920 
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No  More  Leaky  Roofs 

Keep  your  Roofs  watertight 
for  ten  years.    One  coat  of 

STORMTIGHT 


saves  the  cost  of  tearing  up 
old  worn  material  —  saves 
the  cost  of  a  new  roof. 

Permanent  Protection 
No  Repairs  No  Repainting 


Write  for  Literature 

MANUFACTURED  BY 

L.  Sonneborn  Sons  Inc.  m&$~  New  York 

DISTRIBUTED  BY 

N.  J.  Dinnen  &  Co.,  Ltd.,  Winnipeg,  Man.  Chapman  &  Flinn,  Ltd.,  Amherst,  N.S. 

John  B.  Keeble  &  Co.,  Toronto,  Ont.(  and  Lon-  E.  F.  Stevens,  Halifax,  N.S. 

don,  Ont.  Sumner  Company,  Moncton,  N.B. 

The  Western  Supply  &  Equipment  Co.,  Calgary,  Shaw  &  Mason,  Ltd.,  Sydney,  N.S. 

Edmonton,  Lethbridge,  Alta.  Spencer  Bros.  &  Turner,  Ltd.,  Truro,  N.S. 


THE  CONTRACT  RECORD 


April  28.  19:20 


USE 

"DOMINION" 

Wire  Rope 

for 

Ships'  Rigging 
Towing  Lines 
Cargo  Falls 
Hawsers,  etc. 

The  Dominion  Wire  Rope  Company,  Limited 

HEAD  OFFICE:  MONTREAL  BRANCHES:  TORONTO  and  WINNIPEG 

It  Will  Pay  You 
To  Get  Our  Prices 
Before  Buying  Elsewhere 

Contractors' 

and  Marine  Supplies 

Winches, 

Rigging  Screws, 

Windlasses 

MARINE  LAMPS 


Shipmate"  Ranges 
Air  Ports 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 

Telephone  Main  3420 


Vol.34  Toronto,  May  5,  1920  No.  18 


GLASS  BENDERS 

TO  THE  TRADE 


THE  TORONTO  PLATE  GLASS 
IMPORTING  COMPANY  uM1TED 

GLASS  IMPORTERS 'AND  MANUFACTURERS 

91-113  DON  ROADWAY,  TORONTO 
*  :  t..™,— ,i  ■„,..-—  M 
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Wire  Wound  Wood  Pipe  and  C.  I.  Specials 

Our  Pipe  and  Tanks  are  manufactured  from  the  best  grade  of 
B.  G.  Douglas  Fir  in  the  finest  factory  in  Canada.  Complete 

installations  our  Specialty. 

Write  for  Illustrated  Catalogue  Let  us  Solve  your  Problems 

Canadian  Pipe  Company,  Ltd. 

550  Pacific  St.,  VANCOUVER,  B.  C. 

I   
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Good  Work  Well  Done 


A well-built  and  efficient  drainage  and  sani- 
tary system  is  an  indispensable  asset  to 
every  community.  It  is  an  important  fac- 
tor in  the  health  and  prosperity  of  those  whom 
it  serves. 

The  illustration  is  of  a  part  of  the  sanitary  sys- 
tem recently  installed  at  the  Westminster  Mili- 
tary Hospital  near  London,  Ont.  The  choice  of 
Vitrified  Clay  Pipe  is  as  significant  in  this  as  in 
thousands  of  other  cases.  None  but  the  best 
could  be  tolerated,  only  the  best  was  used. 

For  drains,  culverts  and  storm  sewers,  Vitrified 
Clay  Pipe  leads  all  other  types  because  it  is 


St.  Johns,  P.Q. 


water-proof,  leak-proof,  and  has  a  glazed  interior 
that  carries  the  water  away  quickly  without 
clogging. 

For  sanitary  sewers,  Vitrified  Clay  Pipe  is  the 
only  choice.  Inferior  pipe  soon  succumbs  to  the 
disintegrating  action  of  acids,  alkalies,  water  and 
electrolysis,  and  has  to  be  replaced.  Vitrified 
Clay  Pipe  resists  the  vicious  attacks  of  all  these 
destructive  elements..  It  endures  practically 
for  ever. 

Besides  these  intrinsic  qualities,  Vitrified  Clay 
Pipe  is  moderate  in  first  cost,  simple  and  cheap 
to  construct  and  requires  no  maintenance.  It  is 
the  most  economical,  efficient,  service-giving  pipe 
for  all  drainage  and  sanitary  purposes. 

For  full  information  including  quotations 
write  to 

Vitrified  Clay  Pipe  Publicity  Bureau, 
8  Colborne  Street,   Toronto,  Ontario. 


New  Glasgow,  N.S. 


Vitrified  Clay  Pipe  in  all  of  the  standard 
sizes,  4"  to  30",  always  on  hand  for  im- 
mediate shipment.  Orders  will  be  filled 
from  a  convenient  shipping  point,  thus  pre- 
venting delay  and  insuring  lowest  freight 
charges.  Prompt  attention  given  to  re- 
quests for  special  shapes.  Segment  blocks 
for  larger  sewers,  and  other  Vitrified  Clay 
Pipe  products  can  also  be  promply  sup- 
plied. 
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This  Machine 

will  solve  the  present 
brick  shortage  problem 

THE  present  shortage  of  clay  bricks,  together  with 
their  almost  prohibitive  cost  has  led  many  contrac- 
tors to  use  cement  blocks.  This,  they  have  been  do- 
ing to  great  advantage  with  the  aid  of  the  machine  here 
shown.  A  machine  which  we  guarantee  and  which  has 
many  distinct  and  exclusive  features. 

It  makes  any  style  or  shape  of  block  within  the  size  capa- 
city of  the  machine,  on  the  same  adjustable  mould  and  the 
one  width  of  pallet.  This  feature  alone  means  the  saving 
of  much  outlay  as  all  your  work  can  be  done  with  this  one 
model.   May  we  send  you  further  particulars? 


ill 


The  London  Concrete  Cart  is  one  that  every  con- 
tractor can  use  to  good  advantage.  It  is  strongly 
made  throughout  and  will  give  absolute  service  and 
satisfaction. 

Absolutely  guaranteed  to  be  the  equal  of  any  import- 
ed cart  on  which  heavy  duty  has  to  be  paid. 


Simple 

Efficient 

Economical 


Catalogue  on  Request 


Complete  Catalogues 
for  anp  of  these  lines 
will  be  mailed  upon 
request. 


The  London  Concrete 
Machinery  Co.,  Limited 

LONDON  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery 


May  3,  1920 
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ENDURING  STRENGTH 


THESE  EDGES 


are  composed  of  in- 
destructible strands 
interwoven  with  the 
solid  body  of  the 
belt. 


Manufactured  by 

Lewis  &  Tylor 

Limited 

In  Great  Britain 


The  Belt  for 
maximum  power 
all  the  time 

By  reason  of  its  perfect  construction  its  great  tensile 
strength  and  the  fact  that  it  is  practically  stretchless 
"GRIPOLY"  is  the  ideal  belting  for  all  transmission 
purposes.  "GRIPOLY"  is  impervious  to  the  effects 
of  water,  temperature,  acid,  steam,  oil  or  grease. 
"GRIPOLY"  never  slips.  By  its  unfailing  service, 
day  in  and  day  out,  and  the  saving  it  effects  in  effici- 
ent power  transmission,  "GRIPOLY"  proves  itself 
the  cheapest  belt  for  maximum  power  all  the  time. 

Let  us  tell  you 
more  about  it 

"CAM-FISH"  CO.,  LTD. 

Importers  and  Distributors  of  Engineering  Supplies 

55  BAY  ST.      TORONTO,  CAN. 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors  ,  „  , 
Can.  Ingersoil-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Air  Washing  Plants 

Spray   Engineering  Co. 

Aluminium  .  . 

Spielman  Agencies  Regd. 

Air  Hoists  r 
Canadian  Ingersol  Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Welding  Works 

Canada  Wire  &  Iron  Goods  Co. 

McGregor  &  Mclntyre 
Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp  tg  Co. 
Ash  Conveyors 

Booker  &  McKechnie 
Ash  Hoists 

Canadian  Link-Belt  Co. 

Asphalt  ,  . 

Asphalt  Association 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Beam  Spans 

Hamilton  Bridge  Works  Co. 

McKinnon  Steel  Company 

Sarnia  Bridge  Company 
Belting   (Transmission,  Elevator, 
Conveyor,  Rubber) 

Cam-Fish  Company  _ 

Dunlop  Tire  &  Rubber  Goods  Co. 

Goodyear  Tire  &  Rubber  Goods 

i,  Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  F.  H. 
Blocks  (Wire  and  Manilla  Rope) 

Hopkins  &  Company,  F.  H. 
Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Boilers 

Canadian  Mead-Morrison  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Inglis  Company,  John 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 
Boxes— Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Brass  Goods 

Duniop  Tire  &  Rubber  Goods  Co. 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Standard  Steel  Construction  Co. 
Toronto  Steel  Construction  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Sarnia  Bridge  Company 

Buckets 

Canadian  Link-Belt  Co. 
Canadian    Mead-Morrison  Co. 
Hopkins  &  Co.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 

Morris  Crane  &  Hoist  Co.,  Her- 
bert. 


Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 
Buckets — Steel 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

McKinnon  Steel  Company 

Marsh  Engineering  Works,  Ltd. 
Building  Materials 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Vitrified  Clay  Products 
Cable 

Dominion  Wire  Rope  Co.,  Ltd. 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cars— Steel  Body 

Marsh  Engineering  Works,  Ltd. 

Mackinnon  Steel  Co. 

Williams  Machinery  Co.,  A.  R. 
Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 

Casements 
Canadian  Metal  Window  Co.,  Ltd. 
Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company 
Canada  Cement  Company 

Cement  Hardener 

Beveridge  Paper  Co. 

Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 
Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian   Ingersoll-Rand  Co. 

Dayton  Dowd  Company 

National  Equipment  Company 
Chains 

Canadian  Link-Belt  Co. 

McKinnon  Columbus  Chain  Co. 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Booker  &  McKechnie 

Vitrified  Clay  Products 

Coal  Handling  Apparatus 

Canadian    Mead-Morrison  Co. 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co 
Concrete  Culvert  Pipe 

Concrete  Pipe  &  Products  Co. 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

Hopkins  &  Co.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 

Concrete  Sewer  Pipe 

Dominion  Concrete  Company 
Vitrified  Clay  Pipe  Co. 


Conduits  ,  . 

Conduits    Company,  Limited 
National    Conduit  Company 
Vitrified  Clay  Products 
Contractors 

Anglin-Norcross  Limited 
Archibald  &  Holmes 
Canadian  Engineering  &  Con- 
tracting Co. 
Cape  &  Company,  E.  G.  M. 
Gore,  Nasmith  &  Storrie 
Holmes  &  Co.,  Fred 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Miller  &  Son.  Roger 
Thomson  Bros. 
Wells  &  Gray 
Contractors'  Plant  &  Supplies 
Ball  Engine  Company 
Canadian   Mead-Morrison  Co. 
Boving  Hydraulic  &  Engineering 

Company 
Brown    Hoisting    &  Machinery 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Link  Belt  Co. 
Dake  Engineering  Works,  Ltd. 
Gartshore,  John  J. 
Hamilton  Bridge  Works  Co. 
Hepburn  Ltd.,  John  T. 
Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
S'essenwein  Bros. 
Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 
Conveying  Appliances 

Brown  Hoisting  Machinery  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Cranes,  Travelling  and  Locomotive 
Brown  Hoisting  Machinery  Co. 
Canadian  Link-Belt  Co. 
Canadian  Mead-Morrison  Co. 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Morris  Crane  &  Hoist  Co.,  Her- 
bert. 

Northern    Crane  Works 
Creosote  Oils 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada  Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Company,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Beveridge  Paper  Co. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Doors 

Pannill  Door  Company 
Derricks  and  Derrick  Fittings 

Canadian  Mead-Morrison  Co. 

Hepburn  Ltd.,  John  T. 

Hopkins  &  Company,  F.  H. 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Diamonds 

Joyce-Koebel  Company 
Diamond  Saw  Teeth 

Joyce-Koebel  Company 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 


Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 

Drill  Steel  Sharpener* 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 
Gartshore,  John  J. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 

Dump  Wagons 

Scagrave,  Lougheed  Co. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 
Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario   Wind   Engine   &  Pump 

Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 

Electrical  Supplies 

Canadian  General  Electric  Co. 

Elevator  Doors 

Ormsby  Company,  A.  B. 
Elevators 

Canadian  Link-Belt  Co. 

Northern  Crane  Works 

Turnbull  Elevator  Company 
Enameled  Brick 

American  Enameled   Brick  & 
Tile  Company 
Engines 

Canadian   Allis-Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co. 

Hopkins  &  Company,  F.  H. 

Inglis  Company,  John 

Robb  Engineering  Works 

Waterous  Engine  Works  Co. 
Engines — Swinging 

Canadian  Mead-Morrison  Co. 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthington,  W.  R. 
Excavators 

Ball  Engine  Company 

Canadian  Mead-Morrison  Co. 

Engineering  &  Machine  Wks.  Co. 

Hopkins  &  Company,  F.  H. 
Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co. 

Fire  Brick  (Plastic) 

Beveridge   Paper  Co. 

Fireproof  Doors  and  Windows' 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Roberson-Oleson  Limied 
Fire  Escapes 

Canadian  Welding  Works 

Dennis  Wire  &  Iron  Works  Co. 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 
Fittings 

Crane  Limited 

Flag  Poles 

MacKinnon  Steel  Company 

Ontario   Wind   Engine  &  Pump 
Company 

McGregor  &  Mclntyre 
Flooring  Materials 

Armstrong  Cork  Company 

Imperial  Oil  Company 

Snnnehorn   Sons.  Inc.,  L. 

Vitrified  Clay  Products 

(Continued  on  page  S) 
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TRENCH   MACHINE.     (26  ft.  dipper 

stick)  Digging  from  200  to  300  cu.  yards 
a  .day  in  10  foot  trench  cut.  One  of  two 
Eries  owned  by  Miller  Bros.,  Youngstown, 

Ohio. 


iogmore  *an  400  tons 
Ene-  m 


RAILROAD  DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


ORANGE-PEEL.  One  of  three 
Eries  owned  by  Robert  Swan  Jr.  Co., 
Pittsburgh.  The  other  two  Eries  are 
equipped  for  standard  shovel  work. 


DRAG-LINE 
ion  irrigation  ditch 
jwork.    Owned  by 
JOdell  Bros.,  Fort 
iCollins,  Colorado. 


What  you  can  do 
with  an  Erie 


The  different  kinds  of  work  shown 
by  these  photos  can  be  handled  by 
every  Type-B  ERIE  Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  ERIE 
Steam  Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 

We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

Builders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


HIGH  LIFT  Erie  Shove 
loading  on  a  14  ft.  bank.  One  of 
three  Eries  owned  by  The  Cable 
Co-,  Canton,  Ohio. 


Revolving 
,  Shovels 


LOADING  MIXER,  when  the 
harvest  season  took  all  tne  labor.  Re- 
placed a  mixer  crew  of  18 men,  loading 
into -a  wood  hopper.  One  of  the  two 
Eries  owned  by  Hanlon  &  Okes, 
Minneapolis. 


PILE  DRIVING  equipment 
breaking  up  concrete  so  that  the 
pieces  will  go  into  dump  wagons 
When  the  shovel  tore  up  the  concrete! 
without  breaking,  the  pieces  were  too 
large  One  of  two  Eries  owned  by 
Tennane  Bros.,  Detroit. 


QUARRY  WORK  is 
what  makes thestrong- 
est  boosters  for  the 
Erie,  because  she  is 
built  to  stand  rock 
digging.  ."Stronger 
construction  at  every 
point  of  wear  and 
strain."  Just  ask  the 
owners  of  this  Erie- 
Tarbox  &  McCall., 
Findlay,  Onio. 


Ttkeet_g_r_adTn  G. 

S  «  smooth  as  a 

It  isn't  qui  e  «  s™°°  u  never 

baUr°m?re  even  cutting,  for 
saw  more  eye  E  r  i  e  s 

subgrade.     Get  tne  cuts 
speed  records  on  sna 
Ask  the  owner  ot  tms 
Cbas.  Ippohto.  Orange, 

RAILROAD  WORK,  loading 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgh. 
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Forges 

Canadian  Blower  and  Forge  Co. 

Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 

Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  AUis  Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario  Wind   Engine   &  Pump 

Company 
Osborn  Canada  Ltd.,  Samuel 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown    Hoisting    at  Machinery 
Company 

Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 

Hauling  Contractors 
Augstrom  &  Verochio 

Heating  Apparatus 

Dunham  Company,  C.  A. 
Canadian  Blower  and  Forge  Co. 
Montreal  Machine  Shop,  Ltd. 

Heat  Insulating  Materials 
Armstrong   Cork  Company 

Heating  Systems  (Steam  Traps) 
Dunham  Company,  C.  A. 


Hoists,  Electric 

Canadian  Link-Belt  Co. 
Northern   Crane  Works 

Hoisting  Apparatus 

Brown  Hoisting  Machinery  Co. 
Canadian  Mead-Morrison  Co. 
Herbert  Morris  Crane  &  Hoist 

Company 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Marsh   Engineering  Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams  Machinery   Co.,   A.  R. 

Hoisting  Engines 

Canadian    Allis-Chamhers  Ltd. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Goodyear  Tire  &  Rubber  Co. 

Hydrants 
Canada  Iron  Foundries 
Kerr   Engine  Company 
Gartshore-Thompson  Pipe  Co. 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd 
Hopkins  &  Co.,  Ltd.,  F.  Hi 
McKinnon  Steel  Company 

Inspection  Engineers 

Canadian  Inspection  and  Testing 

Laboratories 
Hunt  &  Co.,  Robt.  W. 
Milton  Hersey  Company 

Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 
Spielman   Agencies  Regd. 
Standard  Underground  Cable  Co. 
of  Canada  Limited 

Insulating  Bricks 

Armstrong  Cork  Company 


Jib  Cranes  (all  kinds) 

Hamilton   Bridge  Works  Co. 
Northern  Crane  Works 

Joist  Hangers 

Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 

Kilns 

Canadian  Blower  and  Forge  Co. 
McKinnon  Steel  Company 

Lead  Pencils 

American  Lead   Pencil  Company 

"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 

Locomotives 

Sessenwein  Bros. 

Locomotive  Cranes 

Hall  Engine  Company 

Brown    Hoisting    &  Machinery 
Company 

Canadian  Link-Belt  Co. 
Machinery  Insulation 

Armstrong  Cork  Company 
Malleable  Castings 

Pratt  &  Letchworth  Co. 

Metal  Lath 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Trussed  Concrete  Co.,  Ltd. 
Mill  Supply  Department 

Bevcndge   Paper  Co. 
Motors 

Canadian  General  Electric  Co. 
Motor  Trucks 

Tiffin   Wagon  Company 

Ford  Motor  Company 
Nozzles 

Spray  Engineering  Co. 
Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 


Hamilton  Bridge  Works  Co. 
Imperial  Oil  Company,  Ltd. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 

Ornamental  Iron 

Canadian  Welding  Works 
Dennis  Wire  Iron  Works  Co. 

Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co 
Packing 

Dunlop  Tire  &  Rubber  Goods  Co 

Paint  (Heated  Surfacei) 
Ric-Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Spielman  Agencies  Regd. 
Paints  (Bridge  and  Structural  Iron 

and  Pipe  Coating) 

Barrett  Company,  Ltd. 

Dominion  Tar  &  Chemical  Co 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co.,  Ltd 
Paint  Spraying  Equipment 

Spray  Engineering  Co. 
Park  Sprinklers 

Spray   Engineering  Co. 
Paving  and  Paving  Materials 

Barrett   Company,  Limited 

Brodies  Limited 

Carey  Company,  Philip 

Dominion  Tar  &  Chemical  Co 

Imperial   Oil  Company,  Ltd 

Trussed  Concrete  Steel  Co.,  Ltd. 

Warren    Bituminous   Paving  Co. 

Pipe    (Concrete,   Iron   ft  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thompson  Pipe  Co. 
National  Iron  Works 

(Continued  on  page  10) 


Stop — Read — and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

II  If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral— Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 

Marsh  Engineering  Works,  Limited,  E,,,^h  d  Belleville,  Ontario 

Sales  Agents :  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 
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/Totels 

Meed 

Them 


1 


1 


BtaKttchens 
Should 
\  Ma ve Them 


Theat7ees 
and T /falls 
Musi  Have 
Them, 


Mills  and 
Factories 
Carit Do 
Without Tfte7/i 


T 


Hospitals 
Demand 
Them 


L 


Industrial  Fatigue 

Elaborate  scientific  tests  have  demonstrated  that  indi- 
vidual efficiency,  both  mental  and  physical,  is  highest 
and  most  enduring  when  the  surrounding  air  is  at  a 
temperature  of  less  than  70  deg.  F. 

The  air  in  great  shops  and  factories,  as  well  as  in 
offices,  is  often  raised  above  the  highest  temperature  at 
which  the  most  efficient  work  can  be  done. 

Nothing  will  aid  ventilation  and  increase  efficiency  in 
poorly  ventilated  buildings  so  much  as  C.G.E.  exhaust 
fans  Why  not  investigate  ?  A  card  or  phone  message 
to  our  nearest  sales  branch  is  all  that  is  necessary. 


In  laboratories 

7heyare 
Necessary 


I 


I 


Restawants 

Swear 
By  Them 


I 


I 


InLaundrtes 

They  are 
Indispensable 


I 


Bu? Offices 
Should  6e 
Equipped 


I 


InDormtto/'les 
They  are 
Essential 


Canadian  General  ^Sl^  Electric  Company 

LIMITED 
HEAD  OFFICE:  TORONTO 

BRANCH  OFFICES-    MONTREAL,  QUEBEC,  HALIFAX,  SYDNEY,  ST.  JOHN,  OTTAWA,  HAMILTON,  LONDON,  COBALT, 
SOUTH  PORCUPINE,  WINNIPEG,  CALGARY,  EDMONTON,  NELSON,  VANCOUVER  AND  VICTORIA. 


LO 


THE  CONTRACT  RECORD 


May  5,  1920 


CLASSIFIED  INDEX  TO  ADVERTISEMENTS— Continued 


Pipe  Covering  (Underground) 

Ric-Wil  Company 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingei  soll-Rand  Co. 
Canadian   Mead-Morrison  Co. 
Hopkins  &  Company,   F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb    Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Waterous  Engine  Works  Co. 


Road  Material 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 
Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 
Vitrified  Clay  Products 

Rubber  Goods 

Barrett  Company,  Limited 

Road  Oil 

Imperial   Oil  Company,  Ltd. 

Pneumatic  Machinery 

Canadian   Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis  Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian    Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Cook,  A.  D. 

Hopkins  &  Company,  F.  H. 

Inglis   Company,  John 

Ontario   Wind    Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian   Ingersoll-Rand  Co. 
Hopkins  &  Company,  F.  H. 


Ralls 

Sessenwein  Bros. 

Railway  Supplies 
Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  J. 
Hopkins  &  Company.  F.  H. 
Steel  Company  of  Canada 


Reinforcements,  Concrete  and  Stee! 

Haines  &  David  Ltd. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Trussed  Concrete  Steel  Co.,  Ltd 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

flopkins  &  Company,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Drags 

Sarnia  Bridge  Company 

Road  Materials 

Warren    Bituminous   Paving  Co. 

Road  Scraper  Knives 
Shunk  Plow  Company 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Beveridge  Paper  Co. 

Saw  Teeth 

Joyce-Koebel  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co 

Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Vitrified  Clay  Products 

Sheathing 

Barrett    Company,  Limited 

Shingles  (Asbestos) 

Barrett  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  Co. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Roberton-OIsen  Limited 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Smoke  Stacks 

Canadian   Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 

Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis  Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 

Turnbull   &  Co.,  Harvard 

Steel 

Burlington  Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Company,  F.  H. 
McKinnon  Steel  Company 


Nova  Scotia  Sterl  &  Coal  Co. 
Toronto  Steel  Construction  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Burlington  Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Company,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 


Steel  Lath 

Gait  Art  Metal  Company 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 


Steel  Plate  Construction 

Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh   Engineering   Works,  Ltd. 
Waterous  Engine  Works,  Co. 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &   Radiation,  Limited 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Street  Oilers 

Seagrave,  Lougheed  Co. 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis  Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton   Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Worfcs 
Maritime   Bridge  Company 
Reid  &  Brown  Structural  Steel  & 
Iron  Works 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  T&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian    Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario   Wind   Engine   &  Pump 

Company 
Rohb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 


Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 


Tile  Moulds 

London  Concrete  Machinery  t>o 

Towers 

Can.  Chicago  Bridge  &  Iron  Co 
Hamilton  Bridge  Works  Co. 


Trailers 

Seagrave,  Lougheed  Co. 


Transformers 

Canadian  General  Eelectric  Co. 


Turnbuckles 

Dominion  Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Gartshore-Thompson   Pipe  Co. 
McAvity  &  Sons,  Ltd. 
Turnbull   &  Co.,  Harvard 


Ventilators 

Robertson  Co.,  H.  H. 


Ventilating    &    Heating  Apparatus 
Canadian  Blower  and  Forge  Co 

Varnishes — Insulating 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Wall  Ties 

Gait  Art  Metal  Company 

Wallboard   (Asbestos,  Linabestos) 

Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Beveridge  Paper  Co. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 

Hamilton  Company,  Wm. 

Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 


Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 


Welding  Engineers 

Canadian  Welding  Works 


Well  Drilling  Plants 
American  Well  Works 
Ontario   Wind   Engine   &  Pump 

Company 

Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Wire  Guards  and  Screens 
Canadian  Weliing  Works 
Canada  Wire  &  Iron  Goods  Co. 
Johnson  &  Sons,  C.  H. 

Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 

Wood  Pipe 

Canadian   Pipe  Company 
Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tank 
Company 

Wood  Preservatives 

Beveridge  Paper  Co. 

Wood  Tanks 

Pacific  Coast   Pipe  Company 
Vancouver  Wood  Pipe  and  Tan» 

Company 
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The  HAMILTON  BRIDGE  WORKS  CO., 

Hamilton,  Canada  limited 

ENGI N  EERS  [AN  D 
BUILDERS 

of 

Steel  Railway  Bridges 

Steel  Highway  Bridges 

Steel  Buildings 

Steel  for  Ships 

Steel  Turntables 

Steel  Structures  of 
every  Glass 

Enquiries  Solicited 

Capacity    36,000  Tons 

Steel  work  for  Steam  Power  House  recently  erected  for 
The  Dominion  Power  and  Transmission  Co.,  Hamilton. 


Robb  Power  Plants 


Engines 

Corliss,  slide  valve,  verti~ 
cal,  horizontal,  simple 
and  compound. 

Boilers 

Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 

Montreal  Office — Phone  Westmount  6800  Toronto  Office — 20  Victoria  Street 
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Steel  Plate  Work 


Steel  Tanks 
Stand  Pipes 
Smoke  Stacks 
Boiler  Breachings 
Riveted  Steel 

Pipe 
Steel  Bins 
Hoppers 


Structural  Steel 
Work 


Send  us  your  speci- 
fications 

Quality  &  Service 


William  Hamilton  Co. 

Limited 

Peterborough,  Canada 


ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office— 
95  King  Street  East 
TORONTO 


Works- 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 


ROGER  MILLER  &  SONS  LIMITED 

ENGINEERS  AND  CONTRACTORS 


For  many  years  it  has  been  our 
business  to  advise  on,  plan  and 
execute  all  kinds  of  engineering 
and  contracting,  including 


Docks 
Harbors 
Breakwaters 

Canals 
Industrial 
Plants 


We  shall  be  pleased  to  discuss 
with  you  any  constructional 
work  you  may  be  contemplat- 
ing, and  give  you  the  benefit  of 
our  long  and  varied  experience. 


Head  Office: 


A  Rolling  Mill  foundation  construction,  for  Baldwin's  Ltd.,  Ashbridges  Bay,  Toronto. 


Lumsden  Building 


TORONTO 
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Buildings  for  Prest-o-Lite  Co.  and  Canadian  National  Carbon  Co.,  Toronto 


PLANT  consists  of  two  buildings  8o'  by  400', 
two  stories  high  with  part  of  one  building 
three  stories  high.  There  are  also  extensions  for 
elevator  shafts,  toilets  and  stairs  outside  the  main 
part  of  buildings. 

We  received  instructions  to  proceed  on  this  work  December 
8th,  1919.  Photo  shows  structural  part  of  both  buildings 
practically  complete  March  16th,  1920,  in  spite  of  severe 
winter  weather. 

Wells  &  Gray  Limited 

ENGINEERS  &  CONTRACTORS 


Branch  Office  : 

Bank  of  Commerce  Bldg., 

WINDSOR,  ONT. 


Head  Office: 

701  Confederation  Life  Bldg., 
TORONTO. 
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Economical  and  Efficient 


T5he 

Economic 
Heater 

was  so  named  because 
of  its  remarkable 
ability  to  reduce  the 
amount  of  fuel  con- 
sumption. At  the 
same  time  it  greatly 
increases  the  effici- 
ency of  the  entire 
heating  system. 

So  confident  are  we 
of  its  ability  to  prove 
entirely  satisfactory 
that  we  will  instal 
this  heater  and  if  it 
does  not  give  entire 
satisfaction  we  will 
take  it  out  and  stand 
all  expense. 


EFFECTS 
A  GREAT 
SAVING 
IN  FUEL 
EXPENSES 

75he 

Economic 
Heater 


is  guaranteed  for  twenty 
years  against  leaks  from 
expansion  or  contraction. 

Demonstrations  Freely 
Given. 

Enquiries  Solicited. 


Manufactured  in  Canada  by 

The  Montreal 
Machine  Shop 


LIMITED 


481   Ontario   Street  East 

MONTREAL 


Sole  Agents  for  Ontario :— EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  TORONTO,  Ont. 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation   83 

American   Enameled  Brick  and  Tile 

Company   18 

American  Lead  Pencil  Company   .  . 

American  Well  Works  ■  ' . .  : 

Anglin-Norcross   Limited   85 

Angstrom  &  Verochio   79 

Archibald  &  Holmes   72 

Armstrong  Cork  Company  

Asbestos  Mfg.  Company   27 

Asphalt  Association.  The  

Ault  &  Wiborg  Co   74 

Baincs  &  David  

Ball  Engine  Company   7 

Barber  Asphalt  Paving  Co   17 

Barber-Greene  Co  

Barber,  Frank   84 

Barrett  Company   ..  71 

Beveridge  Paper  Co   73 

B.  C.  Lumber  Commissioner   .  . 

Boake  Mfg.  Company  

Bolender  Bros.   75 

Booker  &  McKechnie  

Boving    Hydraulic    &  Engineering 

Company  

Brantford   Roofing  Company    .  .    .  .  33 

Britncll  Company,  Limited   31 

Brown   Hoisting   Machinery   Co.   . . 
Burlington  Steel  Company   89 

Cam-Fish  Company   5 

Canada  Cement  Company   28 

Canada  Crushed  Stone  Corporation 
Canada  Iron  Foundries,  Limited   .  .  82 

Canada  Wire  &  Cable  Co  

Canada  Wire  &  Iron  Goods  Co.  . . 

Canadian  Allis-Chalmers   9 

Canadian  Blower  and  Forge  Co.  . . 
Canadian  Chicago  Bridge  and  Iron 

Company   75 

Canadian  Des  Moines  Steel  Co.   .  .  70 
Canadian   Engineering   &  Contract- 
ing Company   77 

Canadian  Equipment  Co  

Canadian   Ingersoll-Rand  Co.   ..  .. 
Canadian    Inspection    and  Testing- 
Laboratories    84 

Canadian  Johns-Manville  

Canadian  Link-Belt  Co  

Canadian  Mead-Morrison  Co   24 

Canadian  Metal  Window  Co  

Canadian  Pipe  Company,  Ltd   2 

Canadian    Producers    &  Exporters 

Directory   80 

Canadian    Self  -  Locking  Concrete 

Wall  Company   20 

Canadian  Surety  Company   68 

Canadian  Welding  Works  

Cape  &  Company,  E.  G.  M   85 

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co.  .  . 

Chipman  &  Power,  Ltd   84 

Conduits  Company,  Limited   71 

Consumers  Gas  Company   32 

Cook,  A.  D  

Concrete  Pipe  &  Products  Co   85 

Crane  Limited  '.   . .   . .  79 

Crushed  Stone,  Limited   77 

Dakc  Engine  Company   77 

Dayton-Dowd  Company  


Dennis  Wire  and  Iron  Company 

Dept.  of  Public  Works  

Dominion  Concrete  Company   .  .    .  .  is 
Dominion  Engineering  and  Inspec- 
tion Company   81 

Dominion  Oxygen  Co   31 

Dominion  Paint  Works  

Dominion  Tar  &  Chemical  Co   20 

Dominion  Wire  Rope  Co   88 

Dunham  Company,  C.  A  

Dunlop  Tire  &  Rubber  Goods  Co. 

Engineering   &   Machine   W7orks  of 

Canada,  Limited   22 

Ford  Motor  Company  

Foyle,  W.  &  G  

Frost  Steel  &  Wire  Co   29 

Gait  Art  Metal  Company   78 

Gartshore,  John  J  

Gartshore-Thompson  Pipe  &  Foun- 
dry Company   76 

General  Supply  Company   33 

Gent  Company   84 

Goldie  &  McCulloch  Co  

(ioodyear  Tire  &  Rubber  Co  

Gore,  Nasmith  &  Storric   84 

Hamilton  Bridge  Works  Co   11 

Hamilton  Co.,  Win,   12 

Harvard  Turnbull  Co.  

Hepburn,  John  T   78 

llolden  Company,  Limited   9 

Holmes  &  Sons,  Fred   84 

Hopkins  &  Company,  F.  H   88 

Hunt  &  Company,  Robert  W   85 

Hynes,  W.  J  

Ideal  Concrete  Machinery  Co   75 

Imperial  Oil  Limited   19 

Independent   Concrete   Pipe   Co.    .  . 

Inglis  Company,  John   07 

Jaeger  Machine  Company   20 

James  &  Company,  E.  A   84 

Jamieson  Lime  Company  

Johnston  &  Sons,  ,C.  H   35 

Katie  Foundry  Company   70 

Kerr  Engine  Company,  Ltd   83 

Koebel  &  Company,  Joyce   77 

Lea,  R.  S.  &  W.  S   84 

London  Concrete  Machinery  Co.  .  .  4 
London  &  Lancashire  Guarantee  & 

Accident  Company   68 

MacKinnon  Steel  Co   23 

MacLean  Daily  Reports   08 

Mansfield  Engineering  Co.  .  .  '. . 
Manitoba  Bridge  &  Iron  Company 

Maritime  Bridge  Works  Co   79 

Marsh  Engineering  Works   8 

McAllister  &  Taylor   84 

McAvity  &  Sons,  T   30 

McGovern,  T.  J   79 

McGregor  &  Mclntyre   79 

McKinnon   Columbus  Chain   Co.   . . 

Metal  Shingle  &  Siding  Co   30 

Miller  &  Sons,  Roger   12 

Milton  Hersey  Company   81 

Ministry  of  Munitions   14 

Montreal  Crushed  Stone  Co   70 

Montreal  Machine  Shop   15 

Morris  Crane  &  Hoist  Co.,  Herbert  77 


Morrison  &  Co.,  T.  A   84 

Mussens  Limited   81 

Napanee  Iron  Works   7*5 

National  Conduit  Company   21 

National  Equipment  Co   72 

National  Iron  Corporation   75 

Neptune  Meter  Company    74 

Northern  Electric  Company  

Northern  Crane  Works,  Ltd   74 

Nova  Scotia  Steel  and  Coal  Co.  . .  32 

Ormsby  Company,  Ltd.,  A.  B   30 

Ontario  Rock  Company   21 

Ontario  Wind  Engine  and  Pump  Co. 
Osborn  Canada  Ltd.,  Samuel  . . 

Owen  Bucket  Company   73 

Pacific  Coast  Pipe  Company   . .    . .  77 

Pannill  Door  Company  '77 

Pratt  &  Letchworth   86 

Prest-O-Lite  Company   73 

Port  Credit  Brick  Co   27 

Rcid  &  Brown  Structural  Steel  and 

Iron  Company   84 

RicwiL  Company   72 

Robb   Engineering  Works   11 

Robertson  Co.,  H.  H  

Roberton-Olsen,    Ltd   76 

Sand  &  Supplies   74 

Sarnia  Bridge  Co   85 

Scully,  A.  A  „•   24 

Seagrave-Loughead  Co   25 

Sessenwein  Bros   75 

Shultz  Bros   70 

Shunk  Plow  Company   72 

Slater   &   Barnard   Company    .  .    . .  26 

Sonneborn  Sons,  L.,  Inc  

Spielman  Agencies  

Spray  Engineering  Company   23 

Stalford,  V.  K   84 

Standard   Motor  Sales   35 

Standard  Steel  Construction  Co.   ..  24 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   79 

Steel  Company  of  Canada  

Steel   &  Radiation   85 

Sterling  Engine  Company  

St.  Maurice  Lumber  Company  .  . 

Sturgeons   Limited   18 

Swedish  Crucible  Steel  Co.  ..   ..   ..  34 

Thompson  Bros   84 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co.  1 

Toronto  Steel  Construction  Co.  .  .  12 
Trades  &  Labor  Branch,   Dept.  of 

Public  Works   .  .  

Turnbull  Elevator  Company   87 

United  States  Fidelity   &  Guaranty 

Company'   68 

Vancouver   Wood    Pipe    and  Tank 

Company  

Vitrified  Clay  Pipe  Co   3 

Warren  Bituminous  Paving  Co.  ...  25 

Wettlaufer  Bros  

Waterous  Engine  Works  Company 

White  Star  Mine  ......  75 

Wells  &  Gray   13 

Wickes  Bros   3;; 

Williams  Machinery  Co.,  Ltd.,  A.  R.  70 

Wood  Mosaic  Company   70 

Worthington,  W.  R   84 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 


May  3,  1920 
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BALANCED 


In  Weight 


Time 


Endurance 


Four  million  tons  of  Trinidad  Lake  Asphalt  have  been  used 
to  pave  streets  throughout  the  world  since  1879.  Could  this  be 
placed  on  one  side  of  a  huge  scale  and  one  of  the  Egyptian 
Pyramids  on  the  other,  they  would  balance. 


^LAKE 
ASPHALT 


like  these  colossal  relics  of  antiquity,  dates  back  to  the  beginning 
of  history.  Both  have  stood  the  test  of  ages.  The  centuries  have 
but  seasoned  and  toughened  Trinidad  Asphalt  to  resist  the  wear 
and  tear  of  modern  street  traffic.  It  is  "Nature-Made  and  Nature- 
Tested." 


No.  1  TRINIDAD  RECORDS 
That  No  Other  Bituminous  Paving  Material  Can  Equal 

Hamilton  Street,  Buffalo.  N.  Y.,  constructerl  with  Trinidad 
Lake  Asphalt  in  1886 — thirty-four  years  ago.  Maintenance 
cost  to  date,  $0.01  per  yard  per  year.  Average  age  of  all 
asphalt  streets  in  Buffalo,  21.18  years.  90  per  cent,  are 
Trinidad  Lake  Asphalt  streets. 


Write  for  "  THE  ASPHALT  TIME  TABLE  " 

The  Barber  Asphalt  Paving  Company 

Philadelphia 


IS 
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MR.  ARCHITECT  !  Why 

that  unnecessary  worry  over 
prospective  delay  in  the  com- 
pletion of  your  buildings? 

"  AMERICAN  "  ENAMEL- 
ED BRICK  is  in  stock  await- 
ing your  order  for  prompt 
shipment  without  delay. 

Compare  the  cost  of  con- 
struction when  our  standard 
white  or  mottled  products  are 
used  as  against  Glazed  Terra 
Cotta  or  Tile. 

See  Sweet's  Catalogue  in  U.S.A. 
and 

Specification   Data  in  Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and  Fire  Brick. 
52  Vanderbilt  Ave.,  New  York  City. 


Use 


It's  Canadian ! 


Flintex 

It  makes  Concrete 

floordust,  water, 
acid  and  wear  proof 

Sturgeons  Limited,  Toronto 

Also — 

SOLIGNUM  wood  Preservative. 

FERRODOR  Protective  metal  paint. 

PARIPAN  Mill  White. 

ROCKFACE  (water  paint). 

And  other  special  paints  for  special 

purposes. 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

(LARGE  STOCK  ON  HAND) 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 


KEMPTVILLE 


ONTARIO 


May  5,  1020 
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TEN  MILES  OF  IMPERIAL  ASPHALT 


A  section  of  the  St.  Augustine-Quebec  highway 


K  St.  Augustine-Quebec  road  is  the  logical 
entrance  to  Quebec  City  from  Montreal  and 
is  heavily  used  by  all  types  of  rural,  suburb- 
an, interurban  and  tourist  traffic.  Origin- 
ally a  toll  road,  the  highway  was  taken  over  by  the 
Quebec  Road  Commission  in  1916,  and  the  then 
badly-neglected,  rutty  surface  replaced  with  stone- 
tilled  Sheet  Asphalt  made  with  Imperial  Paving 
Asphalt." 

"The  new  asphalt  surface  was  constructed  over  the 
old  macadam  road,  for  it  was  found  that  after  pro- 
per drainage,  levelling  and  griding  the  old  road  pro- 
vided a  sufficiently  substantial  foundation.  In  ad- 
dition, some  of  the  sharper  curves  were  slightly 
banked  to  better  accommodate  automobile  traffic." 


"This  road  is  one  of  the  most  popular  highways  in 
Quebec.  It  offers  a  most  desirable  traction  surface 
to  both  motor-driven  and  horse-drawn  traffic.  The 
surface  is  elastic,  resilient,  dustless,  smooth  and  non- 
glaring.  It  is  very  durable  and  thoroughly  econ- 
omical in  maintenance." 

"The  work  was  done  by  Messrs.  Laganiere,  Houde 
&  Co.,  under  the  supervision  of  Mr.  Gabriel  Henry 
and  Mr.  E.  W.  Gauvreau.  Imperial  Paving  Asphalt 
was  used  exclusively  throughout  and  according  to 
the  report  of  Mr.  C.  A.  Mullen,  Director  of  the 
Paving  Dept.,  Milton-Hersey  Company,  who  inspect- 
ed the  road,  this  material  tested  both  at  the  refinery 
and  at  the  asphalt  mixing  plant,  proved  at  all  times 
satisfactory,  showing  perfect  uniformity  and  high 
quality." 


•  All  Imperial  Asphalts  are  refined  in  Canada  at  our  Montreal  East  Refinery.  Only  the 
best  Mexican  Asphaltum  crudes  are  used  in  their  production.  Delivery  can  be  made  to 
all  parts  of  the  Dominion,  either  in  specially  equipped  tank-cars  or  in  metal  packages." 


IMPERIAH  ASPHAUT 

Proved  through  the  Ages 


IMPERIAL  PAVING  ASPHALTS      IMPERIAL  LIQUID  ASPHALTS     IMPERIAL  ASPHALT  BINDERS 


HOT  MIX  ASPHALT  PAVEMENTS 


FOR  DUST  PREVENTION  AND  I0R  MAINTENANCE 
OF  MACADAM.  CRAVEl  AND  EARTH  ROADS 


PENETRATION  ASPHALT  PAVEMENTS 


FtOAD      EJVG  IJSTEEFt  IJVG  DEPART  WENT 

Toronto  Ontario 


Imperial  Oil  Limited 
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The  "Jaeger  Mix  -  A  ~  Minute'9 


IT  does  all  that  the  name  suggests. 
This  "Jaeger"  product  is  known  for  the  speed  and 
efficiency  in  the  way  it  accomplishes  all  work  required 
of  it. 

It  is  made  in  all  sizes,  to  answer  every  purpose.  Let 
us  send  you  our  catalogue.  It  will  convince  you  that  the 
"Jaeger  Mix-A-Minute"  will  prove  a  valuable  addition  to 
your  equipment. 

The  Jaeger 
Machine  Co. 

COLUMBUS,  -  OHIO 


Proves  its 


Economy 

through  its 

Speed 


DOMTARBOND 

For  Modern  Good  Roads 

X\7ILL  all  our  friends  please  note  that  on 
and  after  May  1st,  1920,  our  address  will 
be  171  St.  James  Street,  Montreal,  where  all 
communications  should  be  sent. 

The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.  SAULT  STE.  MARIE,  ONT. 

171  St.  James  Street,  MONTREAL 


May  5,  1920 
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Trap  Rock— Best  Concrete  Aggregate 

Mr.  William  Barclay  Parsons,  Chief  Engineer,  New  York  Subways  ; 
the  42nd  Street  Tunnel;  Consulting  Engineer  to  the  Hudson 
Terminals,  etc.,  stated  in  brief  in  some  legal  proceedings  in 
regard  to  concrete  : — 

"In  my  opinion,  the  standard  or  best  aggregate  for  concrete  construc- 
tion is  TRAP  ROCK.  The  advantage  that  Trap  Rock  has  over  all  other 
materials,  is  that  it  is  harder,  denser,  and  not  affected  by  chemical  action 
or  fire,  and  is  very  much  harder  to  resist  abrasion." 


ONTARIO  ROCK  COMPANY,  LIMITED 

PHONE    MAIN  6407 

410  CROWN  OFFICE  BLDG  .  TORONTO 


TRAP  ROCK  QUARRY 
PR  EN EVEAU .  ONT. 


Made  in  Canada 
Conduit 


Manufactured  by 

National  Conduit  Co.,  Limited 

Toronto 
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Order  Your  Keystone  Now! 

If  you  place  your  order  now,  we  can  deliver  a 
Keystone  from  stock.  One  month  from  now 
— you  may  have  to  go  on  "the  waiting  list". 


The  Keystone  Excavator, 
Model  4,  is  the  contractor's 
"best  bet."  This  100  man- 
power machine  makes 
light  of  the  hardest  job. 
Its  14  foot  bucket  travel  on 
an  18  foot  boom  means  a 
half  yard  dug  and  lifted 
with  every  thrust.  Old  ma- 
cadam, asphalt,  gravel  or 
other  substances  make  no 
difference  to  the  Key- 
stone. It  just  "eats  them 
up."  Its  32  h.p.  engine 
gives  power  to  spare,  and 
the  Keystone  travels  (two 
speeds)  to  the  next  job. 
No  haulage  or  setting  up 
costs.  It  goes  practically 
everywhere  a  loaded  dump 
wagon  can  go. 

Orders  are  being  filled 
"first  come,  first  served." 
Place  your  order  now,  and 
avoid  having  to  wait  for 
delivery. 

Working  under  difficulties — but  working  right 

LET  US  SEND    YOU  BOOKLET 

Patented  in  Canada  October  16th,  1917. 
Other  Patents  pending. 

Sole  Licensees  and  Builders  for  Canada 

Engineering  &  Machine  Works  of  Canada,  Limited 

ST.  CATHARINES,  ONT. 

Hall  Machinery  Co.,  Sherbrooke,  Que.,  and  Birks  Bldg.,  Montreal. 


May  5,  1920 
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The 

Spraco  Paint  Gun 

Saves  Time 


No  brush  to  dip.  No  spatterings.  streaks 
or  brush-marks  to  smooth  over.  No  scaf- 
folding to  construct  or  shift — the  exten- 
sion pole  adds  eight  feet  to  the  length  of 
the  operator's  arm. 

Mr.  Burbank.  Asst.  Gen.  Mgr.  Boston 
Confectionery  Co.,  Cambridge,  says  "Our 
man  covers  8.000  square  feet  per  day  with 
a  better  coating  at  one  application  than 
a  man  with  a  brush  can  with  two  coats  " 

The  SPRACO  PAINT  GUN— for  use  by 
anyone — on  any  kind  of  work — with  any 
kind  of  paint. 

Write  for  bulletin  P-ll 


Spray  Engineering  Co. 

BOSTON,  Mass.,  U.S.A. 

Manufacturers     also    of     Spraco  Cooling 
Ponds,    Spraco    Air    Washers.  Spraco 
Cement    Gun.    Spraco  Nozzles, 
Vaughan    Flow    Meter,  etc. 


Shipbuilding  Derricks 


1  ' 


Illustration  shows  Derricks  which  we  fabricated  and  erected  for 
the  Davie  Shipbuilding  and  Repairing  Co. 

Structural   steel   and   steel   plate   work   of   every  description. 
Funnels,   Uptakes,    Feed   and    Fresh   Water   Tanks,  Ladders^ 
Gratings,  Shaft  Bearing  Seats,  etc. 

MacKINNON  STEEL  COMPANY,  LIMITED 

Steel  Plate  and  Structural  Work 
SHERBROOKE.        :  :  QUEBEC 
MONTREAL  OFFICE; 

404  New  Birks  Building.  .-  : 
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MEAD-MORRISON 


GRAB 
BUCKETS 

Manufactured  in  Canada 


This  bucket  is  particularly 
adapted  for  handling  coal, 
crushed  stone,  etc. 

We  make  buckets  in  all  sizes 
and  types  for  all  purposes  and 
all  furnish  DEPENDABLE 
SERVICE. 


Hoisting 


and 


Conveying  Machinery 


Put  Your  Problem  Up  To  Us! 


CANADIAN  M E AD-MORRISON  CO 


LIMITED 

285  BE AVE R  HALL  HILL 
MONTREAL 


WELL  AND  ONT. 


Tiering  Machines 
and  Barrel  Storage  Racks 

ECONOMY 

Simple 
Safe 
Sure 

and 

Speedy 

It  is  locked  to  the 
floor,  yet  easily  port- 
able when  desired. 
The  ECONOMY 
makes  the  pay  roll 
smaller  while  increas- 
ing efficiency.  Let  us  send  you  particulars  of  power  or  hand  ma- 
chines, also  our  barrel  storage  steel  racks. 

Standard  Steel 
Construction  Co.  Limited 

Port  Robinson,  Ontario. 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 

Air  Compressors  Locomotives 

Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 

We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—280] 
Yards  and  Shop* — New  Toronto,  Canada 


Boilers 
Buckets 
Cars 
Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


May  5,  1920 
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Conserve  the  Country's  Assets 


By  Resurfacing  Macadam  Roads 
in  Cities,  Towns  or  Counties 
with  the  pavement  that  has 
stood  the  Test  of  Time  from 
Glace  Bay  in  the  East  to 
Vancouver  in  the  West, 
from  St.  Catharines 
in    the    South  to 
Edmonton  in 
the  North,  in 
Canada 
since 
i  902. 


For 
all  roads 
either  Pro- 
vincial,Coun- 
ty or  Urban 
where  a  maximum 
of  efficiency  and  sta- 
bility in  roadsurfacing 
is  required,  specify  the 
pavement  that  has  proven 
itself. 

The  Warren  Bituminous  Paving  Company 
of  Ontario,  Limited  Room  204 

McKinnon  Building  Toronto,  Ontario 


Built 
for 


ENDURANCE 


The  superiority  of  the  "Sea- 
grave-Loughead  is  realized 
from  the  building  of  high- 
grade  materials  into  a  finely 
constructed  product  and  the 
result  is  a  car  of  mighty 
strength  and  unlimited  en- 
durance. 

There  is  a  model  built  for 
every  need,  including  l*/2, 
V/z,  and  .»  ton  heavy 
duty  Commercial  and  Dump 
Body  Trucks,  Trailers  and 
Semi-Trailers. 


MADE  IN  CANADA 


Seagrave-Loughead  Company  Limited,  Sarnia,  Ont. 

SOME  TERRITORY    STILL  OPEN    FOR    LIVE  REPRESENTATIVES 
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NON-POROUS 

PRECAST 

SLABS 

FORMING 

CONTINUOUS 

HOLLOW-AIR 

CHAMBERS 


NO 
UPKEEP 
REPAIRS 
RENEWALS 


s 


AWYER 
YSTEM 


Can.  Pat.  No.  188,642 


SPEEDIEST 
ERECTION 

A  Uniform  De- 
gree of  Temper- 
ature Maintained. 

When  Complete 
a  Double 
Monolithic  Wall 
with  Air 
Insulation 


Self-Locking 
Concrete  Wall 
Construction 


Write  for  information  for  your  district  to 


Manufacturing  Plants  Are  Being  Established  Throughout  Canada 


The  Canadian  Self  -  Locking  Concrete  Wall  Co.  (Systemr),  Limited. 


119  Board  of  Trade  Building, 


MONTREAL 


7,000  GALVANIZED 

MAN -HOLE  STEPS 


PRICES 

Less  than  1,000,  50  cents. 
Over  1,000,  Special  Price 


! 


-jj 


III 


-ILL 


1  in.  x  ||  in.  Galv.  Steel.    121,  in.  long,  6£  in.  wide. 

WIRE  YOUR  ORDER  to  ensure  getting  what  you  require 
GET  IN  ON  THIS  GOOD  BUY 


SLATER  &  BARNARD  LTD.  Hamilton,  Ont. 
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Build 
With 


Port  Credit  Brick 


Red  Pressed  and 
Wire  Cut  Brick 

Best  Service  and  a  Reliable 

Product 

WE  SPECIALIZE  ON  SEWER 
BRICK 

G.T.R.  or  C.P.R.  Shipping  Facilities 

North  American  Life  Building 
Toronto,  Ontario 


One  of  Toronto's  Business  Houses 
Built  of  Port  Credit  Brick 


^Jhe  Last-  JoiyE\?er  Roof* 


MADE  IN  CANADA 


For  Particulars 

Write  to 

The 

ASBESTOS 
MANUFACTURING 
COMPANY,  Limited 


718  Drummond  Bldg. 

MONTREAL 
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THIS  CONCRETE  DAM 
Successfully  Met  a  Severe  Test 

ANADA  is  justly  proud  of  her  "white  coal."  The 
^*    development  of  the  Dominion's  water  power  has 
employed  the  highest  skill  of  the  engineering  profes- 
sion— and  in  this  development  Concrete  and  reinforced 
Concrete  Construction  have  played  an  important  part — both  as  regards  publicly- 
owned  and  privately-owned  water  rights. 

Our  illustrations  are  from  photos  of  the  Southern  Canada  Power  Company's 
plant  at  Drummondville,  Quebec. 

The  top  view  shows  the  completed  Dam — and  the  arrow  points  to  the  location 
of  the  Power  House. 

The  lower  view  illustrates  the  splendid  resisting  qualities  of  Concrete.  The 
breaking  up  of  the  ice  nine  days  before  the  completion  of  the  work,  unexpectedly 
flooded  the  dam ;  yet  the  structure  was  uninjured  by  the  severe  strain  thus  suddenly 
placed  upon  it. 

CANADA    CEMENT    COMPANY  LIMITED 

Herald  Building  Montreal 

Sales  Offices:    Montreal   Toronto   Winnipeg  Calgary 


Specify 

CANADA  CEMENT 
Uniformly 
Reliable 


CANADA  CEMENT 

CONCRETE 

FOR  PERMANENCE 


Our  Service  Department  is  anxious  to 
ro  operate  in  all  lines  of  work  for 
which  Concrete  is  adapted.  Our  li- 
brary is  at  your  disposal  at  all  times 
without  charge. 
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Always  on  the  Job«« 

Frost 

PROPERTY  PROTECTION 


Fence 


-fi  Day  and  night,  year  in  and  year  out,  FROST  PROPERTY  PROTECTION  ^ 
FENCE  will  perform  the  duties  of  a  watchman  around  your  plant.  Petty  \ 
thieves  are  stopped  short.  Your  merchandise  is  kept  in  order.  A  guar- 
antee that  your  machinery  and  commodities  are  there — right,  ready  for 
use.  The  investment  is  small  for  the  service  rendered. 


FROST  PROPERTY  PROTECTION  FENCE  is  made  of  first-class  materials.  The  fabric,  well  galvanized,  is 
made  of  No.  6  or  No.  9  gauge  wire,  whichever  is  best  suited  to  the  purpose.  It  draws  tighter  under  tension. 
The  posts  are  firm  and  durable.  Close  mesh  of  the  fabric  and  barb  wire  construction  at  the  top  renders  the  fence 
non-cltmbable.    The  specifications  have  been  carefully  worked  out  to  give  the  utmost  in  protection. 

Let  us  Quote  You 

Frost  Steel  and  Wire  Co.,  Limited 

Hamilton         -  Canada 
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"For  a  'Better'  City " 

"One  of  the  most  vitally  important  parts  included 
in  the  administration  of  a  City's  public  affairs  is  the 
'Water  Department,'  and  to  enlarge  on  the  value  and 
need  of  an  efficient  and  reliable  water  service  would  be 
superfluous." 

"In  case  of  fire: — What  is  the  value  of  fire  fight- 
ing equipment  without  the  hydrant  on  the  nearest 
corner?  And  for , the  'family  wash': — Is  it  a  case  of 
'get  a  pail  and  carry'  or  just  'turn  the  tap  and  let  the 
tubs  till  up?'  Failure  of  a  City's  Water  Service  is  so 
near  a  calamity  that  the  difference  is  nil,  and  the  old 
saying  goes  this  way  now,  that  'you  never  miss  the 
water  till  the  pipe  bursts.'  It  pays  to  install  the  best 
in  Water  Works  equipment,  and 

"McAVITY" 

Water  Service  Fittings" 

>s.    Adopted  as 
many  Canadian 
wns,  the}-  are 
everywhere." 

t>  specify 
McAVITY  " 

Gate  Valves,  Hy- 
drants,  Cocks  and 
Corporation 
Work  of  all 
kinds. 


These 
fittings  are 
"Made  in  Canada" 
by  Canadian  Workmen. 

Are  YOU  interested  ? 

Send  your  name  for  copy  of  Corporation 
Supply  Catalog  to 

T.  McAvity  &  Sons,  Ltd. 
ST.  JOHN, ' 

MONTREAL— TORONTO— WINNIPEG — VANCOUVER 


pr  '<i| 
kail 
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ANNOUNCING 

DOMINION  OXYGEN  COMPANY,  Ltd. 

The  Dominion  Oxygen  Company,  Ltd.,  from  its  very  inception  takes 
high  rank  among  the  leaders  of  Canadian  Industry. 

Product 

Foreseeing  an  extraordinarily  rapid  development  of  Canadian  busi- 
ness, it  plans  a  chain  of  modern  plants  for  the  production  of  atmospheric 
oxygen  of  high  purity. 

Five  important  industrial  centers  have  already  been  chosen  as  loca- 
tions for  as  many  plants.  The  building  program  is  actuaHy  under  way 
and  is  being  rapidly  pushed  to  completion. 

Cylinders 

Dominion  Oxygen  Cylinders  will  be  of  the  most  modern  type,  design- 
ed to  carry  the  maximum  quantity  of  gas  with  the  least  possible  weight, 
thus  insuring  the  lowest  shipping  and  handling  expense. 

Under  the  comprehensive  selling  plan  of  the  Company,  these  cylinders 
will  be  loaned  to  the  consumer  on  liberal  terms. 

Policy 

Broad  in  its  scope,  the  Dominion  Oxygen  Company,  Ltd.,  is  still 
broader  in  its  policy.  It  has  planned  and  is  providing  a  great  distribut- 
ing system  which,  through  a  network  of  centrally  located  warehouses  and 
distributing  stations,  will  insure  Canadian  oxygen  users  of  a  never-fail- 
ing and  prompt  supply  of  pure  oxygen  in  any  quantities. 

This  service  will  be  extended  in  all  its  ramifications  as  rapidly  as  new 
plants  are  completed. 

By  inaugurating,  with  its  patrons,  a  relationship  of  unusual  breadth 
and  liberality,  the  Dominion  Oxygen  Company,  Ltd.,  will  be  a  constructive 
force  in  promoting  the  tremendously  increased  use  of  the  oxy-acetylene 
process. 

A  Suggestion 

It  will  be  to  the  advantage  of  Canadian  users  of  oxygen  to  write  for  ' 
more  detailed  information  before  contracting  for  their  future  oxygen  re- 
quirements. 


DOMINION  OXYGEN  COMPANY,  Ltd. 

265  Adelaide  Street  West 
Toronto,  Canada 
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Nova  Scotia  Steel  &  Coal  Company,  Ltd. 

Beg  To  Announce 

That  their  new  steam-hydraulic  forge  shop  is  now  in  opera- 
tion, as  also  is  their  recently  installed  "Harmet"  fluid  com- 
pression-plant. 

These  improvements  bring  "Scotia's"  equipment  abreast 
of  the  best  foreign  forges. 

They  are  accordingly  open  to  supply  forgings  of  all  shapes 
and  sizes.  Made  of  ordinary  or  fluid  compressed  open- 
hearth  steel,  and  satisfying  the  most  severe  specifications. 


Head  Office 


For  Prices  and  Particulars  Apply  to 

New  Glasgow,  N.  S. 


PLANNING 
TO  BUILD? 

Install  Complete 
Gas  Service 

Piping  for  Gas  Service  costs  less  at 
building  time  than  later  on.  The  Gas 
pipes  and  water  mains  can  both  be 
laid  at  the  same  time  and  it  is  easier 
and  cheaper  to  run  pipes  and  flues 
while  the  dwelling  is  going  up. 

Gas  Service  will  provide  your  home  with  the  modern  convenience  you 
need — a  Gas  Range,  Gas  Incinerator,  Gas  Water  Heater,  Gas  Radi- 
ators, Gas  Lights,  etc.  Don't  neglect  to  arrange  for  Gas  outlets  for 
auxiliary  heaters,  the  Gas  Iron,  etc. 

We  will  be  glad  to  assist  you  with  suggestions. 

Telephone  Adelaide  2180.    New  Building  Inspection  Department. 

(Inspection  free). 

The  Consumers'  Gas  Co. 

of  Toronto.    Head  Offiee,  19  Toronto  Street. 
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The  Wickes 
Blue  Print  System 


Simplicity  of  design 
is  a  big  feature  of  the 
design  of  the  Wickes 
Blue  Print  System. 
There  is  no  need  for 
its  operator  to  take 
up  valuable  time  tin- 
kering with  the  ma- 
chine or  fussing 
around  getting  it  to 
work.  Absolute  de- 
pendability and  long 
life  is  assured  every 
purchaser. 


There  is  no  glass  cy- 
linder to  clean  or  to 
replace  at  great  ex- 
pense. There  are  no 
series  of  belts  to  de- 
mand attention — just 
one  plain  continuous 
wide  belt,  the  life  of 
which  is  guaranteed 
for  years'  constant 
service  and  which 
will  last  as  long  as 
the  machine  itself. 


1356 


Ask  for  Catologue 

Wickes  Brothers 

2805  Water  Street,  Siginaw,  Michigan 


1920 


Builders  of  Heavy  Duty  Plate  and  Structural  Tools,  Heavy  Duty  En- 
gine  Lathes,    Special   Production    Lathes   and  Crankshaft 
Turning  Equipment 


IMMEDIATE  DELIVERY 

ON 

ROAD  EQUIPMENT 


2 —  New,  12^4-ton  Sawyer-Massey  Double  Cyl- 
inder, Steam  Road  Rollers. 

1 — 8-ton  Kelly-Springfield  Gasoline  Road  Roll- 
er. Rebuilt. 

1 — 11%  x  8  x  12  Chicago  Pneumatic  Portable 
Air  Compressor. 

1 — New,  Hvass  Road  Scarifier. 

1 — New,   10  x  20   Sawyer-Massey  Portable 
Crusher,  with  elevator  bin  and  screen. 

3 —  New,  London  No.  6  Concrete  Mixers. 


General  Supply  Company 

of  Canada,  Limited 

356  Sparks  St.        Ottawa,  Ont. 


Recommended 


for  Flat  Roofs 

by  Architects  and  Engineers 


For  factories,  stores,  office  buildings  and 
other  structures  with  flat  roofs,  Brantford 
Asphalt  Roll  Roofing  or  Brantford  Rubber 
Roofing,  laid  according  to  what  we  term 
Brantford  Specification,  is  giving  entire 
satisfaction. 

Hundreds  of  buildings  have  been  covered 
with  Brantford  Specification  Roofs  for 
many  years.  It  is  being  used  more  and 
more  all  the  time  and  is  endorsed  by  lead- 


ing contractors,  architects  and  engineers 
throughout  Canada. 

The  sanded  surface  of  Brantford  Asphalt 
Roofing  not  only  adds  to  its  protection,  but 
causes  it  to  adhere  readily  and  firmly  to 
our  Branroco  cement,  insuring  absolutely 
watertight  laps. 

Give  us  dimensions  of  the  roofs  you  are  es- 
timating on  and  we  will  send  full  particu- 
lars as  to  cost  of  using  Brantford  Specifica- 
tion and  complete  instructions  for  laying. 


.Limited 


Brantford  Roofing  Co 

Head  Office  and  Factory:  Brantford,  Ontario 
Branches  at  Toronto,  Montreal,  Halifax,  Winnipeg 
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A  Real  Service  to  Contractors 


Sand 
Lime 
Cement 

and 

General 

Building 

Supplies 


( )ur  splendid  facilities  and  large  equipment  enable  us  to  live  up  to 
our  service  claims,  and  to  absolutely  guarantee  the  quality  of  our 
materials- and  the  time  of  despatch  of  your  order. 


.arere  reserve  stock  of  supplies  makes  ample  provision  for  rush 

are  prepared 
regardless  of 


orders  or  emergencies.    From  our  own  quarries  we  are  prepared 


to  take  care  of  your  every  need  in  crushed  stone 

quantity. 

AT  YOUR  SERVICE 

A  comprehensive  array  (if  trucks  and  horses  provides  for  local  de- 
livery independent  of  railway  shipment. 

Together  with  our  up-to-date  storage  and  loading  devices  these 
facilities  place  us  in  a  position  to  deliver  what  you  want,  where 
you  want  it,  when  you  want  it.  Try  "Britnell  Service"  by  phon- 
ing North  664  or  North  2107  in  the  evenings. 


Britnell  &  Co.,  Limited 

C.  P.  R.  Crossing,  Yonge  Street,  North  Toronto 


Unless  special- 
ly requested  we 
do  not  supply 
driver's  cab 
with  equip- 
ment, but  will 
be  glad  to  fur- 
nish prices  up- 
on application. 


Olson  Dump  Body 

for 

Ford  Ton  Truck 

Made   in   two  sizes, 
Model  A  1  cubic  yard, 
and  Model  B  iy2  cubic 
yards.     Mounted  on 
Olson  side 
springs  to  sup- 
port body  at  all 
points.  So  per- 
fectly balanced 
that  it  may  be 
dumped  with 
perfect  ease. 
For  sale  by  all 
Ford  dealers. 


ONE  PRICE 
$245 
F.O.B.  WINDSOR 


Manufactured 
under  Olson 
Patents  by 

Brarcies  at: 


The  Swedish  Crucible  Steel  Co. 

of  Canada,  Limited 

MONTREAL,  QUE.,  285  Beaver  Hall  Hill  TORONTO,  ONT.,  614  Excelsior  Life  Bldg 


WINDSOR, 
Ontario, 
Canada 
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C.  H.  Johnson  &  Sons,  Ltd. 

Wire  Works  :  St.  Henry,  Montreal 
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<|This  front  view  of  the 
Ormsby  Swartwout  Stand- 
ard Ventilator,  made  of  rust 
resisting-  galvanized  sheet 
metal,  shows  the  louvers 
open.  Note  both  the  unob- 
structed passage  for  air  and 
the  ample  size  of  vane  con- 
trolling rotation 

<|One  eighteen  inch  Ormsby 
Swartwout  V entilator  will 
exhaust  67,000  cu.  ft.  of  foul 
air  per  hour  and  maintain 
this  average  under  all  con- 
ditions. This  capacity  is  the 
proven  result  of  exhaustive 
tests  covering  a  long  period. 

<]J  Lesser  capacities  may  be 
obtained  as  desired  by  the 
adjustable  damper  which  is 
chain-controlled  from  below. 


Cool  Ventilation  for  Hot  Summer  Days 

<]]  Ormsby  Swartwout  Ventilators  have  overcome  per- 
fectly that  costly  evil  of  sweltering  stuffy  work-rooms. 
€|  Listless  perspiring  workers  whose  efficiency  is  reduced 
one-half,  may  be  kept  active  and  comfortably  cool  by 
the  Ormsby  Swartwout  Ventilator,  which  insures  a 
steady  flow  of  invigorating  fresh  air  without  the  possi- 
bility of  any  dangerous  drafts. 

^  Mounted  on  sensitive  ball-bearings  and  controlled  bv 
an  ample  vane  the  "Ormsby  Swartwout"  responds  to 
the  slightest  breeze,  always  facing  away  from  the  wind. 
The  wind,  in  passing,  forms  a  partial  vacuum  before  the 
mouth,  which  sucks  up  the  used  air  from  below.  A 
steady  air-change  results. 

<]]  Ormsby  Swartwout  Ventilators  are  extremely  simple 
in  operation,  and  easily  controlled;  as  they  look  to  the 
wind  alone  for  their  source  of  power,  the  initial  cost  is 
the  only  cost  of  perfect  ventilation. 

<fl  Specify  Ormsby  Swartwout  Ventilators.  Used  and 
approved  by  the  best  OFFICE  BUILDINGS,  FAC- 
TORIES, WAREHOUSES,  and  SCHOOLS.  Made  in 
Galvanized  sheet  metal  and  copper. 


The  A.  B.  Ormsby  Company,  Ltd. 

TORONTO  ONTARIO 

Associated  with : 
THE  METAL  SHINGLE  &  SIDING  CO.,  LTD., 
Preston,  Montreal,  Winnipeg,  Calgary,  and  Saskatoon. 
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Is  it  Fair  for  Canadian  Concerns  to  Employ 
Foreign  Architects? 


CANADIAN  architects  have  on  many  occasions 
strongly  protested  against  the  employment  of 
American  architects  on  Canadian  work.  In 
some  instances,  the  retaining  of  specialists, 
such  as  architects  who  have  specialized  on  planning 
hospitals,  may  be  justified,  but  it  is  generally  felt  that 
the  engagement  of  architects  from  across  the  border 
on  ordinary  work  is  unfair  to  Canadian  professional 
men,  especially  in  view  of  the  obstacles  which  are 
placed  in  the  way  of  the  employment  of  Canadian  ar- 
chitects in  the  States. 

It  is  not  surprising  that  American  firms  who  build 
branches  on  this  side  should  prefer  to  engage  archi- 
tects who  have  previously  erected  buildings  for  them 
in  the  States,  and  who  presumably  are  better  acquaint- 
ed with  the  exact  requirements  of  their  clients  than 
Canadian  architects.  The  chief  complaint,  however, 
is  directed  against  the  giving  of  retainers  by  Canad- 
ian firms,  who  are  making  their  profit  out  of  people 
in  this  country,  and  who  rely  on  Canadian  business 


to  keep  them  going.  If  such  firms  desire  the  support 
of  our  people,  then,  in  fairness,  they  should  support 
Canadian  professional  men  when  opportunity  serves. 
In  two  or  three  recent  jobs  in  Montreal,  American 
architects  have  been  engaged — one  instance  is  that  of 
an  institution  of  a  national  character,  with  Canadian 
capital,  Canadian  directors,  and  relying  on  the  Cana- 
dian people  for  business  and  consequently  for  its  divi- 
dends. In  another  instance  the  Canadian  public  have 
been  asked  to  subscribe  capital  for  the  extension  of 
the  enterprise,  an  extension  which  is  to  be  construct- 
ed from  plans  drawn  by  an  American  architect. 

From' the  contractor's  supplies  firms'  point  of  view, 
the  engaging  of  outside  architects  is  by  no  means 
satisfactory.  American  architects  naturally  specify 
materials  with  which  they  are  familiar,  and,  if  we  are 
to  rely  on  the  statement  of  Canadian  supply  houses, 
this  too  often  means  that  Canadian  materials  are  ig- 
nored, and  that  American  sub-contractors  are  brought 
in  to  the  loss  of  home  firms. 

Some  architects  do  not  take  the  views  outlined 
above.  They  affirm  that  competition  from  any  source 
is  likely  to  result  in  much  better  work ;  that  some  of 
the  finest  buildings  here  are  the  result  of  work  done 
by  Americans ;  and  that  if  the  latter  can  give  better 
service  than  our  own  professional  men,  then  we  can- 
not expect  to  obtain  commissions  for  the  highest  class 
of  buildings.  They  also  point  to  the  first  class  work 
done  by  Canadian  branches  of  American  contracting 
firms,  and  argue  that  under  the  stimulus  of  competi- 
tion, Canadian  contractors  have  made  splendid  pro- 
gress in  their  business.  Without  such  competition 
Canadian  contractors  would  not  have  reached  the 
point  at  which  they  now  stand. 


Evils  of  Sectionalism  Aggravated  by  Proposed 
Zone  Postal  Schedule 


THE  Post  Office  Department  is  no  longer  to  be 
considered  a  servant  of  the  people,  managed 
with  a  view  to  encouraging  communication  be- 
tween the  scattered  people  of  Canada     It  is 
a  money-making,  revenue-raising  branch  of  Govern- 
ment activity,  aiming  to  show  a  large  annual  surplus 
as  evidence  of  work  well  done. 

As  if  there  were  already  not  enough  influences  at 
work  promoting  class  and  territorial  distinctions, 
furthering  sectional  as  opposed  to  national  interests, 
the  Post  Office  authorities  now  propose  to  divide  Can- 
ada into  zones,  and  so  far  as  they  can  control  it,  keep 
the  circulation  of  our  newspapers  and  nationally-cir- 
culated periodicals  from  reaching  citizens  outside  a 
limited  circle.  The  citizen  out  West  who  wants  to 
keep  in  touch  with  affairs  "back  home"  is  riot  going 
to  continue  doing  it  at  the  expense  of  the  Post  Office 
Department,  if  the  postal  authorities  have  their  way. 

The  ideals  and  purposes  of  Confederation  are  to 
be  ignored.  All  the  patient,  nation-building  efforts 
of  half  a  century  would  be  thwarted,  Canada  split  into 
sections,  the  evils  of  sectionalism  aggravated,  all  to 
yield  a  few  hundred  thousand  dollars  to  swell  a  sur- 
plus already  in  the  millions. 

The  purpose  is  to  increase  the  postal  charges  as 
much  as  800  per  cent,  in  order  to  discourage  the  wide 
circulation  of  the  few  periodicals  now  carried  through 
the  mails  outside  a  limited  zone.  Publications  which 
are  of  common  interest  to  all  Canadians  are  to  be  pen- 
alized, to  the  encouragement  of  sectional  publications, 
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and  to  the  further  advantage  of  United  States  and 
other  foreign  magazines — if  the  postal  authorities  have 
their  way. 

The  publishers  are  protesting — not  against  fair  tax- 
ation, nor  against  fair  postal  rates — but  against  a  post- 
al policy  which  does  not  recognize  Canadians  as  one 
people,  all  entitled  to  equal  treatment  as  regards  post- 
al rates — against  any  policy  which  would  sacrifice 
Canada's  few  nationally  circulating  publications  to 
the  advantage  of  many  times  their  number  of  Ameri- 
can publications  coming  into  the  country  tariff-free. 

Can  this  sort  of  thing  be  called  "union"  govern- 
ment?— Marketing. 


New  Map  of  Canada  Shows  Location 
of  Resources 

A "MAP  of  the  Dominion  of  Canada  indicating 
natural  resources,  transportation  and  trade 
routes,"  scale  100  miles  to  the  inch,  has  just 
been  published  by  the  Department  of  the  In- 
terior. On  this  map  varieties  of  mineral,  agricultural 
and  fishery  resources,  and  the  timber  and  fur  in  gener- 
al are  printed  in  red  lettering  in  their  proper  locations. 
The  sites  of  important  water  powers,  developed  and 
undeveloped  are  indicated,  and  the  lines  of  all  rail- 
roads completed  up  to  date  are  clearly  defined.  The 
resources  shown  on  the  map  extend  from  "whales" 
near  Herschel  island  in  the  Arctic  to  "salt"  at  the 
southern  toe  of  the  Ontario  peninsula,  and  from  the 
"white  whales"  of  Ungava  bay  to  the  fruit  lands  near 
Victoria,  B.  C.  An  important  insert  contains  five  cir- 
cular diagrams,  showing  the  comparative  contribu- 
tions of  each  province  to  field  crops,  commercial  tim- 
ber, developed  water  power,  fisheries  and  minerals.  A 
sixth  diagram  displays  the  proportion  of  the  total  ex- 
ports filled  in  1918  by  manufacturers  and  by  the  five 
great  classes  of  natural  resources  severally. 

The  thorough  reliability  of  this  map  is  shown  by 
the  caution  which  ignores  probabilities  however  prom- 
ising. The  trader,  investor,  manufacturer  and  econo- 
mic student  will  read  the  map  as  an  open  book ;  its 
appearance  is  timely  when  demand  is  abnormal  and 
enlarged  production  a  necessity. 

The  map  may  be  obtained  free  of  cost  on  applica- 
tion to  The  Superintendent,  Natural  Resources  Intel- 
ligence Branch,  Department  of  the  Interior,  Ottawa. 


Canadian  Engineering  Standards  Association 
Reports  Progress 


A MEETING  of  the  main  committee  of  the 
Canadian  Engineering  Standards  Association 
was  held  at  Ottawa  on  April  12th,  Sir  John 
Kennedy  in  the  chair,  when  a  number  of  items 
of  interest  were  dealt  with. 

The  general  specification  for  steel  railway  bridges 
submitted  to  the  main  committee  by  the  sectional  com- 
mittee on  steel  bridges  and  construction  was  approved 
for  publication.  This  specification,  the  essential  pro- 
visions of  which  are  fortunately  in  general  agreement 
with  the  practice  of  the  American  Railway  Engineer- 
ing Association,  is  not  drawn  up  with  any  intention 
of  limiting  the  choice  of  the  engineer  as  to  type  of 
bridge,  but  is  so  framed  as  to  indicate  definite  methods 
of  work  for  the  designer,  detailer  and  manufacturer, 


with  a  view  of  thus  obtaining  uniform  results  as  re- 
gards strength  and  utility.  The  specification,  as  now 
approved,  is  based  on  that  published  in  draft  form  in 
1918  by  the  Engineering  Institute  of  Canada,  and 
drawn  up  by  a  committee  of  that  Institute  under  the 
chairmanship  of  Mr.  P.  B.  Motley,  engineer  of  bridges, 
Canadian  Pacific  Railway  Company.  The  work  of  the 
C.  E.  S.  A.  upon  it  was  undertaken  at  the  recpiest  of 
the  Engineering  Institute  of  Canada. 

Wire  Rope  Specifications 

It  us  announced  that  sub-committees  have  been  ap- 
pointed for  the  purpose  of  drafting  general  specifica- 
tions for  guidance  in  the  purchase  of  wire  rope,  both 
for  mining  purposes  and  for  dredging  and  steam  shov- 
el work.  The  former  sub-committee  is  under  the 
chairmanship  of  Mr.  E.  H.  Sutherland,  Inspector  of 
Mines  of  Ontario,  and  the  chairman  of  the  latter  is 
Mr.  K.  M.  Cameron,  Department  of  Public  Works, 
Ottawa. 

A  report  from  the  chairman  of  the  sub-committee 
on  telegraph  and  telephone  wire,  Mr.  W.  J.  Duck- 
worth, of  the  Great  North  Western  Telegraph  Co.. 
Toronto,  stated  that  a  specification  for  two  standard 
grades  of  this  material  had  been  drafted  and  was  now 
being  considered  and  amended  by  the  sub-committee. 

Mr.  J.  G.  Morrow,  Steel  Company  of  Canada,  Ham- 
ilton, chairman  of  the  sectional  committee  on  steel, 
reported  that  a  special  committee  had  commenced 
work  with  a  view  to  co-ordinating  the  numerous  speci- 
fications for  material  for  carbon  steel  forgings  now 
being  worked  to  in  Canada,  and  if  possible  establish- 
ing the  characteristics  of  a  comparatively  small  num- 
ber of  grades  of  steel  which  could  be  used  to  fill  those 
specifications. 

National  Electric  Code 

It  was  decided  to  instruct  a  special  committee, 
under  the  chairmanship  of  Mr.  E.  G.  Burr,  consulting 
engineer,  Montreal,  to  proceed  with  an  enquiry  into 
the  desirability  and  possibility  of  framing  a  Canadian 
National  Electrical  Code.  It  was  pointed  out  that 
such  a  document,  so  far  as  hazard  to  life  is  concern- 
ed, has  been  drawn  up  in  the  United  States  under  the 
auspices  of  the  Bureau  of  Standards,  while  fire  hazard 
has  been  dealt  with  by  the  rules  of  the  National  Board 
of  Fire  Underwriters.  The  sub-committee  is  to  con- 
sider the  measures  to  be  taken  should  it  be  thought 
advisable  to  draft  a  Canadian  code  for  covering  these 
subjects  for  wide  acceptance  in  the  Dominion. 

A  communication  was  read  from  the  council  of  the 
Engineering  Institute  of  Canada  requesting  the  as- 
sociation to  deal  with  a  number  of  the  specifications 
of  the  Institute,  considering  and  revising  them  if 
necessary,  as  has  already  been  done  in  the  case  of  the 
specification  for  steel  railway  bridges.  It  was  decid- 
ed to  take  up  first  the  Engineering  Institute  of  Can- 
ada's specifications  for  steel  highway  bridges  and  for 
cement,  and  to  organize  suitable  committees  to  report 
upon  them. 

Aircraft  Standards 

It  was  announced  that  the  Air  Board  has  approved 
of  the  Canadian  Engineering  Standards  Association, 
through  its  sectional  committee  on  aircraft  parts,  as 
the  body  through  which  Canada  is  to  be  represented 
on  the  International  Aircraft  Standards  Commission. 
This  action  was  welcomed  by  the  committee  and  it 
was  pointed  out  that  the  approval  of  the  Air  Board 
gave  official  recognition  to  the  work  which  has  al- 
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No.  22 

Canada's  Engineers— J.  M.  Oxley 


Mr.  J.  Morrow  Oxley,  well  known  Toronto  struc- 
tural engineer,  was  born  in  Halifax,  N.  S.,  in  1883  and 
was  educated  at  the  Montreal  High  School  and  the  Uni- 
versity of  Toronto.  In  1901  he  was  with  the  Dominion 
Bridge  Company  as  draftsman,  in  1902  joining  the  Can- 
ada Foundry  Company  in  the  same  capacity.  In  1905 
and  1906  he  was  assistant  engineer  in  charge  of  the  con- 
struction of  the  Aberdeen  Grain  Elevator  for  E.  A. 
Bryan  Company  of  Chicago  and  Midland,  Ont.  He 
then  took  up  consulting  structural  engineering  as  mem- 
ber of  the  firm  of  Oxley  &  Chadwick,  Toronto,  carry- 
ing out  the  structural  design  of  a  number  of  buildings 
in  Toronto  and  elsewhere,  including  the  Robert  Simp- 
son store,  extensions  to  Christie  Brown  factory,  To- 
ronto Observatory,  new  shops  for  Midland  Engine 
Works,  etc,,  etc.  In  1909  Mr.  Oxley  became  chief  en- 
gineer for  McGregor  &  Mclntyre,  structural  steel  con- 
tractors, in  charge  of  the  design  and  drafting  depart- 
ments, and  in  1911  he  became  a  member  of  the  firm  of 
Harkness  &  Oxley,  consulting  engineers,  Toronto.  This 
firm  has  been  engaged  on  the  structural  design  of  many 
of  Toronto's  notable  buildings,  such  as  C.  P.  R.  office 
building,  Dominion  Bank  head  office,  Central  Y.M.C.A., 
Knox  College,  Methodist  Book  &  Publishing  House, 
Eaton  Memorial  Church,  etc.,  and  as  engineers  in  charge 
of  design  and  construction  of  industrial  plants,  such 
as  the  John  Inglis  boiler  shop,  Toronto;  Brown  Copper 
&  Brass  Rolling  Mills  at  New  Toronto;  National  Fire- 
proofing  Co.'s  plant,  Waterdown,  etc.,  etc. 

Mr.  Oxley  went  on  service  with  the  C.  E.  F.  in 
1915,  first  with  the  95th  battalion,  then  as  supernum- 
erary, company  commander  and  second  in  command  of 
the  124th  battalion  Pioneers  in  France,  then  with  the 
12th  battalion  Canadian  Engineers.     He  was  trans- 


ferred to  the  reserve  with  rank  of  Major  in  December, 
1918. 

From  March,  1919,  he  has  been  a  member  of  the 
firm  of  Chapman,  Oxley  &  Bishop,  architects  and  engi- 
neers, Harbor  Commission  building,  Toronto.   Mr.  Ox- 


Mr.  J.  Morrow  Oxley 

ley  is  an  associate  member  of  the  Engineering  Insti- 
tute of  Canada  and  is  now  acting  as  chairman  of  the 
committee  of  the  Toronto  Branch,  appointed  to  review 
the  proposed  new  building  by-law  for  the  city  of  To- 
ronto. 


ready  been  accomplished  by  Canadian  representatives 
at  meetings  of  the  Commission. 

The  International  Aircraft  Standards  Commission 
was  organized  in  1917,  primarily  as  a  war  measure, 
with  the  object  of  obtaining,  as  far  as  may  be,  inter- 
national agreement  regarding  materials  for  aircraft 
as  well  as  details  of  aircraft  construction  and  equip- 
ment. It  is,  for  example,  obviously  desirable  that  aero 
engine  magnetos  made  in  different  countries  should  be 
built  within  certain  limits  of  overall  dimensions  and 
should  conform  to  general  specifications  which  would 
enable  a  French  magneto  to  be  used  in  an  emergency 
on  a  British  machine  finding  itself  in  difficulties  in 
France.  The  Commission  has  already  made  gratify- 
ing progress,  although  it  is  unfortunate  that  the  Unit- 
ed States  has  so  far  been  unable  to  appoint  a  commit- 
tee to  take  part  in  its  work.  The  countries  now  ac- 
tive on  the  Commission  are  Great  Britain,  France,  Italy 
and  Canada. 

A  grant  of  £200  towards  the  funds  of  the  Associa- 
tion was  announced  from  the  British  Engineering 
Standards  Association  and  the  secretary  reported  that 
he  now  had  in  stock  a  supply  of  almost  all  the  publi- 
cations of  the  B.E.S.A. 

A  communication  was  read  from  the  American  En- 
gineering Standards  Committee,  advising  that  in  the 
opinion  of  the  A.  E.  S.  C.  co-operation  between  that 
body  and  the  C.  E.  S.  A.  should  be  provided  for  by 


the  interchange  of  minutes  of  the  meetings  of  the  re- 
spective main  committees,  so  that  joint  action  could 
be  arranged  for,  wherever  necessary.  The  committee 
heartily  concurred  in  this  suggestion,  which  will  be 
adopted  in  future,  and  the  hope  was  expressed  that 
many  opportunities  for  co-operation  would  present 
themselves. 


Error  in  Irrigation  Article 

In  an  article  on  page  244  of  our  march  17  issue, 
entitled  "Determination  of  Lateral  Capacities  to  Sup- 
ply Irrigation  Requirements"  an  error,  which  may 
prove  misleading,  crept  into  the  second  paragraph. 
This  states  "the  Government  requirements  under 
which  water  rght  applications  are  made  require  water 
to  be  delivered,  etc."  This  should  have  read,  "were 
made,"  as  the  conditions  set  forth  in  the  article  are 
at  the  present  time  entirely  in  accord  with  the  govern- 
ment regulations.  It  might  appear  from  the  article 
that  the  capacities  of  the  ditches  were  not  determined 
in  a  manner  agreeable  to  the  government  conditions. 
The  correction  is,  therefore,  noted  herewith  in  order 
that  there  may  be  no  misapprehension  in  this  regard. 

At  a  meeting  of  the  Ottawa  School  Board  held  on 
April  20  it  was  decided  to  withdraw  all  advertisements 
for  tenders  on  the  York  Street  School  until  the  pres- 
ent labor  disputes  are  settled. 
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Tractors  for  Haulage  are  Money  Savers 

More  Work  at  Less  Cost  Has  Been  British  Columbia's  Experience 
According   to   Paper   Read    Before    Provincial    District  Engineers 

 —  By  Arthur  Dixon*  


WHILE  there  is  no  doubt  that  the  tractor  is 
fast  replacing  teams  for  both  fanning  and 
construction  purposes,  the  practicability  of 
their  use  is,  I  think,  still  in  the  experimental 
stage,  as  far  as  the  latter  is  concerned:  Early  in  the 
season  I  took  the  subject  up  with  the  Good  Roads' 
Board  of  the  Province  of  Manitoba,  and  the  following 
is  an  extract  from  the  reply  received  from  the  chief 
engineer : 

"Re  use  of  tractors  in  road  work,  I  beg  to  state  that 
so  far,  we  have  had  actual  experience  with  only  one  type  of 
tractor,  a  40/00  'Twin  City,'  which  was  owned  and  used  by 
the  municipality  of  Portage  la  I'rairie,  under  the  super- 
vision of  our  engineer.  This  engine  was  used  in  pulling  two 
twelve  foot  blade  Russell  graders.  It  proved  very  satis- 
factory, but  was  hardly  strong  enough 
graders  and  for  the  coming  season  it 


to  handle  the 
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A  type  of  tractor  used  for  road  work  in  British  Columbia 

either  a  00/80  'Twin  City'  in  place  of  the  present  one,  or 
keep  the  present  one  and  buy  a  lighter  engine  for  pushing 
it.    Probably  the  last  named  course  will  be  followed." 

The  Province  of  Saskatchewan,  Department  of 
Highways,  advised  through  its  superintendent : 

"In  many  instances  through  this  Province,  tractors  have 
been  used  for  hauling  and  operating  machineiy  on  road 
work  and  have  proven  to  be  both  satisfactory  and  economi- 
cal in  operation. 

The  weight  of  the  tractor  used  determines  the  amount 
of  work  it  should  be  called  upon  to  do  in  order  to  reduce 
the  cost  to  a  minimum,  as  for  instance,  a  heavy  tractor  could 
satisfactorily  be  used  in  hauling  two  graders,  a  heavy  one 
to  do  the  actual  grading,  and  a  light  one  following,  which 
would  push  the  dirt  to  the  crown  of  the  road  and  do  a  cer- 
tain amount  of  smoothing  work. 

"In  addition  to  the  actual  grading  operation,  the  trac- 
tor is  also  very  useful  in  compacting  the  road  surface,  and 
in  this  connection  we  feel  that  the  type  of  tractor  with  the 
widest  possible  width  of  tire  would  be  the  most  suitable,  as 
it  would  give  a  smoother  finish  than  the  narrower  tires. 

"We  have  no  definite  information  in  the  way  of  actual 
figures  to  show  the  economy  of  using  the  tractor  in  prefer- 

*  District  Engineer. 


ence  to  teams,  but  we  know  that  the  steadiness  of  pull  and 
the  fact  that  the  work  is  more  continuous  has  warranted 
the  use  of  the  tractor  in  this  connection  in  quite  a  general 

way." 

The  Alberta  Provincial  Department  of  Public 
Works  replied  briefly,  as  follows. 

"It  is  rather  difficult  for  us  to  give  you  anything  definite 
at  the  present  time.  We  tried  out  a  few  tractors  with  heavy 
traders  last  season,  but  did  not  do  enough  work  with  them 
to  arrive  at  any  conclusion  as  to  where  the  best  results  were 
obtained." 

Saving  Over  Horses 

The  majority  of  tractors  at  present  so  largely  ad- 
vertised are  no  doubt  designed  principally  for  farming 
operations,  although  several  makes  of  all  sizes  and 
types  have  and  are  being  tried  out  for  construction 
purposes  of  various  classes,  and  I  think  I  am  safe  in 
saying  a  great  saving  has  usually  been  found  as  com- 
pared with  horses.  There  are  cases,  however,  where 
it  is  practically  impossible  to  replace  teams  on  road 
work,  but  it  would  seem  most  advisable  to  reduce 
their  number  to  the  minimum  where  economy  can  be 
shown. 

One  has  only  to  look  over  the  recent  numbers  of 
engineering  and  contracting  periodicals  to  note  the 
numerous  short  articles  concerning  experiments  with 
tractors,  on  the  different  classes  of  construction  work. 
The  following  instance  is  taken  from  a  late  issue  of 
"Successful  Methods,"  the  tractor  referred  to  being 
a  small  Cleveland  "Caterpillar." 

"The  William  Dunbar  Company,  of  Cleveland, 
Ohio,  contractors,  have  been  experimenting  success- 
fully with  a  small  12  horse-power  tractor  in  connec- 
tion with  wheeled  scraper  and  wagon  hauling.  This 
concern  had  a  12-ft.  cellar  to  excavate,  and  found  that 
by  hauling  a  single-wheeled  scraper  by  tractor,  as 
much  dirt  could  be  removed  as  with  3  team-drawn 
wheeled  scrapers  and  a  deeper  cut  would  be  made. 
Part  of  the  excavation  material  was  taken  out  by  team- 
drawn  dump  wagons,  and  a  tractor  was  used  in  place 
of  snap  teams  for  helping  the  load  out  of  the  pit.  A 
gallon  of  gasoline  was  consumed  per  hour." 

More  Work  at  Less  Cost 

Unfortunately  no  costs  are  given.  However,  there 
is  sufficient  evidence  to  show  that  a  great  deal  of  at- 
tention is  being  given  generally  at  this  time  to  the 
introduction  of  tractors  as  labor-saving  devices.  The 
question  is  of  vital  importance  to  us  in  British  Colum- 
bia, where  we  are  perhaps  differently  situated  from 
the  other  provinces  of  the  Dominion,  both  geographi- 
cally and,  may  I  say,  financially.  With  the  tremen- 
dous mileage  of  roads  Avhich  the  province  has  to  main- 
tain, to  say  nothing  of  the  requirements  of  the  future, 
every  possible  dollar  should  be  turned  into  output  if 
a  successful  road  building  programme  is  to  be  main- 
tained. To  get  down  to  the  use  of  tractors,  in  a  gen- 
eral way,  I  have  found  that  they  are  able,  when  hand- 
led by  competent  drivers,  and  under  favorable  condi- 
tions, to  do  practically  anything  a  team  is  capable  of 
doing,  and  do  more  work  at  much  less  cost. 

All  comparisons  given  are  made  under  the  very 
best  conditions,  because  I  believe,  when  the  "Wallis" 
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or  any  other  tractor  of  the  same  type  falls  down,  a 
"caterpillar"  will  do  the  work. 

To  begin  with,  a  brief  description  of  the  "Wallis" 
machine  will  not  be  out  of  place,  with  a  few  references 
to  its  advantages  and  disadvantages.  It  was  the  type 
we  tried  out  this  past  year.  This  tractor  has  a  draw 
bar  pull  of  14  horse  power,  is  of  the  round  wheel  type, 
with  a  single  wheel  in  front  for  steering,  and  weighs 
approximately  3,500  pounds.  For  an  engine  rated  at 
this  horse  power,  I  find  that  the  tractor  is  capable, 
under  certain  conditions,  of  greater  pulling  capacity 
than  at  first  anticipated.  In  short,  the  engine  has 
been  very  satisfactory. 

In  order  to  give  extra  traction,  large  iron  knobs 
or  "spuds"  as  they  are  termed,  are  provided  to  be  at- 
tached to  the  rear  wheels — 28  in  each.  Without  these 
it  was  found  impracticable  to  operate  the  tractor, 
even  with  a  small  load.  Recently  a  set  of  angle  irons, 
or  "grousers"  have  been  furnished,  which  are  reported 
by  the  manufacturers  to  be  more  satisfactory  than 
the  old  type,  evidently  referring  to  the  "spuds."  This 
may,  or  may  not  be  the  case,  as  to  date  we  have  not 
had  an  opportunity  to  try  them  out,  so  that  no  actual 
comparison  can  be  given. 

The  splendid  engine,  and  the  simplicity  of  con- 
struction are  two  good  points  in  this  tractor's  favor, 
but  I  have  found  that  it  has  several  disadvantages. 
First,  while  it  is  practically  impossible  to  stall  the  en- 
gine, there  is  apparently  not  enough  weight  in  the 
tractor  itself  to  give  the  traction  required  to  climb 
gravel  pitches  of  5  per  cent,  to  7  per  cent,  with  a  load, 
say  a  dump  wagon  of  gravel.  The  revolving  wheels 
simply  tear  out  the  gravel  which  will  not  only  spoil 
the  road,  but  causes  a  vibration  sufficient  to  ruin  the 
machine  in  a  very  short  time. 

Working  in  sandy  material  with  a  grader,  the  ma- 
chine will  do  the  same  thing,  having  to  be  frequently 
dug  out,  causing  a  loss  of  time.  While  operating  a 
grader  in  wet  weather  in  gumbo  material,  the  wheels 
were  also  found  to  skid  so  much  as  to  tear  out  the  ma- 
terial, causing  the  tractor  to  settle  into  the  mud  as  far 
as  the  frame  allows,  practically  to  the  axle.  In  such 
cases  we  had  to  call  for  an  extra  man  to  keep  the 
wheels  from  clogging.  The  latter  trouble  is  really 
responsible  for  the  skidding  above  mentioned,  and  we 
are  unfortunately  subject  to  much  wet  weather  in 
northern  British  Columbia,  and  have  many  miles  of 
gumbo  roads  to  maintain. 

These  disadvantages  are  common  to  all  round 
wheel  tractors,  so  that  the  "Wallis"  cannot  be  taken 
as  an  exception.  The  single  steering  wheel  is  too 
light  to  stand  the  constant  strain  of  heavy  work — it 
was  found  necessary  to  add  re-inforcements — also  the 
front  fork  casting  was  latterly  broken. '  The  two- 
wheel  steering  system  is  very  necessary  for  operat- 
ing this  tractor  on  road  work — the  single  wheel  may 
be  all  right  on  the  farm. 

The  work  carried  out  this  year  with  the  tractor 
has  principally  consisted  of  ploughing,  grading  and 
in  a  few  cases,  of  hauling  material.  In  ploughing  the 
tractor  was  equipped  with  a  large  4-horse  breaking 
plough,  and  averaged  at  the  rate  of  24  round  trips  of 
y2  mile  per  day  of  8  hours,  or  12  miles,  which  is  ap- 
proximately equal  to  two  acres.  The  operating  ex- 
penses were : 

Rental  and  depreciation  of  tractor    $5.00 

Gasoline,  8  gallons  at  .45   3.60 

Engineer's  wages   5.00 

1  man  at  $4.25  and  1  man  at  $4.00   8.25 


Oil,  grease  and  waste  ...   1.00 

Total   ...  V].^'>.  $22.85 

or  $11.42  per  acre. 

Four  horses  could  not  begin  to  do  this  amount  of 
ploughing  in  a  day  ;  indeed,  an  acre  in  a  similar  class  of 
material  would  be  considered  a  very  big  8  hour  day's 
work.    Even  putting  it  at  this  the  cost  would  be : 


4  horses  at  $2. .25  v   $9.00 

1  driver  v^.v  ~ . .'.    ■■■  4.25 

1  ploughman   4.00 

1  extra  man   4.00 


Total  $21.25 


or  $21.25  per  acre. 

I  may  state  that  there  were  instances  where 
ploughing  was  found  to  cost  more  with  the  tractor, 
than  that  stated  above,  due  to  changed  conditions  in 
material,  heavier  roots  to  be  taken  out,  etc.,  but  this 
would  not  alter  the  proportionate  cost. 

In  heavy  grading,  I  regret  that  no  correct  details 
are  available,  but  the  tractor  will  accomplish  two  to 
three  times  more  work  than  a  six  horse  team  and 
grader.  One  case :  A  short  piece  of  grading  in  hard 
silt  about  a  quarter  of  a  mile  long  was  completed  with- 
out ploughing  in  six  hours  with  the  tractor.  With 
teams  it  would  have  been  necessary  to  use  the  plough, 
and  have  taken  a  good  day's  work  to  finish. 


The  costs  are  as  follows : 

By  Tractor 

Rental  and  depreciation  of  tractor  6  hours    $3.75 

Gasoline   2.70 

Driver's  wages   3.75 

Grader  man   3.87 

Extra  man   3.00 


Total  '   $17.07 

By  team  of  six  horses 

6  horses  at  $2.25   $13.50 

1  driver   4.25 

1  grader  man   4.25 

1  extra  man   4.00 


Total  $26.00 


The  tractor  will  easily  travel  with  heavy  grader, 
camp  outfit,  and  supplies  on  wagon,  and  water  tank, 
making  30  miles  per  day,  or  the  same  work  as  three 
good  teams,  with  a  saving  over  the  team  work  of 
$10.00.  The  same  applies  to  hauling  hay,  grain,  lum- 
ber, etc.  The  tractor  is  capable  of  doing  about  three 
times  as  much  as  a  team,  and  show  a  saving,  thereby 
proving  the  following  statement:  A  horse  is  capable 
of  continuous  pull  of  one-tenth  its  own  weight ;  a 
tractor  of  this  size  has  a  draw  bar  pull  at  2J/2  miles  per 
hour  of  1,300  pounds  or  approximately  one-third  of 
its  weight.  It  is  this  greater  pulling  capacity,  together 
with  its  ability  to  keep  it  up  for  24  hours  per  day  if 
necessary,  that  makes  the  tractor  produce  power  at  a 
lower  cost  than  horses. 

Desirable  Types 

There  are  so  many  places  where  the  round  wheel 
tractor  cannot  work,  particularly  those  previously 
mentioned.  This  causes  a  lot  of  delay,  lost  time,  and 
unnecessary  expense.  In  very  wet  places  it  has  been 
found  essential  to  even  lay  temporary  corduroy  down 
to  get  the  tractor  over.  I  am,  therefore,  of  the  opinion 
that  the  caterpillar  type  would  give  more  all  round 
satisfaction,  work  a  longer  season,  and  possibly  give 
greater  output.  Of  course,  the  initial  expense  of  this 
class  of  tractor  is  greater,  but  there  is  no  doubt  that 
the  saving  would  pay  any  difference  in  one  season's 
work. 

Another  question  to  consider  is  the  amount  of 
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work  to  be  done  in  the  year,  and  whether  such  an  ex- 
pensive piece  of  equipment  could  be  kept  busy  a  suf- 
ficiently long  time  to  warrant  its  purchase.  Some  of 
the  districts  are  unfortunately  so  badly  disconnected 
as  to  make  interchange  of  large  machinery  a  difficult 
and  expensive  question,  although  there  is  no  doubt 
that  in  other  parts  of  the  province  such  a  system  could 
be  economically  worked  out. 

The  use  of  tractors  on  road  work  will  no  doubt  be 
made  a  big  success  in  the  future,  but  before  any  large 


purchase  of  standard  equipment  is  made  at  the  present 
time,  the  matter  should  be  thoroughly  discussed  by 
all  concerned,  as  1  do  not  think  any  one  type  would 
be  generally  suitable.  A  good  mechanic  should  always 
be  put  in  charge  of  a  tractor,  whether  large  or  small, 
and  I  believe  that  where  two  or  three  machines  are  in 
use  a  permanent  man  should  be  kept,  so  that  in  the 
winter  repairs  and  overhauling  could  be  attended  to. 
This  man  could  also  do  most  of  the  overhauling  of 
all  government  cars  in  the  district. 


Where  a  Contractor  Loses  His  Profits 

Enforcement  of  Some  of  Innocent  Looking  Clauses  Commonly 
in    Contracts   Would   Work   Unfairly   Against  Contractor 

 By  Royal  A.  Stone*  


IN  one  contract  that  we  opened  some  time  ago,  we 
found  in  the  specifications,  and  very  deep  in  the 
specifications,  sunk  'way  down  in  the  fine  print 
towards  the  end,  the  following  paragraph : 
Any  omission  to  disapprove  of  the  work  of  the  engineer 
at  the  time  of  the  monthly  or  other  estimate  being  made, 
shall  not  be  construed  to  be  an  acceptance  of  any  defective 
work,  etc. 

You  are  all  familiar  with  those  general  clauses 
in  the  contract.  As  I  have  indicated  the  draughts- 
man of  the  particular  contract  went  just  as  far  as  pos- 
sible to  confuse — he  may  not  have  intended  to,  but 
that  was  the  result — so  that  the  careless  contractor 
might  very  easily  be  led  into  signing  that  contract 
without  actually  knowing  what  was  in  it.  Thousands 
and  thousands  of  such  contracts  have  been  signed  by 
parties  who  knew  what  was  in  them. 

I  am  going  back  to  that  first  paragraph  that  I 
just  read,  because  it  is  objectionable  from  another 
standpoint.  Consider  it  again  for  a  moment.  This 
work  must  necessarily  be  done  pursuant  to  the  de- 
signs and  under  the  direction  of  the  engineer;  but 
tell  me,  if  an  engineer  comes  along  with  a  piece  of 
railroad  work  or  drainage  canal  and  sees  that  the 
piece  of  work  is  being  done  improperly,  that  the  struc- 
ture is  contrary  to  the  specifications,  that  it  is  in- 
herently weak,  has  he  any  right  to  pass  it  up,  and  in 
six  months  hence,  after  you  have  gone  and  after  the 
outfit  is  moved  somewhere  else,  to  spring  this  speci- 
fication and  say,  "You  have  got  to  go  back  and  do  it 
all  over  again"? 

I  think  that  a  fair  provision  would  be  along  this 
line : 

"The  failure  of  the  engineer  to  disapprove  in  writ- 
ing of  any  work  claimed  to  be  defective,  as  soon  as 
the  alleged  defects  are  discovered  or  in  the  exercise 
of  reasonable  diligence  shall  be  discovered  by  him, 
shall  be  deemed  an  acceptance  of  the  work  in  ques- 
tion." 

This  is  the  rule  which  would  be  applied  in  court 
were  it  not  for  the  contrary  controlling  provision  of 
the  contract. 

Extra  Work 

Here  is  another  very  common  provision,  and  in 
substance,  a  necessary  provision : 

The  engineer  may  *  *  *  *  order  extra  work  to  be  done 
or  make  any  changes  he  may  deem  expedient  *  *  *  * 
and  may  furnish  other  plans.  *  *  *  *  All  such  extras  and 

•Excerpts  from  an  address  presented  at  the  Annual  Convention  of 
the  Northwestern  Association  of  General  Contractors. 


changes  must  be  directed  by  the  engineer  in  writing,  who 
shall  fix  the  amount  by  which  the  cost  of  the  work  is 
increased  or  diminished.  *  *  *  *  Claims  must  be  made 
monthly  and  *  *  *  *  shall  only  be  allowed  when  the 
engineer  has  in  writing  authorized  same  and  stated  the 
prices  to  be  paid  therefor. 


In  substance,  that  is  a  necessary  provision.  It  is 
the  result  of  experience,  but  knowing  that  all  of  the 
professions  must  be  fallible,  I  think  it  is  altogether 
too  much  power  to  grant  the  engineer.  "He  may 
furnish  other  plans ;"  he  may  change  the  whole  scheme 
of  the  work,  change  the  location,  and  absolutely  dis- 
organize the  plans  of  the  contractor.  He  may  do  it 
at  any  time  after  you  have  your  outfit  placed  and  after 
your  work  is  started,  and  those  provisions  are  the 
only  convenant;  and  the  other  clause  denies  you  any 
recovery  for  any  loss  of  anticipated  profits  by  reason 
cf  any  such  change. 

Contractor's  Time  and  Expense  Must  Be  Paid  For 

I  do  not  think  the  engineer  ought  to  have  a  right 
so  to  change  the  plans  that  the  entire  nature  of  the 
work,  from  the  contractor's  standpoint,  is  changed. 
The  contractor  should  have  a  right  to  elect — "I  will 
go  on  with  the  work  and  perform  the  contract  under 
your  price,  or  I  am  through.  You  will  pay  me  for 
my  expense  and  loss  of  time."  I  think  that  would 
be  a  reasonable  way  to  take  care  of  a  situation  of 
that  kind. 

It  is  understood  that  in  the  event  an  engineer 
orders  changes  and  extra  work,  the  price  fixed  by  the 
engineer  must  be  a  reasonable  price.  I  think  the 
contract  ought  to  be  so  worded  as  to  protect  the  con- 
tractor as  to  that  phase  of  the  question. 

Now,  to  illustrate  just  what  happens  when  two 
engineers  fix  the  price.  I  was  out  on  a  trip  recently 
in  connection  with  a  project  under  construction,  and 
the  engineer  for  the  public  fixed  the  price  of  raising 
a  piece  of  industrial  track  just  a  few  bundred  feet  at 
$5,000,  and  the  engineer  for  the  railroad  company 
fixed  the  price  at  $12,000.  In  a  situation  of  that  kind 
the  contractor  ought  to  be  protected  and  it  ought  to 
be  left  for  him  to  say  whether  he  will  go  ahead  or 
quit,  and  if  he  elects  to  quit,  he  ought  to  be  paid  for 
what  he  has  already  done. 

The  Weakness  of  Waiving  Contract  Provisions 

If  you  are  bound  by  such  a  contract  you  have  a 
right,  in  case  of  any  such  change,  to  get  that  amount 
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fixed  in  writing  before  you  proceed.  Sometimes  I 
hope  to  find  the  case  of  a  contract  where  a  contractor 
who,  when  such  provisions  are  in  the  contract,  will 
insist  on  having  in  writing  that  which  he  is  entitled 
to  have  in  writing.  So  far  such  cases  have  been  very 
few  and  far  between.  You  have  relied  on  the  good 
faith  of  the  engineer,  but  the  trouble  is,  despite  the 
best  efforts  of  the  engineer,  despite  his  honesty,  not- 
withstanding your  own  good  faith,  and  your  own  con- 
stant efforts  to  complete  your  contract,  you  may  get 
into  court.  That  contract  comes  to  a  lawyer;  he 
picks  it  up :  he  is  there  to  protect  the  rights  of  his 
client,  and  his  client  may  be  the  owner.  The  owner 
has  the  right  under  such  a  provision,  before  becom- 
ing bound  by  any  charge  for  extras,  to  have  it  fixed 
in  writing.  The  lawyer  says  at  once,  "Why,  you  are 
not  liable  for  this.  The  matter  was  not  determined 
by  written  decision  of  the  engineer  before  he  went 
ahead  with  the  work." 

There  can  be  no  recourse.  What  is  the  alterna- 
tive for  the  contractor?  This  may  represent  the  en- 
tire profit  on  the  job,  and  that  item  may  be  the  differ- 
ence between  future  prosperity  and  temporary  ruin — 
financial  embarrassment.  He  can  prove — he  may  at- 
tempt to  prove — that  that  and  other  provisions  of  the 
contract  have  been  waived.  You  can  get  away  with  it, 
ordinarily,  but  it  is  a  costly  proceeding. 

fudge  Caldwell,  long  on  the  Circuit  Court  of  this 
district  (St.  Paul),  once  said  in  an  insurance  case. 
"Give  me  a  policy  and  a  fire  and  I  will  do  the  rest." 
Given  provisions  of  this  kind,  given  extra  work,  and 
ordinarily,  the  jury  can  be  relied  upon  to  do  the  rest. 

When  you  are  entitled  to  have  anything  in  writ- 
ing be  sure  that  you  get  it  and  get  it  when  you  are 
entitled  to  it.  It  is  an  easy  thing  to  overlook  in  the 
rush  and  press  of  work,  but  remember  that  the  work 
is  being  done  under  a  contract  binding  upon  yourself, 
under  written  language  which  will  be  interpreted  in 
the  end  by  somebody  other  than  you  and  the  other 
contracting  party  who  adopted  it,  so  check  yourself 
up  as  you  go  along  with  the  work  and  get  that  to 
which  you  are  entitled. 

Who  Hires  and  Fires  Your  Foreman? 

Another  provision  happens  to  accompany  this : 

The  contractor  shall  keep  a  competent  foreman  *  *  *  * 
to  be  engaged  and  retained  only  with  the  approval  of  the 
engineer. 

I  do  not  think  such  a  provision  ought  to  be  al- 
lowed in  any  contract  because  they  are  generally 
provisions  which  protect  the  owner.  To  give  the 
engineer,  in  the  ordinary  case,  power  to  discharge 
your  foreman  and  select  another  one  for  you  is  taking 
the  work  out  of  your  hands  to  such  an  extent  as  none 
wants  to  consent  to  in  advance. 

When  Extra  Work  is  Done  for  Nothing 

Here  is  another  one  along  the  lines  of  extra  work. 
I  said  I  was  not  going  to  criticize  these  provisions, 
but  just  give  you  the  facts  concerning  them.  One 
reason  I  am  not  going  to  criticize  some  of  them  is, 
T  am  trying  to  avoid  profanity  these  days. 

All  claims  for  extra  work  or  material  must  be  pre- 
sented to  the  engineer  for  allowance  at  the  end  of  the 
month. 

So  far  so  good.  The  owner  has  a  right  to  demand 
that.  The  engineer  is  entitled  to  it.  It  is  a  matter  of 
fair  dealing  between  man  and  man. 

*  *  *  *  in  which  the  same  shall  have  be  done  or  furnish- 
ed, and  shall,  if  allowed  by  the  engineer,  be  included  in 
the  estimate  for  that  amount;  otherwise  all  claim  therefor 
shall  be  deemed  to  be  absolutely  waived  by  the  contractor. 
In  other  words,  mere  omission  by  your  super- 


intendent may  cause  you  a  loss  beyond  the  power  of 
your  engineer  to  rectify,  because  your  'engineer  can- 
not change  this  contract.  If  the  engineer  wants  to 
put  that  in  the  estimate  a  couple  of  months  hence,  he 
will  have  trouble  doing  it  against  the  efforts  of  the 
lawyer  and  the  court,  if  the  matter  finally  gets  into 
court.  Again,  of  course,  you  have  the  recourse  of 
the  waiver  of  provisions  of  that  kind,  but  it  is  a  dan- 
gerous recourse.  It  is  an  attempt  to  cure  where  pre- 
vention should  have  been  used. 

And  right  along  this  same  line,  read  this : 
Every  allowance  *  *  *  *  shall  be  embraced  in  *  *  *  * 
monthly  estimates;  but  should  the  contractor  have  a  claim 
which  he  considers  is  not  included  in  any  progress  certifi- 
cate, it  will  be  necessary  for  him  to  make  such  claim  in  writ- 
ing to  the  engineer  within  thirty  days.  *  *  *  * 

That  is  far  enough,  but  read  this : 

Unless  such  claims  are  thus  made  and  are  repeated  in 
writing  every  month  until  finally  adjusted  or  rejected,  the 
contractor  shall  have  no  recourse  against  the  company. 

How  many  contractors  have  signed  that  contract?* 
It  has  been  very  common.  No  owner's  or  company's 
protective  provision  is  more  common. 

When  Delay  May  Be  Costly 

Study  this: 

The  only  recourse  of  the  contractor  in  case  of  delay 
caused  by  the  company  is  an  extension  of  time  for  a  period 
equal  to  the  delay,  and  the  right  of  the  contractor  to  such 
extension  shall  be  deemed  to  have  been  waived  unless  a 
claim  therefor,  stating  the  occasion  and  nature  thereof, 
shall  be  made  by  him  in  writing,  delivered  to  the  company 
at  the  time  of  such  stoppage  or  delay. 
Another : 

If  there  be  any  delay  in  the  work,  upon  the  written 
directions  of  the  company,  or  by  reason  of  any  cause  for 
which  the  company  is  held  responsibe,  the  contractor  shall 
have  no  claim  for  damage  by  reason  of  such  delay,  but  the 
time  specified  for  completing  the  work  shall  'be  extended 
for  a  period  of  time  equal  to  the  time  of  such  stoppage  or 
delay. 

Notice  the  requirements,  not  originally,  but  as  the 
work  proceeds  along: 

The  contractor  shall  be  at  the  risk  of,  and  shall  bear 
all  loss  or  damage  whatsoever,  and  howsoever  arising,  which 
may  occur  to  the  work,  until  the  same  has  been  accepted 
by  the  company,  and  all  damage  occurring  before  acceptance 
shall  be  made  good  by  the  contractor. 

That  is,  if  you  complete  a  piece  of  grade  or  any 
other  work,  although  it  is  done  so  far  as  you  are  con- 
cerned, and  the  company  delays  you,  causing  you  to 
lay  up  during  the  winter  season,  during  the  season 
of  heavy  rains,  during  the  season  of  the  greatest  ac- 
tivity of  disintegrating  frost  in  the  spring,  through 
no  fault  of  your  own,  the  engineer  has  the  right  and 
it  is  his  duty  under  that  contract,  to  make  you  go 
back  and  do  the  finishing  work  over  again,  a  very, 
very  costly  proceeding  in  some  cases.  Under  such 
a  provision  an  engineer  by  wilfully  delaying  accep- 
tance of  the  work,  may  impose  upon  the  con- 
tractor, not  only  a  risk  of  damage  but  a  very,  very 
certain  conclusion  that  you  are  going  to  be  damaged 
to  an  extent  far  beyond  your  profits. 

This  Clause  Puts  Lien  on  Entire  Outfit 

Here  is  a  provision  that  is  unusual,  with  which 
you  may  disagree,  because  you  may  have  seen  it  more 
than  I  have : 

All  machinery  and  plant  provided  for  the  work  shall 
*  *  *  *  become  and,  until  completion  of  the  work,  remain, 
the  property  of  the  company,  for  the  purpose  of  said  work, 
and  shall  not  be  removed  or  be  disposed  of  other  than  for 
said  work,  without  the  consent  in  writing  of  the  engineer 
Provided,  however,  that  upon  completion  of  the  work  and 
upon  payment  by  contractor  of  all  moneys  due  from  him  to 
the  company,  such  of  the  machinery,  plant,  and  materials 
as  shall  not  have  been  converted  in  the  works  and  remain 


410 


THE  CONTRACT  RECORD 


May  5,  1920 


unindisposcd  of,  may  be  removed  by  the  contractor,  at  his 
own  expense.  • 

In  other  words,  the  builder,  in  that  case  the  own- 
er, or  company;  makes  you  give  him  a  lien  upon  your 
entire  outfit  for  the  security,  first,  of  your  execution 
of  the  work,  and,  second,  for  the  security  of  any  sum 
which  you  owe  the  company  for  the  privilege  of  work- 
ing for  him.  What  is  the  effect  of  such  a  provision? 
I  do  not  believe  it  is  equitable.  I  do  not  believe  that 
the  sense  of  the  contractors  of  the  Northwest — I  do 
not  mean  that  as  a  question  of  the  good  sense  of  your 
combined  judgment — is  going  to  tolerate  the  contin- 
uation, if  it  is  being  used,  of  the  use  of  that  provision. 

Getting  the  Contractor  Going  and  Coming 

And  here  is  the  supreme  limit  in  the  way  of  lan- 
guage of  some  general  counsel  somewhere — I  won't 
tell  where — I  happen  to  remember  the  contractor  my- 
self— in  the  way  of  inserting  into  a  contract  a  pro- 
vision unquestionably  unfair,  absolutely  damnable  in 
the  injustice  of  the  uses -to  which  it  may  be  put. 
Delivery  to  the  company,  if  required,  of  a  valid  release 
of  all  claims  in  respect  to  matters  connected  with  or  aris- 
ing out  of  this  agreement;  the  furnishing  of  such  certifi- 
cate, evidence  and  release  being  a  condition  precedent 
to  the  right  of  the  contractor  to  receive  payment  in  respect 
of  the  final  estimate. 

In  other  words,  if  you  get  to  the  fighting  point 
and  want  to  sue  on  account  of  the  work  you  have  done, 


before  you  sue  you  have  got  to  acknowledge  receipt 
of  payment  of  that  work.  That  is  what  it  amounts 
to,  and  that,  more  than  anything,  is  a  good  illustra- 
tion of  the  extent  to  which  gentlemen  of  my  profes- 
sion, working  for  only  one  side  of  an  interested  group, 
as  they  should — for  lawyers  cannot  serve  two  masters 
any  better  than  anyone  else — that  is  an  illustration 
of  the  extent  to  which  that  system  goes.  The  remedy 
is  for  these  contracts  to  be  drawn  as  other  contracts 
are  drawn,  so  as  to  represent  the  combined  judgment 
of  the  owner  on  the  one  side  and  the  contractor  on 
the  other,  as  to  what  is  fair  concerning  the  work  to 
be  accomplished. 

How  to  Obtain  Fair  Contracts 

Hereafter,  that  sort  of  contract  can  be  worked 
out  by  this  organization  by  your  joining  forces.  It 
is  certainly  within  your  power  to  compel  the  elimina- 
tion from  the  contracts  under  which  you  must  pro- 
ceed, of  any  such  provision  as  that.  If  that  contract 
is  drawn  by  one  party,  of  course,  it  represents  the 
interest  of  that  party,  whether  he  is  the  owner  or  the 
contractor,  and  the  general  conclusion,  the  general 
recommendation  to  which  I  want  to  call  your  atten- 
tion, is  that  hereafter  contractors  owe  it  to  themselves 
to  see  that  the  contracts  under  which  they  execute 
their  works  represent  their  ideas  as  well  as  thos"  of 
the  owner. 


Proposed  International  Highway  Bridge 

Across  St.  John  River 

Structure  Comprising  Four  Spans  of  235  ft.  Each  to  be 
Erected  Between  Edmundston,  N.B.,  and  Madawaska,  Me. 

  By  A.  Langlois,  B.A.Sc,  C.E.   


FOR  several  years  the  residents  of  Edmundston, 
N.  B.,  and  Madawaska,  Maine,  have  been  ask- 
ing their  respective  governments  for  a  high- 
way communication  between  the  two  shores 
of  the  St.  John  River  at  that  point.  For  excellent  rea- 
sons, however,  the  undertaking  has  been  delayed,  but 
at  the  last  session  of  both  the  State  of  Maine  legisla- 
ture, and  the  Canadian  parliament  the  necessary  ap- 
propriations were  voted  and  the  construction  of  the 
bridge  will  be  commenced  this  present  season,  the 
plans  being  now  ready. 

The  proposed  bridge  will  be  built  under  the  su- 
pervision of  the  State  of  Maine  Highway  Commis- 
sion, jointly  with  the  Department  of  Public  Works  of 
Canada.  The  Maine  Commission,  of  which  Mr.  P.  D. 
Sargent  is  the  chief  engineer,  will  have  charge  of  the 
superstructure,  and  Mr.  S.  J.  Chapleau,  district  engi- 
neer of  the  Department  of  Public  Works,  will  have 
charge  of  the  substructure. 


The  sketch  below  shows  the  profile  of  the  proposed 
bridge  and  of  the  river.  The  cost  of  the  work  will  be 
about  $252,000.  The  total  length  of  the  bridge  will 
be  942  feet.  The  superstructure  will  comprise  four 
spans  of  235  ft.  each,  resting  on  five  concrete  piers 
and  abutments. 

The  St.  John  River  is  not  navigable  at  Edmund- 
ston. The  water  rises  to  a  great  height  during  the 
spring  season,  receding  to  a  very  low  level  in  the 
summer,  the  variation  between  high  and  low  water 
being  23  feet.  The  flow  passing  at  that  section  var- 
ies from  1000  to  134,000  cubic  feet  per  second.  In  the 
high  water  period  the  river  passes  a  great  mass  of 
timber  which,  with  the  large  flow  of  water,  had  to  be 
reckoned  with  in  the  design  of  the  bridge.  There  are 
three  railroads  going  through  Edmundston,  the  Cana- 
dian Pacific,  the  Temiscouata  and  the  Transcontin- 
ental Railways.  There  is  one  railroad  on  the  U.  S. 
side  of  the  river. 
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Motor  Fees  in  Nova  Scotia  Form  Basis  of 
Fund  for  Road  Improvement 

Provincial  Highways  Board  Make  Recommendations  with 
Regard  to  Disposal  of  Income  from  Motor  Car  Licenses 


IN  the  report  of  the  Provincial  Highways  Board  of 
Nova  Scotia,  some  recommendations  are  made 
with  regard  to  the  disposal  of  motor  car  license 
fees  and  their  use  for  highway  improvement.  The 
report  states : 

During  the  past  season  a  census  of  the  highways 
traffic  was  begun  on  the  more  heavily  travelled  roads 
of  the  different  counties.  When  completed,  the  re- 
sults, will  be  worthy  of  study.  If,  as  seems  probable, 
the  registration  of  motor  vehicles  should  double  with- 
in the  next  three  or  four  years,  this  province  has  a  most 
serious  problem  on  its  hands.  In  the  opinion  of  the 
Board  the  license  fees,  though  increased  last  year, 
are  not  yet  at  a  figure  high  enough  to  make  good  the 
damage  done  the  roads  by  this  class  of  traffic.  The 
prosecution  of  offences  against  the  Motor  Vehicle 
Act,  such  as  excessive  speeding,  etc.,  has  not  been 
committed  to  the  Highways  Board,  but  it  is  vitally  in- 
terested in  this  matter.  Large  areas  of  the  province 
are  wholly  without  police  protection,  and  some  body 
or  authority  should  be  definitely  charged  with  this 
duty. 

The  increase  of  motor  truck  traffic  on  the  roads  is 
most  pronounced.  The  provisions  of  the  Weight  of 
Vehicles  Act  should  be  enforced.  None  of  the  roads 
can  withstand  the  larger  trucks,  the  rolling  weight  of 
which  exceeds  twelve  and  thirteen  tons ;  nor  has  the 
Board  any  funds  to  attempt  the  construction  of  roads 
to  carry  this  traffic. 

The  Board  would  urge  the  passage  of  an  Act  to 
regulate  and  make  uniform  throughout  the  Province 
vehicular  and  motor  traffic.  Provisions  as  to  such 
traffic  are  scattered  through  different  statutes,  and  it 
is  desirable  to  have  these  laws  consolidated  and  made 
applicable  to  present  day  conditions.'  It  is  also  sug- 
gested that  the  registration  of  motor  vehicles  and  the 
enforcement  of  the  traffic  laws  might  properly  be  com- 
mitted to  the  Board. 

The  Board  regrets  to  observe  the  beginning  of  an 
agitation  to  divert  the  motor  vehicle  fees  from  the 
Provincial  Treasury  to  the  cities  and  towns  where  the 
licensee  lives. 

Cities  Not  To  Get  Fees 

The  increasing  revenue  from  this  source  offers  the 
only  fund  upon  which  large  borrowings  can  be  based, 
and  to  refund  the  whole  or  any  part  of  it  to  the  cities 
and  towns  will  simply  defeat  the  whole  good  roads 
movement.  Adopting  the  arguments  of  the  Ontario 
Deputy  Minister  of  Highways  to  conditions  in  Nova 
Scotia,  we  urge  : — 

1.  "The  registration  of  motor  cars  is  necessarily 
a  function  of  the  provincial  government,  since  for 
purposes  of  law  enforcement  it  is  essential  that  all 
cars  be  registered  in  a  central  department.  The  pro- 
vince thus  relieves  municipalities  from  the  responsi- 
bility and  expense  of  registration,  and  the  registra- 
tion fees  are  primarily  indicated  as  a  source  of  pro- 
vincial revenue. 

2.  "By  the  legislation  of  1913  a  portion  of  the 


motor  revenue  was  specifically  appropriated  for  ex- 
penditure on  the  great  provincial  roads.  In  1918,  the 
fees  were  advanced  in  order  that  a  substantial  fund 
might  be  created  for  road  improvement ;  on  the 
strength  of  this  advance,  $500,000  has  been  borrowed 
for  improvement,  and  payment  of  interest  and  prin- 
cipal of  this  debt  has  been  made  chargeable  to  the 
motor  revenues. 

3.  "As  the  motor  revenue  increases  there  is  the 
probability  of  further  substantial  sums  being  borrow- 
ed thereon.  Indeed  the  ability  of  this  province  to  un- 
dertake a  forward  movement  for  the  improvement  of 
the  roads  depends  in  keeping  these  revenues  as  pro- 
vincial, not  municipal. 

4.  "Motorists  are  relying  on  the  law  of  1913,  and 
on  the  implied  promise  made  when  the  motor  fees 
were  increased,  that  the  purpose  was  to  provide  for 
road  betterment.  It  is  incumbent,  therefore,  for  the 
provincial  authorities  to  see  that  this  money  is  ap- 
plied to  substantial  road  improvement,  and  not  re- 
turned to  local  municipalities  to  enable  them  to  re- 
duce the  local  tax  rate. 

5.  "The  road  laws  have  been  placed  on  their  pres- 
ent broad  basis  in  the  belief  that  revenue  from  motor 
vehicle  licenses  would  form  a  permanent  fund  for 
road  improvement.  If  this  revenue  is  to  be  lessened, 
provincial  expenditure  on  roads  will  be  necessarily 
decreased. 

6.  "The  use  of  the  motor  car  is  not  confined  to 
the  municipality  m  which  it  is  owned.  The  result  is 
that  cars  owned  in  the  cities  and  towns  of  the  pro- 
vince are  used  freely  on  all  the  rural  roads,  and  the  de- 
mand for  the  improvement  of  the  rural  roads  is  as 
urgent  from  the  cities  and  towns  as  from  any  other 
quarter. 

7.  "If  motor  car  fees  were  returned  to  the  place 
where  the  car  is  owned,  then  the  money  so  received 
from  the  cities  and  towns  would  be  returned  to  them, 
and  would  be  unavailable  for  use  on  the  country 
roads,  the  improvement  of  which  as  previously  stat- 
ed, is  largely  urged  by  the  residents  of  these  cities 
and  towns.  Cities  and  towns  should  contribute  to 
the  construction  of  the  provincial  roads.  This  is  done 
directly  or  indirectly  by  every  country  which  has 
built  up  an  adequate  system  of  roads.  So  far  as  Nova 
Scotia  is  concerned  it  can  be  done  in  no  other  way. 

8.  The  great  need  in  Nova  Scotia,  and  it  is  the 
basis  of  the  Highway  Act,  is  concentration  of  funds 
for  highways  work. 

9.  "Briefly,  roads  must  be  built  in  proportion  to 
the  traffic  over  them.  Roads  of  heaviest  traffic  are 
those  radiating  from  shire  towns  and  shipping  points, 
or  roads  connecting  the  cities  and  towns  of  the  pro- 
vince. These  are  the  roads  of  concentrated  motor 
traffic,  and  the  roads  expensive  to  build  and  maintain. 
Any  system  which  results  in  diffusion  of  the  motor 
revenue  and  lessens  the  funds  available  for  roads  of 
this  character  would  defeat  a  fundamental  need  of  the 
province." 
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Concrete  Pipes  Being  More  Widely  Adopted 

Paper  Read  Before  Toronto  Branch,  E.I.G.,  Outlines 
Features  of  Lock  Joint,  Bonna  and  McCracken  Types 

  By  H.  P.  Heywood*   


IN  the  following-  article  a  description  of  a  few  of 
the  various  makes  of  concrete  pipes  in  use  today, 
will  be  given  with  the  idea  of  indicating  the  suit- 
ahility  of  concrete  for  the  many  kinds  of  pipes 
used  in  sewer  and  water  mains.  The  Lock  Joint 
pipe,  brought  to  its  present  state  of  efficiency 
by  the  Lock  Joint  Pipe  Company,  of  New 
York,  will  first  be  dealt  with.  The  original  pipe 
was  designed  for  sewer  use  in  4  ft.  lengths,  to  over- 
come various  obstacles  and  objections  to  the  plain 
monolithic  concrete  sewer.  This  was  at  Wilmington, 
Delaware,  in  1908.  It  was  found  that  the  work  pro- 
ceeded more  rapidly  and  that  the  excavation  cost  was 
considerably  reduced  owing  to  the  fact  that  the  pipe 
could  be  laid  right  up  to  the  excavation.  This  meant 
that  epiite  a  proportion  of  the  lower  and  more  expen- 


The  lock  joint  type  of  pipe 

sively  handled  dirt  could  be  thrown  back  on  the  pipe 
without  damaging  the  joints.  The  sheet  piling  could 
be  pulled  and  the  trench  back  filled  at  the  end  of  the 
day's  work,  thereby  considerably  reducing  that  well- 
known,  and  often  abused  item,  "engineering  contin- 
gencies." 

The  Lock  Joint 

Lock  joint  pipes  are  made  in  sizes  from  15  in.  to 
90  in.  with  variations  of  3  in.  up  to  the  72  in.  size. 
Above  that  are  6  in.  variations.  They  are  moulded 
vertically  in  well  oiled  steel  forms,  spigot  end  up.  The 
reinforcement,  usually  triangular  wire  mesh,  protrudes 
about  2  in.  from  each  end  of  the  pipe,  and  when  the 
pipes  are  laid  in  position,  this  reinforcement  over- 
laps in  a  recess  formed  in  the  interior  of  the  joint, 
which  is  V-shaped,  and  formed  by  the  spigot  and 
bell  ends  of  the  pipe.  A  sealing  form  is  then  placed 
inside  the  pipe  over  this  recess  and  1 :1  grout  is  pour- 
ed through  a  hole  broken  in  the  crown  of  the  bell. 
The  steel  and  the  grout  form  the  "lock."  Sewer  pipes 
are  usually  made  in  4  ft.  lengths  and  branch  connec- 
tions moulded  where  specified.  The  reinforcement  is 
concentric,  with  a  double  ring  for  the  larger  diameters. 

Two  kinds  of  pressure  pipe  are  manufactured  by 
this  firm.  For  the  smaller  sizes  up  to  54  in.  and  12 
ft.  lengths,  cast  iron  machined  bell  and  spigot  rings 
are  cast  in  the  ends.  A  slightly  flattened  lead  pipe, 
filled  with  lampwick,  and  having  its  ends  soldered  to- 
gether to  form  a  ring,  is  placed  inside  a  groove  and 

•Assistant  Engineer,  Toronto  Harbor  Commission. 


pressed  against  a  shoulder  of  the  casting,  forming  a 
reversed  wedge  inside  the  bell.  When  the  tapered  end 
of  the  spigot  comes  into  contact  with  this  lead  gas- 
ket, it  forces  it  rapidly  against  the  shoulder  of  the 
bell  and  into  the  reverse  wedge,  with  a  pressure  which 
increases  as  the  tapered  end  increases.  The  pipe  is 
forced  home  when  the  taper  of  the  spigot  has  passed 
this  gasket.  This  joint  allows  the  spigot  to  move 
backwards  and  forwards  on  the  lead  gasket  through 
the  extremes  of  expansion  and  contraction  without 
causing  any  leakage.  The  use  of  this  joint  was  great- 
ly appreciated  by  the  American  Reclamation  Service. 
About  10  per  cent,  of  the  lead  of  any  ordinary  C.  I. 
pipe  joint  is  used,  and  if  necessary,  the  pipes  can  be 
taken  apart  and  the  gasket  used  over  again.  The 
thickness  of  the  walls  varies  from  3  in.  to  Sy2  in.  for 
the  54  in.  diameter  pipe. 

Joint  in  Large  Pressure  Pipes 

For  the  larger  pressure  pipes,  ordinarily  8  ft.  long, 
a  copper  expansion  joint  with  a  bead  rolled  into  it 
is  used.  The  joint  is  similar  to  the  sewer  joint,  except 
that  the  triangular  mesh  reinforcement  projects  from 
the  bell  end  only,  while  the  copper  strip  and  its  rolled 
bead  project  from  the  spigot  end,  half  the  width  of 
the  strip  being  previously  moulded  into  the  pipe.  The 


Cast  Iron  R'mf,  Machined  face 
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Typical  pressure  pipe  with  lead  expansion  joint;  upper,  position  of 
gasket  and  pipe  ends  before  placing  pipe  together;  lower,  finished  joint 

mesh  and  copper,  therefore,  overlap  in  the  recess  of 
the  joint.  The  grout  is  poured  as  in  the  sewer  pipe, 
and  adheres  to  the  copper  and  mesh,  but  is  prevent- 
ed by  paint  from  adhering  to  the  concrete  spigot  of 
the  other  pipe.  When  the  temperature  movement 
of  the  pipe  occurs,  the  bead  in  the  copper  opens  or 
closes  without  causing  an  opening  in  the  joint.  This 
joint  was  recently  used  in  10  miles  of  66  in.  diameter 
pipe  for  the  Greater  Winnipeg  Water  District.  The 
head  varied  from  45  ft.  to  95  ft.  Leakage  allowed  was 
118,000  gal.  per  day  and  when  tested  it  did  not  exceed 
43,000  gal.  per  day.  Incidentally  for  the  remainder 
of  the  95-mile  aqueduct,  built  in  45  ft.  sections  of 
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the  inverted  horse  shoe  shape,  a  beaded  copper  strip 
was  used  at  the  joints  with  good  success. 

A  good  type  of  subaqueous  pipe,  rigid  and  non- 
rigid,  is  also  made  by  this  firm.  A  modified  type  of 
the  rigid  pipe  is  very  suitable  for  high-class  caisson 
work  and  is  made  with  a  C.  I.  cutting  edge  at  the 
bottom  of  the  caisson.  Sections  20  ft.  long  and  join- 
ed together  with  C.  I.  flanges  bolted  on  the  inside  of 
the  caisson  are  used.  These  flanges  are  embedded 
in  the  concrete  and  held  securely  in  position  by  bolts 
the  length  of  the  pipe  which  also  act  as  longitudinal 
reinforcement.  If  a  watertight  caisson  is  needed  a 
gasket  is  placed  between  the  C.  I.  flanges.  A  similar 
type  to  this,  30  in.  diameter,  is  very  successfully  made 
by  one  of  the  largest  contracting  firms  in  New  York 
for  underpinning  work.  In  most  of  the  above  men- 
tioned pipes  the  pouring  is  done  with  conical-shaped 
buckets  filled  with  a  ball  valve  at  the  bottom.  The 
pipes  are  then  placed  under  canvas  and  steamed  for 
about  four  hours  under  ordinary  weather  conditions 
and  allowed  to  set  for  twelve  hours,  then  stripped 
and  turned  on  their  sides  after  three  days  and  shipped 


steel  tube  thus  formed  are  turned  up  and  welded  to 
the  adjoining  edge  of  the  next  tube,  thus  forming  a 
flexible  expansion  joint.  A  collar  of  the  same  mater^ 
ial  is  then  welded  on,  which  forms  a  receptacle  for 
the  bitumen  covering  of  the  joint.  The  reinforcing 
steel  is  wound  around  a  mandril  in  helical  form  to 
the  required  diameter.  A  heavy  section  is  passed  over 
the  steel  tube  to  resist  the  internal  pressure  and  a 
lighter  section  inside  the  tube  to  hold  the  inner  coat- 
ing  of  cement  in  place. 

The  pipe  is  moulded  vertically,  using  steel  forms, 
and  remains  in  this  position  four  or  five  clays,  and  is 
used  after  a  month's  duration.  In  laying  the  pipe  the 
circumferential  joints  are  welded,  and  bitumen  is  run 
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Bonna  pipe  joint 


The  Bonna  type  of  concrete  pipe 

after  two  weeks  of  final  setting.  This  company  is  at 
present  engaged  in  replacing  several  miles  of  wood 
stave  pipes. 

Leakage  Is  Low 

Leakage  tests  made  at  Baltimore  in  1913  on  3,000 
ft  of  84  in.  and  5,000  ft.  of  108  in.  gave  an  actual 
leakage  of  13,000  gal.  per  day  against  an  allowable 
leakage  of  38,000  gal.  per  day.  Head  used  was  80  ft. 
Another  test  in  Dallas  in  1915  on  14,400  ft.  of  36  in 
pipe  gave  17,000  gal.  per  day  against  an  allowed 
leakage  of  22,000  gal.  The  heads  were  30  ft.  and  80 
ft.  Another  test  in  Fort  Worth,  Texas,  the  same 
year  with  the  same  length  of  pipe  of  only  48  in.  dia- 
meter gave  15,000  gal.  per  day  against  36,000  gals, 
per  day  allowed.    The  head  was  20  ft.  to  60  ft. 

A  test  of  the  strength  of  the  lock  joint  was  made 
by  placing  24,000  lbs.  directly  on  the  joint  made  by 
two  pipes  supported  on  two  bearings  6  ft.  c.  to  c. 
A  deflection  of  only  1/16  in.  was  measured. 

The  Bonna  Pipe 

A  few  details  of  the  Bonna  system  of  reinforced 
concrete  pipes  manufacture  will  now  be  given.  This 
type  of  pipe  was  invented  by  M.  Aimee  Bonna,  Pans, 
and  it  is  one  of  the  very  few  concrete  pipes  now  made 
which  can  successfully  withstand  the  higher  pres- 
sure. Consequently  it  is  becoming  increasingly  popu- 
lar in  England.  The  chief  feature  is  a  mild  steel  tube 
1  m.m.  thick,  built  up  from  sheets  of  steel  which  are 
rolled  to  the  required  diameter  in  lengths  from  9  to 
12  ft.  The  longitudinal  joint  is  butt-welded  by  the 
oxy-acetylene  or  electric  process.    The  ends  of  the 


over  them  and  a  collar  of  reinforced  concrete  is  placed 
over  all  and  the  space  between  this  and  the  pipe  is  run 
with  cement  mortar.  This  joint,  unlike  the  Blair  and 
Lock  Joint  pipes,  necessitates  jointing  holes  in  the 
trench.  In  the  case  of  high  pressures  the  bends 
should  be  buttressed  by  concrete  to  resist  the  outward 
thrust  of  the  water  pressure. 

This  system  was  employed  in  Swansea  fifteen 
years  ago  on  a  wrater  main,  1,200  yds.  long  and  19.7  in. 
diameter,  with  a  working  head  of  185  ft.  On  com- 
pletion it  was  tested  to  382  ft.  and  proved  satisfactory. 
The  longitudinal  butt  welded  joints  were  also  tested, 
with  the  following  results :  Strength  of  steel  in  tube, 
21.35  tons  per  sq.  in.;  strength  of  butt  welded  joint, 
21.5  tons  per  sq.  in.,  the  joint  being  slightly  stronger 
than  the  sheet  steel.  Bends  and  specials  are  made 
by  hand  moulding  instead  of  pouring.  There  has  not 
been  a  single  burst  on  this  main  since  completion. 

In  1909  Norwich  City  built  4,500  yds.  of  36  in. 
sewage  pumping  main.    The  lowest  tenders  for  deliv- 


The  McCracken  type  of  pipe 

ering,  laying,  jointing  and  specials  (exclusive  excava- 
tion) were :  Bonna  pipe,  $3.50  per  ft. ;  steel  pipe,  $4.50; 
C.  I.  pipe,  $6.50.  The  working  head  was  120  ft.  and 
the  city  engineer,  Mr.  E.  Collins,  considers  the  main 
is  quite  safe  now  at  300  ft.  head. 

Several  other  types  of  joints  are  used  and  include 
a  gasket  filled  lead  pipe  driven  into  a  steel  corrugated 
ring.  I  will  not  go  into  any  further  details  about  this 
pipe  as  it  is  not  yet  manufactured  in  this  country. 

McCracken  Corrugated  Pipe 

The  last  type  I  shall  mention  is  a  plain  concrete 
sewer  pipe,  manufactured  at  Woodstock  by  the  In- 
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dependent  Pipe  Co.,  Ltd;,  called  the  McCracken  pipe. 
This  pipe  is  different  from  most  plain  concrete  pipes 
in  that  the  outer  surface  is  corrugated,  giving  it  an 
extra  crushing  strength.  It  is  cast  vertically  in  a  pat- 
ent machine.  A  belt  driven  vertical  shaft  revolves  a 
number  of  packer  wings  slightly  larger  in  diameter 
than  the  required  inside  diameter  of  the  pipe.  Im- 
mediately below  the  packer  wings  is  a  kind  of  piston 
called  a  packer  head,  which  on  revolving  produces  the 
smooth  inner  surface  of  the  pipe.  The  strong  centri- 
fugal force  exerted  by  the  packer  wings,  packs  the  con- 
crete hard  against  the  corrugated  outer  mould  or 
jacket.  Below  the  packer  head  is  the  bell  packer, 
which  forms  the  bell  of  the  pipe.  All  the  packers  re- 
volve at  the  rate  of  350  r.p.m. 

The  concrete  is  fed  into  the  jacket  of  the  pipe  by 
passing,  through  a  chute,  from  an  endless  chain  of 
buckets.  When  more  concrete  is  added,  the  packer 
head  and  wings  are  gradually  raised  until  the  top  or 
spigot  end  of  the  pipe  is  completed.  No  inner  form 
is  used,  as  the  concrete  is  so  densely  packed  and  of 
a  semi-dry  mix,  that  it  perfectly  retains  its  true  shape. 

When  the  pipe  is  made  it  is  removed  to  a  curing 
shed  or  kiln  and  the  jacket  removed.  A  system  of 
sprinklers  is  operated  in  this  kiln  and  a  mixture  of 
water  and  steam,  at  70  deg.  F.,  in  the  form  of  a  very 
fine  spray  or  mist  is  allowed  to  fill  the  kiln  for  30  hours, 
thereby  procuring  perfect  hydration  of  the  cement. 
After  two  weeks  the  pipes  are  ready  for  shipment. 

The  McCracken  pipe  is  made  in  sizes  from  6  in.  to 
24  in.  and  has  been  used  extensively  in  many  local 
works,  including  storm  sewers  for  Toronto  Harbor 
Commission,  and  the  cities  of  Guelph,  Gait,  Wood- 
stock, Walkerville  and  London,  etc.  Also  many 
English  contracts  have  been  supplied  with  this  kind 
of  pipe  through  McCracken  machines  installed  there. 

Strength  and  Absorbtion  Tests 

Very  recent  tests  made  on  these  pipes  by  the  Can- 
adian Testing  and  Inspection  Co.,  Ltd.,  (Table  1) 
show  that  the  requirements  of  the  American  Society 
for  Testing  Materials  are  more  than  complied  with. 
To  obtain  the  crushing  strength,  divide  the  total  load 
by  the  barrel  length  and  multiply  the  result  by  ten- 
sevenths,  if  a  knife-edge  test;  if  a  sand  test,  multiply 
by  one. 

In  the  absorption  test,  (Table  2),  a  square  piece  of 
the  broken  pipe  is  used,  about  12  in.  to  20  in.  square, 
and  thoroughly  dried  in  an  oven  at  230  deg.  F..  then 
weighed  and  soaked  in  water  for  2  hours.  The  excess 
globules  of  water  are  wiped  off  and  the  piece  again 
weighed.  The  difference  in  weight  is  expressed  as  a 
percentage.  The  tentative  specification  of  1918  of  the 
American  Society  for  Testing  Materials  is  practically 
the  same  as  the  specifications  used  for  vitrified  pipe 
for  many  years  in  the  United  States. 

All  the  pipe  manufactured  by  the  Independent  Pipe 
Co.,  Ltd.  is  carefully  inspected,  both  during  and  after 
manufacture,  by  the  Canadian  Testing  and  Inspection 

Table  1— Crushing  Test  on  McCracken  Pipe,  by  Canadian 
Inspection  &  Testing  Co,,  Ltd. 

Capacity  A.S.T.M. 

Number  in  Lbs.  per  Require- 

of  Samples  Diameter  Length    Thickness     Lin.  Ft.  ments.  Lbs. 

Tested  Ins.      Ins.         Ins.  (Average)  perLin.lt. 

3    6       25  Ya  2,477  1,430 

2    6       30  7/s  2,570  1,430 

3    10       30  1  2,440  1,570 

2    12       30    1%  to  VA    2,235  1,710 

3    15        30  ll/2         2,338  1,960 


Table  2 — Absorption  Test  on  McCracken  Pipe,  by  Canadian 
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Co.,  .and  each  length  must  bear  their  official  stain]) 
before  shipment.  This  is  a  long  stride  towards  over- 
coming the  prejudice  that  engineers  have  against  the 
use  of  concrete  products  in  general.  This  prejudice, 
in  the  past,  I  am  bound  to  admit,  has  been  to  a  certain 
extent  justified,  due  to  carelessness  in  manufacture 
and  lack  of  adequate  inspection. 

Wider  Adoption  of  Concrete  Pipe 

In  conclusion,  T  must  state  that  concrete  has  been 
used  as  a  material  for  the  construction  of  sewers  for 
many  years.  Practically  all  cities  have  adopted  its 
use  for  the  construction  of  the  larger  diameter  sewers. 
Its  use  for  smaller  diameter  sewers  has  not  been 
adopted  so  extensively,  undoubtedly  owing  to  the  fact 
that  there  has  been  more  or  less  doubt  connected  with 
all  concrete  products  which  have  been  placed  on  the 
market.  This  is  due  to  the  fact  that  until  recent 
years  there  has  never  been  a  recognized  standard 
specification  for  the  manufacture  of  cement  concrete 
sewer  pipe,  and  also  to  the  tendency  of  cement  pro- 
duct manufacturers  to  overlook  the  fttndamental  prin- 
ciples recognized  in  all  concrete  work. 

Within -the  past  few  years  engineers  have  appreci- 
ated the  value  of  concrete  as  a  material  for  sewer 
pipe  and  have  put  forth  every  effort  for  the  standard- 
ization of  specifications  and  methods  of  manufacture. 
There  are  a  number  of  instances  on  record  where  con- 
crete sewer  pipe  has  been  in  use  for  over  twenty  years, 
and  wherever  occasion  has  arisen  to  take  up  the  pipe 
they  have  been  found  to  be  in  excellent  condition. 


Decimal  Coinage  in  Britain 

The  Royal  Commission  which  has  been  enquiring 
into  the  question,  has  decided  against  the  adoption  of 
the  decimal  system  of  coinage  by  Great  Britain.  An 
alteration  of  the  established  system,  it  is  pointed  out, 
could  not  be  made  as  an  experiment.  "In  our  opin- 
ion," the  majority  of  the  commissioners  say,  "a  large 
part,  including  the  least  instructed  portion  of  the  com- 
munity, reckons  its  income  in  terms  of  shillings  and 
pence,  and  we  are  satisfied  it  is  idle  to  expect  that  the 
public  would  accept  the  disturbance  created  by  the  in- 
terference of  their  habits  and  the  basis  of  their  estab- 
lished notions  of  value  by  a  change  for  which  they 
have  expressed  no  desire,  and  which  will  not  benefit 
them  in  so  far  as  they  keep  accounts." 


The  idea  of  changing  the  Montreal  building  laws 
to  allow  the  construction  of  buildings  up  to  16  storeys 
has  not  been  given  up.  A  petition  bearing  nearly  14,- 
000  signatures,  prepared  by  a  committee  of  citizens, 
has  been  presented  to  the  Administrative  Commis- 
sioners requesting  an  alteration  in  the  by-laws.  There 
is  a  proposal  to  build  a  sixteen  storey  hotel,  and  the 
points  in  favor  of  the  construction  of  the  hotel  are 
that  it  will  yield  a  large  revenue  to  the  city,  provide 
employment,  and  also  give  much  needed  accommoda- 
tion. The  commissioners  had  previously  decided 
against  altering  the  by-laws. 
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Present  Reproduction  Costs  of  Water  Works 

How  Continuous  Upward  Trend  of  Material  and  Labor 
Prices  Affects  Appraisal  Value  and  Cost  of  Rebuilding 


ANYONE  who  has  had  occasion  to  purchase 
water  works  construction  materials  at  reas- 
onably frequent  intervals  in  the  past  five 
years  has  been  impressed  with  the  almost 
continuous  upward  trend  of  prices  for  those  materi- 
als, along  with  practically  all  other  commodities.  We 
all  know,  in  a  general  way,  that  cast  iron  pipe,  which, 
prior  to  the  war,  varied  in  price  from  $25  to  $35  per 
ton,  is  now  costing  from  $70  to  $75  per  ton ;  that  brick, 
formerly  $6.50  per  thousand,  now  costs  $14,  and  that 
labor,  formerly  plentiful  and  efficient  at  20c  per  hour, 
is  now  getting  from  40c  to  45c  per  hour,  and  is  less 
efficient  than  formerly.  Probably  few  of  us,  however, 
have  had  occasion  to  investigate  the  effect  of  these  in- 
creased unit  costs  upon  the  total  cost  of  constructing 
or  of  reproducing  complete  works  properties,  and  it 
is  to  throw  some  light  on  this  question  that  this  paper 
was  prepared.  It  is  by  Mr.  L.  R.  Howson  and  was 
read  before  the  Illinois  Section  of  the  American  Water 
Works  Association. 

Prior  to  the  war,  the  most  commonly  used  measuro 
of  value  in  appraising  water  works  properties,  wa? 
the  estimated  cost  to  rebuild  or  reproduction,  using 
as  a  basis  for  the  estimate  of  future  prices  the  aver- 
age of  the  prices  which  prevailed  during,  say,  the  five- 
year  period  prior  to  the  date  of  valuation.  Obviously, 
reproduction  is  a  rebuilding  process  of  the  immediate 
future,  and  the  prices  used  involve  a  forecast  of  future 
prices  and  construction  conditions  just  as  they  do  in 
all  normal  engineering  construction  ;  however,  in  nor- 
mal times,  prior  to  the  war,  materials  fluctuated  in  a 
series  of  cycles,  with  a  gradually  rising  trend,  and  a 
very  good  idea  of  the  near  future  prices  was  therefore 
possible  by  a  study  of  the  prices  of  the  five-year  period 
preceding. 

Reproduction  Costs  of  the  Future 

Within  the  last  five  years,  however,  construction 
prices  and  conditions  have  changed,  and  the  question 
now  arises  as  to  "where  the  reproduction  costs  of  the 
future  will  probably  lie.  On  several  recent  boards  of 
arbitration,  selected  to  fix  the  value  of  water  works 
properties,  two  estimated  costs  of  reproduction  have 
been  made;  one  on  a  prewar  basis  of  unit  prices,  and 
the  second  on  the  basis  of  present  day  prices,  and  the 
value  reasoned  from  these  limiting  estimates. 

There  are  few  well-informed  people  who  will  con- 
tend that  prewar  prices  will  e\  er  ?gain  prevail  in  cen- 
time, and,  accordingly,  a  cost  of  reproduction,  using 


prewar  prices,  represents  in  all  probability  a  minimum 
measure  of  the  vchie  of  the  property. 

Most  appraisers  are  also  of  the  opinion  that  the 
crest  of  prices  has  been  nearly  or  quite  reached,  and 
that,  beginning  soon,  there  will  be  a  slow  and  gradual 
recession  in  prices  to  some  new  level  intermediate  be- 
tween prewar  and  the  present.  Accordingly,  a  repro- 
duction estimate  made,  using  the  present  price  basis, 
represents  approximately  the  maximum  value  of  the 
property  to  those  who  hold  this  opinion. 

In  Table  I,  herewith,  are  shown  the  average  prices 
of  the  more  important  water  works  construction  ma- 
terials which  prevailed  during  each  of  the  years  from 
1909  to  the  present.  This  table  shows  facts  with 
which  most  of  us  are  more  or  less  familiar. 

Table  II  shows  the  results  of  cost  of  reproduction 
estimates  made  for  six  water  works  properties  during 
the  past  year  on  both  the  prewar  and  the  present  price 
basis,  and  illustrates  the  effect  of  the  fluctuation  in 
unit  prices  on  the  total  cost  of  reproducing  the  pro- 
perty. 

In  the  ordinary  water  works  property  from  50  to 
75  per  cent,  of  the  total  value  lies  in  the  distribution 
system,  and,  for  this  reason,  we  have  shown  in  the 
fourth  column  of  this  table  the  relative  proportion  of 
the  distribution  system  cost  to  the  entire  plant  cost 
both  based  on  prewar  units.  The  distribution  system 
materials  have  increased  in  relatively  greater  propor- 
tion than  have  other  water  works  materials,  and,  ac- 
cordingly, the  greater  the  proportion  which  the  distri- 
bution system  is  of  the  entire  property  the  greater 
will  be  the  cost  of  reproduction  at  present  prices  as 
compared  to  prewar  prices. 

The  data  in  this  table  show  that : 

1st.  For  a  property  in  which  approximately  50 
per  cent,  of  the  total  value  prior  to  the  war  was  in  the 
distribution  system,  the  cost  of  reproduction  at  the 
pesent  time  would  be  approximately  75  per  cent,  above 
prewar. 

2nd.  For  a  property  in  which  approximately  75 
per  cent,  of  the  value  was  in  the  distribution  system 
prior  to  the  war,  the  present  cost  of  reproduction 
would  be  approximately  double  that  of  the  prewar. 

Subsequent  to  the  making  of  these  reproduction 
estimates  the  costs  of  lumber,  millwork  and  some  other 
materials  have  risen  which  would  tend  to  increase 
these  percentages  slightly. 

In  using  reproduction  estimates  to  reason  out  the 
valuation  of  utility  properties,  several  fundamental 


TABLE  1 — AVERAGE  PRICES  FOR  WATER  WORKS  MATERIALS,  1910-1920 

Afatprial  Ycflrs 

1910  1911  1912  1913  1914  1915  1916  1917  1918  1919 

Cast  iron  pipe  6  in    f.  o.  b.  Chicago  .  .  $20.92  .$24.11  $26.17  $26.83  $24.21  $24.54  $31.25  $54.90  $67.85  S57  97 

6  in    v  lvef                                       •■■  1250  1250  1250  12  50  1250  16-50  19.50  21  00  2250 

2  nozzle  hydrants                 ..*    25.00  25.00  25.00  25.00  25.00  25.00  34.50  41.50  49  50  49  50 

"/in ^empire  meters''    10-40  10.40  10.40  10.40  10.40  13.25  14.10  14.10  14  10  14  io 

Cro^s  compound  pumps  per  M.  G.  Cap.  3000.00       2700.00  2500.00  2500.00  2500.00  2500.00  3300.00  7500.00  7500.00  7500.00 

Lumber,  dealer's  price   26.00  26.00  26.00  26.00  24.00  28.00  28.00  40.00  43.00  58.00 

Cement  (net)    1-25  «g  «g  "«  143  1.78  2.00  2.00 

Brick    (Chicago)    b-50  f&  %™  < '  ™  7-00  \M  9.00  12.00  14.00 

Steel    hars    l^c  1%c  21c  l-9c  l-9c  3.5c  6.4c  4'/c  4<> 

Common  labi;,"  Central  Illinois    2<>c  20c  22c  22c  22c  22c  25c  2-Sc  35c  40c 

Teams   40c  40c  40c  40c  45c  B0c  60c  70c  75c  80c 
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TABLE  II— COMPARATIVE  PREWAR  AND  PRESENT  REPRODUCTION  COST  OF  WATER  WORKS 
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requirements  must  be  complied  with.  Among  them 
are : 

1st.  The  kind  of  service  afforded  by  the  utility 
must  be  needed  by  the  public  in  the  future. 

2nd.  The  utility  being  valued  must  be  capable  of 
supplying  the  service  desired,  economically,  for  the 
present,  and  be  capable  of  economical  enlargement  to 
supply  for  the  future. 

3rd.  The  service  must  be  supplied  by  the  utility 
at  a  lower  cost  than  that  at  which  the  individual  could 
supply  himself  with  equivalent  service. 

4th.  The  public  need  for  the  utility  in  the  near 
future  must  be  a  stationary  or  increasing  demand,  and 
not  a  decreasing  one. 

When  these  fundamental  conditions  are  satisfied, 


a  cost  of  reproduction  estimate,  carefully  made,  using 
the  reproduction  conditions  and  prices  which  will 
probably  prevail  during  the  period  of  rebuilding  and 
as  well  continued  over  a  reasonable  future  period  for 
which  the  rates  are  to  be  in  practic;:n>  effect,  furnish- 
es the  best  index  or  measure  of  the  future  value  of 
the  property  and  it  is  to  be  noticed  that  it  is  the  fu- 
ture value  that  we  want  to  know.  There  is  undoubt- 
edly much  difference  of  opinion  as  to  just  where  the 
prices  of  the  next  few  years  will  fall ;  however,  there 
cannot  be  much  disagreement  with  the  statement  that 
they  will  lie  somewhere  between  the  prewar  normal 
and  the  present  prices,  and  the  consensus  of  opinion 
seems  to  be  that  they  will  lie  closer  to  the  present 
prices  than  the  prewar  prices  for  a  considerable  time 
to  come. 


Motor  Trucks  for  Road  Improvement  Purposes 

Experiences  in  British  Columbia  with  Truck  for  Gravelling 
are  Described  at  Convention  of  Provincial  District  Engineers 

 By  G.  B.  Whitehead*  

IN  taking  up  the  question  of  trucks,  we  first  must  trucks  except  in  one  phase   and    that   is  capacity, 

go  into  the  question  of  the  work  to  which  they  While  the  lighter  trucks  will  make  better  time,  they 

are  to  be  put.    In  the  ordinary  work,  under  the  will  not  deliver  the  yardage  on  the  road  that  the  heavy 

Department  of  Public  Works,  trucks  should  be  trucks  do,  nor  will  the  cost  of  operation  make  any  ap- 

divided  into  two  classes:  first,  general  purpose  trucks;  preciable  difference. 

second,  trucks  for  gravelling  main  highways.  The  truck  operated  in  District  No.  3  this  past 
In  the  first  instance,  while  we  have  not  been  for-  season  was  a  zy2  t0n  Diamond  T  equipped  with  4- 
tunate  enough  to  have  a  general  purpose  truck  in  En-  yard  gravel  box.  This  truck  was  worked  in  conjunc- 
gineering  District  No.  3,  I  have  had  the  opportunity  t{on  wjth  \^rt&  trucks.  As  the  truck  arrived  late  in 
of  watching  a  Chevrolet  truck  over  a  running  period  tbe  season  and  the  driver  was  onlv  getting  used  to  it 
of  ten  thousand  miles.  This  truck  which  cost  com-  at  the  end  of  tbe  work  and  the  road  travelled  over  was 
plete  $1,925,  was  used  in  a  district  noted  for  its  bad  not  in  the  best  shape,  the  costs  will  probably  be  bet- 
roads  ;  it  was  loaded  on  a  fourteen  mile  turn  road  as  tered  next  season. 

heavy  as  5600  lbs.  with  an  average  load  of  4400  lbs.,  The  trucks  were  loaded  from  bunkers  and  e;ght 
and  it  took  a  two-ton  load  up  a  15  per  cent,  grade  and  hours  constituted  a  day's  work.  The  initial  haul  was 
brought  in  a  gross  revenue  to  its  owner  of  $60  per  day.  2.3  miles  on  which  ten  trips  a  day  were  kept  up  until 
Uses  of  Trucks  2.9  miles  were  reached,  making  an  average  return  trip 
A  truck  of  this  type  with  an  auxiliary  \y2  yard  of  5.2  miles  a  day.  From  3.4  to  3.7  miles,  eight  trip- 
hand  hoist  gravel  box  should  be  stationed  in  each  dis-  were  obtained,  the  average  return  trip  being  7.1  miles 
trict  and  used  for  the  following  purposes:  or  56.8  miles  a  day.    From  3.7  to  4.6  miles,  seven 

(1)  Hauling  supplies  to  camps.  trips  were  obtained  with  an  average  return  trip  of 

(2)  Hauling  bridge  and  culvert  material.  8.3  miles  or  58.1  miles  a  day. 

(3)  Repair  work  on  by-roads  in  outlying  districts.  Cost  Qf  Operation 

(4)  Hauling  road  drags.  The  costg  •  n  bdow  wiU  be  based  on  the  work 
There  may  be  many  other  trucks  of  the  same  type  q{        DiamomJ  T  truck  for  15/2  days  on  an  average 

that  would  do  the  work  as  well;  but  this  truck  in  par-  ^  of  ^  ^  qv  g3  miles  r/etun(  tri 

ticular  appealed  to  me  as  one  that  would  do  general    Driver>s  wa„es  1S#  days  at  $6  00   v   93  00 

purpose  work  without  tying  up  too  much  money.        Gasoline,  oil  &  grease   93.30 

Coming  to  trucks  for  gravelling  on  main  highways,    Minor  Repairs   20.00 

I  will  not  touch  on  the  question  of  different  makes  of  $206.30 

»District  Engineer.  Material  hauled  432  cubic  yards.  Cost  per  yard  hauling  48c. 
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These  figures  do  not  go  into  interest  charges,  de- 
preciation of  truck,  or  renewal  of  tires;  but  are  simply 
data  gathered  for  the  purpose  of  basing  the  contract- 
ing of  gravel  work  next  season. 

This  season  we  paid  $26.00  a  day  for  rented  trucks, 
everything  found.  The  rented  trucks  had  only  a  cap- 
acity of  2y2  yards  and  on  the  average  haul  of  4.15 
miles,  the  material  delivered  cost  us  $1.48  per  cubic 
yard,  as  against  48  cents  with  our  own  truck.  The 
difference  of  $1.00  is  too  much  as  a  charge  for  depreci- 
ation and  profit  and  is  due  to  two  reasons,  one  of  which 
can  be  rectified.  First,  the  capacity  of  the  trucks, 
second,  the  fact  that  the  other  truck  owners  felt  that 
when  they  made  the  same  number  of  trips  as  our 
slower  and  heavier  loaded  truck  they  were  fulfilling 
their  contract.  This  could  have  been  overcome  in 
the  rental  agreement  by  calling  for  the  speed  for 
which  the  particular  truck  is  catalogued. 


Care  should  be  taken  to  balance  the  number  of 
trucks  used  so  as  to  insure  economical  loading.  For 
example,  at  one  time  we  found  that  we  could  not 
keep  our  bunkers  supplied  with  one  slip  team,  but 
that  by  employing  two  teams  they  both  stood  idle 
about  a  third  of  the  day.  By  putting  on  two  extra 
trucks  both  teams  could  be  kept  busy  and  the  extra 
trucks  worked,  without  extra  loading  cost. 

Dumping  of  Trucks 

The  difference  in  time  between  mechanical  dumps 
and  hand  dumps  averaged  about  three  minutes.  On 
short  hauls  this  would  become  a  factor  that  would 
have  to  be  considered. 

In  conclusion,  while  ^  no  comparisons  with  team 
work  have  been  made  in  this  paper,  it  is  now  a  well 
established  fact  that  we  can  never  cope  with  the  pres- 
ent traffic  with  teams  and  that  the  motor  truck  will 
have  to  be  our  future  means  of  transporting  materials. 


Reconstruction  in  the  Building  Industry 

Two  Fundamental  Questions  Involved  are  Contract 
System  and  Functions  of  the  Architect  and  Contractor 

 By  Sullivan  W.  Jones*  ■  ■ — 


BEFORE  the  war  the  whole  building  industry 
was  on  a  false  basis.  The  competitive  stipu- 
lated sum  contract  system  had  a  corrupting 
influence  on  every  one  who  became  involved 
in  it.  The  architect,  with  few  exceptions,  had  failed 
to  develop  the  professional  service  part  of  his  func- 
tion. He  had  stood  still,  while  changes  took  place  with 
kaleidoscopic  rapidity.  There  were  many  indications 
that  he  was  on  the  high  road  to  enslavement  by  the 
contractor.  The  general  contractor  and  sub-contrac- 
tor found  it  well-nigh  impossible  to  secure  a  reason- 
able profit  honestly.  The  manufacturers  of  materials 
for  construction  had  been  forced  by  price  competition, 
resulting  from  the  inability  of  the  architect,  the  engi- 
neer and  the  owner  to  recognize  or  measure  quality 
and  fitness  of  such  materials,  to  make  exaggerated 
and  often  wholly  false  claims  for  the  merits  of  their 
products ;  and  this  condition  had  been  stimulated  by 
the  cupidity  of  the  contractor.  Demand  for  worth- 
less by-products  and  cheap  substitutes  had  been  cre- 
ated at  tremendous  and  constantly  increasing  cost 
to  the  consumer  through  the  employment  and  prosti- 
tution of  the  power  of  advertising  and  salesmanship 
by  manufacturers  with  an  insatiate  appetite  for  profit. 
Competition  by  unscrupulous  rivals,  who,  in  sacri- 
ficing quality  to  cheapness,  have  under-cut  prices,  had 
forced  the  conscientious  manufacturer  to  devote  his 
entire  energy  to  defending  his  product,  and  robbed 
him  of  all  incentive  to  improve  it.  The  same  kind  of 
competition  among  contractors  had  driven  the  stan- 
dards of  work  steadily  downward.  This  condition  had 
its  effect  even  on  work  that  was  not  competitive,  for 
here  too,  the  general  contractor  resorted  to  the  same 
shameful  tactics  in  selecting  his  sub-contractors  that 
he  was  obliged  to  employ  when  he  himself  was  se- 
lected competitively  on  price.  Indeed  the  most  casual 
inquiry  discloses  that  every  phase  of  the  industry  dis- 
played symptoms  of  the  destructive  influence  of  price 
competition.  Utter  moral,  if  not  financial,  bank- 
ruptcy was  the  goal  toward  which  the  industry  was 
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working.  This  is  not  a  cheering  picture,  but  it  is  a 
true  one. 

The  Two  Fundamental  Questions 

Now  the  correction  of  all  these  conditions  is  not 
as  difficult  as  it  may  seem.  There  are  in  reality  only 
two  fundamental  questions  involved;  and  even  these 
two  are  closely  related.  The  others  are  the  natural 
developments  of  them.  One  is  the  contract  system ; 
the  system  of  selecting  contractors,  either  general 
contractors  or  sub-contractors,  through  competitive 
bidding  on  the  price  for  a  complete  piece  of  work,  un- 
der which  the  owner  buys  his  building  from  the  con- 
tractor or  a  group  of  contractors  for  a  sum  stipulated 
in  advance  of  construction.  The  other  question  relates 
to  the  architect  and  his  function. 

The  Fallacy  of  the  Lump-Sum  Contract  System 

The  contract  system  which  was  in  almost  univer- 
sal use  before  the  war  had  evolved  about  two  wholly 
false  assumptions :  one,  that  a  modern  building  can  be 
described  by  drawings  and  specifications  with  suffi- 
cient completeness  to  provide  for  an  accurate  compu- 
tation of  costs,  and,  hence  for  bids  on  its  construc- 
tion that  are  fairly  competitive ;  and  the  other  that  the 
contractors'  business  is  that  of  selling  finished  work, 
and  that  he  is  essentially  a  merchant,  who.  should,  but 
by  no  means  always  does,  possess  a  specialized  know- 
ledge of  the  suitable  and  economical  use  of  the  things 
he  buys  and  sells. 

The  first  of  these  false  assumptions  leads  us  di- 
rectly to  a  consideration  of  the  sufficiency  of  the  archi- 
tect's service ;  while  the  latter  involves  a  study  of  the 
contractor's  status  under  this  form  of  contract.  We 
have  thus  established  at  least  one  direct  relationship 
between  the  two  fundamental  questions.  While  they 
have  been  stated  separately,  so  interwoven  are  they 
that  discussion  of  them  singly  is  impossible. 

Competition  m  the  Assumption  of  Risk 

Let  us  assume  for  the  moment  that  we  wish  to 
hold  to  the  lump-sum  form  of  contract  and  competi- 
tive bidding.    Obviously,  then,  we  must  find  some 
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way  of  giving-  to  the  contractor  in  advance  the  infor- 
mation essential  as  a  basis  for  fair  competition  on 
price.  Can  it  be  done?  Drawings  and  specifications 
may  be  improved  through  further  standardization; 
questions  of  quantities  may  be  largely  removed  by 
the  adoption  of  the  quantity  system,  and  the  pricing 
of  work  may  be  placed  upon  a  more  accurate  basis 
by  the  "open-price,"  which  will  also  raise  the  price 
standard  and  assure  a  better  margin  of  profit  to  the 
contractor.  But  are  these  partial  remedies  all  that  are 
necessary?  There  are  always  several  ways  of  doing 
a  thing,  one  less  costly  than  another,  and  there  will 
always  be  differences  of  opinion  between  the  contrac- 
tor and  architect  as  to  which  is  the  best,  or  whether 
the  substitute  proposed  is  permissible  under  the  con- 
tract. There  will  always  be  disputes  over  questions 
of  quality  because  quality,  both  in  workmanship  and 
materials,  is  well  nigh  impossible  to  describe.  There 
is  another  important  speculative  element  in  every 
lump-sum  contract,  and  it  will  exist  even  if  drawings 
and  specifications  could  be  perfected.  When  a  con- 
tractor signs  such  a  contract,  he  sells  short  for  de- 
livery over  a  stipulated  period  of  time,  the  quantities 
of  labor  and  material  required.  It  is  this  element  of 
risk  which  has  now  acquired  such  proportions  that  no 
sensible  man  is  willing  to  assume  it.  In  some  locali- 
ties, in  times  more  normal  than  these,  or  than  those 
to  which  we  look  forward,  the  risk  to  the  contractor 
from  a  rising  labor  market  has  been  minimized  by 
wage  agreements  with  organized  labor.  In  other 
places  that  stability  has  not  been  secured.  And  the 
material  market  never  has  been  and  never  can  be 
brought  under  control.  Estimating,  even  under  the 
most  favorable  conditions  will  always  involve  risk  to 
the  contractor,  and  as  long  as  there  are*  risks,  compe- 
tition will  be  based  on  risks  instead  of  work  to  be 
done.  The  low  bid,  whether  it  be  too  low  or  not, 
will  always  be  the  product  of  the  greatest  error  or 
the  assumption  of  the  greatest  risk. 

Competition  Should  Be  Preserved 

We  are  forced  to  the  conclusion,  it  seems  to  me, 
that  competition  on  price  is  economically  vinsound ; 
which  conclusion  leads  us  to  ask  the  question : 
Which  is  wrong;  competition  or  the  stipulated  price? 
Competition  is  the  foundation  of  healthy  life.  It  is 
the  necessary  stimulant  to  development,  to  sustained 
human  effort  and  efficiency.  We  should  strive  by 
every  possible  means  to  preserve  competition  in  the 
building  industry ;  competition  between  architects, 
between  contractors,  and  between  manufacturers. 
But  let  us  also  strive  to  make  that  competition  of  the 
invigorating  and  not  the  destructive  kind. 

Let  us,  therefore,  examine  the  case  for  the  lump- 
sum contract.  I  have  said  it  had  a  corrupting  influ- 
ence on  every  one  involved  in  it.  Almost  every  ill 
and  every  evil  in  the  building  industry,  I  am  satisfied, 
may  be  traced  to  the  lump-sum  contract.  Under  it 
the  interests  of  the  owner  and  contractor  are  diamet- 
rically opposed.  The  contractor's  profit  lies  between 
the  actual  cost  of  the  work  and  the  amount  of  the 
contract.  The  greater  the  cost,  the  less  the  profit ;  and 
vice  versa.  The  contractor's  aim  is,  therefore,  to  de- 
liver as  little  as  possible,  while  the  interest  of  the 
owner  is  in  exacting  the  utmost  of  the  contractor. 
The  contract  stands  between  them  setting  up  antag- 
onisms where  there  should  be  co-operation,  creating 
conflict  of  purpose  where  unity  of  interest  is  essential 
to  success.  Under  the  lump-sum  contract  the  contrac- 
tor has  been  a  merchant,  buying  and  selling  finished 


buildings.  All  of  us  have  been  misled  by  thinking  of 
the  product  rather  than  the  method  of  production,  by 
fighting  over  the  division  of  profit  rather  than  con- 
sidering means  of  assuring  reasonable  profits  to  all 
who  participate  in  the  enterprise,  including  the  own- 
ers. That  is  why  the  contractor  has  become  a  broker 
trading  in  contracts  which  represent  finished  build- 
ings and  their  component  parts,  instead  of  a  construc- 
tor or  engineer. 

Contractor  Must  Sell  Service,  Not  Merchandise 

What  is  it  the  contractor  has  to  sell?  Service,  his 
expert  knowledge  of  the  fabrication  of  buildings.  In 
the  last  analysis  service  is  the  thing  he  has  always 
sold,  but  instead  of  selling  it  to  his  employer,  he  has 
sold  it  to  himself.  The  system  has  placed  a  premium 
on  disloyalty  and.  astuteness  in  the  contractor,  rather 
than  engineering  skill  and  efficiency. 

The  same  contradictions  have  confused  and  misled 
the  sub-contractor.  He  has  wasted  his  best  energy 
fighting  for  trade  discounts  on  the  materials  he  pur- 
chases in  order  to  resell  them  competitively  at  a  pos- 
sible profit.  He,  too,  has  struggled  to  make  a  liveli- 
hood through  the  purchase  and  sale  of  labor  and  ma- 
terials when  he  should  have  centered  his  effort  on 
perfecting  his  service,  and  finding  a  market  for  it. 
If  service  is  the  commodity  in  which  the  contractor 
deals,  and  we  wish  to  preserve  competition,  obviously 
then,  competition  must  be  in  service  and  not  in  the 
price  for  finished  work.  The  value  of  service  is  meas- 
ured in  terms  of  results.  If  economy  is  one  of  the 
results  looked  for,  and  secured,  let  it  be  an  asset  to 
the  contractor,  instead  of  stolen  fruit  to  be  concealed. 

The  Architect  and  the  Lump-Sum  Contract 

But  we  have  not  yet  put  in  all  the  evidence  against 
the  lump-sum  contract.  The  architect  has  not  es- 
caped its  insidiously  evil  influence.  The  average 
owner,  the  owner  who  is  inexperienced  in  matters  of 
construction,  undertakes  his  venture  on  the  assump- 
tion that  the  architect  is  omniscient,  and  that  when  a 
bid  is  received  on  the  drawings  and  specifications,  it 
is  all  inclusive.  This  is  the  fallacy  of  the  complete  and 
sufficient  drawings  and  specifications.  A  mistake  is 
made  when  an  architect  accepts  employment  without 
disclosing  to  his  client  the  unavoidable  limitations 
which  are  placed  upon  his  service.  As  the  work  pro- 
ceeds, omissions  are  discovered,  differences  arise  as 
to  what  is  meant  by  vague  expressions  and  indica- 
tions, and  the  architect  is  at  once  placed  on  the  de- 
fensive with  respect  to  the  sufficiency  of  his  drawings 
and  specifications.  He  has  the  choice  of  confessing 
his  plight  to  the  client  or  covering  it  up  by  compro- 
mise with  the  contractor.  Some  pursue  the  former  and 
honorable  course,  others,  the  latter.  The  position  of 
the  architect  under  such  a  contract  is  unwholesome. 
It  is  unfair  to  him.  It  is  unfair  to  the  owner  who  has 
sought  the  achitect's  advice  on  the  basis  of  confidence. 
It  is  unfair  to  the  contractor.  It  is  a  high  tribute  to 
the  profession  and  the  professional  tradition,  that  so 
few  architects  have  succumbed  to  the  temptations 
which  constantly  urge  them  to  abandon  the  difficult 
role  of  conscientious  servant. 

The  Cost-Plus-Fee  Contract 

The  cost-plus-fee  contract,  as  we  have  known  it. 
has  been  a  compromise  document.  The  status  of  the 
contractor,  by  reason  of  his  contract  liabilities,  and 
by  reason  of  the  unchanged  attitude  of  the  architect 
and  owner,  was  not  radically  different  under  this  form 
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of  contract  from  what  it  had  been  under  the  lump-sum 
contract.  While  his  interests  theoretically  coincided 
with  those  of  the  owner,  the  contractor  failed  to  real- 
ize the  nature  of  the  relationship,  and  consequently 
his  attitude  of  mind  remained  unaltered.  The  Com- 
mittee feels  that  the  change  must  be  complete,  and 
to  accomplish  that  end,  it  is  necessary  to  make  such 
changes  in  the  document  as  will  give  the  contractor 
a  new  picture  of  his  status  and  responsibilities.  The 
Committee  asserts  that,  "in  the  light  of  recent  experi- 
ences of  the  government  in  the  use  of  the  cost-plus- 
fee  system,  the  following  general  principles  are  felt 
to  be  fundamental." 

(1)  The  contractor  becomes  in  effect  a  professional 
adviser  of  the  owner,  as  his  "Construction  Manager" 
and  should  be  relieved  of  all  contract  liabilities  incon- 
sistent with  such  a  relationship;  (2)  For  this  purpose 
the  owner  should  pay  directly  for  all  materials  and 
should  enter  directly  into  contract  with  sub-contrac- 
tors rather  than  having  sub-contractors  make  their 
contracts  with  the  contractor.  Payrolls  must  per- 
force be  paid  by  the  contractor  and  reimbursement 
made  by  the  owner;  (3)  In  view  of  this  professional 
relationship,  no  "bond"  guaranteeing  performance  is 
needed  or  proper,  any  more  than  for  the  architect. 

It  is  difficult  to  comprehend  at  once  the  full  signi- 
ficance of  this  statement.  The  principles  enunciated 
find  expression  throughout  the  document.  There  was 
a  discussion  at  the  last  meeting  on  the  expediency  of 
changing  the  term  '"contractor"  to  "constructor,"  or 
"manager  of  construction,"  or  "constructing  engi- 
neer," but  it  was  decided  a  wiser  course  to  pursue,  to 
use  the  old  and  familiar  term,  and  let  the  contractors' 
wishes  gradually  crystallize  into  the  choice  of  some 
substitute  term  which  would  be  more  appropriate  and 
more  descriptive  of  the  new  function. 

Separate  Contracts 

This  is  the  wording  of  the  clause,  which,  in  the 
older  form  of  contract,  was  captioned  "Sub-contracts." 
it  now  bears  the  title  "Separate  Contracts": 

All  portions  of  the  work  that  the  contractors'  or- 
ganization has  not  been  accustomed  to  perform,  or 
that  the  owner  may  direct,  shall  be  executed  under 
separate  contracts.  In  such  cases,  either  the  contrac- 
tor shall  ask  for  bids  from  the  contractors  approved 
by  the  architect  and  shall  deliver  such  bids  to  him,  or 
the  architect  shall  procure  such  bids  himself,  and  in 
either  case  the  architect  shall  determine  with  the  ad- 
vice of  the  contractor  and  subject  to  the  approval  of 
the  owner,  the  award  and  amount  of  the  accepted  bid. 
The  owner  shall  contract  direct  with  such  approved 
bidders,  etc.,  etc. 

This  clause,  it  will  be  observed,  establishes  the  re- 
lationship between  the  so-called  sub-contractor  and 
the  owner  or  architect,  which  the  sub-contractor  has 
sought  to  realize  through  the  elimination  of  the  gen- 
eral contractor. 

Under  the  new  system  the  contractor  sells  his  ser- 
vices on  a  professional  basis  at  a  certain  percentage 
on  the  cost  or  for  an  agreed  fixed  fee,  and  his  remun- 
eration is  understood  to  be  for  the  use  of  his  organiza- 
tion and  its  knowledge  of  the  building  business  applied 
to  the  particular  enterprise ;  in  fact,  the  methods  we 
employ  and  include  in  the  term  professional  practice 
are  being  approached  steadily  by  those  we  have  been 
pleased  to  call  contractors  and  who  have  had  to  do 
with  the  actual  business  of  building  only.  The  selec- 
tion of  a  contractor  now  becomes  a  question  of  the 


individual's  or  concern's  reputation  for  honesty,  abil- 
ity, and  business  judgment  rather  than  a  question  of 
a  competitive  price  at  which  they  will  undertake  the 
work ;  his  relation  with  the  owner  becomes  a  more 
personal  .one — based  upon  confidence  rather  than  on 
an  entirely  impersonal  contractual  relation. 

The  Advantages  of  the  Cost-Plus-Fee  Contract 

It  must  be  now  plain  that  the  architect's  status 
and  function  cannot  be  considered,  without  consider- 
ing also  the  status  and  function  of  the  contractor. 
It  seems  almost  superfluous  to  point  out  the  advan- 
tages to  the  whole  building  industry  from  making 
the  cost-plus-fee  contract  the  rule  instead  of  the  ex- 
ception. It  is  important,  however,  for  us  to  think 
of  this  proposed  change  in  terms  of  results,  so  that 
we  may  all  have  a  clear  conception  of  what  it  is  we 
are  striving  for.  But  when  we  think  in  terms  of 
results,  we  again  find  it  impossible  to  think  of  the 
arclr'tect  and  the  contractor  separately.  First,  the 
contractor,  or  let  us  call  him  the  constructor,  will 
be  selected  on  the  basis  of  confidence  a*nd  his  service 
record.  Since  the  contractor's  profit  will  no  longer 
depend  upon  his  ability  to  cheapen  the  work,  which 
has  been  the  motive  underlying  the  general  practice 
of  offering'  substitutions,  we  may  expect  fewer  dis- 
cussions of  this  kind  in  the  future.  Considerations  of 
price  alone  will  less  and  less  influence  the  selection 
of  materials.  The  architect  and  the  contractor  will 
work  together  instead  of  in  opposition.  The  know- 
ledge and  experience  in  construction  which  the  archi- 
tect lacks  will  be  furnished  by  the  "constructor."  This, 
to  my  mind,  is  one  of  the  most  important  results  that 
will  be  secured,  for  it  must  be  realized,  and  is  realized 
by  the  thinking  element  in  the  architectural  profes- 
sion, that  ability  in  design,  which  reaches  its  highest 
development  only  in  men  who  are  sensitive,  imagin- 
ative and  impulsive,  is  wholly  incompatible  with  the 
scientific  quality  of  mind  that  works  in  exact  terms 
of  fact  and  statistics ;  an  essential  prerequisite  to  the 
proper  performance  of  the  "constructor's"  function. 
Under  the  cost-plus-fee  form  of  contract,  the  architect, 
the  contractor,  and  the  owner  enter  into  a  tri-party 
agreement  to  accomplish  a  single  end.  It  does  not 
require  much  imagination  to  see  in  this  change  in 
the  contractor's  status  the  reincarnation  of  the  master 
builder  of  the  Renaissance,  through  a  virtual,  if  not 
an  actual  partnership  of  the  two  talents  that  produced 
the  world's  most  inspiring  and  enduring  architectural 
monuments. 

The  salvation  of  the  architect,  the  contractor  and 
the  industry  lie  in  such  a  partnership  of  talents.  If  it 
cannot  be  brought  about,  I  predict  that  contractors 
will  try  to  become  architects  as  well,  and  that  archi- 
tects will  attempt  to  become  builders — and,  in  the 
broad  sense,  few  will  succeed.  Buildings  will  be 
either  poorly  constructed  or  poorly  designed,  and  the 
loss  to  the  public  and  in  the  prestige  of  the  industry 
will  be  immeasurable. 


Concrete  Ships  a  Failure 

The  great  shipbuilding  firm  of  Swan  and  Hunter, 
England,  who  some  time  ago  began  the  construction 
of  concrete  vessels  on  Wearside,  have  abandoned  that 
enterprise.  Sir  G.  D.  Hunter,  managing  director,  de- 
clares that  concrete  ships  are  a  complete  failure,  cost- 
ing twice  as  much  as  those  of  steel,  and  taking  twice 
the  time  to  build. 
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Well  planned  four  and  six  room  houses 


Homes  for  Trenton,  Ont.,  Housing  Commission 

Designs  of  Small  Residences  Marked  by  Pleasing 
Contrast  of  Exteriors  and  Convenient  Room  Layouts 


The  residences  being  erected  by  the  different  hous- 
ing commissions  contain  many  features  that  conld  well 
be  embodied  in  the  majority  of  private  homes.  The 
arrangement  and  size  of  rooms,  the  elimination  of 
waste  space  and  little  used  or  extra  rooms  and  other 
similar  details  are  the  result  of  years  of  investigation 
and  study. 

The  accompanying  sketches  illustrate  the  type  of 
houses  designed  by  William  Lyon  Somerville,  To- 
ronto, for  the  Trenton  Housing  Commission.  Many 
housing  schemes  are  spoiled  by  erecting  residences 
that  are  very  similar  in  design.  True  such  houses  may 
not  be  exactly  alike  but  the  variation  is  in  detail  only 
and  is  not  marked  enough  to  detract  from  the  monot- 
ony of  a  row  of  houses  of  the  same  general  style.  The 
staggering  of  the  buildings  helps  some  and  is  a  very 
desirable  idea  to  follow  but  in  itself  is  not  sufficient 
to  overcome  the  sameness  of  construction. 

In  this  scheme  the  contrast  is  more  marked  and 


Layout  of  larger  house 

consequently  more  pleasing.  The  cosy  cottage  be- 
tween the  more  pretentious  dwellings  cannot  help  but 
lend  variety  and  add  to  the  attractiveness  of  the  whole 
scheme. 

A  study  of  the  floor  plans  will  reveal  the  fact  that 
the  hall  space  has  been  kept  as  small  as  permissible. 
This  is  in  keeping  with  the  idea  of  doing  away  with 
all  waste  space.    There  is  just  sufficient  room  to  pro- 


vide access  to  the  different  parts  of  the  house.  Closet 
space  is  provided  where  needed  and  every  attention 
given  to  detail  so  as  to,  as  far  as  possible,  provide  a 


Plan  of  Centre  residence 


convenient  layout  and  lessen  the  work  necessary  to 
the  upkeep  of  the  home. 

The  idea  of  making  the  rooms  of  odd  sizes  is  to 
enable  stock  lengths  of  joists  and  rafters  to  be  used 
without  cutting.  This  lowers  construction  costs,  for 
less  labor  is  required  to  frame  the  house  and  a  certain 
amount  of  waste  is  done  away  with.  A  room  9  ft. 
6  in.  will  require  10  foot  joists  while  if  it  were  made 
10  ft.  wide  12  foot  joists  would  have  to  be  cut  to 
suit. 

One  suggestion  would  be  a  cheery  fire  place  in  the 
living  room.  As  these  houses  were  designed  to  be 
built  for  a  very  reasonable  figure  it  was  probably 
found  that  the  amount  allowed  would  not  cover  such 
a  desirable  item. 


The  city  of  Montreal  has  voted  $3,500,000,  of  which 
$500,000  is  for  aqueduct  improvements,  and  the  bal- 
ance for  various  other  works,  including  sidewalks 
and  sewers. 
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Hints  for  the  Contractor 

That  May  Save  Him  Time  and  Money — We  Will  Pay  for  All  Accepted  Items — 

Send  One  In 


Knock-Down  Floor  Forms 

SLAB  and  beam  floors  have  been  concreted  in 
knock-down  forms  that  are  easily  handled  and 
facilitate  stripping.  Ordinary  falsework  timbers 
transverse  to  the  beams  are  first  erected  and  on 
them  the  soffit  pieces  of  the  beams  are  laid  and  the 
vertical  side  pieces  of  the  beam  forms  are  put  in  posi- 
tion, nailed  to  the  soffit  pieces,  and  braced  by  bottom 
spacers  wedged  in  position. 

The  soffit  pieces  for  the  floor  slab  are  then  set  on 
the  side  pieces  of  the  beam  forms  with  notched  en- 
gagement holding  them  in  place  and  leaving  open  the 
corner  where  the  beam  and  floor  intersect.  This 
space  is  covered  by  a  narrow  curved  strip  of  sheet 
iron  tacked  to  both  slab  and  beam  pieces  and  thus 
forming  an  elastic  fillet  completing  the  trough  system 
of  forms. 

When  the  concrete  has  set  it  is  easy  to  knock  out 
the  spacers,  pull  the  double-headed  nails,  collapse  the 
forms  and  strip  them  from  the  concrete  in  separate 
pieces  more  easily  handled  than  massive  rigid  box 
forms. 


Eighteen  Hints  for  Machine  Trenching 

THE  following  useful  suggestions  for  the  opera- 
tion and  care  of  trench  excavators  were  given 
in  a  recent  issue  of  "Successful  Methods." 
1.    When  spudding  down  the  sides,  the  bank- 
should  be  broken  off  a  little  at  a  time  as  close  to  the 
buckets  as  possible. 

2.  Keep  buckets  moving  when  sides  cave  and 
huist  boom  clear  of  cave. 

3.  Trench  braces  should  be  placed  as  close  as  pos- 
sible and  parallel  to  boom. 

4.  When  making  a  turn  with  a  ladder  type  boom 
machine  care  should  be  taken  not  to  crowd  boom 
against  bank.  An  oscillating  type  machine  will  cut 
on  a  25-ft.  radius.  A  ladder  type  excavator  will  turn 
a  right  angle  in  about-150  ft. 

5.  Manholes  can  be  spudded  down — machine  ele- 
vating all  material. 

6.  The  boom  should  be  lifted  clear  of  the  trench 
and  rested  on  a  support  to  relieve  strain  on  cables  and 
to  protect  boom  from  cave-in. 

7.  Always  put  support  under  boom  to  safeguard 
workmen  underneath. 

8.  Large,  loose  stones  should  be  taken  from  trench 
by  workmen.  Although  machine  may  elevate  them, 
no  chances  of  delaying  operations  should  be  taken. 

9.  When  digging  down  to  a  ledge  of  rock,  do  not 
try  to  dig  in  with  bucket  teeth. 

10.  Obstructions,  such  as  sidewalks,  pipes,  etc., 
can  be  undercut  by  reversing  digging  traction. 

11.  Bracing  should  be  of  ample  strength  to  pre- 
serve the  trench  and  to  safeguard  the  workmen. 

12.  Trench  should  be  braced  where  sewer  pipe 
is  broken  and  in  places  where  water  is  seeping 
through  sides  of  trench. 


13.  Keep  bucket  teeth  sharp.  In  hard  digging 
keep  a  spare  sharpened  set  on  hand. 

14.  It  is  essential  to  the  life  and  proper  operation 
of  a  machine  that  all  bolts  and  parts  be  always  tight. 
Go  over  entire  machine  and  tighten  all  bolts  once  a 
day. 

15.  In  loading  use  heavy  plank  or  timbers  proper- 
ly supported.  Make  runway  of  sufficient  length  to 
keep  boom  from  dragging.    Block  wheels  at  all  times. 

16.  Keep  machine  level  so  that  sides  of  trench 
will  always  be  perpendicular.  A  few  boards  under  the 
wheels  on  the  low  side  will  do  the  trick. 

17.  Keep  a  record  of  your  machine's  performance. 
Then  you  will  know  just  how  much  it  earns  for  you. 

18.  Watch  out  for  signs  that  indicate  lack  of 
proper  lubrication.  A  little  oil  at  the  right  time  will 
often  save  trouble  and  money. 

Appearance  of  Concrete  Unit 

Must  Be  Improved  If  They  Are  to  be  Suc- 
cessfully Employed  in  Building  Construction 

THE  future  success  of  the  concrete  unit  for  build- 
ings will  depend  upon  the  appearance  of  the 
unit  as  much  as  upon  its  strength  As  a  gen- 
eral rule,  the  possibilities  of  the  looks  of  the 
units  have  been  a  minor  consideration.  With  the 
strengths  fairly  well  standardized,  the  looks  must 
be  improved  to  make  concrete  units  a  product  that 
deserves  merit.  Some  notes  on  the  matter  of  ap- 
pearance are  contained  in  the  following  committee 
report  submitted  at  the  National  Conference  on  Con- 
crete House  Construction. 

For  best  appearance  concrete  units  should  not  be 
made  in  patterns  to  simulate  other  forms  of  masonry, 
particularly  cut  stone,  but  should  always  be  treated 
as  a  separate  and  distinct  building  material  having  a 
surface  finish  peculiar  to  itself,  which  combines  the 
beauty  of  natural  stone. and  the  ease  of  cleaning  of 
terra  cotta.  The  use  of  special  aggregates  and  surface 
finishes  opens  fields  for  concrete,  block  and  tile  con- 
struction previously  untouched.  With  this  in  mind 
the  following  suggestions  and  recommendations  are 
presented.  ■  , 

Three  Types  of  Units 
Concrete  building  units  may  be  divided  into  three 
distinct  groups  according  to  use: 

1.  Interior  walls  and  partitions  and  foundations 
below  grade. 

2.  Exterior  finished  walls. 

3.  Exterior  walls  to  be  covered  with  portland  ce- 
ment stucco. 

Class  1. — Block  and  tile  for  interior  walls,  parti- 
tions and  foundations  below  grade  require  no  special 
surface  treatment. 

Class  2. — For  all  units  which  will  form  the  finished 
walls  of  the  building  and  which  will  not  be  stuccoed, 
some  special  surface  treatment  to  expose  the  aggregat- 
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Toronto's  new  union  station,  now  nearing  comple- 
tion, is  the  last  word  in  railway  terminal  design,  re- 
plete with  every  known  aid  to  the  efficient  control  of 
train  traffic  and  the  comfort  of  the  travelling  public. 
The  average  traveller,  however,  will  be  struck  chiefly 
with  the  impressiveness  of  its  architecture,  which 
marks  it  as  one  of  the  most  outstanding  public  build- 
ings of  the  Dominion.  On  its  massive  facades  and  in 
its  lofty  concourses  are  exemplified  the  finest  efforts  of 
the  stone  cutter's  skill,  giving  a  result  that  is  monu- 
mental and  inspiring.  Essentially  the  station  is  a 
building  of  stone  and  as  such  no  item  in  its  construc- 
tion is  more  important  than  the  stone  cutting  and 
erection.  For  this  part  of  the  work,  responsibility  de- 
veloped upon  the  firm  of  George  Oakley  &  Son,  Ltd., 
one  of  the  premier  stone  fabricating  contractors  of 
Canada,  which,  besides  the  Union  Station,  has  to  its 
credit  some  of  the  most  noteworthy  buildings  in  the 
Dominion.  In  Toronto  alone,  Knox  College,  Central 
Technical  School,  the  Toronto  Stock  Exchange  and 
the  Registry  building  are  among  the  finest  of  that  city's 
public  structures.  Among  other  buildings  on  which 
stone  was  supplied  and  erected  by  George  Oakley  & 
Son  are:  Eaton  Mail  Order  Building,  Moncton,  N.B., 
the  Edith  Cavell  School,  Moncton,  N.B.,  the  Navy 
League  Building  and  four  large  schools  in  Halifax, 
Arcadia  College  and  Nurses'  Home,  St.  John,  N.B., 
Court  House,  Sault  Ste.  Marie,  arid  Library  at  Brant- 
ford,  Ont. 

Mr.  George  Oakley,  the  present  head  of  the  firm, 
served  his  apprenticeship  in  the  stone  cutting  trade 
under  his  father,  George  Oakley,  Sr.,  who  started  in 
business  about  32  years  ago.  He  then  went  abroad 
and  gained  valuable  experience  through  four  years' 
connection  with  stone  cutting  plants  of  England  and 
Scotland.  Shortly  after  his  return  to  Canada  he  joined 
his  father  in  business  under  the  firm  name  of  George 
Oakley  &  Son,  the  firm  in  the  meantime  having  been 
known  as  Oakley  &  Holmes,  as  a  result  of  a  partner- 
ship formed  between  Mr.  Holmes  and  Mr.  George  Oak- 
ley, Sr.  Mr.  Oakley,  Sr.,  has  not  been  actively  con- 
nected with  the  business  for  the  past  10  years,  his  son 
being  the  president  during  that  time.  The  firm  handles 
cut  stone  of  every  description  and  about  two  years 
ago  started  to  handle  both  foreign  and  Canadian 
marbles,  having  acquired  the  marble  department  of 
the  Canadian  Marble,  Metal  &  Tile  Company.  Mr. 
Oakley  is  also  president  of  the  Central  Canada  Stone 
Company,  at  Sarnia,  Ont.,  a  subsidiary  concern  formed 
to  look  after  the  business  outside  the  city  of  Toronto. 


With  the  facilities  offered  by  its  Toronto  and  Sarnia 
plant,  with  an  aggregate  capacity  of  about  12,000  ft. 
a  month  on  general  work,  the  firm  is  able  to  handle 
business  from  one  end  of  Canada  to  the  other. 
The  plants  of  George  Oakley  &  Son  and  the  Central 
Canada  Stone  Company  are  exceptionally  well  ap- 
pointed; every  device  tending  to  efficient  production 
has  geen  installed  and  machines  are  widely  employ- 
ed to  secure  economical  operation.    One  of  these,  a 


Mr.  Geo.  Oakley 

lathe  handling  columns  up  to  32  ft.  long  and  7l/2  ft. 
in  diameter,  is  the  largest  in  the  British  Empire. 

Mr.  Oakley  has  always  taken  a  prominent  part  in 
the  affairs  of  the  International  Cut  Stone  Contractors 
&  Quarrymen's  Association.  He  was  president,  in  1914 
and  1915,  and  is  now  a  member  of  the  Board  of  Gov- 
ernors and  sits  on  the  Executive  Committee  as  the 
Canadian  representative.  He  is  also  a  past  president 
of  the  Builders'  Exchange  and  a  member  of  the  Cana- 
dian Manufacturers'  Association  and  the  Toronto 
Board  of  Trade. 


es  and  add  to  the  beauty,  texture  and  variety  of  the 
surface,  is  recommended. 

The  aggregates  available  -for  facing  concrete  units 
offer  a  wide  choice  and  variation  both  in  texture  and 
color.  Among  the  aggregates  that  may  be  used  are 
screenings  from  different  colored  marbles  and  gran- 
ites, river  and  lake  gravel,  feldspar,  micaspar  crystals 
and  colored  sands.  In  order  to  produce  a  greater 
color  contrast  than  is  obtained  with  colored  aggre- 
gates and  grey  portland  cement,  white  portland  ce- 
ment may  be  used.  A  mineral  coloring  pigment  is 
sometimes  mixed  with  the  cement  but  it  is  not  to  be 
recommended  for  general  use  because  of  the  difficulty 
in  obtaining  surfaces  comparable  in  appearance,  dura- 
bility and  economy  with  the  other  types  of  finish. 

Facing  Concrete  Block.— Methods  for  applying  the 
facing  vary  with  the  type  of  unit  and  method  of 
manufacture.  It  may  be  applied  face  down,  face  up 
or  side  face  by  methods  which  are  a  matter  of  com- 
mon knowledge  in  well  equipped  plants  manufactur- 
ing concrete  products. 

Exposing  Aggregate. — The  exposing  of  the  aggre- 


gate can  be  accomplished  in  various  ways.  Among 
the  methods  used  are  brushing  or  scrubbing,  acid 
washing,  water  spraying,  tooling  and  rubbing. 

Brushing  or  Scrubbing. — Brushing' and  scrubbing 
should  be  done  while  the  concrete  is  still  green  but 
sufficiently  hardened  so  that  particles  of  the  aggre- 
gate will  not  be  removed.  For  this  purpose  water  and 
a  brush  with  stiff  fibre  bristles  are  used.  When  the 
concrete  has  become  too  hard,  a  little  muriatic  acid 
should  be  added  to  the  water.  Any  surface  treated 
with  acid  must  afterwards  be  thoroughly  washed  with 
clean  water  to  remove  all  traces  of  the  acid. 

Acid  Wash. — The  surface  may  be  washed  with  di- 
lute muriatic  acid,  applied  with  an  ordinary  scrub- 
bing brush  and  then  thoroughly  washed  with  clean 
water  to  remove  all  traces  of  the  acid.  In  some  in- 
stances it  has  been  found  more  economical  to  dip  the 
unit  in  an  acid  bath  instead  of  applying  the  acid  by 
hand. 

The  strength  of  the  solution  will  depend  upon  the 
age  and  hardness  of  the  concrete  but  generally  varies 
from  3  to  6  parts  of  water  tc  1  part  of  acid  for  scrub- 
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bing  purposes  and  as  strong  as  1  to  1  for  dipping. 

Water  Spraying. — This  is  done  with  a  fine  vapor 
spray  as  soon  as  the  product  is  made.  The  outlet  holes 
should  be  about  the  size  of  a  pin  and  a  water  pressure 
of  at  least  40  pounds  is  required  to  give  good  results. 
The  washing  must  be  carefully  done  so  as  not  to 
wash  away  the  facing  material.  Spraying  is  neces- 
sarily confined  to  products  removed  from  the  molds 
as  soon  as  made. 

Tooling. — Block  may  be  tooled  in  a  manner  similar 
to  that  used  in  treating  natural  stone,  the  process 
consisting  of  chipping  or  roughening  the  surface  with 
a  bush-hammer,  chisel,  or  other  hand  or  power  tool. 
When  colored  aggregates  are  used  in  the  concrete,  a 
pleasing  and  beautiful  texture  may  be  secured.  This 
method,  however,  is  not  a's  economical  as  the  various 
methods  of  surface  finish  previously  mentioned. 

For  tooling,  the  concrete  should  be  well  hardened 
and  at  least  three  weeks  old,  but  better  results  would 
be  obtained  by  waiting  until  it  is  six  or  eight  weeks 
old.  After  about  three  months  the  concrete  becomes 
so  hard  as  to  make  tooling  difficult.  It  is  to  be  under- 
stood that  the  ages  mentioned  above  are  only  approxi- 
mate as  the  methods  of  manufacturing  and  curing  the 
unit  will  have  a  great  effect. 

Rubbing. — With  certain  aggregates,  such  as  marble 
or  granite,  rubbing  will  impart  to  concrete  units  a 
polish  much  the  same  as  the  original  stone.  After  the 
concrete  has  hardened,  it  is  rubbed  with  a  concrete 
brick,  carborundum  stone,  or  other  commercial  abras- 
ive materials  or  finished  on  a  rubbing  bed  or  "stone 
table"  such  as  used  at  marble  plants,  etc. 

Coarse  Texture  For  Stucco 
Class  3. — Concrete  block  and  tile  laid  in  portland 
cement  mortar  are  particularly  well  adapted  to  serve 
as  a  backing  for  portland  cement  stucco  because  they 
are  composed  of  the  same  class  of  material  as  the 
stucco  itself  and  afford  an  excellent  bonding  surface. 
For  portland  cement  stucco  finish,  the  block  or  tile 
hould  be  rough  and  of  coarse  texture  but  not  we?1-- 
or  friable. 

In  applying  stucco  to  block  or  tile  the  joints  should 
be  raked  out  or  cut  back  at  least  even  with  the  face 
of  the  wall ;  no  projections  should  be  left.  The  wall 
should  be  brushed  free  from  all  loose  particles  and  wet 
down  and  should  be  moist  at  the  time  the  stucco  is 
applied;  if  dry,  the  moisture  is  absorbed  from  the 
stucco  and  a  weak  finish  is  the  result ;  if  too  wet,  a  film 
of  water  prevents  a  proper  bond. 


Small  Portable  Gravel  Washing  Plant 

A SMALL  portable  gravel  washing  machine  has 
been  developed,  not  to  replace  the  large  per- 
manent plants,  but  to  fill  a  demand  for  a 
small  machine  which  could  be  moved  from 
bank  to  bank  on  road  work  and  contracts  where  per- 
manent plants  are  not  available  and  the  gravel  must 
be  taken  from  small  deposits. 

The  machine  consists  of  an  elevator,  preliminary 
scrubber,  screen  and  sand  dewatering  device — all 
mounted  on  heavy  wheels  with  broad  tires.  The  ele- 
vator is  made  with  heavy  steel  buckets  mounted  on 
single  strand  chain.  The  elevator  frame  is  so  con- 
structed that  it  can  be  folded  up  when  the  machine  is 
to  be  moved.  A  small  hand  winch  is  provided  to  han- 
dle the  elevator  when  it  is  to  be  folded  or  unfolded. 
The  scrubber  and  screen  are  of  the  well  known  Dull 
patented  type  consisting  of  a  cylinder  mounted  on  the 


A  portable  gravel  washing  plant  designed  for  use  where  permanent 
plants  are  not  available 


same  shaft  as  the  screen  and  divided  into  compart- 
ments and  having  lifting  vanes  or  paddles  on  the  inner 
circumference  of  the  shell.  These  are  so  arranged  that 
the  material  is  thoroughly  agitated  and  washed  be- 
fore it  enters  the  screen.  The  screen  is  arranged  to 
divide  the  material  into  one  grade  of  sand,  one  grade 
of  gravel  and  remove  the  oversize.  The  sand  and  wa- 
ter after  passing  through  the  screen  drops  into  a  set- 
tling tank.  The  dirty  water  overflows  at  the  end  of 
the  tank  and  the  sand  is  dewatered  by  means  of  a 
heavy  screw  conveyor. 

The  plant  is  driven  by  a  gasoline  engine  mounted 
on  the  same  frame  and  connected  by  the  necessary 
gears  and  drive  chain.  The  machine  washes  and 
screens  material  thoroughly  and  has  a  normal  capa- 
city of  about  ten  cubic  yards  per  hour  of  pit  run  ma- 
terial. It  is  manufactured  by  the  Canadian  Link-Belt 
Co. 


A  view  of  the  gravel  washing  machine  from  the  elevator  end 
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Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


Fire  recently  destroyed  the  main  building  of  the  Lon- 
don Collegiate  Institute  at  London,  Ont.,  causing  loss 
ampun'tirig  to  between  $300,000  and  $500,000. 

It  is  announced  that  extensions  will  he  -carried  out  at 
(lie  Ford  assembling  plant,  London,  which  will  practically 
double  the  present  output. 

The  architects  of  Regina,  at  a  recent  meeting,  decided 
to  form  a  chapter  of  the  Saskatchewan  Association  of  Archi- 
tects and  will  meet  bi-monthly. 

A  by-law  providing  $250,000  for  the  construction  of  a 
trunk  sewer  at  Niagara  Falls,  Ont.,  was  carried  recently  by 
a  vote  of  five  to  one. 

The  personnel  of  the  newly  appointed  Town  Planning 
Commission  at  Brantford,  Ont.,  is  as  follows:  Messrs.  Frank 
Goekshutt,  J.  M.  Shuttleworfh,  Col.  M.  A.  Colquhoun,  I). 
Graves,  R.  T.  McGraw  and  A.  Ballantyne. 

The  officers  of  the  Builders'  Exchange  of  Gait,  Ont., 
for  1920,  elected  at  a  recent  meeting  are:  President,  Alex. 
Robb;  vice-president,  James  Wright;  secretary-treasurer, 
Frank  McAuslan. 

Engineer  E.  A.  James,  of  Toronto,  has  been  appointed 
by  the  town  council  of  Port  Credit,  Ont.,  to  investigate  and 
report  on  the  cost  of  installing  an  up-to-date  waterworks 
system  in  the  town. 

A  housing  company,  to  be  known  as  the  Greater  Win- 
nipeg Building  Corporation,  has  been  organized  at  Fort  Gar- 
ry, one  of  Winnipeg's  suburbs.  Mr.  C.  W.  U.  Olivers  is 
manager. 

A  delegation  from  Toronto,  headed  by  Mayor  Church, 
waited  upon  the  Dominion  Government  recently,  asking 
that  a  bridge  bei  erected  between  the  mainland  and  Toronto 
Island.     The   Government  promised  consideration. 

The  directorate  of  the  Board  of  Trade,  St.  Thomas, 
Ont.,  has  elected  Ex-Mayor  E.  A.  Horton,  president;  Ex- 
Mayor  George  Geddes,  vice-president,  and  Mr.  J.  L.  Lodge, 
secretary  and  publicity  commissioner. 

The  United  Brotherhood  of  Carpenters  and  Joiners  at 
Guelph,  Ont.,  has  accepted  the  Master"  Builders'  offer  of  75 
cents  an  hour  until  July  31st  and  85  cents  an  hour  after 
(hat  date.  This  new  scale  has  been  based  on  a  44-hour 
week. 

The  brick  manufacturing  plant  of  R.  H.  Hamley,  Bow- 
manville,  Ont.,  has  been  sold  to  the  firm  of  Hircock  Bros. 
&  Company.  The  new  owners  are  making  extensive  im- 
provements and  alterations  to  the  plant,  which  will  turn 
out  about  15,000  brick  a  day. 

The  B.  Blair  Company,  of  Woodstock,  Ont.,  has  been 
taken  over  by  the  Independent  Concrete  Pipe  Co.,  Ltd.  The 
new  company  will  manufacture  a  full  line  of  concrete  pipe, 
from  6  to  108  in.  in  diameter.  The  preseu:  plan:  will  be  con- 
siderably extended.  Mr.  Blair  is  president  and  general 
manager  of  the  new  firm,  which  is  capitalized  at  $200,000. 

Several  of  Hamilton's  leading  citizens,  city  officials  and 
members  of  the  city  council  were  present  when  the  city's 
new  pumping  equipment  was  set  in  motion  recently  by  Mr. 
Adam  Brown,  who,  as  chairman  of  the  water  committee  of 
the  city  council  00  years  ago,  presided  at  the  opening  of  the 
city's  first  waterworks  system. 

Tlie  directors  of  the  Dominion  Bridge  Company,  of  Mon- 


treal, announced  recently  the  formation  of  a  new  subsidiary 
company,  to  be  known  as  the  Dominion  Engineering  Works, 
Ltd.  The  recently  formed  Dominion  Engineering  and 
Machinery  Company  will  dissolve  into  the  new  firm,  which 
will  be  capitalized  at  $10,000,000. 

It  is  estimated  that  5,000  men  will  be  employed  on  the 
construction  of  the  Provincial  Highway  in  Ontario  by  June 
1.  There  are,  at  the  present  time,  about  1,000  men  en- 
gaged in  this  work,  and,  according  to  Mr.  W.  A.  McLean, 
Deputy  Minister  of  Public  Works,  when  this  system  is  com- 
pleted it  will  surpass  even  the  Lincoln  Highway  in  the  Unit- 
ed States. 

The  annual  report  of  the  Workmen's  Compensation 
Board  of  Ontario,  for  the  year  1919,  shows  that  $4,192,859 
was  paid  out  to  injured  workmen  as  a  result  of  44,200  acci- 
dents. The  totals  for  the  year  1918  were,  $3,883,994  for  47,- 
848  accidents.  The  larger  total  of  money  paid  out  during 
1919  compared  with  1918,  for  the  fewer  number  of  accidents, 
is  accounted  for  by  the  increased  wages  of  the  past  year 
over  those  of  1918.  A  comparison  of  the  average  earnings 
of  workmen  who  came  within  the  scope  of  the  Compensa- 
tion Board's  work  for  the  years  1915-1919  inclusive  is  in- 
teresting. In  1915  the  average  weekly  wage  was  $13.27; 
1916,  $15.03;  1917,  $19.00;  1918,  $21.93,  while  in  1919  it  reached 
$24.80. 


Personal 

Lieut. -Col.  Milton  Francis.  D.S.O.,  has  been  appointed 
Industrial  Commissioner  for  the  city  of  I'ort  Arthur,  Ont. 

Alfred  Samson,  superintendent  of  the  Levis  Drydock 
for  the  Federal  Public  Works  Department,  died  recently 
at  Quebec  City. 

Hon.  Senator  P.  B.  Casgrain  was  re-elected  president  of 
the  Provincial  Land  Surveyors'  Association  for  the  year 
1920  at  the  annual  meeting  held  recently  at  Quebec  city.  It 
was  decided  to  hold  the  next  annual  meeting  at  Montreal. 

Mr.  John  Gaskin,  auditor  with  the  Foundation  Com- 
pany, Victoria,  B.  C.  has  been  appointed  assistant  secre- 
tary-treasurer of  the  company,  succeeding  Mr.  J.  E.  McCor- 
mick  who  has  been  transferred  to  other  duties. 

Mr.  Christopher  J.  Yorath,  city  commissioner  of  Saska- 
toon, is  visiting  the  larger  Canadian  cities,  including  Mon- 
treal, Toronto  and  Ottawa,  for  the  purpose  of  inspecting 
the  incineration  plants  at  these  points  and  securing  informa- 
tion for  a  plant  which  the  city  of  Saskatoon  intends  con- 
structing. 

Major-General  Sir  David  Watson  has  been  appointed 
chairman  of  the  Quebec  Harbor  Commission,  succeeding 
Hon.  D.  O.  Lesperance,  who  resigned  about  a  month  ago. 
With  Major-General  Watson  on  the  new  commission  will 
be  Mr.  Alfred  S.  Gravelle,  of  Levis,  Que.,  and  Brig.-Gen.  T. 
L.  Tremblay. 

Business  Administrator  W.  W.  Pearse,  of  the  Board 
of  Education,  Toronto,  returned  to  that  city  recently  after 
a  tour  of  the  cities  of  Buffalo,  Detroit  and  Cleveland,  for 
the  purpose  of  inspecting  the  schools  in  these  cities.  Mr. 
Pearse  reports  that  many  good  ideas  were  gathered  with 
regards  to  seating,  ventilation,  lighting  and  construction. 
Mr.  Pearse  was  accompanied  on  his  tour  by  Trustee  Joseph 
Bell. 


Obituary 

Major  T.  Harry  Jones,  for  37  years  city  engineer  of 
Brantford,  Out.,  died  in  that  city  recently  after  a  short  ill- 
ness. Major  Jones  had  been  responsible  for  almost  every 
piece  of  work  of  an  engineering  nature  carried  out  in  Brant- 
ford. 


Contracts  Department 


News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Acton,  Ont. 

Dr.  H.  A.  Cox,  chairman  of  Town  wa- 
terworks committee,  will  receive  tend- 
ers until  May  13th  for  laying,  etc.,  of 
cast  iron  water  mains.  Plans  at  offices 
of  Engineers,  E.  A.  James  &  Co.,  3G  To- 
ronto St.,  Toronto. 

Ange  Gardien,  Que. 

Town  contemplates  the  drainage  of  !,- 
.">0()  to  2.000  acres.  Secy.-treas.,  Paul 
Kin  tret.  X.P.  Village  Canrohert. 

Baie-Shawinigan,  Que. 

Municipality  will  call  tenders  shortly 
for  gravelling  road.  Sec.-treas.,  Alf. 
Yelle. 

Brandon,  Man. 

City  will  commence  shortly  the  ma- 
cadamization  of  certain  roads.  Clerk, 
Harry  Brown. 

Buckingham,  Que. 

Plans  are  under  way  for  new  pump 
house  and  repairs  to  dam  in  connection 
therewith.    Cost,  $71,000. 

Calgary,  Alta. 

City  contemplates  about  19,000  sq.  yds. 
of  paving  on  various  streets.  Clerk,  J. 
M.  Miller. 

Carleton  Place,  Ont. 

H.  M.  Miller,  secy.  Public  Utilities 
Commission,  will  receive  tenders  until 
May  31st  for  installation  of  about  three 
thousand  feet  of  watermain  and  sewer. 

Copper  Cliff,  Ont. 

International  Nickel  Co.  of  Canada 
Ltd..  Copper  Cliff,  will  receive  tenders 
until  May  10th  for  construction  of  sew- 
ers, watermains  and  branches.  Mater- 
ial furnished. 

Halifax,  N.  S. 

Provincial  Highway  Bd.,  Hollis  St., 
will  receive  tenders  until  noon  May  20th 
for  construction  of  certain  gravel  roads, 
totalling  about  22  miles.  Plans  at  of- 
fice of  Chief  Engineer,  J.  W.  Roland. 

Hamilton,  Ont. 

John  Allan,  C8  Peare  St.  N..  and  A.  G. 
Bain,  383  Hess  St.  S.,  committee  for  city, 
will  receive  tenders  for  water  supply 
equipment. 

Hickson,  Ont. 

Edwin  Parker,  clerk  for  East  Zorra 
Township,  will  receive  tenders  until  May 
10th  for  construction  of  tile  drain. 

Merlin,  Ont. 

Tilbury  East  Township  adopted  engi- 
neer's report  re  dredging  and  improv- 
ing drain  to  cost  $35,000.  Clerk.  Miss 
Ada  Farquharson.  Merlin.  Tenders  will 
probably  be  called  next  month. 

Minitonas,  Man. 

J.  Cannon,  secy.-treas.  for  Municipal- 
ity, will  receive  tenders  until  May  7th 
for  ditching  and  grading  about  63  miles 
of  road;  cost,  $200,000.  Specifications 
with  Highway  Commissioner,  Winnipeg, 
and  Municipal  engineer,  Minitonas. 


Mitchell,  Ont. 

Elma  Township  plans  to  expend  $10,- 
000  on  improvements  to  drainage.  En- 
gineer, John  Roger,  Mitchell,  Ont. 

Montreal,  Que. 

Rene  Bauset,  city  clerk,  will  receive 
tenders  until  May  14th  for  supply  of  50,- 
000  tons  crushed  stone.  Specifications 
at  office  of  purchasing  manager,  L.  O. 
Pion,  City  Hall. 

Rene  Bauset.  city  clerk,  will  receive 
tenders  until  May  10th  for  paving  num- 
ber of  streets.  Cost.  $1,207,862.  Flans 
with  Roads  Dept. 

City  will  call  tenders  shortly  for  fol- 
lowing road  material:  2.000  tons  asphalt, 
about  $63,000;  50,000  tons  broken  stone, 
about  $180,000;  52,000  tons  sand,  about 
$60,000.  Purchasing  manager,  L.  O. 
Pion. 

Montreal  West,  Que. 

Chas.  I.  Fraser,  secy.-treas.  for  Mon- 
treat  West,  will  receive  tenders  until 
May  30th  for  following  work:  Installa- 
tion of  complete  underground  system  of 
wiring,  with  standard  posts  and  lamps, 
for  lighting  all  streets;  construction  of 
trunk  sewer  and  trunk  water  mains, 
sewer  branches  to  vacant  lots,  and  lay- 
ing of  permanent  sidewalks;  paving  cer- 
tain streets  with  concrete  bed  and  as- 
phalt top,  with  concrete  curb  and  gut- 
ter; alterations  and  additions  to  Town 
hall;  erection  of  Municipal  Conserva- 
tory, 25  ft.  x  75  ft.,  and  supply  of  fur- 
nishings.   Plans  at  Town  Hall. 

New  Glasgow,  N.  S. 

Town  contemplates  paving  of  certain 
streets.    Clerk,  James  Roy. 

Niagara  Falls,  Ont. 

By-law  passed  authorizing  expendi- 
ture of  $250,000  on  construction  of  trunk 
sewer.    City  clerk,  W.  J.  Seymour. 

Oakbank,  Man. 

Tenders  addressed  to  H.  Christopher- 
son,  secy.-treas.  for  Municipality  of 
Springfield.  Oakbank,  Man.,  will  be  re- 
ceived until  noon,  May  8th,  for  grading 
roads.  Cost  $618,000.  Specifications  at 
Municipal  Office,  Oakbank,  and  Good 
Roads  Bd..  Winnipeg. 

Ottawa,  Ont. 

John  Bingham,  chairman  Suburban 
Roads  Commission,  Thistle  Bldg.,  will 
receive  tenders  until  May  10th  for  con- 
struction of  two  miles  roadway;  cost, 
$28,500. 

City  will  call  tenders  shortly  for  new 
meters  to  cost  $25,000.  Mayor,  Harold 
Fisher. 

Peterboro,  Ont. 

City  will  appoint  architect  to  prepare 
plans  for  construction  of  sewage  dispo- 
sal plant  and  pumping  station.  Engineer, 
R.   H.  Parsons. 

Port  Credit,  Ont. 

E.  A.  James  Co.,  Engineers,  will  make 
a  report  to  Village  on  waterworks  sys- 
tem including  intake  in   Lake  Ontario, 


filtration  plant,  pumping  station,  eleva- 
ted tank  and  water  mains. 

Port  Stanley,  Ont. 

Village  will  call  tenders  in  a  week  for 
construction  of  cement  sidewalks  and 
tarvia  pavement;  cost,  $20,000.  Engi- 
neer, F.  A.  Bell,  St.  Thomas,  Ont. 

Richmond,  Ont. 

Town  contemplates  construction  of 
road.    Clerk,  John  Rielly. 

St.  Ambroise  De  Kildare,  Que. 

Municipality  will  call  tenders  shortly 
for  gravelling  road.  Secy.-treas.,  J.  J. 
A.  Fitzpatrick,  Kildare. 

Stanbridge  East,  Que. 

Municipality  will  call  tenders  soon  for 
gravelling  four  miles  of  road.  Secy.- 
treas.,  C.  H.  Hibbard. 

St.  Catharines,  Ont. 

City  is  having  plans  prepared  for  con- 
struction of  sewers  on  various  streets. 
Engineer,   W.   P.  Near. 

St.  Damien,  Que. 

Provincial  Dept.  Public  Highways 
contemplates  the  gravelling  of  roads. 
Engineer,  M.  Henry,  Roads  Dept.,  Pari. 
Bldgs.,  Quebec. 

St.  Hyacinthe,  Que. 

Town  will  call  tenders  this  month  for 
paving  work^to  cost  $250,000.  Secy.- 
treas.,  A.  Messier. 

St.  Mary's,  Ont. 

E.  A.  James  Co.,  Consulting  Engi- 
neers, Toronto,  have  been  retained  by 
Town  to  report  on  cost  and  type  of  pave- 
ment for  paving  main  thoroughfares, 
about  3*/2  miles. 

St.  Ours,  Que. 

Provincial  Dept.  Public  Highways  con- 
templates construction  of  "National" 
road.  Engineer,  M.  Henry,  Roads  Dept., 
Quebec. 

St.  Patrice  De  Beaurivage,  Que. 

Provincial  Dept.  Public  Highways 
plan  to  gravel  roads  by  day  labor.  En- 
gineer, M.  Henry,  Roads  Dept.,  Pari. 
Bldgs.,  Quebec. 

St.  Romuald,  Que. 

Tenders  addressed  to  B.  Michaud,  De- 
puty Minister  for  Provincial  Dept.  Pub- 
lic Highways,  Pari.  Bldgs.,  Quebec,  will 
be  received  until  May  19th  for  construc- 
tion of  waterbound  bituminous  maca- 
dam pavement  according  to  plans  in  pos- 
session of  Deputy  Minister. 

Toronto,  Ont. 

Tenders  addressed  to  W.  A.  McLean, 
Deputy  Minister  Prov  incia.1  Dept.  Hi^li- 
ways,  Pari.  Bldgs.,  Toronto,  will  be  re- 
ceived until  May  20th  for  excavation 
construction  of  concrete  structures  and 
other  necessary  work  in  various  town- 
ships. Plans  at  offices  of  Resident  En- 
gineer, Port  Hope,  and  Deputy  Minis- 
ter, Toronto. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Highways,  will  receive 
tenders  until  May  22nd  for  earthwork 
and  other  necessary  work  on  Provincial 
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Highway  one  mile  east  of  Town  of  Osh- 
awa.  Plans  at  offices  of  Resident  Engi- 
neer, Port  Hope,  Ont,  and  Deputy  Min- 
ister, Toronto. 

W.  A.  McLean,  Deputy  Minister  Pro- 
vincial Dept.  Highways,  will  receive  ten- 
ders until  May  1 9th  for  excavation,  con- 
struction of  concrete  structures  and  other 
necessary  work  on  Provincial  Highway 
in  certain  townships. 

Woodstock,  Ont. 

City  contemplates  construction  of  100 
rods  of  paving  and  100  rods  of  resurfac- 
ing for  roads.    Clerk,  John  Morrison. 

CONTRACTS  AWARDED 
Dover,  Township  of,  Ont. 

Dover  Township  placed  contract  for 
pump  house  costing  $8,200  with  W.  J. 
Strain,  R.  R.  No.  1,  Turnerville,  Ont, 

Grande  Mere,  Que. 

City  Council  and  Laurentide  Co.  placed 
general  contract  for  waterworks  system 
costing  $200,000  with  Fraser  Brace  &  Co., 
83  Craig  St.  W.,  Montreal. 

Harding,  Man. 

Municipality  of  Woodworth  placed  gen- 
eral contract  for  reinforced  concrete  cul- 
verts costing  $9,000  with  W.  Atchison, 
Alexander,  Man. 

Parish  of  St.  Mary's,  N.  B. 

Provincial  Dept.  Public  Works  placed 
general  contract  for  concrete  arch  cul- 
vert and  approach  costing  $9,000  with  W. 
D.  Steeves  &  F.  E.  Barryman,  Wood- 
stock, N.  B. 

Plantagenet,  Ont. 

Russell  County  Council  placed  con- 
tract for  construction  of  macadam  road 
costing  $25,000  with  Grant  Bros.,  Or- 
leans, Ont. 

Port  Dalhousie,  Ont. 

Town  awarded  contracts  for  water- 
works system  as  follows:  Brass  work, 
fittings  and  valves,  Francis  Hankin  &  Co., 
20  St.  Nicholas  St.,  Montreal;  water  tap- 
ping machine  and  service  boxes,  H. 
Mueller  Mfg.  Co.,  Sarnia,  Ont.;  pipes, 
Gartshore-Thompson  Co.,  Stuart  W.. 
Hamilton,  Ont.;  construction  work,  Lor- 
enzo  &  Tibrio,   Niagara   Falls,  Ont. 

Sherbrooke,  Que. 

MacKinnon  Steel  Co.,  Drummond  St., 
have  contract  for  reinforced  steel  re- 
quired on  repairs  to  Weedon  Dam  cost- 
ing $350,000  for  City.  Chas.  J.  Desbail- 
lets,  electrical  engineer,  Room  15,  Whit- 
ing Block,  wants  prices  on  structural 
steel,  metal  window  sash,  wired  window 
glass. 

Ste.  Julienne,  Que. 

A.  Brouillet,  St.  Esprit,  has  general 
contract  for  gravelling  Town's  roads; 
cost,  $20,000.    Work  under  way. 

Toronto,  Ont. 

City  placed  contracts  for  sewers  as  fol- 
lows: Section  1,  $49.37  per  lin.  ft.,  Jno. 
McGuire,  265  Russell  Hill  Rd.;  section 
2,  $40.07  per  lin.  ft.,  J.  F.  Connelly,  606 
Avenue  Rd.;  section  3,  $39.45  per  lin. 
ft.,  W.  R.  Worthington,  Temple  Bldg. 

Canada  Crushed  Stone  Corp.,  Dun- 
das,  Ont.,  will  supply  the  Provincial 
Dept.  Public  Highways  with  150,000  tons 
crushed  stone. 

F.  H.  Armitage,  Marysville,  Ont.,  has 
contract  for  grading  and  abutments  at 
Sucker  Creek  in  Township  of  Tyendin- 
ago  for  Provincial  Dept.  Highways. 

Provincial  Dept.  Highways  placed 
contracts  with  Grant  Bros.,  Ottawa,  for 
earth  work  and  construction  of  concrete 


culverts  in  Township  of  Edwardsburg 
A.  &  B.;  construction  of  concrete  cul- 
verts in  Township  of  Nepean. 

Hyland  Construction  Co.,  82  St.  Al- 
bans St.,  Toronto,  have  contract  for  ex- 
cavating, construction  of  concrete  struc- 
tures, etc.,  in  Townships  of  Hamilton 
and  Haldimand  for  Provincial  Dept. 
Highways. 

Provincial  Dept.  Public  Highways 
placed  contracts  for  construction  of  con- 
crete culverts  as  follows:  In  Township 
of  Leeds  A  &  B,  J.  M.  Wilson,  Ganan- 
oque,  Ont.;  in  Township  of  Charlottes- 
burg  B,  Chisholm  Wellage  Co.,  South 
Lancaster,  Ont. 

Windsor,  Ont. 

City  let  contract  for  concrete  side- 
walks costing  $70,000  to  Chick  Contract- 
ing Co.,  351  McDougall  Ave.,  at  29c  per 
sq.  ft. 


Railroads,  Bridges  and  Wharves 

Grand  Mere,  Que. 

Tenders  will  be  received  for  steel 
work  required  in  construction  of  bridge 
costing  $120,000  for  Laurentide  Power 
Co.  Engineer,  Mr.  E.  B.  Wardle,  care 
Company. 

London,  Ont. 

G.  T.  Rly.,  Montreal,  will  expend  $6,- 
000  on  construction  of  car  shop  and  will 
carry  out  all  work.  Master  Car  Builder. 
F.  Fouse,  London. 

Winnipeg,  Man. 

H.  A.  Dixon,  Chief  Engineer,  C.  N. 
Rlys.,  Winnipeg,  will  receive  tenders  un- 
til May  10th  for  erection  of  wire  fences 
along  railway  and  construction  of  con- 
crete culverts  at  various  points  in  Pro- 
vinces of  Manitoba,  Saskatchewan  and 
A'berta.  Specifications  with  Chief  En- 
gineer, Winnipeg.  District  Engineer, 
Edmonton  and  Saskatoon,  Supt.,  Cal- 
gary, and  local  freight  agent,  Regina  and 
Moose  Jaw. 

Vancouver,  B.  C. 

W.  D.  Harvie,  Secy.  Vancouver  Har- 
bor Board,  will  receive  tenders  until 
noon.  May  15th,  for  dredging  and  filling, 
costing  $250,000,  in  connection  with  the 
construction  of  pier.  Plans  with  Har- 
bor Board.    Total  cost,  $2,500,000. 

CONTRACTS  AWARDED 
Eaton,  Sask. 

C.  N.  Rlys.,  Toronto,  placed  contract 
for  laying  of  16.000  ft.  of  pipe  line  with 
Hurst  Engineering  &  Construction  Co., 
Scott  Bldg.,  Winnipeg. 

Guelph,  Ont. 

Wellington  County  placed  general  con- 
tract for  reinforced  concrete  bridge  cost- 
ing $35,000  with  G.  G.  Reid,  659  Ash- 
dale  Ave.,  Toronto. 

Lanigan,  Sask. 

C.  P.  Rly.,  Montreal,  placed  contract 
for  grading  and  laying  steel,  from  Lani- 
gan to  Watson,  about  50  miles,  with 
Stewart  &  Welch,  Burns  Blk.,  Calgary, 
Man. 

Parish  of  Alnwick,  N.  B. 

Provincial  Dept.  Public  Works  award- 
ed contract  for  bridge  costing  $49,000  to 
J.  E.  &  D.  P.  Connolly,  Bathurst,  N.  B. 

Sombra,  Ont. 

Townships  of  Chatham  and  Sombra  let 
contract  constructing  steel  and  concrete 
bridge  to  W.  N.  McCoy  &  J.  E.  Caughey. 
Wallaceburg,  Ont.    Cost,  $6,995. 

St.  Phillippe  D'Arg,  Que. 

Municipality  of  Chatham  placed  gen- 


eral contract  for  concrete  bridge  with  P. 
Lepine,  Brownsbury  &  Joseph  Lalonde, 
St.  Andre  d'  Argenteuill. 

Toronto,  Ont. 

Provincial  Dept.  Public  Highways 
awarded  contract  for  construction  of 
bridge  in  Tyendinago  Township  to  To- 
ronto Steel  Construction  Co.,  95  King 
St.  E.,  Toronto. 

Dominion  Dept.  Public  Works  placed 
general  contract  for  breakwater  at  To- 
ronto Island  with  Randolph  Macdonald 
Co.,  Crown  Office  Bldg.,  Queen  &  Vic- 
toria Sts. 

Public  Buildings,  Churches 
and  Schools 

Bel'-eville,  Ont. 

MacKenzie  Waters,  architect;  43  Scott 
St.,  Toronto,  has  prepared  plans  for  me- 
morial home  for  G.W.V.A. 

Brandon,  Man. 

Summer  Fair  Board  contemplate  ex- 
penditure of  $40,000  on  new  buildings 
and  improvements  to  fair  grounds.  Secy.- 
treas.,  W.  I.  Smale,  Brandon. 

Cassils,  Alta. 

Burrel  &  Basevi.  architects.  Calgary, 
are  preparing  plans  for  school  for  Cas- 
sils Public  School  Board. 

Crediton,  Ont. 

Methodist  Congregation  contemplates 
erection  of  church.  Pastor,  Rev.  C.  W. 
Baker. 

Dutton,  Ont. 

Neil  R.  Darrach.  architect.  430  Talbot 
St.,  St.  Thomas.  Ont.,  will  receive  ten- 
ders, no  closing  date  set,  for  erection  of 
church  costing  $25,000  for  Knox  Congre- 
gation. 

East  Florenceville,  N.  B. 

Chas.  Archibald,  50  Princess  St.,  is 
preparing  plans  for  school  costing  $20.- 
000  for  School  Bd. 

Elm  Creek,  Man. 

Woodman  &  Cubbidge.  architects. 
Trust  &  Loan  Bldg..  Winnipeg,  will  re- 
ceive tenders  until  May  15th  for  erection 

of  school. 

Egmondville,  Ont. 

Presbyterian  Congregation  plan  to  re- 
model church.  Pastor,  Rev.  S.  McLean, 
Egmondville  via  Seaforth,  Ont. 

Essex,  Ont. 

Citizens'  Committee.  E.  S.  Scott,  R.  R. 
Brett,  Jr.,  Geo.  Miller,  will  secure  plans 
and  estimates  on  erection  of  community 
hall. 

Gace  Bay,  N.  S. 

Rev.  P.  V.  McMullin,  parish  priest  for 
St.  Anne's  Parish,  will  receive  tenders 
until  noon  May  18th  for  completion  of 
church.  Plans  at  Glebe  House,  Glace 
Bay,  and  with  architect,  A.  J.  McCor- 
mack,  Ross  Block,  Sydney. 

Hamilton,  Ont. 

J.  A.  Armes,  architect,  183  Bold  St.. 
will  receive  tenders  for  erection  of  school 
costing  $25,000  for  School  Section  No. 
11,  Saltfleet  Township. 

Montebello,,  Que. 

School  Board  plans  to  erect  economi- 
cal school  costing  $30,000.  Secy.,  J.  F. 
O.  Caron. 

Hospital  Board,  Dr.  Langrill,  Supt.. 
Barton  St.  E.,  will  have  plans  prepared 
for  alteration  of  building  into  nurses' 
home.    Cost,  $10,000. 

Stewart  &  Witton,  architects,  7  Hugh- 
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son  St.  S.,  will  receive  tenders  for  erec- 
tion of  school  addition  for  Bd.  of  Edu- 
cation. Architects  are  also  preparing 
plans  for  addition  to  technical  school. 

Leamington,  Ont. 

Bulk  or  separate  tenders  will  be  re- 
ceived until  May  21st  for  school  costing 
$100,000  for  Public  School  Board,  W.  J. 
Trott,  chairman.  Plans  at  offices  of 
chairman,  and  architect.  J.  C.  Penning- 
ton, La  Belle  Bldg.,  Windsor. 

Melville,  Sask. 

J.  H.  Ruddy,  architect,  will  call  ten- 
ders about  August  for  G.W.V.A.  Home 
to  cost  $50,000. 

Milton,  Ont. 

High  School  Board  contemplates  erec- 
tion of  school  to  cost  $48,000.  W.  I. 
Dick,  chairman,  desires  to  get  in  com- 
munication  with  architects. 

Montreal,  Que. 

J.  H.  Caron,  architect,  284  Beaver  Hall 
Hill,  has  prepared  plans  for  R.  C.  church 
costing  $100,000  for  Church  of  Philemon 
de  Rosemount. 

Catholic  Sailors'  Club,  51  Common  St., 
contemplate  erection  of  memorial  club 
building.  Manager,  Dr.  W.  H.  Ather- 
ton. 

Temple  Baptist  Church  contemplates 
erection  of  church  building  to  cost  $75,- 
000.  Pastor,  Rev.  C.  G.  Smith,  682  De 
L'eppe  Ave.,  Outremont. 

North  Sydney,  N.  S. 

Town  has  retained  J.  L.  Northam,  ar- 
chitect, Charlotte  St.,  Sydney,  to  pre- 
pare plans  for  Town  hall  costing  $50,- 
000. 

Ottawa,  Ont. 

Central  Canada  Exhibition  Ass'n.  will 
call  tenders  about  May  31st  for  lavatory 
to  cost  $15,000.  Manager,  J.  K.  Paisley, 
City  Hall. 

Ottawa  Hunt  &  Motor  Club,  Bowies- 
ville  Rd.,  contemplates  extensions  to 
club  house  costing  $50,000.  Address  Se- 
cretary. 

Preston,  Ont. 

Methodist  Congregation  contemplates 
the  erection  of  Sunday  School  and 
Church.  Chairman  Bldg.  Committee,  J. 
G.  Lorniman,  care  Metal  Shingle  &  Sid- 
ing Co.,  Preston. 

South  Durham,  Que. 

School  Board  plans  to  erect  school 
building.  Secy.-treas.,  A.  W.  Alexander, 
P.  O.  Box  No.  86,  Melbourne,  Que. 

Stuart  Lake,  B-.  C. 

Duncan  C.  Scott,  Deputy  Supt.  for 
Dominion  Dept.  Indian  Affairs,  Ottawa, 
will  receive  tenders  until  May  25th  for 
erection  of  boarding  school.  Plans  at 
Dept.  Indian  Affairs,  Ottawa. 

Sudbury,  Ont. 

School  Board,  Mr.  Clarey,  chairman, 
will  receive  tenders  until  May  22nd  for 
different  trades  required  in  erection  and 
completion  of  school  costing  $200,000. 
Plans  with  architect,  P.  J.  O.  Gorman, 
Sudbury,  and  MacLean  Daily  Reports, 
345  Adelaide  St.  W.,  Toronto. 

Toronto,  Ont. 

Tenders  will  be  received  until  May 
15th  for  construction  of  school  costing 
$100,000  for  Separate  School  Bd.,  67  Bond 
St.  Plans  at  office  of  architect,  C.  J. 
Read,  67  Bond  St. 

Vancouver,  B.  C. 

New  tenders  are  called  for  office  build- 
ing and  theatre  costing  $600,000  for  Fa- 


mous Players  Canadian  Corp.,  Toronto. 
Local  Representative,  Theo.  Jung,  care 
J.  A.  Muir,  Dominion  Theatre,  Vancou- 
ver. 

Winnipeg,  Man. 

Plans  have  been  revised  and  tenders 
will  be  called  shortly  for  office  building 
and  theatre  costing  $600,000  for  Famous 
Players  Canadian  Corp.,  Toronto.  Lo- 
cal representative,  N.  J.  Williamson,  Man- 
ager National  Theatre,  Winnipeg. 

CONTRACTS  AWARDED 
Barons,  Alta. 

Bennett  &  White  Construction  Co., 
Calgary,  have  general  contract  for  school 
costing  $65,000  for  Barons  Consolidated 
School  District. 

Brandon,  Man. 

School  Board  awarded  general  con- 
tract for  school  addition  costing  $38,000 
to  J.  E.  Blackwell,  24  Princess  Ave.  E., 
Brandon. 

Kerrobert,  Sask. 

Union  Church  Congregation  placed 
general  contract  for  church  costing  $15,- 
000  with  Peter  Leitch,  Kerrobert. 

London,  Ont. 

Home  for  Incurables  Board  placed 
general  contract  for  addition  to  home 
costing  $150,000  with  Tohn  Putherbough, 
272  Regent  St. 

Langemarck  Lodge  awarded  general 
contract  for  lodge  building  costing  $30,- 
000  to  R.  G.  Wilson  &  Son,  193  College 
Ave. 

Merriton,  Ont. 

School  Board  placed  following  con- 
tracts for  school:  Masonry,  Frank 
Hoare.  222  St.  Paul  St.,  St.  Catharines; 
carpentry  and  roofing,  C.  F.  Monk, 
Glen  Ridge  Ave.,  St.  Catharines;  plas- 
tering, Geo.  Clutterbuck,  49  Wellington 
St.,  St.  Catharines. 

Moncton,  N.  B. 

A-  Wheeler,  Railway  Ave.,  has  gen- 
eral contract  and  carpentry  for  remodel- 
ment  of  hotel  costing  $11,000  for  Bruns- 
wick Hotels  Ltd. 

Ottawa,  Ont. 

Grey  Nuns,  Water  St.,  placed  general 
contract  for  kitchen,  etc.,  costing  $30,000, 
with  Ferguson  &  Lambert,  643  King  Ed- 
ward Ave. 

Port  Elgin.  Ont. 

School  Section  No.  5,  Saugeen  Town- 
ship, placed  contract  for  school  costing 
$10,000  with  Geo.  Lamb,  Chesley,  Ont. 

Quebec,  Que. 

Addition  to  monastery  costing  $60,000 
for  Soeurs  Franciscaines  Missionnaircs 
de  Marie,  188  Grande  Allee:  Masonry, 
Emile  Frenette.  206  Cremazie  St.;  car- 
pentry, Emile  Morrissette  Ltd.,  236  La- 
toiirelle  St.;  painting,  J.  Tardivel,  118 
Cote  d'Abraham;  roofing,  Nap.  Barbeau, 
36  Bridge  St. 

Sault  Ste.  Marie,  Ont. 

Norman  McLeod  Ltd.,  Kent  Bldg.,  To- 
ronto, have  general  contract  for  theatre 
costing  $175,000  for  Paramount  Thea- 
tres Ltd.  and  want  sub  tenders  on  various 
trades. 

St.  David  D'Yamaska,  Que. 

Jules  Theberge,  St.  Hyacinthe,  has  gen- 
eral contract  for  presbytery  costing  $25,- 
000  for  R.  C.  Congregation. 

Tatamagouche,  N.  S. 

Oddfellows  Society  placed  contract  for 


hall,  frame  construction,  with  J.  W.  Hen- 
derson.   Cost,  $6,000. 

Victoria,  B.  C. 

School  costing  $90,000  for  Oak  Bay 
Municipality:  General  contract,  Luney 
Bros.,  508  Sayward  Bldg.;  sheet  metal, 
Henry  Cooley  &  Son,  434  Kingston  St. 

Welland,  Ont. 

School  costing  $90,000  for  Public 
School  Bd.:  General  contract,  $74,600,  J. 
C.  Diffin,  Main  St.  E.;  plumbing,  $4,306, 
J.  H.  Crow,  22  Main  W. 


Business  Buildings  and  Indus- 
trial Plants 

Duck  Lake,  Sask. 

Plans  are  in  progress  for  erection  of 
hank  building  for  Bank  of  Montreal, 
Montreal.  Architects,  Pratt  &  Ross, 
Electric  Rly.  Chambers,  Winnipeg. 

Hamilton,  Ont. 

W.  O.  Emery,  Bartonville,  Ont.,  will 
receive  tenders  on  all  trades  required  in 
erection  of  store  and  apartments  costing 
$20,000.  Architect,  O.  E.  Morrison,  20 
Leinster  Ave. 

Hanover,  Ont. 

By-law  passed  granting  bonus  of  $30,- 
000  to  Hanover  Cotton  &  Woollen  Co. 
for  erection  of  factory  to  cost  $50,000. 
President,  Bruce  Sutherland. 

Kitchener,  Ont. 

Dumarts  Ltd.,  Breithaupt  St.,  will  re- 
ceive tenders  until  May  12th  for  general 
contract  for  packing  house  costing  $75,- 
000.    Manager,  Henry  Dumart. 

Listowel,  Ont. 

L.  Pfeffer  Milling  Co.  contemplate 
erection  of  addition  to  mill. 

Milverton,  Ont. 

H.  &  E.  Furniture  Co.  will  erect  fac- 
tory by  day  labor  costing  $30,000.  Ar- 
chitect, Jas.  Russell,  Downie  St.,  Strat- 
ford. 

Montreal.  Que. 

G.  A.  Monette,  architect,  83  Craig  St. 
W.,  is  preparing  plans  for  alterations 
and  addition  to  store  building  for  N. 
G.  Valiquette,  St.  Catherine,  St.  W. 

Cardinal  &  Beauchamp,  architects,  26 
St.  James  St.,  Montreal,  will  call  tend- 
ers shortly  for  separate  trades  required 
in  construction  of  department  store  cost- 
ing $100,000  for  J.  A.  Gagnon,  1377  Wel- 
lington St.,  Verdun. 

Montreal  West,  Que. 

Plans  are  progressing  for  branch  bank 
building  for  Royal  Bank  of  Canada,  147 
St.  Tames  St.  Manager  Bank  Premises, 
L.  P.  Snyder. 

Port  Rowan,  Ont. 

J.  W.  Cronk  is  erecting  store  building 
costing  $8,000. 

Preston,  Ont. 

Metal  Shingle  &  Siding  Co.,  Guelph 
St.,  are  erecting  factory.  J.  G.  Lorniman, 
manager,  will  let  sub  trades. 

Saskatoon,  Sask. 

National  Drug  &  Chemical  Co.  plan 
to  erect  warehouse.  Assistant  manager, 
D.  S.  Cunningham. 

Shawinigan  Falls,  Que. 

Dr.  Urgel  Lebeau,  Fifth  St.,  will  erect 
store  and  residence  costing  $7,000  by  day 
labor.  Supervisor,  Henri  Cote,  23  Third 
St. 

Sherbrooke,  Que. 

Eusebe  Fontaine,  92  London  St.,  con- 
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templates  erection  of  Hour  and  grain 
warehouse  and  modern  bakery. 

St.  Charles,  Que. 

Tenders  will  be  called  May  L5th  for 
store  costing  $10,000  for  J.  E.  Provost. 
Architect,  Aime  Prevost. 

St.  Mary's,  Ont. 

Merchants  Rank  of  Canada,  Montreal, 
will  remodel  building  into  bank;  cost, 
$10,000.    Local  manager,  Fred  Stone. 

Stratford,  Ont. 

Stratford  Flax  Co.  will  erect  factory 
shortly. 

Thedford,  Ont. 

Eric  Coultis  plans  to  erect  heading 
mill   costing  $10,000. 

Toronto,  Ont. 

I.  Gt  Pickering  Co.,  1417  Dundas  W., 
will  erect  addition  to  factory. 

J.  T.  Bowes,  45  Harcourt  Ave,  is 
erecting  store  and  apartment  costing  $7,- 
500. 

W.  J.  Gillam,  102  Mutual  St.,  will  erect 
two  stores  and  apartments. 

Rich.  T.  Smith,  33  St.  John's  Rd.,  will 
erect  five  stores  and  apartments  costing 
$0,000  each. 

D.  J.  Egan,  5G7  Markham  St.,  will 
erect  store  and  apartment  costing  $7,- 
500, 

Plans  are  progressing  for  addition  to 
factory  for  A.  Bradshaw  &  Sons  Ltd.,  25 
Wellington  W. 

Chas.  Cira,  501  Gerrard  E..  will  erect 
store  and  apartment  costing  $7,500. 

Vancouver,  B.  C. 

Tenders  closed  April  24th  for  altera- 
tions and  addition  to  bank  costing  $30,- 
000  for  Bank  of  Montreal.  Architects, 
Honeyman  &  Curtis,  Credit  Fonder 
Bldg. 

Plans  are  progressing  for  factory  cost- 
ing $125,000  for  Pacific  Roofing  Co..  In- 
dustrial Island.  Secy.-treas.,  W.  H. 
Whittaker. 

CONTRACTS  AWARDED 

Abbotsford,  B.  C. 

Sloane  &  Harrison.  Westminster 
Trust  Blk.,  New  Westminster.  B.  C. 
have  general  contract  for  buildings 
costing  $150,000  for  Fraser  Valley  Milk 
Producers  Assn.,  510  Hastings  St.  W., 
Vancouver. 

Bashaw,  Alta. 

Duke  &  Webb  have  general  contract 
for  store  and  garage  costing  $6,000  for 
Golds  &  Grant. 

Cap  De  La  Madeleine,  Que. 

St.  Maurice  Paper  Co.  placed  general 
contract  for  locomotive  garage  costing 
$15,000  with  Arsenault  &  Ahern  Ltd.,  44 
St.  Pierre  St.,  Three  Rivers. 

Charlottetown,  P.  E.  I. 

E.  E.  Parkman  &  Son,  13  Euston  St., 
have  general  contract  for  flour  mill  cost- 
ing $10,000. 

Collingwood,  Orit. 

Bank  of  Toronto,  King  and  Bay  Sts., 
Toronto,  awarded  general  contract  for 
bank  building  costing  $20,000  to  E.  Webb 
&  Son,  Orillia,  Ont. 

Edmonton,  Alta, 

Store  costing  $16,000  for  A.  Cristall, 
L0139  Jasper  Ave.:  General  contract, 
masonry,  steel,  carpentry,  roofing  and 
plastering,  J.  Dunlop,  741  Tegler  Blk., 
Edmonton. 

Theatre  and  office  block  costing  $179,- 
000    for    Trans     Canada  Theatre  Co.: 


General  contract.  Messrs.  Edwards  & 
Korster.  136  Sixth  Ave.  K..  Calgary; 
steel,  Dominion  Bridge  Co.,  608  Tegler 
B!dg.,  Edmonton. 

Garage  costing  $.'(0,000  for  Fielhaber 
&  Makus,  Standard  Clothing  Co.,  101st 
St.:  General  contract,  masonry,  steel  and 
carpentry.  R.  H~.  Trouth.  Chisholm  Blk. 

Grand  Coulee,  Sask. 

T.  F.  Maxwell  placed  general  contract 
for  store  costing  $8,000  with  T.  Grant. 
Halifax,  N.  S. 

Eastern  Investment  Corp.,  Cragg  Bldg.. 
have  general  contract  for  alteration  of 
building  into  three  stores  and  offices 
costing  $10,000  for  Simon  &  Webber, 
Buckingham  and  Barrington  Sts. 

Hamilton,  Ont. 

Empire  Wool  &  Stock  Co.,  51  Stuart 
N..  let  general  contract,  masonry,  steel 
and  carpentry  for  addition  and  repairs  to 
warehouse  costing  $10,000  to  H.  C.  Ro- 
per. 81  Carrick  Ave. 

Kingston,  Ont. 

Remodelment  of  building  into  bank  for 
Bank  of  Nova  Scotia.  Halifax,  N.  S.: 
General  contract,  McKilvey  &  Birch 
Ltd.,  69  Brock  St. 

Kitchener,  Ont. 

Anthony  McDonald.  Frederick  St., 
awarded  general  contract  and  carpentry 
for  store  and  residence  costing  $6,000  to 
Herman  Schenk,  39  Lancaster  St. 

Montreal.  Que. 

Imperial  Tobacco  Co.  of  Canada  Ltd.. 
900  St.  Antoine  St..  placed  contract  for 
nlterations  to  factory  costing  $6,000  with 
F.  G.  M.  Cape  Co.,  10  Cathcart  St. 

New  Hamburg,  Ont. 

John  Forler,  Baden.  Ont..  has  been 
awarded  the  general  contract  for  factory 
addition  for  Schurholtz  Furniture  Co., 
New  Hamburg. 

Oshawa,  Ont. 

Bake-Rite  Co..  Ltd..  57  Colborne  St.. 
Toronto,  awarded  contract  for  bakery 
store  costine-  $6,000  to  Norman  McLeod 
Ltd..  Kent  Bids?.,  Toronto. 

Norman  McLeod  Ltd.,  Kent  Bldg.,  To- 
ronto, have  general  contract  for  manu- 
facturinsj  plant  costing  $110,000  for  Or- 
iental Textile  Ltd.  and  will  let  various 
sub  trades. 

Quebec,  Que. 

P.  I.  Lortie,  183  Bridge  St..  awarded 
2-eneral  contract  for  garaee  costing  $75.- 
000  to  Telesphore  Guay.  Bienville. 

Sexsmith.  Alta. 

Tmnerial  Oil  Co..  411  Tegler  Blk.,  Ed- 
monton, placed  general  contracts  for 
erection  of  two  warehouses,  one  at  Sex- 
smith. one  at  Clairmont.  with  Norman 
Cuthbertson.  Grande  Prairie,  Alta. 

Sherbrooke,  Que. 

Jos.  Gasrne  &  Sons,  112  King  St.  E., 
have  awarded  general  contract  for  store, 
offices  and  four  flats  costing  $20,000  to 
Chas.  Thibault  &  Son,  56A  Alexander 

St. 

T.  H.  Bryant  placed  general  contract 
for  factory  costing  $28,000  with  Sher- 
brooke Construction  Co.,  St.  Francis  St. 

St  Mary's,  Ont. 

Maxwells  Ltd.  placed  general  contract 
for  factory  addition  costing  $10,000  with 
W.  J.  Stafford. 

Toronto,  Ont. 

Kelly  Ltd..  2878  Dundas  W..  award- 
ed general  contract,  masonry  and  car- 
pentry for  three  stores  and  apartments 


costing  $7,500  each  to  H.  C.  Card,  21 
Rowland  Ave. 

Hake-Rite  Co.,  57  Colborne  St..  placet! 
contract  for  alteration  of  store  into  bak- 
ery with  Norman  McLeod  Ltd.,  Kent 
Bldg. 

Manufacturing  building  costing  $200.- 
ooo  for  Coleman  Lamp  Co..  Wichita. 
Kansas.  U.  S. :  Steel  sash,  A.  B.  Ormsby 
Co.,  48  Abell  St.;  excavating,  Angstrom 
&  Verrochio,  81  Victoria  St. 

Addition  to  plant  for  Creber  Son  & 
Co..  1333  St.  Clair  Ave.  W.:  Masonry,  J. 
A.  W.  Turner,  Windermere  Ave.;  con- 
crete. W.  Lance.  57  Mehr  Ave. 

Addition  to  manufacturing  building 
costing  $130,000  for  United  Drug  Co..  78 
Broadview  Ave.:  Steel  sash.  Canadian 
Metal  Window  Co..  169  River  St.;  exca- 
vating, Castellani  Construction  Co.,  709 
Excelsior  Life  Bldg.;  elevator.  Turnbull 
Elevator  Mfg.  Co.,  126  John  St. 

H.  N.  Dancy  &  Son.  C.  P.  R.  Bldg., 
have  masonry  for  manufacturing  build- 
ing costing  $80,000  for  Photo  Engravers 
Ltd..  70  Bond  St. 

Vancouver,  B.  C. 

Vancouver  Gas  Co.  in  connection  with 
construction  of  gas  plant  costing  $340,- 
000,  placed  general  contract  for  new 
vertical  retort  with  West's  Gas  Improve- 
ment Co.,  Manchester.  England. 

Windsor,  Ont. 

W.  J.  Douglas.  21  Sandwich  E..  placed 
general  contract  for  store  and  office 
building  with  Abbott  &  Gray.  93  Glad- 
stone Ave. 

Winnipeg,  Man. 

Cold  Storage  plant  costing  $537,000 
for  Manitoba  Cold  Storage  Co.:  Metal, 
Canadian  Sheet  Metal  &  Roofing  Co.; 
roofing.  Johns  Manville  Co.,  281  Ru- 
pert; plumbing.  Bowyer-Boag  Ltd.,  45 
Olivia;  painting.  Taylor  Painting  &  De- 
corating Co. 


Residences 

Amherstburg,  Ont. 

G.    F.    Girardin    plans    to    erect  two 

residences  costing  $8,000. 

W.  H.  Jones  plans  to  erect  apart- 
ment costing  $10,000. 

L.  Pare,   care  Lewis  Mero,  plans  to 

erect  flat  costing  $7,000. 

Calgary,  Alta. 

Alex.  Maberley,  240  19th  Ave.  N.  W.. 
contemplates  erection  of  two  residences 
costing  $10,000. 

A.  B.  Himmellman,  3039  Seventh  St., 
S.W..  will  erect  residence  costing  $6,500. 

M.  Murdock.  1335  Montreal  Ave.,  will 
erect  residence  costing  $6,000. 

McPhail  Construction  Co..  Western 
Planing  Mills,  will  erect  residence  cost- 
ing $8,000. 

Chatham,  Ont. 

S.  G.  Kinsey,  architect,  14  Fifth  St.. 
is  preparing  plans  for  residence  for  S. 
A.  Morse,  62  Adelaide  St.  N. 

W.  B.  Adams,  architect.  Box  135, 
Chatham,  is  preparing  plans  for  resi- 
dence costing  $10,000  for  Manson  Camp- 
bell, Hotel  Sanita. 

Plans  are  progressing  for  residence 
costing  $9,000  for  Dr.  Geo.  W.  Cornell. 
96  King  St.  Architect.  W.  B.  Adams, 
Rox  135,  Chatham. 

Hamilton,  Ont. 

Thos.  Stanton,  155  Hughson  St.  S.,  is 
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erecting   two   residences   costing  $4,000 
each. 

Hanover,  Ont. 

Bruce  Sutherland  contemplates  erec- 
tion of  residence  costing  $10,000  to  $15.- 
000. 

Kitchener,  Ont. 

Dr.  U.  B.  Shantz.  53  Schneider  Ave., 
will  erect  residence  costing  $0,500. 

Jacoh  Arnold,  King  St.  E.,  will  receive 
tenders  until  Ma-  20th  on  all  trades  for 
residence  costing  $8,000. 

Lachine,  Que. 

Town  has  appointed  Cardinal  &  Beau- 
champ,  26  James  St..  Montreal,  as  ar- 
chitects in  connection  with  the  contem- 
plated erection  of  residences  to  cost 
$100,000. 

Levis,  Que. 

City  contemplates  erection  of  resi- 
dences to  cost  $100,000.  Clerk,  Lionel 
Lemieux,  City  Hall. 

London  North,  Ont. 

D.  Teasdall.  366  Central  Ave.,  plans 
to  erect  residence  costing  $10,000. 

Mimico,  Ont. 

C.  E.  Ring  &  Co.,  Lake  Shore  Rd., 
will  erect  four  residences  costing  $5,000 
each. 

Montreal,  Que. 

John  McAvoy,  2061  Beaubien  St.,  is 
erecting  residence  costing  $10,000  by  day 
labor. 

Entile  Leonard.  408  Gamier  St.,  is 
erecting  residence  costing  $8,000. 

H.  H.  Pick  &  Sons.  335  Blvd.  Decarie, 
are  erecting  eight  residences  on  Melrose 
Ave.  and  four  residences  on  Draper 
Ave.  costing  $7,000  each. 

Model  City  Housing  Co.,  304  Eastern 
Townships  Bank  Bldg.,  contemplate  the 
erection  of  fifty  residences  this  year. 

H.  Paradis,  architect,  502  St.  Cather- 
ine St.  E.,  will  call  tenders  shortly  for 
erection  of  residence  for  Teoli  J.  Do- 
minique. 1342  Chapleau  St. 

Thos.  R.  Davidson,  601  Roslyn  Ave., 
Westmount,  plans  to-erect  residence. 

Ottawa,  Ont. 

B.  McGiffen,  26  Rideau  St.,  contem- 
plates erection  of  residence. 

R.  B.  McDougall.  3  Allan  Place,  will 
receive  tenders  until  May  8th  for  erec- 
tion of  residence  costing  $7,500. 

W.  E.  Noflfke,  architect,  Central 
Chambers,  Elgin  St.,  will  call  tenders 
shortly  for  erection  of  residence  costing 
$10,000  or  G.  F.  Hodgins,  517  O'Connor 
St. 

H.  Templeton,  14  Willard  Ave.,  plans 
"to  erect  residence. 

Quebec,  Que. 

E.  C.  Brochu,  30  Lockwell  St.,  is  erect- 
in  residence  by  day  labor  costing  $0,500. 

George  Therrieu,  Fraser  St.,  will  erect 
residence  costing  $6,000. 

Shawinigan  Falls,  Que. 

Ulderic  Boisvert,  Baie  Shawinigan, 
Que.,  will  erect  residence  by  day  labor 
costing  $11,000.  Achille  Aube,  archi- 
tect, will  supervise. 

Sherbrooke,  Que. 

Hilaire  Robidou*.  St.  Paul  St.,  con- 
templates erection  of  six  tenement  house 
and  garage. 

George  Harton,  67  Alexander  St..  con- 
templates erection  of  three  tenement 
house  and  two     stores  costing  $7,000. 

St.  Hyacinthe,  Que. 

Town    contemplates    expenditure  of 


$250,000  on  erection  of  houses.  Archi- 
tect, R.  S.  Richer. 

H.  Tetrault,  334  Girouard    St.,  will 
erect  residence  costing  $10,000. 

Thetford  Mines,  Que. 

Eugene  Larochelle,  architect,  is  per- 
paring  plans  for  twenty-five  residences 
costing  $4,500  each  for  Town.  Secy.- 
treas.,  J.  A.  Dubuc. 

Toronto,  Ont. 

Dr.  W.  S.  Grimshaw.  306  St.  Clair 
Ave.,  is  erecting  one  pair  of  residences 
costing  $5,000  each. 

Geo.  F.  Skipper,  5  Coleman  Ave.,  is 
erecting  two  bungalows  costing  $6,500. 

Jas.  Jeffries,  244  Bain  Ave.,  is  erecting 
two  residences  costing  $4,500  each. 

I).  H.  Atkinson,  256  Russell  Hill  Rd., 
will  erect  two  bungalows  costing  $7,500 
each. 

Thos.  Foster.  20  Victor  Ave.,  plans 
to  erect  several  residences.  Supt.,  Wm. 
Dallimore,  272  Seaton  St. 

Geo.  W.  Hunt,  60  Hillsdale  Ave.  E., 
is  erecting  residence  costing  $7,500. 

W.  A.  Summerville,  258  Danforth  Ave., 
will   erect  residence. 

E.  F.  Sprague,  121  Arundel  Ave.,  will 
erect  residence  costing  $6,000. 

J.  M.  Prentis,  8  Ridout  St.,  is  erecting 
residence  costing  $7,000. 

\V.  H.  Kerwin.  40  Patricia  Dr.,  is 
erecting  two  bungalows  costing  $6,000 
each. 

Major  B.  S.  Wemp,  65  Homewood 
Ave.,  will  receive  bulk  of  separate  ten- 
ders for  erection  of  residence  costing 
$7,500. 

J.  E.  Peterkin,  161  Inglewood  Dr.,  is 
erecting  four  residences  costing  $6,000 
each. 

W.  J.  Bull,  Richmond  Hill  P.  O.,,  is 
erecting  residence  and  garage  costing 
$8,500. 

D.  W.  Nas'mith,  1818  Dufferin  St., 
will  erect  duplex  residence  costing  $10,- 
000. 

McMillan  &  Costain,  166  Main  St., 
will  erect  three  residences  costing  $5,- 
000  each. 

Geo.  Drury,  54  Iona  Ave.,  is  erecting 
residence  costing  $6,500.  Another  resi- 
dence costing  $6,500  will  be  also  erect- 
ed. 

Holtby  Bros.,  Hepbourne  St.,  will 
erect  five  pair  of  residences  costing  $12,- 
000  each  pair. 

W.  W.  McDonagh,  1306  Yonge  St.,  is 
erecting  two  bungalows  costing  $8,000 
each  and  five  residences  costing  $6,000 
each.  Erection  of  four  residences  cost- 
ing $5,500  each  contemplated  also. 

J.  Sullivan,  266  Carlton  St.,  will  erect 
residence. 

Jos.  Pennock,  212  Havelock  St.,  will 
erect  four  residences  costing  $4,500  each. 

G.  W.  Tucker,  9  Watford  Ave.,  is 
erecting  residence  costing  $6,000. 

Jos.  Gilbert,  61  Chisholme  Ave.,  is 
erecting  four  residences  costing  $5,000 
each. 

G.  T.  Death,  203  Keewatin  Ave.,  will 
erect  three  residences  costing  $5,000 
each. 

J.  A.  Pascoe,  9  Sunny  Brae  Ave.,  is 
erecting  two  residences  costing  $4,500 
each. 

Horace  J.  Maughan,  382  Glenlake 
Ave.,  will  erect  two  bungalows  costing 
$6,500  each. 

F.  E.  Taylor,  2190  Gerrard  St.  E.,  is 


erecting  two  residences    costing  $6,500 
each. 

Toronto  Developments  Ltd.,  Excel- 
sior Life  Bldg.,  are  erecting  residence 
costing  $15,000. 

C.  W.  Waite,  4  St.  Vincent  St.,  is 
erecting  two  residences  costing  $6,000 
each. 

H.  E.  Hopkins.  13  Royal  Ave.,  is  erect- 
ing two  residences  and  garage  costing 
$4,800  each. 
Vancouver,  B.  C. 

Edwardes  Sproat,  architect,  403  Do- 
minion Bldg1,.  'is  preparing  vplans  for 
residence  costing  about  $7,500  for  J. 
Dundas,  Hotel  Vancouver. 

A.  R.  Chastain,  5183  Maple  St.  S., 
will  erect  residence  costing  about  $7,- 
500.  Architects,  Townley  &  Matheson, 
325  Homer  St. 

Walkerville,  Ont. 

"Lewis  Fox  is  erecting  residence  cost- 
ing $9,000. 

Windsor,  Ont. 

G.  P.  J.  Jacques,  architect,  Medbury 
Bldg.,  is  preparing  plans  for  fifty  resi- 
dences costing  $3,500  each  for  Windsor 
Housing  Commission. 

Jos.  Redden.  83  Wellington  St.,  is 
erecting  two  flat  residence  costing  $6,- 
000. 

Wingham,  Man. 

Wingham  School  District  contemplate 
erection  of  teacher's  residence,  janitor's 
bungalow,  large  barn  and  shed.  Archi- 
tect, E.  D.  Tuttle,  McArthur  Bldg.. 
Winnipeg. 

CONTRACTS  AWARDED 
Aylmer,  Que. 

E.  B.  Eddy,  Aylmer  Rd.,  awarded 
contract  for  addition  to  residence  cost- 
ing $25,000  to  Alex.  Christie  &  Son, 
Kenniston  Apts.,  Elgin  St.,  Ottawa. 

Calgary,  Alta. 

G.  H.  Bishop,  906  Seventh  Ave.  W., 
is  architect  and  general  contractor  for 
W.  J.  Moffat  on  erection  of  residence 
costing  $20,000,  also  tefrace  of  resi- 
dences costing  $20,000. 

Daysland,  Alta. 

Spougherg  Bros,  have  general  contract 
for  residence  costing  $6,500  for  Dr.  H. 
S.  Shirreffs. 

Dominion  City,  Man. 

Mr.  Dion  has  general  contract  for 
residence  costing  $8,000  for  S.  H. 
Maynes. 

Edmonton,  Alta. 

Dominion  Dept.  Indian  Affairs  placed 
general  contract  for  residence  with  L. 
D.  Parney,  10226  103rd  St.,  Edmonton. 

Fort  Garry,  Man. 

E.  H.  Martin  placed  general  contract 
for  residence  costing  $6,000  with  The 
Curtiss  Co.,  227  Curry  Bldg.,  Winnipeg. 
Halifax,  N.  S. 

F.  Purcell,  12  Linden  St.,  placed  gen- 
eral contract  for  residence  costing  $8,000 
with  Guy  T.  Power,  101  Duncan  St. 

Canadian  Construction  Co.,  Roy  Bldg., 
have  general  contract  for  residence  cost- 
ing $14,000  for  Peter  Petropolis,  Hollis 
and  Sackville  Sts. 

Kitchener,  Ont. 

Kitchener  Construction  Co.  let  con- 
tract for  eleven  residences  costing  $4,- 
200  each  to  Reitzel  Bros.,  Waterloo,  Ont. 

Residence  and  garage  costing  $25,000 
for  A.  W.  Augustine,  226  Frederick  St.: 
(Continued  on  page  66) 


Tenders  for  Water  Main 
and  Sewer 


Tenders  are  requested  for  the  installation  of 
approximately  three  thousand  feet  of  water-main 
and  sewer.  Grades,  size  of  pipes  and  number  of 
branches  may  be  had  on  application  to  the  Sec- 
retary.   Tenders  to  be  in  not  later  than  May  31st. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

The  Public  Utility  Commission, 

Carleton  Place, 
18-10  H.  M.  Miller,  Secretary. 


Tenders  for  Pavement      Notice  to  Contractors 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  grading,  Township  of  East  Whitby,"  will  be 
received  by  the  undersigned  until  twelve  o'clock 
noon  on  Saturday,  May  22nd,  1920,  for  earth- 
work and  other  necessary  work  on  the  Pro- 
vincial Highway  in  the  Township  of  East  Whitby 
at  a  point  about  one  mile  east  of  the  Town  of 
Oshawa. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Saturday,  May  1st,  1920,  at 
the  office  of  the  Resident  Engineer,  Port  Hope, 
Ont.,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  Five  Hundred  Dollars, 
payable  to  the  Minister  of  Public  Works  and 
Highways,  Ontario,  must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  the  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of  Public  Highways, 

Toronto,  Ont.,  April  29,  1920.  18 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  addressed  to  the 
undersigned  and  marked  "Tender  for  Road  near 
I'okiok,"  or  "Tender  for  Road  near  Queenstown, 
Queens  County,"  or  "Tender  for  Road  North  of 
Andover,"  or  "Tender  for  Road  near  Wood- 
stock," will  be  received  up  to  noon  of  the  21st 
day  of  May. 

Each  tender  must  be  accompanied  by  a  certi- 
fied cheque  payable  to  the  Honorable  Provincial 
Secretary-Treasurer.  The  amount  of  such  cheque 
to  be  as  follows: 

Road  near  Pokiok  $2,000 

Road  near  Queenstown,  Queens  Co   2,000 

Road  North  of  Andover   2,000 

Road  near  Woodstock   4,000 

Such  certified  cheque  will  be  forfeited  in  case 
the  tenderer  fails  to  carry  out  his  obligation. 

Profiles  and  specifications  may  be  seen  at  the 
office  of  the  Chief  Engineer  at  Fredericton,  and 
at  the  Provincial  Government  rooms,  St.  John. 
Blank  tender  forms  may  be  had  on  application 
to  the  office  of  the  Chief  Engineer. 

The  Department  does  not  bind  itself  to  accept 
the  lowest  or  any  tender. 

P.  J.  VENIOT, 
Minister  of  Public  Works. 
Department  of  Public  Works, 

Fredericton,  N.B.,  April  26,  1920.  18-19 


NORTH  BAY,  ONTARIO 


.  Alternative  tenders  for  Asphalt,  Bitulithic, 
Concrete,  and  Bituminous  Concrete  Pavements, 
and  Bituminous  Macadam,  will  be  received  by 
the  undersigned  until  12  o'clock  noon,  May  10th, 
1920,  for  the  supply  of  materials  and  construc- 
tion of  approximately  15,000  square  yards  of 
pavement  or  macadam,  proposed  to  be  construct- 
ed on  Main  Street,  in  the  Town  of  North  Bay. 

All  information  may  be  obtained  on  applica- 
tion to  the  undersigned. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

WM.  N.  SNYDER, 
Dated  at  North  Bay,  this  Town  Clerk. 

21st  day  of  April,  1920.  17-18 


Water  Works  System 

for  the 

Town  of  Acton,  Ont. 


Sealed  tenders,  addressed  to  Dr.   H.  A.  Cox, 
Acton,  will  be  received  up  to  8  p.m.,  Thursday, 
May  13th,  1920,  for  the  laying,  jointing  and  back- 
tilling    of    cast    iron    water    mains.     The  Muni- 
cipality will  supply  the  cast  iron  pipe  and  specials. 
The  contractor  will  furnish  all  labor,  yarn,  lead, 
etc.,  necessary  for  the  following  work: — 
23,000  lineal  feet  of  6  in.  pipe. 
5,000  lineal  feet  of  8  in.  pipe. 
500  lineal  feet  of  4  in.  pipe 
Plans  and  specifications  may  be  seen  at  the 
office  of  the  Engineers. 

DR.  H.  A.  COX, 

Chairman  of  Committee. 

GEO.  BARBER,  Reeve. 

THE  E.  A.  JAMES  CO.,  LIMITED, 
Consulting  Engineers, 
17-18  36  Toronto  St.,  Toronto. 


Tenders  for 
Highway  Construction 

Sealed  tenders  will  be  received  at  the  office 
of  the  Provincial  Highways  Board,  Province  of 
Nova  Scotia,  Halifax,  N.  S.,  up  to  noon,  May 
20th,  1920,  for  the  construction  of  the  following 
gravel  roads : 

Middleton-Aylesford,  about  9}4  miles. 
Elmsdale-Shubenacadie,  about  6  miles. 
Port  Joli-Sable  River,  about  6'A  miles. 

Plans  and  specifications  governing  such  work 
can  be  inspected  at  the  office  of  the  Chief  Engi- 
neer after  April  29th,  1920. 

Each  tender  for  the  work  must  be  accompanied 
by  an  accepted  cheque  equal  to  ten  per  cent. 
(10%)  of  the  amount  of  the  tender.  See  para- 
graph 14,  General  Conditions  of  Contract.  No 
interest  will  be  paid  on  this  deposit  while  it  is 
held  by  the  Board.  Should  the  bidder  to  whom 
the  contract  is  awarded  refuse  to  enter  into  a 
contract  with  the  Highways  Board  within'  five 
(5)  days  after  the  notice  of  such  award,  the 
amount  of  such  cheque  may  be  forfeited  to  the 
Highways  Board. 

No  contract  will  be  awarded  to  any  party  or 
parties  who  cannot  show  a  reasonable  experi- 
ence, acquaintance  with,  and  preparation  for  the 
proper  performance  of  the  class  of  work  for 
which  tenders  are  invited.  If  required,  each  bid- 
der must  file  evidence  of  his  ability  to  execute 
the  work  to  be  contracted  for  to  the  satisfaction 
of  the  Board,  and  furnish  a  surety  bond  to  the 
amount  of  twenty-five  per  cent.  (25%)  of  the 
tender. 

The  lowest  or  any  tender  will  not  neces- 
sarily be  accepted. 

J.  W.  ROLAND,  Chief  Engineer, 

Provincial  Highways  Board. 
Dated  April  29,  1920.  17-18 


Sealed  tenders  will  be  received  by  the  Sudbury 
High  School  Board  for  the  different  trades  re- 
quired in  the  erection  and  completion  of  a  Min- 
ing and  Technical  School  at  Sudbury. 

Construction  :  reinforced  concrete,  tapestry  and 
common  brick,  fireproof  tile,  metal  lath,  steel 
sash,  composition  and  wood  flooring,  etc. 

Steam  Heating,  plumbing,  mechanical  ventila 
tion,  electric  wiring. 

Tenders  to  be  addressed,  in  sealed  envelope 
and  accompanied  by  marked  cheque  for  five  per 
cent,  of  the  amount  bid,  to  J.  G.  Lowe,  Secre- 
tary, Sudbury  High  School  Board,  Sudbury. 

Tenders  to  close  on  Saturday,  May  22nd,  1920, 
at  noon. 

Plans  and  specifications  may  be  seen  at  office 
of  MacLean  Daily  Reports,  Toronto,  or  by  ap- 
plication to  the  Architect,  P.  J.  O'Gorman,  Sud- 
bury. . 

Deposit  of  ($25  00)  Twenty-Five  Dollars,  re- 
quired on  all  plans  taken  from  office.  18-19 


Notice  to  Contractors 


Sealed  tenders  will  be  received-  by  the  Public 
School  Board  for  the  different  trades  required  in 
the  erection  and  completion  of  a  four-room  ad- 
dition to  the  Elm  Street  Public  School,  Sudbury. 

Construction :  Concrete  ■  substructure,  brick 
superstructure,  wood  floors,  plaster  finish.  Heat- 
ing, plumbing  and  wiring. 

Tenders  to  be  addressed  in  sealed  envelope  and 
accompanied  by  marked  cheque  for  five  per  cent, 
of  the  amount  bid,  to — Jos.  Fowler,  Secretary, 
Sudbury  Public  School  Board,  Sudbury. 

Tenders  to  close  on  Saturday,  May  15th,  1920, 
at  noon. 

Plans  and  specifications  may  be  seen  at  office 
of  MacLean  Daily  Reports,  Toronto,  or  by  ap- 
plication to  the  Architect,  P.  J.  O'Gorman,  Sud- 
bury. 

Deposit  of  ($10.00)  Ten  Dollars,  required  on 
all  plans  taken  from  office.  18 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  separate  sealed  tenders,  marked 

"Tender  for  Concrete  Culverts,  Township   

 "  will  be  received  by  the  undersigned  un- 
til 12  o'clock  noon  on  Wednesday,  May  20th, 
1920,  for  the  excavation,  construction  of  con- 
crete structures  and  other  necessary  work  in  the 
following  Townships: 

1.  Brighton  and  Cramahe. 

2.  Cramahe  and  Haldimand. 

3.  Darlington. 

4.  Haldimand. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Thursday,  April  29th,  1920, 
at  the  office  of  the  Resident  Engineer,  Port 
Hope,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  the  tender  for  each  sep- 
arate section. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 

Department  of  Public  Highways, 
Toronto,  April  27th,  1920. 


18 
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Tenders  for  Bridges 


Staled  tenders,  plainly  marked  as  to  contents, 
will  he  received  by  the  undersigned  up  to  noon 
..m  Monday.  May  17th.  1920,  for  the  construc- 
tion of  7  reinforced  concrete  culverts  and  bridges 
from  6-foot  to  liS-foot  spans,  in  the  County  of 
Dafferin,  and  one  45-foot  span  in  the  Township 
of  West  Luther. 

Tenders  may  be  submitted  for  one  structure 
or  more. 

Plana  ami  specifications  may  be  seen  and  forms 
of  tender  anil  all  information  obtained  from  the 
undersigned. 

Hans  and  specifications  for  the  45-foot  span 
may  also  be  seen  at  the  residence  of  James  Mc- 
Queen, Reeve  of  West  Luther  Township. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

WHEELOCK  &  CHRISTIE, 
Civil  Engineers, 
18  Orangeville,  Out. 


Board  of  Education 

TORONTO 


Sealed  tenders,  addressed  to  the  Business  Ad- 
ministrator anil  Secretary -Treasurer,  Board  of 
Education,  Administration  Building,  155  College 
Street,  endorsed  with  the  word  "Tender,"  also 
with  the  name  of  the  school  building  and  the 
trade  to  which  it  relates,  will  be  received  until 

Wednesday,  May  12th,  1920, 

for 

CARPENTRY  WORK, 
STRUCTURAL  STEEL, 
ROOFING, 
WIRING, 

TERRAZZO  FLOORS. 
PAINTING. 
ASH  HOIST, 
ORNAMENTAL  IRON, 
for    enlargement    of    Wilkinson  School, 
North  Leslie  Street. 

Specifications  may  be  seen  and  all  information 
obtained  at  the  office  of  the  Architect,  Messrs. 
F.llis  &  Ellis,  Manning  Chambers,  Queen  and 
'lerauley  Sts.,  Main  3204. 

also  for 

MASONRY. 

STRUCTURAL  STEEL. 

PLASTERING, 

WIRING, 

TERRAZZO  FLOORS, 
ORNAMENTAL  IRON, 
for  enlargement  of  Earl  Grey  School, 
Jones  Avenue. 

Specifications  may  be  seen  and  all  information 
obtained  from  the  Architect,  Mr.  E.  G.  Bird  6 
King  Street  West.  Telephone  Adelaide  4649.  ' 

Each  tender  will  be  subject  to  the  By-laws  and 
Regulations  of  the  Board  and  must  be  accom- 
panied with  an  accepted  bank  cheque  for  five  per 
cent,  of  the  amount  of  tender  or  its  equivalent  in 
cash,  applying  to  said  tender  only. 

I"  a"  tenders  over  $200.00  and  less  than  $4,- 
000.00,  a  surety  bond  by  two  sureties,  each  for 
one-quarter  of  the  amount,  is  required,  and  for 
$4,000.00  and  upwards  the  bond  must  be  ap- 
proved by  a  Guarantee  Company  or  Victory 
Bonds,  for  half  the  amount  of  tender. 

All  tenders  must  be  for  separate  trades  as  per 
specifications,  except,  when  for  bulk  tender  on 
all  trades,  and  contractors  must  attach  list  of 
sub-contractors. 

Tenders  must  be  in  the  hands  of  the  Business 
Administrator  and  Secretarv-Treasurer,  Admin- 
istration Building,  155  College  Street,  not  later 
thifnu4  °'clock  P-m-  on  the  day  named,  after 
which  no  tender  will  be  received. 

The  lowest  or  any  tender  will  not  neces- 
sarily be  accepted. 

\V.  W.  PEARSE, 

Business  Administrator 

and  Secretary-Treasurer. 

john  McClelland, 

1°  Chairman  of  Committee. 


SUPERINTENDENT  OF  CONSTRUCTION 

open  for  engagement.  Good  organizer  and  can 
get  results.  Apply  to  P.  O.  Box  44,  Bronte, 
Ont.,  or  'Phone  51.  17-19 


Tenders  Wanted 


Tenders  wanted  for  Concrete  Curbing  for 
about  7.000  lineal  feet  for  the  Police  Village  of 
St.  George,  Ont  Work  to  be  started  at  once. 
Apply  to 

JOHN  MALCOLM, 
IS  St.  George,  Ont. 


Tenders  Wanted 


Bids  will  be  received  at  the  office  of  the  Chief 
Engineer  of  The  International  Nickel  Company 
of  Canada,  Limited,  Copper  Cliff,  Ontario,  for 
construction  of  Sewers  and  Water  Mains  and 
Branches  in  the  Town  of  Copper  Cliff.  All  ma- 
terial will  be  furnished  to  Contractor.  Contrac- 
tor to  furnish  labor  and  tools.  The  amount  of 
work  to  be  done  has  been  estimated  at  approxi- 
mately seven  thousand  feet  of  eight,  ten  and 
twelve  inch  sewer  mains,  five  thousand  feet  of 
six  inch  branch  sewer  lines,  and  five  thousand  feet 
of  two  inch,  one  inch,  and  three-quarter  inch 
water  lines,  which  will  be  contracted  for  all  or  in 
part.  Further  particulars  can  be  secured  at  the 
above  address.  All  bids  must  be  submitted  on 
or  before  Monday,  May  10th,  1920. 

IS 


Notice  to 
Automobile  Number  Plate 
Manufacturers 

Sealed  tenders,  marked  "Tender  for  Number 
Plates,"  will  be  received  by  the  undersigned  un- 
til twelve  o'clock  noon  on  Saturday,  May  22nd, 
for  the  manufacture  and  supply  of  motor  vehicle 
number  plates  required  by  the  Department  of 
Public  Highways  of  Ontario  for  the  year  1921. 

Specifications,  forms  for  tender  and  tender  en- 
velopes are  to  be  obtained  from  the  office  of  the 
undersigned. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

w.  a.  McLean, 

Deputy  Minister  of  Highways. 
Department   of   Public  Highways, 

Toronto,  April  30,  1920.  18 


For  Sale 

Second-hand  Steel  Tank,  }4"  Plate,  15  ft.  long, 
3  ft.  wide  by  3  ft.  6  in.  high,  in  good  condition. 
Apply  to 

A.  B.  ORMSBY  CO.,  LTD., 
18  8  Abell  St.,  Toronto,  Ont. 


For  Sale 

Bar  Iron.  25  tons  ll/t"  round  bar  iron  for 
immediate  delivery  at  less  than  market  price. 

Chas.  P.  Archibald  &  Co., 

285  Beaver  Hall  Hill, 
18  Montreal,  Que. 


BLACKSTONE  OIL  ENGINE— 15  H.P.,  with 
air  compressor,  oil  and  water  tanks,  splendid 
condition,  price  four  hundred  dollars  cash  as  it 
stands;  near  Longford. 

HENRY  YEIGH, 
18-20  120  Bay  St.,  Toronto. 


CHIEF  DRAUGHTSMAN  AND  DESIGN- 
ER, with  14  years'  experience  in  structural  steel 
for  mill  and  office  buildings,  wishes  change. 
Consulting  engineer's  office  preferred.  Address 
Box  239,  Contract  Record,  Toronto.  18-19 


A  YOUNG  MAN  widely  experienced  in  Build- 
ing Construction,  Public  Works,  and  Contractors' 
business  generally,  and  graduate  in  Civil  Engi- 
neering, desires  position  with  a  firm  of  General 
Contractors.  References.  Box  217,  Contract 
Record,  Toronto.  16-18 


Wanted 

A  Blake  Type  Jaw  Crusher  in  good  condi- 
tion ;  about  16"  x  24".  State  full  particulars  to 
Box  231,  Contract  Record,  Toronto,  Ont.  17-18 


Draftsmen,  Detailers  and  Designers  wanted  im- 
mediately on  Pulp  Mill  work,  must  be  experi- 
enced, familiar  with  concrete,  structural  steel 
and  pulp  mill  layout.  Single  men  only.  Give 
complete  experience,  references,  salary  wanted, 
and  date  could  report  in  first  letter. 

KIPAWA  CO.,  LIMITED, 
1S-20  Mattawa,  Ontario. 


Series  of  Dry  Years  Bring  Serious 
Drought  in  California 

California  faces  one  of  the  most  seri- 
ous situations  in  years  through  the 
shortage  of  water,  according  to  state- 
ments by  the  California  State  Power  Ad- 
ministrator and  bv  the  San  Francisco 
Forecaster  of  the  U.  S.  Weather.  Bureau. 
The  following  statements  are  extracted 
from  recent  bulletins  from  these  two 
officials : 

In  the  high  Sierras,  where  there  should 
be  130  in.  of  snow  at  the  7,000-ft.  level, 
there  were  only  23  in.  on  Feb.  11,  and 
at  the  5,000-ft.  level,  no  snow  at  all. 
Rivers  and  reservoirs,  which  would  nor- 
mally be  full,  are  as  low  as  after  a  hot, 
dry  summer.  Irrigationists  who  pump 
water  will  this  year  have  to  draw  from 
a  water  table  perhaps  twice  as  far  be- 
low the  surface  as  normally  and  the 
increased  amount  of  power  which  they 
will  require  for  this  purpose  will  cost 
more  per  unit  because  of  the  shortage 
which  the  hydro-electric  companies  face. 
Because  of  the  extreme  low  water  in  the 
two  large  rivers  of  the  State,  salt  water 
has  found  its  way  farther  upstream  and 
towns  which  took  their  water  supplies 
from  these  rivers  are  being  forced  to 
seek  other  sources.  The  power  shortage 
which  is  now  inevitable  will  become 
acute  early  in  June  and  will  not  be  re- 
lieved until  the  rains  commence  in  the 
fall  or  winter  of  1920.  The  steam  reserve 
plants  of  the  hydro-electric  companies 
were  all  worked  to  capacity  last  year  and 
it  is  not  to  be  expected  that  they  can 
produce  much  additional  power  this  year. 
On  the  other  hand,  the  hydro-electric 
power  generated  will  be  less  and  the 
demand  is  expected  to  be  considerably 
greater  than  the  1919  demand. 

Already  the  power  companies  are  re- 
fusing to  take  on  load  which  may  prove 
embarassing  during  the  shortage.  This 
will  necessarily  retard  industrial  deve- 
lopment in  general,  and  will  be  a  very 
serious  setback  to  plans  for  new  ventures 
such  as  the  electrification  of  railroads. 


Thermit  Weld  Used  on  Ore-Dock  Tie 
Rods 

Side  walls  of  a  concrete  ore  dock  of 
the  Algoma  Steel  Corporation,  Ltd.,  at 
Sault  Ste.  Marie,  Can.,  are  of  such  a 
distance  apart  as  to  require  tie  rods  185 
ft.  long.  Each  of  the  13  rods,  of  3 in. 
square  steel  sections,  had  to  be  welded 
in  three  places  in  order  to  get  this  length, 
making  a  total  of  39  welds  required. 
Electric  welds  were  tried  at  first,  but  in 
tests  gave  a  strength  only  about  27  per 
cent,  of  the  original  bar.  Accordingly 
thermit  welds  were  resorted  to,  with 
resulting  tests  of  over  85  per  cent,  of  the 
original  bar.  There  was  some  difficulty 
in  doing  the  work  because  the  rod  eleva- 
tions were  below  high  water,  but  by 
picking  the  proper  time  the  39  welds 
were  made  by  seven  men  in  nine  days. 


Mi 
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Residences 

(Continued  from  pat'e  6^0 

Gerieral  contract,  Casper  Braun,  295 
King  W. 

Ueitzel  Bros.,  Waterloo,  Out.,  have 
general  contract  for  two  residences 
costing  $4,000  each  for  Clark.  Wash- 
burn. 

A.  Burke,  no  St.  Ledger  St.,  has 
general  contract  For  two  residences 
costing  $4,000  each  for  P.  K.  Weber, 
Queen  St. 

London,  Ont. 

Stephen  Pocock,  336  Princess  Ave., 
awarded  general  contract  for  lemodel- 
ment  of  residence  costing  $7,000  to  R. 
G.  Wilson  &  Son,  193  College  St. 

Montreal,  Que. 

Model  City  Housing  Co.,  304  Eastern 
Townships  Bank  Bldg.,  awarded  gener- 
al contracts  for  residences  costing  $7,000 
each,  as  follows:  Twenty-four  residences, 
Guidazio  &  Berna,  842  Champagneur 
Ave.;  four  residences,  A.  R.  Dufresne, 
014  Adam  Ave.,  Mais;;  four  residences, 
Bruno  St.  Pierre,  1293  Hotel  de  Ville 
Ave.;  five  residences,  L.  N.  Lussier, 
Farnham,  Que. 

Ovila  Benoit,  350  Blvd.  Decarie,  has 
been  awarded  general  contract,  masonry 
and  carpentry  for  two  residences  costing 
$0,000  each  for  Deus  Marcotte,  325  Old 
Orchard  Ave. 

Ottawa,  Ont. 

Ottawa  Housing  Commission,  Rank 
National  Bldg.,  awarded  general  con- 
tract for  ten  residences  to  Bethel  Bros., 
Westboro,  Ont.,  and  general  contract 
for  ten  residences  to  Robt.  Mackie,  154 
Bell  St. 

Outremont,  Que. 

G.  Bail,  102  Stadacona  St.,  has  general 
contract,  masonry  and  carpentry  for 
apartment  house  costing  $45,000  for  J. 
Gravel,  1372  VanHorne  Ave. 

Owen  Sound,  Ont. 

E.  C.  Scarrow  placed  general  con- 
tract, masonry,  carpentry  and  plastering 
for  residence  costing  $7,000  with  Jacob 
T.  Mclnnis,  603  Second  Ave.  E. 

Sturgeon  Creek,  Man. 

City  &  District  Land  Co.,  McArthur 
Bldg.,  Winnipeg,  have  general  contract 
for  residence  costing  $6,500  for  A.  Wil- 
liamson, care  John  Marrin  Co.,  and  resi- 
dence costing  $0,500  for  F.  Dodds,  784 
Alverston  St.,  Winnipeg. 

Cox  Construction  Co.,  509  Confedera- 
tion Life  Bldg.,  Winnipeg,  have  general 
contract  for  bungalow  costing  $7,000  for 
1).  A.  Best,  337  Woodlawn  St.,  St.  James, 
Man. 

St.  Vital,  Man. 

David  H.  James,  Union  Trust  Bldg., 
Winnipeg,  is  architect  and  general  con- 
tractor on  erection  of  residence  costing 
$0,500  for  L.  W.  Thomas,  05  Riverton 
St.,  Elmwoo'd,  Man. 

Toronto,  Ont. 

J.  McClure,  Atlas  Ave.,  Wychwood  P. 
O.,  lias  general  contract  for  three  resi- 
dences costing  $5,000  each. 

C.  B.  Holland,  285  Salem  Ave.,  has 
general  contract  for  residence  costing 
$7,500  for  J.  P.  Wilson,  110  Concord 
Ave. 

West  Burnaby,  B.  C. 

Additions  to  residence  costing  about 
$0,500  for  Dr.  D.  R.  Shewan,  1541  22nd 
Ave.   E.'i  Vancouver:   General  contract, 


Watson  &  Co.,  2679  22nd  Ave.  I"'..,  Van- 
couver. 

Windsor,  Ont. 

W.  Hales,  101  Gladstone  Ave.,  has 
general  contract  for  residence  costing 
$0,500  for  Michael  Reynolds,  71  Assump- 
tion St. 


Power  Plants,  Electricity  and 
Telephones 

Ange-Gardien,  Que. 

Town  contemplates  electric  power 
transmillion  line  live  miles  long.  Secy.- 
treas.,  Paul  Rinfret,  N.  I'.,  Village  Can- 
robert. 

Grand  Mere,  Que. 

Laurentide  Power  Co.  plans  to  ex- 
pend $:.'oo, ooo  on  completion  of  power 
building  and  installation  of  two  new 
turbines  and  generators.  Engineer,  E.  B. 
\\  ardle,  care  Company. 

Senlac,  Sask. 

Chas.  Gould,  secy.-treas.  for  Senlac 
Rural  Telephone  Co.,  will  receive  ten- 
ders until  May  15th  for  extension  to 
telephone  system.  Plans  with  Dept. 
Telephones,  Regina. 

Unity,  Sask. 

J.  M.  Jensen,  secy.-treas.  for  Town, 
will  receive  tenders  until  May  12th  for 
construction  of  power  station  and  cool- 
ing chamber.  Plans  with  consulting  en- 
gineers, Murphy  &  Underwood,  Saska- 
toon, and  with  secy.-treas. 

CONTRACTS  AWARDED 
Bredenbury,  Sask. 

Perley  Rural  Telephone  Co.  placed 
general  contract  for  telephone  system 
costing  about  $7,200  with  A.  Lopston, 
Bredenbury. 


Miscellaneous 

Bayfield.  Ont. 

W.  R.  Jowett  plans  to  erect  pavilion 
costing  $15,000. 

Montreal,  Que. 

By-law  passed  authorizing  expenditure 
of  $200,000  on  new  equipment  for  lire 
brigade;  $100,000  on  sprinklers  and  8 ush- 
ers; $300,000  on  material  and  general 
supplies.  Purchasing  manager,  L.  O. 
Pion. 

CONTRACTS  AWARDED 
Hamilton,  Ont. 

Consumers  Gasoline  Supply  Co.,  Main 
and  Walnut  Sts.,  awarded  general  con- 
tract, masonry,  steel  and  carpentry  on 
erection  of  service  station  at  York  and 
Bay  Sts.  to  John  V.  Gray  Construction 
Co.,  Confederation  Life  Bldg.,  Toronto. 

Kentville,  N.  S. 

Capt.  Symonds  placed  general  con- 
tract for  bowling  alley  costing  $10,000 
with  Messrs.  Denton  &  Condon,  Digby, 
N.  S. 

Montreal,  Que. 

Church  Ross  &  Co.,  10  Cathcart  St., 
have  general  contract  and  masonry  for 
gasoline  service  station  costing  $8,500 
for  Consumers  Gasoline  Supply  Co.,  369 
St.  James  St. 

Ottawa,  Ont. 

Alex.  Garvock,  Regent  Theatre  Bldg., 
Sparks  St.,  has  general  contract  for  ser- 
vice station  costing  $10,000  for  Keyes 
Supplies  Ltd.,  282  Sparks  St. 

St.  Lambert,  Que. 

Town  awarded  contract  for  monument 


costing  $10,000  to  Thomson  Monument 
Co.,  8:»0  DupOBl   St.,  Toronto. 

Vancouver,  B.  C. 

Cattle  barn  costing  $80,000  for  Van- 
couver Exhibition  Ass'n,"  Hastings  St. 
W.:  General  contract,  H.  I'.  Leek,  1801 

Tohnic  St. 


Fires 

Belleville,  Ont. 

Tire  destroyed  dairy  of  G.  A.  15.  Gay, 
Second  Concession,  Sydney  Township 
Loss,  $8,000. 

Leslieville,  Alta. 

Tire  destroyed  store  and  hall  belong- 
ing to  McKinnon  Bros-;  loss.  $15,000. 
\\  ill  probably  rebuild. 

Montreal,  Que. 

Fire  destroyed  factory  of  the  St.  Henry 
Shoe  Co..  1803  Notre  Dame  St.  W. 
Manager,  Joseph  Lecasse.  Will  probably 
rebuild. 

Fire  partly  destroyed  garage  of  J.  B. 
Baillargeon,  329  Ontario  St.  E.;  loss, 
$50,000.    Will  rebuild  by  day  labor. 

St.  John,  N.  B. 

Jardine  Estate  will  re-erect  building 
destroyed  by  fire;  cost,  $25,000.  Mana- 
ger, Chas.  H.  Dearborn,  93  Prince  Wil- 
liam St. 

Sydney,  N.  S. 

Tire  destroyed  mill  of  the  Sydney  Mill- 
ing Co.;  loss,  $38,000.  President,  Capt.  A. 
J.  Morrison.    Will  rebuild. 

Windsor,  Ont. 

Tire  destroyed  hotel  of  Dominion  Bank 
of  Canada.   Loss,  $80,000.  Will  probably 

rebuild. 


Activated-Sludge  Process  Considered 
at  London 

Authority  to  visit  Manchester,  Shef- 
field and  Worcester  for  the  purpose  of 
studying  biological  methods  of  sewage 
treatment,  apparently  with  particular 
reference  to  the  activated-sludge  process, 
has  been  requested  by  the  Main  Drain- 
age Committee  of  the  London  County 
Council.  Studies  of  the  process  named 
were  started  in  the  laboratories  of  the 
County  Council  before  the  war.  The 
committee's  report  states  that  since  the 
adoption  of  chemical  precipitation  in  1887, 
the  volume  of  sewage  discharged  at  the 
two  London  outfalls  has  increased  from 
210,000,000  to  348,000,000  U.  S.  gal.  a  day. 
The  pressed  sludge  conveyed  to  sea  for 
disposal  amounts  to  about  2,000,000  long 
tons  yearly.  The  sludge  has  92  per  cent, 
of  moisture  and  is  estimated  to  contain 
about  15,000  long  tons  annually  of  solid 
matter. 


Belt  Conveyor  Aassists  Excavation 

A  portable  belt  conveyor  to  remove 
excavated  material  and  load  it  into  wag- 
ons was  used  by  the  Lincoln  Gas  & 
Electric  Co.  in  the  excavation  for  three 
110,000-gal.  oil  storage  reservoirs  at  Lin- 
coln, Neb.  The  belt  travels  on  a  steel 
truss  boom  pivoted  to  a  wagon  bed, 
which  carries  a  gasoline  engine,  the  ends 
of  the  boom  being  guyed  from  a  gal- 
lows frame  seated  on  the  wagon  bed. 
With  the  machine  placed  on  top  of  the 
bank  the  boom  is  inclined  with  one  end 
in  the  pit,  where  men  shovel  the  ma- 
terial onto  the  belt,  while  the  other  end 
is  high  enough  for  wagons  to  drive  un- 
der it  to  receive  the  material.  The  ma- 
chine was  shifted  around  the  pit  as  ex- 
cavation progressed. 
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TANKS 


Plant  of  The  John  Inglis  Company,  Limited 


WRITE  FOR  PRICES  AND  SPECIFICATIONS 

THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative: 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 


SB 


THE  CONTRACT  RECORD 


May  S,  1920 


Late  News  Items 

Aldergrove,  B.  C. 

Aldergrove  Community  Hall  Co., 
James  Gregory,  chairman,  are  having 
plans  prepared  for  community  hall  cost- 
ing about  $25,000. 

Charlesbourg,  Que. 

Town  will  call  tenders  in  July  for  con- 
struction of  road  costing  $49,000.  Secy.- 
treas.,  A.  Dorion. 

Comte  De  Matane,  Que. 

Town  contemplates  expenditure  of 
$20,000  on  construction  of  metallic 
bridge.  Secy.-treas.,  L.  S.  Lepage,  San- 
day  Bay,  Que. 

La  Baie  De  Febvre,  Que. 

L.  Caron,  architect,  Nicolet,  Que.,  is 
preparing  plans  for  convent  costing  $:i(),- 
000  for  Sisters  of  Assomption. 

Mont  Laurier,  Que. 

Municipality  plans  to  gravel  road  by 

day  labor  at  a  cost  of  $20,300.  Secy.- 
treas.,  J.  R.  Miller. 


To  Road  Contractors 

Large  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally advantageous 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

171  St.  James  Street 
MONTREAL 


"Prospects"  Your 
Competitors  Get 

r  It  would  be  worth  many  hun- 
dreds of  dollars  every  year 
to  you  to  know  that  you  have 
the  information  your  com- 
petitors get — not  hazy,  hear- 

"  say  "  tips " — but  real,  con- 
crete, definite  news  of 

Building  and  Engineering 

contracts,  wouldn't  it?  You  can 
get  it — at  small  expense — a  daily 
stream  of  live  building  reports 
that  will  mean  many  more  orders 
for  you  at  away  less  expense. 

Write  for  full  information. 
MacLean  Daily  Reports,  Limited, 
345  Adelaide  St.  West,  Toronto 


M 


acLean 

REPORTS 


Montreal,  Que. 

Dominion  Oilcloth  &  Linoleum  Co., 
1192  St.  Catherine  St.  E.,  awarded  gen- 
eral contract  for  two  factory  buildings 
costing  $20,(100  and  $00,000  to  Church  & 
Ross  Co.,  10  Cathcart  St. 

Z.  Trudeau,  .'ill  Marlowe  Ave.,  N.D.G., 
contemplates  the  erection  of  four  resi- 
dences costing  $28,000. 

L.  O.  Tion,  purchasing  manager  for 
City,  will  receive  tenders  until  May  14th 
for  300,000  gallons  of  liquid  asphalt, 
200,000  gallons  at  60%  and  100,000  gal- 
lons at  40%. 

Outremont,  Que. 

W.  Gagnon,  architect,  Beaver  Hall 
Hill,  Montreal,  is  completing  plans  for 
cottage  costing  $17,500  for  J.  O.  La- 
vergne,  922  Queen  Mary  Rd. 

T.  Valiquettc,  995  Verdun  Ave.,  Ver- 
dun, is  architect  and  general  contractor 
for  J.  Limoges,  580D  Rivard,  on  erec- 
tion of  residence  costing  $15,000. 

L.  A.  Beauchemin  &  Co.,  450  Park 
Lafontaine,  will  erect  shortly  six  cot- 
tages costing  $60,000. 

St.  Thomas,  Ont. 

Imperial  Oil  Ltd.,  56  Church  St.,  To- 
ronto, placed  general  contract  for  ware- 
house, office,  etc.,  costing  $25,000,  with 
John  Hayman  &  Sons,  432  Wellington 
St.,  London. 

Toronto,  Ont.  • 

Canadian  General  Electric  Co.,  212 
King  W.,  let  contract  for  manufactur- 
ing plant  costing  $250,000  to  Peter  Lyall 
Construction  Co.,  120  St.  James  St.,  Mon- 
treal, and  61  Front  St.  W.,  Toronto. 

W.  W.  Pearse,  155  College  St.,  Busi- 
ness Administrator  for  Bd.  of  Educa- 
tion, will  receive  tenders  until  May  12th 
for  carpentry,  roofing,  structural  steel, 
wiring,  terrazzo  floors,  painting,  ash- 
hoists  and  ornamental  iron  required  in 
erection  of  school  costing  $160,000. 
Plans  at  office  of  architects,  Ellis  & 
Ellis,  Manning  Chambers.  Mr.  Pearse 
will  also  receive  tenders,  same  closing 
date,  for  masonry,  structural  steel,  wir- 
ing, terrazzo  floors,  plastering  and  orna- 
mental iron  required  in  erection  of  addi- 
tion to  school  costing  $125,000.  Plans 
with  architect,  E.  G.  Bird,  6  King  W. 

Vancouver,  B.  C. 

Alfred  Williams,  architect,  415  Credit 
Foncier  Bldg.,  is  preparing  plans  for  re- 
modelment  of  and  addition  to  building 
costing  $85,000  for  Avenue  Theatre  Co. 

Westmount,  Que. 

Town  contemplates  the  expenditure  of 
$200,000  on  construction  of  sidewalks 
and  sewers  and  $625,000  on  roads.  Secy.- 
treas.,  Arth.  F.  Bell. 

Winnipeg,  Man. 

Ruthenian  Greek  Catholic  Church  con- 
templates erection  of  cathedral  to  cost 
$100,000.  Rt.  Rev.  Bishop,  N.  Budka,  511 
Dominion  St. 


Irrigation  in  Mesopotamia 

The  remodeling  of  irrigation  works  in 
Mesopotamia  serving  some  3,000,000 
acres  is  recommended  by  A.  Burton 
Buckley,  inspector  of  irrigation  in  Egypt, 
in  a  report  entitled  "Mesopotamia  as  a 
Country  for  Future  Development."  Mr. 
Buckley  estimates  that  the  remodeling 
work  would  cost  about  ,-£10  per  acre, 
or  a  total  of  £30,000,000,  besides  which 
he  proposes  flood  protection  works  es- 


timated to  cost  £1,050,000.  It  is  sug- 
gested that  the  expenditure  should  be 
spread  over  a  period  of  some  fifty  years. 
The  report,  which  together  with  a  map 
on  a  large  scale,  is  reproduced  in  the 
London  Engineer  for  Feb.  6,  1920,  is 
the  outcome  of  instructions  of  the  Bri- 
tish Army  Council,  issued  in  December, 
191S,  to  Sir  John  Hewett,  who  was  di- 
rected to  go  to  Mesoptamia  and  make 
an  examination  of  expenditures  being 
made  in  that  country  by  the  British 
Army.  Mr.  Buckley  was  selected  to 
make  the  investigation  covered  by  the 
report  mentioned. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
Branches  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also   Bonds  for  Special  Purposes 


THE 

Canadian  Surety  Co. 

Specialists  in 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile,   Burglary,  Plate  Glass 
INSURANCE. 

Head  Office:  26  Wellington  Street  E. 

Toronto,  Ont.  Phone  M.  2609--1840 

Branch  Offices; 
Montreal   Trust    Bldg.,   Montreal,  Que. 
90S  Paris  Bldg.,  Winnipeg,  Man. 

Representatives  in  all  Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 


|¥<  Will 


I  Building  season  is  opening 
up.  You  will  be  asked  to 
give  sureties.  See  us  now  so 
arrangements  may  be  made 

I  to  furnish  your  Bond  the  day 
you  want  it. 


Initio  &tatps  ^t&Flttg  $c 
(buarantij  (Hompang 


Resources  Over  - 
Canadian  Securities 


$20,000,000 
$1,162,000 


Head  Office 
36  Toronto  St.  -  TORONTO 

Branch  Ogees 
Haris  Building      ■  WINNIPEG 
II.' Si.  James  St.  -  MONTREAL 

\H  I  III  H  E.  KIRKPATRICK. 

Vratnt  M—frr  fir  .  .  —  - 
SiriNhl  BAND.  AuL  CvurJ  JfMfef. 
V    k    KIRK  PATRICK.  WrW? 
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MILTON.  CAN  AD 


REINFORCING 

Rounds  or  Squares. 
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WE  NEED  THE  SPACE 
OCCUPIED  BY 

One  Model  30  Marion  Shovel, 
Revolving,  Long  Boom  and 
Dipper  Stick.    7-8  yd.  Dipper. 

15  Ton  Waterous  Road  Roller. 
20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 
25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 
50  Assorted  Two-Wheel  Dirt  Scrapers. 
\y2  yd.  and  2  yd.  Clam  Shell  Buckets. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

4^4  x  6  Single  Drum  Builder's  Hoist. 

No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

1  yd-.  Vz  yd.  and  1/3  yd.  Concrete  Mixers. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 
The 

A.  R.Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


FOR  SALE 
Bricks  for  Quick  Shipment 

We  have  large  output  of  our  high  grade 

SILICA  PRESSED  BRICKS 

in  the  natural  color  for  prompt  shipment 
over  all  railroads. 

Schultz  Brothers  Co.,  Ltd. 

BRANTFORD 


For  Profitable  Results 


advertise   in   the   most  widely   read   and  leading 
publication,   reaching   the   majority   of   the  con- 
tracting,    engineering     and     municipal  officials. 
Rates  on  application 

Contract   Record   &   Engineering  Review 

347  Adelaide  St  West,  TORONTO 


MANHOLES  and 
COVERS 


CROSSING 
PLATES 


Municipal 
Castings 

The  Found 


GALT 


ONT. 


IRON 
CULVERT  PIPE 


BRIDGE 
CASTINGS 


Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt    Deliveries.        Attractive  Prices. 


Address  your  inquiries  to 

CANADIAN  DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 

CHATHAM,  ONT.      275  Inshes  Ave. 

Made  in  Canada 
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OU  don't  experiment  when  you  use 
Barrett  products.  They  are  the 
result  of  many  years'  successful  manu- 
facturing experience  and  their  worth 
has  been  proved  by  thousands  of  users 
throughout  the  Dominion. 

Everjet  Industrial  Paints 

This  is  the  age  of  specialists.  "Jack  of  all 
trades  and  master  of  none"  is  out  of  place  in 
the  modern  industrial  world. 

Barrett  Industrial  Paints  are  all  "special- 
ists." Each  of  them  has  been  developed  by 
onr  chemists  to  fill  the  requirements  of  some 
particular  use.  Their  immense  popularity  is 
proof  that  they  fill  the  bill,  for  although  they 
have  been  on  the  market  less  than  ten  years, 
probably  no  other  protective  paints  are  now 
used  so  extensively  by  the  railroads  and  by 
large  and  small  manufacturers  all  over  the 
Dominion. 

Barrett  Industrial  Paints  include: 
Everjet  Boiler  Paint  Everjet  Smokestack  Paint 

Everjet  Penstock  Paint     Everjet  Dtp  Paint 
Everjet  Bridge  Paint        Everjet  Machinery  1  aint 

All  of  these  paints  are  moderate  in  price, 
extremely  durable,  and  absolutely  impervious 
to  water,  acids,  alkalies,  and  fumes  of  all  kinds. 

If  you  desire  a  protective  carbon  paint  for  a 
use  not  included  in  the  above  list,  our  Service 
Department  will  furnish  samples  of  paints 
especially  prepared  to  meet  your  needs. 

Barrett  Industrial  Paints  are  put  up  in  1,  5 
and  10  gallon  cans,  */2  barrels  (about  20  gal- 
lons) and  barrels  of  about  40  gallons. 


Nox  -  Aer  -  Leek 
Boiler  Setting  Cement 

A  leaky  boiler-setting  is  fatal  to  fuel 
economy,  and  every  brick  boiler  set- 
ting is  more  or  less  leaky. 

Barrett  Nox-Aer-Leek  overcomes 
this  condition.  It  is  a  plastic  cement 
of  elastic  bitumen,  fused  with  non- 
drying  oils  and  asbestos  fiber.  Ap- 
plied to  the  exterior  walls,  it  renders 
boiler-settings  absolutely  air-tight  and  moisture-proof. 

Vou  will  find  it  sound  economy  to  use  Nox-Aer-Leek.  Its 
small  cost  is  repaid  many  times  over  by  the  saving  in  fuel 
expense. 

rut 


.j.jO  lbs.) 


saving 

barrels   (about  300  lbs.)   and  barrels  (about 


Everlastic 
"Rubber"  Roofing 

A  popular-priced  roll  roofing  of  unusually  high 
quality.  Wears  stubbornly  under  all  conditions. 
Is  giving  uniform  satisfaction  on  thousands  of 
factories,  and  other  steep-roofed  buildings  all  over 
Canada. 

Easy  to  lay  and  makes  a  roof  that  is  durable 
and  economical  under  hard  service. 

Comes  in  light  (l-ply),  medium  (2-ply),  heavy 
(3-ply)  weights  in  rolls  of  108  sq.  ft.  Nails  and 
cement  with  each  roll. 


Everlastic 
Liquid  Roofing  Cement 

When  your  old  felt  and  "Rubber"  roofs 
become  leaky  and  show  signs  of  going  to 
pieces,  a  coat  of  Everlastic  Liquid  Roofing 
Cement  will  add  several  more  years  of  ser- 
vice at  slight  cost. 

Thjs  cement  comes  ready  for  use.  It  lias 
the  consistency  of  thick  molasses,  is  easy  to 
apply,  dries  quickly  and  forms  a  durable,  watertight  surface, 
that  is  equal  to  a  new  roof. 

Packages  of  all  sizes  from  1-pint  cans  to  40-gallon  barrels. 


Elastigum 
Plastic  Patching  Cement 

Elastigum  is  a  handy  cement  for  which 
you'll  find  a  new  use  every  day  in  the 
year.  It's  for  patching  holes  and  leaks  in 
all  kinds  of  roofs;  repairing  flashings,  re- 
lining  gutters,  etc. 

Easy  to  use  and  very  inexpensive. 
Tough,  elastic,  waterproof  and  acid-proof. 

Put  up  in  1,  5,  25  and  100  lb.  packages, 
Yz  barrels  of  about  300  lbs.,  and  barrels 
of  about  000  lbs. 


jf  yQur  dealer  cannot  supply  you  with  these  "Proven  Products"  write  us  and  we  will. 

MONTREAL  TORONTO 


ST.  JOHN.  N.B.  HALIFAX,  N.S.  ji 

SYDNEY,  N.S.  1  UC 


*~y  1V1VJ1N  1  KiiiAL  IUKUNTO 

v^ompany  Winnipeg  Vancouver 
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Manufacturing  Plant  for  W.  Harris  Co. 
Ltd.,  Keating  St.,  Toronto.  4  storeys  and 
basement.  Reinforced  concrete  beam  and 
girder  construction.    Built  by 

ARCHIBALD  &  HOLMES 

LIMITED 

Engineers  and  Builders 

306   Continental   Life  Building 


TORONTO 


CANADA 


NATIONAL  BUILDERS'  DERRICKS 


National  Steel  Champion  Circle 
Swing  Building  Derrick 

Capacity  1000  lbs.,  weight  only  200 
lbs.,  can  be  operated  by  hand  or  horse 
power.  Height  iy2  feet,  boom  extends 
5  feet.  Equipped  with  110  ft.  crucible 
steel  cable,  block,  cleats  and  bolts  for 
fastening,  complete  ready  for  work. 


National  Peerless  Circle 
Swing  Steel  Derrick 

Capacity  1SO0  lbs.,  weight  275  lbs.,  height  S 
ft.,  swing  10  ft.  Equipped  with  125  ft.  cru- 
cible steel  cable,  block,  cleats  and  bolts  for 
fastening  complete  ready  for  work. 


National  Standard  Circle 
Swing  Builders'  Derrick 

Capacity  2,500  lbs.,  weight  350  lbs.,  height  8 
ft.,  swing  10  ft.  Equipped  with  geared  winch, 
150  ft.,  5-16  in.  steel  cable,  block,  cleats  and 
bolts  for  fastening.     Complete  ready  for  use. 


NATIONAL  EQUIPMENT  CO.,  LIMITED 


33  Wabash  Avenue, 
TORONTO,  CANADA 


I^^UKD$;EAMORHOTywfS 
S 1 M  PL  E 

Ric-wir 
METHODIC 

It  is  a  clean-cut,  complete  and  practical  method  of  pipe 
insulation.  The  kind  that  highly  trained  technical  men  and 
KfJP^y  ^->»,     practical  operating  engineers 

P*/'~\»  both  approve.  Bulletin  No.  1 

\^+J  ^H/BBf   explains  RlC-wiL  simplicity 

and  other  features. 
Write  for  it  to-day. 


RicwiL 


lllllllllllllllImllMllllUllllTllmllllUlllllllV 


ROAD  SCRAPER  BLADES 

Renew  your  old  wheeled  scraper  bowl  with  the  ECONOMY 
REPAIR  BLADE.  Any  blacksmith  can  attach  it  by  cutting  the 
edge  of  the  bowl  square,  drilling  holes  to  match  these  in  the  blade 

and  riveting  it  to  the  bowl. 

A  trial  will  convince  you  that  the  use  of  these  blades  is  genuine 
economy. 


ECONOMY  REPAIR  BLADE 

These  blades  are  made  of  steel  0  in.  wide  by  3  1-16  in.  thick,  giv- 
ing a  new  cutting  edge  3  in.  wide  and  allowing  3  in.  to  lap  top 
and  bottom  where  it  is  riveted  on  the  bowl.  Road  Scraper  Blades 
and  moldboarcls  to  fit  all  makes  of  machine.     Prompt  shipments 

from  stock:  over  150  patterns. 

SHUNK  PLOW  COMPANY,  Bucyrus,  Ohio 
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Plibrico  Jointless 
Fire  Brick 

Replaces  firebrick  and  fireclay 
for  all  purposes.  Applied  by  any 
handyman. 

Flintex  Concrete  Hardeners  and 
Dustproofers  Liquid  and  Integ- 
ral Powder. 

Made  in  Canada 

Exterior    and    Interior  Boiler 
Treatments. 

Roofing  and  Waterproofing 
materials. 

Wood  Preservative  and  Paints. 

Beveridge  Paper  Co.,  Limited 

628-630  St.  Paul  Street  West,     -  Montreal. 


DOWN 
THE 

"TRADES" 


The  service  plan  of  Prest-O- 
Lite  is  more  constant  than 
the  north-east  trade  winds — 
winds  which  constantly  blow 
and  upon  which,  from  the 
time  of  the  Vikings,  naviga- 
tors have  depended  for  propelling  their  ships 
— Also  like  the  "trades"  it  is  wonderfully 
flexible,  for 


DISSOLVED  ACETYLENE 

The  Universal  Gas  with  the  Universal  Service 

has  a  service  plan  which  adapts  itself  to  every 
fluctuation  of  the  welding  and  cutting  indus- 
tries— ample  for  all — yet  if  only  one  cylinder 
of  Prest-O-Lite  gas  is  needed  the  service  func- 
tions as  efficiently. 

You  will  be  interested  in  the  facilities  of  our 
conveniently  located  plants  and  warehouses — 
Ask  us  for  all  details. 

Prest-O-Lite  Company  of  Canada,  Limited 

Dept.  C.  105,  Prest-O-Lite  Building 
TORONTO 

Branches:       MONTREAL      TORONTO  WINNIPEG 

Plants 


Toronto,  Ont 
Merritton,  Ont. 


St     Boniface.  Man. 
Shavvinigan  Falls,  P.Q. 
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'Galvaduct"  and  "Loricated' 


Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


GRAVEL 

Either  Screened  or  Unscreened 
in  Car  Loads  on  any  C.P.R.  or 
G.T.R.  Siding.  Also  Screened 
Sand  for  all  purposes. 

SAND  &  SUPPLIES,  LTD. 


19  MEL1NDA  STREET, 


TORONTO 


TRIDENT  DISC  METER 
5/8-in.,  3/4-in.  and  1-in. 


Performance  Counts  Most 


PRICE  pulls  many  first  orders 
but  performance  determines 
the  standing  of  the  fittest. 


BUT 

Wherever  performance  is  given 
preference  over  price 
Trident  Meters  are  specified. 


Canadian  Made  by 


Neptune  Meter  Co.,  Limited 

W.  H.  RANDALL  Managing-Director 

Factory  and  Head  Office: — 

1197  King  Street  West,  Toronto 

WINNIPEG:— Walsh  &  Charles,  406  Tribune  Building 
MARITIME  PROVINCES:— James  Robertson,  St.  John,  N.B. 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


Electric  Cranes 


Patent  Type  E  Crane  Trolley 


Electric 
and  Hand 
Traveling 

Cranes 

Electric 
and  Air 
Hoists 


Made  in  Canada  "~ ~~ ~~ 

NORTHERN  CRANE  WORKS,  LTD. 

WALKER VILLE,  ONT, 
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National  Iron  Corporation 

LIMITED 

Head  Office,  Work,  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -    PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


IDEAL 
Block-making  Equipment 

turns  out  building  units  of  the 
highest  type,  absolutely  true  to 
measurements,  and  therefore 
popular  with  the  man  who  lays 
them,  satisfactory  to  the  man 
who  buys  them,  and  profitable 
for  the  man  who  makes  them. 
Can  be  made  without  previous 
experience.  Write  for  full  par- 
ticulars to 

Ideal    Concrete  Machinery 
Company,  Limited 

Box  250,  Windsor,  Ontario 


STEEL  f.r  PERMANENCE 

The  All  Steel  Elevated  Water  Tank  is  the  most 
economical  installation  for  Automatic  Sprinkler  Sys- 
tems for  fire  protection,  general  mill  supply,  or  Muni- 
cipal Water  Works  systems. 

Its  first  cost  is  not  excessive,  the  maintenance  ex- 
pense is  very  low,  and  there  is  no  danger  of  leakage, 
falling  ice,  or  possibility  of  the  tank  bursting  or  catch- 
ing fire. 

Hundreds  of  our  All  Steel  Elevated  Water  Tanks 
now  in  service  throughout  Canada  bear  witness  to 
these  facts. 

Our  Product  is  Made  in  Canada 

Write  us  for  Plans,  Specifications  and  Estimates. 
Our  Catalogue  No.  16  mailed  on  request. 

CANADIAN  CHICAGO  BRIDGE  &  IRON  CO.  Ltd. 


Sales  Office :  Montreal,  Que. 
260  St.  James  St. 


Works : 
Bridgeburg,  Ont. 


Crushed  White  Stone 
Marble  Dust 

Graded  from  yz "  to  dust,  makes 
concrete  look  better,  for  facing 
blocks,  bricks,  etc.  Unsurpassed 
for  stucco,  white  plastering,  floor 
finish.    Samples  and  prices. 

White  Star  Mine,  Haliburton,  Ont. 


Railway  and  Track  Supplies 

For  Lumber  and  Contractors' 
requirements 

Rails,  Locomotives,  Accessories, 
Cars,  Lion  Brand  Babbitt  Metal 

Correspondence  solicited 

Sessenwein  Bros.,  Montreal 
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W.  C.  LEITCH 

Vice-President 


JAMES  LAURIN,  C.E. 
President 


J.  EMILE  VANIER,  C.  E. 
Sec.  -Treas. 


Montreal  Crushed  Stone  Company,  Limited 

Plant  at  St.  Vincent  de  Paul,  P.Q.,  on  River  des  Prairies,  opposite  Montreal 

Largest  Plant  in  CANADA  and  the  most  up-to-date  in  the  World 

CAPACITY  4000  TONS  A  DAY 
All  Sizes  and  Grades  of  the  Best  Hard  Lime  Crushed  Stone  Produced 

MAIN  OFFICE:  367  Beaver  Hall  Square,  MONTREAL,  P.  Q. 


Safeguard  Your  Plants 
and  Property 


against  loss 
or  damage 
by  fire  by 
installing 
Fire  -  proof 
Doors  of 
approved 
make. 


Our  plant  is  equipped  with  special  machinery  for 
manufacturing  these  doors. 

We  also  specialize  in  Kalamein  Doors,  Windows  and 
Mouldings,  Steel  Doors,  etc.    Roberton  Patent  Lock 
Metal  Weather-stripping  for  Doors  and  Windows — 
Saves  20  per  cent,  of  your  fuel  consumption. 
Give  us  a  call — we  can  save  you  money. 

ROBERTON  -  OLSEN 

LIMITED,  INC. 

Head  Office  &  Factory:    Ft.  of  Cherry  St.,  Toronto 

Phone  Adelaide  4093 

Agents  at  Vancouver,  Medicine  Hat,  Ottawa,  Kingston, 
Montreal,  Halifax. 


ROCK  DRILLS 


For 

Road  Work 
Contractors 
Mines 
Quarries 

Napanee 
"Empire" 

and  the 

"Burrell" 

are  now 

manufactured 
by 


Napanee  Iron  Works  Ltd. 

NAPANEE,  ONT. 


J.  G.  Allkn,  President 


James  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturer*  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 


for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS: 

NIAGARA  FALLS 


ONT. 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


Furniss  Clarke  &  Co. 

3G4   University  Street, 
MONTREAL.  CANADA. 


Sole  Canadian  Agents  for 
The  Joyce-KoebelCo.,Inc. 

New  York  London 


IMMEDIATE  DELIVERY  FROM  STOCK 


Canadian  Engineering  &  Contracting  Co. 


Limited 


Bridges,  Roadways 
Reinforced  Concrete  Bldgs. 
Foundations  a  Specialty 


Bank  of  Hamilton  Bldg.,  Hamilton,  Ont. 


HART  SWINGING 
1^/\IVIL  ENGINES 


INSURE 
Speed  'Durability 
Economy 

Contractors  evety  where 
recognize  that  Hake  swing- 
ers save  them  time,  labor 
and  money  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  _  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  paiticulars,  and  ask  for  our  catalog 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:   A.   R.  Williams  Machinery  Company,  Limited. 


DOORS  AND 
SASH 

Why  should  I  get  my  doors  and  sash 
from  the  Pannill  Door  Company  ? 

BECAUSE:— 

Their  stock  is  high-grade  in  every 
respect. 

Their  service  is  good— I  will  get  deliv- 
ery when  I  want  it,  and  as  I  want  it. 

I  can  depend  on  their  statements  and 
promises  and  anything  which  is  not 
right  will  be  rectified. 

Their  prices  are  right. 

Klimax  Doors  with  Birch  Panels  will  in- 
crease the  value  of  your  house. 


™E   PANNILL  Many 

131  Front  Street  East,  TORONTO,  ONT. 

Phone  Main  659 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street     -     Vancouver,  B.  C. 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


-Including- 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 

GALT         -  ONTARIO 


Contractors'  Machinery,  Brick 
Machinery,  Grey  Iron  Castings 
and  Gear  Cutting 


PUMPS 

Duplex  Boiler  Feed  and  Vacuum 

REPAIRS 


Scotch  Derricks 

Hand  and  Power  from  y2  ton  to  6  ton 
capacity. 


JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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If  you  have  any 

Excavating,  Grading  or  Steam 
Shovel  Work  That  You  Want 
Done  Quickly  and  Efficiently 

COMMUNICATE  WITH  US 

WE  KNOW  THE  BUSINESS 
AND  HAVE  THE  EQUIPMENT 

Angstrom  &  Verochio,  Limited 


Main  4570 


401   Lumsden  Bldg.,  Toronto 


The  Maritime  Bridge 

Company,  Limited 

Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 

Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


For  Sale 

INDUSTRIAL  AND  CONTRACTORS' 
EQUIPMENT 

2— Marion  Steam  Shovels,  Model  61,  Shop  No.  2822  and 
No.  2823,  2%  yard  dippers,  first  class  condition. 
ALSO  A 

4-wheel,  15-ton  Brown  Hoist,  Shop  No.  4156.  Built 
1913.    40-foot  steel  lattice  boom.    Complete  with 
yard  clam  shell  bucket. 

T.  J.  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  6185.    Nights,  Park.  6906. 


Standard 
Lamp  Cord   and  Portable  Cord 

stand  for  superior  quality  both  of 
m  a  t  e  r  i  a  1  s  and  workmanship  at 
prices  which,  durability  considered, 
mean  greatest  economy. 

Write  our  nearest  office  for  prices. 

Standard  Underground  Gable  Go. 
of  Canada,  Limited 

Hamilton,  Ont. 

Montreal,  Toronto,  Seattle,  Wash. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


CRANE  VALVES 
CRANE 

LIMITED 

HEAD  OFFICE  £  WORKS 
I280  ST.  PATRICK  ST 

MONTREAL 

BRANCHES:  Toronto,    Winnipeg,  Vancouver. 

SALES  OFFICES:  Halifax,    Quebec,     Ottawa,  Calgary. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME.  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $3.45  per  bbl.  ; 
with  bags,  $4.25;  car  lots,  $2.60  on  the  track, 
with  pkgs.,  $3.40;  5c  per  bbl.  discount  20 
days. 

Lime — in  bulk — grey  75c.  At  the  warehouse, 
grey  69c.  Hydrated  lime,  $20.25  per  ton 
delivered ;   $19.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$30;  buff,  $30;  No.  2,  $28;  common  red 
stock  brick,  $23;  grey,  $23;  wire-cut  brick 
for  foundation  work,  $21.  Milton  Rug  brick, 
$32  to  $37;  Eatonia  brick,  $50;  sand  lime 
brick,  $17.26,  f.o.b.  car  at  King  Edward 
siding,  $16  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $56  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental,  $40,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $26  at  plant, 
$31  delivered  in  city. 

Fire  brick — delivered — Savage,  $80  per  M. ;  S. 
Crown,  $80;  W.  W.,  $65.  Fire  clay,  $16.50 
per  ton ;  chimney  tops,  $8.00  each. 

Flue  lining — delivered — list  price — ZVi  x  8yi  in., 
60c  per  ft. ;  8J4  x  13  in.,  90c  per  ft.  Dis- 
counts 30  and  10  per  cent,  off  list. 


CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.05;  1  in.,  $2.25;  H  in., 
$2.25;  crusher  run,  $2.15;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton,  2  in.  screened, 
$1.80  per  ton;  1  in.  screened,  $2.00  per  ton. 

LUMBER  (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock — 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $63;  10  and  16  ft.,  $65 ;  2  x  12  in.,  12 
and  14  ft.,  $64;  10  and  16  ft.,  $66;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $66.  No.  2,  $4  less 
than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $65; 
1x6  in.,  $67;  1  x  8  in.,  $70 ;  1  x  10  in.,  $75; 
1  x  12,  $80.  Shelving,  rough,  1  x  4  in.  and 
■  5  in.,  $78;  1  x  6  in.,  $82;  1  x  8,  $86;  1  x  10, 
$90;  1  x  12,  $103;  2x4,  10-16  ft.  long,  com- 
mon, rough,  $70;  2  x  6,  $72;  2  x  8,  $74 ;  2  x 
10,  $78;  2  x  12,  $82.  No.  1  flooring,  $80; 
No.  1  V  or  beaded  sheathing,  4  in.,  $82. 
Pine  trim,  4  in.,  casing,  $4  per  100  ft. ;  5 
in.  ditto,  $5;  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $6.25. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $70;  1  x  6  and  2  x  6,  $72;  1  x  8 
and  2x8,  $74;  1  x  10  and  2  x  10,  $78;  1  x 
12  and  2  x  12,  $82. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $80;  12  x  18,  12  x  20,  14  x  18, 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$85.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C.  $10.50;  XX  B.  C,  $8.00; 
N.  B.  extras,  $10.50;  N.  B.  clears,  $9.50; 
No.  1  W.  pine  lath.  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $5.50  base ;  twisted  and 
deformed,  $5.60;  3/16  in.  and  lighter  $6.00. 

Shapes — Angles,  35  lbs.  and  over,  per  yard,  $5.50 
per  100  lbs.;  under  35  lbs.  per  yard,  $5.70 
per  100  lbs.  ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $5.60;  under  35  lbs. 
per  yard,  $5.80. 

Plates — 6  ins.  to  60  ins.  wide,  $7.00;  over  60  ins., 
$7.50.  Tank  and  boiler  plates — %  in.  and 
over  and  under  36  ins.,  $5.95.  Gauge  plates 
— no  quotations.  Black  American  Bessemer 
Plates — dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $5.00  per  100  lbs. 
Rivets — Button  and  cone  head — V%"  to  %"  diam., 
$6.50. 


EXTRAS    FOR    SHAPES    AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  l/10c 
per  lb.  for  Angles  under  5  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
$1.50. 

Note :  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized  iron — dealers  not  quoting  prices. 
Cast-iron  pipe — Standard     prices,     carload  lots, 
f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 


SEWER  PIPE 

Sewer  pipe — Toronto  prices,  with  discounts  as  be- 
low, f.o.b.  factory — 4  in.,  30c  per  ft.;  6  in., 
45c;  8  in.,  70c;  9  in.,  90c;  10  in.,  $1.05;  12 
in.,  $1.35;  15  in..  $1.80;  18  in.,  $2.50;  20  in.. 
$3;  22  in.,  $4;  24  in.,  $4.50.  Discounts— 30 
and  10  per  cent,  off  list. 

Tile  wall  coping — delivered — 8  or  9  in.  wall,  50c 
per  ft.;  12  in.  or  13  in.  wall,  75c  per  ft.; 
18  in.  wall,  $1.50  per  ft.;  carried  in  6,  12. 
18  and  24  in.  lengths.  Discount  30  and  10 
per  cent,  off  list. 

PAINTS  AND  OILS. 
Prices,  delivered. 
White  lead — ground  in  oil,    less  than   ton  lots, 
$20.75  per  100  lbs.  ;  ton  lots,  $20.50  per  100 
lbs. 

Boiled  Linseed  Oil — in  bbls.,  $2.90  per  gal.  of  9 
lbs.  ;  red  lead,  dry,  $17  per  100  lbs. ;  Pure 
putty  in  bulk,  $9.15  per  100  lbs.  ;  in  100  lb. 
drums,  $10.80;  in  25-lb.  tins,  $11.45  per  100 
lbs. ;  steel  sash  putty,  in  25-lb.  tins,  $11.95 
per  100  lbs. ;  turpentine,  in  bbls.,  $3.60  per 
Imp.  gal.,  based  on  southern  gauge.  Tur- 
pentine and  oil  in  less  than  barrel  lots,  15c 
extra  per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2'Ac  per  lb.  ; 
black,  in  bbls.,  7c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
30c;  ultra  blue,  dry,  in  bulk,  25c;  green, 
French  permanent,  dry,  20c;  ochre,  French, 
dry,  12c;  red  Venetian,  dry,  6c;  sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  12}4c. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.55,  delivered  in 

5   barrel   lots,   $4.75;    at   warehouse,  $4.55; 

single  bbl.,  $5.55. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  42j4c.  Lath 
yarn,  40c  per  lb. ;  in  full  coils,  33c. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton ;  lump,  $15. 
Brick — No.   1   pressed,   $25.00;    No.   2  pressed, 

$20.00;  red  rustic,  $20.25;  vertical,  $21.50; 

plastic,  $16.00. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c;  10-in.  52c;  12-in.  60c;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.75;  J4-in.  $2.00;  H-in. 

$2.25  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.25  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  8  in.  and  up,  $4.75;  1  in. 

x  1  in.  x  H  in<>  25c  extra;  li  in.  x  )(  in. 

ft  in.,  75  cents  extra.    Boiler  plates — %  in. 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  $6.16.  Beams 

and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $5.20,  f.o.b.  Mont 
treal,  net  cash.     Corrugated  iron — 26  gauge, 

$11.00;  28  gauge,  $10.20  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheets 
— Keystone  black,  28  U.  S.  gauge,  $11.50  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $90  for  6  in.  and  larger, 
and  $93  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  80c;  6  in.,  45c;  6 
in.,  70c;  9  in.,  85c;  10  in.,  $1.06;  12  in.,  $1.86; 
15  in.,  $1.80;  18  in.,  $2.60;  20  in.,  $3;  22  in., 
$4;  24  in.,  $4.60;  27  in.,  $660;  30  in.,  $7.20 
Channel  pipe  (4  in.  to  80  in.)  24c,  36c,  56c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  $6.20,  $5.75.  One-eighth  bends  (4  in. 
to  30  in.),  $1.20,  $1.80,  $2.80  $3.60.  $4  20, 
$6.40,  $7.20,  $10,  $12,  $16,  $18.  $26,  $28; 
Yt,  $1.20,  $1.80,  $3.16.  $4.05,  $475,  $5.10. 
$14.40,  $20,  $24,  $82,  $36,  $52,  $57.60.  Double 
collar.  00c,  $1.85.  $2.10.  $2.65.  $8.15.  $4.05. 
$5.40;  slant  1  foot  long  aide  (4  in.  to  16 
in  ).  90c.  $1.35,  $2.10,  12.66,  $3.15.  $4  06, 
$5.40.  Single  branch  (6  in  to  9  in.),  3  ft., 
$2.25,  $3  60,  $4.25;  2  and  2*4  ft  (4  fn.  to  30 
in  ),  $1.35.  $1.80,  $3.16,  $3.85.  $4.75,  $610, 
$8.10,  $11.25,  $13  50,  $18,  $20  25.  $32  50,  $3C 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  In.  to 
30  in.),  $1.80,  $2.70,  $4.90.  $6.30,  $7.35,  $10.80. 
$1440,  $20,  $24.  $32,  $36.  $45.60,  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  In.  to 
15  in  ),  $3,  $4.  $7,  $9,  $1060,  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  In.),  $3.  $4,  $7,   $9.   $10.60,  $18\ 

These  prices  are  subject  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  50-58  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  $4.30  ner  bbl.,  both  less  5%  for  cash. 
Rope — Best  Manilla,  35}4c  basis  per  pound; 
Beaver  Manilla,  28c  basis;  sisal  rope,  22!4c 
basis;  lath  yarn,  22^c.  Boiled  linseed  oil — 
in  barrels.  $2.82  !/S  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.80. 


QUEBEC  PRICES 

F.O.B.  cars  Quebec 

Brick— prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50,000  or  over 
$17.00;  carload  lots,  less  than  50,000,  $18.00; 
selected  builders  for  veneering  work,  carload 
lots,  $20.00;  "Citadel"  rustic  face  brick,  $26 
to  $30. 

Baker  oven  tile,  15"  x  8Vi"  x  2J4",  $25  per  100. 
"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 

splits,  7c  per  superf.  ft. ;  12  x  9  x  3,  solid. 

10c. ;  12  x  8  x  4,  11c. ;  12  x  8  x  6,  18c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel  in  carload  lots,  bags 

returnable  in  good  condition  at  15c. 
Hardwall  Plaster— $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster— $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock  Brick— $19.50  per  thousand  delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 14J^c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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International  Crushers 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS-^ontiimed 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — -Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.    (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35 ; 
common  red  stock,  $25;  common  grey  stock, 
$12;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $12;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — l}4-in.  to  2-in.,  $3.65  per  yard; 
U-to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble  stone,   $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER   (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $115; 
4  in.  No.  1  and  2  E.G.  Fir,  $115;  4  in.  No. 
3  E.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common  Pine,  $75;  4  in.  No.  3  Pine  or 
Spruce,  $61;  6  in.  No.  1  and  2  E.G.  Fir, 
$110;  6  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $75;  6  in.  No.  2  Com- 
mon Pine,  $80;  6  in.  No.  3  Pine  or  Spruce, 
$70;  2  x  6  No.  1  Common,  $70. 

For  selected  lengths,  add,  Pine,  $5.00;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $5;  for  l'A,  l'A  °r  2  inch,  add 
5. 

•Birch  and  Maple  Flooring — Clear  (First  Grade) 
—13/16  x  l'A  in.  to  in.  face,  $190;  H 

x  l'A  in.  and  1 J4  in.  face,  $147. 

No.  1  (Second  Grade)— 13/16  x  l'A  in.  to  2» 
in.  face,  $184;  H  x  l'A  in.  and  1&  in  face, 
$139. 

No.  2  Factory— 13/16  x  l'A  in.  to  l'A  in.  face, 
$153.00 

Selected  White— 13/16  x  1J4  in.  to  2'A  in.  face, 
$210.00 

DIMENSION  TIMBERS,  No.  1 
6  x  10  to  12  x  12,  up  to  32  ft.  long,  $76;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $77 ;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $78;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $400;  U 

x  l'A  in.  and  1J4  in.  face,  $350. 
No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 

$350;  H  x  l'A  in.  and  1%  in.  face,  $250. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $300;  H 
x  l'A  in.  and  2  in.  face,  $220. 


No.  1  (Selects)— 13/16  x  1^  in.  to  2'A  in.  face, 
$100;  M  x  l'A  in.  and  1^  in.  face,  $115. 

STEEL  AND  IRON 

Steel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs.  ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  6  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  62c;  12  in. ,72c;  15  in., 
$1.20;  18  in.,  $1.70;  20  in.,  $2.10;  24  in.. 
$2.75. 

Plaster  of  Paris,  $1  in  paper  bags;  $1.45  in 
jute  bags. 

Plasterers'    Hair — 90c   per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 

Mixed  Paint— Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal. ;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 
$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than    ton    lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,   LIME,   AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house ;  $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver;  pressed  red  brick,  f.  o.  b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan 

tities. 


LUMBER   (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.     Mills  operat 
ing  on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $40;  10  x 
10,  $40;  10  x  12,  $40;  10  x  14,  $40.50;  12  x 
12,  $40;  14  x  14,  $40.50;  14  x  16,  $41.50;  6 
x  10,  $40.50;  0  x  12,  $41 ;  8  x  10,  $41 ;  8  x 
12,  $40.50;  10  x  16,  $42 ;  12  x  16,  $42;  16  x 
16,  $41.50;  6  x  14,  $42 ;  8  x  14,  $42;  12  x 
18,  $43;  18  x  20,  $44;  14  x  20,  $43.50;  16  x 
18,  $43.50;  10  x  20,  $44.50;  18  x  18,  $43.50; 
20  x  20,  $43.50  ;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50;  1x4, 
$99.50;  1  x  4  flat  grain,  $89.50;  No.  1  and  2, 
1-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  l'A  and  l'A  inch  fir  double  dressed 
$76;  2-inch  fir  double  dressed  $77;  fir  lath, 
$15:  11.  C.  cedar  shingles,  XX,  $5.25;  XXX, 
$7.50;   XXXXX,  $9.25. 

STEEL   AND  IRON 

Vancouver   prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  base;  twist 

ed  and  deformed,  $7.50  base;  structural  sec 
tions,  $7.00. 

Galvanized  iron— 28  gauge,  $11.35  per  100  Iba. 

Corrugated  iron — 26  gauge,  6.  7  and  8  ft.  sheets. 

$11.75;  9  and  10  ft.  sheets,  $11.90  per  square 
Itlack  steel  sheets,  24  gauge,  $10.35  per  100 

lbs. 

Steel  angles— $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $9.00  per  100  lbs.,  de 
pending  on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes.  $8.00. 

SEWER  PIPE. 

Sewer   pipe — Vancouver  prices  f.o.b.  warehouse; 

4-in.,  17c  per  ft.;  6-in.,  25c  per  ft.:  8-in.,  35c 
ft.;  10-in..  45c  ft.;  12-in.,  65c  ft.;  15-in.. 
$1.10  ft.;  18-in.,  $1.80  ft.;  20  in..  $1.55  ft.; 

24-ir,.,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o  b.  Van 

couver,  bags  extra. 
Hydrated  lime— $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— H  in.,  39c  base;   %  in..  39'/ac; 

ii  in.,  40c;   'A   in.,  40c;  second  grade,  33c 

base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  t 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4..  5. 

Raw  linseed   oil — In  bbls.,  $2.10  per   gal. ;  red 

lead,  dry  $18.00  per  100  lba.;  in  oil,  22c; 

putty  in  bulk.  Standard,  $6.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 


CAST  IRON  PIPE 


Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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Algoma 

Structural  Steel — Merchant  Bars 


Blooms,  Billets  and  Slabs 


Concrete  Reinforcing  Bars 


Shafting — Pulleys  —  Hangers 
Iron,  Brass  and  Bronze  Castings 


VALVE- HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


STEEL  RAILS— Open  Hearth  Quality 
AH  Sections — 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 

Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 

Basic        Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Willis  Chipman,  M.   Eng.   Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
Seo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 

Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals  of   Works   and  Utilities. 
Mail  Building  CP  R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
It  Toronto  Street  -  TORONTO,  CAN. 
Water  Supply  and  Purification;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
disposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.  LTD. 

"Faraday  Works" 

LEICESTER,  ENGLAND 

Electric  Clocks 

Cable*    "Lode*tone,  Leicester 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 

BRANCH  OFFICES: 

Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.     -  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists, 
fnspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point  of   manufacture,   and   Testing  in 
our  own  Laboratories. 
The   most   up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refute  ; 

Water  Power  Developments  and  Power  Plant*. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 

MONTREAL,  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundation*,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  CORE        WILLIAM  STORRIE 


.E.I.C.  M.INST.  C.E.. 
AMER.  W.  W.ASSOC. 


M. E.I.C.  A.M. INST.  C.E. 
M i  AMER.  W.  W.  ASSOC. 


GEORGE  G.  NASMITH,  C.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation   Life    Building,  TORONTO. 


McAllister  &taylor 

ENGINEERS  ft  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C  E. 
87  Sun  Life  Bldg.,  HAMILTON,  ONT. 
Harbor    Improvement*   and  Dredging 
Dam*,  Piledrlvlng,  Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caiiion  method 


Pass 
it 

along: 


When  you  have  finished 
reading  this  paper  pass 
it  along  to  your  clerks. 
Encourage  them  to  read 
it  regularly--it  will  help 
them  and  that  means  it 
will  help  you. 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  ft  Inspectors 

PAVING 
Designed,  Superintended,  Inspected. 
Chas    A.  Mullen,  Director. 

CEMENT  ft  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination 


Po> 


V.  K.  Stalford,  a.i.e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


Concrete  Pipe  &  Products 
Company,  Limited 
HAMILTON 
Pipe,  Tile,  Building  Blocks  and  Trim 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Work*— 03  Esplaaad*  E.  TORONTO 
Phone*— Main  904  and  905 


Cruthed 

Stone 
Steal  and 
Wood 
Water  Pipe 


Brick 


T.  A.  Morrison  &  Co.,  ^ntreal3' 


Established  1884. 


Main  2458. 


Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 
Night  'Phones— Park    688.     Park  8802. 
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Robert  W.  Hunt 
President 


Charles  Warnock 
Vice  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches;        Toronto        Vancouver        London.  England 


E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Construction 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont.; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.       PHILLIPS  SQUARE 

MONTREAL 


J.  P.  Anglin,  B.Sc.        H.  J.  Gross         C.  D.  Harrington,  B.Sc. 
President         Vice  Pres.  &  Treas.    Vice  Pres.  &  Manager 

ANCLIN-NORCROSS 

LIMITED 

CONTRACTING  ENGINEERS  &  BUILDERS 


Halifax  Shipyards,  Halifax 
Crane  Company,  Montreal 
Ames-Holden-McCready,  Ltd.,  Montreal 
Children's  Memorial  Hospital,  Montreal 
Steel  Company  of  Canada,  Montreal 
Canadian  Cottons  Limited,  Cornwall 
Canadian  Cottons  Limited,  Milltown,  NIB 
Canada  Amusement  Company,  Montreal 
Merchants  Bank,  Toronto 
Belding  Paul  Corticelli  Co.,  St.  Johns,  Que.- 
Belding  Paul  Corticelli  Co.,  Montreal 


MONTREAL 


TORONTO 


-Office  &  Power  House 
-Large  Industrial  Bldg 
-Factory 
-Hospital 

-Nut  and  Bolt  Works 
-Weave  Shed 
-Weave  Shed 
-Loft  Building 
-Bank  Building 
-Factories 
-Factory 

HALIFAX 


"  Absolutely 
Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 


SARNIA  BRIDGE  CO.,  LIMITED 


Structural  Steel 
Alloy  Steel 

Warehouse  Stock   of  All 


Boiler  Tubes 
Road  Drags 

Kinds  for   Quick  Shipment 


TORONTO  OFFICE: 
HEAD  OFFICE : 


103  Pacific  Building. 
SARNIA,  CANADA. 


Phone  Main  3444 
Phone  289 


8G 
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MALLEABLE 

IRON 

CASTINGS 

of  the  Highest 
Quality 


2£  PRATT  K2  LETCHWORTH 
COMPANY,  LIMITED 

Transportation  Building,  Montreal 


Are  You  Interested 

in  the  Export  Trade 

to  Belgium  and  France? 

The  Canadian  Producers  and  Exporters'  Directory 

OFFERS  THE  BEST  MEANS  OF 

INTRODUCING 

Canadian  Manufacturers  to  Belgian  and  French  Buyers 

Full  information  concerning  Export  Trade  to  the  above 
Countries  upon  application  to 


J.  G.  Van  Wtberghe 


MANAGER 


20  St.  James  Street 
MONTREAL 


Published  by  the  LEADER  PUBLISHING  COMPANY  of  Montreal,  Limited 
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Turnbull  Elevator  §f 

MANUFACTURING  CO  TORONTO  S 


Do  you 

know?  

why  Turnbull 
Elevators 
should  be 
specified 
in  your  work 


First  of  all  they  have  been  in  operation  for  many  years  and  have  given  absolute  service  under 
all  conditions — there  is  nothing  uncertain  or  experimental  about  them,  they  have  been  tried  and 
proven.  Of  prime  importance  is  the  motor  which  has  ample  capacity  to  suit  the  speed  and  load 
requirements  of  each  car.  It  has  a  powerful  starting  torque  to  enable  it  to  start  from  standstill  and 
accelerate  under  capacity  load  quickly  and  smoothly.  This  it  does  with  a  minimum  amount  of  cur- 
rent from  the  power  lines.  The  car  platform  and  grille  are  carried  on  a  steel  frame,  strongly  con- 
structed and  well  braced  by  stays  and  gussets  to  resist  the  transverse  strain  in  addition  to  the  direct 
strains  from  the  hoisting  cables.  The  compression  type  car  safety  device — a  feature  of  our  passenger 
cars — is  built  integral  with  the  car  frame.  When  the  car  exceeds  the  predetermined  speed,  the  safety 
device  is  automatically  brought  into  action.  Its  release  may  be  completely  accomplished  from  the 
inside  of  the  car.  In  assembling  the  parts  every  piece  of  mechanism  is  rigidly  tested  to  insure  de- 
pendable service.  The  Grille  Enclosure  may  be  constructed  to  architect's  own  specifications,  and 
in  appearance  constitute  the  utmost  refinement,  in  keeping  with  the  building. 


MADE  IN  CANADA 

— therefore  the  best  for  you 

TURNBULL 

ELEVATORS 

Turnbull  Elevator  Manufacturing  Co. 

126  John  Street,  TORONTO,  Ontario 


Montreal  Office 


202  Mappin  &  Webb,  Building 
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Not  "How  Cheap" 
But  "How  Long  will 
it  Wear?" 


Buy  "DOMINION"  and 
get  Ultimate  Service 

The  Dominion  Wire  Rope  Company,  Limited 


HEAD  OFFICE:  MONTREAL 


BRANCHES:  TORONTO  and  WINNIPEG 


"Hayward"  Buckets 


FOR 


ALL  CLASSES  OF  WORK 

Substantially  Built 
Easy  to  Operate 
Few  Wearing  Parts 
Reasonable  in  Price 

"MARION" 

STEAM  SHOVELS  AND  DITCHERS 


CATERPILLARS 

FOR  TRACTION  PURPOSES 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


T#Hwkfofr&&  Montreal 

1  Telephone  Main  3420 


LIMITED 


Vol.  34 


Toronto,  May  12,  1920 


No.  19 


NATIONAL  IRON  CORPORATION,  LIMITED 

Head  Office,  Works  and  Docks:— TORONTO 


Every  Size  of  Cast  Iron  Pipe  for  Water,  Gas,  Culvert  or  Sewer,  Carried  in  Stock  at 
Lake  or  Rail  Shipments     MONTREAL,  TORONTO  and  PORT  ARTHUR 


mm 

1 

A 
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>  FLINT-RIM -< 

Sprocket 
Wheels 

for 
Durability 

"Combination" 
Link-Belt 

for 

Elevators  and 
Conveyors 

Link-Belt 
Malleable  Iron 
Buckets 


LINK-BELT 

Chains— Wheels — Buckets 

for  elevating  and  conveying  materials  of  every  char- 
acter have  earned  a  reputation  for  durability  and 
efficient  service. 

>  flint-rim  <  wheels  have  hard,  smooth  bearing  sur- 
faces for  contact  with  the  chain  links,  thus  insuring  both 
wheels  and  chain  from  undue  wear.  They  last  twice  as 
long  as  ordinary  cast-iron  wheels. 

"C"  Class  Link-Belt  is  superior  because  of  its  joint  con- 
struction which  insures  a  long  life  of  efficient  service. 

Link-Belt  buckets  are  made  by  experienced  molders  who  specialize  on 
this  work.  They  are  remarkably  free  from  blemishes  and  other  casting 
deficiencies,  have  clean  edges  and  sharp  corners;  gates  are  ground  off  and 
they  are  thoroughly  oiled  before  shipment. 


Demand  this  trade  v 


— <  mark  for  genuine  Link-Belt. 

Canadian  Link-Belt  Co.,  Limited 

WELLINGTON  &  PETER  STS.,  TORONTO 


Elevators  and  Conveyors 


We  Also  Make 


□  Link-Belt  and  Sprockets 

□  Silent  Chain  Drives 

□  Truck  andTractorChains 

□  Electric  Hoists 

□  Locomotive  Cranes 

□  Portable  Loaders 

□  Coal  and  Ashes  Systems 

□  Coal  Pockets 

Write  for  Catalogs 
Place  X  in  Square 
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LONDON 

CONCRETE  MIXER 


London  Concrete  Mixer 


This  Standard  Drum 
Batch  Mixer  is  designed 
to  meet  the  requirements 
of  the  contractor  who  de- 
mands a  machine  adapt- 
able to  all  classes  of  con- 
crete work.  It  is  manu- 
factured in  five  sizes  with 
drum  capacity  from  six  to 
twenty-eight  cubic  feet. 
Under  normal  conditions 
this  machine  will  deliver 
one  mixed  batch  every 
minute — sixty  batches  per 
hour. 


With  a  machine  of  such 
reliable  qualities,  contractors  can  confidently  set  a 
time  limit  to  each  job,  assuring  maximum  profits  and 
elimination  of  delays  due  to  faulty  equipment. 

The  London  Concrete  Cart 


is  Canadian  made  throughout  and  is  one  of 
the  strongest  and  most  efficient  yet  offered 
to  contractors.  The  saving  of  time  which 
it  effects  while  on  the  job  will  pay  for  itself 
in  a  short  period.  It  has  a  capacity  of  5 
cubic  feet  of  wet  material  or  6  cubic  feet  of 
dry  material. 


-    ,   iiiiiiiiiiiiiiuiiiiiiiiiiiiiiiiiiiiiiii  iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiir 


LONDON  CONCRETE  MACHINERY  COMPANY,  LIMITED 

World's  Largest  Manufacturers  of  Concrete  Machinery 


LONDON 


ONTARIO 
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HARDY  SIMPLEX 

HAMMER  DRILLS 

NEW  AND  IMPROVED  TYPES 


Hand 
Cradle 


Stopers 
Drifters 


All  The  Very  Latest  Designs 


"Titanic"  Hollow  Drill  Steels 


WRITE  FOR  BULLETINS 


SAMI OSBORN  (Ca„ada>  Limited 


Branches  and  Stock 


MONTREAL 

TORONTO 


VANCOUVER 


May  12,  1920 


THE  CONTRACT  RECORD 


5 


Increase  your  YARD  AGE— DECREASE  your  Costs 

Buy  Bucyrus  Shovels 

THEY  NEVER  FAIL  TO  DO  IT 


We  sell  all 
Bucyrus  Products 
Steam  Shovels 
Electric  Shovels 
Dragline 

Excavators 
Trench 

Excavators 
Wrecking  Cranes 
Unloading  Plows 
Dredges 
Pile  Drivers 

New  and 
Second-hand 
Contractors' 

Equipment 
of  all  kinds 


We  represent 
Western  Wheeled 

Scraper  Co. 
and  sell  all  their 
products 

Air  Dump  Cars 
Dump  Wagons 
Elevating 

Graders 
Scrapers,  Etc. 


Locomotives 
(all  kinds) 
Freight  Cars 
(all  kinds) 
New  and 

Second-hand 


WORKING  DIMENSIONS  BUCYRUS  REVOLVING  SHOVELS 


Capacity  of  Dipper  (level  full) 


Trac. 


14-B 

2/3  cu.  yd. 


Dumping  Radius   21'-  6" 

Height  of  Dump   11'-  2" 

Maximum  Width  of  Level  Floor  . .  . .  34'-  0" 

Dig  Below  Wheels   3'- 2" 

Width  of  Cut  at  8  Feet   47'-  0" 

Height  Dipper  Will  Cut   16'- 6" 


Cat. 
21'-  6" 


18- B 

t/%  cu.  yd. 


11' 

34' 
2' 
47' 
17' 


Trac. 
23'-  5" 
11'- 10" 
37'-  0" 
3'-  3" 
51'-  0" 
18'-  0" 


Cat. 
23'-  5" 
12'-  2" 
37'-  0" 
2'- 11" 
51'-  0" 
18'-  4" 


35- B 
lyi  cu.  yd. 


Trac. 
30'-  6" 
17'-  3" 
45'-  0" 

5'-  1" 
65'-  0" 
25'-  0" 


Cat. 
30'-  6" 
17'-  0" 
45'-  0" 
5'-  3" 
65'-  0" 
24'- 10" 


Mechanical  Shovels  built  by  BUCYRUS  COMPANY,  South  Milwaukee,  Wis.,  are  unsurpassed,  and  thous- 
ands of  contractors  are  ready  to  testify  that  in  WORKING  RANGE,  ECONOMY,  SIMPLICITY,  STRENGTH, 
MOBILITY  and  EFFICIENCY, 

BUCYRUS  SHOVELS  HAVE  NO  EQUAL. 

CATERPILLAR  TRACTION  helped  to  win  the  war.    Have  you  yet  used  it  to  help  you  win  profits?    Let  us 
show  you  how  it  can  be  done. 

Before  purchasing  a  shovel  write  to  us;  practical  shovel  experts  on  our  staff  will  gladly  place  before  you 
facts  and  figures  demonstrating  how  BUCYRUS  SHOVELS  cut  down  your  costs  and  increase  your  yardage 
without  equal. 


Canadian    Equipment    CO.     Limited    Representatives  for  Eastern  Canada  for : 

285  Beaver  Hall  Hill       -       Montreal  Bucyrus  Company,  South  Milwaukee,  Wis. 

Branch:   St.  Catharines,  Ont.  Western  Wheeled  Scraper  Co.,  Aurora,  111. 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Air  Washing  Plants 

Spray    Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoists 

Canadian  Ingersoll-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Ash  Conveyors 

Booker  &  McKechnie 

Ash  Hoists 

Canadian  Link-Belt  Co. 

Asphalt 

Asphalt  Association 

Imperial  Oil  Company,  Ltd. 

Robertson  Co.,  H.  H. 
Beam  Spans 

Hamilton  Bridge  Works  Co. 

McKinnon  Steel  Company 

Sarnia  Bridge  Company 
Belting    (Transmission,  Elevator, 
Conveyor,  Rubber) 

Cam-Fish  Company 

Dunlop  Tire  &  Rubber  Goods  Co. 

Goodyear  Tire  &  Rubber  Goods 
Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Blocks  (Wire  and  Manilla  Rope) 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Boilers 

Canadian  Mead-Morrison  Co. 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Ingersoll-Rand  Co. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

Mussens  Limited 

Robb   Engineering  Works 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 

Boiler  Inspection 
Trades  &  Labour  Branch  Dept., 
Public  Works 
Boxes — Junction 
Standard  Underground  Cable  Co. 
oi  Canada,  Limited 

Brass  Goods 

Duniop  Tire  &  Rubber  Goods  Co. 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Standard  Steel  Construction  Co. 
Toronto  Steel  Construction  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 

Can.  Chicago  Bridge  &  Iron  Co. 

Canadian  DesMoines  Steel  Co. 

DesMoines  Steel  Co. 

Hamilton  Bridge  Works  Co. 

McGregor  &  Mclntyre 

McKinnon  Steel  Company 

Manitoba  Bridge  &  Iron  Works 

Maritime  Bridge  Company 

Sarnia  Bridge  Company 
Buckets 

Canadian  Link-Belt  Co. 

Canadian    Mead-Morrison  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Manitoba  Bridge  &  Iron  Works 

Mansfield  Engineering  Co. 

Morris  Crane  &  Hoist  Co..  Her- 
bert. 


Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 

Mansfield  Engineering  Co. 

Buckets — Steel 

Brown  Hoisting  Machinery  Co. 
Canadian  Link-Belt  Co. 
Mansfield  .Engineering  Co. 
McKinnon  Steel  Company 
Marsh  Engineering  Works,  Ltd. 

Building  Materials 
Britncll  Limited 
Robertson  Co.,  H.  H. 
■Sand  &  Supplies 
Trussed  Concrete  Steel  Co..  Ltd. 

Building  (Steel) 

Standard  Steel  Construction  Co. 
Vitrified  Clay  Products 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cars — Steel  Body 

Marsh  Engineering  Works,  Ltd. 

Mackinnon  Steel  Co. 
'    Williams  Machinery  Co.,  A.  R. 
Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb  Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 

Cement 

Britnell  &  Company 
Canada  Cement  Company 

Cement  Hardener 
Beveridge  Paper  Co. 

Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 

Cement  Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Ideal  Concrete  Machinery  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Spielman  Agencies  Regd. 

Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian   Ingersoll-Rand  Co. 

Dayton  Dowd  Company 

National  Equipment  Company 
Chains 

Canadian  Link-Belt  Co. 

McKinnon  Columbus  Chain  Co. 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 

Chimneys 

Booker  &  McKechnie 

Vitrified  Clay  Products 
Coal  Handling  Apparatus 

Canadian    Mead-Morrison  Co. 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 
Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co 
Concrete  Culvert  Pipe 

Concrete  Pipe  &  Products  Co. 

Dominion   Concrete  Company 


Concrete  Mixers  and  Appliances 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 
Concrete  Sewer  Pipe 

Dominion  Concrete  Company 

Vitrified  Clay  Pipe  Co. 
Conduits 

Conduits    Company,  Limited 

National    Conduit  Company 

Vitrified  Clay  Products 
Contractors 

Anglin-Norcross  Limited 

Archibald  &  Holmes 

Canadian  Engineering  &  Con- 
tracting Co. 

Cape  &  Company,  E.  G.  M. 

Gore,  Nasmith  &  Storrie 

Holmes  &  Co.,  Fred 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Miller  &  Son.  Roger 

Thomson  Bros. 

Wells  &  Gray 
Contractors'  Plant  &  Supplies 

Ball  Engine  Company 

Canadian  Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Brown     Hoisting     &  Machinery 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Link  Belt  Co. 

Dake  Engineering  Works,  Ltd. 

Gartshore,  John  J. 

Hamilton  Bridge  Works  Co. 

Hepburn  Ltd.,  John  T. 

Manitoba  Bridge  &  Iron  Works 

Marsh  Engineering  Works,  Ltd. 

S'essenwein  Bros. 
Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 
Conveying  Appliances 

Barber-Greene  Company 

Brown  Hoisting  Machinery  Co. 

Mansfield  Engineering  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Canadian  Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Maritime  Bridge  Company 

Morris  Crane  &  Hoist  Co.,  Her- 
bert. 

Northern    Crane  Works 
Creosote  Oils 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ineersoll-Rand  Co 

Hopkins  &  Co.,  Ltd.,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Beveridge  Paper  Co. 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil   Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Doors 

Pannill  Door  Company 
Derricks  and  Derrick  Fittings 

Canadian  Mead-Morrison  Co. 

Hepburn  Ltd.,  John  T. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Maritime  Bridge  Company 

Marsh   Engineering  Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Diamonds 

Joyce-Kocbel  Company 
Diamond   Saw  Teeth 

Joyce-Koebel  Company 


Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Canadian  Mead-Morrison  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Lid. 
Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Co.,  Ltd.,  F.  II 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Gartshore,  John  J. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 
Dump  Wagons 

Seagrave,  Lougheed  Co. 

Swedish  Crucible  Steel  Co. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 
Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario  Wind   Engine   &  Pump 
Company 
Electrical  Specialties 

Spielman  Agencies  Regd. 
Electrical  Supplies 

Canadian  General  Electric  Co. 
Elevator  Doors 

Ormsby  Company,  A.  B. 
Elevators 

Canadian  Link-Belt  Co. 

Northern   Crane  Works 

Turnbull  Elevator  Company 
Enameled  Brick 

American  Enameled  Brick  & 
Tile  Company 
Engines 

Canadian   Allis-Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co. 

Hopkins^  &  Co.,  Ltd.,  F.  H. 

Inglis  Company,  John 

Robb  Engineering  Works 

Waterous  Engine  Works  Co. 
Engines — Swinging 

Canadian  Mead-Morrison  Co. 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthington,  W.  R. 

Excavators 

Ball  Engine  Company 
Canadian  Mead-Morrison  Co. 
Engineering  &  Machine  Wks.  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Mansfield  Engineering  Co. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co. 
Fire  Brick  (Plastic) 
Beveridge   Paper  Co. 

Fireproof  Doors  and  Windows 
Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Roberson-Oleson  Limied 

Fire  Escapes 

Canadian  Welding  Works 
Dennis  Wire  &  Iron  Works  Co. 
McGregor   &  Mclntyre 

Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 

(Continued  on  ->»gt  8) 
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TRENCH   MACHINE.     (26  ft.  dipper 

stick)  Digging  from  200  to  300  cu.  yards 
a  day  in  16  foot  trench  cut.  One  of  two 
Eries  owned  by  Miller  Bros.,  Youngstown, 

Ohio. 


—  J  J  inn  tons  of  coal 
ing  more  than  400  tons  ^ 

•Erie- 


RAILROAD  DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of  work  shown 
by  these  photos  can  be  handled*  by 
every  Type-B  ERIE  Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  ERIE 
Steam  Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 

We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

Builders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


HIGH  LIFT  Erie  Shovel 
.oading  on  a  14  ft.  bank.  One  of 
three  Eries  owned  by  The  Cable 
,  Canton,  Ohio. 


ERIE 


Revolving 
,  Shovels 


LOADING  MIXER,  when  the 
harvest  season  took  all  tne  labor.  Re- 
placed a  mixercrew  of  18men,  loading 
into  a  wood  hopper.  One  of  the  two 
Eries  owned  by  Hanlon  &  Okes, 
Minneapolis. 


)RIVING  equipmentf' 
breaking  up  concrete  so  that  the 
pieces  will  go  into  dump  wagon; 
When  the  shovel  tore  up  the  concrete 
without  breaking,  the  pieces  were  too 
large  One  of  two  Eries  owned  by 
Lennane  Bros.,  Detroit. 


QUARRY  WORK  is 
what  makes  the  strong- 
est boosters  for  the 
Erie,  because  she  is 
built  to  stand  rock 
digging.  "Stronger 
construction  at  every 
point  of  wear  and 
strain."  Just  ask  the 
owners  of  this  Erie- 
Tarbox  &  McCall, 
Findlay,  Ohio. 


STREET  GRADING. 
«15",tqU!Lr-bSuTyounever 

baUr°more  even  cutting,  for 
saW  more  eve  Erie's 

fpbe!dafecordGseon^anowcuts. 

RAILROAD  WORK,  loading 
yd.  cars.   "11,080  yds  in  one  month, 
ingle  shift,    in   heavy    rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgh. 
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Fittings 

Crane  Limited 
Flag  Poles 

MacKinnon  Steel  Company 

Ontario   Wind   Engine   &  Pump 
Company 

McGregor  &  Mclntyre 
Flooring  Materials 

Armstrong  Cork  Company 

Imperial  Oil  Company 

Sonneborn  Sons,  inc.,  L. 

Vitrified  Clay  Products 
Forges 

Canadian  Blower  and  Forge  Co. 

Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 

Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
London  Concrete  Machinery  Co. 
Ontario   Wind   Engine   &  Pump 

Company 
Osborn  Canada  Ltd.,  Samuel 

Generators 

Canadian  General  Electric  Co. 

Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown    Hoisting    at  Machinery 
Company 

Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 


l!. mini;  Contractors 
Augstrom  &  Verochio 

Heating  Apparatus 

Dunham  Company,  C.  A. 
Canadian  Blower  and  Forge  Co. 
Montreal  Machine  Shop,  Ltd. 

Heat  Insulating  Materials 
Armstrong   Cork  Company 

Heating  Systems  (Steam  Traps) 
Dunham  Company,  C.  A. 

Hoists,  Electric 

Canadian  Link-Belt  Co. 
Northern  Crane  Works 

Hoisting  Apparatus 

Brown  Hoisting  Machinery  Co. 
Canadian  Mead-Morrison  Co. 
Herbert  Morris  Crane  &  Hoist 

Company 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams  Machinery   Co.,   A.  R. 

Hoisting  Engines 

Canadian    Allis-Chambers  Ltd. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Goodyear  Tire  &  Rubber  Co. 

Hydrants 
Canada  Iron  Foundries 
Kerr   Engine  Company 
Gartshore-Thompson  Pipe  Co. 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
McKinnon  Steel  Company 


Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Company 
Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 

Spielman  Agencies  Regd. 

Standard  Underground  Cable  Co 
of  Canada  Limited 
Insulating  Bricks 

Armstrong  Cork  Company 
Jib  Cranes  (all  kinds) 

Hamilton   Bridge  Works  Co. 

Northern   Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 

Hamilton  Bridge  Works  Co. 
Kilns 

Canadian  Blower  and  Forge  Co. 

McKinnon  Steel  Company 
Lead  Pencils 

American  Lead  Pencil  Company 
"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown    Hoisting    &  Machinery 
Company 

Canadian  Link-Belt  Co. 
Lumber 

B.    C.    Lumber  Commissioner 
Machinery  Insulation 

Armstrong  Cork  Company 
Malleable  Castings 

Pratt  &  Letchworth  Co. 

Metal  Lath 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Trussed  Concrete  Co.,  Ltd. 


Mill  Supply  Department 

Beveridge   Paper  Co. 

Motors 

Canadian  General  Electric  Co. 
Motor  Trucks 

Tiffin   Wagon  Company 

Ford  Motor  Company 
Nozzles 

Spray  Engineering  Co. 
Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 

Hamilton  Bridge  Works  Co. 

Imperial  Oil  Company,  Ltd! 

McKinnon  Steel  Company 

Maritime  Bridge  Company 
Ornamental  Iron 

Canadian  Welding  Works 

Dennis  Wire  Iron  Works  Co. 
Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 
Packing 

Dunlop  Tire  &  Rubber  Goods  Co 

Paint  (Heated  Surfaces) 
Ric-Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Co.,  Ltd.,  F.  "H. 

Spielman  Agencies  Regd. 
Paints  (Bridge  and  Structural  Iron 

and  Pipe  Coating) 

Barrett   Company,  Ltd. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Ontario  Rock  Company 

Sonneborn  Sons  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Paint  Spraying  Equipment 

Spray  Engineering  Co. 
Park  Sprinklers 

Spray   Engineering  Co. 
(Continued  on  page  10) 


Stop — Read — and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

j[  If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

ft  If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral— Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 

Marsh  Engineering  Works,  Limited,  E,,;lliJtcd  Belleville,  Ontario 


Salet  Agents :  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 


May  18,  I'J-'O 
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The  Fuel  for  Economical  Power 


Performance  records  are  a-vaii- 
ablt  thawing  the  dependability 
and  operating  economy  of  Giant 
Oil  Engines  under  service  condi- 
tions similar  to  yours. 


GiaM  Semi-  Diesel  Oil  Engines 
are  built  ix  capacities  from  12 
to  200  H.  P. ,  both  single  and 
duplex  types. 


OIL  is  readily  procurable  and  its 
cost  for  fuel  is  low.  And  low- 
cost  fuel  oils  are  utilized  most  success- 
fully by  Giant  Semi-Diesel  Oil  Engines 
— because: 

Giant  Oil  Engines  are  of  advanced, 
highly  standardized  design — simple  and 
rugged  in  construction.  They  have  no 
valves,  magnetos,  carburetors,  wiring 
or  other  complicated  devices  to  render 
dependability  uncertain. 

Sales  Representatives 

The  Holden  Company,  Limited 

354-356  St.  James  Street,  Montreal,  Canada 
Sales  and  Service  Branches:    TORONTO.  342  Adelaide  Street.  West    WINNIPEG,  150  Princess  Street    VANCOUVER,  8t  Pefldef  Stfeet 
Canadian  Factory:    Canadian  Pneumatic  Tool  Company,  Montreal 


Their  automatic  regulation  prevents 
waste  of  fuel  and  power,  and  largely 
eliminates  the  human  factor  in  engine 
operation. 

Power  costs  of  V2  to  34  cent  per 
horsepower  hour  are  common  amongst 
«« Giant"  users. 

Oil  as  your  standard  fuel  and  Giant 
Semi -Diesel  Oil  Engines  utilizing  it 
will  economize  power  in  your  plant. 
Write  for  bulletins. 


EN-26-H 


BOYER  PNEUMATIC  HAMMERS  -  LITTLE  GIANT  PNEUMATIC  AND  ELECTRIC  TOOLS 
CHICAGO  PNEUMATIC  AIR  COMPRESSORS  ••VACUUM  PUMPS  ••  PNEUMATIC  HOISTS, 
GIANT  OIL  AND  GAS  ENGINES  ^^?aB>>^.  ROCK  DRILLS  •  •  COAL  DRILLS 

  1 


GIANT 

Dependable  Power  at 


Less  Cost  Per  Hour 
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CLASSIFIED  INDEX  TO  ADVERTISEMENTS— Continued 


Paving  and  Paving  Materials 
Barrett  Company,  Limited 
Brodies  Limited 
Carey  Company,  Philip 
Dominion  Tar  &  Chemical  Co. 
Imperial   Oil   Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 
Warren    Bituminous   Paving  Co. 

Pipe   (Concrete,   Iron   ft  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thompson  Pipe  Co. 
National  Iron  Works 

Pipe  Covering  (Underground) 
Ric-Wil  Company 

Pencils  (Lead) 
American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb  Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 

Manitoba  Bridge  &  Iron  Works 

Waterous  Engine  Works  Co. 
Road  Material 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement  .  _ 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 
Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 
Vitrified  Clay  Products 

Rubber  Goods 

Barrett  Company,  Limited 

Road  Oil 
Imperial  Oil  Company,  Ltd. 

Pneumatic  Machinery 

Canadian  Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 

Goldie  &  McCulloch  Co. 

Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Cook,  A.  D. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Inglis  Company,  John 

Ontario  Wind   Engine  &  Pump 
Company 

Waterous  Engine  Works  Co. 
Quarry  Machinery 

Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Rails 

Sessenwein  Bros. 


Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  T. 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Steel  Company  of  Canada 

Reinforcements,  Concrete  and  Stee! 

Haines  &  David  Ltd. 
Canadian  Siegwart  Beam  Co. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Trussed  Concrete  Steel  Co.,  Ltd 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Drags 

Sarnia  Bridge  Company 

Road  Materials 

Warren  Bituminous  Paving  Co. 
Road  Scraper  Knives 

Shunk  Plow  Company 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Beveridge  Paper  Co. 

Saw  Teeth 

Joyce-Koebel  Co. 

Screens 

Canada  Wire  &  Iron  Goods  Co 

Sewer  Pipe 

Britnell  &  Company 

Canada  Iron  Foundries 

Gartshore  Thompson  Pipe  Co. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

National  Iron  Works 

Vitrified  Clay  Products 
Sheathing 

Barrett   Company,  Limited 

Shingles  (Asbestos) 

Barrett  Company 

Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 

Shovels  (Steam) 

Ball  Engine  Company 
Canadian  General  Electric  Co. 

Canadian  Mead-Morrison  Co. 
Hopkins  &  Co.,  Lta.,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 
McGregor  &  Mylntyre 

Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 

Silo  Moulds 

London  Concrete  Machinery  Co. 

Skylights 

Roberton-Olsen  Limited 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 

Can.  Chicago  Bridge  &  Iron  Co. 

Canadian  DesMoines  Steel  Co. 

Canadian  General  Electric  Co. 

DesMoines  Bridge  &  Iron  Co. 

Hamilton  Bridge  Works  Co. 

Hamilton  Company,  Wm. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 

McGregor  &  Mclntyre 

Standard  Steel  Construction  Co. 

Robb  Engineering  Works 

Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 
Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Turnbull  &  Co.,  Harvard 


Steel 

Burlington  Steel  Company 

Frost  Steel  &  Wire  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
McKinnon  Steel  Company 

Nova  Scotia  Steel  &  Coal  Co. 
Toronto  Steel  Construction  Co. 
Trussed  Concrete  Steel  Co.,  Ltd 


Steel  Bars 

Burlington   Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Steel  Lath 

Gait  Art  Metal  Company 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 

Steel  Plate  Construction 

Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering  Works,  Ltd. 
Standard  Steel  Construction  Co. 
Waterous  Engine  Works,  Co. 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel  &  Radiation,  Limited 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Street  Oilers 

Seagrave,  Lougheed  Co. 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  bridge  &  Iron  Co 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Wortts 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 

Iron  Works 
Standard  Steel  Construction  Co 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pines 

Can.  Chicago  Bridge  &  I&ron  Co 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Tnerrsoll-Rand  Co 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Tron  Works 
Marsh  Engineering  Works,  Ltd 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Enuimnent  Company 
Ontario  Wind   Engine   &  Pump 

Company 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 
Tar 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 

Tile  Moulds 

London  Concrete  Machinery  tso. 


Towers 

Can.  Chicago  Bridge  &  Iron  Co. 
Hamilton   Bridge  Works  Co 

Standard  Steel  Construction '  Co. 

Trailers 

Seagrave,  Lougheed  Co. 

Transformers 

Canadian  General  Eelectric  Co. 

Trap  Rock 

Ontario   Rock   Company  • 

Turnbuckles 

Dominion  Wire  Rope  Company 
Valves 

Canada  Iron  Foundries 

Crane  Limited 

Gartshore-Thompson  Pipe  Co 
McAvity  &  Sons,  Ltd. 
Turnbull  &  Co.,  Harvard 

Ventilators 
Robertson  Co.,  H.  H. 

Ventilating    ft    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 

Varnishes — Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 

Wall  Ties 

Ca«,ad,ial^  Self  L°cking  Concrete 

Wall  Company 
Gait  Art  Metal  Company 

Wallboard   (Asbestos,  Linabestos) 

Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Beveridge  Paper  Co. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 

Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 

Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 

Welding  Engineers 

Canadian  Welding  Works 

Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind  Engine  &  Pump 

Company 

Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
Johnson  &  Sons,  C.  H. 

Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 

Wood  Pipe 

Canadian  Pipe  Company 
Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver  Wood   Pipe  &  Tank 
Company 

Wood  Preservatives 
Beveridge  Paper  Co. 

Wood  Tanks 

Pacific  Coast   Pipe  Company 
Vancouver  Wood  Pipe  and  Tani 

Company 
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You  Can  Trust  British  Products 

Made  Griffiths  Bros.  &  Co.,  London,  England, 
Manufacturers  to  the  Admiralty,   War  Office,  etc. 

§\\\  iiiiiiiiiiiniiiiiiiiimiiiiiiiiiiiiiiiw 

IPUDLO 

MAKES  CEMENT  WATERPROOF 

A  very  small  proportion  (l%-5%,  according 
E  to  the  nature  of  the  work)  added  to  the  Ce- 
|  ment,  absolutely  prevents  damp  or  water 
H  penetrating  concrete;  stops  all  leakages;  and 
|§     is  absolutely  dependable. 

IlllllllllllilllllllllllllillllllH 

Stocked  by  Write  for  Booklets 

Spielman  Agencies,  (Regd.) 

45  Alexander  St.,  Montreal 


DUNDAS  STONE 


Crushed  Stone 

Dundas  Crushed  Stone  has  the  big  advantage  of  being  a  tried 
and  proven  material.    In  miles  of  roadway  throughout  the  province 
Dundas  Stone  is  making  good.    We  can  give  you  much  valuable  ' 
information  in  this  connection,  if  you  are  interested  in  good  roads. 

Write  to-day 

Canada  Crushed  Stone  Corporation,  Limited 

DUNDAS,  -  ONTARIO 


FERRODOO  I 

PAINT  ^  i 

AFFORDS  PERFECT  PROTECTIOV 

An    elastic,    rustproof    paint,    superior    to  ( 

graphite  or  red  lead.    Defies  all  climatic  con-  j| 

ditions.    Impervious  to  acids,  salt  spray,  fac-  j 

tory   fumes,  etc.     Affords   perfect   protection  §§ 

for  metals,  wood,  concrete  and  all  structures.  || 


Toronto  Office:  Room  409  McKinnon  Bldg.,  Toronto 

Phone  Adelaide  5784 


1:2 
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ROCK  CRUSHING 
EQUIPMENT 


Shop  view  of  a  large  "CIRCO"  Jaw  Crusher  built  for  Asbestos  Mine  service. 


Nowadays  careful  consideration  pays;  never  has  the  question  of  repairs,  shut  downs  and 
unnecessary  delays  been  of  more  importance.  In  your  efforts  to  increase  efficiency  and 
guard  against  interruptions  bear  in  mind  that  perhaps  no  part  of  your  plant  is  subject 
to  harder  wear  and  tear  than  your  crushing  equipment. 

"CIRCO"  Jaw  Crushers  are  designed  to  crush  as  much  rock  as  possible  with  a  minimum 
amount  of  mechanical  power  and  are  built  of  carefully  selected  materials  which  experi- 
ence has  shown  will  guarantee  as  nearly  as  possible  freedom  from  breakdowns  and 
a  long  and  useful  life  at  low  upkeep  cost. 

A  Few  Features  of  "CIRCO"  Jaw  Crushers 

The  solid  one  piece  frame  and  the  swing  jaw  are  cast  of  semi-steel  mixture  of  high  tensile  strength. 
Pitman  and  toggle  bearings  are  made  of  the  best  open  hearth  steel.  Pitman  shaft  is  a  steel  forg- 
ing, the  pitman  is  equipped  with  large  grease  pockets  and  is  provided  with  exceptionally  large 
bearings  lined  with  a  special  bearing  metal.  Toggles  plates  are  of  hard  chilled  cast  iron  and  the 
swing  jaw  and  check  plates  are  made  of  this  material  or  manganese  castings  as  desired. 

Write  our  nearest  branch  for  specifications  and  other  information 


CANADIAN  INGERSOLL-RAND  CO.,  LIMITED 

Sydney,  N.  S.  Sherbrooke,  Que.  Montreal,  Que.  Toronto,  Ont. 
Cobalt,  Ont.    Winnipeg,  Man.     Nelson,  B.  C.     Vancouver,  B.  C. 


May  12,  1920 
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GENERAL       VIEW     OF      NOTRE     DAME  WORKS 
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Concrete  Reinforcement 


OF  EVERY  DESCRIPTION 


rBn<g 

H 


si 


round  n  a  r>  c 

SQUARE  K  A  K.l 

SQUARE  TWISTED    "  *  *  M.*>KS 


CUT  AND  BENT 

READY  FOR 

PLACING 


Competent  Engineers  at  your  Service 

EXPANDED  METAL 

All  sizes  and  sections  in  stock 

BAINES  &  DAVID,  LIMITED 

AND  STEEL  MERCHA 

TORONTO 


Office  and  Warehouse 

98-116  ESPLANADE 


IRON  AND  STEEL  MERCHANTS 

Yards: 

EASTERN  HARBOR  TERMINAL 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 

Montreal  Office— Phone  Westmount  6800  Toronto  Office— 20  Victoria  Street 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation   82 

American  Enameled  Brick  and  Tile 

Company   64 

American  Lead  Pencil  Company  . . 

American  Well  Works   75 

Anglin-Norcross   Limited   89 

Angstrom  &  Vcrochio  •.  .  79 

Archibald  &  Holmes  

Armstrong  Cork  Company  ......  72 

Asphalt  Association,  The  

Ault  &  Wiborg  Co   74 

Baines  &  David   15 

Ball  Engine  Company   7 

Barber  Asphalt  Paving  Co  

Barber-Greene  Co  

Barber,  Frank   88 

Barrett  Company   65 

Beveridge  Paper  Co   84 

B.  C.  Lumber  Commissioner   ....  81 

Boake  Mfg.  Company   70 

Bolender  Bros  

Booker  &  McKechnic   75 

Boving   Hydraulic    &  Engineering 

Company   83 

Brantford  Roofing  Company   ..  .. 

Britnell  Company,  Limited   27 

Brown   Hoisting  Machinery   Co.    .  .  22 

Burlington  Steel  Company   63 

Cam-Fish  Company  

Canada  Cement  Company   24 

Canada  Crushed  Stone  Corporation  1L 

Canada  Iron  Foundries,  Limited   .  .  78 

Canada  Wire  &  Cable  Co   85 

Canada  Wire  &  Iron  Goods  Co.  .  .  83 

Canadian  Allis-Chalmers   20 

Canadian  Blower  and  Forge  Co.  .  .  84 
Canadian  Chicago  Bridge  and  Iron 

Company   83 

Canadian  Des  Moines  Steel  Co.   .  .  74 
Canadian   Engineering   &  Contract- 
ing Company  

Canadian  Equipment  Co   5 

Canadian  Ingersoll-Rand  Co   12 

Canadian    Inspection    and  Testing 

Laboratories   88 

Canadian  Johns-Manville  

Canadian  Link-Belt  Co   2 

Canadian  Mead-Morrison  Co   69 

Canadian  Metal  Window  Co   26 

Canadian  Pipe  Company,  Ltd  

Canadian    Producers    &  Exporters 

Directory   90 

Canadian     Self  -  Locking  Concrete 

Wall  Company   66 

Canadian  Siegwart  Beam  Co   68 

Canadian  Surety  Company   62 

Canadian  Welding  Works   64 

Cape  &  Company,  E.  G.  M   89 

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co.  . .  73 

Chipman  &  Power,  Ltd   88 

Conduits  Company,  Limited   74 

Consumers  Gas  Company  

Cook,  A.  D   84 

Concrete  Pipe  &  Products  Co   8S 

Crane  Limited   79 

Crushed  Stone,  Limited     87 

Dake  Engine  Company   75 

Dayton-Dowd  Company   70 

Dennis  Wire  and  Iron  Company  .  .  83 


Dept.  of  Public  Works  

Dominion  Concrete  Company   ....  64 
Dominion   Engineering  and  Inspec- 
tion  Company   88 

Dominion  Oxygen  Co  

Dominion  Paint  Works  

Dominion   Tar  &  Chemical  Co.  .  .  62-71 

Dominion  Wire  Rope  Co   92 

Dunham  Company,  C.  A  

Dunlop  Tire  &  Rubber  Goods  Co.  17 
Engineering    &    Machine  Works  of 
Canada,  Limited  

Ford  Motor  Company  

Foyle,  W.  &  G.   62 

Frost  Steel  &  Wire  Co  

Gait  Art  Metal  Company   86 

Gartshore,  John  J   72 

Gartshore-Thompson  Pipe  &  Foun- 
dry Company   66 

General  Supply  Company  

Gent  Company   88 

Goldic  &  McCulloch  Co  

Goodyear  Tire  &  Rubber  Co.  . .  .-. 
Gore,  Nasmith  &  Storrie   83 

Hamilton  Bridge  Works  Co  

Hamilton  Co.,  Wm  

Hepburn,  John  T  .'  86 

H olden  Company,  Limited  . .'  . .    ..  9 

Holmes  &  Sons,  Fred   88 

Hopkins  &  Company,  F.  H   92 

Hunt  &  Company,  Robert  W   89 

Hynes,  W.  J   68 

Ideal  Concrete  Machinery  Co  

Imperial  Oil  Limited  

Independent  Concrete  Pipe  Co.  ...  68 
Inglis  Company,  John   61 

Jaeger  Machine  Company   ....    . .  71 

James  &  Company,  E.  A   88 

Jamieson  Lime  Company   72 

Johnston  &  Sons,  C.  H   29 

Katie  Foundry  Company  

Kerr  Engine  Company,  Ltd   82 

Koebel  &  Company,  Joyce   75 

Lea,  R.  S.  &  W.  S.  . .  . .   88 

London  Concrete  Machinery  Co.  . .  3 
London  &  Lancashire  Guarantee  & 

Accident  Company   62 

MacKinnon  Steel  Co  

MacLean  Daily  Reports   62 

Mansfield  Engineering  Co   67 

Manitoba  Bridge  &  Iron  Company 

Maritime  Bridge  Works  Co   79 

Marsh  Engineering  Works   8 

McAllister  &  Taylor   88 

McAvity  &  Sons,  T  

McGovern,  T.  J   79 

McGregor  &  Mclntyre   79 

McKinnon  Columbus  Chain  Co.   .  .  83 

Metal  Shingle  &  Siding  Co  

Miller  &  Sons,  Roger  

Milton  Hersey  Company   88 

Ministry  of  Munitions   14 

Montreal  Crushed  Stone  Co   75 

Montreal  Machine  Shop   28 

Morris  Crane  &  Hoist  Co.,  Herbert  87 

Morine,  H.  A   62 

Morrison  &  Co.,  T.  A.  .   88 

Mussens  Limited   77 


Napancc  Iron  Works   70 

National  Conduit  Company   19 

National  Equipment  Co  

National  Iron  Corporation   1 

Neptune  Meter  Company   74 

Northern  Electric  Company   1« 

Northern  Crane  Works,  Ltd   74 

Nova  Scotia  Steel  and  Coal  Co.  . . 

Ormsby  Company,  Ltd.,  A.  B  

Ontario  Rock  Company   19 

Ontario  Wind  Engine  and  Pump  Co.  81 

Osborn  Canada  Ltd.,  Samuel  ....  4 

Owen  Bucket  Company   67 

Pacific  Coast  Pipe  Company   . .    . .  87 

Pannill  Door  Company   87 

Pratt  &  Letchworth   90 

Prest-O-Lite  Company  

Port  Credit  Brick  Co  

Portland  Cement  Association  . .  . .  25 
Reid  &  Brown  Structural  Steel  and 

Iron  Company   88 

RicwiL  Company  

Robb  F.  uginecring  Works   15 

Robertson  Co.,  H.  H  

Roberton-Olsen,  Ltd  

Sand  &  Supplies   87 

Sarnia  Bridge  Co   89 

Scully,  A.  A   69 

Scagrave-Loughead  Co   23 

Sessenwcin  Bros  

Shultz  Bros   87 

Shunk  Plow  Company   66 

Slater  &  Barnard  Company   80 

Sonneborn  Sons,  L.,  Inc.   91 

Spielman  Agencies   11 

Spray  Engineering  Company  

Stalford,  V.  K  „  .   . .  88 

Standard  Motor  Sales   29 

Standard  Steel  Construction  Co.   . .  69 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   79 

Steel  Company  of  Canada   13 

Steel  &  Radiation   89 

Sterling  Engine  Company   81 

St.  Maurice  Lumber  Company  ....  81 

Sturgeons   Limited   67 

Swedish  Crucible  Steel  Co   27 

Thompson  Bros   88 

Tiffin  Wagon  Company   21 

Toronto  Plate  Glass  Importing  Co. 

Toronto  Steel  Construction  Co.  . .  85 
Trades    &   Labor    Branch,  Dept.  of 

Public  Works  

Turnbull  &  Co.,  Harvard   21 

Turnbull  Elevator  Company  

United  Stares  Fidelity   &  Guaranty 

Company   62 

Vancouver   Wood    Pipe   and  Tank 

Company   87 

Vitrified  Clay  Pipe  Publicity  Bureau 

Warren  Bituminous  Paving  Co.  ...  23 

Wettlaufer  Bros   30 

Waterous  Engine  Works  Company  30 

White  Star  Mine  

Wells  &  Gray  

Wickes  Bros   68 

Williams  Machinery  Co.,  Ltd.,  A.  R.  85 

Wilson,  Alex   88 

Wood  Mosaic  Company   72 

Worthington,  W.  R   88 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.  Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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The  Right  Kind  of  Belting 
Will  Save  Power  for  You 


— and,  saving  Power,  save  you  money. 

That's  really  the  end  we're  all  striving  for. 

So  that  it  doesn't  matter  much  whether  or  not  we  pay  a  little 
more  in  the  beginning  as  long  as  we  are  assured  of  the  one  result 
in  the  end. 

That's  the  idea  we  had  in  mind  in  producing  "Gibraltar 
RedSpecial"  Belting. 

We  felt  you  would  be  willing  to  pay  a  fair  price  in  return 
for  "Extra"  value. 

We  made  this  Belt  irrespective  of  cost — made  it  so  good  that 
the  demand  became  great  enough  to  allow  us  to  set  a  price  not 
out  of  the  way  in  comparison  with  inferior  brands  and  the  prices 
asked  for  them. 

Set  a  price  that  would  net  you  a  real  saving  on  account  of 
the  long  life  and  satisfactory  service  this  Belt  will  render. 

"Gibraltar  RedSpecial"  is  a  cling-to-the-pulley  Belt.  That's 
one  of  its  improved  features.  It  has  to  do  with  that  tough,  wear- 
resisting,  friction  surface,  a  non-wearing  rubber  long-thread 
cotton  combination  that  will  resist  water  and  dampness  as  well. 

The  stretch  to  this  belt  is  of  so  little  consequence  that  users 
tell  us  they  haven't  had  to  "take  it  up"  in  several  years  of  oner- 
ous service. 

A  big  percentage  of  the  orders  going  through  the  factory  are 
repeats  from  those  who  have  tried  its  worth. 

You  are  welcome  to  the  experience  of  our  Belt  Service  De- 
partment. 

Remember  this:  "Gibraltar  RedSpecial"  is  covered  by  the 
broadest  guarantee  issued  by  any  manufacturer. 


Dunlop  Tire  &  Rubber  Goods  Co.,  Limited 

Head  Office  and  Factories:  TORONTO 

Branches  in  the  Leading  Cities 
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IPTUAR  of 

jTnP1oY^S3'?'00Perso.1,s 

..,-Kers  of  The  Nation's  Y  , 
97/- of  Canada's  Te^le. 

]led  Facilities  for  the  Mar1Uf- 


y 

out 


Alarm  Systems  m  use  thro^ 

0ev€n  strategically  placed  B^. 
render  intelligent  service  in  the  d^buZ 
^Electrical  and  Automotive  SupPUef 
?oWer  and  Light  Plants,  motors,  wiring 
devices,  storage  batteries  etc.,  ' 

Our  name  connected  with  anythin 
Electrical  is  your  sure  guarantee  o 
highest  quality 

NorthertiE/ecrrk  Company^ 

MONTREAL  LIMITED  REGINA     "  * 


TORONTO 
LONDON 
WINNIPEG 


A. 
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Trap  Rock— Best  Concrete  Aggregate 

Mr.  William  Barclay  Parsons,  Chief  Engineer,  New  York  Subways  ; 
the  42nd  Street  Tunnel;  Consulting  Engineer  to  the  Hudson 
Terminals,  etc.,  stated  in  brief  in  some  legal  proceedings  in 
regard  to  concrete  : — 

"  In  my  opinion,  the  standard  or  best  aggregate  for  concrete  construc- 
tion is  TRAP  ROCK.  The  advantage  that  Trap  Rock  has  over  all  other 
materials,  is  that  it  is  harder,  denser,  and  not  affected  by  chemical  action 
or  fire,  and  is  very  much  harder  to  resist  abrasion." 


ONTARIO  ROCK  COMPANY,  LIMITED 

PHONE   MAIN  6407 
410  CROWN  OFFICE  BLDG .,  TORONTO 


TRAP  ROCK  QUARRY 
PRENEVEAU.  ONT. 


Made  in  Canada 
Conduit 


St 

''erf 


Of 


Manufactured  by. 

National  Conduit  Co.,  Limited 

Toronto 
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To  Appreciate  the  full  convenience  of  Electricity,  it  is  essential 
to  have  plenty  of  suitable  outlets. 


Added  Convenience 

An  Electrical  installation  is  not 
complete,  or  even  adequate,  unless 
provision  is  made  for  connecting 
portables  such  as : 

Electric  Fans, 
Heating  Devices, 
Desk  or  Table  Lamps, 
Small  Motor  Driven 
Appliances,  Etc. 

Plenty  of  C.  G.  E.  Baseboard  and 
Wall  receptacles  are  necessary  for 
convenience,  and  prove  an  economy 
in  the  long  run. 


Canadian  General  Electric  Co.,  Limited 

Head  Office      •  TORONTO 

Branch  Offices:  Montreal,  Quebec,  Sherbrooke,  Halifax,  Sydney,  St.  John,  Ottawa,  Hamilton,  London,  Windsor, 
Cobalt,  South  Porcupine,  Winnipeg,  Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 

„■■- :r  - "  —.:   '  ~    "  - 

ii 
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May  we  offer  you  the  best  that  is  obtain- 
able in  concrete  machinery, 
hoisting  and  conveying  equip- 
ment ? 

Our  business  is  to  supply  the 
contractor  and  engineer  with 
the  most  suitable  equipment  for 
his  needs. 


THE  LONDON   CONCRETE  CART 


Harvard  Turnbull  &■  Co. 

EXCELSIOR  LIFE  BLDG.        TO  R  O  N  TO  PH0NE  MAIN  1706 

Agents  for:       Canadian  Mead-Morrison  Co.  London  Concrete  Machinery  Co. 

B.  J.  Coghlin  Company.  T.  McAvity  &  Sons. 

B.  Greening  Wire  Company.  Peck  Rolling  Mills. 


TIFFIN  Trucks  have  stood 
1  If  1  111  the  greatest  tests 


U  These  trucks  were  first  designed 
for  contractors'  haulage  and  for 
municipal  street  flusher  work — 
two  of  the  most  gruelling  fields. 
Tiffin  merit,  demonstrated  under 
the  most  abusive  conditions,  is 
the  strongest'  assurance  of  satis- 
factory service  in  every  other 
field. 

This  truck  is  now  built  with  any 
type  of  body  and  in  all  load  capa- 
cities.   Ask  for  catalog. 

The 

Tiffin  Wagon  Company 

Tiffin,  Ohio 

Represented  in 
Montreal  and  Toronto  by 
F.  H.  Hopkins  &  Company. 
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Saving  30  hours  and  16  men 
on  this  one  job 

The  job  consisted  of  unloading  sixteen  steel  un- 
dernames from  the  cars  and  mounting  them 
on  trucks.  The  frames  weighed  over  8  tons 
apiece  and  took  a  gang  of  30  men  2  hours  to 
handle  each  frame.  But  with  the  Brownhoist 
on  the  job,  14  men  handled  16  frames  in  1% 
hours. 

This  is  not  an  unusual  saving  of  time  and  money 
for  a  Brownhoist  locomotive  crane.  In  hun- 
dreds of  plants  and  on  many  kinds  of  work 
Brownhoists  are  doing  just  as  well.  Wherever 
there  are  bars,  rails,  castings,  forms,  coal  or 
ore  to  handle  they  will  effect  a  saving  in  time 
and  money.  And  this  saving  will  probably  be 
as  great  as  the  one  described  above. 

If  you  are  interested  in  handling  materials  of 
this  kind,  let  us  tell  you  how  and  at  what  cosi 
a  Brownhoist  will  do  the  work.  It  will  make 
an  interesting  comparison  with  your  present 
costs.  Catalog  K  shows  different  types  of 
Brownhoists  doing  many  kinds  of  work.  This 
book  will  be  of  value  to  you  if  you  handle  ma- 
terial. We  will  send  you  a  copy  promptly  for 
the  asking. 

The  Brown  Hoisting  Machinery  Company 

40  Year*  in  Crane  Business  Cleveland,   Ohio,  U.  S.  A. 

Engineers  and  Manufacturers  of  Heavy  Dock  Machinery, 
Bridge  Cranes,  etc.,  as  well  as  smaller  Cranes  and  Hoists 
Branch  Offices  in  New  York,  Pittsburgh, 
Chicago  and  San  Francisco 


May  12,  1920 


THE  CONTRACT  RECORD 


23 


A 

Good 

Prescription ! 

For  City  Engineers  and 
County  Road 
Supervisors 


Name    Mr.  Tax  Payer, 
Addre*.  Anywhere, 
Date  May  12,  1920 

Resurface  your 
old  Macadam 
roads  with 


W.B.P.  Co. 

R.D. 


The 

Warren  Bituminous 
Paving  Company 
of  Ontario,  Limited. 
McKinnon  Building, 
Toronto,  Ont. 


A  SIZE  FOR  EVERY  NEED 

NO  matter  whether 
you  require  a  light 
delivery  or  a  heavy 
duty  truck,  there  i  s  a 
Seagrave  -  Loughead  to 
serve  your  particular 
needs. 

The  enduring  strength  and 
minimum  upkeep  typify- 
ing each  model,  points  the 
way  to  more  efficient  con- 
tracting and  greater  earn- 
ings. 

Write  for  Prices. 


Seagrave^ 
Loughead 

Company,  Limited 

SARNIA,  ONT. 


"AS  STRONG  AS  A  LOCOMOTIVE." 
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THE  CONCRETE  BRIDGE 

for  the  Traffic  of 
Today  and  Tomorrow 


THOSE  qualities  of  Concrete  which  have  placed  it  so 
high  in  favor  as  a  road-building  and  structural  materi- 
al, must  lead  to  its  consideration  by  any  community 
that  has  a  bridge  to  build. 

There  is  its  admitted  strength  and  permanence,  whereby 
maintenance  expense  is  practically  eliminated  and  lowest 
ultimate  cost  obtained. 

There  is  its  adaptability  to  fit  varying  bridge  require- 
ments. 

There  arc  its  possibilities,  for  decorative  treatment — lim- 
ited only  by  the  skill  and  ingenuity  of  the  designer  and 
workman. 

There  is  the  advantage  it  has  over  other  types  of  con- 
struction, in  the  fact  that  most  of  the  materials  of  which 
Concrete  is  made  can  be  found  either  on  the  site  of  the  work 
or  near  by.  Under  competent  supervision,  local  labor  can 
be  used.  In  the  case  of  the  Bridge  here  illustrated,  the 
Cuelph  Prison  Farm  Bridge,  near  Guelph,  Ontario,  the  in- 
mates of  the  Farm  were  emploi'ed. 

Concrete  Construction  permits  quick  and  complete  real- 
ization of  any  community's  bridge  needs  or  desires.  And 
the  bridge  thus  built  is  built  for  all  time — an  important  link 
in  the  permanent  chain  of  communication  of  which  it  is  so 
vital  a  feature.  Our  highways  of  to-day  and  to-morrow  must 
have  no  weak  spots — in  other  words,  the  bridges,  as  well  as 
the  highways,  must  be  of  Concrete. 

Canada  Cement  Company  Limited 

Herald  Building  Montreal 
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CONCRETE  ROADS 
STREETS  and  ALLEYS 

53,000,000  Square  Yards 
Were    Placed  Under 

During  1919— 

Over  twice  that  of  any  previous  year. 
Every  state — your  state— contributed  to 
tnis  total.  Public  preference  is  expressed 
in  tnis  record.    .Watch  1920! 

Concrete  highways  defy  the  poundings 
of  traffic  year  in  and  year  out.  They 
won  t  blow  away  during  dry  weather, 
won  t  wash  away  in  wet  weather.  Let 
weather  and  season  change  —  the  road 
won  t  —  for  any  day,  any  season  is  just 
tke  same  to  a  concrete  road.  It  s  not 
what  they  cost  to  build  but  the  little 
they  cost  to  maintain  that  makes  con- 
crete pavements  economical. 

People  know  what  they  want  and  ask 
for  it — concrete — a  dollar  of  value  for 
every  dollar  that  they  are  so  generously 
investing  m  improved  highways. 

PORTLAND  CEMENT  ASSOCIATION 

Atlanta  Helena  Minneapolis  Seattle 

Chicago  Indianapolis  New  York  St.  Louis 

Dallas  Kansas  City  Parkersburg  Washington 

Denver  Los  Angeles  Pittsburgh  Portland,  Oreg. 

Des  Moines  Milwaukee  Salt  Lake  City  San  Francisco 
'  Detroit 
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A  Better  Steel  Sash 


A  Better  Service  for  you 


Canadian  Metal  Window  and  Steel  Products  Ltd. 

TORONTO,  CANADA 
(Formerly  Canadian  Metal  Window  Co.,  Ltd.) 

has  purchased  from  Steel  and  Radiation,  Ltd.,  all 
rights  to  the  manufacture  and  sale  in  Canada  of 


The  following  things  assure  better 
service  for  you: 


L  The  sash  making  equipment  of  Steel  &  Radiation,  Ltd., 
has  been  added  to  our  own  factory  equipment. 

2.  We  are  incorporating  into  Fenestra,  several  exclusive 
features  never  before  a  part  of  Fenestra  as  manufac- 
tured in  Canada. 

3.  Our  Toronto  warehouse  will  carry  stock  of  thirty  types 
and  sixty  sizes  for  prompt  shipment. 

4.  A  steady  supply  of  steel  is  assured  us  through  an  agree- 
ment with  Detroit  Steel  Products  Co.,  largest  manufac- 
turer of  steel  sash  in  the  United  States. 

Write  for  a  list  of  warehouse  sizes  kept  in  stock 

Canadian  Metal  Window  and  Steel  Products  Ltd. 

TORONTO,  CANADA 
160  River  St.  Phone  Main  4566. 
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An  Emergency  Rush  Order 


Sand 
Lime 
Cement 

and 

General 

Building 

Supplies 


Our  ample  supply  of  contractors'  material  and 
our  modern  facilities  for  the  quick  handling  of 
large  quantities,  enable  us  to  fill  your  rush 
orders  in  the  shortest  possible  time.  In  an 
emergency  our  service  organization  strains 
every  nerve  to  give  you  what  you  want  as 
quickly  as  possible.  In  your  everyday  wants 
this  same  organization  gives  you  reliable  and 
speedy  delivery. 

Day  Phoney  North  664~Night  Phone,  North  2107 


Britnell  &  Co.,  Limited 

C.  P.  R.  Crossing,  Yonge  Street,  North  Toronto 


Unless  special- 
ly requested  we 
do  not  supply 
driver's  cab 
with  equip- 
ment, but  will 
be  glad  to  fur- 
nish prices  up- 
on application. 


Olson  Dump  Body 

for 

Ford  Ton  Truck 

Made   in  two  sizes, 
Model  A  1  cubic  yard, 
and  Model  B  l]/2  cubic 
yards.     Mounted  on 
Olson  side 
springs  to  sup- 
port body  at  all 
points.  So  per- 
fectly balanced 
that  it  may  be 
dumped  with 
perfect  ease. 
For  sale  by  all 
Ford  dealers. 


ONE  PRICE 

$245 
F.O.B.  WINDSOR 


Manufactured 
under  Olson 
Patents  by 


The  Swedish  Crucible  Steel  Co. 

of  Canada,  Limited 

Branches  at :    MONTREAL,  QUE.,  285  Beaver  Hall  Hill  TORONTO,  ONT.,  614  Excelsior  Life  Bldg 


WINDSOR, 
Ontario, 
Canada 
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Economical  and  Efficient 


T5he 

Economic 
Heater 

was  so  named  because 
of  its  remarkable 
ability  to  reduce  the 
amount  of  fuel  con- 
sumption. At  the 
same  time  it  greatly 
increases  the  effici- 
ency of  the  entire 
heating  system. 

So  confident  are  we 
of  its  ability  to  prove 
entirely  satisfactory 
that  we  will  instal 
this  heater  and  if  it 
does  not  give  entire 
satisfaction  we  will 
take  it  out  and  stand 
all  expense. 


L 


Patented  : — 
Canadian 

No.  169288 
American 


EFFECTS 
A  GREAT 
SAVING 
IN  FUEL 
EXPENSES 

15he 

Economic 
Heater 


is  guaranteed  for  twenty 
years  against  leaks  from 
expansion  or  contraction. 

Demonstrations  Freely 
Given. 

Enquiries  Solicited. 


Manufactured  in  Canada  by 

The  Montreal 
Machine  Shop 


LIMITED 


481    Ontario   Street  East 

MONTREAL 


Sole  Agents  for  Ontario :- EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  TORONTO,  Ont. 
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ROOF  PIPE  STRAINERS 
WIRE  SCREENS  for  Sand  and  Gravel 
WIRE  WINDOW  GUARDS 


C.  H.  Johnson  &  Sons,  Ltd 

Wire  Works  :  St.  Henry,  Montreal 


Ja 


Ik 


SAVING   MONEY  FOR  CONTRACTORS 


Standard  Motor 
Trucks  have  remark- 
ably long  lives.  The 
first  Standard  built 
has  been  in  opera- 
tion over  ten  years. 
Day  after  day,  week 
after  week  and 
month  after  month, 
Standards  are  meet- 
ing unreasonable  re- 
quirements, and  stay 
Standard. 


Standard  5  ton — Equipped  with  Woods  Hoist  and  steel  body 


STANDARD  MOTOR  SALES 


STANDARD  UNITS 

CONTINENTAL  Motors 

SPICER  Universal  Joints 

GEMMER  Steering  Gears 

PERFECTION  Springs 

EISEMANN  Ignition 

LONG  Radiators 

TIM  KEN-DETROIT  Axles 
and  Bearings 

BROWN-LIPE  Clutch  and 
Transmission 

PHONE   JUNCTION  8305 


TORONTO,  ONT. 


All  the  name  implies' 
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Contractors : 


In  doing  your  concrete 
work  we  offer  a  few  sug- 
gestions which  will  bene- 
fit you 

Get  in  touch  with  WETTLAUFER  on  your  equipment. 
We  save  you  money  and  give  you  the  best  Concrete  Machinery. 
We  have  the  latest  improved  machines  for  saving  labor. 
Get  our  mixers  on  your  job,  they  mix  lime,  mortar,  plaster, 
as  well  as  concrete,  and  with  our  Hoist  Attachment  they 
mix  your  mortar  and  concrete  and  hoist  at  the  same  time 


Over 
5,000 


Made  in  Canada 


Write  for  our 
Special  Offers 


Famous  Heart  Shape  Mixer 


Concrete  Machinery 

Crushers,  Rolls,  Brick,  Block, 
Tile,    Sewer    Pipe  Machines, 
Screens,  etc.    Contractors'  and 
Builders'  Equipment. 


We  make  a  specialty  of  supply- 
ing complete  plants  for  the 
manufacture  of  Brick,  Block, 
Drain  Tile,  Sewer  Pipe,  Cement 
Products,  etc. 


Famous  No.  0  Power  Mixer 


WETTLAUFER  BROS.Ltd.,178SpadiDaAve.,Toronto,Ont. 


Mo    6   Brick  Machine 


Road  Rollers  &  Pressure  Scarifiers 


Wat 

W   W  BRANT] 


BRANTFORD.  ONTARIO, CANADA 


A  Waterous  Roller  with  steam  pressure 
scarifier  attached  makes  the  most  econom- 
ical and  efficient  road  making  machine  that 

can  be  purchased. 

The  Waterous  double  cylinder  roller  has 
been  manufactured  in  Canada  for  over  20 
years  and  has  long  been  acknowledged  as 
the  standard  roller  for  Canadian  roads  hav- 
ing built  more  miles  of  Canada's  good  roads 
than  all  other  makes  combined. 

The  steam  pressure  scarifiers  which  are 
being  manufactured  by  us  under  patent 
rights  in  Canada  are  so  efficient  and  econ- 
omical of  operation  that  no  roller  is  com- 
plete without  it. 

A  few  of  its  advantages  are: 
Always  with  the  roller  when  needed. 
One  man  operates  both  roller  and  scari- 
fier. 

Scarifies  approximately  6  ft.  width  at 
regular  working  speed  of  roller. 

Piston  leak  proof,  therefore  no  wastage 
of  steam. 

Depth  and  width  of  cut  varies  to  suit 
work  in  hand. 

Raises  automatically  in  striking  hidden 
obstacles. 

Held  up  out  of  way  when  not  in  use. 
Write  for  Literature  and  Prices. 
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J                    A     I KTAausHco  rsso     —  ^  n(  ;w  buildings  being-  erected  for  the  University  of 

M   . .          A Q         |      L^O^^iHl  um^rl  Toronto.    All  Canadians  know,  by  reputation  at  least, 

■  |\j          I  /  |  V^l                     fllii  tlle  Dcaut-V  attributed  to  that  institution's  main  build- 

^  V  ^/  I    ,1-1^*^*^       B  ^^^^w'^^l   \§  'n§  :u!'1  those         others  that  are  fitting  companions 

^^^^                                                     m  on  Varsity's  campus.    But  there  are  some  that  unfor- 

F*|-j /\iTip^i|»jri  A    O pY|  f*\d"  tunately  fail  to  maintain  the  same  standard  of  excel- 

V  L^liyillV^l  111^    IWYl^Tf  lence    Mediocre  design  has  made  them  unbeautiful  if 

  not  eyesores.   The  latest  is  the  addition  to  the  Faculty 

A  National  Journal  for  the  Construction  Interests  of  Canada,  0f  Applied  Science.,  on  which  is  again  displayed  an  utter 

reaching  Architects,  Engineers,  Contractors,  lack  of  concord  with  the  general  nature  of  the  surround- 

Municipal  Officials,  etc.    ings.    The  University  of  Toronto  is  a  public  institu- 

Published  EaclT Wednesday  by  tion  supported  by  the  people  and  there  is  no  excuse  for 

T \/i TTl^r*  stinting  the  appropriations  to  such  a  degree  that  it  is 

HUGH  G.  MACLEAN,  LIM1  ItLU  not  housed  in  a  manner  that  befits  its  importance.  It 

THOMAS  S.  YOUNG,  Managing  Director  js  a  potent  factor  in  the  development  of  our  country  and 

HEAD  OFFICE  -  347  Adelaide  Street  West,  TORONTO  as  snc]1  jt  deserves  the  best  that  our  government  can 

 Telephone  A.  2.QQ  ^   gjve  jt     ^s  jt  grows  jt  should  be  allowed  to  develop 

~        MONTREAL    -       119  Board  of  Trade  Bldg.  '»  keeping  with  the  excellent  foundations  that  were 

£?Zm\    WINNIPEG     -     -     -    Electric  Ry.  Chambers  laid  years  ago  and  one  way  in  which  it  can  so  grow 

M        VANCOUVER     -                   Winch  Building  js  by  triC  correlation  of  the  general  design  of  its  build- 

.           *   NEW  YORK     -----     309  Broadway  mSs- 

1£T  7,5?    CHICAGO     -     -     -    1413  Gt.  Northern  Bldg.  

-as     london,  eng.   -   -  16  Regent  Street  s.w.  Proposed  Tax  on  Unlicensed  Insurance 

subscription  rates  Would  Eliminate  Needed  Competition 

Canada  and  Great  Britain,  $2.00.    U.  S.  and  Foreign,  $3.00.      ^  ,  

Single  copies  10  cents.  __,,ir                ,  ,     •  ,  ,.        ,  ,• 
 _   _   r  ■  ^  H  h  proposed  legislation  at  Ottawa  to  tax  unh- 

Authorized  by  the   Postmaster   General   for   Canada,  for  transmission  I           censed    insurance    Companies    is    Causing  Vari- 

as  second  class  matter.  ■           .                       .        .                  r  0 

Entered  as  second  class  matter  July  ISth.  1914.  at  the  Postoffice  ai  _M          IOUS  Organizations  and  large  bllSllieSS  fimiS  to 

Ruffalo    N  Y.  under  the  Act  of  Congress  of  March  3.  1879.  r..      TT  t-^, 

isunaio.         unaer    e               K  ^  enter  vigorous  protest  with  Sir  Henry  Dray- 

Vol.  35                       May  12,  1920                         No.  19  ton,    Minister    of    Finance.      It  has    been  pointed 

  ~  out    that    the    imposition    of    a    discriminatory  tax 

Principal  Contents                    Page  of  15  per  cent,    on  premiums  of  insurance  written 

Editorial                                                                 42"»  by    unlicensed    companies,    would    cause    an  al- 

B  C's  Experience  with  Concrete  Roads                         428  most   complete    elimination    of    such    insurance  and 

Baiting  Labor  Away  from  Other  Contractors                   431  would,  at  the  same  time,  yield  the  federal  authorities 

Sherbrooke  Sewer  Cheaper  to  Build  in  Winter  than  in  "o  appreciable  amount  of  revenue.    If  competition  is 

Summer    432  rne  nre  °f  trade — and  it  undoubtedly  is — many  in- 
Warning  Against  Too  General  Employment  of  Con-  terests  feel  that  the  mutual  companies  should  have 

crete  for  Housing  Purposes                                    -t33  no  such  handicap  placed  in  their  pathway  as  is  mooted. 

Prominent  Engineers  Honored  by  E.  I.  C                        435  It  is  stated  that  about  80  per  cent,  of  the  total  in- 

.Misconceptions  on  Transportation  Matters                      437  surance  on  property  in  Canada  is  already  controlled 

Hints  for  the  Contractor                                            444  Dy  licensed  companies,  thus  practically  constituting  a 

Mainly  Constructional                                                   445  monopoly,  and  that  a  tax  on  unlicensed  companies 

would  virtually  put  them  out  of  business  in  allowing 

University  of  Toronto  Buildings  Show  Lack  the  licensed  organizations  to  have  full  swing.  This 

f  prnfor  Plannina  would,  it  is  contended,  result  to  the  disadvantage  of 

  J   *   the  country  as  a  whole. 

The  Canadian  Manufacturers'  Association  recently 

IT  is  with  a  large  measure  of  pride  that  we  can  point  ]ajrj  certain  facts  before  the  Minister  of  Finance.  That 
to  most  of  our  public  buildings  and  institutions.  b0fjy  submitted  that  the  value  of  the  competition  from 
We  are  justly  boastful  of  their  architectural  beauty  unlicensed  companies  could  scarcely  be  exaggerated, 
which  stands  as  a  tribute  to  the  ability  and  re-  It  had  not  only  been  responsible  for  a  maintenance  of 
sourcefulness  of,  in  most  cases,  Canadian  architects,  reasonable  rates  but  had  been  an  important  factor  in 
But  anomalies  there  are— architectural  atrocities  which  the  reduction  of  Canada's  appalling  fire  waste.  The 
offend  the  eye  and  that  sense  of  the  fitting  and  becom-  attitude  of  the  C.M.A.  was  summed  up  in  the  declar- 
ing. It  is  amazing  with  what  apparent  disregard  of  ation  that  insurance  is  not  a  proper  subject  for  tax- 
true  architectural  principles  some  designers  have  lab-  ation  and  that  it  is  not  in  any  sense  a  commodity.  Tt 
ored  and  with  what  lack  of  good  taste  their  ideas  have  was  pointed  out  that  an  insurance  policy  is  a  contract 
been  formulated.  We  can  see  too  many  instances  of  under  which  the  insurer  agrees  to  pay  a  financial  in- 
such  in  any  of  our  large  cities — buildings  entirely  tin-  demnity  in  the  event  of  certain  conditions  arising,  and, 
suited  for  their  purpose,  out  of  all  accord  with  sur-  therefore,  the  taxes  paid  by  licensed  insurance  com- 
roundings  or  grotescpie  in  their  own  architecture.  Far  panies  cannot  be  considered  as  a  levy  on  insurance, 
too  frequently  architects  have  failed  to  correlate  the  Such  assessments  are  very  properly  imposed  for  the 
buildings  they  design  with  those  in  their  neighbor-  privilege  of  carrying  on  a  profitable  business  and 
hood,  with  the  result  that  we  have  thrust  upon  U3  hamper  the  insurance  companies  to  no  greater  extent 
h'deous  eyesores  that  even  the  effect  of  time  can  hard-  than  the  taxes  paid  by  other  firms, 
ly  blot  out.  The  Association  also  sets  forth  another  feature, 
Such  an  instance  is  flagrantly  in  evidence  in  some  of  which  should  not  be  lost  sight  of,  viz.,  that,  while 
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the  transaction  of  insurance  witli  unlicensed  compan- 
ies involves  sending  considerable  sums  of  money  out 
of  Canada,  it  also  involves  the  sending  of  no  small 
amounts  into  Canada  through  the  payment  of  losses. 
The  manufacturers  believe  that  the  harm  done  to  the 
community  as  a  whole  through  the  imposition  of  a 
tax  on  persons  taking  advantage  of  the  existing  com- 
petition, would  much  more  than  offset  the  compara- 
tively trifling  revenue  to  the  Dominion  which  such 
a  tax  would  produce. 


U.  S.  Engineering  Societies  Plan  Powerful 
National  Organization 

THE  Joint  Conference  Committee  of  the  Ameri- 
can Society  of  Civil  Engineers,  American  Insti- 
tute of  Mining  and  Metallurgical  Engineers, 
American  Society  of  Mechanical  Engineers  and 
American  Institute  of  Electrical  Engineers,  has  is- 
sued a  call  to  the  engineering  organizations  of  the 
United  States  for  an  organizing  conference  to  be  held 
at  Washington,  D.  C,  on  June  3rd  and  4th,  1920.  This 
action  is  taken  pursuant  to  the  following  resolution 
unanimously  passed  January  23rd,  1920,  at  a  joint 
meeting  of  the  governing  boards  of  the  above  named 
societies  and  of  the  American  Society  for  Testing  Ma- 
terials, which  constitute  the  member-societies  of  En- 
gineering Council,  also  of  the  trustees  of  United  En- 
gineering Society  and  members  of  Engineering  Coun- 
cil: 

"Whereas,  this  conference  of  national  engineering 
societies  has  considered  the  recommendations  of  the 
Joint  Conference  Committee  of  the  Four  Founder  So- 
cieties, therefore,  be  it 

"Resolved,  that  the  conference  adopts  in  principle 
that  report  and  requests  the  Joint  Conference  Com- 
mittee to  call,  without  delay,  a  conference  of  represen- 
tatives of  national,  local  state  and  regional  engineer- 
ing organizations  to  bring  into  existence  the  compre- 
hensive organization  proposed." 

The  purpose  of  the  conference  is  .to  secure  the  co- 
operation of  engineering  and  allied  technical  organi- 
zations to  further  the  public  welfare  wherever  tech- 
nical knowledge  and  engineering  training  are  involved 
and  to  consider  matters  of  common  concern  to  these 
professions.  All  engineering  organizations  whose 
chief  object  is  the  advancement  of  the  knowledge  and 
practice  of  engineering  and  the  allied  technical  arts 
and  which  were  not  organized  for  commercial  purpos- 
es are  expected  to  send  delegates. 

Principles  Underlying  Proposed  Organization 

A  plan  of  organization  has  been  forwarded  by  the 
Joint  Conference  Committee  upon  the  following  prin- 
ciples : 

1.  Non-intereference  with  the  inter-relations  with 
respect  to  technical  matters,  and  the  maintenance  of 
the  autonomy,  functions  and  operations,  of  individual 
organizations. 

2.  Local  affiliation  of  existing  groups  of  engin- 
eers in  order  to  facilitate  united  action  in  local  ques- 
tions of  public  welfare  and  other  matters  of  common 
interest. 

3.  National  association  of  engineering  organiza- 
tions by  means  of  a  National  Council  composed  of  re- 
presentatives widely  chosen  by  local  affiliations  or  or- 
ganizations and  by  national  organizations,  meeting 
annually  and  acting  through  an  Executive  Board. 


4.  Financial  support  of  such  association  by  con- 
tributions from  all  participating  organizations  on  a 
basis  of  membership. 

5.  A  form  of  organization  which  will  permit  ex- 
pansion and  development. 

The  Joint  Conference  Committee  is  endeavoring 
to  incorporate  these  principles  in  the  form  of  a  Con- 
stitution and  By-laws,  which  will  be  subsequently  pre- 
sented. Many  plans  have  been  considered  and  it  is 
hoped  that  the  results  presented  will  be  found  ade- 
quate for  inaugurating  the  comprehensive  organiza- 
tion proposed,  and  that  the  plan  will  be  judged,  not 
upon  the  basis  of  detail,  which  may  be  modified,  but 
upon  the  general  purpose  and  the  principles  above  out- 
lined. 

Representation  in  Organizing  Conference 

As  a  basis  of  representation  in  the  Organizing  Con- 
ference, the  following  will  be  tentatively  used: 

Each  national  organization  will  be  entitled  to  one 
delegate  for  100  to  2,000  members  and  an  additional 
delegate  for  each  additional  2,000  members  or  major 
fraction  thereof.  Each  local,  state  or  regional  organi- 
zation or  affiliation  is  entitled  to  one  delegate  for  100 
to  2,000  members  and  an  additional  delegate  for  each 
additional  2,000  members  or  major  fraction.  A  local 
section,  branch,  chapter  or  association  of  a  national 
organization  will  be  represented  through  its  national 
organization  ;  this,  however,  shall  not  prevent  its  re- 
presentation also  as  a  part  of  a  local  affiliation. 


School  Collapse  Case  in  Court  Goes 
Against  Contractor 


ANOTHER  chapter  in  the  history  of  the  new 
school  building  for  the  School  Commissioners 
of  St.  George  le  Thaumaturge,  which  collaps- 
ed before  its  completion,  is  written  in 
a  judgment  of  the  Quebec  Court  of  Appeal. 
The  result  is  a  dismissal  of  the  action  of 
the  contractors,  J.  B.  Martineau,  et  al.,  to  re- 
cover $26,781.40,  a  sum  they  alleged  was  due  to  them 
under  the  contract.  The  action  was  entered  against 
the  commissioners  of  St.  Gregoire  le  Thaumaturge. 
Their  school  municipality  having  been  annexed  to 
Montreal,  the  defence  was  taken  up  by  the  Central 
School  Board. 

The  amount  sued  for  was  made  up  of  the  three  fol- 
lowing items:  $14,040  representing  the  deposit  made 
by  the  contractors  as  guarantee  of  the  execution  of 
the  contract;  $6,625.50,  representing  fifteen  per  cent, 
of  the  approximate  value  of  the  work  executed,  and 
retained  by  the  commissioners ;  and  $5,800,  being  the 
value  of  the  materials  alleged  to  have  been  taken  pos- 
session of  by  the  school  commissioners. 

Who  Broke  the  Contract? 

The  school  building,  as  far  as  it  had  then  been  con- 
structed, collapsed  on  March  9,  1917.  After  an  inves- 
tigation, the  contractors  were  ordered  to  demolish 
what  remained  of  the  structure  and  proceed  to  recon- 
struction. They  declined  to  accept  the  report  of  the 
engineer  on  which  this  order  was  based  and  demand- 
ed that  experts  be  named  in  order  to  establish  what 
work  should  be  done.  The  School  Commissioners 
took  this  as  a  refusal  by  the  contractors,  and,  under  a 
clause  in  the  contract  applicable  to  the  circumstance, 
had  the  work  executed  by  others. 

The  contractors  pretended  that  the  commissioners 
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No.  23 

Canada's  Engineers — H.  S.  Johnston 


Mr.  Harold  S.  Johnston,  who  was  recently  appoint- 
ed hydraulic  engineer  of  the  Nova  Scotia  Power  Com- 
mission, is  a  graduate  of  McGill  University  with  ex- 
tensive experience  in  hydro-electric  work,  chiefly  in 
the  Province  of  Alberta.  His  chief  connection  with 
electrical  work  was  as  engineer  of  the  Calgary  Power 
Company  for  a  period  of  four  years,  covering  the 
construction  of  two  hydro-electric  plants  of  over  30,- 
000  h.p.  capacity. 

Mr.  Johnston  is  a  native  of  Gananoque,  Ont., 
where  he  was  born  in  1885  and  where  he  received  his 
preliminary  education.  He  graduated  in  civil  engin- 
eering with  the  degree  of  B.  Sc.  from  McGill  Univer- 
sity, Montreal,  and  during  his  vacations  in  his  college 
course  he  was  connected  with  railroad  survey  parties, 
chiefly  with  the  Canadian  Pacific  Railway.  In  Oc- 
tober, 1909,  he  took  a  position  as  instrument  man  and 
assistant  resident  engineer  with  the  firm  of  Smith, 
Kerry  &  Chace,  consulting  engineers,  Toronto,  on  a 
1200  h.p.  hydro-electric  plant  at  Nipissing,  Ont,  in 
the  following  January  taking  a  similar  position  on  the 
19,500  h.p.  plant  for  the  Calgary  Power  Company,  which 
was  also  designed  by  the  same  firm  of  engineers.  In 
May  of  1911  he  became  resident  engineer  and  super- 
intendent of  construction  for  the  Calgary  Power  Com- 
pany and  in  this  capacity  superintended  the  comple- 
tion of  the  plant  and  undertook  the  survey  and  design 
of  a  55,000  volt,  50-mile  transmission  line  and  investi- 
gated and  reported  on  two  storage  propositions  in 
the  mountains.  He  also  was  in  charge  of  a  44,000 
acre-feet  storage  reservoir  including  the  construction 
and  design  of  a  dam,  bridge,  wharf  and  125  acres  of 
clearing.  The  Calgary  Power  Company  then  under- 
took the  construction  of  a  12,000  h.p.  plant  and  Mr. 
Johnston  was  in  charge  of  surveys,  details  of  design 
and  field  engineering  of  that  proposition,  also  hand- 
ling an  addition  to  a  sub-station,  and  the  addition  of 
a  final  6000  h.p.  unit  to  the  19,500  h.p.  plant.  Two 
storage  propositions  were  also  investigated  and  ten- 
tative designs  of  structures  prepared. 

After  four  years  with  the  Calgary  Power  Company, 
Mr.  Johnston  became  engineer  and  superintendent  of 
construction  for  the  Department  of  the  Interior,  on  the 
installation  of  2l/2  miles  of  20  in.  steel  water  main  and 
1200  ft.  of  10  in.  main  and  the  design  and  installation 
of  intake  works  at  Banff,  Alta.  He  also  carried  out 
various  surveys  for  the  Department  of  the  Interior 
and  Calgary  Power  Company  in  connection  with  hy- 
dro-electric and  storage  propositions.  A  survey  and 
report  for  a  scenic  railway  up  Cascade  Mountain,  at 
Banff,  9,896  ft.  above  sea  level  was  also  prepared  by 
Mr.  Johnston.  After  being  on  active  military  service 
in  Canada,  he  became  assistant  district  superintendent 
of  the  Engineering  Branch  of  the  Department  of  Sol- 


diers' Civil  Re-establishment,  associated  with  G.  A. 
Browne,  Western  superintendent  on  the  construction 
and  upkeep  of  departmental  institutions  between  Win- 
nipeg and  Victoria,  and  more  particularly  the  exten- 
sion to  Tranquille  Sanitarium,  B.  C,  at  a  cost  of  $300,- 
000  and  the  construction,  not  yet  completed,  of  Keith 
Sanitarium,  Alta.,  which  will  cost  $500,000.  In  March, 
this  year,  Mr.  Johnston  was  appointed  hydraulic  en- 
gineer for  the  Nova  Scotia  Power  Commission,  in 
which  position  he  will  generally  assist  in  all  the  pro- 
jects of  the  Commission,  but  his  immediate  duties  will 
be  the  investigation  and  preparation  of  design  and  es- 


Mr.  Harold  S.  Johnston 


timates  for  the  two  developments  on  the  East  River 
Sheet  Harbor  to  supply  Pictou  County  and  the  in- 
dustrial area  around  New  Glasgow  and  Trenton,  etc. 
These  two  plants  will  have  a  total  installed  turbine 
capacity  of  about  20v000  h.p.  under  any  heads  of  105 
and  65  ft.  In  coming  to  Nova  Scotia,  Mr.  Johnston 
finds  himself  impressed  with  the  very  considerable  ad- 
vantage that  must  accrue  to  the  province  of  Nova 
Scotia  from  the  development  of  its  larger  water  pow- 
ers which  will  mean  a  tremendous  advance  in  its  in- 
dustrial status. 


thus  broke  the  contract  and  accordingly  were  liable  for 
the  money  herein  sued  for.  On  their  side,  the  school 
board  denied  putting  an  end  to  the  contract  and  plead- 
ed that  in  executing  the  work  in  place  of  the  contract- 
ors, when  the  latter  refused  to  do  it,  the  commission- 
ers acted  within  their  rights  under  the  contract.  The 
Superior  Court  upheld  the  commissioners'  view  and 
dismissed  the  action  of  the  contractors'  who  thereon 
took  the  issue  to  the  Court  of  Appeal. 

Chief  Justice  Lamothe,  in  pronouncing  judgment, 
said  no  expert  advice  was  necessary  to  establish  the 
necessity  for  the  demolition  of  what  remained  of  the 
school  building.  That  was  evident ;  the  work  was  ur- 
gent and  the  contractors  ought  to  have  proceeded  with 
it  at  once.  In  refusing  to  do  so,  after  receiving  due 
notice  of  the  school  board's  demands,  they  violated 
one  of  the  clauses  in  their  contract,  and  in  accordance 
with  its  provisions  the  commissioners  were  legally  en- 
titled to  see  to  the  execution  of  the  work  themselves. 


The  clause  concerning  arbitration  had  not  in  view  any 
such  situation  as  the  one  created. 

The  court  concurred  in  the  conclusion  that  the  con- 
tractors' action  was  premature,  and  for  the  following 
reasons:  The  contractors'  deposit  and  15  per  cent,  of 
the  value  of  the  work  had  not  to  be  remitted  to  them 
until  after  the  execution  of  the  work;  and  as  to  the 
value  of  the  materials  in  possession  of  the  commis- 
sioners, these  materials  had  not  been  put  into  use 
when  the  contractors  entered  their  action,  but  they 
remained  in  the  place  where  the  contractors  left  them. 

"We  confirm  the  judgment  and  dismiss  the  ap- 
peal," concluded  the  Chief  Justice,  "because  the  ap- 
pellants were  bound  by  a  clause  in  the  contract  not  to 
discontinue  the  work.  And  that  clause,  being  legal, 
must  be  obeyed.  Discontinuation  of  the  work  for  a 
short  period  gave  the  School  Commissioners  the  right 
to  act  in  the  manner  they  did." 
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B.G.'s  Experience  With  Concrete  Roads 

D.  W.  Johnston,  Assistant  Engineer,  Department  of  Public 
Works,  Speaking  Before  Provincial  District  Engineers  Urges 
More  Attention  to  Water  Content  to  Secure  Best  Results 


WITHIN  the  past  few  years  the  improvement 
and  progress  of  concrete  road  construction 
has  been  remarkable.  Concrete  may  be  con- 
sidered too  hard  and  non-resilient  for  hor-e- 
dravvn  traffic,  but  as  this  class  of  road  transport  is 
fast  decreasing,  the  traffic  conditions  which  concrete 
roads  are  expected  to  satisfv,  seem  likelv  of  being 
fulfilled, 

Concrete  roads  generally  are  more  costly  to  con- 
struct than  other  classes  of  paving-,  but  when  the 
advantages  of  long  life  and  low  maintenance  and  re- 
pair expenses  are  considered,  it  may  be  safe  to  class- 
ify the  concrete  road  as  one  of  the  cheapest,  if  not  the 
cheapest,  road  construction. 

On  concrete  road  construction  more  minute  in- 
spection is  necessary  than  required  in  other  classes 
of  paving-.  The  inspector  should  be  a  man  of  abso- 
lute integrity,  broad  perspective  and  quick  judgment, 
and  familiar  with  the  fundamental  principles  under- 
lying" each  clause  in  the  specification.  On  the  Island 
Highway  the  writer  was  very  fortunate  in  having 
an  inspector  who  ably  fulfilled  the  duties  assigned 
to  him;  and  the  high  quality  of  the  concrete  laid  is 
largely  due  to  the  high  standard  of  inspection  given 
the  work. 

Foundations  and  Drainage 

As  in  the  construction  of  any  kind  of  road  too 
much  stress  cannot  be  laid  on  the  importance  of  pro- 
viding a  good  and  sufficient  foundation  and  adequate 
drainage  facilities.  Upon  the  solving  of  these  two 
governing  factors  chiefly  depend  the  maintenance 
and  repair  expenditures  and  the  life  of  the  paving. 
On  sections  of  r6ad  where  the  sub-soil  is  weak  or 
of  a  character  which  will  retain  water,  special  sub- 
soil drainage  facilities  should  be  provided  in  order 
to  rapidly  remove  all  moisture  after  a  rainfall.  No 
hard  and  fast  rules  can  be  laid  down  in  this  connec- 
tion which  would  be  appropriate  to  all  circumstances, 
the  drainage  requirements  being  principally  govern- 
ed by  the  level  of  road  with  relation  to  the  abutting 
land,  the  nature  of  the  subsoil  and  the  quantity  of 
subsoil  drainage  to  be  intercepted.  Where  the  level 
of  road  is  above  the  abutting  land,  natural  road  drain- 
age facilities  are  generally  obtainable,  and  a  good 
foundation  is  obtainable  by  removing  all  weak  sub- 
soil material  and  substituting  gravel,  stone  or  other 
hard  materials. 

Where  weak  subsoil  is  encountered  in  cuts,  a  dif- 
ferent problem  is  presented,  requiring  careful  con- 
sideration. In  this  case,  a  good  foundation  is  possible 
only  when  the  subsoil  underground  water  is  kept 
at  a  steady' and  constant  level  during  and  after  rain- 
falls. Many  failures  in  road  construction  are  caused 
through  lack  of  subsoil  drainage  facilities. 

It  is  not  sufficient  to  provide  for  the  rapid  re- 
moval surface  drainage  only,  and  it  should  be  borne 
in  mind  that  the  greatest  run-off  of  surface  drain- 
age during  a  heavy  rainfall  takes  place  when  the 
subsoil  is  water-logged. 

The  subsoil  is  the  real  working  foundation  of  the 


road,  and  it  is  obviously  necessary  that  provision 
should  be  made  to  avoid  any  change  or  displacement 
taking  place  in  its  formation  after  the  wearing  sur- 
face has  been  constructed.  Where  road  subsoils  are 
subjected  to  varying  moisture  conditions,  the  life  of 
the  road  crust  will  be  of  short  duration,  due  to  the 
displacement  of  sub-oil  water  and  the  lateral  spread 
of  subsoil  material  under  heavy  traffic. 

The  more  quickly  the  subsoil  is  dried  up,  the  con- 
ditions most  conducive  to  uniform  temperature  are 
obtained,  and  as  concrete  pavings  are  more  suscept- 
ible to  temperature  changes  than  any  other  class  of 
road  construction,  it  is  essential  that  the  level  of 
subsoil  underground  water  be  kept  as  constant  and 
as  low  as  possible. 

The  three  methods  most  common  in  use  in  dis- 
posing of  subsoil  drainage  are  as  follows : 

(1)  By  laying  a  tile  drain  in  trench  along  the 
centre  of  road  with  transverse  laterals  to  each  side 
of  road,  the  trenches  being  filled  with  clean  stone. 

(2)  By  laying  a  tile  drain  under  the  earth  or 
gravel  shoulder  abutting  the  sides  of  paving,  the 
drain  being  covered  over  with  at  least  nine  (9)  inches 
of  clean  stone. 

(3)  By  laying  a  drain  tile  at  the  toe  of  all  slopes 
in  cups  at  a  depth  of  about  18  inches  below  sub- 
grade  and  covering  same  with  clean  stone. 

The  third  method  was  adopted  on  the  Island  High- 
way contract. 

Although  any  of  the  above  methods  will,  if  oper- 
ating satisfactorily,  keep  the  road  foundation  dry  at 
all  times,  none  of  them  will  assist  in  counteracting 
the  lateral  "spread"  of  the  subsoil  material,  which  is 
very  often  the  cause  of  collapse  of  a  paving. 

The  writer  suggests  that  wherever  a  clay,  sandy 
clay  or  other  weak  subsoil  is  encountered,  the  sub- 
soil be  drained  and  strengthened  by  buttressing  the 
shoulders.  This  could  be  done  by  constructing 
trenches  1  ft.  6  ins.  wide  and  deep,  alongside  of  and 
abutting  to  edges  of  paving  and  filling  same  to  the 
surface  of  the  road  with  clean  boulders,  stones  or 
gravel  of  4  to  6  inch  gauge  well  rolled  down.  These 
buttresses,  in  addition  to  strengthening  the  road  by 
holding  the  subsoil  in  place  and  preventing  any  in- 
ternal lateral  spreading  movement,  would  efficiently 
drain  the  soil  under  the  road  (outlets  at  intervals 
and  in  low  places  being  provided),  and  also  make 
the  construction  of  deep  ditches  along  the  sides  of 
road  unnecessary. 

If  the  sides  of  all  paved  roads  were  installed  on 
a  Telford  stone  base,  the  problem  of  draining  and 
strengthening  the  subsoil  would  be  solved. 

In  submitting  this  suggestion  the  writer  is  influ- 
enced by  the  fact  that  in  recent  years  the  consider- 
ation of  new  road  construction  has  been  limited 
generally  to  the  wearing  surface  or  cruet,  the  vary- 
ing nature  of  the  subsoil  and  the  need  for  varying 
types  of  foundation  and  drainage  provisions  receiving 
little,  if  any,  consideration. 

In  the  placing  of  forms  after  the  rough  grading 
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has  been  completed,  it  will  be  found  to  be  good  prac- 
tice to  instal  the  form  on  one  side  only  until  the  con- 
creting materials  are  distributed.  This  facilitates  the 
movement  of  material  delivery  trucks  and  avoids  the 
damage  to  forms  which  would  otherwise  take  place. 
In  the  distribution  of  materials  alongside  of  sub- 
grade,  it  is  very  essential  to  have  a  man  specially 
engaged  in  carefully  spotting  and  checking  the  re- 
quisite quantities  of  concreting  materials.  If  this  is 
not  done  the  piles  of  sand  and  gravel  will  be  either 
too  close  together  or  too  far  apart. 

On  several  occasions  during  concreting  operations 
on  the  Island  Highway  the  writer  has  observed  loads 
of  gravel  and  sand  being  shovelled  ofT  the  subgrade 
on  account  of  materials  being  distributed  in  excess 
of  requirements  and  on  more  numerous  occasions 
the  concrete  operations  have  been  forced  to  shut 
down,  through  materials  being  placed  too  far  apart, 
until  extra  loads  of  aggregate  were  brought  in  by 
trucks  under  adverse  hauling  conditions. 

In  the  event  of  dirty  gravel  or  sand  having  to  be 
washed  on  the  site,  it  is  advisable  that  all  washing 
he  done  clear  of  the  subgrade. 

In  laving  out  the  paving  it  is  advisable  to  offset 
the  alignment  pegs  for  wooden  forms  at  least  three 
(3)  feet  clear  of  the  true  alignment.  On  the  Island 
Highway  one  foot  offsets  were  at  first  used,  but  later 
changed  to  3  feet,  owing  to  their  interference  with 
the  sub-grade  operations.  These  pegs  can  also  be 
used  as  fixed  marks,  showing  the  respective  cuts  or 
fills  to  the  tops  of  side  forms,  or  it  may  be  considered 
advisable  to  set  the  tops  of  these  pegs  to  paving 
grade. 

To  ensure  thorough  consolidation  of  all  road 
embankments  and  to  allow  sufficient  time  for  deter- 
mining the  requirements  of  the  varying  subsoil  which 
mav  be  encountered  in  excavations,  it  is  advisable 
that  all  excavations,  embankments  and  drainage  faci- 
lities should  be  completed  prior  to  paving  operations 
being  commenced.  If  it  is  possible  to  close  the  road 
to  traffic,  the  rough  grading  should  be  completed  be- 
fore the  rainy  season  and  the  paving  commenced  in 
the  spring. 

With  reference  to  the  methods  to  be  employed  in 
the  grading  works  the  specifications  appear  to  be  very 
complete,  with  the  exception  of  the  two-foot  mini- 
mum width  of  earth  shoulders  abutting  on  paving, 
as  shown  on  standard  cross  sections.  This  minimum 
width,  it  is  suggested,  should  be  increased  to  five 
feet,  thereby  providing  a  stronger  support  for  sides 
of  paving  and  also  allowing  better  foothold  for  horse- 
drawn  traffic. 

Subgrading 

In  the  preparation  of  subgrade  in  the  Island  High- 
way a  2  in.  x  6  in.  wooden  template  was  used,  having 
y2-\n.  bolts,  9y2-'m.  long,  and  threaded  for  nuts,  in- 
serted every  two  feet.  The  template  was  checked  4 
inches  on  ends  to  allow  it  to  ride  on  forms.  Very 
effective  work  was  done  by  this  means,  the  bolts  be- 
ing capable  of  adjustment  to  conform  to  the  required 
subgrade,  and  when  pulled  along  forms  scored  the 
subgrade  to  the  required  level  to  which  the  sub- 
grading  crew  had  to  excavate.  If  the  initial  sub- 
grading  work  is  carefully  done  the  final  subgrading 
under  the  boom  of  the  concrete  mixer  in  advance  of. 
concreting  will  consist  simply  of  dressing  and  trim- 
ming the  subgrade  to  ensure  freedom  of  movement 
to  the  template  used  for  checking  subgrade  in  ad- 


vance of  concrete  being  placed,  and  can  be  handled 
by  one  man. 

It  may  be  convenient  here  to  point  out  that  to 
ensure  free  movement  of  the  template  used  in  check- 
ing subgrade.  the  subgrade  must  necessarily  be  ex- 
cavated slightly  deeper  than  is  required  to  provide 
the  specified  depth  of  concrete.  In  view  of  the  fact 
that  the  additional  depth  of  subgrade  must  be  filled 
up  with  extra  concrete,  the  thickness  of  completed 
concrete  slab  will  be  from  J4  to  }i  of  an  inch  thicker 
than  specified.  The  cost  of  this  additional  concrete 
will  be  about  13c  per  sup.  yard,  and  it  is  obvious 
that  the  specification  should  make  particular  mention 
of  this  matter. 

In  the  preparation  of  subgrade  it  is  essential  that 
the  surface  should  be  as  smooth  as  possible  so  as  to 
offer  as  little  resistance  as  possible  to  the  contraction 
and  expansion  of  the  concrete.  All  irregularities  in 
subgrade  should  therefore  be  removed.  In  this  con- 
nection it  has  been  suggested  by  some  authorities, 
with  apparent  good  reason,  that  a  thin  layer  of  sand 
migh  advantageously  be  used  under  concrete  pave- 
ments to  facilitate  the  sliding  of  pavement,  due  .to 
expansion  and  contraction.  It  might  be  pointed  out 
that  if  a  thin  layer  of  sand  was  substitued  for  the 
additional  depth  of  concrete,  the  cost  of  concrete 
would  be  reduced  about  10c  per  square  yd. 

Mixing  and  Consistency  of  Mix 

The  specification  defines  the  consistency  of  mix 
as  such  that  when  struck  off  with  a  template  it  will 
hold  its  shape,  etc.  From  experience  on  the  Island 
Highway  the  writer  is  convinced  that  the  above  is 
not  sufficiently  explanatory.  As  there  is  a  slump  in 
all  concrete  when  placed,  it  is  obvious  that  no  con- 
crete, when  struck  off,  can  hold  its  shape ;  the  amount 
of  displacement  depending  on  the  quantity  of  water 
used  in  mixing.  The  more  water  used  in  mixing,  the 
easier  and  more  economically  concrete  can  be  handl- 
ed, and  for  this  reason  contractors  generally  are  not 
guilty  of  providing  any  more  "elbow  grease,"  than 
they  have  to,  consequently  the  consistency  of  mix, 
like  prohibition,  is  likely  to  be  wetter  than  intended. 

In  the  United  States  the  quantity  of  water  re- 
commended generally  to  be  used  in  mixing  concrete 
for  road  purposes  is  from  21  to  22^  Imperial  gal- 
lons per  cu.  yard  of  concrete.  This  may  be  of  some 
guidance  to  engineers  in  their  initial  concrete  road 
work,  and  again  it  may  not  be.  The  quantity  of  water 
required  for  concrete  mixing  depends  entirely  on  the 
absorption  and  the  size  and  grading  of  the  aggregate. 
As  uniformity  in  the  size  and  grading  of  materials 
and  their  absorption  is  hardly  possible,  the  accurate 
soluton  of  the  matter  by  experiment  is  very  doubtful. 
Before  going  any  further  into  the  question  of  the 
quantity  of  water  required  for  mixing,  it  may  be  con- 
venient here  to  refer  to  the  governing  factors  on 
which  the  life  of  concrete  depends. 

Factors  Governing  Life  of  Concrete 

The  indispensable  condition  governing  the  life  of 
concrete  is  its  strength,  denseness  and  imperviousness 
and  to  secure  this,  authorities  on  concrete  state  that 
a  clean,  well-graded  aggregate  with  a  liberal  quantity 
of  cement  must  be  used.  While  this  cannot  be  disput- 
ed, the  writer  is  of  the  opinion  that  the  most  im- 
portant factor  governing  the  density  and  impervious- 
ness of  concrete,  and  regarding  which  proper  atten- 
tion has  been  lacking  is  the  water  content  of  the  mix. 

We  are  told  that  only  about  one-half  the  quantity 
of  water  used  in  mixing  concrete  is  absorbed  in  hyd- 
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rating  the  cement.  Assuming  that  it  takes  21  to  22j^ 
gallons  of  mixing  water  per  cubic  yard  of  concrete, 
there  would  be  in  the  neighborhood  of  from  10^2 
to  llyi  gallons  of  free  water  in  the  body  of  the  con- 
crete, which  if  left  to  evaporate,  must  result  in  voids 
equal  to  about  8  per  cent,  of  the  mass.  There  is, 
apparently  no  reliable  data  yet  available  as  to  the 
quantity  of  water  absorbed  in  hydrating  the  cement, 
but  the  writer  is  convinced  that  21  to  22J/2  gallons  of 
mixing  water  per  cubic  yard  of  concrete  exceeds  the 
requirements. 

The  Water  Content 

On  the  Island  Highway  the  writer  roughly  meas- 
ured the  quantity  of  water  being  used  per  cubic  yard 
of  concrete,  which  approximated  16  gallons.  The  con- 
sistency of  concrete,  when  above  measurement  was 
taken,  was  such  that  the  concrete  had  to  be  tamped 
twice,  the  second  tamping  bringing  moisture  to  the 
surface  without  forcing  it  to  flow.  The  consistency 
obtained  on  the  day  on  which  the  water  was  gauged 
would,  in  the  opinion  of  the  writer,  cover  what  is  in- 
tended by  the  specification.  It  is  not  suggested  that 
ll6  gallons  of  water  is  the  proper  quantity  to  use 
in  mixing,  but  rather  to  prove  that  the  quantity  gen- 
erally recommended — 21  to  22^  gallons — may  be 
very  misleading. 

In  the  construction  of  other  classes  of  roads,  par- 
ticularly bituminous  bound  roads,  the  most  important 
factor  in  designing  the  mixture  is  the  grading  of  the 
respective  materials  in  order  to  reduce  to  a  minimum 
the  percentage  of  voids  in  the  completed  work. 

Concrete  work  has  been  designed  with  the  same 
object  in  view,  with  the  exception  that  the  quantity 
of  water  to  be  used  for  mixing  the  materials  has  been 
left  to  the  discretion  of  the  engineer.  Specifications 
should  emphasize  more  fully  the  importance  of  the 
water  content  in  concrete  mixtures,  and  although  it 
is  not  possible  to  specify  the  exact  quantity  to  be 
used,  it  might  be  stated  that  "the  smallest  quantity 
of  mixing  water  shall  be  used  which  will  produce  a 
workable  concrete  of  such  consistency  that  tamping 
will  force  the  water  to  the  surface  without  causing 
it  to  flow."  It  is  also  suggested  that  the  specification 
provide  "that  at  least  four  men  be  engaged  at  the 
exclusive  work  of  tamping  the  concrete,  which  shall 
be  tamped  at  least  twice." 

Water  is  Most  Important  Ingredient 

Should  provisions  such  as  the  above  be  included 
in  the  specification,  there  can  be  very  little  room 
for  argument  between  contractor  and  engineer  as  to 
the  proper  consistency  required.  Considerable  trouble 
was  experienced  on  the  Island  Highway  in  this  con- 
nection and  on  several  occasions  the  inspector  threat- 
ened to  close  down  the  plant  if  the  mixing  water  w?s 
not  reduced.  The  water  in  concrete  mixture  is  a 
a  cry  important,  if  not  the  most  important  ingredient, 
and.  according  to  a  report  on  experiments  recently 
carried  out  in  the  United  States,  small  variations  in 
water  content  produce  more  important  variations  in 
the  strength  and  other  properties  of  concrete  than 
similar  changes  in  the  other  ingredients. 

On  all  concrete  mixers  the  water  supply  is  regu- 
lated by  a  valve  and  it  is  advisable  to  mark  same 
after  it  has  been  set  to  conform  to  the  required  con- 
sistency. This  valve  will  have  to  be  adjusted  from 
time  to  time,  depending  on  the  size  and  grading  of 


materials  being  used  and  the  rate  of  flow  in  water 
supply. 

The  specified  time — one  minute — for  mixing  the 
concrete  materials,  with  a  minimum  number  of  drum 
revolutions  of  12,  ensures  a  proper  mix  being  obtain- 
ed. To  accurately  time  the  mixing,  the  plant  should 
be  equipped  with  a  timing  device  which  can  be  ob- 
served from  all  points  in  front  of  mixer.  The  writer 
would  suggest  a  dev  ice  somewhat  similar  to  the.  timer 
used  in  the  home  in  boiling  eggs. 

In  the  mixing  of  concrete,  careful  and  diligent 
supervision  is  essential  to  obtain  satisfactory  results 
and  the  writer  considers  it  is  necessary  to  employ  two 
inspectors;  the  chief  inspector  to  devote  his  attention 
to  the  exclusive  work  of  the  mixing,  placing,  tamp- 
ing and  finishing  of  concrete,  the  assistant  inspector 
to  take  charge  of  the  concreting  materials  and  the 
subgrading  immediately  in  advance  of  the  mixer. 

Prior  to  concrete  being  placed  the  subgrade  should 
be  firm.  Particular  attention  should  be  given  to  the 
portions  of  subgrade  immediately  adjacent  to  the 
wooden  forms,  which  should  be  properly  banked  and 
strengthened  with  good,  hard  earth  or  other  material 
and  thoroughly  tamped  before  concrete  is  placed. 

Expansion  Joints 

In  the  placing  of  these  pre-formed  joints  it  is  ad- 
visable, in  order  to  prevent  the  concrete  from  slurring 
under  the  joint  in  places  where  subgrade  is  uneven, 
thereby  defeating  the  object  of  joint,  that  the  jointing 
material  be  bedded  at  least  one-half  inch  below  sub- 
grade  level. 

Finishing  and  Curing 

The  specification  is  very  complete  on  these  import- 
ant branches  of  the  work.  It  is  essential  that  the  fin- 
ishing and  curing  be  given  the  same  care  and  super- 
vision as  the  mixing  and  placing  of  the  concrete. 
Special  attention  should  be  given  to  the  finishing 
work,  that  too  much  mortar  and  fine  aggregate  is  not 
worked  to  the  surface.  The  wearing  surface  should 
be  uniformly  composed  of  gravel  or  stone,  with  suffi- 
cient mortar  to  completely  cover  and  hold  same  firm- 
ly in  place.  Careful  supervision  is  also  necessary  in 
the  curing  of  concrete,  that  the  pavement  is  kept  wet 
and  protected  from  the  sun  and  wind  for  the  specified 
period.  In  this  connection  some  trouble  was  experi- 
enced on  a  'section  of  the  Island  Highway,  resulting 
from  neglect  on  the  contractor's  part  to  water, 
sprinkle  or  protect  the  pavement  during  a  week-end 
immediately  following  the  Saturday  on  which  pave- 
ment was  laid.  (  On  the  section  of  paving  in  question, 
slight  shrinkage  cracks  were  found,  clearly  demon- 
strating that  the  concrete  had  dried  out  too  quickly. 
Great  care  should  be  taken  in  selecting  the  "finisher," 
as  he,  more  than  any  man  on  the  work,  with  the  ex- 
ception of  the  inspector,  can  make  or  mar  good  con- 
crete. . 


The  plans  of  the  Grand'Mere  waterworks,  pre- 
pared by  Messrs.  R.  S.  &  W.  S.  Lea,  of  Montreal, 
provide  for  a  supply  of  water  from  Lac  des  Piles, 
at  an  estimated  cost  of  $250,000,  exclusive  of  property 
rights.  The  water  will  flow  by  gravity  through  wood- 
stave  pipes,  16  in.  in  diameter,  to  a  pumping  sta- 
tion about  a  mile  from  the  town.  From  here  the 
water  will  be  pumped  through  cast  iron  mains,  14 
in.  in  diameter,  to  the  distribution  system.  Work  will 
go  ahead  at  once. 


May  12,  1920 
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Baiting  Labor  Away  From  Other  Contractors 

Stealing  Men  in  Spite  of  Local  Agreements 
is  Gondemmed — Go-operation  is  the  Solution 


THERE  are  three  ways  for  a  firm  to  handle  labor 
on  construction  work  outside  home  territory : 
(1)  By  joining  the  local  association  or  local 
group  of  general  contractors  for  the  period  of 
the  work  and  working  in  co-operation  with  them  in 
support  of  existing  agreements  or  in  the  making  of 
new  ones,  if  these  are  desirable;  (2)  by  ascertaining 
from  local  contractors  what  the  facts  in  the  local  situ- 
ation are  and  then  acting  independently  either  in  ac- 
cord with  them  or  otherwise;  (3)  by  entering  the  field 
and,  regardless  of  local  conditions,  customs,  or  agree- 
ments, to  bid  for  men  by  raising  the  existing  scale  just 
sufficient  to  steal  them  away  from  local  contractors. 

Selfish  Actions  Mean  Industrial  Anarchy 
There  is  no  doubt  that  the  present  shortage  of 
labor  and  the  increased  demand  for  construction  make 
it  imperative  to  revise  many  existing  agreements, 
wage  scales,  etc.,  in  order  to  accomplish  the  work  de- 
manded. For  an  "outside  firm"  to  do  so  regardless 
of  local  conditions  or  agreements  is  not  only  the 
quintessence  of  selfishness  but  absolutely  destructive 
of  the  entire  frame-work  on  which  co-operation  be- 
tween men,  whether  in  government  or  in  industry,  is 
built.  It  is  nothing  short  of  anarchy  in  industry.  It 
may  temporarily  satisfy  the  demands  of  the  firm  so 
acting,  but  at  the  same  time  it  disrupts  the  work  of 
scores  of  other  men  whose  right  by  priority  of  claim 
is  stronger  than  theirs.  Ultimately  it  will  react  to  the 
detriment  of  the  former  also  when  the  whole  value 
of  labor  agreements  becomes  weakened  and  useless 
— "scraps  of  paper"  in  whose  framing  time  is  only 
wasted — and  the  structure  upon  which  any  existing 
stability  now  rests  is  destroyed  by  bad  faith  among 
the  employers  themselves. 

On  the  other  hand  there  is  no  doubt  that  when 
the  demand  for  labor  is  greater  than  the  supply,  some 
means  must  be  adopted  to  attract  it  to  those  jobs  best 
able  to  pay  the  price.  Local  associations  or  contract- 
ors cannot  hope  to  "sit  tight"  in  the  face  of  increased 
demand  and  ask  "outside  firms"  simply  to  rest  con- 
tent with  existing  conditions,  where  those  existing 
conditions  do  not  meet  the  requirements.  In  such  a 
situation  either  the  wage  scale  must  be  advanced  and 
labor  attracted  from  less  desirable  localities  or  some 
jobs  must  be  suspended  temporarily  for  the  sake  of 
maintaining  the  present  scale  and  at  the  same  time 
meeting  the  new  demand  created  by  the  "outside 
firm."  There  is  no  justification  for  standing  arbitrar- 
ily in  opposition  to  economic  laws. 

Co-operation  Will  Solve  the  Difficulty 

The  important  point  is,  however,  that  the  oper- 
ation of  these  laws  can  best  be  brought  about  through 
the  co-operation  of  all  parties  interested.  If  an  "out- 
side firm"  enters  a  new  local  field,  it  should  at  once 
become  acquainted  with  local  conditions,  local  lead- 
ers and  local  agreements.  If  a  thorough  canvass  of 
the  situation  in  conference  with  local  contractors 
shows  that  only  by  a  revision  of  existing  agreements 
or  a  suspension  of  less  important  work  can  the  new 
demand  be  met,  then  action  can  be  taken  in  co-opera- 


tion to  the  best  advantage  of  all,  and  the  value  and 
purpose  of  associated  effort  and  agreement  thus  main- 
tained. There  may,  of  course,  be  instances  when  loc- 
al contractors  cannot  be  brought  to  see  the  inevitable 
working  of  economic  laws,  and  in  these  exceptional 
cases  independent  action  is  justified — but  only  after 
every  attempt  at  co-operative  action  has  been  proved 
unavailing. 

With  this  in  mind  the  A.  G.  C.  has  included  in  its 
by-laws  the  following  provision,  which  is  printed 
herewith  for  the  special  attention  of  all  members ; 

By-laws,  Article  1,  Section  5:  Firms  or  corpor- 
ations, members  of  any  associated  organization  of  the 
Associated  General  Contractors  of  America,  who  shall 
undertake  a  construction  contract  outside  the  juris- 
diction of  the  Associated  Organization  of  which  they 
are  members  and  within  the  jurisdiction  of  any  other 
Associated  Organization,  should  affiliate  with  said 
other  Associated  Organization  and  abide  by  their  rules 
and  regulations  for  so  long  as  said  firm  or  corporation 
shall  continue  to  undertake  construction  work  with- 
in that  jurisdiction. 

(From  Bulletin  of  the  Associated  General  Con- 
tractors). 


March  Building  Permits  Maintain 
Advance 

ACTIVITY  in  the  building  trades  as  indicated 
by  the  value  of  building  permits  issued  in  56 
cities,  shows  an  increase  during  March  as 
compared  with  the  preceding  month,  the  total 
of  building  permits  rising  from  $4,684,934  in  February 
to  $8,258,410  in  March,  an  increase  of  $3,573,476  or 
76.3  per  cent.  All  the  provinces  registered  increases 
in  this  comparison,  those  in  Ontario,  Quebec,  Alberta 
and  Manitoba  being  very  substantial. 

As  compared  with  the  corresponding  month  in 
1919,  there  was  an  increase  of  145.5  per  cent.,  the 
value  for  March,  1919,  having  been  $3,329,050.  Nova 
Scotia  and  New  Brunswick,  as  during  February,  were 
the  only  provinces  to  record  declines  in  that  compari- 
son. In  Ontario  and  Quebec  there  were  increases  of 
respectively  $1,954,307  and  $1,136,895.  The  increases 
in  the  other  provinces  were  also  large. 

The  returns  from  35  cities  originally  used  in  this 
report  (which  are  distinguished  by  asterisks)  are  tabu- 
lated separately,  and  show  that  the  total  value  of 
building  permits  issued  by  these  cities  amounted  to 
$7,395,739,  an  increase  of  $3,069,940  or  71  per  cent, 
during  March  as  compared  with  February.  In  com- 
parison with  the  figures  for  March  last  year,  the  con- 
siderable increase  of  $4,383,684  or  145.5  per  cent,  was 
registered. 

All  the  larger  cities,  Montreal,  Toronto,  Winnipeg, 
Edmonton,  and  Vancouver,  showed  substantial  in- 
creases both  as  compared  with  the  returns  for  Feb- 
ruary, 1920,  and  for  March,  1919. 

Of  the  smaller  centres,  Quebec,  Sherbrooke,  Brant- 
ford,  Fort  William,  Guelph,  Hamilton,  Kitchener, 
Kingston,  London,  Oshawa,  Peterborough,  Stratford, 
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St.  Catharines,  St.  Thomas,  Sarnia,  Sauli  Ste.  Marie, 
St.  Boniface,  Regina,  Calgary,  Point  Grey  and  South 
Vancouver,  showed  large  increases  as  compared  with 
both  February  and  March,  1919. 


Estimated  Cost  of  Building  Work  as  Indicated  by   Building  Permits 


City 


Prince    Hdward  Island 

Chariot  tetown 


Nova  Scotia 
•Halifax   ..  .. 

New  Glasgow 
*Sydncy   . . 

New  Brunswick 

Fredericton  . . 
"Moncton  .  .  .  . 
*St.  John  .  . 


Mat  rl 
1920 


Nil. 

255,750 

220,435 
Nil. 
20,315 

48.250 

1  ,5l  H  > 

4,500 


Quebec  

•Montreal- 
Maisonneuve    .  . 

*  Quebec  

Shawinigan  Falls 

•Sherbrooke  .  .  . 
•Three    Rivers  . 

•  Westmounl   . .  . 


Ontario  

Belleville  .  .  . 
•Brantfonl  .  . 

Chatham  .  .  . 
•Fort  William. 

Gait    . .     . . 


045,400 
302,524 
Nil. 
95,660 
47.075 
49,81  "> 

1.881,069 
4.70O 

73.055 

_,4.4."i(» 

.•i:s,N.r)(i 
1 1,650 


Mat  ch.  1920,  compared 
with  March,  1919 


Match 

1919 


I  no  r.isr 

(  +  ) 

Amount 


I  )<  i  i  case 

(— ) 
Per  cent. 


283.595 

256,775 
L.876 
25,445 


+ 


62.200 

Nil.  + 

88,950  + 
23,250 


27,845 

30,340  — 
1,375  ... 
8,870  + 

13,950 

1,500  ... 
3,890  + 
18,750 


9.82 
11>2 


15.21 
22.43 


8.47 
80.65 


1.531.145        394.250     |-  1.136.895     |  288.37 


+ 
+ 


228,208 
96.467 
35,000 
5,700  + 
14.250  + 
14,625  + 


1.926.762 

22,700 
20,955 
7.1 -jr. 

1  .275 
Nil. 


717,288 
296,057 
35,000 
s'.),!i.r,n 
33,425 
35.175 

1,954.307 

18,000 
53,000 
17.325 

32.575 
i4,i;r> ' 


+  314.89 

4-  30G.90 

+  i,578.67 

4-  234.56 

+  240.51 

4-  101.43 

—  TO.iiO 

+  252.92 

4-  248.10 

4-  2,564.90 


4- 


•Guelph   1\I45  4.720 

•Hamilton   311*326  229,045 

"Kingston   28430  8.538 

"Kitchener   319,690  21,880 

•London   172.570  58,520 

XiaKa.a    Falls   ..    ..  30,300  28,100 

0«hawa   (.4,050  19,495 

( >  t  raw   102.775  284.540 

Owen  Sound   0,500  Nil. 

■Peterborough    ..    ..  65,080  2.000 

•Port  Arthur   0,340  5,457 

•Stratford    49.025  1,690 

"St.   Catharines    ..    ..  03,250  23,820 

•St.   Thomas   19.0KB  0.900 

•Sarnia   61.50.  25. "2(1 

Sault  Ste.  Marie  ...  86,275  27, ion 

•Toronto   2,058,747  1.005,500 

Welland   13.350  24,950 

'Windsor   288,395  148,925  + 

Woodstock   10,241  1,400  + 

Manitoba   592.676  68,200  + 

•Brandon   2,425  21.20(1 

St.  Boniface   30.250  4.300  + 

•Winnipeg   559,900  42,70)  4- 

Saskatchewan   294.125  119,600  4- 

"Moose  Jaw   23.075  27,500  — 

•Regina   203,750  40.700  + 

•Saskatoon   0,700  51,400  — 

Alberta   950.325  234.226  + 

•Calgary   333,400  195,400  + 

•Edmonton    600,650  2,200  + 

I.ethhridgc   11,220  28,860 

Medicine   Mat    ..    ..  5,055  7.705 

British   Columbia    .  .    .  .  706,171  240,218 

Nanaimo   200  3.415 

•New   Westminster  21,250  0,700 

Point  Grey   151.090  33,300 

Prince  Rupert    ..    ..  20.45s  35,400 

•Vancouver   30K.477  119,013 

South    Vancouver    .  .  120,233  10.000 

•Victoria   07,794  22,700 

Total— 66    Cities..    .  .  $8,258,410  $3,329,050 

*Total— 35    Cities..    ..  $7,395,739  $3,012,055 


13.425 
82,280 

10.705 

297,810 
1 14.i  50 
7.20  i 
45,455 
131.705 
6  500 
62,070 

3.KM. 
4  11.035 

+  30.430 

9,125 
i  36,4*5 
+  0.175 
4-  1,053,1*7 
—  11,600 
4-  144.17" 
8,841 


284  43 
35  19 
231.93 
,361.11 

104  Ml 

3L17 
233.16 
50  IK 

1,075.92 

71  27 
958.10 
105.53 

91.62 
145.82 

33. >  0 
104.74 

44.49 
100.38 
631  50 


524,376  H  768.86 

1 8,775  kk.56 

25,!t50  4  003.49 

517,200  4-  1,211.24 

174.526  4  145.92 

3,825  13.91 

223.i5ti  |  548.08 
44.700  86.96 


716.100 

138,000 
598,450 
17.04O 
2.710 


305.73 

+  70.(i2 
(  27.202.27 
01.12 
34.90 


464  953 

3.155 
11,550 
118,399 
8,942 
ISO. 404 
112.543 
15,094 
|  $4,929,360 
$4,383,884 


193.55 

92.30 
1  19.07 
355.66 

25.20 
159.21* 
074.31 
19K.05 
148.07 
145.54 


Sherbrooke  Sewer  Cheaper  to  Build  in  Winter 

Than  in  Summer 

Frozen  Ground  Dispenses  With  Pumps,  Bracing  and 
Cradles—  3  ft.  4  in  by  5  ft.  Brick  Sewer  in  14  ft.  Trench 

 .  By  Thos.  Tremblay*  


IN  Sherhrooke,  P.  Q.,  there  is  under  construction 
a  brick  trunk  sewer,  the  work  on  which  was  com- 
menced early  in  the  spring  of  1919  and  is  still 
proceeding  very  satisfactorily.  The  size  of  this 
sewer  is  3  ft.  4  in.  x  5  ft.  0  in.,  and  it  comprises  two 
rings  of  hard  burned  brick,  laid  in  cement,  with  a 
tile  invert  at  the  base.  The  sewer  is  to  serve  to  carry 
the  sewerage  to  the  St.  Francis  River  from  the  south- 
west part  of  the  city,  where  some  of  the  largest  in- 
dustries are  located,  as  the  Canadian  Ingersoll-Rand 
Co.  Ltd.,  MacKinnon  Steel  Co.,  Ltd.,  Canadian  Con- 
necticut Cotton  Mills,  Limited.  The  last  mentioned 
Company  have  just  awarded  a  contract  for  an  exten- 
sion to  their  present  mill  at  a  cost  of  one  and  a  quar- 
ter million  dollars. 

In  establishing  the  size  of  sewer  required  to  serve 
this  section  of  the  city,  the  quantity  of  sewerage  to 
be  produced  by  the  inhabitants  of  that  section  at  the 
completion  of  the  sewer,  was  estimated,  and  this  esti- 
mate was  increased  six  times;  any  surplus  of  surface 
water  is  to  be  carried  to  the  Magog  River  by  a  special 
overflow.  The  Magog  River  discharges  into  the  St. 
Francis  River  with  a  gradual  fall  of  120  feet  in  about 
one-half  mile  distance. 

During  the  fall  of  the  year,  until  the  frost  set  in 
and  hardened  the  surface  of  the  ground  and  the  sides 
of  the  trench,  we  were  obliged  to  use  vertical  sheet- 
ing all  along 'the  trench  on  account  of  the  formation 
of  the  ground,  which  is  composed  of  clay  with  veins 

•City  Engineer,  Sherbrooke,  P.Q. 


of  quicksand,  and  also  on  account  of  the  vibration, 
caused  by  being  close  to  the  C.  P.  R.  track.  To  do 
the  work  properly,  a  diaphragm  pump,  with  two  men, 
was  used  all  the  time.  The  bottom  of  the  trench  be- 
ing in  clay  with  water,  concrete  was  used  to  form  a 
solid  bottom  for  the  trunk  sewer  and  a  cradle  for  the 
bricks.  The  cost  of  bracing,  pumping,  concrete,  etc., 
in  a  trench  14  ft.  deep,  was  about  $4.00  per  running 
foot.  After  the  ground  was  frozen;  the  bottom  of  the 
trench  become  dry.  requiring  no  pumping,  bracing, 
concrete  or  cradle.  The  shape  of  the  invert  sewer 
was  then  cut  in  the  clay  bottom  and  the  brick  laid 
on  this  wall ;  6  inches  of  concrete  being  laid  under 
the  invert  to  assure  a  solid  base.  The  cost  of  break- 
ing, the  frozen  ground  on  the  top  was  very  little. 
When  only  one  and  one-half  feet  thick,  it  was  broken 
by  blasting  with  dynamite ;  the  holes  for  dynamite  are 
bored  into  the  frozen  ground  through  a  3/4  in.  iron 
pipe  connected  on  the  steam  hose,  which  works  very 
satisfactorily.  I  consider  $3.00  per  lineal  foot,  at  least, 
is  saved  by  doing  the  work  when  the  ground  is  frozen, 
especially  where  the  line  of  the  sewer  is  located  where 
there  is  no  traffic. 

Building  permits  issued  in  St.  John,  N.  B.,  for  the 
first  four  months  of  this  year  amounted  to  $301,950 
as  against  $36,000  for  the  same  period  last  year.  April's 
total  is  a  particularly  high  one,  calling  for  an  expendi- 
ture of  $257,590.  Last  April  there  were  no  permits 
issued. 


May  12,  1020 
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Warning  Against  Too  General  Employment 
of  Concrete  For  Housing  Purposes 

It  Has,  However,  A  Legitimate  Use  Which  Should  be  Encourag- 
ed— Other  Materials  Needed  For  Contrast  or  Special  Purposes 

 1  By  Irving  K.  Pond*   


THE  use  of  concrete  in  building  operations  has 
grown  apace  and  enthusiasts  and  specialists 
have  arisen  to  scatter  their  words  and  their 
works  broadcast — sometimes,  though  not  al- 
ways, the  words  being  more  attractive  than  the  works 
— sometimes  the  words  and  works  alike  bordering  on 
the  grammatically  atrocious — as  for  instance  when  the 
beauties  of  cast-rock  faced-concrete  blocks  have  been 
urged  and  the  monstrosities  themselves  have  made 
pitiable  what  otherwise  might  have  been  semi-re- 
spectable structures — "semi,"  mind  you,  not  "wholly" 
respectable ;  for  the  taste  which  could  advocate,  and 
incorporate  into  its  product,  such  base  imitations 
could  not  create  or  fashion  a  thoroughly  respectable 


Mr.  Irving  K.  Pond,  whise  illuminating 
remarks  on  concrete  housing  appear 
herewith 

structure.  Some  two  years  ago  while  acting  as  chair- 
man of  a  board  to  adjust,  and  settle  perchance,  juris- 
dictional differences  between  the  carpenters,  the  ar- 
chitectural iron  workers  and  the  sheet  metal  workers 
of  Chicago,  I  suggested  facetiously  that  the  fabricat- 
ors of  imitations  should  be  penalized  by  giving  over 
to  the  trades  whose  products  were  imitated  the  erec- 
tion of  all  such  imitations.  Thus  stone  masons  should 
erect  all  tin  fabrications  simulating  stone  cornices, 
architraves  or  entablatures ;  and  do  plastering  where 
plaster  simulated  Caen-stone— one  might  put  it  "con"- 
stone— on  walls  and  in  vaulted  ceilings.  My  pleasan- 
try was  met  with  hearty  and  strenuous'  disapprobation 

 each  trade  wanted  to  tell  its  own  little  lie  and  to 

reap  the  benefits  which  each  felt  certain  would  accrue 
to  it  in  a  world  so  slightly  endowed  with  the  elements* 
of  sincerity  or  of  good  taste. 

So  my  first  item  of  advice  is  to  treat  the  product 

*Read  before  National  Conference  on  Concrete  House  Construction. 


with  respect,  to  shun  and  scorn  imitations,  to  recog- 
nize limitations,  which  attach  to  all  materials,  as  well 
as  to  all  men,  and  to  work  within  those  limitations. 
This  is  not  saying  that  because  a  thing  has  been  done, 
perhaps  frequently  and  appropriately  done,  in  one  ma- 
terial, it  cannot  be  done  in  another  or  a  new  material 
which  may  be  employed  with  equal  propriety ;  how- 
ever, the  new  material  should  not  employ  forms  which 
are  purely  distinctive  of  the  old,  but  should  develop 
forms  which  inherently  characterize  the  new.  What 
these  characteristic  forms  may  be  is  a  subject  for  very 
searching  study  and  analysis.  Possibly  through  syn- 
thesis rather  than  analysis  will  the  characteristic 
forms  disclose  themselves.  So  was  it  in  the  past  with 
the  old  materials — so  probably  will  it  be  with  the  new. 

Now  concrete  is  a  material  which  lends  itself  to 
many  kinds  of  manipulation.  It  can  be  cast,  poured, 
pressed,  assembled  in  the  shop  or  on  the  job ;  it  can 
be  applied  in  liquid  or  in  solid  form  to  the  work  im- 
mediately in  hand.  So  many  are  the  possible  methods 
of  its  application — such  a  diversity  of  means  may  be 
employed  toward  its  legitimate  ends,  that  some  of  its 
enthusiastic  sponsors  see  in  it  a  panacea  for  structur- 
al ills  and  possibly  for  aesthetic  building  ills,  a  sub- 
stitute for  all  previously  employed  building  materials 
— excepting,  possibly,  door  hinges — and  a  perfect  end 
in  itself. 

Warning  Against  Too  General  Employment 

It  behooves  those  who  can  impartially  survey  the 
entire  field  to  offer  both  warning  and  encouragement 
— encouragement  in  its  legitimate  use,  warning 
against  its  too  free  employment  especially  where 
other  materials  may  better  serve  the  conditions.  The 
economics  of  the  general  situation  favor  concrete  and 
through  this  factor  alone  there  may  arise  a  tendency 
toward  its  too  general  employment ;  toward  its  sub- 
stitution for  other  materials  which,  though  perhaps 
costing  more  in  mere  money  satisfy  the  senses  and 
better  fulfil  geographic  and  climatic  conditions.  The 
cheapness  and  ease  of  casting  a  flat  slab  of  concrete 
has  led  certain  enthusiasts  to  advocate  the  general 
adoption  of  a  flat  slab  type  of  roof  in  any  and  all 
parts  of  the  country  (and  ultimately  of  the  world). 
It  is  advocated  for  a  northern  climate  because  it  can 
very  cheaply  be  made  strong  enough  to  hold  a  load 
of  snow  and  ice.  But  that  is  not  what  a  roof  is  for — 
it  is  to  shed  snow  and  ice.  The  flat  slab  roof  is  advo- 
cated for  a  southern  climate  because  the  overhang  or 
shade  is  so  cheaply  procured.  1  he  shade  is  desired 
but  not  at  the  expense  of  ugliness  which  results  from 
unembellished  overhangs — and  concrete  embellish- 
ments are  expensive.  The  factors  of  ease  and  eco- 
nomy in  manufacturing  concrete  slabs,  whether  to 
be  applied  vertically  or  horizontally,  contribute  to  a 
"simplicity"  which  tends  toward  stupidity  and  to  a 
barrenness  which  begets  ugliness.  Where  the  general 
form  is  stupid  and  ugly,  not  much  in  the  way  of  re- 
clamation can  be  effected  by  proportioning  of  windows 
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or  application  of  superficial  ornament.  If  the  mass  is 
interesting  and  appropriately  conditioned,  geographi- 
cally and  climatically,  slight  defects  in  details  will 
not  too  seriously  challenge  the  taste,  hut  an  ugly 
mass  is  fatal. 

In  spite  of  the  fact  that  the  learned  ones  will  point 
out  that  concrete  was  a  favorite  building  material 
with  the  ancient  Romans,  and  that  traces  of  it  are 
found  attaching  to  Greece,  Egypt  and  the  ancient 
Orient,  concrete  as  employed  by  us  is  a  new  material, 
the  science  and  art  relating  to  which  arc  not  fully 
developed. 

Architectural  Distortions 

Because  concrete  has  for  so  long  a  time  been  pour- 
ed into  moulds  or  forms  and  because  of  the  coarse- 
ness of  its  ingredients,  one  of  which  was  stone  which 
could  go  through  a  two  inch  ring,  the  earlier  de- 
signers being  dependent  upon  precedent  and  knowing 
not  where  else  to  look,  fell  upon  the  crude  Spanish 
detail  and  broad  masses  of  the  early  Spanish  Mis 
>ions  as  representative  of  what  might  he  embalmed 
in  concrete.  And  so  Spanish  missions  distorted  into 
bungalows  and  cottages  and  palaces  spread  like  a  rash 
over  the  face  of  the  country.  As  technical  and  me- 
chanical difficulties  were  overcome  and  processes  re- 
fined the  rash  itched  to  take  another  form  of  disease 
and  turned  into  a  classic  fever,  with  now  and  then  a 
touch  of  Gothic  "pains"  were  noted  particularly  in 
the  traceries  on  solids  and  in  voids.  The  fever  still 
hums,  the  pains  still  grip.  Expensive  forms  are  huilt 
up  and  destroyed  to  produce  effects  which  already, 
ad  infinitium,  ad  nauseam,  have  heen  better  achieved 
in  stone.    However,  this  is  not  always  to  he. 

Individuality  Needed 

The  waste  entailed  in  the  destruction  of  specially 
constructed  and  expensive  forms  has  become  appar- 
ent to  many  concrete  users  and  exploiters,  and  their 
efforts  to  prevent  the  consequent  loss,  especially  in 
case  of  the  smaller  residences,  has  introduced  an  ele- 
ment which  may  well  call  for  restraint  in  its  applica- 
tion. For  the  sake  of  economy  forms  are  used  and  re- 
used in  close  proximity.  When  such  forms  are  not 
perfect  in  themselves  and  in  utmost  good  taste,  mono- 
tony in  repetition  becomes  deadly,  and  woe  is  it  to  him 
whom  cruel  fate  has  condemned  to  inhabit  a  unit  in  arr 
environment  so  constituted.  Life  and  joy  and  self- 
respect  must  be  absent  from  the  dweller  amid  such 
surroundings.  Even  where  the  forms  are  charming 
and  singly  in  good  taste,  repetition  robs  them  of  in- 
dividuality and  unfits  them  for  occupancy  by  anyone 
possessed  of  character  and  personality.  Individuality 
of  character  and  .personality  are  absolutely  necessary 
in  the  units  which  go  to  make  up  the  mass  of  a  civiliz- 
ed and  self-respecting  society. 

Consequently  another  injunction,  which  I  offer  by 
way  of  advice,  is  to  avoid  wastage  of  forms — but  even 
more  to  avoid  the  monotony  which  must  follow  the 
unrestrained  employment  of  any  "motif,"  ugly  or 
charming.  Introduce  spice  into  life  in  the  way  of  var- 
iety. The  principle  underlying  this  admonition  is  just 
as  applicable  to  a  mill  town  as  it  is  to  the  most  high- 
ly developed  suburb.  In  point  of  fact  little  or  no  dis- 
tinction should  he  drawn  between  the  mill  town  and 
the  "swell"  suburb.  It  should  exist  possibly  only  in 
the  size  of  units;  it  should  not  exist  in  the  expression 
of  good  taste  and  mental  and  bodily  comfort. 

Other  Materials  Needed 

In  spite  of  the  manifold  and  varied  means,  methods, 
processes,  applications,  manipulations,  textures,  sur- 


faces and  colors  appertaining  to  the  use  and  employ- 
ment of  concrete  as  a  medium  of  architectural  expres- 
sion and  embodiment,  I  am  not  certain  that  I  should 
advise  its  sole  and  unlimited  agency  in  housing  the 
activities  of  any  one  neighhorhood  or  community.  In- 
deed J  am  quite  certain  that  I  should  not  so  advise; 
and  this  not  altogether  on  the  ground  of  a  needed 
variety,  but  that  there  are  other  materials  which  trans- 
cend even  concrete  as  a  medium  of  certain  desired 
expressions  of  the  human  spirit  in  the  art  of  architec- 
ture. And  I  should  desire  to  see  no  community  cur- 
tailed of.  or  denied,  the  right  and  power  to  express  the 
hest  that  is  in  it  in  the  materials  best  adapted  to  that 
expression.  Thus  marble,  granite,  iron,  bronze,  brick, 
slate,  each  one  possesses  inherent  qualities  or  charac- 
teristics not  translatable  into  concrete  even  through 
the  agency  of  base  and  artificial  imitation.  In  the  mat- 
ter of  brick,  for  example,  there  is  scale  to  the  unit 
which  relates  the  mass  to  human  desire  and  experi- 
ence in  an  intimacy  possible  with  no  other  material, 
while  in  natural  color  and  texture  the  range  is  bound- 
less. (  But,  even  with  all  that,  brick  needs  other  ma- 
terials in  its  neighborhood  for  contrast  and  variety, 
purple-green  of  slate,  soft  white  of  stucco,  weathered 
grey  of  timbers,  with  carvings  and  turnings;  and 
craftsmanship  which  cannot  be  imparted  by  a  mould, 
however  exquisitely  the  surface  be  wrought  by  the 
modeler's  hand. 

Anachronisms  of  Architects 

I  assume  that  as  an  architect  I  am  expected  to  say 
that  the  only  way  to  make  concrete  as  accredited  and 
acceptahle  building  material,  adapted  to  all  human 
and  aesthetic  needs,  is  to  have  its  essence  filtered 
through  the  alembic  of  the  architectural  profession,  or 
its  representatives.  Now  the  most  stupid  of  anachron- 
isms are  perpetrated  by  so-called  architects;  (they 
really  are  untutored  archaeologists,  or  rather  grave 
robbers)  and  the  most  blatant  of  modernisms,  cut  off 
from  all  context  of  history,  have  emanated  from,  again, 
so-called  architects,  (they  really  are  unlettered  senti- 
mentalists). But  I  will  say  that  the  possibilities  of 
concrete  as  a  medium  of  aesthetic  expression  in  build- 
ing may  best  be  apprehended  by  a  sincere  architect, 
with  knowledge  of  modern  social  conditions  and  ten- 
dencies working  in  co-operation  with  those  who  knowr 
the  material  at  first  hand  and  who  also  are  sincerely 
working  to  exploit  nothing,  but  to  develop  the  latent 
and  inherent  possibilities  of  a  worthy  material.  Such 
architects  exist,  such  material  men  exist.  They  should 
come  together. 

I  must  say  one  word  here  a9  to  what  should  char- 
acterize the  architect  in  whom  the  material  man  and 
the  public  may  well  place  their  confidence,  being  as- 
sured that  his  will  be  leadership — real  leadership  and 
not  selfish  and  autocratic  domination.  That  archi- 
tect must  not  exploit  any  material  or  system  but  must 
be  able  to  recognize,  and  free  to  employ  the  most 
effective  and  appropriate  under  the  individual  condi- 
tions. He  must  sense  the  sociological,  including  soc- 
ial, the  ethical  and  aesthetic  tendencies  of  his  time  so 
as  to  aid  his  client  in  the  expression  of  them,  curb- 
ing wasteful,  demoralizing,  disintegrating  tendencies, 
and  aiding  toward  social  unification  ;  diagnosing  pres- 
ent conditions  and  meeting  the  situation  with  skill 
and  clarity  of  vision  rather  than  in  applying  formulae 
learned  by  routine  in  the  schools.  The  architect 
should  think  in  advance  of  the  public  and  see  the  goal 
and  the  way  thereto  more  clearly.    Pity  the  public 
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which  follows,  and  condemn  the  architect  who  pur- 
sues, the  selfish  and  hlind  course. 

Now,  in  so  far  as  this  paper  is  concerned,  its  ele- 
ment-; may  be  summarized  and  augmented  as  follows: 

Imitations — Concrete  has  a  character  of  its  own  ; 
there  is  no  call  to  torture  it  into  imitations  of  stone, 
wood,  bronze  or  other  material.  Details  cast  in  moulds 
should  bear  the  plastic  touch  of  the  modeler  and  not 
the  chisel  marks  of  the  sculptor. 

Economy — Forms  suited  to  the  special  purpose 
should  he  used — forms  extravagant  of  labor  and  ma- 
terials should  be  avoided  and  should  be  employed  only 
where  duplication  can  be  accomplished  without  mono- 
tony. 

Monotony — Even  a  good  thing  ceases  to  be  a  good 
tiling  when  used  in  excess  and  two  concrete  houses 
from  the  same  forms,  placed  side  by  side  is  an  excess 
— sucb  treatment  is  permissible  only  in  barracks  where 
men  are  in  uniform  and  drilled  into  the  same  line  of 
thought,  act  and  movement,  all  individuality  being 
eliminated. 

Slabs — Flat  slab  roofs  may  at  times  and  in  places 
be  appropriate.  A  general  use  would  be  deadly  un- 
less counteracted  by  features  the  initial  expense  of 
which  would  more  than  offset  the  element  of  economy 
which  alone  would  serve  to  call  for  a  wide  prevalence 
of  such  roofs. 

Monolithic  forms — This  method  presents  advan- 
tages in  certain  types  of  structures.  The  appearance 
of  mass  and  strength  is  enhanced  by  monolithic  treat- 
ment. Openings  and  corners  can  be  characteristically 
and  ornamentally  treated  at  slight  or  no  additional 
expense.  Mouses  pre-cast  from  monolithic  forms  and 
transported  as  slabs  or  as  units  are  to  be  looked  upon 
with  suspicion  as  tending  to  create  types  and  general 
monotony. 

Blocks  as  units — Concrete  blocks  laid  to  be  effec- 
tive as  units  may  perform  a  legitimate  aesthetic  as 
well  as  structural  service.  Texture  and  color  can  be 
given  them.  Their  danger  lies  in  exaggerated  scale 
and  general  uniformity.  Stone  has  the  advantage  of 
lending  itself  to  cutting  and  fitting  in  length  and 
height  without  consequent  economic  waste.  The 
manufacture  of  concrete  blocks  should  be  studied  with 
variety  of  size  as  well  as  appropriate  scale  in  mind. 
Corners  and  angles  should  be  true,  and  crude  and  rock 
faced  surfaces  avoided. 

Blocks-  as  backing  for  stucco — This  is  a  legitimate 
field  for  the  use  of  concrete  blocks.  Scale  need  not  be 
taken  into  account;  neither  need  such  matters  as 
sharpness  of  corners  and  angles  or  crudity  of  surface. 
Uneven  chipping  where  blocks  are  cut  approximately 
to  the  desired  outline  presents  no  obstacle  to  the  per- 
fect finish.  Surfaces  should  be  such  as  to  which  the 
stucco  will  most  readil)  adhere. 

Costs  and  permanence — In  a  letter  from  an  official 
of  the  United  States  Housing  Corporation  I  find  these 
words : 

"We  were  satisfied  that  there  were  certain  types 
which  would  produce  a  good  practical  house  at  a  very 
moderate  cost,  but  it  appeared  to  us  that  this  could 
be  done  only  where  the  same  unit  was  repeated  in- 
definitely, and  our  belief  was  that  this  would  produce 
a  deadly  monotony  " 

As  to  the  monotony  we  have  already  heard;  as  to 
the  cost  and  permanence  or  durability  let  me  say  that 
there  may  be  cases  where  permanent  houses  would  be 
a  drawback  in  a  developing  community.  There  would 
be  very  little  salvage  in  a  wrecked  concrete  house, 
while  the  wrecking  would  entail  almost  as  much  ex- 


pense as  the  constructing.  Unless  a  community  is 
well  "zoned,"  buildings  of  a  too  permanent  nature  are 
an  economic  waste  even  though  the  initial  cost  may 
be  the  same  as  for  a  building  of  less  permanent  char- 
acter. Where,  as  in  many  of  our  communities,  change 
is  the  order  of  the  day,  well  constructed  buildings  of  a 
more  temporary  nature  are  desirable.  Buildings  of 
a  temporary  nature  can  be  "fire  stopped,"  and  made 
safe  for  occupancy. 

Fireproof  Character  of  Concrete  Houses — In  the 
letter  above  referred  to  these  words  appear:  "We  found 
that  the  people  who  were  interested  in  the  concrete 
house  were  almost  without  exception,  trying  to  build 
every  part  of  the  house  in  concrete,  including  porches 
and  all  the  trim."  This  would  seem  to  me  to  indicate 
a  deficient  sense  of  humor  on  the  part  of  the  people 
referred  to,  as  well  as  defective  vision.  I  will  grant 
that  the  designs  of  many  architects  who  never  in- 
tended to  make  a  joke  of  their  work  are  such  as  to  be 
readily  translated  into  concrete  and  would  not  lose 
in  the  process ;  but  a  concrete  man  with  a  sense  of  fit- 
ness. I'll  call  it  humor,  would  not  design  to  effect 
the  translation.  I  must  still  warn  the  enthusiastic 
against  excess;  excess  of  imagination  as  well  as  ex- 
cess in  material  or  some  of  them  may  wish  to  make 
the  door  hinges  out  of  concrete  after  all.  Fireproof- 
ness,  so  to  speak,  and  permanence  are  good  qualities, 
for  which  it  is  possible  at  times  to  pay  too  much. 

Methods  and  Means — How  to  make  the  house 
reasonably  fireproof,  reasonably  durable,  reasonably 
attractive  and  reasonably  economical  in  cost  and  in 
upkeei)  presents  a  series  of  problems  for  the  architect 
and  the  concrete  expert.  As  an  architect  I  shall  re- 
ceive the  findings  of  the  concrete  expert  and  will  make 
such  applications  of  the  methods  and  means  present- 
ed as  may  suit  the  particular  case.  I  will  even  pre- 
sent the  case  beforehand  to  the  expert — if  it  is  not  al- 
ready covered,  and  aid  him  in  his  solution.  I  will 
even  ask  him  now  to  present  types  of  floors  in  struc- 
tures and  finish  which  are  durable,  economical,  and 
appropriate  to  a  small  house.  I  will  ask  the  same  con- 
cerning the  roofs,  high  pitched,  low  pitched  and  flat. 

There  are  many  problems  to  be  solved  in  connec- 
tion with  the  designs,  construction  and  location  of 
the  concrete  house  and  I  congratulate  the  concrete 
and  cement  interests  that  they  have  enlisted  the  ser- 
vices of  so  many  serious-minded  and  enthusiastic  men 
in  the  quest  for  the  best  along  these  lines.  I  hope 
that  architects  of  vision  and  deep  feelings  may  be 
called  upon  to  co-operate. 


The  Robb  Engineering  Works,  Ltd.,  manufactur- 
ers of  engines  and  boilers,  Amherst,  N.  S.,  announce 
that  Mr.  D.  W.  Robb  is  retiring  from  the  active  man- 
agement of  the  company,  after  being  engaged  actively 
and  continuously  for  the  past  forty-five  years  in  that 
capacity.  Mr.  George  E.  Newill,  who  succeeds  to  the 
management,  has  had  considerable  engineering  and 
business  experience  in  Canada  and  other  countries. 
Mr.  D.  W.  Robb  will  continue  as  vice-president  on 
the  Board  of  Directors  and  will  retain  his  connection 
with  the  company  in  an  advisory  capacity.  The  com- 
pany report  that  their  business  is  likely  to  increase 
through  the  development  of  farm  tractors  and  other 
lines  which  they  are  taking-  up. 


The  Dominion  Tar  &  Chemical  Company,  Limited, 
announce  that  their  address  will  now  be  171  St.  James 
Street,  Montreal,  where  all  communications  should  be 
sent. 
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Prominent  Engineers  Honored  by  the  E.I.C. 

Gzowski  Medals  for  Most  Valuable  Contributions  to  Kngineering 
Literature   Awarded    to   Messrs.   Johnson,  '  Duggan   and  Porter 


LORD  Shaughnessy  and  Sir  John  Kennedy,  the 
dean  of  the  engineering  profession  in  Canada, 
were  presented  with  gold  badges  as  honorary 
members  of  the  Engineering  Institute  of  Can- 
ada at  the  final  meeting  of  the  season  of  the  Montreal 
branch  on  April  29th.  These  badges  are  replicas  of 
the  badge  presented  to  the  Prince  of  Wales  on  his 
visit  to  Canada,  when  he  consented  to  become  an 
honorary  member  of  the  institute.  The  presentations 
were  made  by  Mr.  R.  A.  Ross,  the  president. 

Mr.  Walter  J.  Francis,  the  chairman,  referred  to 
the  services  rendered  to  the  country  by  Lord  Shaugh- 
nessy as  head  of  the  C.  P.  R.,  also  by  Sir  John  Ken- 
nedy, whose  long  and  useful  life  was  synonymous 
with  the  progress  of  engineering  in  Canada. 

Lord  Shaughnessy  and  Sir  John  Kennedy  made 
brief  replies,  the  former  remarking  that  during  his 
association  with  large  engineering  enterprises  of  every 
description,  he  had  taken  the  advice  of  hydraulic,  min- 
ing, marine  and  mechanical  engineers  of  every  de- 
scription. "Jointly  through  this  friendly  co-opera- 
tion we  have  carried  out  during  the  last  quarter  of  a 
century  many  great  engineering  works  involving  the 
expenditure  of  many  hundred  millions  of  dollars.  Gen- 
erally the  work  was  satisfactorily  done.  Sometimes 
there  may  have  been  a  miss,  but  we  were  jointly  re- 
sponsible, and  did  not  blame  each  other." 

Sir  John  Kennedy  recalled  the  fact  that  he  had 
assisted  at  the  birth  of  the  Engineering  Institute. 
Looking  back  over  that  long  history  of  engineering 
development  and  all  that  had  been  accomplished  by 
the  Institute,  he  felt  very  grateful  for  the  honor  now 
conferred  upon  him. 

The  Czowski  medal  for  the  most  valuable  contri- 
bution to  engineering  literature  of  the  year  was  pre- 
sented to  Messrs.  Phelps  Johnson,  G.  H.  Duggan  and 


Geo.  F.  Porter  for  their  papers  on  the  "Design  and 
Erection  of  the  Superstructure  of  the  Quebec  Bridge", 
which  had  been  published  all  over  the  world,  and  had 
been,  it  was  stated,  acknowledged  by  experts  on  en- 
gineering literature  as  the  outstanding  engineering 
publication  during  the  year  anywhere  in  the  world. 
Medals  were  presented  to  each  of  the  gentlemen  nam- 
ed. 

The  officers  of  the  branch  for  the  coming  year  are 
Chairman,  Mr.  A.  Surveyer ;  vice-president,  Mr.  J.  H. 
Hunter;  secretary,  Mr.  J.  L.  Busfield. 

Mr.  Walter  J.  Francis,  in  his  retiring  address  as 
chairman  of  the  branch,  stated  that  there  had  been  an 
unprecedented  growth  in  its  work,  to  such  an  extent 
that  the  meetings  had  been  changed  from  fortnightly 
to  weekly,  with  greatly  increased  membership  and 
attendance. 


Summer  Meeting  of  American  Institute  of 
Chemical  Engineers  in  Canada 

FOR  the  first  time  in  the  history  of  the  American 
Institute  of  Chemical  Engineers,  its  annual 
summer  meeting  will  he  held  in  Canada  dur- 
ing the  week  of  June  28th  to  July  4th.  The 
formal  and  business  sessions  of  the  Institute  will  be 
held  in  Montreal,  after  which  the  members  of  the 
Institute  will  proceed  to  Ottawa  by  special  train, 
spending  one  day  in  Ottawa,  where  they  will  be 
shown  several  of  the  large  chemical  works  located 
there,  and  the  various  government  bureaus.  On 
Wednesday,  June  30th,  the  party  will  leave  by  special 
train  for  Belleville,  Ontario,  and  on  the  following  day 
will  be  entertained  by  the  City  of  Belleville,  and  a 
motor  tour  will  be  made  to  several  of  the  chemical 


Lord  Shaughnessy,  above,  and  Sir  John  Kennedy  at  the  right,  who  were 
recipients  of  gold  badges  as  honorary  members  of  the  E.  I.  C.  at  recent 
meeting  of   Montreal  Branch 
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works  situated  in  Hastings  County.  A  complimentary 
luncheon  will  be  tendered  the  Institute  by  the  Deloro 
Smelting-  &  Refining  Co.  Limited,  at  their  works  at 
Deloro.  Ontario,  and  the  large  plant  of  the  Industrial 
Alcohol  Co.,  Limited,  at  Corbyville,  will  also  be  vis- 
ited. In  the  evening  a  dinner  will  be  tendered  the  In- 
stitute at  the  Hotel  Quinte  by  the  City  of  Belleville 
and  County  of  Hastings,  at  which  function  several  of 
the  leading  men  in  the  chemical  industries  in  the  Un- 
ited States  will  be  present.  On  leaving  Belleville 
the  party  will  proceed  direct  to  Shawinigan  Falls, 
Que.,  where  the  large  electrolytic  industries  will  be 
inspected.  Saturday,  July  3,  will  be  spent  at  LaTuque, 


inspecting  the  large  sulphate  pulp  mill  of  the  Brown 
Company.  The  party  will  arrive  in  New  York  by 
special  train  on  Monday,  July  5th. 

As  Canada  has  abundant  resources  for  the  de- 
velopment on  a  large  scale  of  some  of  the  most  im- 
portant chemical  products  required  in  commerce, 
which  have  in  the  past  been  neglected  or  not  develop- 
ed to  the  extent  that  they  should  have  been,  it  is  to 
be  hoped  that  the  meeting  of  the  Institute  in  Canada 
will  result  in  renewed  activity  along  chemical  indus- 
trial lines.  The  Canadian  members  of  the  Institute 
are  sparing  no  time  to  make  this  meeting  an  event 
in  the  chemical  annals  of  Canada. 


Misconceptions   on   Transportation  Matters 

Analysis  of  the  Fundamental  Facts  that  Determine  the  Success  or 
Failure  in  Transport  Business — Water  Traffic  Specialized — Electri- 
fication  Not   a   Panacea  —  The    Motor   Truck   a    Potent  Factor 


A GREAT  deal  of  misconception  exists  in  the 
minds  of  the  public  and  even  those  of  trans- 
portation men,  as  to  when  and  where  the  dif- 
ferent means  of  transport  can  be  employed 
to  advantage,  and  even  as  to  different  methods  of  pro- 
pulsion, states  Henry  K.  Wicksteed  in  the  organ  of 
the  Canadian  National  Railways. 

Some  thoughtful  men,  continues  Mr.  Wicksteed, 
have  been  giving  much  attention  to  these  questions 
of  late,  and  one  of  these,  Mr.  Baker  of  the  Engineer- 
ing News  Record  staff,  New  York,  has  written  some 
exhaustive  and  illuminating  articles  on  the  subject, 
and  produced  a  staggering  array  of  facts  and  figures 
in  contravention  of  quite  commonly  accepted  ideas. 

The  principal  one  of  these  misconceptions  is  that 
waterborne  transport  is  necessarily  and  essentially 
cheaper  than  that  by  railway.  No  such  sweeping  gen- 
eral assumption  can  be  made.  In  fact,  it  may  be  said 
that  the  reverse  is  more  often  true.  The  cheapest 
transport  in  the  world  is  that  on  the  Great  Lakes,  but 
in  asserting  and  drawing  deductions  from  this  fact, 
we  must  carefully  take  account  of  two  or  three  con- 
siderations: 1st,  the  traffic  of  the  Great  Lakes  is  large- 
ly specialized,  almost  entirely  so.  It  consists  for  the 
most  part  of  grain  in  bulk,  iron  ore,  and  coal.  Ordin- 
arily merchandise  cuts  a  comparatively  small  figure. 
2nd',  These  commodities  move  in  enormous  volume 
and  tonnage  and  3rd,  the  vessel  travels  on  a  natural 
route  on  which  there  is  nothing  to  pay  for  mainten- 
ance and  upkeep,  except  at  one  or  two  points. 

Specialization  of  Traffic 

All  these  factors  have  an  enormous  effect  in  cheap- 
ening the  cost  of  our  Great  Lakes  transport.  The 
specialization  for  instance,  in  conjunction  with  the 
great  volume,  has  promoted  and  justified  a  great  ex- 
penditure on  equally  special  machinery  for  loading 
and  unloading.  One  machine  picks  up  a  whole  car- 
load and  turns  it  over  far  enough  to  dump  the  con- 
tents into  a  storage  bin,  from  which  it  drops  by  grav- 
ity into  the  vessel's  hold.  The  iron  ore  similarly  drops 
through  hoppers  in  the  bottom  of  the  car,  and  gravity 
does  the  rest,  almost  without  any  human  help  or  at- 
tendance. Grab  buckets  lift  the  coal  or  ore  from  the 
vessel's  hold  at  the  other  terminal,  and  deposit  it  in  a 


pile  whence  it  is  loaded  on  the  railway  cars  by  a  steam 
shovel  as  required. 

Everyone  is  familiar  with  the  modern  grain  elevat- 
or, and  the  extraordinary  cheapness  of  the  transfers 
which  it  makes,  but  these  appliances  cost  enormous 
sums  of  money,  on  which  interest  has  to  be  paid,  and 
it  is  only  the  enormous  volume  of  the  traffic  and  its 
constancy  in  the  one  direction,  year  after  year,  which 
makes  them  practicable  from  an  economic  point  of 
view. 

It  is  this  specialization,  volume,  and  constancy 
which  are  the  main  factors  in  effecting  the  extraordin- 
arily low  cost  of  transport  on  the  Great  Lakes,  but 
there  is  another  which  is  common  to  ocean  traffic.  The 
road  has  cost  nothing  except  at  the  Sault  Ste.  Marie 
locks  and  some  improved  channels.  Consequently 
there  are  no  considerable  interest  charges  to  be  borne, 
and  the  same  is  true  of  maintenance  and  repairs.  On 
a  railway,  or  even  a  modern  highway,  these  items  are 
a  very  large  proportion  of  the  total  cost  of  transporta- 
tion, and  it  is  here  that  one  great  difference  comes,  in 
between  the  water  and  land  transport,  but  when  we  go 
in  for  artificial  channels,  canals  and  locks,  and  their 
maintenance  and  operation,  the  story  becomes  quite 
a  different  one. 

The  Welland  Canal,  for  instance,  is  to  cost  more 
than  50  millions;  a  first  class  railway  for  the  same 
distance  would  cost  3  millions.  The  difference  in  in- 
terest charges  alone  at  5j/2  per  cent,  is  more  than  2J/2 
millions  per  annum. 

Will  Traffic  Justify  Expenditure  on  Waterways? 

This  huge  amount  can  be  justified  only  by  a  great 
volume  of  traffic.  Can  we  expect  that  traffic?  Time 
was  (I  trust  it  has  nearly  gone  by)  when  it  was  con- 
sidered that  interest  charges  in  State  transport  under- 
takings should  be  met  by  the  State  and  not  directly 
by  the  traffic.  I  think  it  unnecessary  to  go  further 
into  this  question  here  and  now.  The  point  is  that 
all  these  charges  have  to  be  met,  and  sooner  or  later, 
directly  or  indirectly,  the  community,  the  ordinarv 
consumer,  you  and  I,  have  got  to  pay  them,  or  bank- 
ruptcy is  the  result. 

I  am  very  far  from  singling  out  the  Welland  Canal 
as  a  special  example,  or  for  attack.  I  am  mentioning 
it  because  it  is  at  our  doors  and  we  understand  it 
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best.  The  New  York  State  barge  canal  is  an  even  bet- 
ter example.  This  work  has  cost  something  like  $150,- 
()(X),(X)0  and  the  State  is  at  the  present  moment 
"scratching  its  head"  and  worrying  to  find  traffic  for 
it.  Even  in  war  times,  with  disorganized  and  congest- 
ed railways,  there  was  none  to  speak  of,  and  the  gov- 
ernment took  to  building  vessels  to  ply  on  it  to  justify 
the  expenditure  on  the  canal  itself.  Hut,  it  will  be 
answered,  "this  is  only  a  barge  canal."  Let  us  then 
take  another  example,  the  Mississippi  and  Ohio  Navi- 
gation. This,  only  a  few  years  ago,  was  one  of  the 
busiest  highways  in  the  world,  millions  upon  millions 
of  tons  of  coal  having  been  floated  down  the  se  streams 
at  a  ridiculously  low  cost  from  Pittsburgh  to  New  ( )r- 
leans  and  intermediate  points.  Low  water  interfered 
more  or  less  with  the  traffic  at  some  times  during  the 
year,  and  the  Washington  government  spent  many 
millions  in  moveable  dams  on  the  Ohio,  and  in  dredg- 
ing and  dyking  on  the  Mississippi. 

P>ut  in  spite  of  these  improvements  the  water  traf- 
fic is  falling  off,  and  the  railways  are  getting  a  larger 
share  of  it.  It  may  be  pointed  out  that  this  too  is  a 
specialized  traffic,  and  justified  larger  expenditure  for 
special  steel  barges,  steamers,  and  for  terminal  appli- 
ances. Also  that  this  traffic  went  on  nearly  all  the 
year  round,  while  our  northern  canals  are  closed  for 
several  months  during  the  winter. 

This  is  a  striking  illustration  of  the  marked  sup- 
eriority of  the  railway  over  the  canal  in  flexibility  and 
speed,  and  it  shows  how  foolish  it  is  for  the  public  to 
believe  that  because  a  principle  can  be  applied  in  one 
case  it  can  be  applied  with  successful  results  in  all 
others,  no  matter  what  the  consideration  may  be. 

Railv/ay  and  Highway  go  to  Origin  of  Traffic 

The  railway,  and  for  that  matter,  the  highway,  can 
go  direct  to  the  origin  of  the  traffic,  while  the  water- 
way can  not,  and  the  same  is  true  of  delivery  at  the 
other  terminal.  Even  the  lumberman  has  found  this 
out,  and  many  modern  concerns  build  a  light  branch 
into  the  heart  of  a  bunch  of  timber,  and  do  their  log- 
ging at  its  terminal.  In  a  day  or  two  or  even  a  few 
hours,  the  log  is  being  sawed  at  the  mill.  Contrast 
this  with  the  waterborne  traffic  still  being  carried  on  in 
remote  districts.  The  log  is  hauled  several  miles,  at 
times,  to  the  nearest  stream.  The  logging  road  cost 
money,  and  the  stream  has  to  be  improved  and  dams 
built.  For  months  the  log  lies  idle  waiting  for  the 
spring.  Then  it  starts  on  its  way  with  a  gang  of  men 
to  look  after  it.  It  reaches  a  larger  river  or  lake  and 
is  towed  across  it.  It  is  "driven"  over  rapids  and 
falls,  and  months,  sometimes  years,  elapse  before  it 
reaches  the  mill.  Much  of  the  time  it  has  to  be  watch- 
ed and  tended  by  skilled  workmen,  and  always  the  in- 
terest on  its  first  cost  are  running  on. 

This  is  somewhat  different  from  the  ordinary  traf- 
fic of  a  manufacturing  district,  but  the  principle  is 
identically  the  same.  The  steamer  or  canal  can  deliver 
only  at  the  water  front,  the  railway  almost  anywhere, 
and  often  within  the  grounds  and  even  under  the  very 
roof  of  the  manufacturer's  or  wholesaler's  building". 

And  this  brings  me  to  another  factor  little  under- 
stood by  the  public.  We  hear  a  great  deal  in  these 
days  of  the  cost  of  transportation,  and  how  it  affects 
the  cost  of  commodities,  the  TT.  C.  of  L.  which  is  in 
these  days  ever  before  us.  The  absurdity  of  much  of 
this  talk  was  very  plainly  brought  out  recently  in  the 
story  of  the  $80  suit  of  clothes  which  was  bronchi 
from  Chicago  to  New  York  for  16  cents,  or  1/5  of  1 
per  rent,  of  its  selling  price.    Yet  the  dealer  wanted 


10  per  cent,  advance.  There  are  multitudes  of  similar 
absurdities  which  might  be  cited. 

Transportation  is  Small  Factor  in  Price  of  Goods 

Transportation  is  a  ridiculously  small  factor  in  the 
price  of  a  majority  of  the  necessities  of  life.  But  part 
of  the  cost  of  transportation  includes  that  of  distribut- 
tion  to  the  consumer;  the  handling,  housing  and  car- 
tage of  mixed  freight  in  and  through  a  large  city, — 
terminal  charges  in  fact, — and  it  is  here  that  the  rail- 
way has  the  advantage  over  the  waterway;  not  only 
in  the  way  I  have  pointed  out  of  being  able  in  many 
eases  to  put  its  car  under  the  very  roof  of  the  fac- 
tory or  warehouse,  and  so  avoiding  double  hand- 
ling and  teaming,  but,  of  lessening  the  actual  cost  of 
the  single  handling.  The  coal  merchant  builds  a 
trestle,  the  locomotive  shoves  a  car  on  to  it.  and  the 
coal  drops  by  gravity  into  his  shed,  or  bin,  through  a 
hopper  bottom.  A  carload  of  flour  arrives  at  a  biscuit 
factory,  the  car  is  placed  with  its  floor  exactly  level 
with  that  of*the  factory,  and  the  load  is  removed  on 
ordinary  trucks  and  under  cover. 

Contrast  this  with  the  procedure  in  the  case  of 
steamer  or  barge.  Much,  if  not  all  of  the  lading,  must 
be  below  decks.  It  must  be  hoisted  up. with  a  wind- 
lass above  the  bulwarks,  swung  out  and  lowered  on 
the  wharf.  Then  it  is  trucked  into  a  shed,  and  from 
the  shed  it  is  loaded  on  to  a  wagon  or  truck,  and  taken 
perhaps  several  miles  to  the  factory.  On  the  arrival 
of  this  truck,  there  is  still  as  much  work  to  be  done 
to  get  its  load  indoors  as  was  involved  in  the  single 
operation  of  unloading  the  box  car. 

Unloading  Lime 

There  is  another  feature  about  this  cvery-day 
handling  which  is  lost  sight  of.  The  steamer  can  op- 
erate cheaply  only  when  loaded  to  pretty  nearly  her 
full  capacity,  several  hundred,  or  it  may  be  thousands 
of  tons.  The  operation  of  unloading  this  stuff  takes 
time,  and  the  consignee  who  has  30  tons  or  so  of  mer- 
chandise must  wait  until  his  consignment  is  uncov- 
ered, unloaded  and  identified,  before  he  can  send  for 
it.  The  box  car  has  come  as  part  of  a  long  train  which 
is  broken  up  in  a  receiving  yard  and  switched  as  a 
single  unit  to  his  own  particular  siding  or  spur.  He 
consumes  this  30  tons  of  flour  or  what  not  in  a  cer- 
tain time,  which  he  knows,  beforehand  and  he  can 
count  with  reasonable  certainty  on  another  car  com- 
ing in  when  that  is  used  up.  This  is  not  nearly  so 
certain  in  the  case  of  the  steamer,  which  deals  in  large 
quantities  only  with  economy,  and  he  must  take  the 
large  quantity  and  find  means  to  store  it  until  he  can 
use  it,  or  take  his  chance  of  having  to  shut  down  his 
factory  while  waiting  for  the  next  small  consignment. 
From  the  transportation  company's  point  of  view,  the 
difference  is  this,  especially  at  a  port  which  is  only 
a  port  of  call,  not  a  terminal :  The  steamer  has  to  wait 
under  steam,  and  perhaps  with  a  considerable  crew 
under  pay,  while  this  particular  30  tons  is  being  sort- 
ed out  and  unloaded.  It  may  be  that  she  comes  in  at 
midnight,  and  the  weather  is  bad,  the  stuff  perishable, 
and  the  dock  laborers  don't  want  to  work.  The  rail- 
way locomotive  delivers  its  car  and  goes  off  about 
other  business,  and  if  the  car  is  held  a  few  hours  long- 
er in  unloading,  there  is  merely  a  moderate  charge  for 
demurrage. 

I  think  it  will  be  evident  that  for  moderate  quantit- 
ies of  mixed  freight  at  diverse  points,  the  steamer  or 
barge  is  out  of  the  running  altogether,  even  when  a 
beneficent  Providence,  or  a  paternal  government  pro- 
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vides  the  water  way  free  of  charge.  This  is  precisely 
one  of  the  reasons  why  the  large  expenditure  by  the 
W  ashington  Government  on  the  Mississippi  improve- 
ment has  proved  to  be  unjustifiable. 

Large  Canal  Capacity  Sometimes  a  Disadvantage 

That  large  capacity  is  often  a  distinct  disadvantage 
in  some  cases,  has  been  very  well  brought  out  in  the 
history  of  the  New  York  canals.  The  Erie  was  en- 
larged to  1.000  ton  barge  capacity  because  it  was  ob- 
vious that  a  large  craft  can  do  the  actual  transporta- 
tion cheaper  than  a  small  one,  but  it  was  soon  found 
that  actual  consumers  en  route,  and  even  in  New  York 
could  not  take  care  of  such  large  consignments  all  at 
once,  and  preferred  deliveries  in  box  car  units,  even  if 
it  cost  a  trifle  (and  a  very  small  trifle)  more  per  ton 
for  the  actual  transfer.  Hence  some  of  the  transpor- 
tation companies  are  reverting  to  a  smaller  unit  of 
barge  which  can  be  left  to  unload  just  as  the  box- car 
can,  while  the  tug  goes  off  with  the  rest  of  its  fleet. 
This  is  a  lesson  the  railways  have  taught,  and  an  in- 
tensely interesting  one,  but  if  the  small  barge  is  more 
useful  than  the  large,  where  are  we  to  look  for  justi- 
fication of  the  enormous  cost  of  the  enlargement  of 
the  canal  ? 

The  promoters  were  looking  for  a  great  volume  of 
specialized  traffic  in  grain  from  Buffalo  to  New  York 
which  has  not  materialized,  and  shows  little  sign  of 
materializing  in  competition  with  such  carriers  as  the 
New  York  Central,  the  Erie  and  the  Lackawanna. 

That  the  writer  should  hold  such  views  in  the  com- 
parison between  water  and  land  carriage  is  the  more 
remarkable,  and  should  perhaps  be  more  convincing 
to  his  readers,  in  that  he  has  been  for  many  years  an 
avowed  believer  in  one  of  the  greatest  of  the  water 
carriage  projects  of  this  continent.  He  is  one  yet. 
At  the  outset  we  started  by  recognizing  the  paramount 
imoortance  of  the  commerce  of  the  Great  Lakes,  and 
only  less  important  is  the  extension  of  this  navigation 
to  the  sea — but  this  is  an  extension  of  an  already  won- 
derfully successful  and  growing  business,  not  an  at- 
tempted revival  of  antiquated  methods  of  carriage 
which  have  signally  failed  in  competition  with  the 
new. 

Railway  Transportation  Getting  Cheaper 

The  apparent  change  has  not  been  so  much,  if  at 
all,  in  his  own  state  of  mind  as  in  the  data  from  which 
we  must  start.  Railway  transportation  30  years  ago 
was  enormously  more  expensive  than  it  was  two  or 
three  years  back,  and  the  reduction  has  been  to  a  large 
extent  in  this  very  element  of  terminal  and  distribu- 
tion charges,  due  to  the  ability  of  the  railway  to  throw 
out  spurs  and  "feelers,"  searching  business  in  out-of- 
the-way  corners,  going  after  the  business  instead  of 
waiting  for  the  business  to  come  to  it.  And  it  is  a  re- 
markable thing  that  the  busiest  of  our  railways  are 
in  many  cases  those  that  parallel  the  waterways.  The 
busiest  section  of  the  Grand  Trunk  for  instance  is 
probably  that  between  Montreal  and  Toronto.  One 
of  the  busiest  sections  of  the  C.  P.  R.  is  that  between 
Montreal  and  Quebec.  In  the  United  States  we  have 
the  New  York  Central  paralleling  the  Hudson  River 
and  the  Erie  Canal  for  the  entire  distance  from  Buffa- 
lo to  New  York.  And  perhaps  most  remarkable  of  all, 
because  it  is  a  north  and  south  road,  is  the  Illinois 
Central  paralleling  the  Mssissippi  for  its  entire  length. 
The  reason  is  very  interesting,  and  it  is  that  the  water- 
ways effected  the  original  settlement,  and  built  up  the 
cities,  towns  and  villages  along  their  banks;  and  cre- 
ated the  potential  traffic.    The  railways  in  the  first 


place  took  the  passenger  and  express  business,  owing 
to  greater  speed  and  punctuality,  but  the  possession 
of  this  field  made  it  easier  for  them  to  carry  freight 
cheaply  just  as  a  man  with  a  fixed  income,  and  not 
overworked,  can  afford  to  do  extra  work  at  a  lower 
rate  than  one  who  is  altogether  dependent  on  it.  "Un- 
to him  that  hath  shall  be  given,  etc."  This  and  the 
flexibility  above  referred  to,  as  well  as  their  capacity 
to  carry  on  for  twelve  months  during  the  year,  gradu- 
ally led  to  the  railways  displacing  the  water  carriers 
in  any  but  long'  distance  and  specialized  freight. 
Barges  still  carry  sand  into  Montreal  because  they  load 
it  from  the  river  bank,  but  the  picturesque  "chalons" 
of  the  lower  St.  Lawrence,  which  used  to  come  in 
fleets  up  the  river  with  every  fair  wind,  carrying  hay 
and  farm  produce  have  almost  disappeared,  and  even 
the  schooners  which  used  to  crowd  the  Louise  basin 
at  Quebec,  are  getting  fewer  every  year. 

There  is  another  misconception  in  the  popular 
mind  as  to  motive  power,  "because  an  electric  locomo- 
tive does  not  burn  coal,  or  burns  it  more  economically 
at  a  central  power  house,  therefore  electricity  must  of 
necessity  be  the  cheaper  form  of  propulsion." 

Electric  Propulsion  Not  Always  Cheapest 

This  idea  is  the  more  difficult  to  combat,  because 
it  is  sometimes  and  partly  true.  But  that  it  is'univer- 
sally  true  is  a  very  great  fallacy  indeed.  The  ordinary 
layman  sees  only  the  comfortable  and  cleanly  cars 
speeding  along  with  fifty  passengers,  and  notes  that 
there  are  only  two  men  on  it,  and  that  the  power  is 
supplied  by  Niagara  Falls  for  instance.  He  does  not 
see  the  enormous  extra  cost  of  the  overhead  wires 
and  poles,  the  transforming  stations,  and  the  power 
development,  and  that  the  interest  on  these  items  has, 
as  in  the  case  of  the  artificial  waterway,  to  be  met  day 
by  day,  and  year  by  year.  He  sees  this  car  climbing 
up  grades  with  its  crowd  of  passengers,  such  as  he 
never  sees  on  a  standard  railway,  and  infers  that  only 
electricity  can  do  such  things.  He  does  not  under- 
stand that  passenger  business  is  nearly  always  the 
least  important  of  a  railway's  functions,  and  that  for 
a  passenger  business  alone  to  pay,  it  must  be  very 
"dense"  indeed,  such  as  is  only  available  in  cities  or 
their  suburbs ;  that  freight  business,  the  larger  item  by 
far  in  railway  earnings,  is  essentially  one  demanding 
"trains"  of  separate  units  with  an  external  locomotive, 
capable  of  being  broken,  up  and  put  together  again, 
and  added  to  or  snbstracted  from,  and  easy  grades  and 
long  trains  are  just  as  essential  to  economical  opera- 
tion with  electric  propulsion  as  with  steam.  Electric- 
ity will  gradually  replace  steam  in  a  great  many  places, 
but  the  process  will  be,  and  rightly,  only  gradual  and 
tentative,  not  sudden  and  revolutionary.  Here  again 
"density"  of  tonnage  is  the  key. 

Electricity  Pays  Only  in  Congested  Districts 

The  most  extraordinary  fallacy  of  all,  and  one  that 
is  very  common,  is  that  railways  through  sparsely 
settled  districts,  which  have  been  unsuccessful  as 
steam  roads,  can  be  immediately  made  to  pay  by  con- 
verting to  electricity.  It  is  the  congested  pieces  of 
road  which  promise  the  best  result  from  the  change. 
The  electric  equipment  means  more  capital,  and  it  is 
with  light  traffic  that  the  interests  charges  are  re- 
latively more  burdensome,  and  as  the  traffic  grows, 
we  can  afford  to  make  them  higher,  in  order  to  effect 
comparatively  small  economies  in  fuel  consumption 
and  maintenance  ;  in  costs  per  ton  mile  in  fact. 

In  regard  to  electric  traction,  the  National  Rail- 
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w  ay  has  been  a  pioneer  road  in  the  development  of 
this  particular  type  of  railway.  An  important  factor 
in  its  system  is  the  Niagara,  St.  Catherines  and  To- 
ronto, .serving  the  busy  industrial  district  of  the  Niag- 
ara peninsula.  This  is  a  case  of  specialization  in  a 
thickly  settled  country,  in  conjunction  with  abnormal- 
ly cheap  power.  Another  departure  is  the  electrifica- 
tion of  the  Montreal  terminals.  This  last  was  largely 
forced  upon  the  company  by  the  tunnel  itself,  just  as 
electrification  was  forced  upon  the  Grand  Trunk  at 
Sarnia,  and  upon  the  New  York  Central  in  New  York. 
In  the  Montreal  case  it  is  physically  a  perfect  success, 
and  financially  it  will  become  so  when  the  transmon- 
tane  traffic  grows  to  the  greater  proportions  which 
we  may  reasonably  expect.  It  is  quite  probable  that 
the  electric  zone  will  in  time  be  extended  to  the  sub- 
urbs of  St.  Jerome,  and  eventually  Ottawa.  The  most 
promising  development  for  the  near  future  is  that  of 
the  terminals  of  the  Capital  City  itself,  jointly  by  all 
the  railways,  partly  on  account  of  the  abundance  of 
power  available,  partly  because  of  all  our  cities,  Otta- 
wa has  the  best  right  to  be  kept  clean,  wholesome,  and 
beautiful. 

The  Motor  Truck 

A  new  form  of  transportation  has  come  into  vogue 
of  late  with  the  advent  of  good  highways,  and  it  has 
come  to  stay.  This  is  the  motor  truck.  With  the 
very  best  roads  in  the  world,  it  is  impossible  that  this 
can  compete  for  long  distance  traffic  with  the  railway 
or  the  steamer,  and  there  is  grave  danger  that  this 
again  will  be  overdone.  Its  advocates  show  the  same 
tendency  to  overlook  the  fact  that  the  highway  must 
be  built  and  maintained,  and  a  fair  comparison  must 
include  its  share  in  these  costs,  as  well  as  those  of 
the  vehicle  itself.  The  motor  truck  will  infalliby 
wear  out  with  fewer  ton  miles  than  the  box  car  or  the 
locomotive,  and  therefore  its  amortization  charges 
must  be  higher.  But  making  due  allowance  for  these 
limitations,  the  motor  truck  and  the  motor  bus  are 
very  useful  modern  -developments  indeed,  and  sur- 
pass the  steam  and  electric  railway  in  precisely  the 
same  respect  as  the  latter  surpass  the  waterborne  traf- 
fic ;  in  flexibility.  The  truck  can  leave  the  door  of 
one  building  with  its  load  and  in  3  hours  can  deliver 
it  at  another  warehouse  50  miles  away.  The  cost  of 
actual  transport  on  the  50  miles  will  be  much  higher, 
but  the  time  saved  will  be  considerable,  and  where 
either  industry  has  not  a  spur  track  of  its  own,  the 
cartage  and  rehandling  will  be  avoided,  and  the  total 
cost  of  the  transfer  may  be  even  less  than  by  the  rail- 
way. The  truck  and  the  motor  bus  have  the  further 
advantage  of  being  able,  to  select  their  own  route.  If 
congestion  occurs  on  one  road,  they  can  turn  aside, 
and  take  another. 

But  these  advantages  are  quite  outweighed  when 
we  run  into  long  distances  and  heavy  tonnage.  The 
truck  has  at  least  one  high-priced  man,  with  perhaps 
5  tons  behind  him.  The  railway  train  will  have  5  men 
with  2,000  tons  or  400  tons  to  each.  Even  conceding 
that  the  speeds  would  be  approximately  equal,  the 
discrepancy  in  wages  is  enormous,  and  easily  appar- 
ent. Tt  is  the  same  question  again  of  terminal  charges 
and  distribution  after  arrival  at  destination,  which  in 
the  case  of  a  short  haul  may  more  than  outweigh  the 
saving  in  actual  movement. 


It  was  announced  recently  that  the  Hudson  Bay  Com- 
pany contemplate  the  erection  of  a  $5,000,000  store  soon 
in  Winnipeg. 


N  ew  York  Recognizes  Value  of  Hydrated 
Lime  by  Permitting  its  Use  in  Concrete 

AN  important  and  far-reaching  decision  is  ex- 
pressed in  the  ruling  recently  made  by  the 
Board  of  Standards  and  Appeals  of  New  York 
York  City  in  regard  to  the  use  of  hydrated 
lime  in  concrete  mixtures.  Many  experienced  en- 
gineers and  contractors  have  long  felt  that  the  build- 
ing codes  of  all  our  cities  should  officially  recognize 
the  value  of  admixtures  of  hydrated  lime  in  concrete 
construction,  the  practical  value  of  which  has  been 
repeatedly  demonstrated  by  results  in  the  field. 

This  matter  came  before  the  Greater  New  York 
Board  as  an  appeal  for  a  ruling  touching  the  specifica- 
tion for  hydrated  lime  in  the  concrete  work  on  a  large 
building  in  that  city.  After  holding  numerous  hear- 
ings and  securing  testimony  from  all  available  sourc- 
es the  Board  adopted  the  following  ruling: 

"The  use  of  hydrated  lime  in  all  classes  of  concrete 
construction  shall  not  be  prohibited  when  used  in  accord- 
ance with  the  conditions  hereinafter  set  forth. 

"The  hydrated  lime  shall  conform  with  the  Standard 
Specifications  for  this  material  which  have  been  adopted  by 
the  American  Society  for  Testing  Materials. 

"The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each   ninety-five  pound  bag  of  portland  cement  used. 

mix:  4  pounds  of  hydrated  lime  per  bag  of  cement 
1-2  -4  mix:  5  pounds  of  hydrated  lime  per  bag  of  cement 
l-2}4-5  mix:  6  pounds  of  hydrated  lime  per  bag  of  cement 

"For  hand  mixed  concrete,  the  hydrated  lime  and  port- 
land  cement  shall  be  well  mixed  while  dry. 

"Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water." 

This  decision  is  a  clear-cut  recognition,  from  an 
authoritative  source,  of  the  fact  that  the  addition  of 
hydrated  lime  in  general  concrete  construction  has 
definite  advantages  for  certain  purposes. 


Comprehensive    Working    Agreement  Be- 
tween Montreal  Master  Plumbers  and 
Plumbers'  Section  of  Workers' 
Syndicate 

THE  Master  Plumbers'  Association  of  Montreal 
and  the  plumbers'  section  of  the  Catholic  and 
National  Workers'  Syndicate  have  signed  an 
agreement  as  to  wages  and  working  condi- 
tions. The  chief  features  of  the  agreement  are  a  work- 
ing week  of  forty-nine  or  fifty  hours  during  the  sum- 
mer months,  and  a  forty-four  hour  week  during  the 
winter ;  the  classification  of  journeymen  plumbers  and 
steamfitters  into  three  grades  according  to  their  com- 
petence and  experience,  with  different  rates  of  pay 
obtaining  in  each  grade ;  full  recognition  of  the  prin- 
ciple of  the  "open  shop,"  and  a  declaration  that  the 
members  of  the  Master  Plumbers'  Association  will  re- 
frain from  sympathetic  lockouts  and  the  journeymen 
from  sympathetic  strikes  because  of  trouble  in  any 
one  of  the  other  building  trades.  Differences  of  opin- 
ion as  to  the  interpretation  to  be.  put  on  the  various 
clauses  of  the  agreement  and  the  manner  of  carrying 
its  provisions  into  effect  are  to  be.,adjusted  by  a  stand- 
ing joint  arbitration  committee  composed  of  not  less 
than  three  and.  not  more  than  five  members  nomin- 
ated by  each  party  to  the  agreement.  The  questions 
of  wages  and.  hours  of  work  haye  by  mutual  consent, 
however,  been  withdrawn  from  the  scope  of  the  work 
of  the  committee.  ■, ,. ■, 
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Concrete  Block  and  Tile  House  Construction 

Recommended  Practices — Specifications  and  Build- 
ing   Regulations  —  Protection    Against  Moisture 


IN  the  development  of  a  code  of  recommended 
practices  for  concrete  block  and  tile  house  con- 
struction a  committee  on  this  subject  reported  to 
the  National  Conference  on  Concrete  House  Con- 
struction that  the  following  points  should  be  consid- 
ered : 

1.  Specifications  and  building  regulations  for  con- 
crete block  and  tile. 

2.  The  composition,  preparation  and  use  of  cement 
mortars. 

3.  Types  of  mortar  joints  and  approved  thicknesses. 

4.  Water-proofing  of  foundation  walls  below  grade. 

5.  The  use  of  split  sills  and  lintels. 

6.  Suggestions  for  protecting  sills,  lintels  and  other 
projecting  portions  from  breakage  and  spattering 
during  construction. 

7.  Methods  of  cleaning  the  walls. 

S.  Plastering  with  or  without  furring  and  lathing. 
Specifications  and  Building  Regulations 
Concrete  block  and  tile  used  in  house  construction 
should  meet  the  requirements  of  the  standard  speci- 
fications and  building  regulations  adopted  by  the 
American  Concrete  Institute,  and  as  these  may  be 
amended  from  time  to  time.    These  are  as  follows: 

1.  Concrete  architectural  stone,  building  block  and 
tile  for  solid  or  hollow  walls  and  concrete  brick  made 
in  accordance  with  the  following  specifications  and 
meeting  the  requirements  thereof  may  be  used  in 
building  construction. 

2.  Tests. — Concrete  architectural  stone,  building 
block  for  hollow  and  solid  walls  and  concrete  brick 
must  be  subjected  to  (a)  Compression  and  (b)  Ab- 
sorption tests.  All  tests  must  be  made  in  a  testing 
laboratory  of  recognized  standing. 

3.  Ultimate  compressive  strength. — (a)  In  the 
case  of  solid  stone,  block  and  brick,  the  ultimate  com- 
pressive strength  at  28  days  must  average  not  less 
than  1,500  lb.  per  sq.  in.  of  gross  cross-sectional 
area  of  the  stone  as  used  in  the  wall  and  must  not  fall 
below  1,000  lb.  per  sq.  in.  in  any  test. 

(b)  The  ultimate  compressive  strength  of  hollow 
and  two-piece  building  block  at  28  days  must  aver- 
age 1,000  lb.  per  sq.  in.  of  gross  cross-sectional  area 
of  the  block  as  used  in  the  wall,  and  must  not  fall 
below  700  lb.  per  sq.  in.  in  any  test. 

4.  Gross  cross-sectional  areas. — (a)  The  cross- 
sectional  area  of  solid  concrete  stone,  block  and  brick, 
shall  be  considered  as  the  minimum  area  in  compres- 
sion. 

(b)  In  the  case  of  hollow  building  block, 
the  gross  cross-sectional  area  shall  be  consid- 
ered as  the  product  of  the  length  by  the  width  of  the 
block.  No  allowance  shall  be  made  for  the  air  space 
of  the  block 

(c)  In  the  case  of  two-piece  building  block, 
if  only  one  block  is  tested  at  a  time,  the 
gross  cross-sectional  area  shall  be  regarded  as 
the  product  of  the  length  of  the  block  by  one- 
half  of  the  width  of  the  wall  for  which  the  block  is  in- 
tended. If  two  blocks  are  tested  together,  then  the 
gross  cross-sectional  area  shall  be  regarded  as  the 


product  of  the  length  of  the  block  by  the  full  width 
of  the  wall  for  which  the  block  is  intended. 

5.  Absorption. — The  absorption  at  28  days  (be- 
ing the  weight  of  the  water  absorbed  divided  by  the 
weight  of  the  dry  sample)  must  not  exceed  10  per  cent, 
when  tested  as  hereinafter  specified. 

6.  Samples. — At  least  six  samples  must  be  pro- 
vided for  the  purpose  of  testing.  Such  samples  must 
represent  the  ordinary  commercial  product.  In  cases 
where  the  material  is  made  and  used  in  special  shapes 
and  forms  too  large  for  testing  in  the  ordinary  ma- 
chine, smaller  specimens  shall  be  used  as  may  be  di- 
rected. Wherever  possible  the  tests  shall  be  made 
on  full  sized  samples. 

7.  Compression  tests. — Compression  tests  shall 
be  made  as  follows :  The  samples  to  be  tested  must  be 
carefully  measured  and  then  bedded  in  plaster  of 
pan's  or  other  cementitious  material  in  order  to  secure 
uniform  bearing  in  the  testing  machine.  It  shall  th«n 
l)c  loaded  to  failure.  The  compressive  strength  in 
pounds  per  square  inch  of  gross  cross-sectional  area 
shall  be  regarded  as  the  quotient  obtained  by  dividing 
the  total  applied  load  in  pounds  by  the.  gross  cross- 
-octional  area,  which  area  shall  be  expressed  in  square 
inches  computed  according  to  article  4. 

When  such  tests  must  be  made  on  cut  sections  of 
block,  the  pieces  of  the  block  must  first  be  carefully 
measured.  The  samples  shall  then  be  bedded  to  secure 
uniform  bearing,  and  loaded  to  failure.  In  this  case, 
however,  the  compressive  strength  in  pounds  per 
square  inch  of  net  area  must  be  obtained  and  the  net 
area  shall  be  regarded  as  the  .  minimum  bearing  area 
in  compression.  The  average  of  the  compressive 
strength  of  the  two  portions  of  block  shall  be  regarded 
as  the  compressive  strength  of  the  samples  submit- 
ted. This  net  compressive  strength  shall  then  be  re- 
duced to  compressive  strength  in  pounds  per  square 
inch  of  gross  cross-sectional  area  as  follows: 

The  net  area  of  a  full  sized  block  shall  be  careful- 
ly calculated  and  the  total  compressive  strength  of 
the  block  will  be  obtained  by  multiplying  this  area 
by  the  net  compressive  strength  obtained  above.  This 
total  gross  compressive  strength  shall  be  divided  by 
the  gross  cross-sectional  area  as  figured  by  article  4 
to  obtain  the  compressive  strength  in  •  pounds  per 
square  inch  of  gross  cross-sectional  area. 

When  testing  other  than  rectangular  block,  great 
care  must  be  taken  to  apply  the  load  at  the  centre  of 
gravity  of  the  specimen. 

8.  Absorption  tests. — The  sample  shall  be  first 
thoroughly  dried  to  a  constant  weight  at  a  tempera- 
ture not  to  exceed  212  deg.  F.,  and  the  weight  record- 
ed. After  drying,  the  sample  shall  be  immersed  in 
clean  water  for  a  period  of  forty-eight  hours.  The 
sample  shall  then  be  removed,  the  surface  water  wip- 
ed off,  and  the  sample  re-weighed.  The  percentage 
of  absorption  shall  be  regarded  as  the  weight  of  the 
water  absorbed  divided  by  the  weight  of  the  dry 
sample  multiplied  by  100. 

9.  Limit  of  Loading.— (a)  The  load  of  any  hol- 
low walls  of  concrete  block,  including  the  superim- 
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posed  weight  of  the  wall,  shall  not  exceed  167  lb.  per 
SC.  in.  of  gross  area.  If  the  floor  loads  are  carried  on 
girders  or  joists  resting  on  cement  pilasters  filled  in 
plaice  with  slush  concrete  mixed  in  proportion  of  one 
part  cement,  not  to  exceed  two  parts  of  sand  and  four 
parts  of  gravel  or  crushed  stone,  said  pilasters- may  be 
loaded  not  to  exceed  300  lb.  per  sq,  in.  of  gross  cross- 
sectional  area. 

(b)  Solid  walls  built  of  architectural  stone,  block 
or  brick  and  laid  in  portland  cement  mortar  or  hollow 
block  walls  filled  with  concrete  shall  not  be  loaded  to 
exceed  300  lb.  per  sq.  in.  of  gross  cross-sectional  area. 

10.  Girders  and  joists. — Wherever  girders  or 
joists  rest  upon  walls  in  such  a  manner  as  to  cause 
concentrated  loads  of  over  4,000  lbs.,  the  block  sup- 
porting the  girders  or  joists  must  be  made  solid  for 
at  least  8  in.  from  the  inside  face  of  the  wall,  except 
where  a  suitable  bearing  plate  is  provided  to  distribute 
the  load  over  a  sufficient  area  to  reduce  the  stress  so 
that  it  will  conform  to  the  requirements  of  article  9. 

When  the  combined  live  and  dead  floor  load^  ex- 
ceed 60  lb.  per  sq.  in.,  the  floor  joists  shall  rest  on  a 
steel  plate  not  less  than  three-eighths  of  an  inch  thick 
and  of  a  width  one-half  to  one  inch  less  than  the  wall 
thickness.  In  lieu  of  said  steel  plate  the  joists  may 
rest  on  a  solid  block  which  may  be  3  or  4  in.  less  in 
wall  thickness  than  the  building  wall,  except  in  in- 
sfanccs  where  the  wall  is  8  in.  thick,  in  which  cases 
the  solid  block  shall  be  the  same  thickness  as  the 
building  wall. 

11.  Thickness  of  walls. — (a)  Thickness  of  bear- 
ing wall  shall  be  such  as  will  conform  to  the  limit  of 
loading  given  in  article  9.  In  no  instance  shall  bear- 
ing walls  be  less  than  8  in.  thick.  Hollow  walls,  8  in. 
thick,  shall  not  be  over  16  ft.  high  for  one  story  or 
more  than  a  total  of  24  ft.  for  two  stories. 

(b)  Walls  of  residences  and  buildings  commonly 
known  as  apartment  buildings  not  exceeding  four 
stories  in  height,  in  which  the  dead  floor  load  does 
not  exceed  60  lb.  or  the  live  load  60  lb.  per  sq.  ft.,  shall 
have  a  minimum  thickness  in  inches  as  shown  in 
Table  1. 

Table  1 

First    Second  Third  Fourth 
No.  of  Basement    Story    Story    Story  Story 


Stories 

1  

  8 

in. 

8 

in. 

2 

  10 

8 

8 

  12 

12 

10 

4  

  16 

12 

12 

12.  Variation  in  thickness  of  walls. —  (a)  Wherever 
walls  are  decreased  in  thickness  the  top  course  of  the 
thicker  wall  shall  afford  a  solid  bearing  for  the  webs 
or  walls  of  the  course  of  the  concrete  block  above. 

13.  Bond  and  bearing  walls. — Where  the  face 
wall  is  constructed  of  both  hollow  concrete  block  and' 
brick,  the  facing  shall  be  bonded  into  the  backing, 
either  with  headers  projecting  4  in.  into  the  brick 
work,  every  fourth  course  being  a  header  course,  or 
with  approved  ties,  no  brick  backing  to  be  less  than  8 
in.  thick.  Where  the  walls  are  made  entirely  of  con- 
crete block,  but  where  said  block  have  not  the  same 
width  as  the  wall,  every  fifth  course  shall  overlap  the 
course  below  by  not  less  than  4  in.  unless  the  wall 
system  alternates  the  cross  bond  through  the  wall  in 
each  course. 

14.  Curtain  walls. — For  curtain  walls  the  limit  of 
loading  shall  be  the  same  as  given  in  article  9.  Tn  no 
instance  shall  curtain  walls  be  less  than  8  in.  in  thick- 
ness. 

15.  Party  walls. — Walls  of  hollow  concrete  block 


used  in  the  construction  of  party  walls  shall  be  filled 
in  place  with  concrete  in  the  proportion  and  manner 
described  in  article  9. 

16.  Partition  walls. — Hollow  partition  walls  of 
•concrete  block  may  be  of  the  same  thickness  as  re- 
quired in  hollow  tile,  terra  cotta  or  plaster  block  for 
like  purposes. 

Mortars 

Unless  carefully  made,  mortar  joints  are  likely  to 
be  the  weakest  portion  of  a  concrete  block  or  tile  wall. 
The  essentials  of  a  good  mortar  joint  are: 

1.  It  should  be  dense  and  non-absorbent. 

2.  It  must  have  a  sufficient  compressive  strength  to 
withstand  pressure  in  the  wall  without  crushing. 

3.  It  must  attain  strength  rapidly. 

4.  It  must  be  reasonable  in  cost  and  easily  obtain- 
able. 

5.  It  must  possess  good  working  qualities. 

6.  It  should  look  satisfactory. 

7.  It  should  endure  permanently. 

Portland  cement  mortar  meets  these  requirements 
and  should  be  specified  for  concrete  block  and  tile 
wall  construction.  The  ingredients  of  portland  ce- 
ment mortar  arc  portland  cement,  sand  and  water. 
Usually  a  limited  amount  of  hydrated  or  well-slaked 
lime  is  included. 

Proportions 

Among  masons  there  is  a  wide  variation  in  the  ratio 
of  cement  and  sand  used  in  making  mortar ;  some  pre- 
fer as  rich  a  mixture  as  equal  parts  of  cement  and 
sand,  while  others  use  a  mortar  containing  three  times 
as  much  sand  as  cement.  A  proportion  of  one  sack 
of  cement  to  two  cubic  feet  of  sand  will  be  found  sat- 
isfactory under  most  conditions.  A  mixture  contain- 
ing in  excess  of  three  cubic  feet  of  sand  for  each  sack 
of  cement  is  not  recommended.  Hydrated  or  slaked 
lime  may  be  added  to  the  mortar  in  an  amount  not  to 
exceed  25  per  cent,  by  volume  of  the  amount  of  cement 
in  the  mixture. 

Mixing 

The  usual  method  is  to  mix  the  cement  and  sand 
dry  until  the  resulting  mixture  is  uniform  in  color  and 
of  like  character  throughout.  Hydrated  lime  may  be 
incorporated  in  the  mixture  simultaneously  with  the 
cement  and  sand.  When  lime  putty  (slaked  lime)  is 
used  it  is  customary  to  dissolve  the  putty  to  a  creamy 
consistency  in  water  and  then  use  this  lime  water 
when  mixing  the  mortar.  The  mortar  may  be  either 
mixed  by  hand  or  by  mechanical  means.  In  most 
cases  hand  mixing  is  practiced  as  the  workmen  can 
readily  tell  when  the  mass  has  required  the  proper 
consistency  to  obtain  the  best  working  qualities.  Onl  f 
as  much  water  should  be  added  as  will  after  thorough 
mixing,  produce  a  mixture  of  such  plasticity  as  will 
work  to  best  advantage. 

It  is  best  to  mix  only  a  small  batch  of  mortar  at 
a  time  (say  enough  for  30  minutes  work).  Mortar 
which  has  stiffened  must  not  be  remixed  with  water 
to  impart  to  it  workable  qualities  again.  This  pro- 
cess is  commonly  referred  to  as  "retempering."  It 
should  not  be  permitted. 

Mortar  Colors 

Colored  mortars  have  never  become  very  popular. 
For  high-class  structures  the  natural  cement  colors 
have  been  preferred.  None  but  finely  ground  miner- 
al colors  should  be  used  for  making  colored  mortars. 
The  amount  which  may  be  used  should  never  exceed 
10  per  cent,  by  weight  of  the  cement  in  the  mixture. 
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Extreme  care  should  be  taken  that  successive  batches 
of  mortar  contain  exactly  the  same  proportions  of 
cement,  sand,  coloring  matter  and  water,  otherwise 
the  mortar  will  not  be  uniform  in  color. 

Mortar  Joints 

Mortar  joints,  both  horizontal  and  vertical,  should 
average  H  in.  in  thickness.  In  no  instance  should  the 
joint  be  less  than  %  in.  thick.  A  good  bond  between 
the  mortar  and  the  block  is  essential.  To  accomplish 
this  end,  mortar  should  be  applied  with  force.  For 
best  results  both  ends  of  the  block  should  be  butter- 
ed. The  horizontal  or  supporting  section  of  the  block 
should  be  entirely  covered  with  mortar.  Quite  a  num- 
ber of  styles  of  joints  are  in  common  use.  Among 
these  are:  Flush  joint,  struck  joint  No.  1,  struck 
joint  No.  2,  concave  joint,  tuck  point  joint. 

The  flush  joint,  as  its  name  implies,  is  made  by 
striking  the  mortar  off  flush  with  the  wall  surface. 
Except  where  the  block  are  to  be  covered  with  stuc- 
co, the  flush  joint  is  not  recommended  because  of  its 
porousness  and  openness. 


■ F 


Fl  ush  joint 


Tuck  Point  Joint 
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Struck  Joint 
NS-2 


Raked  Joint 


V///////A  . 
T22  v* 


Struck  Joint 
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Types  of  joints 

Struck  joint  No.  1  is  made  by  drawing  the  trowel 
along  the  joint  with  the  blade  resting  on  the  edge  of 
the  block  below  the  joint.  In  making  struck  joint  No. 
2  the  operation  is  the  same  as  for  No.  1  except  that 
the  blade  of  the  trowel  glides  on  the  edge  of  the  block 
above  the  joint.  The  latter  is  preferable  because  it 
provides  a  more  weatherproof  joint.  It  is  often  called 
a  weather  joint. 

The  concave  "joint  is  made  by  drawing  a  pointing 
tool  along  the  joint  producing  a  concave  surface.  This 
operation  compacts  the  mortar  producing  a  dense 
watertight  joint.  It  is  the  type  of  joint  recommended 
as  most  practical  for  concrete  block  houses  which  are 
not  intended  to  receive  a  stucco  finish. 

The  tuck  point  joint  is  seldom  used  and  is  not 
recommended.  This  joint  is  formed  by  a  special  tool 
producing  a  joint  which  projects  beyond  the  wall  sur- 
face. 

Waterproofing  the  Foundation 

A  dry'  basement  is  one  of  the  requirements  of  good 
construction.  When  the  sides  on  which  the  house  is 
to  be  located  does  not  have  good  natural  drainage  it 
is  best  to  waterproof  the  outsides  of  the  walls  below 
grade.   No  matter  how  much  care  is  exercised  in  mak- 


ing concrete  block  or  placing  them  in  the  wall  it  is 
not  always  possible  to  obtain  absolutely  watertight 
construction. 

The  simplest  method  of  waterproofing  is  to  paint 
the  wall  with  hot  pitch  or  asphalt.  When  this  method 
is  adopted  the  precaution  must  be  taken  to  have  the 
wall  dry  as  these  materials  will  not  adhere  to  a  moist 
surface.  Lines  of  drain  tile  should  be  laid  around 
both  the  outside  of  the  wall  footings  and  at  least  6 
inches  below  them  to  carry  off  excess  water.  These 
tiles  should  be  connected  to  a  suitable  outlet  drain. 

Sills  and  Lintels 

To  make  sure  that  no  moisture  penetrates  the 
walls  at  the  sills,  lintels,  sill  courses,  lintel  courses 
and  joists  courses  and  to  prevent  condensation  on  the 
inside  walls  at  these  places,  all  building  trim  should 
be  of  two-piece  construction  so  as  to  provide  an  air 
space  between  the  inner  and  outer  sections.  The 
space  between  the  inner  and  outer  sections  need  not 
be  greater  than  Y±  in.;  a  continuous  air  space  is  all 
that  is  required.  Each  division  of  lintel  should  be  re- 
inforced according  to  standard  methods  to  carry  the 
superimposed  load. 

Protection  of  Sills  and  Lintels  and  Other  Ornamental 

Trim 

Much  of  the  beauty  of  ornamental  concrete  trim 
may  be  easily  discounted  by  damage  during  construc- 
tion. Adequate  protection  for  these  parts  should  be 
provided.  A  covering  of  building  paper  is  often  used. 
Where  the  trim  is  exposed  to  unusual  danger  it  shoidd 
be  boxed  in. 

Another  factor  which  contributes  to  making  a 
structure  attractive  is  clean  walls.  Workmen  should 
be  cautioned  to  be  reasonably  careful  not  to  spatter 
the  walls  during  erection.  Any  mortar  which  be- 
comes attached  to  the  block  surface  should  be  remov- 
ed before  the  masons  leave  the  job. 

When  the  mortar  has  become  firmly  bonded  to  the 
wall  surface  it  may  be  necessary  to  remove  it  with  an 
acid  solution.  Muriatic  acid  diluted  with  water  as 
required  should  be  used  for  the  purpose.  This  solu- 
tion is  usually  applied  with  a  stiff  brush  or  broom. 
When  the  mortar  has  been  removed,  the  acid  must 
be  immediately  washed  off  the  wall  by  scrubbing  or 
flushing  with  water. 

Plastering  on  Block  With  or  Without  Furring 

Some  concrete  block  enthusiasts  have  recommend- 
ed that  plaster  be  applied  directly  to  the  block  surface. 
These  recommendations  have  been  made  despite  the 
fact  that  it  is  customary  to  furr  out  the  plaster  for  all 
kinds  of  masonry  houses.  Furring  and  lathing  costs 
only  a  trifle  more  when  considering  the  total  cost  of 
the  house  and  it  assures  a  warmer  wall.  The  better 
insulation  thus  provided  effects  a  considerable  saving 
in  the  winter  coal  bills  and  provides  a  house  which  is 
cool  in  summer.  In  no  case  shall  plaster  be  applied 
directly  on  the  concrete  surface  unless  the  house  is 
constructed  according  to  the  following  specifications: 

The  wall  shall  be  constructed  of  two-piece  block 
providing  a  continuous  air  space  from  the  footing  to 
the  eaves  and  entirely  around  the  building.  All  sills 
and  lintels  shall  be  of  the  two-piece  type  and  the  inner 
and  outer  sections  shall  be  separated  so  as  to  provide 
a  clear  air  space  between  them.  The  outside  of  the 
foundation  below  grade  shall  be  waterproofed  as  here- 
inbefore specified. 
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Hints  for  the  Contractor 

That  May  Save  Him  Time  and  Money — We  Will  Pay  for  All  Accepted  Items 

Send  One  In 


Concrete  Plant  Under  Sidewalk 

TIIE  accompanying  diagrams  from  "Successful 
Methods,"  show  how  part  of  the  concrete  for 
the  foundation  walls  of  the  new  Union  Sta- 
tion in  Chicago  was  mixed  and  handled. 
Materials  were  piled  in  Canal  St.  and  an  electrically 
driven  mixer  was  placed  under  the  flagstone  side- 
walk, which  was  supported  by  an  I  beam  resting  on 
cast  iron  columns.  A  hole  was  cut  in  the  sidewalk 
near  the  curb  and  a  timber  chute  built  from  the  hole 
to  the  mixer.  Aggregate  was  proportioned  by  wheel- 
barrow loads,  wheeled  only  a  few  feet  and  dumped 
down  the  chute  into  the  mixer. 

Industrial  track  was  laid  around 
about  halfway  between    the  ground 

T/rnber  Chute 

Stone  Side  Walk 

ZZZZZ 


the  excavation 
elevation  and 


Piles  of  Aggregate 
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I- Team 
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.■■Industrial  Track 


\ 
\ 
% 


Material ,-^\ 
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Concrete  mixer  beneath  sidewalk  facilitates  operations 

basement  level  and  a  turntable  was  placed  opposite 
the  mixer.  When  filled,  the  cars  were  pushed  out, 
turned  and  delivered  to  wherever  the  concrete  was 
being  poured.  Here  the  cars  were  dumped,  the  con- 
crete going  down  another  wooden  chute  to  the  forms. 

A  large  volume  of  cement  was  handled  economical- 
ly in  this  way,  as  gravity  did  a  large  part  of  the 
moving. ' 

Use  of  Lag  Screws  in  Trestle  Construction 

TI I  E  Committee  on  Wooden  Bridges  and  Trestles 
of  the  American  Railway  Engineering  Associ- 
ation has  the  following  items  in  its  annual 
report,  which  it  recommends  for  inclusion  in 
the  "Manual"  of  the  association: 

(a)  Lag  screws  require  greater  care  than  ordin- 


ary bolts  and  nuts  to  properly  install,  but  are  cheaper 
on  account  of  ease  of  application. 

(b)  Lag  screws,  where  properly  applied,  hold  ties 
from  bunching  equally  as  well  as  bolts  and  nuts,  and 
better  than  daps,  in  guard  timbers. 

(c)  If  the  lag  screws  are  tightened  after  timber 
has  shrunk,  there  is  less  cost  of  maintenance  than  with 
bolts  and  nuts. 

(d)  Use  of  lag  screws-  renders  unnecessary  the 
dapping  of  guard  timbers,  and,  therefore,  decreases 
cost  of  trestles  without  impairing  quality. 

(e)  Surfacing  (sizing)  ties  and  guard  timbers  is 
better  construction  than  dapping;  makes  a  better 
riding  track,  thus  decreasing  impact  stresses,  and  is, 
therefore,  good  practice. 

(f)  For  proper  application  of  lag  screws,  holes  in 
guard  timbers  should  be  bored  with  auger  bits  1/16 
in.  less  in  diameter  and  holes  in  ties  }4  in.  less  in  di- 
ameter than  the  normal  size  of  lag  screws  used. 


Hanging  Forms  for  Curb  Work 

OX  a  recent  contract  for  concrete  curbing  work 
the  contractor  was  required  to  remove  an  old 
flagstone  curb  joining  a  12-ft.  sidewalk,  mak- 
it  impossible  to  stake  the  back  forms,  writes 
1).  II.  Fleming,  town  engineer,  Owen  Sound,  Ont., 
in    Engineering  News-Record.    lie  therefore  laid  a 
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plank  along  the  sidewak,  near  the  edge,  and  weighted 
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it  with  the  old  flagstones.  The  forms  were  clamped 
to  this  strip  as  shown  in  the  sketch.  The  method 
proved  very  convenient  and  economical  as  the  back 
form  was  not  then  required  and  the  flagstone  weights 
were  close  at  hand. 


Montreal  Contractors  Are  Busy 

THE  improvement  in  building  in  Montreal  con- 
tinues. The  permits  for  April  totalled  $2,858,- 
165,  a  gain  of  $2,411,695  over  the  correspond- 
ing'month  in  1919,  while  for  the  four  months 
the  total  was  $4,417,651,  an  increase  of  $3,531,079. 
Montreal  contractors  have  a  considerable  amount  of 
work  outside  the  city,  the  latest  including  the  build- 
ing of  the  Fraser  Memorial  Hospital  at  Fredericton, 
N.R.,  by  the  George  A.  Fuller  Company,  Limited, 
and  one'  hundred  houses  at  Sherbrooke  by  E.  G.  M. 
Cape,  Limited.  The  latter  firm  have  also  the  contract 
for  the  new  factory  of  the  Canadian  Connecticut  Cot- 
ton Mills,  Limited,  at  Sherbrooke,  Quebec,  while  D. 
G.  Loomis  and  Sons  have  the  general  contract  for 
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Type  of  Crib  Wharf  used  on 
Rideau    Lakes.    Ont..  is 
cheap,    attractive  and 
easy  to  frame 


the  construction  work  in  connection  with  the  St. 
Margaret's  Bay  power  development  of  the  Nova  Sco- 
tia Power  Commission.  Fraser  Brace  and  Company 
will  build  the  waterworks  system  for  Grand'Mere, 
P.  O. 


Crib  Wharf  at  Portland,  Ont.,  Resists 
Ice  Jams 

By  A.  Langlois,  B.A.Sc.  CE. 

A CRIB  wharf  of  a  design  not  often  used  in 
this  country  was  built  at  Portland,  Ontario, 
by  the  Department  of  Public  Works  of  Can- 
ada, during  the  winter  of  1914-15.  The  design 
of  this  crib,  cuts  of  which  are  shown,  may  have  been 
open  to  criticism  to  a  certain  extent,  on  account  of 
the  possibility  of  damage  by  ice.  Portland  is  on  the 
south  shore  of  the  Rideau  lakes,  at  which  point  the 
clear  water  space  between  the  lake  shores  is  about 
three  miles  and  fear  of  ice  jams  against  the  wharf, 
pressed  by  the  north  wind,  might  have  been  entertain- 
ed resulting  in  damage  by  reason  of  its  method  of 
construction.  The  water  of  the  lake  freezes  to  a  depth 
of  about  four  feet. 

This  wharf  has  now  been  in  use  for  five  years  and 
not  the  least  damage  has  been  yet  done  to  the  face 
timbers  by  the  ice,  aside  from  a  settlement  hardly 
amounting  to  a  couple  of  inches.  The  method  em- 
ployed in  the  design  of  such  crib  works  has  the  ad- 
vantage of  being  somewhat  cheaper  than  the  close 
face.  The  appearance  is  much  ahead  of  the  close  face 
type  and  the  framing  of  the  crib  does  not  present  any 
more  difficulties,  the  only  attention  to  be  given  being 
in  the  joining  of  the  cross  ties  with  the  longitudinals, 
which,  of  course,  have  to  be.  the  same  all  through. 

The  wharf  was  built  by  the  Department  by  day 
labor,  the  writer  having  had  charge  of  the  design  and 
construction. 


National  Highway  Traffic  Association 

The  annual  meeting  of  the  National  Highway  Traf- 
fic Association  will  be  held  at  the  Automobile  Club 
of  America,  New  York  City,  on  Thursday,  May  13th, 
1920.  Nelson  P.  Lewis,  chief  engineer  of  the  Board 
of  Estimate  and  Apportionment  of  New  York  City, 
will  speak  on  the  topic  "The  Effect  of  the  Motor 
Vehicle  upon  the  Planning  of  Streets."  T.  A.  Aspell, 
manager,  Truck  Tire  Sales  Department.  B.  F.  Good- 
rich Rubber  Company,  Akron,  Ohio,  will  deliver  a 
paper  on  the  topic  "Relation  of  Solid  and  Pneumatic 
Tires  to  Efficient  Highway  Transport,"  and  H.  Elt- 
inge  Breed,  consulting  highway  engineer,  New  York 
Citv,  will  address  the  meeting  on  the  topic  "Relation 
of  Tractor  and  Trailer  Traffic  to  Highway  Design." 


Trade  Publications 

The  new  edition  of  the  B-T  Barn  Book  has  just  been 
issued  by  Beatty  Bros.  Ltd.,  Fergus,  Ont.  This  book,  which 
is  looked  upon  by  Canadian  farmers  as  almost  a  text  book 
on  the  subject  of  planning,  designing  and  equipping  barns 
and  other  farm  structures,  contains  352  pages  replete  with 
information  of  all  kinds  relating  to  barn  design  and  equip- 
ment. It  is  an  accumulation  of  the  best  information  and  il- 
lustrations on  this  topic,  bound  in  such  a  way  as  to  form  a 
permanent  work  of  reference  and  it  is  very  clearly  indexed 
with  this  idea  in  view.  We  understand  it  will  be  sent  free 
of  charge  to  any  farmer  writing  to  the  nearest  branch  of 
the  firm. 

The  National  Boiler  Insurance  Company,  Manchester, 
England,  have  issued  a  little  booklet  entitled,  "Notes  on  Gas 
and  Oil  Engine  Accidents."  The  booklet  describes  the  most 
frequently  occurring  failures  and  gives  hints  for  their  pre- 
vention; price  1  shilling. 

The  Canada  Wire  and  Cable  Co.,  Ltd.,  Toronto,  have 
issued  an  illustrated  booklet  descriptive  of  their  wire  rope 
and  fittings.  This  gives  a  short,  concise  description  of  wire 
rope,  its  use,  methods  of  manufacture,  material  used,  various 
types  of  construction  and  other  information.  There  is  a 
particularly  useful  chapter  on  the  "Care  of  Wire  Rope." 
Users  of  wire  rope  will  find  the  booklet  of  great  value. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


Mr.  F.  V.  Dowd  has  been  appointed  assistant  superin- 
tendent of  sewers  at  Montreal. 

The  sum  of  $108,000  has  been  added  to  the  civic  expen- 
ditures at  Regina  for  extensions  to  the  city's  sewer  and 
water  mains. 

The  total  value  of  building  permits  issued  by  the  Build- 
ing Department  of  York  Township,  Ont.,  during  the  month 
of  April  was  $538,150. 

Building  permits  issued  at  Montreal  for  the  first  four 
months  of  1920  totalled  $4,417,651,  as  compared  with  $880, 
572  in  the  same  period  last  year. 

Mr.  S.  J.  Taylor,  of  Regina,  has  purchased  the  Inter- 
Ocean  Pressed  Brick  Company's  plant  at  Pilot  Butte,  Sask. 
The  new  owner  will  make  several  additions  to  the  present 
(plant. 

At  a  recent  meeting  of  the  Montreal  branch  of  the  En- 
gineering Institute  of  Canada,  the  Czowski  medal  for  the 
most  valuable  contribution  to  engineering  literature  during 
the  year  was  presented  to  each  of  the  following:  Messrs. 
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I'lielps  Johnson,  G.  H.  Duggan  and  George  F.  Toiler,  as 
the  joint  authors  of  a  brochure  on  "The  Design,  Manufac- 
ture and  Erection  of  ihe  Superstructure  of  the  Quebec 
Bridge." 

It  is  announced  that  the  plant  of  the  Canadian  Steel 
Foundries  of  Welland,  Ont.,  will  re-open  in  the  very  near 
future  after  being  closed  down  for  about  a  year.  About 
,'!00  men  will  be  employed  at  the  commencement  of  opera- 
tions. 

Loss  sustained  by  fire  in  London,  Ont.,  so  far  this  year 
is  estimated  by  Fire  Chief  John"  Aitkcn  at  $300,000.  The 
total  loss  from  this  cause  for  the  whole  of  1f)l!)  was  only 
$92,000. 

Permits  totalling  in  value  $100,770  were  issued  at  Kit- 
chener, Ont.,  during  the  month  of  April.  Last  year's  total 
for"  the  same  month  was  $58,405.  The  total  value  of  per- 
mits issued  during  the  first  four  months  of  the  present  year 
was  $501,660. 

The  town  of  Brockville,  Ont.,  has  entered  into  an  agree- 
ment with  Mr.  W.  H.  Wood,  the  present  owner  of  the  brick 
plant  in  the  town,  whereby  the  corporation  will  take  over 
the  manufacture  of  brick  and  will  retain  Mr.  Wood  at  a 
salary  to  manage  the  plant. 

The  City  Architect's  Department  at  Toronto,  issued  per- 
mits during  the  month  of  April  which  totalled  $2,138,025  in 
value.  This  figure  establishes  a  record  for  any  month  of 
April  in  the  history  of  the  department  and  shows  an  ad- 
vance of  $517,079  over  the  corresponding  month  last  year. 

It  was  recently  claimed  by  Professor  J.  W.  Dorsey,  of 
the  University  of  Manitoba  that  he  had  discovered  a  means 
of  heating  houses  by  electricity  which  would  do  away  with 
considerable  expense  in  construction  by  eliminating  the  cost 
of  expensive  material  and  details  for  cold  prevention.  No 
particulars  of  his  scheme  are  available  at  the  present  time 
as  he  is  preparing  to  obtain  patents.  Professor  Dorsey  ex- 
pects to  have  dwellings  erected  this  year  to  demonstrate 
the  efficiency  and  value  of  his  invention. 

The  first  plant  in  Canada  for  the  mining  of  magnesite 
will  be  in  operation  soon,  and  will  be  located  a  short  dis- 
tance from  Grenville,  Que.,  according  to  statements  made 
by  Mr.  T.  L.  Dates,  manager  of  the  newly  organized  Scot- 
tish-Canadian Magnesite  Company.  Prior  to  1914  the  steel 
industry  was  supplied  with  magnesite  from  Austria,  and 
even  at  the  present  time  there  is  but  one  other  plant  on 
the  continent,  it  being  located  in  the  State  of  Washington, 
D.  C.  Mr.  J.  M.  Kilborne,  vice-president  of  the  Canada 
Cement  Company,  controls  the  enterprise  with  a  ninety-per 
cent,  interest  in  the  new  company. 


Personal 

Mr.  D.  H.  Fleming,  town  engineer  of  Owen  Sound,  Ont., 
has  moved  into  his  new  office  in  the  City  Hall. 

The  firm  of  R.  H.  Miner,  builders  supplies,  has  remov- 
ed from  the  Coristine  Building  to  207  St.  James  St.,  Montreal. 

At  a  recent  meeting  of  the  Board  of  Trade  of  Port  Ar- 
thur, Ont.,  Mr.  T.  N.  Andrew  was  elected  president  by  ac- 
clamation. 

The  Civil  Service  Commission  has  appointed  Mr.  A.  P. 
Miller,  a  returned  man,  to  the  position  of  assistant  engineer 
on  the  Trent  Valley  Canal. 

Douglas  Bremner  and  Company,  Limited,  engineers  and 
contractors,  have  removed  from  the  New  Birks  Building  to 
65  McGill  College  Ave.,  Montreal. 

Mr.  F.  O.  Condon,  district  engineer  of  the  C.  N.  R.,  at 
Moncton,  N.  B.,  arrived  home  recently  after  spending  the 
winter  in  Cuba  for  the  benefit  of  his  health. 

W.  F.  Sparling  Co.,  Ltd.,  architects,  engineers  and  gen- 


eral contractors,  of  Toronto,  have  removed  their  offices  from 
120  Bay  St.  to  54  and  56  University  Avenue. 

Messrs.  W.  H.  Knowlton  &  Son  Co.,  Ltd.,  dealers  in 
contractors'  supplies,  paving  brick,  etc.,  Toronto,  have  re- 
moved their  offices  from  the  Kent  Building,  to  room  32,  34 
Victoria  St. 

Mr.  Philip  Earnshaw  has  been  appointed  instructor  of 
civil  engineering  at  the  Royal  Military  College,  Kingston, 
by  the  Civil  Service  Commission.  Mr.  Earnshaw  is  a  re- 
turned soldier. 

Major  E.  G.  M.  Cape,  D.S.O.,  president  of  E.  G.  M. 
Cape  Ltd.,  Montreal,  has  been  appointed  officer  command- 
ing the  2nd  Brigade.  2nd  Montreal  Regiment,  Canadian  Ar- 
tillery, for  reorganization. 

Mr.  W.  M.  Scott,  consulting  engineer  of  the  Public 
Utilities  Commission,  Brandon,  Ont.,  has  been  engaged  by 
the  city  council  to  make  a  survey  of  the  water  works  dis- 
tribution system  in  that  city. 

Mr.  Fred  Dummitt,  recently  connected  with  W.  H.  Bar- 
rie,  architect,  of  Peterborough,  Ont.,  and  Mr.  Harold  Eph- 
grave,  recently  of  the  firm  of  Ephgrave  and  Barrett,  of  the 
same  city,  have  formed  a  partnership  and  will  carry  on  the 
business  of  building  contractors  in  the  above  city. 

The  firm  of  Booker  and  McKechnie,  Montreal,  has 
ceased  to  exist.  Mr.  McKechnie  is  now  associated  with  Mr. 
MacLaren,  the  firm  being  known  as  MacLaren  and  McKech- 
nie, manufacturers  agents.  They  represent  several  firms 
and  are  the  Canadian  sales  agents  of  the  Arctic  water  meter. 

Mr.  W.  G.  Chace  has  resigned  from  the  position  of  chief 
engineer  of  the  Greater  Winnipeg  Water  Board,  the  affairs 
of  the  Board  being  now  in  such  a  shape  as  to  no  longer  re- 
quire his  services.  His  resignation  will  take  effect  on  June 
30.  Mr.  Chace  had  complete  charge  of  the  construction  of 
the  Greater  Winnipeg  aqueduct.  Mr.  J.  G.  Harvey,  K.C., 
solicitor  of  the  Board,  is  also  leaving. 


Obituary 

Mr.  J.  W.  Lynch,  general  superintendent  of  Canadian 
Allis  Chalmers,  Rockfield,  Montreal,  died  on  May  5th,  in 
Montreal,  as  the  result  of  heart  failure,  following  an  at- 
tack of  pneumonia. 

Mr.  Thos.  Black,  prominent  contractor  of  Hull,  Que., 
died  recently  in  his  68th  year,  following  a  four-day  illness 
from  pleuro-pneumonia.  Mr.  Black  served  as  alderman  on 
the  Hull  City  Council  for  14  years. 


Trade  Incorporations 

Mount  Royal  Housing  Company,  with  head  office  at 
Montreal,  capital  $500,000. 

Lundy  Dustless  Street  Sweepers,  Limited,  with  head 
office  at  Brantford,  capital  $225,000. 

The  John  Wardrop  Brick  &  Tile  Company,  Ltd.,  with 
head  office  at  Winnipeg,  Man.,  capital  $100,000. 

Reliance  Lumber  &  Builders'  Supplies,  Limited,  with 
head  office  at  Toronto,  capital  $40,000. 

Consolidated  Sand  &  Supply  Company,  Ltd.,  with  head 
office  at  Montreal,  capital  $1,000,000,  to  deal  in  sand,  rock, 
stone,  etc. 

The  D'Arcy  Engineering  Company,  Limited,  with  head 
office  at  Montreal,  capital  $50,000,  to  carry  on  a  general  en- 
gineering business. 

Caledon  Brick  Company,  Limited,  with  head  office  at 
Toronto,  capital  $100,000,  to  deal  in  brick,  tile,  slate,  arti- 
ficial stone,  and  building  materials. 


Contracts  Department 


News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

British  Columbia,  Province  of 

Provincial  Dept.  Public  Works,  Vic- 
toria, has  extended  time  for  receiving 
tenders  until  May  17th  for  construction 
of  Revelstoke  West  Road.  Engineer,  A. 
K.  Foreman,  Victoria. 

Chatham,  Ont. 

Kent  County  will  call  tenders  about 
June  1st  for  construction  of  2^  miles 
of  permanent  pavement.  Clerk.  Jonas 
(iosnell,  Chatham. 

Hamilton,  Ont. 

City  will  start  work  shortly  on  con- 
struction of  pavements  and  will  purchase 
all  material.  Secy.,  A.  P.  Kappele.  City 
Hall. 

Harriston,  Ont. 

Town  plans  to  concrete  Margaret  and 
Mill  Streets  this  year.  Clerk,  H.  J. 
Hucks. 

Lac  Frontiere,  Que. 

Municipality  is  gravelling  roads  by 
day  labor.    Secy.-treas.,  J.  P.  Guay. 

Mascouche,  Que. 

Town  will  call  tenders  June  15th  for 
gravelling  roads.  Secy.-treas.,  J.  W. 
Beaudoin. 

New  Toronto,  Out. 

Town  has  instructed  its  engineers,  The 
E.  A.  James  Co.,  Toronto,  to  prepare 
plans  and  call  tenders  for  4  x  (i  concrete 
storm  sewer  on  22nd  St.;  watermains. 
sidewalks  and  sewers  on  17th,  20th  and 
21st  Sts.  from  Lake  Shore  Rd.  to  Bir- 
mingham St.;  sidewalk  on  Fifth  St.  from 
Lake  Shore  Rd.  to  Emerald  Crescent;  24 
feet  of  concrete  pavement  on  8th  St. 
from  Lake  Shore  Rd.  to  Morris  St. 

Niagara  Falls,  Ont. 

City  will  call  tenders  shortly  for  pav- 
ing work.    Clerk,  W.  J.  Seymour. 

Quebec,  Province  of 

The  following  Municipalities  contem- 
plate the  gravelling  of  roads:  St.  Mar- 
tin, G.  O.  Poulin,  secy.-treas.;  Parish  of 
St.  Armand  Ouest,  George  Bradley,  secy.- 
treas.;  Padoue,  C.  Laflamme,  secy.-tfeas.; 
St.  Philemon,  A.  Larochelle,  secy.-treas.; 
Nouveau  Salaberry,  secy.-treas.,  J.  D.  S. 
Tremblay,  Yalleyfield,  Que.;  Delisle,  G. 
Girard,  secy.-treas. 

Saanich,  B.  C. 

By-law  authorizing  expenditure  of 
$800,523.43  on  construction  of  sewerage 
system  for  Municipality  of  Saanich  will 
be  submitted.    Clerk,  H.  S.  Cowper. 

Simcoe,  Ont. 

W.  C.  McCall,  Town  clerk,  56  Peel 
St.,  will  receive  tenders  until  May  26th 
for  construction  of  concrete  roads,  curbs 
and  gutters  costing  $8,000. 

Town  will  call  tenders  shortly  for  con- 
struction of  sewers,  etc.  Clerk,  W.  C. 
McCall.    Engineer,  Guy  R.  Marston,  will 


prepare  plans  also  for  extension  to  sani- 
tary sewers  costing  $5,000. 

St.  Colomb  De  Sillery,  Que. 

Ths.  H.  McNeil,  secy.-treas.  for  Mu- 
nicipality, will  call  tenders  shortly  for 
construction  of  waterworks. 

Toronto,  Ont. 

Cijy  contemplates  extension  of  Field- 
ing Ave.  to  cost  $60,000  and  widening, 
grading  and  filling  of  Swanwick  Ave. 
Chairman  Bd.  of  Control,  T.  L.  Church, 
City  Hall. 

T.  L.  Church,  chairman  Bd.  of  Con- 
trol, will  receive  tenders  until  May  18th 
for  installation  of  sanitary  conveniences 
in  number  of  residences. 

Ville  Lassalle,  Que. 

Paul  A.  Beique,  engineer,  Room  516 
Transportation  Bldg.,  Montreal,  will  re- 
ceive tenders  until  May  21st  for  paving 
of  roads  for  city. 

CONTRACTS  AWARDED 

Chatham.  Ont. 

City  placed  contract  for  paving  Duke 
St.  with  Geo.  H.  Connibear,  265  St.  Clair 
St.,  Chatham. 

Compton,  Que. 

Town  awarded  contract  for  gravelling 
roads  to  F.  Laroche,  Coaticook. 

Farnham,  Township  of,  Que. 

Jos.  Suprenant  has  general  contract 
for  macadamization  of  Township's  roads 
costing  $10,000. 

Hamilton,  Ont. 

City  awarded  contract  for  grading 
streets  to  A.  Cape  &  Son,  27  Albert  St. 

Kitchener,  Ont. 

City  awarded  following  contracts: 
Sewer  pipe  and  cement,  Boehune  &  Co.; 
castings  and  sewer,  Gies  Foundry,  Wa- 
ter St.  S.;  gully  gradings,  Forwell  Foun- 
dry, Queen  St.  S. ;  crushed  stone,  Thames 
Quarry  Co.  and  St.  Mary's  Canada 
Crushed  Stone  Co.,  Dundas;  concrete 
pipe,  Paul  Bergman,  Waterloo,  Ont. 

Penticton,  B.  C. 

City  placed  general  contract  for  con- 
struction of  water  reservoir  costing  about 
$10,000  with  John  Rossi,  Penticton. 

Sherbrooke,  Que. 

City  awarded  these  contracts  in  con- 
nection with  repairs  to  Weedon  Dam 
costing  $350,000:  Expanded  metal  and 
cement,  Codere  &  Fils  Ltd.;  structural 
steel,  MacKinnon  Steel  Co. 

St.  Boniface,  Man. 

Greater  Winnipeg  Water  District 
placed  general  contract  for  concrete 
pavement  costing  $10,800  with  Progress 
Construction  Co.,  Des  Meurons,  St. 
Boniface. 

St.  Urbain,,  Que. 

Municipality  awarded  general  contract 
for  macadam  road  to  M.  Dufresne,  care 
Bank  of  Toronto,  Maisoneuve,  Mon- 
treal. 


Toronto,  Ont. 

Scarboro  Township  awarded  contract 
for  laying  about  ten  miles  of  water 
mains  to  Central  Foundation  Co.,  Nor- 
wich Union  Bldg.,  Toronto:  valves,  Kerr 
Engine  Co.;  fire  hydrants,  Drummond, 
McCall  Co.  Total  estimated  cost,  $180,- 
000.  Consulting  engineers,  E.  A.  James 
Co.,  Toronto. 

Whitby,  Ont. 

W.  G.  Gibson  of  Port  Hope  has  the 
contract  for  concrete  structures  for 
County  road  system  for  1920. 


Railroads,  Bridges  and  Wharves 

Albanel,  Que. 

Town  will  construct  concrete  bridge 
this  summer  by  day  labor.  Secy.-treas., 
E.  Ouellet. 

Charlesbourg,  Que. 

Town  contemplates  construction  of 
iron  bridge.    Secy.-treas.,  A.  Dorion. 

Esquimalt,  B.  C. 

Dominion  Dept.  Public  Works  will 
call  tenders  soon  for  construction  of  dry- 
dock  estimated  to  cost  $1,500,000.  Secy., 
R.  C.  Desrochers,  Ottawa,  Ont. 

Hawtrey,  Ont. 

Work  will  start  shortly  on  erection  of 
station  costing  $6,000  for  G.  T.  Rly., 
Montreal,  Que.  Supt.,  Chas.  Forrester, 
London,  Ont. 

London,  Ont. 

Recommendation  for  bridge  to  cost 
$143,000  for  city  passed  in  legislature. 
Engineer,  H.  A.  Brazier,  City  Hall. 

Orange  ville,  Ont. 

Wheelock  &  Christie,  engineers  for 
Dnfferin  County,  Orangeville,  will  re- 
ceive tenders  until  noon  May  17th  for 
construction  of  seven  concrete  culverts 
and  bridges,  from  6  ft.  to  28  ft.  spans,  in 
Dufferin  County,  and  one  bridge,  45  ft. 
span.,  in  West  Luther  Township.  Plans 
with  engineers;  for  45  ft.  span  bridge, 
with  Jas  McQueen,  Reeve  for  West  Lu- 
ther Township. 

Ottawa,  Ont. 

Tenders  addressed  to  Harold  Fisher, 
Chairman  Bd.  of  Control,  Ottawa,  will 
be  received  until  May  18th  for  erection 
of  steel  bridge  costing  $300,000  for  City 
and  County.  Plans  only  at  MacLean 
Daily  Reports  Ltd.,  345  Adelaide  St.  W., 
Toronto. 

Richmond,  Que. 

W.  R.  Stevens,  secy.-treas.  for  Muni- 
cipality, will  receive  tenders  until  May 
14th  for  erection  of  bridge. 

St.  Godfroy,  Que. 

Town  contemplates  construction  of 
concrete  bridge.    Secy.-treas.,  C.  Parise. 

St.  Jovite,  Que. 

C.  P.  Rly.,  head  office,  Montreal,  con- 
templates alterations  to  station. 
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Toronto,  Ont. 

,  H.  T.  Hazen,  engineer  for  C.  N.  Rly., 
Room  34,  27  Wellington  E.,  will  receive 
lenders  until  May  17th  for  construction 
of;  1C  concrete  culverts  and  bridges  in  the 
Ontario  District. 

..'(City  has  under  consideration  the  con- 
struction of  concrete  wharf  at  Centre  Is- 
land. Chairman  Bd.  of  Control,  T.  L. 
Church,  City  Hall. 

l ' 

Vancouver,  B.  C. 

City  will  start  work  soon  on  construc- 
tion of  protection  dolphins  for  swing 
span  of  bridge.  Cost,  $20,000.  City  en- 
gineer, F.  L.  Fellowes,  City  Hall. 

Weir,  Que. 

Pierre  Cantin,  secy.-treas,  for  Har- 
rington Township,  P.  O.  Box  44,  Weir, 
Que.,  will  receive  tenders  until  May  31st 
for  construction  of  reinforced  concrete 
bridge. 

CONTRACTS  AWARDED 
Fort  William,  Ont. 

Addition  to  and  rebuilding  of  city  car 
barns  costing  $50,000:  General  contract, 
Hancock  &  Co.,  May  St.  N.,  Fort  Wil- 
liam. 

Montreal,  Que. 

Sub  station  costing  $75,000  for  Mnn- 
treat  Tramways  Co.,  78  Craig  St.  W.: 
Superstructure,  Dominion  Bridge  Co., 
Lachine,  Que. 

Simcoe,  Ont. 

Town  awarded  general  contract  for 
three  bridges  costing  $56,500  to  Paving 
&  Mastic  Co.,  196  Leslie  St.,  Toronto. 

Uxbridge,  Ont. 

W.  G.  Gibson  of  Port  Hope  has  the 
contract  for  concrete  bridge  for  -Town. 

Winnipeg,  Man. 

Sub-station  costing  $75,000  for  Winni- 
peg Electric  Rly.:  General  contract,  Wal- 
lace &  Akin,  Somerset  Bldg.;  transfor- 
mers, Canadian  General  Electric  Co.,  148 
Notre  Dame  Ave. 


Public  Buildings,  Churches 
and  Schools 

Brunkild,  Man. 

Tenders  will  be  called  soon  for  "erec- 
tion of  school  building  for  Brunkild 
School  District.  Architect,  Henry  W. 
Greene,  Bank  of  Nova  Scotia  Bldg.. 
Winnipeg. 

Castor,  Alta. 

L.  De  Jurkowski,  architect,  Hanna. 
Alta.,  will  receive  tenders  for  erection  of 
hospital  costing  $12,000  for  Holy  Rosary 
Hospital  Bd.  Plans  with  architect  and 
MacLean  Daily  Reports  Ltd.,  607  Elec- 
tric Rly.  Chambers,  Winnipeg. 

Clinton,  Ont. 

Tenders  will  be  called  about  May  15th 
for  remodelment  of  school  costing  $25,- 
000  for  Town,  Thos.  Cuttle,  mayor.  All 
work  will  be  under  direction  of  Provin- 
cial Inspector,  Mr.  Tom,  Goderich,  Ont. 

Dominion  No.  6,  N.  S. 

S.  S.  No.  14  contemplates  erection  of 
school  costing  $20,000.  Secy.,  John  W. 
McLeod. 

Edmonton,  Alta. 

Magoon  &  McDonald,  architects,  Teg- 
ler  Rlk.,  have  prepared  plans  for  Y.  W. 
C.  A.  building  to  cost  $500,000  for  Y.  W. 
C.  A.,  general  secy.,  Miss  Bradshaw, 
10032  103rd  St. 


Grande  Prairie,  Alta. 

J.  Fitzallen,  secy.-treas.  for  Municipal 
ity,  will  call  tenders  about  May  15th  to 
close  May  30th  for  erection  of  Town 
Hall  costing  $10,500. 

Hamilton,  Ont. 

J.  A.  Amies,  architect,  183  Bold  St., 
Hamilton,  will  receive  tenders  until  May 
17th  for  erection  of  school  costing  $25,- 
000  for  S.  S.  No.  11,  Saltfleet  Township. 

J.  H.  Stewart,  architect,  Lister  Bldg., 
has  prepared  sketch  plans  for  club 
house. 

Langton,  Ont. 

North  Walsingham  Township  contem- 
plates erection  of  Town  Hall  costing 
$10,000.    Clerk,  Clarence  Hodson. 

Montreal,  Que. 

J.  H.  Caron,  architect,  284  Beaver  Hall 
Hill,  is  preparing  plans  for  church  cost- 
ing $90,000  for  R.  C.  Congregation. 

Moose  Jaw,  Sask. 

K.  G.-  Bunyard,  architect,  Hammond 
Bldg.,  is  preparing  plans  for  school  cost- 
ing $60,000  for  Moose  Jaw  School  Board. 

Mount  Hamilton,  Ont. 

McPhie  &  Kelly,  architects,  701  Bank 
of  Hamilton  Bldg.,  Hamilton,  are  pre- 
paring plans  for  Church  and  Sunday 
School  for  Presbyterian  Church,  Park- 
dale 

Newmarket,  Ont. 

Tenders  will  be  called  in  several  weeks 
for  steam  heating  and  wiring  of  Indus- 
trial Home.  Contract  will  include  power 
house  and  radial  brick  chimney.  Con- 
sulting engineers,  E.  A.  Jarhes  Co.,  To- 
ronto. 

Niagara  Falls,  Ont. 

J.  &  J.  J.  Allen,  Allen  Theatre,  Rich- 
mond and  Victoria  Sts.,  Toronto,  have 
bought  out  the  interests  of  the  Victor 
Theatres  Ltd.  and  will  erect  theatre  cost- 
ing $150,000  this  year. 

Pembroke,  Ont. 

W.  C.  Keighley,  architect,  is  prepar- 
ing plans  for  school  costing  $90,000  for 
School  Board. 

St.  Godfroy,  Que. 

School  Board  contemplates  erection  of 
public  school.    Secy.-treas.,  C.  Parise. 

Sudbury,  Ont. 

Jos.  Eowler,  secy.-treas.  for  School 
Bd.,  will  receive  tenders  for  all  trades 
required  in  erection  and  completion  of 
four  room  addition  to  Elm  St.  Public 
School.  Plans  with  architect,  P.  J.  O. 
Gorman. 

Toronto,  Ont. 

Separate  School  Board  contemplates 
the  erection  of  school  building.  Archi- 
tect, Chas.  J.  Read,  67  Bond  St. 

J.  W.  Siddall,  architect,  Confederation 
Life  Bldg.,  is  revising  plans  for  addition 
to  club  hous"e  for  Aura  Lee  Athletic 
Club,  205  Avenue  Rd. 

R.  Phillips,  864  Danforth  Ave.,  plans 
to  erect  gospel  hall  costing  $5,000. 

H.  Walker,  230  Langley  Ave.,  will 
erect  gospel  hall  costing  $5,000. 

Winnipeg,  Man. 

Tenders  closed  May  12th  for  erection 
of  theatre  costing  $600,000  for  Famous 
Players  Canadian  Corp.,  head  office,  To- 
ronto. Architect,  Thos.  W.  Lamb,  269 
Victoria  St.,  Toronto. 


CONTRACTS  AWARDED 
Ashcroft,  B.  C. 

Wing  Wo  Lung  &  Co.  placed  general 
contract  for  hotel  building  with  R.  Stod- 
dart. 

Brantford,  Ont. 

Brantford  Golf  &  Country  Club  Lid. 
placed  general  contract  for  club  house 
costing  $20,000  with  P.  II.  Secord  &. 
Sons,  133  Nelson  St. 

Calgary,  Alta. 

Calgary  Women's  Hostel,  Fourth  Ave. 
E.,  awarded  general  contract  for  hostel 
costing  $25,000  to  Mr.  Hoombrook. 
chairman  Bldg.  Committee. 

Fredericton,  N.  B. 

Arch.  Fraser  awarded  general  contract 
for  hospital  to  Geo.  A.  Fuller,  280  Bea- 
ver Hall  Hill,  Montreal. 

Lethbridge,  Alta. 

Perry  &  Beattie,  515  Seventh  St.  S., 
have  general  contract  for  erection  of 
Chinese  Masonic  Hall  costing  $8,000. 

Moncton,  N.  B. 

Repairing  of  hotel  to  cost  $10,000  for 
Miss  M.  Wallace,  Main  St.:  General  con- 
tract, carpentry  and  roofing,  Morris  Le- 
Blanc,  Fox  Creek;  masonry  and  plas- 
tering, Geo.  Christmas,  Robinson  St. 

Moose  Jaw,  Sask. 

Moose  Jaw  Golf  Club  awarded  general 
contract  for  club  house  costing  $0,000  to 
Karl  Kjarsgaard,    Eighth  Ave.,  N.W., 

Moose  Jaw. 

Ridgeway,  Ont. 

Board  of  Education  awarded  general 
contract  for  erection  of  school  to  Bow- 
ser Construction  Co.,  Lister  Bldg.,  Ham- 
ilton. 

Ste.  Marie,  Que. 

Hospital  costing  $100,000  for  Congre- 
gation: Masonry,  Joseph  Morrissette; 
carpentry,  Eugene  Rheaume;  heating, 
electrical   work  and  plumhing,  Odilion 

Roberge. 

Telkwa,  B.  C. . 

Provincial  Dept.  Public  Works  award- 
ed general  contract  for  public  school  to 
Telkwa  Lumber  Co. 

Toronto,  Ont. 

Club  house  for  Summit  Golf  Club: 
General  contract,  Wm.  Riddle.  Thorn- 
hill,  Ont.;  painting,  Cheshire  &  Hulme, 
55  Pleasant  Blvd. 

Truro,  N.  S. 

Girls'  home  costing  $40,615  for  Mari- 
time Girls'  Home:  General  contract,  $33,- 
992,  Victor  Woodworks  Ltd.,  Amherst. 
N.  S.;  plumbing  and  heating,  $6,623,  F. 
Dexter  &  Co.,  Truro. 

Waterdown,  Ont. 

Stewart  Bros..  Hyde  Park  Ave.,  Ham- 
ilton, have  general  contract,  masonry, 
steel,  carpentry  and  roofing  for  school 
addition  costing  $15,000  for  S.  S.  No.  1, 
East  Flamboro  Township. 

Weyburn,  Sask. 

Hospital  costing  $1,492,390  for  Pro- 
vincial Dept.  Public  Works:  General 
contract,  Poole  Construction  Co.,  Smith 
and  Twelfth  Sts.,  Regina;  plumbing, 
heating  and  ventilating.  Frost  Bros., 
Hight  St.,  Moose  Jaw;  marble  and  tile, 
Regina  Marble  and  Tile  Co.,  Regina; 
woodwork,  Western  Woodwork  Mfg. 
Co.,  Regina;  stone,  Alex.  Young  Ltd., 
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Regina;  sheet  metal.  A.  L.  Charlebois, 
Saskatoon,  and  Hastings  &  Willoughby. 
Kegina;  painting  and  glazing,  R.  Craw- 
ford, Winnipeg;  electrical  work,  Sun 
Electrical  Co.,  Regina;  structural  steel, 
Dominion  Bridge  Co.,  Winnipeg. 

Winnipeg  Man. 

Parish  of  St.  Michael  and  All  Angels 
awarded  general  contract  for  church 
costing  $23,000  to  Claydon  Bros.,  Furby 
Place. 


Business  Buildings  and  Indus- 
trial Plants 

Brantford,  Ont. 

The  John  Hall  &  Sons  Ltd.  have  am- 
algamated with  the  Williams  Tool  Corp. 
of  Erie,  Pa.,  to  manufacture  pipe  ma- 
chinery. Erection  of  addition  to  factory 
here  is  contemplated.  Local  manager, 
A.  R.  Hall. 

Belleville,  Ont. 

Plans  are  progressing  for  factory  for 
Springer  Lock  Mfg.  Co.,  180  Coleman 
St.  Architect,  Beaumont  farvis,  8  Camp- 
bell St. 

Beaumont  Jarvis.  architect.  8  Camp- 
bell St.,  is  preparing  plans  for  addition 
to  store  for  D.  V.  Sinclair  &  Co.,  222 
Front  St. 

Campbellton,  N.  B. 

W.  H.  Gray  is  erecting  wholesale 
warehouse  by  day  labor.    Cost,  $15,000. 

Cap  De  La  Madeleine,  Que. 

St.  Maurice  Paper  Co.,  A.  MacLaurin. 
general  manager,  contemplate  the  ex- 
penditure of  $25,000  on  erection  of  office 
arrd  $500,000  on  construction  of  grinding 
mill.  Purchasing  agent,  D.  V.  McSwee- 
ney. 

Elk  Lake,  Ont. 

Matachewan  Gold  Mines  Ltd.  contem- 
plate the  erection  of  crushing  mill.  100 
tons  per  day  capacity.  Manager,  W.  H. 
Seaman,  Jr. 

Gait,  Ont. 

Ray  Hall,  architect,  Barrett-Martin 
Blk.,  will  receive  tenders  until  May  22nd 
for  erection  of  extension  to  Mr.  F. 
Smith's  Bakery,  Water  St.  N. 

Gananoque,  Ont. 

Eastern  Ontario  Milk  Products  Co. 
have  been  recently  incorporated  with 
capital  of  $150,000  and  will  erect  factory 
buildings.  L.  P.  Sherwood.  Central 
Chambers,  Elgin  St.,  Ottawa,  is  one  of 
the  incorporators. 

Gladstone,  Man. 

Tenders  will  be  called  for  erection  of 
flour  mill  costing  $65,000  for  Echo  Flour 
Mills.    Manager,  Peter  Broadfoot. 

Grande  Prairie,  Alta. 

Messrs.  Spencer  &  Donald  contem- 
plate the  erection  of  business  block. 

Hamilton,  Ont. 

Grasselli  Chemical  Co..  Ottawa  St., 
will  erect  addition  to  factory  costing 
$20,000. 

Hagersville,  Ont. 

Canada  Seed  Co.,  Bd.  of  Trade  Bldg!. 
Toronto,  will  erect  building  costing  $8,- 
000.    Manager,  R.  C.  Steele. 

Hull,  Que. 

Royal  Securities  Corp.,  164  St.  James 
SL,  Montreal,  contemplate  the  erection 
of  large  pulp  and  paper  mill. 


Lethbridge,  Alta. 

H.  M.  &  W.  A.  Waddington,  archi- 
tects, Sherlock  Blk.,  have  prepared  plans 
for  erection  of  bank  building  costing 
$100,000  for  Standard  Bank  of  Canada, 
Toronto. 

London,  Ont. 

London  Hosiery  Co.,  Adelaide  St.,  will 
have  plans  prepared  for  addition  to  fac- 
tory costing  $100,000. 

Megantic,  Que. 

Mrs.  E.  Huot,  Lac  Megantic,  contem- 
plates the  erection  of  store. 

Montreal,  Que. 

Chas.  E.  Harris,  159  Prince  St..  will 
erect  factory  shortly  by  day  labor.  Cost, 
$15,000. 

New  Toronto,  Ont. 

Tenders  closed  for  erection  of  bank- 
building  here  for  Dominion  Bank.  Ar- 
chitect, J.  M.  Lyle,  230  Bloor  W.,  To- 
ronto. 

Geo.  Hayward,  779  Ossington  Ave., 
will  erect  addition  to  garage  costing  $10,- 
000. 

Ottawa,  Ont. 

Erection  of  addition  to  Plant  Carriage 
Works,  Murray  St.,  is  contemplated. 
President,  Frank  Plant. 

Parry  Sound,  Ont. 

Factory  Products  Ltd.  contemplate 
remodelment  of  factory  to  allow  instal- 
lation of  $15,000  worth  of  machinery. 

Plessisville,  Que. 

National  Bank,  77  St.  Pierre  St.,  Que- 
bec, contemplates  erection  of  bank  build- 
ing.   General  manager,  N.  Lavoie. 

Port  Colborne,  Ont. 

Plans  are  progressing  for  erection  of 
bank  building  for  Canadian  Bank  of 
Commerce,  King  W.,  Toronto.  Archi- 
tects, Dominion  Realty  Co.,  Bank  of 
Commerce  Bldg.,  23  King  W.,  Toronto. 

Sudbury,  Ont. 

F.  M.  Stafford,  Sudbury,  will  erect  ad- 
dition to  business  block  shortly,  costing 
$26,000.  Architects,  Ellis  &  Ellis,  Man- 
ning Chambers,  Toronto. 

Toronto,  Ont. 

Clark  Gardiner,  250  Van  Home  St., 
contemplates  erection  of  stores  and 
apartments. 

Globe  Land  Co.,  45  Adelaide  E.,  are 
erecting  four  stores  and  apartments  cost- 
ing $7,000  each. 

Max  Gardstien,  3343  Dundas  W.,  is 
erecting  two  stores  and  apartments. 

Sharp  &  Horner,  architects,  73  King 
W.,  are  preparing  plans  for  bank  cost- 
ing $40,000  for  Bank  of  Nova  Scotia,  39 
King  W. 

McGiffen  &  Smith,  architects,  57  Queen 
\\\.  are  preparing  plans  for  erection  of 
bank  building  for  Bank  of  Nova  Scotia, 
39  King  W. 

McGiffen  &  Smith,  architects,  57  Queen 
W..  are  preparing  plans  for  erection  of 
addition  of  bakery  costing  $75,000  for 
Brown's  Bread  Ltd.,  462  Eastern  Ave. 

Canadian  Bank  of  Commerce.  King 
W„  plans  to  alter  store  into  bank.  Ar- 
chitects. Dominion  Realty  Co.,  Bank  of 
Commerce  Bldg.,  23  King  W. 

R.  H.  Cameron,  1191  Bathurst  St.,  has 
sold  his  leather  goods  factory  and  con- 
templates the  erection  of  new  building. 
Site  purchased. 


Valleyfield,  Que. 

Provincial  Bank,  Places  d'Armes,  Mon- 
treal, plan  to  erect  bank  building  and 
residence.  General  manager,  Tancrede 
Bienvenu. 

Winnipeg,  Man. 

Bank  of  Hamilton  contemplates  erec- 
tion of  8  or  10  banks  in  Manitoba  and 
Saskatchewan.  Western  Supt.,  F.  E. 
Kilvert,  Bank  of  Hamilton  Bldg.,  Win- 
nipeg. 

CONTRACTS  AWARDED 
Brantford,  Ont. 

A.  C.  Spark  Plug  Co.,  head  office, 
Flint,  Michigan,  awarded  general  con- 
tract for  erection  of  factory  to  Indus- 
trial Realty  Co.,  Brantford.  Will  start 
work  at  once. 

Calgary,  Alta. 

Warehouse  costing  $130,000  for  Crane 
Ltd.,  Chicago:  General  contract,  ma- 
sonry, carpentry,  roofing,  plastering, 
painting  and  sheet  metal,  Bennett  & 
White  Construction  Co.,  1116  Ninth  Ave. 
W. 

Dartmouth,  N.  S. 

Fred  C.  I'auld,  Victoria  Rd.,  has  gen- 
eral contract  for  bank  building  for  Roy- 
al Bank  of  Canada,  Hollis  St.,  Halifax. 

Edmonton,  Alta. 

S.  W.  McDougall,  Lancaster  Bldg., 
Calgary,  has  general  contract  for  erec- 
tion of  elevator  costing  $35,000  for  West- 
ern Canada  Flour  Mills  Co. 

Factory  costing  $40,000,  power  house 
costing  $12,000  and  dry  kiln  costing  $8,- 
000,  for  Hayward  Lumber  Co.,  11904 
73rd  St.:  Ge,neral  contract,  masonry, 
steel  and  carpentry,  E.  M.  Nesbitt  Co., 
W  illiamson  Blk.;  plumbing  and  heating, 
Standard   Heating  &   Plumbing  Co. 

Halifax,  N.  S. 

Maritime  Telephone  &  Telegraph  Co., 
Hollis  St.,  placed  general  contract  at 
$20,000  for  rebuilding  store  with  Stand- 
ard Construction  Co.,  Metropolis  Bldg. 

Hamilton,  Ont. 

Kent  C  arvin  Co.,  18-20  Catharine  N.,. 
awarded  general  contract,  masonry, 
steel  and  carpentry  for  store  costing  $10,- 
000  to  Jas.  Bryers,  36  Gibson  Ave. 

Montreal,  Que. 

Nine  factory  buildings  costing  $1,250,- 
000  for  C.  P.  Rly.,  Windsor  Station: 
Roofing,  Metal  Shingle  &  Siding  Co., 
92y2  Delorimier  Ave.;  sash  and  doors, 
Tremblay  &  Co.,  400  William  St.;  glass, 
Pilkington  Bros.,  8  Busby  Lane. 

Chaput-Fils  &  Co.,  2  De  Bricolles  St., 
awarded  contract  constructing  garage 
costing  $40,000  to  J.  B.  Gratten  Ltd.,  494 
Sherbrooke  St.  E. 

Royal  Bank  of  Canada,  St.  James  St., 
awarded  general  contract  for  alterations 
to  bank  to  Purdy  &  Henderson,  10  Cath- 
cart  St. 

Montreal  West,  Que. 

Purdy  &  Henderson  Co.,  10  Cathcart 
St.,  have  general  contract  for  branch 
bank  building  for  Royal  Bank  of  Can- 
ada, 147  St.  James  St. 

Moose  Jaw,  Sask. 

Bird  &  Woodall,  Hammond  Bldg.. 
have  general  contract  for  erection  of 
store  costing  about  $20,000. 

Ottawa,  Ont. 

N.  Poirier  &  Son,  193  Cathcart  St., 
have    general    contract    for  warehouse 
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and  garage  costing  $25,000  for  S.  J.  Ma- 
jor Ltd.,  York  St. 

Roblin,  Man. 

Merchants  Bank  of  Canada  placed 
general  contract  for  bank  building  cost- 
ing $14,000  with  R.  M.  Wyatt,  505  Mer- 
chants Bank  Bldg. 

Rock  Island,  Que. 

Butterfield  Co.,  Rock  Island,  placed 
general  contract  for  extension  to  manu- 
facturing plant  with  j.  J.  Towers,  on 
job. 

Sarnia,  Ont. 

Thos.  Grice  has  general  contract  for 
erection  of  office  building  costing  $10,- 
800  for  R.  Laidlaw  Lumber  Co.,  100  De- 
vine  St. 

Saskatoon,  Sask. 

R.  J.  Arrand  has  general  contract  for 
dye  works  costing  $10,000  for  Chas. 
Geesbreght,  250  Second  Ave. 

St.  Catharines,  Ont. 

Ajax  Wire  Wheel  Corp.  of  America, 
head  office,  New  York  City,  placed  gen- 
eral contract  <'Sor  erection  (of  factory 
with  F.  W.  Wilson,  care  Lincoln  Con- 
struction Co.,  Niagara  St. 

St.  John,  fa.  B. 

E.  Bates,  73  Duke  St.,  has  general 
contract  for  remodelment  of  bank  cost- 
ing $20,000  for  Standard  Bank  of  Can- 
ada, 15  King  St.  W.,  Toronto. 

Toronto,  Ont. 

Jos.  Proger,  75l/2  Elm  St.,  placed  gen- 
eral contract  for  garage  costing  $10,000 
with  Kenny  Bros. 

J.  Robt.  Page,  18  Toronto  St.,  has 
general  contract  for  addition  to  manu- 
facturing building  costing  $7,000  for 
Booth-Coulton  Copper  &  Brass  Co.,  115 
Sumach  St. 

Canadian  Dyers'  Ass'n  Ltd.,  2  Liberty 
St.,  will  erect  shortly  boiler  house  ad- 
dition costing  $20,000:  Masonry,  H.  N. 
Dancy  &  Son,  C.P.R.  Bldg. 

Garage  costing  $18,000  for  Canada 
Life  Assurance  Co.,  Canada  Life  Bldg., 
King  W.:  Masonry,  W.  Hughes,  216 
Simcoe  St.;  carpentry,  A.  Weller  &  Co., 
54  Tecumseh  St.  Architects,  Sproatt  & 
Ralph,  36  North  St. 

J.  Turner  &  Son,  181  Clinton  St.,  have 
general  contract  for  alterations  to  build- 
ing for  Watt  &  Watt,  Dominion  Bank 
Bldg. 

Thompson  Bros.,  Ryne  Bldg..  have 
general  contract  for  erection  of  factory 
costing  $25,000  for  Jno.  A.  Hertel  Co., 
182  Spadina  Ave. 

Bank  costing  $15,000  for  Bank  of  To- 
ronto, 55  King  W.:  Masonry,  R.  H.  Hor- 
man  &  Son,  248  Dupont  St.;  carpentry, 
S.  R.  Hughes,  79-81  Portland  St.;  elec- 
trical work  and  plumbing,  Harry  Hicks 
Co.,  203  Church  St.;  roofing,  Walter 
Davis  &  Co.,  1433  Yonge  St.;  painting, 
Hughes  &  Co.,  884  Yonge  St.;  plaster- 
ing, E.  J.  Curry,  58  King  W.;  cut  stone, 
Witchall  &  Son,  156  St.  Helens  Ave. 

Victoria,  B.  C. 

W.  H.  Dougan,  Victoria,  placed  gen- 
eral contract  for  erection  of  stores  cost- 
ing $29,000  with  A.  Lockley,  Esquimalt, 
B.  C. 

Windsor,  Ont. 

D.  M.  Eagle,  California  Ave.,  Sand- 
wich, has  general  contract  for  erection 
of  two  stores  and  apartments  costing 
$15,000  for  A.  J.  Wilkinson,  Bruce  and 
London  Sts. 


Winnipeg,  Man. 

Warehouse  costing  $2,500,000  for  T. 
Eaton  Co.,  Toronto:  Outside  face  brick, 
Don  Valley  Brick  Co.,  Toronto;  iron 
work,  Vulcan  Iron  Works,  Point  Doug- 
las, Winnipeg;  stone,  Tyndall  Quarry 
Co.,  1591  Erin  St.,  Winnipeg;  plumbing 
and  heating,  Cotter  Bros.,  Fort  and  St. 
Mary's  Sts. 


Residences 

Fairville,  N.  B. 

F.  N.  Brodie,  architect,  42  Princess 
St.,  will  receive  tenders  until  May  15th 
for  erection  of  ten  residences  for  Lan- 
caster Housing  Commission. 

Fort  Garry,  Man. 

Tenders  will  be  called  shortly  for  erec- 
tion of  residence  costing  $10,000  for 
Frank  E.  Sprague,  Commercial  Loan  & 
Trust  Co.,  371  Portage  Ave. 

Gait,  Ont.  . 

J.  Evans,  architect,  30  Water  St.  N., 
will  receive  tenders  until  May  22nd  for 
erection  of  residence  for  W.  A.  Dixon, 
75  Rose  St. 

Gleichen,  Alta. 

Duncan  C.  Scott,  Deputy  Supt.  Gen. 
for  Dominion  Dept.  Indian  Affairs,  will 
leteive  tenders  until  May  31st  for  erec- 
tion of  44  cottages  and  45  stables.  Plans 
at  post  offices  of  Calgary,  Edmonton, 
Lethbridge,  Medicine  Hat,  Moose  Jaw; 
at  Indian  office,  Winnipeg;  with  Com- 
missioner, Regina,  Indian  Agent,  Gleich- 
en, and  Dept.  Indian  Affairs,  Ottawa. 

Halifax,  N.  S.  ' 

John  Bullas,  Ferry  Wharf,  is  erecting 
residence  costing  $7,000.  Architect,  A. 
E.  Priest,  58  Bedford.  Row. 

C.  C.  Rice,  24  York  St.,  will  erect  resi- 
dence costing  $6,500  by  day  labor. 

Geo.  A.  Wooten,  80  Spring  Garden 
Rd.,  plans  to  erect  apartments  shortly. 

Bradley  Construction  Co.,  90  Willow 
St.,  will  erect  residence  by  day  labor 
costing  $7,000. 

Plans  are  in  progress  for  residence 
costing  $8,000  for  John  C.  Dingle,  40 
York  St.  Architect,  A.  E.  Priest,  58  Bed- 
ford Row. 

Hamilton,  Ont. 

J.  H.  Stewart,  architect,  Lister  Bldg., 
wil  lreceive  tenders  for  erection  of  resi- 
dence costing  $9,000. 

Hensall,  Ont. 

Arthur  Dick,  London  Rd.  S.,  plans  to 
erect  residence. 

Montreal,  Que. 

School  Commission  will  award  con- 
tract in  a  few  days  for  alterations  to 
residence  costing  $6,000.  Secy.-treas., 
A.  Lafontaine,  87  Ste.  Catherine  St.  E. 

T.  M.  Gauthier,  7  Curvilliers  St.,  plans 
to  erect  residence  costing  $8,500,  prob- 
ably by  day  labor. 

New  Dundee,  Ont. 

Mrs.  Jesse  Clemens  contemplates  erec- 
tion of  residence  costing  $7,000. 

Ottawa,  Ont. 

Sam.  Hemphill,  care  Jas.  Gillespie,  455 
Sunnyside  Ave.,  contemplates  erection 
of  residence. 

Jas.  O'Neil,  109  Flora  St.,  will  erect 
residence  costing  $5,500. 

C.  R.  Stephen,  Holbrook  Apts.,  con- 
templates the  -alteration  of  (residence 
into  apartments. 


Outremont,  Que. 

J.  B.  Fellows,  48  Nelson  Ave.,  is  erect- 
ing five  residences. 

Stratford,  Ont. 

Ed.  Stone,  John  St.,  is  erecting  three 
residences   costing  $6,000. 

Strathroy,  Ont. 

Robt.  Brock,  Metcalfe  St.,  plans  to 
erect  residence  costing  $5,000. 

Toronto,  Ont. 

H.  Flewelling,  34  Balfour  Ave.,  is 
erecting  residence  costing  $5,500. 

W.  J.  Grant,  83  Quebec  Ave.,  will 
erect  one  pair  of  residences  costing  $5,- 

000  each. 

J.  &  A.  Duthie,  1094  Dundas  St.  W., 
is  erecting  two  bungalows  costing  $6,- 

000  each. 

I).  P..  McCunn,  971  Kingston  Rd.,  is 
erecting  residence  costing  $7,500. 

F.  Lewis,  118  Beresford  Ave.,  is  erect- 
in  residence  costing  $6,000. 

Long  &  MacPherson,  14  Edna  Ave., 
are  erecting  six  bungalows  costing  $4,- 
500  each. 

Blackburn  &  Adair,  1041  Davenport 
Rd.,  are  erecting  residence  and  garage 
costing  $6,000. 

Geo.  Nicholson,  6  High  Park  Gar- 
dens, is  erecting  two  bungalows  costing 
$0,000  each. 

W.  W.  Hiltz,  682  Broadview  Ave.,  is 
erecting  two  pair  of  residences  costing 
$3,500  each. 

John  Lee,  15^4  Frankland  Ave.,  is 
erecting  two  residences  costing  $4,000 
each. 

David  Wright,  1208  Ossington  Ave., 
will  erect  residence. 

E.  W.  Corby,  71  Shanley  St.,  is  erect- 
ing two  residences  and  garage  costing 
$0,500  each. 

J.  E.  Wainwright,  97  Kent  Rd.,  will 
erect  two  pair  of  residences  costing  $4,- 
000  each. 

H.  Galbraithe,  484  Concord  Ave.,  is 
erecting  residence  costing  $7,000. 

A.  A.  Minaker,  111  Dixon  Ave.,  is 
erecting   two   residences   costing  $3,500 

each. 

F.  Nicholson,  642  Annette  St.,  is  erect- 
ing residence  costing  $6,500. 

Miller  &  Sons,  Lauder  Ave.,  will  erect 

residence. 

J.  E.  Carlisle,  33  Kennedy  Ave.,  is 
erecting  residence  costing  $7,500,  and 
residence  and  garage  costing  $10,000. 

K.  N.  Arnold,  229  Albertus  Ave.,  is 
erecting  two  residences  costing  $6,000 
each. 

J.  Richichi,  117  Coleman  Ave.,  is  erect- 
ing two  residences  costing  $4,500  each. 

McMillan  &  Costain,  166  Main  St.,  are 
erecting  two  pair  of  residences  costing 
$5,000  each. 

Union,  Ont. 

Sidney  Standen,  Union  via  Ruthven, 
Ont.,  plans  to  erect  residence  costing 
$5,000. 

Windsor,  Ont. 

Eugene  Ouellette,  97  Pierre  Ave.,  is 
erecting  two  residences  costing  $3,000 
each. 

W.  Le  Franc,  609  Bruce  Ave.,  is  erect- 
ing residence  costing  $15,000. 

R.  Jones,  101  London  St.  W.,  will 
erect  terrace  of  nine  residences  costing 
$30,000. 
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Sault  Ste.  Marie,  Ont. 

Maclntyre,  Haining  &  Kelly,  Adams 
Blk.,  Queen  St.,  have  general  contract 
for  erection  of  three  residences  costing 
$3,600  each  for  Jas.  Lyons,  Wellington 
St.,  Steelton. 

Bailey  &  McMasters  have  general  con- 
tract for  erection  of  residence  costing 
$9,000  for  Dr.  A.  Sinclair,  513  Queen  St. 
E. 

South  London,  Ont. 

London  Housing  Commission  award- 
ed general  contract  for  fifteen  residences 
costing  $60,000  to  Thos.  Copp,  51  Wort- 
ley  Rd. 

Sturgeon  Creek,  Man. 

City  District  Land  Co.,  McArthur 
Bldg..  Winnipeg,  have  general  contract 
for  $6,500  residence  each  for  R.  W. 
Knowles,  950  Winnipeg  Ave.,  Winni- 
peg, E.  R.  Palmer,  328  Smith  St.,  Win- 
nipeg, and  H.  C.  Pollock,  2  St.  James 
Park  Bldg.,  Winnipeg. 

A.  Williamson,  care  Jobin  Marrin  Co., 
Winnipeg,  placed  contract  for  residence 
costing  $6,500  with  City  &  District  Land 
Co.,  McArthur  Bldg.,  Winnipeg. 

Thorold,  Ont. 

Residence  costing  $5,200  for  Theo.  A. 
Thompson:  General  contract,  carpentry, 
plumbing,  heating  and  electrical  work, 
R.  C.  Petch. 

Toronto,  Ont. 

T.  H.  Barton,  840  -Davenport  Rd., 
awarded  general  contract,  masonry  and 
carpentry  for  erection  of  residence  cost- 
ing $10,000  to  F.  Allen,  805  Shaw  St. 

Residence  costing  $14,000  for  J.  E.  Da- 
vies,  care  architect,  J.  W.  Siddall,  Con- 
federation Life  Bldg.:  Masonry,  Chas. 
Wood  &  Sons,  613  Manning  Ave.;  car- 
pentry, T.  P.  Williams,  327  St.  Clair 
Ave.  E.;  plastering,  A.  E.  Murby,  71 
West  Ave,;  electrical  work,  Devonshire 
Electric  Ltd.,  701  Yonge  St. 

W.  D.  Deeth  &  Son,  44  Grove  Ave., 
.have  general  contract  for  erection  of 
three  residences.  ' 


Miscellaneous 

Alliston,  Ont. 

Public  Utilities  Commission,  secy.,  J. 
E.  Addis,  wants  prices  and  information 
on  steel  .water  tank  of  150,000  to  200,000 
gallons,  and  steel  tower,  75  ft.  to  100  ft. 
high. 

London,  Ont. 

London  Ball  Club  plan  to  rebuild 
grand  stands.  Interested,  W.  Rhodes, 
care  London  Free  Press. 

Lulu  Island,  B.  C. 

Nels  Nelson,  Queens  and  Second 
Aves.,  New  Westminster,  B.  C,  awarded 
general  contract  for  erection  of  two 
stock  and  dairy  barns  costing  $10,000  to 
James  Hyslop,  718  Seventh  Ave.,  New 
Westminster. 

St.  Nobert,  Man. 

Stable  costing  $16,000  for  Cisterciens 
Monastery,  St.  Nobert,  will  be  erected 
by  lay  labor.  Abbott,  Father  Joseph. 

Westmount,  Que. 

Town  contemplates  expenditure  of 
$75,000  on  park.  Secy.-treas.,  Arth.  F. 
Bell. 

CONTRACTS  AWARDED 

Bayfield,  Ont. 

W.  R.  Jowett  placed  general  contract 
for  pavilion  costing  $15,000  with  R. 
Spackman. 

Milverton,  Ont. 

Contract  for  50,000  gallon  elevated 
steel  tank  was  let  to  Canadian  Chicago 
Bridge  &  Iron  Co.,  for  $8,600.  Consult- 
ing engineers,  E.  A.  James  Co.,  Toronto. 

Ottawa,  Ont. 

Ottawa  Improvement  Commission, 
Castle  Bldg.,  Queen  St.,  awarded  follow- 
ing contracts  for  supplying  material: 
Hardware,  McDougall  Hardware  Co., 
Sussex  St.,  Ottawa;  sand,  Foster  & 
Cram,  Bank  St.  and  Gladstone  Ave.,  Ot- 
tawa; cement,  Dupuis  Supply  Co.,  273 
Laurier  Ave.,  Hull,  Que. 


CONTRACTS  AWARDED 

Amherstburg,  Ont. 

W.  N.  McEachren  &  Sons  Ltd.,  Royal 
Bank  Bldg.,  Toronto,  have  general  con- 
tract for  erection  of  bungalow  costing 
$7,000  for  D.  O.  Yeoman,  care  Brunner 
Mond  Co.,  Amherstburg. 

Brockville,  Ont. 

Residence  costing  $8,500  for  Geo.  A. 
Wright:  Masonry,  A.  Price;  carpentry 
and  roofing,  Fred  W.  Clow,  378  King  W. 

Calgary,  Alta. 

J.  E.  Peck,  Ninth  St.  and  Thirteenth 
Ave.  W.,  has  general  contract  for  resi- 
dence costing  $6,500  for  T.  Van  Delin- 
der,  1512  Fourth  St.  W. 

Fort  Garry,  Man. 

A.  J.  S.  Tannton,  care  Good  Roads 
Bd.,  Pari.  Bldgs.,  Winnipeg,  awarded 
general  contract  for  $6,500  residence  to 
Frank  Richtes,  Jubilee  Ave.,  Winnipeg. 

Halifax,  N.  S. 

Mrs.  Dr.  Allison,  288  Tower  Rd.. 
awarded  general  contract  for  residence 
costing  $7,000  to  Canadian  Construction 
Co.,  Roy  Bldg. 

Hamilton,  Ont. 

Bethune  &  Dirks,  57  St.  Clair  Ave., 
will  erect  apartment  house  costing  $20,- 
000  shortly:  Natco  partition,  enclosed 
wall  and  load  bearing  wall  tile,  Nation- 
al Fire  Proofing  Co.,  Toronto. 

S.  Preston.  91  Dundurn  St.  N.,  has 
general  contract,  masonry,  steel,  car- 
pentry and  roofing  for  residence  cost- 
ing $10,000  for  A.  M.  Souter,  149  George 
St. 

London,  Ont. 

S.  D.  Swift,  231  Hyman  St.,  placed 
general  contract  for  residence  costing 
$10,000  with  Thos.  Copp,  51  Wortley 
Rd. 

Four  residences  costing  $22,000  for  W. 
I.  Spettigue,  281  Hill  St.:  General  con- 
tract. Wm.  Porter;  carpentry,  F.  Bryan, 
35  Mt.  Pleasant  Ave. 

Moncton,  N.  B. 

Atlantic  Underwear  Co..  Church  St. 
Extension,  placed  general  contract  for 
erection  of  boarding  house  costing  $40,- 
000  with  R.  M.  Rive,  St.  George  St. 

Montreal,  Que. 

L.  Hamelin,  1077  Mount  Royal  Ave. 
W.,  has  general  contract  for  alterations 
to  residence  costing  $10,000  for  Dr.  L.  S. 
Bohesnier,  490  St.  Denis  St. 

Niagara  Falls,  Ont. 

W.  McCredie,  66  Barker  St.,  has  gen- 
eral contract  for  bungalow  costing  $5,- 
000  for  E.  Pickard,  243  W.  Barker  St. 

Ottawa,  Ont. 

Ottawa  Housing  Commission,  National 
Bank  Bldg.,  awarded  general  con- 
tract for  ten  residences  to  R.  F.  Mor- 
phy,  254  Albert  St. 

Point  Grey,  B.  C. 

Chas.  Purdy,  1348  Barclay  St..  Van- 
couver, has  general  contract  for  resi- 
dence costing  $6,000  for  Dr.  M.  Sparrow, 
care  architects,  Townley  &  Matheson, 
325  Homer  St.,  Vancouver. 

Wm.  J.  Read.  2126  Thirteenth  Ave. 
W.,  Vancouver,  has  general  contract  for 
residence  costing  $11,000  for  Wm.  M. 
McKenzie,   59th  Ave.   and   Selkirk  St. 


Windsor,  Ont. 

W.  K.  Ford  awarded  general  contract 
for  erection  of  residence  costing  $5,500 
to  Fred  Prince,  78  Crawford  Ave. 

Hunt  &  Battery,  601  Moy  Ave.,  have 
general  contract  for  erection  of  residence 
costing  $5,000  for  Elmer  Brett,  222  Moy 
Ave. 

Edmond  J.  Scully,  177  Ouellette  Ave., 
awarded  general  contract  for  residence 
costing  $8,000  to  T.  Thomas. 

Winnipeg,  Man. 

A.  Macaw,  Paris  Bldg.,  has  general 
contract  for  two  double  cottages  costing 
$36,400  and  club  house  costing  $25,000 
for  Canada  Cement  Co.,  1104  Union 
Trust  Bldg. 

Power  Plants,  Electricity  and 
Telephones 

Danville,  Que. 

Plans  are  being  prepared  for  electric 
light  plant  for  Town.  Prices  wanted  on 
materials.    Secy.-treas.,  Mr.  Brown. 

Grand  Bend,  Ont. 

By-law  re  Hydro  electric  system  for 
Township  will  be  voted  on  shortly. 
Clerk,  Henry  Eilber,  Crediton,  Ont. 


Fires 

North  Sydney,  N.  S. 

Fire  destroyed  business  block  of  W. 
S.  Thompson  and  Mrs.  L.  P.  Christie, 
Commercial  St.    Loss,  $50,000.  , 

Seaforth,  Ont. 

Canada  Flax  Mills  Co.  plan  to  rebuild 
mill  recently  destroyed  by  fire;  loss, 
$30,000.  Prices  wanted  on  materials  and 
equipment. 

Warner,  Alta. 

Fire  destroyed  service  garage  of 
George  Rutherford.    Loss,  $20,000. 


Incorporations 

Toronto,  Ont. 

The  Caledon  Brick  Co.  Ltd.,  head  of- 
fice, Toronto,  care  R.  C.  Bustard,  Im- 
perial Bank  Bldg.,  Queen  and  Yonge 
S'ts.,  has  been  incorporated  with  cap- 
ital of  $100,000;.  Plant  is  located  at 
North  Toronto  and  deliveries  are  ex- 
pected to  be  made  by  June  1st. 

Reliance  Lumber  &  Builders'  Supplies 
Ltd.,  care  W.  H.  Hubbard,  231  Wright 
Ave.,  has  been  incorporated  with  capi- 
tal of  $40,000  to  handle  lumber  and  all 
building  supplies. 


CITY  OF  SHERBROOKE 


Tenders  for 
Construction  of  Concrete 
Dam  and  Power  House 


Sealed  tenders,  addressed  to  the  undersigned 

and  endorsed  on  the  envelope  "Tenders  for  Wee- 
don  Dam  and  Power  House"  will  he  received  up 
to  five  o'clock  p.m.,  the  25th  day  of  May  next, 
for  the  construction  of  a  Concrete  Dam  and 
l'ower  House  at  Wcedon,  P.Q.,  in  accordance 
with  plans  and  specifications  which  may  be 
seen  at  office  of  the  Engineer,  Room  1(1,  Whit- 
ing Mock,  Sherhrooke,  P.Q. 

The  lowest  or  any  tender  will  not  neces- 
sarily  he  accepted. 

E,  C.  GATIEN, 

Secretary  -Treasurer. 


Sherhrooke,  P.  Q., 
May  17th,  1920. 


I') 


Notice  to  Contractors 


CUMMINGS  BRIDGE 


Sealed  tenders,  addressed  to  the  Board  of  Con- 
trol and  endorsed  "Tender  for  Cummings  Bridge," 
will  he  received  by  its  Secretary  up  to  3  p.m., 
Tuesday,  May  18th,  1920,  for  a  reinforced  con- 
crete arch  bridge  over  the  Rideau  River  con- 
necting Rideau  Street  and  Montreal  Road,  known 
as  Cummings  Bridge.  Any  tender  received  after 
the  above  mentioned  time  will  be  declared  in- 
formal. Plans,  specifications  and  full  particu- 
lars may  be  obtained  on  application  to  the  City 
Engineer's  office  on  the  deposit  of  $25.00,  same 
to  be  returned  when  plans  are  returned  in  good 
condition    to    the    Engineering  Department. 

The  Corporation  does  not  bind  itself  to  ac- 
cept the  lowest  or  any  tender. 

A.  F.  MACALLUM, 

Commissioner  of  Works. 

Ottawa  May  4th,  1920.  19 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  addressed  to  the 
undersigned  and  marked  "Tender  for  Road  near 
Pokiok,"  or  "Tender  for  Road  near  Queenstown, 
Queens  County,"  or  "Tender  for  Road  North  of 
Andover,"  or  "Tender  for  Road  near  Wood- 
stock," will  be  received  up  to  noon  of  the  21st 
day  of  May. 

Each  tender  must  be  accompanied  by  a  certi- 
fied cheque  payable  to  the  Honorable  Provincial 
Secretary-Treasurer.  The  amount  of  such  cheque 
to  be  as  follows : 

Road  near  Pokiok  $2,000 

Road  near  Queenstown,  Queens  Co   2,000 

Road  North  of  Andover  '2,000 

Road  near  Woodstock   4,000 

Such  certified  cheque  will  be  forfeited  in  case 
the  tenderer  fails  to  carry  out  his  obligation. 

Profiles  and  specifications  may  be  seen  at  the 
office  of  the  Chief  Engineer  at  Fredericton,  and 
at  the  Provincial  Government  rooms,  St.  John. 
Blank  tender  forms  may  be  had  on  application 
to  the  office  of  the  Chief  Engineer. 

The  Department  does  not  bind  itself  to  accept 
the  lowest  or  any  tender. 

P.  J.  VENIOT, 
Minister  of  Public  Works. 

Department  of  Public  Works, 

Fredericton,  N.B.,  April  26,  1920.  18-19 


Tenders  for  Water  Main 
and  Sewer 


Tenders  are  requested  for  the  installation  of 
approximately  three  thousand  feet  of  water-main 
and  sewer.  Grades,  size  of  pipes  and  number  of 
branches  may  be  had  on  application  to  the  Sec- 
retary.   Tenders  to  be  in  not  later  than  May  31st. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

The  Public  Utility  Commission, 

Carlcton  Place, 
18-19  H.  M.  Miller,  Secretary. 


Tenders  Paving 


Separate  sealed  tenders,  addressed  to  F.  La- 
fleur,  Secretary -Treasurer,  Town  Hall,  Lasalle, 
P.  Q.,  and  marked  respectively ; — "Tender  for 
Pavement  on  Eaflcur  Avenue,"  "Tender  for  La- 
salle Road,"  "Tender  for  St.  Patrick  Street," 
will  he  received  until  five  o'clock  p.m.,  May 
21st,  1920. 

Waterhound  Macadam  for  Lafleur  Avenue, 
length  approximately  0.94  mile;  Bituminous 
Killed  Macadam  for  Lasalle  Road,  length  ap- 
proximately 4.9  miles;  Cement  Concrete  for  St. 
Patrick  Street,  length  approximately  1.0  mile,  in 
the  Town  of  Lasalle,  P.Q.  Plans  and  specifica- 
tions and  forms  of  tender  at  Paul  A.  Beiquc's 
office.  516  Transportation  Building. 

The  lowest  or  any  of  the  tenders  will  not 
necessarily  be  accepted.  1!) 


THE  TOWN  OF  NEWMARKET,  0NT. 

Sewage  Disposal  and 
Trunk  Sewers 


Sealed  and  marked  tenders  will  he  received 
until  noon,  May  25th,  1920,  by  Mr.  P.  J.  An- 
derson, Clerk,  Newmarket,  Ontario,  for  the  con- 
struction of  a  sewage  disposal  plant  and  trunk 
sewers  for  the  Town  of  Newmarket. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  Engineers,  at  No.  1004  Excelsior 
Life   Building,  Toronto. 

WALTER  EVES,  Mayor. 
P.  J.  ANDERSON,  Clerk. 

THE  E.  A.   JAMES  CO.,  LIMITED, 
Consulting  Engineers, 
19  36  Toronto   St.,  Toronto. 


Notice  of  Tenders 
for  Grading  Roads 

Municipality  of  Albert 


Sealed  tenders  for  grading  the  whole  or  por- 
tion of  36  miles  of  roadway  as  hereinafter  des- 
cribed, to  be  constructed  under  the  Good  Roads 
Act  in  the  Municipality  of  Albert  will  be  re- 
ceived by  the  undersigned  up  to  Monday,  May 
24th,  at  6  p.m. : 

Road— From  N.E.  18-5-26  to  N.W.  18-5-29. 

Road— From   S.E.     6-5-26   to   N.E.  31-6-26. 

Road— From   N.E.   1S-6-27  to  N.E.  31-6-27. 

Specifications  and  tender  forms  may  be  ob- 
tained at  the  office  of  the  Highway  Commissioner, 
New  Parliament  Buildings,  Winnipeg,  Manitoba, 
or  at  the  office  of  the  Secretary-Treasurer  of  the 
Municipality,  Tilston,  Manitoba. 

Lowest  or  any  tender  not  necessarily  ac- 
cepted. 

R.  W.  JAMES, 
Sec.-Treas.   Municipality  of  Albert, 
Tilston,  Man. 

Dated  at  Tilston, 

this  5th  day  of  May.  19 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Culverts,  Township  of  Whitby,"  will  be  re- 
ceived by  the  undersigned  until  twelve  o'clock 
noon  on  Monday,  May  31,  1920,  for  the  excava- 
tion, construction  of  concrete  structures  and 
other  necessary  work  on  the  Provincial  High- 
way in  the  Town  of  Whitby  and  the  Township 
of  Whitby. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Monday,  May  10th,  1920, 
at  the  office  of  the  Resident  Engineer,  Port  Hope, 
Ont.,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  the  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  the  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN. 
Deputy  Minister  of  Highways. 

Department  of  Public  Highways, 

Toronto,  May  Nth,  1920.  19 


Tenders  for 
Road  Grading  and 
Brushing 


Sealed  tenders  will  be  received  by  the  under- 
signed up  to  12  o'clock  noon,  Saturday,  June 
5th,   1920,   for  the  following  works : — 

Grading 

Sec.  1 — 5  miles   across   River   Lots   from  Main 
Highway   at   Parkdale  to  N.E.C.  Section 

13-  13-3  E. 

Sec.  2—5  miles  N.E.C.  13-13-3  E  to  N.E.C.  12- 

14-  3  E. 

Sec.  3—4.2   miles   N.E.C.    12-14-3   E   to  S.E.C. 
1-15-3  E. 

Sec.  4— 3.S  miles  N.E.C.  34-14-4  E  to  S.E.C.  1- 

15-  3  E. 

Sec.  5—6  miles   S.E.C.  7-14-5  E  to  N.E.C.  34- 

14-  4  E.  .... 
Sec.  6—6  miles  S.E.C.  4-15-4  E  to  N.E.C.  33- 

15-  4  E. 

Sec.  7—6  miles  N.E.C.  33-15-4  E  to  N.E.C.  33- 
10-4  E. 

Sec.  S — 2.5  miles  North  of  Sections  3,  10  and 
27-17-4  E. 

Sec.  9—1.5    miles    N.E.C.    20-14-4    to  Selkirk 
Clandeboye  Road. 

Brushing 

Sec.  6 — 6  miles  from  S.E.C.  1-15-3  E  to  N.E.C. 

36-15-3  E. 

Sec.  7 — 6  miles  from  N.E.C.  36-15-3  to  N.E.C. 

36-16-3  E. 

Sec.  8—5  miles  from  N.E.C.  36-16-3  to  N.E.C. 

12-17-3  E,  thence  East  to  the  N.E.C. 
9-17-4  E. 

Sec.  9 — 2'/2   miles  North  of  Sections  3,  10  and 
27-17-4  E. 

Specifications  and  tender  forms  may  be  ob- 
tained at  the  office  of  the  Highway  Commission- 
er, New  Parliament  Buildings,  Winnipeg,  or  at 
the  office  of  the  Secretary-Treasurer  of  the 
Municipality   of  St.   Andrews  at  Clandeboye. 

No  tenders  will  be  accepted  unless  upon  forms 
supplied'. 

Lowest  or  any  tender  not  necessarily  accepted. 

J.  D.  FORSTER. 
Sec.-Treas.  Mun.  of  St.  Andrews, 
Clandeboye,  Man. 

Dated  at  Clandeboye, 

May  3rd,  1920.  19 


May  12.  1920 


Notice  to  Contractors 


Sealed  tenders  will  be  received  by  the  Sudbury 
High  School  Board  for  the  different  trades  re- 
quired in  the  erection  and  completion  of  a  Min- 
ing and  Technical  School  at  Sudbury. 

Construction:  reinforced  concrete,  tapestry  and 
common  brick,  fireproof  tile,  metal  lath,  steel 
sash,  composition  and  wood  flooring,  etc. 

Steam  Heating,  plumbing,  mechanical  ventila 
tion.  electric  wiring. 

Tenders  to  be  addressed,  in  sealed  envelope 
and  accompanied  by  marked  cheque  for  five  per 
cent,  of  the  amount  bid,  to  J.  G.  Lowe,  Secre- 
tary, Sudburv  High  School  Board,  Sudbury. 

Tenders  to' close  on  Saturday,  May  22nd,  1920, 
at  noon. 

Plans  and  specifications  may  be  seen  at  office 
of  MacLean  Daily  Reports,  Toronto,  or  by  ap- 
plication to  trft  Architect,  P.  J.  O'Gorman,  Sud- 
bury. 

Deposit  of  ($25  00)  Twenty-Five  Dollars,  re- 
quired on  all  plans  taken  from  office.  18-10 

Tenders  for 
Road  Construction 

Scaled  tenders,  addressed  to  the  undersigned, 
will  In-  received  up  to  ti  p.m  .  Monday,  May  31st. 
for   the   following   construction : — 

1.  — Reinforced    Concrete    Arch,    NO    ft.  span, 

at  Clarksburg. 

2.  — Reinforced    Concrete    Arch,    50    ft.  span, 

at  Peversham. 

3.  — Rock    Hill    Cutting   5000   cu.    yds.    on  St. 

Vincent  Road,  7  miles  east  of  Owen  Sound. 

4.  — Road    Construction,   9   miles,   from  Heath- 

cote   to  Kimherley. 
.">     (a)  Season    1020    supply    of    Portland  Ce- 
ment, per  bbl. 

(b)  Season     1020     supply    of  Reinforcing 
Steel  Bars',  'A"  to  \Yi"  diam.,  per  lb. 
Hotli    F.O.B.    at    Owen    Sound.  Hanover, 
Thornbury,  Klesherton. 
A    marked    cheque,    payable    to    County  Trea- 
surer   for    5    per    cent,    shall    accompany  each 
t.-ndcr  for  1 — I. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

Plans  and  Specifications  may  be  seen  at  the 
office  of  the  undersigned. 

R,  McDOWALL.  C.E., 

Kngineer,  County  of  Grey. 
Owen  Sound.  May  10th,  1920.  10-20 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Grading,  Township  of  Edwardsburg  "  will 
be  received  by  the  undersigned  until  twelve 
o'clock  noon  on  Monday,  May  31st,  1920,  for 
earthwork  and  other  necessary  work  on  the  Pro- 
vincial Highway  in  the  Township  of  Edwards- 
burg. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Monday,  May  10th,  1020, 
at  the  office  of  the  Resident  Engineer,  Cornwall, 
Ont.,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  the  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when   the  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 

Department  of  Public  Highways, 

Toronto,  May  9th,  1020.  19 


For  Sale 

IVz  K.W.  Sturtevant  Steam  Engine  and  Dy- 
namo Set,  450  r.p.m.,  125  volts.  Good  condition 
Box  225,  Contract  Record,  Toronto.  w 


THE  CONTRACT  RECORD 


TOWN  OF  BRAMPTON 


Sealed  tenders,  addressed  to  the  undersigned 
Secretary  of  the  Brampton  Waterworks  Com- 
mission, will  be  received  up  to  6  p.m.,  Tuesday, 
May  25th.  1920.  for  the  erection,  construction, 
supply   and    delivery   of   the   following   works : — 

a.  — Construction  of  extension  of  Tumping  House. 

b.  — -Supply  and  delivery  of  two  horizontal,  mech- 

anical  pressure  filters. 

c.  — Supply   and   delivery   of   one   Turbine  Pump 

and  motor  unit. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  Commission,  and  any  further  in- 
formation will  be  furnished  by  the  Engineer. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

Tenders  for  the  work  will  be  submitted  on 
regular  forms  and  will  be  accompanied  by  a 
marked  cheque. 

Separate  tenders  for  each  of  the  above  men- 
tioned works  will  be  considered. 

F.  A.    EARLY,  Secretary. 
10  20  \\  .    M.   TREADGOLD,  Engineer. 

FOR  SALE 

Steam  Roller 

14  Ton  Kelly  Springfield 

Jaw  Crushers 

1— Austin  Portable,  10  x  16 
1 — Champion  Portable,  9  x  15 
COMPLETE  WITH  ELEVATORS 

Eastern  Equipment  Co.  Ltd. 

MONTREAL 

in 


Draftsmen,  Detailers  and  Designers  wanted  im- 
mediately on  Pulp  Mill  work,  must  be  experi- 
enced, familiar  with  concrete,  structural  steel 
and  pulp  mill  layout.  Single  men  only.  Give 
complete  experience,  references,  salary  wanted, 
and  date  could  report  in  first  letter. 

KIPAWA  CO.,  LIMITED, 
18-20  Mattawa,  Ontario. 


CHIEF  DRAUGHTSMAN  AND  DESIGN- 
ER, with  14  years'  experience  in  structural  steel 
for  mill  and  office  buildings,  wishes  change. 
Consulting  engineer's  office  preferred.  Address 
Box  239,  Contract  Record,  Toronto.  18-10 


SUPERINTENDENT  OF  CONSTRUCTION 

open  for  engagement.  Good  organizer  and  can 
get  results.  Apply  to  P.  O.  Box  44,  Bronte, 
Ont.,  or  'Phone  51.  17-19 


FOR  SALE 

30  x  60  Jaw  Crusher 

IMMEDIATE  DELIVERY. 

Eastern  Equipment  Co.  Ltd. 

MONTREAL 

10 


BLACKSTONE  OIL  ENGINE — 15  H.P.,  with 
air  compressor,  oil  and  water  tanks,  splendid 
condition,  price  four  hundred  dollars  cash  as  it 
stands ;  near  Longford. 

HENRY  YEIGH, 
18-20  120  Bay  St.,  Toronto. 


FOR  SALE 

Revolving  Shovel 

1-yard  Dipper.    Caterpillar  Traction 

Eastern  Equipment  Co.  Ltd. 

MONTREAL 

19-20 


59 

York  County  Industrial  ,Home 


Heating  and  Wiring 


Sealed  and  marked  tenders  will  be  received  by 
the  Engineers  up  until  noon,  Friday,  June  4th, 
1920,  for  the  installation  of  a  heating  system, 
power  house  and  radial  brick  chimney,  and  for 
the  electric  wiring  of  the  York  County  Indus- 
trial Home  and  outbuildings  at  Newmarket,  Ont. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  Engineers. 

T.   J.    SPALDING.  Inspector. 

W.  ANDERSON. 

I).   H.  RUSNELL,  Commissioners. 

THK  E.  A.  JAMES  CO.,  LIMITED, 
Consulting  Engineers, 
1$)  36  Toronto  Street,  Toronto. 


Channel  Improvement  for  Upper 
Passaic  River 

A  new  proposal  for  reduction  of  flood 
losses  in  the  Passaic  River  valley  has 
heen  made  by  Henry  B.  Kummel,  state 
geologist  of  New  Jersey,  in  a  report 
to  the  state's  Department  of  Conserva- 
tion and  Development,  just  published. 
Unusual  topographical  conditions  con- 
trol the  problem.  The  Great  Falls  at 
Paterson  and  a  smaller  break  in  profile 
at  Little  Falls,  at  both  of  which  there 
are  now  power  dams,  regulate  the  dis- 
charge to  the  lower  river.  The  773  sq. 
mi.  of  drainage  area  above  Little  Falls 
include  a  large  extent  of  marshy  bot- 
tom lands,  of  which  over  13,000  acres  are 
flooded  annually,  while  in  the  greatest 
flood  on  record  (October,  1903)  22,323 
acres  were  flooded.  Because  of  the 
great  storage  effect  of  this  marsh  area 
and  its  value  for  the  protection  of  the 
river  valley  below  Paterson  the  elimin- 
ation of  floods  in  the  marshes  is  un- 
desirable. Following  the  1903  flood  a 
project  for  permanently  ponding  the 
water  over  the  marsh  by  a  dam  at  Lit- 
tle Falls  was  worked  out,  but  this  as 
well  as  a  modified  project  for  ponding 
only  the  tributary  Pompton  River  by 
means  of  a  dam  at  Mountain  View  fail- 
ed to  receive  approval.  Mr.  Kummel 
now  proposes  channel  enlargement  from 
Little  Falls  upstream  to  Two  Bridges 
for  a  capacity  of  8,000  cu.  ft.  per  sec, 
and  a  somewhat  lesser  enlargement 
from  Two  Bridges  upstream  to  the 
mouth  of  the  Rockaway  River,  distances 
of  three  miles  and  ten  miles  respective- 
ly. This  improvement,  he  concludes, 
would  not  increase  floods  from  the  low- 
er river,  but  would  reduce  the  overflow 
period  of  the  marshes  from  an  average 
of  twenty-nine  to  about  four  days  per 
year.  In  addition  to  improving  the  ag- 
ricultural condition  of  the  Upper  Passaic 
basin,  this  would  reduce  the  mosquito 
crop  of  the  marshes  very  greatly,  he  be- 
lieves. The  cost  of  the  project  would 
not  be  over  one-twentieth  that  of  the 
reservoir. 
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Late  News  Items 

Calgary,  Alta. 

D.  L.  Mcllroy,  architect,  is  preparing 
plans  for  alterations  to  theatre  costing 
$50,000  for  J.  K.  Leach,  Regent  Theatre. 

School  Board  has  awarded  the  follow- 
ing contracts  for  erection  of  schools: 
Two  schools  costing  $31, 215  and  $31,000, 
Geo.  Simpson,  'Fifteenth  St.  S.W.,  Cal- 
gary; addition  to  school  costing  $47,474, 
Gowley  &  Vandcrhoogen,  Calgary; 
school  costing  $21,650,  Baird  &  Steven- 
son, Calgary;  school  costing  $33,650,  C. 
W.  Pettifer,  1726  Thirteenth  Ave.  W., 
Calgary. 

Coleman,  Alta. 

Coleman  School  District  No.  1216  has 
awarded  general  contract  for  erection  of 
school  costing  $35,000  to  E.  Disney,  Cole- 
man, Alta. 

Edmonton,  Alta. 

H.  Storey,  architect,  Civic  Blk.,  Ed- 
monton, is  preparing  plans  for  erection 
of  church  costing  $125,000  for  All  Saints 
Church. 

Grand  Mere,  Que. 

J.  M.  E.  Marcotte  will  receive  tenders 
until  May  15th  for  erection  of  store  and 
tenements  costing  $40,000. 

Montreal,,  Que. 

Lancashire  Land  Co.,  Melrose  Ave., 
contemplate  the  erection  of  two  resi- 
dences and  two  garages  costing  $15,200. 
Work  will  start  shortly. 

Sherbrooke,  Que. 

Sherbrooke  Housing  Co.  awarded  gen- 
eral contract  for  erection  of  one  hun- 
dred (100)  residences  costing  $600,000  to 
E.  G.  M.  Cape  &  Co.,  10  Cat'hcart  St., 
Montreal. 

Summerland,  B.  C. 

Twizell,  Birds  &  Twizell,  architects, 
837  Hastings  St.  W.,  Vancouver,  are  pre- 
paring plans  for  erection  of  fruit  storage 
warehouse  costing  $40,000  for  Summer- 
land  Fruit  Growers  Assoc.,  Metropoli- 
tan Bldg. 

Teulon,  Man. 

Tenders  will  be  received  for  erection 
of  bank  building  costing  $20,000  for  Do- 
minion Bank,  head  office,  Toronto,  Ont. 
Western  Supt.,  W.  S.  Darling. 

Toronto,  Ont. 

John  A.  Martin,  secy,  for  York  Town- 
ship Housing  Commission,  40  Jarvis  St., 
Toronto,  will  receive  tenders  until  May 
19th  for  furnishing  material  and  erecting 
ten  residences. 

Percy  Millman,  79  Walker  Ave., 
awarded  general  contra.ct  for  erection  of 
residence  costing  $15,000  to  Wm.  B. 
Charlton,  21  Grenadier  Rd. 

Vancouver,  B.  C. 

Bank  of  Montreal,  Cordova  St.  Branch, 
awarded  general  contract  for  addition  to 
bank  building  costing  $30,000  to  Baynes 
&  Horie,  836  Howe  St. 

Bedford  Davidson,  1012  Broughton  St., 
Vancouver,  is  architect  and  general  con- 
tractor for  G.  Cameron,  Seattle,  Wash., 
on  erection  of  two  stores  costing  $20,- 
000. 

West  Kildonan,  Man. 

By-law  authorizing  expenditure  of 
$45,000  on  erection  of  school  for  West 
Kildonan  School  Board  will  be  submit- 


ted. Architect,  E.  Praim,  Confedera- 
tion Life  Bldg.,  Winnipeg. 

Winnipeg,  Man. 

Canadian  Bank  of  Commerce,  head  of- 
fice, Toronto,  Ont.,  awarded  general  con- 
tract for  erection  of  bank  building  cost- 
ing $14,000  to  Fraser  &  McDonald,  Som- 
erset Bldg.  Consulting  engineers,  Har- 
old Edwards  Ltd.,  301  Somerset  Bldg., 
Winnipeg. 

Curtis  Construction  Co.,  407  McAr- 
thur  Bldg.,  Winnipeg,  have  awarded  the 
general  contract  for  erection  of  twenty- 
five  residences  costing  $4,200  each. 
Work  will  start  soon. 


Railroad  Work  in  England 

The  Engineering  Supplement  of  the 
London  Times,  in  its  annual  review  num- 
ber, January,  1920,  prints  the  following 
in  regard  to  railroad  activities  in  Eng- 
land : 

"The  new  Ministry  is  giving  consider- 
ation to  the  extension  of  co-ordinated 
working,  to  questions  of  standardiza- 
tion of  equipment,  additions  to  electri- 
cally operated  railways,  and  the  concen- 
tration of  manufacturing  resources.  Few 
new  lines  are  projected,  the  main  work 
immediately  ahead  being  that  of  bring- 
ing the  existing  tracks  up  to  the  old 
standard  and  of  proceeding  with  widen- 
ing schemes  to  facilitate  the  movement 
of  traffic.  The  great  increase  in  the 
present-day  costs  of  carrying  out  railway 
works  as  compared  with  the  prices  at 
which  contracts  could  have  been  placed 
in  former  years,  has  made  it  necessary 
to  review  all  large  works  which  were  un- 
der conisderation  in  1914,  with  the  ob- 
ject of  determining  whether  they  ought 
to  be  proceeded  with  under  existing  con- 
ditions. Nearly  all  railway  companies 
have,  however,  a  certain  number  of  wid- 
ening schemes  in  hand.  During  the  past 
year  the  North-Eastern  Railway  carried 
out  a  good  deal  of  work  of  this  kind  on 
the  main  lines  between  Newcastle  and 
Tweedmouth  and  between  Newcastle 
and  Carlisle,  thus  providing  improved 
running  facilities  for  the  exceptionally 
heavy  traffic  which  passes  over  these 
sections.  The  proposal  to  electrify  a 
large  mileage  of  main  line  is  referred  to 
elsewhere.  The  Great  Northern  Railway 
has  done  a  good  deal  of  similar  work 
and  has  brought  into  partial  use  the 
Enfield-Stevenage  line,  which  provides 
an  alternative  route  on  the  southern 
part  of  that  system.  The  Midland,  Great 
Western,  South-Western,  and  London 
and  North-Western  Railways  are  giving 
attention  to  the  same  subject,  and  the 
last-named  is  pushing  forward  the  com- 
pletion of  the  electrification  of  the  Wil- 
lesden-Euston  section  of  its  suburban 
line." 


Clays  and  Shales  of  Minnesota  Inven- 
toried 

In  order  to  establish  the  extent  of 
the  presence  in  Minnesota  of  clay  suit- 
able for  the  manufacture  of  brick,  a  sur- 
vey of  the  clays  and  shales  was  recently 
made.  The  results  are  given  in  a  full 
report  just  published  by  the  United 
States  Geological  Survey.  The  geologic 
formations  of  the  state  and  their  clay 
deposits  are  briefly  described,  the  gen- 
eral distribution  of  the  several  types  of 
clav  is  shown,  and  the  detailed  distribu- 
tions of  the  clays  of  the  state  are  de- 
scribed by  counties.  The  motive  for  the 
survey  was  to  ascertain  the  extent  of 
certain  deposits  that  are  now  utilized  at 
only  a  few  places,  to  find  new  deposits, 


to  determine  the  supply  of  brick  clay 
available  for  every  town  of  1000'  or  more 
inhabitants  in  the  state  and  for  every 
county,  and  to  determine  the  qualities 
of  the  clays  in  the  deposits  and  of  certain 
mixtures  in  order  to  find  whether  it  is 
possible  to  make  from  them  refractory 
wares,  pottery,  paving  brick  and  other 
high-grade  products.  The  work  was  done 
by  Frank  F.  Grout,  author  of  the  report, 
and  other  members  of  the  Minnesota 
Geological  Survey,  in  co-operation  with 
the  U.  S.  Geological  Survey. 


Lead  Substitute  Experience  in  St.  Louis 

Trial  of  the  lead  substitute  metalium 
for  pipe  joints  on  a  6-in.  line  with  96 
joints  are  given  in  the  annual  report  of 
the  St.  Louis  Water  Department  as  fol- 
lows: The  trench  was  left  open  for  two 
weeks.  The  leakage  immediately  after 
filling  amounted  to  2l/2  gal.  per  minute, 
the  average  over  the  first  24  hours  was 
1  1/3  gal.  per  minute  over  the  second  1.15 
gal.  per  minute,  which  in  the  course  of 
two  weeks  gradually  diminished  to  an 
amount  too  small  to  be  registered  by 
the  meter,  although  still  making  itself 
evident  as  a  dampness  around  the  joints. 

The  report  states  that  although  this 
material  requires  no  calking  there  is  not 
as  great  a  saving  as  might  be  imagined, 
since  the  services  of  one  man  are  re- 
quired almost  constantly  at  the  melting 
pot  due  to  the  comparatively  small 
range  of  pouring  temperature  as  com- 
pared with  lead.  Considering  this,  to- 
gether with  the  fact  that  a  special  un- 
oiled  jute  at  16.  per  pound  is  required 
for  metalium  joints  as  compared  with 
standard  jute  at  8c  for  lead,  the  cost 
per  joint  proved  to  be  greater  than  the 
average  cost  of  6-in.  lead  joints,  figuring 
lead  at  5c.  per  pound.  While  greater 
familiarity  with  the  material  would  un- 
doubtedly lower  the  cost  per  joint,  L. 
Chivvis,  engineer  in  charge  of  distribu- 
tion, concludes  that  it  is  problematical 
whether  the  margin  would  be  great 
enough  to  justify  abandoning  a  material 
with  which  the  organization  is  excep- 
tionally skillful  and  which  is  reliable 
beyond  a  doubt. 


Irrigation  Projects  in  the  Punjab 

Five  proposed  irrigation  schemes 
which  will  solve  the  problem  of  famine 
in  the  Punjab  Province  in  the  northern 
part  of  India  involve  the  construction  of 
the  "highest"  dam,  a  lake  barrage,  five 
weirs  across  formidable  rivers  and  nine 
new  main  canals,  as  reported  through 
commerce  reports  in  the  Reclamation 
Record  for  February.  The  cost  is  esti- 
mated at  $110,000,000  for  irrigating  6,- 
000.000  acres. 

The  projected  dam  is  395  ft.  high  and 
is  located  on  the  Sutlej  River  in  the  Bha- 
jra  gorge,  40  miles  above  Rupar.  It  will 
impound  2,500,000  acre  feet  of  water, 
which  will  be  used  for  extensions  and 
additions  to  existing  works.  Two  weirs 
on  the  old  Sutlej  Valley  project  will 
enable  four  new  canals  to  be  taken  off 
and  supply  3,000,000  acres.  A  small 
scheme  is  the  Wular  Lake  Barrage,  in 
Kashmir,  to  store  water  from  Jhelum 
River  during  the  monsoon  for  use  in  win- 
ter. A  fourth  project  would  improve  the 
semi^perrenial  canals  of  the  Sidhnai 
series  and  extend  the  acreage  in  the 
Jhanj  district.  The  fifth  new  Punjab 
project  is  a  revival  of  the  old  idea  of  a 
weir  across  the  Indus  at  Kalabagh  and 
a  canal  serving  2,000,000  acres  of  land 
between  the  rivers  of  Jhelum  and  Indus. 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 


WRITE  FOR  PRICES  AND  SPECIFICATIONS 

THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada :  Ottawa  Representative  : 

JAS.  W.  PYKE  &  CO.,  Limited,  J.  W.  ANDERSON, 

232  St.  James  St.,  Montreal  7  Bank  St.  Chambers 
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BOOKS 

on  Building,  Engineering  and  all  Technical 
Subjects,  Second-hand  at  half  prices.  New  at 
lowest  prices.  State  wants  and  send  for  Cata- 
logue  No.  23,  post  free. 

WE  HAVE  THE  BOOKS  YOU  WANT. 
Books  Bought.  Best  Prices  Given. 

W.  &  G.  FOYLE,  LTD., 
121-125.   Charing  Cross  Road,   London,  Eng. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 

Branches  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also  Bonds  for  Special  Purposes 


To  Road  Contractors 

Large  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally advantageous 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

171  St.  James  Street 
MONTREAL 


"Prospects"  Your 
Competitors  Get 

It  would  be  worth  many  hun- 
dreds of  dollars  every  year 
to  you  to  know  that  you  have 
the  information  your  com- 
petitors get — not  hazy,  hear- 
say "  tips  " — but  real,  con- 
crete, definite  news  of 

Building  and  Engineering 

contracts,  wouldn't  it?  You  can 
get  it — at  small  expense — a  daily 
stream  of  live  building  reports 
that  will  mean  many  more  orders 
for  you  at  away  less  expense. 

Write  for  full  information. 
MacLean  Daily  Reports,  Limited, 
345  Adelaide  St.  West,  Toronto 


M 


acLean 

REPORTS 


"Boils"   in   Asphaltic   Pavement  Caused 
by  Metals  in  Fill  Beneath 

Within  a  few  months  after  an  as- 
phalt pavement  was  put  down  in  the 
City  of  ISakerslield,  Cal.,  peculiar  round 
swellings  or  "boils"  began  to  appear  at 
frequent  intervals  in  one  section  of  the 
work.  The  pavement  seemed  to  he  sound 
in  every  respect  except  for  this  stretch 
of  about  1,000  ft.  long,  in  which  scores 
of  the  boils  slowly  but  steadily  rose. 
The  boils  grew  until  the  larger  ones 
were  2  or  a  in.  high  at  the  centre  and 
had  disturbed  the  paveinent  within  a 
circle  about  2  ft.  in  diameter.  The 
smaller  ones  were  sharper.  All  of  them 
Showed  central  cracks,  more  or  less 
radial.  In  fact,  radial  cracks  usually  ap- 
peared with  the  first  perceptible  swell- 
ing. 

When  one  of  the  largest  of  the  boils 
was  opened  a  lens-shaped  mass  of  cop- 
per sulphate  crystals  was  found.  In 
others  were  found  crystal  formations  of 
various  sizes  and  stages  of  development, 
some  witli  a  nucleus  of  copper  or  zinc 
still  remaining  in  metallic  form.  After 
removing  these  causes  of  the  disturbance 
and  after  patching  the  pavement  there 
was  no  further  trouble.  Some  of  the 
boils  which  were  not  opened  have  since 
somewhat  subsided.  The  pavement  has 
now  been  down  about  2  years. 

The  suggestion  of  a  possible  cause,  as 
made  by  R.  W.  Whitaker,  city  engineer, 
is  as  follows:  This  particular  stretch  of 
the  paving  was  laid  on  a  fill  1  to  2  ft. 
deep  placed  over  an  old  oiled  surface. 
Material  for  the  fill,  the  typical  sandy 
formation  of  this  part  of  the  valley,  was 
taken  from  a  spot  on  which  a  garage, 
full  of  automobiles,  burned  to  the  ground 
about  ten  years  ago.  Evidently  metal 
scraps  were  left  in  the  ground  at  the  site 
of  this  fire.  Before  placing  the  paving 
on  the  fill  the  latter  was  well  soaked, 
and  it  may  be  that  the  old  oiled  surface 
below  kept  the  moisture  from  escaping 
readily.  Thus  with  impervious  surfaces 
below  and  above  and  with  the  extreme 
heat  of  the  sun's  rays  on  black  pavement, 
something  was  leached  from  the  asphalt, 
■perhaps  a  sulphur  compound,  which  at- 
tacked the  metal. 

The  pavement  has  a  4-in.  asphaltic 
concrete  base,  and  a  lj^-in.  sheet  asphalt 
top,  the  asphalt  in  both  cases  being  70- 
80  penetration,  refined  from  California 
petroleum.  The  interesting  question  is: 
What  attacked  the  metal? 


Military  Pile  Driving  With  Motor  Truck 

During  the  military  operations  on  the 
Salonika  front,  according  to  The  En- 
gineer, it  was  necessary  to  construct  a 
bridge  across  the  Selimb  River.  The 
work  required  the  driving  of  forty-eight 
piles  about  40-ft.  long  and  12-in.  square 
to  a  depth'  of  24-ft.  in  gravel,  clay,  and 
quick-sand.  A  pile-driver  with  30-ft. 
leads  and  a  1,200-lb.  hammer,  was  em- 
ployed and  a  4-ton  motor  truck  used  to 
raise  the  weight.  The  truck  was  set  up 
on  the  bank,  the  left-hand  rear  wheel 
was  jacked  up  and  blocked  10-in.  from 
the  ground,  and  the  other  three  wheels 
were  snubbed  and  staked  to  the  ground. 
The  lead  rope  was  given  a  turn  on  the 
brake  drum  inside  the  wheel,  one  man 
operating  the  loose  end.  The  distribu- 
tion of  labor  was  as  follows:  One  motor 
driver,  one  signalman,  one  on  the  lead 
rope,  three  on  the  pile-driver,  and  two 
sharpening  and  putting  on  pile  rings. 
Work  was  continuous  in  three  8-hour 
shifts,  and  the  bridge  was  completed  for 
traffic  in  12  days. 


THE 

Canadian  Surety  Co. 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile,   Burglary,   Plate  Glass 
INSURANCE. 
Head  Office:  26  Wellington  Street  E. 
Toronto,  Ont.  Phone  M.  2609--1840 

Branch  Offices; 
Montreal   Trust    Uldg.,    Montreal,  Que. 
DOS  1'aris  Hldg.,  Winnipeg,  Man. 
Representatives  in  all  Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 


Money 
To  Loan 


We  have  at  present  funds 
available  for  building  loans 
on  dwellings,  apartments, 
houses  or  new  moving  pic- 
ture theatres. 

Payments  advanced  on  pro- 
gression. 

We    also   purchase  second 

mortgages. 

H.  A.  MORINE 

604  KENT  BUILDING 
TORONTO 


A  cash  deposit — or  a  credit 
bond — which  would  you  pre- 
fer to  furnish,  Mr.  Contrac- 
tor? We  furnish  the  Credit 
— you  keep  your  cash  for  the 
job.     Very    nominal  cost. 

Intuit  &tatPH  JtMttg  $c 
Guaranty  CHompang 


Resources  Over  - 
Canadian  Securities 


$20,000,000 
$1,162,000 


Head  Offm 
36  Toronto  St.  •  TORONTO 

Branch  Offices 
Paris  Building     ■  WINNIPEG 
1 12  St.  Junes  St.  •  MONTREAL 

ARTHUR  E.  tCIRtfATRICC.. 

SIDNEY  W.  BAND,  Jul  CnmfXw 
W   H    KIRIPATRICK.   bdn  .Wflu; 
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Build !    Build !    Build ! 

Do  not  worry  oxer  prospective 
delay  in  the  shipment  of  your  ma- 
terial. Solve  that  problem  by  us- 
in-  "AMERICAN"  ENAMELED 
BRICK. 

Send  in  your  order  for  standard 
stock  shapes  —  W  E  SHIP  AT 
ONCE. 

"AMERICAN"  made  brick  are 
less  expensive  than  Glazed  Terra 
Cotta  or  Tile  and  their  use  is  rapid- 
ly increasing  for  exterior  or  interior 
purposes.  Let  us  advise  you  fur- 
ther. 

See  Sweet's  Catalogue  in  U.S.A. 
and 

Specification   Data  in  Canada 
or 

Send  for  Data 

American  Enameled  Brick 


&  Tile  Co., 


Manufacturers  of  Enameled  and  Fire  Brick. 

52  Vanderbilt  Ave.,  New  York  City. 


The  "CANWELD"  Concrete  Buggy 


The  most  durable  and  serviceable  concrete  buggy  made. 
It  is  constructed  throughout  of  wrought  iron  and  steel 
(no  cast  iron  is  used).  Is  mounted  on  a  pair  of  strong 
36  inch  wheels,  with  wide  rims,  running  smoothly  on 
a  rigid  axle,  the  whole  well  balanced. 
Capacity  6  cu.  ft. 

Consult  us  first   when    in   the   market   for  concrete 

buggies. 

Prompt  Shipment  from  Stock. 

Canadain  Welding  Works  Limited 


Architectural  Iron  Works. 


Steel  Tank  Manufacturers. 


Welding  Engineers. 


131  Queen  Street,  Montreal. 


^  


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE      -  ONTARIO 


\ 


Sewers 


and 


Culverts 

built  from 

Our  Concrete 

give  maximum  service 
at  minimum  cost 

BJT—  (LARGE  STOCK  ON  HAND) 
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Massey-Harris  Btdg.  .Vo.  H.   Toronto,  Ontario.     Roofer,  McDermid  Bros.. 
Toronto.     Gen,l  Contractors:  Sherwood  &  Sherwood,  Toronto. 


Lowest  cost  per  year  of  service — 


The  building-  shown  above  is  the  latest 
addition  to  the  big  Toronto  plant  of  the 
Massey-Harris  Company. 

Plans  and  specifications  were  prepared 
by  the  Company's  own  technical  staff  and 
the  construction  throughout  represents  the 
most  approved  and  up-to-date  practice. 

A  Barrett  Specification  Roof  was  select- 
ed for  the  building  because  moderate  cost 
and  guaranteed  long  service  make  this  the 
most  economical  roof  it  is  possible  to  con- 
struct. 

Free  Surety  Bond 

The  Barrett  (20-  or  10-year)  Guarantee 
is  not  merely  the  warranty  of  a  manufac- 
turer or  contractor.  It  is  a  Surety  Bond,  is- 
sued by  a  well-known  Fidelity  and  Guaranty 
Company,  which  absolutely  protects  the 
owner  from  all  expense  for  roof  mainten- 
ance during  the  life  of  the  bond. 

The  Guaranty  Bond  costs  the  owner  no- 
thing. It  may  be  obtained  on  any  Barrett 
Specification  Roof  of  50  squares  or  larger, 


in  towns  of  25,000  or  more,  and  in  smaller 
places  where  our  Inspection  Service  is 
available.  The  only  conditions  are  that 
the  roofing  contractor  shall  be  approved  by 
us  and  The  Barrett  Specification,  revised 
April  15,  1920,  shall  be  strictly  followed. 

Important  Notice 

The  Barrett  Specification  20- Year  Bond- 
ed Roof  is  the  most  permanent  of  all  flat 
roofs.  And  while  we  bond  it  for  twenty 
years  only,  it  usually  lasts  well  over  thirty 
years. 

For  those  who  desire  a  lighter  and  less 
expensive  roof,  we  recommend  the  Barrett 
Specification  10-year  Bonded  Roof. 

Full  details  regarding  these  Bonded  Roofs 
and  copies  of  the  Barrett  Specification  sent 
free  on  request. 

The  (^(100^  Company 

VSS^^^-^  LIMITED 
MONTREAL  TORONTO  WINNIPEG  VANCOUVER 

ST.  JOHN,  N.B.  HALIFAX,  N.S.  SYDNEY,  N.S. 


Illlli 
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ROAD  SCRAPER  BLADES 

Renew  your  old  wheeled  scraper  bowl  witli  tlic  ECONOMY  REPAIR  BLADE.  Any 

blacksmith  can  attach  it  by  cutting  the  edge  of  tiie  bowl  square,  drilling  holes  to  match 
these  in  the  blade  and  riveting  it  to  the  bowl. 


ECONOMY    REPAIR  BLADE 

These  blades  are  made  of  steel  G  in.  wide  by  3  1-16  in.  thick,  giving  a  new  cutting  edge 
,'i  in.  wide  and  allowing  3  in.  to  lap  top  and  bottom  where  it  is  riveted  on  the  bowl. 
Road  Scraper  Blades  and  moldboards  to  fit  all  makes  of  machine.  Prompt  shipments 
from  stock;  over  150  patterns. 

SHUNK  PLOW  COMPANY,  Bucyrus,  Ohio 


A  trial  will  convince  you 

that  the  use  of  these 
blades  is  genuine  economy 


BOWL    WITH  REPAIR 
BLADE  ATTACHED 


s 


AWYER 
YSTEM 


Can.  Pat.  No.  188, G42 


Self -Locking  Concrete 
Wall  Construction 


Non-Porous  Pre-Cast  Slabs 

Continuous  Hollow-Air 

Chambers 


You  can  make  money  by  writing  for 
data  on  the  Sawyer  Patented,  Self-Lock- 
ing Concrete  Wall  Construction  and  ob- 
taining the  exclusive  rights  in  your  dis- 
trict. You  can  control  a  money-making 
business  before  your  competitor  beats 
you  to  it. 

The  Self-Locking  Concrete  Wall  is  the 
speediest  erection  known. 
The  hollow  walls  are  fireproof  and  a 
non-conductor  of  heat,  cold  or  dampness. 
It  will  save  you  20  per  cent,  in  cost  over 
a  common  brick  wall  and  give  a  pressed 
brick  finish;  it  does  away  with  skilled 
labor,  wastage  in  special  forms,  and  the 
finished  wall  can  be  constructed  as 
cheaply  as  wood  frame  construction. 
Address  all  communications  to: — 


The  Canadian  Self -Locking  Concrete  Wall  Co.  (System*),  Limited. 

119  Board  of  Trade  Building,  MONTREAL 


J.  G.  Allan,  President 


James  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  CO. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 


HAMILTON,  ONT. 
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The  Preservative 
for  Wood 

Spzciol  Decorative  Quality 
for  Shingles  and  Timber  Wood 

STURGEON'S  LTD.  Toronto 

ALSO 

Flintex  Concrete  Hardner 
Ferrodor  Metal  Protective  Paint 
Paripan,  Mill  White 
Rock  Face  (Water  Paint) 

OTHER  SPECIAL  PAINTS  FOR  SPECIAL  PURPOSES 


The  Ideal  Bucket  for  Cableway  Excavating 


PIONEER  dump  BUCKET 


Contractors  or  road  and  bridge  builders 
who  use  gravel  can  save  thousands  of 
dollars  annually  by  excavating  it  them- 
selves. Our  PIONEER  Excavating  Out- 
fits make  gravel  excavating  simple,  easy 
and  inexpensive.  We  supply  all  necessary 
equipment  for  small  or  large  plants,  sta- 
tionary or  portable.  Our  PIONEER  Back- 
Dump  Bucket  digs,  elevates,  conveys  and 
dumps,  under  control  of  only  one  man. 
The  wonderfully  efficient  back-dump  prin- 
ciple is  patented  ;  no  other  bucket  has  it. 
Write  for  complete  information  and  prices. 

THE  MANSFIELD  ENGINEERING  CO. 
INDIANAPOLIS,  IND.         -  U.S.A. 

Canadian  Agent  : 

A.  A.  SCULLY,  LTD.         123  BAY  STREET 

TORONTO,  ONT. 
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The  Wickes 
Blue  Print  System 


Simplicity    of  design 

is  .i  i>iK  feature  of  the 

dpsign  of  the  Wickes 
Blue  Print  System. 
There  is  no  need  for 
its  operator  to  take 
up  valuable  time  tin- 
kering with  the  ma- 
chine or  fussing 
around  getting  it  to 
work.  Absolute  de- 
pendability and  long 
life  is  assured  every 
purchaser. 


There  is  no  glass  cy- 
linder to  clean  or  to 
replace  at  great  ex- 
pense. There  are  no 
series  of  belts  to  de- 
mand attention — just 
one  plain  continuous 
wide  belt,  the  life  of 
which  is  guarantied 
for  years'  constant 
service  and  which 
will  last  as  long  as 
the  machine  itself. 


1856 


Ask  for  Catologue 

Wickes  Brothers 


1920 


2805  Water  Street,  Saginaw,  Michigan 

Builders  of  Heavy  Duty  Plate  and  Structural  Tools,  Heavy  Duty  En- 
gine Lathes,   Special  Production   Lathes  and  Crankshaft 
Turning  Equipment 


Th< 


Canadian  Sieg  wart  Beam  Co. 


Limited 


Hollow  Reinforced  Concrete  Beams 
Siegwart  Flooring  and  Roofing  System 

103  St.  Francois  Xavier  St.,  MONTREAL 


Contractors  Plasterers 

Modelling 
Relief  Decorations 
Designing 

W.  J.  HYNES,  LIMITED 

858  DUPONT  ST.  TORONTO 

PHONE  HILLCREST  1750 


"McCracken"  Sewer  Pipe 

Manufactured  in  accordance  with  standard  speci- 
fications issued  by  American  Society  for  Testing  Mat- 
erials for  Cement-Concrete  Sewer  pipe. 


6  in.  to  1\  in.  diameter 


Lock  Joint  Pipe 

Concrete  pipe  for  large  diameter  sewers  assures 
strength,  speed  of  construction,  economy  and 
safety.  The  Lock  Joint  prevents  infiltration  or 
leakage. 

Specifications  and  prices  gladly  sent  upon  request. 

Independent  Concrete  Pipe  Co. 

LIMITED 

502  Harbor  Building         -         -         TORONTO,  Ont. 


27  in.  to  108  in.  diameter 
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'MEAD-MORRISON 


1  GUMMA*  i 


MM, 


PRODUCTS 


^CANADIAN  i 

lMMj 


Manufactured  in  Canada 

Steam  Hoists 
Electric  Hoists 
Mine  Hoists 

Bridge  Erecting  Engines 
Clam  Shell  Buckets 
Orange  Peel  Buckets 
Dredges 

Coal  and  Ore  Handling  Plants 
Conveying  Machinery 
Ashes  Handling  Machinery 
Coal  Crushers 
Weighing  Larries 
Car  Pullers 
Transporters 
Hoisting  Towers 
Bunkering  Equipment 
Swinging  Engines 
Cable  Railway  Systems 
Coal  Screening  Plants 
McCaslin  Bucket  Conveyors 

DEPENDABLE  SERVICE 

Contractors  for  Complete 
Material  Handling  Plants 

Put  Your  Problem  Up  To  Us! 


CANADIAN  MEAD-MORRISON  CO 

LI  M  IT E  D 

285  BEAVER  HALL  HILL 

MONTREAL  wclland  ont. 


''STEELWORK  WHEN  YOU  WANT  IT" 

Standard  Steel 
Construction  Co.,  Limited 

Port  Robinson,  Ontario 
Manufacturers  and  Erectors 

Girders,  Columns,  Trusses,  Etc. 

Steel  Buildings  and 
Bridges 

Bars,  Angles,  Plates,  Beams,  Channels, 
Rivets,  Bolts,  Etc. 

In  Stock  for  Immediate  Shipment 

If  you  are  intending  to  purchase  steel- 
work for  any  purpose  it  will  be  to  your 
interest  to  permit  us  to  quote. 

A  post  card  will  bring  you  our  monthly  stock  list 
by  return  mail 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 

Air  Compressors  Locomotives 


Boilers 
Buckets 
Cars 
Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—2801 
Yards  and  Shops — New  Toronto,  Canada 
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DAYTON-DOWn 

*^     CENTRIFUGAL  PUMPS 


Dayton-Dowd  centrifugal  pumps  arc  representative  of  the  highest 
principles    of    workmanship    and    design.      Each    pump    is  rigidly 
tested    before    leaving    the    factory    under    the    exact  conditions 
which  will  be  imposed  upon  it  when  in  service. 
Fullest  particulars  gladly  sent  on  request. 

Dayton-Dowd  Co.,   Quincy,  111. 

The  Arthur  S.  Leitch  Co. 

SALES  ENGINEERS       K-1NT  BLDG  ,  TORONTO 

Montreal  Agents 

Equipment  Specialties,  Ltd.         10  St.  Antoine  St. 


ROCK  DRILLS 


For 

Road  Work 
Contractors 
Mines 
Quarries 

Napanee 
"Empire" 

and  the 

"Burrell" 

are  now 

manufactured 
by 


Napanee  Iron  Works  Ltd. 

NAPANEE,  ONT. 


HEAVY  TIMBERS 


The  Boake  Mfg.  Co.,  Ltd. 


The  illustration  shows 
our" JUMBO"  Planer 
for  large  timbers. 

We  specialize  in 
heavy  timbers  and 
long  joists  for  factory 
and  general  construc- 
tion and  can  supply 
you  from  stock. 

Let  us  quote  you  on 
your  requirements. 


Howland  Ave.  and  C.P.R.  Tracks 


TORONTO 


May  12,  1920 


THE  CONTRACT  RECORD 


71 


The  "Jaeger  Mix  -  A  -  Minute" 


IT  does  all  that  the  name  suggests. 
This  "Jaeger"  product  is  known  for  the  speed  and 
efficiency  in  the  way  it  accomplishes  all  work  required 
of  it. 

It  is  made  in  all  sizes,  to  answer  every  purpose.  Let 
us  send  you  our  catalogue.  It  will  convince  you  that  the 
"Jaeger  Mix-A-Minute"  will  prove  a  valuable  addition  to 
your  equipment. 

The  Jaeger 
.  Machine  Co. 

COLUMBUS,  -  OHIO 


Proves  its 


Economy 

through  its 

Speed 


DOMTARBOND 

For  Modern  Good  Roads 

TV7 ILL  all  our  friends  please  note  that  on 
and  after  May  1st,  1920,  our  address  will 
be  171  St.  James  Street,  Montreal,  where  all 
communications  should  be  sent. 

The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.  SAULT  STE.  MARIE,  ONT. 

171  St.  James  Street,  MONTREAL 
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Bricklayers  Prefer 

RENFREW  LIME 

It  saves  time,  makes  better  mortar,  requires 
less  tempering.  Lime,  Brick,  Farm  Tile 
supplied  in  straight  or  mixed  car  lots. 

Get  our  prices. 

Jamieson  Lime  Company 

Renfrew,  Ontario 


May  12,  1920 
lllllilllllllllllllllllllllllllllllllllllllllllllllllllllllllllllllll 


W%  A  If   O   New  and  Relaying 
IY-TtLJI JLiO  Switches,  Turntables,  Etc. 


Carried  in  Stock 


Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


FLOORS 

The  Wood  Mosaic  Kind 


For  every  home — Old  or  New.  Can  be 
installed  by  your  mechanics.  Our  5/16" 
flooring  can  be  laid  in  old  or  new  houses. 
We  make  all  kinds  and  thicknesses;  Wood- 
Carpet,  strips,  Plain  and  Ornamental  Par- 
quetry, Tongue  and  Groove  Flooring. 

Send  accurate  measurements  of  rooms 
for  sketch  with  exact  estimate  of  cost  of 
the  flooring  required.  Instructions  for  lay- 
ing  and   finishing   accompany   all  orders 

shipped. 

Floor  laying  firms  in  many  locations  in 
Canada  are  now  handling  our  material. 

Send  for  Free  Catalog 

Wood-Mosaic  Company 

NEW  ALBANY,  INDIANA 


This  enameling  furnace,  in  the  plant  of  the  Port  Hope 
Sanitary  Manufacturing  Company.  Port  Hope,  Ontario,  is 
insulated   with  4'/i    inches   of   Nonpareil   Insulating  Brick. 

"They  Are  Entirely  Satisfactory' " 

Perhaps  you  have  some  furnaces  or  ovens  that  are 
using  too  much  fuel.  Perhaps  they  are  not  insulated 
properly  and  a  large  amount  of  valuable  heat  is  be- 
ing lost  through  the  walls,  arches,  bottoms  and  doors. 
If  so,  you  will  probably  be  interested  in  what  the 
Port  Hope  Sanitary  Manufacturing  Company  of  Port 
Hope,  Ontario,  have  to  say  about 

Nonpareil  Insulating  Brick 

For  Furnaces,  Ovens,  Boiler  Settings,  Etc. 

On  October  7,  1919,  they  wrote: 

"We  have  used  your  Nonpareil  Insulating 
Brick  in  furnaces  built  by  us,  and  they  are  en- 
tirely satisfactory,  and  are  giving  us  good  ser- 
vice. 

"When  we  are  building  other  furnaces,  we  will 

continue  to  use  Insulating  Brick." 

Nonpareil  Insulating  Brick 
for  the  reduction  of  the  loss  of 
arches,  bottoms    and  doors 
high  temperature  equipment 
ency  they  are  ten  times  better 
nion  brick,  and  under  ordinary 
course  will  save  60%  to  75% 
to  conduction  and  radiation. 


are  designed  especially 
heat  through  the  walls, 

of   furnaces  and  other 

In  heat  insulating  effici- 
than  fire  brick  or  corn- 
conditions  one  4i/2-inch 

of  the  loss  of  heat  due 


In  most  cases  Nonpareil  Brick  will  save  enough 
fuel  to  pay  for  their  cost  in  a  vear.  Doesn't  an 
investment  that  pays  100%  return  deserve  some 
investigation?  Full  information  and  samples  will 
be  cheerfully  supplied  on  request. 

Armstrong  Cork  &  Insulation  Company,  Ltd. 

505  McGill   Building,  Montreal,   Quebec,  Canada 

Branches  in  the  Principal  Cities  of  United  States  and  Canada 

Also  manufacturers  of  Nonpareil  High  Pressure  Covering  for  steam 
lines,  feed  water  heaters  etc.  ;  Nonpareil  Cork  Covering  for  drinking 
water  systems;  Nonpareil  Cork  Machinery  Isolation  for  noisy  machines, 
and  1. mottle  for  Moors  in  omces,  residences,  etc. 


■■""Nil  mi"""!  mi  i  nm  mi  miiiiiiiiiiiiiiiiiiiiiiiiiiiini  nm  iiiiiiiiiiiiiiiiiuiiiiiiiiiiiniinui  iiiiim 
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Buildings  of  Beauty  and  Permanence 


Built  of  Durable, 
Damp-Proof 
Concrete  Blocks 

Decidedly  economical 
yet  durable  and  artistic 
are  buildings  built  of 
these  blocks.  They  have 
met  with  the  approval 
of  engineers  and  archi- 
tects everywhere  be- 
cause they  are  made 
from  wet  mix  or  poured 
concrete  which  elimin- 
ates dampness  entirely. 

We  are  now  facing 
these  blocks  with  gran- 
ite which  gives  them  a 
beautiful  sparkling 
granite  finish. 

We  also  manufacture 
machinery  for  making 
these  Concrete  Blocks. 

We  own  the  Canadian 
patents  and  can  give  ex- 
clusive rights  for  any 
territory,  not  yet  sold. 


THE  PRODUCT 


Cast  Stone  Block  &  Machine  Co.,  Ltd. 


THE  MOULD 


Write  us  today  for  a 
copy  of  our  catalogue 
and  further  information 
— you'll  find  it  interest- 
ing. 


302  HOWARD  AVENUE 
WINDSOR  ONTARIO 
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"Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letter*  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  (or  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 

TORONTO 


Montreal 


Winnipeg 


The  satisfactory  performance  of 
nearly  2,000,000  TRIDENT  Water 
Meters  now  in  service  is  sufficient 
recommendation  to  men  who  can- 
not take  chances  with  inefficient  or 
unreliable  water  meters. 


More  TRIDENT  Meters  are  sold  than  any 
other  make. 


Made  in  Canada  by 


Neptune  Meter  Company,  Limited 


W.  H.  RANDALL   Managing -Director 


Factory  and  Head  Office:— 

1197  King  Street  West,  Toronto,  Ontario 

WINNIPEG:—  Wal.h  &  Charles,  406  Tribune  Building 
MARITIME  PROVINCES:— Jamei  RoberUon,  St.  John,  N.B. 


Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt    Deliveries.        Attractive  Prices. 


Address  your  inquiries  to 

CANADIAN  DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 

CHATHAM,  ONT.      275  Inshes  Ave. 

Made  in  Canada 


CRANES 


Heavy  Mill 
Crane 
Patented 


Made  in 
Canada 


Electric  and  Hand  Traveling  Cranes 
Electric  and  Air  Hoists 

NORTHERN    CRANE   WORKS,  LTD. 

WALKERVILLE,  ONT. 
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W.  C.  LEITCH 

Vice-Pre»ident 


JAMES  LAURIN,  C.E. 
President 


J.  EMILE  VANIER,  C.  E. 
Sec.-Treas. 


Montreal  Crushed  Stone  Company,  Limited 

Plant  at  St.  Vincent  de  Paul,  P.Q.,  on  River  des  Prairies,  opposite  Montreal 

Largest  Plant  in  CANADA  and  the  most  up-to-date  in  the  World 

CAPACITY  4000  TONS  A  DAY 
All  Sizes  and  Grades  of  the  Best  Hard  Lime  Crushed  Stone  Produced 

MAIN  OFFICE:  367  Beaver  Hall  Square,  MONTREAL,  P.  Q. 


Are  Furnished  in  More 
Than  50  Standard  Styles 

There's  a  selection  of  pumps 
and  sizes  for  every  need. 

 Every    AMERICAN  pump 

sold  is  backed  by  a  rigid  guar- 
-'■^la^^  antee. 

Half      a  hundred 
styles  of  centrifugals 
are     illustrated  and 
described   in  Catalog  140. 

For  Deep-Well  Plunger  Pumps,  request 
Catalog  130A. 

The  American  Well  Works 

Gen.  Offices  and  Works:  Aurora,  111. 
Chicago  Office:   First  Nat.   Bank  Bldg. 
Calgary,    Edmonton,    Montreal,  Chatham, 
Vancouver,  Winnipeg. 


HAKT  SWINGING 

Lrn.rs.iL.  engines 


INSURE 


Speed 


'Durability 


,conomy 


Contractors  everywhere 
recognize  that  Dake  swing- 
ers save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:   A.   R.  Williams  Machinery  Company,  Limited. 


The  Arctic  Water  Meter 


A  PRACTICAL 
FOR  ALL 


WATER  METER 
SEASONS 


The  top  casing  is  made  of  bronze  witli  a  cast  iron, 
breakable  bottom  plate,  strong  enough  to  resist  any 
unusual  pressure,  but  designed  to  break  when  ex- 
posed to  the  excessive  strain  imposed  by  freezing. 

When  the  water  freezes  the  added  pressure  of  the 
expanded  ice  breaks  the  lugs  from  the  bottom  of  the 
plate  allowing  the  disc  chamber  and  intermediate 
to  move  freely  with  the  expanding  ice,  the  chamber 
sections  separating  and  relieving  the  working  parts 
of  the  meter  from  any  damage. 

Made  in         5/&"  x  3/A",  3/4"  and  1"  sizes. 
Send  for  booklet  and  further  particulars. 
Canadian  Sales  Agents 

Booker  &  McKechnie 

285  Beaver  Hall  Hill,  Montreal 


Diamonds 

For  Sawing  Stone 


;□ 


Furniss  Clarke  &  Co.  I    Sole  Canadian  Agents  for 

364  University  Street,  The  Joyce-Koebel  Co., Inc. 

MONTREAL,  CANADA.      |      Nevr  York  London 
IMMEDIATE  DELIVERY  FROM  STOCK 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME.  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $3.45  per  bbl.  J 
with  bags,  $4.25;  car  lots,  $2.60  on  the  track, 
with  pkgs.,   $3.40;  5c  per  bbl.  discount  20 

days. 


Lim 


„  -in  bulk — grey  75c.  At  the  warehouse, 
grey  69c.  Hydrated  lime,  $20.25  per  ton 
delivered ;  $19.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick. 
$30;  buff,  $30;  No.  2,  $28;  common  red 
stock  brick,  $23;  grey,  $23;  wire-cut  brick 
for  foundation  work,  $21.  Milton  Rug  brick, 
$32  to  $37;  Eatonia  brick,  $50;  sand  lime 
brick,  $17.26,  f.o.b.  car  at  King  Edward 
siding,  $16  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $55  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental,  $40,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $26  at  plant, 
$31  delivered  in  city. 

Fire  brick — delivered — Savage,  $80  per  M. ;  S. 
Crown,  $80;  W.  W.,  $65.  Fire  clay,  $16.50 
per  ton ;  chimney  tops,  $8.00  each. 

Flue  lining — delivered — list  price — 8'A  x  in., 
60c  per  ft. ;  8'/i  x  13  in..  90c  per  ft.  Dis- 
counts 30  and  10  per  cent,  off  list. 


CRUSHED  STONE,  SAND.  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.05;  1  in..  $2.25:  VA  in., 
$2.25;  crusher  run,  $2.15;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton,  2  in.  screened, 
$1.80  per  ton  ;  1  in.  screened,  $2.00  per  ton. 

LUMBER   (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock — 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $63;  10  and  16  ft.,  $65 ;  2  x  12  in..  12 
and  14  ft.  $64;  10  and  16  ft.,  $66;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $66.    No.  2,  $4  less 

than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $65; 
1x6  in.,  $67;  1  x  8  in.,  $70;  1  x  10  in.,  $75: 
1  x  12.  $80.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $78:  1  x  6  in..  $82 ;  1  x  8,  $86;  1  x  10, 
$90;  1  x  12,  $103:  2x4.  10-16  ft.  long,  com- 
mon, rough,  $70:  2  x  6,  $72;  2  x  8.  $74 ;  2  x 
10,  $78;  2  x  12,  $82.  No.  1  flooring,  $80; 
No.  1  V  or  beaded  sheathing,  4  in.,  $82. 
Pine  trim.  4  in.,  casing,  $4  per  100  ft. ;  5 
in.  ditto,  $5:  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $6.25. 

Spruce— 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $70;  1  x  6  and  2  x  6,  $72:  1  x  8 
and  2  x  8,  $74;  1  x  10  and  2  x  10,  $78;  1  x 
12  and  2  x  12,  $82. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12.  10  x 
14,  10  x  16.  12  x  12,  12  x  14,  12  x  16.  14  x 
16,  16  x  16.  $80:  12  x  18,  12  x  20,  14  x  18. 
14  x  20.  16  x  18,  16  x  20,  18  x  18,  18  x  20. 
$85.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $10.50;  XX  B.  C,  $8.00; 
N.  B.  extras.  $10.50;  N.  B.  clears.  $9.50; 
No.  1  W.  pine  lath,  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $5.50  base ;  twisted  and 
deformed,  $5.60;  3/16  in.  and  lighter  $6.00. 

Shapes — Angles,  35  lbs.  and  over,  per  yard,  $5.50 
per  100  lbs.  ;  under  35  lbs.  per  yard.  $5.70 
per  100  lbs.  ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $5.60;  under  35  lbs. 
per  yard,  $5.80. 

Plates — 6  ins.  to  60  ins.  wide,  $7.00;  over  60  ins., 
$7.50.  Tank  and  boiler  plates — '/£  in.  and 
over  and  under  36  ins.,  $5.95.  Gauge  plates 
— no  quotations.  Black  American  Bessemer 
Plates — dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $5.00  per  100  lbs. 
Rivets — Button  and  cone  head — Vi"  to  H"  diam., 
$6.50. 


EXTRAS    FOR    SHAPES    AND  PLATES. 

1 '10c  per  lb.  for  cutting  to  length  and  providing 
that  leftover  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  l/10c 
per  lb.  for  Angles  under  5  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
$1.50. 

Note :  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized  iron — dealers  not  quoting  prices. 
Cast-iron  pipe — Standard     prices,     carload  lots, 
f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 

SEWER  PIPE 

Sewer  pipe — Toronto  prices,  with  discounts  as  be- 
low, f  ob.  factory — 4  in..  30c  per  ft.;  6  in.. 
45c;  8  in..  70c;  9  in.,  90c;  10  in..  $1.05;  12 
in..  $1.85:  15  in  .  $1.80:  18  in..  $2.50;  20  in.. 
$3:  22  in.,  $4;  24  in.,  $4.50.  Discounts— 30 
and  10  per  cent,  off  list. 

Tile  wall  coping — delivered — 8  or  9  in.  wall,  50c 
per  ft. ;  12  in.  or  13  in.  wall,  75c  per  ft. ; 
18  in.  wall,  $1.50  per  ft.:  carried  in  6,  12. 
18  and  24  in.  lengths.  Discount  30  and  10 
per  cent,  off  list. 

PAINTS  AND  OILS. 
Prices,  delivered. 
White   lead — ground   in   oil,    less  than   ton  lots. 
$20.75  per  100  lbs.;  ton  lots,  $20.50  per  100 
lbs. 

Boiled  Linseed  Oil — in  bbls..  $2.90  per  gal.  of  9 
lbs. ;  red  lead,  dry,  $17  per  100  lbs.  ;  Pure 
puttv  in  bulk.  $9.15  per  100  lbs.  ;  in  100  lb. 
drums.  $10.80;  in  25-lb.  tins.  $11.45  per  100 
lbs.  ;  steel  sash  putty,  in  25-lb.  tins.  $11.95 
per  100  lbs. ;  turpentine,  in  bbls.,  $3.60  per 
Imp.  gal.,  based  on  southern  gauge.  Tur- 
pentine and  oil  in  less  than  barrel  lots,  15c 
extra  per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2l4c  per  lb.; 
black,  in  bbls.,  7c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. :  lamp  black,  dry,  in  1  lb.  papers, 
30c;  ultra  blue,  dry,  in  bulk,  25c;  green, 
French  permanent,  dry,  20c;  ochre.  French, 
dry,  12c;  red  Venetian,  dry,  6c;  sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  12j4c 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.55,  delivered  in 

5  barrel   lots,   $4.75;    at   warehouse,  $4.55; 

single  bbl.,  $5.55. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — ?4  in.  and  1  in., 
45c  per  lb. ;  in  700-foot  coils,  42'/Sc  Lath 
yarn,  40c  per  lb. ;  in  full  coils.  33c. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK. 
Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton ;  lump,  $15. 
Brick — No.    1   pressed,    $25.00;    No.   2  pressed, 

$20.00;   red  rustic,  $20.25;  vertical,  $21.50; 

plastic,  $16.00. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c:  10-in.  62c:  12-in.  60c;  15-in. 
90c:  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND.  AND  GRAVEL 

Crushed  Stone — 2  in.,  $1.75;  ^-in.  $2.00;  H-in. 

$2.25  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.25  per  ton  f.o.b.  cars. 


thick  and  thicker,  $5.  (XI.  Circular  plates  — 
Flange  quality,  36  in.  dimeniion  and  over, 
$5  70;  tinder  36  in.  diameter,  $6.16.  Beams 
and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $6  26,  f.o.b.  Mont 
trral.  net  cash.  Corrugated  iron — 26  gauge, 
$11.00;  28  gauge,  $10.20  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheets 
—Keystone  black,  28  U.  S.  gauge,  $11.50  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $90  for  6  in.  and  larger, 
and  $93  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  80c;  6  in.,  46c;  8 
in.,  70c;  9  in.,  86c;  10  in.,  $1.06:  12  In.,  $1.86; 
15  in.,  $1.80;  18  in.,  $2.60;  20  in.,  $3;  22  In., 
$4;  24  in.,  $4  50;  27  In.,  $6  60;  80  in.,  $7.20 
Channel  pipe  (4  in.  to  80  in.)  24c,  36c,  68c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40.  $8.20, 
$3.60,  $5.20,  $8.75.  One-eighth  bends  (4  in. 
to  30  in.),  $1.20,  $1.80,  $2.80  $3.80.  $4  20, 
$5.40.  $7.20,  $10,  $12.  $16.  $18.  $26.  $28; 
Vt,  $120,  $1.80,  $3.15.  $4.05,  $4.75,  $8.10, 
$14.40.  $20,  $24,  $82,  $36,  $52,  $57  60.  Double 
collar  9f)c.  $136.  $2.10.  $2  66.  $3.15.  $4  06. 
$5.40;  slant  1  foot  long  side  (4  in.  to  16 
in  ).  90c.  $1.35,  $2  10.  $2.55.  $3.15.  $4  06. 
$5.40.  Single  branch  (6  in  «o  9  in.),  8  ft.. 
$2  25.  $3  50.  $4.25;  2  and  IV,  ft  (4  in.  to  30 
in.).  $1 .35.  $180.  $3  15,  $3.85.  $4  75.  $810. 
$8.10.  $11.25,  $13  60.  $18.  $20.25.  $32.50,  $RC 
Single  squares  (4  in.  to  30  In.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  In.  to 
30  in  ),  $1  80,  $2.70.  $4  90.  $6.30.  $7  35.  $10  80, 
$1440.  $20,  $24.  $32.  $36.  $45.50.  $50.40. 
Svphon,  resspoof.  and  buchsn  trap  (4  In.  to 
15  in  ).  $3,  $4,  $7,  $9,  $10.50,  $18.  Double 
svphon,  running  trap,  and  hand  hole  trap  f4 
in.   to  12  in  ).  $3    $4.  $7.    $9     $10.60.  $1«. 

These  prices  are  mihiert  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  dJsennnf  of  f-om  SORB  per  rent,  for 
cnr  Inad  lots  fob  factory. 

SUNDRIES 

Hard  wa'l  poster — <22  .10  r>er  ton  Plaster  of 
r>,ri«  *J  3fl  —r  W  .  W-  1-ss  n%  for  cash 
Rope — Best  Manilla.  35V$c  basis  per  pound: 
Benver  Manilla,  28r  basis-  sisal  rope.  22V$c 
basis:  bth  varn.  22'Ac.  Boiled  linseed  oil — 
in  h.irrels.  $2  82'S  per  gal.  of  9  Ihs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.80. 


QUEBEC  PRICES 

(Effective  May  1,  1920) 
F.O.B.  cars  Quebec 

Brick— prices   per   M.— "Citadel"  builders  brick, 
carload  lots,  in   auantity  of  50.000  or  over 

$16.50;  carload  lots,  less  than  50,000,  $18.50: 
selected  builders  for  veneering  work,  carload 
lots.  $22.00;  "Citadel"  rustic  face  brick,  $27 

to  $31. 

Baker  oven  tile,  15"  x  8*/,"  x  2]/2",  $25  per  100. 
"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 
splits,  7c  per  superf.  ft. ;  12  x  8  x  4,  solid, 

12c;  12  x  8  x  6,  19c 


STEEL  AND  IRON 
Steel  angles — 3  in.  x  8  in.  and  up,  $4.76;  1  In 

x  1  in.  x  yi  in.,  25c  extra:  ^  in.  x  H  in 
%  in.,  75  cents  extra.     Boiler  plates — ji  in. 


HALIFAX  PRICES 

Cement— $3  60  per  barrel   in   carload  lots,  bags 

returnable  in  good  condition  at  15c 

Hard»oaoi  Plaster— S2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 

CalcLoe^Plaster—$3  00  per  bbl  in  carload  lots. 
$3.50  per  bbl.  less  than  car  lots. 

Sand — $1.75  per  ton  f.o.b.  cars. 

Gravel— $1.75  per  ton  f.o.b.  cars. 

Stock   Brick— $19.50  per  thousand   delivered  on 

the  job. 

Herringbone  Metal  Lath.  27-Gauge— 38c  per  sq 

yd. 

Cabots'  Insnlation  Quilt— Single  plv.  $6.75  per 
roll  of  250  square  feet;  double  ply.  $8.40  per 
roll  of  250  square  feet:  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper— 14^c  per  pound. 

Beaver  Board— $47.50  per  thousand  square  feet. 

Lime— In  barrels— $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks— $8.90  per  cask  in  carload  lots 
$4.00  per  cask  in  less  than  carload  lots. 
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THE  MOTTO  IS-QUALITY 
FIRST,  LAST  AND  ALWAYS 

That  is  why 

Smith 
Mixers 

Are  Favorites  with 
the  Contractors 

They  Don't  Break  Down 

A  user  of  Smith  Mixers  said 
recently :- 

"The  Smith  is  the 
only  mixer  with 
plenty  of  heart." 

We  have  them  in  stock  for  quick  shipment 

MUSSENS  LIMITED 

MONTREAL  .  .  WINNIPEG 

TORONTO  VANCOUVER 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement— Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel ; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$20;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $1!);  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — l'A-in.  to  2-in.,  $3.05  per  yard; 
H-to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble  stone,   $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER   (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $115; 
4  in.  No.  1  and  2  E.G.  Fir,  $115;  4  in.  No. 
3  E.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common  Pine,  $75;  4  in.  No.  3  Pine  or 
Spruce,  $61;  6  in.  No.  1  and  2  E.G.  Fir, 
$110;  6  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $75;  6  in.  No.  2  Com- 
mon Pine,  $80;  6  in.  No.  3  Pine  or  Spruce, 
$70;  2  x  6  No.  1  Common,  $70. 

For  selected  lengths,  add,  Pine,  $5.00;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $5;  for  1J4.  l'A  or  2  inch,  add 
5. 

Birch  and  Maple  Flooring — Clear   (First  Grade) 

—13/16  x  l'A  in.  to  2yi  in.  face,  $190;  H 

x  l'A  in.  and  1H  in.  face,  $147. 
No.  1   (Second  Grade)— 13/10  x  l'A  in.  to  2^4 

in.  face,  $184;  H  x  l'A  in.  and  1J4  in  face, 

$139. 

No.  2  Factory— 13/16  x  l'A  in.  to  l'A  in.  face. 
$153.00 

Selected  White— 13/16  x  l'A  in.  to  2'A  in.  face, 
$210.00 

DIMENSION  TIMBERS,  No.  1 
6  x  10  to  12  x  12,  up  to  32  ft.  long,  $7G;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $77;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $78;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  VA  in.  to  254  in.  face,  $400;  U 

x  l'A  in.  and  1U  in.  face,  $350. 
No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 

$350;  H  x  l'A  in.  and  1H  in.  face,  $250. 

PLAIN  RED  OAK  FLOORING 
Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $300;  H 
x  l'A  in.  and  2  in.  face,  $220. 


No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 
$100;  yt  x  l'A  in.  and  1J4  in.  face,  $115. 

STEEL  AND  IRON 

Bteel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs.  ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  0  in..  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  62c;  12  in..72c;  15  in., 
$1.20;  18  in.,  $1.70;  20  in.,  $2.10;  24  in., 
$2.75. 

Plaster  of  Paris,  $1  in  paper  bags;  $1.45  in 
jute  bags. 

Plasterers'   Hair — 90c  per  bushel. 

Mortar  Color— $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 

Mixed  Paint— Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal.  ;  putty 
in  bulk.  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 
$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than   ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,   LIME,   AND  BRICK 

Cement — Grey  Poitland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house; $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house;  $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house ;  fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan 

tities. 


LUMBER    (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.    Milla  opeiat- 
ing  on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $40;  10  x 
10,  $10;  10  x  12.  $40;  10  x  14,  $40.50;  12  x 
J  2,  $10;  14  x  14,  $40.00;  14  x  16,  $41.50;  6 
x  10,  $10.50;  0  x  12,  $41  ;  8  x  10,  $41  ;  8  x 
12,  $40.50;  10  x  10,  $42;  12  x  16,  $42;  16  x 
16,  $41.50;  0  x  14.  $42 ;  8  x  14,  $42;  12  x 
18,  $43;  18  x  20,  $14;  14  x  20,  $43.50;  16  x 
18,  $43.50;  16  x  20,  $14.50;  18  x  18,  $43.50; 
20  x  20,  $43.50;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50;  1x4, 
.'.i-.i.VI;  1  x  4  fiat  grain,  $89.50,  No.  1  and  2, 
1-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  l'A  and  l'A  inch  fir  double  dressed 
$76;  2-inch  fir  double  dressed  $77;  fir  lath, 
$10;  II.  C.  cedar  shingles,  XX,  $5.25;  XXX, 
$7.00;  XXXXX,  $9.25. 

STEEL  AND  IRON 
Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  base;  twist- 
ed and  deformed,  $7.50  base;  structural  sec- 
tions, $7.00. 

Galvanized  iron— 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets. 

$11.70;  9  and  10  ft.  sheets,  $11.90  per  square. 

lllack  steel  sheets,  24  gauge,  $10.35  per  100 

lbs. 

Steel  angles— $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams— $9.00  per  100  lbs.,  de 
pending  on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  $0.00. 

SEWER  PIPE. 

Sewer   pipe — Vancouver  prices  f.o.b.   warehouse ; 

4-in.,  17c  per  ft.;  6  in.,  25c  per  ft.;  8-in..  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  15  In., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-Jn.,  $1.55  ft.; 

24  ir...  $2  30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van 

couver,  bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— ^  in.,  39c  base;   'A  in.,  39V5c; 

ii  in.,  40c;   'A  in.,  40c;  second  grade,  33c 

base;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  i 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4..  5. 

Raw  linseed   oil — In  bbls.,   $2.10  per   gal. ;  red 

lead,  dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk.  Standard.  $6.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 

Head  Office 

Mark  Fisher  Building 
MONTREAL 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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If  you  have  any 

Excavating,  Grading  or  Steam 
Shovel  Work  That  You  Want 
Done  Quickly  and  Efficiently 

COMMUNICATE  WITH  US 

WE  KNOW  THE  BUSINESS 
AND  HAVE  THE  EQUIPMENT 

Angstrom  &  Verochio,  Limited 

Main  2869  8 1  Victoria  Street,  TORONTO 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


For  Sale 

INDUSTRIAL  AND  CONTRACTORS' 
EQUIPMENT 

2— Marion  Steam  Shovels,  Model  61,  Shop  No.  2822  and 
No.  2823,  2%  yard  dippers,  first  class  condition. 
ALSO  A 

4-wheel,  15-ton  Brown  Hoist,  Shop  No.  4156.  Built 
1913.  40-foot  steel  lattice  boom.  Complete  with 
1%  yard  clam  shell  bucket. 

T.  J.  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  5185.     Nights,  Park.  6906. 


Standard 
Lamp  Cord   and  Portable  Cord 

stand  for  superior  quality  both  of 
materials  and  workmanship  at 
prices  which,  durability  considered, 
mean  greatest  economy. 

Write  our  nearest  offiee  for  prices. 

Standard  Underground  Cable  Go. 
of  Canada,  Limited 
Hamilton,  Ont. 

Montreal,  Toronto,  Seattle,  Wash. 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


CRANE  FITTINGS 
CRANE 

LIMITED 

HEAD  OFFICE  X  WORKS 
I280  ST  PATRICK  ST 

MONTREAL 

BRANCHES:  Toronto,    Winnipeg,  Vancouver. 

SALES  OFFICES:  Halifax,    Quebec,     Ottawa,  Calgary. 
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GALVANIZED 

MAN-HOLE  STEPS 


■ 1  ™, 


1  in.  x  .',5  in.  Galv.  Steel. 


ff 


12    in  long,  6;  in.  wide. 


Also  15  Tons  1  x  7/16 '  Steel  suitable  for 
reinforcing  material. 

SLATER  &  BARNARD  LTD.    Hamilton,  Ont. 


Reinforced 
Concrete  Construction 

Series  of  Three  Volumes 

By  G.  A.  Hool,  Associate  Professor  of  Structural 
Engineering,  University  of  Wisconsin. 

You  probably  know  something  about  these  books — 
How  they  came  out  without  the  advantage  of  a  widely  known  name 
as  author. 

How  the  leading  civil  engineering  papers  hailed  them  as  the  best 
on  the  subject. 

How  they  were  at  once  recognized  as  the  most  useful  and  practical 
books  that  have  appeared. 

They  are  today  standard  among  engineers,  architects  and  contrac- 
tors, as  well  as  in  colleges. 

Vol.  1 — Fundamental  Principles,  254  pages,  6  x 

9,  88  illus.,  $3.00  net,  postpaid. 
Vol.  II — Retaining   Walls  and   Buildings,  675 

pages,  6x9,  412  illus.,  34  plates,  $6.00  net 
postpaid. 

Vol.  Ill — Bridges  and  Culverts,  688  pages,  6x9, 
over  600  illus.,  41  plates,  $6.00  net,  postpaid. 

SEND  YOUR  ORDERS  TO 

Contract  Record  &  Engineering  Review 

347  Adelaide  St.  West,  TORONTO 


Sold  separately 
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St.  Maurice  Lime 

Quality  Products 
Room  15,  Balcer  Bldg.,  Three  Rivers 

Represented  at  Montreal  by: 
M.  W.  McNALLY  &  CO.  LTD. 
50  McGill  Street. 

Represented  at  Quebec  by: 
THE  CITADEL  BRICK  &  PAVING  BLOCK  CO. 
320  St.  Paul  Street. 


BRITISH  COLUMBIA 
FOREST  PRODUCTS 

W  e  shall  be  pleased  to  lurnish  information  regarding 
British  Columbia  Woods  to  Contractors  or  others 
interested  therein. 

VOTE  —  H  e  Jo  m>l  i/itDtf  /triers. 

AiUlreis  innuirifi  in 

B.  C.  Lumber  Commissioner 

No.  1  Adelaide  St.  East      TORONTO,  ONT. 


(Ground  Floor) 


Main  6872 


THE  ENGINE/REFINEMEM 

finest  boat's  t/tat  Stoat 


EMERGENCY  POWER 

at  any  speed  ,up  to  1500  R.P.M.  for  Centrifugal 
Pumps  and  Electrical  Generators 

12  to  1600  H.P.  Catalogue  on  request 


Sterling  Model  F,  4-cylinder,  75  B.H.P.  Engine,  direct  connected  to 
Worthington  3-stage  fire  pump  at  Bertheirville,   Quebec,  suction  6", 
discharge  6",  capacity  900  gal.  per  min.,  speed  900  R.P.M. 

STERLING  ENGINE  C0MDept.  C-9,  Buffalo,  N.Y.,  U.S.A. 

12  to  300  H.P.,  Speeds  of  400  to  1400  R.P.M. 


ONTARIO  WIND  ENGINE  &  PUMP  CO. 

LIMITED 


WOOD  TANKS 

ALL  STYLES  and  SIZES 
300  to  100,000  gal.  capacity 

PINE  —  B.C.  FIR  —  CYPRESS 

All  over  Canada  lURuivPS  TANKS  are  giving 
efficient  Service,  a  Service  that  is  guaranteed  by 
first  class  material  and  expert  workmanship. 

Send  us  particulars  of  your  tank  requirements 
small  or  large.  Our  engineering  is  at  YOUR 
service  without  obligation  on  your  part. 

ONTARIO  WIND  ENGINE  &  PUMP  CO.,  LTD.,  Head  Office:  TORONTO 

Branches — Montreal,  Regina,  Winnipeg,  Calgary 
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Works  «t  Walkorvllle.  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES 

and 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designi. 
Prices  right. 

Write  (or  prices  and  see. 


flMITED 


VALVE -HYDRANT  MANUFACTURERS 

WALKERVI LLE ,  ONT. 


Algoma 

Structural  Steel — Merchant  Bars 


Blooms,  Billets  and  Slabs 


Concrete  Reinforcing  Bars 


Shafting — Pulleys  —  Hangers 
Iron,  Brass  and  Bronze  Castings 

STEEL  RAILS— Open  Hearth  Quality 
All  Sections— 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 


Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 


Basic 


Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 


May  12,  1920 


THE  CONTRACT  RECORD 


83 


Save  Coal  and  Power 

Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 

BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


CHAIN 

Crane,  Dredge,  Conveyor, 
"Hercules"  Steam  Shovel, 
Anchor,  Sling  Chains, 
Common  Coil  Chain. 

Write  for  our  Catalogue 

McKinnon  Columbus  Chain 

LIMITED 

ST.  CATHARINES        -  ONTARIO 


CANADIAN  CHICAGO  BRIDGE 
and  IRON  COMPANY 

Limited 

ELEVATED  STEEL  TANKS 
and  STANDPIPES 

For  Municipal.  Railroad  and  Factory  Service. 
We  also  construct  storage  tanks  for  Oil, 
Molasses,  Pulp,  Acids  and  other  liquids. 

Our  Product  is  Made  in  Canada 

Catalogue  No.  16  gladly  mailed  on  request. 
Our  Engineering  Experience  is  at  your 
Disposal. 

Sales  Office:  Montreal,  Que. 

260  St.  James  Street. 
Works:  Bridgeburg,  Ontario. 


So  Easy  To  Keep  Clean 
And  Free  From  "Markings" 

Nowadays,  when  competent  help  is  hard  to  get  and 
harder  to  keep,  the  trend  is  towards  labor  saving- 
fittings  and  appliances. 

"DENNISTEEL" 
LAVATORY 
PARTITIONS 

MAKE  IDEAL 
FITTINGS. 

because  they  are 
so  easy  to  clean 
and  are  indes- 
tructible 

Send  for  Catalog. 

HENNISTEEI 

War    Made  in  Canada  Bess 

Steel  Lockers,  Steel  Cabinets,  Steel  Bins,  Steel  Shelving 
(standardized),  Steel  Tote  Boxes,  Steel  Partitions  Steel 
Racks,  Steel  Tool  Stands. 

We  also  manufacture  Ornamental  Bronze,  Iron  and  Wire 
work,  General  Builders'  Ironwork  of  all  kinds  and  Iron 
Fence  in  many  designs. 


Halifax 
Montreal 
Ottawa 
Toronto 


The  Dennis  Wire  and  Iron 
Works  Co.  Limited 


London 

CANADA 


Hamilton 
Winnipeg 
Calgary 
Vancouver 


Wire  Rope  and  Fittings 


FOR  ALL  PURPOSES 

Have  you  a  copy  of  our  catalogue  ? 

We  fabricate  Iron  Work  for  builder..    Send  us  your 
specifications. 

Canada  Wire  &  Iron  Goods  Co.  HAMILTON 
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Water  Supply 

from 

Deep  Wells 

is  obtained  at  a  mini- 
mum cost  by  use  of  our 
deep  well  pumps. 


Write  for 
Bulletin  1!0 
explaining 
the  use  of 
Cook's 
Patent 
Firass  Tube 
Well 
Strainer 


A.  D.  COOK 

Lawrenceburg,  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES,  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


Plibrico  Jointless 
Fire  Brick 

Replaces  firebrick  and  fireclay 
for  all  purposes.  Applied  by  any 
handyman. 

Flintex  Concrete  Hardeners  and 
Dustproofers  Liquid  and  Integ- 
ral Powder. 

Made  in  Canada 

Exterior    and    Interior  Boiler 

Treatments. 

Roofing  and  Waterproofing 
materials. 

Wood  Preservative  and  Paints. 

Beveridge  Paper  Co.,  Limited 

628-630  St.  Paul  Street  West,     -  Montreal. 


Class  "S"— Pulley  Driven 


■ 
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BUFFALO 
CLASS  "S" 

DOUBL  E  SUCTION 
DIVIDED  CASING 

CENTRIFUGAL  I 
PUMPS  j 

The  ideal  unit  for  Condenser  | 

Service — both  for  handling  circu-  | 

lating  water  and  condensate.   Al-  | 

so  especially  adopted  for  General  | 

Water  Supply,  Booster  Service,  | 

and  Spray  Systems.  | 

They  maintain  high  efficiency  over  a  wide  range  of  capacities  and  will  not  overload  | 
|   your  driving  unit.    Built  in  sizes  from  1"  to  48". 

Write  for  Bulletin  270-12 

|  Canadian  Blower  and  Forge  Company  Ltd.,  Kitchener,  Ont.  | 

Manufacturers  of  Steam,  Power  and  Centrifugal  Pumps  and  Condensers 
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ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office— 
95  King  Street  Ea*t 
TORONTO 


Works— 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 


WE  NEED  THE  SPACE 
OCCUPIED  BY 

One  Model  30  Marion  Shovel, 
Revolving,  Long  Boom  and 
Dipper  Stick.   7-8  yd.  Dipper. 

15  Ton  Waterous  Road  Roller. 
20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 
25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 
'50  Assorted  Two-Wheel  Dirt  Scrapers. 
\y2  yd.  and  2  yd.  Clam  Shell  Buckets. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

4^4  x  6  Single  Drum  Builder's  Hoist. 
No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

1  yd.,  Yz  yd.  and  1/3  yd.  Concrete  Mixers. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 
The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Bare  &  Insula- 
ted Electrical 
Wire  &  Cable 
Always  in 
Stock 


Head  Office 

&  Works 

Toronto 

Ont. 

Phone  Belmont  2300 


Steel  Wire  Rope 
for  Hoisting 
Haulage  and 
Transmission 
Purposes 


District  Offices  and 
Warehouses : 

674   Barrington  St. 
HALIFAX,  N.S. 
592  Notre  Dame  Ave. 

W.,  WINNIPEG 
143   Beaver   Hall  Hill 
MONTREAL 
738-llth  Ave.  West 
CALGARY,  ALTA. 
358  Water  St. 
VANCOUVER 


t 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  arc  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


-Including- 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanised  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 

GALT         -  ONTARIO 


TOD  -  ATTWOOD  PUMPS 


We  manufacture  in 
our  modern  plant 
the  following  equip- 
ment: 

Brick  Machinery. 
Pumps  for  a  wide 
range  of  service  and 
machinery  for  con- 
tractor and  engineer. 
Our  Scotch  Derricks 
are  indispensable  to 
the  contractor. 


We  are  now  exclus- 
ive manufacturers  of 
the  Martin  and  the 
Tod-Attwood  Pumps 
with  improvements 
in  design  and  work- 
manship. Several 
Pumps  in  stock. 

Write  for  particu- 
lars. 


Let  us  know  your  requirements 

JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 

HEAD  OFFICE  AND  WORKS: 
NIAGARA  FALLS        -  ONT. 


GRAVEL 

Either  Screened  or  Unscreened 
in  Car  Loads  on  any  C.P.R.  or 
G.T.R.  Siding.  Also  Screened 
Sand  for  all  purposes. 

SAND  &  SUPPLIES,  LTD. 

19  MEL1NDA  STREET,  TORONTO 

DOORS  AND 
SASH 

Why  should  ( get  my  doors  and  sash 
from  the  Pannill  Door  Company  ? 

BECAUSE:— 

Their  stock  is  high-grade  in  every 
respect. 

Their  service  is  good — I  will  get  deliv- 
ery when  I  want  it,  and  as  I  want  it. 

I  can  depend  on  their  statements  and 
promises  and  anything  which  is  not 
right  will  be  rectified. 

Their  prices  are  right. 

Klimax  Doors  with  Birch  Panels  will  in- 
crease the  value  of  your  house. 

T^E  PANNILL  Wany 

131  Front  Street  East,  TORONTO,  ONT. 

Phone  Main  659 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  45 16       Residence  P2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


FOR  SALE 
Bricks  for  Quick  Shipment 

We  have  large  output  of  our  high  grade 

SILICA  PRESSED  BRICKS 

in  the  natural  color  for  prompt  shipment 
over  all  railroads. 

Schultz  Brothers  Co.,  Ltd. 

BRANTFORD 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling-Potltlvely  LEAK  PROOF. 
Wear,  the  originator,  of  the  BORED  OUT  Wood  Sle.ve  Coupling. 
Write  for  Illustrated  Catalogue. 

850  Hastings  St.  W.      VANCOUVER,  B.C 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street     -     Vancouver,  B.  C. 
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Civil 

Contractors 

Electrical 
Mechanical 

Directory  of 

Engineers 

Special 
Interests 

Willis  Chipman,   M.   Eng.    Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
See  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 

Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals   of   Works   and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
36  Toronto  Street  -  TORONTO,  CAN. 
Water  Supply  and  Purification;  Sewerage 
£>vstems;  Municipal  and  Trade  Waste 
riiiposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Rrinforr'd  Concrete. 


GENT  &  CO.,  Ltd. 

"FARADAY  WORKS" 

LEICESTER    -  ENGLAND 

INTERPHONES 

Cables:  "Lodestone,  Leicester" 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
320  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  -  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.     -  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists, 
inspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point   of   manufacture,   and    Testing  in 
our  own  Laboratories. 
The    most   up-to-date    commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
406-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 
Purification;  Disposal  of  Sewage  and  Refute  : 
Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birlcs  Bldg.  Telephone 
MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridge*  and 
Buildings,    Foundation*,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE        WILLIAM  STORRIE 

M.E.l.C  M.INST.  C.E..  M.E.l.C.  A.M.INST.  C.K. 

M.AMER.  W.  W.ASSOC.  M.  AMER.  W.  W.  ASSOC. 

GEORGE  G.  NASM1TH,  C.M.G. 

GORE,  NASMIT H  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


McAllister  &taylor 

ENGINEERS  ft  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
17  Sun  Life  Bldg.,  HAMILTON,  ONT. 
Harbor    Improvements    and  Dredging 
Dams,   Piledriving,  Concrete  Work  and 
Excavation.    Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


Phone  Main  2449  P.  O.   Box  -  3064 

ALEXANDER  WILSON 

Consulting   and    Supervising  Engineer 

Reports  Estimates  Valuations 

Power  Development  and  Transmission 
Industrial  Plants  Illumination 
Yorkshire  Bldg.,  136  St.  James  St. 
MONTREAL,  QUE. 


Pass  it  along: 

When  you  have  finished 
reading  this  paper  pass 
it  along  to  your  clerks. 
Encourage  them  to  read 
it  regularly--it  will  help 
them  and  that  means  it 
will  help  you. 


MILTON  HERSEY  CO.  LIMITED 
Industrial  Chemists  ft  Inspectors 
PAVING 
Designed,  Superintended,  Inspected. 
ChaB.  A.  Mullen,  Director. 

CEMENT  ft  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination  Power 

V.  K.  Stalford,  A.I.E.E. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
Pipe,  Tile,  Building  Blocks  and  Trim 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 
Main  4472  TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Work*— 83  Esplanade  E.  TORONTO 
Phones— Main  904  and  905 


Crushed 

Stone 
Steel  and 
Wood 
Water  Pipe 


Tamco 

C 

o 


Cut  Stone 
Sand 

Brick 


T.  A.  Morrison  &  Co.,  ^ntreal3' 


Established  1884.  Main  2458. 

Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 
Night  'Phones— Park    538.    Park  8802. 
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Robert  W.  Hunt 
President 


Charles  Warnock 
Vice  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches;         Toronto         Vancouver         London,  England 


E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Construction 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont.; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.      PHILLIPS  SQUARE 

MONTREAL 


J.  P.  Anglin,  B.Sc.        H.  J.  Gross         C.  D.  Harrington,  B.Sc. 
President         Vice  Pres.  &  Treas.    Vice  Pres.  &  Manager 

ANGLIN-NORGROSS 

LIMITED 

CONTRACTING  ENGINEERS  &  BUILDERS 


Halifax  Shipyards,  Halifax 
Crane  Company,  Montreal 
Ames-Holden-McCready,  Ltd.,  Montreal 
Children's  Memorial  Hospital,  Montreal 
Steel  Company  of  Canada,  Montreal 
Canadian  Cottons  Limited,  Cornwall 
Canadian  Cottons  Limited,   Milltown,  N.B.- 
Canada Amusement  Company,  Montreal 
Merchants  Bank,  Toronto 
Belding  Paul  Corticelli  Co.,  St.  Johns,  Que. 
Belding  Paul  Corticelli  Co.,  Montreal 


MONTREAL 


TORONTO 


-Office  &  Power  House 
-Large  Industrial  Bldg 
-Factory 
-Hospital 

-Nut  and  Bolt  Works 
-Weave  Shed 
-Weave  Shed 
-Loft  Building 
-Bank  Building 
-Factories 
-Factory 

HALIFAX 


Absolutely 
Satisfactory 


SASH 


"Absolutely  Satisfactory" — that's  the  ver- 
dict of  architects,  contractors  and  engineers 
who  are  installing  Fenestra  Steel  Sash. 
Decide  to  use  Fenestra  Sash  on  your  next 
contract — you  will  thereby  give  perfect  sat- 
isfaction. Strength,  fire-prevention,  safety, 
economy  and  appearance  appeal  to  those 
who  are  most  exacting.  Let  us  quote  on 
your  specifications. 

STEEL  &  RADIATION,  Ltd. 

Manufacturers  of  Steel  Sash,  King  Boilers 
and  Imperial  Radiators 
Head  Office: 

FRASER  AVE.  TORONTO,  ONT. 


SARNIA  BRIDGE  CO.,  LIMITED 

Structural  Steel  Boiler  Tubes 

Alloy  Steel  Road  Drags 

Warehouse  Stock   of   All  Kinds   for   Quick  Shipment 


TORONTO  OFFICE: 
HEAD  OFFICE : 


103  Pacific  Building. 
SARNIA,  CANADA. 


Phone  Main  3444 
Phone  289 
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MALLEABLE 
IRON 
CASTINGS 

of  the  Highest 
Quality 


35  PRATT  £2  LETCH  WORTH 
COMPANY,  LIMITED 


Transportation  Building, 


Montreal 


Are  You  Interested 

in  the  Export  Trade 

to  Belgium  and  France? 

The  Canadian  Producers  and  Exporters'  Directory 

OFFERS  THE  BEST  MEANS  OF 

INTRODUCING 

Canadian  Manufacturers  to  Belgian  and  French  Buyers 

Full  information  concerning  Export  Trade  to  the  above 
Countries  upon  application  to 

J.  G.  Van  Wtberghe        20  St  James  Street 

MANAGER  MONTREAL 

Published  by  the  LEADER  PUBLISHING  COMPANY  of  Montreal,  Limited 
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No  More  Leaky  Roofs 

Keep  your  Roofs  watertight 
for  ten  years.    One  coat  of 

STORMTIGHT 


saves  the  cost  of  tearing  up 
old  worn  material  —  saves 
the  cost  of  a  new  roof. 

Permanent  Protection 
No  Repairs  No  Repainting 


Write  for  Literature 

MANUFACTURED  BY 

L  Sonneborn  Sons  Inc.  *2KfT  New  York 

DISTRIBUTED  BY 

N.  J.  Dinnen  &  Co.,  Ltd.,  Winnipeg,  Man.  Chapman  &  Flinn,  Ltd.,  Amherst,  N.S. 

John  B.  Keeble  &  Co.,  Toronto,  Ont.,  and  Lon-  E.  F.  Stevens,  Halifax,  N.S. 

don,  Ont.  Sumner  Company,  Moncton,  N.B. 

The  Western  Supply  &  Equipment  Co.,  Calgary,  Shaw  &  Mason,  Ltd.,  Sydney,  N.S. 

Edmonton,  Lethbridge,  Alta.  Spencer  Bros.  &  Turner,  Ltd.,  Truro,  N.S. 
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USE 

"DOMINION" 

Wire  Rope 

for 

Ships'  Rigging 
Towing  Lines 
Cargo  Falls 
Hawsers,  etc. 

The  Dominion  Wire  Rope  Company,  Limited 

HEAD  OFFICE:  MONTREAL  BRANCHES:  TORONTO  and  WINNIPEG 

It  Will  Pay  You 
To  Get  Our  Prices 
Before  Buying  Elsewhere 

Contractors' 

and  Marine  Supplies 


Winches, 

Rigging  Screws, 

Windlasses 

MARINE  LAMPS 


Shipmate"  Ranges 
Air  Ports 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 

Telephone  Main  3420 


LIMITED 
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A  MODEL  ASPHALT  HIGHWAY 


Sf.  Laicrence  Boulevard,  Montreal,  P.Q. 


ti  TOURISTS  and  pleasure  seekers  are  not  the  only  people 
who  benefit  by  improved  roads.  Residents,  business 
men.  farmers,  from  the  outlying  country,  everyone  using  these 
roads  and,  indeed,  the  whole  community,  share  in  the  many 
advantages.  Real  estate  values  rise,  transportation  facilities 
increase  and  prosperity  comes  with  the  increased  business  that 
develops." 

"Take  for  example,  the  St.  Lawrence  Boulevard.  There  is  a 
model  highway  entirely  within  the  limits  of  the  city  of  Mont- 
real. It  is  Hot-Mix  Asphalt  over  a  substantial  foundation,  8 
miles  long  and  60  feet  wide  throughout  that  distance.  It  was 
built  in  1919  under  the  supervision  of  Mr.  J.  E.  Blanchard, 
engineer  in  charge  of  roads,  under  the  direction  of  Mr.  A.  E. 
Doucet,  Director  of  Public  Works." 


"As  a  model  highway  it  is  second  to  non: — the  heavy  traffic 
it  carries  speaks  for  its  popularity  and  the  service  it  performs. 
By  actual  count  one  day  last  Fall,  403  vehicles  (mostly  farm- 
ers' wagons  and  motor  trucks)  passed  over  the  road  between 
2.15  p.m.  and  3.15  p.m." 

"Hot-Mix  Asphalt  holds  pride  of  place  among  permanent  pave- 
ments. It  is  economical  to  build  and  very  economical  to  main- 
tain. It  offers  all  of  the  good  qualities  experts  demand  in  the 
ideal  pavement  and  is  equally  well  suited  to  all  types  of  traffic." 
"All  Imperial  Asphalts  are  made  from  the  best  Mexican  As- 
phaltum  crudes.  They  are  refined  in  Canada  at  our  large 
modern  refinery  at  Montreal  East,  are  scientifically  tested  and 
of  high  uniform  quality.  Delivered  in  specially-equipped  tank- 
cars  or  metal  packages  anywhere  in  the  Dominion." 


IMPERIAL!  ASPHAUT 

Proved  through  the  Ages 


IMPERIAL  PAVING  ASPHALTS 

IMPERIAL  LIQUID 

ASPHALTS 

1 

IMPERIAL  ASPHALT  BINDERS  1 

KOR 

FOR  DUST  PREVENTION  AND  Ft 

R  MAINTENANCE 

FOR  | 

HOT  MIX  ASPHALT  PAVEMENTS 

OF  MACADAM.  1, RAVEL  AND 

EARTH  ROADS 

PENETRATION  ASPHALT  PAVEMENTS  / 

ROAD      EJVG 1 1ST  EE FUNG     E>EF*AR  TIWEJVT 

Imperial  Oil  Limited         Toronto  Ontario 


Alphabetical  Index  to  Advertisers,  Page  16      Classified  Directory  to  Advertisements,  Page  6 


THE  CONTRACT  RECORD 


May  19,  1920 


Tanks 

To  Order 

Any  Size 
Any  Style 


Wire  Wound  Wood  Pipe  and  C.  I.  Specials 

Our  Pipe  and  Tanks  are  manufactured  from  the  best  grade  of 
B.  G.  Douglas  Fir  in  the  finest  factory  in  Canada.  Complete 

installations  our  Specialty. 

Write  for  Illustrated  Catalogue  Let  us  Solve  your  Problems 

Canadian  Pipe  Company,  Ltd. 

550  Pacific  St.,  VANCOUVER,  B.  C. 
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Drainage  in  Big  Cities 


THE  greatest  factor  of  all  in  the  clean- 
liness and  health  of  every  large  com- 
munity is  the  efficiency  of  its  drain- 
age system.  Any  breakdown  in  this  sys- 
tem entails  expense  to  the  community  and 
may  even  result  in  injury  to  property  and 
menace  to  health.  Significant  then  is  the 
fact  that  a  great  percentage  of  our  big  cities 
have  so  much  Vitrified  Clay  Pipe  in  their 
sewage  and  drainage  systems.  Toronto  has 
over  300  miles  of  Vitrified  Clay  Pipe  in 
main  sewers  alone.  Hamilton  has  120  miles, 
London  95  miles,  Brantford  80,  Gait  60, 
Stratford  53,  Belleville  15  and  Windsor  12. 
Eight  Ontario  Cities  with  735  miles  of  Vit- 
rified Clay  Pipe  in  main  sewers  alone — 
3.880,800  lineal  feet. 

Large  as  these  figures  are,  they  would  be 
greatly  increased  .were  the  hundreds  of 
miles  of  Vitrified  Clay  Pipe  lateral  sewers 
used  in  these  cities  and  the  Vitrified  Clay 


Pipe  used  in  other  cities,  towns  and  villages 
computed  and  added  to  them. 

Every  community  has  lots  of  Vitrified  Clay 
Pipe  in  use.  Certainly  all  of  the  above 
eight  cities  have  laid  plenty  of  it.  Why? 
Because  on  every  hand  it  has  proved  itself 
the  pipe  pre-eminent,  the  predominant  pipe 
— "Permanent  as  the  Pyramids." 

Any  efficient  engineer,  any  experienced  con- 
tractor will  tell  you  why  they  like  to  speci- 
fy and  lay  Vitrified  Clay  Pipe.  It  is  im- 
pregnable to  all  of  the  many  destructive 
elements  that  abound  in  earth,  air  and 
water;  never  disintegrates.  Its  strength  is 
unequalled;  quality  unexcelled.  It  is  highly 
sanitary.  It  is  very  economical,  too,  not 
only  because  of  its  long  life,  but  because 
it  is  simple  and  easy  to  build,  and  because 
supplies  are  immediately  available  at  a  ship- 
ping point  conveniently  near  you. 


V 


For  full  information  including  quotations,  write  to 
Vitrified  Clay  Pipe  Publicity  Bureau 
8  Colborne  St.,  Toronto,  Ont. 
St.  John's,  P.Q.  New  Glasgow,  N.S. 


_____ 
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Covers  Every  Need  of  the  Contracting  Field 

T5he 


The  London  Concrete  Cart 

is  wanted  on  every  job  because  of  its  all  round 
utility,  and  the  time  it  saves  in  the  rapid  mov- 
ing and  dumping  of  material.  Strong,  easy  to 
handle  and  costing  less  than  imported  carts. 


London  Diaphragm  Pumps 

Equipped  with  l'/2  H.P.  Novo  Gasoline  Engine. 
Suitable  for  pumping,  sewers  or  any  kind  of  work 
where  lift  is    not  over  25  ft. 


London  Concrete  Mixer 

A  machine  with  a  reputation  for  thorough  and  rapid  work. 
Will  run  for  years  without  repairs. 


LONDON 


LINE 


One  after  another  the 
London  Machines  have 
become  established  as 
first  for  efficiency  in 
their  respective 
branches  of  contract- 
ing work.  Each  mach- 
ine of  The  LONDON 
Line  has  been  develop- 
e  d  and  perfected  to 
simplify  the  work  of 
the  contractor,  to  hast- 
en production  and 
maintain  quality  of 
output. 

Only  the  practical 
knowledge  of  require- 
ments, based  on  a  thor- 
ough study  of  contrac- 
tors' problems,  could 
have  produced  such  a 
line  of  modern  facili- 
ties. For  that  reason 
the  London  Line  of 
contractors'  machinery 
has  become  essential  to 
all  modern  contracting 
work. 

Write  us  for  further 
particulars  and  let  us 
show  you  how  the 
London  Line  will  solve 
your  problems. 


London  Cement  Brick  Machine 

is  a  profit  maker,  and  is  now  enabling  contrac- 
tors all  over  the  Dominion  to  manufacture  their 
own  bricks,  in  large  quantities  and  at  minimum 
cost.    You  will  be  interested  in  this  machine. 


London  Concrete  Mixer 

No.  4  or  No.  6,  portable  and  made  in  two  sizes, 
suitable  for  small  jobs,  requiring  a  capacity  up 
to  60  cu.  yards  per  day. 


London  Heavy  Duty  Hoisting  Machines 

Suitable  for  all  kinds  of  Hoisting  or 
Pulling. 


LONDON  CONCRETE  MACHINERY  COMPANY,  LIMITED 

D«Pt  7        LONDON  -  CANADA 

World's  Largest  Manufacturers  of  Concrete  Machinery 
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PATENT 


WITH  "TRIPLE  'TWISTED  r  INDESTRUCTIBLE 


Efficiency  Safety  Economy 


The  Belt  that 
Defies  Friction 


Friction  and  slipping — the  two  paramount  difficulties 
with  which  belting  users  have  to  contend — are  both 
unknown  where  "Gripoly"  is  employed. 

Due  entirely  to  the  materials  used  and  the  method  of 
construction,  this  belting  can  be  said  to  be  well  nigh 
perfect  for  all  transmission  purposes. 

"Gripoly"  is  especially  adaptable  for  iron,  coal,  chem- 
ical and  engineering  works,  elevator  and  crushing 
mills,  and  mines,  cement  works,  saw  mills,  etc. 

Ensure  your  power  efficiency  by  equipping  your  drives 
with  this  belting  of  proven  merit.  Let  us  tell  you 
more  about  it.    Write  to  the — 


"CAM-FISH"  CO.,  LTD. 

Importers  and  Distributors  of  Engineering  Supplies 

55  BAY  ST.      TORONTO,  CAN. 


THESE  EDGES 


are  composed  of  in- 
destructible strands 
interwoven  with  the 
solid  body  of  the 
belt. 


Manufactured  by 

Lewis  &  Tylor 

Limited 

In  Great  Britain 
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CLASSIFIED  INDEX  TO  ADVERTISEMENTS 

The  following  regulations  apply  to  all  advertisers: — Eighth  page,  every  issue,  three  headings; 
quarter    page,    six    headings;    half    page,  twelve    headings;    full    page,    twenty-four  headings 


Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis-Chalmers,  Ltd. 

Air  Washing  Plants 

Spray   Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoists 

Canadian  Ingei  soil-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  lmp'tg  Co. 

Ash  Conveyors 

Hooker  &  McKechnie 
Ash  Hoists 

Canadian  Link-Belt  Co. 

Asphalt 

Asphalt  Association 

Imperial  Oil  Company,  Ltd. 

Robertson  Co.,  H.  H. 
Beam  Spans 

Hamilton  Bridge  Works  Co. 

McKinnon  Steel  Company 

Sarnia  Bridge  Company 
Belting   (Transmission,  Elevator, 
Conveyor,  Rubber) 

Cam-Fish  Company 

Dunlop  Tire  &  Rubber  Goods  Co. 

Goodyear  Tire  &  Rubber  Goods 
Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Blocks  (Wire  and  Manilla  Rope) 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Boilers 

Canadian  Mead-Morrison  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Inglis  Companyj  John 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 
Boxes — Junction 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Brass  Goods 

Dunlop  Tire  &  Rubber  Goods  Co. 

Brick  Dryers 
Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Standard  Steel  Construction  Co. 
Toronto  Steel  Construction  Co. 

Bridges  (Steely 

Canadian  Bridge  Company 

Can.  Chicago  Bridge  &  Iron  Co. 

Canadian  DesMoines  Steel  Co. 

DesMoines  Steel  Co. 

Hamilton  Bridge  Works  Co. 

McGregor  &  Mclntyre 

McKinnon  Steel  Company 

Manitoba  Bridge  &  Iron  Works 

Maritime  Bridge  Company 

Sarnia  Bridge  Company 
Buckets 

Canadian  Link-Belt  Co. 

Canadian    Mead-Morrison  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Manitoba  Bridge  &  Iron  Works 

Mansfield  Engineering  Co. 

Morris  Crane  &  Hoist  Co..  Her- 
bert. 


Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 
Mansfield  Engineering  Co. 

Buckets — Steel 

Brown  Hoisting  Machinery  Co. 
Canadian  Link- Belt  Co. 
Mansfield  Engineering  Co. 
McKinnon  Steel  Company 
Marsh  Engineering  Works,  Ltd. 

Building  Materials 
Britnell  Lifnited 
Robertson  Co..  H.  H. 
Sand  &  Supplies 
Trussed  Concrete  Steel  Co..  Ltd. 
Vitrified  Clay  Pipe  Publicity 
Bureau. 

Building  (Steel) 

Standard  Steel  Construction  Co. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada.  Limited 

Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cars — Steel  Body 

Marsh  Engineering  Works,  Ltd. 

Mackinnon  Steel  Co. 

Williams  Machinery  Co.,  A.  R. 
Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  Hardener 

Beveridge  Paper  Co. 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons.  Inc.,  L. 

Spielman  Agencies  Regd. 
Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadi  an  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian   Ingersoll-Rand  Co. 

Dayton  Dowd  Company 

National  Equipment  Company 
Chains 

Canadian  Link-Belt  Co. 

McKinnon  Columbus  Chain  Co. 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Booker  &  McKechnie 

Vitrified  Clay  Pipe  Publicity 
Bureau. 

Coal  Handling  Apparatus 

Canadian    Mead-Morrison  Co. 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 
Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co 
Concrete  Culvert  Pipe 

Concrete  Pipe  &  Products  Co. 

Dominion  Concrete  Company 


Concrete  Mixers  and  Appliances 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 
Concrete  Sewer  Pipe 

Dominion  Concrete  Company 

Vrtrified  Clay   Pipe  Co. 
Conduits 

Conduits    Company,  Limited 

National    Conduit  Company 

N  itrified  Clay  Pipe  Publicity 
Bureau. 
Contractors 

Anglin-Norcross  Limited 

Archibald  &  Holmes 

Canadian  Engineering  &  Con- 
tracting Co. 

Cape  &  Company,  E.  G.  M. 

Gore,  Nasmith  &  Storrie 

Holmes  &  Co.,  Fred 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Miller  &  Son.  Roger 

Thomson  Bros. 

Wells  &  Gray 
Contractors'  Plant  &  Supplies 

Ball  Engine  Company 

Canadian  Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Brown     Hoisting     &  Machinery 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Link  Belt  Co. 

Dake  Engineering  Works,  Ltd. 

Gartshore,  John  J. 

Hamilton  Bridge  Works  Co. 

Hepburn  Ltd.,  John  T. 

Manitoba  Bridge  &  Iron  Works 

Marsh  Engineering  Works,  Ltd. 

S'essenwein  Bros. 
Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 
Conveying  Appliances 

Barber-Greene  Company 

Brown  Hoisting  Machinery  Co. 

Mansfield  Engineering  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link- Belt  Co. 

Canadian  Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Maritime  Bridge  Company 

Morris  Crane  &  Hoist  Co.,  Her- 
bert. 

Northern    Crane  Works 
Creosote  Oils 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada  Crushed  Stone  Corpora- 
tion 

Crushed   Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Tneersoll-Rand  To 

Hopkins  &  Co.,  Ltd.,  F.  H. 

London  Concrete  Machinery  Co 

Mussen«  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Beveridge  Paper  Co. 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil   Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co..  Ltd. 
Doors 

Pannill  Door  Company 
Derricks  and   Derrick  Fittings 

Canadian   Mead-Morrison  Co. 

Hepburn    Ltd..  John  T 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Maritime  Bridge  Company 

Marsh   Engineering  Works.  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Diamonds 

Joyce-Koebel  Company 
Diamond   Saw  Teeth 

Joyce-Koebel  Company 


Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Canadian  Mead-Morrison  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian    Ingersoll-Rand  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars.  Wheels,  etc. 

Gartshore.  John  J. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 
Dump  Wagons 

Seagrave,  Lougheed  Co. 

Swedish  Crucible  Steel  Co. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 
Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario   Wind   Engine   &  Pump 

Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 
Electrical  Supplies 

Canadian  General  Electric  Co. 
Elevator  Doors 

Ormsby  Company,  A.  B. 
Elevators 

Canadian  Link-Belt  Co. 

Northern   Crane  Works 

Turnbull  Elevator  Company 
Enameled  Brick 

American  Enameled  Brick  & 
Tile  Company 
Engines 

Canadian    Allis-Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Inglis  Company,  John 

Robb   Engineering  Works 

Waterous  Engine  Works  Co. 
Engines — Swinging 

Canadian  Mead-Morrison  Co. 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthington,  W.  R. 

Excavators 

Ball  Engine  Company 
Canadian  Mead-Morrison  Co. 
Engineering  &  Machine  Wks.  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Mansfield  Engineering  Co. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co. 
Fire  Brick  (Plastic) 
Beveridge    Paper  Co. 

Fireproof  Doors  and  Windows 
Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Roberson-Oleson  Limied 

Fire  Escapes 

Canadian  Welding  Works 
Dennis  Wire  &  Iron  Works  Co. 
McGregor  &  Mclntyre 

Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 

(Continued  on  ->»»e  8) 
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TRENCH   MACHINE.     (26  ft.  dipper 

stick)  Digging  from  200  to  300  cu.  yards 
a  day  in  16  foot  trench  cut.  One  of  two 
Eries  owned  by  Miller  Bros.,  Youngstown, 

Ohio. 


^cfA^"^nsU0f  coal 
ingmore  »*n  400  tons 

ltk»SKV&  ITS  FUL\W UR^ 
»«>  si ■  PRICE  IN  FOUK 
aSTEHs'RE-  LighUn6Co.. 

Erie-    .  -■ 


firs 


ORANGE-PEEL.  One  of  three 
Eries  owned  by  Robert  Swan  Jr.  Co., 
Pittsburgh.  The  other  two  Eries  are 
equipped  for  standard  shovel  work. 


DRAG-LINE 
ion  irrigation  ditchi 
iwork.    Owned  by 
fOdell  Bros.,  Fort. 
■Collins,  Colorado. 


i 


HIGH  LIFT  Erie  Shovel 
loading  on  a  14  ft.  bank.  One  of 
three  Eries  owned  by  The  Cable 
Co-,  Canton,  Ohio. 


breaking  up  concrete  so  that  the! 
pieces  will  go  into  dump  wagons.) 
When  the  shovel  tore  up  the  concrete 
without  breaking,  the  pieces  were  too 
large  One  of  two  Eries  owned  byt 
Lennane  Bros.,  Detroit. 


RAILROAD  DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of  work  shown 
by  these  photos  can  be  handled'by 
every  Type-B  ERIE  Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  ERIE 
Steam  Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 

We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

Builders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


Hevolvin^ 
Shovels 


LOADING  MIXER,  when  the 
harvest  season  took  all  tne  labor.  Re- 
iplaced  a  mixercrewof  18men,  loading 
'into  a  wood  hopper.  One  of  the  two 
Eries  owned  by  Hanlon  &  Okes, 
Minneapolis.  


QUARRY  WORK  is 
what  makes  the  strong- 
est boosters  for  the 
Erie,  because  she  is 
built  to  st?nd  rock 
digging.  "Stronger 
construction  at  every 
point  of  wear  and 
strain."  Just  ask  the 
owners'  of  this  Erie-- 
Tarbox  &  McCall. 
Findlay.  Onio. 


"TtoeTltI;  R  AD  I  N  G. 
Itisn'tquite  as  smooft  «» 

ballr°^re  even  cutting,  for 
saW  more  eye  Erie's 

SUb/ed«cords  on  shallow  cuts, 
speeci  recy'uj      ,  ±-u\c  one-- 
Ask  the  owner  of  this  o 
Chas.  Ippohto.  Orange, 

RAILROAD  WORK,  loading' 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT." 
McLean  Construction  Co.  Pittsburgh,. 
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Fittings 

Crane  Limited 
Flag  Poles 

MacKinnon  Steel  Company 

Ontario  Wind   Engine   &  Pump 
Company 

McGregor  &  Mclntyre 
Flooring  Materials 

Armstrong  Cork  Company 

Imperial  Oil  Company 

Sonneborn   Sons.   Inc.,  L. 

Vitrified  Clay  Pipe  Publicity 
Hureau. 

Forges 

Canadian  Blower  and  Forge  Co. 
Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 
Galvanized  Cornices 

Gait  Art   Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd.  . 

London  Concrete  Machinery  Co. 

Ontario   Wind   Engine   &  Piimp 
Company 

Osborn  Canada  Ltd.,  Samuel 
Generators 

Canadian  General  Electric  Co. 
Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown    Hoisting    &>  Machinery 
Company 
Gravel 

Sand  &  Supplies 
Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 


Hauling  Contractors 
Augstrom  &  Verochio 

Heating  Apparatus 

Dunham  Company,  C.  A. 
Canadian  Blower  and  Forge  Co. 
Montreal  Machine  Shop,  Ltd. 

Heat  Insulating  Materials 
Armstrong   Cork  Company 

Heating  Systems  (Steam  Traps) 
Dunham  Company,  C.  A. 

Hoists,  Electric 
Canadian  Link-Belt  Co. 
Northern  Crane  Works 

Hoisting  Apparatus 

Brown  Hoisting  Machinery  Co. 
Canadian  MeadTMorrison  Co. 
Herbert  Morris  Crane  &  Hoist 

Company 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Marsh   Engineering  Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams  Machinery  Co.,   A.  R. 

Hoisting  Engines 

Canadian    Allis-Chambers  Ltd. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Goodyear  Tire  &  Rubber  Co. 

Hydrants 
Canada  Iron  Foundries 
Kerr   Engine  Company 
Gartshore-Thompson  Pipe  Co. 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
McKinnon  Steel  Company 


Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Company 
Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 

Spielman   Agencies  Regd. 

Standard  Underground  Cable  Co. 
of  Canada  Limited 
Insulating  Bricks 

Armstrong  Cork  Company 
Jib  Cranes  (all  kinds) 

Hamilton    Bridge   Works  Co. 

Northern  Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Kilns 

Canadian  Blower  and  Forge  Co. 

McKinnon  Steel  Company 
Lead  Pencils 

American  Lead  Pencil  Company 
"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown     Hoisting    &  Machinery 
Company 

Canadian  Link-Belt  Co. 
Lumber 

B.    C.    Lumber  Commissioner 
Machinery  Insulation 

Armstrong  Cork  Company 
Malleable  Castings 

Pratt  &  Letchworth  Co. 
Metal  Lath 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Trussed  Concrete  Co.,  Ltd. 


Mill  Supply  Department 

Beveridge   Paper  Co. 

Motors 

Canadian  General  Electric  Co. 
Motor  Trucks 

Tiffin   Wagon  Company  . 

Ford  Motor  Company 
Nozzles 

Spray  Engineering  Co. 
Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 

Hamilton  Bridge  Works  Co. 

Imperial  Oil  Company,  Ltd. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 
Ornamental  Iron 

Canadian  Welding  Works 

Dennis  Wire  Iron  Works  Co 
Ornamental  Moulds 

Ideal   Concrete  Machinery  Co. 

London  Concrete  Machinery  Co 
Packing 

Dunlop  Tire  &  Rubber  Goods  Co 

Paint  (Heated  Surfaces) 
Ric-Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Spielman  Agencies  Regd. 
Paints  (Bridge  and  Structural  Iron 

and  Pipe  Coating) 

Barrett   Company,  Ltd. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Ontario  Rock  Company 

Sonneborn  Son*  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co.,  Ltd 
Paint  Spraying  Equipment 

Spray  Engineering  Co. 
Park  Sprinklers 

Spray   Engineering  Co. 
(Continued  on  page  10) 


Stop — Read — and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

If  If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral— Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 

Marsh  Engineering  Works,  Limited,  E,tSS?*d  Belleville,  Ontario 

Sales  Agents :  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 
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To  Appreciate  the  full  convenience  of  Electricity,  it  is  essential 
to  have  plenty  of  suitable  outlets. 


Added  Convenience 

An  Electrical  installation  is  not 
complete,  or  even  adequate,  unless 
provision  is  made  for  connecting 
portables  such  as : 

Electric  Fans, 
Heating  Devices, 
Desk  or  Table  Lamps, 
Small  Motor  Driven 
Appliances,  Etc. 

Plenty  of  C.  G.  E.  Baseboard  and 
Wall  receptacles  are  necessary  for 
convenience,  and  prove  an  economy 
in  the  long  run. 


Canadian  General  Electric  Co.,  Limited 

Head  Office      -  TORONTO 

Branch  Offices:  Montreal,  Quebec,  Sherbrooke,  Halifax,  Sydney,  St.  John,  Ottawa,  Hamilton,  London,  Windsor, 
Cobalt,  South  Porcupine,  Winnipeg,  Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 


to 
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Paving  and  Paving  Materials 
Barrett  Company,  Limited 
Urodies  Limited 
Carey  Company,  Philip 
Dominion  Tar  &  Chemical  Co. 
Imperial   Oil  Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 
Warren    Bituminous   Paving  Co. 

Pipe   (Concrete,   Iron   &  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thompson   Pipe  Co. 
National  Iron  Works 

Pipe  Covering  (Underground) 
Ric-Wil  Company 

Pencils  (Lead) 
American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb   Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 

Manitoba  Bridge  &  Iron  Works 

Waterous  Engine  Works  Co. 
Road  Material 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company  Ltd. 
Vitrified  Clay  Pipe  Publicity 
Bureau. 

Rubber  Goods 

Barrett  Company,  Limited 

Road  Oil 

Imperial  Oil  Company,  Ltd. 

Pneumatic  Machinery 

Canadian  Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian  Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Cook,  A.  D. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Inglis  Company,  John 

Ontario  Wind   Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 

Quarry  Machinery 

Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Rails 

Sessenwein  Bros. 


Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  olhn  T. 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Steel  Company  of  Canada 
Reinforcements,  Concrete  and  Steel 
Haines  &  David  Ltd. 
Canadian  Siegwart  Beam  Co. 
Burlington  Steel  Company 
Canada  Wire  &  Iron  Goods  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Ringing  Screws 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Drags 

Sarnia  Bridge  Company 

Road  Materials 

Warren    Bituminous   Paving  Co. 

Road  Scraper  Knives 

Shunk  Plow  Company 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Beveridge  Paper  Co. 
Sand 

Sand  &  Supplies 

Saw  Teeth 

Joyce-Koebel  Co. 
Screens 

Canada  Wire  &  Iron  Goods  Co 
Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Vitrified  Clay  Pipe  Publicity 
Bureau. 

Sheathing 

Barrett   Company,  Limited 
Shingles  (Asbestos) 

Barrett  Company 
Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 
Shovels  (Steam) 

Ball  Engine  Company 

Canadian  General  Electric  Lo. 

Canadian  Mead-Morrison  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 

McGregor  &  Mylntyre 
Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 
Silo  Moulds 

London  Concrete  Machinery  Co. 
Skylights 

Roberton-Olsen  Limited 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Standard  Steel  Construction  Co. 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 
Stair  Builders 

Canadian  Welding  Works 

Canada  Wire  &  Iron  Goods  Co. 

McGregor  &  Mclntyre 

Steam  Apparatus  and  .Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Turnbull  &  Co.,  Harvard 


Steel 

Burlington  Steel  Company 
Frost  Steel  &  Wire  Co 
Hopkins  &  Co.,  Ltd.,  F.  H. 
McKinnon  Steel  Company 

Nova  Scotia  Steel  &  Coal  Co. 
Toronto  Steel  Construction  Co. 
Trussed  Concrete  Steel  Co.,  Ltd 


Steel  Bars 

Burlington   Steel  Company 

Frost  Steel  &  Wire  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Steel  Lath 

Gait  Art  Metal  Company 

Steel  Pipe_ 
Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 

Steel  Plate  Construction 

Hamilton  Bridge  Works  Co. 

Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering  Works,  Ltd. 
Standard  Steel  Construction  Co. 
Waterous  Engine  Works,  Co. 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &  Radiation,  Limited 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Street  Oilers 

Seagrave,  Lougheed  Co. 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 

Iron  Works 
Standard  Steel  Construction  Co 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario   Wind    Engine   &  Pump 

Company 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 

Tile  Moulds 
London  Concrete  Machinery  tso. 


Towers 

Can.  Chicago  Bridge  &  Iron  Co. 
Hamilton   Bridge   Works  Co. 

Standard  Steel  Construction  Co. 

Trailers 

Seagrave,  Lougheed  Co. 

Transformers 

Canadian  General  Eelectric  Co. 

Trap  Rock 

Ontario   Rock  Company 

Turnbuckles 

Dominion  Wire  Rope  Company 
Valves 

Canada  Iron  Foundries 

Crane  Limited 

Gartshore-Thompson   Pipe  Co. 
McAvity  8c  Sons,  Ltd. 
Turnbull  &  Co.,  Harvard 

Ventilators 

Robertson  Co.,  H.  H. 

Ventilating    4    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 

Varnishes — Insulating 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Wall  Ties 

Canadian    Self-Locking  Concrete 

Wall  Company 
Gait  Art  Metal  Company 

Wallboard   (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Beveridge  Paper  Co. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn   Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 

Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 

Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 

Welding  Engineers 

Canadian  Welding  Works 

Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind   Engine   &  Pump 

Company 

Window  Sash  , 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
Johnson  &  Sons,  C.  H. 

Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co..  Ltd. 
Osborn  Canada  Ltd.,  Samuel 

Wood  Pipe 

Canadian  Pipe  Company 
Morrison  &  Co..  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe   &  Tank 
Company 

Wood  Preservatives 
Beveridge  Paper  Co. 

Wood  Tanks 

Pacific   Coast   Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 

Company 
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The  HAMILTON  BRIDGE  WORKS  CO., 


Hamilton,  Canada 


LIMITED 


ENGINEERS  AND 
BUILDERS 

of 

Steel  Railway  Bridges 

Steel  Highway  Bridges 

Steel  Buildings 

Steel  for  Ships 

Steel  Turntables 

Steel  Structures  of 
every  Class 

Enquiries  Solicited 

Capacity    36,000  Tons 


m 


Steel  work  for  Steam  Power  House  recently  erected  for 
The  Dominion  Power  and  Transmission  Co.,  Hamilton. 


SAWYER 
YSTEM 


Can.  Pat.  No.  188,642 


Self -Locking  Concrete 
Wall  Construction 


Non-Porous  Pre-Cast  Slabs 

Continuous  Hollow-Air 

Chambers 


You  can  make  money  by  writing  for 
data  on  the  Sawyer  Patented,  Self-Lock- 
ing Concrete  Wall  Construction  and  ob- 
taining the  exclusive  rights  in  your  dis- 
trict. You  can  control  a  money-making 
business  before  your  competitor  beats 
you  to  it. 

The  Self-Locking  Concrete  Wall  is  the 
speediest  erection  known. 
The  hollow  walls  are  fireproof  and  a 
non-conductor  of  heat,  cold  or  dampness. 
It  will  save  you  20  per  cent,  in  cost  over 
a  common  brick  wall  and  give  a  pressed 
brick  finish;  it  does  away  with  skilled 
labor,  wastage  in  special  forms,  and  the 
finished  wall  can  be  constructed  as 
cheaply  as  wood  frame  construction. 
Address  all  communications  to: — 


The  Canadian  Self  -  Locking  Concrete  Wall  Co.  (S 

119  Board  of  Trade  Building, 


AWYER  \ 
YSTEM  )9 

MONTREAL 


Limited. 


1 2 
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Steel  Plate  Work 


Steel  Tanks 
Stand  Pipes 
Smoke  Stacks 
Boiler  Breachings 
Riveted  Steel 

Pipe 
Steel  Bins 
Hoppers 


Structural  Steel 
Work 


Send  us  your  speci- 
fications 


Quality  &  Service 


William  Hamilton  Co. 

Limited 

Peterborough,  Canada 


ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office— 
95  King  Street  East 
TORONTO 


Work*- 
Cor.  Munition  and 
Commissioner  Street* 

TORONTO 


ROGER  MILLER  &  SONS  LIMITED 

ENGINEERS  AND  CONTRACTORS 


For  many  years  it  has  been  our 
business  to  advise  on,  plan  and 
execute  all  kinds  of  engineering 
and  contracting,  including 


Docks 
Harbors 
Breakwaters 
Canals 
Industrial 
Plants 


We  shall  be  pleased  to  discuss 
with  you  any  constructional 
work  you  may  be  contemplat- 
ing, and  give  you  the  benefit  of 
our  long  and  varied  experience. 


Head  Office: 


A  Rolling  Mill  foundation  construction,  for  Baldwin's  Ltd.,  Ashbridges  Bay,  Toronto. 


Lumsden  Building 


TORONTO 


May  19,  1920 
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Buildings  for  Prest-o-Lite  Co.  and  Canadian  National  Carbon  Co.,  Toronto 


PLANT  consists  of  two  buildings  8o'  by  400', 
two  stories  high  with  part  of  one  building 
three  stories  high.  There  are  also  extensions  for 
elevator  shafts,  toilets  and  stairs  outside  the  main 
part  of  buildings. 

We  received  instructions  to  proceed  on  this  work  December 
8th,  1919.  Photo  shows  structural  part  of  both  buildings 
practically  complete  March  16th,  1920,  in  spite  of  severe 
winter  weather. 

Wells  &  Gray  Limited 

ENGINEERS  &  CONTRACTORS 

Branch  Office:  Head  Office: 

Bank  of  Commerce  Bldg.,  701  Confederation  Life  Bldg., 

WINDSOR,  ONT.  TORONTO. 


14 
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Economical  and  Efficient 


EFFECTS 
A  GREAT 
SAVING 
IN  FUEL 
EXPENSES 

15he 

Economic 
Heater 


is  guaranteed  for  twenty 
years  against  leaks  from 
expansion  or  contraction. 

Demonstrations  Freely 
Given. 

Enquiries  Solicited. 


Manufactured  in  Canada  by 

The  Montreal 
Machine  Shop 

LIMITED 

481    Ontario   Street  East 

MONTREAL 


Sole  Agents  for  Ontario  :— EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  TORONTO,  Ont. 


75he 

Economic 
Heater 

was  so  named  because 
of  its  remarkable 
ability  to  reduce  the 
amount  of  fuel  con- 
sumption. At  the 
same  time  it  greatly 
increases  the  effici- 
ency of  the  entire 
heating  system. 

So  confident  are  we 
of  its  ability  to  prove 
entirely  satisfactory 
that  we  will  instal 
this  heater  and  if  it 
does  not  give  entire 
satisfaction  we  will 
take  it  out  and  stand 
all  expense. 


L6 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation  ..  •  •  •  •  79 
American  Enameled  Brick  and  Tile 

Company   LU 

American  Lead  Pencil  Company  . . 

American  Well  Works  

Anglin-Norcross  Limited   HI 

Angstrom  &  Verochio   75 

Archibald  &  Holmes  

Armstrong  Cork  Company  

Asphalt  Association,  The  

Ault  &  Wiborg  Co   70 

Bailies  &  David  

Ball  Engine  Company   7 

Barber  Asphalt  Paving  Co  

Barber-Greene  Co  

Barber,  Frank   80 

Barrett  Company   09 

Beveridge  Paper  Co   08 

B.  C.  Lumber  Commissioner  

Boake  Mfg.  Company  

Bolender  Bros   71 

Booker  &  McKechnie  

Boving    Hydraulic    &  Engineering 

Company  

Brantford   Roofing  Company    . .    .  .  23 

Britnell  Company,  Limited   32 

Brown   Hoisting  Machinery  Co.    . . 
Burlington  Steel  Company   07 

Cam-Fish  Company   5 

Canada  Cement  Company   28 

Canada  Crushed  Stone  Corporation 
Canada  Iron  Foundries,  Limited  . .  78 

Canada  Wire  &  Cable  Co  

Canada  Wire  &  Iron  Goods  Co.  . . 

Canadian  Allis-Chalmers   9 

Canadian  Blower  and  Forge  Co.  .  . 
Canadian  Chicago  Bridge  and  Iron 

Company   71 

Canadian  Des  Moines  Steel  Co.   . .  20 
Canadian   Engineering  &  Contract- 
ing Company   73 

Canadian  Equipment  Co  

Canadian  Ingersoll-Rand  Co  

Canadian    Inspection    and  Testing 

Laboratories   80 

Canadian  Johns-Manville   17 

Canadian  Link-Belt  Cd  

Canadian  Mead-Morrison  Co   24 

Canadian  Metal  Window  Co  

Canadian  Pipe  Company,  Ltd   2 

Canadian    Producers    &  Exporters 

Directory   82 

Canadian    Self  -  Locking  Concrete 

Wall  Company   11 

Canadian  Siegwart  Beam  Co  

Canadian  Surety  Company   00 

Canadian  Welding  Works  

Cape  &  Company,  E.  G.  M   81 

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co.  .. 

Chipman  &  Power,  Ltd   80 

Conduits   Company,    Limited    .  .    .  .  70 

Consumers  Gas  Company  

Cook,  A.  D  

Concrete  Pipe  &  Products  Co   80 

Crushed  Stone,  Limited   73 

Dake  Engine  Company   7;j 

Dayton-Dowd  Company  

Dennis  Wire  and  Iron  Company  . . 


Dept.  of  Public  Works   75 

Dominion  Concrete  Company   ....  1* 
Dominion   Engineering  and  Inspec- 
tion Company   80 

Dominion  Oxygen  Co  

Dominion  Paint  Works  

Dominion  Tar  &  Chemical  Co.  ..20-00 

Dominion  Wire  Rope  Co   84 

Dunham  Company,  C.  A  

Dunlop  Tire  &  Rubber  Goods  Co.  . 

Engineering  &  Machine  Works  of 

Canada,  Limited   22 

Ford  Motor  Company  

Foyle,  W.  &  G  

Frost  Steel  &  Wire  Co  

Gait  Art  Metal  Company   74 

Gartshorc,  John  J  

Gartshore-Thompson  Pipe  &  Foun- 
dry Company   72 

General  Supply  Company   31 

Gent  Company   80 

Goldie  &  McCuIloch  Co  

Goodyear  Tire  &  Rubber  Co  

Gore,  Nasmith  &  Storie  ,  80 

Hamilton  Bridge  Works  Co   11 

Hamilton  Co.,  Wm   12 

Hepburn,  John  T   74 

Holden  Company,  Limited  

Holmes  &  Sons,  Fred   80 

Hopkins  &  Company,  F.  H   84 

Hunt  &  Company,  Robert  W   81 

Hynes,  W.  J  

Ideal  Concrete  Machinery  Co   71 

Imperial  Oil  Limited   1-19 

Independent  Concrete  Pipe  Co..  .. 

Inglis  Company,  John   05 

Jaeger  Machine  Company   20 

James  &  Company,  E.  A   80 

Jamieson  Lime  Company  

Johnston  &  Sons,  C.  H   33 

Katie  Foundry  Company   18 

Kerr  Engine  Company,  Ltd   79 

Koebel  &  Company,  Joyce   73 

Lea,  R.  S.  &  W.  S.  . .   80 

London  Concrete  Machinery  Co.  . .  4 
London  &  Lancashire  Guarantee  & 

Accident  Company   00 

MacKinnon  Steel  Co.   23 

MacLean  Daily  Reports   00 

Mansfield  Engineering  Co  

Manitoba  Bridge  &  Iron  Company..  34 

Maritime  Bridge  Works  Co   75 

Marsh  Engineering  Works   8 

McAllister  &  Taylor   80 

McAvity  &  Sons,  T  

McGregor  &  Mclntyre   75 

McKinnon  Columbus  Chain  Co  

Metal  Shingle  &  Siding  Co  

Miller  &  Sons,  Roger   12 

Milton  Hersey  Company   80 

Ministry  of  Munitions   14 

Montreal  Crushed  Stone  Co   72 

Montreal  Machine  Shop   15 

Morris  Crane  &  Hoist  Co.,  Herbert  73 

Morine,  H.  A   60 

Morrison  &  Co.,  T.  A.   80 

Mussens  Limited   77 


Napanee  Iron  Works   72 

National  Conduit  Company   21 

National  Equipment  Co   29 

National   Iron   Corporation   71 

Neptune   Meter  Company   70 

Northern  Electric  Company  

Northern  Crane  Works,  Ltd   70 

Nova  Scotia  Steel  and  Coal  Co.  . . 

Ormsby  Company,  Ltd.,  A.  B  

Ontario  Rock  Company   21 

Ontario  Wind  Engine  and  Pump  Co. 
Osborn  Canada  Ltd.,  Samuel  . . 

Owen  Bucket  Company   08 

Pacific  Coast  Pipe  Company   73 

Pannill  Door  Company   73 

Pratt  &  Letchworth   82 

Prest-O-Lite  Company   68 

Port  Credit  Brick  Co  ..  

Portland  Cement  Association  ..  .. 
Reid  &  Brown  Structural  Steel  and 

Iron  Company   80 

RicwiL  Company   20 

Robb   Engineering  Works   20 

Robertson  Co.,  H.  H   30 

Roberton-Olsen,  Ltd   72 

Sand  &  Supplies   70 

Sarnia  Bridge  Co   81 

Scully,  A.  A   24 

Seagrave-Loughead  Co   25 

Sessenwein  Bros   71 

Schultz  Bros   20 

Shunk  Plow  Company   26 

Sonneborn  Sons,  L.,  Inc  

Spielman  Agencies  

Spray  Engineering  Company   ..    ..  31 

Stalford,  V.  K   80 

Standard  Motor  Sales   33 

Standard  Steel  Construction  Co.  . .  24 
Standard  Underground  Cable  Com- 
pany of  Canada.  Ltd   75 

Steel  Company  of  Canada  

Sterling  Engine  Company  

St.  Maurice  Lumber  Company  . . 

Sturgeons  Limited  

Super  Cement  Limited   27 

Swedish  Crucible  Steel  Co   32 

Thompson  Bros   80 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 

Toronto  Steel  Construction  Co.  . .  12 
Trades   &   Labor   Branch,   Dept.  of 

Public  Works   75 

Turnbull  &  Co..  Harvard   25 

Turnbull   Elevator   Company    . .    . .  83 

United  States  Fidelity  &.  Guaranty 
Company  

Vancouver   Wood    Pipe   and  Tank 
Company  

Vitrified  Clay  Pipe  Publicity  Bureau  3 
Warren   Bituminous   Paving  Co 

Wettlaufer  Bros  

Waterous  Engine  Works  Company 

White  Star  Mine   71 

Wells  &  Gray   13 

Wickes  Bros   31 

Williams  Machinery  Co.,  Ltd.,  A.  R.  81 

Wilson,  Alex   go 

Wilson  &  McGovern  .[  75 

Wood  Mosaic  Company 

Worthington,  W.  R   80 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.  Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Kevstone  — 

for  Canadian  Winters 


YOUR  specifications  for  the  building  you 
are  to  erect  or  reconstruct  are  incomplete 
unless  you  have  included  Johns-Manville 
Keystone  Hair  Insulator. 

Johns'Manville  Keystone  is  not  only  vermin' 
proof,  odorless,  fire-resisting  and  sound-dead' 
ening,  but  effectively  insulates  against  the 
transmission  of  heat,  cold  and  dampness. 

It  can  be  applied  as  shown  in  sketch,  to  the  walls, 
(floors  and  roofs)  of  residences  and  is  also  used  between 
floors  and  over  roof  sheathing.  It  protects  you  from 
cold,  and  when  temperatures  of  1 8  to  40  deg.  below 
zero  are  common  in  Winter,  its  effect  on  the  National 
Coal  Pile  is  almost  beyond  estimation.  In  Summer, 
it  renders  the  interior  of  homes  more  comfortable. 
Write  any  of  our  Offices  for  booklet  and  information 
as  to  how  to  incorporate  Johns'Manville  Keystone 
Hair  Insulator  in  your  building  specifications. 


CANADIAN  JOHNS-MANVILLE  CO., 
LIMITED 

Toronto       Montreal       Winnipeg  Vancouver 
London         Hamilton  Ottawa 


TMJCDWTLN 

Through  — 


Asbestos 

and  its  allied  products 
INSULATION 

'hat  keep*  the  hrai  *hert  it  belongs 

CEMENTS 

If  mah  bot/cr         leak  proof 

ROOFINGS 

that  cut   do*n  fi't  niki 

PACKINGS 


that  -j»f  pow  » 

LININGS 

that  make  b'oin  tafr 

FIRE 
PREVENTION 


Ei  Siding 

3.  Keystone 

3.  Sheathing 

4.  Studding 


ohns-Manville 

Serves  in  Conservation 


IS 
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Enameled  Brick,  Prompt  Shipments 

Arc  you  worried  over  prospect- 
ive delays  to  your  building  through 
inability  to  secure  material?  Then 
use  "AMERICAN"  ENAMELED 
BRICK,  white  or  mottled  effects 
which  can  be  shipped  from  stock; 
specials,  if  any,  in  three  to  six  weeks 
from  placing  of  contract,  depending 
on  your  details.  In  place  of  glazed 
terra  cotta  and  tile  for  exterior  or 
interior  purposes  their  use  is  rapid- 
ly growing. 

Specify  "AMERICAN"  and  secure 
the  best. 

See  Sweet's  Catalogue  in  U.S.A. 
and 

Specification   Data  in  Canada 
or 

Send  for  Data 

American  Enameled  Brick 


&  Tile  Co., 


Manufacturers  of  Enameled  and  Fire  Brick. 
52  Vanderbilt  Ave.,  New  York  City. 


MANHOLES  and 
COVERS 


CROSSING 
PLATES 


Municipal 
Castings 

The  Found 


GALT 


ONT. 


IRON 
CULVERT  PIPE 


BRIDGE 
CASTINGS 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

IT-  (LARGE  STOCK  ON  HAND) 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 


KEMPTVILLE 


ONTARIO 
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Lubricants 


For  Manufacturing, 
Mining   and  Milling 

Cylinder  Oils 

Imperial  Valve  Oil 
Imperial  Cylinder  Oil 
Imperial  Capitol  Cylinder  Oil 
Imperial  Beaver  Cylinder  Oil 
Imperial  20th  Century  Cylin- 
der Oil 

Engine  Oils 

Imperial  Kearsarge  Engine  Oil 
Imperial  Solar  Red  Engine  Oil 
Imperial  Atlantic  Red  Engine 
Oil 

Imperial   Junior   Red  Engine 
Oil 

Imperial  Bayonne  Engine  Oil 
Imperial  Renown  Engine  and 

Dynamo  Oil 
Imperial  Standard  Gas  Engine 

Oil 

Imperial  Ario  Compressor  Oil 
REFRIGERATING  MACHINE 
OIL 

Imperial  Polar  Machine  Oil 


Longer  Life  for 

Power  Equipment 

CORRECT  lubrication  insures  the  maximum  length 
of  service  from  all  power-producing  and  power- 
using  equipment.  It  eliminates  the  grinding  wear 
and  abnormal  strains  resulting  from  a  high  friction  load. 
Depreciation  charges,  operating  costs,  repair  bills — all 
are  lowest  when  the  proper  lubricants  are  used. 

Look  over  the  accompanying  list  of  Imperial  Lubricants. 
Each  is  scientifically  formulated  to  meet  the  lubrication 
requirements  of  some  particular  mechanical  operation 
and  service  condition.  All  are  of  uniform  high  quality, 
thoroughly  dependable  and  available  everywhere. 

Imperial  Polarine  oils  and  greases  for  automobiles  and 
trucks;  Imperial  Kerosene  Tractor  oils  and  other  farm 
lubricants  and  Imperial  Household  Lubricant  for  the 
home  are  standards  of  quality.  From  one  end  of  the 
Dominion  to  the  other,  Imperial  Lubricants  lead  in 
every  field. 

Imperial  Lubrication  Engineers  will  gladly  advise  you 
on  anything  relating  to  lubrication.  Write  to  us  at 
56  Church  St.,  Toronto,  or  to  any  of  our  branch  offices. 


IMPERIAL  OIL  LIMITED 
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The  "Jaeger  Mix  -  A  -  Minute" 


IT  does  all  that  the  name  suggests. 
This  "Jaeger"  product  is  known  for  the  speed  and 
efficiency  in  the  way  it  accomplishes  all  work  required 
of  it. 

It  is  made  in  all  sizes,  to  answer  every  purpose.  Let 
us  send  you  our  catalogue.  It  will  convince  you  that  the 
"Jaeger  Mix-A-Minute"  will  prove  a  valuahle  addition  to 
your  equipment. 

The  Jaeger 
Machine  Co. 

COLUMBUS,  -  OHIO 


Proves  its 


Economy 

through  its 

Speed 


DOMTARBOND 

For  Modern  Good  Roads 

XT  7 ILL  all  our  friends  please  note  that  on 
and  after  May  1st,  1920,  our  address  will 
be  171  St.  James  Street,  Montreal,  where  all 
communications  should  be  sent. 

The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.  SAULT  STE.  MARIE,  ONT. 

171  St.  James  Street,  MONTREAL 


May  19,  1920 
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Trap  Rock— Best  Concrete  Aggregate 

Mr.  William  Barclay  Parsons,  Chief  Engineer,  New  York  Subways  ; 
the  42nd  Street  Tunnel;  Consulting  Engineer  to  the  Hudson 
Terminals,  etc.,  stated  in  brief  in  some  legal  proceedings  in 
regard  to  concrete  : — 

"/«  my  opinion,  the  standard  or  best  aggregate  for  concrete  construc- 
tion is  TRAP  ROCK.  The  advantage  that  Trap  Rock  has  over  all  other 
materials,  is  that  it  is  harder,  denser,  and  not  affected  by  chemical  action 
or  fire,  and  is  very  much  harder  to  resist  abrasion." 


ONTARIO  ROCK  COMPANY,  LIMITED 

PHONE    MAIN  6407 
410  CROWN  OFFICE  BLDG .,  TORONTO 


TRAP  ROCK  QUARRY 

PRENEVEAU.  ONT- 


Made  in  Canada 
Conduit 


Of 


Manufactured  by 

National  Conduit  Co.,  Limited 

Toronto 
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Order  Your  Keystone  Now! 

Our  stock  of  Keystone  Excavators  will  soon  be  gone. 
Orders  are  being  filled,  "first  come,  first  served". 
Two  weeks  from  now  you  may  not  be  able  to  get  a 
Keystone,  but  may  have  to  go  on  the  "waiting  list". 

Why  take  this  chance? 
Place  your  order  now  and 
avoid  having  to  wait  for 
delivery.  The  Keystone 
Excavator  Model  4  will 
soon  pay  for  itself.  There 
will  be  many  jobs  this 
Spring  on  which  this  100 
man-power  machine  could 
help  you  dig  up  profits. 
But — order  now! 

The  Keystone,  with  its  14 
foot  bucket  travel  on  an 
18  foot  boom,  lifts  and 
digs  a  half  yard  with 
every  thrust.  Old  maca- 
dam, asphalt,  gravel  or 
other  substances  are  easy 
for  the  Keystone.  Its  32 
h.p.  engine  gives  power  to 
spare,  and  the  Keystone 
travels  (two  speeds)  to 
the  next  job.  No  haulage , 
or  setting  up  costs.  It 
goes  practically  every- 
where a  loaded  dump  wa- 
gon can  go. 

LET  US  SEND    YOU  BOOKLET 

Patented  in  Canada  October  16th,  1917. 
Other  Patents  pending. 

Sole  Licensees  and  Builders  for  Canada 

Engineering  &  Machine  Works  of  Canada,  Limited 

ST.  CATHARINES,  ONT. 

Eastern  Sales  Offices: — Hall  Machinery  Co.,  Sherbrooke,  Que.,  and  Birks  Bldg.,  Montreal. 


May  19,  1920 
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Brantford 

Asphalt  Slates 

Artistic  Roofing  for  Substantial  Homes 
and  the  Better  Class  of  Buildings 


The  coming  roof  for  churches,  homes  and  the  better 
class  of  buildings  is  the  beautiful,  modern  Brantford 
Asphalt  Slate. 

People  look  twice  at  a  home  covered  with  these  softly- 
colored  slates  of  reddish  brown  and  dark  green,  which 
harmonize  with  the  surroundings  and  are  so  suggestive 
of  permanency. 

Brantford  Asphalt  Slates  are  as  lasting  as  they  look. 
When  laid  they  form  a  thick,  strong  layer  of  crushed 


slate  and  asphalt  that  defies  rain,  snow,  frost  and  the 
burning  sun,  even  fire  itself.  They  lie  closely  and 
firmly  to  the  roof,  and  their  crushed  slate  surface  re- 
tains its  natural  color  year  after  year. 
Let  us  furnish  you  with  samples,  prices  and  further  in- 
formation about  this  highly  efficient  and  attractive  all- 
Canadian  Roofing.  Let  us  show  you  pictures  of  beau- 
tiful Canadian  homes  roofed  with  Brantford  Asphalt 
Slates. 


Limited 


Brantford  Roofing  Co 

Head  Office  and  Factory:  Brantford,  Canada 
Branches  at  Toronto,  Montreal,  Halifax,  Winnipeg 


Shipbuilding  Derricks 


Illustration  shows  Derricks  which  we  fabricated  and  erected  for 
the  Davie  Shipbuilding  and  Repairing  Co. 

Structural   steel  and   steel  plate  work  of  every  description. 
Funnels,  Uptakes,   Feed   and   Fresh   Water  Tanks,  Ladders, 
Gratings,  Shaft  Bearing  Seats,  etc. 

MacKINNON  STEEL  COMPANY,  LIMITED 

Steel  Plate  and  Structural  Work 

SHERBROOKE.        :  :  QUEBEC 

MONTREAL  OFFICE; 
404  New  Birks  Building. 
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MEAD-MORRISON 


^CANADIAN 

LMMj 


HOISTING  ENGINES 

Contractors'  Equipment 

Manufactured  in  Canada 


Clam  Shell  Buckets 
Orange  Peel  Buckets 
Derricks 
Derrick  Irons 
Steam  Hoists 
Electric  Hoists 


Put  Your  Problem  Up  To  Us! 


CANADIAN  MEAD-MORRISON  CO 

LIMITED 

285  BEAVER  HALL  HILL 
MONTREAL 

WOP  KG  -  -r  W  ELl'AND  CfNT.y 


"STKKLWOKk  WHEN  YOU  WANT  IT" 

Standard  Steel 
Construction  Co.,  Limited 

Port  Robinson,  Ontario 
Manufacturers  and  Erectors 

Girders,  Columns,  Trusses,  Etc. 

Steel  Buildings  and 
Bridges 

Bars,  Angles,  Plates,  Beams,  Channels, 
Rivets,  Bolts,  Etc. 

In  Stock  for  Immediate  Shipment 

If  you  are  intending  to  purchase  steel- 
work for  any  purpose  it  will  be  to  your 
interest  to  permit  us  to  quote. 

A  post  card  will  bring  you  our  monthly  stock  list 
by  return  mail 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 


Air  Compressors 

Boilers 

Buckets 

Cars 

Crushers 

Derricks 

Drills 

Dump  Wagons 
Hoisting  Engines 


Locomotives 
Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—280] 
Yards  and  Shops — New  Toronto,  Canada 


May  19,  1920 
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A  service  that  is  personal  in  its  efficiency 
and  comprehensive  in  its  ability 
to  supply  the  engineer,  contractor 
and  builder  with  the  better  speci- 
alties that  the  market  affords. 


McAVITY  VALVES 


Harvard  Turnbull  &■  Co. 


EXCELSIOR  LIFE  BLDG. 


Toronto 


PHONE  MAIN  1706 


Agents  for: 

Canadian  Mead-Morrison  Co.  London  Concrete  Machinery  Co. 

B.  J.  Coghlin  Company.  T.  McAvity  &  Sons. 

B.  Greening  Wire  Company.  Peck  Rolling  Mills. 


The  right  truck  is 
one  that  will  reduce 
your  present  delivery 
.and  haulage  costs. 
One  that  will  move 
your  equipment  and 
supplies  w  i  t  h  the 
greatest  speed  and 
least  cost.  One  that 
ya\\  work  at  capa- 
city under  the  high- 
est pressure  and 
come  through  on 
top. 

Such  a  truck  is  the  "Sea- 
grave-Loughead."  A»k 
us  ti  send  fullest  par- 
ticulars. 


MADE 
IN 

CANADA! 


Seagrave-Loughead  Company  Limited,  Sarnia,  Ont. 

SOME  TERRITORY  STILL    OPEN   FOR    LIVE  REPRESENTATIVES 
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^WUNDS^AMORHOTHifER 


SIM 

RlC-Wlf 
METHODh 

It  is  a  clean-cut,  complete  and  practical  method  of  pipe 
insulation.  The  kind  that  highly  trained  technical  men  and 
practical  operating  engineers 
both  approve.  Bulletin  No.  1 
explains  RlC-wiL  simplicity 
and  other  features. 
Write  for  it  to-day. 


^RicwiL 

COMPANY 
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FOR  SALE 
Bricks  for  Quick  Shipment 

We  have  large  output  of  our  high  grade 

SILICA  PRESSED  BRICKS 

in  the  natural  color  for  prompt  shipment 
over  all  railroads. 

Schultz  Brothers  Co.,  Ltd. 

BRANTFORD 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 


Montreal  Office — Phone  Westmount  6800 


Toronto  Office — 20  Victoria  Street 


ROAD  SCRAPER  BLADES 

Renew  your  old  wheeled  scraper  bowl  with  the  ECONOMY 
REPAIR  BLADE.  Any  blacksmith  can  attach  it  by  cutting  the 
edge  of  the  bowl  square,  drilling  holes  to  match  these  in  the  blade 
and  riveting  it  to  the  bowl. 

A  trial  will  convince  you  that  the  use  of  these  blades  is  genuine 
economy. 


ECONOMY  REPAIR  BLADE 

These  blades  are  made  of  steel  6  in.  wide  by  3  1-16  in.  thick,  giv- 
ing a  new  cutting  edge  3  in.  wide  and  allowing  3  in.  to  lap  top 
and  bottom  where  it  is  riveted  on  the  bowl.  Road  Scraper  Blades 
and  moldboards  to  fit  all  makes  of  machine.  Prompt  shipments 
from  stock  ;  over  150  patterns. 

SHUNK  PLOW  COMPANY,  Bucyrus,  Ohio 


I 


lib*  idl 
m  in 


Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt   Deliveries.        Attractive  Price*. 


Address  your  Inquiries  to 

CANADIAN  DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 

CHATHAM,  ONT.      275  Inshes  Ave. 

Made  in  Canada 
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Has  the  Secret  of  the  Romans 
Been  Re-Discovered? 


English  Engineer  Has  Discovered  a  Cement  With  All 
The  Qualities  of  The  Famous  Roman  Cement  That  Made 
The  Ancient  Buildings  of  Old  Rome  Last  for  Centuries 


HE  ancient 
b nil d i  n  gs  of 
Rome  are  one 
of  the  wonders 
of  the  world. 
H  o  w  marvel- 
1|M  lously  they 
have  stood  the 
test  of  centuries  of  time. 

The  result  of  the  Roman  sys- 
tem of  concrete  building  was  a 
very  superior  permanence  and 
durability  of  structure.  Eor  in- 
stance, the  cantilever  stair  on  the 
Palatine  Hill  near  the  south  west 
angle  of  the  Wall  of  Romulus, 
overhangs  a  distance  of  approxi- 
mately 10  feet  and  supports  a 
very  heavy  load.  No  reinforce- 
ment was  used  in  the  construc- 
tion of  this  work. 

A  Striking  Example 

In  some  cases  a  wall  remains 
hanging  supported  from  over- 
head, when  its  lower  part  has 
been  entirely  cut  away.  A  very 
striking  example  of  this  is  to  be 
seen  in  the  Thermae  of  Caracal- 
la*  at  a  place  where  a  brick  faced 
concrete  wall  originally  rested  on 
two  granite  columns.  In  the  six- 
teenth century  the  columns  were 
removed  and  yet  the  wall  even 
now  remains  hanging  like  a  cur- 
tain from  the  concrete  vault  over- 
head. 

The  Secret  Perished 

The  secret  of  the  time-defying 
strength  of  these  ancient  Roman 
buildings  was  in  the  composition  of 
the  cement  used  in  the  concrete  con- 
struction. This  secret  perished  with 
the  fall  of  the  Roman  Empire. 

For  years  and  years,  scientific  re- 
search work  and  endless  experiment- 
ing has  been  undertaken  in  the  en- 
deavor to  discover  the  secret  of  Ro- 
man cement. 

Invented  in  England 

Just  previous  to  the  war,  a  pro- 
minent English  Engineer  announced 


the  discovery  of  an  ingredient  that, 
when  added  to  the  cement  before  the 
process  of  final  grinding,  gave  to  the 
cement  the  very  qualities  of  density, 
imperviousness  to  moisture  and  mar- 
vellous strength  that  made  Roman 
cement  concrete  one  of  the  world 
wonders. 

Used  for  War  Purposes 

The  breaking  out  of  the  war  tem- 
porarily prevented  the  importance  of 
this  discovery  being  realized  the 
world  over.  However,  the  British 
Government  investigated  the  new  ce- 
ment and  recognized  the  value  of  the 
discovery.  The  British  Admiralty, 
War  Office,  Royal  Air  Force,  Board 
of  Works,  Home  Office  and  Public 
Works  used  the  new  cement — Super 
Cement  as  the  inventor  appropriately 
named  it — in  large  quantities  where 
absolute  waterproofness  and  great 
strength  were  required  of  the  con- 
crete construction.  It  proved  its 
superiority  under  the  severe  tests  of 
war  usage. 

The  importance  of  the  discovery  of 
Super  Cement  was  realized  in  Ger- 
many. During  the  war  the  German 
Patent  Office  endeavored  to  obtain 
intimate  details  of  its  manufacture, 
but  without  success. 

Since  the  war  there  have  been 
world-wide  enquiries  for  Super  Ce- 
ment. It  is  being  manufactured  on  a 
large  scale  in  England.  It  is  now 
patented  all  over  the  world. 

Tested  in  Canada 

The  inventor  was  invited  to  make 
tests  of  it  in  Canada.  Under  his 
supervision  some  remarkable  tests 
were  made  at  the  plant  of  the  St. 
Mary's  Cement,  Limited,  St.  Mary's, 
Ontario. 

The  Canadian  tests  proved  the 
truth  of  the  British  tests.  They  dem- 
onstrated that  the  new  Super  Cement 
was  far  superior  to  ordinary  cement 

in : — 

1 —  Impermeability  (waterproofness). 

2 —  Tensile  strength. 

3 —  Compression  strength. 

4—  Adhesion  and  Tenacity. 

The  tests  are  too  elaborate  for  de- 
tailed descriptions  here.  Briefly  they 
showed  that  a  mortar  made  of  river 
sand  and  Super  Cement  was  imper- 
meable under  a  water  pressure  of  200 
lbs.  per  square  inch.  It  was  imper- 
meable under  a  gasoline  pressure  of 


130  lbs.  per  square  inch.  This  is  a 
higher  degree  of  impermeability  than 
has  ever  before  been  obtained  with 
Building  Cements. 

No  Smell  of  Gasoline 

More  phenomenal  still,  is  the  fact 
that  no  smell  of  gasoline  could  be  de- 
tected on  the  outside  of  a  concrete 
container  made  of  Super  Cement, 
which  proved  beyond  question  that 
Super  Cement  is  non-absorbent. 

Unlike  Any  Other  Cement 

It  cannot  be  stated  too  emphatical- 
ly that  Super  Cement  is  NOT  a  ce- 
ment to  which  a  mere  water  repellant 
or  pore  filler  has  been  added.  The 
only  true  method  of  waterproofing 
is  to  make  the  cement  itself  do  all 
the  work  instead  of  part  of  it.  Super 
Cement  does  all  the  waterproofing  it- 
self. While  it  is  entirely  different 
from  any  other  cement  in  the  world 
in  this  respect,  in  making  mortars 
and  concrete,  it  is  used  just  as  is 
Portland  Cement. 

Combines  Thoroughly  with 
Water 

Super  Cement  combines  more  thor- 
oughly with  the  mixing  water  than 
does  Portland  Cement.  This  ensures 
a  denser  and  stronger  concrete.  It 
increases  its  ability  to  adhere  to  other 
surfaces.  It  adheres  to  steel,  brick, 
stone,  glass,  etc.,  to  a  degree  that  no 
other  building  cement  has  ever  ap- 
proached. 

Architects,  Engineers,  Con- 
tractors, Builders 

and  all  others  interested  in  learning 
more  about  Super  Cement-  are  invited 
to  write  for  complete  information, 
details  of  tests  made  by  well-known 
English  Engineers  and  experts,  and 
tests  made  in  Canada,  etc.  Addresb: 

Super  Cement  (America) 

LIMITED 
Mount  Dennis,  Ontario 

DISTRIBUTORS  : 

Alfred  Rogers,  Limited 

Toronto,  Ontario 
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CONCRETE— and  the  Health  of  the  Public 


ITH  the  increasing  development  of  our 
urban  centres,  the  installation  of  Sew- 
age Disposal  Plants  is  of  vital  importance. 

These  must  be  installed  in  thickly  popu- 
lated sections  in  order  to  preserve  the  health 
of  the  community. 

The  development  of  engineering  practice 
in  the  handling  of  Concrete  has  so  simplified 
this  method  of  treatment  that  the  Sewage 
Disposal  Plant  of  Reinforced  Concrete  is 


now  available  for  all  municipalities,  regard- 
less of  their  size. 

That  such  an  important  utility  should  be 
of  Concrete,  is  a  fact  easily  recognized. 

Concrete  has  the  requisite  qualities — it  is 
permanent  and  sanitary.  Once  constructed 
it  needs  but  little  outlay  for  repair. 

The  plant  here  shown  under  process  of 
construction,  is  located  at  Dauphin,  Man- 
itoba. 


CANADA  CEMENT  COMPANY  LIMITED 
Herald  Building  Montreal 


Sales  Offices  at  Montreal  Toronto  Winnipeg  Calgary 


Specify 
CANADA  CEMENT 
Uniformly  Reliable 


CANADA  CEMENT 

CONCRETE 

ron  PCWMANENCE 


Our  Service  Department  is  anx. 
ious  to  co-operate  in  all  lines 
of  work  for  which  Concrete  is 
adapted.  Our  library  is  at  your 
disposal  at  all  times  without 
charge. 


m 
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National  "A"  Frame  Derrick 

Capacity  1,400  to  2,500  Lbs. 

PRICE,  $120.00 

With  Combination  Pole : — 

PRICE,  $127.20 


Showing  Combination  Pole  detached  from  A  frame 
and  supported  by  guys.  For  handling  sills  and 
raising  wall  materials. 


Write  for  Catalogue  of  "National"  Hoisting  Apparatus. 

National  Equipment  Co.,  Limited 

15  Wabash  Ave,  Toronto 
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Robertson  Process  Metal 

It  Stops  Depreciation 


Most  of  the  tumble  down  factory  buildings  you  see  are  made 
of  unprotected  metal  —  metal  that  has  quickly  depreciated. 
You  can  stop  this  depreciation  on  your  factory  buildings. 

You  can  replace  this  worn  out  metal  with  Robertson 
Process  Metal  —  a  three-time  protected  metal  (a)  asphalt 
(b)  asbestos  (c)  waterproofing.  New  buildings  can  be  built 
entirely  of  this  good  building  material.  It  is  made  in  corru- 
gated sheets  for  roofs  and  siding  in  flat  sheets  and  shapes  for 
trim,  downspouts  and  gutters. 

Look  at  the  sample  below.  We  want  you  to  see  and  feel  a 
piece  of  this  material.  We  have  samples  like  that  shown  all 
ready  for  mailing — Let  us  send  you  a  sample  with  descriptive 
literature  showing  many  well  known  plants  built  of  Robertson 
Process  Metal. 

H.  H.  ROBERTSON  COMPANY,  Limited 

Sarnia,  Ontario 
Branch  Offices:    Toronto,  Montreal,  Vancouver 


ROBERTSONS) 
.  PROCESS  Jit 

METAL  FOR  ROOFING  AND  SIDING 
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The  Wickes 
Blue  Print  System 


Simplicity  of  design 
is  a  big  feature  of  the 
design  of  the  Wickes 
Blue  Print  System. 
There  is  no  need  for 
its  operator  to  take 
up  valuable  time  tin- 
kering with  the  ma- 
chine or  fussing 
around  getting  it  to 
work.  Absolute  de- 
pendability and  long 
life  is  assured  every 
purchaser. 


There  is  no  glass  cy- 
linder to  clean  or  to 
replace  at  great  ex- 
pense. There  are  no 
series  of  belts  to  de- 
mand attention — just 
one  plain  continuous 
wide  belt,  the  life  of 
which  is  guaranteed 
for  years'  constant 
service  and  which 
will  last  as  long  as 
the  machine  itself. 


1856 


Ask  for  Catologue 

Wickes  Brothers 


1920 


2805  Water  Street,  Saginaw,  Michigan 
Builders  of  Heavy  Duty  Plate  and  Structural  Tools,  Heavy  Duty  En- 
gine  Lathes,   Special  Production  Lathes  and  Crankshaft 
Turning  Equipment 


IMMEDIATE  DELIVERY 

ON 

ROAD  EQUIPMENT 

2 —  New,  12^-ton  Sawyer-Massey  Double  Cyl- 
inder, Steam  Road  Rollers. 

1 — 8-ton  Kelly-Springfield  Gasoline  Road  Roll- 
er. Rebuilt. 

1 — \\y2  x  8  x  12  Chicago  Pneumatic  Portable 
Air  Compressor. 

1 — New,  Hvass  Road  Scarifier. 

1 — New,   10   x  20   Sawyer-Massey  Portable 
Crusher,  with  elevator  bin  and  screen. 

3 —  New,  London  No.  6  Concrete  Mixers. 

General  Supply  Company 

of  Canada,  Limited 

356  Sparks  St.        Ottawa,  Ont. 


The 

Spraco  Paint  Gun 

Saves  Time 


No  brush  to  dip.  No  spatterings,  streaks 
or  brush-marks  to  smooth  over.  No  scaf- 
folding to  construct  or  shift — the  exten- 
sion pole  adds  eight  feet  to  the  length  of 
the  operator's  arm. 

Mr.  Burbank,  Asst.  Gen.  Mgr.  Boston 
Confectionery  Co..  Cambridge,  says  "Our 
man  covers  8,000  square  feet  per  day  with 
a  better  coating  at  one  application  than 
a  man  with  a  brush  can  with  two  coats." 

The  SPRACO  PAINT  GUN— for  use  by 
anyone — on  any  kind  of  work — with  any 
kind  of  paint. 

Write  for  bulletin  P-ll. 


Spray  Engineering  Co. 

BOSTON,  Mass.,  U.S.A. 

Manufacturers    also    of     Spraco  Cooling 
Ponds,    Spraco   Air   Washers,  Spraco 
Cement    Gun,    Spraco  Nozzles, 
Vaughan    Flow    Meter,  etc. 
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An  Emergency  Rush  Order 


Sand 
Lime 
Cement 

and 

General 

Building 

Supplies 


Our  ample  supply  of  contractors'  material  and 
our  modern  facilities  for  the  quick  handling  of 
large  quantities,  enable  us  to  fill  your  rush 
orders  in  the  shortest  possible  time.  In  an 
emergency  our  service  organization  strains 
every  nerve  to  give  you  what  you  want  as 
quickly  as  possible.  In  your  everyday  wants 
this  same  organization  gives  you  reliable  and 
speedy  delivery. 

Day  Phone,  North  664- Night  Phone,  North  2107 


Britnell  &  Co.,  Limited 

C.  P.  R.  Crossing,  Yonge  Street,  North  Toronto 


Unless  special- 
ly requested  we 
do  not  supply 
driver's  cab 
with  equip- 
ment, but  will 
be  glad  to  fur- 
nish prices  up- 
on application. 


Olson  Dump  Body 

for 

Ford  Ton  Truck 

Made   in  two  sizes, 
\  Model  A  1  cubic  yard, 

\  and  Model  B  \y2  cubic 

yards.  Mounted  on 
Olson  side 
springs  to  sup- 
port body  at  all 
points.  So  per- 
fectly balanced 
that  it  may  be 
dumped  with 
perfect  ease. 
For  sale  by  all 
Ford  dealers. 


ONE  PRICE 

$245 
F.O.B.  WINDSOR 


Manufactured 
under  Olson 
Patents  by 


The  Swedish  Crucible  Steel  Co. 


of  Canada,  Limited 


WINDSOR, 
Ontario, 
Canada 


Branches  at:    MONTREAL,  QUE.,  285  Beaver  Hall  Hill 


TORONTO,  ONT.,  614  Excelsior  Life  Bldg. 
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ROOF  PIPE  STRAINERS 
WIRE  SCREENS  for  Sand  and  Gravel 
WIRE  WINDOW  GUARDS 

C.  H.  Johnson  &  Sons,  Ltd. 

Wire  Works :  St.  Henry,  Montreal 


SAVING   MONEY  FOR  CONTRACTORS 


Standard  Motor 
Trucks  have  remark- 
ably long  lives.  The 
first  Standard  built 
has  been  in  opera- 
tion over  ten  years. 
Day  after  day,  week 
after  week  and 
month  after  month, 
Standards  are  meet- 
ing unreasonable  re- 
quirements, and  stay 
Standard. 


Standard  5  ton — Equipped  with  Woods  Hoist  and  steel  body 


STANDARD  MOTOR  SALES 


STANDARD  UNITS 

CONTINENTAL  Motors 

SPICER  Universal  Joints 

GEMMER  Steering  Gears 

PERFECTION  Springs 

EISEMANN  Ignition 

LONG  Radiators 

TIM  KEN-DETROIT  Axles 
and  Bearings 

BROWN-LIPE  Clutch  and 
Transmission 

PHONE  JUNCTION  8305 

TORONTO,  ONT. 


All  the  name  implies' 
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(Manitoba  Bridge 

Products  of  Quality 


Canadian  Money 
Canadian  Made 
Should  Stay  in 
Canada 
For  Canadian 
Trade 


backed 


by 


Canadian  Money 
Canadian  Made 
Should  Stay  in 
Canada 
For  Canadian 
Trade 


Efficient  Service 


STEEL  STRUCTURES 

BUILDINGS— Offices,  Warehouses  and  Industrial 
Plants,  etc. 

BRIDGES — Railway,  Highway,  Swing  and  Bas- 
cule, etc. 

CRANES— Electric  and  Hand  Power,  Travelling, 
etc. 

TOWERS — Transmission  Poles  and  Towers,  etc. 
PLATE  &  TANK  CONSTRUCTION 

PLATE  WORK— All  kinds. 
Boilers  and  Riveted  Pipe. 

STEEL  TANKS— All  kinds. 

Water  Supply  Tanks  and  Towers,  Steel  Stand 
Pipes,  Smoke  Stacks,  Penstocks,  Bins  and  Hop- 
pers, etc. 

FORGINGS 

Heavy  and  Light,  Marine,  Locomotive  and  General 
Forgings. 

ELEVATOR  &  POWER  TRANSMISSION 
MACHINERY 

Complete  Equipment  for  Grain  Elevators,  etc. 
BOLTS,  NUTS,  WASHERS,  SPIKES, 
RIVETS,  ETC. 
UPSET  RODS 

Recent  installation  of  Hydraulic  Upsetting.  Equip- 
ment capable  of  Upsetting  Rods  up  to  4  in. 
diameter. 

POLE  LINE  HARDWARE 
PLAIN  AND  GALVANIZED 
CASTINGS 

Grey  Iron,  Semi-steel  and  Chilled  and  Electric  Steel. 

MINING  EQUIPMENT 
Mine  Cars,  Melting  Pots,  Screens,  etc. 
COAL  AND  COKE  HANDLING  EQUIPMENT 

RAILWAY  EQUIPMENT 
Turntables,  Frogs  and  Switches,  Snow  Plows,  Brake 
Shoes,  etc. 


SHIPBUILDING 

Ship  Bolts  and  Spikes,  Plain  and  Galvanized.  Gen- 
eral Forgings,  Tanks,  Tail  Shafts,  Propellors, 
I'astenings,  etc. 

CONTRACTORS'  SUPPLIES 

Derricks,  Buckets,  Dump  Cars,  Post  Caps  and  Bases, 
Hoisting  Equipment,  Skips,  etc. 

REINFORCING  STEEL 

Plain  Rounds,  Squares  and  Twisted,  Bent  to  Specifi- 
cations for  Beams,  Stirrups,  etc. 

MISCELLANEOUS 

Equipment  for  Rolling  Mills,  Pulp  and  Paper  Mills, 
Oil  Reft  neries,  Saw  Mills,  Packing  Houses, 
Stables,  Jails. 

Tank  and  Silo  Rods  and  Lugs,  Galvanized  Pump 
Rods,  Survey  Stakes,  etc.,  etc. 

Ornamental  Iron  Work,  Fire  Escapes,  Fences,  etc. 

GALVANIZING  PLANT 

Customs  Galvanizing. 

Lengths  up  to  21  feet.  Capacity  about  10  tons  per 
day. 

ROAD  BUILDING  AND  EARTH  HANDLING 
EQUIPMENT 

Cast  Iron  Culvert  Pipe,  Gravel  Screening  Plants, 
Road  Drags  and  Levellers,  Steel  Drag  Scrapers, 
Reinforcing  Steel  for  Concrete  Work,  Highway 
Bridges,  Catch  Basin  Covers,  Sewer  Manhole 
Covers,  etc.,  etc. 

CONSULTING,  CONTRACTING  AND 
GENERAL  ENGINEERING  AND 
MACHINE  WORK 

GENERAL  ELECTRICAL  WORK— Rewinding 
Armatures,  etc. 


Iron  Work*  limited 


WINNIPEG 
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Industrial  Housing  Proves  Profitable  Investment 
by  Stabilizing  Labor 


THE  scarcity  of  house  accommodation  and  the  dis- 
inclination of  capitalists  to  invest  money  in 
building  has  compelled  many  industrial  com- 
panies to  undertake  housing  schemes.  The  pulp 
and  paper  companies  were  the  pioneers  in  this  direc- 
tion. That  industry  has  expanded  at  a  great  rate; 
new  plants,  particularly  in  the  province  of  Quebec, 
have  been  established  in  various  localities,  and  in  con- 
nection with  nearly  all  of  them  the  companies  were 
faced  with  the  problem  of  housing  the  thousands  of 
men  attracted  to  this  prosperous  industry. 

Some  of  the  plants  have  been  constructed  in  dis- 
tricts which  afforded  practically  no  housing  accom- 
modation ;  the  location  of  these  plants  being  governed 
by  the  question  of  abundant  and  cheap  hydro  electric 
power  and  supplies  of  raw  material.  The  companies 
were,  therefore,  bound  to  build  the  necessary  houses, 
for  it  is  obvious  that  it  is  of  no  use  constructing  a  big 
mill  and  engaging  hundreds  of  men  without  making 
provision  for  their  housing.  In  some  places,  like  Three 


Rivers,  the  existing  number  of  houses  was  quite  in- 
adequate to  meet  the  demands  resulting  from  the  ex- 
pansion of  the  industry.  Thus  we  find  that  the  com- 
panies have  built  and  are  building  houses  to  suit  the 
requirements  of  their  employees. 

This  example  has  been  followed  by  other  industrial 
concerns,  especially  in  the  eastern  townships  of  Que- 
bec, where  a  number  of  branch  plants  of  American 
concerns  are  being  constructed.  These  branches  are 
generally  located  in  towns  where  there  is  a  supply 
of  cheap  power. 

From  the  companies'  point  of  view,  the  construc- 
tion of  such  houses  is  a  profitable  investment.  With 
ample  capital  at  their  command,  these  companies  are 
able  to  acquire  lots  and  to  build  houses  with  central 
heating  systems,  which  are  suitable  and  which  in 
many  respects  are  more  substantial,  attractive  and 
commodious  than  buildings  put  up  by  private  owners. 
The  return,  while  it  may  be  smaller  than  is  generally 
expected  by  such  owners,  is  made  up  for  by  the  fact 
that  the  housing  scheme  tends  to  retain  men  in  con- 
tinuous employment,  thus  making  for  efficiency.  In 
this  era  of  industrial  unrest  employees  are  liable  to 
leave  their  jobs  on  a  very  slight  pretext.  The  fact, 
however,  that  they  are  comfortably  housed  at  a  com- 
paratively small  rent,  is  likely  to  exert  a  strong  in- 
fluence in  determining  whether  the  men  will  be  sus- 
ceptible to  the  doctrines  of  unrest  and  discontent- 
ment. Good  housing  is,  of  course,  not  the  sole  factor 
in  such  circumstances,  but  none  can  doubt  that  it  has 
a  strong  bearing  on  the  subject.  The  fact,  too,  that  so 
many  companies  are  spending  hundreds  of  thousands 
of  dollars  in  good  housing  schemes  is  significant  of 
the  trend  of  opinion  of  directors  of  industrial  con- 
cerns, who  doubtless  view  the  expenditure  as  bene- 
ficial both  to  the  employees  and  to  the  companies. 


American  Water  Works  Association's  Program 
for  Montreal  Meeting 


FOR  the  first  time  in  13  years,  the  American 
Water  Works  Association  this  year  will  hold 
its  annual  convention  in  Canada.  The  Windsor 
Hotel,  Montreal,  has  been  selected  as  head- 
quarters. The  association  will  have  the  exclusive  use 
of  a  quiet  and  roomy  convention  hall,  a  large  exhibit 
room  and  comfortable  lobbies.  Arrangements  have 
been  made  with  the  customs  department  for  admit- 
ting exhibits  from  the  United  States  duty  free,  and  for 
the  entrance  of  automobiles  without  undue  trouble. 

Following  the  past  hard  winter,  opportunity  will 
be  afforded  the  members  of  the  association  to  become 
familiar  with  the  design  and  operation  of  water  works 
to  meet  conditions  due  to  prolonged  very  cold  weather, 
a  subject  interesting  to  most  members  at  this  time. 
It  will  also  give  the  association's  United  States  mem- 
bers an  opportunity  to  study  on  the  spot  methods  of 
management  due  to  Canadian  conditions,  differing 
from  those  governing  similar  administrative  work  in 
some  parts  of  the  United  States,  and  likely  to  afford 
much  valuable  information  to  superintendents  from 
the  United  States  who  have  not  previously  visited 
Canadian  water  works. 

Following  is  the  tentative  programme  announced 
by  the  executive  committee  of  the  association : — 

Monday,  June  21st 

Registration,  meetings  of  executive  and  other  com- 


448 


T  II  K  CO  N  T  R  A  CT  R  ECO  R  D 


May  10,  H)20 


mittees,  and  informal  "get  acquainted"  meetings  in 

lobbies  and  exhibit  room. 

Evening — 

Informal  reception  arranged  by  the  local  commit- 
tee and  the  Water  Works  Manufacturers'  Association 
at  the  Windsor  Motel.  Dancing. 

Tuesday,  June  22nd 

Forenoon — 

Opening  of  convention  in  the  Convention  Mall, 
at  (J  o'clock. 

Reading  of  papers,  as  follows: — 
"The  Municipal  W  ater  Supply  of  Montreal,"  by 
Thomas  W.  LeSage. 

"The  Works  of  the  Montreal   Water  and  Power 
Company,"  by  I*".  M.  Pitcher. 

"The  Experience  in  Montreal  iii  the  Manufacture 
of  Alum,"  by  James  (  ).  Meadows. 
Afternoon — 

"The  Water  Works  of  the  City  of  Quebec,"  by 
Arthur  Survey er. 

"Water  Stipplv  Problems  in  the  Province  of  Que- 
bec" by  T.  I.  Lafreniere. 

"The  Water- Works  of  St.  John.  NT..."  by  Frank 
A.  Harbour. 
Evening — 

"Water  Works  Experiences,"  by  Beekman  C.  Lit- 
tle. 

"Economic  Features  of  Pumping  Station  Opera- 
tion," by  Leonard  C.  Day. 

"Difficulties  in  Building  the  Louisville  Pumping 
Station,"  by  James  I'..  Wilson. 

Wednesday,  June  23rd 

Forenoon — 

"The  New  Water  Supply  of  Winnipeg,"  by  James 
H.  Fuertes  and  William  G.  C  hase. 

President's  address,  by  President  Carleton  E. 
Davis. 

Reports  from  sections. 

Report  of  the  association's  representatives  on  the 
American  Electrolysis  Committee. 

Report  of  the  Committee  on  Private  Fire  Protec- 
tion Services  (Nicholas  S.  Mill,  chairman). 

Report  of  the  Committee  on  ( )fficial  Standards  for 
Water  Analysis  .  (Jack  J.  Hinman.  Jr.,  chairman  ). 

Report  of  the  committee  on  Standard  Specifications 
for  Cast-Iron  Pipe  and  Specials  (Frank  A.  Harbour, 
chairman). 

Report  of  the  Committee  on  Cold  Weather  1  rou- 
bles (Charles  R.  Bettes,  chairman). 

Reports  of  officers  and  standing  committees. 

Nomination  of  members  of  the  Nominating  Com- 
mittee. 

Selection  of  place  for  holding-  the  1921  convention. 
Afternoon — 

Entertainment  by  the  Water  Works  Manufactur- 
ers' Association;  probably  a  trip  through  the  rapids 
of  the  St.  Lawrence  River. 
Evening — 

A  smoker  for  the  men,  given  by  the  Water  \\  orks 
Manufacturers'  Association  ;  and  for  the  ladies,  a 
theatre  or  card  party. 

Thursday,  June  24th  (Superintendents'  Day) 

Forenoon — 

Discussion  of  the  selection,  installation,  reading 
and  maintenance  of  water  meters.  The  discussion 
will  be  opened  by  several  papers  on  the  subject  by 
members  of  the  association. 

'    The  chemical  and  bacteriological  section  is  pre- 


paring" a  program  for  a  separate  meeting,  at  which  a 
paper  will  be  read  by  Col.  George  A.  Johnson,  on 

the  quality  of  water.    Other  subjects  and  papers  for 
this  sectional  meeting  will  be  announced  later. 
Afternoon — 

A  general  discussion  of  the  legitimate  uses  of 
water,  what  they  are  and  how  to  estimate  them. 
There  has  been  much  discussion  on  water  waste  and 
how  to  prevent  it,  but  up  to  the  present  time  little 
on  its  legitimate  use.  Some  cities  have  been  criticized 
because  of  the  high  per  capita  consumption  without 
knowledge  of  the  legitimate  uses  of  water  in  those 
particular  places.  The  discussion  will  embrace  pri- 
vate sources  of  industrial  supplies;  the  nature  of  the 
demand  for  water  by  different  industries;  and  the 
actual  demands  for  water  for  domestic  consumption 
by  families  of  different  means. 
Evening — 

"Damage  to  Deep  Wells  by  Sea  Water,"  by  Dr. 
William  I '.  Mason. 

"Cost-Plus  Contracts  in  W  ater  Works  Construc- 
tion," by  George  W.  Fuller. 

"Standard  Forms  for  Contracts,"  by  G.  W.  Buch- 
holz. 

"The  Trend  of  Prices,"  by  Leonard  Metcalf. 

Arrangements  are  under  consideration  for  trips 
about  the  city  of  Montreal,  to  the  water  works  plants 
and  other  places  of  interest.  Arrangements  are  also 
being  considered  for  a  trip  by  special  boat  leaving 
Montreal  Friday  evening  for  the  Saguenay  River. 

The  above  program  will  be  rev  ised  and  added  to, 
making  a  convention  that  no  member  should  miss  if 
it  is  at  all  possible  to  attend.  It  is  estimated  that  the 
attendance  will  be  considerably  more  than  one  thous- 
and. 


Fair  Wage  Schedule  of  the  Manitoba  Department 
of  Public  Works 


PUBLIC  notice  has  been  given  that  under  the 
provisions  of  Section  10  of  Chapter  121  of  the 
Statutes  of  Manitoba,  1916.  (being  the  Fair 
Wage  Act,  1916),  the  Manitoba  Minister  of 
Public  Works  has  approved  of  the  rate  per  hour  and 
the  working  hours,  set  forth  in  the  following  schedule, 
as  the  minimum  rate  per  hour  payable  to  any  em- 
nloyee  engaged  in  the  respectiv  e  trades,  and  the  max- 
imum number  of  hours  during  which  any  employee 
engaged  in  the  respective  trades  shall  be  required 
to  work  ;  and  that  the  said  schedule  shall  apply  and  be 
effective  for  employees  engaged  on  public  works  on 
or  at  the  Building,  and  that  the  said  schedule  shall 
be  effective  from  May  1.  1920,  until  April  30th,  1921, 
or  until  such  time  as  another  order  may  be  made 
by  the  Minister  of  Public  Works. 

Fair  Wage  Schedule,  Winnipeg,  Manitoba 

The  following  schedule  shall  aoplv  to  the  City  of 
Winnipeg  and  a  radius  thirty  miles  therefrom,  from 
May  1.  1920,  to  April  30: 

Rate  Hours 
per  per 
Hour.  Week. 


1.  Laborers,  engaged  on  building  construction  .60  50 

2.  Teamsters   .60  60 

:\.  Bricklayers   $1.25  44 

4.  Stonemasons    1.25  44 

5.  Marble  setters   1.20  44 

6.  Mosaic  and  tile  setters   1.00  44 

7.  Terrazzo  workers: 

(a)  Layers    .85  44 
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No.  24 

Canada's  Engineers — Blair  Ripley 


During  the  war  few  of  Canada's  engineers  did  work 
of  more  real  moment  than  Mr.  Blair  Ripley,  who,  as 
commander  of  the  first  Canadian  railway  construction 
battalion  to  go  to  France,  was  responsible  for  solving 
many  of  the  transportation  problems  upon  which  the 
success  of  the  troops  in  the  field  depended.  Mr.  Rip- 
ley's long  railroad  experience  proved  of  immense  as- 
sistance to  all  the  allied  forces  and  he  was  personally 
congratulated  for  his  services  by  the  commander-in- 
chief  as  well  as  some  of  the  army  commanders  and  the 
director  general  of  transportation.  For  his  war  time 
work  he  was  honored  by  triple  mention  in  dispatches, 
and  the  award  of  the  Distinguished  Service  Order  and 
was  made  a  C.  B.  E. 

Although  born  in  Nova  Scotia,  in  1880,  Mr.  Rip- 
ley's early  engineering  experience  was  gained  in  the 
West.  In  1898,  he  began  with  the  Canadian  Northwest 
Irrigation  Company,  in  Alberta.  From  1901  to  1903  he 
was  assistant  engineer  of  the  Great  Falls  &  Canada 
Railway  Company,  the  Alberta  Railway  &  Coal  Com- 
pany and  the  St.  Mary's  River  Railway  Company.  He 
became  engineer  of  construction  of  the  last  named 
company,  but  relinquished  this  position  in  order  to  ac- 
cept a  similar  one  with  the  Alberta  Railway  &  Irriga- 
tion Company.  Mr.  Ripley  then  became  connected 
with  the  Grand  Trunk  Pacific  as  resident  engineer  in 
Manitoba  and  Saskatchewan  and  assistant  engineer  on 
harbor  work  at  Prince  Rupert,  B.  C.  In  1907  he  be- 
came resident  engineer  for  the  C.  P.  R.  on  grade  re- 
vision between  Maple  Creek  and  Medicine  Hat  and 
then  engineer  in  charge  of  field  work  on  the  Leth- 
bridge  viaduct.  On  completion  of  this  project  he  was 
appointed  engineer  in  charge  of  the  Old  Man's  River 
viaduct  at  McLeod  and  then  in  charge  of  the  viaduct  at 
Outlook,  Sask.  Upon  the  purchase  in  1910  by  the 
C.  P.  R.  of  the  Dominion  Atlantic  Railway,  one  of 
the  oldest  in  Canada,  he  reported  on  possible  im- 
provements and  prepared  for  the  replacing  of  many 
difficult  bridges  in  the  tidal  waters  of  the  Bay  of 
Fundy.  In  June,  1912,  he  came  to  Toronto  for  the 
C.  P.  R.  in  charge  of  North  Toronto  grade  separa- 


tion and  terminal  construction.  When  this  work  was 
completed  he  was,  on  the  recommendation  of  the 
C.  P.  R.,  commissioned  lieutenant-colonel  of  the  first 
Canadian  Railway  Construction  battalion,  which  was 
continuously  in  service  in  France  from  October  1916. 
Col.  Ripley  returned  to  Canada  in  April,  1919,  rejoin- 


Mr.  Blair  Ripley 


ing  the  C.  P.  R.  shortly  after,  being  recently  appointed 
engineer  of  the  Ontario  district.  He  is  a  member  of 
the  Engineering  Institute  of  Canada,  the  Institute  of 
Civil  Engineers  of  Great  Britain  and  the  American 
Society  of  Civil  Engineers. 


9. 
10. 
11. 
12. 

13. 


(b)  Helpers  65  50 

Stone  cutters: 

(a)  Carvers                                             112^  44 

(b)  Journeymen                                         1  00  44 

(c)  Planermen  and  lathemen  90  44 

Plasterers                                                      1*18**  44 

Wood,  wire  and  metal  lathers                         1-00  44 

Plumbers                                                       1-00  44 

Steamntters                                                      1  00  44 

Operating  engineers  on  construction: 

(a)  Engineers  in   charge  of  machines 
with  three  or  more  drums                  1.25  50 

(b)  Engineers   in    charge    of  double 
drum  machines..                      ■•   ■•  50 

(c)  Engineers    in     charge    of  single 
drum  machines                                   1-00  50 

(d)  Firemen  75  50 

Sheet  metal  workers  90  44 

Painters,    decorators,      paperhangers  and 

glaziers  87^  44 

Blacksmiths  85  44 

Electrical     workers     (Journeymen  inside 

wiremen)  93^  44 

Bridge  and  structural  steel  and  iron  workers    1.25  44 
Asbestos  Workers: 

(a)  Journeymen  90  44 

(b)  First-class  improvers  80  44 

(c)  Second-class  improvers  70  44 

Asphalters: 

(a)  Finishers  :  :  • ' 

(b)  Men  engaged    preparing,  mixing 

and  heating  materials  60  50 

31.  Carpenters                                                       i-00  44 

The  schedule  applying  to  any  portion  of  the 
Province  of  Manitoba  other  than  the  city  of  Winni- 
peg, and  a  radius  of  30  miles  therefrom,  differs  from 


the  above  only  in  the  wage  payable  to  laborers  and 
teamsters,  which  is  55  cents  instead  of  60  cents. 


14. 

15. 

16. 
17. 

18. 
19. 


2C 


Announcement  has  been  made  of  the  reorganiza- 
tion of  the  Rust  Engineering  Co.,  of  Pittsburgh,  which 
is  represented  in  Canada  by  F.  H.  McKechnie.  of  Mon- 
treal. The  partnership  formerly  existing  between  S. 
M,  Rust,  of  Pittsburgh,  E.  J.  L.  Rust,  of  Birmingham, 
and  E.  M.  Rust,  of  Washington,  has  been  dissolved 
and  three  separate  firms  have  been  incorporated,  viz., 
the  Rust  Engineering  Co.  of  Pittsburgh,  the  Rust  En- 
gineering Co.  of  Birmingham,  and  the  Rust  En- 
gineering Co.  of  Washington.  The  three  former  part- 
ners will  form  the  majority  of  the  directorate  of  each 
of  the  three  companies. 


Plans  have  been  completed  for  the  new  theatre  at 
Regina.  Sask.,  for  the  Trans-Canada  Theatres,  Limit- 
ed. It  will  be  erected  on  the  site  of  the  Auditorium 
rink,  at  the  corner  of  Rose  &  Twelfth  Avenues.  The 
building  will  contain  eight  stores  on  the  ground  floor, 
offices  on  the  second  floor,  and  smoking  room,  rest 
rooms  and  dressing  rooms.  It  is  estimated  to  cost 
$335,000  when  completed. 


Mr.  A.  B.  Connell,  K.  C,  Woodstock,  was  appoint- 
ed chairman  of  the  Public  Utilities  Commission  of 
New  Brunswick,  recently.  Mr.  Connell  has  been  a 
member  of  the  commission  since  1912. 
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Cooler,  Warehouse  and  Office  Buildings  for 
Gunns  Limited  at  West  Toronto,  Ont. 

The  Last  Word  in  Packing  House  Construction — Cooler 
Building  has  Double  Framing  to  Provide  for  Cork  Insulation 

 By  J.  B.  Carswell,  B.Sc,  A.M.E.I.C.,  A.M.Inst.C.E.*  


IN  the  month  of  March,  1919,  the  progressive  firm 
of  Gunns  Limited,  packers,  West  Toronto,  Ont., 
decided  to  proceed  with  a  comprehensive  scheme 
of  enlargement  to  their  business  premises  in  or- 
der to  take  care  of  their  rapidly  expanding  business. 
Messrs.  Henschien  &  McLaren,  architects,  engineers, 
and  specialists  in  packing  house  construction,  were 
retained  to  make  a  complete  survey  of  the  existing 
plant,  in  order  that  the  new  buildings  contemplated 
would  work  in  as  units  of  the  final  scheme. 

The  need  for  additional  floor  space  was  so  urgent 
that  the  actual  construction  was  started  a  few  days 
later.  The  Carswell  Construction  Company  were 
selected  as  general  contractors  to  carry  out  the  work, 
and  the  first  drawings  received  were  made  by  the 
architects  on  the  back  of  an  envelope.  It  may  be 
said  to  the  credit  of  Henschien  &  McLaren,  that  not 
once  during  the  construction  was  the  work  held  up 
for  lack  of  information. 

The  scheme  which  was  finally  decided  upon  com- 
prised the  construction  of  three  distinct  buildings :  a 
cooler  building,  five  storeys  high,  with  provision  for 
a  further  three  storeys  on  top,  having  a  floor  area  of 
71,000  square  feet;  a  warehouse  building,  four  storeys 
high,  with  floor  space  of  24,000  square  feet;  and  a 
modern  office  building,  four  storeys  high,  with  an  area 
of  19,000  square  feet. 

Cork  Insulated  Walls  and  Floors 

The  cooler  building  was  designed  to  have  rein- 
forced concrete  floors  of  the  flat  slab  type,  using  the 
Corrugated  Bar  Company's  two-way  system.  Circu- 
lar columns  were  used  in  the  basement,  38  inches  in 
diameter,  reducing  to  27  inches  diameter  on  the  top 
floor.  The  feature  of  this  framing  was  the  split  col- 

*  President,  Carswell  Construction  Company,  Toronto. 


umns  necessitated  by  the  cork  insulation.  The  main 
exterior  walls  are  supported  on  an  entirely  independ- 
ent reinforced  concrete  frame  work,  6  inches  of  cork 
insulation  being  placed  between  it  and  the  interior 
frame  work  taking  the  floor  load.  Fig.  2  shows  this 
clearly.  Practically  400,000  square  feet  of  corkboard 
was  used  in  this  building,  making  it  in  reality  one 
large  refrigerator. 

The  floor  slabs  vary  in  thickness  from  8  inches  to 
WjA  inches,  and  the  live  load  from  125  to  250  pounds 
per  square  foot.  The  columns  are  spaced  20  feet 
centre  to  centre,  both  ways.  The  Port  Credit  Brick 
Company's  wire-cut  brick  was  used  on  the  exterior 
and  12-inch  Natco  hollow  tile  was  used  for  backing. 
Fig.  1  shows  the  elevation  of  this  building  with  the 
office  building  in  the  foreground  and  the  warehouse 
building  to  the  right. 

In  the  basement  of  this  building  are  provided  large 
pickle  vats  with  heavy  reinforced  concrete  walls.  The 
basement  floor  itself,  which  is  used  as  a  meat  cellar 
and  is  subject  to  the  action  of  the  brine  from  the 
pickle  vats,  together  with  very  heavy  trucking,  is 
paved  with  the  Streator  Brick  Company's  paving 
brick,  which  has  been  found  eminently  suitable  for 
this  class  of  work,  the  brick  being  burned  almost  to 
complete  vitrification. 

Low  Temperatures  in  Cooler  Building 

The  first  floor  of  the  cooling  building  is  particu- 
larly well  lighted  and  painted  with  "Stay-White"  en- 
amel. The  temperature  of  this  floor  is  maintained 
just  a  little  above  freezing.  The  second  and  third 
floors  of  this  building  have  a  slightly  lower  ceiling, 
and  are  used  as  freezer  storage  and  as  beef  freezer, 
respectively.  The  temperature  of  these  two  floors  is 
maintained  in  the  neighborhood  of  zero  and  conse- 
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quently,  cork  insulation  had  to  be  introduced  beneath 
the  floor  slab  at  the  second  floor  level  and  at  the  ceil- 
ing line  on  the  third  floor  level.  This  cork  insula- 
tion was  placed  directly  on  the  forms,  steel  reinforc- 
ing placed  on  tup  and  the  concrete  floor  laid  in  the 
usual  way.  The  fourth  floor  is  connected  by  an  over- 
head bridge  to  the  killing  rooms  in  the  main  building 
and  the  warm  carcasses  are  brought  over  by  means 
of  a  conveyor  and  taken  directly  into  the  meat-chill- 
ing room.  Mezzanine,  or  spray  loft  decks  are  provid- 
ed on  this  floor.  These  are,  of  course,  heavily  rein- 
forced concrete  slabs,  cantilevered  out  from  the  col- 
umns and  are  thoroughly  waterproofed  and  graded 
to  down-pipes.  Fig.  2,  the  main  cross  section  of  the 
building,  shows  the  above  points  clearly. 

Refrigeration  Methods 

For  the  refrigeration  of  the  cooler  it  was  neces- 
sary to  consider  that  two-thirds  of  the  building  would 
be  carried  at  a  temperature  of  from  32°  to  36°  Fahr. 
and  the  balance  at  a  temperature  of  15°  Fahr.  down 
to  minus  10°  Fahr.  For  the  higher  temperature  work 
it  was  decided  to  use  the  brine  system  of  refrigera- 
tion. A  large  storage  tank  for  cold  brine  was  built 
of  concrete  and  insulated  with  cork-board.  The 
brine  is  refrigerated  by  means  of  1 in-  pipe  coils, 
through  which  sufficient  ammonia  is  expanded  to  cool 
the  brine  to  a  temperature  of  17°  to  14°  Fahr. 

The  chilled  brine  is  pumped  to  the  cold  storage 
rooms  and  employed  according  to  the  requirements 
of  the  operating  conditions  of  these  rooms.  Where 
the  warm  beef  is  hung  on  the  fourth  floor,  a  system 
of  brine  sprays  are  installed  whereby  the  brine  is 
sprayed  over  the  mezzanine  floors  already  described. 
The  animal  heat  from  the  meat  rises  through  the  air 
ducts  up  to  the  mezzanine  floors  where  it  is  exposed 
to  a  continuous  spray  of  brine.  This  cools  and  puri- 
fies the  air  and  condenses  the  moisture.  The  temper- 
ature of  the  brine  increases  four  to  five  degrees  by 
coming  in  co'ntact  with  this  warm  air  and  it  is,  there- 


fore, returned  by  gravity  directly  to  the  brine  tank 
for  recooling. 

In  the  sales  cooler  on  the  first  floor,  where  the 
refrigerated  beef  is  stored  after  the  first  chilling,  a 
different  system  of  brine  refrigeration  is  employed. 
This  room  requires  refrigeration  to  maintain  a  tem- 
perature of  34°  to  36°  Fahr.,  and  the  air  should  be 
frequently  circulated  and  purified.  A  system  of  eight- 
inch  galvanized  pipes,  open  at  each  end,  was  installed, 
and  the  cold  brine  is  sprayed  through  these  pipes. 
This  creates  a  suction  which  circulates  the  air 
through  the  pipes  and  brings  it  in  contact  with  the 
cold  brine,  so  that  it  is  refrigerated  and  purified.  By 
this  method  a  constant  circulation  of  pure  air  is  set 
up  in  the  cooler,  which  is  very  important  where  meat 
is  kept  for  some  time. 

The  curing  rooms  in  the  cellar  are  refrigerated  by 
direct  expansion  of  ammonia,  which  is  pumped 
through  a  system  of  cooling  pipes  in  sufficient  amount 
to  maintain  a  temperature  of  36°  to  38°  Fahr. 

Ten  Degrees  Below  Zero  Maintained  in  Places 

The  same  method  of  refrigeration  was  employed 
on  the  second  and  third  floors  in  the  low  temperature 
rooms  used  for  freezing  meats  and  storage  of  frozen 
products.  Two-inch  ammonia  pipes  were  installed  on 
the  ceilings ;  through  these  ammonia  is  expanded  as 
ma)'  be  required  to  maintain  the  desired  temperature. 
Some  of  these  rooms  can  be  made  as  cool  as  10° 
below  zero.  This  temperature  is  necessary  where  meat 
products  are  to  be  frozen  quickly.  As  soon  as  the 
meat  is  thoroughly  frozen  it  is  removed  from  the 
sharp  freezer  into  the  storage  freezer  and  held  at  a 
temperature  of  10°  to  15°  Fahr,  hence  the  necessity 
of  the  floor  and  ceiling  insulation,  as  mentioned 
above. 

The  entire  refrigeration  was  designed  by  Hensch- 
ien  and  McLaren  and  installed  by  the  engineering 
department  of  Gunns  Limited,  under  the  supervision 
of  their  chief  engineer,  Mr.  Gibson.   The  refrigerat- 


pjg    jj  xhe  main  cross  section  of  the  cooler  building,  illustrating  special  nature  of  the  design 
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Ulg  machinery  was  purchased  from  The  Canadian 
Linde  Company,  Montreal. 

Another  big  feature  of  these  buildings  is  the  con- 
struction of  the  doors.  Intercommunicating  doors 
within  the  cooler  building  itself  are  constructed  with 
maple  rails  and  tilled  in  with  matched  white  pine 
placed  vertically,  The  whole  door  is  bound  together 
with  3/8  inch  bolts'  with  counter-sunk  heads  fasten- 
ing through  the  breadth  of  the  door.  The  openings 
leading  out  of  the  cooler  building  are  equipped  with 
heavy  refrigerator  doors  of  standard  pattern  on  the 
inside  and  steel  plate  doors  on  the  outside.  Most  of 
these  doors  are  built  in  four  leaves,  Dutch  type,  in 
order  to  take  care  of  the  meat  rails  passing  through 
the  openings,  Certain  other  openings  are  equipped 
with  combined  cooler  and  lire  doors  of  an  interesting 
detail . 

The  whole  building  is  equipped  with  an  extensive 
system  of  meat  rails.  These  are  hung  from  the  flat 
slabs  on  6-inch  by  8-inch  yellow  pine  beams  by  means 
of  inserts  placed  on  the  forms  before  pouring.  The 
meat  thus  passes  through  the  various  processes  from 
the  killing  room  into  the  hanging  cooler,  down 
through  tli c  different  floors  and  into  the  elevator 
without  once  being  handled.  A  "beef  drop"  is  pro- 
vided in  one  corner  by  means  of  which  the  meat  is 
passed  from  one  floor  to  another  by  gravity. 

Office  and  Warehouse  Buildings 

The- framing  used  in  the  office  building  is  also  re- 
inforced concrete  with  combined  hollow  tile  and  con- 
crete floors.  Three  floors  are  devoted  to  executive 
offices  and  the  fourth  floor  to  staff  recreation  and 
dining  rooms. 

The  warehouse  building  is  of  a  simple  reinforced 
concrete  beam  and  girder  construction. 

Construction  Methods 

Construction  was  commenced  about  the  middle  of 
March,  1919.  The  general  excavation  of  8,000  cubic 
yards  was  done  by  steam  shovel,  and  that  for  the 
pickle  vats,  which  were  located  under  the  office  build- 


ing and  considerably  deeper,  by  a  travelling  Stiff-leg 
with  clam  shell  bucket. 

To  handle  the  7,000  cubic  yards  of  concrete,  a  stiff- 
leg  derrick  with  a  yard  and  a  half  clam  was  erected 
in  position  to  reach  material  cars  on  both  tracks  and 
discharge  directly  into  overhead  stone  and  sand  bins 
above  the  mixer.  The  mixed  concrete  was  hoisted  in 
a  tower,  and  distributed  by  a  combination  of  hoppers, 
chutes  and  buggies,  and  on  the  floors  the  average 
pouring  was  a  cubic  yard  every  minute  and  three 
quarters.  Almost  every  foot  of  the  floor  in  the  cooler 
and  warehouse  buildings  had  a  one-inch  finish  laid 
integrally  with  the  base,  and  hardened  with  about 
six  pounds  of  " Ferro-fax,"  to  a  bag  of  cement. 

The  column  and  drop  head  forms  were  of  2  in. 
stock,  and  the  slab  form  of  7/8  square  edged.  The 
design  of  form  work  was  necessarily  intricate,  because 
of  sloping  floors,  varying  floor  thicknesses,  and  storey 
heights,  and  because  of  the  four  and  six-inch  space 
between  the  twin  columns  and  beams. 

All  cork  insulation  was  in  two  thicknesses  with 
broken  joints.  For  ceilings  and  floors,  the  two  layers 
were  laid  upon  the  forms,  with  mortar  bed  between 
and  the  concrete  placed  on  top.  On  vertical  surfaces 
the  bond  between  the  first  layer  of  cork  and  the  con- 
crete was  made  by  mortar.  The  second  layer  of  cork 
was  dipped  in  mineral  odorless  asphalt,  which  formed 
the  bond.  Where  cork  was  laid  on  -floors,  both  layers 
were  laid  up  in  mortar.  All  cork  surfaces  were  fin- 
ished with  a  scratch  and  finish  coat  of  cement  plas- 
ter, and  given  a  glazed  surface. 

All  elevations,  as  seen  from  the  streets,  show  full 
brickwork  and  are  very  attractive  in  appearance,  with 
colored  brick  panels  and  glazed  tile  ornaments.  Sills 
and  coping  are  in  Indiana  limestone. 

The  owners  were  utilizing  portions  of  the  build- 
ings from  August  onward.  At  the  same  time,  exten- 
sive improvements  were  made  to  the  old  buildings, 
and  towards  the  completion  of  the  work  three  more 
storeys  were  added  to  the  north  end  of  the  cooler 
building,  to  take  care  of  pickle-making  equipment. 
The  entire  new  plant  was  in  operation  in  December. 


An  Imposing  New  Church  in  St.  John,  N.  B. 

St.  David's  Church,  Replacing  Burnt  Edifice,  is  Designed 
on  Gothic  Lines — Details  of  the  Design  and  Architecture 


THE  new  St.  David's  Church  in  St.  John,  N.  B., 
occupies  the  site  of  two  former  church  build- 
ings which  were  successively    destroyed  by 
fire.    In  many  ways  the  new  edifice  is  superior 
to  both  of  its  predecessors.    The  imposing  facade  is 
of  rock-faced,  Spoon  Island  granite  with  tooled  free- 
stone trimmings.    The  style  is  perpendicular  gothic. 

A  narthex,  12  ft.  6  in.  wide  and  30  ft.  long,  entered 
by  three  massive  doors,  gives  access  to  the  main  audi- 
torium. This  entrance,  floored  with  9  in.  red  quarry 
tile,  with  walls  rough-plastered  and  panelled  in  brown 
ash  and  vaulted  ceiling,  is  shut  off  at  either  end  by 
a  handsome  brown  ash  and  leaded  glass  screen  from 
the  stair  halls,  12  ft.  6  in.  by  20  ft.  From  the  latter, 
stairs  lead,  by  easy  stages  to  a  gallery  running  the 
full  width  of  the  front  and  having  a  seating  capacity 
of  190. 

The  main  auditorium  is  57  ft.  wide,  and  80  ft. 
deep,  with  a  transept  on  either  side  27  ft.  wide  and  11 


ft.  deep.  The  woodwork  of  rafters,  trusses,  pulpit, 
pews,  panelling,  etc.,  is  of  dark  brown  ash,  the  effect 
of  which  is  greatly  enhanced  by  some  exceptionally 
fine  carving,  the  work  of  a  veteran  master  of  the 
craft,  Mr.  John  Rogerson,  who,  though  now  in  his 
83rd  year,  carved  the  capitals  of  the  clustered  columns 
at  either  side  of  the  choir  arch  and  transept  arches, 
brackets  at  the  base  of  the  roof  trusses,  and  the  beauti- 
ful panels  of  the  pulpit  as  his  contribution  to  the 
church  of  which  he  has  been  a  faithful  attendant'and 
office  bearer  for  some  70  years. 

Opening  off  the  auditorium  are  the  choir  room,  17 
ft.  x  26  ft.  and  the  vesty  15  ft.  x  17  ft.  In  the  rear  is 
the  Sunday  school  building  now  partially  completed 
and  which  makes  provision  for  a  main  room,  35  ft.  x  48 
ft.,  which,  by  means  of  rolling  partitions,  can  be  enlarg- 
ed to  two  parlours,  one  16  ft.  x  32  ft.  and  the  other.  18 
ft.  x  32  ft.  Along  one  side  of  the  main  room  are  four 
class  rooms,  each  9  ft.  x  11  ft.,  and  library.    There  is 


May  19,  1920 


THE  CONTRACT  RECORD 


453 


Exterior   and   interior  views 
of    St.    David's    Church  at 
St.  John.  N.B.,  one  of  that 
city's    imposing  religious 
edifices. 


also  a  gallery  containing  four  class  rooms,  primary 
class  room  and  pastor's  room.  The  lower  floor  con- 
tains gymnasium  with  14  ft.  ceiling,  large  meeting 
room,  kitchen,  pantries,  storage  rooms,  and  hoys'  and 
girls'  lavatories. 

Lighting  is  done  by  the  indirect  system  and  is 
found  to  be  very  satisfactory.  The  building  is  heated 
by  steam  supplied  by  two  boilers  cross  connected  so 
that  one  or  both  can  be  used  as  desired. 

Ventilation  is  secured  by  the  use  of  indirect  coils 
which  deliver  a  supply  of  fresh,  warmed  air  through 
registers  in  the  floor. 

The  fine  organ  was  installed  by  Cassavant  Freres 
of  St.  Hyacinthe,  Que. 

The  architect  of  the  building  is  Mr.  F.  Neil  Brodie 
of  St.  John,  N.  B.  The  work  of  construction  was  done 
by  the  following:  General  contractor,  J.  Medley  Bel- 
yea;  mason  work,  B.  Mooney  &  Sons;  heating  and 
plumbing,  J.  H.  Doody  ;  electric  wiring  and  fixtures, 
Yaughan  Electric  Co.;  painting  and  glazing,  J.  H. 
Pullen ;  seating.  Valley  Seating  Co.,  Dundas,  Ont. 

The  cost  of  the  building,  including  the  organ,  was 
about  $120,000. 


Dr.  Ellis  Honored  by  E.  I.  C. 

Presented  with  Badge  of  Honorary  Member- 
ship by  Toronto  Branch— Prof.  Slater 
Lectured  on  E.  F.  C.  Tests 


DR.  W.  H.  Ellis,  formerly  Dean  of  the  Faculty 
of  Engineering  and  Applied  Science  at  the 
University  of  Toronto,  was  presented  with 
the  gold  badge  of  honorary  membership  in 
the  Engineering  Institute  of  Canada  at  the  final  meet- 
ing for  the  season  of  the  Toronto  branch,  held  on 
May  13th.  The  presentation  was  made  by  members 
of  the  branch  at  the  request  of  the  Council  of  the 
Engineering  Institute  in  tribute  to  Dr.  Ellis'  long  and 
distinguished  service  in  the  field  of  engineering  and 
applied  science. 

The  public  had  not  realized  the  varied,  qualities 
possessed  by  Dr.  Ellis,  declared  Prof.  H.  E.  T.  Haul- 
tain  in  a  brief  speech  of  introduction.  They  were  of 
an  academic,  scientific  and  business  nature,  and  he  was 
eminent  in  all  three.  He  was  a  poet  of  no  mean  abil- 
ity, a  skilled  raconteur  and  a  fisherman.  He  was  the 
outstanding  man  of  culture  in  the  university— mam  - 
sided,  well-rounded.   Many  men  had  come  under  his 


beneficent  influence  in  the  character  of  a  teacher.  But 
he  was  not  of  a  soft,  gentle,  academic  type.  He  had 
borne  arms  in  his  country's  service.  Lately  during 
the  clash  resulting  from  the  rivalries  of  the  Dominion 
and  Provincial  Governments  on  the  subject  of  the 
training  of  returned  men,  in  which  work  Dr.  Ellis  had 
taken  a  responsible  post,  he  had  stood  firm  and  the 
storm  had  passed.  Through  his  influence,  the  School 
of  Engineering  Research  had  been  established  and  in 
this  respect  he  was  specially  worthy  of  welcome  by  the 
Engineering  Institute. 

Mr.  C.  H.  Rust,  a  former  chairman  of  the  branch, 
spoke  of  the  admiration  and  love  of  his  students  for 
Dr.  Ellis.  Mr.  R.  O.  Wynne-Roberts,  chairman  of  the 
branch,  then  presented  the  gold  badge  to  Dr.  Ellis, 
amid  hearty  applause. 

In  replying,  Dr.  Ellis  stated  that,  while  he  was  not 
an  engineer,  he  had  long  worked  and  associated  with 
engineers,  and  had,  perhaps,  gained  some  of  their  at- 
mosphere. He  appreciated  the  honor  greatly. 

Concrete  Ship  Not  a  Failure 

"There  is  a  general  impression  that  the  concrete 
ship  has  failed,"  remarked  Prof.  W.  A.  Slater,  B.S., 
C.E.,  M.  S.,  Engineer  Physicist,  United  States  Bureau 
of  Standards,  in  the  course  of  a  lecture,  following  the 
presentation,  on  the  testing  of  reinforced  concrete 
beams  and  ship  frames  for  the  United  States  Emer- 
gency Fleet  Corporation.  "I  want  to  correct  that  im- 
pression. I  am  not  ready  to  say  that  it  has  been  an 
unqualified  success,  but  structurally,  so  far  as  we 
know  anything  about  it  in  use,  it  has  been  a  success." 

A  concrete  ship  would  suffer  the  same  damage  as 
other  types  of  ship  in  collision,  said  Prof.  Slater.  The 
salvation  of  the  ship  was  the  ease  of  repair  and  the 
smallness  of  the  hole  resulting  from  impacts.  Exten- 
sive tests  had  been  carried  out  to  prove  the  strength 
of  reinforced  concrete  for  ship  purposes.  The  failure 
of  the  concrete  in  these  tests  had  been  a  tension 
failure.  They  showed  that  it  was  necessary  to  inspect 
the  steel  used  as  carefully  as  the  concrete.  Prof.  Slater 
showed  a  number  of  photo  and  diagram  slides  illus- 
trating the  results  of  tests. 


The  contracting  business,  formerly  conducted  by 
Mr.  J.  C.  Diffin  of  Welland,  Ont.,  has  now  been  taken 
over  by  the  Diffin  Construction  and  Supplv  Company, 
Limited. 


With  a  capital  of  $20,000,  the  Joliette  Sand  Pit 
Company,  Montreal,  has  been  incorporated  to  deal  in 
sand  of  all  kinds  and  to  open  and  work  sand  pits. 
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Investigations  on  the  Presence  of  Alumina 
Hydrate  in  Mechanically  Filtered  Water 

Its  Occurrance  was  Noted  in  All  Waters  Examined — Presence 
in  Toronto  Water  is  Devoid  of  Any  Sanitary  Significance 

 By  Norman  J.  Howard  and  Frank  Hannan*  ■  


THE  question  of  the  presence  of  aluminum  hy- 
drate in  the  effluents  of  mechanical  filtration 
plants  has  recently  caused  considerable  differ- 
ences of  opinion  amongst  those  directly  con- 
cerned in  the  purification  of  public  water  supplies.  Tn 
Toronto  where  the  new  drifting  sand  is  in  commis- 
sion, an  alumina  reaction  has  always  been  obtained 
in  the  filtered  water,  and  in  view  of  the  fact  that  this 
is  an  entirely  new  system,  it  has  been  claimed  by 
some  to  be  caused  by  the  direct  application  of  alumi- 
num sulphate  to  the  filters,  without  a  preliminary  per- 
iod of  coagulation  and  sedimentation.  The  exponents 
of  the  standard  mechanical  gravity  filter  claim  that 
the  filtered  water  from  mechanical  plants,  if  properly 
operated,  would  yield  an  effluent  entirely  free  from 
aluminum  sulphate  or  aluminum  hydrate. 

Presence  of  Aluminum  Hydrate  is  Common 

Correspondence  has  passed  between  numerous  en- 
gineers, sanitarians  and  the  writers,  as  to  the  condi- 
tions existing  principally  in  the  states  of  New  York, 
Maryland,  Rhode  Island  and  province  of  Ontario.  The 
consensus  of  opinion  was  that  the  presence  of  alumi- 
num hydrate  in  the  effluents  of  many  mechanical 
plants  was  not  an  unusual  condition  and  was  frequent- 
ly met  with,  and  the  reason  why  such  cases  had  not 
appeared  in  the  experiences  of  some  waterworks  auth- 
orities might  well  be  due  to  the  fact  that  a  number  of 
consulting  engineers  have  little  or  no  routine  relation 
with  the  daily  operating  details  or  results  in  filtration 
plants. 

Tn  view  of  the  importance  of  the  question  it  was 
thought  desirable  to  investigate  further  the  condi- 
tions with  the  object  of  throwing  light,  if  possible,  on 
a  subject  involving  a  study  of  some  of  the  colloidal 
properties  of  aluminum  about  which  so  little  is  known. 
It  is  yet  too  early  to  form  any  definite  conclusion  and 
the  opinions  expressed  hereafter  are  only  based  upon 
conditions  as  actually  found  to  exist  in  Toronto. 

Investigation  in  the  laboratories  of  the  filtration 
plant  have  confirmed  previously  expressed  opinions 
that  the  removal  of  aluminum  hydrate  in  treated  Lake 
Ontario  water  was  an  impossibility.  It  is  not  pro- 
posed to  even  consider  the  question  of  aluminum  sul- 
phate occurring  in  the  effluents  of  the  Toronto  plant, 
as  with  a  normal  alkalinity  in  the  raw  water  of  nearly 
100  parts  per  million  estimated  as  calcium  carbonate, 
the  presence  of  undecomposed  alum  would  be  a  chemi- 
cal impossibility. 

The  initial  laboratory  experiments  were  made  with 
mechanically  filtered  water,  and  with  water  treated 
in  the  laboratory  with  aluminum  sulphate.  The  quan- 
tity of  chemical  applied  ranged  between  one-half  and 
two  and  one-half  grains  per  Imperial  gallon.  A  period 
of  four  hours  sedunentation  was  allowed  the  labora- 
tory samples  before  filtering  through  small  rapid  sand 
filters.    The  samples  were  then  tested  for  a  positive 

*P.acteriolof?ist  in  cliarpe  and  chemist,  respectively,  Toronto  filtra- 
tion plant  laboratories, 


or  negative  alumina  reaction.  The  reagents  used 
were  fresh  solutions  of  extracts  of  logwood  (1  per 
cent.),  hacmatoxylin  (0.3  per  cent.)  and  N  x  6  acetic 
acid.  The  presence  of  alumina  was  determined  by  the 
formation  of  a  blue  to  purple  color  which,  after  acidi- 
fication, turned  to  pink  or  brown.  In  the  absence  of 
alumina  a  deep  pink  color  resulted  which  turned  to 
yellow  on  addition  of  the  acid.  It  was  found  that  con- 
trol tubes  were  always  necessary  on  account  of  the 
extremely  sensitive  nature  of  some  of  the  reactions. 

Hydrate  Present  In  Every  Case 

Throughout  the  whole  series  of  a  large  number  of 
tests,  not  a  single  sample  that  had  been  mechanically 
filtered  or  artificially  treated  with  alum  in  the  labora- 
tory failed  to  give  a  positive  reaction.  Further  ex- 
periments were  made  to  determine  if  six  thicknesses 
of  very  fine  paper  would  retain  the  hydrate.  The  fil- 
ter papers  used  were  Whatmans  number  5.  In  order 
to  get  water  through  the  filter  a-  suction  pump  was 
used.  The  results  of  these  tests  were  extremely  inter- 
esting as  it  was  found  that  the  first  50  c.c.  of  water 
which  had  passed  through  showed  a  considerable  de- 
crease in  the  intensity  of  reaction.  The  next  50  c.c. 
gave  an  increase  over  the  first  50,  while  after  the  pas- 
sage of  200  c.c,  little  change  could  be  seen  in  the 
filtered  and  unfiltered  solutions.  This  clearly  pointed 
to  adsorption  and  the  explanation  of  this  would  seem 
to  point  to  the  action  being  electrostatic.  When  posi- 
tive hydrosols  are  passed  through  filter  papers  which 
are  negatively  charged  in  contact  with  pure  water,  ad- 
sorption of  the  positively  charged  hvdrosols  (colloidal 
alumina)  and  the  neutralization  of  the  negative  charge 
of  the  filter  paper  results.  When  sufficient  of  the  hy- 
drosols have  passed  through  to  render  the  filter  paper 
neutral,  adsorption  no  longer  takes  place  and  alumina 
passes  through  freely  in  colloidal  form.  This  explana- 
tion is  supported  by  the  fact  that  a  filter  paper  which 
has  had  its  negative  charge  neutralized  by  the  adsorp- 
tion of  Al  ions  has  much  less  action  than  a  fresh  paper. 

A  similar  experiment  was  made  with  the  positive 
collo;d  methvlene  blue  (.5  p. p.m.  or  a  .00005  per  cent, 
solution).  This  was  passed  through  six  thicknesses  of 
filter  paper  and  the  coldr  was  retained  until  1115  c.c. 
had  passed,  after  which  a  gradual  and  progressive  in- 
crease was  noted.  The  experiment  was  continued  un- 
til 10,065  c.c.  (approximately  ten  litres)  had  been  fil- 
tered, after  which  it  was  impossible  to  distinguish  be- 
tween the  filtered  and  unfiltered  solutions. 

Variation  in  Rate  of  Filtration  Has  Little  Effect 

Experiments  were  next  made  to  determine  the  effect 
of  variation  in  the  rate  of  filtration.  Water  treated 
with  1  grain  per  gallon  and  mechanically  filtered  at  the 
rate  of  75,100,125  and  150  million  gallons  per  acre  per 
day  showed  little  change  in  the  alumina  reaction.  It 
should  be  pointed  out  here  that  our  observations  show- 
ed the  sand  to  retain  alum  for  a  considerable  period 
after  the  application  of  alum  had  ceased,  and  that  fre- 
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quent  backwashing  was  necessary  to  free  the  sand  par- 
ticles from  the  hydrate.  This  experiment  was  dupli- 
cated using  the  small  laboratory  filters  when  similar 
results  were  obtained. 

Further  tests  were  made  to  determine  the  effect  of 
the  addition  of  Ca  (OH>  to  water  treated  with  alumi- 
num sulphate.  To  each  sample  of  raw  water  one  grain 
of  alum  was  added  plus  the  molecular  equivalent  of 
lime  water  (1.5  c.c.  of  N  x  .04524  Ca  (OH>  solution) 
necessary  for  exact  precipitation.  The  application  was 
in  the  following  order: 

Series.  1.  Water  +  Lime  +  Alum 

2.  Water  +  Alum  +  Lime 

3.  (Alum  +  Li  me)  -f-  Water 

4.  Water  4-  Alum 

5.  Control  Water  +  Lime 

The  physical  effects  were  first  observed  and  it  was 
seen  that  numbers  1,  2  and  4  generally  flocced  in  a 
similar  manner,  but  that  number  three  produced  a  heav- 
ier flock  which  precipitated  rapidly.  The  principal 
reason  for  making  these  tests  was  to  determine  if  the 
addition  of  lime  would  decrease  the  residual  hydrate  af- 
ter filtration.  After  standing  thirty  minutes  all  samp- 
les were  filtered  through  fine  filter  papers  (Whatmans 
No.  5)  and  then  tested  for  the  alumina  reaction.  The 
whole  series  excluding  the  control  gave  a  positive  re- 
action. A  slightly  weaker  reaction  was  obtained  from 
number  three,  while  the  control  consisting  of  water  and 
lime  alone  gave  a  negative  reaction. 

No  Water  Failed  to  Show  Alumina 

Considerable  other  work  has  been  carried  out  and 
every  endeavor  made  to  find  a  water  in  Ontario  that 
had  been  treated  with  alum  in  the  laboratory  or  me- 
chanically filtered  after  the  application  of  aluminum 
sulphate,  which  would  not  give  a  positive  alumina  re- 
action. Samples  under  observation  included: — 

1.  Drifting-sand  filtered  water. 

2.  Mechanical  gravity  filtered  water. 

3.  Mechanical  pressure  filtered  water. 

4.  Well  water  treated  with  Al  (SO>. 

Very  careful  technique  and  negative  controls,  hav- 
ing a  similar  degree  of  alkalinity  were  found  to  be  al- 
ways necessary  in  order  that  strictly  accurate  reactions 
could  be  recorded.  On  account  of  the  large  number  of 
examinations  involved  and  the  absence  of  any  known 
rapid  method  for  estimating  minute  traces  of  alumina, 
it  was  not  found  practicable  to  make  quantitative  esti- 
mations. So  far,  we  have  been  unable  to  find  a  water 
which  after  treatment  has  not  yielded  a  positive  alumi- 
na reaction.  We  believe  that  the  principal  points  in- 
volved are  the  hydrogen  ion  concentration  of  the  water 
under  treatment,  and  the  colloidal  nature  of  the  alumi- 
na when  in  solution.  It  seems  to  us  very  doubtful  that 
the  complete  removal  of  decomposed  alum  in  water 
having  a  similar  hydrogen  ion  concentration  (Ph 
8-8.6)  can  be  achieved  by  filtration.  Laboratory  experi- 
ments have  shown  alumina  to  remain  in  solution  after 
standing  for  a  period  of  four  months,  but  it  was  noticed 
that  the  hydrate  underwent  a  change  and  probably  be- 
came an  aluminate.  In  what  form  we  are  at  present  un- 
ble  to  say.  Of  recent  date  chemists  would  appear 
to  be  satisfied  with  distinguishing  only  two  sets  of 
colloidal  solutions,  which  they  have  called  solutions  of 
alumina  and  metalumina. 

So  far  as  we  are  in  a  position  to  judge,  the  residual 
hydrate  in  the  Toronto  water  is  harmless^  has  no  cor- 
rosive properties,  and  is  devoid  of  all  sanitary  signifi- 
cance.    Mr.  Rudolph  Thompson  of  the  laboratory 


staff  has  taken  an  active  part  along  with  the  writers, 
in  the  whole  of  the  experimental  work  carried  out. 

Summary  of  Observations  and  Probable  Fate  of  Hy- 
drosols  in  Mechanically  Filtered  Water 

1.  Effluents  from  all  treated  waters  examined 
gave  positive  reactions. 

2.  Intensity  of  reaction  slowly  diminished  on 
long  standing,  but  after  four  months  was  still  percep- 
tible. 

3.  If  25  c.c.  of  concentrated  salt  solution  (com- 
mercial NaCl  were  added  to  one  litre  of  treated 
w  ater,  no  reaction  could  be  observed  after  sixty  days. 

4.  Freezing  did  not  affect  the  reaction  neither  did 
boiling. 

5.  Concentration  by  boiling  to  one-tenth  of  origin- 
al bulk  threw  down  a  rather  abundant  crystalline  pre- 
cipitate which  included  considerable  Al.  The  clear 
solution  no  longer  gave  the  reaction. 

6.  Filtered  through  six  thicknesses  of  Whatman 
number  5  filter  paper  the  reaction  was  still  obtained. 
There  was  evidence  of  adsorption  of  sol  by  the  paper. 

7.  The  sols  freely  ascended  bibulous  paper:  over 
13  cm.  in  48  hours. 

8.  Water  of  Ph  8.0-8.6  yielding  no  reaction  if 
brought  into  contact  with  alumina  gels,  or  if  passed 
through  a  filter  paper  which  has  adsorbed  alumina 
sols  will  yield  a  positive  reaction. 

9.  Non  reacting  Al  in  solution  can  be  brought  to 
react  by  slightly  acidifying,  boiling,  cooling  and  re- 
storing the  original  Ph  value  by  cautious  addition 
of  ammonium  carbonate.  The  presence  of  iron  may 
interfere  with  this  test,  as  haematoxylin  combines  with 
iron  in  preference  to  alumina  when  both  are  present 
together  in  reactive  form. 

These  reactions  can  be  accounted  for  if  we  as- 
sume : — 

1.  Haematoxylin  enters  into  reaction  with  alum- 
ina sols  but  not  with  alumina  ion. 

2.  Alumina  gel  is  readily  peptised  in  presence  of 
OH-ion,  even  at  Ph8. 

3.  Alumina  sols  are  not  stable  in  presence  of  OH 
ion  but  are  converted  into  aluminate  ions 

AI(OH)34-OH-  -A102-+2H20. 

4.  Aluminate  ions  are  stable  in  presence  of  OH 
ion  but  are  decomposed  by  acids  with  formation  of 
aluminum  ions 

A102"4-2H+  ~Al(OH)2+. 

5.  The  degree  of  dispersion  of  the  sols  is  prob- 
ably greater 

(A)  In  presence  of  NaCl 

(B)  With  increased  OH-ion  concentration 

(C)  After  severe  filtration 

6.  Higher  dispersion  accelerates   the   course  of 

reactions. 

These  assumptions  should  not  be  regarded  as  any- 
thing more  than  a  first  approximation.  The  reactions 
which  actually  take  place  are  in  all  probability  far 
more  complex. 


The  Rancourt  Construction  Co.  Ltd.,  recently  in- 
corporated, has  opened  offices  at  715  Power  Building, 
83  Craig  St.  W.,  Montreal.  Mr.  J.  C.  Rancourt,  man- 
ager of  the  firm,  wishes  to  get  in  touch  with  several 
cstimaters  and  architectural  draftsmen  and  would 
also  be  pleased  to  receive  catalogs  on  building  material 
and  equipment. 
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Farm  Housing  Demands  More  Consideration 

Problem  Requires  Immediate  and  Adequate 
Attention    Suggested   Features  of  Construction 


THE  question  of  farm  housing  is  one  of  the  ut- 
most gravity.  It  is  intimately  and  fundamen- 
tally connected  with  a  basic  industry,  agricul- 
ture. It  has  been  left,  in  the  main,  to  develop 
almost  automatically,  without  help  or  guidance  from 
any  source  that  might  be-  qualified  t<>  render  mate  rial 
aid  or  able  and  intelligent  suggestion.  It  is  to-day  a 
problem  that  demands  immediate  and  adequate  at- 
tention if  the  best  interests  of  our  nation  are  to  be 
conserved. 

Recent  investigation  by  federal  and  state  author- 
ities indicate  that  the  spirit  of  unrest  and  dissatisfac- 
tion so  prevalent  in  other  industries,  extends  also -in- 
to the  agricultural  field.  It  involves  directly  or  in- 
directly, the  farm  owner,  the  farm  tenant,  and  every 
farm  worker.  Though  there  has  undoubtedly  been 
improvement  in  general  living  conditions  on  farms, 
making  the  comparison  from  generation  to  generation, 
still  the  change  has  not  been  commensurate  with  that 
in  favorable  urban  communities.  This  insufficient 
development,  in  connection  with  other  universally  dis- 
turbing factors,  such  as  unsettled  labor  and  discourag- 
ing market  conditions,  is  productive  of  a  spirit  of  dis- 
content and  depression  which  is  becoming  increasing- 
ly apparent,  and  which  will  undoubtedly  result  in  in- 
creasingly unfavorable  reactions. 

The  fact  that  housing  conditions  on  many  of  the 
farms  of  the  country  are  notoriously  inadequate  and 
are  instrumental  in  promoting  dissatisfaction  among 
our  agricultural  population  is  brought  out  in  a  com- 
mittee report  read  at  the  National  Conference  on  Con- 
crete House  Construction.  All  industries,  continues 
this  report,  are  looking  to  agriculture  to  exert  that 
ameliorating  influence  which  might  act  as  oil  on 
troubled  waters.  No  effort  should  be  spared  which  in 
any  way  will  contribute  to  the  strength  of  this  in- 
fluence ;  agricultural  contentment  is  essential  to  uni- 
versal, industrial  peace  ;  good  home  life  is  the  basis 
of  agricultural  contentment,  and  a  good  home  is  es- 
sential for  the  enjoyment  of  good  home  life. 

"In  the  near  future  many  new  farm  houses  will 
be  built ;  they  should  be  built  so  as  to  include  the  maxi- 
mum of  desired  features.  Health  and  happiness  in 
the  home  are  not  marketable  commodities,  and  yet  if 
estimated  through  a  term  of  years,  no  one  could  deny 
that  tangible  profits  would  accrue  from  an  investment 
in  a  home  which  would  insure  more  comfortable  liv- 
ing conditions  and  healthier  population.  In  accord- 
ance with  human  tendencies,  the  mistakes  and 
triumphs  incorporated  in  the  structures  of  one  genera- 
tion will  be  transmitted  to  the  next  where  their  in- 
fluence will  be  unfavorable,  or  favorable,  as  the  case 
may  be.  The  present  generation  should  feel  it  their 
duty  to  build  wisely  for  the  future." 

Purposes  of  the  Farm  House 

The  fundamental  purposes  of  the  farm  house,  that 
of  providing  shelter  and  warmth  naturally  apply  to  the 
farm  house  as  well  as  to  a  house  in  any  location.  Be- 
cause rural  conditions,  however,  are  different  from  ur- 
ban or  suburban  conditions,  it  may  be  well  to  further 


differentiate  the  reasons  why  farm  houses  are  neces- 
sary. The  report  referred  to  names  these  reasons  as 
follows : — 

1.  To  provide  shelter  from  the  elements  and  their 
(  fleets,  such  as  rain,  snow,  ice,  wind,  heat,  and  cold. 

2.  To  furnish  protection  from  animals,  vermin, 

and  insects. 

3.  To  provide  safe  and  adequate  storage  for  the 
various  goods  and  treasures  of  the  family. 

4.  To  provide  an  administrative  centre  from 
which  the  farm  operations  may  be  directed. 

5.  To  provide  a  place  in  which  the  social  life  of 
the  family  may  be  developed  and  consummated. 

6.  To  make  provision  for  the  desirable  privacy  of 
the  individual  and  the  family. 

7.  To  provide  a  home. 

Economic  Minimum  for  the  Farm  House 

Perhaps  the  fundamental  issues  of  farm  housing 
can  be  most  readily  examined  if  there  be  made  first  a 
definition  as  to  what  should  constitute  an  economic 
minimum  of  requirements  for  the  dwelling.  It  is  re- 
cognized that  promulgation  of  such  a  minimum  can 
be  made  only  after  a  most  serious  consideration  of  all 
the  conditions  and  influences  affecting  farm  life,  and 
that  no  one  minimum  can  be  made  which  will  be  uni- 
versally applicable  to  all  conditions,  in  all  localities. 
Authorities  may  also  differ  as  to  what  constitutes  a 
minimum,  and  it  can  be  readily  conceived  that  items 
of  such  a  minimum  may  change  from  time  to  time. 
This  minimum  standard  should  be  based  on  the  least 
household  provision  at  which  wholesome  living  con- 
ditions can  be  maintained  from  the  standpoint  of 
health,  labor,  care,  maintenance,  and  enjoyment. 
There  are  at  least  three  viewpoints  which  should  be 
considered  as  of  major  importance  in  the  preparation 
of  the  minimum  standard.  These  are:  1.  Construc- 
tion ;  2.  arrangement ;  3.  equipment. 

The  period  of  early  settlement  when  there  was 
pressure  to  provide  shelter  for  people  under  any  kind 
of  roof,  has  passed  and  we  have  progressed  through 
several  stages  of  recent  housing  development  until 
the  time  is  now  reached  when  all  manner  of  building 
is  expensive.  It  is  necessary  to  examine  carefully 
every  point  connected  with  building  in  order  that 
there  be  no  admission  of  extravagance  at  any  point.  It 
can  be  reasonably  asserted  in  the  opinions  of  promi- 
nent authorities  that  the  establishment  of  a  housing 
standard  at  the  present  time  may  be  made  with  fair 
assurance  that  it  may  endure  for  a  comparatively  long 
period  of  time.  Consequently,  future  needs  and  pos- 
sibilities should  be  given  consideration  as  well  as  pres- 
ent conditions. 

The  arrangement  of  a  house  is  based  primarily  on 
its  needs.  "Broadly  speaking,  family  life  makes  three 
demands  on  a  house  plan  ;  that  it  shall  provide  living 
area,  working  area,  and  sleeping  area.  It  is  the  func- 
tion of  a  good  plan  to  organize  these  three  into  a 
compact  arrangement,  allowing  each  requirement  an 
area  to  itself.  Spaciousness  must  be  expressed  in  the 
living  area,  compactness  in  the  working  area,  and  pri- 
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vacv  in  the  sleeping  area."  The  whole  arrangement 
must  be  made  so  as  to  encourage  wholesome  living. 

Conservation  of  time  and  energy  is  obviously  one 
of  the  problems,  the  solution  of  which  is  necessary 
for  the  successful  conduct  of  the  household  operations. 
Perhaps  the  most  important  way  of  achieving  such 
conservation  is  to  make  use  of  proper  and  adequate 
labor  saving  equipment.  Carefully  chosen,  the  items 
of  equipment  will  yield  return  in  comfort,  economy, 
and  sanitation.  It'  will  be  true  economy  to  include 
any  item  which  will  enable  the  physical  business  of 
living  to  be  accomplished  with  fitness  and  despatch. 
The  more  perfectly  the  home  is  equipped,  the  greater 
opportunity  will  the  spirit  have  to  grow  and  to  express 
itself. 

A  List  of  Minimum  Requirements  For  a  Good  Farm 
Residence 

1.  The  material  entering  into  the  construction  of 
the  building  should  be  reasonably  permanent  in  order 
that  the  depreciation  and  the  cost  of  maintenance  be 
kept  as  low  as  possible  and  that  the  structure  be  reas- 
onably safe  from  destruction  by  natural  causes. 

2.  Water  tight  construction  in  walls  and  roof. 

3.  Adequate  insulation  from  cold  in  order 'that  a 
reasonable  degree  of  warmth  may  be  maintained  with- 
in the  building. 

4.  Smooth,  tight  floors. 

5.  Light,  dry  basement  in  which  should  be  made 
provision  only  for  storage  or  for  the  location  of  house- 
hold equipment. 

6.  Adequate  space  set  oft'  for  sleeping  purposes, 
separate  bedrooms  being  provided  for  the  use  of  par- 
ents, or  male  children,  and  of  female  children. 

7.  Every  bedroom  to  have  an  adequate  clothes 
opening  from  the  room. 

8.  Provision  made  for  culinary  operations  and  for 
dining  purposes. 

9.  A  room  in  which  the  family  may  assemble,  and 
in  which  social  life  may  be  developed.  The  dining  ac- 
commodations may  be  included  in  this  room  if  desired. 

10.  Adequate  equipment  to  lessen  labor  and  to 
simplify  the  conduct  of  household  operations;  this 
should  include  heating,  lighting  and  water  supply. 

11.  Adequate  sanitation,  including  lavatory,  bath 
tub  and  water  closet,  with  proper  connection  to  sewer 
or  septic  tank.  These  fixtures  should  be  included  m  a 
separate  room. 

12.  Adequate  provision  for  light  and  ventilation, 
with  at  least  one  window  that  may  be  opened  in  every 

room.  .        i   t.  ii- 

tS.  The  house  should  be  made  consistently  beauti- 
ful and  attractive.  . 

The  various  items  included  in  the  list  immediately 
preceding  may  be  considered  as  fundamental  require- 
ments which  must  be  included  in  every  farm  house  of 
whatever  kind  or  description.  Naturally,  there  are 
many  other  features  which  can  be  included,  and  which 
while  not  absolutely  essential  fundamentally,  do  con- 
tribute so  much  to  the  worth  of  a  house  that  the  ques- 
tion of  their  inclusion  should  be  given  the  most 
thoughtful  consideration.  It  is  recognized  that  the 
list  which  follows  cannot  be  presumed  to  be  complete 
and  if  is  inserted  for  the  value  it  may  have  as  a  guide 
to  the  one  who  wants  to  build  something  more  than 
a  mere  structure.  It  is  compiled  from  various  sources 
including  the  expressions  of  individuals  who  have  giv- 
en the  matter  personal  attention. 

1.    The  principal  rooms  shall  have  a  pleasant  out- 


look, preferably  a  southerly  exposure,  the  fullest  ad- 
vantage being  taken  of  attractive  views,  especially  to- 
wards the  highway. 

2.  An  office  readily  accessible  to  the  driveway 
and  to  the  barns,  for  the  conduct  of  the  business  and 
the  keeping  of  accounts.  This  should  be  available  for 
both  the  master  and  the  mistress. 

3.  A  guest  bedroom. 

4.  The  location  of  one  of  the  family  bedrooms  on 
the  first  floor  to  be  used  in  case  of  illness  or  accident. 

5.  The  separation  of  employees'  bedrooms  from 
the  family  sleeping  quarters.  If  both  male  and  female 
help  is  employed.  the  rooms  for  each  should  be  com- 
pletely separated. 

6.  '  A  wash  room  to  be  used  for  laundry  purposes, 
temporary  fuel  supply,  and  the  storage  of  such  things 
as  coats,  "overalls,  boots,  tools,  etc.  This  room  should 
be  placed  next  to  the  kitchen  and  on  the  direct  route 
between  barns  and  dining  room,  and  the  function  of 
this  room  is  to  act  as  a  sieve  between  the  outdoors  and 
the  house  and  should  be  provided  with  a  concrete 
floor,  with  drain  and  with  laundry  tubs. 

7.  A  food  pantry  in  connection  with  the  kitchen. 

8.  Large  screened  living  and  dining  porches. 

9.  A  fire  place  in  the  living  or  dming  room.' 
10.  'Separate  bath  or  shower  for  the  farm  help. 

In  the  preceding  discussions  no  special  different- 
iation has  been  made  between  the  requirements  of  the 
owner's  house  and  the  tenant's  house.  Naturally,  the 
investment  house  will  not  be  so  extensive  as  in  the 
owner's  and  the  opportunity  for  the  inclusion  of  a 
large  number  of  desirable  features  will  not  be  so  great. 
Nevertheless,  it  is  imperative  that  the  contentment  of 
the  tenant  be  made  a  subject  of  serious  consideration 
and  that  his  quarters  be  made  as  comfortable  and  at- 
tractive as  consistent  with  circumstances.  The  ten- 
ant is  a  human  being,  and  in  order  to  work  efficiently, 
must  be  housed  comfortably.  Under  ordinary  con- 
ditions, a  simple  house  is  entirely  satisfactory,  the  size 
depending  upon  his  family.  In  general,  the  problem 
of  the  tenant  house  is  one,  the  plans  of  which  include 
a  general  and  family  room  that  can  be  kept  orderly, 


pleasant,  and  convenient  to  work  in,  with  one  or  two 
rooms  adjacent  or  above  for  sleeping  quarters.  The 
culinary  arrangement  need  not  be  so  elaborate ;  it 
should,  however,  be  convenient.  The  tenant  dwelling- 
should  be  so  simple,  compact,  and  good  looking  that 
it  can  compete  favorably  with  the  comfort,  conven- 
ience and  attraction  of  the  modern  city  home,  for  only 
in  this  way  can  the  farm  owner  appeal  to  an  intelli- 
gent type  of  tenant  whose  permanence  is  desired.  The 
testimony  of  rural  communities  in  which  notable 
houses  are  provided  for  farm  help  indicate  that  in 
those  communities  there  existed  no  labor  shortage  dur- 
ing the  war.  An  efficient,  attractive  house  is  an  eco- 
nomic measure  for  the  farmer. 

Conclusions 

"Much  has  been  said  and  written  about  the  pres- 
ent high  cost  of  building.  It  is  true  that  a  house  of 
a  given  size  today  often  costs  twice  os  much  as  one 
of  the  same  size  would  have  cost  twenty-five  years 
ago;  but  this  advance  is  due  not  alone  to  the  increas- 
ed cost  of  labor  and  material,  but  also  to  the  fact  that 
we  are  not  comparing  similar  types  of  dwellings.  We 
are  comparing  a  house  equipped  with  heat,  running 
water,  hardwood  floors,  and  many  closets,  and  fre- 
quently with  electric  light  and  build-in  furniture,  with 
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a  mere  weather-proof  structure  built  with  single 
floors,  no  closets,  and  few  or  no  modern  improvements. 
Many  more  trades  and  much  more  equipment  than 
formerly  now  go  into  the  building  of  a  comfortable 
house.  It  is  the  amount  and  the  kind  of  equipment 
that  increases  the  cost ;  a  house  thirty  by  forty  feet 
may  be  made  to  cost  three  thousand  dollars  or  ten 
thousand  dollars,  according  to  the  beauty  and  finish 


of  interior  woodwork,  floors  and  walls,  the  amount  of 
plumbing,  the  number  and  kind  of  fixtures  selected,  or 
the  kind  of  heating  plant  installed.  The  interest  on 
this  increased  investment  must  be  reckoned  in  dis- 
tinctly human  terms ;  increased  joy  of  living,  greater 
comfort,  finer  health  and  simpler  housework  for  the 
woman,  should  be  sufficient  return  for  any  man  who 
loves  his  home  and  family." 


History  of  Warrenite-Bitulithic  Roads  andSome 
Discoveries  in  Pavement  Construction 

Improvements  and  Inventions  Leading  to  Better  Results — As 
bestos-Bitulithic  and  Double  Re-Flushcoating   Are    New  Ideas 

  By  George  C.  Warren*  


EARLY  in  the  year  1901  the  then  entirely  novel 
construction  which  has  developed  into  War- 
renite-Bitulithic, was  first  brought  to  the  at- 
tention of  your  instructor,  Professor  Charles 
C.  Brown,  then  Editor  of  Municipal  Engineering,  by 
its  inventor,  and  the  writer's  brother,  the  late  Fred- 
erick John  Warren.  It  was  then  little  more  than  a 
collection  of  embryonic  thought  in  the  inventor's  mind 
engendered  by  fifteen  years'  practical  experience  in 
refining  of  asphalt  and  other  bituminous  materials, 
and  in  the  laying  of  asphalt  pavements  and  two  years' 
practical  experience  in  refining  of  asphalt  and  other 
bituminous  materials  and  in  the  laying  of  asphalt  pave- 
ments and  two  years'  constant  laboratory  work  in 
development  of  the  new  idea. 

Fundamental  Idea 

Fundamentally,  this  idea  was  that  better  and 
more  durable  bituminous  pavements  than  those  in 
previous  use  could  be  produced  by  scientific  grading 
of  comparatively  coarse  grain  mineral  aggregate 
(either  gravel  or  crushed  stone)  combined  with  high- 
grade  asphaltic  materials.  Briefly,  the  principle  of 
the  grading  of  the  aggregate  which  was  in  the  in- 
ventor's mind  from  his  first  study  of  the  matter, 
was  to  make  the  compressed  aggregate  as  dense  as 
possible,  and  coating  the  particles  of  aggregate,  pre- 
ferably heated,  with  specially  prepared  high-grade 
asphaltic  cement,  the  result  being  true  asphaltic  con- 
crete practically  as  dense  and  voidless  as  solid  stone. 
This  density  is  produced  by  combining  particles  of 
aggregate,  ranging  from  the  largest  to  impalpable 
powder,  in  such  proportions  that  each  receding  size 
of  aggregate  is  sufficient  in  quantity  to  fill  the  voids 
between  the  coarser  sizes.  With  some  surprise  it  was 
discovered  that  uniform  sized  grains  of  any  given 
size  contain  the  same  percentage  of  voids  or  air  space, 
these  voids  being  approximately  5  per  cent,  of  the 
bulk  of  compressed  aggregate  of  such  uniform  size. 
In  other  words,  a  block  or  piece  of  stone  broken  into 
pieces  of  uniform  size,  produces  a  bulk  double  that 
of  the  solid  rock.  In  crushing,  therefore,  a  cubic 
yard  of  ledge  rock  is  increased  in  volume  to  two 
cubic  yards  of  closely  screened  uniform  sized  pro- 
duct, each  separated  uniform  size  containing  approxi- 
mately 50  per  cent,  voids.  This  is  true  whether  two 
inch  or  larger  size  or  as  fine  as  one  two-hundredth 
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inch  or  even  smaller,  in  which  the  individual  voids 
are  so  small  that  they  cannot  be  seen  by  the  eye. 

The  first  problem  which  presented  itself  to  the 
inventor  was  to  devise  means  of  determining  the  pro- 
portions of  varying  sized  grains  which  would  reduce 
the  voids  to  a  minimum  and  apparatus  to  accurately 
make  tests  and  equipment  to  practically  produce  the 
result  in  large  quantities.  In  these  early  experiments 
the  inventor  was  assisted  by  August  E.  Schutte,  che- 
mist, and  Horace  W.  Ash,  mechanical  engineer,  both 
of  whom  are  still  associated  with  Warren  Brothers 
Company. 

Void  Testing  Apparatus 

Schutte  invented  the  truncated  cone  for  testing 
voids  and  determining  proportions,  it  being  found 
that  all  prior  means  of  testing  voids  were  quite  in- 
accurate and  unreliable.  For  instance,  the  old  method 
of  attempting  to  fill  the  voids  with  water  only  found 
a  portion  of  them  as  the  water  did  not  expel  the  air 
from  the  smallest  voids  which  constitute  a  very  large 
proportion  of  the  total  voids.  Another  method  of 
shaking  the  material  in  a  cubical  box  was  also  inac- 
curate because  the  more  the  box  was  shaken,  the 
more  the  fine  material  would  sift  to  the  bottom  of. 
the  container  and  force  the  coarser  particles  upward 
to  the  point  of  ""overflowing"  the  box.  With  the 
truncated  cone  having  a  base  say  six  inches  in  diam- 
eter and  top  opening  say  half  that  diameter  when 
the  coarse  particles  of  aggregate  are  shaken  down, 
they  are  so  wedged  together  and  between  the  slop- 
ing sides  of  the  cone,  that  power  from  below  cannot 
force  them  up.  The  cones  were  first  made  of  heavy 
sheet  copper  soldered  at  the  bottom  and  sides,  but 
the  pressure  produced  by  shaking  the  aggregate  was 
such  that  it  bulged  the  cone  at  bottom  and  sides.  It 
was  found  necessary  to  make  the  cone  of  steel  as 
heavy  as*  1/8  inch,  securely  riveted  at  bottom  and 
sides.  With  this  apparatus  and  violent  shaking  until 
no  more  material  can  be  gotten  into  the  cone  and 
by  using  the  correct  proportions  of  all  grades  of  ag- 
gregate from  coarsest  to  finest  the  50  per  cent,  voids 
in  the  uniform  sized  aggregate  can  be  reduced  to 
about  10  per  cent,  or  to  density  within  10  per  cent, 
of  that  of  solid  ledge  rock.  The  cubical  contents  of 
the  cone  is  known  and  the  weight  of  compressed  ag- 
gregate compared  with  the  weight  (determined  by 
specific  gravity)  of  a  solid  block  of  stone  of  the  same 
cubical  content  and  quality  as  being  used  for  the  test 
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determines  the  per  cent,  of  voids.  The  results  vary 
with  varying  shapes  and  sizes  of  each  quality  of  ag- 
gregate, consequently  the  "void  test"  must  he  made 
in  the  laboratory  in  advance  of  pavement  construc- 
tion, using  in  the  test  the  identical  quality  and  sizes 
of  aggregate  to  be  used  in  the  practical  construction. 
With  the  voids  thus  determined  the  next  step  is  to 
determine  the  quantity  of  bitumen  which  is  neces- 
sary to : 

(a)  Fill  all  the  voids  and  a  slight  surplus. 

(b)  Thoroughly  coat  all  the  particles  of  aggregate 
with  the  asphaltic  cement. 

By  these  methods  and  practices  and  scientific  lab- 
oratory control  we  are  able  to  regularly  and  practi- 
cally accomplish  (what  no  other  form  of  monolithic 
bituminous  pavement  even  approximately  accomp- 
lishes) to  wit,  compression  of  approximately  four  (4) 
inches  in  depth  of  commercial  ingredients  into  a  com- 
pressed depth  of  two  (2)  inches. 

From  this  brief  description  of  the  scientific  rudi- 
ment it  will  be  seen  that  the  result  is  a  highly  scien- 
tific true  asphaltic  concrete  having  practically  the 
density  of  solid  rock. 

Time  at  this  occasion  will  not  permit  a  description 
of  the  many  other  processes  and  apparatus  for  testing 
both  the  ingredients  used  and  the  completed  pave- 
ment, also  the  improved  detail  methods  of  construc- 
tion, all  of  which  service  is  furnished  by  highly  equip- 
ped laboratories  with  large  force  of  employees,  one  of 
which  laboratories  is  located  in  Cambridge.  Massa- 
chusetts, and  another  at  Portland,  Oregon,  at  each 
of  which  in  the  working  season  approximately  one 
hundred  complete  tests  are  made  daily,  including 
daily  samples  from  all  of  the  approximately  two  hund- 
red places  where  Warrenite-Bitulithic  roads  are  being 
simultaneously  constructed  during  the  busy  season. 
Rudimentary  laboratory  apparatus  is  also  maintained 
at  each  operating  plant. 

This  is  a  part  of  the  extremely  important  service 
which  Warren  Brothers  Company  gives  in  conjunc- 
tion with  the  use  of  its  patents. 

Equipment  Invention 

Having  overcome  the  difficulties  of  laboratory  de- 
termination of  ingredients  to  be  used,  the  next  diffi- 
culty was  to  devise  equipment  to  practically  produce 
the  desired  results  as  determined  by  laboratory  oper- 
ation. For  this  Horace  W.  Ash  devised  two  general 
types  of  plant,  which  are  diametrically  opposite  in 
their  methods  of  accomplishing  the  same  result,  to 
wit: 

(1)  Stationary,  semi-portable  or  railroad  plant 
type,  in'  which  the  aggregate  first  passes 
through  rotary  heaters  in  approximately  the 
desired  proportion ;  then  is  separated  into 
several  sizes  by  a  sectional  rotary  screen  of 
sufficient  length  and  diameter  to  provide  per- 
fect separation;  each  size  is  kept  separate  in 
a  sectional  bin;  accurately  weighed  in  a  box 
resting  on  a  multi-beam  scale  and  delivered 
to  a  "twin  pug"  mixer,  in  which  the  hot  bitu- 
lithic  (asphaltic)  cement  is  added. 

(2)  Portable  type,  for  which  the  several  sizes  of 
aggregate  '  are  accurately  measured,  before 
heating,  into  a  batch  of  certain  weight;  de- 
livered into  a  rotary  drier  heated  by  oil  burner 
flame;  the  batch  held  together  as  a  unit  and 
delivered  into  a  rotary  mixer  where  the  hot 
bitulithic  cement  is  added.  This  type  of  plant 
in  one  unit,  is  permanently  mounted  on  its 


own  wheels  and  can  be  drawn  by  steam  roller 
or  horses.     It  is  therefore  available  for  use 
either  alongside  railroad  or  in  quarry  or  gravel 
pit  or  alongside  road  being  paved     and  is, 
therefore,  most  flexible  in  its  operation. 
It  will  be  noted  that  each  of  these  plant  types  is 
based  On  accurate  proportioning  of  the  several  sizes 
of  mineral  aggregate  into  batches  of  certain  size  and 
each  batch  held  as  a  separate  unit  until  thorougly 
mixed  with  carefully  weighed  bitulithic  cement  and 
deposited  in  truck  for  hauling  to  the  street. 

Two  hundred  and  twenty  of  these  plants  have 
been  constructed  and  are  regularly  used  throughout 
the  United  States  and  Canada.  For  construction  of 
these  plants  very  complete  and  extensive  plants  have 
been  developed  in  Cambridge,  Mass.,  and  Portland, 
Oregon,  having  a  combined  annual  capacity  of  about 
forty-five  plants. 

Foundation 

Aside  from  improvements  in  the  Warrenite-Bitu- 
lithic pavement  surface,  Warren  Brothers  Company 
has  been  progressive  in  the  matter  of  foundation  and 
has  established  the  now  quite  generally  accepted  fact 
that  tensile  or  beam  strength  is  only  one  of  the  im- 
portant considerations  for  a  pavement  base,  and  that 
given  a  well  compacted,  well  drained  sub-base  the 
factor  of  beam  strength  becomes  less  important  than: 

(1)  Resiliency. 

(2)  Thorough  uniting  of  surface  to  base. 
These    considerations    have     taken    the  specific 

forms  of: 

(a)  Economic  conservation  of  old  macadam  roads 
and  old  pavements  and  foundations  of  other 
types  of  pavement  by  regulating  the  grade 
and  contour  and  surfacing  them  with  the 
dense,  stable,  solid,  standard  Warrenite-Bitu- 
lithic surface,  In  cases  where  the  old  maca- 
dam is  of  insufficient  depth  (say  six  (6)  inches 
or  more  of  solid  road  metal)  it  is  reinforced 
by  the  addition  of  the  required  quantity  of 
new  stone  spread  and  compressed  over  the 
old  macadam. 

(b)  New  Compressed  Stone  Base. 

(c)  Dense  Bituminous  Concrete  Base. 

During  the  past  ten  or  more  years  these  types  of 
base  have  been  practically  used  under  such  widely 
varying  climatic  and  other  conditions  as  to  prove 
their  economic  utility  beyond  preadventure. 

Gravel  Aggregate 

Beginning  in  the  City  of  Portland,  Oregon,  ten 
years  ago,  clean,  sound  gravel  has  been  used  on  the 
mineral  aggregate  of  both  Warrenite-bitulithic  surface 
and  bituminous  concrete  base  to  such  a  general  and 
vast  extent  as  to  prove  it  to  be  fully  equal  to  the 
best  crushed  stone. 

Such  gravel  has  the  advantage  over  crushed  stone 
of  greater  toughness  and  on  account  of  its  shape  and 
toughness  much  less  liability  to  fracture  and  displace- 
ment under  traffic  when  exposed  at  the  surface. 

The  theoretical  objection  held  at  one  time  that 
the  rounded  particles  of  gravel  would  not  become 
firmly  held  in  the  structure  and  liable  to  displace^ 
ment  is  thoroughly  exploded  by  ten  years'  practical 
experience  under  widely  varying  conditions. 

Surface  Improvements 

In  the  year  1910  Edwin  C.  Wallace,  who  has  been 
associated  with  the  speaker  in  paving  organizations 
for  more  than  twenty-five  years,  developed  and  pat- 
ented  the   invention  that  the  different  sizes  of  the 
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mineral  aggregate  in  the  wearing  surface  of  a  bitu- 
minous street  pavement  in  addition  to  being  proper- 
ly proportioned  should  also  be  properly  placed  in  their 
relation  to  each  oilier,  that  is,  with  the  coarser  dense 
Stable  bituminous  mixture  at  the  bottom  where  the 
stability  is  most  needed  and  the  liner  bituminous 
mixture  near  the  surface,  making  the  pavement  dens- 
est at  the  top. 

Patents  granted  him  covet  both  an  improved  pro- 
duct and  the  method  necessary  to  be  used  in  making 
said  product,  which  is  a  monolithic,  bituminous  con- 
crete, pavement  wearing  surface,  in  which  the  coarse 
and  liner  mineral  aggregate  is  so  distributed  through- 
out the  mass  that  the  product  is  a  bituminus  concrete 
structure,  comprising  *'a  rigid  portion  and  a  surface 
scaled  to  the  elements." 

This  improved  product  is  produced  by  first  spread- 
ing upon  the  prepared  foundation  a  bituminous  con- 
crete mixture,  consisting  of  relatively  coarse  and 
liner-sized  particles  of  mineral  aggregate,  which  have 
been  previously  thoroughly  coated  with  bituminous 
cement,  then  immediately  spreading  thereupon,  a  rela- 
tively thin  layer  of  a  bituminous  mixture  consisting 
of  line  mineral  aggregate  and  bituminous  cement  and 
then  compressing  these  two  bituminous  mixtures  to- 
gether by  rolling,  so  that  the  latter  line  mixture  i- 
forced  into  the  interstices  between  the  Larger  par- 
ticles of  aggregate  of  the  lower  course.  The  compres- 
sion-by  rolling  heing  continued  until  the  entire  struc- 
ture can  be  compacted  no  further  and  the  result  is 
a  bituminous  pavement  wearing  surface,  the  lower 
portion  of  which  is  composed  of  bituminous  coated, 
large,  medium  and  small  sized  particles  of  aggregate, 
so  disposed  as  to  impart  stability  and  rigidity,  and 
its  upper  surface  composed  of  bituminous  coated  line 
particles  of  aggregate,  thoroughly  bonded  and  anch- 
ored into  the  lower  portion  by  compression,  thus  pro- 
ducing "a  compact  and  substantially  integral  mass 
which  is  densest  at  the  top.")  This  construction  pro- 
tects the  coarse  aggregate  from  penetration  of  mois- 
ture, also  from  fracture  and  displacement  of  the 
coarse  aggregate  by  a  thin  surfacing  about  one-fourth 
inch  of  fine  mixture  extremely  rich  in  soft  bitumen, 
and  therefore,  extremely  waterproof  and  wear-resist- 
ing, at  the  same  time  maintaining  the  essential  solid- 
ity and  structural  strength  of  the  dense,  coarse  ag- 
gregate wearing  surface.  Beginning  with  demonstra- 
tion areas  ten  years  ago,  this  construction  has  come 
to  be  the  universally  accepted  improved  standard 
Warrenite-Bitulithic  wearing  surface  and  has  proved 
to  have  all  the  merit  its  inventor  anticipated. 

Asbcstos-Bitulithic 

tn  the  year  1(>16  SchUtte  applied  for  patent,  which 
was  granted  in  1918,  for  a  navement  and  method  of 
laying  same,  using  asbestos  fibre  combined  with  min- 
eral aggregate  along  certain  scientifically  determined 
lines. 

Owing  to  difficulty  in  securing  economic  supply  of 
asbestos  under  war  and  post-war  conditions,  the  gen- 
eral introduction  of  this  improved  construction  has 
been  deferred,  but  samole  demonstration  areas  have 
been  laid  during  the  past  three  years  in  several  sec- 
tions of  the  country,  particularly  under  the  rigorous 
climatic  conditions  of  Xew  England 

One  commercial  contract  was  executed  in  New 
Bedford,  Mass..  in  the  year  1919, 

Enough  work  has  been  done  and  in  use  for  a  suf- 
ficient term  to  prove  its  practical  utility.  Of  course 
the  asbestos  adds  somewhat  to  the  cost,  but  at  nor- 


mal prices  for  asbestos,  this  is  fully  compensated  by 

its  advantages. 

The  presence  of  the  indestructible  asbestos  fibre 
adds  toughness  to,  and  overcomes  the  brittleness  of. 
the  asphaltic  cement  and  wearing  properties  of  the 
pavement  structure,  to  which  it  imparts  very  remark- 
able ami  desirable  qualities, 

While  the  proportion--  of  bitulithic  cement  and 
varying  sizes  of  aggregate  employed  in  the  bitulithic 
surface  are  .modified  to  meet  the  conditions  imposed 
by  the  asbestos,  none  of  the  well-established  prin- 
ciples of  the  otherwise  latest  improved  bitulithic  con- 
struction are  in  any  way  sacrificed  or  lost.  The  name 
given  to  the  construction  is  "AsbestoS-BitulithiC." 
It  offers  great  promise  for  further  meeting  the  re- 
quirements of  modern  traffic  conditions. 

Double  Re-Flushcoating 

In  ever)'  type  of  pavement  the  time  comes  when 
it-  surface  becomes  dry  and  roughened  under  traffic. 
In  the  case  of  bituminous  pavements  on  the  theory 
of  "A  stitch  in  time  saves  nine,"  a  double  re-flush- 
coating  method,  devised  and  patented  by  Wallace, 
affords  a  most  economic  method  of  renewing  to  its 
original  vitality  the  old  partially  deteriorated  sur- 
face. 

Briefly  stated,  the  process  consists  of: 

1st.  Thoroughly  cleaning  the  old  surface. 

2nd.  Repairing  holes  and  depressions,  if  any. 

3rd.  Painting  the  surface  while  clean  and  dry  in 
warm  weather  with  cold  asphaltic  paint  made 
of  bitulithic  cement  liquified  by  light  solvent, 
called  "Liquid  Refluschcoating  Bitumen,"  which 
is  allowed  to  remain  without  further  applica- 
tion, for  a  few  hours  and  until  the  liquid  as- 
phalt has  well  penetrated  into  "the  old  surface 
and  the  volatile  solvent  has  evaporated. 

4th.  Give  the  surface  a  second  painting  of  melted 
hot  "Hard  Re-flushcoating  Bitumen"  of  the 
proper  consisteny. 

5th.  While  the  second  coating  of  bitumen  is  still 
hot,  spread  and  roll  sand  or  crusher  screen- 
ings. 

The  work  requires  only  about  a  total  of  one-fourth 
gallon  per  square  yard  of  the  two  grades  of  re-flush- 
coating bitumen,  which  are  supplied  ready  for  use  at 
per  gallon  prices,  including  license  to  use  the  patents 
and  Warren  Brothers  Company  service  charges. 

Other  Improvements 

Several  other  important  improvements  are  now  in 
process  of  demonstration  but.  pursuant  to  the  policy 
of  Warren  Brothers  Company,  nothing  is  said  public- 
ly of  its  improvements  until  they  have  been  suffici- 
ently tried  in  practical  use  to  demonstrate  their  eco- 
nomic utility. 


.  According  to  a  financial  statement  received  by  the 
Contract  Record,  the  operation  of  Public  Utilities  in 
Calgary,  Alta.,  has  been  very  successful.  A  very  healthy 
condition  is  evident  with  surpluses  in  all  departments. 
For  the  year  ending  December  31,  1919,  these  are  as 
follows:  Electric  light  and  power  department,  $24.- 
219.43  ;  street  rail  way  department,  S42.232.95  ;  water 
works  department,  $9,742.32. 


Good  Homes,  Ltd.,  has  been  formed  to  carry  on  the 
business  of  builders  and  contractors.  The  capital  is 
$49,000  and  the  head  office  Montreal. 
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Sawyer  Hollow  Wall  System  to  be  Made 
in  Winnipeg 

The  Manitoba  Self-Locking  Concrete  Wall  Co., 
Operating  the  Sawyer  System  of  hollow  concrete  wall 
construction  has  been  formed  to  operate  in  the  pro- 
vince of  Manitoba  and  the  territory  eastward  as  far 
as  fifty  miles  east  of  Port  Arthur.  They  are  instal- 
ling their  plant  in  Winnipeg,  off  Portage  Ave.,  west 
of  the  Ford  factory,  and  expect  to  be  operating  early 
in  May.  This  plant  will  be  one  of  the  many  establish- 
ed throughout  the  territory  controlled  by  them.  The 
personnel  of  the  company  includes  Mr.  John  W.  Sif- 
ton,  Douglas  Laird,  Eward  Kelly,  Mr.  Haven,  and 
other  prominent  grain  exchange  operators. 

The  company  look  forward  to  erecting  many  coun- 
try grain  elevators  on  the  Sawyer  system.  The  pros- 
pects for  construction  in  Winnipeg  are  such  that  they 
expect  to  be  operating  three  or  four  most  modern 
plants  this  year  and  to  have  at  least  a  15,000  feet  per 
day  production  before  the  season  is  over. 

Mr.  Chris.  Simpson,  one  of  the  company,  is  super- 
vising with  Mr.  Ross,  the  installation  of  this  plant, 
and  will  then  turn  over  the  management  to  a  compe- 
tent engineer.  Orders  for  well  over  100,000  feet  of 
their  products  are  already  in  hand. 


Anglin-Norcross,  Ltd.,  Completes  Successful 
Year,  Following  Reorganization 

Anglin-Norcross,  Ltd.,  Montreal,  have  completed 
the  first  year  of  the  reorganization  by  which  the  firms 
of  Anglins.  Ltd.,  and  the  Canadian  branch  of  the  Nor- 
cross  Bros.  Company,  of  Worcester,  Mass.,  were  amal- 
gamated. According  to  an  official  statement,  in  the 
first  twelve  months  after  the  amalgamation  over  $3,- 
500.000  of  new  contracts  were  signed  up.  Over  $1,- 
000,000  of  uncompleted  work  was  carried  over  into 
1920,  and  in  the  first  three  months  over  $1,000,000  ad- 
ditional new  work  was  taken  on. 

Some  contracts  recently  signed  up  arc  for  the  fol- 
lowing firms  and  institutions:    Singer    Sewing  Ma- 


chine Co.;  Belding  Paul  Corticelli,  Ltd.;  Goodwin's 
Ltd.;  Merchants  Rank  of  Canada,  Toronto;  Canad- 
ian Cottons,  Ltd.,  (three  plants  in  Ontario  and  Mari- 
time provinces);  Children's  Memorial  Hospital; 
marble  work.  Parliament  Buildings;  Ottawa  Steel 
Co.  of  Canada;  Halifax  Shipyards;  Bovril,  Ltd., 
treat  Abattoirs.  Ltd.;  Henry  Birks  &  Sons, 
(Halifax);  Canada  Amusement  Co.,  (Imperial 
atre  film  building),  etc. 


Mon- 
Ltd.. 

The- 


Fellowships  in  Highway  Engineering  and 
Highway  Transport 

The  Department  of  Civil  Engineering  of  the  Uni- 
versity of  Michigan  announces  that  the  following  fel- 
lowships are  available  during  the  collegiate  year  1920- 
1921. 

The  Roy  D.  Chapin  fellowship  in  highway  trans- 
port is  offered  to  provide  for  the  investigation  of  an 
approved  subject  relative  to  highway  transport. 
It  pays  the  sum  of  $250  with  an  allowance 
of  $50  for  expenses.  The  Roy  D.  Chapin  fel- 
lowship in  highway  engineering  is  offered  to 
provide  for  the  investigation  of  an  approved 
subject  relative  to  hard  surfaced  roads  and  pave- 
ments. It  pays  the  sum  of  $250  with  an  allow- 
ance of  $50  for  expenses.  Two  Detroit  Edison  fel- 
lowships in  highway  engineering  are  offered  for  the 
investigation  of  approved  subjects  relative  to  moder- 
ate cost  country  roads.  Each  fellowship  pays  the  sum 
of  $250  with  an  allowance  of  $50  for  expenses. 

A  Fellow  must  hold  a  bachelor's  degree  from  a  col- 
lege of  recognized  standing  and  he  must  enroll  as  a 
candidate  for  the  degree  of  Master  of  Science  or  Mas- 
ter of  Science  in  Engineering  and  be  in  residence  for 
one  of  the  following  periods:  First  semester  (October 
to  February);  winter  period  (December  to  March); 
second  semester  (February  to  June).  Applications 
should  be  sent  to  Arthur  H.  Blanchard,  Professor  of 
Highway  Engineering,  University  of  Michigan,  Ann 
Arbor,  Michigan,  not  later  than  September. 


C.  D.  Harrington,  Vice-Pres.  and  Manager 


J.  P.  Anglin,  President 


Henry  J.  Gross,  Vice-Pres.  and  Treasurer 


Three  executives  of  Anglin-Norcross,  Ltd..   Montreal  which  has  completed  its  first  year  of  business  following  the  amalgamation  of  Anglins, 

Ltd.  and  Norcross  Bros.  Co. 
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Detecting  Leaks  in  Underground  Pipes 

Instruments  and  Methods  for  Determining  Location  of  Water 
Losses — Sound  Detectors,  Chemical  Methods,  Wireless  Locator 


METHODS  for  the  detection  of  leaks  in  under- 
ground water  pipes  are  numerous,  but  it  is 
seldom  that  one  can  find  a  description  of  as 
many  of  them  contained  in  a  single  paper  as 
there  were  in  the  one  presented  by  H.  E.  Babbitt,  as- 
sistant professor,  municipal  and  sanitary  engineering, 
University  of  Illinois,  before  the  recent  annual  meet- 
ing of  the  Illinois  section  of  the  American  Water- 
works Association  at  Urbana,  111.  The  following 
notes  from  Engineering  and  Contracting  review  most 
of  the  various  methods  described  in  this  paper. 

The  simplest  method  for  locating  a  leak  is  by  ob- 
servation, but  it  is  not  always  true  that  the  leak  is  di- 
rectly below  the  point  of  observation.  A  sounding 
rod  is  useful  in  many  cases.  A  3/2-in.  rod  about  5  ft. 
long  can  be  driven  down  to  the  pipe  in  most  soils.  If 
the  rod  on  withdrawal  is  moist,  the  indications  are 
that  the  leak  is  farther  up  grade,  if  not,  the  leak  has 
been  passed  and  lies  in  the  opposite  direction.  By 
driving  the  rod  a  few  times  it  is  often  possible  to  iso- 
late the  leak  at  once.  An  aquaphone  used  in  connec- 
tion with  the  sounding  rod  locates  the  leak  by  finding 
the  place  on  the  pipe  where  the  loudest  noise  is  pro- 
duced. The  aquaphone  is  an  instrument  that  trans- 
mits the  sound  waves  of  the  water  issuing  from  the 
leak  through  a  metallic  diaphragm  to  the  ear.  Other 
similar  instruments  make  use  of  electric  currents  for 
amplifying  the  sound  waves.  In  all  of  these  methods, 
however,  direct  contact  with  the  pipe  is  necessary, 
generally  through  a  rod  driven  in  the  ground,  or  other 
metallic  connections  to  the  mains. 

Sound  Detectors 

Another  form  of  leak  locator  is  a  sound  producing 
instrument  that  does  not  require  direct  contact  with 
the  pipe.  A  very  delicate  sound  detector  is  set  up  on 
a  4-legged  brass  table  which  rests  on  the  surface  of 
the  ground,  and  is  protected  from  air  currents  by  plac- 
ing a  box  over  it.  The  vibrations  set  up  in  the  detect- 
or are  converted  to  electric  waves  which  are  transmit- 
ted through  an  amplifier  to  a  very  sensitive  telephone 
receiver.  The  instrument  is  so  sensitive  that  it  will 
detect  the  sound  of  a  leak  through  the  pavement  and 
the  ground  at  the  ordinary  depths  to  which  water 
pipes  are  buried. 

The  phenomenon  of  water  hammer  is  useful  in  lo- 
cating a  leak  in  a  water  pipe.  It  is  well  known  that  if 
a  valve  in  a  pipe  line  is  closed  quickly  a  pressure  is 
set  up  in  the  pipe.  This  pressure  is  called  water  ham- 
mer. It  differs  from  the  effect  caused  by  a  blow  in 
that  the  pressure  is  maintained  for  some  time.  A  wave 
of  high  pressure  travels  from  the  valve  up  the  pipe  to 
a  point  of  relief  and  a  wave  of  low  pressure  then  re- 
turns to  the  starting  point  at  the  valve.  The  pres- 
sure at  the  valve  fluctuates  above  and  below  normal 
until  the  disturbance  has  become  stilled  by  the  fric- 
tion of  its  passage  through  the  pipe,  and  the  pressure 
returns  to  normal.  Intermediate  discharges  between 
the  valve  and  the  point  of  relief  will  cause  fluctuations 
in  the  pressure  at  the  valve  after  the  water  hammer 
has  been  created. 

The  speed  at  which  the  wave  travels  is  affected  by 


the  diameter  of  the  pipe,  its  material,  and  other  fac- 
tors and  varies  between  3,600  and  4,200  ft.  per  second. 
In  the  application  of  this  phenomenon  to  the  location 
of  a  leak,  the  approximate  location  of  the  leak  should 
be  determined  and  the  line  of  pipe  on  which  the  leak 
is  located  should  be  isolated  by  the  closing  of  valves 
so  that  it  is  connected  to  only  one  large  service  main, 
preferably  much  larger  than  the  pipe  in  question. 
Employing  Water 
It  may  be  necessary  to  shut  off  service  connections 
or  to  apply  the  method  at  night  when  the  cerv:ce 
pipes  are  not  drawing  water.  A  quick  shutting  oft 
valve  is  attached  to  a  hydrant  so  located  that  the  leak 
is  between  it  and  the  water  main.  The  distance  from 
the  hydrant  to  the  connecting  main  along  the  pi(.e 
line  should  be  measured  accurately.  A  delicate  re- 
cording pressure  gauge  is  attached  to  another  nozzle 
on  the  hydrant.  The  dial  of  this  gauge  is  evolved  by 
clock  work.  Time  is  recorded  by  the  vibrations  of  a 
tuning  fork. 

After  the  instruments  are  connected,  the  valve  is 
opened  and  water  allowed  to  flow  from  the  hydrant. 
The  valve  is  then  closed  suddenly.  On  the  closing  of 
the  valve,  the  pressure  line  on  the  diagram  will  jump 
up.  The  pressure  will  remain  at  this  height  until  a 
.slightly  relieving  wave  has  returned  from  the  point 
of  the  leak  when  it  will  drop  a  little.  The  pressure 
will  then  remain  constant  until  a  low  pressure  wave 
has  returned  from  the  point  of  relief.  The  exact  loca- 
tion of  the  leak  is  then  determined  Dy  proportional 
distances  from  the  diagram. 

Chemical  Method 

A  method  requiring  the  use  of  chemicals  was  sug- 
gested by  T.  J.  Hoxie  in  the  Journal  of  the  New  Eng- 
land Waterworks  Association,  Vol.  27,  page  307.  The 
leak  is  located  tentatively  within  a  certain  section  of 
pipe  which  is  then  isolated  as  in  the  preceding  meth- 
od. It  is  essential  that  all  service  connections  be  closed. 
A  corporation  cock  is  tapped  into  the  main  some- 
where above  the  leak.  To  this  is  connected  a  6  or 
8-in.  length  of  2  or  3-in.  pipe  and  a  valve.  Two  or 
three  pounds  of  caustic  soda  are  inserted  in  the  tube, 
the  large  valve  closed,  and  the  time  of  opening  of  the 
corporation  cock  noted.  Samples  are  collected  at  var- 
ious points  along  the  line  and  tested  for  alkalinity  with 
phenolphthalein.  As  soon  as  the  alkalinity  is  found 
at  any  one  point  it  indicates  that  there  is  a  leak  be- 
yond that  point  because  the  flow  created  by  the  leak 
has  carried  the  chemical  down.  Finally  a  point  will 
be  reached  where  the  alkalinity  does  not  appear.  The 
indication  is  that  the  leak  is  somewhere  between  this 
point  and  the  point  at  which  it  was  last  found.  Water 
is  withdrawn  at  the  point  at  which  the  alkalinity  has 
not  appeared  and  the  quantity  withdrawn  before  the 
alkalinity  does  appear  is  carefully  measured.  This 
quantity,  divided  by  the  volume  per  unit  length  of 
the  pipe  will  give  the  distance  to  the  leak.  Any  num- 
ber of  leaks  can  be  determined  in  this  fashion. 

An  ingenious  method  based  on  volumetric  dis- 
placement was  used  for  the  location  of  a  leak  in  a  pipe 
line  in  Chicago.    A  piston  was  made  which  fitted  the 
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inside  of  the  pipe.  A  Y-branch  was  inserted  in  the 
pine  line  and  the  piston  was  put  in  the  pipe  through 
this  branch.  A  cable  attached  to  the  piston  was  pass- 
ed through  a  packed  joint  in  the  plug  closing  the  Y- 
hranch.  The  water  was  then  gently  turned  on  in  the 
oipe  sufficiently  to  keep  the  piston  moving-.  When  it 
had  reached  the  leak  it  stopped,  and  the  length  of  the 
cable  measured  the  distance  to  the  leak. 

A  simple  method  for  the  location  of  a  leak  in  a  sub- 
merged pipe  is  to  dump  a  quantity  of  bluing  in  the 
line.  The  appearance  of  the  bhrng  in  the  river  or  har- 
bor will  locate  the  position  of  the  leak.  Other  equally 
difficult  methods  may  be  as  effective  as  the  more 
scientific  methods  just  described 

If  the  'ocatir-n  of  the  pipe  line  itself  is  unknown 


there  is  an  instrument  available  known  as  the  wireless 
pipe  locator  by  which  the  exact  location  of  the  pipe 
can  be  determined.  An  electric  circuit  is  made  by 
connecting  two  points  on  the  pipe  line  by  an  electric 
wire.  A  battery  and  vibrator  are  put  in  this  circuit, 
the  vibrator  serving  to  interrupt  the  current  rapidly. 
An  induction  coil  and  a  detecting  coil  connected  to  a 
telephone  receiver  are  carried  in  the  hand.  When  the 
induction  coil  held  in  a  horizontal  position  is  brought 
into  the  v-bration  electric  field  set  up  by  the  electric 
circuit  through  the  pipe  and  wire  a  singing  noise  is 
heard  in  the  telephone  receiver.  The  volume  of  sound 
increases  until  directly  over  the  pipe  when  it  ceases 
altogether.  If  the  coil  is  then  turned  in  a  vertical 
position  the  loudest  sound  is  heard. 


Hydrated  Lime  Improves  Cement  Products 

Increases  Moisture  Content  Without  Altering  Consis- 
tency of  the  Mixture — Produces  Watertight  Concrete 


THE  manufacture  of  concrete  products  is  de- 
veloping into  a  profitable  business  of  rather 
large  proportions.  This  is  due  partly  to  the 
fact  that  those  financially  interested  recognize 
that  the  industry  offers  tremendous  possibilities  which 
can  only  be  destroyed  by  the  shortcomings  of  the 
manufacturers  themselves.  There  are  innumerable 
demands  for  concrete  products  in  almost  every  local- 
itv;  the  great  bulk  of  the  materials  entering  into  the 
products  are  found  locally;  the  labor  cost  is  not  ex- 
cessive, and  the  initial  investment  is  not  large. 

With  the  foregoing  facts  in  mind,  manufacturers 
came  to  realize  that  one  more  element  was  necessary 
to  nlace  the  industry  on  a  well-established,  profit- 
paying  basis.  This  element  is  production  of  quality; 
if  the  industry  is  to  thrive  in  a  manner  commensur- 
ate with  its  possibilities,  it  must  of  necessity  be  built 
upon  a  solid  foundation  of  quality  and  durability. 
With  this  end  in  view  the  National  Lime  Association 
have  issued  a  booklet,  the  object  of  which  is  to  ac- 
quaint all  manufacturers  with  the  advantages  to  be 
gained  by  using  judicious  quantities  of  hydrated  lime 
Hi  concrete  products,  working  toward  the  end  of  maxi- 
mum strength  and  durability  at  a  minimum  of  expense. 
Some  extracts  are  given  below : 

Important  Properties  of  Artificial  Stone 
The  first  requisite  is  strength.  Any  product  must 
have  sufficient  strength  to  withstand  all  reasonable 
loads  that  may  be  imposed.  Any  excess  strength 
which  may  be  developed  over  that  which  is  absolute- 
ly necessary,  will  naturally  be  a  factor  of  safety.  Here 
is  an  important  point— the  manufacturer  who  produces 
the  product  that  develops  the  greatest  strength,  other 
things  being  equal,  always  has  an  excellent  selling 
argument  over  his  competitor. 

Another  requisite  in  some  types  of  products  is 
water-tightness.  Its  importance  depends  more  par- 
ticularly upon  the  purposes  for  which  the  products  are 
to  be  used. 

Development  of  Strength 

The  strength  of  the  product  may  be  increased  or 
decreased  by  varying  the  quantity  of  cement  used.  It 
is  customary,  in  manufacturing  cement  products,  to 
use  a  sufficient  quantity  of  cement  to  produce  an  ar- 


ticle that  will  pass  certain  specifications.  This  is  quite 
logical,  but  let  us  consider  how  strength  may  be  in- 
creasd  without  the  use  of  additional  cement.  It  can 
be  done  by  increasing  the  efficiency  of  the  cement 
through  proper  regulation  of  the  water  content. 

It  is  common  practice  to  manufacture  certain 
classes  of  concrete  products  by  what  is  known  as  the 
semi-dry  process;  that  is,  the  mixtures  used  are  of 
a  very  dry  consistency.  The  reason  for  this  is  eco- 
nomy in  handling,  thus  tending  to  reduce  manufac- 
turing costs.  As  this  semi-dry  consistency  is  the 
standard  method  in  many  factories,  and  particularly 
those  making  building  blocks,  any  increase  in  the  free 
water  content  is  undesirable,  so  there  remains  but 
one  method  of  augmenting  the  strength,  namely,  in- 
creasing the  effic'ency  of  the  cement. 

There  is  a  well-established  theory  in  concrete  prac- 
tice which,  during  the  past  few  years,  has  been  proved 
by  several  of  the  foremost  scientific  concrete  investi- 
gators in  the  United  States — that  the  strength  of  con- 
crete containing  a  given  amount  of  cement  is  govern- 
ed almost  entirely  by  the  quantity  of  water  used  in 
mixing.  These  investigators  have  conclusively  prov- 
ed that  with  a  given  aggregate,  maximum  strength 
of  concrete  containing  a  given  quantity  of  cement  can 
be  produced  by  using  an  exact  quantity  of  water.  Any 
increase  in  free  water  content  over  the  exact  amount 
necessary  to  produce  maximum  strength  will  cause  a 
decrease  in  strength.  It  has  also  been  proved  that  a 
decrease  in  strength  results  when  a  quantity  of  water 
less  than  the  exact  amount  is  used. 

Semi-Dry  Process 

It  has  already  been  pointed  out  that  the  semi-dry 
process  is  commonly  used  for  certain  classes  of  concrete 
products.  In  this  dry  consistency  there  is  an  insuf- 
ficient quantity  of  water  to  cause  maximum  strength 
to  be  developed,  and  for  this  reason  the  products  do 
not  develop  as  high  strength  as  is  commensurate  with 
the  quantity  of  cement  they  contain. 

In  order  to  develop  high  strength,  it  is  customary, 
in  many  factories,  to  use  the  water-spraying  or  steam- 
cutting  methods.  The  water-spraying  method  is  simple 
and  needs  no  comments,  except  that  care  should  be 
exercised  to  see  that  the  flow  of  water  is  not  so  strong 
as  to  damage  the  products  during  their  tender  age. 
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Steam-curing  produces  a  combined  condition  of  mois- 
ture and  warmth,  both  of  which  act  toward  develop- 
ment of  high  strength.  The  products  arc  left  in  the 
steam  room,  which  is  usually  held  at  a  temperature 
around  110  deg.  F.  for  a  period  of  two  or  three  days, 
when  they  are  removed  to  the  storage  yard  for  season- 
ing until  sold. 

When  reference  is  made  to  increasing  the  efficiency 
of  the  cement  in  the  foregoing,  it  is  not  intended  to 
refer  to  water-spraying  or  steam-curing  but  by  caus- 
ing more  nearly  complete  hydration  of  the  cement 
after  the  effects  of  the  two  methods  mentioned  have 
ceased. 

Water  Carrying  Capacity  of  Hydrated  Lime 

A  given  weight  of  hydrated  lime  requires  about 
three  times  as  much  water  to  produce  a  paste  as  the 
same  weight  of  portland  cement  so  that  for  each  ten 
.pounds  of  lime  used  in  a  mixture  for  concrete  pro- 
ducts, there  is  carried  into  the  mix  approximately  as 
much  water  as  would  be  carried  into  it  by  thirty 
pounds  of  cement.  This  water  is  carried  in  by  pure- 
ly mechanical  action  on  the  part  of  the  lime  and  the 
consistency  is  not  changed.  The  value  of  this  point 
should  not  be  overlooked — increasing  the  moisture 
content  without  altering  the  consistency  of  the  mix- 
ture. 

Advantages  of  Hydrated  Lime  in  the  Semi-Dry 
Process 

It  has  already  been  stated  that  concrete  products 
are  made  by  the  semi-dry  process  in  order  to  take  ad- 
vantage of  economy  in  handling.  In  the  manufacture 
of  such  products,  it  is  customary  to  handle  them  al- 
most immediately  after  being  moulded.  Concrete  of 
a  wet  consistency  requires  considerable  time  to  hard- 
en so  that  it  can  be  safely  handled;  hence,  in  order  to 
save  time,  many  manufacturers  have  adopted  the  semi- 
dry  process.  Heretofore,  it  has  been  necessary  to  use 
a  dry  consistency  for  the  manufacture  of  these  pro- 
ducts so  they  could  be  handled  as  early  as  is  neces- 
sary and  at  the  same  time  have  a  minimum  of  break- 
age. When  hydrated  lime  is  used,  it  carries  a  consid- 
erably larger  volume  of  water  into  the  mixture,  but 
does  not  change  the  consistency,  so  that  the  products 
after  moulding,  can  be  handled  without  loss  of  time 
and  without  any  more  breakage  than  when  the  usual 
dry  mixture  process  is  used. 

It  has  been  pointed  out  that  one  reason  concrete 
products  are  not  stronger  is  because  the  cement  fre- 
quently works  at  low  efficiency  due  to  an  insufficient 
quantity  of  moisture  being  present  to  cause  com- 
plete hydration  of  the  cement.  When  hydrated  lime 
is  used  in  the  mixture  its  high  mechanical  water- 
carrying  capacity  is  the  direct  cause  of  more  nearly 
completed  hydration   of    the  cement. 

Cement  will  hydrate  and  continue  to  increase  in 
strength  just  so  long  as  moisture  is  available  to  re-act 
with  the  cement.  As  soon  as  conditions  are  such  as 
td'make  it  impossible  for  moisture  to  form  contact 
with  the  cement,  hydration  ceases,  with  the  consequent 
result  that  development  of  strength  also  stops. 

Tn  the  water-spraying  and  steam-curing  methods, 
the  moisture,  which  is  available  during  the  period  of 
treatment,  causes  a  rapid  increase  in  strength.  After 
the  products,  which  do  not  contain  hydrated  lime,/  are 
pul  in  the  storage  yard,  however,  the  wind  and  sun 
rapidly  dry  them  out  and  little  strength  develops  from 
that  time.  The  property  that  hydrated  lime  possess- 
es of  absorbing  and  holding  water  mechanically  is, 


therefore,  of  material  benefit,  inasmuch  as  the  hy- 
drated lime  holds  this  water  so  that  it  may  be  drawn 
upon  by  the  cement  in  the  process  of  hydration  and 
so  make  for  increased  ultimate  strength. 

Roth  theoretically  and  practically  it  has  been  fully 
demonstrated  that  the  addition  of  hydrated  lime  to  the 
mixture  is  of  particular  benefit  in  concrete  which  is 
subjected  to  conditions  that  will  cause  it  to  dry  out 
rapidly. 

About  Water-Tightness 

It  is  very  often  not  only  desirable  but  necessary 
for  concrete  products  to  be  rendered  water-tight.  The 
various  uses  to  which  these  products  are  placed  make 
it  almost  advisable  that  all  concrete  products  be  made 
water-tight.  Concrete  products  are  impermeable  to 
water,  or  water-tight,  when  they  do  not  permit  the  pas- 
sage or  flow  of  water  through  the  pores  or  voids.  If 
the  pores  or  voids  between  grains  are  sufficiently 
large  and  connected  from  surface  to  surface  of  the 
walls,  the  concrete  will  be  permeable  to  water. 

It  is  only  natural  that  any  material  or  method  the 
purpose  of  which  is  to  make  concrete  water-tight  must 
have  for  its  aim  the  elimination  of  structural  defects 
and  visible  voids  and  the  reduction  of  the  smaller  pas- 
sages by  diminishing  their  size  and  filling  them  with 
finely  distributed  material  of  a  colloidal  nature. 

.  Against  limited  pressure  concrete  may  be  made 
reasonably  water-tight  without  the  use  of  any  ma- 
terial other  than  portland  cement  and  the  aggregates. 
This,  however,  is  possible  only  with  sufficiently  rich 
mixtures  of  the  proper  consistency,  selected  and  care- 
fully graded  aggregates,  supervision  and  workman- 
ship of  a  character  that  is  both  extremely  rare  and  ex- 
pensive. Of  course,  the  addition  of  any  material  will 
not  compensate  for  carelessness,  but  should  assist  in 
producing  satisfactory  results  with  ordinary  care  and 
less  labor. 

Many  substances  have  been  added  to  concrete, 
with  a  view  to  making  it  water-tight,  with  varying  de- 
grees of  success. 

There  are  certain  technical  and  economic  criteria 
which  determine  the  degree  of  usefulness  of  every 
structural  material  and  the  study  of  a  large  number 
of  concrete  structures,  both  in  course  of  erection  and 
during  years  of  service,  has  shown  that  a  waterproof- 
ing material,  to  satisfy  both  technical  and  economic 
requirements,  should  possess  the  following  properties : 

1.  It  should  in  no  way  injure  the  concrete,  either 
chemically  or  physically. 

2.  It  should  be  preferably  of  a  character  chemical- 
ly similar  to  that  of  cement. 

3.  It  should  enter  the  mixture  in  its  most  effec- 
tive form  and  not  rely  for  its  waterproofing  quality 
on  chemical  reactions  that  have  to  take  place  after 
it  is  brought  in  contact  Avith  'the  ingredients  of  the 
concrete. 

4.  It  should  be  permanent  and  not  subject  to  de- 
composition or  decay,  and,  therefore,  it  should  be  a 
mineral  rather  than  an  organic  compound. 

5.  The  material  should  be  finely  divided,  bulky, 
and  preferably  of  a  colloidal  nature,  so  as  to  lubricate 
the  mass  during  handling  and  placing  and  act  as  a 
void  filler  in  the  hardened  concrete. 

6.  It  should  readily  mix  with  water  and  adhere 
to  the  other  ingredients  of  the  concrete. 

7.  It  should  be  convenient  to  handle  and  easy  to 
proportion  and  incorporate  in  the  mix. 

8.  It  should  be  inexpensive  so  as  not  to  increase 
the  cost  of  concrete  materially. 
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Canada's  Contractors— J.  A.  Grant 


1 


In  the  person  of  Mr.  J.  A.  Grant,  president  of 
J.  A.  Grant  &  Company,  Ltd.,  engineers  and  contract- 
ors, St.  John.  N.  B.,  the  "Contract  Record"  has  the 
honor  of  presenting  in  this  series  one  of  the  best 
known  and  most  widely  experienced  contractors  of 
Eastern  Canada.  Mr.  Grant  has  been  connected  with 
several  well  known  contracting  concerns,  and  during 
the  last  few  years,  as  head  of  the  company  bearing  his 
name,  he  has  been  responsible  for  a  very  large  number 
of  substantial  contracts  in  the   Maritime  Provinces. 

Mr.  Grant  is  an  Englishman  by  birth.  He  was 
educated  at  the  Merchant  Venturers  Technical  Col- 
lege of  Bristol,  and  after  leaving  college  he  joined  the 
Hard  Stone  Firms,  Limited,  of  the  same  city,  as  assist- 
ant to  the  manager,  in  which  capacity  he  carried  out 
office  work  in  connection  with  quarrying  and  stone 
working  operations.  From  1899  to  1902  he  was  ar- 
ticled with  Messrs.  Drake  &  Pizey,  architects  and 
sureyors  of  Bristol,  being  engaged  during  this  period 
on  work  in  the  west  of  England,  including  the  J.  S.  Fry 
&  Sons'  chocolate  factory,  Messrs.  Lysaghts,  Limited. 
Iron  Works,  the  Capital  and  Counties  Bank  and  sev- 
eral churches.  He  then  served  for  five  years  with 
Messrs.  S.  Pearson  &  Son,  Limited,  contractors,  Lon- 
don. England,  as  civil  engineer  on  the  Great  Northern 
&  City  Tube  Railway  in  London,  and  on  the  Malta 
Breakwater  in  the  Mediterranean.  In  1907  he  joined 
P.  Lyall  &  Sons,  general  contractors  of  Montreal,  serv- 
ing as  superintendent  in  charge  of  fourteen  harbor 
sheds  at  Montreal  and  extension  to  the  Montreal  Post 
Office.  A  year  later  he  became  connected  with  Stan- 
ley Gollick  &  Company,  reinforced  concrete  contract- 
ors, New  York,  and  during  two  years  with  this  firm 
was  in  charge  of  reinforced  concrete  work  on  the  new 
Post  Office,  New  York,  Chateau  Laurier,  Ottawa,  and 
other  work  in  New  York  and  Canada.  From  1910  to 
1913  he  was  again  with  P.  Lyall  &  Sons,  as  superin- 
tendent in  charge  of  construction  of  the  National 
Bridge  Works,  at  Longue  Point,  Que.,  Dominion  Ex- 
press Building,  Montreal,  and  an  extension  to  the  Al- 
gonquin Hotel,  St.  Andrew,  N.  B.  For  one  year  he 
was  general  superintendent  for  this  concern  in  charge 
of  Montreal  work.  In  1913  he  became  superinten- 
dent for  E.  G.  M.  Cape  Co.,  Ltd.,  in  charge  of  the  con- 
struction of  the  Armstrong-Whirworth  plant  at  Lon- 
gueuil,  the  Atlantic  Sugar  Refineries,  St.  John,  N.  B., 
and  the  new  government  wharves  at  West  St.  John, 
N.  B. 

Mr.  Grant,  in  1915,  formed  the  firm  of  Grant  & 
Home,  which  was  taken  over  in  1919  by  their  succes- 
sors, J.  A.  Grant  &  Co.,  Ltd.  As  stated  previously, 
this  concern  has  to  its  credit  a  number  of  extensive 
contracts,  including:  Extensions  to  Atlantic  Sugar  Re- 
fineries, T.  McAvity  &  Sons'  new  shell  plant,  conveyors 


for  the  Dominion  Government,  conveyors  for  Canad- 
ian Pacific  Railway,  street  paving  for  the  Canadian 
Pacific  Railway,  two  molasses  tanks  for  Crosby  Mo- 
lasses Company,  all  of  St.  John,  N.B.;  roundhouse  for 
Canadian  Pacific  Railway  Company,  Beaconsfield 
School,  new  grain  conveyors  for  Public  Works  De- 
partment, a  baggage  shed  for  the  C.  P.  R.— this  was  a 
structure  on  piles,,  500  ft.  long  x  87  ft.  wide,  which 
was  erected  in  record  time  of  fifty  working  days,  dur- 
ing the  winter  of  1919 — at  West  St.  John,  N.  B. ;  Fraser 
Memorial  Sunday  School  and  residences  and  stores  at 


Mr.  J.  A.  Grant 

Fredericton,  N.  B.;  two  3000-ton  wooden  steamers, 
"War  Fundy"  and  "War  Moncton,"  for  the  Imperial 
Munitions  Board,  the  building  of  one  four-masted 
schooner,  the  "Cutty  Sark,"  and  several  other  smaller 
jobs. 

Mr.  Grant  is  an  associate  member  of  the  Engineer- 
ing Institute  of  Canada  and  also  an  associate  member 
of  the  American  Society  of  Civil  Engineers.  He  is 
greatly  interested  in  organization  among  contractors 
and  attended  the  first  conference  of  the  Association  of 
Canadian  Building  &  Construction  Industries,  and  is 
at  present  very  actively  interested  in  the  newly  form- 
ed branch  of  that  association  in  St.  John,  N.  B. 


9.  It  should  be  a  staple  material  produced  in  all 
parts  of  the  country,  rather  than  a  specialty. 

10.  It  should  be  obtainable  wherever  portland  ce- 
ment is  sold  and  used. 

A  moment's  reflection  on  the  part  of  the  reader 
will  cause  him  to  determine  just  how  well-hydrated 
lime  fulfills  these  requirements. 

A  few  years  ago  the  U.  S.  Bureau  of  Standards, 
Washington,  D.  C,  made  an  extensive  investigation 
into  the  effectiveness  of  waterproofing  materials. 
Over  forty  materials  were  used,  including  hydrated 
lime.  The  result  of  the  investigation  is  reported  in 
Technologic  Paper  No.  3  of  the  United  States  Bureau 
of  Standards,  and  we  quote  herewith  a  statement  taken 
from  the  summary  of  the  report  mentioned.  This  con- 
clusion refers  to  the  use  of  hydrated  lime :—  • 

"This  is  the  most  efficient  medium  employed  and 
resulted  in  an  almost  impermeable  mortar  at  the  two 


weeks'  test.  Its  value  c  is  probably  due  to  its  void- 
filling  properties  and  the  same  results  could  be'expect- 
ed  from  any  other  finely  ground  inert  material,  such 
as  sand,  clay,  etc." 

While  from  the  standpoint  of  producing  a  water- 
tight concrete, -the  various  substances  mentioned  other 
than  hydrated  lime  might  prove  equally  effective,  their 
use  as  a  substitute  for  hydrated  lime  prove  prohibitive 
from  the  standpoint  of  economy  when  an  effort  is 
made  to  produce  sand  or  clay  in  as  finely  divided  par- 
ticles as  hydrated  lime. 

Our  recommendations  for  a  1-5  mix  are  8  pounds 
of  hydrated  lime  per  bag  of  cement ;  1-6  mix,  10 
pounds  hydrated  lime:  1-7  mix,  12^  pounds  hydrated 
lime  can  be  accurately  and  conveniently  measured. 
A  6-quart  pail,  heaping  full,  holds  8  pounds;  an  8- 
quart  pail  holds  10  pounds;  a  10-quart  pail  holds.  12^ 
pounds. 
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Hints  for  the  Contractor 

That  May  Save  Him  Time  and  Money — We  Will  Pay  for  All  Accepted  Items 

Send  One  In 


Spiral  Stairway  Made  of  Precast  Concrete 
Members 

IN  the  new  Wclland  Canal  locks  a  mooring  gallery 
runs  longitudinally  through  the  lock  wall  for  its 
full  length  at  an  elevation  about  30  ft.  below  the 
top  of  the  well.  Through  openings  into  the  lock 
from  this  gallery  boats  are  moored  during  the  locking 
operations  and  as  the  water  rises  the  lines  are  cast  off 
of  the  bollards  and  the  men  go  up  through  stairways 
to  the  top  of  the  lock.  These  stairways  for  the  larger 
part  of  the  30-ft.  depth  have  been  built  in  spiral  form 
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Details  of  narrow  precast  concrete  stairway  for  Welland  canal  lock  wall 

of  precast  concrete  members,  according  to  the  details 
shown  in  the  accompanying  drawing  from  Engineer- 
ing News-Record. 

In  building  the  lock  a  cylindrical  opening  8  ft.  in 
diameter  is  left  from  the  mooring  gallery  floor  to  the 
lock-wall  top.  With  the  exception  of  the  lower  6  ft., 
which  is  in  straight  stairway,  the  whole  staircase  is 


in  spiral  form  rising  around  a  central  concrete  column 
made  up  of  precast  hollow  cylinders  with  each  step 
a  precast  concrete  piece  comprising  a  tread  and  the 
next  higher  riser. 

The  supporting  cylinder  blocks  are  each  2  ft.  in 
outside  diameter  with  3-fn.  walls  7j4  in.  high,,  re- 
inforced with  No.  15  gauge  chicken  wire.  A  radial 
opening  is  left  in  the  wall  of  this  annular  ring  of  suf- 
ficient size  to  admit  the  stair  unit.  This  stair  unit, 
as  shown  on  the  detail,  is  sector  shaped  with  the  riser 
protruding  3  in.  on  top  of  the  first  and  turned  radially 
in  a  horizontal  plane  just  sufficient  to  place  the  open- 
ing in  the  proper  position  to  engage  the  next  higher 
stair  unit.  The  staircase  is  erected  in  this  manner  in 
successive  units  clear  around  the  double  turn  to  the 
top  of  the  lock  wall.  After  all  the  units  are  placed 
the  opening  in  the  cylindrical  block  support  is  filled 
with  mass  concrete. 

In  addition  to  the  precast  pieces  for  the  spiral  stair 
unit  a  precast  tread  12)4  n1-  wide  and  ]}i  in.  deep 
is  made  for  the  straight  approach  section  to  the  spiral 
staircase. 


Centrifugal  Pump  for  Handling  Tree  Stumps 

IN  the  process  of  cutting  a  new  canal  to  drain 
low-lying  land  near  New  Orleans,  some  very  dif- 
ficult material  has  had  to  be  excavated,  and  the 
work  has  entailed  considerable  alterations  to  the 
dredgers  employed.  The  canal,  which  is  150  feet  wide 
by  30  feet  deep  below  low  water,  crosses  a  level 
tract  of  land  covered,  at  one  time,  by  cypress  trees. 
At  the  time  the  work  was  begun  there  was  a  fresh 
growth  of  young  trees,  while  test  pits  showed  that 
thev  were  underlaid  by  a  great  mass  of  old  cypress 
stumps  which  had  fallen  and  sunk  in  the  morass. 


Impeller  of  pump  for  handling  large  solid  bodies 

Suction  dredgers,  with  rotary  cutters,  were  put  to 
work  on  this  material,  but,  as  was  to  be  expected, 
quickly  clogged  up  with  stumps  and  roots,  and  were 
stopped  on  this  account  for  over  25  per  cent,  of  the 
working  hours.  After  various  expedients  had  been 
tried,  a  new  impeller  for  the  pump  of  one  of  the 
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dredgers  was  designed  by  Mr.  A.  I'».  Wood,  the  me- 
chanical engineer  to  the  Sewerage  and  Water  Board. 

This  impeller,  of  which  we  give  a  sketch,  taken 
from  the  Engineer,  follows  somewhat  on  the 
lines  of  the  primitive  centrifugal  pump  formed  of  two 
bent  radial  tubes.  There  are  only  two  impellers,  shap- 
ed like  the  pattern  on  a  Paisley  shawl,  with  the  result 
that  the  passages  through  the  pump  have  very  easy 
curves  and  will  permit  the  passage  of  large  solid 
bodies  with  the  water. 

The  dredger  on  which  this  impeller  was  tried  had 
a  suction  branch  22  in.  in  diameter  and  an  80-inch 
impeller.  Both  these  dimensions  were  retained  in  the 
alterations,  and  the  plant  in  general  unaltered.  When 
the  new  pump  was  put  to  work,  the  output  of  the 
dredger  was  increased  by  about  three  times  during 
the  time  when  it  was  actually  excavating,  while  the 
delays  caused  by  clogging  of  the  suction  were  re- 
duced by  one  half.  The  average  excavation  amounted 
to  445  cubic  yards  per  hour,  and  it  appears  from  some 
results  of  tests  in  the  paper  that  the  efficiency  of  the 
pump  and  engine  was  of  the  order  of  43  per  cent., 
while  a  photograph  of  some  of  the  material  discharged 
by  the  dredger  suggests  that  it  can  handle  tree  stumps 
up  to  about  5  ft.  long  by  18  in.  in  diameter. 


Rhodes,  Curry,  Ltd.,  Separates  from  Canada 
Car  and  Foundry  Co. 

A  business  reorganization  that  is  of  importance  in 
Nova  Scotia,  and  not  without  interest  in  other  parts  of 
Canada,  is  that  of  the  Rhodes,  Curry  Company,  Lim- 
ited, which  now  becomes  simply  Rhodes,  Curry,  Lim- 
ited, divorced  entirely  from  the  Canada  Car  &  Foun- 
dry Company,  of  which  for  some  years  it  has  been  a 
subsidiary.  It  is  understood  that  the  latter  company 
was  not  unwilling  to  cut  away  from  everything  except 
the  making  of  cars  and  therefore  it  was  convenient  to 
allow  the  works  at  Amherst  to  be  dissociated  from 
the  enterprise  which  has  its  headquarters  at  Montreal. 
The  operations  of  Rhodes,  Curry  Company  will  be 
completely  centralized  in  Amherst  and  branches 
which  have  been  established  at  other  points,  it  is  un- 
derstood, will  be  closed.  This  means  the  perpetua- 
tion of  what  has  become  one  of  the  oldest  of  the  in- 
dustries of  Nova  Scotia. 


Graduate  Short  Period  Courses  in  Highway 
Engineering 

During  the  months  of  December,  1920,  to  March, 
1921,  inclusive,  the  University  of  Michigan  will  offer 


the  following  seventeen  graduate  short  period  courses 
in  highway  engineering  and  highway  transport.  Each 
course  will  consist  of  thirty  lectures  and  be  given  in 
a  period  of  two  weeks.  The  time  schedule  of  the 
courses  will  be  announced  later.  Each  course  will 
count  as  two  hours  credit  towards  the  total  of  twenty- 
four  hours  required  for  the  Master  of  Science  degree. 
The  fee  for  each  course  will  be  $10. 

American  and  English  highway  transport  meth- 
ods ;  highway  transport  surveys ;  interrelationship  of 
highway,  railway  and  waterway  transport ;  American 
and  English  highway  traffic  legislation  and  regula- 
tions ;  highway  transport  management,  cdsts  and  re- 
cord systems;  highway  transport  seminar;  highway 
engineering  financing,  administration  and  organiza- 
tion ;  highway  engineering  theory  and  design ;  high- 
way laboratory;  bituminous  materials;  grading  ma- 
chinery and  operation  ;  earth,  sand-clay,  gravel  and 
broken  stone  roads ;  bituminous  surfaces  and  bitumin- 
ous pavements;  brick,  cement-concrete,  stone  block 
and  wood  block  pavements ;  highway  specifications, 
contracts  and  jurisprudence;  highway  structures; 
highway  engineering  seminar. 


In  the  Interests  of  Safety 

Rewards  totalling-  two  thousand  five  hundred  dol- 
lars are  now  offered  for  the  arrest  and  conviction  of  the 
motorist  who  struck  down  the  late  C.  A.  B.  Brown.  The  city 
has  authorized  $500;  'the  Ontario  Motor  League.  $1,000;  the 
Ontario  Safety  League  $500;  and  the  Toronto  Automobile 
Trade  Association  $500.  The  Safety  League  is  working  on 
tlie  question  of  reward  and  expects  that  other  public-spirited 
organizations  will   increase   this  total  materially. 


Trade  Incorporations 

Wood  Pipe  Company,  Ltd.,  with  head  office  at  Mon- 
treal, capital  $50,000. 

Concrete  Brick  Company  of  Canada,  Limited,  with  head 
office  at  Windsor,  Ont.,  capital  $40,000. 

Caledon  Brick  Company,  Ltd.,  with  head  office  at  To- 
ronto, capital  $100,000,  to  manufacture  brick,  tile,  slate,  etc. 

William  I.  Bishop,  Limited,  with  head  office  at  Montreal, 
capital  $1,000,000  to  carry  on  the  business  of  general  con- 
tractors. 

Brigden  Brick  &  Tile  Company,  Ltd.,  with  head  office  at 
Brigden,  Ont.,  capital  $40,000,  to  manufacture  brick,  tile, 
sewer  pipe,  etc. 

Windsor  Construction  Company,  Ltd.,  with  head  office 
a't  Windsor,  Ont.,  capital  $40,000,  to  carry  on  the  business 
of  building  contractors. 


A  group  of  houses  designed  for  Trenton,  Ont.,  Housing  Commission  by  Wm.  Lyon  Somerville,  Architect,  of  Toronto 
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Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


The  Windsor  Hotel,  Niagara  Falls,  one  of  the  largest 
in  the  city,  has  been  sold  and  will  be  converted  into  an 
apartment  house  with'  25  Suites. 

Practically  all  branches  of  labor  have  reached  agree- 
ments oh  the  wage  question  with  the  contractors  at  Monc- 
ton,  N.  B.,  and  building  activities  have  been  resumed  after 
a  brief  tie-up. 

|.,Afnew  firm,  Messrs.  MacKenzie  &  Company,  roofing  and 
sheet  metal  contractors,  have  opened  a  shop  at  339  N.  Norah 
St.,  Fort  William,  Ont.  Mr.  G.  W.  MacKenzie,  well  known  in 
local  contracting  circles,  is  manager  of  the  new  concern. 

Building  permits  issued  at  Hamilton  last  month  totalled 
$779,500  in  value,  or  an  advance  of  $290,190  for  the  corres- 
ponding month  last  year.  Last  month's  figure  is  the  second 
largest  in  the  history  of  the  city,  exceeded  only  by  that  of 
September,  1919,  when  permits  went  over  the  million  dollar 
marl: 

Building  figures  from  Winnipeg  for  the  month  of  April 
show  a  big  increase  over  the  corresponding  month  in  any 
year  since  1914,  in  which  year  building  was  at  its  height  in 
Winnipeg.  A  total  of  313  permits  were  issued  for  an  esti- 
mated value  of  $2,901,300.  Last  year's  figure  for  the  month 
of  April  was  $239,600. 

Mr.  H.  Frank  Bird,  secretary  of  the  Good  Roads  League 
of  British  Columbia,  recently  completed  a  tour  of  several  of 
the  principal  cities  of  the  province  for  the  purpose  of  spread- 
ing the  propaganda  of  good  roads  and  to  further  the  estab- 
lishment of  Good  Roads  Associations  at  these  different 
points. 

City  Engineer  Parsons,  of  Peterboro,  Ont.,  returned  to 
that  city  recently  after  a  short  trip  to  New  Orleans  and 
Houston,  Texas,  where  he  inspected  the  sewage  disposal 
plants  and  pumping  equipment,  and  obtained  some  very 
valuable  information  on  the  working  of  the  activated  sludge 
systems  of  sewage  disposal  in  use  in  these  cities. 

The  plant  of  Baldwin's  Canadian  Steel  Corporation  at 
Toronto  has  been  forced  to  discontinue  operations  indefinite- 
ly owing  to  a  shortage  of  electric  power.  The  contractors 
on  the  construction  of  a  half  million  dollar  addition  to 
the  present  plant  have  also  ceased  work  and  things  will  re- 
main at  a  standstill  pending  the  decision  of  the  directors  of 
the  corporation  in  England. 

At  the  annual  meeting  of  the  Peterboro,  Ont.,  branch  of 
the  Engineering  Institute  of  Canada,  Mr.  C.  E.  Sisson  oc- 
cupied the  chair  in  the  absence  of  Mr.  R.  H.  Parsons,  who 
was  out  of  town.  The  most  important  item  of  business  was 
the  election  of  officers  for  the  coming  year,  which  resulted 
as  follows:  Honorary  chairman,  R.  B.  Rogers;  chairman,  R. 
H.  Parsons;  vice-chairman,  P.  L.  Allison;  secretary,  R.  L. 
Dobbin;  treasurer,  D.  L.  McLaren;  committee,  C.  E.  Sis- 
son,  P.  P.  Westbye,  J.  Mcintosh,  J.  D.  W.  Magie,  C.  H. 
Rogers. 


Trade  Incorporations 

The  Webb-Trew  Construction  Company,  Ltd.,  with  head 
offiice  at  Midland,  Ont.,  capital  $20,000. 

Foam  Lake  Cement  Block',  Brick  and  Tile  Company, 
Ltd.,  with  head  office  at  Foam  Lake,  Sask.,  capital  $20,000. 

The  Bannon  Company,  Limited,  with  head  office  at  To- 


ronto, capital  $40,000,  to  deal  in  engineering  supplies  and 
carry  on  the  business  of  a  construction  company. 


Personal 

Capt.  Allan  Curry  was  re-appointed  sanitary  inspector  of 
Sydney,  N.  S.,  at  a  recent  meeting  of  the  Local  Board  of 
Health. 

The  newly  appointed  Housing  Board  at  Campbellford, 
N.  B.,  is  composed  of  Messrs.  N.  C.  McKay,  A.  H.  Ingram, 
and  H.  C.  Matthews. 

The  new  firm  of  Ontario  Builders,  Ltd.,  have  opened 
offices  in  the  Manning  Chambers,  Toronto.  Mr.  A.  M.  Shook 
is  manager  of  the  new  concern. 

Mr.  H.  Randal,  district  engineer  of  the  C.  P.  R.  for  Brit- 
ish Columbia,  has  returned  to  Vancouver  after  a  five  months' 
trip  to  England  and  the  Continent. 

At  a  recent  meeting  of  the  city  council  of  Peterboro, 
Ont.,  Ex-Mayor  G.  H.  Duncan  was  appointed  to  the  Util- 
ities Commission,  succeeding  the  late  W.  H.  Moore. 

At  the  recent  appointing  of  town  officers  at  Campbellford, 
N.  B.,  Mr.  W.  J.  S.  Walsh  was  appointed  town  engineer; 
Mr.  Chas.  Parker,  street  commissioner,  and  Mr.  John  Andrew, 
building  inspector. 

Mr.  R.  H.  Simonds,  secretary  of  the  Board  of  Trade 
at  Fredericton,  N.  B.,  has  been  appointed  a  member  of  the 
Housing  Commission,  replacing  Rev.  D.  W.  Roberts,  who 
left  the  city  recently. 

Mr.  F.  C.  Wightman  has  resigned  as  town  engineer  of 
Amherst,  N.  S.,  to  accept  a  position  on  the  Provincial  High- 
way Board.  Mr.  Wightman  will  be  superintendent  of  roads 
in  the  western  section  of  Cumberland. 

Mr.  Gordon  Grant  has  been  appointed  chief  engineer 
of  the  Dominion  Highways  Commission.  He  was  formerly 
chief  engineer  of  the  National  Transcontinental  Railway. 
The  salary  attached  to  his  new  position  is  $6,000  per  year. 

Mr.  L.  C.  Charlesworth,  deputy  minister  of  public  works 
of  Alberta,  has  been  appointed  Irrigation  Counsel,  a  position 
recently  created  by  the  new  Irrigation  Act.  Mr.  Charles- 
worth  will  continue  as  deputy  minister  until  such  time  as  his 
new  position  will  require  all  his  time. 

Mr.  E.  J.  Harker,  of  Campbellton,  N.  B.,  has  resigned 
from  his  position  with  the  J.  &  D.  A.  Harquail  Co.,  Ltd., 
with  whom  he  has  been  connected  for  the  past  eleven  years 
as  architect  and  construction  superintendent  and  has  been 
appointed  superintendent  of  construction  of  the  Restigouche 
and  Bay  Chaleur  Soldiers'  Memorial  Hospital  at  Cambel- 
ton,  N.  B. 

Mr.  Alex  Wilson  is  now  in  business  as  consulting  and 
supervising  engineer  at  the  Yorkshire  Building,  Montreal, 
He  is  a  graduate  of  McGill  University  in  electrical  and  me- 
chanical engineering,  and  has  held  positions  on  the  staffs 
of  the  Shawinigan  Water  and  Power  Co.,  Cedars  Rapids 
Manufacturing  &  Power  Co.,  and  the  Montreal  Light,  Heat 
&  Power  Co.  He  was  identified  with  the  construction  of 
the  Cedars  Rapids  hydro-electric  plant,  of  which  he  was 
appointed  superintendent  on  its  completion.  From  1916  to 
1919  he  served  in  France,  and  on  his  return  was  appointed 
assistant  to  Mr.  R.  M.  Wilson,  chief  electrical  engineer  of 
the  Montreal  Light,  Heat  &  Power  Company. 


i 

Obituary 

James  Turner,  a  well-known  contractor  of  Aylmer,  Ont., 
died  recently,  aged  seventy-nine  years.  Mr.  Turner  had  re- 
sided in  the  town  fifty-five  years,  and  had  erected  a  large 
number  of  the  dwellings  there. 


Contracts  Department 

News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Brampton,  Ont. 

Brampton  Waterworks  Commission 
has  instructed  W.  M.  Treadgold,  engi- 
neer, to  receive  tenders  until  May  25th 
for  construction  of  extension  to  pump- 
ing house;  supply  and  delivery  of  one 
turbine  pump  and  motor  unit,  and  of 
two  horizontal  mechanical  pressure  fil- 
ters.   Plans  at  office  of  Commission. 

Charlottetown,  P.  E.  I. 

L.  B.  McMillan,  secy,  for  Provincial 
Dept.  Public  Works,  will  receive  ten- 
ders until  noon  May  31st  for  supply  of 
any  or  all  of  the  following  materials: 
Cement,  sand,  gravel  or  broken  stone, 
reinforcing  steel,  tile  pipe.  Plans  and 
specifications  at  office  of  Provincial  en- 
gineer, Herbert  H.  Shaw. 

Chatham,  Ont. 

L.  A.  I'ardo.  County  Road  Supt.,  has 
been  instructed  by  Kent  County  Coun- 
cil to  receive  tenders  until  May  21st  for 
construction  of  eight  concrete  culverts. 

Sombra  Township  has  instructed  en- 
gineer Geo.  A.  McCubbin,  Chatham,  to 
prepare  plans  for  construction  of  Jarvis 
tile  drain. 

Clandeboye,  Man. 

J.  D.  Forster,  clerk  for  Municipality 
of  St.  Andrews,  will  receive  tenders  un- 
til noon,  June  5th,  for  grading  and  brush 
ing  roads;  cost,  $400,000.  Specifications 
with  Highway  Commissioner,  New  Pari. 
Bldgs.,  Winnipeg,  and  clerk,  Clande- 
boye. 

East  Angus,  Que. 

By-law  authorizing  construction  of  wa- 
terworks system,  concrete  sidewalks  and 
permanent  roads  costing  $50,000  for 
Town  will  be  submitted.  Secy.-treas.,  J. 
Gerard. 

Fredericton,  N.  B. 

Provincial  Dept.  Public  Works  has 
had  plans  prepared  for  construction  of 
SO  miles  of  road  from  St.  John  to  St. 
Stephen  to  cost,  approximately,  $3,000 
per  mile.  Work  will  be  done  partly  by 
contract  and  partly  by  day  labor. 

Hamilton,  Ont. 

City  will  start  work  shortly  on  con- 
struction of  sewer  costing  $7,000.  En- 
gineer, E.  R.  Gray. 

Kingsvillej,  Ont. 

Win.  Long,  Town  clerk,  will  receive 
tenders  until  May  31st  for  construction 
of  sewers  and  pavement.  Plans  with 
clerk  and  engineer,  R.  W.  Code,  Bank 
of  Hamilton  Bldg.,  Windsor. 

Newmarket,  Ont. 

P.  J.  Anderson,  Town  clerk,  wdl  re- 
ceive tenders  until  May  25th  for  con- 
struction of  sewage  disposal  plant  and 
trunk  sewers.  Plans  at  office  of  engi- 
neers, E.  A.  James  Co.,  1044  Excelsior 
Life  Bldg.,  36  Toronto  St.,  Toronto. 

Owen  Sound,  Ont. 

Grey  County  Council  has  instructed  its 
engineer,  R.     McDowell,     C.E.,  Owen 


Sound,  to  receive  tenders  until  May  31st 
for  construction  of  two  reinforced  con- 
crete bridges;  construction  of  nine  miles 
of  road;  rock  hill  cutting,  5,000  cu.  yards: 
supply  for  1920  of  Portland  cement  per 
bbl.  and  of  reinforcing  steel  bars,  ^4  in.  to 
llA  in.  in  diameter,  per  bbl.,  both  f.o.b. 
at  Owen  Sound,  Hanover,  Thornby, 
Flesherton. 

Pike  River,  Que. 

Town  contemplates  construction  of 
roads  by  day  labor.  Secy.-treas.,  B.  Sil- 
odeau. 

St.  Lambert,  Que. 

J.  R.  Beatty,  secy.-treas.  for  Town,  will 
receive  tenders  until  May  31st  for  pav- 
ing road,  about  6,100  ft.  long. 

St.  Neree,  Que. 

Municipality  plans  to  gravel  six  miles 
of  road.    Secy.-treas.,  Octave  Roy. 

Toronto,  Ont. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Highways,  Pari.  Bldgs., 
Toronto,  will  receive  tenders  until  May 
31st  for  earth  work  and  other  necessary 
work  on  Provincial  Highway  in  Ed- 
wardsburg  Township.  Plans  at  offices 
of  resident  engineer,  Cornwall,  and  De- 
puty Minister,  Toronto. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Highways,  Pari.  Bldgs., 
Toronto,  will  receive  tenders  until  May 
31st  for  excavating,  construction  of  con- 
crete structures  and  other  necessary 
work  on  Provincial  Highway  in  Town 
and  Township  of  Whitby.  Plans  at  of- 
fices of  resident  engineer,  Port  Hope, 
and  Minister  of  Public  Works  &  High- 
ways, Toronto. 

Virden,  Man. 

Rural  Municipality  of  Wallace  has  in- 
structed its  secy.-treas.,  W.  Whiteford. 
Municipal  office,  Virden,  to  receive  ten- 
ders until  May  21st  for  construction  of 
concrete  culverts.  Plans  with  secy.- 
treas.,  and  with  Highway  Commissioner, 
Winnipeg. 

Walkerton,  Ont. 

Town  contemplates  construction  of 
concrete  pavement  costing  $35,000  and 
permanent  pavement  costing  $40,000.  En- 
gineer, E.  D.  Bolton,  Listowel,  Ont. 

Wallaceb'urg,  Ont. 

Plans  are  progressing  for  construction 
of  concrete  pavements,  curbs  and  gutters 
costing  $100,000  for  Town.  Clerk,  C.  B. 
Jackson. 

Welland,  Ont. 

Welland  County  Council  has  instruct- 
ed its  clerk,  Robt.  Cooper,  M.L.A.,  Wel- 
land, Ont.,  to  receive  tenders  until  June 
1st  for  construction  ,of  24  miles  of  wa- 
ter bound  macadam  road.  Plans  with 
clerk,  engineer,  Geo.  Ross,  Welland,  and 
MacLean  Daily  Reports  Ltd.,  345  Ade- 
laide St.  W.,  Toronto. 

Wingham,  Ont. 

Town  will  consider  the  construction  of 
watermain.  Mayor,  W.  H.  Gurney. 


CONTRACTS  AWARDED 
British  Columbia,  Province  of 

Provincial  'Dept.  Public  Works  placed 
general  contract  for  paving  on  Pacific 
Highway  costing  $100,000  with  M.  P. 
Cotton  &  Co.,  Vancouver. 

Chilliwack,  B.  C. 

Corporation  of  Chilliwack  placed  gen- 
eral contract  for  asphalt  paving  costing 
$18,000  with  The  Columbia  Bitulithic  Co., 
Vancouver. 
Hull,  Que. 

City  awarded  general  contract  for  as- 
phalt paving  costing  $16,000  to  Standard 
Paving  Co.,  Central  Chambers,  Elgin  St., 
Ottawa. 

Lindsay,  Ont. 

Town  awarded  general  contract  con- 
structing granolithic  walks  to  Geo.  H. 
Lindsay,  Cambridge  St. 

Montreal,  Que. 

City  has  contracted  with  The  Maple 
Leaf  Mfg.  Co.,  Montreal,  Que.,  for  12' 
street  sprinkler  machines  costing  $8,790 
each. 

Ottawa,  Ont. 

Suburban  Road  Commission,  Thistle 
Rldg.,  awarded  general  contract  for  con- 
struction of  waterbound  macadam  road 
costing  $36,000  and  roadway  costing 
$28,500  to  Standard  Paving  Co.,  Central 
Chambers,  Elgin  St. 

City  has  awarded  contract  for  supply 
of  pipe,  in  connection  with  construction 
by  day  labor  of  watermains  and  services 
costing  $50,000,  to  National  Iron  Corpor- 
ation, ft.  of  Cherry  St.,  Toronto. 

Stratford,  Ont. 

City  awarded  general  contract  at  $74,- 
850  for  construction  of  central  main  to 
J.  H.  McKnight  Construction  Co.,  88 
St.  David  St.,  Toronto. 

St.  John,  N.  B. 

Morrison  &  Newland,  Harnpstead,  N. 
B.,  will  supply  city  with  gra-nife  Kl6cks 
required  in  paving  of  Prince  William  St. 
and  City  Rd. 

Stratford,  Ont. 

City  awarded  general  contract  for  con- 
struction of  sewer  costing  $11,400  to  C. 
Crowley,  R.  R.  No.  2,  Gadshill  Station, 
Perth,  Ont. 

Sumas  Lake,  B.  C. 

Marsh  Construction  Co.,  Vancouver 
Block,  Vancouver,  B.C.,  have  the  gen- 
eral contract  for  reclamation  of  32,000 
acres  of  land  for  Land  Settlement  Bldg.. 
Provincial  Govt.,  and  others,  care  Sumas 
Dyking  &  Drainage  Commission.  Cost, 
$1,180,000. 

Wiarton,  Ont. 

Town  awarded  contract     for  paving 
work   to   Messrs,  Curran    &   Briggs  of 
Toronto. 
Winnipeg,  Man. 

Committee  has  recommended  that  city 
accept  its  engineer's  tenders  for  con- 
struction of  asphalt  pavements  on  four 
streets  at  $61,400,  $18,594.50,  $23,183.70, 
and  $12,169;  and  construction  of  pave- 
ment on  various  streets  at  $246,894. 
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Railroads,  Bridges  and  Wharves 

Cap  de  la  Madeleine,  Que. 

Town  will  call  tenders  about  June  Lsl 
for  re-erection  of  bridge;  cost,  $7,000. 
Chairman,  1.  Rocheford. 

Fredericton,  N.  B. 

Tenders  will  be  called  shortly  for  con- 
struction of  bridge  costing  $1,500,  I  for 

C.  N.  kly.,  Toronto,  Out.  District  en- 
gineer, K.  A.. Black,  Campbellton,  N.  B. 

Georgetown,  P.  E.  I. 

Construction  here  of  marine  railway 
and  floating  or  dry  dock  is  contem- 
plated. Communications  desired  from 
firms  on  all  particulars  and  details  as 
to  cost,  etc.    Address  A.  S.  MacGregor. 

London,  Ont. 

City  will  ask  at  once  for  competitive 
plans  for  bridge  costing  $143,000.  Engi- 
neer, H.  A.  Brazier,  City  Hall. 

Pike  River,  Que. 

Town  contemplates  the  construction 
of  bridges  by  day  labor.  Secy.-treas.,  N. 
Silodeau. 

Priceville,  Ont. 

Glenelg  Township  will  call  tenders 
May  24th  for  construction  of  bridge.  En- 
gineer, Isaac  Traynor,  C.E..  Dundalk. 
Ont. 

St.  Rose,  Parish  of,  Que. 

Town  has  instructed  T.  Ouimet,  secy.- 
treas.,  to  receive  tenders  until  May  31st 
for  construction  of  concrete  bridges 
and  macadamization  of  roads. 

Toronto,  Ont. 

Time  extended  to  May  27th  for  re- 
ceiving tenders  for  construction  of  16 
concrete  culverts  and  bridges'  for  C.  N. 
Rly.,  1  Toronto  St.  Engineer,  H.  T. 
Hazen,  Room  34,   27  Wellington  E. 

CONTRACTS  AWARDED 
Fitzroy,  Township  of,  Ont. 

Township  awarded  general  contract  for 
bridge  to  H.  V.  Sersin,  care  engineers, 
Patterson  &  Byrne,  71^  Sparks  St.,  Ot- 
tawa. 

Simcoe,  Ont. 

Town  awarded  general  contract  for 
construction  of  steel  superstructure  for 
bridge  costing  $5,550  to  Stratford  Bridge 
&  Iron  Works  Co.,  Stratford,  Ont. 

Public  Buildings,  Churches 
and  Schools 

Calgary,  Alta. 

R.  P.  Blakey,  Provincial  architect,  Ed- 
monton, is  preparing  new  plans  for  erec- 
tion of  technology  and  normal  school 
costing  about  $500,000  for  Provincial 
Govt,  and  Calgary  School  Bd.  Tenders 
will  be  called  shortly. 

Hospital  Board  has  appointed  J.  B. 
Richards,  architect,  Calgary,  to  prepare 
plans  for  extensions  to  hospital. 

Campbellton,  N.  B. 

Work  has  started  on  erection  of  sol- 
diers' Memorial  Hospital  costing  $100,- 
000.  E.  J.  Harker,  Superintendent  in 
charge,  wants  prices  and  data  on  all 
classes  of  work. 

Cap  de  la  Madeleine,  Que. 

Erection  of  theatre  here  costing  $40,- 
000  is  contemplated.  Interested,  Messrs. 
Henri  Devilleray  and  Louis  Daigle,  care 
Mr.  Isaie  De  Grandmont. 

Coalhurst,  Alta. 

C.  Hay,  architect,  Bevendge  P.Ik..  Cal- 
gary, is  preparing  plans  for  erection  of 


school  costing  $40,000  for  Consolidated 
School  District. 

Courtenay,  B.  C. 

Provincial  Dept.  of  Education,  \  ic- 
toria,  will  call  tenders  soon  for  erection 
of  school  costing  $50,000.  Minister,  Hon. 
J.  D.  MacLean,  Victoria,  B.  C. 

Essex,  Ont. 

Citizen's  Committee,  E.  S.  Scott,  R.  R. 
Brett,  Sr.,  Geo.  Miller,  will  appoint  arch- 
itect to  prepare  plans  for  erection  of 
community    hall    costing  $35,000. 

Tenders  will  be  called  shortly  for  erec- 
tion of  exhibition  building  costing  $25,000 
for  Essex  County  Fair  Bd.  Architect,  J. 
II.  Hedrick. 

Hamilton,  Ont. 

R.  H.  Poster,  secy.-treas.  to  Bd.  of 
Education,  will  receive  new  tenders  for 
erection  of  addition  to  school.  Archi- 
tects, Whitton  &  Walsh,  7  Hugh  SOD  S. 

Kenton,  Man. 

Wm.  Hudson,  secy.,  Kenton,  and  E. 
D.-  Tuttle,  architect,  405  McArth- 
ur  Bldg,  Winnipeg,  will  receive 
tenders  until  May  24th  for  erection  of 
school  addition  costing  $10,000  for  Ken- 
ton School  District  No.  280. 

Lanigan,  Sask. 

W.  L.  Craddock,  chairman  School  Dis- 
trict No.  1802,  will  receive  tenders  until 
May  2fith  for  erection  of  school  costing 
$26,000.  Plans  with  chairman,  architect, 
R.  M.  Thompson.  Bank  of  Nova  Scotia, 
Saskatoon,  and  Builders'  Exchange,  Re- 
sina. 

London,  Ont. 

T.  M.  Moore,  architect,  425  Richmond 
St.,  will  receive  tenders  until  May  21st 
for  prepared  asphalt  roofing  for  St. 
Paul's  Cathedral. 

Board  of  Education.  R.  M.  McElheran. 
sec,  has  appointed  L.  E.  Carrothers. 
architect,  to  prepare  plans  for  erection 
of  high  school  to  replace  building  re- 
cently destroyed  by  fire.   Cost.  $500,000. 

Midland,  Ont. 

By-law  passed  authorizing  construc- 
tion of  school  costing  $50,000  for  School 
Bd.  Architect,  John  Wilson,  Hurontario 
St..  Collingwood,  Ont. 

Moncton,  N.  B. 

W.  C.  Barnes,  architect,  Wyse  Bldg.. 
will  receive  tenders  until  May  28th  for 
erection  of  parsonage  costing  $12,000  for 
First  Baptist  Church.  Queen  St. 

Montreal,  Que. 

Chas.  David,  architect,  78  Crescent  St.. 
is  preparing  plans  for  erection  of  school 
costing  $100,000  for  R.  C.  School  Com- 
mission. 

Newmarket,  Ont. 

E.  A.  James  Co.,  engineers,  36  Toronto 
St.,  Toronto,  will  receive  tenders  until 
June  4th  for  installation  of  heating  sys- 
tem, power  house  and  radial  brick  chim- 
ney, and  for  wiring,  in  York  County  In- 
dustrial Home  and  Outbuildings  at  New- 
market. 

Niagara  Falls,  Ont. 

P.  A.  Skinner,  Queen  St.,  will  re- 
model Windsor  Hotel.    Cost.  $10,000. 

Regina,  Sask.  . 

Trans-Canada  Theatres  contemplate 
the  erection  of  theatre  costing  $335,000. 
Vice  Pres..  R.  J.  Lydiatt,  Calgary,  Alta. 

Rouleau,  Sask. 

By-law  authorizing  expenditure  of 
$30,000  on  erection  of  school  for  Rouleau 
School  District  will  be  submitted  soon. 
Chairman,  D.  A.  Kingsbury.  Rouleau. 


St.  John,  N.  B. 

H.  C.  Mott,  architect,  13  Germain  St., 
will  call  tenders  next  month  for  exten- 
sion to  church  costing  176,000  for  Vic- 
toria St.  P.aptist  Church. 

Sudbury,  Ont. 

P,  J.  O'Gorman,  architect,  will  receive 
tenders  until  May  2«Jth  for  erection  of 
addition  to  mining  and  technical  school 
costing  $75,000  for  School  Bd.  Plans  at 
offices  of  architect,  Sudbury,  and  Mac- 
Lean  Daily  Reports,  345  Adelaide  W., 
Toronto. 

Sydney  Mines,  N.  S. 

Rev.  C.  F.  McKinnon  will  receive  ten- 
ders until  May  24th  for  erection  of  school 
costing  $50,000  for  R.  C.  Episcopal  Corp. 
Plans  at  Glebe  House,  Sydney  Mines, 
and  at  office  of  architect,  Ronald  Gillis, 
Sydney,  N.  S. 
Toronto,  Ont. 

C.  N.  Rlys.,  1  Toronto  St.,  are  making 
alterations  to  building  for  club  house. 
Architect,  Geo.  C.  Briggs,  19  Welling- 
ton E.,  supervises. 

T.  L.  Church,  Chairman  Bd.  of  Con- 
trol, will  receive  tenders  until  June  1st 
for  various  trades  required  in  erection 
of  fire  hall.    Plans  with  City  architect. 

Bd.  of  Education     will     call  tenders 
shortly  for  wrecking  North  Wing  of  Giv- 
ens     St.     School.     Secy.-treas.,  W.  W. 
Pearse,  155  College  St. 
Yorkton,  Sask. 

Tenders  will  he  received,  no  closing 
date  set,  for  erection  of  school  costing 
$100,000  for  Public  School  Bd.,  J.  M. 
Clark,  secy.  Architects.  Storey  &  Van 
Egmond,  McCallum  Hill  Block,  Regina. 

Winnipeg,  Man. 

Tenders  called  for  erection  of  church 
costing  $25,000  for  St.  James  Methodist 
Church.  Architect,  F.  G.  Walmsley,  243 
Woodlawn  Ave.,  St.  James. 

CONTRACTS  AWARDED 
Calgary,  Alta. 

Holy  Cross  Hospital  placed  general 
contract  and  masonry  for  erection  of 
hospital  buildings  costing  $80,000  with 
Watson  &  Abercrombie,  Eighth  Ave. 
W. ;  heating,  Jas.  Ballantyne  &  Co., 
Winnipeg  and  Calgary. 

Two  schools  costing  $31,900  and  $31,- 
215  for  School  Board:  General  contract, 
masonry,  carpentry  and  roofing,  Geo. 
Simpson,  3010  15th  St.  W.;  plumbing  and 
heating,  Campbell  &  Hillier,  17th  Ave. 
W. 

Campbellton,  N.  B. 

Church  of  Our  Lady  of  the  Snows 
awarded  contract  to  J.  &  D.  A.  Har- 
quail  Co..  Campbellton,  for  erection  of 
church  basement  with  temporary  roof; 
cost,  $50,000.  Completion  of  church  to 
be  proceeded  with  later.  Architect,  Udel 
Charbonneau,  Sherbrooke,  Que. 

J.  &  D.  A.  Harquail  Ltd.,  Campbell- 
ton, have  general  contract  for  recon- 
struction of  Rosebury  School;  cost,  $48,- 
000.  Architect,  F.  Neil  Brodie.  St.  John. 
N.  B. 

Hotel  Dieu  awarded  general  contract 
for  erection  of  new  hospital  costing 
$150,000  to  J.  &  D.  A.  Harquail  Ltd. 
Architect,  Udel  Charbonneau,  Sher- 
brooke, Que. 
Essondale,  B.  C. 

Provincial  Dept.  Public  Works  placed 
the  general  contract  for  erection  of  in- 
dustrial home  costing  $250,000  with  Rob- 
ertson Partners  Ltd.,  837  Hastings  St. 
W.,  Vancouver. 
Granby  Bay,  B.  C. 

Provincial  Dept.  Public  Works  placed 
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the  general  contract  for  erection  of 
school  costing  $19,000  with  Thos.  Car- 
son, 4659  St.  Catherines  St.,  Vancouver. 

Hamilton,  Ont. 

W.  H.  Cooper,  Sherman  Ave.  N.,  has 
the  general  contract  for  alterations  to 
buildings  for  nurses'  home  costing  $100,- 
000  for  Hospital  Bd.,  Barton  St.  E. 

Kitchener,  Ont. 

School  Board  awarded  general  con- 
tract for  school  addition  costing  $46,500 
to  Caspar  Braun,  295  King  St.  W.,  Kit- 
chener. 

Langham,  Sask. 

School  Board  awarded  general  con- 
tract for  erection  of  school  costing  $30,- 
000  to  Waterman  &  Waterbury  Co.,  Re- 
gina. 

London,  Ont. 

Dominion  Dept.  Public  Works  award- 
ed general  contract  for  concrete  founda- 
tion, valve  house,  etc.,  required  for  West- 
minster Psychopathic  Hospital,  to  W.  H. 
Harvey,  Kingston,  Ont. 

St.  Clair  Beach,  Ont. 

St.  Clair  Club  awarded  the  general 
contract  for  erection  of  club  house  cost- 
ing $6,000  to  Woodslee  Lumber  Co., 
Woodslee,  Ont. 

Three  Rivers,  Que. 

Anselme  Dube,  Bellefeuille  St.,  has 
general  contract  for  alterations  to  club 
for  Knights  of  Columbus. 

Toronto,  Ont. 

Orpheum  Ltd.,  602-4  Queen  St.  W., 
placed  general  contract  for  alterations 
and  additions  to  theatre  costing  $25,000 
with  J.  H.  Jones  &  Co.,  314  Clinton  St. 

Tuxford,  Sask. 

School  Board  placed  the  general  con- 
tract for  erection  of  school  costing  $19,- 
000  with  Waterman  &  Waterbury  Co., 
118  Donahue  Blk.,  Regina. 


Business  Buildings  and  Indus- 
trial Plants 

Campbellton,  N.  B. 

F.  E.  Shephard  will  receive  tenders 
for  erection  of  two  storey  brick  store 
block.   Architect,  E.  J.  Harker. 

Cap  de  la  Madeleine,  Que. 

Plans  are  progressing  for  erection  of 
planing  mill  costing  $15,000  for  Morin 
&  Freres  Ltd. 

Carstairs,  Alta. 

Great  West  Saddlery  Co.,  Calgary, 
Alta.,  will  erect  store,  brick  construction. 

Durham,  Ont. 

Rob  Roy  Mills  Ltd.  will  start  worx 
on  erection  of  addition  to  flour  mills 
costing  $25,000.  Supt.,  W.  A.  McGowan. 

Lake  George,  N.  B. 

North  American  Antimony  &  Smelt- 
ing Co.  are  in  the  market  for  concentra- 
tion plant  with  capacity  of  100  to  200 
tons  daily,  also  for  one  portable  boiler, 
35  to  50  H.P.  Manager,  W.  F.  Dickson, 
Dufferin  Hotel,  St.  John,  N.  B. 

London,  Ont. 

Simmons  Ltd.,  Montreal,  are  having 
plans  prepared  for  erection  of  factory 
costing  $250,000.  Interested,  Gordon 
Philip,  Chamber  of  Commerce,  London. 

Markdale,  Ont. 

Bank  of  Toronto,  head  office,  Bay  and 
King  Sts.,  Toronto,  plan  to  erect  bank 
building  here.  Local  manager,  W.  L. 
Young. 


Moncton,   N.  B. 

Z.  M.  Leger,  King  St.,  will  receive 
tenders  until  May  20th  for  erection  of 
stores  and  flats  costing  $37,000.  Archi- 
tect, T.  Gould. 

Montreal,  Que. 

Royal  Bank  of  Canada,  147  St.  James 
St.,  contemplates  erection  of  bank  build- 
ing. Manager  of  Bank  Premises,  L.  P. 
Snyder,  147  St.  James  St. 

Dominion  Govt.  Harbour  Commis- 
sioners will  construct  cold  storage  plant 
and  power  house  costing  $1,000,000  by 
day  labor.    No  material  required. 

New  Toronto,  Ont. 

Geo.  D.  Redmond,  architect,  39  Yonge 
St.  Arcade,  will  receive  tenders  on  all 
trades  for  erection  of  stores,  billiard 
room  and  bowling  alley. 

Petrolea,  Ont. 

Draper  Mfg.  Co.,  who  have  started 
work  on  erection  of  $15,000  factory,  plan 
to  instal  steam  plant  as  auxiliary  in 
case  of  Hydro  breakdowns. 

Point  Grey,  B.  C. 

F.  W.  G.  Anderson,  1056  Granville  St., 
Vancouver,  plans  to  erect  furniture  fac- 
tory costing  $25,000. 

Prince  Albert,  Sask. 

Prince  Albert  Motor  Sales  Co.  plan  to 
erect  garage  costing  $30,000.  Address  J. 
Sanderson,  Prince  Albert. 

Quebec,  Que. 

P.  Levesque,  architect,  115  St.  John 
St.,  has  prepared  plans  for  erection  of 
store  for  T.  D.  Dubuc,  118  St.  John  St. 

Sherbrooke,  Que. 

Elec.  Repair  &  Supply  Co.,  W.  J.  Wig- 
gett,  manager,  71  Wellington  St.,  will 
erect  motor  repair  shop  costing  $10,000. 

Sydney,  N.  S. 

Sydney  Foundry  &  Machine  Co.  are 
making  repairs  to  roof  by  dav  labor. 
Cost,  $8,000. 

Thetford  Mines,  Que. 

A.  Roy  (Fils)  contemplates  the  erec- 
tion of  store  and  residence  costing  $6,- 
000. 

Three  Rivers,  Que. 

Dme.  Jos.  Masse,  St.  Jacques  St.,  is 
erecting  store  and  two  tenements  by  day 
labor.  Cost,  $10,000. 

Three  Rivers  Shipyard  Co.  &  National 
Shipbuilding  Co.  will  rebuild  at  once 
blacksmith  and  machine  shops  recently 
destroyed  by  fire;  cost,  $20,000.  Purch- 
asing agent,  L.  Abbe. 

Toronto,  Ont. 

Royal  Bank  of  Canada,  2  King  E.,  will 
alter  store  into  bank  building. 

Imperial  Varnish  &  Color  Co.,  6 
Morse  St.,  are  "erecting  addition  to  plant 
by  day  labor. 

Peter  L.  Slayer,  496  Bloof  W.,  will 
call  tenders  shortly  for  erection  of  addi- 
tion to  confectionary  store  and  apart- 
ments. 

A.  G.  Strathy  Ltd.,  123  Simcoe  St., 
will  erect  garage  shortly.  Manager,  Law- 
rence Hill. 

H.  G.  Paull,  architect,  395  College  St., 
has  prepared  plans  for  garage  costing 
$10,000  for  A.  W.  Miles,  396  College  St. 

W.  D.  Beath  &  Son,  386  Symington 
Ave.,  have  plans  prepared  for  erection  of 
warehouse. 

Wm.  Smedley,  353  Spadina  Ave.,  will 
make  alterations  to  store  costing  $5,000. 

W.  T.  Blackmore,  42  Rountree  Ave., 
is  erecting  store  and  apartments  costing 
$6,000. 

A.   E.   Lankin,   85   Hogarth   Ave.,  is 


erecting  store  and  apartments  costing 
$7,500. 

B.  Swartz,  architect,  336  Dundas  W., 
is  preparing  plans  for  store  costing  $7,- 
000  for  Calerone  Bros. 

Geo.  Hayward,  779  Ossington  Ave., 
will  erect  addition  to  garage  costing  $10,- 
000. 

Truro,  N.  S. 

H.  K.  Burgess  will  erect  stores  and 
offices  costing  $25,000  to  $30,000. 

Walkerville,  Ont. 

Walker  Side  Dairy  Co.  contemplate 
the  erection  of  dairy  building  and  offices 
costing  $25,000.  J.  C.  Pennington,  archi- 
tect, 35  La  Belle  Bldg.,  Windsor,  has 
prepared  sketch  plans.  . 

Windsor,  Ont. 

J.  C.  Pennington,  architect,  35  La- 
Relle  Bldg.,  will  call  tenders  about 
June  1st  for  erection  of  business  block 
costing  $75,000  for  E.  N.  Bartlett,  Vic- 
toria Blk. 

Colthurst  &  Trace,  architects,  16  Sand- 
wich W.,  will  receive  tenders  until  May 
22nd  for  erection  of  warehouse  costing 
$5,000  for  L.  S.  Meisener. 

T.  S.  F.  Walker  &  Co.,  18  Victoria 
Blk.,  will  call  tenders  within  one  week 
for  erection  of  store  and  office  building 
for  Peter  &  Geo.  Ousterhout,  23  Pitt 
St.  W. 

Tenders  will  be  called  within  one 
month  for  erection  of  clothing  store  and 
offices  costing  $100,000  for  R.  H.  &  J. 
Dowler,  3  Sandwich  W.  Architects,  G. 
J.  P.  Jacques,  5  Medbury  Blk. 

Woodstock,  Ont. 

Tenders  will  be  called  shortly  for  erec- 
tion of  factory  costing  $200,000  for 
Brunswick-Balke  Callender  Co.  of  Can- 
ada, Hanna  Ave.,  Toronto.  Architect  and 
engineer,  B.  H.  Prack,  50  Bay  St.,  To- 
ronto. 

CONTRACTS  AWARDED 
Calgary,  Alta. 

Major  &  Stacy-Judd,  architects,  231 
Eighth  Ave.  W.,  placed  the  general  con- 
tract for  erection  of  store  costing  $10,- 
0000  with  Alberta  Building  Co.,  Bank  of 
Commerce  Bldg.,  Calgary. 

Cap  de  la  Madeleine,  Que. 

Arthur  Rocheleau,  Pont  St.  Maurice, 
awarded  general  contract  and  masonry 
for  erection  of  store  and  residence  cost- 
ing $6,000  to  Trottier,  Villeneuve  &  La- 
croix,  Lejeune  St.,  Three  Rivers. 

Store  and  residence  costing  $8,000  for 
Lamontagne  &  Cie:  General  contract 
and  carpentry,  Jos.  Boisvert,  Three  Riv- 
ers; masonry,  Aime  Gerard,  Pont  St. 
Maurice. 

Hespeler,  Ont. 

School  Board  placed  gener-al  contract 
for  erection  of  school  addition  with 
Schultz  Bros.  &  Co.,  35-59  Albion  St., 
Brantford,  Ont. 

Kirkton,  Ont. 

J.  Johnson,  St.  Mary's,  Out.,  has  gen- 
eral contract  for  alterations  to  bank 
building  for  Molsons  Bank,  200  St. 
James  St.,  Montreal. 

Montreal,  Que. 

Berliner  Gramaphone  Co.,  St.  Antoine 
St.,  awarded  following  contracts  on  erec- 
tion of  factory  costing  $400,000:  General 
contract,  Atlas  Construction  Co.,  37  Bel- 
mont St.:  carpentry,  Traversy  Ltd.,  136 
Papineau  Ave.;  plastering,  McNulty 
Bros.,  182  Mountain  St.;  elevator,  Otis- 
Fensom  Elevator  Co.,  368  St.  James  St. 

(Continued  on  page  63) 


Tenders  and  For  Sale  Department 


Notice  to  Contractors 


I'ursuant  to  the  requirements  <>f  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Bitum- 
inous Macadam,  Contract  No.  50,"  will  he  re- 
ceived hy  the  undersigned  until  twelve  o'clock 
noon  on  Friday,  June  11th,  1920,  for  the  con- 
struction of  a  Bituminous  Pavement  on  the  Pro 
vincial  Highway  in  the  Township  of  Ewillinihury- 
East,  from  the  town  of  Newmarket,  northerly,  a 
distance  of  two  miles  or  more. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Friday,  May  121st,  1920, 
at  the  office  of  the  undersigned. 

A  marked  cheque  for  $.r)00,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  the  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy   Minister  of  Highways. 

Department  of  Public  Highways, 

Toronto,  May  14th,  1!)20.  20 


Board  of  Education 

TORONTO 


Sealed  tenders,  addressed  to  the  Business  Ad- 
ministrator and  Secretary-Treasurer,  Board  of 
Education,  Administration  Building.  155  Col- 
lege Street,  endorsed  with  the  word  "Tender." 
also  with  the  name  of  the  school  building  and 
trade  to  which  it  relates,  will  be  received  until 

Wednesday,  May  26th,  1920 

for 

REPAIRS  TO  STEAM  BOILER,  Jesse  Ketch- 
um  School; 

PLUMBING    (Domestic   Science),   Jesse  Ketch- 
um  School; 

LOCAL     TELEPHONES,      Queen  Alexandra 
School; 

SALE  OF  STEAM   ENGINE,   Hughes  School; 
COVERED  PASSAGE,  Oakwood  Collegiate  In- 
stitute ; 

REGISTER   FACES,   Ryerson  School; 
WIRING,  Shirley  Street  School  (Cottage); 
FELT  AND  GRAVEL  ROOF,  Earl  Grey  School. 

Specifications  may  be  seen  and  all  information 
obtained  at  the  office  of  the  Superintendent  of 
Maintenance,  155  College  Street.  Each  tender 
will  be  subject  to  the  By-laws  and  Regulations 
of  the  Board,  and  must  be  accompanied  with  an 
accepted  bank  cheque  for  five  per  cent,  of  the 
amount  of  tender,  or  its  equivalent  in  cash,  ap- 
plying to  said  tender  only. 

In  all  tenders  over  $200.00  and  less  than  $4,- 
(100.00  a  surety  bond  by  two  sureties,  each  for 
one-quarter  of  the  amount,  is  required,  and  for 
$4,000.00  and  upwards  the  bond  must  be  ap- 
proved by  a  Guarantee  Company  or  Victory 
Bonds  for  half  the  amount  of  tender. 

Tenders  must  be  in  the  hands  of  the  Business 
Administrator  and  Secretary-Treasurer  at  his 
office,  Administration  Building,  155  College 
Street,  not  later  than  four  o'clock  p  m.,  on  the 
day  named,  after  which  no  tender  will  be  re- 
ceived. The  lowest  or  any  tender  will  not  neces- 
sarily be  accepted. 

JOHN  McCLELLAND, 

Chairman  of  Committee. 

W.  W.  PEARSE. 
Business   Administrator  and  Secretary-Treasurer. 

20 


Tenders  Wanted 

for  Welland  County  Roads 

Sealed  tenders  will  be  received  by  the  under 
signed  up  till  ten  a.m.  on  Tuesday,  June  1st,  1920. 
for  the  construction  of  eight  separate  portions  of 
water-bound  Macadam  Road  viz.  (a)  Front  Port 
Robinson  to  the  Black  Horse  Hotel,  (b)  The  ex 
tension  of  the  Power  Road  west  to  the  Townline 
between  Humberstone  and  Bertie.  (c)  From 
Wcllandport  south  to  the  Forks  Roads.  (d) 
From  Forks  Road  Bridge  crossing  Peeder  east 
to  Welland  Canal  and  the  extension  of  the  Forks 
Road  in  Tp.  Humberstone  to  connect  with  roads 
now  constructed,  (e)  From  Thorold  Stone  Road 
south  along  east  ends  of  Lots  Nos.  HO,  K7,  and 
OS,  Tp.  of  Stamford.  (f)  From  School-House 
No.  7  Willougbby  westerly  along  the  Lyons 
Creek  road  to  the  Townline.  (g)  From  Port 
Robinson  south  to  the  East  Main  Street  Stone 
Road,  east  of  City  of  Welland.  (h)  In  Tp.  of 
IVlhaui  from  Brick  Church  on  Canborougb 
Road  north  to  Con.  4,  in  all  a  total  of  about 
24  miles;  also  for  two  sections  of  Bituminous 
Surfaced  Macadam  roads,  each  about  3  miles  in 
length,  one  south  of  the  Town  of  Thorold,  and 
the  other  west  of  the  village  of  Fort  Erie. 

Plans  and  specifications  may  be  seen  at  the 
office  of  George  Ross,  County  Engineer,  Wel- 
land, and  at  the  office  of  the  undersigned  in  the 
Court-House. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

ROBERT  COOPER. 
Clerk  of  the  County  of  Welland. 

Welland,  Out.,  May  3rd,  1020.  20 


Notice  to  Contractors 


Pursuant  to  the  provisions  of  the  Canada 
Highways  Act,  notice  is  hereby  given  that  sealed 
tenders,  marked  "Tender  for  Road  Apohaqui  to 
Norton."  or  "Tender  for  Road  near  Young's 
Cove,"  or  "Tender  for  Road  near  Bocabec,"  or 
"Tender  for  Road  from  Benson's  Corner  to  Mea- 
dow Brook,"  or  "Tender  for  Road  near  Oak 
Bay."  or  "Tender  for  Road  near  Bayside,"  or 
'Tender  for  Road  from  Chamcook  Ridge  to 
Cbamcook  Hill,"  will  be  received  by  the  under- 
signed up  to  noon  of  the  28th  day  of  May.  Each 
tender  must  be  accompanied  by  a  certified  check 
payable  to  the  Hon.  Provincial  Secretary  Trea- 
surer.    The  amount  of  such  check  to  be  as  fol- 


lows : 

Apohaqui  to  Norton   $1,500 

Young's  Cove  Road   1,000 

Road  near   Bocabec    500 

Road   Benson's   Corner-Meadow   Brook    .  .  500 

Road  near  Oak  Bay   200 

Road   near   Bayside   500 

Road  Chamcook  Ridge-Chamcook  Hill  .  .  .  500 


Such  check  will  be  forfeited  in  case  the  ten- 
derer fails  to  complete  his  obligation. 

Plans,  profiles  and  specifications  may  be  seen 
at  the  office  of  the  Chief  Engineer,  Fredericton, 
and  the  Provincial  Government  rooms,  St.  John. 
Blank  forms  of  tender  may  be  had  on  applica,- 
tion  at  the  office  of  the  Chief  Engineer. 

The  Department  does  not  bind  itself  to  accept 
the  lowest  or  any  tender. 

P.  J.  VENIOT, 
Minisler  of  Public  Works. 
Dept.   of   Public  Works, 

Fredericton,  N.B.,  May  7,  1020.  20 


Tandem  Steam  Roller  For  Sale 

Six-ton  Buffalo-Springfield  Tandem  Steam  Road 
Roller,  now  in  shop  being  thoroughly  overhauled 
and  ready  for  immediate  delivery. 

KELLY  POWELL  LIMITED, 

403  McArthur  Building, 
20-21  Winnipeg,  Man. 


Town  of  Merritton 


SEWER  TENDERS 


Sealed  tenders,  marked  as  to  contents,  will 
1»-  received  hy  Richard  (  lark.  Town  Clerk.  Mer- 
rill  iii.  un  to  noon.  May  29th,  for  the  construction 
of  sew(-rs;  350  feel  3"  nub,  730  feet  24  inch. 
1100  feel    10  inch. 

Plans,  specifications  and  necessary  information 
may  be  obtained  from  F.  N.  Rutherford,  Town 
Engineer,  21  Queen  Street,  St.  Catharines.  20-21 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Grading,  Township  of  Leeds,"  will  be  re- 
ceived by  the  undersigned  until  twelve  o'clock 
noon  on  Saturday,  June  5th,  1920,  for  earthwork 
and  other  necessary  work  on  the  Provincial  High- 
way in  the  Township  of  Leeds. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Saturday,  May  15th,  1020, 
at  the  office  of  the  Resident  Engineer,  Ganan- 
oque,  Ont.,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  the  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  the  contract  is  signed. 

The    lowest    or    any    tender    not  necessarily 

accepted. 

/  W.  A.  McLEAN. 

Deputy   Minister  of  Highways, 

Department  of   Public  Highways, 
Toronto.  May  13th.  1020.  20 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act.   separate   sealed   tenders,  marked 

"Tender   for    Culverts,    Township  of  

Section   ,"  will  be  teceived  by  the  under- 
signed until  twelve  o'clock  noon  on  Saturday, 
June  5th,  1920,  for  excavation,  construction  of 
concrete  structures  and  other  necessary  work  on 
the  Provincial  Highway  in  the  following  Town- 
ships : 

1.  Burford   and   Blenheim,   Section  A. 

2.  Burford  &   Blenheim,  Section  B. 

3.  Blandford  and   East  Oxford. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Saturday,  May  15th,  1920, 
at  the  office  of  the  Resident  Engineer,  Paris. 
Ontario,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  the  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN. 
Deputy  Minister  of  Highways. 
Department  of  Public  Highways, 

Toronto,  May  14th,  1920.  20 


May  19,  1920 


TOWN  OF  BRAMPTON 


Sealed  tenders,  addressed  to  the  undersigned 
Secretary  of  the  Brampton  Waterworks  Com- 
mission, will  he  received  up  to  6  p.m.,  Tuesday, 
May  25th.  1920,  for  the  erection,  construction, 
supply   and   delivery   of   the   following   works: — 

a.  — Construction  of  extension  of  Pumping  House. 

b.  — Supply  and  delivery  of  two  horizontal,  mech- 

anical pressure  filters. 

c.  — Supply   and  delivery  of  one  Turbine  Pump 

and   motor  unit. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  Commission,  and  any  further  in- 
formation will  be  furnished  by  the  Engineer. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

Tenders  for  the  work  will  be  submitted  on 
regular  forms  and  will  be  accompanied  by  a 
marked  cheque. 

Separate  tenders  for  each  of  the  above  men- 
tioned works  will  be  considered. 

F.  A.   EARLY,  Secretary. 
19  20  W.   M.   TREADGOLD,  Engineer. 

Tenders  for 
Road  Construction 

Sealed  tenders,  addressed  to  the  undersigned, 
will  be  received  up  to  0  p.m.,  Monday,  May  31st, 
for   the   following  construction : — 

1.  — Reinforced    Concrete    Arch,    SO    ft.  span, 

at  Clarksburg. 

2.  — Reinforced    Concrete    Arch,    50    ft.  span, 

at  Fevcrsham. 

3.  — Rock    Hill   Cutting   5000  cu.   yds.   on  St. 

Vincent  Road,  7  miles  east  of  Owen  Sound. 

4.  — Road   Construction,   9   miles,   from  Heath- 

cote  to  Kimberley. 

5.  — (a)  Season    1920   supply    of    Portland  Ce- 

ment, per  bbl. 

(b)  Season     1920    supply     of  Reinforcing 
Steel  Bars,   Vi"  to  l'A"  diam.,  per  lb. 
Roth    F.O.B.    at    Owen    Sound,  Hanover, 
Thornbury,  Fleshcrton. 
A    marked    cheque,    payable    to    County  Trea- 
surer   for    5    per    cent,    shall    accompany  each 
tender  for  1 — I. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

Plans  and  Specifications  may  be  seen  at  the 
office  of  the  undersigned. 


R.  McDOWALL,  C.E., 

Engineer,  County  of  Grey. 
Owen  Sound,  May  10th,  1920.  19-20 


Sale  of  Steel  Bridge 


Sealed  tenders,  addressed  to  the  undersigned 
and  endorsed  "Tender  for  the  purchase  of  Traffic 
Bridge  Metal."  will  be  received  at  this  office  un- 
til 12  o'clock  noon.  Monday.  May  31.  1920,  for 
the  purchase  of  dismantled  Through  Bridge  span, 
at  Victoria  Island  Shipyard,  Ottawa.  Ontario. 

The  party  whose  tender  is  accepted  must  make 
payment  before  shipping  the  material,  which  is 
to  be  removed  within  30  days  from  notification 
by  Department. 

Any  further  information  may  be  obtained  on 
application  to  the  undersigned. 

Each  tender  to  be  accompanied  by  an  accept- 
ed cheque  on  a  chartered  bank,  equal  to  10  per 
cent,  of  amount  of  tender,  payable  to  the  order 
of  the  Minister  of  Public  Works,  which  will  be 
forfeited  if  the  party  tendering  decline  to  earn- 
out  his  bid.  War  Loan  Bonds  of  the  Domin- 
ion will  be  accepted  as  security,  or  war  bonds 
and  cheques  if  required  to  make  up  an  odd 
amount. 

The  Department  does  not  bind  itself  to  accept 
the  highest  or  any  tender. 

By  order, 

R.  C.  DESROCHERS, 

Secretary. 

Department  of  Public  Works, 

Ottawa,  May  10,  1920.  20 


WANTED — to  buy  or  rent,  Concrete  Mixer, 
stationary  type,  11  feet  batch,  mounted  on  trucks, 
side  loader,  preferably  less  motive  power;  must 
be  in  good  condition.  Box  247,  Contract  Re- 
cord, Toronto.  20 
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Tenders  for  Pavement 


Sealed  tenders  will  be  received  for  the  con- 
struction of  concrete  pavement  on  Main  Street 
in  the  Town  of  Ridgctown  from  Victoria  Avenue 
to  Walnut  Street,  a  distance  of  1050  feet  antf 
46J-J  feet  in  width.  Tenders  "ill  be  received  bv 
the  undersigned  up  until  Friday  evening,  the 
28th  day  of  May,  1920. 

Plans,  specifications  and  all  necessary  informa- 
tion may  be  obtained  at  the  office  of  J.  A.  Mac- 
donald.  Town  Engineer. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

H.  A.  MALLORV.  Clerk. 
30-21  Ridgetown,  Ont. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Concrete  Pavement.  Contract  No.  51,"  will 
be  received  by  the  undersigned  until  twelve 
o'clock  noon  on  Monday.  June  14th.  1920.  for 
construction  of  a  concrete  pavement  and  other 
necessary  work  in  the  Township  of  Ancaster  from 
the  westerly  limits  of  the  city  of  Hamilton,  a 
distance  of  9000  lineal  feet. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Tuesday,  May  25th,  1920, 
at  the  office  of  the  City  Engineer,  Hamilton, 
also  the  office  of  the  Resident  Engineer,  Paris, 
Ontario,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany   the  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of  Public  Highways, 

Toronto,  May  14th,  1920.  20 


TOWNSHIP  OF  YORK 

Construction  of 
Watermains 

Sealed  tenders,  plainly  marked  as  to  contents, 
will  be  received  by  the  undersigned  Engineer  for 
the  Municipal  Corporation  of  the  Township  of 
York,  up  to  5  o'clock  p.m.,  Friday,  May  28th, 
1920,  for  the  construction  of  6-inch  cast  iron 
watermains  in  the  following  streets,  in  the  Town- 
ship of  York  : — 

1.  Northcliffe  Blvd.,  Genesee  Ave.,  Bansley  Ave., 
Thornton  Ave.,  Gloucester  Grove,  Westmount 
Ave.,  and  Gibson  St.,  5963  ft. 

2.  Caledonia  Ave.,  McRobert  Ave.,  Gilbert  Ave., 
Fife  Ave.,  Corby  Ave.,  Keith  Ave.,  9483  ft. 

3.  Dundurn  Cres.,  Dundurn  Ave.,  Winnett  Ave., 
2275  ft. 

4.  Eglinton  Ave.,  Spadina  Rd.,  Jackes  Ave., 
1693  ft. 

5.  Forest  Hill  Rd.,  Kendal  Ave.,  2500  ft. 

6.  Bertram  St.,  Dundas  St.,  Jillson  Ave.,  Castle- 
ton  Ave.,  4725  ft. 

7.  Cannaught  and  Wychwood  Ave.,  12  in.  main, 
1920  ft. 

Plans  and  specifications  and  all  necessary  in- 
formation may  be  obtained  at  the  office  of  the 
Engineer,  Frank  Barber,  40  Jarvis  Street,  Tor- 
onto. 

The  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

FRANK  BARBER,  Engineer. 
Toronto,  May  13th,  1920.  20 


Draftsmen,  Detailers  and  Designers  wanted  im- 
mediately on  Pulp  Mill  work,  must  be  experi- 
enced, familiar  with  concrete,  structural  steel 
and  pulp  mill  layout.  Single  men  only.  Give 
complete  experience,  references,  salary  wanted, 
and  date  could  report  in  first  letter. 

KIPAWA  CO.,  LIMITED, 
18-20  Mattawa,  Ontario. 
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Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act.  sealed  tenders,  marked  "Tender 
for  Crushed  Stone.  Contract  No.  53,"  will  be 
received  by  the  undersigned  until  twelve  o'clock 
noon  on  Wednesday,  June  9th,  1920,  for  the 
supplying,  crushing  and  delivery,  of  approxi- 
mately 7000  cubic  yards,  loose  measurement  of 
crushed  stone  on  the  Provincial  Highway  in  the 
Townships  of  Williamsburg  and  Matilda,  from 
the  village  of  Morrisburg  westerly,  a  distance  of 
2J4  miles. 

Specifications  and  forms  of  tender  may  be  seen 
on  and  after  May  19th.  1920,  at  the  office  of  the 
Resident  Fngineer,  Cornwall,  Out.,  and  at  the 
office  of  the  undersigned. 

A  marked  cheque  for  $500.  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany   the  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when   contract   is  signed. 

W.  A.  McLEAN'. 
Deputy   Minister  of  H'ghways. 
Department   of    Public  Highways, 

Toronto,  May  15th,  1920.  20 


PROVINCE  OF  MANITOBA 
Government  Purchasing  Bureau 


Sealed  tenders,  addressed  to  the  undersigned, 
marked  "Tenders  for  Motor  Vehicle  Plates  for 
1921,"  will  be  received  at  the  office  of  the  Pur- 
chasing Bureau,  New  Parliament  Buildings,  in 
the  City  of  Winnipeg,  up  to  the  hour  of  noon 
of  Tuesday,  June  1,  1920. 

The  plates  shall  be  of  24  gauge  steel  and  of 
the  following  sizes:  Automobile  plates,  13  inches 
in  length  by  i'A  inches  in  width.  Motorcycle 
plates,  6  inches  in  length  by  3  inches  in  width. 
All  plates  embossed  and  given  two  coats  of  paint. 

Tenderers  will  be  required  to  submit  finished 
samples  of  the  plates  proposed  to  be  furnished 
appropriate  to  this  province. 

The  price  per  pair  of  each  kind  of  the  plates 
aforesaid  shall  be  given,  which  shall  include  the 
cost  of  furnishing  the  required  number  of  ap- 
proved printed  envelopes,  and  also  the  placing 
of  all  the  plates  in  the  racks  of  the  Department 
of  the  Municipal  Commissioner,  New  Law  Courts 
Building,  in  the  City  of  Winnipeg,  free  of  all 
freight,  duty  and  other  charges. 

The  approximate  number  of  plates  required 
are:  40.000  automobile  plates,  1,500  motorcycle 
plates. 

Each  lender  must  be  accompanied  by  an  ac- 
cepted cheque  drawn  in  favor  of  the  Provincial 
Treasurer  for  five  per  cent,  of  the  total  amount 
thereof,  as  security  that  the  tenderer  will,  in 
accordance  with  his  tender,  enter  into  a  con- 
tract, in  the  form  prepared  by  the  Purchasing 
Department,  and  will  satisfactorily  perform  said 
contract  in  all  respects. 

Payment  for  plates  supplied  will  be  in  Can- 
adian currency.  The  opening  of  all  tenders  will 
be  in  the  presence  of  the  public. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

E.  A.  GILROV. 

Purchasing  Agent. 
Winnipeg,   May  4th,   1920.  20 


"Smith"  Concrete  Mixer  For  Sale 

No.  1Yi  (18  cu.  ft.  mixed  batch  capacity) 
"Smith"  Concrete  Mixer,  on  Trucks,  with  Steam 
Engine  and  Boiler — no  sideloader  ;  has  been  thor- 
oughly overhauled  ;  painted  ;  new  boiler  fittings  ; 
everything  in  first  class  working  order;  practic- 
ally as  good  as  new.     Immediate  shipment. 

KELLY  POWELL  LIMITED, 

403   McArthur  Building, 
20-21  Winnipeg,  Man. 
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Department  of  Public  Works 


Scaled  tenders,  addressed  to  the  Hon.  the  Min- 
ister of  Puhlic  Works  for  Manitoba,  will  be  re- 
ceived at  the  office  of  the  undersigned,  Parlia- 
ment Buildings,  Broadway,  Winnipeg,  up  to  noon 
of  Saturday,  the  twenty-second  day  of  May,  1920, 
at  which  time  and  place  same  will  be  opened  in 
public;  for  the  construction  of  a  group  of  Build- 
ings on  "University  Site"  Town  of  Tuxedo,  ad- 
jacent to  the  City  of  Winnipeg,  for  the  Mani- 
toba School  for  the  Deaf. 

Plans  and  specifications  may  be  seen  at  the 
Winnipeg  Builders'  Exchange  or  may  be  obtained 
from  the  Architects,  Messrs.  John  D.  Atchison 
&  Co.,  Boyd  Building,  Winnipeg. 

Forms  of  tender  may  be  obtained  on  applica- 
tion to  the  undersigned,  and  no  tender  will  be 
considered  unless  submitted  on  the  said  forms 
and  enclosed  in  the  envelope  which  will  be  pro- 
vided for  the  purpose. 

Two  forms  of  tender  will  be  supplied,  known 
respectively  as  Form  of  Tender  "A,"  and  Form 
of  Tender  "B."  Contractors  submitting  bids 
may  use  either  or  both  forms  and  in  the  event 
of  using  both  forms  the  deposit  cheque  must  ac- 
company Form  of  Tender  "A." 

No  tender  will  be  considered  unless  accom- 
panied by  a  certified  cheque  on  a  chartered  bank 
in  favor  of  the  Hon.  the  Provincial  Treasurer  of 
Manitoba  for  an  amount  equal  to  five  per  cent. 
(5%)  of  the  amount  of  the  tender. 

The  cheques  of  the  unsuccessful  tenderers  will 
be  returned  to  them  immediately  following  the 
award  of  the  contract  to  the  successful  tenderer. 

The  cheque  of  the  successful  tenderer  will  be 
deposited  in  the  Provincial  Treasurer's  Trust  Ac- 
count as  security  for  the  execution  of  the  con- 
tract and  the  faithful  performance  of  all  the 
provisions  thereof.  After  the  execution  of  the 
contract  the  cheque  may  be  substituted  by  Vic- 
tory Bonds  or  other  similar  securities,  such  as 
may  be  acceptable  to  the  Provincial  Treasurer. 
Bank  interest  will  be  allowed  on  the  cheque  from 
the  time  of  its  deposit  until  its  return. 

Any  variation  from  the  form  of  tender  sup- 
plied will  be  deemed  good  and  sufficient  rea- 
son for  the  non-consideration  of  any  tender  so 
varied;  prospective  bidders  are,  therefore,  request- 
ed to  govern  themselves  strictly  in  accordance 
with  the  conditions  laid  down  in  the  forms  of 
tender  supplied. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

S.  C.  OXTON, 
Deputy  Minister  of  Public  Works. 
Parliament  Building, 

Winnipeg,  May  8th,  1920.  20 


Wanted  —  A  Trench  Excavator 

Second-hand,  Buckeye  make,  No.  3  or  4.  Ad- 
dress J.  E.  Thibaudeau,  72  Fourth  Street,  Shaw- 
inigan  Falls,  Que.  20-23 


BLACKSTONE  OIL  ENGINE— 15  H.P.,  with 
air  compressor,  oil  and  water  tanks,  splendid 
condition,  price  four  hundred  dollars  cash  as  it 
stands ;  near  Longford. 

HENRY  YEIGH, 
18-20  120  Bay  St.,  Toronto. 


FOR  SALE 

Revolving  Shovel 

1-yard  Dipper.    Caterpillar  Traction 

Eastern  Equipment  Co.  Ltd. 

MONTREAL 

19-20 
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TOWN  OF  SIMGOE 


Tenders  for  approximately  1600  ft.  of  Concrete 
Curb  and  Gutter  and  1200  lineal  ft.  of  12  In. 
Sewer  and  appurtenance  will  be  received  by  the 
1'own  Clerk  up  to  5  p.m.,  May  28,  1920. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  Town  Clerk  or  Town  Engineer. 

W.  C.  McCALL, 
20  Town  Clerk. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  scaled  tenders,  marked  "Tender 
for  Crushed  Stone,  Contract  No.  52,"  will  be 
received  by  the  undersigned  until  twelve  o'clock 
noon  on  Wednesday,  June  9th,  1920,  for  the 
crushing  and  delivery  of  approximately  4200  cu- 
bic yards,  loose  measurement,  of  crushed  stone 
on  the  Provincial  Highway  in  the  Township  of 
Charlottenburg,  from  the  village  of  S.  Lancaster, 
westerly,  a  distance  of  three  miles. 

Specifications  and  forms  of  tender  may  be  seen 
on  and  after  May  19th,  1920,  at  the  office  of 
the  Resident  Engineer,  Cornwall,  Out.,  and  at 
the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  the  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department   of   Public  Highways, 

Toronto,  May  15th,  1920.  20 


Tenders  for 
Highways  Construction 


Sealed  tenders  will  be  received  at  the  office  of 
the  Provincial  Highways  Board,  Province  of  Nova 
Scotia.  Halifax,  N.  S.,  up  to  noon,  Monday. 
June  7th,  1920,  for  the  construction  of  the  fol- 
lowing roads: 

RESERVE  ROAD  (Cape  Breton)— 8.3  miles  of 

Slag  Macadam  Road. 
LIVERPOOL-CALEDONIA  ROAD— 5  miles  of 
gravel  road  near  Liverpool. 

Plans  and  specifications  governing  such  work 
can  be  inspected  at  the  office  of  the  Chief  En- 
gineer on  and  after  May  20th,  1920. 

Each  tender  for  the  work  must  be  accompanied 
by  an  accepted  cheque  equal  to  ten  per  cent. 
(10%)  of  the  amount  of  the  tender.  See  Para- 
graph 14,  General  Conditions  of  Contract.  No 
interest  will  be  paid  on  this  deposit  while  it  is 
held  by  the  Board.  Should  the  bidder  to  whom 
the  contract  is  awarded  refuse  to  enter  into  a 
contract  with  the  Highways  Board  within  five 
(5)  days  after  the  notice  of  such  award,  the 
amount  of  such  cheque  may  be  forfeited  to  the 
Highways  Board. 

No  contract  will  be  awarded  to  any  party  or 
parties  who  cannot  show  a  reasonable  experi- 
ence, acquaintance  with,  and  preparation  for,  the 
proper  performance  of  the  class  of  work  for  which 
tenders  are  submitted.  If  required,  each  bidder 
must  file  evidence  of  his  ability  to  execute  the 
work  to  be  contracted  for  to  the  satisfaction  of 
the  Board,  and  furnish  a  Guarantee  Company's 
Bond  to  the  amount  of  twenty-five  per  cent.  (25 
p.c.)  of  the  tender. 

The  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

J.  W.  ROLAND,  Chief  Engineer, 

Provincial  Highways  Board. 
Dated  May  15,  1920.  20-21 


For  Sale 

1 — qi/2  x  10  Double  Drum  Buffalo  Hoist  with 
Boiler.  Apply  Thunder  Bay  Harbour  Improve- 
ment Co.,  Port  Arthur,  Ont.  20-24 


May  19,  1920 


St.  Patrick's  School 


Sealed  tenders,  addressed  to  the  Chairman  of 
the  Property  Committee,  will  be  received  by  the 
undersigned  up  to  4  o'clock  on  the  £6th  of  May, 
1920,  for  all  trades  required  in  the  erection  of 
a  new  15  room  school  at  174  Beverley  Street, 
for  the  Trustees  of  the  Roman  Catholic  Separate 
School    Board  of  Toronto. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  undersigned. 

All  tenders  to  be  on  forms  supplied  by  archi- 
tect and  to  be  accompanied  by  marked  cheque 
or  bond  for  10  per  cent,  of  tender. 

The  lowist  or  any  tender  may  not  be 
accepted. 

CHARLES  J.  READ, 

Architect. 

07  Bond  St.,  Toronto, 

April  27th,  1920.  20 


TOWNSHIP  OF  YORK 


Tenders  for  Bridge 

and 

Concrete  Sidewalks 


Sealed  tenders,  plainly  marked  as  to  contents, 
will  be  received  by  the  undersigned  up  to  12 
o'clock  noon  of  Saturday,  May  29th,  1920,  for 
the  construction  of  a  concrete  arch  bridge  over 
the  Little  Don  River  on  Cummer  Avenue,  'or 
Mill  Road,  Lot  22,  Con.  II.  E.,  near  Newton- 
brook,  and 

For  the  construction  of  concrete  sidewalks  on 
Chisholm  Avenue,  Cliff  Street  and  Bushey  Ave- 
nue, Corby  Avenue,  Hollis  Avenue,  Rushton 
Road,  Watford  Avenue  and  Brownhill  Avenue 
in  the  Township  of  York. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  undersigned,  40  Jarvis  St.,  Toronto. 

The  lowest  or  any  tender  will  not  neces- 
sarily be  accepted. 

FRANK  BARBER, 

Township  Engineer. 

Toronto,  May  18th,  1920.  20 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Crushed  Stone,  Contract  No.  54,"  will  be 
received  by  the  undersigned  until  twelve  o'clock 
noon  on  Wednesday,  June  9th,  1920,  for  the  sup- 
plying of  approximately  6000  cubic  yards,  loose 
measurement,  of  crushed  stone  on  the  Provincial 
Highway,  in  the  Township  of  Lancaster,  for  a 
distance  of  approximately  two  miles,  between  the 
villages  of  Lancaster  and  Bainsville. 

Specifications  and  forms  of  tender  may  be  seen 
on  and  after  May  19th,  1920,  at  the  office  of  the 
Resident  Engineer,  Cornwall,  Ont.,  and  at  the 
office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  the  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 

Department  of  Public  Highways, 

Toronto,  May  17th,  1920.  20 


WANTED — General  Superintendent  of  Con- 
struction for  a  large  Contracting  Firm,  doing 
principally  factory  building  and  reinforced  con- 
crete work.  Apply  Box  249,  Contract  Record, 
Toronto.  •  20-23 


May  10,  1920 


THE  CONTRACT  RECORD 
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Business  Buildings  and  Indus- 
trial Plants 

(Continued  from  page  59) 
Montreal,  Que. 

Toronto  Type  Foundry  Co.,  Beaver 
Hall  Hill,  awarded  general  contract  for 
erection  of  office  and  loft  building  cost- 
ing $150,000  to  General  Builders  Corp., 
Kent  Bldg.,  Toronto.  Architect,  A.  G. 
Xoseworthy,  304  University  Ave. 

Armstrong  Estate,  Room  44,  Bank  of 
Ottawa  Bldg.,  placed  general  contract 
for  alterations  to  offices  with  Geo.  Re- 
jan,  398  Gordon  Ave. 

Ottawa,  Ont. 

Jobin  &  Genois,  113  Abraham  Hill, 
Que.,  have  contract  for  marble,  tile  and 
terrazzo,  at  $18,000,  required  in  erection 
of  bank  costing  $80,000  for  La  Banque 
National,  St.   Peter  St.,  Quebec. 

Bowles  Lunch  Ltd.,  149  Yonge  St., 
Toronto,  awarded  general  contract  for 
erection  of  restaurant  costing  $50,000  to 
\V.  T.  Joy.  86  High  Park  Ave.,  Toronto. 

Public  trarage  costing  $10,000  for  R. 
Spratt,  4  Thornton  Ave.:  excavating  and 
masonry,  Jas.  Finn,  1  Hull  St.;  car- 
pentry, John  Pollard. 

University  of  Ottawa,  Waller  St., 
awarded  general  contract  for  erection  of 
laundry  costing  $20,000  to  Grant  Bros., 
Bank  National  Bldg. 

Miss  Louche,  care  architect,  C.  T. 
Burritt,  Booth  Bldg..  placed  general 
contract  for  erection  of  warehouse  cost- 
ing $18,000  with  Taylor  '&  Lackey,  90 
Powell  Ave. 

F.  X.  Laderoute,  Bank  and  Queen  Sts., 
placed  general  contract  for  alterations  o; 
residence  into  store  costing  $6,000  with 
Ross-Meagher  Co.,  80  Elgin  St. 

Quebec,  Que. 

Myrand  Pouliet.  Crown  and  St.  Jos- 
eph Sts.,  awarded  general  contract  for 
alterations  to  store  and  heating  system 
costing  $13,000  to  J.  B.  Jinchereau  & 
Fils.  325  Richardson  St. 

Sherbrooke,  Que. 

Loomis  Dakin  Construction  Co.,  7 
Belvidere  St.,  have  general  contract  for 
erection  of  extension  to  machine  shop 
costing  $26,000  for  Sherbrooke  Machin- 
ery Co.,  Randrell  St. 

Toronto,  Ont. 

Work  will  start  shortly  on  erection  of 
bank  building  costing  $30,000  for  Bank 
of  Montreal.  Montreal.  Que.:  Masonry, 
Witchall  &  Son,  156  St.  Helen  Ave. 

C.  B.  Williams,  care  architect,  C.  J. 
Gibson,  Excelsior  Life  Bldg.,  will  prob- 
ably award  the  general  contract  for  erec- 
t:on  of  factory  to  Thos.  V.  Gearing,  102 
Carlton  St. 

Alterations  and  addition  to  store  cost- 
ing $10,000  for  Blachford  &  Co.,  748 
Yonge  St.:  Masonry,  Thompson  Bros., 
Ryrie  Bldg.;  steel,  Hepburne  &  Disher 
Ltd.,  71  Van  Home  St.:  roofing,  A.  Ma- 
thews Ltd..  254  Adelaide  St.  W. 

Geo.  Coles,  719  Yonge  St.,  placed 
general  contract  for  addition  to  bakery 
with  G.  W.  Lucas,  93  Bathgate  Ave. 

J.  Travers,  274  Pape  Ave.,  has  gen- 
eral contract,  masonry  and  carpentry  for 
store  and  apartments  costing  $7,500  for 
Miss  M.  Bousfield,  1221  St.  Clair  Ave. 
W. 

Willys-Overland  Ltd.,  Weston  Rd., 
placed  general  contract  for  erection  of 
receiving  building  with  Chas.  F.  Rus- 
sell, 95  Prescott  Ave. 

Tamblyn  Ltd.,  120  Richmond  W.,  plac- 
ed general  contract  for  alterations  to 
store  costing  $8,000  with  H.  Jennings, 
49  St.  Clair  Ave.  W. 


Vancouver,  B.  C. 

Dominion  Construction  Co.,  509  Rich- 
ards St.,  are  architects  and  general  con- 
tractors for  David  Spencer  Ltd.,  515 
Hastings  St.  W.,  on  erection  of  addition 
to  building  costing  $10,000. 

Walkerville,  Ont. 

Sam  Bersch,  97  Assumpton  St.,  Wind- 
sor, has  general  contract  for  erection  of 
store,  restaurant  and  apartment  costing 
$25,000  for  Mr.  Hallo  and  Peter  Alice, 
81  Langlois  Ave.,  Windsor. 

Windsor,  Ont. 

Warehouse  costing  $60,000  for  Cana- 
dian Fairbanks  Morse  Co.,  26  Front  St. 
W.,  Toronto:  Sash,  Trussed  Concrete 
Steel  Co.,  34  King  St.  W.,  Toronto; 
doors,  A.  B.  Ormsby  Co.,  48  Abel  St., 
Toronto;  plumbing,  R.  Paddon  &  Co., 
149  Sandwich  St.  E.,  Windsor;  electrical 
work,  Harris  &  Marson,  8lA  Parkway 
Ave.,  Toronto;  painting.  J.  McCausland 
&  Son  Ltd.,  11  Nelson  St.,  Toronto. 


Residences 

Calgary,  Alta. 

J.  H.  Garden,  Garden  Crescent,  con- 
templates the  erection  of  residence  cost- 
ing $8,000. 

Campbellton,  N.  B. 

Tenders  will  be  called  shortly  for  erec- 
tion of  brick  and  stucco  residence  for 
II.  A.  Barnes. 

Cap  de  la  Madeleine,  Que. 

Jos.  Blanchette,  Mercier  St.,  will  erect 
residence  costing  $6,000. 

Anselme  Toupin  is  erecting  residence 
costing  $5,000  by  day  labor. 

Robt.  Desilets,  Park  Mercier,  will  erect 
residence  shortly  costing  $6,000. 

Arthur  Marchand,  Mercier  St.,  will 
erect  residence  shortly  costing  $6,000. 

Glen  Martin,  P.  E.  I. 

Charles  Martin  will  erect  residence 
costing  $8,000  to  $10,000  by  day  labor. 
Architect,  Donald  McPhee,  Heatherdale, 
P.  E.  I. 

Grande  Mere,  Que. 

City  has  set  aside  $100,000  for  erection 
of  workmen's  residences.  Clerk,  Louis 
Berube. 

Grimsby,  Ont. 

Orland  Ofield,  manager  for  M.  Orfield 
&  Sons,  Rose  Growers,  will  receive  ten- 
ders for  erection  of  California  bunga- 
low costing  $7,000 

Halifax,  N.  S. 

J.  W.  Kenney  and  B.  W.  Wallace,  87 
Preston  St.,  will  erect  residence  costing 
$8,000.  • 

W.  F.  Kettle,  18  Hollis  St.,  will  erect 
three  residences  costing  $15,000. 

H.  P.  Storey,  Waegwoltic  Ave.,  will 
erect  residence  costing  $15,000. 

J.  K.  Hunter,  152  Henry  St.,  will  erect 
residence  costing  $9,000. 

Eastern  Investment  Corp.,  Cragg  Bldg., 
will  erect  residence  costing  $10,000.  Man- 
ager, E.  E.  Silliker. 

A.  E.  Lewis,  58  Duncan  St.,  will  erect 
residence  costing  $5,500. 

John  S.  Parker,  183  Windsor  St.,  will 
erect  four  residences  costing  $20,000. 

Hamilton,  Ont. 

J.  A.  Jones,  182  Victoria  Ave.  N.,  con- 
templates the  erection  of  residence  cost- 
ing $5,000. 

W.  Ellis,  care  architects,  F.  J.  Ras- 
trick  &  Son,  414  Lister  Bldg.,  contem- 
plates the  erection  of  one  pair  of  resi- 
dences costing  $5,500  each. 


London),  Ont. 

W.  I.  Spettigue,  261  Hill  St.,  contem- 
plates the  erection  of  four  residences 
costing  $22,000. 

McGregor,  Ont. 

Quality  Canners  Co.  are  erecting  resi- 
dence costing  $7,000. 

Montreal,  Que. 

John  Hoolohan,  2278  Notre  Dame  St. 
W.,  contemplates  erection  of  two  resi- 
dences costing  $12,000. 

J.  S.  Brown,  296  Wilson  Ave.,  will 
erect  residence  and  garage  costing  $7,- 
000. 

D.  Farrell,  605  Lansdowne  Ave.,  con- 
templates erection  of  two  residences  cost- 
ing $30,000. 

Ottawa,  Ont. 

Geo.  Ramsay,  292  Arlington  Ave.,  will 
erect  double  residence  costing  $5,000. 

John  Wilson,  64  Bayswater  Ave.,  plans 
to  erect  residence  costing  $5,000. 

Jas.  Low,  47  Bright  Ave.,  contemplates 
the  erection  of  residence  costing  $5,000. 

Walter  Fryer,  5  Glen  Ave.,  plans  to 
erect  residence  costing  $6,000. 

Fryer  &  Prout,  5  Glen  Ave.,  will  erect 
residence  costing  $5,000. 

Pointe  Claire,  Que. 

Can.  Nursery  Co.,  10  Cathcart  St.,  are 
erecting  five  residences  costing  $22,500. 
Architects,  Todd  &  Cochius,  10  Cathcart 
St.,  supervise  and  may  let  sub  trades. 

Regina,  Sask. 

C.  B.  Keenleyside,  2340  Mclntyre  St., 
will  erect  six  residences  costing  $5,200 
each. 

Stratford,  Ont. 

Geo.  Litt,  Matilda  St.,  is  erecting  two 
residences  costing  $8,000. 

Stoneham,  Que. 

Donacona  Paper  Co.  are  erecting  resi- 
dences by  day  labor. 

St.  Catharines,  Ont. 

_  Tenders  closed  May  8th  for  erection  of 
six  cottages  for  St.  Catharines  Housing 
Commission,  J.   B.   Dunklee,  secy. 

Sydney,  N.  S. 

Rev.  C.  Gryzbala,  Wesley  St.,  is  erect- 
ing two  residences  costing  $4,500  each. 

Thetford  Mines,,  Que. 

Louis  Bois  contemplates  the  erection 
of  residence  costing  $5,500  by  day  la- 
bor. 

Three  Rivers,  Que. 

Jos.  Boudreau  is  erecting  residence 
costing  $5,000. 

Omer  Belanger  is  erecting  two  tene- 
ments costing  $8,000. 

Jos.  Fortier  is  erecting  two  tenements 
costing  $6,000. 

Agapit  St.  Pierre  is  erecting  two  tene- 
ments costing  $8,000  by  day  labor. 

Elph.  Beauchesne  is  erecting  residence 
costing  $6,000. 

R.  Mongrain  is  erecting  three  tene- 
ments costing  $9,000  by  day  labor. 

P.  D.  Forest  is  erecting  residence  cost- 
ing $5,000. 

Edmond  Hubert  is  erecting  two  tene- 
ments costing  $6,000  by  day  labor. 

Willie  Lariviere  is  altering  stores  into 
two  tenements  at  a  cost  of  $5,000. 

E.  Plante  is  erecting  two  tenements 
costing  $6,000  by  day  labor. 

Paul  Projeau  is  erecting  residence  cost- 
ing $5,000. 

J.  R.  Auclair,  Ste.  Genevieve  St.,  is 
erecting  two  tenements  costing  $8,000. 

Geo.  Anderson,  Lejeune  St.,  is  erect- 
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ing  tenement  costing  $5,000  by  day  la- 
bor. 

J.  O.  Paquin  is  erecting  four  tene- 
ments costing  $10,000. 

Lucien  l'otliier  is  erecting  two  tene- 
ment houses  costing  $5,000  by  day  labor. 

F.  X.  Lampron,  Ste.  Ursule,  is  erect- 
ing three  tenements  costing  $10,000  by 
day  labor. 

Jos.  Caron  is  erecting  residence  cost- 
ing $0,000  by  day  labor. 

Toronto,  Ont. 

Ham  &  Thomas,  85  Salem  Ave.,  are 
erecting  residence  costing  $0,000. 

Nightscales  &  Smith,  1880  Queen  St. 
K.,  are  erecting  residence  and  garage 
costing  $7,500. 

Geo.  Skinner,  112  Soudan  Ave.,  is 
erecting  residence  costing  $0,: T>00. 

R.  B;  Elgie,  L6  McKenzte  Ave.,  plans 
to  erect  residence  costing  $7,500. 

J.  H.  Champion,  t33  Withrow  Ave.,  is 
erecting  one  residence  and  has  plans 
drawn  for  erection  of  another  to  cost  $7,- 
500.  ^  ,.r 

Andrew  Baite.s,  ft31  Queen  St.  W ., 
will  let  all  trades  in  connection  with 
erection  of  residence.  ' 

Jas.  MacDonnell,  381  Lansdowne  Ave.. 
is  erecting  two  residences  costing  $6,000 

each.  ,  ... 

Wm.  Brant,  113  Hope  Ave.,  will  re- 
ceive tenders  on  all  trades  required  m 
erection  of  residence. 

Wm  K.  Butler,  9  Harbord  St..  will 
erect  duplex  residence  costing  $12,000. 

W.  Arthur,  134  Chester  Ave.,  is  erect- 
ing residence  costing  $0,000. 

T.  McCauley,  52  Dearbourne  Ave.,  is 
erecting  residence  costing  $5,500. 

Geo.  McArthur,  93  Dagmar  Ave.,  will 
erect  residence  costing  $0,000. 

W.  M.  Roberts,  440  Gladstone  Aye., 
will  erect  one  pair  of  residences  costing 
$0,500  each. 

Robt.  Henry,  534  Clinton  St..  is  erect- 
ing residence  costing  $6,000. 

J.  A.  MacKenzie.  architect,  Lumsden 
Bldg.,  is  preparing  plant  for  erection  of 
building  consisting  of  apartments  and 
small  theatre. 

Fauver  &  Robb,  53  Robins  Ave.,  are 
erecting  two  residences  costing  $20,000 
each. 

Robertson  &  Co.,  72  Lumsden  Ave.,  are 
erecting  residence  costing  $6,500. 

E.  Hulme.  31  Vine  St.,  is  erecting  resi- 
dence costing  $6,000. 

R.  A.  Shields,  131  Hilton  Ave.,  is 
erecting  residence  costing  $6,000. 

Mrs.  E.  B.  Walton,  42  Fern  Ave.,  will 
erect  residence  costing  $6,500. 

Mrs.  J.  P.  Morris,  492  Dovercourt  Rd., 
will  erect  residence  costing  $6,500. 

Jas.  Booth,  1982  Dundas  St.  W.,  is 
erecting  residence  costing  $7,500. 

G.  R.  Mansell,  63  Albert  St.,  plans  to 
erect  residence  costing  $7,500. 

W.  H.  Brown,  38  Hammersmith  Ave., 
is  erecting  residence  costing  $6,500. 

W.  R.  Kirkpatrick.  care  architects, 
Craig  &  Madill,  707  Yonge  St.,  is  erect- 
ing residence  costing  $15,000. 

C.  Murphy,  45  Hillsdale  Ave.  E.,  will 
erect  residence  costing  $7,000. 

A.  McConnell,  55  Parkwood  Ave.,  will 
erect!  residence  costing  $7,500. 

H.  P.  Ritchie,  care  architects,  Craig  & 
Madill,  707  Yonge  St.,  is  erecting  resi- 
dence costing  $15,000. 

J.  Thistlewaite,  7  Westmoreland  Ave., 
is  erecting  residence  and  garage  costing 
$6,500. 

W.  F.  Denney,  204  Northcliffe  Blvd., 
is  erecting  residence  and  garage  costing 
$7,000. 


Harry  Bowden,  397  Greenwood  Ave., 
plans  to  erect  two  residences  costing 
$0,500  each. 

W.  W.  Hiltz,  729  Broadview  Ave.,  is 
erecting  two  residences  costing  $3,500 
each. 

L.  VV.  Butchard,  158  Blythwood  Ave., 
is   creeling    residence   costing  $6,000. 

C.  Linnell,  131  Hope  St.,  is  erecting 
two  residences  costing  $5,500  each. 

W.  E,  Maybee,  152  Sellers  Ave.,  is 
erecting  two  residences  costing  $5,000 
each. 

S.  Reynolds,  25  Somerville  Ave.,  Mt. 
Dennis,  is  erecting  residence  costing  $5,- 
000. 

W.  J.  Sanderson,  41  Thornhill  Ave., 
is  erecting  two  residences  costing  $3,- 
000  each. 

Wm.  Manning,  99  Pacific  Ave.,  wants 
tenders  on  all  trades  for  erection  of  du- 
plex residence  costing  $15,000. 

R.  H.  Hayward,  6  Hallam  St.,  plans  to 
erect  residence  costing  $10,000. 

J.  Hunt  Stanford,  architect,  Yonge  St. 
Arcade,  is  supervising  the  erection  of 
residence  costing  $7,000  for  R.  Hennery. 

Verdun,  Que. 

Tenders  will  be  called  shortly  for  erec- 
tion of  30  flat  building  for  I.  Prefontaine. 
35  St.  James  St.  Architect,  P.  L.  W. 
Dupre,  20  St.  James  St. 

City  will  call  tenders  soon  for  erection 
of  residence  to  cost  $20,000.  Clerk,  J.  G. 
Edwards. 
Windsor,  Ont. 

S.  Keyser,  92  Moy  Ave.,  contemplates 
the  erection  of  fifty  residences.  Prices 
wanted  on  materials. 

Colthurst  &  Trace,  architects.  16  Sand- 
wich W.,  will  receive  tenders  after  May 
22nd  for  erection  of  residence  costing 
$6,500  for  A.  G.  MacDonald,  care  Border 
Cities  Star. 

CONTRACTS  AWARDED 
Cap  de  la  Madeleine,  Que. 

J.  A.  Roy,  St.  Lawrence  St.,  has  gen- 
eral contract  for  erection  of  residence 
costing  $5,000  for  Henri  Dussault,  Park 
Roy. 

Trottier,  Villeneuve  &  Lacroix.  Le- 
jeune  St..  Three  Rivers,  have  general 
contract  and  masonry  for  erection  of  two 
tenements  costing  $10,000  for  Neree  Li- 
vernoche,  Blvd.  Forget. 

Onezinie  L.  Degonzague,  Blvd.  For- 
get, awarded  general  contract  and  ma- 
sonry for  erection  of  two  tenements 
costing  $10,000  to  Trottier,  Villeneuve  & 
Lacroix,  Lejeune  St.,  Three  Rivers. 

Charlottetown,  P.  E.  I. 

E.  M.  Barrett  has  the  general  contract 
for  erection  of  residence  costing  $5,200 
for  H.  E.  Miller,  Box  283. 

Halifax,  N.  S. 

Rod.  McDonald,  Oakland  St.,  placed 
general  contract  for  erection  of  residence 
costing  $9,000  with  McDonald  &  Mus- 
grave,  Granville  St. 

H.  E.  Higgins  placed  general  contract 
for  erection  of  residence  costing  $6,500 
with  W.  S.  Collins,  2  Liverpool  St. 
Hespeler,  Ont. 

R.  Forbes  Co.,  Queen  St.,  placed  the 
general  contract  for  erection  of  15  resi- 
dences costing  $40,000  with  Schultz  Bros. 
&  Co.,  35-59  Albion  St.,  Brantford,  Ont. 

Moncton,  N.  B. 

Martin  C.  Daly,  3  Park  St.,  awarded 
general  contract  for  residence  costing 
$7,000  to  Tillman  D.  Le  Blanc,  Lake- 
burn. 

Montreal,  Que. 

A.  Charon,  385  Northcliffe,  placed  gen- 


eral contract  for  erection  of  residence  and 
garage  costing  $9,000  with  Bourgon 
Gange  &  Co.,  1882  Notre  Dame  St. 

E.  Pepin,  352  Gamier  St.,  placed  gen- 
eral contract  for  residence  costing  $6,- 
500  with  Mr.  Massier,  633  Fabre  St. 

Ottawa,  Ont. 

Cuthbertson  &  Clark,  143  Hawthorne 
Ave.,  have  general  contract  for  erection 
of  residence  costing  $12,000  for  E.  M. 
Learner,  York  St. 

Work  will  start  on  erection  of  apart- 
ments costing  $16,000  for  D.  R.  McDon- 
ald, 220  Waverly  St.:  Brick,  St.  George 
&  Son.  19  McDougall  Ave.;  carpentry, 
John  Ladouceur,  Billings  Bridge. 

J.  Robertson,  Stewart  St.,  placed  gen- 
eral contract  for  alterations  to  residence 
costing  $6,000  with  Ross-Meagher  Co., 
80  Elgin  St. 

Walter  Fryer.  5  Glen  Ave.,  has  the  gen- 
eral contract  for  erection  of  residence 
costing  $7,500  for  R.  B.  McDougall,  3 
Alien  Place. 

lid.  Kingsbury,  15  Turner  St.,  has 
general  contract  for  residence  costing 
$5,500  for  Jas.  S.  O'Neil,  109  Flora  St. 

Quebec^  Que. 

Mrs.  A.  Corriveau  placed  general  con- 
tract for  erection  of  addition  to  resi- 
dence costing  $5,500  with  Jacques  La- 
vard,  218  Richelieu  St. 

Sarnia,  Ont. 

James  Shanks,  268  Wellington  St.,  has 
the  general  contract  for  erection  of  res- 
idence costing  $13,000  with  T.  C.  Mc- 
Cobb,  Imperial  Oil  Ltd. 

Shawinigan,  Falls,  Que. 

Dr.  Adjutor  Deschesnes  awarded  gen- 
eral contract  for  erection  of  two  resi- 
dences costing  $12,000  and  $30,000  to  A. 
Heon  &  Co.,  45  St.  Antoine,  Three  Riv- 
ers. 

Telesphore  Dugre,  Notre  Dame  St., 
placed  general  contract  for  erection  of 
two  tenements  costing  $6,000  with  No- 
bert  &  Dugre,  9  Du  Platon. 

Three  Rivers  Shipyard  Co.  placed  gen- 
eral contract  for  conversion  of  club  into 
six  tenements  costing  $10,000  with  Alex. 
Marineau,  67A  Bonaventure  St. 

South  London,  Ont. 

London  Housing  Commission,  in  con- 
nection with  erection  of  fifteen  resi- 
dences costing  $60,000,  let  one  contract 
to  Thos.  Copp,  51  Wortley  Rd.,  as  pre- 
viously reported,  and  one  to  R.  G.  Wil- 
son &  Son,  193  College  St. 

Vancouver,  B.  C. 

Craftsman  Bungalow  Co.,  Seattle, 
Wash.,  have  general  contract  for  erec- 
tion of  bungalow  costing  $5,500  for  Alex. 
G.     Chalmers,    Ste.    401,  Washington 

Court. 

W.  B.  Farris,  1844  Comox  St.,  placed 
general  contract  for  erection  of  resi- 
dence costing  $11,500  with  S.  J.  Newitt, 
954   17th  Ave.  W. 

C.  C.  Labrie,  1864  17th  Ave.  W., 
placed  general  contract  for  erection  of 
residence  costing  $8,500  with  S.  J.  New- 
itt, 954    17th  Ave.  W. 

Windsor,  Ont. 

Residence  costing  $10,000  for  Oswald 
Jannise,  Bank  of  Commerce  Bldg.:  Gen- 
eral contract,  masonry  and  carpentry,  J. 
A.  Brannon,  39  McEwan. 

Residence  costing  $10,000  for  Henry 
Kershaw,  369  Ouellette  Ave.:  General 
contract,  masonry  and  carpentry,  J.  A. 
Brannan,  39  McEwen. 

Winnipeg,  Man. 

D.  Lyall,  676  Beresford  Ave.,  placed 


May  19,  1920 


THE  CONTRACT  RECORD 


65 


BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 


WRITE  FOR  PRICES  AND  SPECIFICATIONS 

THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative: 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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THE 

Canadian  Surety  Co. 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile,   Burglary,   Plate  Glass 
INSURANCE. 

Head  Office:  26  Wellington  Street  E. 
Toronto,  Ont.  Phone  M.  2609--1840 

Branch  Offices ; 
Montreal   Trust    Bldg.,    Montreal,  Que. 
008  Paris  Bldg.,  Winnipeg,  Man. 
Representatives  in  all  Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 


Money 
To  Loan 


We  have  at  present  funds 
available  for  building  loans 
on  dwellings,  apartments, 
houses  or  new  moving  pic- 
ture theatres. 

Payments  advanced  on  pro- 
gression. 

We  also  purchase  second 
mortgages. 

H.  A.  MORINE 

604  KENT  BUILDING 
TORONTO 


niiiii 


Ittitpfc  &tatrB  ifftudttg  $c 
(guaranty  (Enmpanu 


Resources  Over  - 
Canadian  Securities 


$20,000,000 
$1,162,000 

llrad  Office 
36  Toronto  St.  -  TORONTO 

Branch  Officm 
H«ri»  Buildio*     •  WINNIPEG 
112  Si.  Junta  St.  •  MONTREAL 

ARTHUR  P.  hkkiv,  I  mi  t 

li,«rot  M.M(.f/.r  i.ama*U 
SIONBY  W.  HAND.  AtU.  Ci»n»l 
W   K.  KIRKPATklCK.   Um4Msm  Wrtar, 


poni  Toil 


Our  Bond  on  a  contract  is  a 
letter  of  credit.  It  increases 
your  financial  resources  and 
assures  your  client  that  you 
have  gained  our  complete 
confidence. 


general  contract  for  erection  of  residence 
costing  $5,000  with  Geo.  Sparrow,  721 
Toronto  St. 

Andrews  &  Son,  Portage  and  Victor 
St.,  are  architects  and  general  contrac- 
tors on  erection  of  residence  costing  $6,- 
000  for  Royal  Canadian  Securities  Co., 
Boyd  Bldg.,  Winnipeg. 


Power  Plants,  Electricity  and 
Telephones 

Biggar,  Sask. 

Biggar  Northern  Rural  Telephone  Co. 
will  call  tenders  for  telephone  construc- 
tion.   Cost,  $15,000. 

St.  Michael  des  Saints.  Que. 

Town  contemplates  expenditure  of  $7,- 
000  on  installation  of  electric  lighting 
system.  Secy.-treas.,  Alexandre  Men- 
ard. 

Three  Rivers,  Que. 

Shawinigan  Water  &  Power  Co.,  Shaw- 
inigan  Falls,  are  erecting  transmission 
house  costing  $8,000.  Manager,  H.  De- 
sarlles,  Shawinigan  Falls. 

Wroxeter,  Ont. 

Town  will  call  tenders  shortly  for  in- 
stallation of  Hydro  electric  system  cost- 
ing $15,000.  Engineer,  Mr.  Flint,  Hydro 
Bldg.,  University  Ave.,  Toronto. 

CONTRACTS  AWARDED 
Ogema,  Sask. 

Albert  Springs  Telephone  Co.  placed 
the  general  contract  for  construction  of 
telephone  system  costing  $8,450  with 
Houston  &  Co.,  Ogema. 

Preston,  Ont. 

J.  Mickler,  architect  for  Grand  Valley 
Rly.,  has  placed  orders  for  steel  sash 
for  two  new  power  stations  with  A.  B. 
Ormsby  Co.,  Toronto. 


Miscellaneous 

Outremont,  Que. 

B.  L.  Vipouds  &  Sons,  1748  St.  Law- 
rence Blvd.,  will  erect  stable  and  office 
costing  $6,000  by  day  labor. 

Toronto,  Ont. 

T.  L.  Church,  chairman  Bd.  of  Control, 
will  receive  tenders  until  May  25th  for 
one  4  cylinder  front  chain  drive  tractor, 
automobile  triple  combination  pumping 
engine  and  chemical  waggons,  pumping 
capacity  800  imperial  gallons. 

Verdun,  Que. 

Town  contemplates  erection  of  market. 
Secy.-treas.,  James  Wishart. 

CONTRACTS  AWARDED 

Fort  Erie,  Ont. 

Work  will  start  on  construction  of 
race  track  costing  $60,000  for  Niagara 
Racing  Ass'n.:  Carpentry,  Chester  W. 
Taylor,  Bridgeburg,  Ont. 

Hamilton,,  Ont. 

City  awarded  general  contract  for  con- 
struction of  asphalt  plant  costing  $25,000 
to  J.  B.  Nicholson  Co.,  Bank  of  Ham- 
ilton Bldg. 


Fires 

Auburn,  Ont. 

Bert  Marsh  will  rebuild  saw  mill  re- 
cently destroyed  by  fire.  Cost,  $7,000. 
Prices  wanted  on  equipment. 

Edmonton,  Alta. 

Fire  destroyed  factory  of  Alberta  Mo- 
tor  Boat   Co., Low   Level   Bridge;  loss 


$25,000.  Managers,  J.  W.  Weir  and  J. 
Buchanan.    Will  likely  rebuild. 

Ottawa,  Ont. 

Dr.  Hager,  Elgin  and  Somerset  Sts, 
sustained  loss  of  $8,000  when  fire  dam- 
aged maternity  hospital. 

St.  Foye's  Road,  Que. 

Fire  destroyed  residence  of  Omer  Gin- 
gras.    Loss,  $10,000. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
Branches  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also  Bonds  for  Special  Purposes 


To  Road  Contractors 

Large  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally advantageous 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

171  St.  James  Street 
MONTREAL 


"Prospects"  Your 
Competitors  Get 

It  would  be  worth  many  hun- 
dreds of  dollars  every  year 
to  you  to  know  that  you  have 
the  information  your  com- 
petitors get — not  hazy,  hear- 
say "  tips  " — but  real,  con- 
crete, definite  news  of 

Building  and  Engineering 

contracts,  wouldn't  it?  You  can 
get  it — at  small  expense — a  daily 
stream  of  live  building  reports 
that  will  mean  many  more  orders 
for  you  at  away  less  expense. 

Write  for  full  information. 
MacLean  Daily  Reports,  Limited, 
345  Adelaide  St.  West,  Toronto 


M 


acLean 

REPORTS 
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Plibrico  Jointless 
Fire  Brick 

Replaces  firebrick  and  fireclay 
for  all  purposes.  Applied  by  any 
handyman. 

Flintex  Concrete  Hardeners  and 
Dustproofers  Liquid  and  Integ- 
ral Powder. 

Made  in  Canada 

Exterior    and    Interior  Boiler 
Treatments. 

Roofing  and  Waterproofing 
materials. 

Wood  Preservative  and  Paints. 

Beveridge  Paper  Co.,  Limited 


628-630  St.  Paul  Street  West, 


Montreal. 


As  Flexible  As 
A  Liner's  Engines 

Prest-O-Lite  Service  functions  like  the  giant 
liner's  engines.  In  harbor  these  smoothly 
revolve  at  a  snail's  pace,  yet  at  a  signal  in- 
stantly develop  their  maximum  horse  power. 
It  matters  not  what  the  emergency  is  these 
steam  wonders  respond  efficiently,  and  just 
when  needed. 


DISSOLVED  ACETYLENE 

"The  Universal  Gas  with  the  Universal  Service" 

is  marketed  through  an  organization  which, 
like  the  liner's  engines,  is  flexible  because 
it  is  designed  to  efficiently  serve  not  only 
the  thousand  cylinder  consumption  of  one 
plant,  but  equally  well  the  one  cylinder  re- 
quirement of  another. 

Ask  us  for  details  concerning  the  facilities 
of  our  conveniently  located  plants  and 
warehouses. 

Prest-O-Lite  Company 
of  Canada,  Limited 

Dept.  C.  105,  Prest-O-Lite  Building 
TORONTO  -  CANADA 

Branches:      MONTREAL      TORONTO  WINNIPEG 
Plants  at: 

Toronto.  Ont 


Merritton,  Ont. 


St.    Boniface.  Man. 
Shawinigan  Falls,  P.Q. 
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Back  of  these  products  stands  the  reputation  of  Canada's  oldest  and 
largest  manufacturer  of  Roofings  and  Industrial  Paints.  You  will 
find  them  in  every  case  exactly  as  represented. 

Everjet  Industrial  Paints 

High-grade  black  carbon  paints,  developed  by  our  chemists  to  meet  the  require- 
ments of  the  special  purposes  for  which  they  are  intended.  We  manufacture  no 
products  which  we  can  more  thoroughly  recommend. 

Probably  no  other  paints  on  the  Canadian  market  enjoy  such  great  popularity 
and  fill  so  many  demands  in  the  industrial  world  as  these  "Proven  Protective 
Paints."  They  are  used  extensively  by  railroads  and  large  manufacturing  com- 
panies throughout  the  Dominion. 


Everjet  Boiler  Paint 
Everjet  Bridge  Paint 


Everjet  Dip  Paint 
Everjet  Penstock  Paint 


Everjet  Smoke  Stack  Paint 
Everjet  Machinery  Paint 


These  paints  are  all  exceptionally  durable   and   absolutely   waterproof  and 
effectively  resist  the  corrosive  action  of  acids,  alkalies,  and  fumes  of  all  kinds. 

Put  up  in  1,5  and  10  gallon  cans,  half  barrels  and  barrels.  Our  Service  Department,  com- 
posed of  experienced  chemists,  will  be  glad  to  help  you  solve  your  paint-problem. 

Everlastic 


Nox-Aer-Leek  Boiler  Setting  Cement 

A  tough,  elastic,  adhesive  cement 
for  stopping  air  leaks  in  brick  boiler- 
settings.  Pays  for  itself  many  times 
in  reduced  fuel  bills  and  increased 
boiler  efficiency. 

Xox-Aer-Leek   is   composed   of  elas- 
tic bitumen,  fused  with  non-drying  oils 
and  asbestos  fiber.    Low  in  cost,  dur- 
ible,  and   wonderfully  effective. 
Used  on  exterior  walls  only ;  on  old  or  new  boiler-settings. 

Shipped  in  barrels  (about  550  pounds)  and  half  barrels 
(about  300  pounds). 

Everlastic 
Liquid  Roofing  Cement 

Unequalled  for  re-surfacing  worn-out  felt 
and  "Rubber"  roofs.  Has  the  consistency  of 
thick  molasses ;  is  easy  to  apply  and  dries 
quickly  into  a  hard,  elastic,  wonderfully  dur- 
able coat.  Proof  against  moisture,  acids, 
alkalies  and  fumes.  Has  same  base  as  Barrett  Specification 
Pitch,  which  is  famous  for  its  waterproofing  qualities. 

Comes  ready  for  use  in  packages  ranging  from  1  pint  tins  to 
40  gallon  barrels. 


"Rubber"  Roofing 

The  biggest  value  in  roll-roofing  on  the  Cana- 
dian market.  Made  of  the  best  grade  water- 
proofing materials,  low  in  cost,  easy  to  lay, 
staunch  and  durable. 

More  than  a  million  rolls  of  Everlastic 
"Rubber"  Roofing  were  sold  last  year  through- 
out the  world. 

Made  in  three  weights — light  (l-ply),  medium 
(2-ply),  heavy  (3-ply).  Rolls  contain  108  sq.  ft. 
Nails  and  cement  with  each  roll. 

Elastigum 
Plastic  Patching  Cement 

For  patching  holes  and  leaks  in  all  kinds 
of  roofs,  repairing  flashings,  relining  gut- 
ters, etc.  Known  as  the  "Plastic  Cement 
of  a  Thousand  Uses." 

Elastigum  is  tough,  elastic,  plastic, 
water-proof,  acid-proof  and  alkali-proof. 
Requires  no  heating  or  mixing.  Very  in- 
expensive. 

Put  up  in  1,  5,  25  and  100  lb.  packages ;  y2  baT^els  and 
Barrels. 


Descriptive  booklets  regarding  any  of  these  products  sent  free  on  request.    Address  nearest  office. 


ST.  JOHN.  N.B.  HALIFAX,  N.S.  TL, 
SYDNEY,  N.S.  *  ne 


fnmn^m;  MONTREAL  TORONTO 

company  Winnipeg  Vancouver 
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'Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


GRAVEL 

Either  Screened  or  Unscreened 
in  Car  Loads  on  any  C.P.R.  or 
G.T.R.  Siding.  Also  Screened 
Sand  for  all  purposes. 

SAND  &  SUPPLIES,  LTD. 


19  MELINDA  STREET, 


TORONTO 


Telephones;   Office,   Main  2606.     Evenings,  Parkdale  1971 


When  Economy  is  Paramount 

You  should  not  dally  with  any  but  the  MOST 
EFFICIENT  meters 


The  type  for  you  to  install  is  the  one  whose  depend- 
ability has  been  proved,  whose  accuracy  you  can  rely 
upon,  whose  maintenance  cost  will  he  the  least — and 
that  type,  we  feel  certain  you  already  know  or  can 
find  out  upon  investigatiun,  bears  the  name  Trident. 

There  are  considerably  over  a  million  Trident  Meters 
in  actual  use  and  all  of  them  are  properly  regarded 
as  valuable  assets,  because  they  are  constant  producer.-; 
of  Revenue  bv  their  owners. 


Neptune  Meter  Company,  Limited 

W.  H.  RANDALL  Managing-Director 

Factory  and  Head  Office: — 

1197  King  Street  West,  Toronto,  Ontario 

WINNIPEG: — Walsh  &  Charles,  406  Tribune  Building 
MARITIME  PROVINCES:— James  Robertson,  St.  John,  N.B. 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


Electric  Cranes 


Light  Electric  Electric  and  Hand 

Travelling  Crane* 

Electric  and  Air 
Hoists 

NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT. 


MADE  IN  CANADA 
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National  Iron  Corporation 


LIMITED 


Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO   -    PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


IDEAL 

Block-making  Equipment 

turns  out  building  units  of  the 
highest  type,  absolutely  true  to 
measurements,  and  therefore 
popular  with  the  man  who  lays 
them,  satisfactory  to  the  man 
who  buys  them,  and  profitable 
for  the  man  who  makes  them. 
Can  be  made  without  previous 
experience.  Write  for  full  par- 
ticulars to 

Ideal    Concrete  Machinery 
Company,  Limited 

Box  250,  Windsor,  Ontario 


STEEL  f.r  PERMANENCE 

The  All  Steel  Elevated  Water  Tank  is  the  most 
economical  installation  for  Automatic  Sprinkler  Sys- 
tems for  fire  protection,  general  mill  supply,  or  Muni- 
cipal Water  Works  systems. 

Its  first  cost  is  not  excessive,  the  maintenance  ex- 
pense is  very  low,  and  there  is  no  danger  of  leakage, 
falling  ice,  or  possibility  of  the  tank  bursting  or  catch- 
ing fire. 

Hundreds  of  our  All  Steel  Elevated  Water  Tanks 
now  in  service  throughout  Canada  bear  witness  to 
these  facts. 

Our  Product  is  Made  in  Canada 

Write  us  for  Plans,  Specifications  and  Estimates. 
Our  Catalogue  No.  16  mailed  on  request. 

CANADIAN  CHICAGO  BRIDGE  &  IRON  CO.  Ltd. 


Sales  Office :  Montreal,  Que. 
260  St.  James  St. 


Works : 
Bridgeburg,  Ont. 


Crushed  White  Stone 
Marble  Dust 

Graded  from  l/2M  to  dust,  makes 
concrete  look  better,  for  facing 
blocks,  bricks,  etc.  Unsurpassed 
for  stucco,  white  plastering,  floor 
finish.    Samples  and  prices. 

White  Star  Mine,  Haliburton,  Ont. 


Railway  and  Track  Supplies 

For  Lumber  and  Contractors' 
requirements 

Rails,  Locomotives,  Accessories, 
Cars,  Lion  Brand  Babbitt  Metal 

Correspondence  solicited 

Sessenwein  Bros.,  Montreal 
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W.  C.  LEITCH 

Vice-Pre»ident 


JAMES  LAURIN,  C.E. 
President 


J.  EMILE  VANIER,  C.  E. 
Sec. -Treat. 


Montreal  Crushed  Stone  Company,  Limited 

Plant  at  St.  Vincent  de  Paul,  P.Q.,  on  River  des  Prairies,  opposite  Montreal 

Largest  Plant  in  CANADA  and  the  most  up-to-date  in  the  World 

CAPACITY  4000  TONS  A  DAY 
All  Sizes  and  Grades  of  the  Best  Hard  Lime  Crushed  Stone  Produced 

MAIN  OFFICE :         590  Union  Avenue         MONTREAL,  P.  Q. 


Safeguard  Your  Plants 
and  Property 


against  loss 
or  damage 
by  fire  by 
installing 
Fire  -  proof 
Doors  of 
approved 
make. 


Our  plant  is  equipped  with  special  machinery  for 
manufacturing  these  doors. 

We  also  specialize  in  Kalamein  Doors,  Windows  and 
Mouldings,  Steel  Doors,  etc.    Roberton  Patent  Lock 
Metal  Weather-stripping  for  Doors  and  Windows — 
Saves  20  per  cent,  of  your  fuel  consumption. 
Give  us  a  call — we  can  save  you  money. 

ROBERTON  -  OLSEN 

LIMITED,  INC. 

Head  Office  &  Factory:    Ft.  of  Cherry  St.,  Toronto 

Phone  Adelaide  4093 

Agents  at  Vancouver,  Medicine  Hat,  Ottawa,  Kingston, 
Montreal,  Halifax. 


ROCK  DRILLS 


For 

Road  Work 
Contractors 
Mines 
Quarries 

Napanee 
"Empire" 

and  the 

"Burreir 

are  now 

manufactured 
by 


Napanee  Iron  Works  Ltd. 

NAPANEE,  ONT. 


J.  G.  AlUn,  President 


James  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON.  ONT. 
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THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS 
NIAGARA  FALLS 


ONT. 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


Diamonds 

For  Sawing  Stone 


Furniss  Clarke  &  Co. 

304  University  Street, 
MONTREAL,  CANADA. 


Sole  Canadian  Agents  for 
The  Joyce-KoebelCo.,Inc. 

Ne\r  York  London 


IMMEDIATE  DELIVERY  FROM  STOCK 


Canadian  Engineering  &  Contracting  Co. 

Limited 


Bridges,  Roadways 
Reinforced  Concrete  Bldgs. 
Foundations  a  Specialty 


Bank  of  Hamilton  Bldg.,  Hamilton,  Ont. 


nAKT  SWINGING 
Ut\S\£*  ENGINES 


INSURE 
Speed  'Durability 
Economy 

Contractors  everywhere 
recognize  that  Dake  swing, 
ers  save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  _  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:  A.  R.  Williams  Machinery  Company,  Limited. 


DOORS  AND 
SASH 

Why  should  (  get  my  doors  and  sash 
from  the  Pannill  Door  Company  ? 

BECAUSE:— 

Their  stock  is  high-grade  in  every 
respect. 

Their  service  is  good— I  will  get  deliv- 
ery when  I  want  it,  and  as  I  want  it. 

I  can  depend  on  their  statements  and 
promises  and  anything  which  is  not 
right  will  be  rectified. 

Their  prices  are  right. 

Kit  max  Doors  with  Birch  Panels  will  in- 
crease the  value  of  your  house. 


THE 


PANNILL 


DOOR 
COMPANY 


131  Front  Street  East,  TORONTO,  ONT. 

Phone  Main  659 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diam.t.r 

Continuous  Stave  Pipe 

from  18  in.  to  12  ft.  diam.t.r 

1551  Granville  Street         Vancouver,  B.  C. 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  liigh  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


-Including- 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 

GALT         -  ONTARIO 


Duplex  Boiler  Feed  and  Vacuum 


We  manufacture  in 
our  modern  plant 
the  following  equip- 
ment: 

Brick  Machinery. 
Pumps  for  a  wide 
range  of  service  and 
machinery  for  con- 
tractor and  engineer. 
Our  Scotch  Derricks 
are  indispensable  to 
the  contractor. 


We  are  exclusive 
manufacturers  for 
several  patented 
pumps. 

Simplex  IJorizont- 
al  Steam  Pumps  and 
Martin  Pumps  are 
always  kept  in  stock 
for  immediate  de- 
livery. 


An  Efficient  and  Serviceable  Pump. 

Let  us  know  your  requirements 

JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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If  you  have  any 

Excavating,  Grading  or  Steam 
Shovel  Work  That  You  Want 
Done  Quickly  and  Efficiently 

COMMUNICATE  WITH  US 

WE  KNOW  THE  BUSINESS 
AND  HAVE  THE  EQUIPMENT 

Angstrom  &  Verochio,  Limited 

Main  2869  81  Victoria  Street,  TORONTO 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


For  Sale 

INDUSTRIAL  AND  CONTRACTORS' 
EQUIPMENT 

2 — Marion  Steam  Shovels,  Model  61,  Shop  No.  2822  and 
No.  2823,  2l/2  yard  dippers,  first  class  condition. 
ALSO  A 

4-wheel,  15-ton  Brown  Hoist,  Shop  No.  4156.  Built 
1913.  40-foot  steel  lattice  boom.  Complete  with 
V/4  yard  clam  shell  bucket. 

WILSON  &  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  6185.    Nights,  Park.  6906. 


Standard  Underground  Cable 
Co.  of  Canada,  Limited 

Hamilton,  Ont. 

Manufacturers  of 
Copper,    Brass.    Bronze    Rods,  Wires. 
Copper  Clad  Steel  Wire. 
Magnet  and  Weatherproof  Wire. 
Rubber  Insulated  Wire. 
Lead  Covered  and  Armored  Cables. 

Write   our   nearest  office. 

Montreal,  Toronto,   Hamilton,  Seattle 


STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


DEPARTMENT  OF  LABOUR 

Ontario  Government 

NOTICE 

To  Manufacturers,  Dealers,  and   Users  of 
Steam  Boilers 

All  steam  boilers  built  in.  or  entering  the  Province  of  Ontario,  and 
boilers  exchanged  or  repaired,  are  subject  to  Government  Inspec- 
tion as  prescribed  in  the  Steam  Boilers  Act.  3  George  V.,  C.  61. 

Before  any  work  of  repair  or  alteration  is  commenced  on 
any  boiler,  notice  must  be  sent  to  the  Department  stating 
the  nature  and  extent  of  the  repairs  or  alterations  proposed 
to  be  made.  If  the  Chief  Inspector  should  consider  such 
repairs  or  alterations  cf  an  extensive  character,  the  boiler 
must  be  inspected  in  accordance  with  the  Regulations  by  an 
Inspector  authorized  under  the  Act. 

All  communications  should  be  addressed  to  the  Steam  Boiler 
Branch,  Department  of  Labour,  Parliament  Buildings,  Toronto. 
HON.  W.  R.  ROLLO,  W.  A.  RIDDELL.  M.A.,  Ph.D., 

Minister  of  Labour.  Deputy  Minister  of  Labour. 

D.  M.  MEDCALF,  Chief  Inspector  of  Steam  Boilers. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME.  AND  BRICK 

Cement— delivered  in  5-barrel  lots,  $3.45  per  bbl.  ; 

with  bags,  $4.40;  car  lots,  $2.70  on  the  track, 
with  pkgs.,  $3.50;  5c  per  bbl.  discount  20 
days,  car  load  lots. 
Lime — ;„  bulk — grey  75c.  At  the  warehouse, 
grey  69c.  Hydrated  lime,  $20.25  per  ton 
delivered;   $19.25  at  warehouse. 

Brick— f.o.b.  job — No.  1  dry  pressed  red  brick, 
$30;  buff,  $80;  No.  2,  $28;  common  red 
stock  brick,  $23;  grey,  $23;  wire-cut  brick 
for  foundation  work,  $21.  Milton  Rug  brick, 
$32  to  $37;  Eatonia  brick,  $50;  sand  lime 
brick,  $17.26,  f.o.b.  car  at  King  Edward 
siding,  $16  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $66  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental,  $40,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $26  at  plant, 
$31  delivered  in  city. 

Fire  brick— delivered— Savage,  $80  per  M.  J  S. 
Crown,  $80;  W.  W.,  $65.  Fire  clay,  $16.50 
per  ton;  chimney  tops,  $8.00  each. 

Flue  lining — delivered — list  price— 8'A  x  8lA  in., 
60c  per  ft.;  8'A  x  13  in.,  90c  per  ft.  Dis- 
counts 30  and  10  per  cent,  off  list. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.05;  1  in.,  $2.25;  Va  in., 
$2.25;  crusher  run,  $2.15;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton,  2  in.  screened, 
$1.80  per  ton;  1  in.  screened,  $2.00  per  ton. 

LUMBER   (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $63;  10  and  16  ft.,  $65 ;  2  x  12  in.,  12 
and  14  ft.,  $64;  10  and  16  ft.,  $66;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $66.  No.  2,  $4  less 
than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $65; 
1x6  in.,  $67;  1  x  8  in.,  $70;  1  x  10  in.,  $75; 
1  x  12,  $80.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $78;  1  x  6  in.,  $82 ;  1  x  8,  $86;  1  x  10, 
$90 ;  1  x  12,  $103 ;  2  x  4,  10-16  ft.  long,  com- 
mon, rough,  $70;  2  x  6,  $72;  2  x  8,  $74 ;  2  x 
10,  $78;  2  x  12,  $82.  No.  1  flooring,  $80; 
No.  1  V  or  beaded  sheathing,  4  in.,  $82. 
Pine  trim,  4  in.,  casing,  $4  per  100  ft. ;  5 
in.  ditto,  $5;  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $6.25. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $70;  1  x  6  and  2  x  6,  $72;  1  x  8 
and  2  x  8,  $74;  1  x  10  and  2  x  10,  $78;  1  x 
12  and  2  x  12,  $82. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $80;  12  x  18,  12  x  20,  14  x  18, 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$85.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $10.50;  XX  B.  C,  $8.00; 
N.  B.  extras,  $10.50;  N.  B.  clears,  $9.50; 
No.  1  W.  pine  lath,  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $5.50  base ;  twisted  and 
deformed,  $5.60;  3/16  in.  and  lighter  $6.00. 

Shapes — Angles,  35  lbs.  and  over,  per  yard,  $5.50 
per  100  lbs. ;  under  35  lbs.  per  yard,  $5.70 
per  100  lbs. ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $5.60;  under  35  lbs. 
per  yard,  $5.80. 

Plates — 6  ins.  to  60  ins.  wide,  $7.00;  over  60  ins., 
$7.50.  Tank  and  boiler  plates — 'A  in.  and 
over  and  under  36  ins.,  $5.95.  Gauge  plates 
— no  quotations.  Black  American  Bessemer 
Plates— dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $5.00  per  100  lbs. 
Rivets — Button  and  cone  head — 'A"  to  Ji"  diam., 
$6.50. 


EXTRAS    FOR    SHAPES    AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/10  in.  thick  and  under.  1/lUc 
per  lb.  for  Angles  under  5  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
$1.50. 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized  iron — dealers  not  quoting  prices. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 

SEWER  PIPE 

Sewer  Pipe — Toronto  prices,  with  discounts  as 
below,  f.o.b.  factory — 4  in.,  40c  per  ft.  ;  6 
in.,  00c;  9  in..  $1.00;  12  in.,  $1.50;  15  in., 
$2.00;  18  in.,  $2.60;  21  in.,  $3.80;  24  in., 
$5.00.  Discounts.  4  in.  to  9  in.,  44%,  12  in. 
to  24  in.,  37%,  in  truck  load  lots. 

Tile  Wall  Coping — Delivered — 8  or  9  in.  wall 
coping,  60c  ft. ;  12  or  13  in.,  90c  ft.,  carried 
in  6,  12,  18  and  24  in.  lengths.  Discount, 
44%  off  list. 

PAINTS  AND  OILS. 

Prices,  delivered. 
White  lead — ground  in  oil,    less  than   ton  lots, 
•$20.75  per  100  lbs. ;  ton  lots,  $20.50  per  100 
lbs. 

Boiled  Linseed  Oil— in  bbls.,  $2.90  per  gal.  of  9 
lbs. ;  red  lead,  dry,  $17  per  100  lbs. ;  Pure 
putty  in  bulk,  $9.15  per  100  lbs. ;  in  100  lb. 
drums,  $10.80;  in  25-lb.  tins,  $11.45  per  100 
lbs. ;  steel  sash  putty,  in  25-lb.  tins,  $11.95 
per  100  lbs.  ;  turpentine,  in  bbls.,  $3.60  per 
Imp.  gal.,  based  on  southern  gauge.  Tur- 
pentine and  oil  in  less  than  barrel  lots,  15c 
extra  per  •  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  25^c  per  lb.  ; 
black,  in  bbls.,  7c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
30c;  ultra  blue,  dry,  in  bulk,  25c;  green, 
French  permanent,  dry,  20c ;  ochre,  French, 
dry,  12c. ;  red  Venetian,  dry,  6c ;  sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  12j4c. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.55,  delivered  in 

5   barrel   lots,   $4.75 ;    at   warehouse,   $4.55 ; 

single  bbl.,  $5.55. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — J4  in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  42'Ac  Lath 
yarn,  40c  per  lb. ;  in  full  coils.  33c. 


MONTREAL  PRICES 

CEMENT.  LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton ;  lump,  $15. 
Brick — No.    1   pressed,    $25.00;    No.    2  pressed, 

$20.00;  red  rustic,  $20.25;  vertical,  $21.50; 

plastic,  $16.00. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c;  10-in.  62c;  12-in.  60c;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.75;  ii-in.  $2.00;  ^-in. 

$2.25  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.25  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  S  in.  and  up,  $4.75;  1  In. 

x  1  in.  x  %  in.,  25c  extra;   H  in.  x  H  in. 

*A  in.,  75  cents  extra.    Boiler  plates — \i  in. 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  (6.16.  Beams 
and  channels — Under  36  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  (0.26,  f.o.b.  Mont 
treal,  net  cash.  Corrugated  iron — 26  gauge, 
$11.00;  28  gauge,  $10.20  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheets 
—  Keystone  black,  28  U.  S.  gauge,  $11.50  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $90  for  6  in.  and  larger, 
and  $93  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot)— 4  in.,  80c;  0  in.,  46c;  6 
in.,  70c;  9  in.,  86c;  10  in.,  $1  06;  12  in..  $1  36; 
15  in.,  $1.80;  18  in.,  $2.60;  20  in.,  (3;  22  In., 
$4;  24  in.,  $4  60;  27  in.,  $0.60;  30  in.,  $7.20 
Channel  pipe  (4  in.  to  30  in.)  24c,  30c,  60c. 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$360.  $5  20.  $5.76.  One-eighth  bends  (4  In. 
to  30  in  ),  $1.20,  $1.80,  $2.80  $3.00,  $4  20, 
$6.40.  $7.20,  $10,  $12,  $10,  $18,  $26,  $28; 
>/,,  $1.20,  $1.80,  $8.16,  $4.06,  $476,  $0.10. 
$14.40.  $20,  $24,  $82,  $30,  $62,  $67.00.  Double 
collar.  (We.  $1  86.  $2.10.  $2.66.  $8.16.  $4  011. 
$5.40;  slant  1  foot  Ions:  side  (4  in.  to  IB 
in  ).  90c,  $1.35.  $2.10,  $266,  $3.15.  $4  06. 
$5  40.  Single  branch  (0  in  to  9  in  ),  3  ft., 
$2.25,  $3.60,  $4.25;  2  and  2tf  ft  (4  in.  to  30 
in  ),  $1.35,  $180,  $315,  $3.85.  $4  76,  $010. 
$8.10,  $11.25,  $13  60.  $18  $20  25.  $32  60,  $SC 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  In.  to 
30  in.),  $1.80,  $2.70,  $4.90,  $0  30.  $7\85,  $10  80, 
$1440,  $20,  $24,  $32,  $36,  $46.60.  $5040. 
Syphon,  cesspool,  and  buchan  trap  (4  In.  to 
15  in  ),  $3,  $4,  $7,  $9,  $1060,  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.),  $3.  $4,  $7.   $9.   $10.50,  $1«. 

Thefe  prices  are  subject  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  50-58  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  $4  30  per  bbl.,  both  less  5%  for  cash. 
Rope — Best  Manilla,  35*Ac  basis  per  pound; 
Beaver  Manilla,  28c  basis:  sisal  rope,  22V5c 
basis;  lath  yam.  22j£c.  Boiled  linseed  oil — 
in  barrels.  $2  82'/$  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.80. 


QUEBEC  PRICES 

(Effective  May  1,  1920) 
F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50.000  or  over, 
$16.50;  carload  lots,  less  than  50,000,  $18.50; 
selected  builders  for  veneering  work,  carload 
lots,  $22.00;  "Citadel"  rustic  face  brick,  $27 
to  $31. 

Baker  oven  tile,  15"  x  8'A"  x  2'A",  $25  per  100. 
"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 
splits,  7c  per  superf.  ft. ;  12  x  8  x  4,  solid, 

12c;  12  x  8  x  6,  19c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel  in   carload  lots,  bags 

returnable  in  good  condition  at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock  Brick — $19.50  per  thousand  delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 14JSc  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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Do  You  Know  This  Machine  ? 

The  "B-G"  BUCKET  LOADER 

Handles  Coal,  Crushed  Stone,  Gravel  and  Sand 


NOTICE 

The  Crawler  Traction 
which  takes  it  anywhere. 

The  revolving  discs 
which  feed  the  buckets, 
giving  added  capacity 
and  saving  wear  on 
buckets. 

The  general  strong  and 
rugged  construction. 


This  machine  will  dig  itself  into  a  natural  bank 


Send  for  Catalogues 


MUSSENS  LIMITED 

MONTREAL  WINNIPEG 
TORONTO  VANCOUVER 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS^continued 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement— Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel  ; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  00c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35 ; 
common  red  stock,  $25;  common  grey  stock, 
$20;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $19;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — l'A-in.  to  2-in.,  $3.65  per  yard; 
$4 -to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble stone,  $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER   (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring— 3  in.  No.  1  and  2  E.G.  Fir,  $115; 
l  in.  No  1  and  2  E.G.  Fir,  $115;  4  in.  No. 
3  E.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common  Pine,  $75;  4  in.  No.  3  Pine  or 
Spruce,  $61;  6  in.  No.  1  and  2  E.G.  Fir, 
$110;  6  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $75;  6  in.  No.  2  Com- 
mon Pine,  $80;  6  in.  No.  3  Pine  or  Spruce, 
$70;  2  x  6  No.  1  Common,  $70. 

For  selected  lengths,  add,  Pine,  $5.00;  for  se- 
lected lengths,  add.  Fir,  $5;  for  dressing  2 
sides,  add  $5;  for  l'A,  l'A  or  2  inch,  add 
5. 

Birch  and  Maple  Flooring — Clear  (First  Grade) 
—13/16  x  l'A  in.  to  in.  face,  $190;  M 

x  l'A  in.  and  1H  in.  face,  $147. 

No.  1  (Second  Grade)— 13/16  x  l'A  in.  to  2-JS 
in.  face,  $184;  ii  x  l'A  in.  and  l}i  in  face, 
$139. 

No.  2  Factory— 13/16  x  l'A  in.  to  l'A  in.  face, 
$153.00 

Selected  White — 13/16  x  l'A  in.  to  254  in.  face, 
$210.00 

DIMENSION  TIMBERS,  No.  1 
6  x  10  to  12  x  12,  up  to  32  ft.  long,  $76;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $77 ;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $78;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $400;  H 
x  l'A  in.  and  l}i  in.  face,  $350. 

No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 
$350;  H  x  l'A  in.  and  1J4  in.  face,  $250. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $300;  H 
x  l'A  in.  and  2  in.  face,  $220. 


No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 
$100;  H  x  l'A  in.  and  lft  in.  face,  $115. 

STEEL  AND  IRON 

Bteel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs. ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft,  4  in.,  21c;  6  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  02c;  12  in. ,72c;  15  in., 
$1.20;  18  in.,  $1.70;  20  in.,  $2.10;  24  in., 
$2.75. 

I'laster  of  Paris,  $1  in  paper  bags;  $1.45  in 
jute  bags. 

Plasterers'    Hair — 90c   per  bushel. 

Mortar  Color — $7.50  per  cwt 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  00  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  1.1. Is  .  $3.13  per  gal. 

Mixed   Paint— Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal. ;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.0o 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 
$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $10.90;  less 
than    ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT.  LIME,  AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $!i.OU  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Atlas  cement,  $!).00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house; $10.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan- 
tities. 


LUMBER    (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.     Mills  opeist 
ing  on  an  open  maiket. 

Dimension  timber — Douglas  fir — 8  x  8,  $40;  10  x 
10,  $10;  10  x  12.  $40;  10  x  14,  $40.50;  12  x 
12,  $40;  14  x  14,  $40.50;  14  x  16,  $41.00;  6 
x  10.  $40.50;  6  x  12,  $41 ;  8  x  10,  $41 ;  8  x 
12,  $40.50;  10  x  16,  $42;  12  x  16,  $42;  16  x 
10,  $41.50;  6  x  14,  $42;  8  x  14,  $42;  12  x 
18,  $43;  18  x  20,  $44;  14  x  20,  $43.50;  16  x 
18,  $43  50;  10  x  20,  $44.50;  18  x  18,  $43.50; 
20  x  20,  $43.50;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50;  1x4,. 
$!t'J.50;  1  x  4  flat  grain,  $89.50;  No.  1  and  2. 
1-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  l'A  and  l'A  inch  fir  double  dressed 
$76;  2-inch  fir  double  dressed  $77;  fir  lath, 
$15;  U.  C.  cedar  shingles,  XX,  $5.25;  XXX, 
$7.50;  XXXXX,  $9.25. 

STEEL  AND  IRON 
Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  (6.00  base;  twist 

ed  and  deformed,  $7.50  base;  structural  sec 
tions,  $7.00. 

Galvanized  iron — 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft  sheets. 

$11.75;  9  and  10  ft.  sheets,  $11.90  per  square. 
Hlack  steel  sheets,  24  gauge,  $10.35  per  100 

lbs. 

Steel  angles — $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $9.00  per  100  lbs.,  de- 
pending on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  $9.00. 

SEWER  PIPE. 

Sewer  pipe — Vancouver  prices  f.o.b.   warehouse ; 

4-in.,  17c  per  ft.;  6-in..  25c  per  ft;  8-in.,  35c 
ft.;  10-in..  45c  ft;  12-in.,  56c  ft;  15  in., 
$1.10  ft.;  18-in.,  $1.30  ft;  20-in.,  $1.65  ft; 

24-ir...  $2.30  ft.    (All  net  price*). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van 

couver,  bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— H  in.,  39c  base;   'A  in..  39}*c: 

H  in.,  40c;   'A  in.,  40c;  second  grade,  33c 

base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  t 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4..6. 

Raw  linseed  oil — In  bbls.,  $2.10  per  gal. ;  red 
lead,  dry  $18.00  per  100  lbs.;  in  oil.  22c: 
putty  in  bulk.  Standard.  $6.00;  Pure.  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  1O0  lbs. 


Canada  Iron  Foundries,  Limited 

Head  Office 

Mark  Fisher  Building 
MONTREAL 


CAST  IRON  PIPE 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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Work!  »t  Walkervllle.  Ontario 


VALVEH1YDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 
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Algoma 

Structural  Steel — Merchant  Bars 


Blooms,  Billets  and  Slabs 
Concrete  Reinforcing  Bars 
Shafting — Pulleys — Hangers 
Iron,  Brass  and  Bronze  Castings 

STEEL  RAILS— Open  Hearth  Quality 
All  Sections— 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 

Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 

Basic        Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 
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Civil 

Electrical 
Mechanical 

llirprtnrv  nf  FnoririPPFQ 

i/ii  ctiui  y    ui   AjUg liivvi  o 

Contractors 

Special 

Interests 

Willis  Chipman,   M.   Eng.   Inst.  Canada, 
M.  Am.  Soc.  C.E..  M.  Am.  W.  W.  Assoc. 
3eo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 
Pavements  and  Other  Municipal  Works 
,  Reports,  Estimates, 

Supervision  of  Construction 
Appraisals  of   Works  and  Utilities. 
Mall  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING.  ENGINEERS 
M  Toronto  Street  -  TORONTO,  CAN. 
Water  Supply  and  Purification;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
nisposal  Plants:  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.,  Ltd. 

-FARADAY  WORKS" 

LEICESTER  —  ENGLAND 

WATER  LEVEL 
INDICATORS 

CABLES:  "  LODESTONE.  LEICESTER 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 
Inspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point   of   manufacture,  and   Testing  in 
our  own  Laboratories. 
The   most   up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Streeti 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse  ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bide.  Telephone 

MONTREAL.  P.Q  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE        WILLIAM  STORRIE 

M.C.I.C.  M.INST.  C.K..  M.E.I.C..  A.M. INST.  C.C. 

M  AMER    W.  W.ASSOC.  M.  AMCR.  W.  W.  ASSOC. 

GEORGE  G.  NASMITH,  C.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC  HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


McAllister  &taylor 

ENGINEERS  ft  CONTRACTORS 
J.  W.  McAllister  Joha  Taylor, 

M.  Am.  Soc.  C.  E. 
17  Sun  Life  BIdg.,  HAMILTON.  ONT. 
Harbor   Improvements   and  Dredging 
Dams,  Piledrlvlng,  Concrete  Work  and 
Excavation.    Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


Phone  Main  2449  P.  O.  Box  -  3064 

ALEXANDER  WILSON 

Consulting   and    Supervising  Engineer 

Reports  Estimates  Valuations 

Power  Development  and  Transmission 
Industrial  Plants  Illumination 
Yorkshire  BIdg.,  136  St.  James  St. 
MONTREAL,  QUE. 


Pass  it  along: 

When  you  have  finished 
reading  this  paper  pass 
it  along  to  your  clerks. 
Encourage  them  to  read 
it  regularly--it  will  help 
them  and  that  means  it 
will  help  you. 


MILTON  HERSEY  CO.  LIMITED 
Industrial  Chemists  4  Inspectors 
PAVING 
Designed,  Superintended,  Inspected. 
Chav   A    Mullen.  Director. 

CEMENT  &  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination  Power 

V.  K.  Stalford,  a.i.e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  BIdg.,  HAMILTON 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
Pipe,  Tile,  Building  Blocks  and  Trim 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

Wc  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E.  TORONTO 
Phones— Main  904  and  905 


Crushed 

Stone 
Steel  and 
Wood 
Water  Pipe 


TamgO 

c 
o 


Cut  Stone 
Sand 

Brick 


T.A.  Morrison  &  Co.,  20M4osNT 


St. 

MONTREAL 


Established  1884.  Main  S458. 

Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 
Night  'Phones— Park    538.    Park  8802. 
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Robert  W.  Hunt 
President 


Charles  Warnock 
Vice  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches;        Toronto        Vancouver        London,  England 


E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Construction 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont. ; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.       PHILLIPS  SQUARE 

MONTREAL 


J.  P.  An^lin,  B.Sc.        H.  J.  Gross         C.  D.  Harrington,  B.Sc. 
President         Vice  Pres.  &  Treas.  Vice  Pres.  &  Manager 

ANCLIN-NORCROSS 

LIMITED 

CONTRACTING  ENGINEERS  &  BUILDERS 


Halifax  Shipyards,  Halifax 
Crane  Company,  Montreal 
Ames-Holden-McCready,  Ltd.,  Montreal 
Children's  Memorial  Hospital,  Montreal 
Steel  Company  of  Canada,  Montreal 
Canadian  Cottons  Limited,  Cornwall 
Canadian  Cottons  Limited,  Milltown,  N.B 
Canada  Amusement  Company,  Montreal 
Merchants  Bank,  Toronto 

Belding  Paul  Corticelli  Co.,  St.  Johns,  Que. — 
Belding  Paul  Corticelli  Co.,  Montreal 


MONTREAL 


TORONTO 


•Office  &  Power  House 
•Large  Industrial  Bldg 
■Factory 
•Hospital 

Nut  and  Bolt  Works 
Weave  Shed 
Weave  Shed 
Loft  Building 
Bank  Building 
Factories 
Factory 

HALIFAX 


WE  NEED  THE  SPACE 
OCCUPIED  BY 

One  Model  30  Marion  Shovel, 
Revolving,  Long  Boom  and 
Dipper  Stick.   7-8  yd.  Dipper. 

15  Ton  Waterous  Road  Roller.  ' 
20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 
25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 
50  Assorted  Two-Wheel  Dirt  Scrapers. 
\y2  yd.  and  2  yd.  Clam  Shell  Buckets. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

4^  x  6  Single  Drum  Builder's  Hoist. 

No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

1  yd.,  Vz  yd.  and  1/3  yd.  Concrete  Mixers. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 
The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


SARNIA  BRIDGE  CO.,  LIMITED 

Structural  Steel  Boiler  Tubes 

Alloy  Steel  Road  Drags 

Warehouse  Stock   of   All  Kinds  for   Quick  Shipment 


TORONTO  OFFICE: 
HEAD  OFFICE : 


103  Pacific  Building. 
SARNIA,  CANADA. 


Phone  Main  3444 
Phone  289 
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MALLEABLE 
IRON 
CASTINGS 

of  the  Highest 
Quality 


2£  PRATT  IS9S  LETCH  WORTH 
COMPANY.  LIMITED 

Transportation  Building,  Montreal 


Are  You  Interested 

in  the  Export  Trade 

to  Belgium  and  France? 

The  Canadian  Producers  and  Exporters'  Directory 

OFFERS  THE  BEST  MEANS  OF 

INTRODUCING 

Canadian  Manufacturers  to  Belgian  and  French  Buyers 

Full  information  concerning  Export  Trade  to  the  above 
Countries  upon  application  to 

J.  G.  Van  Wtberghe       20  St  James  Street 

MANAGER  MONTREAL 

Published  by  the  LEADER  PUBLISHING  COMPANY  of  Montreal,  Limited 
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H  Turnbull  Elevator  1 

ijl   MANUFACTURING  CO  TORONTO 


Electric  Power 

in  perfect  control 

Swiftly  and  easily,  the  Turnbull  Elevator  performs  its  tasks. 
No  sudden  stops — no  jerks  or  violent  shaking  to  mar  its  opera- 
tion— no  unpleasant  sensations  to  add  to  the  discomfort  of  the 
passengers.  Strongly  constructed,  of  immense  power,  it  is  at  all 
times  in  perfect  control. 


The  car  frame  surrounding  and  sup- 
porting the  car  platform  is  built  of  tested 
steel  and  integral  with  it  is  the  compres- 
sion-type car  safety.  When  the  car  ex- 
ceeds the  pre-determined  speed,  for  which 
the  centrifugal  governor  is  adjusted,  the 
car  safety  is  automatically  brought  into 
action.  The  releasing  of  the  safety  de- 
vice is  effected  with  a  gear  key  and  can 
be  completely  accomplished  from  the  in- 
side of  the  car. 


This  device  is  only  one  of  the  many  features  characteristic 
of  Turnbull  Elevators.  Features  which  have  ensured  positive, 
efficient  operation,  and  made  it  worthy  of  installation  in  many 
of  the  finest  buildings  of  Canada. 

An  interesting  booklet  awaits  your  enquiry. 


Turnbull  Elevator  Manufacturing  Co. 

126  John  Street,  TORONTO,  Ontario 

Montreal  Office  -  -  -  202  Mappin  &  Webb  Building 
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"DOMINION"  Wire  Rope 

For 

Elevators,  Dredges,  Lumbering, 
Mining,  Oil-Well  Drilling, 

Suspension  Bridges,  Stump  Pulling 
Cranes,  Derricks,  etc. 

SHIPS'  RIGGING 
The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 

Efficient  Equipment 

Enables  the  construction  and 
upkeep  of 

GOOD  ROADS 

"Reliance"  Crushers 
"Ransome"  Concrete  Mixers 

Sprinklers, 
Flushers,  Sweepers 
Hsteeard  Rollers 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


T'H'HlpkilfMr&fo  MONTREAL 

■  Telephone  Main  3420 


LIMITED 
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Elastite  is  used  extensively 
on  these  highways 

Dixit  Highway  (1)  —  in  III.,  Ind., 
Ohio,  Ky.f  Tenn.,  Ga. 

Lincoln  Highway  (2) — in  N.  J.,  Pa., 
Ohio,  Ind.,  111. 

Northwest  Trail  (3) — in  Wis.,Minn., 
N.  D.  Wash. 

Pikes  Peak  Highway  (4) — in  Kans., 
Colo..  Utah. 

Pacific  Highway  (5) — California  and 
Wash. 

Atlantic  Highway  (6) — Conn.,  N.  J., 
Pa.,  Vav  N.  C. 

Southern  National  Highway  in  Ark., 
Texas,  N.  M.,  Ariz. 1 

New  Jersey  State  Highways 

Washington  State  Highways 

Pennsylvania  State  Highways 

Texas  State  Highways 

Wayne  Co.,  Mich.,  (Detroit) 

Chatham  Co.,  Ga.,  (Savannah) 

Washington  Co.,  Miss.,  and  others 


XPANSION 

JOINT 


Standard  on  National  Highways 

TRAVEL  the  full  length  of  any  national  highway  and 
you  will  find  no  common  standard  of  road  construc- 
tion.   But  you  do  find  a  common  standard  of  road 
pro  tec  tion. 

You  find  Carey  Elastite  Expansion  Joint  standard  for 
brick,  wood  block,  granite  and  concrete. 

You  find  it  in  every  part  of  the  country  because  the 
Carey  sandwich  construction,  with  the  asphalt  saturated 
felt  wall  feature,  makes  Elastite  the  perfect  and  final  solu- 
tion of  the  expansion  problem  under  every  sort  of  cli- 
matic condition. 

THE  PHILIP  CAREY  CO.,  TORONTO,  ONT. 

The  Wm.  Rutherford  &  Sons  Co.,  Ltd.,  Montreal,  Que. 
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A  Big  Factor  in  Modern  Contracting 

is  this 

LONDON 

MIXER 

Because  given  a  place  in  a 
contractor's  equipment  it  at 
once  puts  him  in  the  position 
of  tackling'  any  concrete  job 
with  the  certainty  that  the 
work  will  be  right,  and  carried 
out  in  the  least  possible  time 
by  rapid,  consistent  mixing  and 
continuous  running. 

No  haphazard 
methods  produce 
the  London  Con- 
crete Mixer.  It 
is  the  result  of 
constant  improve- 
ment to  meet  the 
requirements  o  f 
contractors  in  get- 
ting their  work 
done  to  schedule, 
keeping  costs 
down  to  the  min- 
imum and  ensur- 
i  n  g  a  thorough 
job. 

Such  undertakings  as  the  construction 
of  the  Welland  Canal,  Niagara  Falls 
Power  Development,  and  Winnipeg 
waterways  testify  to  the  capabilities  of 
the  London  Concrete  Mixer. 
Illustration  shows  our  Mixer  No.  30  with 
a  capacity  of  45  cubic  feet  per  batch ;  40 
cubic  yards  per  hour. 
We  manufacture  a  complete  line  of  Con- 
crete Mixers,  Diaphragm  Pumps,  Gaso- 
line Hoisting  Engines,  Brick  Machines, 
Block  Machines,  Tile  and  Sewer  Pipe 
Moulds.  Our  catalogue  will  be  sent  on 
request. 

London  Concrete  Machinery  Co.,  Limited 

LONDON,  ONTARIO 


This  Cart  Will  Save  You  Money 


by  saving  time  and  labor  on  the 
job.  Where  material  has  to  be 
moved  the  London  Concrete  cart 
will  do  it  easily,  quickly  and  simp- 
ly. Strongly  built  of  best  materia! 
to  stand  constant  rough  usage. 
Put  this  handy  cart  on  the  job  and 
see  how  quickly  it  pays  for  itself 
in  saving  time.  Priced  lower  than 
any  imported  cart. 


Dept.  7 


World's  Largest  Manufacturers  of  Concrete  Machinery 
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HARDY  SIMPLEX 

HAMMER  DRILLS 

NEW  AND  IMPROVED  TYPES 


Hand 
Cradle 


Stopers 
Drifters 


All  The  Very  Latest  Designs 


"Titanic"  Hollow  Drill  Steels 


WRITE  FOR  BULLETINS 


SAMI 0SB0RN  Limited 


Branches  and  Stock : 


MONTREAL 

TORONTO 


VANCOUVER 
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Increase  your  YARDAGE— DECREASE  your  Costs 

Buy  Bucyrus  Shovels 

THEY  NEVER  FAIL  TO  DO  IT 


We  sell  all 
Bucyrus  Products 
Steam  Shovels 
Electric  Shovels 
Dragline 

Excavators 
Trench 

Excavators 
Wrecking  Cranes 
Unloading  Plows 
Dredges 
Pile  Drivers 

New  and 
Second-hand 
Contractors' 

Equipment 
of  all  kinds 


We  represent 
Western  Wheeled 

Scraper  Co. 
and  sell  all  their 
products 

Air  Dump  Cars 
Dump  Wagons 
Elevating 

Graders 
Scrapers,  Etc. 


Locomotives 
(all  kinds) 
Freight  Cars 
(all  kinds) 
New  and 

Second-hand 


WORKING  DIMENSIONS  BUCYRUS  REVOLVING  SHOVELS 

14-B  18-B  35-B 

Capacity  of  Dipper  (level  full)  2/3  cu.  yd.  V%  cu.  yd.  l'A  cu.  yd. 

Trac.         Cat.  Trac.         Cat.  Trac.  Cat. 

Dumping  Radius   21'- 6"     21'- 6"  23'-  5"     23'-  5"  30'- 6"     30'- 6" 

Height  of  Dump   11'- 2"      11'- 11"  11'- 10"    12'- 2"  17'- 3"      17'- 0" 

Maximum  Width  of  Level  Floor  ....    34'-  0"      34'-  0"  37'-  0"     37'-  0"  45'-  0"     45'-  0" 

Dig  Below  Wheels   3'-  2"       2'-  5"  3'-  3"       2'- 11"  5'-  1"       5'-  3" 

Width  of  Cut  at  8  Feet  47'-  0"     47'-  0"  51'-  0"     51'-  0"  65'-  0"      65'-  0" 

Height  Dipper  Will  Cut   16'- 6"     17'- 3"  18'- 0"     18'- 4"  25'- 0"     24'- 10" 

Mechanical  Shovels  built  by  BUCYRUS  COMPANY,  South  Milwaukee,  Wis.,  are  unsurpassed,  and  thous- 
ands of  contractors  are  ready  to  testify  that  in  WORKING  RANGE,  ECONOMY,  SIMPLICITY,  STRENGTH, 
MOBILITY  and  EFFICIENCY, 

BUCYRUS  SHOVELS  HAVE  NO  EQUAL. 

CATERPILLAR  TRACTION  helped  to  win  the  war.    Have  you  yet  used  it  to  help  you  win  profits?    Let  us 
show  you  how  it  can  be  done. 

Before  purchasing  a  shovel  write  to  us;  practical  shovel  experts  on  our  staff  will  gladly  place  before  you 
facts  and  figures  demonstrating  how  BUCYRUS  SHOVELS  cut  down  your  costs  and  increase  your  yardage 
without  equal. 


Canadian     Equipment     CO.     Limited    Representatives  for  Eastern  Canada  for : 

285  Beaver  Hall  Hill       -       Montreal  Bucyrus  Company,  South  Milwaukee,  Wis. 

Branch:    St.  Catharines,  Ont.  Western  Wheeled  Scraper  Co.,  Aurora,  111. 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Canadian  Allis -Chalmers,  Ltd. 

Air  Washing  Plants 

Spray   Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoistfl 

Canadian  Ingersoll-Rand_Lo. 
Northern  Crane  Works. 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  lion  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Inip'tg  Co. 

Ash  Conveyors 

Booker  &  McKechnie 

Ash  Hoists 

Canadian  Link-Belt  Co. 

Asphalt 

Asphalt  Association 

Imperial  Oil  Company,  Ltd. 

Robertson  Co.,  H.  H. 
Beam  Spans 

Hamilton  Bridge  Works  Co. 

McKinnon  Steel  Company 

Sarnia  Bridge  Company 
Belting   (Transmission,  Elevator, 
Conveyor,  Rubber) 

Cam-Fish  Company 

Dunlop  Tire  &  Rubber  Goods  Co. 

Goodyear  Tire  &  Rubber  Goods 
Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Blocks  (Wire  and  Manilla  Rope) 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 

Can.  Ingersoll-Rand  Co.,  Ltd. 

Boilers 

Canadian  Mead-Morrison  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Inglis  Company,  John 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 
Boxes — Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Brass  Goods 

Dunlop  Tire  &  Rubber  Goods  Co. 

Brick  Dryers 

Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 
Standard  Steel  Construction  Co. 
Toronto  Steel  Construction  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 

Can.  Chicago  Bridge  &  Iron  Co. 

Canadian  DesMoines  Steel  Co. 

DesMoines  Steel  Co. 

Hamilton  Bridge  Works  Co. 

McGregor  &  Mclntyre 

McKinnon  Steel  Company 

Manitoba  Bridge  &  Iron  Works 

Maritime  Bridge  Company 

Sarnia  Bridge  Company 
Buckets 

Canadian  Link-Belt  Co. 

Canadian    Mead-Morrison  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Manitoba  Bridge  &  Iron  Works 

Mansfield  Engineering  Co. 

Morris  Crane  &  Hoist  Co..  Her- 
bert. 


Buckets  (Drag  Line; 

Brown  Hoisting  Machinery  Co. 

Mansfield  Engineering  Co. 

Buckets — Steel 

Brown  Hoisting  Machinery  Co. 
Canadian  Link- Belt  Co. 
Mansfield  Engineering  Co. 
McKinnon  Steel  Company 
Marsli  Engineering  Works,  Ltd. 

Building  Materials 
Britnell  Limited 
Robertson  Co..  II.  II. 
Sand  &  Supplies 
Trussed  Concrete  Steel  Co..  Ltd. 
Vitrified  Clay  Pipe  Publicity 
Bureau. 

Building  (Steel) 

Standard  Steel  Construction  Co. 

Cable 

Dominion  Wire  Rope  Co.,  Ltd. 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cable  Terminals' 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Cars— Steel  Body 

Marsh  Engineering  Works,  Ltd. 

Mackinnon  Steel  Co. 

Williams  Machinery  Co.,  A.  R. 
Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  Hardener 

Beveridge  Paper  Co. 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 
Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian   Ingersoll-Rand  Co. 

Dayton  Dowd  Company 

National  Equipment  Company 

Chains 

Canadian  Link-Belt  Co. 

McKinnon  Columbus  Chain  Co. 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Booker  &  McKechnie 

Vitrified  Clay  Pipe  Publicity 
Bureau. 
Coal  Handling  Apparatus 

Canadian    Mead-Morrison  Co. 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 
Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co 
Concrete  Culvert  Pipe 

Concrete  Pipe  &  Products  Co. 

Dominion  Concrete  Company 


Concrete  Mixers  and  Appliances 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 
Concrete  Sewer  Pipe 

Dominion  Concrete  Company 

Vitrified  Clay  Pipe  Co. 
Conduits 

Conduits    Company,  Limited 

National    Conduit  Company 

Vitrified  Clay  Pipe  Publicity 
Bureau. 
Contractors 

Anglin-Norcross  Limited 

Archibald  &  Holmes 

Canadian  Engineering  &  Con- 
tracting Co. 

Cape  &  Company,  E.  G.  M. 

Gore,  Nasmith  &  Storric 

Holmes  &  Co.,  Fred 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Miller  &  Son.  Roger 

Thomson  Bros. 

Wells  &  Gray 
Contractors'  Plant  &  Supplies 

Ball  Engine  Company 

Canadian  Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Brown    Hoisting    &  Machinery 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Link  Belt  Co. 

Dake  Engineering  Works,  Ltd. 

Gartshore,  John  J. 

Hamilton  Bridge  Works  Co. 

Hepburn  Ltd.,  John  T. 

Manitoba  Bridge  &  Iron  Works 

Marsh  Engineering  Works,  Ltd. 

S'essenwcin  Bros. 
Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 
Conveying  Appliances 

Barber-Greene  Company 

Brown  Hoisting  Machinery  Co. 

Mansfield  Engineering  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Canadian  Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Maritime  Bridge  Company 

Morris  Crane  &  Hoist  Co.,  Her- 
bert. 

Northern    Crane  Works 
Creosote  Oils 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Tnerersnll-Rand  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

London  Concrete  Machinery  Co 

Mussens  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Beveridge  Paper  Co. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil   Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Doors 

Pannill  Door  Company 
Derricks  and  Derrick  Fittings 

Canadian  Mead-Morrison  Co. 

Hepburn  Ltd.,  John  T. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Maritime  Bridge  Company 

Marsh   Engineering  Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Diamonds 

Joyce-Koebel  Company 
Diamond   Saw  Teeth 

Joyce-Koebel  Company 


Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Canadian  Mead-Morrison  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 

Dump  Cars,  Wheels,  etc. 

Gartshore,  John  J. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 
Dump  Wagons 

Scagrave,  Lougheed  Co. 

Swedish  Crucible  Steel  Co. 

Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 

Elastite 

Carey  Company,  Philip 

Electric  Impulse  Clocks 
Gent  &  Company,  Limited 

Electric  Water  Systems 

Ontario  Wind   Engine  &  Pump 
Company 
Electrical  Specialties 

Spielman  Agencies  Regd. 
Electrical  Supplies 

Canadian  General  Electric  Co. 
Elevator  Doors 

Ormsby  Company,  A.  B. 
Elevators 

Canadian  Link-Belt  Co. 

Northern  Crane  Works 

Turnbull  Elevator  Company 
Enameled  Brick 

American  Enameled  Brick  & 
Tile  Company 
Engines 

Canadian   Allis-Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Inglis  Company,  John 

Robb  Engineering  Works 

Waterous  Engine  Works  Co. 
Engines — Swinging 

Canadian  Mead-Morrison  Co. 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthington,  W.  R. 

Excavators 

Ball  Engine  Company 
Canadian  Mead-Morrison  Co. 
Engineering  &  Machine  Wks.  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Mansfield  Engineering  Co. 

Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co. 
Fire  Brick  (Plastic) 
Beveridge   Paper  Co. 

Fireproof  Doors  and  Windows 
Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Roberson-Oleson  Limied 

Fire  Escapes 

Canadian  Welding  Works 
Dennis  Wire  &  Iron  Works  Co. 
McGregor  &  Mclntyre 

Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 

(Continued  oa  oafe  8) 
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TRENCH  MACHINE.  (26  ft.  dipper 
stick)  Digging  from  200  to  300  cu.  yards 
a  day  in  16  foot  trench  cut.  One  of  two 
Eries  owned  by  Miller  Bros.,  Youngstown, 
Ohio. 


- —  .  unload 

CLAf?  „  400  tons  of  coal 
lng  more  than  40O  i on  _ 

Erie-  , 


ORANGE-PEEL.  One  of  three 
Eries  owned  by  Robert  Swan  Jr.  Co., 
Pittsburgh.  The  other  two  Eries  are 
equipped  for  standard  shovel  work. 


DRAG-LINE 
ion  irrigation  ditch 
(work.    Owned  by 
jOdell  Bros..  Fort 
;Collins,  Colorado. 


HIGH  LIFT  Erie  Shove 
L  loading  on  a  14  ft.  bank.  One  of 
f  three  Eries  owned  by  The  Cable 
\  Co..  Canton,  Ohio 


RAILROAD   DITCHER.     One  of  ten 

Erie  Ditchers  owned  by  the  Pennsylvania 
Railroad  Company.  "FAR  SUPERIOR 
TO  ANY  OTHER  DITCHER  WE 
HAVE  EVER  USED,"  says  Division  En- 
gineer, Renovo,  Div. 


What  you  can  do 
with  an  ERIE 


The  different  kinds  of  work  shown 
by  these  photos  can  be  handled  by 
every  Type-B  ERIE  Shovel.  Every 
machine  is  built  to  receive  the  attach- 
ments for  the  special  work.  It  takes 
only  a  few  hours  to  change  the  ERIE 
Steam  Shovel  over  to  locomotive 
crane  service,  or  to  trench  digger,  or 
high  lift  machine. 

You  can  always  find  work  for  the 
ERIE — it  earns  you  a  steady  profit  on 
practically  every  job. 

We  will  be  glad  to  send  you  detailed  infor- 
mation about  the  ERIE  Write  for  a  copy  of 
Bulletin  C. 

BALL  ENGINE  CO.,  Erie,  Pa. 

Builders  of  ERIE  Steam  Shovels  and  Locomotive  Cranes 
ERIE  Railway-Ditchers. 


1NG  equipment' 
breaking  up  concrete  so  that  the 
pieces  will  go  into  dump  wagons 
When  the  shovel  tore  up  the  concrete 
without  breaking,  the  pieces  were  tool 
large  One  of  two  Eries  owned  by 
Lennane  Bros.,  Detroit 


ERIE 


LOADING  MIXER, 
harvest  season  took  all  tne 
placed  a  mixercrew of  18me 
into  a  wood  hopper.    One  i 
Eries  owned  by  Hanlon 
Minneapolis. 


Revolving 
Shovels 


QUARRY  WORK  is; 
what  makesthestrong- 
est  boosters  for  the 
Erie,  because  she  is 
built  to  stand  rock 
digging.  "Stronger 
construction  at  every 
point  of  wear  and 
strain."  Just  ask  the. 
owners  of  this  Erie-- 
Tarbox  &  McCall,, 
Findlay,  Ohio. 


—  ^fiTeeT^r^dT^  g- 

.  •  •?  nnite  as  smooth  as  a 
It  isn  t  1ul;!^..but  you  never 
ballr°^ore  even  cutting,  for 
saw  more  eve»  Eries 

SUb^afecords  on  shallow  cuts, 
speed  rccorus  u  one- 
Ask  the  owner  of  WW 
Chas.  IppoWo.  Oran&e, 

RAILROAD  WORK,  loading' 
4  yd.  cars.  "11,080  yds  in  one  month, 
single  shift,  in  heavy  rock  work, 
ACTUAL  MEASUREMENT.'" 
McLean  Construction  Co.  Pittsburgh. 
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Fittings 

Crane  Limited 
Flag  Poles 

MacKinnon  Steel  Company 

Ontario   Wind   Engine   &  Pumi» 
Company 

McGregor  &  Mclntyre 
Flooring  Materials 

Armstrong  Cork  Company 

Imperial  Oil  Company 

Sonneborn   Sons.   Inc.,  L. 

Vitrified  Clay  Pipe  Publicity 
Bureau. 

Forges 

Canadian  Blower  and  Forge  Co. 
Forgings,    Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 
Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

London  Concrete  Machinery  Co. 

Ontario  Wind   Engine   &  Pump 
Company 

Osborn  Canada  Ltd.,  Samuel 
Generators 

Canadian  General  Electric  Co. 
Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown     Hoisting     &  Machinery 
Company 
Gravel 

Sand  &  Supplies 
Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 


Hauling  Contractors 
Augstrom  &  Verochio 

Heating  Apparatus 

Dunham  Company,  C.  A. 
Canadian  Blower  and  Forge  Co. 
Montreal  Machine  Shop,  Ltd. 

Heat  Insulating  Materials 
Armstrong   Cork  Company 

Heating  Systems  (Steam  Traps) 
Dunham  Company,  C.  A. 

Hoists,  Electric 

Canadian  Link-Belt  Co. 
Northern   Crane  Works 

Hoisting  Apparatus 

Brown  Hoisting  Machinery  Co. 
Canadian   Mead-Morrison  Co. 
Herbert  Morris  Crane  &  Hoist 

Company 
Hopkins  &  Company,  F.  H. 
London  Concrete  Machinery  Co. 
Marsh   Engineering  Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams   Machinery   Co.,   A.  R. 

Hoisting  Engines 

Canadian    Allis-Chambers  Ltd. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Marsh  Engineering  VVorks,  Ltd. 

Hose 

Goodyear  Tire  &  Rubber  Co. 

Hydrants 
Canada  Iron  Foundries 
Kerr   Engine  Company 
Gartshore-Thompson  Pipe  Co. 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
McKinnon  Steel  Company 


Inspection  Engineers 

Canadian   Inspection  and  Testing 
Laboratories 

Hunt  &  Co.,  Robt.  W. 

Milton  Ilersey  Company 
Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 

Spielman   Agencies  Regd. 

Standard  Underground  Cable  Co. 
of  Canada  Limited 
Insulating  Bricks 

Armstrong  Cork  Company 
Jib  Cranes  (all  kinds) 

Hamilton   Bridge   Works  Co. 

Northern   Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 

Hamilton   Bridge  Works  Co. 
Kilns 

Canadian   Blower  and  Forge  Co. 

McKinnon  Steel  Company 
Lead  Pencils 

American  Lead  Pencil  Company 
"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown     Hoisting    &  Machinery 
Company 

Canadian  Link-Belt  Co. 
Lumber 

B.    C.    Lumber  Commissioner 
Machinery  Insulation 

Armstrong  Cork  Company 
Malleable  Castings 

Pratt  &  Letchworth  Co. 
Metal  Lath 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Trussed  Concrete  Co.,  Lta. 


Mill  Supply  Department 
Beveridge   Paper  Co. 

Motors 

Canadian  General  Electric  Co. 
Motor  Trucks 

Tiffin   Wagon  Company 

Ford  Motor  Company 
Nozzles 

Spray  Engineering  Co. 
Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 

Hamilton  Bridge  Works  Co. 

Imperial  Oil  Company,  Ltd. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 
Ornamental  Iron 

Canadian  Welding  Works 

Dennis  Wire  Iron  Works  Co. 
Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co 
Packing 

Dunlop  Tire  &  Rubber  Goods  Co 

Paint  (Heated  Surfaces) 
Ric-Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Spielman  Agencies  Regd. 
Paints  (Bridge  and  Structural  Iron 

and  Pipe  Coating) 

Barrett   Company,  Ltd. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Ontario  Rock  Company 

Sonneborn  Sons  Inc.,  L. 

Spielman   Agencies  Regd. 

Trussed  Concrete  Steel  Co.,  Ltd 
Paint  Spraying  Equipment 

Spray  Engineering  Co. 
Park  Sprinklers 

Spray   Engineering  Co. 
(Continued  on  page  10) 


Stop — Read — and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

If  If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral— Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 

Marsh  Engineering  Works,  Limited,  Belleville,  Ontario 

Sales  Agents:  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 
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Class  N-SBE  Motor-driven  Compressor 
installed  by  Taylor  &  Dean,  Pittsburgh, 
Pa.  Capacity  IJJ  cubic  feet  per  minute. 


An  ideal  unit  for  moderate  air  power  needs 


CHICAGO  Pneumatic 
Short-Belt  Motor- 
Driven  Air  Compressors 
are  ideal  units  for  the  small 
air  power  plant.  Their 
compact  construction  econ- 
omizes space.  The  short- 
belt  drive  with  idler  pulley 
prevents  belt  troubles 

These  units  embody  the 
same  advanced  principles 
of  design  and  construc- 
tion as  the  larger  Chicago 
Pneumatics  —  Simp  late 
Indestructible   Flat  Disc 


Valves,  automatic  regula- 
tion and  lubrication,  great 
rigidity,  liberal  bearing 
surfaces-all  insuring  more 
power  with  less  waste; 
longer  service  with  less 
upkeep. 

Electric  motor,  steam  and 
belt-driven  types  of  these 
units  are  usually  available 
from  stock  at  the  Com- 
pany's branches  listed  be- 
low. Capacities  69  to  1 197 
cubic  feet  per  minute. 

Ask  for  Bulletin. 


Sales  and  Service  Branches: 


Sales  Representatives 

The  Holden  Company,  Limited 

354-356  St.  James  Street,  Montreal,  Canada 
TORONTO.  342  Adelaide  Street,  West    WINNIPEG.  150  Princess  Street    VANCOUVER.  8f  Pender  Street 
Canadian  Factory:    Canadian  Pneumatic  Tool  Company,  Montreal 


C-52-H 


BOYER  PNEUMATIC  HAMMERS  ••  LITTLE  GIANT  PNEUMATIC  AND  ELECTRIC  TOOLS 
CHICAGO  PNEUMATIC  AIR  COMPRESSORS  VACUUM  PUMPS  ••  PNEUMATIC  HOISTS, 
GIANT  OIL  AND  GAS  ENGINES  ^cr^STujfr^  ROCK  DRILLS  «•  COAL  DRILLS 


ft 


Dependable  Power  at 


Less  Cost  Per  Hour 
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Paving  and  Paving  Materials 
Barrett  Company,  Limited 
Brodies  Limited 
Carey  Company,  Philip 
Dominion  Tar  &  Chemical  Co. 
Imperial   Oil  Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 
Warren    Bituminous   Paving  Co. 

Pipe   (Concrete,   Iron   &  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thompson  Pipe  Co. 
National  Iron  Works 

Pipe  Covering  (Underground) 
Ric-Wil  Company 

Pencils  (Lead) 
American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb  Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 

Road  Machinery 
Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Waterous  Engine  Works  Co. 

Road  Material 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 
Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 
Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 
Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company.  Ltd. 
Vitrified  Clay  Pipe  Publicity 
Bureau. 

Rubber  Goods 
Barrett  Company,  Limited 

Road  Oil 

Imperial  Oil  Company,  Ltd. 

Pneumatic  Machinery 

Canadian  Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulIoch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Cook,  A.  D. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Inglis  Company,  John 

Ontario  Wind   Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Quarry  Machinery 

Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 

Ralls 

Sessenwein  Bros. 


Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  T. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Steel  Company  of  Canada 
Reinforcements,  Concrete  and  Steel 

Haines  &  David  Ltd. 

Canadian  Siegwart  Beam  Co. 

Burlington  Steel  Company 

Canada  Wire  &  Iron  Goods  Co. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Drags 

Sarnia  Bridge  Company 

Road  Materials 

Warren  Bituminous  Paving  Co. 
Road  Scraper  Knives 

Shunk  Plow  Company 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Beveridge  Paper  Co. 
Sand 

Sand  &  Supplies 

Saw  Teeth 

Joyce-Koebel  Co. 
Screens 

Canada  Wire  &  Iron  Goods  Co. 
Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Vitrified  Clay  Pipe  Publicity 
Bureau. 

Sheathing 

Barrett   Company,  Limited 
Shingles  (Asbestos) 

Barrett  Company 
Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 
Shovels  (Steam) 

Ball  Engine  Company 

Canadian  General  Electric  Co. 

Canadian  Mead-Morrison  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 

McGregor  &  Mylntyre 
Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 
Silo  Moulds 

London  Concrete  Machinery  Co. 
Skylights 

Roberton-OIsen  Limited 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Standard  Steel  Construction  Co. 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Stee!) 

Can.  Chicago  Bridge  &  Iron  Co. 
Stair  Builders 

Canadian  Welding  Works 

Canada  Wire  &  Iron  Goods  Co. 

McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Turnbull  &  Co.,  Harvard 


Steel 

Burlington  Steel  Company 
Frost  Steel  &  Wire  Co 
Hopkins  &  Co.,  Ltd.,  F.  H. 
McKinnon  Steel  Company 

Nova  Scotia  Steel  &  Coal  Co. 
Toronto  Steel  Construction  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Burlington   Steel  Company 

Frost  Steel  &  Wire  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Steel  Lath 

Gait  Art  Metal  Company 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 

Steel  Plate  Construction 

Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering  Works,  Ltd. 
Standard  Steel  Construction  Co. 
Waterous  Engine  Works,  Co. 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &   Radiation,  Limited 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Street  Oilers 

Seagrave,  Lougheed  Co. 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 

Iron  Works 
Standard  Steel  Construction  Co 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian  Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario  Wind   Engine  &  Pump 

Company 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co.,  A.  R. 

Tar 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 

Tile  Moulds 

London  Concrete  Machinery  bo. 


Towers 

Can.  Chicago  Bridge  &  Iron  Co. 
Hamilton   Bridge   Works  Co. 

Standard  Steel  Construction  Co. 

Trailers 

Seagrave,  Lougheed  Co. 

Transformers 

Canadian  General  Eelectric  Co. 
Trap  Rock 

Ontario   Rock  Company 

Turnbuckles 

Dominion  Wire  Rope  Company 
Valves 

Canada  Iron  Foundries 

Crane  Limited 

Gartshorc-Thompson   Pipe  Co 
McAvity  &  Sons,  Ltd. 
Turnbull  &  Co.,  Harvard 
Ventilators 

Robertson  Co.,  H.  H. 

Ventilating    ft    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 

Varnishes — Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 

Wall  Ties 

Canadian    Self-Locking  Concrete 

Wall  Company 
Gait  Art  Metal  Company 

Wallboard   (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Beveridge  Paper  Co. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Water_  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 

Welding  Apparatus 

Prest-O-Llte  Company,  Inc. 

Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 

Welding  Engineers 

Canadian  Welding  Works 

Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind   Engine   &  Pump 
Company 

Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
Johnson  &  Sons,  C.  H. 

Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 

Wood  Pipe 

Canadian  Pipe  Company 
Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  &  Tank 
Company 

Wood  Preservatives 
Beveridge  Paper  Co. 

Wood  Tanks 

Pacific  Coast   Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 

Company 
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You  Can  Trust  British  Products 


|U!I!IIIIIIIIIIIIII!IIIIIII!IIIIU 

Manufactured  by 

Kerner-Greenwood  &  Co.  Ltd., 

KINGS  LYNN,  England. 

|PUDLO 

MAKES  CEMENT  WATERPROOF 

1         A  very  small  proportion  (l%-5%,  according 

|  to  the  nature  of  the  work)  added  to  the  Ce- 

J  merit,    absolutely    prevents    damp    or  water 

g  penetrating  concrete;  stops  all  leakages;  and 

■  is  absolutely  dependable. 


Stocked  by 


Made  by 

Griffiths  Brothers  &  Co., 

LONDON,  England. 

FERRODOO 
PAINT 

AFFORDS  PERFECT  PROTECTION 


An  elastic,  rustproof  paint,  superior  to 
graphite  or  red  lead.  Defies  all  climatic  con- 
ditions. Impervious  to  acids,  salt  spray,  fac- 
tory fumes,  etc.  Affords  perfect  protection 
for  metals,  wood,  concrete  and  all  structures. 


Illlllil 


Write  for  Booklets 


Spielman  Agencies,  (Regd.) 

45  St.  Alexander  St.,  Montreal 


Dundas 

Crushed 

Stone 


When  you  want  to  be  sure  of  hav- 
ing permanent  roads  that  will  wear 
without  repairs  —  use  Dundas 
Crushed  Stone.  We  can  refer  you  to 
many  Engineers  and  Contractors 
who  specify  this  stone  for  all  their 
road  work.  Their  practical  exper- 
ience has  shown  that  Dundas  Stone 
will  always  make  a  first-class  job. 

Write  for  Information 


Canada  Crushed  Stone  Corporation,  Limited 


DUNDAS, 


ONTARIO 


Toronto  Office:  Room  409  McKinnon  Bldg.,  Toronto 

Phone  Adelaide  5784 


i:; 
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The  Duffer  in  Construction  Co.,  Limited 

ENGINEERS  AND  CONTRACTORS 


Successors  to  Pranceschim  &  Company 

Steam  Shovel  Excavation 

Possessing  the  latest  and  most  powerful  type  of  steam 
shovels  we  are  equipped  to  undertake  all  kinds  of  ex- 
cavation work  in  earth  or  rock,  whether  for  grading  or 
building  purposes.  Our  experience  covers  many  of 
the  most  important  jobs  in  Ontario. 

An  Efficient  Truck  Service 

in  connection  with  our  steam  shovel  work  we  operate 
a  fleet  of  trucks,  and  can  therefore  carry  through  the 
job  with  full  responsibility  for  both  excavation  and 
cartage. 

Before  you  decide  on  your  next  job,  discuss  it  with  us.    Write  us  or 

PHONE  OFFICE  MAIN  3058  HKS^S^y%: 

Room  505,  Lumsden  Building,  TORONTO 


Wire  Guards 

for  Windows  and  Skylights 

Wire  Partitions 
Wire  Screens 


for  Sand  and  Gravel 


Wire  Work 


of  all  kinds 


C.  H.  Johnson  &  Sons,  Ltd 


Wire  Works  :  St  Henry,  Montreal 
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MEAD-MORRISON 


Hoisting  and 
Conveying  Equipment. 


Central  location  in  the  heart  of 
Canada's  most  active  build- 
ing centre  gives  us  the 
"inside  storyv'  on  labour 
saving  devices  that  have 
saved  thousands. 


Harvard  Turnbull  &■  Co. 


EXCELSIOR  LIFE  BLDG. 


Toronto 


PHONE  MAIN  1706 


Agents  for: 

Canadian  Mead-Morrison  Co.  London  Concrete  Machinery  Co. 

B.  J.  Coghlin  Company.  T.  McAvity  &  Sons. 

B.  Greening  Wire  Company.  Peck  Rolling  Mills. 


Bare  &  Insula- 
ted Electrical 
Wire  &  Cable 
Always  in 
Stock 


Head  Office 


&  Works 

Toronto 

Ont. 

Phone  Belmont  2300 


Steel  Wire  Rope 
for  Hoisting 
Haulage  and 
Transmission 
Purposes 


District  Offices  and 
Warehouses: 

674  Barrington  St. 
HALIFAX,  N.S. 
592  Notre  Dame  Ave. 

W.,  WINNIPEG 
143  Beaver  Hall  Hill 
MONTREAL 
738-llth  Ave.  West 
CALGARY,  ALTA. 
358  Water  St. 
VANCOUVER 
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I  MINISTRY  of 


MUNITIONS 


THE  DISPOSAL  BOARD  HAVE 

STOCKS 

lying  in  the  United  Kingdom  and  AVAILABLE  FOR  EXPORT  of 
ENGINEERING  STORES 


iL 


Ferrous  and  Non  Ferrous  Metals 
Plant  and  Machinery 
Steam  Engines  and  Boilers 
Factory  Stores 
Machine  Tools 
Railway  Material 
Contractors'  Stores 
Electrical  Instruments  and  Machinery 
Medical  Stores 
Chemicals  and  Explosives 
Motor  Vehicles 
Agricultural  Machinery 
Aircraft 
Furniture 

Textiles  and  Clothing 
Boots  and  Leather  Equipment 
Motor  Boats,  etc.,  etc. 

Buyers  should  instruct  their  repre- 
sentatives in  the  United  Kingdom  to 
communicate  with  D.  B.  8  Canadian 
Export  Department,  Ministry  of 
Munitions,  Whitehall  Place,  London, 
S.W.,  Eng. 

Cable  address:  "Dispexport, 

Munorgize,  London." 
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^  SQUARE  R  A   P  Q 

SQUARE  TWISTED    "  A  V  ^ 


CUT  AND  BENT 

READY  FOR 


PLACING 


Competent  Engineers  at  your  Service 

EXPANDED  METAL 

All  sizes  and  sections  in  stock 


BAINES  &  DAVID,  LIMITED 

IRON  AND  STEEL  MERCHANTS 
Office  and  Warehouse  :  rT%        W\  f  \  TWT  HT  /~\  Yards  : 

98-116  ESPLANADE  1  UKUll  1  U      EASTERN  HARBOR  TERMINAL 


■ 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 


Montreal  Office— Phone  Westmount  6800 


Toronto  Office — 20  Victoria  Street 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation   82 

American  Enameled  Hrick  and  Tile 

Company    . .'   70 

American  Lead  Pencil  Company  . . 

American  Well  Works   75 

Anglin-Norcross   Limited   89 

Angstrom  &  Verochio   ?5 

Archibald  &  Holmes  

Armstrong  Cork  Company   72 

Asphalt  Association,  The  

Ault  &  Wiborg  Co   71 

Baincs  &  David'   1") 

Ball  Engine  Co   7 

Barber  Asphalt  Paving  Co  

Barber-Greene  Co   2ii 

Barber,  Frank   88 

Barrett  Company   05 

Beveridge   Paper   Co   8(5 

B.  C.  Lumber  Commissioner   81 

Boake   Mfg.   Company   80 

Bolender  Bros  

Booker  &  McKcchnic   75 

Boving    Hydraulic    &  Engineering 

Company   83 

Brantford   Roofing   Company   .  . 

Britnell  Company,  Limited   27 

Brown   Hoisting   Machinery   Co.    .  .  22 

Burlington  Steel  Company   03 

Cam-Fish  Company  

Canada  Cement  Company   21 

Canada  Crushed  Stone  Corporation  11 

Canada  Iron  Foundries,  Limited   .  .  78 

Canada  Wire  &  Cable  Co   13 

Canada  Wire  &  Iron  Goods  Co.  . .  83 

Canadian  Allis-Chalmers   20 

Canadian  Blower  and  Forge  Co.  .  .  86 
Canadian  Chicago  Bridge  and  Iron 

Company   84 

Canadian  Des  Moines  Steel  Co.   ..  81 
Canadian  Engineering    &  Contract- 
ing Company  

Canadian  Equipment  Co   5 

Canadian   Ingersoll-Rand  Co   18 

Canadian     Inspection    and  Testing 

Laboratories   88 

Canadian  Johns-Manville  

Canadian  Link-Belt  Co  

Canadian  Mead-Morrison  Co   69 

Canadian  Metal  Window  Co  

Canadian  Pipe  Company,  Ltd  

Canadian    Self  -  Locking  Concrete 

Wall  Company   66 

Canadian  Siegwart  Beam  Co   68 

Canadian  Surety  Company   61 

Canadian  Welding  Wo.rks   70 

Cape  &  Company,  E.  G.  M   89 

Carey  Company,  Philip   2 

Cast  Stone  Block  &  Machine  Co.  ..  73 

Chipman  &  Power,  Ltd   88 

Conduits    Company,    Limited    .  .    .  .  74 

Consumers  Gas  Company  

Cook,  A.  D   86 

Concrete  Pipe  &  Products  Co   88 

Consolidated  Sand  &  Supply  Co.  . .  79 

Crushed  Stone,  Limited   79 

Dake  Engine  Company   75 

Dayton-Dowd  Company   67 

Dennis  Wire  and  Iron  Company  .  .  83 


Dept.  of  Public  Works   75 

Dominion  Concrete  Company  ....  70 
I )< iiiiin  i<  iii    Kngineering   and  Inspcc 

tion  Company   88 

Dominion  Oxygen  Co  

Dominion  Paint  Works   33 

Dominion  Tar  &  Chemical  Co.  ..(54-71 

Dominion  Wire  Rope  Co   92 

Dufferin   Construction  Co   12 

Dunham   Company,  C.  A  

Dunlop  Tire  &  Rubber  Goods  Co..  29 

Engineering   &   Machine   Works  of 
Canada,  Limited  

Ford  Motor  Company  

Foylc,  W.  &  G   64 

Frost  Steel  &  Wire  Co  

Gait  Art  Metal  Company   87 

Garlshore,  John  J   81 

Gartshore-Thompsou  Pipe  &  Foun- 
dry Company   68 

General  Supply  Company   31 

Gent  Company   88 

Goldie  &  McCulloch  Co.  ..  

Goodyear  Tire  &  Rubber  Co  

Gore,   Nasmith   &   Storie  .'  8B 

Hamilton   Bridge  Works  Co  

Hamilton  Co.,  Wm  

Hepburn,  John  T   ST 

H olden  Company,  Limited   9 

Holmes  &  Sons,  Fred   88 

Hopkins  &  Company,  F.  H   92 

Hunt  &  Company,  Robert  W   89 

Hynes,  W.  J  

Ideal  Concrete  Machinery  Co  

Imperial  Oil  Limited  

Independent   Concrete   Pipe   Co.    ..  68 

Inglis   Company,  John    ..    6! 

Jaeger  Machine  Company   71 

James  &  Company.  E.  A   88 

Jamieson   Lime  Company   79 

Johnston  &  Sons,  C.  H   12 

Katie   Foundry   Company    ..    ..  .. 

Kerr  Engine  Company,  Ltd   82 

Kocbel  &  Company,  Joyce   75 

Lea,  R.  S.  &  W.  S   88 

London  Concrete  Machinery  Co.  .  .  3 
London  &  Lancashire  Guarantee  & 

Accident  Company   64 

MacKinnon  Steel  Co  

MacLean  Daily  Reports   64 

Mansfield  Engineering  Co   67 

Manitoba  Bridge  &  Iron  Company.. 

Maritime  Bridge  Works   Co   85 

Marsh  Engineering  Works   8 

McAllister  &  Taylor   88 

McAvity  &  Sons,  T  

McGregor  &  Mclntyre   85 

McKinnon   Columbus  Chain  Co.   .  .  83 

Metal  Shingle  &  Siding  Co  

Miller  &  Sons,  Roger  

Milton  Hersey  Company   88 

Ministry  of  Munitions   14 

Montreal  Crushed  Stone  Co   79 

Montreal  Machine  Shop   28 

Morris  Crane  &  Hoist  Co.,  Herbert  74 

Morine,   H.   A   61 

Morrison  &  Co.,  T.  A   88 

Mussens  Limited   77 


Napancc  Iron  Works   09 

National  Conduit  Company   19 

National  Equipment  Co  

National   Iron   Corporation   89 

Neptune    Meter   Company   74 

Northern    Electric    Company  .. 

Northern  Crane  Works,  Ltd   74 

Nova  Scotia  Steel  and  Coal  Co.  . . 

Ormsby   Company,   Ltd.,   A.   B.  .. 

Ontario    Rock    Company   19 

Ontario  Wind  Engine  and  Pump  Co.  81 
Osborn  Canada  Ltd-,  Samuel  ....  4 
Owen  Bucket  Company   67 

Pacific  Coast  Pipe  Company   1 

Pannill  Door  Company   80 

J'ratt  &  Letchworth   90 

Prest-O-Lite  Company  

Port  Credit   Brick  Co  

Portland  Cement  Association  ..  .. 

Rcid  &  Brown  Structural  Steel  and 

[ron  Company   88 

RicwiL  Company  

Robb  Engineering  Works   15 

Robertson  Co..  H.  H  

Roberton-Olsen,  Ltd  

Sand  &  Supplies   79 

Sarnia  Bridge  Company   84 

Scully,  A.  A   69 

Seagrave-Loughead  Co   25 

Sessenwein  Bros  

Schultz  Bros  -  89 

Shunk  Plow  Company   66 

Sonncborn  Sons,  L.,  Inc   91 

Spielman  Agencies   11 

Spray   Engineering  Company   .  . 

Stalford,  V.  K   88 

Standard  Steel  Construction  Co.   . .  85 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   75 

Steel  Company  of  Canada   21 

Sterling  Engine  Company   81 

St.  Maurice  Lumber  Company  ....  79 

Super  Cement  Limited   17 

Swedish  Crucible  Steel  Co   27 

Thompson  Bros   88 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 

Toronto  Steel  Construction  Co.  .  .  85 
Trades   &   Labor  Branch,   Dept.  of 

Public  Works  

Turnbull  &  Co.,  Harvard   13 

Turnbull   Elevator   Company    . . 
United  States   Fidelity   &  Guaranty 

Company   64 

Vancouver    Wood    Pipe    and  Tank 

Company   83 

Vitrified  Clay  Pipe  Publicity  Bureau 

Warren  Bituminous  Paving  Co.  ...  25 

Wettlaufer  Bros   30 

W'aterous  Engine  Works  Company.  :.0 

White  Star  Mine  

Wells  &  Gray  

Wickes  Bros   68 

Williams  Machinery  Co.,  Ltd.,  A.  R.  89 

Wilson,  Alex   88 

Wilson  &  McGovern   63, 

Wood  Mosaic  Company   80 

Worthington,  W.  R   S3 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.  Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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English  Engineer  Discovers 
A  Waterproof  Cement 

Used  by  British  Government  During  War 
Now  Manufactured  in  Canada 


FOR  years,    engineers,  chem- 
ists, scientists,  and  other  ex- 
perts have  heen   trying  to 
discover  a  WATERPROOF 
cement. 

Until  Super  Cement  was  dis- 
covered by  an  English  Engineer, 
just  previous  to  the  war,  nothing 
had  been  accomplished  beyond 
the  use  of  numerous  so-called 
water  repellants  or  pore  tillers 
which  were  added  to  ordinary 
cement..  The  results  were  disap- 
pointing as  architects,  engineers, 
contractors  and  builders  well 
know. 

Succeeded  Where  Others  Failed 

The  only  true  method  of  waterproof- 
ing is  to  make  the  cement  do  ALL 
the  work  instead  of  only  a  part  of  it. 
And  in  the  discovery  of  Super  Ce- 
ment, the  Inventor  succeeded  where 
others  had  tried  for  years  and  failed. v 
His  Super  Cement  does  ALL  of  the 
work  of  WATERPROOFING.  It 
does  it  completely. 

During  the  war,  Super  Cement  was 
used  by  the  British  Admiralty.  War 
Office,  Royal  Air  Force,  Board  of 
Works,  Home  Office,  and  by  the  Pub- 
lic Works  Contractors.  It  was  given 
the  most  severe  tests.  It  proved  its 
efficiency. 

Manufactured  6  Years  in 
England 

This  new  cement  has  now  been 
manufactured  in  England  for  six 
years.  Although  its  manufacture  for 
other  than  war  purposes  was  greatly 
retarded  by  Government  war  restric- 
tions, it  made  for  itself  an  enviable 
reputation.  It  is  now  patented 
throughout  the  world. 

Super  Cement  is  made  from  a  com- 
bination of  the  ordinary  cement  dur- 
ing its  manufacture  and  another  che- 
mical ingredient  (a  Catalytic  Colloid) 
which,  when  ground  with  the  cement 
changes  its  physical  properties,  mak- 


ing the  resultant  cement  combine 
more  thoroughly  with  the  mixing 
water.  The  result  is  a  concrete  so 
strong  and  so  dense  as  to  be  imper- 
vious to  water,  gasoline  and  other 
liquids. 

Remarkable  Waterproofing 
Results 

Such  remarkable  waterproofing  re- 
sults have  been  secured  with  Super 
Cement  that  it  is  now  being  used  by 
the  British  Government  for — 

Gasoline  Storage  Tanks  for  Aero- 
dromes— 

Wash  for  Waterproofing  Brick- 
work— 

Lining  for  Concrete  Shipping. 
Private  users  are  employing  Super 
Cement  for — 

Lining  the  interior  of  Leaking  Cel- 
lars and  Basements — 

Weatherproofing  Old  Brick  Sewage 
Tanks — 

Making  Steam  Exhaust  Condens- 
ers— 

Making  Silos — 

Making  Acid  Tanks — 

Making  Oil  Tanks — 

Making  Water  Tanks — 

Making  Waterproof  Floors — 

Making  Stucco  Houses — 

And  other  waterproofing  purposes 
too  numerous  to  mention,  as  well  as 
all  the  ordinary  uses  of  concrete 
where  a  superior  product  is  desired. 

Numerous  testimonials  have  been 
received  from  users  of  Super  Cement. 
This  one  received  from  Anglo-Colon- 
ial Dyes  Company  (Riverdale  Works) 
of  Charlton,  England,  is  interesting. 

Used  for  Acid  Tanks 

"The  Pits  have  now  been  in  use 
for  about,  eight  months.  The  di-nitro- 
phenol,  sulphuric  acid,  etc.,  is  kept  at 
boiling  point  for  about  8  to  10  hours 
a  day.  On  chipping  the  side  of  the 
pit,  I  find  the  liquid  has  not  pene- 
trated the  cement  in  the  slightest. 

"The  other  pit,  which  has  not 
been  used,  has  resisted  all  dampness. 
The  pit  was  very  damp,  having  had 
a  sort  of  fungus  all  around,  but  since 


being  rendered  with  Super  Cement 
Y\  in.  thick,  there  is  no  sign  of 
dampness  whatever." 

Another  letter  tells  how  Watney, 
Combee,  Reid  &  Company,  of  Lon- 
don, England,  used  it  for  lining  a 
cellar  at   Cambridge  Heath. 

Made  Flooded  Cellars  Dry 

"The  cellar  was  constantly  flooded, 
the  water  coming  up  to  the  edge  of 
the  floor,  and  through  the  lower  part 
of  the  walls. 

"The  concrete  was  cut  back  and 
Super  Cement  2:1  was  put  down  in 
the  water,  and  a  skirting  carried  up 
the  walls. 

"This  has  been  a  success.  The 
water  has  stopped  and  the  face  of 
the  cement  has  dried  out  well." 

Canadian  Tests 

Super  Cement  has  been  tested  also 
in  Canada,  at  the  plant  of  St.  Mary's 
Cement,  Limited,  St.  Mary's,  Ontario, 
and  has  given  remarkable  results. 

Briefly,  the  tests  showed  that  a 
mortar  made  of  river  sand  and  Super 
Cement  1:3  was  impermeable  under 
a  water  pressure  of  no  less  than  200 
lbs.  per  square  inch.  It  was  imper- 
meable under  a  gasoline  pressure  of 
130  lbs.  per  square  inch.  This  is  a 
higher  degree  of  impermeability  than 
has  ever  been  obtained  with  Building 
Cements . 

Super  Cement  is  a  discovery  that 
will  enlarge  the  entire  cement  indus- 
try. It  is  what  the  building  world  has 
long  been  looking  for. 

Further  particulars,  copies  of  tests, 
testimonial  letters,  etc.,  will  be  glad- 
ly furnished  on  request  by 

Super  Cement  (America) 
LIMITED 
Mount  Dennis,  Ontario 

DISTRIBUTORS : 

Alfred  Rogers,  Limited 

Toronto,  Ontario 
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YOUR  COSTS 


The  slogan  this  Summer,  and  perhaps  for  many  Summers  to  come  is  "Good  Roads" 
and  this  will  mean  increased  repair  and  construction  work. 


DETAILS    WHICH    SAVE    TIME  AND, 

Jackhamers.  Jacks  and  a  Steam  Shovel 
Make  Cut  in  Old  Pavement 

A TRENCH  for  a  new  street  railway  track  in  Chi 
cago  was  recently  cut  through  an  8-in.  concrete/ 
base  at  the  rate  of  about  200  ft.  per  day.  The  plant! 
and  force  employed  consisted  of  a  portable  drilling  out- 1 
fit,  a  revolving  steam  shovel,  and  two  gangs  of  jack  I 
and  bar  men.  The  cut  was  20  ft.  wide  along  the  ceil-  I 
ter  of  the  street,  and  was  made  after  the  wood-block  \ 
paving  had  been  removed.  I 

A  portable  air  compressor,  operating  four  lackhnmer 
drills,  led  in  the  work.  Holes  about  6  in.  apart  and 
1  in.  in  diameter  were  drilled  through  the  base.  First, 
a  row  of  holes  was  drilled  on  each  side  of  the  cut:  then, 
transverse  rows,  6  or  7  ft.  apart  were  put  through  the 
strip  to  be  removed.  Two  gangs  of  bar  and  jack  men 
followed  the  drillers,  breaking  up  alternate  75  to  100 
ft.  sections  of  the  slab.  Each  gang  broke  out  the  con- 
crete in  transverse  sections,  corresponding  in  width 
to  the  space  between  the  transverse  rows  of  drill  holes, 
and  threw  the  fragments  behind. 

By  use  of  two  or  three  ratchet  jacks  with  a  hold  under 
the  edge,  the  base  slab  was  lifted  until  it  cracked  into 
pieces  of  one  or  two  square  yards,  with  smaller  pieces. 
Men  with  bars  pried  the  slabs  apart,  and  others  using 
heavy  two-handed  sledges  broke  the  larger  pieces  into 
sizes  which  would  pass  a  i-cu.yd.  steam-shovel  dipper.  ■ 
Pieces  which  failed  to  break  from  the  edges  of  the  cut  , 
were  wedged  free  with  steel  points  sledged  into  the 
drill  holes.  The  steam  shovel  followed  the  rearmost 
breaking  gang  and  loaded  the  broken  concrete  into 
dump  wagons  for  disposal.  The  work  was  done  for  the 
Chicago  surface  lines. 


You  must  have  drilling  equipment  which  is 
always  ready  to  go  to  work.  Your  estimates  are 
not  based  on  the  time  required  for  experimenting 
and  must  be  low  enough  to  get  the  contract  and 
yet  return  a  worth-while  profit. 

For  years  "Jackhamers"  have  been  acting  as 
the  contractors'  right  hand  men,  drilling  rock 
for  road  and  foundation  excavations,  trench  work, 
quarrying,  block  holing,  tearing  up  old  pave- 
ment, demolishing  old  foundations,  etc. 

The  "  Jackhamer "  is  a  self-lubricating,  self- 
rotating  drill  that  can  go  anywhere  the  runner 
goes.  Light,  powerful  and  remarkaby  eco- 
nomical in  operating  and  maintenance  costs 
they  may  be  operated  by  steam  or  air,  mounted 
or  unmounted  as  desired  and  are  the  most  effi- 
cient and  convenient  drills  for  contract  or  muni- 
cipal work  now  on  the  market. 

// your  drill  runners  have  used  "Jackhamers" 
on  other  jobs  they  icill  want  them  on  yours. 

CANADIAN  INGERSOLL-RAND  CO. 

LIMITED 

Sydney   Sherbrooke    Montreal  Toronto  Cobalt 
Winnipeg    Nelson  Vancouver 
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Trap  Rock— Best  Concrete  Aggregate 


Mr.  William  Barclay  Parsons,  Chief  Engineer,  New  York  Subways  ; 
the  42nd  Street  Tunnel;  Consulting  Engineer  to  the  Hudson 
Terminals,  etc.,  stated  in  brief  in  some  legal  proceedings  in 
regard  to  concrete  : — 

"/>/  my  opinion,  the  standard  or  best  aggregate  for  concrete  construc- 
tion is  TRAP  ROCK.  The  advantage  that  Trap  Rock  has  over  all  other 
materials,  is  that  it  is  harder,  denser,  and  not  affected  by  chemical  action 
or  fire,  and  is  very  much  harder  to  resist  abrasion."  , 

ONTARIO   ROCK  COMPANY,  LIMITED 

PHONE    MAIN  6407 
410  CROWN  OFFICE   BLDG..  TORONTO 

TRAP  ROCK  QUARRY 

PRENEVEAU.  ONT 


Toronto 
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Important  motor  driven  productive  machinery  must  be  kept  going. 
Interruptions  are  practically  eliminated  where  motors  are  auto- 
matically  protected   against   only  the    overloads   that  injure. 


Hllllllllillllllllllllllllllllllll^ 


Complete  Overload 
Protection 


This  .  CR  1038  switch  protects  one-quarter  to 
five  horse  power  alternating  current  motors 
against  all  kinds  of  overloads  as: 

1.  A  heavy  overload  will  quickly  shut  down  the 
motor. 

2.  A  lighter,  but  serious  if  continued  overload, 
will  not  shut  down  the  motor  until  just  be- 
fore danger  point  in  heating  is  reached. 

3.  A  surge  of  current  when  starting  the  motor 
does  not  cause  a  shut  down  and  interrupt  pro- 
duction from  the  driven  machine. 

This  plug  is  superior  to  ordinary  fuses  in  that 
it  protects  the  motor  against  overloads,  which 
are  serious  because  continued,  while  the  former 
protected  only  against  peak  overloads. 

Ask  our  nearest  office  for  descriptive  sheet 
No.  68327A. 


A  small  spring  switch  in  the  porcelain  pro- 
tective plug  shown  is  held  shut  by  slipping  a 
little  link  over  its  end.  If  a  current  large  enough 
to  injure  the  motor  flows  through  the  plug  the 
fusible  joint  of  the  link  is  melted  by  the  heating 
coil.  For  the  cost  of  a  postage  stamp  the  link 
can  be  renewed  and  plug  made  operative  again. 


iiiiii 


iiiiiiiiiiiiiiiiiiiiiiiii^   iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiii 

Canadian  General  Electric  Co.,  Limited 


Head  Office 


TORONTO 


Branch  Offices:  Montreal,  Quebec,  Sherbrooke,  Halifax,  Sydney,  St.  John,  Ottawa,  Hamilton,  London,  Windsor, 
Cobalt,  South  Porcupine,  Winnipeg,  Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 
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GENERAL       VIEW     OF      NOTRE     DAME  WORKS 
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Products  Include 

Locomotive  Cranes. 
Grab  Buckets. 
Drag-line  Buckets. 
Electric  Hoists. 
\  Tramrails  and  Trolleys. 
Overhead  Tr.  Cranes. 
Pillar  and  Jib  Cranes. 
Heavy  Dock  Machinery. 
Suspended  Concrete  Bins. 

Write  for  Catalogs 


Business  needs  more  cars 

and  you  can  help  get  them 

Cars  are  very  scarce  now.  And  the  car  builders 
cannot  produce  enough  to  give  us  any  material  relief 
for  some  time  yet.  You  play  a  certain  part  in  the  nation's 
business  and  whatever  you  may  do  to  relieve  the  car  situa- 
tion will  be  of  some  help. 

There  is  only  one  way  in  which  this  serious  situa- 
tion can  be  improved,  and  that  is  for  all  shippers  and 
receivers  of  freight  to  use  the  cars  more  efficiently.  See  that 
your  cars  are  unloaded  as  soon  as  received  and  then  reload- 
ed immediately,  or  if  you  have  no  outgoing  freight  that  day, 
turn  the  car  back  to  the  road.  And  see  that  the  loading  and 
unloading  are  done  as  rapidly  as  possible. 

A  Brownhoist  Locomotive  Crane  loads  and  un- 
loads cars  rapidly.  If  you  can  use  a  locomotive  crane 
profitably,  then  buy  it.  We  offer  our  services  to  determine 
whether  it  would  be  a  paying  proposition  for  you. 

Write  for  Catalog  K  which  shows  how  Brown- 
hoist  Cranes  are  used. 


The  Brown  Hoisting  Machinery  Company 

40  Years  in  Crane  Business  Cleveland,  Ohio,  U.  S.  A. 


Engineers  and  Manufacturers  of  Heavy  Dock  Machinery,  Bridge 
Cranes,  etc.,  as  well  as  smaller  Cranes  an,d  Hoists. 


Branch  Offices  in  New  York,  Pittsburgh,  Chicago  and  San  Francisco. 
European  Representative:   H.  E.  Hayes,  12  Rue  de  Phalsbourg,  Paris. 


May  26,  1920 


THE  CONTRACT  RECORD 


23 


KEEPING  bridges  in  commission  is 
a  vital  concern  of  construction  and 
maintenance  engineers.  The  importance 
of  positive  protection  is  universally  re- 
cognized. 

Bridges  coated  with  SUPERIOR  GRA- 
PHITE PAINT  arc  proof  against  rust 
action,  gases,  oils  and  other  agencies 
which  cause  rapid  depreciation  of  struc- 
tural steel  and  metal  work — which  often 
put  improperly  protected  bridges  out  of 
commission. 

SUPERIOR  GRAPHITE  PAINT  as- 
sures positive  protection.  It  has  main- 
tained its  reputation  as  the  leader  among 
metal  protective  coatings  through  excep 
tipnal  service  records  over  a  period  of 
thirty-five  years.  It  is  the  right  paint 
tor  all  steel  and  metal  surfaces. 

SUPERIOR  GRAPHlfE  PA  I  XT  af- 
fords the  additional  advantage  of  low 
ultimate  cost.  It  eliminates  the  need  for 
frequent  repainting  and  can  be  used 
without  the  hazard  of  experiment. 

Dominion  Paint  Works,  Ltd. 

Makers  of 
Degraco  Paints,  Varnishes,  Enamels 
WALKERVILLE,  CANADA 

Winnipeg 
Sydney 


 ■  ..  ....  ., —  ' '  .   ;  .  . _^  .     -      ■  .  
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Concrete  Houses 

Built  of  Pre-Cast  Units 


One  of  several  methods  of  em- 
ploying Concrete  for  the  solution 
of  a  housing  problem,  is  to  form 
the  walls  and  partitions  of  Con- 
crete Block,  as  in  the  house  shown 
above.  This  residence, — one  of  a 
series  built  at  Toronto  by  the 
Granite  Concrete  Block  Company 


of  that  City — reveals  the  architec- 
tural possibilities  of  the  Concrete 
Block  in  house  construction.  Such 
a  building  has  all  the  practical  ad- 
vantages of  the  other  types  of  Con- 
crete construction.  It  is  sanitary 
to  the.  utmost  degree,  proof  against 
vermin  and  rats,  and  truly  fire- 
proof. 


Canada  Cement  Company  Limited 

Herald  Building  Montreal 

Sales  Offices  at  Montreal    Toronto    Winnipeg  Calgary 


Specify 
CANADA  CEMENT 
Uniformly  Reliable 


CANADA  CEMENT 

CONCRETE 

row  PERMANENCE 


Our  Service  Department  is  anx. 
ious  to  co-operate  in  all  lines 
of  work  for  which  Concrete  is 
adapted.  Our  library  is  at  your 
disposal  at  all  times  without 
charge. 
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BY  THIS 
MARK 


^RRENi^ 
BITULITHIC 

jREG.CAN.PAT.OFF. 

;avemen*t 


WE  ARE 
KNOWN 


A  plate,  similar  to  above,  in  a  pavement  indicates  that  Warrenite- 
BrruLiTinc,  the  Best  in  Bituminous  Paving  Construction,  has 
been  adopted. 

Get  the  Best— Specify  Warrenite-Bitulithic 


THE 


For  further  particulars  regarding  your  special 
paving    requirements,    communicate   with — - 


WARREN  BITUMINOUS  PAVING  CO.  OF  ONTARIO 

LIMITED 

McKINNON  BUILDING  TORONTO,  ONTARIO 


The  right  truck  is 
one  that  will  reduce 
your  present  delivery 
and  haulage  costs. 
One  that  will  move 
your  equipment  and 
supplies  with  the 
greatest  speed  and 
least  cost.  One  that 
will  work  at  capa- 
city under  the  high- 
est pressure  and 
come  through  on 
top. 

Such  a  truck  is  the  "Sea- 
grave - Loughead. "  Ask 
us  to  send  fullest  par- 
ticulars. 


MADE 
IN 

CANADA! 


Seagrave-Loughead  Company  Limited,  Sarnia,  Ont. 

SOME  TERRITORY  STILL    OPEN   FOR    LIVE  REPRESENTATIVES 
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THE  QUICKEST  WAY 


Machine  Loading 


vs. 


Man  Power 


D 


M: 


5TANDARDIZEL 
jTERIAL-HANDLIf 
MACHINES 


Material  handling  or  loading  is  an  expense  you 
can't  get  away  from — but  you  can  cut  it  down  to 

a  minimum.  Speed  in  loading  means 
money  saved.    The  new  B-G  Self- 
Feeding  Bucket  Loader  handles  bulk 
materials  at  the  rate  of  75  cubic  yards 
per  hour — One  man  and  a  machine  vs.  ten  or 
fifteen  hand  shovelers. 

No  matter  what  your  job  is,  if  there  are  materials 
to  be  loaded,  you  can't  afford  not  to  know  about  the 
new  B-G  Loader.    And  remember — 

This  is  no  ordinary  machine.  Back  of  it  is  experience  of  the 
manufacturers  of  the  first  Self-Feeding  Bucket  Loader. 

Write  today  for  Catalog  B  and  learn  just  how  B-G 
Loaders  can  reduce  costs  on  your  par- 
ticular job.    B-G  engineers  will 
work  with  you, 


Model  20  B-G  Loader 

Many  exclusive  features.  See 
the  pat.  rotary  disc  feeder  and 
crawlers.  These  2  points  alone 
put  the  B-G  in  a  class  by  itself. 


Barber- Greene  Company 

AURORA,  ILLINOIS,  U.  S.  A.  -* 


New  York 
Philadelphia 
Norfolk 
Salem 


Hartford 
Buffalo 
Utfca 
Clevelnnd 

Canadian  Agent* 


BRANCH  SERVICE  AND  SALES  OFFICES: 

Detroit  Milwaukee  Birmingham 

Indianapolis  Minneapolis  Louisville 

Pittsburgh  St.  Louis  Kansas  City 

Chicago  Omaha  Denver 

MusMens  Limited,  Montreal,  Winnipeg,  Toronto,  Vancouver. 


Salt  Lake  Citv 
Portland 
San  Francisco 
Los  Angeles 


EXPORT    O  £ PA HTM C  NT 

ALLIED  MACHINERY  COMPANY  OF  AMERICA 
 *'  **»-•«••  i»„mw  iom  u  i  *  ChitiAiMAu*  m.vaai 


^<aiii!tR» 
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Service  in  Supplies 


Sand 
Lime 
Cement 

and 

General 

Building 

Supplies 


We  have  the  materials  and  we  have  the  facili- 
ties for  supplying  the  trade  promptly  and 
efficiently  with  a  general  line  of  building  sup- 
plies. Our  own  quarries  provide  crushed 
stone  in  unlimited  quantities.  We  are  pre- 
pared with  ample  reserve  stocks  to  look  after 
your  needs  on  short  notice. 

We  should  like  to  have  an  opportunity  of 
showing  you  the  speed  with  which  we  can  de- 
liver that  urgently  needed  material. 


PHONE  NORTH  664 


Britnell  &  Co.,  Limited 

C.  P.  R.  Crossing,  Yonge  Street,  North  Toronto 


Unless  special- 
ly requested  we 
do  not  supply 
driver's  cab 
with  equip- 
ment, but  will 
be  glad  to  fur- 
nish prices  up- 
on application. 


ONE  PRICE 

$245 
F.O.B.  WINDSOR 


Olson  Dump  Body 

for 

Ford  Ton  Truck 

Made   in   two  sizes, 
Model  A  1  cubic  yard, 
and  Model  B  1%  cubic 
yards.     Mounted  on 
Olson  side 
springs  to  sup- 
port body  at  all 
points.  So  per- 
fectly balanced 
that  it  may  be 
dumped  with 
perfect  ease. 
For  sale  by  all 
Ford  dealers. 


Manufactured 
under  Olson 
Patents  by 


The  Swedish  Crucible  Steel  Co. 


of  Canada,  Limited 


WINDSOR, 
Ontario, 
Canada 


Branches  at:    MONTREAL,  QUE.,  285  Beaver  Hall  Hill 


TORONTO,  ONT.,  614  Excelsior  life  Bldg. 
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Economical  and  Efficient 


EFFECTS 
A  GREAT 
SAVING 
IN  FUEL 
EXPENSES 

75he 

Economic 
Heater 


is  guaranteed  for  twenty 
years  against  leaks  from 
expansion  or  contraction. 

Demonstrations  Freely 
Given. 

Enquiries  Solicited. 


Manufactured  in  Canada  by 

The  Montreal 
Machine  Shop 

LIMITED 

481    Ontario   Street  East 

MONTREAL 


Sole  Agents  for  Ontario  :— EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  TORONTO,  Ont. 


Z5/>e 

Economic 
Heater 

was  so  named  because 
of  its  remarkable 
ability  to  reduce  the 
amount  of  fuel  con- 
sumption. At  the 
same  time  it  greatly 
increases  the  effici- 
ency of  the  entire 
heating  system. 

So  confident  are  we 
of  its  ability  to  prove 
entirely  satisfactory 
that  we  will  install 
this  heater  and  if  it 
does  not  give  entire 
satisfaction  we  will 
take  it  out  and  stand 
all  expense. 
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DUNLOP 

"Gibraltar  RedSpecial" 

TRANSMISSION  BELTING 


is  pulley  -  gripping,  non  -  slipping,  pliable, 
strong.  It  cuts  down  the  cost  of  production 
by  faithfully  transmitting  every  vestige  of 
power.    Wears  long,  serves  well. 


Dunlop  "Gibraltar  RedSpecial' ' 
WATER  HOSE 
AIR  DRILL  HOSE 
STEAM  HOSE 

is  giving  highest  satisfaction  in  hundreds  of 
plants  the  country  over. 


DUNLOP  PACKING 

for  all  Purposes  and  Every  Condition 
of  Service 

—THERE  IS  NONE  BETTER— 

Dunlop  Tire  & 
Rubber  Goods  Co. 

Limited 
Head  Office  and  Factories : 
TORONTO 
Branches  in  the  Leading  Cities 
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Contractors : 


In  doing  your  concrete 
work  we  offer  a  few  sug- 
gestions which  will  bene- 
fit you 

Get  in  touch  with  WETTLAUFER  on  your  equipment. 
We  save  you  money  and  give  you  the  best  Concrete  Machinery. 
We  have  the  latest  improved  machines  for  saving  labor. 
Get  our  mixers  on  your  job,  they  mix  lime,  mortar,  plaster, 
as  well  as  concrete,  and  with  our  Hoist  Attachment  they 
mix  your  mortar  and  concrete  and  hoist  at  the  same  time 


Over 
5,000 
in  use. 


Made  in  Canada 


Write  for  our 
Special  Offers 

Concrete  Machinery 

Crushers,  Rolls,  Brick,  Block, 
Tile,    Sewer    Pipe  Machines, 
Screens,  etc.    Contractors'  and 
Builders'  Equipment. 


We  make  a  specialty  of  supply- 
ing complete  plants  for  the 
manufacture  of  Brick,  Block, 
Drain  Tile,  Sewer  Pipe,  Cement 
Products,  etc. 


Famous  Heart  Shape  Mixer 


Famous  No.  0  Power  Mixer 


WETTLAUFER  BROS.  Ltd.,  178  Spadina  Ave.Joronto,  Ont. 


No.   6  Brick  Machine 


Road  Rollers  &  Pressure  Scarifiers 


rous 

BRANTFORD,  ONTARIO,  CAN  ADA 


A  Waterous  Roller  with  steam  pressure 
scarifier  attached  makes  the  most  econom- 
ical and  efficient  road  making  machine  that 

can  be  purchased. 

The  Waterous  double  cylinder  roller  has 
been  manufactured  in  Canada  for  over  20 
years  and  has  long  been  acknowledged  as 
the  standard  roller  for  Canadian  roads  hav- 
ing built  more  miles  of  Canada's  good  roads 
than  all  other  makes  combined. 

The  steam  pressure  scarifiers  which  are 
being  manufactured  by  us  under  patent 
rights  in  Canada  are  so  efficient  and  econ- 
omical of  operation  that  no  roller  is  com- 
plete without  it. 

A  few  of  its  advantages  are: 

Always  with  the  roller  when  needed. 
One  man  operates  both  roller  and  scari- 
fier. 

Scarifies  approximately  6  ft.  width  at 
regular  working  speed  of  roller. 

Piston  leak  proof,  therefore  no  wastage 
of  steam. 

Depth  and  width  of  cut  varies  to  suit 
work  in  hand. 

Raises  automatically  in  striking  hidden 
obstacles. 

Held  up  out  of  way  when  not  in  use. 


Write  for  Literature  and  Prices. 
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The  Government's  Effort  to  Kill  the  Publishing 
Industry  in  Canada 

FURTHER  information  is  to  hand  regarding  the 
new  postal  rates  on  Canadian  trade  magazines, 
but  it  is  safe  to  say  no  one  anticipated  such 
drastic  suggestions  as  are  contained  in  the 
draft  amendment.  Briefly  the  increase  in  postal  rates 
is  300  per  cent,  for  1921  and  500  per  cent,  for  1922. 
This  will  be  better  understood  when  it  is  explained 
that  the  increase  would  be  equivalent  to  a  letter  post- 
al rate  increase  to  12  cents  and  18  cents  instead  of 
the  present  3  cent  rate.  Is  it  the  Government's  inten- 
tion to  kill  the  publishing  industry  in  Canada? 

Canadian  magazines  are  already  heavily  handicap- 
ped in  their  competition  with  foreign  publications. 
Most  of  Canada's  young  industries  have  received  a 
measure  of  protection,  but  not  so  with  the  manufac- 
turer of  magazines.  Not  only  do  Canadian  publish- 
ers pay  duty  on  machinery  and  other  essentials  which 
are  not  purchased  in  Canada,  but  foreign  publications 
enter  Canada  without  any  duty  restrictions.  Thus 
our  country  is  being  flooded  with  all  sorts  of  propa- 


ganda literature,  none  the  less  effective  because  it  is 
dressed  in  most  attractive  forms.  As  a  result  our 
people  are  being  slowly  and  insidiously  "Americaniz- 
ed"— without  realizing  it. 

The  manufacture  and  distribution  of  trade  maga- 
zines is  like  the  manufacture  and  distribution  of  any 
other  product — and  it  is  also  unlike  it.  The  likeness 
lies  in  the  fact  that  along  with  shoes,  plows,  automo- 
biles, or  anything  else,  the  "Made-in-Canada"  article 
represents  the  employment  of  Canadian  workmen,  the 
circulation  of  Canadian  money,  the  production  of 
Canadian  wealth,  and  the  dozen-and-one  other  little 
advantages  so  generally  recognized.  The  unlikeness, 
however,  lies  in  the  fact  that  a  Canadian  magazine 
teaches  Canadianism — loyalty  and  pride  in  our  own 
Canada — while  the  U.  S.  magazine,  naturally  and 
rightly,  preaches — morning,  noon  and  night — the  Stars 
and  Stripes.  Even  our  Canadian  publications — some 
of  them — seem  to  forget  at  times,  that  the  big  men 
and  the  worthy  deeds  do  not  all  "happen"  outside  our 
own  borders— so  great  is  that  insidious  influence  ex- 
ercised by  the  foreign  press. 

It  is  safe  to  say  that  Canadian  publishers  are  as 
ready  to  carry  their  share  of  the  heavy  load  of  taxa- 
tion, imposed  by  the  European  war,  as  any  other  in- 
dustry. They  have  every  reason  to  expect  fair  treat- 
ment, however,  and  working  conditions  that  will  en- 
able them  to  perform  their  proper  and  natural  func- 
tions. If  Canadian  trade  magazines  are  essential  in 
the  making  of  a  Canadian  nation — and  we  know  they 
are — then  the  carrying  out  of  such  suggestions  as  are 
contained  in  the  amendments  to  the  Postal  Act 
would  merely  retard  progress  and  play  us  into  the 
hands  of  other  countries  who,  naturally,  would  prefer 
to  see  us  merely  an  "adjunct." 


Heavily  Capitalized  Company  to  Enter  Hydraulic 
Machinery  Field 

DETAILS  of  a  new  Canadian  $10,000,000  com- 
pany which    will    manufacture  paper  making 
machinery,  turbo  equipment  and  heavy  hyd- 
raulic and  hydro-electric  equipment,  are  con- 
tained in  a  circular  letter  now,  being  sent  out  by  the 
Dominion  Bridge  Company  to  its  shareholders. 

After  alluding  to  the  report  made  to  shareholders 
at  the  last  annual  meeting,  concerning  the  incorpora- 
tion of  "The  Dominion  Engineering  &  Machinery 
Company,  Limited,"  with  a  capital  of  $2,500,000,  all 
owned  by  the  bridge  company,  announcement  is  made 
that  the  directors  of  Dominion  Bridge  have  been  in 
negotiation  with  several  important  power  companies 
which  must  soon  ^ make  large  additions  to  their  hyd- 
raulic machinery. 

In  consequence  of  negotiations,  a  new  company  to 
be  known  as  the  "Dominion  Engineering  Works,  Lim- 
ited," is  being  incorporated  with  an  authorized  capital 
of  $5,000,000  of  8  per  cent,  cumulative  redeemable  pre- 
ferred shares  and  $5,000,000  of  common  shares,  of 
which  $4,000,000  of  each  class  is  now  to  be  issued. 

It  is  proposed  that  the  Dominion  Engineering  & 
Machinery,  Ltd.,  will  sell  its  undertaking,  receiving 
in  payment  therefor  a  majority  of  both  preferred  and 
common  stocks  now  to  be  issued  of  the  Dominion  En- 
gineering Works,  Ltd.,  which  will  give  the  company 
a  stock-controlling  interest  therein.  The  balance  of 
the  $4,000,000  preferred  and  the  $4,000,000  common 
will  be  issued  on  such  terms  as  will  provide  the  com- 
pany with  sufficient  working  capital  for  its  require- 
ments and  to  cover  the  cost  of  installation  of  such 
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additional  plant  and  machinery  as  may  be  necessary 
for  the  extended  operations  of  the  company. 

The  new  company  will  agree  with  William  (  ramp 
and  Sons'  Shi])  and  Engine  Muilding  Company  for  the 
exclusive  use  of  its  water  wheels  and  other  hydraulic 
machinery.  The  W  illiam  (  ramp  Co.  has  constructed 
most  of  the  large  water  wheels  in  Canada  and  the 
British  Empire,  aggregating  658,000  h.p.,  including 
101,000  h.  p.  for  the  Montreal  Light,  Meat  and  Power; 
137,000  h.p.  for  the  Shawinigan  Water  and  Power; 
and  120,(X)()  h.p.  for  the  Laurentide  Company. 

The  following  gentlemen  have  consented  to  join 
the  hoard  of  the  new  company: 

Sir  Herbert  Holt,  president  Montreal  Light.  I  lent 
and  Power  Co. ;  George  Cahoon,  Jr.,  president  Laur- 
entide Co.;  Julian  C.  Smith,  general  manager  and 
chief  engineer,  Shawinigan  Water  and  Power  Co.; 
Howard  Murray,  vice-president  Aldred  and  Co.;  II. 
Bir chard  Taylor,  vice-president  William  (  ramp  and 
Sons. 


The  Relation  of  Safety  to  Engineering 
Efficiency 

  By  L.  A.  DeBlois*  

SURELY  the  heart  of  an  engineer  is  in  the  same 
place  as  other  men's  hearts  and  responds  to  the 
same  appeals,  and  if  it  has  not  yet  responded  to 
the  call  of  accident  prevention  it  is  because  the 
engineer  is  not  in  full  possession  of  the  facts. 

I  realize  that  engineers  cannot  lay  aside  the  prac- 
tice of  their  profession  and  go  forth  to  a  crusade  of 
of  safety.  We  must  put  them  in  full  possession  of 
the  actual  facts,  beyond  all  chance  of  douht,  and  then 
bring  them  to  the  realization  that  "safety  is  an  essen- 
tial element' in  all  engineering  work"  and  that  this 
element  can  be  supplied  only  by  engineers. 

The  really  useful  years  of  life  for  either  sex  lie  be- 
tween  the  ages  of  19  and  60.  While  the  average  age 
of  those  killed  by  accident  is  37  and  their  normal  life 
expectancy  30  years,  if  we  select  only  those  killed  by 
accident  between  the  ages  of  19  and  60  we  find  that 
their  untimely  deaths  in  one  year  robbed  the  country 
of  715,000  years  of  useful  life.  If  a  year  of  useful  life 
were  worth  only  $100  the  annual,  loss  to  the  country 
would  be  over  seventy  million. 

While  the  foregoing  may  interest  students  of  ef- 
ficiency in  the  larger  sense,  as  engineers  we  are  more 
interested  in  the  application  of  accident  prevention 
to  industry  and  its  bearing  on  engineering  efficiency. 

Let  us  for  the  moment  assume  that  I  have  been 
called  upon  to  prove  that  safety  and  mechanical  effic- 
iency go  hand-in-hand.  If  this  is  true  all  true  improve- 
ments in  mechanical  efficiency  should  bring  commen- 
surate improvements  in  safety — provided  the  stan- 
dard of  comparison  is  the  same.  Mechanical  efficiency 
is  the  ratio  of  actual  mechanical  output  to  theoretical 
capacity  for  output — in  other  words,  the  basis  is  pro- 
duction. On  the  other  hand,  the  basis  of  both  acci- 
dent frequency  and  severity  is  man-hours — that  is, 
exposure.  We  know  that  if  all  other  hazards  remain 
the  same  and  exposure  is  reduced,  accident  frequency 
and  severity  must  necessarily  be  reduced.  But  im- 
proved machinery  and  so-called  "labor-saving  de- 
vices" introduce  more  mechanical  power  or  higher 

•Vice-chairman,  Engineering  Section.  National  Safety  Council.  Ab- 
stract of  address  delivered  before  the  Spring  Conference  of  the  Engi- 
neering Section,  N.   S.  C. 


[towers,  higher  cutting  speeds,  etc.,  and  while  greatly 
reducing  the  exposure,  subject  the  operatives  to  great- 
er risks.  Obviously,  comparison  (if  accident  experi- 
ence in  such  cases  should  not  be  on  the  basis  of  so 
many  cases  or  so  many  days  lost  per  1,000  employees, 
but  on  unit  of  production.  Such  figures  are  not  read- 
ily available  but  we  can  fall  back  upon  an  argument 
based  on  generalities. 

Bigger  Output  From  Mechanical  Equipment 

All  over  the  country  from  year  to  year  there  has 
been  a  steady  increase  in  production  per  employee  and 
of  late  perhaps  a  very  marked  increase,  stimulated  by 
high  labor  costs  and  labor  shortage.  It  would  be  pos- 
sible to  name  hundreds  of  new  mechatrcal  devices  or 
improved  mechanical  devices  that  have  contributed  to 
this — the  electric  crane,  the  airbrake,  elevating,  con- 
veying and  handling  machinery,  the  electric  motor,  the 
gasoline  engine,  the  storage  battery,  the  compressed 
air  tool,  the  high-speed  machine  tool,  are  all  examples. 
Many  of  these  we  know  by  experience  to  be  more 
dangerous  devices  than  the  appliances  they  replaced, 
but  when  we  think  of  them  as  dangerous  do  we  not 
reckon  this  danger  on  the  basis  of  exposure,  not  on 
production?  We  say  the  electric  crane,  for  instance, 
is  more  dangerous  to  its  operative  than  was  the  chain- 
hoist,  but  do  we  stop  to  think  that  in  a  given  space  of 
time  its  mechanical  accomplishment  is  many  times 
greater? 

Furthermore — and  this  is  the  real  point  I  wish  to 
make — in  industrial  undertakings  where  proper  safe- 
ty engineering  and  supervision  has  permitted  a  com- 
mensurate safe-guarding  of  these  improved  appliances 
— experience  extending  over  a  number  of  years  has 
indicated  that  accident  severity  based  on  exposure  has 
been  from  year  to  year  reduced  in  spite  of  the  intro- 
duction of  more  hazardous  machinery.  As  output  in 
relation  to  exposure  has  undoubtedly  increased,  we 
know  that  if  the  figures  were  available  we  would  find 
that  accidents  in  relation  to  output  must  have  decreas- 
ed in  some  cases  to  a  remarkable  extent.  Surely  here 
is  something  that  leads  us  to  the  assumption — if  not 
proof — that  engineering  efficiency  and  safety  have  a 
close  relationship. 

I  sometimes  wonder  if  there  are  not  many  engin- 
eers who  fancy  that  the  application  of  engineering 
science  to  ace'dent  prevention  extends  only  to  guard- 
ing belts,  pulleys  and  gears  and  putting  railings 
around  high  places. 

The  field  of  mechanical  guarding  is  by  no  means 
narrow  ;  gears,  belts,  pulleys  and  shafting  as  a  rule  pre- 
sent but  few  complicated  problems,  but  when  we  un- 
dertake the  guarding  of  the  point  of  application  of 
power  to  the  material  under  process,  the  mechanical 
feeding  and  removal  of  material  from  continuous  pro- 
cesses, the  safe  handling  of  substances  of  inherent 
danger,  such  as  strong  acids  and  caustics,  hot  sub- 
stances and  explosives,  we  impinge  on  a  field  worthy 
of  any  engineer. 

It  is  true  that  accident  analysis  on  the  basis  of  ac- 
cident frequency  has  led  to  the  general  conviction 
that  three-quarters  of  all  accidents  are  preventable  by 
better  supervision  and  education  of  the  employee  or 
foreman  but  analysis  on  the  basis  of  severity  tells  a 
somewhat  different  story.  Moreover  after  supervision 
and  education  are  carried  to  a  certain  point,  further 
reduction  must  be  made  through  introducing  safer 
processes  or  extending  the  scope  of  engineering  re- 
vision. 
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Canada's  Engineers — Olivier  Lefebvre 


Mr.  Olivier  Lefebvre,  the  chief  engineer  of  the 
Quebec  Streams  Commission,  is  an  authority  on  the 
subject  of  the  construction  of  storage  dams  and  the 
flow  regulation  of  rivers.  He  is  the  author  of  papers 
on  these  matters,  and  in  this  connection  has  contribut- 
ed to  the  columns  of  the  "Contract  Record." 

Mr.  Lefebvre  was  born  at  St.  Hugues,  County  of 
Bagot,  Province  of  Quebec,  in  1879.  He  graduated 
from  the  scientific  course  at  Mount  St.  Louis  College 
in  1898,  and  took  up  training  in  engineering  at  the 
"Ecole  Polytechnique,"  Laval  University,  Montreal, 
graduating  with  honors  in  1902. 

For  three  years  Mr.  Lefebvre  was  engaged  in  the 
cement  testing  laboratory  of  the  Public  Works  Depart- 
ment, Ottawa,  in  charge  of  the  chemical  department. 
From  1905  to  1912  he  was  assistant  engineer  to  the  Dis- 
trict Engineer,  Public  Works  Department,  Ottawa,  and 
in  that  position  had  to  undertake  numerous  river  sur- 
veys and  prepare  plans  for  and  supervise  the  construc- 
tion of  wharves.  He  also  supervised  the  construction 
of  the  bridge  piers  at  Chapeau,  on  the  Ottawa  River, 
and  part  of  the  construction  of  the  Latchford  dam.  In 
the  summer  of  1912  he  made  a  complete  survey  of 
Burrard  Inlet  and  of  False  Creek  at  Vancouver,  B.  C, 
for  the  Public  Works  Department. 

In  February,  1913,  Mr.  Lefebvre  was  appointed 
chief  engineer  of  the  Quebec  Streams  Commission, 
Montreal,  and  has  directed  the  work  for  this  Board. 
This  has  included  the  design  and  construction  of  the 
following  works:  The  Gouin  Storage  dam,  for  the  flow 
regulation  of  the  St.  Maurice  River;  the  dam  at  the 
outlet  of  Lake  St.  Francois,  for  the  flow  regulation  of 
the  St.  Francois  River 'near  Disraeli.  Que,.  Lake  Brule 


dam  on  the  St.  Anne  River;  and  numerous  reports  on 
different  rivers  of  the  Province  of  Quebec. 

Mr.  Lefebvre  is  an  associate  member  of  the  En- 
gineering Institute  of  Canada;  member  of  the  Ameri- 


Mr.   Olivier  Lefebvre 

can  Society  for  Testing  Materials;  member  of  the  Ad- 
ministrative Board  of  the  "Ecole  Polytechnique," 
Montreal;  and  a  life  member  of  the  National  Amateur 
Athletic  Association. 


By  this  I  do  not  desire  to  belittle  the  importance 
of  supervision  and  education — I  consider  them  indis- 
pensable, but  I  have  come  of  late  to  the  conclusion 
that  as  accident  prevention  progresses  in  any  plant  or 
.corporation  the  importance  of  engineering  revision 
constantly  increases.  This  means  an  increasing  need 
for  safety  men  who  are  engineers  and  engineers  who 
recognize  accident  prevention  as  essential  to  modern 
engineering. 

In  railroad  work,  no  one  will  doubt  that  safety  en- 
gineering is  of  utmost  importance  ;  mining  is  recog- 
nized as  the  industry  of  highest  fatality  rate ;  metal- 
lurgical engineering  is  also  fraught  with  the  occur- 
rence of  severe  hazards  and  one  has  only  to  look  to 
the  iron  and  steel  industry  for  examples  of  what  has 
been  accomplished  in  accident  prevention.  As  for 
electrical  and  mechanical  engineering,  the  forces  dealt 
with  are  so  numerous — so  capable  of  destructive  vio- 
lence— and  their  application  to  industry  so  complex, 
that  I  can  hardly  conceive  of  any  engineer  failing  to 
recognize  that  safety  must  enter  as  an  important  con- 
sideration. And  so,  the  more  thought  I  give  to  this 
matter  of  the  relation  of  safety  to  the  practice  of  en- 
gineering, the  more  I  become  convinced  in  my  own 
mind  that  the  only  branch  of  engineering  to  which 
safety  or  accident  prevention  does  not  apply,  and  ap- 
ply in  a  very  vital  way,  is  some  branch — if  you  can 
name  it — which  does  not  have  for  its  purpose  the  ser- 
vice of  mankind. 


Provincial  Ministers  at  Roads  Convention 

SIR  JAMES  AIKINS,  K.B.,  Lieutenant-Governor 
of  the  Province  of  Manitoba,  has  signified  that 
he  will  formally  open  the  Seventh  Canadian 
Good  Roads  Convention,  at  Winnipeg,  on  Tues- 
day, June  1,  and  will  give  an  address  on  the  value  of 
improved  highways  as  an  aid  to  the  progress  of  the 
Dominion.  He  will  be  followed  by  the  Hon.  T.  C. 
Norris,  Premier  of  Manitoba,  by  the  Hon.  E.  C. 
Drury,  Premier  of  Ontario,  the  Hon.  W.  M.  Martin, 
K.C.,  Premier  of  Saskatchewan,  the  Hon.  Charles 
Stewart,  Premier  of  Alberta,  while  Sir  Lomer  Gouin, 
Premier  of  Quebec,  will  also  be  present  if  he  is  back 
from  his  European  trip  in  time  to  keep  th.e  engage- 
ment. If  not,  his  place  will  be  taken  by  the  Hon.  J. 
A.  Tessier,  Minister  of  Roads. 

Among  the  other  speakers  at  the  opening  session 
are  the  Hon.  G.  A.  Grierson,  Minister  of  Public 
Works,  Manitoba;  Hon.  F.  C.  Biggs,  Minister  of 
Public  Works,  Ontario;  Hon.  W.  G.  Mitchell,  Pro- 
vincial Treasurer,  Quebec;  the  Hon.  J.  H.  King,  M.D., 
Minister  of  Public  Works,  British  Columbia;  the  Hon. 
S.  J.  Latta,  Minister  of  Highways,  Saskatchewan ; 
H  on.  J.  P.  Veniot,  Minister  of  Public  W  orks,  New 
Brunswick ;  Premier  G.  H.  Murray  of  Nova  Scotia, 
Premier  H.  J.  Bell,  K.C.,  of  Prince  Edward  Island, 
Mayor  Chas.  F.  Gray,  of  Winnipeg;  L.  B.  Howland, 
president  of  the  Canadian  Automobile  Association, 
and  B.  Michaud,  deputy-minister  of  roads,  Quebec. 
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Preparations  are  Made  for  the  Most  Successful 
Convention  of  the  Canadian  Good  Roads 
Association  Ever  Held 

On  Tuesday,  Wednesday  and  Thursday  of  Next  Week,  Delegates  Will  Assemble 
at  Royal  Alexandra  Hotel,  Winnipeg,  for  Seventh  Convention  and  Exhibition 


ON  Tuesday  of  next  week  the  Seventh  Good 
Roads  Convention  and  Exhibition  will  open 
its  proceedings  at  the  Royal  Alexandra  Jlotel, 
W  innipeg,  under  the  joint  auspices  of  the 
Canadian  Good  Roads  Association  and  the  Manitoba 
Good  Roads  Association.  Special  arrangements  have 
been  made  at  the  hotel  for  the  accommodation  of  the 
meeting  and  the  show  in  connection  therewith.  A 
very  large  number  of  delegates  have  already  signified 
their  intention  of  being  present  and  every  effort  is 
being  made  to  see  that  they  are  kept  interested  and 
entertained.  The  executive  and  various  committees 
of  the  Canadian  Good  Roads  Association  are  taking 
great  pains  to  make  this,  the  seventh  convention,  the 
most  successful  ever  held. 

The  West  Enthusiastic  on  Good  Roads 

It  is  exceptionally  significant  that  this  year's  con- 
vention takes  place  in  a  western  city.  Heretofore  this 
annual  meeting  has  been  confined  to  Ontario  or  Que- 
bec. Now,  however,  the  good  roads  movement  knows 
no  bounds  and  the  West  is  just  as  enthusiastic  on 
improved  highways  as  the  more  settled  and  populous 
provinces  in  the  eastern  part  of  the  Dominion.  True, 
of  course,  Ontario  and  Quebec  are  bearing  the  lion's 
share  of  good  roads  expenditures,  but  the  density  of 
population  in  these  provinces  demands  a  much  heavier 
outlay  than  in  districts  of  more  scattered  population. 
The  provinces  west  of  the  Great  Lakes  have  not  been 
marking  time,  however.  Large  appropriations  have 
been  made  by  their  respective  governments  and  espe- 


cially by  that  of  Manitoba,  where  the  good  roads 
movement"  has  been  especially  active  in  the  past  few 
years.  Fortunately  the  public  has  realized  the  advant- 
ages of  good  roads  and  bridges  and  the  government 
has  followed  public  sentiment  by  inaugurating  legis- 
lation that  has  meant  and  will  continue  to  mean  an 
increasing  mileage  of  highway  each  year.  In  view, 
then,  of  the  intense  interest  that  is  being  displayed 
in  Manitoba  in  connection  with  the  movement  for 
good  roads,  it  is  especially  appropriate  that  the  lead- 
ing city  of  the  West  should  be  chosen  as  the  scene 
of  the  1920  convention  of  the  Canadian  Good  Roads 
Association. 

Wide  Variety  of  Topics 

The  tentative  official  program  shows  a  wide  vari- 
ety of  subjects  to  be  brought  before  the  delegates  for 
discussion.  All  types  of  road,  and  especially  those 
types  which  the  West  will  be  called  upon  to  employ, 
are  to  form  topics  for  discussion,  and  prominent  road 
engineers  have  been  chosen  to  read  papers  dealing 
with  them.  The  economic  side  of  road  building  has 
not  been  neglected,  for  we  note  on  the  program  pap- 
ers on  such  subjects  as  "Suggestions  for  Financing  a 
Highway  System,"  "Organization  of  Highways  De- 
partments to  Obtain  and  Maintain  High  Standards  of 
Efficiency,"  "The  Value  of  the  Local  Association  to 
the  Nation-Wide  Highways  Movement,"  "The  Im- 
portance of  Keeping  a  Traffic  Census,"  and  so  on.  A 
number  of  engineers  from  the  United  States  have  also 
been  invited  to  participate  in  the  proceedings.  This 


S.  L.   Squir«,   President  of  Canadian 
Good   Roads  Association 


A.  W.  Campbell,  Dominion  Commissioner  of 
Highways,    and    Honorary    President  of 
Canadian  Good  Roads  Association 


G.    A.    McNamee,  Secretary-treasurer, 
Canadian  Good  Roads  Association 
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Some  of  the  Executive  Officials  of  the  Canadian  Good  Roads  Association 


U.   H.   Dandurand.  a   Past-President  and 
Member  of   Advisory  Committee 


A.    F.    Macallum,    First  Vice-President 


Michaud,    Past-President   and   Member  of 
Advisory  Committee 


Capt.  J.  A.   Duchastel  de   Montrouge,   Past-      Hon.    S.    J.    Latta,    Minister    of  Highways, 
President  and  Director  Saskatchewan,  a  Director  of  the  Canadian 

Good  Roads  Association 


William  Findlay, 
Director  of  the  Association 


is  in  accord  with  former  procedure  and  serves  to  give 
the  Canadian  convention  an  international  aspect  and 
a  prominence  that  marks  it  as  one  of  the  most  im- 
portant conferences  of  its  kind  on  the  continent. 

Exhibition  of  Equipment 

A  number  of  special  features  have  been  arranged 
for  in  connection  with  the  convention.  At  the  usual 
exhibition  there  will  be  shown  a  varied  and  interest- 
ing exhibition  of  road  materials,  models,  photographs, 
etc.,  while  an  exhibit  of  heavy  machinery  will  be  lo- 
cated at  the  rear  of  the  hotel.  Practical  demonstra- 
tions of  road  making  have  been  arranged  for,  two  sec- 
tions of  road  being  built  by  the  Canada  Iron  Com- 
pany, Kelly-Powell,  Limited,  and  The  United  Grain 
Growers,  Limited.    These  firms  will  construct  sec- 


tions of  gravel  or  earth  roads,  supplying  all  the  neces- 
sary men  and  machinery.  Apart  from  the  practical 
demonstrations  the  delegates  will  be  shown  moving" 
picture  films  taken  by  the  Department  of  Public  High- 
ways of  Ontario.  These  films,  which  have  been  en- 
thusiastically received  in  the  past,  portray  the  con- 
struction of  waterbound  macadam,  earth,  cement- 
concrete,  asphaltic-concrete,  tar  macadam  and  gravel 
roads. 

During  the  session  a  special  conference  of  local 
and  provincial  good  roads  associations  will  be  held  on 
Thursday  afternoon,  June  3,  under  the  chairmanship 
of  Mr.  William  Findlay,  business  manager  of  the 
"Globe,"  Toronto,  and  a  very  enthusiastic  "good  road- 
er."    An  interprovincial  conference  of  highway  offi- 
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cials  will  also  be  held  on  Wednesday  afternoon,  |une 
2nd. 

The  program,  as  given  in  ail  official  announcement, 
is  printed  herewith  : 

900  a.m.—  Tuesday,  June  1st 

Registration  of  delegates  and  visitors  at  conven- 
tion headquarters.    Registration  continuing  through- 
out the  convention.  Tickets  for  the  annual  dinner  will 
be  furnished  by  the  registration  clerk. 
9.30  a.m.— 

Appointment  of  nomination  and  resolution  com- 
mittees. 

First  Session 

10.30  a.m.— 

Congress  called  to  order  by  the  President,  Mr.  S. 
L.  Squire. 

Among  those   present   will   be:    lion.   Sii  lames 


lion.  J.  II.  Hell.  K.C.,  Premier,  I'rince  Edward 
Island. 

I!.  Michaud,  Deputy  Minister  of  Roads.  Province 
of  Quebec. 

Mayor  ("has.  F.  Gray,  City  of  Winnipeg'. 

L.   B.  I  low  land.     President  C  anadian  Automobile 
Association. 
Noon — 

Particulars  of  the  demonstration  of  road  work,  by 
the  Canada  [ngot  Iron  Co.,  Kelly-Powell  Limited,  and 
the  United  Grain  Growers  Ltd.  will  be  announced 
from  the  chair. 

Second  Session 

2.30  p.m.— 

Presiding  officer,  S.  L.  Squire. 

Address:  "Federal  Aid,"  C.  A.  Magrath,  Chair- 
man, Highways  Commission,  Dominion  Government, 


Provinces  Will  be  Represented  by  Their  Engineers  and  Ministers 


B.    M.    Hill,    Provincial    Road  Engineer, 
New  Brunswick 


Geo.    Hogarth.    Chief    Engineer,    Department     Hon.  P.  J.  Veniot,  Minister  of  Public  Works, 
of  Public   Highways,   Ontario  New  Brunswick 


Aikins,  K.B.,  Lieutenant-Governor,  Province  of  Mani- 
toba. 

Hon.  T.  C.  Norris,  Premier,  Province  of  Manitoba. 
Hon.  Geo.  A.  Grierson,  Minister  of  Public  Works, 
Manitoba. 

Hon.  E.  C.  Drury,  Premier,  Province  of  Ontario. 
Hon.  F.  C.  Biggs,  Minister  of  Public  Works,  On- 
tario. 

Hon.  Sir  Lomer  Gouin,  K.  C.  M.  G.,  Premier, 
Quebec. 

Hon.  J.  A.  Tessier,  Minister  of  Roads,  Quebec. 

Hon.  W.  G.  Mitchell.  Provincial  Treasurer,  Pro- 
vince of  Quebec. 

Hon.  James  H.  King,  M.D.  Minister  of  Public 
Works,  British  Columbia. 

lion.  W.  M.  Martin,  K.  C,  Premier,  Saskatchewan. 

lion.  S.J.  Latta,  Minister  of  Plighways,  Saskatche- 
wan. 

lion.  Charles  Stewart,   Prime  Minister,  Alberta. 
Hon.  P.  J.  Yeniot,  Minister  of  Public  Works,  New 
Brunswick. 

Hon.  G.  H.  Murray,  Premier,  Nova  Scotia. 


Ottawa,  and  E.  O.  Hathaway,  District  Engineer,  U. 
S.  Bureau  of  Public  Roads.  Minneapolis,  Minn. 

Paper:  "Gravel  Roads,"  by  B.  M.  Hill,  Provincial 
Highway  Engineer,  Province  of  New  Brunswick. 

Paper:  "Surface  and  Subsoil  Drainage,"  by  A. 
Eraser,  Highways  Department,  Province  of  Quebec. 

Paper:  "Road  Machinery,"  by  Arthur  H.  Blanch- 
ard.  Professor  Highway  Engineering,  University  of 
Michigan,  Ann  Arbor,  Mich. 

7.30  p.m. — Annual  dinner  and  entertainment  (in- 
formal) Royal  Alexandra  Hotel. 

Wednesday,  June  2nd. 
Third  Session 

Presiding  officer,  T.  P.  Regan. 
10.00  a.m.— 

Address:  "Roads  as  an  Aid  to  Agriculture." 
Paper,  "Economical  Methods  of  Transporting  Road 
Materials,"    by  A.  P.  Sandles,    Secretary  National 
Crushed  Stone  Association,  Columbus,  Ohio. 

Paper,  "How  to  Improve    and    Maintain  Earth, 
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Three  Good  Road  Enthusiasts  Whose  Spirit  Will  Dominate  Winnipeg  Meeting 


Hon.  J.  A.  Tessier.  Minister  of  Roads, 
Province  of  Quebec 


W.  A.   McLean,  Deputy  Minister  of  High- 
ways, Ontario 


Capt.  L. 


E.   Allen,   President   Ontario  Good 
Roads  Association 


Clay  and  Sand  Roads,"  by  A.  R.  ilirst,  States  High- 
way Engineer,  Madison,  W  is. 

Paper.  "Broken  Stone  Roads,"  by  Ceo.  Hogarth, 
C.  E.  Chief  Engineer,  Ontario  Highway's  Department. 

Noon. — Annual  meeting,  Canadian  Automobile  As- 
sociation, at  Royal  Alexandra  Hotel. 

Fourth  Session 

2.30  p.m. — 

Presiding  (  )fficer,  Russel  T.  Kelley. 

Address:  "Suggestions  for  Financing  a  Provincial 
Highway  System,"  by  A.  W.  Campbell,  Commissioner 
of  Highways,  Dominion  Government,  Ottawa. 


Paper:  "Bituminous  Treatment  of  Sand  Roads," 
by  Col.  W.  D.  Sohier,  ex-chairman,  Massachusetts 
Highway  Commission,  Boston,  Mass. 

Paper:  "Road  Dragging  and  Maintenance  Competi- 
tion." 

Paper:  ''Organization  of  Provincial  Highways  De- 
partments to  Obtain  and  Maintain  High  Standards 
of  Efficiency,"  by  A.  E.  Foreman,  Chief  Engineer 
Public  Works  Department,  Province  of  British  Col- 
umbia. 

8.30  p.m. — Annual  general  meeting,  Canadian  Good 

(Continued  on  page  491) 


The  Canadian  Good  Roads  Congress  is  International  in  Scope — Three  U.S.  Visitors 


A.   R.    Hirst,   Chief   Engineer,  Wisconsin 
Highway  Commission 


Col.  W.   D.  Sohier,  ex-Chairman,  Massa- 
chusetts  Highway  Commission 


A.  H.  Blanchard,  Professor  of  Highway  Engi- 
neering,  University  of  Michigan 
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Stone  Quarries  of  Ontario  Prepared  to  Cope 
With  Demands  of  Highway  Projects 

Plants  Being  Improved  to  Increase  Production — Stone  Resources 
Well     Distributed    Throughout    Provincial    Highway  Area 


EIGHTEEN  hundred  and  twenty-four  miles  is 
the  extent  of  the  provincial  system  of  highways 
which,  as  announced  by  Hon.  F.  C.  Biggs,  Min- 
ister of  Public  Works  and  Highways  of  Ontario, 
are  to  be  constructed  largely  by  provincial  funds  and 
federal  aid  grants.  The  roads  which  have  been  selected 
for  this  scheme  cover  the  majority  of  the  older  portion 
of  the  province,  forming  a  network  linking  together  all 
main  market  centres.  As  the  highways  are  the  main 
interurban  and  trans-county  roads,  they  will  carry  a 
heavy  volume  of  traffic  and  their  construction  must 
needs  be  of  a  high  order.  The  Minister  of  Public  Works 
and  Highways  has  intimated  that  macadam  will  be  em- 
ployed very  extensively  and  that  only  a  few  of  the 
roads,  at  the  present  time  at  any  rate,  will  be  made  of 
a  more  permanent  type. 

The  problem  that  confronts  the  builders  of  any  road 
system  is  the  supply  of  material  in  adequate  amount 
and  at  an  economical  cost.  When  stone  in  any  abun- 
dance is  required  for  road  surfacing,  local  quarries  are 
desirable  to  avoid  long  rail  or  truck  haul.  The  same 
applies  to  the  Ontario  provincial  system.  Many  people 
have  wondered  where  the  stone  for  many  of  the  roads 
is  to  come  from.  Some  roads  on  the  system  are  very 
lengthy  and  were  local  quarries  not  available  the  length 
of  the  haul  would  make  the  cost  of  the  stone  almost 
prohibitive.  Investigation  of  the  quarry  resources  of 
Ontario,  however,  indicates  that  the  province  is  par- 
ticularly fortunate  in  the  distribution  of  its  stone  quar- 
ries. The  accompanying  map  has  been  prepared  to  in- 
dicate the  location  of  these  quarries  in  relation  to  the 
provincial  highways.  It  will  be  noted  that  large  capa- 
city quarries  are  distributed  throughout  the  area  cov- 


ered by  the  provincial  highways  in  a  manner  that  will 
make  the  stone  supply  for  these  roads  a  fairly  easy 
problem  to  handle.  The  following  list  gives  the  names 
and  capacities  of  the  quarries  shown,  the  numbers 
corresponding  with  the  numbers  on  the  map. 

Quarries  in  Ontario  and  Their  Capacities  in  Tons 
per  Day 

1 —  Oliver  Rogers  Stone  Co.,  Owen  Sound   400 

2 —  Thames   Quarry  Co.,   Ltd.,  St.   Mary's    500 

3 —  Canada  Crushed   Stone   Corp.,   Dundas    3000 

4 —  Hagersville   Contracting   Co.,   Hagersville    500 

5 —  Hagersville  Crushed  Stone  Co.,  Hagersville  ...  500 

6 —  Wentworth  Quarry  Co.,  Ltd.,  Vinemount   500 

7 —  Empire   Limestone   Co.,   Sherkston    800 

8 —  Standard  Crushed  stone  Co.,  Windmill  Point  . . .  400 

9 —  Queenston  Quarry  Co.,  St.  Davids   ...  300 

10 —  Standard  Crushed  Stone  Co.,  St.  Davids   300 

11—  Ontario  Stone  Corp.,  Uhthoff   400 

12 —  John  Maloney,  Puslinch    300 

13 —  Christie  Henderson  Co.,  Puslinch   200 

14—  Crushed  Stone,   Ltd.,  Kirkfield   1000 

15—  Britnell  &  Co.,  Ltd.,  Burnt  River   400 

16 —  Quinlan  &  Robertson,  Crookston    300 

17 —  Point  Anne  Quarries,   Point  Anne    2000 

18 —  Prescott  Quarries,  Prescott  under  construction 

19—  Ontario   Rock   Co.,  Havelock   

20 —  Washago  Quarry  Co.,  Washago   300 

21 —  National  Potash  Co.,  Gravenhurst   500 

The  quarry  owners  realize  the  call  that  will  be 
made  upon  them  not  only  in  connection  with  provincial 
roads,  but  also  in  connection  with  local  systems  under- 
taken by  the  counties  and  townships  and  they  are  pre- 
paring to  cope  with  any  demands  that  may  be  made  up- 
on them  for  supplies  of  material.  Many  of  the  quar- 
ries are  increasing  their  capacities  to  a  considerable  de- 
gree, some  as  much  as  four-fold.    Other  plants,  like 
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Location  of  stone  quarries  of  Ontario  in  relation  to  proposed  provincial  highways.     Numbers  correspond  to  those  in  the  text 
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those  of  the  Standard  Crushed  Stone  Company  and  the 
Empire  Limestone  Company  will  run  to  full  capacity 
this  year  after  being  idle  for  the  past  three  years. 
Others,  again,  like  the  Canada  Crushed  Company,  of 
Pundas,  and  the  Oueenston  Quarry  Company,  at  St. 
David's,  have  installed  storage  systems  so  that  an  ade- 
quate  supply  will  always  be  on  hand. 

Such  action  on  the  part  of  quarry  operators  points 
to  the  fact  that  they  are  preparing  to  co-operate  with 


Quarry 

Britnell   &  Co. 
Crushed  Stone,  Ltd. 
Point  Anne  Quarries 
( hitario  Stone  Corp. 
Thames  Quarry  Co. 
Hagersville  Contracting  Co. 
Hagersville  Crushed  Stone 
Oliver-Rogers  Stone  Co. 
Wentworth  Quarry  Co. 
Canada  Crushed  Stone  Corp. 
Queenston   Quarry  Co. 
Crookston  Quarries,  Ltd. 
Standard  Crushed  Stone 
Empire  Limestone  Co. 
John  Maloney 
Christie-Henderson  &  Co. 
Ontario  Rock  Co. 


Location 

Burnt  River 

Kirkneld 

IJt.  Anne 

Chtoff 

St.  Mary's 

Hagersville 

Hagersville 

Owen  Sound 

Vinemount 

Dundas 

St.  David's 

Crookston 

Windmill  Point 

Sherkstou 

Puslinch 

Puslinch 

H avelock 


municipal  and  provincial  governments  in  the  building 
of  the  greatest  possible  mileage  of  improved  highway. 
Twelve  thousand  tons  per  day  is  stated  to  be  the  total 
capacity  of  the  21  plants  in  provincial  highway  area,  so 
that  it  is  seen  that  the  quarries  of  the  province  of  On- 
tario are  quite  capable  of  meeting  any  demand. 

The  list  following  indicates  the  preparations  that 
are  being  made  to  increase  production  to  take  care  of 
the  new  programs  of  road  development. 

Improvement 

Increased  capacity  from  150  to  300  tons  per  day 
[r creased  capacity  from  500  to  1000  tons  per  day 
Increased  capacity  from  650  to  2000  tons  per  clay 
Increased  capacity  double 

Increased  capacity  to  1000  tons  &  installed  steam  shovel 
Increased  capacity   &  installed  steam  shovel 
Increased  capacity  &  installed  No.  8  crusher 
Increased  capacity 
Increased  capacity 

Installed  storage  system  00,000  tons  capacity 
Installed  storage  system  10.000  tons  capacity 
Building  large  modern  plant 

These  plants  have  been  idle  for  past  three  years  hut  will 
run  to  capacity  this  year 

Increased  capacity 


Asphalt  Fillers  for  Brick  and  Stone  Pavements 

Methods  of  Application  and  Specifications  for  Mat- 
erial—  Joint  Filling  in    Monolithic  Construction 


ASPHALT  fillers  are  extensively  used  for  fill- 
ing joints  in  brick,  stone  block  and  portland 
cement  ccmcrete  pavements.  They  are  of 
three  general  types.  The  poured  joint  filler 
is  a  specially  prepared  asphalt  which  may  be  heated 
and  poured  or  squeegeed  into  joints  or  cracks.  The 
asphalt-grout  filler  is  a  mechanical  mixture  of  as- 
phalt cement  and  fine  sand  which  while  hot  may  be 
poured  over  the  pavement  surface  and  broomed  or 
Squeegeed  into  the  joints.  The  prepared  joint  filler 
may  consist  either  of  specially  prepared  asphalt  in 
the  form  of  premoulded  strips,  which  are  inserted 
in  the  joints,  or  they  may  be  premoulded  mixtures 
of  asphalt  with  such  substances  as  limestone  dust, 
silica,  etc.  Sometimes  the  filler  strips  are  reinforced 
with  fabric  and  sometimes  they  consist  of  one  or 
more  layers  of  fabric  or  felt  saturated  with  asphalt. 
Premoulded  expansion  joints  reinforced  with  metal 
are  also  manufactured.  The  merits  of  asphalt  fill- 
ers and  the  purposes  they  serve  are  enumerated  in  a 
brochure  recently  issued  by  the  Asphalt  Associa- 
tion.  Some  excerpts  follow: 

Advantages  of  Asphalt  Filler  for  Brick  or  Block 
Construction 

The  advantages  resulting  from  the  use  of  asphalt 
fillers  as  compared  with  a  rigid  type  of  filler  have 
been  so  well  demonstrated  by  service  results  that 
asphalt  has  become  a  standard  of  good  construction 
in  brick  and  stone  block  pavements.  After  years  of 
experience  with  various  types  the  National  Paving 
Brick  Manufacturers  Association  published  an  "An- 
nouncement" in  the  latter  part  of  1919  in  which  the 
following  statement  was  made: 

'•The'  standard  form  of  wearing  surface  construc- 
tion recommended  is  3  inch  brick,  -)4  inch  sand 
cushion  with  the  standard  asphalt  filler  of  the  Na- 


tional  Paving   Brick  Manufacturers  Association  in 
the  joints." 

One  of  the  chief  advantages  of  the  asphalt  filler 
is  the  fact  that  it  does  not  produce  a  rigid  monolithic 
pavement.  Each  brick  or  block  is  surrounded  with 
an  asphalt  cushion  which  prevents  the  fractures  so 
often  occurring  where  rigid  fillers  are  used,  and  ma- 
terially reduces  the  noisy  rumble  of  traffic.  Full  de- 
velopment of  the  cushioning  effect  of  the  underlying 
sand  bed  is  also  secured  in  a  manner  not  possible 
with  a  rigid  filler.'  Unlike  a  rigid  filler,  asphalt  does 
not  chip  and  crumble  from  the  edges  of  the  brick 
or  block  and  spalling  is  thereby  largely  prevented. 
The  entire  pavement  is  waterproofed  and  as  cracks 
cannot  form  water  will  not  find  entrance  from  the 
surface  to  the  foundation  and  no  damage  from  this 
source  is  possible. 

In  a  paper  presented  at  the  1919  Convention  of 
the  American  Society  for  Municipal  Improvements 
Mr.  Clark  R.  Mandigo,  consulting  engineer.  Western 
Paving  Brick  Manufacturers  Association,  very  clear- 
ly enumerated  the  advantages  of  the  asphalt  filled 
pavement  as  follows : 

''(T)  The  street  or  road  may  be  opened  for  traffic 
as  soon  as  the  filler  has  been  applied. 

(2)  Service  cuts  and  openings  are  easily  and  sim- 
ply repaired. 

(3)  It  carries  the  minimum  risk  in  construction, 
since  serious  defects  do  not  result  through  careless 
workmanship,  l&x  inspection,  or  ignorance — a  real 
advantage  in  these  days  of  inefficient  labor. 

(4)  That  steps  in  construction  are  simple,  all 
materials  being  tested  before  being  incorporated  in 
the  pavement  and  an  opportunity  given  to  correct 
any  mistakes  by  the  following  step. 

(5)  The  filler  is  easily  manipulated,  and  not  sub- 
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ject  to  damage  by  frost,  rain  or  premature  traffic. 

(6)  Noise  is  eliminated. 

(7)  It  provides  an  ideal,  non-skid,  smooth  riding 
surface  for  automobiles  and  gives  a  good  grip  for 
auto  tires  and  horses  on  all  grades. 

(8)  Fxpansion  and  contraction  are  properly  and 
effectively  cared  for. 

(9)  The  elastic  tiller  cushions  the  brick  and  the 
foundation  from  shock  and  impact,  reducing  the  thick- 
ness of  base  required  and  allowing  slight  readjust- 
ments between  individual  brick  under  traffic  so  that 
each  brick  remains  solidly  bedded  in  the  sand  cushion 
— there  is  no  necessity  for  a  sand-mortar  cushion. 

(10)  The  wearing  surface,  being  semi-flexible,  ad- 
justs itself  to  slight  changes  in  foundation  conditions 
without  damage,  and  to  deflections  in  less  rigid  types 
of  bases  than  concrete." 

Asphalt  Filler  in  Brick  Pavement  Construction 
While  with  lug  brick  the  asphalt  filler  may  be 
hand-poured  into  the  joints  by  means  of  narrow 
spout  pouring  cans,  it  is  now  customary  to  flood  the 
entire  surface  of  the  pavement  with  melted  asphalt 
and  to  squeegee  it  into  trie  joints.  For  such  method 
of  application  the  following  specification  for  Idler  has 
been  adopted  by  both  the  National  Taxing  Brick 
Manufacturers  Association  and  The  Asphalt  Associ- 
ation. 

Specifications  for  Asphalt  Filler  for  Brick  Pavements 

(To    Re   Applied   by   the    Squeegee  Method) 
General 

The  asphalt  filler  shall  be  homogeneous,  free  from  water 
and  shall  not  foam  when  heated  to  200°  C.  (392°  F.). 
Physical  and  Chemical  Properties 

1.    Flash  point  not  less  than  200°  C.  (392°  F.). 

8.  Melting  point  (ring  and  ball)  65°  C.  (141)°  F.)  to 
100°   C.   (212°  F.). 

3.  Penetration  at  25°  C.  (77°  F.),  M>0g.(  5  sec  •  

to  ....*.... 

Penetration  at  0°  C.  (32  F.),  200g.,  1  mm.,  not  less 
than  10. 

4.  Ductility  at  25°  C.  (77°  F.),  not  less  than  2. 

5.  Loss  at  163°  C.  (325°  F.),  5  hi  s.,  not  more  than  3  A. 
(i.    Total   bitumen    (soluble   in   carbon   disulphide),  not 

less  than  99*7' .  ,    .  _ 

7.  Per  cent,  of  total  bitumen  soluble  in  carnon  tetra- 
chloride, not  less  than  99%. 

*  >;ote  file    exact    penetration    limits     should    be    inserted    by  the 

engineer  with  a  10-point  limit.  It  is  suggested  that  for  low  twnpera- 
ture  conditions  a  penetration  of  from  40  to  50  be.  specified  ami  for  high 
temperature  conditions  a  penetration  of  from  30  to  4l>  be  specilied. 

Sample 

\  one-pound  sample  of  the  asphalt  filler  that  the  con- 
tractor proposes  to  use  in  his  work  together  with  a  state- 
ment as  to  its  source  and  character  must  be  handed  in  with 
his  bid  No  asphalt  tiller  other  than  that  specilied  m  his 
bid  shall  be  used  by  any  contractor  except  with  the  written 
consent  of  the  engineer  and  provided  that  the  Idler  used 
shall  comply  in  all  respects  with  these  specifications. 
Methods  of  Testing 

1.    Flash  Point  (open  cup).  U.  S.  Dept.  of  Agriculture 

Bull2tmMefting  Point,  A.  S.  T.  M.  Standard  method  D-36-19. 
•>,'    Penetration,  A.  S.  T.  M.  Standard  Test  D-5-16. 
J    Ductility.  Trans.    A.  S.  C.  E..  Vol.  LXXXIT,  1918, 

'  ^Volatilization  Test,  U.  S.  Dept.  of  Agriculture  Bul- 
letin 314,  P.  19  using  50  gram  sample. 

(i.    Total  bitumen,  U.  S.  Dept.  of  Agriculture  Bulletin 

U' 7.    Bitumen    Soluble     in     carbon     tetrachloride,   U.  S. 
Dept.'  of  Agriculture  Bulletin  314,  P.  30. 

The  asphalt  filler  is  melted  m  kettles  at  the  site 
of  the  work  and  brought  to  a  temperature  of  from 
300"  I-',  to  400°  F.  The  latter  temperature  should 
not  be  exceeded  for  danger  of  injuring  the  filler. 
It  is  then  transferred  to  cans  or  buckets  and  Hooded 
over  the  surface  of  the  pavement.    While  still  hot  it 


is  moved  back  and  forth  with  squeegees  (which  may 
be  heated)  until  the  joints  arc  filled.  From  \\/>  to 
2  gallons  of  Idler  per  square  yard  will  ordinarily  be 
required.  The  pavement  is  finished  off  with  a  cover 
of  sand  which  combines  with  the  excess  asphalt  to 
produce  a  thin  mat  upon  the  surface,  thus  keeping 
the  joints  crowded  full.  In  summarizing  the  advant- 
ages of  asphalt  filler  Mr.  Mandigo.  in  an  article 
published  in  the  July  1919  number  of  Municipal  and 
County   Engineering,  states  as  follows: 

"It  was  expected  at  first,  that  brick  pavements 
with  asphalt  filler  would  require  some  maintenance  of 
the  joints.  Pavements  8  to  10  years  old  under  various 
classes  of  city  traffic,  however,  look  better  than  when 
first  laid  and  the  joints,  as  a  rule,  remain  full.  In 
fact  this  type  of  brick  pavement  has  shown  even  less 
expense  for  maintenance  than  cement  grouted  brick, 
since  there  are  no  cracks  formed  and  no  bricks  chip- 
ped or  sheared  from  expansion  stains." 
Asphalt  Filler  in  Stone  Block  Pavement  Construction 

For  stone  block  pavements  an  asphalt  grout  filler 
is  more  commonly  used  than  the  poured  joint  filler, 
and  is  particularly  well  adapted  to  this  type  of  con- 
struction because  of  the  greater  width  of  joints. 

Sand  for  the  asphalt  grout  filler  should  consist  of 
clean  hard  quartz  grains,  all  of  which  will  pass  a  10 
mesh  sieve.  At  least  80  per  cent,  should  preferably 
pass  a  20  mesh  sieve,  but  not  more  than  10  per  cent, 
should  pass  the  100  mesh. 

The  asphalt  most  commonly  used  for  this  type 
of  filler  is  a  paving  cement  of  suitable  consistency, 
and  should  meet  the  following  specifications  which 
have  been  adopted  by  The  Asphalt  Association  after 
co-operation  with  the  Committee  on  Stone  Block 
Pavements  of  the  American  Society  for  Municipal 
Improvements  and  the  Granite  Paving  1 5 lock  Manu- 
facturers' Association. 

Specifications  for  Asphalt  Filler  for  Stone  Block 
Pavements 

(To  lie  Applied  as  Grout  When  Mixed  with  Sand) 
General 

The  asphalt  filler  shall  be  homogeneous,  free  from  water 
and  shall  not  foam  when  heated  to  175°  C.  (347°  F,).  It 
shall  meet  the  following  requirements: 

Physical  and  Chemical  Properties 

1.  Specific  Gravity  25°/25°  C.  (77°/77°  F.),  not  less 
than  1.000. 

2.  Flash  Point,  not  less  than  175°  C.  (347  °  F.). 

3.  Penetration  at  25°  C.  (77°  P.),  100g.,  5  sec  

to  ....  *  ' 

4.  Ductility  at  25°  C.  (77°  F.),  not  less  than  30. 

5.  Loss  at  163°  C.  (325°   F. ),  5  hours,  not  more  than 

3%. 

Penetration  of  residue  at  25°  C.  (77°  F.)  100g.,  5 
5  sec.  as  per  cent,  of  original  penetration,  not  less 
than  509C 

(i.  Per  cent,  of  total  bitumen  soluble  in  carbon  tetrach- 
loride, not  less  than  99%. 

*  Note. — The  exact  penetration  limits  should  he  inserted  by  the 
engineer  with  a  20-point  limit.  It  is  suggested  that  for  low  temperature 
conditions  a  penetration  of  from  70  to  1110  be  specified  and  for  high 
temperature  conditions  a  penetration  of  from  .r>l)  to  70  be  specilied. 

Sam  pie 

A  one-pound  sample  of  the  asphalt  filler  that  the  con- 
tractor proposes  to  use  in  his  work,  together  with  a  state- 
ment as  to  its  source  and  character  must  be  handed  in  with 
his  bid.  No  asphalt  filler  other  than  that  specified  in  his  bid 
shall  be  used  by  any  contractor  except  with  the  written 
consent  of  the  engineer  and  provided  that  the  filler  used 
shall  comply  in  all  respects  with  these  specifications. 

Methods  of  Testing 

Tests  of  the  physical  and  chemical  characteristics  of  the 
asphalt  filler  shall  be  made  in  accordance  with  the  follow- 
ing methods:  .  „  , 

1     Specific  Gravity,  U.  S.  Dept.  of  Agriculture  Bulletin 

314,  P.  5. 
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2.  Flash  Point  (open  cup),  U.  S.  Dept.  of  Agriculture 
Bulletin  :si4.  P.  it. 

:!.    Penetration,  A.  S.  T.  M.  Standard  Test  D-5-1G. 

4.  Ductility.  Trans.  A.  S.  C.  E..  Vol.  LXXXJI.  1918,  P. 
1460. 

5.  Volatilization  Test,  I".  S.  Dept.  of  Agriculture  Bul- 
letin :il4,  P.  19  using  50  gram  sample. 

0.  Bitumen  soluble  in  carbon  tetrachloride.  U.  S.  Dept. 
of  Agriculture  Bulletin  :U4.  P.  :i0. 

Preparation  of  Mastic 

The  asphalt  grout  or  mastic  is  prepared  by  mix- 
ing the  melted  asphalt  tiller  with  as  much  of  the 
hot  dry  sand  as  it  will  carry  without  making  a  mix- 
ture that  is  too  stiff  to  flow  into  the  joints.  In  no 
case,  however,  should  the  volume  of  sand  exceed 
that  of  the  asohalt  and  in  general,  volume  propor- 
tions approaching  3  parts"  of  asphalt  to  2  parts  of 
sand  will  he  found  most  satisfactory.  Both  asphalt 
and  sand  should  be  heated  to  between  300°  F.  and 
-!C0°  F.  but  the  latter  temperature  should  never  be 
exceeded  for  tear  of  injuring  the  asphalt.  Portable 
kettles  and  sand  heaters  are  used  for  this  purpose 
and  the  mixture  is  usually  made  in  large  steel  wheel 
harrows  or  concrete  carrier  push  carts.  A  measured 
quantity  of  the  hot  asphalt  should  first  be  run  into 
the  mixing  receptacle  and  a  measured  quantity  of  hot 
^and  then  added.  The  contents  should  he  thoroughly 
mixed  with  a  rake  or  hoe  and  immediately  flooded 
over  the  surface  and  pushed  or  squeegeed  into  the 
joints.  Once  the  proper  proportions  are  fixed  they 
should  he  rigidly  adhered  to  throughout  the  work. 
Too  often  the  proportioning  and  mixing  are  careless- 
ly performed  and  this  cannot  help  but  produce  lack 
of,  uniformity  in  results.  The  development  and  use 
of  a  small  portable  mixer  for  such  work  is  an  im- 
provement much  desired. 

It  is  very  important  that  the  asphalt  grout  be 
wrorked  into  the  joints  as  fast  as  possible  after  the 
mixture  has  been  made.  W  hen  first  flooded  over  the 
surface  it  should  flow  readily  hut  in  contact  with 
cold  block  it  will  soon  stiffen  to  such  an  extent  that 
it  cannot  he  worked.  A  second  application  is  almost 
always  required  over  a  considerable  proportion  of 
the  area  flooded  by  each  hatch  in  order  to  till  the 
joints  flush  with  the  surface.  Bringing  the  joints 
flush  by  the  addition  of  sand  or  other  material  is 
very  had  practice  and  will  ultimately  result  in  a  sur- 
face which  is  rough  and  cobbly  in  places. 

The  filler  gang  should  closely  follow  the  rammers 
and  all  joints  of  rammed  pavement  should  he  filled 
before  the  end  of  the  day's  work.  The  surfaces  of 
the  block  should  he  thoroughly  clean  and  dry  and  the 
work  should  preferably  he  conducted  in  warm  weath- 
er. In  case  rain  stops  the  filler  gang  before  its  work 
is  finished  the  unfilled  joints  should  be  protected  by 
tarpaulins  or  other  means  so  as  to  keep  out  water. 
At  completion  of  the  work  a  thin  mat  of  the  grout 
should  adhere  firmly  to  the  surface  of  the  navement 
and  make  it  smooth  and  uniform.  If  the  blocks  are 
very  cold  or  wet  when  the  filler  is  applied  this  mat 
will  not  adhere  properly  and  will  soon  begin  to  scale 
off  under  heavy  traffic.  Under  proper  conditions  of 
application  it  will  remain  for  a  long  period,  and  when 
it  finally  disappears  the  rough  points  on  the  heads 
of  the  blocks  will  have  worn  away  so  that  a  smooth, 
even,  well-filled  surface  is  exposed. 

Approximately  2.5  gallons  of  asphalt  is  required 
for  filling  each  square  yard  of  standard  5  inch  granite 
block  payement,  this  amount  being,  of  course,  sub- 
ject to  variation  with  the  width  of  joints.  A  light 
sanding  of  the  surface  will  usually  he  required  to 
prevent  the  mat    from    adhering    to   the  wheels  of 


vehicles.  Care  should  he  taken  that  the  mat  does  not 
average  more  than  34  inch  in  thickness  on  the  heads 
of  the  blocks  and  precaution  should  be  taken  to  pre- 
vent slop-over  of  the  asphalt  as  it  is  being  drawn 
from  the  kettle  and  mixed  with  the  sand,  in  order  to 
prevent  the  formation  of  thick  fat  spots  on  the  sur- 
face of  the  pavement. 

Joint  Filling  in  Monolithic  Construction 

In  the  monolithic  typ.es  of  pavement  expansion 
and  contraction  are  usually  provided  for  by  the  con- 
struction of  transverse  or  longitudinal  joints  which 
are  tilled  with  asphaltic  compounds.  Each  joint  in 
an  asphalt-filled  hrick  or  block  pavement  serves  this 
purpose  and  in  an  otherwise  monolithic  type  two  or 
more  courses  of  asphalt-filled  brick  are  sometimes 
inserted  in  the  pavement  in  place  of  the  usual  single 
joint  which  is  filled  either  with  a  poured  asphalt 
filler  or  a  prepared  joint  filler. 

Expansion  joint  spaces  are  ordinarily  formed  by 
means  of  strips  of  wood  or  metal  which  are  inserted 
during  construction  and  later  withdrawn,  thus  leaving 
empty  slots.  Care  should  he  taken  that  these  slots 
are  kept  perfectly  clean  until  the  filler  is  poured  in. 
as  accumulations  of  dirt,  sand  or  pebbles  in  the  slots 
will  not  only  interfere  with  properly  filling  the  joints 
hut  may  pack  so  as  to  interfere  with  expansion  ol 
the  pavement.  The  hot  asphalt  filler  should  be  pour- 
ed into  the  joints  by  means  of  pouring  cans  fitted 
with  narrow  spouts  which  may  be  inserted  in  the 
top  of  the  joint  spaces.  The  filler  is  then  allowed  to 
flow  into  the  joints  until  a  little  more  than  flush  with 
the  surrounding  surface.  A  slight  surplus  is  neces- 
sary in  order  to  allow  for  shrinkage  upon  cooling. 
The  finished  joint  should,  however,  he  brought  prac- 
tically flush  with  the  pavement  and  a  hot  smoothing 
iron  may  be  used  for  this  purpose  in  case  the  joint 
is  overfilled.  The  same  precautions  relative  to  heat- 
ing the  filler  should  he  taken  as  described  under  hrick 
pavements. 

Prepared  joint  fillers  which  are  manufactured  in 
strips  of  the  thickness  desired  for  the  width  of  the 
joint  are  placed  during  construction  of  the  pavement 
and  if  they  project  above  the  surface  are  eventually 
flattened  out  with  a  hot  smoothing  iron  which  not 
only  brings  them  flush  with  the  surrounding  pave- 
ment hut  seals  the  top  of  the  joint  and  makes  it  water- 
proof. If  the  filler  projects  more  than  ^  of  an  inch 
above  the  surface  it  should  he  trimmed.  A  hot 
shovel,  to  the  bottom  of  which  metal  cleats  have  been 
riveted,  is  sometimes  used  for  trimming  joints. 


The  members  of  the  Builders'  Exchange  of  Cleve- 
land, Ohio,  and  their  families  have  planned  an  ex- 
cursion to  the  Royal  Muskoka  Hotel,  Lake  Rosseau, 
Out.,  from  July  1  to  7.  This  organization  arranges 
an  outing  of  this  character  annually  and  Canada  has 
been  chosen  as  the  scene  of  this  summer's  trip.  The 
bir'lders  will  leave  Cleveland  on  the  night  of  Thurs- 
day, July  1,  by  steamer,  arriving  in  Buffalo  the  follow- 
ing morning  and  leaving  that  city  immediately  by  rail 
for  Muskoka  Wharf,  at  the  end  of  the  Muskoka  Lakes. 
Connection  will  be  made  there  by  steamer  for  the 
Royal  Muskoka  Hotel,  the  party  arriving  at  the  hotel 
in  time  for  dinner  on  Frday,  July  2.  Saturday,  Sun- 
day, Monday  and  part  of  Tuesday  will  be  spent  at  the 
hotel  and  return  will  be  made  in  time  to  get  the  Cleve- 
land boat  from  Buffalo  on  the  evening-  of  Tuesday, 
July  6.  The  details  of  the  excursion  are  now  being  ar- 
ranged under  the  direction  of  J.  F.  Maline,  chairman 
of  the  Entertainment  Committee  of  the  Exchange. 
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A  WORD  OF  CAUTION ! 


Perhaps  no  more  significant  incident  could  he 
offered  to  herald  a  pause  in  the  steadily  upward 
trend  of  prices  than  the  announcement  of  the  hig 
Wanamaker  store  in  Philadelphia  that  all  prices 
would  be  cut  to  make  an  average  reduction  of 
20  per  cent.  Further  it  is  stated  that  the  store 
policy  will  be  to  make  new  purchases  only  on  a 
basis  which  will  permit  of  this  reduction  being 
made.  The  lead  of  Wanamaker  will  have  a  wide 
influence.  Whether  any  such  action  will  be  taken 
by  the  big  stores  in  Canada  is  a  point  upon  which 
no  information  is  available,  but  it  is  reported  that 
one  of  the  mammoth  retail  concerns  has  had  the 
quietest  period  for  the  spring  season  of  the  past 
ten  years.  Certainly  an  effort  is  being  made  to 
make  prices  more  attractive,  to  judge  by  tin- 
advertising. 

In  Business  and  Trade  Circles 

It  appears  that  clothing  and  apparel  lines  are 
being  hardest  hit.  Whether  this  is  the  result  of 
very  unfavorable  weather  or  whether  the  public 
disapproval  of  high  prices,  as  evidenced  in  the 
overall  campaign,  is  having  its  effect  upon  con- 
sumption cannot  be  definitely  answered,  but  per- 
haps it  would  be  best  to  say  that  it  is  the  effect 
of  the  combined  influences.  While  there  had 
been  no  tendency  to  produce  in  excess  of  pros- 
pective demand  there  is  no  doubt  but  that  such 
unfavorable  weather  as  we  have  experienced  has 
tended  to  bring  about  an  accumulation.  Then  it 
is  reported  that  a  lot  of  Japanese  silks  were 
dumped  into  Canada  with  some  effect  upon  the 
market  for  dress  goods  and  linings,  and  in  the 
clothing  trade  there  was  an  effort  made  prior  to 
the  last  settlement  with  labor  to  get  consider- 
able stocks  ahead  to  provide  an  available  surplus 
in  the  event  of  a  tie-up. 

Altogether  the  situation  in  the  clothing  and 
apparel  trades  indicates  that  high  prices  are  hav- 
ing their  effect.  It  takes  but  little  slackening  of 
'  denland  to  result  in  over-production.  In  the  hat 
trade,  for  instance,  these  tendencies  are  strongly 
in  evidence.  With  practically  no  spring  weather 
until  this  week  the  habit  of  getting  the  "old  one" 
cleaned  and  blocked  has  increased,  with  the  re- 
sult that  the  average  man  is  merely  passing  from 
winter  to  summer  so  far  as  his  headgear  is  con- 
cerned. 

[ji  other  lines  there  do  not  appear  to  be  the 
same  indications  of  a  reaction.  True,  specula- 
tion has  been  very  largely  discontinued  under  the 
double  influence  of  curtailment  of  loans  by  the 
banks  and  the  growing  belief  that  it  is  not  a 
time  to  stock  up.  In  foodstuffs  there  is  no  in- 
dication of  weakening  prices  nor  docs  it  seem 
likely  that  there  will  be  any  marked  change  un- 
til there  is  some  marked  increase  in  supply,  for 


it  does  not  appear  likely  that  consumption  can 
be  further  reduced  to.  any  marked  extent. 

In  the  steel  and  other  metal  trades  the  situa- 
tion is  firm.  Here  the  shortage  of  material  is 
still  maintaining  prices,  but  there  is  no  tendency 
to  buy  stock  at  present  quotations.  Steel  is  be- 
ing bought  for  quick  consumption  on  a  premium 
basis  and  few  chances  are  being  taken.  In  hard- 
ware lines  there  appears  to  be  a  fair  spring 
movement  and  prices  are  firm  to  strong. 

The  Financial  Situation 

The  general  outlook  is  for  higher  rates  for 
money.  Capital  is  being  demanded  in  many  di- 
rections and  interest  rates  are  strengthening. 
The  further  decline  in  Victory  bond  quotations 
in  a  few  weeks  is  an  indication  of  the  trend  of 
money  values.  Bond  dealers  foresee  difficulties 
in  securing  the  funds  desired  for  provincial  and 
municipal  purposes  at  anything  like  satisfactory 
rates.  Should  the  Dominion  Government  desire 
to  float  a  loan  this  fall  it  is  hard  to  see  how  this 
can  be  done  except  at  rates  that  will  discount 
previous  issues.  However,  it  is  more  than  pos- 
sible that  there  is  a  connection  between  the  Gov- 
ernment's plans  and  the  course  being  taken  by 
the  banks  in  putting  on  the  brakes. 

Higher  rates  on  mortgage  loans  appear  to  be 
inevitable  under  such  conditions.  The  general 
situation  in  the  money  market  will  be  reflected 
here.  This  promises  to  add  further  uncertainty 
to  the  building  situation.  There  is  little  to  en- 
courage the  speculative  builder  and  much  to  dis- 
courage him.  Building  will,  therefore,  be  large- 
ly confined  to  those  who  are  making  homes  for 
themselves.  The  solution  of  the  housing  problem 
seems  as  far  off  as  ever. 

The  outlook  for  prices  for  building  materials 
is  very  unsettled.  Dealers  and  manufacturers 
say  that  they  can  see  no  reduction  in  costs  and, 
therefore,  nothing  to  warrant  lower  prices.  On 
the  other  hand,  it  is  understood  that  the  policy 
of  the  banks  may  mean  that  some  dealers  will 
have  to  dispose  of  at  least  a  portion  of  their 
stocks  and  this  may  force  supplies  on  the 
market. 

Altogether  it  is  a  very  unsettled  situation  and 
one  in  which  the  wise  business  man  and  investor 
will  watch  developments  closely.  And  in  sound- 
ing this  word  of  caution  we  would  like  it  to  be 
distinct  from  pessimism.  The  position  which 
Canada  occupies  to-day  in  world's  relations  leaves 
no  room  for  pessimism.  The  world  is  waiting 
for  our  goods.  If  we  cannot  produce  and  mar- 
ket at  prices  to  compete  with  other  nations  un- 
der present  conditions  then  a  readjustment  is  in- 
evitable—and the  sooner  the  better. 
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Bridge  Construction  in  Province  of  Manitoba 

The  Building  of  Bridges  of  a  More  Permanent  Material  Than 
Timber  is  the  Policy  of  Manitoba  Government— Reinforced 
Concrete  is  Superseding  Other  Materials —Examples  of  Typical 
Designs     of     Bridges     with     Unit     Prices    of  Construction 


UNDER  "The  Good  Roads  Act"  provincial  as- 
sistance is  given  to  municipalities  towards 
the  cost  of  constructing'  culverts  and  bridges 
to  the  extent  of  one-third  the  cost  of  w  ooden 
bridges  costing  $500  or  over  and  one-half  the  cost  of 
more  permanent  structures  such  as  steel  or  concrete, 
costing  $200  or  over.  The  policy  has  been  to  advise  *  * 
on  the  construction  of  the  more  permanent  structures  i£P 
instead  of  timber  structures,  with  the  result  that  up 
to  the  end  of  1919,  271  remforced  concrete  structures, 
31  steel  'on  masonry  and  74  timber  bridges  had  been 
built. 

Under  "The  Good  Roads  Act"  all  work  is  let  by 
tender  and  contract  to  the  lowest  responsible  bidder. 
The  structures  are  designed  by  the  bridge  department 
of  the  good  roads  board,  and  the  work  carried  out 
under  the  supervision  of  the  engineers  of  the  depart- 
ment. Standard  plans  have  been  prepared  as  far  as 
possible,  but  it  is  generally  only  in  the  smaller  struc- 
tures that  these  can  be  used  economically.  It  is  the 
purpose  of  this  article  to  briefly  describe  some  of  the 
types  of  culverts  which  are  being  built  and  give  a 
general  idea  of  the  unit  prices  under  which  they  have 
been  constructed.  As  a  general  rule,  tenders  are  asked 
for  and  contracts  let  on  a  unit  price  basis.  An  ex- 
ample of  typical  designs  will  be  given,  costs  of  a  cer- 


/6  fr  ftooc/>vor 


Fig.  1 — Section  of  a  standard  pile  bridge,  now  seldom  used  in  Manitoba 
by  the  Good  Roads  Board 

tain  bridge  of  that  type  and  conditions  surrounding 
its  construction,  of  timber  pile  bridges,  howe  truss  on 
timber,  howe  truss  on  masonry,  short  steel  spans, 
steel  trusses  on  masonry,  concrete  culverts,  slab  and 


Fig.  2— Steel  bridge,  126  feet  span,  built  in  Swan  River  Municipality,  Manitoba 
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girder  short  spans,  barrel  arches,  open  spandrel  arches, 
half-through  arches  and  bow  string  spans. 

Pile  Bridges 

This  was  the  common  type  of  bridge  in  Manitoba 
when  the  first  cost  was  the  main  factor,  in  the  days 
of  light  traffic  and  comparatively  low  cost  of  timber, 
pdes  and  labor.  Relatively  few  of  this  type  are  now 
being  built  in  the  organized  portion  of  the  province, 
because,  while  still  cheapest  in  first  cost,  they  are 


Fig.  7 — Design  of  an  open  spandril  arch  built  in  Woodworth  Municipality,    Manitoba,  in  1017 

rarely  the  most  economical  type  to  build.    Figure  (1) 
shows  a  section  of  a  standard  pile  bridge. 

A  bridge  of  this  type  was  built  in  Cartier  munici- 
pality at  the  following  unit  contract  prices,  the  con- 
tractor supplying  all  the  material : — 

Piling  per  ft.  in  place  80c 

Timber  per  M.  in  place  $80 

This  bridge  was  over  the  La  Salle  river,  about  five 
miles  from  the  near- 
est    station.  The 
piles  were  driven  in- 
to stiff  clay. 

Howe  Truss  on  Tim- 
ber 

These  bridges  have 
been  built  where  any 
obstruction  of  the 
stream  was  not  per- 
missible and  where 
the  amount  of  traf- 
fic did  not  justify  a 
more  costly  type. 
The  timber  super- 
structure is  of  select 
douglas  fir,  planed 
on  all  sides  to  re- 
duce the  cost  and 
increase  the  ineffi- 
ciency of  painting. 

Howe  Truss  on  Ma- 
sonry 

This  type  of 
bridge  has  been 
built  on  important 
roads  on  which  it 
was  thought  that  the 


traffic  did  hot  at  present  justify  a  more  costly  type 
of  bridge,  but  where  eventually  the  increase  in  traffic 
Would  justify  a  steel  bridge.  The  following  are  the 
unit  prices  obtained  on  a  bridge  recently  constructed 
over  the  Assiniboine  river  at  I  lead-ugly: — 

River  excavation  ..  ..$11.00  per  cu.  yd. 
Shore  excavation .  .   .  .     3.30  per  cu.  yd. 
Piling  in  approach  span    1.00  per  Lin.  ft. 
Cement,  in  place  . .  .  .    3.50  per  bbl. 
Concrete,  not  including 

cement..  ..  16.00  per  cu.  yd. 
This  bridge  consisted  of  four  spans 
each  90  feet  long,  with  a  45  foot 
wooden  pile  approach  at  each  end.  The 
bridge  was  about  one-half  mile  from 
the  nearest  railway  station. 

Short  Steel  Spans 

Short  steel  bridges  up  to  30  feet 
clear  are  built  of  heavy  steel  I  beams. 
With  the  present  ratio  of  th'e  cost  of 
concrete  to  the  cost  of  steel,  concrete 
slab  and  girder  bridges  <of  short  spans 
can  be  budt  cheaper  than  steel  spans, 
consequently  very  few  of  the  latter 
have  been  built  in  recent  years 

Steel  Truss  on  Masonry 

None  of  this  type  of  bridge  has 
been  built  during  the  past  few  years 
as  under  present  prices  the  concrete 
bridge  is  more  economical    than    the    steel  bridge. 
Figure  (2)  shows  a  steel  bridge  of  126  feet  span,  built 
in  Swan  River  municipality  in  1914. 

Figure  (3)  shows  the  design  of  a  standard  4  ft.  x 
8  ft.  reinforced  concrete  culvert.  A  contract  was  re- 
cently let  for  a  culvert  of  this  type  in  Daly  Municipal- 
ity at  the  following  prices : — 

Excavation  $  1.50  per  cu.  yd. 


Fig.  8 — Design  of  a  half-through  arch  built  in  Lansdown  Municipality,  Manitoba,  in  1918 
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Fig.  4 — Half  cross  section  and  end  elevation  of  a  standard  slab  and 
girder  bridge 
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3 — Design  of  a  standard  reinforced  concrete  culvert  as  used  by  the 
Manitoba  Good  Roads  Board 


Fig.  5 — Half  longitudinal  section  and  side  elevation  of  the  bridge,  Fig.  4 


Fig.  6 — Barrel  arch  of  60  feet  span,  built  in  Lansdown  Municipality,  Manitoba 


484 


THE  CONTRACT  RECORD 


May  1920 


Fig.  10 — Design  of  a  90  feet  Bow-string  bridge  built  in  Grandview  Municipality  by  the  Good 

Roads  Board,  Manitoba 


Concrete  (in  place)  ..  17.00  per  cu.  yd. 
Steel  (in  place)   ....       9c  per  lb 

Concrete  Slab  &  Girder 

Figures  (4)  and  (5)  illustrate  a  standard  slab  and 
girder  bridge.  A  contract  was  recently  let  for  a  bridge 
of  this  type  in  Pipestone  Municipality,  at  the  follow- 
ing prices : — ■ 

Excavation  $  1.75  per  cu.  yd. 

Concrete  18.00  per  cu.  yd. 

Steel   10>^c  per  lb. 

.Mesh   15c  per  sq.  ft. 

Balusters  . .    ....    .  .     1.00  each 

This  bridge  was  about  six  miles  from  the  nearest  sta- 
tion.   Gravel  had  to  be  hauled  about  3  miles. 

Barrel  Arches 

Figure  (6)  illustrates  a  60  foot  clear  span  barrel 
arch  built  in  Lansdown  Municipality  in  1917.  A  sim- 
ilar type  of  structure  was  built  in  Cornwallis  Muni- 
cipality in  1919,  at  the  following  unit  prices : — 

Excavation  $  2.00  per  cu.  yd. 

Cement   4.10  per  bbl. 

Concrete,    not  includ- 
ing cement  .  ,  10.00  per  cu.  yd. 

Steel. .  .  '.  *      8c  per  lb. 

Open  Spandrel  Arches 

Figure  (7)  shows  the  design  of  an  open  spandrel 
arch  built  in  Woodworth  Municipality  in  1917. 


Half-Through  Arches 

Figure  (8)  shows  a  half-through  arch  built  in  Lans- 
down Municipality  in  1918.  A  bridge  similar  to  this 
was  built  in  Grandview  Municipality  in  1919  at  the 
following  prices: — 

Excavation..-  $  3.50  per  cu.  yd. 

Cement   3.65  per  bbl. 

Concrete,    not  includ- 
ing cement  18.85  per  cu.  yd. 

Steel .   8c  per  lb. 

This  bridge  was  about  one-half  mile  from  the  nearest 
station  and  gravel  had  to  be  hauled  about  three-quar- 
ters of  a  mile. 

Bow  String 

Figure  (9)  shows  the  design  of  a  50  feet  bow  string 
bridge  and  Figure  (10)  shows  a  90  feet  bow  string 
built  in  Grandview  Municipality.  A  50  feet  bridge  of 
this  type  was  built  in  Portage  la  Prairie  Municipality 
in  1919  at  the  following  prices. — 

Excavation  $  2.00  per  cu.  yd. 

Cement   4.00  per  bbl. 

Concrete,    not  includ- 
ing cement   .  .    .  .  14.00  per  cu.  yd.  - 
Steel  (in  place)   ....       8c  per  lb. 
These  types  constitute  the  more  usual  ones  used 
by  this  department  but  occasionally  other  special  de- 
signs are  used. 

Due  to  the  rapid  increase  in  the  cost  of  timber  and 


Fig.  9 — Design  of  a  50  feet  Bow  string  bridge  built  by  the  Good  Roads      Board,  Manitoba 


May  1920 


THE  CONTRACT  RECORD 


485 


steel,  the  prospects  are  that  very  few  bridges  will  be 
built  of  material  other  than  reinforced  concrete,  and 
the  outlook  is  that  during  the  coming  season  the  num- 
ber to  be  built  will  be  far  in  excess  of  the  number 
built  in  any  previous  year. 


Standing  Committee  on  Labor  Appointed  by 
A  C. B.C. I.  Holds  First  Meeting 

Till",  first  meet'ng  of  the  Standing  Committee  on 
Labor,  appointed  recently  by  the  Executive 
C<  mmittee  of  the  Association  of  Canadian 
Building  and  Construction  Industries,  took 
place  in  Ottawa  on  May  13th.  There  were  present: 
J.  I'.  Anglin  (chairman)  and  D.  K.  Church,  Montreal; 
R.  J.  Fuller,  Toronto:  I\  \V.  Dakin,  Sherbrooke  :  Ceo. 
A.  Cram  and  H.  J.  Graham.  Ottawa:  and  J.  C.  Reilly. 
secretary.  Telegrams  regretting  inability  to  be  pre- 
sent were  received  from  Roy  Secord,  Brant  ford  :  Jos. 
M.  Pigott,  Hamilton,  and  Joseph  Gosselin,  Jr.,  Levis. 

The  secretary  reported  that  the  Winnipeg  Builders 
Exchange  had  appointed  Joseph  A.  Bonnett  as  its  re- 
presentative on  this  committee,  and  read  letters  from 


the  Minister  of  Labor  and  the  president  and  secretary 
of  the  Trades  and  Labor  Congress  expressing  their  de- 
sire to  co-operate  with  the  committee  in  its  work. 

A  general  discussion  followed,  covering  labor  con- 
ditions in  the  various  cities  represented,  and  dealing 
with  the  various  clauses  of  the  report  of  the  Labor 
Committee  submitted  at  the  Ottawa  conference.  The 
question  of  the  responsibility  of  labor  unions,  the  dat- 
ing of  agreements,  and  apprenticeship  were  fully  dis- 
cussed. 

It  was  decided  to  have  a  further  meeting  of  the 
committee  on  May  25th,  in  Hamilton,  at  which  the 
secretary  was  instructed  to  submit  data  on  several  of 
the  above  matters,  for  more  definite  action. 

A  very  pleasant  feature  of  the  proceedings  was  a 
lunch  at  the  Lauren tian  Club,  the  committee  being- 
guests  of  the  Ottawa  members  and  Mr.  Sid.  Smith. 

The  committee  would  appreciate  it  if  any  local 
Builders'  Exchange  or  firm  or  individuals  having  spec- 
ial information  on  any  of  the  foregoing  topics  would 
submit  same  to  the  secretary,  or  to  the  nearest  com- 
mittee member,  or  give  any  other  assistance  in  the 
committee's  work. 


St.  John  Contractors  Form  Branch  A.C.B.C.I. 

Eighty  Representatives  of  Building  Industry  Pre- 
pared   To    Stand    By    an    Organized  Association 


ST.  John,  N.  B.,  contractors  are  enthusiastic  in 
their  support  of  a  branch  of  the  Association  of 
Canadian  Building  &  Construction  Industries. 
At  a  general  meeting  held  on  Friday,  May  14th, 
a  large  number  of  representatives  of  the  construction 
business  were  present  and  the  general  sentiment  was 
to  give  their  support  to  a  St.  John  branch  of  the  Do- 
minion organization.  An  earnest  start  was  made  and 
the  following  were  elected  officers:  J.  A.  Grant,  presi- 
dent; John  Flood,  Sr.,  first  vice-pres:dent :  S.  Drury, 
second  vice-president:  W.  J.  Crawford,  honorary  sec- 
retary; Chas.  Christie,  honorary  treasurer;  Geo. 
Flood,  sergeant-at-arms.  After  some  discussion  on 
the  composition  of  the  board  of  directors,  it  was  de- 
cided to  elect  nine  members  representing  each  trade 
and  the  following  were  elected  at  the  meeting:  John 
P.  Mooney,  general  contractors ;  R.  E.  Fitzgerald, 
plumbing  and  heating,  James  Pullen,  painters,  Haro'd 
Wilson,  sheet  metal  workers  and  roofers;  George 
Waring,  millmen,  structural  steel  and  ironworks;  R. 
A.  Corbett,  mason  contractors;  Edward  Bates,  Jr.,  car- 
penters; W.  Nonnenman,  tiling  and  marble  work  con- 
tractors; F.  P.  Vaughan,  electrical  contractors. 

The  constitution  and  by-laws  were  based  upon 
those  of  the  Ottawa  branch,  with  only  minor  changes 
made  to  suit  local  conditions  and  the  smaller  number 
of  member's.  The  purposes  of  the  branch  are  as  fol- 
lows : 

"To  inculcate  just  and  equitable  principles;  to  es- 
tablish and  maintain  uniformity  in  commercial  usages  ; 
to  acquire,  preserve  and  disseminate  valuable  business 
information,  and  to  avoid  and  to  adjust,  as  far  as  prac- 
ticable, the  controversies  and  misunderstandings  which 
are  apt  to  arise  between  individuals  engaged  in  trade; 
to  facilitate  the  dealing  among  members  of  the  indus- 
try, providing  suitable  rooms  and  times  of  meetings 
to  enable  them  to  meet  and  transact  business,  all  to 


the  end  that  membership  in  this  association  may  be  a 
guarantee  to  the  public  of  the  skill,  honorable  reputa- 
tion and  probity  of  those  who  shall  be  admitted  there- 
to. To  facilitate  these  objects  the  association  will  be 
divided  into  three  sections,  viz:  (a)  general  contract- 


Mr.  J.  A.  Grant,  President  of  St.  John  Branch  A.C.B.C.I. 

ors  or  contracting  engineers,  (b)  separate  or  sub- 
trade  contractors,  (c)  supply  firms,  manufacturers 
and  producers  of  building  material  and  plant.  Each 
section  may  be  further  sub-divided." 

Eighty  members  of  the  building  trades  in  St.  ]ohn 
have  already  signified  their  intention  of  becoming 
members. 
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Hydro  Operations  in  Ontario  for  Past  Year 

Show  Satisfactory  Results 

Year  Filled  with  Difficulties  Incident  Upon  Readjustment 
Following  Ending  of  the  War — Details  of  Various  Systems 


THE  Twelfth    Annual    Report    of    the  Hydro 
Electric   Power  Commission  of  the.  Province 
of  Ontario,  covering  the  year  ended  Decem- 
ber 31,   1919,  lias  just   been   published.  Tlie 
operations  of  the  year  are  summarized  by  Sir  Adam 
Beck,  chairman  of  the  committee,   from   which  we 
quote  the  following: — 

The  Commission  in  submitting  its  Annual  Re- 
port for  the  fiscal  year  does  so  with  a  measure  of 
pride  in  the  extremely  satisfactory  results  of  the  op- 
erations of  a  year  which  has  been  pregnant  with  dif- 
ficulties, due  to  the  period  of  readjustment  succeed- 
ing- the  successful  conclusion  of  the  world  war  in 
November,  1918. 

Loads  Reduced  Following  Armistice 

The  year  has  been  fraught  with  many  difficulties, 
having  commenced  as  it  did  at  the  most  critical  per- 
iod in  the  great  conflict  when  every  effort  was  being 
made  by  the  Commission  to  supply  the  enormous  de- 
mands for  power  in  all  districts  for  the  manufacture 
of  munitions.  The  signing  of  the  armistice  came 
shortly  after  the  beginning  of  the  year,  and  still  more 
obstacles  were  encountered  during  the  readjust- 
ment period,  when  the  industries  throughout  the  pro- 
vince were  returning  to  commercial  lines,  during 
which  time  the  loads  on  many  systems  were  reduced 
to  such  an  extent  as  to  seriously  decrease  the  re- 
venues and  consequently  to  embarrass  the  financial 
operat:ons  of  the  municipalities  on  these  systems. 

At  the  time  of  the  signing  of  the  armistice,  the 
Commission  was  supplying  power  in  various  parts  of 
the  province  to  over  4,000  plants  working  on  the 
manufacture  of  munitions  and  war  supplies.  These 
plants  were  at  that  time  us;ng  approximately  70  per 
cent,  of  the  total  amount  of  power  supplied  by  the 
Commission  on  all  systems.  Immediately  after  the 
armistice  was  signed  most  of  these  plants  were  tem- 
porarily idle  until  such  time  as  their  machinery,  equip- 
ment and  organizat'ons  could  be  readjusted  to  a  peace- 
time basis,  sb  that  for  at  least  eight  months  of  the  fis- 
cal year  the  loads  in  many  of  the  municipalities  sup- 
plied had  not  reached  normal  proportions,  and  more 
especially  was  this  true  in  the  case  of  those  munici- 
palities where  large  blocks  of  power  had  been  sup- 
plied for  munition  production.  In  some  of  these 
municipalities  the  loads  declined  25  per  cent,  or  more 
when  the  munition  loads  ceased,  and  it  was  not  until 
the  month  of  August  that  the  loads  reached  normal 
proportions;  from  which  time  the  recovery  of  commer- 
cial industries  in  the  province  was  so  rapid  that  prac- 
tically all  of  the  available  power  wes  being  used  by 
the  end  of  the  year. 

War  Created  Big  Demand  For  Power 

When  the  war  broke  out  and  there  was  pressing 
need  for  munitions,  the  Canadian  manufacturers  were 
approached  by  the  (iovernnient  with  a  view  to  ascer- 
taining to  what  extent  Canada  could  participate  in 
supplying  these  demands,  and  while  many  manufac- 


turing companies  were  willing  to  convert  their  entire 
organizations  to  the  production  of  munitions,  this 
w  ould  have  been  useless  had  not  the  Commission  been 
able  during  the  first  three  years  of  the  war  to  supply 
the  large  quantities  of  power  necessary  to  operate 
these  plants. 

In  1917  the  Commission  realized  that  its  reserve  of 
power  available  for  the  manufacture  of  munitions 
would  soon  be  exhausted,  and  steps  were  then  prompt- 
ly taken  to  augment  the  supply. 

This  necessitated  the  expenditure  of  large  sums  of 
money  on  the  construction  of  extensions  to  generating 
plants,  transmission  lines  and  systems,  approximately 
$7,600,000  being  expended  to  produce  54,000  horse- 
power, all  of  which  would  have  been  available  for 
munitions  manufacture.  The  Commission  also  made 
arrangements  whereby  the  Ontario  Power  Company 
of  Niagara  Falls  was  relieved  of  supplying  10,000 
horsepower  for  export,  in  order  that  this  additional 
power  might  be  available  for  munitions  manufacture. 

The  cost  of  the  above  extensions  was  greatly  in- 
creased by  the  rapid  rise  in  the  cost  of  labor,  equip- 
ment and  materials.  In  purchasing  the  equipment 
for  these  emergency  plants  it  was  found  to  be  impos- 
sible to  obtain  all  the  necessary  machinery  and  equip- 
ment in  Canada,  and  no  course  was  open  but  to  pur- 
chase much  of  the  apparatus  in  the  United  States  in 
order  that  these  plants  might  be  constructed  in  the 
shortest  possible  space  of  t;me  in  order  to  be  available 
for  the  supply  of  power  for  munitions  production.  On 
this  account  the  Commission  was  obliged  to  expend 
large  sums  in  duties  and  war  taxes,  amounting  to  over 
$652,000,  or  an  average  of  37l/2  per  cent,  of  the  pur- 
chase price. 

Labor  Situation  Acute 

During  this  period  the  labor  situat'on  was  acute  ; 
not  only  was  it  almost  impossible  to  obtain  sufficient 
labor  to  carry  on  the  work  expeditiously,  but  the  cost 
of  labor  had  nearly  doubled  over  that  of  pre-war  days. 
Moreover,  as  is  generally  known,  the  efficiency  of 
labor  had  decreased  in  proportion  to  the  increase  in 
the  cost  of  same.  The  general  scarcity  of  labor  and 
increase  in  wages  during  the  year  resulted  in  the 
amount  of  the  operating  pay-rolls  increasing  in  many 
cases  by  more  than  60  per  cent,  over  that  of  the  prev- 
ious year.  The  cost  of  materials  also  increased  ap- 
proximately 25  per  cent.  These  factors  had  a  most 
serous  effect  upon  the  operations  of  the  Commission 
and  were  utterly  beyond  the  power  of  the  Commis- 
sion to  control,  as  has  been  the  case  with  industries  of 
every  nature  throughout  the  province. 

However,  in  spite  of  the  enormous,  uncontrollable 
increase  in  operating  expenses,  the  revenues  of  the 
COmmission  have  been  in  the  main  sufficient  to  meet 
all  operating  expenses  and  necessary  fixed  charges, 
practically  the  only  exceptions  being  those  municipal- 
ities in  which  large  blocks  of  power  w  ere  supplied  for 
the  manufacture  of  munitions,  and  which  after  the 
cessation  of  hostilities  were  not  replaced  by  commer- 


May  20,  l'J-'O 


THE  CONTRACT  RECORD 


437 


cial  loads  until  late  in  the  year.  In  most  of  these 
municipalities  the  building  up  of  loads  to  normal  con- 
ditions during  the  coming  year  will  place  them  on  a 
paying  basis,  and  where  such  is  not  the  case  a  read- 
justment of  rates  may  be  necessary. 

Schedule  of  Rates 
At  the  beginning  of  the  year,  the  Commission  fix- 
ed a  schedule  of  rates  covering  the  estimated  cost  of 
service  to  all  municipalities.  These  rates  brought  in 
a  total  revenue  of  $3,729,705.75,  while  the  actual  cost 
of  service  was  $3,860,700.79,  which  includes  the  total 
expenses  for  interest,  cost  of  power,  operation  and 
maintenance,  amounting  to  $3,243,329.02,  and  all  the 
necessary  fixed  charges  and  reserves,  such  as  sinking 
fund,  reserves  for  renewals  and  contingencies,  amount- 
ing to  $617,371.77.  After  meeting  all  operating  ex- 
penses and  setting  aside  the  reserves  as  above  set  out 
(in  accordance  with  Section  23  of  the  Tower  Commis- 
sion Act)  the  expenditures  exceeded  the  revenue  by 
$130,995.04;  the  cost  of  service  to  all  municipalities 
exceeding  the  estimates  by  but  3.5  per  cent.,  a' very 
remarkable  showing  in  view  of  (he  phenomenal  in- 
crease in  the  cost  of  labor  and  material.  Bills  and 
credit  memoranda  have  been  sent  to  the  municipalit- 
ies for  ti  e  difference  between  the  actual  cost  of  service 
and  the  bill.'-  as  rendered,  which  have  already  been 
taken  up  and  incorporated  in  the  books  of  the  munici- 
palities. 

Audit 

In  addition  to  that  audit  carried  on  under  the  di- 
rection of  the  auditor  for  the  Province  of  Ontario, 
covering  the  pciod  from  the  appointment  of  the  Com- 
mission to  the  end  of  the  fiscal  period,  October  31st, 

1916,  it  was  ordered  and  directed  by  an  Order-in- 
Council  dated  May  3rd,  1916,  that  an  independent 
audit  and  investigation  of  the  Commission's  records 
and  books  of  account  was  to  be  made  and  for  this  pur- 
pose the  accounting  firm  of  Messrs.  Clarkson,  Gordon 
and  Dilworth  received  the  appointment  under  this 
Order-in-Council  and  shortly  after  its  issuance  com- 
menced their  duties.  Messrs.  Clarkson,  Gordon  and 
Dilworth  completed  their  investigations  and  audit 
February  16th,  1918,  which,  as  before  stated,  covered 
the  activities  of  the  Commission  from  the  date  of  its 
appointment,  ' 906,  up  to  and  including  the  last  day 
of  the  fiscal  year  ending  October  31st,  1916,  and  their 
report  was  duly  presented  to  the  Treasurer  of  On- 
tario. Subsequent  to  this  date  and  at  the  request  of 
the  Commission,  the  auditors  were  instructed  to  make 
in  like  mariner  an  audit  of  the  accounts  for  the  year 

1917,  which  was  done  and  reported  upon  to  the  Pro- 
vincial Treasurer  under  date  of  August  22nd,  1918. 
As  appointees  of  the  Commission  the  audit  was  con- 
tinued by  the  same  firm  and  completed  under  date  of 
April  j  6th ,  1919.  for  that  period  ending  October  31st, 

1918,  since  which  time  a  conimuous  monthly  audit  has 
been  car  ried  on,  ;  nd  the  latest  report  covers  the  period 
ending  October  31  sf.  1919,  and  was  submitted  under 
date  of  April  3rd,  1920. 

Niagara  System 

Early  in  the  year  1917  the  Commission  realized 
that  the  enormous  demands  for  power  for  war  muni- 
tion work  would  soon  exhaust  the  available  supply  in 
the  Niagara  district,  and  in  the  summer  of  that  year 
the  Ontario  Power  Company  of  Niagara  Falls,  which 
is  owned  and  operated  by  the  Commission,  approved 
of  an  expenditure  of  over  $2,000,000  to  install  a  tem- 
porary pipe  lire  and  two  additional  generators  having 


a  total  capacity  of  approximately  45,000  horsepower, 
to  obtain  additional  power  for  munition  manufactur- 
ing in  this  district.  By  installing  a  temporary  wood- 
stave  pipe  line,  over  a  year's  time  was  saved,  and  water 
was  turned  into  the  pipe  line  within  a  year  from  the 
date  the  construction  work  was  started. 

On  December  31st,  1918,  the  Toronto  Power  Com- 
pany ceased  to  supply  the  Ontario  Power  Company 
of  Niagara  Falls  with  11,000  horsepower  that  was  be- 
ing supplied  under  the  Power  Controller's  orders,  and 
on  March  1st,  1919,  a  further  block  of  13,200  horse- 
power was  cut  oft*.  The  extension  to  the  Ontario 
Power  Company  of  Niagara  Falls  was  sufficient  to  take 
care  of  these  reductions  in  power  supply  and  of  an  ad- 
ditional 21,000  horse-power  tor  additional  loads  on 
the  system. 

At  the  time  of  the  signing  of  the  armistice,  the 
Commission  was  supplying  over  80,000  horsepower  to 
360  plants  working  on  the  manufacture  of  munitions. 
Within  eight  months  after  the  signing  of  the  armistice, 
the  industries  in  the  district  had  absorbed  all  of  this 
available  power,  and  so  rapid  was  the  recovery  of  the 
industries,  that  before  the  end  of  the  year  all  of  the 
available  power  supply  was  used  up  and  it  was  neces- 
sary for  the  Commission  to  limit  the  amount  of  pow- 
er supplied  to  the  municipalities  on  this  system. 

Anticipating  a  shortage  of  power,  the  Commission 
is  negotiating  for  an  additional  supply,  and  expects  to 
obtain  <it  least  20,000  horsepower  for  this  system  early 
in  the  coming  year. 

Queenston-Chippawa  Development 

The  construction  work  on  the  Queenston-Chippa- 
wa development,  which  was  commenced  in  May,  193  7, 
has  been  pushed  night  and  day  smce  that  time.  This 
work,  however,  has  been  carried  on  under  great  dif- 
ficulties owing  to  the  scarce,  inefficient  and  unstable 
common  labor  supply. 

Since  this  project  was  started,  the  vast  increase  in 
the  prospective  market  for  power  bar  necessitated  in- 
creasing the  capacity  of  the  power  canal  which,  to- 
gether with  a  corresponding  increase  in  the  capacity 
of  the  generation  station,  will  greatly  add  to  the  capi- 
tal cost  of  the  development,  and,  based  on  this  in- 
creased capacity  and  with  construction  tinder  con- 
stantly increasing  cost  of  labor  and  materials,  the  de- 
velopment will  cost  much  more  than  the  original  esti- 
mate for  the  scheme  of  smaller  capacity. 

The  estimated  progress  schedule  for  work  on  the 
development  was  maintained  in  all  important  particu- 
lars except  in  rock  excavation,  which,  on  account  of 
the  above  mentioned  labor  difficulties,  is  somewhat 
behind  our  estimated  schedule,  but  present  progress 
shows  marked  improvement  and  is  greater  than  sched- 
ule. 

In  rhe  construction  of  the  canal  for  this  project  it 
was  necessary  for  the  Commission  to  acquire  approxi- 
mately 3,100  acres  of  land,  of  which  approximately 
1,000  acres  will  be  ultimately  required  for  construction 
purposes. 

The  route  of  this  canal  traverses,  in  the  most  part, 
very  valuable  properties,  cutting  through  orchards, 
vineyards,  small  fruit  and  farming  districts  in  such  a 
manner  as  to  preclude  the  possibility  of  securing  such 
sections  of  land  only  as  might  be  necessary  for  con- 
struction purposes.  This  fact  necessitated  the  ac- 
quirement, in  some  cases,  of  farms  intact  and  tracts  of 
land  not  necessary  for  the  ultimate  requirements  of 
the  works  and  which  will  later  have  to  be  disposed  of 
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by  the  Commission  when  the  construction  work  lias 
been  completed. 

In  connection  with  this  surplus  land,  the  Commis- 
sion was  faced  with  the  problem  of  how  best  to  deal 
with  such  valuable  lands.  To  allow  them  to  remain 
idle  during  the  period  of  construction — four  or  five 
years — was  considered  to  he  unjustifiable,  and  to  rent 
the  properties  at  an  equitable  figure  in  view  of  the 
circumstances,  was  found  to  he  impossible.  It  was 
therefore  decided  to  operate  these  lands  in  order  to 
maintain  them  in  such  a  condition  that  they  could  be 
sold  advantageously  when  the  construction  work  on 
the  canal  has  been  completed.  It  was  not  anticipated, 
however,  that  the  revenue  obtained  from  such  opera- 
tion would  be  sufficient  to  meet  all  costs  in  connec- 
tion with  the  farms,  hut  it  is  expected  that  the  revenue 
from  crop?  arid  fruit  yield  during  the  next  two  years 
will  materially  reduce  operating  deficits. 

Assuming  that  the  total  sum  not  covered  by  revenue 
to  dale  is  all  charged  by  way  of  maintenance  or  better- 
ments to  the  property,  it  is  found  to  be  a  reasonable 
percentage,  viz:  5  per  cent,  of  the  total  amount  ex- 
pended on  right-of-way. 

Severn  System 

The  abnormal  demands  for  power  for  munition 
manufacture  by  municipalities  on  this  system  made  it 
necessary  for  the  Commission  to  extend  the  Big  Chute 
generating  station,  at  a  cost  of  approximately  $215,- 
000.00,  from  which  extension  an  additional  2,000  horse- 
power was  obtained  for  munition  work. 

After  the  armistice  was  signed,  the  loads  on  the 
Severn  system  decreased  over  25  per  cent,  in  those 
municipalities  supplying  large  blocks  of  power  for 
munition  manufacture,  and  had  not  reached  normal 
conditions  at  the  end  of  trie  year. 

An  increase  in  operation  and  maintenance  of  the 
system  during  the  year  of  $18,168.3--  or  47  per  cent, 
together  with  an  increase  in  interest  charges — largely 
due  to  ^he  increase  in  the  powe:  plants — amounting  to 
$19,294.73  or  54  per  cent.,  prevented  this  system  from 
giving  as  favorable  an  operating  statement  as  was  an- 
ticipated, the  actual  cost  of  the  service  exceedmg  the 
estimate  by  about  22  per  cent.  With  the  restoration 
of  normal  conditions,  satisfactory  operating  results 
are  confidently  anticipated. 

Eugenia  System 

This  system  having  a  large  storage  capacity,  is  used 
during  periods  of  the  day  to  supply  power  to  the  Sev- 
ern system,  and  credit  is  allowed  this  system  on  ac- 
count of  such  power  supplied.  The  dropping  off, 
however,  of  munition  loads  on  the  Severn  system  re- 
duced the  amount  of  power  used  by  that  system  dur- 
ing the  year,  and  seriously  affected  the  revenue  of  the 
Eugenia  system. 

The  operation  acd  mamtenance  expense  increased 
by  $17,493.41,  or  50.7  per  cent,  over  the  previous  year, 
and  the  interest  charges  increased  $8,708.52,  or  17.1 
per  cent,  over  those  of  1918.  However,  the  actual  cost 
of  operation,  maintenance  and  the  necessary  fixed 
charges  only  exceeded  the  estimate  by  approximately 
5.9  per  cent. 

During  the  year  a  large  number  of  municipalities 
in  the  Bruce  Peninsula  applied  to  the  Commission  for 
power,  and  many  of  them  are  arranging  to  submit 
hydro  by-laws  to  their  electors  at  the  coming  munici- 
pal elections.  It  is  expected  that  with  nominal  rate 
adjustments  and  these  additional  loads  the  financial 
operation  of  this  system  will  be  entirely  satisfactory. 


Wasdell's  System 

The  generating  plant  of  the  Wasdell's  system  dif- 
fers from  the  other  generating  plants  supplying  power 
in  the  Northern  district,  in  that  it  does  not  depend  on 
the  storage  of  water  for  its  continuous  maximum  out- 
put, and  this  characteristic  is  of  considerable  value  to 
the  municipalities  in  the  Northern  district,  as  all  the 
generating  plants  in  this  district,  with  the  exception  of 
the  Muskoka  system,  are  tied  together,  ami  power 
may  be  used  to  maximum  capacity  of  this  plant 
throughout  the  day  so  as  to  permit  the  other  generat- 
ing plants  in  the  district  to  increase  the;r  water  stor- 
age. 

The  cost  of  service  during  the  year  increased  the 
amount  of  the  power  bills  as  rendered,  by  $2,490.01,  or 
7.7  per  cent.,  due  to  the  fact  that  the  operation  and 
maintenance  expenses  increased  18.5  per  cent.,  and 
the  interest  charges  8.3  per  cent.,  while  at  the  same 
time  the  decrease  in  demand  for  power  for  munition 
plants  on  the  Severn  system,  cut  down  the  transfer 
of  power  to  that  system.  Plans  are  under  way  to  se- 
cure additional  load  to  the  capacity  of  the  generating 
plant. 

Muskoka  System 

The  operation  and  maintenance  expenses  of  this 
system  increased  $2,235.54,  or  26  per  cent,  over  the 
figure  for  1918,  and  the  interest  charges  increased 
over  the  figures  for  1918  by  $871.62,  or  approximately 
11  per  cent.  This  large  increase  in  operating  expenses, 
with  a  fixed  revenue  from  the  Anglo-Canadian  Leather  ' 
Company,  which  is  being  supplied  with  power  under 
a  long-term  contract  at  a  rate  based  on  normal  operat- 
ing expenses,  resulted  in  this  system  operating  with 
a  deficit  for  the  year  of  $2,469.32.' 

Arrangements  are  now  being  made  to  increase  the 
amount  of  power  available  on  this  system,  for  which 
a  demand  already  exists,  which  should  place  the  oper- 
ation of  this  system  on  a  more  satisfactory  basis. 

St.  Lawrence  System 

The  operation  of  this  system  was  first  commenced 
in  December,  1913,  a  contract  being  made  with  the 
M.  F.  Beach  Power  Company  for  500  horsepower  to 
supply  power  to  the  municipalities  in  this  district. 

In  order  to  supply  the  increased  loads  in  the  dis- 
trict and  to  supply  power  to  other  municipalities  which 
had  made  application  to  the  Commission,  a  contract 
vvas  made  with  the  Cedars  Rapids  Transmission  Com- 
pany, this  power  being  delivered  at  a  high-tension 
station  constructed  at  Cornwall.  Power  was  first  re- 
ceived from  this  new  station  on  May  1st,  1919.  This 
extension  increased  the  capital  expenditure  from  ap- 
proximately $180,000  to  over  $570,000.  and  the  load 
supplied  in  this  district  increased  from  less  than  500 
horsepower  to  over  2,000  horsepower  during  the  last 
six  months  of  the  year. 

The  actual  cost  of  operation,  maintenance  and  the 
necessary  fixed  charges  for  the  year  increased  by  $6,- 
078.93.  or  approximately  11  per  cent.  Idle  load  is 
growing  rapidly  and  more  favorable  results  are  anti- 
cipated during  1920. 

Thunder  Bay  System 

During  the  past  ten  years  power  has  been  supplied 
lo  Port  Arthur  by  the  Commission  under  a  contract 
for  power  received  from  the  Kaministiquia  Power 
Company.  This  contract  expires  in  December.  1  r>20. 
and  at  the  request  of  the  municipalities  in  this  district, 
the  Commission  commenced  the  construction  of  a  de- 
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velopment  on  the  Nipigotl  River  at  Cameron's  Falls, 
in  the  fall  of  1918. 

The  ultimate  capacity  of  this  plant  will  be  75.000 
horsepower.  The  first  installation  will  have  a  capac- 
ity of  approximately  30,000  horsepower,  and  it  is  ex- 
pected that  the  plant  will  be  readv  for  operation  about 
December  1st,  1920. 

Rideau  System 

Power  was  first  supplied  to  this  system  from  the 
Merrickville  plant  where  the  Commission  had  a  con- 
tract for  500  horsepower,  and  while  this  plant  was  suf- 
ficient to  supply  the  needs  of  the  district  during  the 
first  year's  operation,  the  rapid  growth  in  the  loads 
of  the  municipalities  supplied  necessitated  the  Com- 
mission going  ahead  with  the  development  of  High 
Falls  on  the  Mississippi  River,  which  development, 
when  completed,  will  supply  approximately  3,000 
horsepower.  The  first  unit  of  this  plant  will  be  put 
into  operation  about  May,  1920. 

Central  Ontario  System 

Just  prior  to  the  signing  of  the  armistice,  this  sys- 
tem was  fully  loaded  and  the  installation  of  a  third 
generating  unit  of  3,750  k.v.a.  capacity  was  in  progress 
at  Healey  I 'alls  in  order  to  meet  the  increasing  de- 
mand.  When  the  war  terminated,  the  munitions  load 
fell  off  abruptly,  the  decrease  being  nearly  30  per  cent, 
of  the  total  pre-armistice  load.  After  a  period  of 
quiescence,  new  loads  began  to  develop  so  that  by 
the  beginning  of  the  last  quarter  of  the  year  normal 
conditions  had  again  returned.  As  a  consequence  of 
the  inactive  period  the  revenues  of  the  power  depart- 
ment declined  by  30  per  cent.,  and  the  local  systems 
by  11  per  cent,  from  those  of  the  previous  year.  Ad- 
vancing wage  rates  and  material  costs  resulted  in  an 
increase  of  12  per  cent,  in  the  cost  of  operation  of  the 
power  department,  while  the  operating  costs  of  the 
local  systems  declined  by  10  per  cent,  owing  to  de- 
creased power  demand.     The  fixed  charges  of  the 


power  department  increased  by  12  per  cent,  owing  to 
completion  of  the  Healey  Falls  development  and,  as 
during  the  greater  part  of  the  year  the  capacity  of  the 
new  unit  was  not  required,  this  increased  the  burdens 
of  the  system  without  bringing  any  compensating 
revenue. 

The  operation  of  the  pulp  mill,  which  had  been 
profitable  previously,  was  conducted  at  a  loss  this 
year  owing  to  low  market  prices  and  advancing  manu- 
facturing costs.  Since  the  end  of  the  year  market 
conditions  have  entirely  changed  and  the  operations 
of  the  mill  are  now  yielding  very  large  profits. 

Since  August,  1919,  the  demand  for  power  on  this 
system  has  increased  to  such  an  extent  that  all  avail- 
able generating  plants  are  fully  loaded  and  construc- 
tion work  on  a  new  10,000  horsepower  development  at 
Ranney's  Falls  will  be  commenced  this  spring. 

It  is  expected  that  the  increased  loads  will  return 
sufficient  revenue  to  bring  about  profitable  operation 
in  almost  all  municipalities  and  that  in  cases  where 
rate  increases  are  necessary  through  rising  costs, 
these  increases  will  not  be  large. 

Nipissing  System 

The  increase-  in  loads  on  this  system  during  the 
year  was  such  that  the  demand  for  power  exceeded  the 
capacity  of  the  hydraulic  generating  plant  and  neces- 
sitated the  operation  of  the  steam  plant  during  low- 
water  periods  of  the  year.  The  operation  of  this  steam 
plant,  with  the  increased  cost  of  coal  as  well  as  the  in- 
creased cost  of  operation  and  maintenance  of  the  plant, 
seriously  handicapped  the  system  and  resulted  in  a  net 
operating  loss  for  the  year  amounting  to  $1,089.53. 

•  The  installation  of  storage  dams  will  be  completed 
some  time  during  the  coming  summer,  so  that  during 
periods  of  high  water,  the  water  supply  may  be  stored, 
and  thereby  obviate  the  necessity  of  operating  the 
steam  plant  during  low  water  periods,  and  with  this 
change  the  operation  of  the  plant  should  show  a  good 
surplus. 


Large  Public  Garage  in  Montreal,  P.Q. 

Concrete  Structure  Partially  Built  in  Winters- 
Ramps  Connect  the  Floors — Service  Facilities 


THE  Arena  Garage.  St.  Catherine  Street  W  est. 
Montreal,  recently  completed,  is  an  example 
of  the  splendid  facilities  now  provided  for  the 
repair  and  storage  of  motor  cars  and  trucks. 
Buildings  of  this  character    must    be  substantially 
constructed  of  fire  proof  materials,     exterior  orna- 
mentation having  no  place  in  the  design. 

The  structure  is  of  concrete  and  brick,  on  an  area 
of  32,000  square  feet.  The  exterior  walls  are  of  con- 
crete, with  a  brick  facing,  the  exterior  pillars  being 
of  the  same  construction.  The  interior  partitions 
separating  the  various  rooms  are  of  terra  cotta  and 
brick;  the  floors,  of  concrete,  have  a  slight  slope  to 
the  centre  to  insure  good  drainage.  The  water  is 
carried  into  one  main  drain,  and  from  there  into  the 
civic  sewers. 

~  Excavation  w  ork  for  this  building  was  commenc- 
ed last  August,  but  owing  to  labor  troubles  it  was 
well  on  in  the  winter  before  the  concrete  work  was 
finished.   When  the  cold  weather  set  in  difficulty  was 


encountered  in  getting  the  concrete  set ;  this  was, 
however,  overcome  by  heating  the  mixture  before  it 
was  poured  into  the  forms.  The  forms  were  also  left 
a  little  longer  than  is  usual  so  that  the  concrete  would 
be  properly  set. 

Each  bay,  24  ft.  x  25  ft.,  provides  space  for  three 
cars,  the  floor  being  marked  ofif  with  concrete  guides 
to  prevent  cars  coming  in  contact  with  one  another. 
The  aisles,  which  are  twenty-one  feet  wide,  give 
ample  space  for  cars  to  be  moved. 

Access  to  the  upper  floors  is  by  means  of  a  con- 
crete ramp,  which  is  80  feet  long  and  built  on  a  15% 
grade.  The  ground  floor  consists  of  automobile 
showrooms  and  service  station  besides  space  for 
approximately  fifty  cars.  Washing  racks  are  placed 
on  each  floor,  wdu'le  on  the  ground  floor  there  is  a 
large  workshop  for  the  chauffeur's  and  owners  who 
desire  to  make  minor  repairs  to  their  cars. 

The  other  two  floors  contain  space  for  about  150 
cars,  besides  chauffeurs'  recreation  and  refreshment 
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Canada's  Contractors — W.  M.  Irving 


Mr.  W.  M.  Irving,  general  contractor,  Montreal,  is 
a  well  known  figure  in  the  contracting  circles  of  that 
city.  He  has  been  president  of  the  Montreal  Build- 
er's Exchange  for  the  past  two  years,  and  has  always 
taken  a  keen  interest  in  all  affairs  relating  to  construc- 
tional activities. 

Mr.  Irving  was  born  January  2nd,  1872,  at  South- 
wick,  Scotland.  On  the  completion  of  his  education 
he  entered  his  father's  contracting  business  as  an  ap- 
prentice. In  1904,  he  came  to  Canada  and  was  associ- 
ated with  the  firm  of  John  Stewart  &  Company,  con- 
tractors, Montreal,  till  1906.  From  1906  to  1908  he  was 
with  the  Canadian  White  Company,  and  in  the  latter 
year  went  into  business  for  himself.  Since  he  com- 
menced business,  Mr.  Irving  has  made  a  specialty  of 
building  residences,  some  of  those  recently  completed 
being  for  the  following:  Mr.  William  Yuile,  Montreal; 
Mr.  G.  E.  Birks,  Montreal;  Mr.  I.  P.  Rexford  Mon- 
treal; and  Mr.  F.  E.  Skelton,  Montreal.  Mr.  Irving 
also  built  the  University  Club,  Montreal;  the  factory 
for  the  B.  J.  Coghlin  Company,  Limited,  Montreal,  and 
the  MacFarlane  shoe  factory,  Montreal. 

Mr.  Irving  returned  last  January  from  a  trip  to  the 
Old  Country,  during  which  visit  he  studied  labor  con- 
ditions in  England  and  Scotland,  and  in  his  presiden- 
tial address  at  the  annual  meeting  of  the  Montreal 
Builders'  Exchange  he  spoke  of  the  labor  conditions 
in  those  countries.  In  this  address  he  also  referred  to 
the  great  need  of  stability  in  the  building  trade  and 


declared  that  stabilization  was  the  most  important 
problem  now  on  hand. 


Mr.  W.  M.  Irving 

Mr.  Irving  is  also  a  member  of  the  Engineers' 
Club,  Montreal  Amateur  Athletic  Association,  and  the 
Heather  and  Thistle  Curling  Club. 


rooms,  ladies'  waiting  room  and  chauffeurs'  employ- 
ment bureau.  Another  feature  of  the  garage  is  the 
electric  signal  service  reaching  all  the  floors.  Lockers 
fitted  with  a  tire  compartment,  size  15  in.  x  40  in.  x 
40  in..  Robe  rails,  shelling  and  clothes  space  are  also 
furnished  to  patrons.  A  club  room  fitted  with  lava- 
tories and  shower  baths,  is  situated  on  the  first  floor 


for  the  use  of  chauffeurs.  Provision  has  been  made 
fur  an  additional  storey.  The  building  was  designed 
by  Mr.  J.  Archibald,  architect,  Montreal,  the  gen- 
eral contract  being  carried  out  by  Munn  &  Shea, 
Montreal.   The  cost  was  $150,000. 


Estimates  and  plans  are  being  prepared  by  the  en- 
gineers of  the  1 1  vdro-Electric  Power  Commission  of 
(  hitario  for  a  steam  reserve  plant,  which  will  be  lo- 
cated in  Toronto,  -Hamilton,  Windsor  or  Niagara 
Falls.  The  plant  will  require  15  or  20  acres,  and  nego- 
tiation will  be  conducted  with  the  above  cities  before 
decision  is  made  regarding  location.  Sir  Adam  lieck 
states  that  the  first  unit  of  the  plant  will  generate  50,- 
000  h.p.  and  will  turn  over  by  the  fall  of  1921. 


The  Board  of  Control  at  Ottawa  has  refused  the 
request  of  Messrs.  McDougal  Bros.,  contractors  on 
the  St.  Patrick  Street  bridge,  to  be  allowed  to  increase 
their  tender  on  this  work.  The  contractors  are  now 
faced  with  a  demand  for  increased  wages  from  the 
laborers,  who  have  threatened  to  strike  unless  then- 
demands  are  met.  The  contractors  tender  was  $172,- 
108. 


Upper — Construction    view    of    Arena    garage,  Montreal. 

ing  nearly  completsd 


Lower — build- 


The  growth  of  the  pulp  and  paper  industry  in 
Canada  has  been  a  remarkable  one.  In  1881  there  were 
five  mills  in  this  country,  capitalized  at  about  $52,000. 
and  producing  annually  about  $62,000  worth  of  pro- 
ducts. To-day  there  are  over  90  plants  in  Canada  cap- 
italized at  about  $200,000,000,  and  producing  about 
5,000  tons  of  paper  daily  at  an  annual  value  of  about 
SI ()(),<  )l )().( )()(.). 
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Preparations  are  Made  for  the  Most  Sucess- 
ful  Convention  of  the  Canadian  Good 
Roads  Association  Ever  Held 

(Continued  from  page  475) 

Roads  Association,  for  election  of  directors  and  offi- 
cers, and  reception  of  annual  report  and  financial  state- 
ment. 

Thursday,  June  3rd. 
Fifth  Session 

10.00  a.m.— 

Presiding-  Officer,  Hon.  S.  J.  Latta. 

Address:  "Schools  for  Highway  Engineering,"  by 
General  C.  H.  Mitchell,  Dean,  School  of  Science,  Uni- 
versity of  Toronto. 

Paper:  "Highway  Bridges  and  Culverts,'*  by  M. 
A.  Lyons.  Chief  Engineer,  Good  Roads  Board,  Pro- 
vince of  Manitoba. 

Paper:  "Asphaltic  Concrete  Pavements,"  by  \V . 
II.  Connell,  Consulting  Engineer,  Philadelphia,  Pa. 

Paper:  "Cement  Concrete  Roads,"  by  VV.  P.  Near, 
City  Engineer,  St.  Catharines,  (  hit. 
Noon — Luncheon  and  drive. 

Sixth  Session 

2.30  p.m. —  Presiding  Officer:  A.  McGillivray. 

Address  by  W.  Eindlay,  business  manager  The 
Globe.  Toronto,  Ont.,  on  "The  Value  of  the  Local  As- 
sociation in  a  Nation- Wide  Highways  Movement." 

Paper:  "The  Importance  of  Keeping  a  Traffic  Cen- 
sus" by  W.  A.  McLean,  Deputy  Minister  of  High- 
ways, Province  of  Ontario. 

Paper:  "Refined  Tar  in  Construction  and  Mainten- 
ance," by  Andrew  E.  Macallnm.  C.  E.,  Commissioner 
of  Works,  City  of  Ottawa. 

Paper:  "Road  Oils  and  Carpet  Coats,"  by  J.  A. 
Duchastel  de  Montrouge,  City  Manager,  ( hitremont, 
Que. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


The  Georgian  Bay  Cement  Works  at  Owen  Sound,  Ont., 
will,  in  the  near  future,  expend  $75,000  on  new  kilns  and  ma- 
chinery. 

The  Barrett  Roofing  Company  have  taken  out  a  permit 
for  a  $150,000  warehouse  which  will  he  erected  at  the  corner 
of  Keating  and  Saulter  streets,  Toronto. 

Building  figures  from  Calgary  show  a  total  of  $809,000 
in  building  permits  issued  for  the  first  four  months  of  the 
present  year,  compared  with  $603,900  for  the  entire  year  of 
1919. 

The  city  council  of  Windsor,  Ont..  at  a  recent  meeting 
decided  to  adopt  the  Government's  1920  housing  scheme, 
which  places  the  sum  of  $1,500,000  at  the  city's  disposal  for 
the  erection  of  workmen's  homes. 

For  the  purpose  of  encouraging  house  building  in 
Kingston,  Ont.,  a  by-law  was  presented  to  the  ratepayers 
recently,  and  subsequently  passed,  exempting  all  dwellings 
to  the  value  of  $2500.00,  erected  during  1920  or  1921,  for  a 
period  of  five  years,  from  taxation. 

The  Vancouver  Board  of  Harbor  Commissioners  are 
considering  the  advisability  of  connecting  the  north  and 
south  shores  of  Burrard   Inlet  by  a  dam  and   tilled  area. 


Major  Swan,  the  board's  engineer,  has  been  instructed  to 
prepare  plans  for  such  a  project. 

Mr.  J.  B.  Detweiler,  local  manager  of  the  Steel  Company 
of  Canada's  branch  at  Brantford,  Ont.,  was  presented  with 
a  club  bag  recently  by  his  fellow  employees  on  the  occasion 
of  his  resigning  the  above  position  to  take  charge  of  the 
Bluebird  Manufacturing  Company,  Brantford,  of  which  he 
is  president. 

The  new  paving  plant  at  Chatham,  Ont.,  commenced 
operations  recently.  The  estimated  capacity  of  the  plant  for 
the  season  is  125,000  yards  of  three-inch  pavement,  or,  approxi- 
mately. 100  miles.  The  plant  is  creating  a  good  deal  of  in- 
terest and  representatives  of  several  western  cities  and  towns 
have  inspected  it. 

Messrs.  D.  A.  Boyd  and  John  Mowat  have  secured  the 
Saskatchewan  rights  for  the  manufacture  of  concrete  slabs, 
and  have  opened  temporary  offices  in  the  Sterling  Trusts 
Building,  Regina.  Mr.  Boyd  announced  recently  that  it  is 
their  intention  to  erect  a  factory  in  Regina  for  the  manu- 
facture of  the  slabs. 


Personal 

Mr.  H.  L.  Suthern  has  resigned  as  sanitary  inspector 
at  Wetland,  Ont. 

The  Jackson-Lewis  Co.,  Ltd.,  general  contractors,  of 
Toronto,  will  occupy  new  offices  in  rooms  503-504  Ryrie 
Building,  220  Yonge  St.,  after  May  29th. 

Mr.  James  Milne  has  been  appointed  waterworks  in- 
spector at  Stamford.  Out.,  and  will  shortly  make  a  com- 
plete  inspection   of   the   town's   waterworks  system. 

Mr.  R.  R.  Beebee  has  been  appointed  assistant  engineer 
at  Fredericton,  N.  B.  Mr.  Beebee  will  assist  City  Engineer 
McDowell  on  the  extensive  paving  program  plannea  tor  the 
coming  summer. 

Messrs.  Kent  &  Paquette,  excavating  and  road  contract- 
ors, have  opened  offices  at  1008  Delorimier  Ave.,  Montreal, 
and  will  be  pleased  to  receive  prices  on  material  and  cata- 
logs on  equipment. 

Mr.  G.  J.  Stephenson,  of  Paynton,  Sask.,  a  returned  sol- 
dier, has  been  appointed  resident  architect  of  the  federal  de-' 
partment  of  public  works  for  the  province  of  Saskatchewan, 
with  headquarters  at  Regina. 

Mr.  Thomas  Adams,  town  planing  adviser  to  the  Do- 
minion Government,  sailed  on  the  S.  S.  Melba  recently  lor 
England,  where  he  will  represent  the  Civic  Improvement 
League  at  the   International   Congress  on  Housing. 

Mr.  J.  M.  Brown,  who  resigned  as  engineer  at  the  Do- 
minion Power  &  Transmission  Company's  plant.  Hamilton, 
recently,  was  presented  with  a  handsome  club  bag  by  his 
fellow  engineers.  Mr.  Brown  has  accepted  a  position  on  the 
Provincial  Board  of  Examiners. 

Mr.  Chas.  J.  Desbaillets  has  been  appointed  engineer 
in  charge  of  the  aqueduct  work  at  Montreal,  by  the  Mon- 
treal Water  Board.  Mr.  Desbaillets  has  been  manager  and 
chief  engineer  of  Sherbrooke,  Que.,  for  the  past  three 
years,  and  previous  to  that  was  connected  with  the  Cana- 
dian Westinghouse  Company,  as  district  engineer  of  the 
Eastern  division,  for  seven  years.  He  has  already  entered 
upon  his  new  duties  at  Montreal. 


Obituary 

Mr.  Lewis  Bennett,  one  of  Hamilton's  oldest  and  best 
known  contractors,  died  recently  at  his  residence,  9;;  Bread- 
albane  St.,  following  a  brief  illness.  Mr.  Bennett  was  71 
years  of  age  and  had  been  in  the  contracting  business  in 
Hamilton  for  the  past  :S7  years,  retiring  but  a  few  months 
ago. 


Contracts  Department 


News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Belleville,  Ont. 

City  contemplates  the  construction  of 
sidewalks  on  IS  streets,  estimated  to 
cost  $16,000.  Engineer,  J.  G.  Mill.  Con- 
struction of  tank  sewer  also  planned. 

Blenheim,  Ont. 

Geo.  W.  Riseborough,  clerk  for  Har- 
wich Township,  Blenheim,  will  receive 
tenders  for  construction  of  tile  and  open 
drain. 

Chartierville,  Que. 

Town  contemplates  the  gravelling  of 
roads.     Secy.-treas.,   E.  Landry. 

Courtenay,  B.  C. 

Robert  McCuaig,  Municipal  clerk,  will 
receive  tenders  until  June  10th  for  con- 
struction and  installation  of  waterworks 
system  costing  $55,000, 

East  Bolton,  Que. 

By-law  passed  authorizing  expendi- 
ture of  $115,889.44  on  construction  of 
roads  for  Town.  Secy.-treas.,  \V.  ET. 
Juby,  East  Bolton. 

Fredericton,  N.  B. 

Tenders  will  he  received  until  May 
28th  for  construction  of  roads  in  Xew 
Brunswick.  Minister  Public  Works.  P. 
J.  Veniot,  Fredericton.  Specifications 
at  Dept.  and  with  Provincial  Engineer, 
St.  John. 

Halifax,  N.  S. 

Tenders  will  he  received  until  June  7th 
for  construction  of  Reserve  Road  (Cape 
Breton),  8.3  miles  of  slag  macadam: 
Liverpool  -  Caledonia  Road,  5  miles  of 
gravel  road  near  Liverpool.  Plans  with 
chief  engineer  for  Provincial  Dept. 
Highways,  J.  W.  Roland,  Halifax. 

Hamilton,  Ont. 

City  contemplates  expenditure  of  $41,- 
409. 9:i  on  laying  of  pipe  sewers.  Clerk. 
S.  H.  Kent. 

Langley,  B.  C. 

Municipality  plans  to  expend  about 
$l(i,00()  on  road  improvements.  Engin- 
eer, Mr.  Breckon. 

Merritton,  Ont. 

Town  will  receive  tenders  until  May 
29th  for  construction  of  sewers.  Clerk. 
Richard  Clark;  engineer,  F.  N.  Ruther- 
ford. 

Montreal,  Que. 

Rene  Bauset.  City  clerk,  will  receive 
tenders  until  June  2nd  for  paving  work 
to  cost  $51,937.    Plans  with  engineer,  A. 
E.  Doucet. 
New  Toronto,  Ont. 

E.  A.  James  Co.,  engineers.  Excelsior 
Life  Bldg.,  Toronto,  will  rece've  tenders 
until  June  4th  for  construction  of  side- 
walks and  sewers  for  Town. 

Richmond,  Que. 

Town  contemplates  the  construction 
of  aqueduct.  Secy.-treas.,  A.  V.  Glas- 
sey. 

Ridgetown  Ont. 

Town   will   receive  tenders  until  May 


28th  for  construction  of  concrete  pave- 
ment on  Main  street,  1050  ft.  x  46J/S  ft. 
Clerk,  H.  A.  Mallory;  engineer,  J.  A. 
Macdonald. 

Riviere  du  Loup,  Que. 

Town  is  having  plans  prepared  for 
construction  of  aqueduct  and  sewerage 
system.     Secy.-treas..  E.  Talbot. 

St.  Armand  Ouest,  Parish  of,  Que. 

Geo.  Bradley,  secy.-treas.  for  Muni- 
cipality, will  receive  te  nders  until  May 
28th  for  gravelling  road. 

St.  Cesaire,  Que. 

B.  Michaud,  Deputy  Minister,  will  re- 
ceive tenders  until  June  7th  for  gravel- 
ling roads  for  Municipality.  Plans  with 
engineer.  G.  Henry,  Roads  Dept.,  Pari. 
Bldgs.,  Quebec. 

Thedford,  Ont. 

Bosanquet  Township  will  have  plans 
prepared  for  repairs  to  Canada  Co. 
Canal.  Clerk,  Geo.  Sutherland,  Thed- 
ford, Ont. 

Toronto,  Ont. 

W.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Highways,  Toronto, 
will  receive  following  tenders:  Until 
June  9th.  for  supply,  crushing  and  de- 
livery of  4,200  cu.  yds.  stone  in  Char- 
lottenburg  Township;  until  June  9th.  for 
supply,  crushing  and  delivery  of  7,000 
cu.  yards  of  stone  on  Highway  in  Town- 
ships'of  Matilda  and  Williamsburg;  un- 
til June  9th,  for  supply,  crushing  and 
delivery  of  (i.000  cu.  yds.  of  stone  on 
Highway  in  Lancaster  Township.  Spe- 
cifications for  above  three  tenders  can 
be  seen  at  Dept.  and  at  office  of  resi- 
dent  engineer,   Cornwall,  Ont. 

W.  A.  McLean.  Deputy  Minister  for 
Provincial  Dept.  Highways,  will  receive 
following  tenders:  Until  June  11,  for 
extending  bituminous  macadam  pave- 
ment two  miles  or  more  northerly  from 
Newmarket;  until  June  14th  for  con- 
struction of  concrete  pavement,  etc  , 
from  westernly  limit  of  Hamilton  about 
9,000  lin.  ft.,  plans  to  be  seen  at  Dept.. 
with  City  Engineer,  Hamilton,  and  Re- 
sident Engineer,  Paris;  until  June  18th 
for  construction  of  concrete  pavement  in 
Village  of  Pickering,  plans  to  be  seen 
after  May  28th  at  Dept.  and  with  Resi- 
dent Engineer,  Port  Hope;  until  June 
15th  for  "about  :!,000  cu.  yds.  of  earth- 
work on  Provincial  Highway.  %  mile 
east  of  Oshawa,  plans  to  be  seen  at 
Dept.,  and  with  Resident  Engineer,  Port 
Hope. 

Tenders  will  be  received  until  May 
29th  for  construction  of  concrete  side- 
walks on  various  streets  for  York  Town- 
ship. Plans  with  Engineer,  Frank  Bar- 
ber, 40  Jarvis  St..  Toronto. 

W.  A.  McLean.  Deputy  Minister  Pro- 
vincial Dept.  Highways,  Toronto,  will  re- 
ceive tenders  until  June  9th  for  grading, 
etc.,  in  Township  of  Leeds.  Specifica- 
tions at  Dept.  and  with  Resident  En- 
gineer, Gananoque,  Ont. 

Tenders  will  be  received  until  May 
28th   for  construction  of  6  in.  cast  iron 


watermains  on  various  streets  for  York 
Township.  Specifications  with  Engi- 
neer, Frank  Barber,  40  Jarvis  St.,  To- 
ronto. 

W.  A.  McLean.  Deputy  Minister  for 
Provincial  Dept.  Highways,  will  receive 
tenders  until  June  5th  for  excavating, 
construction  of  concrete  structures,  etc.. 
in  (1)  and  (2),  Burford  and  Blenheim 
Townships.  Sec.  A.  and  B..  and  (3). 
Blandford  and  East  Oxford.  Specifica- 
tions at  Dept.  and  with  Resident  Engi- 
neer, Paris,  Ont. 

Vancouver,  South,  B.  C. 

Municipality  of  South  Vancouver  will 
call  tenders  shortly  for  improvements  to 
roads  costing  $25,000.  Commissioner.  F. 
T.  Gillespie',  South  Vancouver. 

Wingham,  Ont. 

Town  will  call  tenders  shortly  for  con- 
struction of  concrete  pavement,  curbs 
and  gutters  costing  $40,000.  Clerk.  John 
F.  Groves. 

Town  will  have  plans  prepared  for  con- 
struction of  dam.  Engineer,  Roy  Pat- 
terson. Goderich,  Ont. 

Whitby,  Ont. 

E.  A.  James  Co..  engineers.  Excelsior 
Life  Bldg..  Toronto,  have  been  instruct- 
ed to  prepare  plans  for  paving  about 
of  mile  of  Town's  main  streets. 

Woodstock,  N.  B. 

Town  will  call  tenders  about  June  10th 
for  construction  of  concrete  sidewalks 
costing  $30,000.    Town  manager.  R.  F. 

Armstrong. 

CONTRACTS  AWARDED 
Halifax,  N.  S. 

Halifax  Relief  Commission,  Sackville 
St.,  awarded  general  contract  for  pav- 
ing work  to  Bedford  Construction  Co., 
Royal  .Bank  Bldg. 

Hamilton,  Ont. 

Barton  Township  has  awarded  gen- 
eral contract  for  construction  of  cement 
sidewalk  and  stone  road  to  Chas.  Bray- 
ley.  155  Gibson  Ave.,  Hamilton. 

L'Acadie,  Que. 

Town  has  awarded  general  contract 
constructing  four  miles  of  road  to  Riche- 
lieu Quarry. 

Leamington,  Ont. 

Town  has  awarded  general  contract 
for  paving  work  to  Merlo.  Merlo  &  Ray, 
Walkerville.  Ont.,  at  $3.50  per  sq.  yd. 
Cost,  $30,000. 

Martintown  Ont. 

Charlottenburg  Township  awarded 
general  contract  for  crushed  stone  road 
costing  $13,000  to  $15,000  to  Stidwell  & 
McLean.  Cornwall,  Ont. 

Ottawa,  Ont. 

City  lias  awarded  general  contract 
constructing  asphalt  pavement  on  two 
streets  costing  $20,000  to  Standard  Pav- 
ing Co.,  Central  Chambers,  Elgin  St.. 
and  general  contract  constructing  as- 
phalt on  two  streets  costing  $20,000  to 
O'Leary's  Ltd.,  Bank  National  Bldg. 

Suburban   Roads  Commission.  Thistle 
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Bldg.,  Wellington  St.,  placed  the  general 
contract  constructing  pavement  costing 
$87,000  to  Standard  Paving  Co.,  Central 
Chambers,  Elgin  St. 

City  has  contracted  with  The  Imper- 
ial Oil  Co.,  525  Bank  St.,  for  supply  of 
road  and  fuel  oil. 

Sandwich  East,  Township  of,  Ont. 

Township  has  awarded  the  general 
contract  constructing  sidewalks  at  28c 
a  sq.  ft.  to  S.  West  &  Co.,  1023  Sand- 
wich St.,  Sandwich.    Cost,  $25,000. 

Scarboro,  Township  of,  Ont. 

Township  awarded  the  general  contract 
for  construction  of  water  system  cost- 
ing $300,000  to  Central  Foundation  Co., 
14  Wellington  E.,  Toronto. 

Shawinigan  Falls,  Que. 

Town  has  awarded  general  contract 
constructing  concrete  road  to  Bellefeu- 
ille  &  Trepanier  Ltd.,  St.  Francois 
Xavier,   Three   Rivers.     Cost,  $50,000. 

St.  Malachie  d'Ormstown,  Que. 

Municipality  will  probably  award  the 
general  contract  constructing  bitumin- 
ous macadam  road  costing  $12,000  to 
Messrs.  Creig  &  Steel,  Ormstown. 

Toronto,  Ont. 

Board  of  Control  has  awarded  con- 
tracts for  construction  of  pavements  on 
various  streets  to  Commissioner  of 
Works,  R.  C.  Harris,  as  follows:  As- 
phalt, six  streets,  at  $5,626,  $14,334.  $6.- 
053,  $22,082,  $6,290  and  $5,530;  asphalt 
and  brick  block,  one  street,  at  $6,302; 
bitulithic,  five  streets,  at  $10,382,  $23,511, 
$4,254,  $22,296  and  $25,138;  brick  block, 
two  streets,  $17,016  and  $3,025;  concrete 
curbs,  five  streets  at  90c,  $1.01,  92c,  90c 
and  90c  respectively. 

Winnipeg,  Man. 

Greater  Winnipeg  Water  District 
awarded  general  contract  for  one  mile 
of  underdrainage  costing  $26,000  to 
Fowler  &  Young.  24  Aikens  Bldg.,  Win- 
nipeg. 


Railroads,  Bridges  and  Wharves 

Acton  Vale,  Que. 

J.  C.  Pierre,  secy.-treas.  for  Town,  will 
receive  tenders  for  construction  of 
bridge. 

Chartierville,  Que. 

Town  contemplates  the  construction 
of  two  bridges.  Secy.-treas.,  E.  Lau- 
dry. 

Durham,  Ont. 

Wm.  Weir,  Reeve  for  Glenelg  Town- 
ship, R.  R.  No.  1,  Durham,  will  receive 
tenders  until  June  15th  for  construc- 
tion of  reinforced  concrete  arch  bridge. 
Plans  with  reeve  and  engineer,  Isaac 
Traynor,   C.E.,   Dundalk,  Ont. 

L'Assomption,  Que. 

J.  Archambault,  secy.-treas.  for  Town, 
will  receive  tenders  until  May  21st  for 
construction  of  reinforced  concrete  for 
Morion-Brossard  bridge. 

Pelee  Island,  Ont. 

Wm.  Stewart,  clerk  for  Pelee  Town- 
ship, will  receive  tenders  until  May  29th 
for  removel  of  present  concrete  work  of 
flume,  highway  bridge,  pump  pit  and 
spillways,  and  rebuilding  same. 

Point  Grey,  B.  C. 

B.  C.  Electric  Rly.  Co.,  Carrall  St., 
Vancouver,  are  having  plans  prepared 
for  erection  of  railway  station  costing 
$10,000.    General  manager,  Geo.  Kidd. 


Powell  River,  B.  C. 

Dominion  Dept.  Public  Works  contem- 
plates construction  of  wharf  costing  $11,- 
000. 

Richmond,  Que. 

Town   contemplates   the  construction 
of  two  bridges.    Engineer,  Mr.  Desau- 
tels,  Sherbrooke. 
Saskatchewan,,  Province  of 

H.  S.  Carpenter,  Deputy  Minister  for 
Provincial  Dept.  Highways,  Regina,  will 
receive  tenders  until  June  1st  for  con- 
struction of  two  reinforced  concrete 
bridges  and  two  concrete  abutments  for 
bridge.  j  \&t\ 

St.  Hugues,  Que. 

Municipality  has  started  work  by  day 
labor  on  construction  of  two  concrete 
bridges.    Secy.-treas.,  W.  Melamcou. 
Toronto,  Ont. 

Tenders  will  be  received  until  May 
29th  for  construction  of  concrete  arch 
bridge  over  Little  Don  for  York  Town- 
ship. Plans  at  office  of  engineer,  Frank 
Barber,  40  Jarvis  St.,  Toronto. 
Wingham,  Ont. 

Town  will  have  plans  prepared  for  con- 
struction of  bridge.  Engineer,  Roy  Pat- 
terson, Goderich,  Out. 

CONTRACTS  AWARDED 
Fergus,  Ont. 

County  of  Wellington  placed  the  gen- 
eral contract  for  erection  of  bridge  cost- 
ing $15,000  with  Reid  Riddell  Engineer- 
ing Co.,  Confederation  Life  Bldg.,  To- 
ronto. 

Little  Current,  Ont. 

Dominion  Dept.  Public  Works  has 
awarded  general  contract  rebuilding 
wharf  to  Wm.  Birmingham,  Kingston, 
Ont. 

North  West  Mirimachi  River,  N.  B. 

Dominion      Dept.       Public  Works 
awarded  general  contract  for  dredging 
'  work  to  Mirimachi  Dredging  Co.,  New- 
castle, N.  B. 

Ottawa,  Ont. 

City  and  County  awarded  the  general 
contract  constructing  reinforced  concrete 
arch  bridge  costing  $300,000  to  Thos.  Mc- 
Laughlin, 574  Somerset  St. 

St.  Eustache,  Que. 

Town  has  awarded  general  contract 
for  construction  of  concrete  bridge  cost- 
ing $5,000  to  Messrs.  Legault  &  Demess. 

Toronto,  Ont. 

Toronto  &  Hamilton  Highway  Com- 
mission has  awarded  general  contract 
constructing  bridge  and  grading  to  R. 
H.  H.  Blackwell,  Peterboro,  Ont. 

Wallaceburg,  Ont. 

McCoy  &  Caughey,  Wallaceburg, 
have  been  awarded  the  contract  for  the 
construction  of  steel  and  concrete  bridge 
and  abutments  on  the  county  line,  Lamb- 
ton  and  Kent.  The  span  will  be  48  ft. 


Public  Buildings,  Churches 
and  Schools 

Albanel,  Que. 

Parish  contemplates  the  erection  of 
presbytery  costing  $10,000.  Priest,  A. 
Tremblay . 

Bonnyville,  Alta. 

A.  M.  Jeffers,  architect,  202  McLeod 
Blk,  Edmonton,  will  call  tenders  shortly 
for  erection  of  hospital  for  Missionary 
Society  of  Presbyterian  Church. 

Brooks,  Alta. 

Town  contemplates    the    erection  of 


town  hall  and  fire  station  costing  about 
$10,000.    Clerk,  C.  L.  Bambrick. 

Comox,  B.  C. 

Wm.  Frederick  Gardiner,  architect,  701 
Vancouver  Blk.,  will  call  tenders  about 
June  1st  for  alterations  and  additions  to 
hospital  costing  about  $50,000  for  City. 

Decker,  Man. 

Decker  School  Board  will  call  tenders 
shortly  for  erection  of  school.  Archi- 
tect, Alex.  Melville,  500  Bank  of  Nova 
Scotia  Bldg.,  Winnipeg. 

East  Angus,  Que. 

Audet  &  Charbonneau,  architects,  194 
Pare  G.  E.  Cartier,  Montreal,  and  74 
King  St.,  Sherbrooke,  will  receive  ten- 
ders until  June  4th  for  erection  of  church 
building  here. 

East  Florenceville,  N.  B. 

Col.  W.  W.  Melville,  secy.  School  Bd., 
will  receive  tenders  until  May  27th  for 
erection  of  school  costing  $20,000.  Plans 
with  School  Bd.  and  architect,  Chas.  Ar- 
chibald, 50  Princess  St.,  St.  John. 

Fort  William,  Ont. 

Canada  Iron  Foundries  Ltd.  are  pre- 
paring plans  for  erection  of  employees' 
club  to  cost  about  $75,000. 

Freeman,  Township  of,  Ont. 

E.  J.  Barnes,  secy.  School  Bd.,  will  re- 
ceive tenders  for  erection  of  public 
school  costing  $7,000.  Architects,  W. 
W.  LaChance  &  N.  A.  Kearns,  Wel- 
land,  Ont. 

Grande  Prairie,  Alta. 

Barney  Michells,  Grande  Prairie,  is 
having  plans  prepared  for  erection  of 
theatre  costing  $25,000. 

J.  Fitzallen,  secy,  for  Municipality, 
Grande  Prairie,  will  receive  tenders  un- 
til May  30th  for  erection  of  fire  hall 
costing  $10,500. 

Halifax,  N.  S. 

County  Council  will  call  tenders  about 
June  1st  for  construction  of  brick  and 
concrete  vault,  costing  $20,000,  in  Court 
House.  Clerk,  P.  Archibald,  Court 
House. 

Hamilton  Ont. 

F.  W.  Warren,  architect,  Bank  of  Ham- 
ilton Bldg.,  will  call  tenders  about  June 
1st  for  erection  of  hall  costing  $40,000 
for  Knights  of  Pythias. 

Kamloops,  B.  C. 

Dominion  Postal  Dept.  has  had  plans 
prepared  and  will  call  tenders  for  erec- 
tion of  post  office  costing  $25,000.  Secy., 
R.  C.  Desrochers,  Dept.  Public  Works, 
Ottawa. 

Keewatin,  Ont. 

Lake  of  the  Woods  Milling  Co.  are 
erecting  community  hall  building  cost- 
ing $75,000. 

Lethbridge,  Alta. 

Jos.  H.  Lee  plans  to  make  alterations 
and  erect  additions  to  the  Lethbridge 
Hotel,  Fifth  St.  S. 

London,  Ont. 

Watt  &  Blackwell,  architects,  Bank  of 
Toronto  Bldg.,  will  prepare  plans  for 
erection  of  children's  hospital  costing 
$50,000  for  I.  O.  D.  E. 

Mission  City,  B.  C. 

Cifv  contemplates  the  erection  of  me- 
morial hospital  costing  about  $12,000. 
Clerk,  J.  A.  Barr. 

Moncton,  N.  B. 

Moncton  Mosaic  Temple  Ltd.  contcm- 
(Continued  on  page  58) 


Notice  to  Contractors 


TOWN  OF  ST.  LAMBERT 


Pursuant  to  the  requirements  of  fie  Canada 
Highways  Act,  sealed  tenders  marked  "Tender 
for  Grading,  Contract  No.  56"  will  he  received 
hy  the  undersigned  until  twelve  o'clock  noon 
on  Saturday,  June  12th,  1920,  for  approximately 
3000  cuhic  yards  of  earthwork  on  the  Provincial 
Highway,  in  the  Township  of  East  Whitby,  ap- 
proximately one-half  mile  East  of  the  Town  of 
Oshawa. 

Specifications  and  forms  of  tender  may  he 
seen  on  and  after  Saturday,  May  22nd,  1920, 
at  the  office  of  the  Resident  Engineer,  Port 
Hope,  Ont.,  and  at  the  office  of  the  under- 
signed 

A  marked  cheque  for  $500  payable  to  the  Min- 
ister of  Public  Works  and  Highways,  Ontario, 
must  accompany  the  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when   contract   is  signed. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

W.  A.  McLEAN, 
Deputy   Minister  of  Highways, 

Department  of  Public  Highways, 

Toronto,  May  18th,  1020.  21 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders  marked  "Tender 
for  Concrete  Pavement,  No.  55"  will  le  re 
ceived  by  the  undersigned  until  twelve  o'clock 
noon  on  Friday,  June  18th,  1920,  for  the  con- 
struction of  a  concrete  pavement  on  the  Pro- 
vincial   Highway,   in    the    Village   of  Pickering. 

Specifications  and  forms  of  tender  may  be 
seen  on  and  after  Friday,  May  28th,  1920,  at 
the  office  of  the  Resident  Engineer,  Port  Hope, 
Ont.,   and   at   the   office  of   the  undersigned. 

A  marked  cheque  for  $500  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario,   must    accompany    the  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways, 
Department    of    Public  Highways, 

Toronto,  May  18th,  1020.  21 


Town  of  Merritton 


SEWER  TENDERS 


Sealed  tenders,  marked  as  to  contents,  will 
be  received  by  Richard  Clark,  Town  Clerk,  Mer- 
ritton, un  to  noon.  May  29th,  for  the  construction 
of  sewers;  350  feet  30  inch,  730  feet  24  inch, 
1100  feet  10  inch. 

Plans,  specifications  and  necessary  information 
may  be  obtained  from  F.  N.  Rutherford,  Town 
Engineer,  21  Queen  Street,  St.  Catharines.  20-21 


Tenders  for 
Paving  Wanted 


Tenders  are  invited  for  Paving  in  liituminous 
Macadam,  (Penetration  Method)  for  Tiffin  Road, 
6100  feet  in  length,  14  feet  wide,  and  Petit  Hois 
2500  feet  in   length  and  14  feet  wide. 

The  work  is  to  be  done  in  accordance  with 
t'te  By-laws  of  the  Town.  The  Plans  and  Spe- 
cifications of  the  Provincial  Department  of 
U  ads 

Each  Tender  must  he  accompanied  with  an 
accej  ted  cheque  on  a  Chartered  Hank,  and  made 
payable  to  the  order  of  the  Minister  of  Roads. 
Quebec. 

For  Tiffin  Road  the  deposit  shall  be  the  sum 
of  $2,000,  and  for  Petit  Hois  the  deposit  shall 
be  $X5<>. 

No  tender  will  be  taken  into  consideration  if 
not  made  according  to  the  form  prescribed  by 
the  Hon.   Minister  of  Roads. 

The  Council  is  not  obliged  to  accept  the  low- 
est or  any  ot  the  Tenders. 

The  Hy-Laws,  Plans  and  Specifications  are  de- 
posited in  the  office  at  the  Town  Hall,  St.  Lam- 
bert. 

Sealed  tenders  will  be  received  at  the  Town 
Hall,  St.  Lambert,  up  to  five  o'clock  in  the  af- 
ti  ri  n,  on  Monday,  May  31st. 

JAMES  R.  BEATTY, 

Secretary -Treasurer. 

St.   Lambert,  Que. 

May  10th,  1020.  (21) 


NEW  TORONTO,  ONT. 


Tenders  will  be  received  up  to  5  p.m.  Friday, 
June  4,  1920,  at  the  office  of  the  Engineers,  for 
the  following  work  : — 

(1)    30,000  sq.   ft.   of  concrete  sidewalk. 

(2  )      2,000  sq.   yds.   concrete  pavement. 

(3)  2,700  lin.    ft.    of    excavation    and  laying 

0  in.   cast  iron  water  mains. 

(4)  2.700  lin.    ft.    of    excavation    and  laying 

8  in.  and  10  in.  sanitary  sewers. 

(5)  630  lin.  ft.   2  ft.  6  in.  x  6  ft.  0  in. 
reinforced  storm  sewer. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  Engineers,  36  Toronto  Street,  To- 
ronto. 

W.   H.   C.  MILLARD,  Town  Clerk, 
CHAS.  LOVEJOY,  Mayor, 

New  Toronto. 
THE  E.  A.  JAMES  CO.,  LIMITED, 
Consulting  Engineers, 
21  36   Toronto,    St.,  Toronto. 


Tenders  Wanted 


Sealed  Tenders  will'  be  received  by  the  un- 
dersigned for  the  construction  of  a  Reinforced 
Concrete  Arch  Bridge  over  the  Saugeen  River 
at  Lots  10  and  11,  Con.  4  N.D.K.  in  the  Town- 
ship of  Glenelg.  50  ft.  span,  14  ft.  roadway — 
steel    to   be  supplied   by   the  Township. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  Reeve  or  with  Isaac  Traynor,  engi- 
neer, Dundalk;  after  May  24th. 

Tenders  will  be  received  up  to  the  5th  of  June 
and  opened  that  day  at  the  Township  Hall. 

A  marked  cheque  for  10  per  cent,  of  tender 
must  be  deposited  as  a  guarantee.  Cheque  to 
be  returned  if  tender  is  not  accepted. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

WILLIAM  WEIR, 
,  Reeve  of  Glenelg 

R.  R.  No.  1. 

Durham,   Ont.  21 


FOR  SALE — Secondhand  Cement  Mixer, 
mounted  on  truck;  machine  is  in  good  running 
condition.  For  particulars  apply  to  A.  Davis  & 
Son,  Ltd.,  Kingston,  Ont.  21 


Tenders  for 
Highways  Construction 


Sealed  tenders  will  be  received  at  the  office  of 
the  Provincial  Highways  Hoard,  Province  of  Nova 
Scotia,  Halifax,  N.  S.,  up  to  noon,  Monday, 
June  7th,  1920,  for  the  construction  of  the  fol- 
lowing roads: 

RESERVE  ROAD  (Cape  Breton)— 8.3  miles  of 

Slag  Macadam  Road. 
LIVERPOOL-CALEDONIA  ROAD — 5  miles  ol 
gravel  road  near  Liverpool. 

Plans  and  specifications  governing  such  work 
can  be  inspected  at  the  office  of  the  Chief  En- 
gineer on  and  after  May  20th,  1920. 

Each  tender  for  the  work  must  be  accompanied 
by  an  accepted  cheque  equal  to  ten  per  cent. 
(10%)  of  the  amount  of  the  tender.  See  Para- 
graph 14,  General  Conditions  of  Contract.  No 
interest  will  be  paid  on  this  deposit  while  it  is 
held  by  the  Board.  Should  the  bidder  to  whom 
the  contract  is  awarded  refuse  to  enter  into  a 
contract  with  the  Highways  Board  within  five 
(5)  days '  after  the  notice  of  such  award,  the 
amount  of  such  cheque  may  be  forfeited  to  the 
Highways  Board. 

No  contract  will  be  awarded  to  any  party  or 
parties  who  cannot  show  a  reasonable  experi- 
ence, acquaintance  with,  and  preparation  for,  the 
proper  performance  of  the  class  of  work  for  which 
tenders  are  submitted.  If  required,  each  bidder 
must  file  evidence  of  his  ability  to  execute  the 
work  to  be  contracted  for  to  the  satisfaction  of 
the  Board,  and  furnish  a  Guarantee  Company's 
Bond  to  the  amount  of  twenty-five  per  cent.  (25 
p.c.)  of  the  tender. 

The  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

J.  W.  ROLAND,  Chief  Engineer, 

Provincial  Highways  Board. 

Dated  May  15,  1920.  20-21 


Tenders  for  Pavement 


Sealed  tenders  will  be  received  for  the  con- 
struction of  concrete  pavement  on  Main  Street 
in  the  Town  of  Ridgetown  from  Victoria  Avenue 
to  Walnut  Street,  a  distance  of  1050  feet  anrf 
46J/2  feet  in  width.  Tenders  will  be  received  by 
the  undersigned  up  until  Friday  evening,  the 
28th  day  of  May,  1920. 

Plans,  specifications  and  all  necessary  informa- 
tion may  be  obtained  at  the  office  of  J.  A.  Mac- 
donald,  Town  Engineer. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

H.  A.  MALLORY,  Clerk, 
20-21  Ridgetown,  Ont. 


For  Sale 

1500  pes.   Spruce  and  Jack  Pine  green  Piling, 
35    to    55    foot    lengths.      Apply    Thunder  Bay 
Harbour  Improvement  Co.,  Port  Arthur,  Ont. 
21-22 


Tandem  Steam  Roller  For  Sale 

Six-ton  Buffalo-Springfield  Tandem  Steam  Road 
Roller,  now  in  shop  being  thoroughly  overhauled 

and  ready  for  immediate  delivery. 

KELLY  POWELL  LIMITED, 

403  McArthur  Building. 
20-21  Winnipeg,  Man. 


"Smith"  Concrete  Mixer  For  Sale 

No.  1l/2  (18  cu.  ft.  mixed  batch  capacity) 
"Smith"  Concrete  Mixer,  on  Trucks,  with  Steam 
Engine  and  Boiler — no  sideloader;  has  been  thor- 
oughly overhauled;  painted;  new  boiler  fittings; 
everything  in  first  class  working  order;  practic- 
ally as  good  as  new.     Immediate  shipment. 

KELLY  POWELL  LIMITED. 

403  McArthur  Building, 
20-21  Winnipeg,  Man. 
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Department  of  Railways  and 
Canals,  Canada 

WELLAND  CANAL 

Notice  to  Contractors 

Placing  Stone  Protection  on  Summit 
Level  between  Thorold  and 
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PROVINCE  OF  MANITOBA 


Department  of  Public  Works 


Port  Colborne 

Sealed  tenders,  addressed  to  the  undersigned, 
and  marked  "Tender  for  the  placing  of  stone 
protection  on  the  summit  level  of  the  Welland 
Canal  between  Thorold  and  Port  Colborne,"  will 
be  received  at  this  office  until  12  o'clock  noon, 
on  Wednesday,  June  2nd,  1920. 

Specifications  and  form  of  contract  to  be  en- 
tered into  can  be  seen  at  the  office  of  the  Chief 
Engineer  of  the  Department  of  Railways  and 
Canals,  Ottawa,  and  at  the  office  of  the  Super- 
intending Engineer,  St.  Catharines,  Ont. 

An  accepted  hank  cheque  for  the  sum  of  $1,- 
5<M),  made  payable  to  the  order  of  the  Minister 
of  Railways  and  Canals,  must  accompany  eacn 
tender,  which  sum  will  be  forfeited  if  the  party 
tendering  declines  entering  into  contract  for  the 
work  at  rates  stated   in   the  offer  submitted. 

The  cheque  thus  sent  in  will  be  returned  to 
t'le  respective  contractors  whose  tenders  are 
not  accepted. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

By  order, 

J.  W.  PUGSLEY,  Secretary. 
Department  of  Railways  and  Canals, 

Ottawa,  May  21st,  1920.  2'.' 


Waterworks  System 

for  the 

Village  of  Milverton,  Ont. 

Sealed  and  marked  tenders,  addressed  to  Mr. 
Samuel  Petrie,  Milverton,  will  be  received  up 
to  8  p.m.,  Monday,  June  7th,  1920,  for  the  lay- 
ing, jointing  and  backfilling  of  cast  iron  water 
mains.  The  Municipality  will  supply  the  cast 
iron  pipe  and  specials;  the  Contractor  will  fur- 
nish all  labor,  yarn,  lead,  etc.,  necessary  for  the 
following  w  ork  : — 

10,500  lin.  ft.  of  6  in.  pipe. 
1,350  lin.  ft.  of  8  in.  pipe. 
2,500  lin.  ft.  of  4  in.  pipe. 
Plans  and   specifications   may  be   seen   at  the 
office  of  the  Engineers. 

SAMUEL  PETRIE,  Reeve. 
THE  E.  A.  JAMES  CO.,  LIMITED, 
Engineers. 

36  Toronto  Street, 
21  22  Toronto,  Ont. 


Bridge  Tenders 


Sealed  tenders  will  be  received  by  W.  H. 
Richards,  Reeve  of  Drayton,  Out.,  up  to  noon 
on  Thursday,  June  3rd,  for  the  construction  of 
the  following  bridges  for  the  County  of  Welling- 
ton : — 

Honsinger  45-ft.  concrete  truss  on  Concession 
2,   Peel  Township. 

Campbell  35-ft.  concrete  truss  on  Lots  25  and 
26.  Concession  4,  Minto  Township. 

Fisher  30-ft.  concrete  truss,  Concession  9, 
Minto  Township. 

15-ft.  Wilkinson  bridge,  Lots  25  and  26,  Con- 
cession 6,  Minto  Township. 

14-ft.  McConnell  bridge,  Concession  4,  Peel 
Township. 

14-ft.  Cherry  bridge,  Concession  6,  Peel  Town- 
ship. 

12-ft.  Milne  bridge,  between  W.  Luther  and 
W.  Garafraxa. 

Walker's  culvert,  between  Peel  and  Maryboro. 

14-ft.  Gainor  bridge,  three  S-ft.  culverts,  one 
5-ft.  culvert,   lots  9-10,   Concession   17,  Peel. 

For  plans  and  other  information,  apply  to 

A.  W.  CONNOR, 
21  34  Victoria  St.,  Toronto. 


Sealed  tenders,  addressed  to  the  Hon.  The 
Minister  of  Public  Works  for  Manitoba,  will 
be  received  at  the  office  of  the  undersigned,  Par- 
liament Buildings,  Broadway,  Winnipeg,  up  to 
noon  of  Saturday,  June  5th,  1920;  at  which  time 
and  place  same  will  be  opened  in  public ;  for  the 
construction  of  a  "Soldiers'  Pavilion  and  Re- 
ceiving Hospital"  at  the  Selkirk  Hospital  for 
Mental  Diseases,   Selkirk,  Manitoba. 

Plans  and  specifications  may  be  seen  at  the 
Winnipeg  Builders'  Exchange,  or  may  be  ob- 
tained from  the  Architects,  Messrs.  Northwooil 
and  Carey,  615  Union  Bank  Building,  Winnipeg. 

Forms  of  tender  may  be  obtained  on  applica- 
tion to  the  undersigned,  and  no  tender  will  be 
considered  unless  submitted  on  the  same  forms 
and  enclosed  in  the  envelope  which  will  be  pro- 
vided for  the  purpose. 

Two  Forms  of  Tender  will  be  supplied,  known 
respectively  as  Form  of  Tender  "A"  and  Form 
of  Tender  "B."  Contractors  submitting  bids 
may  use  either  or  both  forms  and  in  the  event 
of  using  both  forms  the  deposit  cheque  must 
accompany  form  of  tender  "A." 

No  tender  will  be  considered  unless  acoo.m 
panied  by  a  certified  cheque  on  a  chartered  bank 
in  favor  of  The  Hon.  The  Provincial  Treasurer 
of  Manitoba  for  an  amount  equal  to  five  per 
cent.   (5%)  of  the  amount  of  the  tender. 

The  cheques  of  the  unsuccessful  tenderers  will 
be  returned  to  them  immediately  following  the 
award  of  the  contract  to  the  successful  tenderc-. 

The  cheque  of  the  successful  tenderer  will  be 
deposited  in  The  Provincial  Treasurer's  Trust 
Account  as  security  for  the  execution  of  the 
contract  and  the  faithful  performance  of  all  the 
provisions  thereof.  After  the  execution  of  the 
contract  the  cheque  may  be  substituted  by  Vic- 
tory Bonds  or  other  similar  securities  such  as 
may  be  acceptable  to  the  Provincial  Treasurer. 
Bank  interest  will  be  allowed  on  the  cheque 
from  the  time  of  its  deposit  until  its  return. 

Any  variation  from  the  form  of  tender  sup- 
plied will  be  deemed  good  and  sufficient  reason 
for  the  non-consideration  of  any  tender  so  varied  ; 
prospective  bidders  are  therefore  requested  to 
govern  themselves  strictly  in  accordance  with 
the  conditions  laid  down  in  the  forms  of  tender 
supplied. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

S.  C.  OXTON, 
Deputy   Minister  of  Public  Works. 
Parliament  Buildings,  Winnipeg, 

May  ISth,  1920.  21 


Tenders  for  School  Building 


Sealed  bulk  and  separate  tenders  will  be  re- 
ceived up  to  7  p.m.  of  the  9th  day  of  June,  1920, 
by  C.  G.  Hulet,  Secretary  Norwich  School  Board, 
for  the  several  trades  required  in  alterations 
and  improvements  to  a  proposed  high  scnool 
building  in   the  town   of   Norwich,  Ont. 

Contractors  intending  to  bid  are  requested  to 
examine  the  building  before  tendering. 

Plans  and  specifications  are  to  be  seen  at  C. 
G.  Hulet's  store  and  at  the  office  of  S.  G.  Kin- 
sey,  architect,  14  Fifth  St.,  Chatham,  Ont.,  from 
whom  any  required  information  may  be  had. 

The  lowest  or  any  tender  not  necessarily 
accepted.  2*1 


For  Sale 

1— 6K  x  10  Double  Drum  Buffalo  Hoist  with 
Boiler.  Apply  Thunder  Bay  Harbour  Improve- 
ment Co.,  Port  Arthur,  Ont.  20-24 


ASSISTANT  WANTED  on  Drainage  Engi- 
neering Work.  State  qualifications  and  salary 
wanted.  Box  254,  Contract  Record,  Toronto, 
Ont.  21 
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Tenders  for 
Highway  Construction 

Sealed  tenders  will  be  received  at  the  office 
of  the  Provincial  Highways  Board,  Province  of 
Nova  Scotia,  Halifax.  N.  S.,  up  to  noon.  Sat- 
urday, June  12th,  1920,  for  the  construction  of 
the  following  roads : 

BRIDGEWATER-LUNENBURG  Road,  4  miles 

of  gravel  road. 
LUNENBURG-RIVERPORT  Road,  7  miles  of 

gravel  road. 

WINDSOR-HANTSPORT    Road,    7    miles  of 
gravel  road. 

WEYMOUTH-METEGHAN  Road,  10  miles  of 
gravel  road. 

GUYSBORO-TRACAD1E  Road,  4  miles  of  grav- 
el road. 

Plans  and  specifications  governing  such  work 
can  be  inspected  at  the  office  of  the  Chief  Engi- 
neer on  and  after  May  31st,  1920. 

Each  tender  for  the  work  must  be  accom- 
panied by  an  accepted  cheque  equal  to  ten  per 
cent.  (10  p.c.)  of  the  amount  of  the  tender. 
See  Paragraph  14,  General  Conditions  of  Con- 
tract. No  interest  will  be  paid  on  this  deposit 
while  it  is  held  by  the  Board.  Should  the  bid- 
der to  whom  the  contract  is  awarded  refuse  to 
enter  into  a  contract  with  the  Highways  Board 
within  five  (5)  days  after  the  notice  of  such 
award,  the  amount  of  such  cheque  may  be  for- 
feited to  the  Highways  Board. 

No  contract  will  be  awarded  to  any  party  or 
parties  who  cannot  show  a  reasonable  experience, 
acquaintance  with,  and  preparation  for,  the  pro- 
per performance  of  the  class  of  work  for  which 
tenders  are  submitted.  If  required,  each  bidder 
must  file  evidence  of  his  ability  to  execute  the 
work  to  be  contracted  for  to  the  satisfaction  of 
the  Hoard,  and  furnish  a  Guarantee  Company's 
Bond  to  the  amount  of  twenty-five  per  cent. 
(25  p.c.)   of  the  tender. 

The  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

J.  W.  ROLAND,  Chief  Engineer, 

Provincial  Highways  Hoard. 
Dated  May  22,  1920.  21-22 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Grading,  Contract  No.  65,"  will  be  received 
by  the  undersigned  until  twelve  o'clock  noon  on 
Wednesday,  June  16th,  1920,  for  earth  work  and 
other  necessary  work  on  the  Provincial  High- 
way, in  the  Township  of  North  Gower. 

Specifications  and  forms  of  tender  may  be 
seen  on  and  after  Wednesday,  May  26th.  1920. 
at  the  office  of  the  Resident  Engineer,  Kempt- 
ville,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  the  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy   Minister  of,  Highwav.-. 
Department    of    Public  Highways, 

Toronto,  May  22nd,  1920.  21 


To  Contractors 


Sealed  tenders,  addressed  to  the  undersigned, 
marked  "Tender  for  Alterations  and  Addition  to 
the  David  Kyle  Public  School,"  will  be  received 
at  the  office  of  the  Secretary  of  the  Public 
School  Board  in  the  Central  Scnool  Building, 
Albert  Street,  City,  up  to  S  p.m.,  Wednesday, 
June  9,  1920,  for  alterations  and  additions  to  the 
above  named  building. 

Plans'  and  specifications  can  be  seen  at  the 
office  of  Thomas  R.  Wilks,  Architect,  612  Queen 
Street  East. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted bank  cheque,  payable  to  the  Bonrd  of 
Public  School  Trustees,  for  five  per  cent,  of 
the  tender.  The  lowest  or  any  tender  not  neces- 
sarily accepted. 

MISS  GIBSON,  Secretary, 
21  Public  School  Board 
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Bridge  Tenders 


Scaled  tenders  will  be  received  by  D.  D,  Hroad- 
foot,  Esq.,  Reede  &  Nichol,  Fergus,  Ont.,  up  to 
noon  on  Wednesday,  June  2nd,  for  the  private 
construction  of  the  50  ft.  concrete  arch  bridge, 
known  as  Morrison  Bridge,  on  the  fourteenth 
concession  of  Nichol  P.P. 

For  Plans,  etc.,  apply  to 

A.  W.  CONNOR, 
21  34  Victoria   St.,  Toronto. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Grading,  Contract  No.  64,"  will  be  received 
by  the  undersigned  until  twelve  o'clock  noon  on 
Wednesday,  June  16th,  1920,  for  earth  work 
and  other  necessary  work  on  the  Provincial 
Highway,  in   the  Township  of  North  Gower 

Specifications  and  forms  of  tender  may  be 
seen  on  and  after  Wednesday,  May  26th,  1920, 
at  the  office  of  the  Resident  Engineer,  Kempt- 
ville,  and  at  the  office  of   the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  the  tender. 

A  Guaranty  Company's  bond  for  ten  per  rent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department   of    Public  Highways, 

Toronto,  May  22nd,  1920.  21 

TOWN  OF  OAKVILLE 
Province  of  Ontario 

Notice  to  Contractors 


Sealed  tenders  will  be  received  by  the  Chair- 
man of  the  Board  of  Water  and  Light  Commis- 
sioners, Oakville,  Ont.,  until  6  p.m.,  on  Tues- 
day, June  15th,  1920,  for  the  supplying  of  the 
following  material: — 

5,640  lin.  feet  12  inch  Cast  Iron  Water  Pipe  and 
Special  Castings. 
650  lin.  feet  12  inch  Steel  Water  Pipe. 
7,000  pounds  Structural  Steel. 
650  lin.   feet  insulating  covering  for  12  inch 
Steel  Pipe. 

Also  the  labor  and  certain  material  necessary 
for  :— 

Excavating  and  laying  5,640  feet  12  inch  Cast 

Iron  Pipe. 
Setting  valves,  hydrants  and  specials. 
Supporting  650  lineal  feet  of  Steel  Pipe  on  Rail- 
way of  Viaduct. 
Constructing  reinforced  concrete  ducts. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  Board,  Oakville,  or  at  the  Engi- 
neer's office,  Toronto. 

No  tender  necessarily  accepted. 

C.  G.  MARLATT,  Esq.,  Chairman, 
MRS.   M.   C.  IRVINE,  Secretary, 

Board  of  Water  &  Light.  Commsrs. 
CHIPMAN  &  POWER.Engineers 
21-2.'J  Toronto,  Ont. 


Wanted  — A  Trench  Excavator 

Second-hand,  Buckeye  make,  No.  3  or  4.  Ad- 
dress J.  E.  Thibaudcau,  72  Fourth  Street,,  Shaw- 
inigan  Falls,  Que.  20-23 


WANTED — General  Superintendent  of  Con- 
struction for  a  large  Contracting  Firm,  doing 
principally  factory  building  and  reinforced  con- 
crete work.  Apply  Box  249,  Contract  Record, 
Toronto.  20-23 
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Department  of  Public  Works 


Re  Manitoba  School  (or  the  Deaf 


The  time  for  receiving  tenders  for  the  con- 
struction of  a  group  of  Buildings  for  the  Mani- 
toba School  for  the  Deaf  has  been  extended  un- 
til noon  of  Monday,   May  31st,  1920. 

S.  C.  OXTON, 
Deputy   Minister  of  Public  Works. 
Winnipeg,  May  ISth,  1920.  21 


Public  Buildings,  Churches 
and  Schools 

Continued  from  page  55) 

plates  the  erection  of  temple  to  cost 
$99,000.  Interested,  A.  Wheeler,  51  Rail- 
way Ave. 

Montreal,  Que. 

M.  J.  M.  Manning,  secy,  for  R.  C. 
School  Commission,  East  Dist.,  191 
Stadacona  St.,  will  receive  tenders  until 
June  1st  for  erection  of  school.  Plans 
with  architects,  Vautrin  &  Bernier,  92 
Notre  Dame  St. 

Paincourt),  Ont.' 

Watt  &  Blackwell,  architects,  64  Bank 
of  Toronto  Bldg.,  London,  will  receive 
tenders  until  May  27th  for  erection  of 
Catholic  chapel  costing  $15,000. 

Pouce  Coupe,  B.  C. 

Provincial  Dept.  Public  Works  is  hav- 
ing plans  prepared  for  erection  of  Gov- 
ernment building  costing  $12,000.  En- 
gineer, A.  E.  Foreman,  Victoria,  B.  C. 

Rimouski,  Que. 

Erection  of  presbytery  here  is  plan- 
ned. Architect,  Oscar  Beaule,  21  D'Aig- 
uillon  St.,  Quebec. 

Sackville,  N.  B. 

Tenders  closed  May  20th  for  erection 
of  High  School  costing  $25,000  to  $30,- 
000  for  School  District  No.  9.  Chairman, 
Mr.  C.  G.  Steadman. 

Sanford,  Man. 

Community  Church  of  Sanford  has 
had  plans  prepared  for  erection  of  church 
costing  $20,000. 

Skiff,  Alta. 

Skiff  Consolidated  School  District  No. 
58  contemplates  erection  of  school.  Sec- 
retary, O.  A.  Bergen,  Skiff. 

St.  Falien  de  Panet,  Que. 

Rev.  Gustave  Cloutier  will  receive  ten- 
ders for  erection  of  Sacristy  and  general 
repairs  to  church. 

St.  Paul  de  Metis,  Que. 

School  Board  contemplates  the  erec- 
tion of  school  costing  $50,000.  Parish 
priest,  L'Abbe  Boucher. 

Stratton,  Ont. 

Morley  Consolidated  School  Board  has 
had  plans     prepared     for     erection  of 
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school  costing  $30,000.  Chairman,  Frank 
Clement,  Stratton. 

Teeswater,  Ont. 

Rev.  J.  Flahaven,  priest  of  Church  of 
the  Sacred  Heart,  will  receive  tenders 
until  June  4th  for  alterations  and  ad- 
dition to  church  costing  $8,000.  Plans 
at  Parish  House  and  at  office  of  archi- 
tect, A.  W.  Holmes,  10  Bloor  E.,  Tor- 
onto. 

Toronto,  Ont. 

Bd.  of  Education  will  call  tenders 
about  June  1st  for  erection  of  additions 
to  two  schools.  Secy.-treas.,  W.  W. 
Pearse,  155  College  St. 

Forward  Baptist  Church  is  erecting 
church  building  costing  $15,000  by  day 
labor.  Committee,  W.  Baughurst,  92 
Merrill  Ave.;  H.  Jackman,  2247  Gerrard 
East. 

Ontario  College  of  Art,  St.  James  Sq., 
are  having  plans  prepared  for  erection 
of  art  building. 

Tenders  will  be  called  about  June  1st 
for  erection  of  additions  to  two  schools. 
Secy.-treas.  Bd.  of  Education,  W.  W. 
Pearse,  155  College  St. 

Vancouver,  B.  C. 

Benevolent  &  Protective  Order  of  Elks, 
522  Seymour  St.,  will  appoint  architect 
to  prepare  plans  for  erection  of  lodge 
rooms  estimated  to  cost  $125,000. 

West  London,  Ont. 

Watt  &  Blackwell,  architects,  64  Bank 
of  Toronto  Bldg.,  will  receive  tenders  for 
remodelment  of  Empress  Ave.  Sunday 
School.    Cost,  $10,000. 

William  Lake,  B.  C. 

Provincial  Dept.  Public  Works  is 
having  plans  prepared  for  erection  of 
Government  building  costing  $20,000. 
Engineer,  A.  E.  Foreman,  Victoria,  B. 

C. 

Yorkton,  Sask. 

J.  M.  Clark,  secy.  School  Bd.,  will  re- 
ceive tenders  until  May  28th  for  erec- 
tion of  school  costing  $100,000.  Plans 
with  architects,  Storey  &  Van  Egmond, 
Regina. 

CONTRACTS  AWARDED 

Hamilton,,  Ont. 

Pantages  Theatres  have  awarded  gen- 
eral contract  erecting  theatre  building 
to  P.  H.  Secord  &  Sons,  133  Nelson  St., 
Brantford,  Ont. 

Montreal,  Que. 

Completion  of  church  costing  $100,000 
for  Congregation  St.  Leo  R.  C.  Church, 
4311  Western  Ave.:  General  contract 
and  masonry,  John  Quinlan,  1165  Green 
Ave.;  steel.  Phoenix  Bridge  &  Iron 
Works,  83  Colborne  St.;  carpentry,  D. 
M.  Long,  204  William  St.;  plumbing  and 
roofing,  J.  J.  Briard,  1277  St.  Domin- 
ique St.;  plastering,  P.  D.  Clark  &  Sons, 
26  Lincoln  St.;  painting.  W.  J.  Ryan,  32 
Fort  St.;  tiling,  G.  R.  Locker,  143  Mans- 
field St. 

Mount  Dennis,  Ont. 

Addition  to  school  costing  $50,000  for 
S.  S.  No.  28,  York  Township:  Masonry, 
Page  &  Co.,  18  Toronto  St.,  Toronto; 
steel  sash,  Trussed  Concrete  Steel  Co. 
of  Canada,  34  King  St.  W.,  Toronto; 
painting  and  glazing,  Jas.  Phinnemore, 
36  Dupont  St.,  Toronto;  electrical  work, 
Harris  &  Marson,  819  Parkway  Ave., 
Toronto;  terrazzo  floors,  Italian  Mosaic 
&  Marble  Co.,  442  King  St.  W.,  Toronto; 
heating,  Sheppard  &  Abbott,  119  Har- 
bord  St.,  Toronto;  plastering,  R.  C.  Cud- 
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more,  873  St.  Clair  Ave.  W.,  Toronto; 
carpentry,  E.  S.  Warns,  Mt.  Dennis. 

Ottawa,  Ont. 

Alex.  Christie  &  Son,  Kenniston  Apts., 
Elgin  St.,  have  general  contract  repair- 
ing and  altering  building  for  Central 
Canada  Exhibition  Ass'n.,  City  Bldgs., 
City  Hall.    Cost,  $20,000. 

St.  Jerome  Parish,  Que. 

School  Bd.  has  awarded  general  con- 
tract for  erection  of  school  costing  $6,- 
000  to  Henri  Corbeil,  St.  Jerome,  Que. 

Toronto,  Ont. 

Club  house  costing  $18,000  for  Prim- 
rose Club,  care  architect,  Benj.  Brown, 
Manning  Chambers:  Masonry,  Ontario 
Bricklayer  Co.;  carpentry,  Glassman  & 
Sherman,  229  Augusta  Ave. 


Business  Buildings  and  Indus- 
trial Plants 

Bell  River,  Que. 

Frazer  &  Bryson  Co.,  Ottawa,  Ont., 
contemplate  the  erection  of  pulpwood 
factory.   Director,  J.  B.  Frazer. 

Tobin  &  Mitchell,  Leister,  Eastern 
Townships,  contemplate  the  erection  of 
saw  mill.  Director,  Mr.  Tobin,  M.  P. 

Blenheim,  Ont. 

T.  W.  Graham  will  prepare  plans  at 
once  for  erection  of  garage  and  auto 
show  rooms  costing  $25,000. 

Cochrane,  Ont. 

Wilkins  &  Gooding  are  erecting  store 
and  residence  costing  $5,000. 

Gait,  Ont. 

J.  Evans,  architect,  30  Water  St.  N., 
will  receive  tenders  until  June  5th  for 
erection  of  machine  shop  costing  $25,- 
000  for  Elliott  &  Whitehall,  Hobson  St. 

Grande  Prairie,  Alta. 

Imperial  Oil  Co.,  Toronto,  will  receive 
tenders  for  erection  of  additional  oil 
tanks,  warehouse  and  power  plant.  Man- 
ager Edmonton  plant,  F.  Turley,  Tegler 
Blk.,  Edmonton. 

Chas.  Spencer,  architect,  will  receive 
tenders  for  erection  of  stores  and  hotel 
rooms  costing  $8,000  for  Frank  Donald. 

Halifax,  N.  S. 

Tenders  will  be  called  about  June  15th 
for  erection  of  dry  goods  store  costing 
$125,000  for  Mahons  Ltd.,  Barrington 
St.  Architect,  S.  P.  Dumaresq,  14  Prince 
St. 

Keewatin,  Ont. 

Lake  of  the  Woods  Milling  Co.  will 
start  work  about  July  on  construction  of 
tank  tower  costing  $20,000. 

L'Ardoise,  N.  S. 

Geo.  King  plans  to  make  extensive 
alterations  to  lumber  mill  and  to  in- 
stal  new  equipment. 

Montreal,  Que. 

Northern  Electric  Co.,  121  Shearer  St., 
contemplate  the  erection  of  addition  to 
factory.  Assistant  General  Manager,  Mr. 
Cameron,  121  Shearer  St. 

Patenaude  &  Carignan,  100  St.  Paul 
St.  E.,  contemplate  the  erection  of  ware- 
house costing  $5,000,' 

New  Toronto,  Ont. 

Chas.  E.  Ring,  Lake  Shore  Rd.,  Mim- 
ico,  will  erect  two  stores  costing  $10,- 
000. 

Penticton,  B.  C. 

Tenders  will  be  called  soon  for  erec- 
tion of  bank  addition  costing  $10,000  for 
Bank  of  Montreal,  H.  D.  Suckling,  local 


manager.  R.  B.  Bell,  Vernon,  B.C.,  re- 
tained as  architect,  has  associated  with 
him  Swan  &  Augustine,  architects,  Pen- 
ticton, who  will  supervise  the  construc- 
tion. 

Point  Grey,  B.  C. 

British  Canadian  Meat  Packing  Co.,  25 
Hastings  St.  W.,  Vancouver,  has  been 
incorporated  with  capital  of  $500,000  and 
over  and  contemplates  the  erection  of 
abbatoir  and  packing  house  to  cost  $100,- 
000.  Secy.-treas.,  E.  E.  O.  Allison,  470 
Granville  St.,  Vancouver. 

Regina,  Sask. 

T.  L.  Arnett,  Souris,  Man.,  contem- 
plates the  erection  of  plant  in  1921  for 
manufacture  of  store  fixtures. 

Riviere  du  Loup,  Que. 

Union  Glove  Works,  683  Ontario  St. 
E.,  Montreal,  plan  to  locate  a  glove  fac- 
tory here.    Representative,  C.  Huart. 

Sydney,  N.  S. 

Ed.  Leard,  architect,  Victoria  Rd.,  is 
preparing  plans  for  addition  to  stores 
and  residences  costing  $11,000. 

Toronto,  Ont. 

Sam  Himel,  195  Dundas  W.,  plans  to 
alter  residence  into  store  and  apartments 
by  day  labor. 

Chas  .  Garfunkel,  67  Huron  St.,  plans 
to  erect  store  and  apartments. 

Joe  Cira,  274  Gerrard  St.  E.,  is  erect- 
ing three  stores  and  apartments  costing 
$7,500. 

Windsor,  Ont. 

Walter  T.  Piggott,  Dougall  Ave.  and 
London  St.  W.,  is  starting  work  on  erec- 
tion of  (1)  planing  mill,  boiler  house  and 
dry  kiln,  and  (2)  office  building  and 
shed.    Cost,  $35,000. 

Peter  &  George  Osterhout,  23  Pitt  St. 
E.,  will  erect  store  and  office  building 
costing  $80,000.  Architect,  I.  S.  F.  Walk- 
er, Victoria  Blk. 

Winnipeg,  Man. 

Winnipeg  Woodworking  Co.,  828  Ber- 
esford  St.,  are  erecting  warehouse  cost- 
ing $5,000. 

Tenders  are  in  for  erection  of  garage 
costing  $50,000  for  A.  Bright,  141  Ban- 
natyne  Ave.,  Winnipeg. 

CONTRACTS  AWARDED 
Amherst,  N.  S. 

Auction  and  store  room  costing  $10,- 
000  for  C.  J.  Silliken,  Queen  Victoria 
St.:   Masonry  and  plastering,  Halfkeny 

Bros. 

Craigmyle,  Alta. 

Royal  Bank  of  Canada  has  awarded 
general  contract  erecting  bank  building 
to  Mr.  J.  Abrocrombie,  Craigmyle. 

Fort  William,  Ont. 

Canada  Iron  Foundries  Ltd.  have 
awarded  general  contract  erecting  foun- 
dry addition  to  M.  H.  Bradan,  Francis 
Blk.  Cost,  $20,000. 

Gainsborough,  Sask. 

Merchants  Bank  of  Canada  will  prob- 
ably award  the  general  contract  for  er- 
ection of  branch  bank  and  apartment 
costing  $10,000  to  R.  N.  Wyatt,  505 
Merchants  Bank  Bldg.,  Winnipeg,  Man. 

Gait,  Ont. 

Gait  Knitting  Co.,  Water  St.,  has 
awarded  general  contract  erecting  office 
building  to  A.  Thomas  &  Son,  304  Ma- 
cadamized Rd. 

Hamilton,  Ont. 

Mercury  Mills  Ltd.,  Cumberland  Ave., 
awarded  general  contract,  masonry  and 


carpentry  for  erection  of  factory  addi- 
tion costing  $100,000  to  W.  H.  Cooper, 
Clyde  Bldg. 

Montreal,  Que. 

Bournival  &  Cie,  333  Notre  Dame  St. 
E.,  placed  the  general  contract  for  alter- 
ations to  six  stores  and  residences  cost- 
ing $12,500  with  B.  Despatie,  3315  Chris- 
tophe  Colomb. 

Moose  Jaw,  Sask. 

R.  L.  Slater,  Moose  Jaw,  has  awarded 
general  contract  for  erection  of  store 
costing  $30,000  to  J.  Mather. 

Oakville,  Ont. 

Glassco  Ltd.  have  awarded  general  con- 
tract erecting  addition  to  jam  factory 
to  W.  H.  Howkes,  Lake  Shore  Rd.  Cost, 
$8,000. 

Quebec,  Que. 

Arthur  Frenette,  260  St.  Cyrille  St., 
has  the  general  contract  for  erection  of 
garage  costing  $12,000  for  Can.  Motors 
&  Machinery  Co.,  St.  Amable  St. 

J.  A.  Cote,  217  St.  Paul  St.,  has  award- 
ed general  contract  reconstructing  build- 
ing to  O.  Tremblay,  184  Richmond  St. 
Cost,  $13,000. 

Sherbrooke,  Que. 

Factory  buildings  costing  $1,300,000 
for  Canadian  Connecticut  Cotton  Mills 
Ltd.:  Fire  doors,  Douglas  Bros.,  19 
St.  Maurice  St.;  steel,  Dominion  Bridge 
Co.,  Lachine;  carpentry,  General  Lum- 
ber Co.,  Whiting  Blk.;  steel  sash,  Can. 
Sheet  Metal  &  Steel  Co.,  120  St.  James 
St.;  glass,  Pilkington  Bros.,  8  Bushy 
Lane. 

St.  John,  N.  B. 

Remodelment  of  bank  building  for 
Bank  of  Montreal:  Masonry,  B.  Moon- 
ey  &  Sons  Ltd.,  112  Queen  St.;  car- 
pentry, J.  Drury  &  Son,  37  Waterloo  St. 

Sudbury,  Ont. 

F.  M.  Stafford,  Sudbury,  has  placed 
the  general  contract  erecting  busi- 
ness block  addition  with  Labarge  Lum- 
ber Co.,  Sudbury.    Cost,  $26,000. 

Toronto,  Ont. 

C.  R.  Williams  Co.,  11  St.  Albans  St., 
placed  the  general  contract  for  erection 
of  planing  mill  costing  $12,500  with  T. 
V.  Gearing,  102  Carlton  St. 

Angus  Gillies,  548  Dovercourt  Rd.,  has 
the  general  contract  for  erection  of  four 
stores  and  apartments  at  1000-2-4-6 
Queen  St.  E! 

Furniture  building  costing  $250,000  for 
Adams  Furniture  Co.,  26  Queen  W.:  Ele- 
vator, Turnbull  Elevator  Mfg.  Co.,  126 
John  St.;  glazing,  Fred  G.  Roberts  Co., 
106  Wells  St.;  heating  and  sprinkler, 
Purdy  Mansell  Co.,  61  Albert  St. 

Addition  to  plant  for  Toronto  Iron 
Works,  Cherry  St.:  Steel,  Dominion 
Bridge  Co.,  20  Victoria  St.;  carpentry. 
Adam  Switzer,  216  Withrow  Ave.;  con- 
crete, Poole  &  Yonde,  82  Barrington  Ave. 

Addition  to  orifice  building  costing 
$100,000  for  Percy  Hermant,  Imperial 
Optical  Co.,  Hermant  Bldg.:  Elevator, 
Otis-Fensom  Elevator  Co.,  50  Bay  St.; 
heating,  W.  Schulkins,  932  College  St.; 
plumbing,  Clyde  Plumbing  &  Heating 
Co.,  143  St.  Patrick  St.;  roofing  and  sheet 
metal,  Toronto  Sheet  Metal  Co.,  675 
Richmond  W.;  glazing,  Cut  Glass  Co., 
104  Elizabeth  St. 

Vancouver,  B.  C. 

Dominion  Canners  of  B.  C.  have  award- 
ed the  general  contract  for  addition  and 
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alterations  to  canning  factory  costing 
$9,000  to  S.  J.  Newitt,  954  17th  Ave.  W. 

Cope  &  Son,  150  Hastings  St.  W., 
have  awarded  general  contract  for  erec- 
tion of  factory  a'ddition  costing  $6,000  to 
H.  Elphick,  1077  Richards  St. 

W.  H.  Chow,  101  Pender  St.  E.,  is 
architect  and  general  contractor  for 
Hung,  Fook,  Tong  on  erection  of  store 
and  club'  building  costing  $13,500. 


Residences 

Cupar,  Sask. 

Storey  &  Van  Egmond,  architects,  Mc- 
Callum  Hill  Blk.,  Kegina,  have  prepared 
plans  for  erection  of  residence  costing 
$7,000  for  A.  S.  Gee,  Cupar,  Sask. 

Grande  Mere,  Que. 

Laurentide  Tide  Co.,  Geo.  Cahoon,  Jr., 
Manager,  have  had  plans  prepared  for 
erection  of  three  bungalows  costing  $6,- 
000  each  and  are  having  plans  prepared 
for  terrace  of  two  houses  costing  $10,- 
000. 

Halifax,  N.  S. 

Tenders  will  be  called  shortly  for 
erection  of  residence  costing  $10,000  for 
K.  H.  Smith,  17  College  St.  Architect, 
A.  R.  Cobb,  Canada  Mortgage  Bldg., 
Barrington  St. 

Stewart  Ford,  315J4  North  St.,  will  er- 
ect residence  costing  $5,000  by  day  labor. 

F.  W.  Hodgson,  North  and  Windsor 
Sts.,  will  erect  bungalow  by  day  labor 
costing  $9,000. 

Hamilton,  Ont. 

J.  T.  Thompson,  60  Grosvenor  Ave., 
plans  to  erect  three  residences  costing 
$3,000  each. 

W.  O.  Sealey,  61  Hunter  St.  W.,  con- 
templates the  alteration  of  building  in- 
to apartments. 

Kamsack,  Sask. 

Storey  &  Van  Egmond,  architects, 
McCallum  Hill  Blk.,  Regina,  have  pre- 
pared plans  for  erection  of  residence 
costing  $8,000  for  E.  J.  Johnson,  Kam- 
sack. 

Kipawa,  Que. 

Ross  &  MacDonald,  architects,  1  Bel- 
mont St.,  Montreal,  are  preparing  plans 
for  erection  of  100  residences  for  Kip- 
awa  Co.,   Timiskaming,  Que. 

Levis,  Que. 

City  has  been  granted  $50,000  by  Govt, 
for  construction  of  residences.  Plans 
will  be  prepared  shortly.  'Clerk,  Lionel 
Lemieux,  City  Hall. 

Mimico,  Ont. 

Walter  Dilworth,  Mimico  P.  O.,  con- 
templates the  erection  of  four  residences 
costing  $5,000  each. 

Moncton,  N.  B. 

Dr.  Myers  contemplates  the  erection 
of  tbree  double  residences  costing  $9,- 
000  each.  Architect,  R.  A.  Frechette,  30 
Bonnacord  St. 

Montreal,  Que. 

A.  Lavin,  360  Northcliffe  Ave.,  will 
erect  residence  costing  $6,500. 

J.  Fequard,  334  Gamier  St.,  will  erect 
residence  costing  $6,500. 

A.  Larrarie,  360  Northcliffe  Ave,  will 
erect  residence  costing  $6,500  by  day 
labor. 

Moose  Jaw,  Sask. 

M.  C.  Primeau  &  Maybery,  304  Ross 
St.  W.,  contemplate  the  erection  of  ten- 
ement block  costing  $100,000. 


New  Toronto,  Ont. 

A.  Burkholder  is  erecting  residence 
costing  $5,000. 

Oak  Bay,  B.  C. 

L.  P.  James,  architect,  Sayward  Bldg., 
Douglas  St.,  Victoria,  B.  C,  is  preparing 
plans  for  erection  of  three  bungalows 
costing  $3,000  each  for  Municipality  of 
Oak  Bay. 

Ottawa,  Ont. 

C.  P.  Meredith,  architect,  54  Rideau 
St.,  will  receive  tenders  until  May  29th 
for  addition  and  alterations  to  residence 
costing  $10,000  for  J.  B.  Duford,  70  Ri- 
deau St. 

M.  E.  Davis,  11  Cobalt  Ave.,  plans  to 
erect  residence  costing  $5,800. 

Wm.  Glenmore,  195  kosemere  Ave., 
will  receive  tenders  until  June  1st  for 
erection  of  residence. 

C.  M.  Carnochan,  115  Powell  Ave., 
will  erect  residence  costing  $5,000. 

John  Carnochan,  91  Glen  Ave.,  will 
receive  tenders  until  May  31st  for  all 
sub  trades  required  in  erection  of  resi- 
dence costing  $6,000. 

Quebec,  Que. 

N.  Trudel,  480  St.  Francois  St..  is 
erecting  residence  costing  $6,000. 

Saskatoon,  Sask. 

Jas.  Bonnie,  Drinkle  Bldg.  No.  1, 
Saskatoon,  will  erect  two  residences 
costing  $5,000  each. 

St.  Vital,  Man. 

J.  W.  King,  Box  286  Norwood,  Man., 
will  erect  residence  costing  $7,800. 

Stratford,  Ont. 

J.  M.  Lillow,  Norman  St.,  is  erecting 
two   residences   costing  $8,000. 

Strathroy,  Ont. 

Strathroy  Housing  Co.  plan  to  con- 
vert old  American  Hotel  into  modern 
apartment. 

Sydney,  N.  S. 

Ronald  McKinnon,  Kings  Rd.,  is 
erecting  residence  costing  $6,000  by  day 
labor. 

Thetford  Mines,  Que. 

Town  has  been  granted  $100,000  for 
construction  of  a  number  of  residences 
costing  $4,500  each  and  will  loan  the 
money  to  private  parties  intending  to 
build.    Secy.-treas.,  J.  A.  Dubuc. 

Toronto,  Ont. 

J.  A.  Shier,  1224  St.  Clair  Ave.  W.,  is 
erecting  residence  costing  $6,000. 

Chas.  E.  Tyler,  85  Cumberlain  Ave., 
is  erecting  residence  costing  $10,000. 

J.  Duff,  22  Edgar  Ave.,  is  erecting 
residence  costing  $15,000  and  garage  $1,- 
000. 

Geo.  Cross,  416  Kingston  Rd.,  is  erect- 
ing residence  costing  $6,000. 

Fred  A.  Thompson,  47  Ferrier  Ave., 
plans  to  erect  residence. 

Miller  Bros.,  324  Lauder  Ave.,  are 
erecting  3  residences  costing  $6,000  each. 

John  Mann,  120  Vaughan  Rd.,  is  erect- 
ing residence  and  garage  costing  $6,- 
500. 

F.  A.  McCabe,  18  Willard  Ave.,  is 
erecting  residence  and  garage  costing 
$15,000. 

John  Maloney,  404  Brock  Ave.,  will 
erect  two  duplex  residences  costing  $10,- 
000  each. 

E.  Faw,  23  Fairmont  Cres.,  is  erect- 
ing residence  costing  $6,500. 

J.  Noble,  30  Lillian  Ave.,  is  erecting 
residence  costing  $6,000. 


S.  G.  Whaley,  20  Briar  Hill  Ave., 
plans  to  erect  residence  costing  $5,000. 

Chas.  P.  Stewart,  237  Morley  Ave., 
is  erecting  residence  costing  $6,000. 

C.  Buckner,  125  Hevvard  Ave.,  is  erect- 
ing two  residences  costing  $4,500  each. 

J.  P.  Wilson,  285  Salem  Ave.,  is  erect- 
ing residence  and  garage  costing  $15,- 
000. 

Thos.  Kernick,  58  Hambly  Ave.,  is 
erecting   residence  costing  $7,500. 

Robt.  Aspinall,  1219  Shaw  St.,  is  erect- 
ing residence  costing  $12,000. 

C.  H.  Bentley,  83  Gilmore  Ave.,  has 
plans  drawn  for  erection  of  residence 
costing  $7,500. 

A.  W.  Chamberlain,  115  East  Lynn 
Ave.,  is  erecting  two  bungalows  costing 
$7,500  and  $8,000. 

John  Van  der  Jagt,  676  Jones  Ave., 
is  erecting-  seven  residences  costing  $4,- 
500  each. 

A.  Mundy,  1  Columbine  Ave.,  is  erect- 
ing two  residences  costing  $5,000  each. 

F.  Soafton,  23  Taunton  Rd.,  is  erect- 
ing one  pair  of  residences  costing  $4,- 
500  each. 

Verdun,  Que. 

P.  L.  W.  Dupre,  architect,  20  St. 
James  St.,  will  receive  tenders  until  May 
31st  for  erection  of  30  flats  for  I.  Pre- 
fontaine,  35  St.  James  St. 

Windsor,  Ont. 

Anton  Kujnsz,  104  Marian  Ave.,  is 
erecting  residence  costing  $5,000. 

R.  Weber,  1329  Ouellette  Ave.,  is 
erecting  three  two  flat  buildings  costing 
$12,000. 

Robt.  Daniher,  169  Pierre  Ave.,  con- 
templates the  erection  of  two  residences 
costing  $3,000  each. 

Antoni  Denbricks,  937  Langlois  Ave., 
will  erect  residence  costing  $5,000. 

Jno.  Lafrombrise,  219  Dougall  Ave., 
is  erecting  residence  costing  $5,000. 

W.  J.  Nesbitt,  313  Janette  Ave.,  will 
erect  two  residences  costing  $12,000. 
Residence  costing  $6,500  now  under 
construction. 

Daniel  H.  Denis,  257  Hall  Ave.,  will 
erect  residence  costing  $5,000. 

Winnipeg,  Man. 

Lane  Building  Co.,  Confederation  Life 
Bldg.,  Winnipeg,  are  erecting  five  resi- 
dences costing  $35,000. 

A.  Simpson,  236  Arlington  St.,  is  er- 
ecting residence  costing  $7,000. 

R.  T.  Riley,  Victoria  Bldg.,  contem- 
plates the  erection  of  residence  costing 
about  $30,000.  Architect,  A.  A.  Stough- 
ton,  University  of  Man.,  Kennedy  St. 

CONTRACTS  AWARDED 

Charlottetown,  P.  E.  I. 

J.  F.  Hornsby,  Upper  Queen  St., 
placed  the  general  contract  for  residence 
with  A.  &  W.  McDougall  &  McAuloy., 

Cochrane,  Ont. 

Geo.  Taylor,  care  Taylor  Hardware 
Co.,  has  awarded  general  contract  erect- 
ing residence  costing  $6,500  to  Van  Ras- 
sell  Bros. 

Fort  Garry,  Man. 

Greater  Winnipeg  Building  Corp., 
Pembina  and  Merrian,  Fort  Garry,  have 
contracts  for  five  residences  under  hous- 
ing scheme  costing  $31,500. 

Halifax,  N.  S. 

Miss  M.  Callahan  placed  the  general 
contract  for  erection  of  residence  cost- 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 


WRITE  FOR  PRICES  AND  SPECIFICATIONS 

THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative: 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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ing  $10,000  with  Ralph  E.  Ward,  222  Ox- 
ford St. 

A.  H.  Shaffelburg,  65  Charles  St.,  has 
the  general  contract  for  erection  of  resi- 
dence costing  $6,000  for  Ed.  McK.  Man- 
ning, 123  Beech  St. 

T.  S.  McLellan  has  the  general  con- 
tract for  erection  of  residence  costing 
$8,000  for  H.  W.  L.  Doane,  25  Young 
Ave. 

Geo.  A.  Cox,  Simpson  Bldg.,  has  plac- 
ed the  general  contract  for  erection  of 
residence  costing  $5,000  with  M.  A.  Hil- 
chie,  48  Allen  St. 

Hamilton,  Ont. 

Dr.  C.  Russell,  1088  Barton  E.,  placed 
the  general  contract  masonry,  carpen- 
try and  roofing  for  residence  costing 
$6,000  with  J.  Somerville,  166  Prospect 
St. 

Montreal  West,  Que. 

D.  L.  McNeil  placed  the  general  con- 
tract for  erection  of  residence  and  store 
costing  $7,000  with  A.  Pagne,  168  La- 
casse  St. 

Ottawa,  Ont. 

Mr.  Allen  has  placed  the  -general  con- 
tract for  residence  costing  $5,000  with 
R.  S.  Mackey,  19  Arlington  Ave. 

D  .  A.  Howard,  175  Strathcona  Ave., 
has  the  general  contract  for  erection  of 
residence  costing  $6,500  for  Miss  Ethel 
Rowdan. 

Ely  Cyr,  25  Murray  St.,  has  placed  the 
general  contract  for  erection  of  resi- 
dence costing  $6,000  with  J.  Brunette, 
care  Brunette  &  Cardinal,  Clarkstown. 

E.  L.  Waterson,  Queen  Mary  Apts., 
Elgin  St.,  placed  the  general  contract 
for  erection  of  residence  costing  $6,000 
with  J.  J.  Chilcott. 

Ten  residences  costing  $47,000  for  Ot- 
taa  Housing  Commission,  Bank  Na- 
tional Bldg.:  General  contract,  Robt. 
Mackie,  154  Bell  St.;  plumbing,  William 
Bros.,  Havelock  Ave.;  heating,  J.  R. 
Cameron,  488  Lewis  St.;  plastering,  H. 
Brouse . 

Point  Grey,  B.  C. 

A.  L.  Ramage,  1350  Sixth  Ave.  E., 
Vancouver,  has  general  contract  for  er- 
ection of  residence  costing  $10,000  for 
Mrs.  J.  W.  Allan,  Elm  and  42nd  Aves., 
Eburne,  B.  C. 

Priceville,  Ont. 

E.  W.  Large,  Eugenia,  Ont.,  is  archi- 
tect and  general  contractor  for  Herman 
McLean  on  erection  of  residence  cost- 
ing $5,000. 

Quebec,  Que. 

Arthur  Audet,  8  Sagard  St.,  has  the 
general  contract  for  erection  of  resi- 
dence costing  $27,000  for  Alphonse  Bre- 
ton, 115  King  St. 

Regina,  Sask. 

D.  Campbell  has  awarded  the  general 
contract  for  erection  of  two  residences 
costing  $6,000  and  $8,000  to  W.  H.  Mc- 
Diarmid,  222!)  Robinson  St. 

W.  H.  McDiarmid,  2229  Robinson  St., 
has  the  general  contract  for  residence 
costing  $6,500  to  be  erected  at  Athol 
and  Victoria,  and  residence  costing  $7,- 
000  to  be  erected  at  Lakeview. 

Sandwich  East,  Ont. 

Wm.  Buckley,  care  National  Silk  Co., 
Miller  Bldg.,  33  State  St.,  Detroit,  Mich., 
has  awarded  general  contract  for  resi- 
dence costing  $12,000  to  W.  N.  McEach- 


ren  Sons  &  Co.,  Huron  &  Erie  Bldg., 
Windsor. 

Sherbrooke,  Que. 

Model  City  costing  $450,000  for  Sher- 
brooke Housing  Co.:  General  contract, 
E.  M.  G.  Cape,  10  Cathcart  St.;  carpen- 
try, Brompton  Lumber  Co.,  Brompton- 
ville,  Que.;  plumbing,  W.  G.  Edge  Ltd., 
Craig  St. 

Sturgeon  Creek,  Man. 

The  City  &  District  Land  Co.,  Mc- 
Arthur  Bldg.,  Winnipeg,  have  contracts 
for  erection  of  13  residences  under  hous- 
ing scheme  to  cost  $6,500  each. 

Three  Rivers,  Que. 

J.  E.  Roy  placed  the  general  contract 
altering  residence  into  apartment  house 
with  Denis  Dusseault,  20  Niverville. 
Cost,  $6,000. 

Toronto,  Ont. 

R.  C.  Bourne,  34  Sherwood  Ave.,  plac- 
ed the  general  contract  for  erection  of 
residence  costing  $5,000  with  J.  Fox,  13 
Sherwood  Ave. 

Wm.  J.  White,  High  Park  Blvd.,  is 
erecting  residence  costing  $8,000:  Mas- 
onry, Turner  Bros. 

Victoria,  B.  C. 

Residence  costing  about  $15,000  for 
E.  B.  Halsall,  526  Beach  Drive:  Archi- 
tect and  general  contractor,  S.  Mac- 
Lure,  404  Union  Bank  Bldg. 

S.  MacLure,  404  Union  Bank  Bldg., 
is  architect  and  general  contractor  for 
J.  Ashworth,  Victoria,  B.  C,  on  erec- 
tion of  residence  costing  about  $10,000. 

Windsor,  Ont. 

E.  A.  Westland,  Huron  &  Erie  Bldg.. 
awarded  general  contract  for  erection  of 
residence  costing  $12,000  to  W.  N.  Mc- 
Eachren  Sons  &  Co.,  Huron  &  Erie 
Bldg. 

Rev.  O.  C.  Gray,  185  Victoria  Ave., 
placed  the  general  contract  for  erec- 
tion of  residence  costing  $5,000  with  D. 
Couts,  9  Giles  Blvd. 

Windsor,  Ont. 

Fred  McKie,  590  Janette  Ave.,  has  the 
general  contract  erecting  residence  cost- 
ing $5,000  for  Norman  Eansor,  115 
Church  St. 

W.  F.  Dunnett,  93  Moy  Ave.,  placed 
the  general  contract  for  erection  of  resi- 
dence costing  $8,000  with  Wilmot  Smith 
&  Co.,  20  Caroline  St. 

General  contract  for  erection  of  resi- 
dence costing  $5,500  for  J.  A.  McLean, 
194  Victoria  Ave.,  has  been  awarded  to 
D.  Couts,  9  Giles  Blvd. 

Mrs.  R.  Appleton,  807  Ouellette  Ave., 
has  awarded  general  contract  erecting 
residence  costing  $8,000  to  Jas.  Colt- 
hart,  167  Cameron  Ave. 

Winnipeg,  Man. 

Harrow  Investment  Co.,  Notre  Dame 
Investment  Bldg.,  are  prepared  to  erect 
up  to  200  modern  frame  residences 
costing  on  an  average  of  $6,000  each, 
and  are  making  financial  arrangements 
with  Winnipeg  Housing  Commission: 
General  contractors,  Lane  Building  Co., 
Confederation  Life  Bldg. 


Miscellaneous 

British  Columbia,  Province  of 

Provincial  Dept.  Public  Works  will 
call  tenders  shortly  for  construction  of 
vaults  for  public  buildings.    Cost,  $20,- 


000.  Engineer,  A.  E.  Foreman,  Vic- 
toria, B.  C. 

Chatham,  Ont. 

Chatham  Amateur  Athletic  Ass'n. 
contemplates  the  expenditure  of  $10,000 
on  establishment  of  park,  grand  stand, 
etc.  Provisional  directors,  E.  A.  O'Bri- 
en, Col.  H.  D.  Smith,  etc. 

Crystal  City,  Man. 

Municipality  of  Louise  contemplates 
the  construction  of  skating  rink  costing 
$8,000.  Clerk,  W.  Cranston,  Clearwater, 
Man. 

Toronto,  Ont. 

T.  L.  Church,  chairman  Bd.  of  Con- 
trol, City  Hall,  will  receive  tenders  un- 
til June  1st  for  supply  of  25  motor 
buses  each  capable  of  carrying  at  least 
30  passengers. 

Burch  Bros.,  709  Dovercourt  Rd.,  will 
erect  storage  shed  by  day  labor  costing 
$10,000. 

Power  Plants,  Electricity  and 
Telephones 

British  Columbia,  Province  of 

Dominion  Dept.  Public  Works  will 
call  tenders  about  July  for  construction 
of  telegraph  and  telephone  lines  costing 

$7,300. 

Kitchener.  Ont. 

V.  S.  Mclntyre,  Supt.  for  Light  Com- 
mission, will  receive  tenders  until  June 
15th  for  construction  of  power  station. 

Cost,  $7,000. 

Toronto,  Ont. 

Provincial  Hydro  Electric  Commission 
contemplates  the  expenditure  of  $17,- 
080,000  on  development  of  various 
Hydro  projects.  Secy.,  W.  W.  Pope,  190 
University  Ave. 

CONTRACTS  AWARDED 
Brantford,  Ont. 

A.  E.  Rigley,  Imperial  Bank  Cham- 
bers, Gait,  has  the  masonry  on  erection 
of  transformer  sub-station  for  Grand 
River  Rly.,  Gait. 

Coquitlam,  B.  C. 

Gregory  Rubber  &  Tire  Co.,  Coquit- 
lam, placed  contract  for  electrical  in- 
stallation of  factory  costing  $6,000  with 
Mundy,  Rowland  &  Co.,  Standard  Bank 
Bldg.,  Vancouver. 

Melville,  Sask. 

Provincial  Dept.  Telephones  awarded 
general  contract  for  erection  of  tele- 
phone exchange  to  A.  L.  Ziegler,  Mel- 
ville; wiring  and  heating,  E.  J.  Mot- 
ter,  Melville. 

Montreal,  Que. 

E.  Laurie  &  Co.,  243  Bleury,  will  sup- 
ply City  with  one  electric  pump  costing 
$45,000  and  Fraser  &  Chalmers  Co.  of 
Canada,  285  Beaver  Hall  Hill,  will  sup- 
ply one  pump  costing  $50,154. 

Unity,  Sask. 

Town  has  awarded  general  contract 
for  construction  of  power  station  and 
cooling  chamber  to  G.  Janowsky,  Unity, 

Sask. 


Fires 

Inwood,  Ont. 

J.  W.  Johnson  plans  to  rebuild  elec- 
tric lighting  plant  and  garage  destroyed 
by  fire.  Loss,  $10,000. 

Thetford  Mines,  Que. 

Fire  destroyed  saw  mill  of  A.  Lem- 
ieux.  Loss,  $15,000. 
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Burlington  Steel 
Co.,  Ltd. 

Hamilton,  Canada 

STEEL  BARS 

For 

Concrete  Reinforcing 


THE  MOST  IMPORTANT  FACTOR  IN 
CONCRETE  REINFORCEMENT  IS  THE 
TENSILE  STRENGTH  AND  ELASTIC 
LIMIT  OF  THE  REINFORCING  BAR. 

OTHER  THINGS  BEING  EQUAL, 
STEEL  HAVING  THE  HIGHEST  ELAS- 
TIC LIMIT,  OR  YIELD  POINT,  WILL  BE 
THE  MOST  SATISFACTORY  FOR  REIN- 
FORCEMENT. WHEN  UNDER  STRAIN, 
AS  SOON  AS  THE  ELASTIC  LIMIT  OF 
ANY  REINFORCING  BAR  IS  REACHED, 
THE  METAL  STRETCHES,  RAPIDLY 
DECREASING  IN  SECTION,  DRAWING 
LOOSE  FROM  THE  CONCRETE,  AND 
DESTROYING  THE  MONOLITHIC  BOND 
EXISTING  BEFORE  THIS  POINT  IS 
REACHED.  THEREFORE,  THE  SAFETY 
OF  THE  ENTIRE  CONSTRUCTION  IS  IN 
DIRECT  PROPORTION  TO  THE  ELAS- 
TIC LIMIT  OF  THE  STEEL  USED. 

THE  ELASTIC  LIMIT  OF  RAIL  CAR- 
BON STEEL  IS  50,000  TO  60,000  POUNDS 
PER  SQUARE  INCH,  EITHER  TWISTED 


OR  PLAIN,  AS  COMPARED  WITH  AN 
ELASTIC  LIMIT  OF  25,000  TO  30,000 
POUNDS  IN  SOFT  STEEL. 

THAT'S  WHY  RAIL  CARBON  STEEL, 
WITH  ITS  80,000  POUNDS  MINIMUM 
TENSILE  STRENGTH,  IS  RECOMMEND- 
ED AS  BEING  FAR  SUPERIOR  FOR  ALL 
KINDS  OF  REINFORCED  CONCRETE 
WORK. 

AT  OUR  HAMILTON,  ONT.,  WORKS 
WE  BUY  SELECT  RAILS,  AND  ROLL 
THEM  INTO  RAIL  CARBON  STEEL  RE- 
INFORCING BARS  IN  A  PLANT  WHICH 
IS  THE  EMBODIMENT  OF  THE  LATEST 
THOUGHT  AND  PRACTICE. 

THESE  BARS  CAN  BE  SUPPLIED 
FROM  STOCK  IN  VARIOUS  SIZES. 
LENGTHS.  AND  SHAPES.  WE  CAN 
ALSO  ROLL  SPECIAL  SHAPES  AND 
SIZES  TO  FIT  YOUR  PARTICULAR  RE- 
QUIREMENTS. 


Bars  bent  to  shape  for  Beams 
Stirrups,  Etc. 

Prompt  Shipment 
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THE 

Canadian  Surety  Co. 

Specialists  in 

CONTRACT  AND  GUARANTEE 
BONDS  of  every  description. 

Automobile,   Burglary,  Plate  Glass 
INSURANCE. 

Head  Office :  26  Wellington  Street  E. 

Toronto,  Ont.  Phone  M.  2609--1840 

Branch  Offices; 
Montreal   Trust    Bldg.,    Montreal,  Que. 
90S  Paris  Bldg.,  Winnipeg,  Man. 

Representatives  in  all  Cities  and  Towns. 
Maximum  Service.  Minimum  Cost. 


MONEY 

To  Loan 


We  have  at  present  funds 
available  for  building  loans 
on  dwellings,  apartments, 
houses  or  new  moving  pic- 
ture theatres. 

Payments  advanced  on  pro- 
gression. 

We  also  purchase  second 
mortgages. 

H.  A.  MORINE 

604  KENT  BUILDING 
TORONTO 


Inttrft  &tatr0  #UVlttg  $c 
(gtmrantg  (Junnjmnij 


Resources  Over  - 
Canadian  Securities 


$20,000,000 
$1,162,000 


II. ml  Offict 

36  Toronto  St.  •  TORONTO 

Hranch  Officii 
Paris  Uuildinn     -  WINNIPEG 
J 12  Si.  Junes  St.  ■  MONTREAL 

AKTHilK  B.  Klimv,  Mill  k 

Hartal  /..  faMd* 

HMNhV  w.  M»V|.  Aul  Cunt JM.u>.r 
»    t.  KIKKPATIIICIi     tMk  SKriki, 


p«  mm 

puvA  Toil 


You  may  know  you  can 
complete  any  contract  you 
undertake,  but  modern  busi- 
ness methods  require  secur- 
ity that  you  can — Business 
men  prefer  our  bond. 


Alaska  Railway  Work  for  Season  of 
1920 

Construction  and  preparatory  work 
for  the  season  of  1920  on  the  southern 
and  northern  sections  of  the  Alaska 
Government  Ry.,  as  outlined  by  Col. 
Frederic  Mears,  chairman  and  chief  en- 
gineer, Alaskan  Engineering  Commis- 
sion, includes  heavy  bridges  and  rock- 
cut  work,  as  well  as  new  grading  and 
repair  of  old  grades. 

The  contract  has  been  let  for  the  504- 
ft.  truss  span  over  the  Susitna  River,  265 
miles  north  of  Seward.  Examinations  are 
being  made  for  the  foundations  of  the 
Hurricane  Gulch  steel  arch  bridge  284 
miles  north  of  Seward,  which  will  be 
the  northern  limit  of  operation  for  the 
southern  division  this  year.  It  was 
necessary  to  start  excavation  at  this 
point  early  in  the  season  owing  to  the 
heavy  yardage  in  the  approach  cut, 
Several  miles  of  sidehill  grading  work 
will  be  carried  out  by  steam  shovel 
along  the  Susitna  River.  North  of  this 
work,  in  the  same  locality,  about  24 
miles  of  regrading  are  required  to  re- 
pair the  old  grade  which  has  deteriorat- 
ed badly  at  several  points  owing  to  its 
abandonment  in  1917-18.  Distribution 
of  supplies  and  materials  from  the  pre- 
sent end  of  track,  237  miles  north  of 
Seward,  for  a  distance  of  38  miles  north- 
ward was  carried  out  during  the  winter 
months  by  sledding  over  frozen  roads. 

On  the  northern  division  construction 
will  be  confined  to  Nenana  Canyon, 
over  a  distance  of  about  10  miles,  120 
miles  south  of  Fairbanks,  from  the  pre- 
sent end  of  track.  Here  engineers  have 
been  assigned  to  construction  sections 
and  six  station  gangs  have  made  con- 
tracts for  havy  rock-cut  work. 


To  Classify  British  Roads 

At  the  first  meeting  of  the  Roads  Ad- 
visory Committee  held  at  the  (British) 
Ministry  of  Transport,  Whitehall-gar- 
dens, Feb.  5,  the  proposals  of  the  Minis- 
ter of  Transport  with  regard  to  the 
classification  of  the  roads  of  the  coun- 
try were  submitted  in  the  form  of  a 
memorandum.  The  committee  agreed 
that  the  work  of  classification  should  be 
undertaken  at  once,  and  approved  of 
the  following  general  principles:  (1) 
The  roads  of  the  country  to  be  divided 
into  three  classes:  (a)  First  class,  (b) 
second  class,  (c)  all  other  roads.  (2) 
The  classification  to  be  made  on  the 
basis  of  the  relative  importance  of  the 
various  highways  for  traffic  purposes. 
In  deciding  whether  a  road  should  be 
included  in  Class  1  or  Class  2  the  fol- 
lowing considerations  should  be  taken 
into  account:  (a)  Whether  the  road  was 
an  important  route  for  through  traffic 
or  possessed  more  than  local  importance; 
(b)  the  size  and  importance  of  the 
centres  of  population  connected  by  it; 
and  in  particular  (c)  whether  the  cost  of 
maintenance  was  considered  to  be  ma- 
terially affected  owing  to  through  traffic 
forming  a  substantial  percentage  of  the 
total  traffic  on  the  road. 

While  the  committee  agreed  to  re- 
commend that  grants  from  the  Exche- 
fiuer  should  take  the  form  of  contribu- 
tions toward  the  maintenance  of  roads 
in  Classes  1  and  2,  it  postponed  making 
any  recommendations  as  to  the  form 
the  grants  should  take  until  more  pre- 
cise information  could  be  supplied  with 
regard  to  the  funds  likely  to  be  avail- 
able, and  the  mileage  and  cost  of  main- 
tenance of  roads  to  be  included  in  Class- 
es 1  and  2. — The  Engineer. 


BOOKS 

on  Building,  Engineering  and  all  Technical 
Subjects,  Second-hand  at  half  prices.  New  at 
lowest  prices.  State  wants  and  send  for  Cata- 
logue No.  23,  post  free. 

WE  HAVE  THE  BOOKS  YOU  WANT. 
Books  Bought.  Best  Prices  Given. 

W.  &  G.  FOYLE,  LTD., 
121-125,  Charing  Cross  Road,  London,  Eng. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
Branches  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also  Bonds  for  Special  Purposes 


To  Road  Contractors 

Large  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally advantageous 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

171  St.  James  Street 
MONTREAL 


"Prospects"  Your 
Competitors  Get 

It  would  be  worth  many  hun- 
dreds of  dollars  every  year 
to  you  to  know  that  you  have 
the  information  your  com- 
petitors gef — not  hazy,  hear- 
say "  tips  " — but  real,  con- 
crete, definite  news  of 

Building  and  Engineering 

contracts,  wouldn't  it?  You  can 
get  it — at  small  expense — a  daily 
stream  of  live  building  reports 
that  will  mean  many  more  orders 
for  you  at  away  less  expense. 

Write  for  full  information. 
MacLean  Daily  Reports,  Limited, 
345  Adelaide  St.  West,  Toronto 


M 


a c Lean 

REPORTS 
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Distributing  Tarvia    on  icearing-coume 


Delivering  "Tarvia-X"  hot  from  central  plant 


Spraying  "Tarvia-B" 


Of  Special  Importance  to 
Road  Engineers  and  Highway  Contractors 


F 


OR  many  years  your  attention   has  been 
called  to  the  Tarvia  Service  Department 


But  have  you  ever  con- 
sulted its  experts? 

Do  you  realize  that 
they  are  able  and  ready 
to  help  you  solve  your 
road  problems? 

Many   engineers  and 
highway  contractors,  it  is  true,  have 
used  this  service,  but  a  great  many 
more  could  profitably  avail  them- 
selves of  its  activities. 

The  Tarvia  Service  men  are  conver- 
sant with  practically  every  type  of 
road  construction  and  with  all  kinds 
of  road  problems— that's  their  busi- 
ness, and  their  experience  is  at  your 
disposal  any  time  you  want  it,  with- 


Preseri/es  Roads 
Prevents  Dust- 


out  charge  and  with- 
out obligation  of  any 
kind. 


The  next  time  you 
need  expert  advice  on 
any  highway  construc- 
tion in  a  hurry  get  in 

touch  with  the  nearest  office  of  The  Barrett 
Company,  Limited. 

We  think  the  results  will  more  than 
satisfy  you  that  the  co-operation  is 
worth  while. 

This  expert  service  is  free  for  the 
asking. 

Write,  wire  or  telephone  to  our  near- 
est office  when  you  need  our  co-oper- 
ation. 


The 


LIMITED 


Company 


MONTREAL  TORONTO  WINNIPEG 

ST.  JOHN,  N.  B.  HALIFAX,  N.  S.  SYDNEY,  N.  S. 


VANCOUVER 


GO 
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ROAD  SCRAPER  BLADES 

Renew  your  old  wheeled  scraper  bowl  with  the  ECONOMY  REPAIR  BLADE.  Any 

blacksmith  can  attach  it  by  cutting  the  edge  of  the  bowl  square,  drilling  holes  to  match 
these  in  the  blade  and  riveting  it  to  the  bowl. 


ECONOMY   REPAIR  BLADE 


These  blades  are  made  of  steel  6  in.  wide  by  3  1-16  in.  thick,  giving  a  new  cutting  edge 
3  in.  wide  and  allowing  3  in.  to  lap  top  and  bottom  where  it  is  riveted  on  the  bowl. 
Road  Scraper  Blades  and  moldboards  to  fit  all  makes  of  machine.  Prompt  shipments 
from  stock;  over  150  patterns. 

SHUNK  PLOW  COMPANY,  Bucyrus,  Ohio 


A  trial  will  convince  you 

that  the  use  of  these 
blades  is  genuine  economy 


BOWL    WITH  REPAIR 
BLADE  ATTACHED 


Non-Porous 

Pre-Cast 

Slabs 


Self-Locking 

Concrete 

Wall 

Construction 


Garage  Wall  in  course  of  erection  at  Dallas,  Texas. 


Manitoba  Company 
operating  in  Winnipeg 
Sales  and  Territory 
Office,  407  McArthur 
Bldg.,  WINNIPEG. 


S 


AWYER 
YSTEM 


Can.  Pat.  No.  188,642 


Continuous 
Hollow-Air 
Chambers 


Plants  under 
license,  operat- 
ing or  being  in- 
stalled : 

VICTORIA  and 
■  VANCOUVER, 
B.  C. 

CALGARY  and  ED- 
MONTON, Alta. 
REGINA,  Sask. 
WINNIPEG,  Man. 
PORT  ARTHUR,  Ont. 

Correspondence  invited. 


We  are  dividing  Ontario  into  districts  for  exclusive  control  and  manufacture. 

The  Canadian  Self  ■  Locking  Concrete  Wall  Co.  (System*),  Limited. 


119  Board  of  Trade  Building, 


MONTREAL 


J.  G.  AlUn,  President 


James  A.  Thomson,  Vice-President 


the  CARTSHORE-THOMSON  PIPE  &  FOUNDRY  CO. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 


for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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Saves  23%  in 
Operating  Time! 

Actual  tests  have  shown  conclusively 
that  23%  in  operating  time  is  saved  in 
using  the 

PIONEER 

BACK  -  DUMP 

BUCKET 


for  all  classes  of  cableway  excavation. 
Digs,  elevates  and  conveys  the  material 
to  dumping  level  with  less  power  than 
any  other  bucket  made.  Operated  en- 
tirely by  one  man.  Strong  and  rigid  ; 
dumps  automatically  by  hinged  door, 
awav  from  the  mast.  Write  today  for 
booklet  and  full  data. 

The  Mansfield  Engineering  Co. 

Fletcher  Savings  and  Trust  Building 

INDIANAPOLIS,  IND. 

CANADIAN  AGENT 

A.  A.  Scully,  Ltd.,  123  Bay  St.,  Toronto. 


PIONEER  Back- 
D  u  m  p  Buckets 
are  made  in  four 
sizes,  namely, 

1  and  \l/2  cu- 
bic yards  capa- 
city. We  equip 
complete  excavat- 
ing plants,  large 
or  small.  Advise 
us  of  your  re- 
quirements. 


O 


} 


Your  crane  is  not 
the  paying  invest- 
ment it  should  be 
unless  the  perform- 
ance of  the  bucket 
operated  is  equal  to 
the  crane's  high 
standard  of  effici 
ency.  A 
derric  k 
e  q  uip- 
p  e  d 
with  an 
Owen 
Bucket 
utilizes 
100  per 
cent,  of 
its  e  n- 
e  r  g  y  . 
The 
Owen 
is  slm- 
p  1  e  — 
durable  and 
lubricated,  insuring: 
less  costly  delays 
for  repairs.  Get  our 
catalog  today. 
The 

Owen  Bucket  Co 

53  Rockefeller  Bldg 
Cleveland,  Ohio. 


y 


DAYTON -DOWn 

*^      CENTRIFUGAL  PUMPS 


Dayton-Dowd  centrifugal  pumps  are  representative  of  the  highest 
principles    of    workmanship    and    design.      Each    pump    is  rigidly 
tested    before    leaving    the    factory    under    the    exact  conditions 
which  will  be  imposed  upon  it  when  in  service. 
Fullest  particulars   gladly  sent  on  request. 

Dayton-Dowd  Co.,   Quincy,  111. 

The  Arthur  S.  Leitch  Co. 

SALES  ENGINEERS       KENT  BLDG.,  TORONTO 

Montreal  Agents 

Equipment  Specialties,  Ltd.         10  St.  Antoine  St. 
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The  Wickes 
Blue  Print  System 


Simplicity  of  design 
is  a  big  feature  of  the 
design  of  the  Wickes 
Blue  Print  System. 
There  is  no  need  for 
its  operator  to  take 
up  valuable  time  tin- 
kering with  the  ma- 
chine or  fussing 
around  getting  it  to 
work.  Absolute  de- 
pendability and  long 
life  is  assured  every 
purchaser. 


There  is  no  glass  cy- 
linder to  clean  or  to 
replace  at  great  ex- 
pense. There  are  no 
series  of  belts  to  de- 
mand attention — just 
one  plain  continuous 
wide  belt,  the  life  of 
which  is  guaranteed 
for  years'  constant 
service  and  which 
will  last  as  long  as 
the  machine  itself. 


1856 


Ask  for  Catologue 

Wickes  Brothers 


1920 


2805  Water  Street,  Saginaw,  Michigan 

Builders  of  Heavy  Duty  Plate  and  Structural  Tools,  Heavy  Duty  En- 
gine Lathes,   Special  Production  Lathes  and  Crankshaft 
Turning  Equipment 


Th< 


Canadian  Sieg wart  Beam  Co. 


Limited 


53 


Hollow  Reinforced  Concrete  Beams 
Siegwart  Flooring  and  Roofing  System 

103  St.  Francois  Xavier  St.,  MONTREAL 


For  Sale 

INDUSTRIAL  AND  CONTRACTORS' 
EQUIPMENT 

2 — Marion  Steam  Shovels,  Model  61,  Shop  No.  2822  and 
No.  2823,  2y2  yard  dippers,  first  class  condition. 
ALSO  A 

4-wheel,  15-ton  Brown  Hoist,  Shop  No.  4156.  Built 
1913.  40-foot  steel  lattice  boom.  Complete  with 
1^4  yard  clam  shell  bucket. 

WILSON  &  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

'    Phone  Main  6185.    Nights,  Park.  6906. 


"McCracken"  Sewer  Pipe 

Manufacture/!  in  accordance  with  standard  speci- 
fications issued  by  American  Society  for  Testing  Mat- 
erials for  Cement-Concrete  Sewer  pipe. 


6  in.  to  21  in.  diameter 


Lock  Joint  Pipe 

Concrete  pipe  for  large  diameter  sewers  assures 
strength,  speed  of  construction,  economy  and 
safety.  The  Lock  Joint  prevents  infiltration  or 
leakage. 

Specifications  and  prices  gladly  sent  upon  request. 

Independent  Concrete  Pipe  Co. 

LIMITED 

502  Harbor  Building         -         -         TORONTO,  Ont. 


27  in.  to  108  in.  diameter 
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MEADM0RR1S0N 


^CANADIA 


HOISTING  ENGINES 

Contractors'  Equipment 

Manufactured  in  Canada 


Clam  Shell  Buckets 
Orange  Peel  Buckets 
Derricks 
Derrick  Irons 
Steam  Hoists 
Electric  Hoists 


Put  Your  Problem  Up  To  Us! 


CANADIAN  MEAD-MORRISON  CO 

■  LIMITED 

28  5  BEAVER  H  ALL  H  I  LL  c 
MONTREAL 

:  WOH  KS  WELL  AND  ONT|  , 


ROCK  DRILLS 


For 

Road  Work 
Contractors 
Mines 
Quarries 

Napanee 
"Empire" 

and  the 

"Burrell" 

are  now 

manufactured 
by 


Napanee  Iron  Works  Ltd. 

NAPANEE,  ONT. 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stockt  and  can  make  delivery  at  once: 

Air  Compressors  Locomotives 


Boilers 
Buckets 
Cars 
Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Mixers 
Pile  Drivers 
Pumps 

Saw  Rigs 

Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—280] 
Yards  and  Shop* — New  Toronto,  Canada 
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When  Can  You  Ship? 

That  is  usually  your  first  question 
today  Mr.  Architect. 

When  applied  to  "AMERICAN" 
made  ENAMELED  BRICK,  white 
or  mottled  effects,  the  answer  is 
"immediately"  in  standard  material, 
extra  specials  in  four  to  six  weeks. 

For  the  exterior  or  interior  of  that 
structure  that  is  now  worrying  you, 
use  ENAMELED  BRICK— save 
time  and  money — the  two  great  es- 
sentials today.  Why  specify  ma- 
terial that  cannot  he  secured  for 
four  to  six  months? 

See  Sweet's  Catalogue  in  U.S.A. 
and 

Specification   Data  in  Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and  Fire  Brick. 
52  Vanderbilt  Ave.,  New  York  City. 


The  "CANWELD"  Concrete  Buggy 


The  most  durable  and  serviceable  concrete  buggy  made. 
It  is  constructed  throughout  of  wrought  iron  and  steel 
(no  cast  iron  is  used).  Is  mounted  on  a  pair  of  strong 
36  inch  wheels,  with  wide  rims,  running  smoothly  on 
a  rigid  axle,  the  whole  well  balanced. 
Capacity  6  cu.  ft. 

Consult  us  first  when  in  the  market  for  concrete 
buggies. 

Prompt  Shipment  from  Stock. 

Canadain  Welding  Works  Limited 


Architectural  Iron  Works. 


Steel  Tank  Manufacturers. 


Welding  Engineers. 


134  Queen  Street,  Montreal. 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE      -  ONTARIO 


Sewers 

and 

Culverts 

built  from 

Our  Concrete 

give  maximum  service 
at  minimum  cost 

(LARGE  STOCK  ON  HAND) 
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The  "Jaeger  Mix  -  A  -  Minute" 


IT  does  all  that  the  name  suggests. 
This  "Jaeger"  product  is  known  for  the  speed  and 
efficiency  in  the  way  it  accomplishes  all  work  required 
of  it. 

It  is  made  in  all  sizes,  to  answer  every  purpose.  Let 
us  send  you  our  catalogue.  It  will  convince  you  that  the 
"Jaeger  Mix-A-Minute"  will  prove  a  valuahle  addition  to 
your  equipment. 

The  Jaeger 
Machine  Co. 

COLUMBUS,  -  OHIO 


Proves  its 


Economy 

through  its 

Speed 


DOMTARBOND 

For  Modern  Good  Roads 

^y7ILL'  all  our  friends  please  note  that  on 
and  after  May  1st,  1920,  our  address  will 
be  171  St.  James  Street,  Montreal,  where  all 
communications  should  be  sent. 

The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.  SAULT  STE.  MARIE,  ONT. 

171  St.  James  Street,  MONTREAL 
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BOOKS 


for  Engineers 
and  Contractors 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

American  Highway  Engineers'  Handbook,  by  Arthur  H. 
Blanchard.  1st  edition  just  published  by  John  Wiley  & 
Sons,  Inc.     1858  pages.     Price  $6.00. 

"Concrete-Steel  Construction."  Part  1 — Buildings.  Second 
edition,  recently  published.  A  treatise  upon  the  elementary 
principles  of  design  and  execution  of  reinforced  concrete 
work  in  buildings,  by  Henry  T.  Eddy  and  C.  A.  P.  Turner, 
477  pages,  illustrated.    Price,  $10.00. 

"Hand  Book  of  Hydraulics,"  by  Horace  Williams  King.  1st 
edition   just    published    by    McGraw-Hill    Book    Co.,  Inc. 

424  pages.     Price  $2.50. 

History  of  Bridge  Engineering,  by  Henry  Gratton  Tyrrell, 
C.E.    480  pages,  illustrated.     Price  $5.00. 

Locks  and  Builders'  Hardware,  by  Henry  R.  Towne.  Published 
in  1904  by  John  Wiley  &  Sons.    1,110  pages,  illustrated. 
Price  $1.50. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.     First  edition,  just  published  by  the  McGraw-Hill 

Book  Co.    271  pages,  illustrated.    Price  $3.00. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.  295  pages,  illustrated.  Price  $1.50. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Book  Company,  3S7  pages.     Price  $4.75. 

Relief  from  Floods.  The  Fundamentals  of  Flood  Prevention, 
Flood  Protection  and  the  means  of  determining  proper 
remedies.  By  John  W.  Alvord  and  Charles  B.  Burdock. 
First  edition  just  published,  by  McGraw-Hill  Book  Com- 
pany, Inc.     175  pages,  illustrated.     Price  $2.50. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
by  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.    Price  $2.00. 

Trautwine,    The    Civil    Engineer's    Handbook.     20th  edition, 

1919.  1576  pages,  1250  illustrations,  thumb-index  and 
gilt  edges.     Price  $7.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.    Price  $2.00. 

"Use  of  Water  in  Irrigation,"  by  Samuel  Fortier.  Second  edi- 
tion.   Published  by  McGraw-Hill  Book  Company,  1916.  325 

pages,  illustrated.     Price  $2.50 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   843  pages,  illustrated.     Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  Company.    485  pages,  illustrated.  Price 

$6.00. 

Waterworks  Engineering.  A  Practical  Treatise  on  the  Con- 
struction of  Waterworks  for  the  use  of  Engineers  and 
Students  in  Engineering,  by  Fred.  C.  Uren,  M.  Inst.  C. 
E.  I.  With  numerous  plates  and  186  illustrations.  Pub- 
lished by  Castle  Litho  Limited,  Bristol,  England,  in  1914. 
268  pages.     Price  $3.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$0.00. 
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This  enameling  furnace,  in  the  plant  of  the  Port  Hope 
Sanitary  Manufacturing  Company.  Port  Hope,  Ontario,  is 
insulated    with   4%    inches   of   Nonpareil    Insulating  _£rick. 

66 They  Are  Entirely  Satisfactory" 

Perhaps  you  have  some  furnaces  or  ovens  that  are 
using  too  much  fuel.  Perhaps  they  are  not  insulated 
properly  and  a  large  amount  of  valuable  heat  is  be- 
ing lost  through  the  walls,  arches,  bottoms  and  doors. 
If  so,  you  will  probably  be  interested  in  what  the 
Port  Hope  Sanitary  Manufacturing  Company  of  Port 
Hope,  Ontario,  have  to  say  about 

Nonpareil  Insulating  Brick 

For  Furnaces,  Ovens,  Boiler  Settings,  Etc. 

On  October  7,  1919,  they  wrote: 

"We  have* used  your  Nonpareil  Insulating 
Brick  in  furnaces  built  by  us,  and  they  are  en- 
tirely satisfactory,  and  are  giving  us  good  ser- 
vice. 

"When  we  are  building  other  furnaces,  we  will 

continue  to  use  Insulating  Brick." 

Nonpareil  Insulating  Brick  are  designed  especially 
for  the  reduction  of  the*  loss  of  heat  through  the  walls, 
arches,  bottoms  and  doors  of  furnaces  and  other 
high  temperature  equipment.  In  heat  insulating  effici- 
ency they  are  ten  times  better  than  fire  brick  or  com- 
mon brick,  and  under  ordinary  conditions  one  4^-inch 
course  will  save  60%  to  75%  of  the  loss  of  "heat  due 
to  conduction  and  radiation. 

In  most  cases  Nonpareil  Brick  will  save  enough 
fuel  to  pay  for  their  cost  in  a  year.  Doesn't  an 
investment  that  pays  100%  return  deserve  some 
investigation?  Full  information  and  samples  will 
be  cheerfully  supplied  on  request. 

Armstrong  Cork  &  Insulation  Company,  Ltd. 

505  McGill  Building,   Montreal,   Quebec,  Canada 

Branches  in  the  Principal  Cities  of  United  States  and  Canada 

Also  manufacturers  of  Nonpareil  High  Pressure  Covering  for  steam 
lines,  feed  water  heaters,  etc.  ;  Nonpareil  Cork  Covering  for  drinking 
water  systems ;  Nonpareil  Cork  Machinery  Isolation  for  noisy  machines, 
and  Linotile  for  floors  in  offices,  residences,  etc. 
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Buildings  of  Beauty  and  Permanence 


Built  of  Durable, 
Damp-Proof 
Concrete  Blocks 

Decidedly  economical 
yet  durable  and  artistic 
are  buildings  built  of 
these  blocks.  They  have 
met  with  the  approval 
of  engineers  and  archi- 
tects everywhere  be- 
cause they  are  made 
from  wet  mix  or  poured 
concrete  which  elimin- 
ates dampness  entirely. 

We  are  now  facing 
these  blocks  with  gran- 
ite which  gives  them  a 
b  e  a  u*t  i  f  u  1  sparkling 
granite  finish. 

We  also  manufacture 
machinery  for  making 
these  Concrete  Blocks. 

We  own  the  Canadian 
patents  and  can  give  ex- 
clusive rights  for  any 
territory,  not  yet  sold. 


THE  PRODUCT 


Cast  Stone  Block  &  Machine  Co.,  Ltd. 


THE  MOULD 


Write  us  today  for  a 
copy  of  our  catalogue 
and  further  information 
— you'll  find  it  interest- 
ing. 


302  HOWARD  AVENUE 
WINDSOR  ONTARIO 
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"Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letter!  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  (or  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


A  CASH  REGISTER 


TRIDENT  DISC  METER 
5/8-in. ,  3/4-in.   and  1-in. 


You  would  find  it  hard  to  imagine  your- 
self not  putting  a  cash  register  on  every  out- 
let. You  would  not  countenance  it  for  a  mo- 
ment. Yet  the  water  meter  is  nothing  more 
or  less  than  a  cash  register  except  that  it  can 
only  total  up  sales  of  water.  There  isn't  any 
"no  sale"  key  on  it  so  you  are  paid  for  every- 
thing it  records  and  that  means  a  big  differ- 
ence in  paying  your  bills  for  coal,  oil,  labor 
and  machinery. 


Neptune  Meter  Company,  Limited 

W.  H.  RANDALL  Managing-Director 

Factory  and  Head  Office : — 

1197  King  Street  West,  Toronto,  Ontario 

WINNIPEG: — Walsh  &  Charles,  406  Tribune  Building 
MARITIME  PROVINCES:— James  Robertson,  St.  John,  N.B. 


THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS 
NIAGARA  FALLS 


ONT. 


Electric  Cranes 


Electric 
and  Hand 
Traveling 

Cranes 

Electric 
and  Air 
Hoists 


Patent  Type  E  Crane  Trolley 
Made  in  Canada 


NORTHERN  CRANE  WORKS,  LTD. 

WALKER  VILLE,  ONT, 
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If  you  have  any 

Excavating,  Grading  or  Steam 
Shovel  Work  That  You  Want 
Done  Quickly  and  Efficiently 

COMMUNICATE  WITH  US 

WE  KNOW  THE  BUSINESS 
AND  HAVE  THE  EQUIPMENT 

Angstrom  &  Verochio,  Limited 

Main  2869  81  Victoria  Street,  TORONTO 


Standard  Underground  Cable 
Co.  of  Canada,  Limited 

Hamilton,  Ont. 

Manufacturers  of 
Copper,    Brass,    Bronze    Rods,  Wires. 
Copper  Clad  Steel  Wire. 
Magnet  and  Weatherproof  Wire. 
Rubber  Insulated  Wire. 
Lead  Covered  and  Armored  Cables. 

Write   our   nearest  office. 

Montreal,  Toronto,   Hamilton,  Seattle 


Are  Furnished  in  More 
Than  50  Standard  Styles 


yg^t     j  LkmB^^  There's  a  selection  of  pumps 

and  sizes  for  every  need. 
jft  ^^^^^^        Every    AMERICAN  pump 

^SS^*^^^^  sold  is  backed  by  a  rigid  guar- 

f  t  antee. 

^  *  '  Half     a  hundred 

styles  of  centrifugals 
are     illustrated  and 
described  in  Catalog  149. 

For  Deep-Well  Plunger  Pumps,  request 
Catalog  130A. 

The  American  Well  Works 

Gen.  Offices  and  Works :  Aurora,  111. 
Chicago  Office:  First  Nat.   Bank  Bldg. 
Calgary,    Edmonton,    Montreal,  Chatham, 
Vancouver,  Winnipeg. 


DAKF  SWINGING 
L7>\1\IL  ENGINES 


INSURE 
Speed  'Durability 
Economy 

Contractors  everywhere 
recognize   that    Dake  swing- 
•,izzzi.~-  ers    save    them    time,  labor 

and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours.  , 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 
TORONTO:  A.  R.  Williams  Machinery  Company,  Limited. 


The  Arctic  Water  Meter 


A  PRACTICAL 
FOR  ALL 


WATER  METER 
SEASONS 


The  top  casing  is  made  of  bronze  with  a  cast  iron, 
breakable  bottom  plate,  strong  enough  to  resist  any 
unusual  pressure,  but  designed  to  break  when  ex- 
posed to  the  excessive  strain  imposed  by  freezing. 

When  the  water  freezes  the  added  pressure  of  the 
expanded  ice  breaks  the  lugs  from  the  bottom  of  the 
plate  allowing  the  disc  chamber  and  intermediate 
to  move  freely  with  the  expanding  ice,  the  chamber 
sections  separating  and  relieving  the  working  parts 
of  the  meter  from  any  damage. 

Made  in  V%" ,  5/s"  x         z/4"  and  1"  sizes. 
Send  for  booklet  and  further  particulars. 
Canadian  Sales  Agents 

Booker  &  McKechnie 

285  Beaver  Hall  Hill,  Montreal 


Diamonds 

For  Sawing  Stone 

\  QuAii.tTy  /  /\ 


Furmss  Clarke  &  Co. 

364  University  Street, 
-  MONTREAL,  CANADA. 


Sole  Canadian  Agents  for 
The  Joyce-Koebel  Co., Inc. 

Ne\r  York  London 


IMMEDIATE  DELIVERY  FROM  STOCK 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME.  AND  BRICK 

Cement— delivered  in  5-barrel  lots,  $3.45  per  bbl.  ; 

with  bags,  $4.40;  car  lots,  $2.70  on  the  track, 

with  pkgs.,   $3.50;  5c  per  bbl.  discount  20 

days,  car  load  lots. 
Lime — in   bulk— grey    75c.     At    the  warehouse, 

grey   69c.     Hydrated   lime,   $20.25   per  ton 

delivered;  $19.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$30;  buff,  $30;  No.  2,  $28;  common  red 
stock  brick,  $23;  grey,  $23;  wire-cut  brick 
for  foundation  work,  $21.  Milton  Rug  brick, 
$32  to  $37;  Eatonia  brick,  $50;  sand  lime 
brick,  $17.25,  f.o.b.  car  at  King  Edward 
siding,  $16  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $55  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental,  $40,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $26  at  plant, 
$31  delivered  in  city. 

Fire  brick— delivered— Savage,  $80  per  M. ;  S. 
Crown,  $80;  W.  W.,  $65.  Fire  clay,  $16.50 
per  ton ;  chimney  tops,  $8.00  each. 

Flue  lining — delivered — list  price — 854  x  8}4  in., 
60c  per  ft. ;  854  x  13  in.,  90c  per  ft.  Dis- 
counts 30  and  10  per  cent,  off  list. 

CRUSHED  STONE.  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.05;  1  in.,  $2.25;  Vt,  in., 
$2.25;  crusher  run,  $2.15;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton,  2  in.  screened, 
$1.80  per  ton;  1  in.  screened,  $2.00  per  ton. 

LUMBER   (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $63;  10  and  16  ft.,  $65;  2  x  12  in.,  12 
and  14  ft.,  $64;  10  and  16  ft.,  $66;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $66.  No.  2,  $4  less 
than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $65 ; 
1x6  in.,  $67;  1  x  8  in.,  $70;  1  x  10  in.,  $75; 
1  x  12,  $80.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $78;  1  x  6  in.,  $82 ;  1  x  8,  $86;  1  x  10, 
$90;  1  x  12,  $103;  2x4,  10-16  ft.  long,  com- 
mon, rough,  $70;  2  x  6,  $72;  2  x  8,  $74 ;  2  x 
10,  $78;  2  x  12,  $82.  No.  1  flooring,  $80; 
No.  1  V  or  beaded  sheathing,  4  in.,  $82. 
Pine  trim,  4  in.,  casing,  $4  per  100  ft.;  5 
in.  ditto,  $5;  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $6.25. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $70;  1  x  6  and  2  x  6,  $72;  1  x  8 
and  2  x  8,  $74 ;  1  x  10  and  2  x  10,  $78 ;  1  x 
12  and  2  x  12,  $82. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $80  ;  12  x  18,  12  x  20,  14  x  18, 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$85.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $10.50;  XX  B.  C,  $8.00; 
N.  B.  extras,  $10.50;  N.  B.  clears,  $9.50; 
No.  1  W.  pine  lath,  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $5.50  base ;  twisted  and 
deformed,  $5.60;  3/16  in.  and  lighter  $6.00. 

Shapes — Angles,  35  lbs.  and  over,  per  yard,  $5.50 
per  100  lbs. ;  under  35  lbs.  per  yard,  $5.'70 
per  100  lbs.  ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $5.60;  under  35  lbs. 
per  yard,  $5.80. 

Plates — 6  ins.  to  60  ins.  wide,  $7.00;  over  60  ins., 
$7.50.  Tank  and  boiler  plates — 54  in.  and 
over  and  under  36  ins.,  $5.95.  Gauge  plates 
— no  quotations.  Black  American  Bessemer 
Plates — dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $5.00  per  100  lbs. 
Rivets — Button  and  cone  head — J4"  to  ft"  diam., 
$6.50. 


EXTRAS    FOR   SHAPES   AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  1/lUc 
per  lb.  for  Angles  under  5  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
$1.50. 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized  iron — dealers  not  quoting  prices. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 

SEWER  PIPE 

Sewer  Pipe — Toronto  prices,  with  discounts  as 
below,  f.o.b.  factory — 4  in.,  40c  per  ft. ;  6 
in.,  00c  ;  9  in..  $1.00;  12  in.,  $1.50;  15  in., 
$2.00;  18  in.,  $2.60;  21  in.,  $3.80;  24  in., 
$5.00.  Discounts,  4  in.  to  9  in.,  44%,  12  in. 
to  24  in.,  37%,  in  truck  load  lots. 

Tile  Wall  Coping — Delivered— 8  or  9  in.  wall 
coping,  60c  ft. ;  12  or  13  in.,  90c  ft.,  carried 
in  6,  12,  18  and  24  in.  lengths.  Discount, 
44%  off  list. 

PAINTS  AND  OILS. 

Prices,  delivered. 
White  lead — ground  in  oil,    less  than   ton  lots, 

$20.75  per  100  lbs.;  ton  lots,  $20.50  per  100 

lbs. 

Boiled  Linseed  Oil — in  bbls.,  $2.90  per  gal.  of  9 
lbs. ;  red  lead,  dry,  $17  per  100  lbs. ;  Pure 
putty  in  bulk,  $9.15  per  100  lbs. ;  in  100  lb. 
drums,  $10.80;  in  25-lb.  tins,  $11.45  per  100 
lbs. ;  steel  sash  putty,  in  25-lb.  tins,  $11.95 
per  100  lbs. ;  turpentine,  in  bbls.,  $3.60  per 
Imp.  gal.,  based  on  southern  gauge.  Tur- 
pentine and  oil  in  less  than  barrel  lots,  15c 
extra  per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  254c  per  lb.; 
black,  in  bbls.,  7c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
30c;  ultra  blue,  dry,  in  bulk,  25c;  green, 
French  permanent,  dry,  20c ;  ochre,  French, 
dry,  12c;  red  Venetian,  dry,  6c;  sienna,  It- 
alian, dry,  15c ;  umber,  Turkey,  dry,  1254c. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.55,  delivered  in 

5   barrel   lots,   $4.75;   at   warehouse,  $4.55; 

single  bbl.,  $5.55. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — in.  and  1  in., 
45c  per  lb. ;  in  700-foot  coils,  4254c.  Lath 
yarn,  40c  per  lb. ;  in  full  coils.  33c. 


MONTREAL  PRICES 

CEMENT,   LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton ;  lump,  $15. 
Brick — No.    1   pressed,    $25.00;    No.   2  pressed, 

$20.00;  red  rustic,  $20.25;  vertical,  $21.50; 

plastic,  $16.00. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c;  10-in.  52c;  12-in.  60c;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $1.75;  H-in.  $2.00;  H-in. 

$2.25  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.25  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  8  in.  and  up,  $4.75;  1  In. 

x  1  in.  x  l/i  in.,  25c  extra;        in.  x  H  in. 

'/i  in.,  75  cents  extra.     Boiler  plates — J$  in. 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  $6.15.  Beams 
and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $5.20,  f.o.b.  Mont 
treat,  net  cash.  Corrugated  iron — 26  gauge, 
$11.00;  28  gauge,  $10.20  (pius  5%  due  to  ex- 
change  rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheets 
—Keystone  black,  28  U.  S.  gauge,  $11.50  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $90  for  6  in.  and  larger, 
and  $93  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  30c;  6  in.,  45c;  8 
in.,  70c;  9  in.,  85c;  10  in.,  $1.06:  12  In.,  $1.85 ; 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  In., 
$4;  24  in.,  $4.60;  27  in.,  $6  60;  80  In.,  $7.20. 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  66c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20. 
$3.60,  $5.20,  $0.75.  One-eighth  bends  (4  in. 
to  30  in.),  $1.20.  $1.80.  $2.80  $3.60.  $4  20. 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26.  $28; 
54,  $1.20,  $1.80,  $3.10.  $4.00,  $4.70,  $6  10, 
$14.40,  $20,  $24.  $32.  $86.  $52,  $07.60.  Double 
collar.  00c.  $1.86.  $2.10.  $2.60.  $8.16.  $4.00. 
$5.40;  slant  1  foot  long  side  (4  in.  to  16 
in  ).  90c.  $1.35.  $2.10,  $2.00,  $3.10,  $4  06, 
$540.  Single  branch  (6  in  to  9  in.),  8  ft.. 
$2.25,  $3.00,  $4.20;  2  and  2*4  ft  (4  In.  to  SO 
in  ).  $1.30.  $1.80.  $3.10.  $3.80.  $4.70,  $610. 
JS.10.  $11.25.  $13  00,  $18,  $20.25,  $32.00,  $SC- 
Single  squares  (4  in.  to  30  In.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  In.  to 
30  in.),  $1.80,  $2.70,  $4.90,  $8.30.  $7.85.  $10.RO, 
$14.40.  $20.  $24,  $32.  $36.  $40.00.  $00.40. 
Syphon,  cesspool,  and  buchan  trap  {4  In.  to 
10  in.).  $3.  $4.  $7.  $9,  $10.00.  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in  ),  $3.  $4,  $7,    $9.    $10.00,  $lft. 

These  prices  are  subject  to  a  discount  of  80 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  50-58  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  $4.30  per  bbl.,  both  less  5%  for  cash. 
Rope — Best  Manilla,  3554c  basis  per  pound; 
Beaver  Manilla,  28c  basis:  sisal  rope,  2254  c 
basis;  lath  varn.  2254c.  Boiled  linseed  oil — 
in  barrels.  $2.8254  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.80. 


QUEBEC  PRICES 

(Effective  May  1,  1920) 
F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  ouantity  of  50.000  or  over, 
$16.50;  carload  lots,  less  than  50,000,  $18.50; 
selected  builders  for  veneering  work,  carload 
lots,  $22.00;  "Citadel"  rustic  face  brick,  $27 
to  $31. 

Baker  oven  tile,  15"  x  854"  x  254",  $25  per  100. 
"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 

splits,  7c  per  superf.  ft. ;  12  x  8  x  4,  solid, 

12c;  12  x  8  x  6,  19c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel  in  carload  lots,  bags 

returnable  in  good  condition  at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock   Brick — $19.50  per  thousand  delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply.  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 1454c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels— $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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THE  "AUSTIN"  LINE 


MOTOR 
ROAD  ROLLERS 


3  WHEEL  AND  TANDEM 


From  5  to  15  Tons 


Austin  Gyratory  Crushers 

Need  no  Introduction 


Long  and  favorably  known 
for  their  strength  and 
durability 


Graders-7-8-10-12ft.  Blades 
Pressure  Road  Oilers 
Sprinklers,  Sweepers 
Scarifiers,  etc. 


Send  for  Catalogues 


MUSSENS  LIMITED 


MONTREAL 
TORONTO 


WINNIPEG 
VANCOUVER 
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WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$20;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $19;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — lJ4-in.  to  2-in.,  $3.65  per  yard; 
W-to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub 
ble  stone,   $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $115; 
4  in.  No.  1  and  2  E.G.  Fir,  $115;  4  in.  No. 
3  E.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common  Pine,  $75;  4  in.  No.  3  Pine  or 
Spruce,  $61;  6  in.  No.  1  and  2  E.G.  Fir, 
$110;  6  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $75;  0  in.  No.  2  Com- 
mon Pine,  $80;  6  in.  No.  3  Pine  or  Spruce, 
$70;  2x6  No.  1  Common,  $70. 

For  selected  lengths,  add,  Pine,  $5.00;  for  se- 
lected lengths,  add,  Fir,  $5 ;  for  dressing  2 
sides,  add  $5;  for  lyi,  lyi  or  2  inch,  add 
5. 

Birch  and  Maple  Flooring — Clear  (First  Grade) 
—13/16  x  lyi  in.  to  2&  in.  face,  $190;  H 
x  lyi  in.  and  1H  in.  face,  $147. 

No.  1  (Second  Grade)— 13/16  x  lyi  in.  to  2\i 
in.  face,  $184;  H  x  lyi  in.  and  1H  in  face, 
$139. 

No.  2  Factory— 13/16  x  1J4  in.  lo  IVa,  in-  lace, 
$153.00 

Selected  White— 13/16  x  1^  in.  to  2 J*  in.  face. 
$210.00 

DIMENSION  TIMBERS,  No.  1 
6  x  10  to  12  x  12,  up  to  32  ft.  long,  $76;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $77;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $78;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 
Clear— 13/16  x  lyi  in.  to  254  in.  face,  $400;  H 

x  lyi  in.  and  1J4  in.  face,  $350. 
No.  1  (Selects)— 13/16  x  lyi  in.  to  2yi  in.  face, 
$350;  H  x  lyi  in.  and  1^  in.  face,  $250. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  lyi  in.  to  2yi  in.  face,  $300;  H 
x  lyi  in.  and  2  in.  face,  $220. 


No.  1  (Selects)— 13/16  x  lyi  in.  to  2yi  in.  face, 
$100;  H  x.  lyi  in.  and  1H  in.  face,  $115. 

STEEL  AND  IRON 

Bteel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs.  ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  6  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  62c;  12  in. ,72c;  15  in., 
$1.20;  18  in.,  $1.70;  20  in.,  $2.10;  24  in., 
$2.75. 

Plaster  of  Paris,  $1  in  paper  bags ;  $1.45  in 
jute  bags. 

Plasterers'   Hair — 90c   per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack. 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 
Mixed  Paint — Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal. ;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 
$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than   ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,   LIME,  AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs.;  superfine,  white,  $9.50  per  bbl.; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house; $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver;  pressed  buff  brick,  $45  at  ware- 
house ;  $33  in  car  lots ;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house ;  fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan- 
tities. 


LUMBER   (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.    Mills  operat- 
ing on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $40;  10  x 
10,  $10;  10  x  12,  $40;  10  x  14,  $40.50;  12  x 
12,  $40;  14  x  14,  $40.50;  14  x  16,  $41.50;  6 
x  10,  $40.50;  0  x  12,  $41 ;  8  x  10,  $41;  8  x 
12,  $40.50;  10  x  16,  $42;  12  x  16,  $42;  16  x 
16,  $41.50;  6  x  14,  $42 ;  8  x  14,  $42;  12  x 
18,  $43;  18  x  20,  $44;  14  x  20,  $43.50;  16  x 
18,  $43.50;  10  x  20,  $44.50;  18  x  18,  $43.50; 
20  x  20,  $43.50;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50;  1x4, 
$99.50;  1  x  4  flat  grain,  $89.50;  No.  1  and  2, 
1-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  lyi  and  lyi  inch  fir  double  dressed 
$76;  2-inch  fir  double  dressed  $77;  fir  lath, 
$15;  11.  C.  cedar  shingles,  XX,  $5.25;  XXX, 
$7.50;  XXXXX,  $9.25. 

STEEL   AND  IRON 
Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  base;  twist- 
ed and  deformed,  $7.50  base;  structural  sec 

tions,  $7.00. 

Galvanized  iron— 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets. 

$11.75;  9  and  10  ft.  sheets,  $11.90  per  square. 
Hlack  steel  sheets,  24  gauge,  $10.35  per  100 

lbs. 

Steel  angles — $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $9.00  per  100  lbs.,  de- 
pending on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  $0.00. 

SEWER  PIPE. 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 

4-in.,  17c  per  ft.;  6-in.,  25c  per  ft.:  8-in.,  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  65c  ft.;  1B-In., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.; 

24-ir,.,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van- 
couver, bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— H  in.,  39c  base;   V,  In.,  39^c; 

ii  in.,  40c;   yi  in.,  40c;  second  grade,  33c 

base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled'  linseed  oil — In  bbls.,  $2.13  per  gal.  of  I 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4..C. 

Raw  linseed   oil — In  bbls.,  $2.10  per   gal. ;  red 

lead,   dry  $18.00  per  100  lbs.;  In  oil,  22c; 

putty  in  bulk,  Standard,  $6.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 

Head  Office 

Mark  Fisher  Building 
MONTREAL 


CAST  IRON  PIPE 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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W.  C.  LEITCH 

Vice-President 


JAMES  LAURIN,  C.E. 
President 


J.  EMILE  VANIER,  C.  E. 
Sec.  -Treas. 


Montreal  Crushed  Stone  Company,  Limited 

Plant  at  St.  Vincent  de  Paul,  P.Q.,  on  River  des  Prairies,  opposite  Montreal 

Largest  Plant  in  CANADA  and  the  most  up-to-date  in  the  World 

CAPACITY  4000  TONS  A  DAY 
All  Sizes  and  Grades  of  the  Best  Hard  Lime  Crushed  Stone  Produced 

MAIN  OFFICE:         590  Union  Avenue         MONTREAL,  P.  Q. 


Bricklayers  Prefer 

RENFREW  LIME 

It  saves  time,  makes  better  mortar,  requires 
less  tempering.  Lime,  Brick,  Farm  Tile 
supplied  in  straight  or  mixed  car  lots. 

Get  our  prices. 

Jamieson  Lime  Company 

Renfrew,  Ontario 


St.  Maurice  Lime 

Quality  Products 
Room  15,  Baker  Bldg.,  Three  Rivers 

Represented  at  Montreal  by: 
M.  W.  McNALLY  &  CO.  LTD. 
50  McGill  Street. 

Represented  at  Quebec  by: 
THE  CITADEL  BRICK  &  PAVING  BLOCK  CO. 
320  St.  Paul  Street. 


GRAVEL 

Either  Screened  or  Unscreened 
in  Car  Loads  on  any  C.P.R.  or 
G.T.R.  Siding.  Also  Screened 
Sand  for  all  purposes. 

SAND  &  SUPPLIES,  LTD. 


19  MELINDA  STREET, 


TORONTO 


Telephones;   Office,  Main  2606.     Evenings,  Parkdale  1971 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED  STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


Operating  the  Plants  of — 

Atlas  Sand  Co.,  Ltd. 

Canadian  Sand  and 
Gravel  Co.,  Ltd. 

Montreal  Sand  and 
Gravel  Co.,  Ltd.  , 


WE  SPECIALIZE 

Consolidated  Sand  &  Supply  Co. 


Limited 

CAPITAL      -  $1,000,000.00. 

LEON  GELINAS,  . 

Man  -Director,  75  Common  St. 

MONTREAL        Tel.  Ex.  Main  34 


J.  H.  BOURKE, 

Sec.-Trea» 


P.O.  Box  2775 

Foot  of  Nicolet  St. 
Cote  St.  Paul, 


135  Bridge  St.  468  William  St.  270  Ottawa  St. 

Melocheville,  P.Q.  Three  Rivers,  P.Q. 


SAND  DELIVERED  BY  TRAMWAYS  IN  ALL  PARTS  OF  CITY  AND  ISLAND  OF  MONTREAL 
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FLOORS 

The  Wood  Mosaic  Kind 


For  every  home — Old  or  New.  Can  be 
installed  by  your  mechanics.  Our  5/16" 
flooring  can  be  laid  in  old  or  new  houses. 
We  make  all  kinds  and  thicknesses;  Wood- 
Carpet,  strips,  Plain  and  Ornamental  Par- 
quetry, Tongue  and  Groove  Flooring. 

Send  accurate  measurements  of  rooms 
for  sketch  with  exact  estimate  of  cost  of 
the  flooring  required.  Instructions  for  lay- 
ing  and   finishing   accompany   all  orders 

shipped. 

Floor  laying  firms  in  many  locations  in 
Canada  are  now  handling  our  material. 


Send  for  Free  Catalog 

Wood-Mosaic  Company 

NEW  ALBANY,  INDIANA 


DOORS  AND 
SASH 

Why  should  ( get  my  doors  and  sash 
from  the  Pannill  Door  Company  ? 

BECAUSE:— 

Their  stock  is  high-grade  in  every 
respect. 

Their  service  is  good — I  will  get  deliv- 
ery when  I  want  it,  and  as  I  want  it. 

I  can  depend  on  their  statements  and 
promises  and  anything  which  is  not 
right  will  be  rectified. 

Their  prices  are  right. 

Klimax  Doors  with  Birch  Panels  will  in- 
crease the  value  of  your  house. 


THE 


PANNILL 


DOOR 
COMPANY 


131  Front  Street  East,  TORONTO,  ONT. 


Phone  Main  659 


HEAVY  TIMBERS 


The  Boake  Mfg.  Co.,  Ltd. 


The  illustration  shows 
our" JUMBO"  Planer 
for  large  timbers. 

We  specialize  in 
heavy  timbers  and 
long  joists  for  factory 
and  general  construc- 
tion and  can  supply 
you  from  stock. 

Let  us  quote  you  on 
your  requirements. 


Howland  Ave.  and  C.P.R.  Tracks 


TORONTO 
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FOR  SALE 

500-tons  67l/2  lb.  relaying  rail  with  angle- 
bars. 

200-tons  56  and  60  lb.  relaying  rail  with 
splices. 

200-tons  new  85  lb.  rail  with  anglebars. 

Jno.  J.  Gartshore,  Toronto 


THE  ENGINE/REFINEMEN1 

finest  boats  tfiatffoat 


THINK  QUICKLY! 

Will  you  be  able  to  keep  your  machinery  going  when  the  coal 
shortage  hits  you? 

The  cost  of  a  Sterling  emergency  power  plant  is  a  trifle  compared 
to  the  loss  of  production. 

Better  write  us.     It  takes  60  days  to  deliver  a  Sterling. 


BRITISH  COLUMBIA 
FOREST  PRODUCTS 

We  shall  be  pleased  to  furnish  information  regarding 
British  Columbia  Woods  to  Contractors  or  others 
interested  therein. 

NOTE — We  do  not  quote  prices. 

Address  inquiries  to 

B.  C.  Lumber  Commissioner 

No.  1  Adelaide  St.  East      TORONTO,  ONT. 

(Ground  Floor)  Main  6872 


Interior  pump  house,  Berthierville,  Que.,  showing  Model  FC  4-cylin- 
der,  100  H.P.  Sterling  gasoline  engine  employed  as  standby  power 
for  pumping  emergency.  These  engines  furnish  high  power  for  any 
break  down  emergency. 

Catalog  on  request. 

STERLING  ENGINE  CO.,  Dept.  C-9,  Buffalo,  N.Y.,  U.S.A. 

4,  6  and  8  cylinder,  12  to  300  H.P.,  speeds  of  400  to  1500  r.p.m. 
for   centrifugal   fire   pump   and   electric   generator  drives. 


ONTARIO  WIND  ENGINE  &  PUMP  CO. 

LIMITED 


WOOD  TANKS 

ALL  STYLES  and  SIZES 
300  to  100,000  gal.  capacity 

PINE  —  B.C.  FIR  —  CYPRESS 

Alj  over  Canada  lURuisT-fS  TANKS  are  giving 
efficient  Service,  a  Service  that  is  guaranteed  by 
first  class  material  and  expert  workmanship. 

Send  us  particulars  of  your  tank  requirements 
small  or  large.  Our  engineering  is  at  YOUR 
service  without  obligation  on  your  part. 

ONTARIO  WIND  ENGINE  &  PUMP  CO.,  LTD.,  Head  Office:  TORONTO 

Branches — Montreal,  Regina,  Winnipeg,  Calgary 
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VALVE- HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


Algoma 

Structural  Steel — Merchant  Bars 


Blooms,  Billets  and  Slabs 
Concrete  Reinforcing  Bars 
Shafting — Pulleys — Hangers 
Iron,  Brass  and  Bronze  Castings 

STEEL  RAILS— Open  Hearth  Quality 
All  Sections — 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 

Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 

PIG  IRON 

Basic        Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 
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Save  Coal  and  Power 

Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 

BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 


CHAIN 

Crane,  Dredge,  Conveyor, 
"Hercules"  Steam  Shovel, 
Anchor,  Sling  Chains, 
Common  Coil  Chain. 

Write  for  our  Catalogue 

McKinnon  Columbus  Chain 

LIMITED 

ST.  CATHARINES        -  ONTARIO 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Siloc,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupllng-Poettively  LEAK  PROOF. 
Wa  ara  the  originator,  of  the  BORED  OUT  Wood  Slaa va  Coupling. 
Write  for  Illustrated  Catalogue. 

850  Hastings  St.  W.      VANCOUVER,  B.C. 


The  Last  Word  in  Sanitary  Equipment 

nCNNISTEEl 

ww    Made  in  Canada  Wttm 

Steel  Lavatory  Partitions 

are  unequalled  for  factories,  industrial  plants  and  public 
buildings — hygienic,  fireproof,  non-markable,  easily  clean- 
ed, non-absorbent,  with  surfaces  free  from  cracks,  crevices 
and  corners.  • 

WE  ALSO  MANUFACTURE: 

Steel  Shelving,  Lockers,  Cabinets.  Bins,  Stools,  Chairs,  etc. 
Ornamental  Iron  and  Bronze,  Commercial  Wirework  of  all 
kinds,  General  Builders'  Ironwork. 


Halifax 
Montreal 
Ottawa 
Toronto 


write  for  folders 
The  Dennis  Wire  and  Iron 
Works  Co.  Limited 

Lo NDON 


Hamilton 
Winnipeg 
Calgary 
Vancouver 


Wire  Rope  and  Fittings 


FOR  ALL  PURPOSES 

Have  you  a  copy  of  our  catalogue  ? 

We  fabricate  Iron  Work  for  builders.    Send  us  your 
specifications. 

Canada  Wire  &  Iron  Goods  Co.  HAMILTON 
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SARNIA  BRIDGE  CO.,  LIMITED 

Structural  Steel  Boiler  Tubes 

Alloy  Steel  Road  Drags 

Warehouse   Stock   of   All  Kinds   for   Quick  Shipment 


TORONTO  OFFICE: 
HEAD  OFFICE : 


103  Pacific  Building. 
SARNIA,  CANADA. 


Phone  Main  3444 
Phone  289 


IS 


The  Hemispherical  bottom  elevated 
steel  tank  combines  economical, 
sanitary  and  structural  advantages. 

1 .  The  initial  cost  is  low. 

2.  The  maintenance  is  practically 
nothing. 

3 .  It  is  self  cleaning. 

4.  It  can  be  designed  and  erected  to 
meet  any  special  or  unusual  re- 
quirements. 

Let  one  of  our  sales  engineers  call 
and  investigate  your  needs. 


1 


Canadian  Des  Moines  Steel  Company,  Ltd. 


Sales  Offices  and  Plant : 


CHATHAM,  ONTARIO,  275  Inshes  Avenue 


CANADIAN  CHICAGO  BRIDGE 
and  IRON  COMPANY 

Limited 

ELEVATED  STEEL  TANKS 
and  STANDPIPES 

For  Municipal.  Railroad  and  Factory  Service. 
We  also  construct  storage  tanks  for  Oil, 
Molasses,  Pulp,  Acids  and  other  liquids. 

Our  Product  is  Made  in  Canada 

Catalogue  No.  16  gladly  mailed  on  request. 
Our  Engineering  Experience  is  at  your 
Disposal. 

Sales  Office:  Montreal,  Que. 

260  St.  James  Street. 
Works :  Bridgeburg,  Ontario. 


Tenders 

A  few  dollars  spent  in  advertising 
your  proposals  in  the 

Contract  Record 

and  Engineering  Review 

would  result  in  additional  competition, 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 
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STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614^-1615—1616. 


"STEELWORK  WHEN  YOU  WANT  IT" 

Standard  Steel 
Construction  Co.,  Limited 

Port  Robinson,  Ontario 
Manufacturers  and  Erectors 

Girders,  Columns,  Trusses,  Etc. 

Steel  Buildings  and 
Bridges 

Bars,  Angles,  Plates,  Beams,  Channels, 
Rivets,  Bolts,  Etc. 

In  Stock  for  Immediate  Shipment 

If  you  are  intending  to  purchase  steel- 
work for  any  purpose  it  will  be  to  your 
interest  to  permit  us  to  quote. 

A  po»t  card  will  bring  you  our  monthly  stock  list 
by  return  mail 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office— 
95  King  Street  East 
TORONTO 


Works- 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 
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Water  Supply 

from 
Deep  Wells 

is  obtained  at  a  min- 
imum cost  by  use  of 
our  deep  well  pumps. 


Write  for  Bulletin  26 
explaining  the  use  of 
Cook's  Patent  Brass 
Tube  Well  Strainer. 


A.  D.  COOK 

Lawrenceburg,  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES,  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


Plibrico  Jointless 
Fire  Brick 

Replaces  firebrick  and  fireclay 
for  all  purposes.  Applied  by  any 
handyman. 

Flintex  Concrete  Hardeners  and 
Dustproofers  Liquid  and  Integ- 
ral Powder. 

Made  in  Canada 

Exterior    and    Interior  Boiler 
Treatments. 

Roofing  and  Waterproofing 
materials. 

Wood  Preservative  and  Paints. 

Beveridge  Paper  Co.,  Limited 


628-630  St.  Paul  Street  West, 


Montreal. 


imiiiiii 


Class  "S" — Pulley  Driven 


BUFFALO  I 

CLASS  "S"  I 

DOUBLE  SUCTION 
DIVIDED  CASING 

CENTRIFUGAL  1 

PUMPS  J 

The  ideal  unit  for  Condenser  | 

Service — both  for  handling  circu-  | 

lating  water  and  condensate.   Al-  | 

so  especially  adopted  for  General  | 

Water  Supply,  Booster  Service,  | 
and'  Spray  Systems. 

They  maintain  high  efficiency  over  a  wide  range  of  capacities  and  will  not  overload  | 
|   your  driving  unit.    Built  in  sizes  from  1"  to  48". 

Write  for  Bulletin  270-12 

|  Canadian  Blower  and  Forge  Company  Ltd.,  Kitchener,  Ont.  | 


Manufacturers  of  Steam,  Power  and  Centrifugal  Pumps  and  Condensers 

iiiiiMiiiiiiiiiiiiiiiiiiiiiimiiiij 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


-Including- 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 

GALT         -  ONTARIO 


6ton  Electric  Derricks 


We  manufacture  in 
our  modern  plant 
the  following  equip- 
ment: 

Brick  Machinery. 
Pumps  for  a  wide 
range  of  service  and 
machinery  for  con- 
tractor and  engineer. 
Our  Scotch  Derricks 
are  indispensable  to 
the  contractor. 


The  only  self  drain- 
ing pumps  manufac- 
tured in  Canada 
are  made  by  us. 
These  Simplex  Hor- 
izontal  Steam 
Pumps  have  no  lev- 
ers and  no  tappets. 
We  shall  be  pleased 
to  answer  all  en- 
quiries. 


  Our  electric  derricks  are  built  in  sizes  up  to  6  ton  

and  70  ft.  booms.    Suitable  for  stone  yards,  quarries, 
storage  yards,  etc. 

Let  us  know  your  requirements 

JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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Civil 

fx  •                   f  r 

Contractors 

Electrical 

Directory  ot  J: 

engineers 

Special 

Mechanical 

Interests 

Willis  Chipman,  M.  Eng.   Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
Seo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 

Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals  of   Works   and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
II  Toronto  Street  -  TORONTO.  CAN. 
Water  Supply  and  Purification;  Sewerage 
Systems;  Municipal  and  Trade  Wast* 
TMiposal  Plants:  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.,  LTD. 

"Faraday  Works" 

LEICESTER    —  ENGLAND 

Manufacturing 
Electrical  Engineers 

CABLES:  "LODESTONE,  LEICESTER. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.     -  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 
Inspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point  of   manufacture,   and   Testing  in 
our  own  Laboratories. 
The   most   up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
406-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply  ;  Sewerage  and  Drainage  :  Water 

Purification;  Disposal  of  Sewage  and  Refute  ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bids.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridge*  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE        WILLIAM  STORRIE 

M  E  I.C,  M.INST.  C.E..  M.E.I.C..  A.M.INST.  C.E. 

M.AMER.  W.  W.ASSOC.  M.  AMER.  W.  W.  ASSOC. 

GEORGE  G.  NASMITH,  C.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


McAllister  &taylor 

ENGINEERS  ft  CONTRACTORS 
J.  W.  McAllister  Joha  Taylor, 

M.  Am.  Soc.  C.  E. 
17  Sun  Life  Bldg.,  HAMILTON.  ONT. 
Harbor   Improvements   and  Dredging 
Dams,  Piledrlvlng,  Concrete  Work  and 
Excavation.    Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


Phone  Main  2449  P.  O.  Box  -  3064 

ALEXANDER  WILSON 

Consulting  and  Supervising  Engineer 

Reports  Estimates  Valuations 

Power  Development  and  Transmission 
Industrial  Plants  Illumination 
Yorkshire  Bldg.,  136  St.  James  St. 
MONTREAL,  QUE. 


Pass  it  along: 

When  you  have  finished 
reading  this  paper  pass 
it  along  to  your  clerks. 
Encourage  them  to  read 
it  regularly~it  will  help 
them  and  that  means  it 
will  help  you. 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  &  Inspectors 

PAVING 
Designed,  Superintended,  Inspected. 
Chas.  A.  Mullen.  Director. 

CEMENT  &  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination  Power 

V.  K.  Stalford,  a.i.e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
Pipe,  Tile,  Building  Blocks  and  Trim 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E.  TORONTO 
Phones— Main  804  and  BOS 


Crushed 

Stone 
Steel  and 
Wood 
Water  Pip* 

T.  A.  Morrison  &  Co.,  ^ntreal* 


TamcO 


Cut  Stone 
Sand 
Brick 


Established  1884.  Main  2453. 

Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  'Phones— Park    638.    Park  8802. 
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Robert  W.  Hunt 
President 


Charles  Warnock 
Vice  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches;        Toronto        Vancouver        London,  England 


E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Construction 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont.; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.      PHILLIPS  SQUARE 

MONTREAL 


FOR  SALE 
Bricks  for  Quick  Shipment 

We  have  large  output  of  our  high  grade 

SILICA  PRESSED  BRICKS 

in  the  natural  color  for  prompt  shipment 
over  all  railroads. 

Schultz  Brothers  Co.,  Ltd. 

BRANTFORD 


J.  P.  Anglin,  B.Sc.        H.  J.  Gross         C.  D.  Harrington,  B.Sc. 
President         Vice  Pres.  &  Treas.  Vice  Pres.  &  Manager 

ANGLIN-NORGROSS 

LIMITED 

CONTRACTING  ENGINEERS  &  BUILDERS 


Halifax  Shipyards,  Halifax 
Crane  Company,  Montreal 
Ames-Holden-McCready,  Ltd.,  Montreal 
Children's  Memorial  Hospital,  Montreal 
Steel  Company  of  Canada,  Montreal 
Canadian  Cottons  Limited,  Cornwall 
Canadian  Cottons  Limited,  Milltown,  N.B.- 
Canada Amusement  Company,  Montreal 
Merchants  Bank,  Toronto  <• 
Belding  Paul  Corticelli  Co.,  St.  Johns,  Que.- 
Belding  Paul  Corticelli  Co.,  Montreal 


MONTREAL 


TORONTO 


-Office  &  Power  House 
-Large  Industrial  Bldg 
-Factory 
-Hospital 

-Nut  and  Bolt  Works 
-Weave  Shed 
-Weave  Shed 
-Loft  Building 
-Bank  Building 
-Factories 
-Factory 

HALIFAX 


WE  NEED  THE  SPACE 
OCCUPIED  BY 

One  Model  30  Marion  Shovel, 
Revolving,  Long  Boom  and 
Dipper  Stick.    7-8  yd.  Dipper. 

15  Ton  Waterous  Road  Roller. 
20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 
25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 
50  Assorted  Two-Wheel  Dirt  Scrapers. 
\Yz  yd.  and  2  yd.  Clam  Shell  Buckets. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

4%  x  6  Single  Drum  Builder's  Hoist. 

No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

1  yd.,  Y2  yd.  and  1/3  yd.  Concrete  Mixers. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 
The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


National  Iron  Corporation 


LIMITED 


Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


J 
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We  are  builders  of  railway  vehicles  to  suit  every  requirement  of  passenger, 
freight  and  general  service  on  steam  and  electric  lines  either  to  the  purchasers 
or,  if  required,  to  our  own  designs  and  specifications  for  home  or  export  orders 

Among  our  many  other  products  are  the  following:  — 


STEEL 


IRON 


CASTINGS 
ROLLED  BARS 
PRESSED  WORK 
COUPLERS 
SPRINGS 
BOLSTERS 
BRAKE-BEAMS 
DRAFT-ARMS 
RAILWAY  TRACKWORK 
ROLLING  MILL  ROLLS 
ETC. 


MALLEABLE  CASTINGS 
ROLLED  BARS 
CHILLED  WHEELS 
DROP  FORGINGS 
ROLLER  SIDE  BEARINGS 
ETC. 


If  not  mentioned  here  it 
is  probably  an  "Etc." 


FERRO-ALLOYS 

CASTINGS 
CRUSHER  JAWS 
DIPPER  TEETH 
BUCKET  LIPS 
PINS  &  BUSHES 
CRANK  SHAFTS 
CRANK  PINS 
ROLL  SHELLS 
SPECIAL  TRACKWORK 
ROLLING  MILL  ROLLS 
ETC. 


Our  plants  are  thoroughly  equipped  for  large  and  efficient  production, 
and  we  invite  correspondence  from  those  interested. 

Kindly  address: —    Sales  Department,  P.O.  Box  180,  Montreal 

CANADIAN  CAR  &  FOUNDRY  CO.,  LIMITED 
CANADIAN  STEEL  FOUNDRIES  LIMITED 
THE  PRATT  &  LETCHWORTH  CO.,  LIMITED 

PLANTS  AT   MONTREAL,  AMHERST,  N.S.,  WELLAND,  ONT.,  BRADFORD,  ONT.,  FORT  WILLIAM,  ONT. 


Reinforced 
Concrete  Construction 

Series  of  Three  Volume* 
By  G.  A.  Hool,  Associate  Professor  of  Structural 
Engineering,  University  of  Wisconsin. 

You  probably  know  something  about  these  books — 
How  they  came  out  without  the  advantage  of  a  widely  known  name 
as  author. 

How  the  leading  civil  engineering  papers  hailed  them  as  the  best 
on  the  subject. 

How  they  were  at  once  recognized  as  the  most  useful  and  practical 
books  that  have  appeared. 

They  are  today  standard  among  engineers,  architects  and  contrac- 
tors, as  well  as  in  colleges. 

Vol.  1 — Fundamental  Principles,  254  pages,  6  x 

9,  88  illus.,  $3.00  net,  postpaid. 
Vol.  II — Retaining  Walls   and  Buildings,  675 

pages,  6x9,  412  illus.,  34  plates,  $6.00  net 

postpaid. 

Vol.  Ill — Bridges  and  Culverts,  688  pages,  6x9, 
over  600  illus.,  41  plates,  $6.00  net,  postpaid. 

SEND  YOUR  ORDERS  TO 

Contract  Record  &  Engineering  Review 

347  Adelaide  St.  West,  TORONTO 


Sold  separately 
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No  More  Leaky  Roofs 

Keep  your  Roofs  watertight 
for  ten  years.    One  coat  of 

STORMTIGHT 

saves  the  cost  of  tearing  up 
old  worn  material  —  saves 
the  cost  of  a  new  roof. 

Permanent  Protection 


No  Repairs 


No  Repainting 


SONNEBORN  PRODUCTS: 

IAPIPOIITH 

makes  old  or  new  concrete  floors  dust-free  and  wear- 
proof by  chemical  action'.     Just  flush  it  on. 


Gmcotdr 


the  durable  Mill  White.  Washable,  of  exceptional 
covering  capacity.  Gloss,  Flat  and  Eggshell,  also 
all  colors. 

FOR  IVOOOEN  'W»ft^ 

the  modern  wood  preservative  gives  new  life  to  old 
or  new  wooden  floors. 


DISTRIBUTED  BY 

N.  J.  D  inneen  &  Co.,  Ltd.,  Winnipeg,  Man. 

John  B.  Keeble  &  Co.,  Toronto,  Ont.,  and 
London,  Ont. 

The  Western   Supply   &   Equipment  Co., 
Calgary,  Edmonton,  Lethbridge,  Alta. 

Chapman  &  Flinn,  Ltd.,  Amherst,  N.S. 

E.  F.  Stevens,  Halifax,  N.S. 

Sumner  Company,  Moncton,  N.B. 

Shaw  &  Mason,  Ltd.,  Sydney,  N.S. 

Spencer  Bros.  &  Turner,  Ltd.,  Truro,  N.S. 


Write  for  Literature 


MANUFACTURED  BY 


L.  Sonneborn  Sons  Inc.  New  York 
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You  Can  Save  Money 

by  using 


our 


Wire  Rope 

MADE  IN  CANADA 

The  Dominion  Wire  Rope  Company,  Limited 

MONTREAL  TORONTO  WINNIPEG 

For  Road  Repairs 

COMBINE 

Rapidity,  Efficiency 

and  Lack  of  Waste 

with 

Low  Cost 

by  using 

"RANSOME"  Bantam  Concrete  Mixers 


Do  You  Know  That 


We  are  HEADQUARTERS  for 

General  Marine  Supplies? 

Winches,  Windlasses,  Lamps, 

Rigging  Screws,  Shackles,  Blocks, 

"SHIPMATE"  RANGES 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 

Telephone  Main  3420 


Vol.  34 


Toronto,  June  2,  1920 


No.  22 


GLASS  BENDERS 


TO  THE  TRADE 


THE  TORONTO  PLATE  GLASS 
IMPORTING  COMPANY  ««.■ 


ITED 


GLASS  IMPORTERS  AND  MANUFACTURERS 

91-113  DON  ROADWAY,  TORONTO 


Alphabetical  Index  to  Advertisers,  Page  16      Classified  Directory  to  Advertisements,  Page  6 

Tenders  and  For  Sale  Pages  56-57 
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Wire  Wound  Wood  Pipe  and  C.  I.  Specials 

Our  Pipe  and  Tanks  are  manufactured  from  the  best  grade  of 
B.  G.  Douglas  Fir  in  the  finest  factory  in  Canada.  Complete 

installations  our  Specialty. 

Write  for  Illustrated  Catalogue  Let  us  Solve  your  Problems 

Canadian  Pipe  Company,  Ltd. 

550  Pacific  St.,  VANCOUVER,  B.  C. 

1 
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All  Over  the  World 


j 


ITRIFIED  CLAY  PIPE  is  known  the  world 
over.  Miles  upon  miles  of  it  have  been  laid 
since  way  back  in  history.  Were  all  the 
Vitrified  Clay  Pipe  in  use  to-day  placed  end  to  end, 
it  would  stretch  well  over  three  times  around  the 
world;  and  thousands  of  communities,  large  and 
small,  are  daily  adding  to  this  mileage  in  extending 
their  drainage  and  sewage  systems. 

This  surpassing  lead  has  been  gained  through  one 
thing,  and  one  thing  only— merit.  The  merit  of 
Vitrified  Clay  Pipe  embraces  the  three  essential  fac- 
tors that  form  the  basis  of  all  good  construction 
work— permanence,  efficiency  and  economy. 
Equipped  by  nature  and  science  with  properties  that 
enable  it  to  resist  absolutely  all  the  forces  of  cor- 
rosion and  decay  which  ordinarily  attack  pipes  laid  in  the  earth  VitrlfieTl 
Clay  Pipe  is  practically  indestructible.  It  is  truly  permanent. 
As  a  sanitary,  water-proof  and  leak-proof  convever,  Vitrified  Clay  Pipe 
is  very  efficient  because  its  smooth,  salt-glazed  surface  promotes  rapid 
flow.    It  does  not  clog. 

Vitrified  Clay  Pipe  is  also  quite  simple  and  very  economical  to  build. 
Maintenance  charges  too,  are  negligible  because  of  its  splendid  charac- 
teristics.   Quick  delivery  is  assured. 

Before  you  lay  your  next  sewer  or  drain,  let  us  give  you  further  in- 
formation.   We  welcome  your  inquiries. 


For  full  information  including  quotations,  write  to 
Vitrified  Clay  Pipe  Publicity  Bureau 
8  Colborne  St.,  Toronto,  Ont. 
St.  John's.  P.Q.  New  Glasgow,  N.S. 


4 


THE  CONTRACT  RECORD 


June  2,  1920 


How  You  Can  Cash  in  on  the 
Present  Demand  for  Bricks 

With  the  shortage  of  clay  brick,  cement  brick  is  now  used  extensively,  and 
has  proved  to  be  an  excellent  building'  material  for  all  purposes.  There  is 
now  a  steady  demand  for  it  and  contractors  throughout  C  anada  arc  making 
big  money  on  the  manufacture  of  cement  bricks  and  blocks. 

THE  LONDON 

CEMENT  BRICK  MACHINE 

has  developed  many  a  prosperous  brick  making  business.    At  a  small 

outlay  a  man  can  manufacture  brick  with  this  machine  and  increase 

his  output  later  by  putting  in  a  mixer  to  work  with  it.    Through  the 

superior  facilities  afforded  by  the  London  Concrete  Brick  Machine,  large  as 
well  as  small  manufacturers  use  it  for  the  rapid  output  of  good  quality  bricks. 
Write  us  for  further  important  facts  about  this  machine. 

the  LONDON 

Cement  Block  Machine 

makes  cement  blocks  in  many  attractive  designs  and  in 
any  shape  on  the  same  adjustable  mould  and  the  one 
width  of  pallet.  This  means  the  saving  of  considerable 
outlay  as  all  the  work  can  be  done  on  the  one  model. 
Numbers  of  handsome  buildings  are  being  erected  with 
cement  blocks,  and  contractors  are  placing  orders  for 
them  in  increasingly  large  quantities.  The  London 
Cement  Block  Machine  will  enable  you  to  get  this  pro 
fitable  business.    Let  us  send  you  further  particulars. 

The  Handy  LONDON  Cart 

should  be  on  every  job  for  its  all  round  utility  and  the  time  it  saves 
in  the  rapid  moving  of  material.  A  strongly  made  cart,  easy  to 
manipulate,  and  one  that  will  last  years.  The  London  Concrete 
Cart  costs  but  two-thirds  the  price  of  any  imported  cart. 

We  manufacture  a  complete  line  of  Concrete  Mix 
ers,  Diaphragm  Pumps,  Gasoline  Hoisting  Engines. 
Brick  Machines,  Block  Machines,  Tile  and  Sewer 
Pipe  Moulds.    Our  catalogue  will  he  sent  on  request. 

London  Concrete  Machinery  Co.,  Limited 

LONDON,  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery 
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PATENT 


WITH  'TRIPLE 'TWISTED 


Efficiency  Safety  Economy 


The  Belt  that 
Defies  Friction 


Friction  and  slipping — the  two  paramount  difficulties 
with  which  belting  users  have  to  contend — are  both 
unknown  where  "Gripoly"  is  employed. 

Due  entirely  to  the  materials  used  and  the  method  of 
construction,  this  belting  can  be  said  to  be  well  nigh 
perfect  for  all  transmission  purposes. 

"Gripoly"  is  especially  adaptable  for  iron,  coal,  chem- 
ical and  engineering  works,  elevator  and  crushing 
mills,  and  mines,  cement  works,  saw  mills,  etc. 

Ensure  your  power  efficiency  by  equipping  your  drives 
with  this  belting  of  proven  merit.  Let  us  tell  you 
more  about  it.    Write  to  the — 


"CAM-FISH"  CO.,  LTD. 

Importers  and  Distributors  of  Engineering  Supplies 

55  BAY  ST.      TORONTO,  CAN. 


THESE  EDGES 


are  composed  of  in- 
destructible strands 
interwoven  with  the 
solid  body  of  the 
belt. 


Manufactured  by 

Lewis  &  Tylor 

Limited 

In  Great  Britain 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 

Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 

Canadian  Allis  Chalmers,  Ltd. 
Air  Washing  Plants 

Spray   Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoists 

Canadian  Ingersoll-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Ash  Conveyors 

Hooker  &  McKechnie 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Ash  Hoists 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Asphalt 

Asphalt  Association 

Imperial  Oil  Company,  Ltd. 

Robertson  Co.,  H.  H. 
Beam  Spans 

Hamilton  Bridge  Works  Co. 

McKinnon  Steel  Company 

Sarnia  Bridge  Company 
Belting   (Transmission,  Elevator, 
Conveyor,  Rubber) 

Cam-Fish  Company 

Dunlop  Tire  &  Rubber  Goods  Co. 

Goodyear  Tire  &  Rubber  Goods 
Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Blocks  (Wire  and  Manilla  Rope) 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Boilers 

Canadian   Mead-Morrison  Co. 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Ingersoll-Rand  Co. 

Inglis  Company!  John 

Marsh  Engineering  Works,  Ltd. 

Mussens  Limited 

Robb    Engineering  Works 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 
Boiler  Inspection 

Trades  &   Labour   Branch  Dept., 
Public  Works 
Boxes — Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Brass  Goods 

Dunlop  Tire  &  Rubber  Goods  Co. 
Brick  Dryers 

Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 
Standard  Steel  Construction  Co. 
Toronto  Steel  Construction  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Rridtre  Company 
Sarnia  Bridge  Company 

Buckets 

Canadian  Link-Belt  Co. 
Canadian    Mead-Morrison  Co 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Manitoba   Bridge  Sr  Iron  Works 
Mansfield  Engineering  Co. 
Morris  Crane  &  Hoist  Co..  Her- 
fcert. 


Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 

Mansfield  Engineering  Co. 
Buckets — Steel 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Mansfield  Engineering  Co. 

McKinnon  Steel  Company 

Marsh  Engineering  Works,  Ltd. 
Building  Materials 

Britnell  Limited 

Robertson  Co.,  H.  H. 

Sand  &  Supplies 

Trussed  Concrete  Steel  Co..  Ltd. 

Vitrified  Clay  Pipe  Publicity 
Bureau. 
Building  (Steel) 

Standard  Steel  Construction  Co. 
Cable 

Dominion  Wire  Rope  Co.,  Ltd. 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cars — Steel  Body 

Marsh  Engineering  Works,  Ltd. 

Mackinnon  Steel  Co. 

Williams  Machinery  Co.,  A.  R. 
Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Britnell  &  Company 

Canada  Cement  Company 
Cement  Hardener 

Beveridge  Paper  Co. 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 
Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian    Ingersoll-Rand  Co. 

Dayton  Dovvd  Company 

National  Equipment  Company 
Chains 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

McKinnon  Columbus  Chain  Co. 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Booker  &  McKechnir 

Vitrified  Clay  Pipe  Publicity 
Bureau. 
Coal  Handling  Apparatus 

Canadian    Mead-Morrison  Co. 

Brown   Hoisting  Machinery  Co. 

Canadian   Link-Belt  Co. 
Cold   Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-LIte  Co..  Inc. 
Concrete   Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co 
Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co 
Concrete  Culvert  Pipe 

Concrete   Pipe  &  Products  Co. 

Dominion   Concrete  Company 


Concrete  Mixers  and  Appliances 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Ideal   Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 

Mussens  Limited 
Concrete  Sewer  Pipe 

Dominion  Concrete  Company 

v'-.trified  Clay  Pipe  Co. 
Conduits 

Conduits    Company,  Limited 

National    Conduit  Company 

Vitrified  Clay  Pipe  Publicity 
Bureau. 
Contractors 

Anglin-Norcross  Limited 

Archibald  &  Holmes 

Canadian  Engineering  &  Con- 
tracting Co. 

Cape  &  Company,  E.  G.  M. 

(lore,  Nasmith  &  Storrie 

Holmes  &  Co.,  Fred 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Miller  &   Son.  Roger 

Thomson  Bros. 

Wells   &  Gray- 
Contractors'  Plant  &  Supplies 

Ball  Engine  Company 

Canadian   Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Brown     Hoisting     &  Machinery 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Link  Belt  Co. 

Dake  Engineering  Works,  Ltd. 

Gartshore,  John  J. 

Hamilton  Bridge  Works  Co. 

Hepburn  Ltd..  John  T. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Manitoba  Bridge  &  Iron  Works 

Marsh  Engineering  Works,  Ltd. 

S'essenwein  Bros. 
Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 
Conveying  Appliances 

Barber-Greene  Company 

Brown  Hoisting  Machinery  Co. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Mansfield  Engineering  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Canadian  Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

HopJcins  &  Co.,  Ltd.,  F.  H. 

Maritime  Bridge  Company 

Morris  Crane  &  Hoist  Co.,  Her- 
bert. 

Northern    Crane  Works 
Creosote  Oils 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada   Crushed   Stone  Corpora 
tion 

Crushed   Stone,  Limited 

Morrison  Company.  T.  A. 
Crushers   (Stone  and  Rock) 

Canadian   Allis-Chalmers  Ltd. 

Canadian    Tneersoll  Rand  Co 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

London  Concrete  Machinery  Co 

Mussens  Limited 
Damp  Proof  Coating 

Barrett  Company.  Limited 

Beveridge  Paper  Co. 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil   Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Doors 

Pannill  Door  Company 
Derricks  and   Derrick  Fittines 

Canadian   Mead-Morrison  Co. 

Hepburn    Ltd..    Tohn  T 

Hopkins  &  Co.,' Ltd.,  F.  H. 

Maritime  Bridge  Company 

Marsh   Engineering  Works,  Ltd. 

National  Equipment  Company 

Northern  Crane  Works 
Diamonds 

Joyce-Koebel  Company 


Diamond   Saw  Teeth 

Joyce-Koebel  Company 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Canadian  Mead-Morrison  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 
Dump  Cars,  Wheels,  etc. 

Gartshore,  John  J. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 
Dump  Wagons 

Sc-agrave,  Lougheed  Co. 

Swedish  Crucible  Steel  Co. 
Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 
Elastite 

Carey  Company,  Philip 
Electric  Impulse  Clocks 

Gent  &  Company,  Limited 
Electric  Water  Systems 

Ontario  Wind   Engine   &  Pump 
Company 

Electrical  Specialties 

Spielman  Agencies  Regd. 
Electrical  Supplies 

Canadian  General  Electric  Co. 
Elevator  Doors 

Ormsby  Company,  A.  B. 
Elevators  _ 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Northern  Crane  Works 

Turnbull  Elevator  Company 
Enameled  Brick 

American   Enameled   Brick  & 
Tile  Company 
Engines 

Canadian   Allis-Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co 

Hopkins^  &  Co.,  Ltd.,  F.  H. 

Inglis  Company,  John 

Robb   Engineering  Works 

Waterous  Engine  Works  Co. 
Engines — Swinging 

Canadian  Mead-Morrison  Co. 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthington,   W.  R. 
Excavators 

Ball  Engine  Company 

Canadian   Mead-Morrison  Co. 

Engineering  &  Machine  Wks.  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Mansfield  Engineering  Co. 
Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co. 
Fire  Brick  (Plastic) 

Beveridge   Paper.  Co. 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Roberson-Oleson  Limied 
Fire  Escapes 

Canadian  Welding  Works 

Dennis  Wire  &  Iron  Works  Co. 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 
M  'nntimied  on  ->»ge  8) 
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T  N  THE  STATES,  it  is  generally  known  among 
contractors  that  the  Erie  is  the  speediest  and 
most  powerful  revolving  steam  shovel. 

The  preference  for  the  Erie  is  the  result  of  many 
careful  comparisons,  made  by  owners  who  have  had 
long  experience  with  steam  shovels. 


ERIE 


Revolving 
Shovels 


London 


2,000  years  wise, 
receives  a  surprise 

The  first  steam  shovel  that  ever  traveled 
the  streets  of  London!  An  ERIE  on  its 
way  to  dig  the  first  cellar  ever  excavated 
by  steam  shovel  in  England. 
|f  The  ERIE  proved  to  be  "  of  inestimable 
value,  cutting  our  excavation  costs  in  half, " 
writes  F.  D.  Huntington,  Managing  Di- 
rector of  F.  D.  Huntington,  Ltd.,  the  pro- 
gressive London  contractors  who  intro- 
duced the  revolving  traction  shovel  in  Eng- 
land. 

f,  British  contractors  watched  the  new 
method  of  cellar  excavation  with 
great  interest.  Their  satisfaction  with 
the  E.?ie  Shovel  is  best  shown  by 
the  fact  that  there  are  now  many 
E.^ies  at  work  in  Great  Britain — 
digging  cellars  and  sewer  trenches, 
grading  roads,  quarrying  rock,  and 
excavating  sand,  gravel,  shale,  etc. 

.fi  We  will  be  glad  to  send  you  a 
bulletin  of  facts  and  photos  show- 
ing just  what  kinds  of  work  the 
Erie  is  doing.  Write  for  Bul- 
letin C. 

BallEngine  Co.  Erie,  Pa., U.S.A. 

Builders  of   ERIE  Steam  Shovels, 
Locomotive    Cranes  and 
Railway  Ditchers. 
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Fittings 

Crane  Limited 
Flag  Poles 

MacKinnon  Steel  Company 

Ontario    Wind    Engine   &  Pump 
Company 

McGregor  &  Mclntyre 
Flooring  Materials 

Armstrong  Cork  Company 

Imperial  Oil  Company 

Sonneborn  Sons.  Inc.,  L. 

Vitrified  Clay  Pipe  Publicity 
Bureau. 

Forges 

Canadian  Blower  and  Forge  Co. 
Forginps,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 
Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

London  Concrete  Machinery  Co. 

Ontario  Wind   Engine   &  Pump 
Company 

Osborn  Canada  Ltd.,  Samuel 
Generators 

Canadian  General  Electric  Co. 
Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown     Hoisting     ac  Machinery 
Company 
Gravel 

Sand  &  Supplies 
Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 


Hauling;  Contractors 

Augstrom  &  Verochio 

Heating  Apparatus 

Dunham  Company,  C.  A. 
Canadian  Blower  and  Forge  Co. 
Montreal  Machine  Shop,  Ltd. 

Heat  Insulating  Materials 
Armstrong   Cork  Company 

Heating  Systems  (Steam  Traps) 
Dunham  Company,  C.  A. 

Hoists,  Electric 

Canadian  Link-Belt  Co. 
Northern  Crane  Works 

Hoisting  Apparatus 

Brown  Hoisting  Machinery  Co. 
Canadian  Mead-Morrison  Co. 
Herbert  Morris  Crane  &  Hoist 

Company 
Hopkins  &  Company,  F.  H. 
Jeffrey  Mfg.  Co.,  Columbus,  Ohio 
London  Concrete  Machinery  Co. 
Marsh   Engineering  Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams  Machinery   Co.,   A.  R. 

Hoisting  Engines 

Canadian    Allis-Chambers  Ltd. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Goodyear  Tire  &  Rubber  Co. 

Hydrants 
Canada  Iron  Foundries 
Kerr    Engine  Company 
Gartshoi  e-Thompson  Pipe  Co 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Eneineeriner  Works.  Ltd. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
McKinnon  Steel  Company 


Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Company 
Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 

Spielman  Agencies  Regd. 

Standard  Underground  Cable  Co. 
of  Canada  Limited 
Insulating  Bricks 

Armstrong  Cork  Company 
Jib  Cranes  (all  kinds) 

Hamilton   Bridge  Works  Co. 

Northern   Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 

Hamilton  Bridge  Works  Co. 
Kilns 

Canadian  Blower  and  Forge  Co. 

McKinnon  Steel  Company 
Lead  Pencils 

American  Lead  Pencil  Company 
"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown     Hoisting    &  Machinery 
Company 

Canadian  Link-Belt  Co. 
Lumber 

B.    C.   Lumber  Commissioner 
Machinery  Insulation 

Armstrong  Cork  Company 
Malleable  Castings 

Pratt  &  Letchworth  Co. 
Metal  Lath 

Canadian  Metal  Window  Co 

Ormsby  Company,  A.  B. 

Trussed  Concrete  Co.,  Ltd. 


Mill  Supply  Department 

Bevendge  Paper  Co. 

Motors 

Canadian  General  Electric  Co. 

Motor  Trucks 

Tiffin   Wagon  Company 

Ford  Motor  Company 
Nozzles 

Spray  Engineering  Co. 
Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 

Hamilton  Bridge  Works  Co. 

Imperial  Oil  Company,  Ltd. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 
Ornamental  Iron 

Canadian  Welding  Works 

Dennis  Wire  Iron  Works  Co. 
Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co 
Packing 

Dunlop  Tire  &  Rubber  Goods  Co 

Paint  (Heated  Surfaces) 
Ric-Wil  Company 
Spielman  Agencies  , 

Paints  and  Varnishes 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Spielman   Agencies  Regd. 
Paints  (Bridge  and  Structural  Iron 

and  Pipe  Coating) 

Barrett   Company,  Ltd. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Ontario  Rock  Company 

Sonneborn  Sons  Inc.,  L. 

Spielman   Agencies  Regd. 

Trussed  Concrete  Steel  Co.,  Ltd 
Paint  Spraying  Equipment 

Spray  Engineering  Co. 
Park  Sprinklers 

Spray   Engineering  Co. 
(Continued  on  page  10) 


Stop — Read — and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral— Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 

Marsh  Engineering  Works,  Limited,  E'l?846hed  Belleville,  Ontario 


Sales  Agents :  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 


June  2,  1920 
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All  G.G.E.  wires  and  cables  are  "Made  in  Canada"  conform 
to  the  National  Electric  Code  Standard  and  are  inspected  and 
labelled  by  the  Underwriters'  Laboratories. 


Single  Conductor,  Solid  or  Stranded,  Single  Braid 


For  General  Wiring  Work 


For  Conduit  Wiring 


Duplex — Two — Conductor — Solid  or  Stranded 


.   -  -  ■  -  i-'nt*m(t<W"".fW'*"'""'x"""'">'4 


Fixture  Wire 


For  Fixture  Wiring 


^  TUT  J_J  For  Telephone  Work 


Two  Twisted  Conductors — Rubber  Covered  and  Braided 


Re-Enforced  Cord 


tzz^ssa     For  Drop  Light  Wiring 


Heater  Cord — Two  Conductor,  Type  H. 


Standard  Cords 
Types  C  &  F64 


For  Heating 
Appliances 


For  Brush  Holders 


Brush  Holder  Cable. 


Two  Braided  Conduct- 
ors Twisted  Together 


For 

Underground 
Work 


Double  Steel  Tape  Armoured  Cable 
Write  our  nearest  Sales  Branch  for  full  particulars 


Canadian  General  Electric  Co.,  Limited 


Head  Office 


Toronto 


Branch  Offices:  Montreal,  Quebec,  Halifax,  Sydney,  St.  John,    Ottawa,    Hamilton,    London,    Cobalt,  South 
Porcupine,   Winnipeg,   Calgary,   Edmonton,   Nelson,  Vancouver,  Victoria,  Sherbrooke  and  Windsor. 
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CLASSIFIED  INDEX  TO  ADVERTISEMENTS — Continued 


Paving  and  Paving  Materials 
Barrett  Company,  Limited 
Brodies  Limited 
Carey  Company,  Philip 
Dominion  Tar  &  Chemical  Co. 
Imperial   Oil   Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 
Warren    Bituminous   Paving  Co. 

Pipe   (Concrete,   Iron   &  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thompson  Pipe  Co. 
National  Iron  Works 

Pipe  Covering  (Underground) 
Ric-Wil  Company 

Pencils  (Lead) 
American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile   Driving  Machinery 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb   Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 

Manitoba  Bridge  &  Iron  Works 

Waterous  Engine  Works  Co. 
Road  Material 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 
Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company.  Ltd. 
Vitrified  Clay  Pipe  Publicity 
Bureau. 

Rubber  Goods 
Barrett  Company,  Limited 

Road  Oil 
Imperial  Oil  Company,  Ltd. 

Pneumatic  Machinery 

Canadian  Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulIoch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Cook,  A.  D. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Inglis  Company,  John 

Ontario  Wind   Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Quarry  Machinery 

Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 

Ralls 

Sessenwein  Bros. 


Railway  Supplies 
Can.  Chicago  Bridge  ft  Iron  Co. 
Gartshore,  oThn  T. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Steel  Company  of  Canada 
Reinforcements,  Concrete  and  Steel 

Itaines  &  David  Ltd. 

Canadian  Siegwart  Beam  Co. 

Burlington  Steel  Company 

Canada  Wire  &  Iron  Goods  Co. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 

Rigging  Screws 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Drags 

Sarnia  Bridge  Company 

Road  Materials 

Warren    Bituminous   Paving  Co. 

Road  Scraper  Knives 
Shunk  Plow  Company 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Beveridge  Paper  Co. 
Sand 

Sand  &  Supplies 

Saw  Teeth 

Joyce-Koebcl  Co. 
Screens 

Canada  Wire  &  Iron  Goods  Co 
Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Vitrified  Clay  Pipe  Publicity 
Bureau. 

Sheathing 

Barrett   Company,  Limited 
Shingles  (Asbestos) 

Barrett  Company 
Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 
Shovels  (Steam) 

Ball  Engine  Company 

Canadian  General  Electric  Co. 

Canadian  Mead-Morrison  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Sidewalk  Doors 

Canadian  Welding  Works 

McGregor  &  Mylntyre 
Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 
Silo  Moulds 

London  Concrete  Machinery  Co. 
Skylights 

Roberton-Olsen  Limited 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  5c  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Standard  Steel  Construction  Co. 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 
Stair  Builders 

Canadian  Welding  Works 

Canada  Wire  &  Iron  Goods  Co. 

McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  ft  Sons,  T. 
Turnbull  &  Co.,  Harvard 


Steel 

Burlington  Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
McKinnon  Steel  Company 

Nova  Scotia  Steel  &  Coal  Co. 
Toronto  Steel  Construction  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Burlington   Steel  Company 

Frost  Steel  &  Wire  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Steel  Lath 

Gait  Art  Metal  Company 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 

Steel  Plate  Construction 

Hamilton   Bridge  Works  Co. 

Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering   Works,  Ltd. 
Standard  Steel  Construction  Co. 
Waterous  Engine  Works,  Co. 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &   Radiation,  Limited 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Street  Oilers 

Seagrave,  Lougheed  Co. 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 

Iron  Works 
Standard  Steel  Construction  Co 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian  Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario  Wind   Engine  &  Pump 

Company 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 

Tile  Moulds 

London  Concrete  Machinery  oo. 


Towers 

Can.  Chicago  Bridge  &  Iron  Co. 
Hamilton   Bridge  Works  Co.* 

Standard  Steel  Construction  Co. 

Trailers 

Seagrave,  Lougheed  Co. 

Transformers 

Canadian  General  Eelectric  Co. 

Trap  Rock 

Ontario   Rock  Company 

Turnbuckles 

Dominion  Wire  Rope  Company 

Valves 

Canada  Iron  Foundries 
Crane  Limited 

Gartshore-Thompson   Pipe  Co. 
McAvity  &  Sons,  Ltd. 
Turnbull  &  Co.,  Harvard 

Ventilators 

Robertson  Co.,  H.  H. 

Ventilating    ft    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 

Varnishes — Insulating 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Wall  Ties 

Canadian    Self-Locking  Concrete 

Wall  Company 
Gait  Art  Metal  Company 

Wallboard  (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Beveridge  Paper  Co. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 

Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 

Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 

Welding  Engineers 

Canadian  Welding  Works 

Well  Drilling  Plants 
'American  Well  Works 
Ontario  Wind  Engine   &  Pump 

Company 

Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
Johnson  &  Sons,  C.  H. 

Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 

Wood  Pipe 

Canadian  Pipe  Company 
Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  &  Tank 
Company 

Wood  Preservatives 
Beveridge  Paper  Co. 

Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  TanI 

Company 
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^_  Small 

-"Profits  or 


More 
Profitx 


A  Gang  of  Handshovelers  at  $4.00  to  $6.00  each.     Delay  in 
Loading  Trucks  and  Waiting  for  Load. 

One  Man  and  a 


One  Operator — Jeffrey  Radial  Loader — No  Delay. 


Radial  Loader 


Will  handle  your  Crushed  Stone,  Sand,  Gravel,  Coal,  etc.,  in  less  time,  at  less  cost,  and  more 
satisfactorily  than  any  other  method. 

BUILT  IN  TWO  TYPES : 

Type  "K"  lias  a  capacity  of  one  cubic  yard  per  minute. 
Type  "G"  loads  iy2  to  2  cubic  yards  per  minute. 

Digs  8  to  10  feet  into  the  pile  Three-wheel   support — enables 

— a  feature   which   cannot   be  it   to   turn   a   complete  circle 

accomplished    with   any   four-  with  either  drive  wheel  as  a 

wheel  type  of  loader.  center. 


Perfectly  swivel- 
ing  chute  with 
long  flexible  spout 
eliminates  hand 
trimming. 


Write  for  our  new  catalogs  No.  288-7  and  309-7 


The  Jeffrey  Manufacturing  Co. 

Canadian  Branch  &  Warerooms   -  MONTREAL 


Non-Porous 

Pre-Cast 

Slabs 

Forming 

Continuous 

Hollow-Air 

Chambers 


NO 


Speediest 
Erection 

A  Uniform 
Degree  of 
Temperature 
Maintained. 


Bungalow  constructed  of  Sawyer  System,  Los  Angelos,  Cal. 


UPKEEP 

REPAIRS 

RENEWALS 


s 


AWYER 
YSTEM 


Can.  Pat.  No.  188.042 


When  Complete 
a  Double 
Monolithic  Wall 
with  Air 
Insulation. 

Self-Locking 
Concrete  Wall 
Construction 


Write  for  information  for  your  district  to:        Manufacturing  Plants  Are  Being  Established  Throughout  Canada 

The  Canadian  Self  -  Locking  Concrete  Wall  Co.  (System*),  Limited. 

119  Board  of  Trade  Building,  MONTREAL 
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The  Dufferin  Construction  Co.,  Limited 

ENGINEERS  AND  CONTRACTORS 


Successors  to  Franceschini  &  Company 

Steam  Shovel  Excavation 

Possessing  the  latest  and  most  powerful  type  of  steam 
shovels  we  are  equipped  to  undertake  all  kinds  of  ex- 
cavation work  in  earth  or  rock,  whether  for  grading  or 
building  purposes.  Our  experience  covers  many  of 
the  most  important  jobs  in  Ontario. 

An  Efficient  Truck  Service 

in  connection  with  our  steam  shovel  work  we  operate' 
a  fleet  of  trucks,  and  can  therefore  carry  through  the 
job  with  full  responsibility  for  both  excavation  and 
cartage. 

Before  you  decide  on  your  next  job,  discuss  it  with  us.    Write  us  or 

PHONE  OFFICE  MAIN  3058  ™s%l&,S2%£n: 

Room  505,  Lumsden  Building,  TORONTO 


ROGER  MILLER  &  SONS  LIMITED 


ENGINEERS  AND  CONTRACTORS 
Head  Office:     -       Lumsden  Building 


TORONTO 


The  above  illustration  shows  a  portion  of  our  plant  working  on  Waterworks  Intake  Pipe  for  City  of  Toronto. 


June  2,  1320 


THE  CONTRACT  RECORD 


13 


Building  recently  completed  for  Willards  Chocolates  Limited,  Dupont  St.,  Toronto 

Henry  J.  Chown  Architect 


Work  was  started  on  this  building  Dec.  3,  19  19 
Basement  and  tirst  floor  occupied  Feb.  1,  1920 
Building  completely   occupied        Apr.  1,  1920 

Work  was  clone  on  percentage  basis  and  cost  kept  below 
our  estimate. 

Wells  &  Gray  Limited 

ENGINEERS  &  CONTRACTORS 


Branch  Office  : 

Bank  of  Commerce  Bldg., 

WINDSOR,  ONT. 


Head  Office: 

701  Confederation  Life  Bldg., 
TORONTO. 
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Economical  and  Efficient 


T5he 

Economic 
Heater 

was  so  named  because 
of  its  remarkable 
ability  to  reduce  the 
amount  of  fuel  con- 
sumption. At  the 
same  time  it  greatly 
increases  the  effici- 
ency of  the  entire 
heating  system. 

So  confident  are  we 
of  its  ability  to  prove 
entirely  satisfactory 
that  we  will  install 
this  heater  and  if  it 
does  not  give  entire 
satisfaction  we  will 
take  it  out  and  stand 
all  expense. 


EFFECTS 
A  GREAT 
SAVING 
IN  FUEL 
EXPENSES 

T5he 

Economic 
Heater 


is  guaranteed  for  twenty 
years  against  leaks  from 
expansion  or  contraction. 

Demonstrations  Freely 
Given, 

Enquiries  Solicited. 


Manufactured  in  Canada  by 

The  Montreal 
Machine  Shop 


LIMITED 


481    Ontario   Street  East 

MONTREAL 


Sole  Agents  for  Ontario  :— EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  TORONTO,  Ont. 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation  . .  •  ■  •  •  79 
American  Enameled  Brick  and  Tile 

Company   18 

American  Lead  Pencil  Company  .. 

American  Well  Works  

Anglirt-Norcross   Limited    HI 

Angstrom  &  Verochio  .■   75 

Archibald  &  Holmes   OH 

Armstrong  Cork  Company  

Asphalt  Association.  The  

A ult  &  Wiborg  Co   T:i 


Baines  &  David  

Ball   Engine  Co  

Barber  Asphalt  Paving  Company  . 

Barber-Greene  Co  '. 

Barber,  Frank  

Barrett  Company  

Beveridge  Paper  Co  

B.  C.  Lumber  Commissioner  ..  . 

Boake  Mfg.  Company  

Booker  &  McKechnie  ..   ..  . . 

Boving    Hydraulic    &  Enginecriiu 

'.  Company  

Brantford  Roofing  Comnany  

Britnell  Company.  Limited  

Brown  Hoisting  Machinery  Co.  . 
Burlington  Steel  Company  


88 
63 
62 


Cam-Fish  Company  

Canada  Cement  Company   . .    .  . 
Canada  Crushed  Stone  Corporation. 
Canada  Iron  Foundries,  Limited   .  . 

Canada  Wire  &  Cable  Co  

Canada  Wire  &  Iron  Goods  Co  

Canadian  Allis-Chalmers  

Canadian  Blower  and  Forge  Co.  .  . 
Canadian  Chicago  Bridge  and  Iron 

Company  

Canadian  Des  Moines  Steel  Co.   . . 

Canadian  Equipment  Co  

Canadian  Ingersoll-Rand  Co  

Canadian     Inspection    and  Testing 

Laboratories  

Canadian  Johns-Manvillc  

Canadian  Link-Belt  Co  

Canadian  Mead-Morrison  Co  

Canadian  Metal  Window  Co  

Canadian  Pipe  Company,  Ltd  

Canadian    Self  -  Locking  Concrete 

Wall  Company  

Canadian  Siegwart  Beam  Co  

Canadian  Surety  Company  

Canadian  Welding  Works  

Cape  &  Company.  E.  G.  M  

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co.  .. 

Chipman  &  Power,  Ltd  

Conduits   Company,  Limited 

Consumers  Gas  Company  

Cook,  A.  D  '..  .. 

Concrete  Pipe  &  Products  Co  

Consolidated  Sand  &  Supply  Co.  . . 
Crushed  Stone,  Limited  

Dake  Engine  Company  

1  )ay ton-Dowd  Company  

Dennis  Wire  and  Iron  Company  . . 

Dept.  of  Public  Works  

Dominion  Concrete  Company  . . 
Dominion   Engineering  and  Inspec- 
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78 


70 
70 


80 
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tion  Company   80 

Dominion  Oxygen  Co  

Dominion   I'aint  Works  

Dominion  Tar  &  Chemical   Co.  ..60-65 

Dominion   Wire  Rope  Co   HI 

Drummond  &  Peeves   25 

Duffcrin  Construction  Co   12 

Dunham  Company.  C.  A  

Dunlop  Tire  &  Rubber  Goods  Co.  .. 

Engineering   &    Machine   Works  of 

Canada.  Limited   30 

Ford  Motor  Company  

Foyle.  W.  &  G  

Frost  Steel  &  Wire  Co  

Gait  Art   Metal  Company   74 

Gartshore,  John  J  

Gartshore-Thompson  Pipe  &  Foun- 
dry Company   75 

General  Supply  Company   72 

Gent  Company   80 

Goldie  &  McCulloch  Co  

Goodyear  Tire  &  Rubber  Co   67 

Gore.  Nasmith  &  Story  -  . .  80 

Hamilton  Bridge  Wrorks  Co  

Hamilton  Co.,  Win   69 

Hepburn,  John  T   74 

Holden  Company,  Limited  

Holmes  &  Sons,  Fred   80 

Hopkins  &  Company,  F.  H   84 

Hunt  &  Company,  Robert  W  

Hynes,  W.  J   81 

Ideal  Concrete  Machinery  Co   GO 

Imperial  Oil  Limited  

Independent  Concrete  Pipe  Co  

Inglis  Company,  John   ......    ..  59 

Jaeger  Machine  Company   65 

James  &  Company.  E.  A   80 

lamieson   Lime  Company  

Jeffrey  Mfg.  Co   11 

Johnston  &  Sons,  C.  H   69 

Katie   Foundry  Company   18 

Kerr  Engine  Company.   Ltd   79 

Koebel  &  Company,  Joyce  ..   ..   ..  73 

Lea,  R.  S.  &  W.  S.   80 

London  Concrete  Machinery  Co.  . .  4 
London  &  Lancashire  Guarantee  & 

Accident  Company   60 

MacKinnon  Steel  Co   82 

MacLean  Daily  Reports   60 

Mansfield  Engineering  Co  

Manitoba  Bridge  &  Iron  Company  .  . 

Maritime   Bridge  Works  Co   71 

Marsh  Engineering  Works   8 

McAllister  &  Taylor   80 

McAvity  &  Sons,  T   27 

McGregor  &  Mclntyre   71 

McKinnon  Columbus  Chain  Co.  .. 

Metal   Shingle  &  Siding   Co   28 

Miller  &  Sons.  Roger   12 

Milton  Hersey  Company   80 

Ministry  of  Munitions   14 

Montreal  Crushed  Stone  Co  ^  72 

Montreal  Machine  Shop  '  15 

Morris  Crane  &  Hoist  Co.,  Herbert..  73 

Morine,  H.  A   60 

Morrison  &  Co..  T.  A   80 

Mussens  Limited   77 

National  Conduit  Company   21 


National  Equipment  Co  

National  Iron  Corporation   81 

Neptune  Meter  Company   75 

Northern  Electric  Company  

Northern  Crane  Works,  Ltd   00 

Nova  Scotia  Steel  and  Coal  Co   68 

Ormsby  Company,  Ltd.,  A.  B   28 

Ontario  Rock  Company..   21 

Ontario  Wind  Engine  and  Pump  Co. 
Osborn  Canada  Ltd..  Samuel  ..  .. 
Owen  Bucket  Company   02 

Pacific  Coast   Pipe  Company   ..    ..  73 

Pannill  Door  Company   73 

Pratt  &  Letchworth   82 

Prest-O-Lite  Company   G2 

Port  Credit  Brick  Co   22 

Portland  Cement  Association   . . 

Reed  &  Co..  Geo.  W   70 

Reid  &  Brown  Structural  Steel  and 

Iron  Company   80 

RiowiL  Company   68 

Robb  Engineering  Works   00 

Robertson  Co..   H.   H   74 

Roberton-Olsen,    Ltd   G9 

Sand  &  Supplies   72 

Sarnia  Bridge  Company   70 

Scully.  A.  A   22 

Seagrave-Loughead  Co   17 

Sessenwein  Bros   00 

Shunk  Plow  Company   68 

Sonneborn   Sons.   L.,  Inc  

Spielman  Agencies  

Spray   Engineering  Company   . .    . .  25 

Stalford.  V.  K.   . .    ..  80 

Standard  Steel  Construction  Co.   . .  71 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   75 

Steel  Company  of  Canada  

Sterling  Engine  Company  

St.  Maurice  Lumber  Company  ..  .. 

Super  Cement  Limited  

Swedish  Crucible  Steel  Co   26 

Thompson  Bros   80 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co.  1 
Toronto  Steel  Construction  Co.  . .  71 
Trades  &  Labor  Branch.   Dept.  of 

Public  Works  

Turnbull  &  Co..  Harvard   17 

Turnbull  Elevator  Company   83 

United  States   Fidelity  &  Guaranty 
Company   60 

Vancouver  Wood    Pipe    and  Tank 

Company  

Yirified  Clay  Pipe  Publicity  Bureau  3 

Warren  Bituminous  Paving  Co  

Wettlaufer  Bros  

Waterous   Engine   Works  Company 

White  Star  Mine   66 

Wells  &  Gray   13 

Wickes  Bros   22 

Williams  Machinery  Co..  Ltd.,  A.  R.  81 

Wilson,  Alex   80 

Wilson  &  McGovern   73 

Wood  Mosaic  Company  

Worthington,  W.  R   80 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.  Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 


June  2,  1920 
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London    Concrete  Mixers 


You  know  what  it  costs  to  have  a 
gang  waiting  around  for 
equipment  to  begin  proper 
operation.  Install  machinery 
that  keeps  the  men  busy 
feeding  it. 


Harvard  Turnbull  &  Co. 


EXCELSIOR  LIFE  BLDG. 


Toronto 


PHONE  MAIN  1706 


Agents  for: 

Canadian  Mead-Morrison  Co.  London  Concrete  Machinery  Co. 

B.  J.  Coghlin  Company.  T.  McAvity  &  Sons. 

B.  Greening  Wire  Company.  Peck  Rolling  Mills. 


The  right  truck  is 
one  that  will  reduce 
your  present  delivery 
and  haulage  costs. 
One  that  will  move 
your  equipment  and 
supplies  with  the 
greatest  speed  and 
least  cost.  One  that 
will  work  at  capa- 
city under  the  high- 
est pressure  and 
come  through  on 
top. 

Such  a  truck  if  the  "Sea- 
grave-Loughead. "  Ask 
us  to  send  fullest  par- 
ticulars. 


iiInIipmiiihIi  :::!! 


MADE 
IN 

CANADA! 


Seagrave-Loughead  Company  Limited,  Sarnia,  Ont. 

SOME   TERRITORY  STILL    OPEN   FOR    LIVE  REPRESENTATIVES 
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Enameled  Brick,  Prompt 
Shipments 

Compare  the  cost  of  construction 
when  "AMERICAN"  made  Enamel- 
ed Brick,  white  or  mottled  effects 
are  used  as  against  Glazed  Terra 
Cotta  or  Tile  for  exterior  or  interior 
purposes.  You  will  find  "AMERI- 
CAN" ENAMELED  BRICK  are 
less  expensive. 

Shipments  are  made  from  stock. 
No  delays  in  filling  orders.  They 
have  been  universally  used  for 
twenty-seven  years.  Specify  "AM- 
ERICAN" and  get  results. 

See  Sweet's  Catalogue  in  U.S.A. 
and 

Specification   Data  in  Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and  Fire  Brick. 
52  Vanderbilt  Ave.,  New  York  City. 


MANHOLES  and 
COVERS 


CROSSING 
PLATES 


Municipal 
Castings 

The  ^^^^^^^^  Found 


GALT 


ONT. 


IRON 
CULVERT  PIPE 


BRIDGE 
CASTINGS 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

W—  (LARGE  STOCK  ON  HAND) 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE      -  ONTARIO 


Tune  2,  1920 
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A  Better  Steel  Sash 


A  Better  Service  for  you 


Canadian  Metal  Window  and  Steel  Products  Ltd. 

TORONTO,  CANADA 
(Formerly  Canadian  Metal  Window  Co.,  Ltd.) 

has  purchased  from  Steel  and  Radiation,  Ltd.,  all 
rights  to  the  manufacture  and  sale  in  Canada  of 


The  following  things  assure  better 
service  for  you: 


1.  The  sash  making  equipment  of  Steel  &  Radiation,  Ltd., 
has  been  added  to  our  own  factory  equipment. 

2.  We  are  incorporating  into  Fenestra,  several  exclusive 
features  never  before  a  part  of  Fenestra  as  manufac- 
tured in  Canada. 

3.  Our  Toronto  warehouse  will  carry  stock  of  thirty  types 
and  sixty  sizes  for  prompt  shipment. 

4.  A  steady  supply  of  steel  is  assured  us  through  an  agree- 
ment with  Detroit  Steel  Products  Co.,  largest  manufac- 
turer of  steel  sash  in  the  United  States. 

Write  for  a  list  of  warehouse  sizes  kept  in  stock 

Canadian  Metal  Window  and  Steel  Products  Ltd. 

TORONTO,  CANADA 
160  River  St.  Phone  Main  4566. 
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Save  labor  costs  and  increase  your  profits 


WITH  A 


Keystone  Excavator,  Model  4 

It  will  save  you  the  wages  of  100  shovel  men.    It  will  soon  pay 
for  itself,  and  the  savings  after  that  are  all  additional  profits. 
Order  your  Keystone  today. 


The  Keystone  Excavator,  Model  4. 
"It  gets  there,  and  digs!" 


Let  us  send  you  booklet. 


A  few  facts  about  the  Keystone 

It  has  a  fourteen-foot  bucket  travel 
on  an  18-foot  boom. 

It  lifts  and  digs  a  half  yard  with 
every  thrust. 

Its  32  h.p.  engine  gives  power  to 
spare. 

The  Keystone  travels  (two  speeds) 
under  its  own  power  to  the  next 
job. 

There  are  no  haulage  or  setting  up 
costs  with  the  Keystone. 

It  goes  practically  everywhere  a 
loaded  dump  waggon  will  go. 

It  can  handle  old  macadam,  asphalt, 
gravel,  or  any  substance. 

A  simple  change  of  bucket  scoop 
adapts  the  Keystone  for  many  dif- 
ferent jobs,  such  as  ditch  digging, 
cellar  exacavating,  back  filling, 
loading  hopper  cars,  road  making, 
and  various  other  uses. 

It  is  fast,  sure,  economical  to  oper- 
ate, and  easily  handled. 

It  is  a  sure  money  maker  for  the 
far-seeing  contractor. 


Patented  in  Canada  October  16th,  1917. 
Other  Patents  pending. 


Sole  Licensees  and  Builders  for  Canada 


Engineering  &  Machine  Works  of  Canada,  Limited 

ST.  CATHARINES,  ONT. 

Eastern  Sales  Offices: — Hall  Machinery  Co.,  Sherbrooke,  Que.,  and  Birks  Bldg.,  Montreal. 


June  2,  1920 
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Trap  Rock— Best  Concrete  Aggregate 

Mr.  William  Barclay  Parsons.  Chief  Engineer,  New  York  Subways  ; 
the  42nd  Street  Tunnel;  Consulting  Engineer  to  the  Hudson 
Terminals,  etc.,  stated  in  brief  in  some  legal  proceedings  in 
regard  to  concrete  : — 

"In  my  opinion,  the  standard  or  best  aggregate  for  concrete  construc- 
tion is  TRAP  ROCK.  The  advantage  that  Trap  Rock  has  over  all  other 
materials,  is  that  it  is  harder,  denser,  and  not  affected  by  chemical  action 
or  fire,  and  is  very  much  harder  to  resist  abrasion." 


ONTARIO  ROCK  COMPANY,  LIMITED 

PHONE    MAIN  6407 
410  CROWN  OFFICE  BLDG.,  TORONTO 


TRAP  ROCK  QUARRY 
PRENEVEAU.  ONT 


Made  in  Canada 
Conduit 


0/ 


Manufactured  by 

National  Conduit  Co.,  Limited 

Toronto 
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The  Wickes 
Blue  Print  System 


Simplicity  of  design 
is  a  big  feature  of  tlie 
design  of  the  Wickes 
Blue  Print  System. 
There  is  no  need  for 
its  operator  to  take 
up  valuable  time  tin- 
kering with  the  ma- 
chine or  fussing 
around  getting  it  to 
work.  Absolute  de- 
pendability and  long 
life  is  assured  every 
purchaser. 


There  is  no  glass  cy- 
linder to  clean  or  to 
replace  at  great  ex- 
pense. There  are  no 
series  of  belts  to  de- 
mand attention — just 
one  plain  continuous 
wide  belt,  the  life  of 
which  is  guaranteed 
for  years'  constant 
service  and  which 
will  last  as  long  as 
the  machine  itself. 


1856 


Ask  for  Catalogue 

Wickes  Brothers 


1920 


2805  Water  Street,  Saginaw,  Michigan 

Builders  of  Heavy  Duty  Plate  and  Structural  Tools,  Heavy  Duty  En- 
gine Lathes,   Special  Production  Lathes  and  Crankshaft 
Turning  Equipment 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stocky  and  can  make  delivery  at  once: 


Air  Compressors 
Boilers 
Buckets 
Cars 

Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Locomotives 
Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors* 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—280) 
Yards  and  Shops — New  Toronto,  Canada 


Build 
With 


Port  Credit  Brick 


Red  Pressed  and 
Wire  Cut  Brick 

Best  Service  and  a  Reliable 

Product 

WE  SPECIALIZE  ON  SEWER 
BRICK 

G.T.R.  or  C.P.R.  Shipping  Facilities 

North  American  Life  Building 
Toronto,  Ontario 


fh  ■ 


11 


One  of  Toronto's  Business  Houses 
Built  of  Port  Credit  Brick 


Tune  2,  1920 
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Does  guess-work  road 
building  pay? 


Common  Sense  Sez: 

"NO!" 

Road  engineers  who  specify  Bermudez 
Road  Asphalt  do  not  guess.  They 
know.  Years  of  service  have  proven 
it  more  durable  and  economical  than 
any  other  bituminous  road  material 
known.  They  refuse  to  risk  their  own 
reputations  and  public  money  on  cheap 
but  untried  imitations. 

"IT  STAYS  PUT" 

holds  the  world's  record  for  long  life 
and  low  maintenance.  Neither  sun 
nor  rain  affect  its  nature-given  tenacity 
and  binding  properties.  These  are 
facts — demonstrated  by  tests.  Let  us 
send  you 


The  Bermudez  Road  Book  " 


BERMUDEZ  FACTS  No.  2 

Pernambuco,  Brazil;  Average  Temperature,  95" 
Fahr.  10,000  sq.  meters  of  road  built  of  Bermudez 
Road  Asphalt  (penetration  method)  6  years  ago. 

Not  One  Cent  for  Maintenance 


The  Barber  Asphalt  Paving  Company 

Philadelphia 
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THE  IDEAL  BRIDGE  

Concrete  approaches  its  requirements 


Its  great  strength,  combined  with 
its  unlimited  possibilities  for  artistic 
effect,  is  resulting  in  an  increasing 
use  of  Concrete  for  the  construction 
of  Bridges. 

The  first  cost  of  a  Concrete  Bridge 
is  practically  the  only  cost  its  builders 
are  ever  called  upon  to  meet. 

The  rigidity  of  a  Concrete  Bridge 


is  so  great  on  account  of  its  mono- 
lithic construction  in  comparison 
with  the  live  loads  it  is  required  to 
support,  that  vibration  and  deflec- 
tion are  practically  imperceptible. 

As  the  materials  that  enter  into 
the  making  of  Concrete  are  usually 
obtainable  in  the  vicinity  of  the  site, 
the  cost  of  the  Bridge  may  be  almost 
entirely  retained  at  home. 


Canada  Cement  Company  Limited 

Herald  Building  Montreal 

Sales  Offices  at  Montreal  Toronto  Winnipeg  Calgary 


Specify 
CANADA  CEMENT 
Uniformly  Reliable 


Our  Service  Department  is  anx. 
ious  to  co-operate  in  all  lines 
of  work  for  which  Concrete  is 
adapted.  Our  library  is  at  your 
disposal  at  all  times  without 
charge. 
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Notice  of  Removal 


Will  remove  on  June  3rd  from  their  former  offices,  Rooms  201-202,  Mail  Building,  King  &  Bay  Streets, 
which  premises  they  have  occupied  for  the  past  ten  years,  to  their 

New  Address 

43  Jarvis  St.  (near  corner  King  St.) 
Toronto  -  Ontario 

Our  new  premises,  with  combined  office  and  storage  facilities,  will  enable  us  to  continue,  and 
further  improve,  the  prompt  and  satisfactory  service  which  it  has  always  been  our  endeavor  to  maintain. 

"R.I.W."  TECHNICAL  PRODUCTS  CONCRETE  INSERTS  (all  types) 

"SECURO"  BAR  SPACERS  "HAVEMEYER"  PRODUCTS 

PATENT  SCAFFOLD  MACHINES  WAREHOUSE  SCUPPERS 

SALT  GLAZED  AND  ENAMELED  BRICKS,  ETC. 

No  change  in  Telephone 


Main  331 


43  Jarvis  St.,  Toronto 
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Large  Stocks  for  Emergencies 


Sand 
Lime 
Cement 

and 

General 

Building 

Supplies 


We  are  prepared  to  load  on  trucks  for  im- 
mediate delivery  in  Toronto  or  vicinity  the 
following  builders'  supplies: 


FIRE  CLAY 
FIRE  BRICK 
SEWER  PIPE 
WEEPING  TILE 


CEMENT 
LIME 
PLASTER 
HAIR 


SAND,  GRAVEL  and  CRUSHED  STONE 


Phones: — Day,  North  664.    Night,  North  2107. 


Britnell  &  Co.,  Limited 

C.  P.  R.  Crossing,  Yonge  Street,  North  Toronto 


Unless  special- 
ly requested  we 
do  not  supply 
driver's  cab 
with  equip- 
ment,  but  will 
be  glad  to  fur- 
nish prices  up- 
on application. 


Olson  Dump  Body 

for 

Ford  Ton  Truck 

Made   in    1  w  o  sizes, 
v     •  '      Model  A  1  cubic  yard. 

\  and  Model  13  iy2  cubic 

yards.  Mounted  on 
Olson  side 
springs  lo  sup- 
port body  at  all 
points.  So  pcr- 
^iw  fectly  balanced 
ibat  it  may  be 
(lumped  with 
perfect  ease. 
For  sale  by  all 
Ford  dealers. 


ONE  PRICE 

$245 
F.O.B.  WINDSOR 


Manufactured 
under  Olson 
Patents  by 


The  Swedish  Crucible  Steel  Co. 


of  Canada,  Limited 


WINDSOR, 
Ontario, 
Canada 


Branches  at:    MONTREAL,  QUE.,  285  Beaver  Hall  Hill 


TORONTO,  ONT.,  614  Excelsior  Life  Bldg. 


I  line 
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STANDARD  I.B.B.M. 
HUB  END  GATE  VALVES 

For  125  lbs.  Steam  Working  Pressure 
Non  -  Rising  Stem  —  Parallel  Seats. 

PXPERIENCED  Engineers  appreciate  the  high- 
grade  workmanship  and  best  quality  material 
used  in  McAVITY  valves.  Every  valve  is  fully 
guaranteed  and  made  absolutely  tight  before  leaving 
the  factory. 

Write  for  particulars. 

T.  McAVITY  &  SONS,  LIMITED 

ST.  JOHN,  N.B. 

Montreal  Winnipeg  Vancouver 

TORONTO 

HARVARD  TURNBULL  &  COMPANY, 
207    Excelsior    Life  Building. 
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<JThis  front  view  of  the 
Ormsby  Swartwout  Stand- 
ard Ventilator,  made  of  rust 
resisting  galvanized  sheet 
metal,  shows  the  louvers 
open.  Note  both  the  unob- 
structed passage  for  air  and 
the  ample  size  of  vane  con- 
trolling rotation 

CJOne  eighteen  inch  Ormsby 
Swartwout  Ventilator  will 
exhaust  67,000  cu.  ft.  of  foul 
air  per  hour  and  maintain 
this  average  under  all  con- 
ditions. This  capacity  is  the 
proven  result  of  exhaustive 
tests  covering  a  long  period. 

C|  Lesser  capacities  may  be 
obtained  as  desired  by  the 
adjustable  damper  which  is 
chain-controlled  from  below. 


Cool  Ventilation  for  Hot  Summer  Days 

€][  Ormsby  Swartwout  Ventilators  have  overcome  per- 
fectly that  costly  evil  of  sweltering  stuffy  work-rooms. 
C|  Listless  perspiring  workers  -whose  efficiency  is  reduced 
one-half,  may  be  kept  active  and  comfortably  cool  by 
the  Ormsby  Swartwout  Ventilator,  which  insures  a 
steady  flow  of  invigorating  fresh  air  without  the  possi- 
bility of  any  dangerous  drafts. 

C|  Mounted  on  sensitive  ball-bearings  and  controlled  by 
an  ample  vane  the  "Ormsby  Swartwout"  responds  to 
the  slightest  breeze,  always  facing  away  from  the  wind. 
The  wind,  in  passing,  forms  a  partial  vacuum  before  the 
mouth,  which  sucks  up  the  used  air  from  below.  A 
steady  air-change  results. 

<]]  Ormsby  Swartwout  Ventilators  are  extremely  simple 
in  operation,  and  easily  controlled ;  as  they  look  to  the 
wind  alone  for  their  source  of  power,  the  initial  cost  is 
the  only  cost  of  perfect  ventilation. 

4|  Specify  Ormsbv  Swartwout  Ventilators.  Used  and 
approved  by  the  best  OFFICE  BUILDINGS,  FAC- 
TORIES, WAREHOUSES,  and  SCHOOLS.  Made  in 
Galvanized  sheet  metal  and  copper. 


The  A.  B.  Ormsby  Company,  Ltd. 

TORONTO  ONTARIO 

Associated  with : 
THE  METAL  SHINGLE  &  SIDING  CO.,  LTD., 
Preston,  Montreal,  Winnipeg,  Calgary,  and  Saskatoon. 
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Coherent  Plan  of  Development  for  Canadian 
National  Exhibition 

THE  necessity  of  a  coherent  plan  of  development 
is  recognized  by  most  promoters  of  projects 
of  any  importance  or  magnitude,  whether  pub- 
lic or  private,  to  such  an  extent  that  the  growth 
of  such  projects  is  considered  and  directed  on  lines 
laid  down  after  careful  consideration  and  scientific 
study  of  the  problem.  Articles  in  the  "Contract  Re- 
cord" have  frequently  urged  foresight  in  the  matter 
of  layout  of  large  enterprises  ttith  the  idea  of  avoiding 
the  all  too  frequent  lack  of  coherence  and  comprehen- 
siveness. An  editorial  in  a  recent  issue,  for  example, 
drew  attention  to  the  lack  of  proper  planning  in  the 
various  buildings  of  the  University  of  Toronto  and 
the  absence  of  a  correlated  scheme  of  development. 

In  one  large  public  scheme,  however,  we  are  glad 
to  see  that  some  interest  is  being  taken  along  this 
line.  That  is  the  Canadian  National  Exhibition,  the 
Toronto  fair  which  is  the  greatest  annual  event  of  its 


kind  in  the  world.  Huge  sums  of  money  have  been 
spent  in  providing  suitable  buildings  for  the  purposes 
of  the  Exhibition  and  the  Board  controlling  its  af- 
fairs do  not  intend  to  be  sparing  in  the  future.  The 
value  of  the  Exhibition  as  a  factor  in  Canadian  trade 
development  is  widely  recognized  and  the  citizens 
of  Toronto  cannot  afford  to  hinder  its  expansion  along 
proper  lines. 

Now  that  it  is  clearly  understood  that  the  Exhibi- 
tion has  a  prominent  and  important  part  to  play,  ef- 
forts are  being  made  to  rectify  the  mistakes  of  the 
past  and  prevent  their  recurrence.  Proper  planning 
of  the  grounds  and  buildings  needs  no  defence  and  a 
comprehensive  and  coherent  plan  for  the  entire  Ex- 
hibition is  essential.  The  Ontario  Association  of 
Architects  has  gone  on  record  as  being  unqualifiedly 
in  favor  of  a  thorough  study  of  the  conditions  so  that 
the  Exhibition  will  be  designed  along  lines  that  will 
provide  for  every  present  and  future  requirement.  In 
a  letter  written  to  the  press  some  time  ago,  by  the 
presidents  of  the  Royal  Architectural  Institute  of 
Canada  and  the  Ontario  Association  of  Architects,  at- 
tention was  drawn  to  the  matter,  and  we  quote  from 
this  letter  to  indicate  the  urgency  of  the  situation. 
The  letter  states :  "We  believe  the  time  has  arrived 
when,  to  ensure  the  future  of  this  great  Fair,  it  be- 
comes imperative  to  take  up  this  all  important  mat- 
ter of  development.  This  development  should  be 
along  lines  determined  by  a  thorough  study  of  condi- 
tions involving  the  preparation  of  a  scheme  that  will 
be  commensurate  with  the  character  of  the  Exhibition 
and  its  needs.  .  .  We  cannot  longer  continue  on  the  old 
method  of  adding  building  by  building  and  making  one 
extension  after  another,  just  as  the  immediate  occa- 
sion demands,  without  due  consideration  of  the  prob- 
lem as  a  whole.  From  now  on  the  Exhibition  should 
grow  along  lines  established  by  a  thoroughly  well 
conceived  plan,  on  which  problem  should  be  enlisted 
the  best  brains  and  talent  that  can  be  procured  in 
this  country.  .  .  .  The  many  elements  which  enter  into 
this  problem  make  the  matter  one  that  requires  prompt 
and  concerted  action,  but  it  does  not  follow,  in  so  do- 
ing, that  the  city  or  exhibition  association  would  be 
faced  with  an  extravagant  or  impossible  expenditure. 
On  the  contrary  if  the  situation  is  not  faced  now,  it 

will  cost  considerably  more  in  the  long  run  The 

buildings  need  not  necessarily  be  expensive  or  showy ; 
simple,  well  designed  buildings,  if  properly  disposed 
in  harmonious  groups,  will  have  a  beautiful  effect." 
The  letter  suggests  that  the  preparation  of  a  plan  of 
development  should  be  entrusted  to  the  best  profes- 
sional talent  who  would  be  directed  in  their  efforts  by 
the  representatives  of  the  Exhibition  Board,  the  Park 
Commissioner  and  architects  and  engineers  who 
would  study  the  whole  problem  and  suggest  a  scheme 
for  the  entire  layout. 

The  Exhibition  is, a  great  asset  to  the  city  of  To- 
ronto and  of  the  whole  Dominion.  It  has  involved  a 
large  investment  which  requires  every  possible  pro- 
tection and  every  possible  encouragement.  In  order 
to  get  the  most  out  of  the  money  and  effort  that  has 
been  spent,  let  the  necessity  of  a  comprehensive  plan  of 
development  be  distinctly  and  immediately  recog- 
nized. 


La  Cie  de  Pavage  de  Construction  de  Levis,  Ltd.. 
has  been  formed  to  act  as  general  builders  and  con- 
tractors, to  construct  roads  and  pavements  etc  The 
capital  is  $49,000. 
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Contract  Provisions  Proposed  by  Associated 
General  Contractors 

FROM  the  very  nature  of  construction  many  of 
the  uncertainties  attaching  to  the  building 
business  can  never  be  eliminated.  They  must 
either  he  assumed  by  the  contractor  or  the 
owner.  Some  Which  are  now  assumed  by  the  con- 
tractor OUghl  by  right  to  be  assumed  by  the  owner. 
Other  uncertainties  may  he  eliminated  entirely  to  the 
advantage  of  both  parties.  The1  improvement  ot  pre- 
sent contract  provisions  is  one  of  the  simplest  solu- 
tions for  this  problem. 

W  ith  these  thoughts  in  mind  the  Committee  on 
Contracts  of  the  Associated  General  Contractors  of 
America  during  the  past  year  has  made  a  study  of 
113  different  forms  of  contracts  of  various  types'. 
The  committee  are  not  prepared  at  this  time  to  sub- 
mit a  complete  form  of  contract  embodying  every 
provision  which  should  he  included  in  a  good  con- 
tract. They  have,  however  approved  the  following 
provisions  which  they  recommend  he  included  in 
every  contract  made  by  members  of  the  Associated 
General  Contractors  of  America.  Additional  provi- 
sions will  he  submitted  from  time  to  time. 

Proposed  Contract  Provisions 
1.    Action  on  Bids 

Bids  should  he  submitted  with  the  provision  that 
they  must  he  acted  upon  within  a  reasonable  time. 

2.  Freight  Rate  Changes 

Bids  should  he  submitted  on  the  basis  of  existing 
freight  rates,  with  the  provision  that  in  case  a  change 
in  rates  should  occur  between  the  time  bids  are 
received  and  the  date  fixed  for  the  completion  of 
the  contract,  the  contract  price  should  he  increased 
or  decreased  accordingly. 

3.  Wage  Scale  Changes 

Bids  should  be  stated  and  he  submitted  on  exist- 
ing- wage  rates,  with  the  provision  that  the  contract 
price  shall  be  increased  or  decreased  in  accordance 
with  any  change  in  such  rates  before  the  date  fixed 
for  the  completion  of  the  contract. 

4.    Material  Price  Changes 

Bids  should  he  submitted  on  the  basis  of  existing 
prices  for  materials  f.o.b.  the  producer's  plant  or  dis- 
tributor's yard,  with  the  provision  that  the  contract 
price  shall  he  increased  or  decreased  in  accordance 
with  any  change  in  such  price  that  takes  place  within 
the  time  allowed  the  contractor  to  purchase  and  fab- 
ricate his  materials. 

5.  Monthly  Estimates 

Monthly  estimates  should  include  materials  de- 
livered and  suitably  stored  as  well  as  materials  in- 
corporated in  the  work. 

6.    Partial  Payments 

Certificates  should  he  prepared  and  delivered  to 
the  contractor  between  the  first  and  tenth  day  of 
each  month,  showing  the  proportionate  part  of  the 
contract  price  earned  during  the  preceding  month. 
These  certificates  should  he  paid  by  the  owner  by 
the  tenth  day  of  the  month.  Interest  on  deferred  pay- 
ments should  be  paid  the  contractor  at  the  prevailing 
rate. 

7.    Contractor's  Right  to  Stop  Work 

I'nder    the     following  conditions  the  contractor 


should  have  the  right  to  stop  work  or  terminate  the 
contract  upon  three  days'  written  notice  to  the  owner 
and  the  architect,  and  recover  from  the  owner  pay- 
ment for  all  work  executed  and  any  loss  sustained 
upon  any  plant  or  material  and  reasonable  profit  and 
damages : 

(a)  If  the  work  should  be  Stopped  under  an  or- 
der of  any  court,  or  other  public  authority,  for  a 
period  of  three  months,  through  no  act  or  fault  of  the 
contractor  or  any  one  employed  by  him; 

(h)  It  the  architect  or  engineer  should  fail  to 
issue  the  monthly  certificate  for  payment  in  accord- 
ance with  the  terms  of  contract  ; 

(c)  If  the  owner  should  fail  to  pay  the  contractor, 
within  seven  days  of  its  maturity  and  presentation, 
any  sum  certified  by  the  architect  or  engineer  or 
awarded  by  arbitration. 

(d)  If  the  owner  does  not  permit  the  contractor 
to  proceed  with  construction  within  a  reasonable 
time  after  signing  the  contract. 

8.    Retained  Percentage 

The  retained  percentage  should  be  based  on  100 
per  cent,  of  the  work  performed  and  should  never 
exceed  10  per  cent.  W  hen  the  amount  retained  reach- 
es a  total  sum,  which  shall  be  mutually  agreed  upon 
by  the  owner  and  the  contractor,  no  further  reduc- 
tion from  payments  should  he  made. 

9.    Surety  Bond 

Where  a  surety  bond  is  given,  it  should  be  reduc- 
ed at  agreed  intervals  so  as  to  cover  thereafter  only 
that  portion  of  work  then  uncompleted 
10.    Penalty  Clauses 

Wherever  any  provision  is  incorporated  in  "the 
contract  for  a  penalty  against  the  contractor  (includ- 
ing liquidated  damages),  there  should  also  be  insert- 
ed a  provision  for  a  bonus  of  like  amount. 

11.  Acts  of  God  or  Public  Enemy 

The  contractor  should  not  he  held  liable  for  re- 
sults arising  from  the  acts  of  God  or  a  public  enemy. 

12.    Time  Allowed  for  Completion  of  Work 

The  time  allowed  for  the  completion  of  the  work 
should  be  based  on  '"'whether  working  days"  instead 
of  on  elapsed  time,  and,  if  necessary,  allowance  should 
be  made  for  time  spent  in  performing  unproductive 
work  made  necessary  by  floods  or  other  natural  causes 
beyond  the  control  of  the  contractor. 

13.  Inspection 

Where  practicable,  materials  should  be  inspected 
at  the  source  so  that  costly  delay  may  not  result  from 
the  rejection,  at  the  site  of  the  work,  of  materials 
furnished  in  good  faith  by  the  contractor. 

14.  Force  Account  Work 

Payment  for  force  account  work  should  be  made 
on  the  basis  of  the  total  actual  costs  of  the  work, 
including  the  actual  labor  and  material  costs,  rental 
on  equipment,  liability  insurance,  etc.,  plus  a  reason- 
able percentage  to  cover  overhead  and  profit,  total  to 
he  not  less  than  15  per  cent. 

15.  Change  in  Quantities 

In  case  the  actual  quantities  of  any  item  in  a 
unit  price  contract  are  less  than  the  estimated  quan- 
tities by  more  than  a  certain  fixed  per  cent.,  the  unit 
price  paid  the  contractor  for  that  item  should  be  in- 
creased by  an.  amount  to  he  agreed  upon.  Similarly, 
a  decrease  in  the  unit  prices  should  be  made  in  case 

(Continued  on  page  nil) 
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No.  26 

Canada  s  Engineers — James  Gilchrist 


Mr.  James  Gilchrist,  A.  M.  Inst.  C.  E.,  vice-presi- 
dent of  J.  A.  Grant  &  Co.,  Ltd.,  engineers  and  con- 
tractors, St.  John  N.  B..  was  born  in  Lanarkshire, 
Scotland  and  received  his  education  at  Public  School, 
Allan  Glen's  Science  School,  and  Glasgow  and  West 
of  Scotland  Technical  College.  He  then  served  a  five 
years'  pupilage  from  1894  to  1899  with  Messrs.  War- 
ren &  Stuart,  Glasgow.  During  this  period  he  was 
engaged  in  the  preparation  of  drawings,  specifications, 
estimates,  setting  out  and  measuring  up,  levelling  and 
surveying  in  connection  with  roadways,  water  and 
drainage  works,  light  railways  and  tramways. 

On  expiry  of  his  pupilage  he  was  appointed  chief 
assistant  to  the  same  firm  and  supervised  for  them  the 
construction  of  a  reservoir  in  Ayrshire  in  addition  to 
a  number  of  smaller  contracts.  He  also  acted  as  en- 
gineer and  adviser  to  the  trustees  of  a  deceased  con- 
tractor and  completed  for  them  a  railway  near  Edin- 
burgh and  a  reservoir  in  Lanarkshire.  In  December 
1902  Mr.  Gilchrist  obtained  a  position  as  assistant  to 
Messrs.  Coode,  Son  &  Matthews,  London,  England, 
and  for  four  years  was  engaged  in  the  preparation  of 
drawings,  estimates,  etc.  in  connection  with  large  un- 
dertakings, principally  of  a  marine  character,  in  var- 
ious parts  of  the  world.  In  January  1906  he  was  sent 
out  to  Singapore,  Straits  Settlements,  by  Messrs.  Coode, 
Son  &  Matthews  as  assistant  engineer  on  the  Tanjong 
Pagar  dock  works  during  their  construction.  This 
comprised  a  wet  dock  of  24  acres  and  about  a  mile  of 
deep  water  quayage  outside. 

On  returning  from  the  East  in  1911  Mr.  Gilchrist 
was  offered  and  accepted  the  position  of  chief  engineer 
to  Messrs.  Norton  Griffiths  &  Co.  (Canada)  for  the 
construction  of  the  harbour  works  at  St.  John,  N.  B., 
and  was  employed  in  this  capacity  and  for  a  time  as 
agent  in  charge  of  these  works  until  he  resigned  his 


position  in  1916.  In  1917  he  joined  Messrs.  Grant  & 
Home  as  superintendent  of  their  ship  yard  at  St. 
John,  N.  B.,  and  later  became  vice-president  of  the 
reorganized  firm  now  carrying  on  business  of  en- 
gineers and  contractors  under  the  name  of  J.  A.  Grant 
&  Co.,  Ltd.    The  work  carried  out  by  this  firm  was 


Mr.  James  Gilchrist,  A.M.  Inst.  C.E. 


given  in  the  "Contract  Record"  of  May  19,  1920,  in 
connection  with  the  sketch  of  the  career  of  Mr.  J.  A. 
Grant. 

In  1904  Mr.  Gilchrist  became  an  Associate  Mem- 
ber of  the  Institute  of  Civil  Engineers. 


Montreal  Carpenters  Reject  Arbitrator's 
Award 

FROM  November  21st  last  until  a  recent  date 
the  General  Contractors'  Association  of  Mon- 
treal were  engaged  in  negotiations  with  the 
local  branch  of  the  United  Brotherhood  of 
Carpenters  and  Joiners  of  America,  with  regard  to 
wages.  After  trying  to  arrange  a  mutually  satisfac- 
tory schedule,  Mr.  J.  H.  Hunter  was  appointed  ar- 
bitrator. He  rendered  an  award  in  favor  of  a  48-hour 
week,  and  also  in  favor  of  men  outside  the  union 
being  employed  when  union  men  were  not  available. 
The  minimum  wage  was  to  be  76  cents  per  hour, 
with  a  promise  that  the  men  should  not  take  part 
in  a  sympathetic  strike.  The  contractors  accepted 
this  award,  but  it  was  rejected  by  the  men,  who 
claimed  a  44  hour  week,  80c  an  hour  for  the  first  six  _ 
months  and  90c  an  hour  for  the  second,  and  a 
closed  shop.  Further  negotiations  followed  and  an- 
other agreement  was  drawn  up,  the  representatives, 
however,  declining  to  pledge  their  associations.  This 
agreement,  which  was  on  the  main  lines  of  Mr. 
Hunter's  award,  was  again  rejected  by  the  men.  The 
contractors,  on  their  part,  re-affirmed  their  adhesion 
to  Mr.  Hunter's  award.  It  was  pointed  out  that  if 
this  award  had  been  accepted  the  men-  would  have 


received  76  cents  an  hour  instead  of  the  present  rate 
of  67^  cents,  and  that  carpenters  in  Quebec  and  Sher- 
brooke  are  respectively  receiving  65  cents  and  55  cents 
per  hour.  At  the  end  of  last  year  the  Montreal  rate 
was  raised  from  60  cents  to  67V2  cents  an  hour. 


Sewer  For  Montreal  Island  Municipalities 

BY  order  of  the  Quebec  Public  Utilities  Com- 
mission an  inter-municipal  sewer  will  be  con- 
structed to  provide  for  the  drainage  of  Green- 
field Park,  St.  Lambert,  Montreal  South  and 
Longueuil.  The  cost  will  be  $88,000  for  the  comple- 
tion of  a  trunk  sewer  and  $75,000  for  the  outfall. 
The  cost  is  to  be  borne  by  the  municipalities  on  a 
percentage  basis,  and  the  work  carried  out  under  a 
committee  representing  the  councils.  Messrs.  J.  A. 
Duchastel  and  \Y.  S.  Lea  are  the  consulting  engin- 
eers, at  a  remuneration  to  be  approved  by  the  com- 
mission, and  Messrs.  L.  A.  St.  Marie  and  Ernest 
Drinkwater  resident  engineers,  "who  shall  be  paid 
such  remuneration  as  the  inter-municipal  committee 
may  allow."  The  Harbor  Commissioners  will  build 
at  their  own  expense  the  portion  of  the  sewer  which 
passes  over  Dominion  Government  property,  but  the 
commissioners  have  so  far  not  agreed  to  pay  any- 
thing towards  the  cost  of  the  outfall. 
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Timber  Bridge  Repairs  in  British  Columbia 

Some  Methods  of  Strengthening  Old  Truss  Structures—Filling  Often 
Economical — Paper  Read  Before  the  Provincial  District  Engineers 

  By  T.  Kilpatrick*  ' 


FROM  an  economical  standpoint  the  filling  of 
small  'bridges  and  some  of  the  approaches  to 
the  large  ones  is  an  important  subject  and, 
perhaps,  does  not  get  the  attention  that  it  mer- 
its. One  of  the  factors  against  the  more  general  adop- 
tion of  the  scheme  in  some  districts  appears  to  be  the 
uncertainty  existing  as  to  whether  it  is  to  be  charg- 
ed to  the  road  or  bridge  vote.  This  is  a  question  that 
should  be  more  clearly  defined.  In  other  instances 
it  is  due  to  the  long  haul  for  the  filling  material.  This 
can  be  overcome  by  the  more  general  use  of  trucks 
and  tractors. 

During  the  year  the  cost  of  timber  has  increased 
enormously  and  much  more  in  proportion  than  the 
increase  in  filling  and  concrete.  For  instance,  the 
average  cost  of  flooring  is  $50.00  per  M.  in  place. 
This  means  for  a  16  ft.  floor  and  3  in.  plank,  $2.40, 
and  4  in  plank,  $3.20  per  lineal  foot  of  bridge.  This 
larger  amount  will  fill  a  bridge  5  ft.  high  at  64  cents 
per  yard  for  filling.  This  applies  particularly  to  ap- 
proaches where  no  water  way  is  required ;  again  a 
standard  16  ft.  high  timber  trestle  at  $50.00  per  M. 
will  cost  $10.80  per  lin.  ft.  This  will  allow  41  cents 
per  yard  for  filling.  This,  under  favorable  conditions, 
should  be  sufficient. 

For  the  same  reason  concrete  culverts,  arches, 
abutments  with  reinforced  concrete  stringers  for  the 
shorter  spans  and  concrete  piers  for  the  larger  ones 
can  comparatively  be  more  economically  built  now 
than  ever  before. 

Bridge  Renewals  and  Repairs 

In  most  districts  renewals  and  repairs  of  bridges 
are  done  in  a  workmanlike  and  economical  manner, 

*Provincial   Bridge  Inspector  of   British  Columbia. 


but  in  some  districts  the  work  is  delayed.  Some 
say  this  delay  is  due  to  the  difficulty  in  getting  com- 
petent foremen  and  workmen,  others  to  the  delay 
in  having  the  appropriations  passed  early  enough  in 
the  season  to  enable  them  to  get  the  necessary  ma- 
terial delivered  at  the  different  structures  and  the 
work  done  during  the  favorable  weather. 

The  appropriations  should  be  applied  for  and 
granted  as  early  in  the  fiscal  year  as  possible.  This 
will  enable  the  men  in  charge  of  the  work  to  have 
the  necessary  material  all  distributed  at  the  different 
structures.  If  this  is  done  it  will  save  the  delay  which 
means  additional  cost  for  the  work. 

Before  passing  this  subject  I  wish  to  again  call 
your  attention  to  the  importance  of  giving  special  at- 
tention to  the  tightening  of  rods  and  bolts  the  first 
and  second  summer  after  the  erection  of  all  trusses 
and  make  sure  that  only  competent  truss  framers  are 
allowed  to  do  this  work. 

Some  action  should  be  taken  to  cut  and  clear  away 
all  brush  and  old  timber  from  all  bridges  to  the  full 
width  of  the  roadway. 

Recent  Partial  Failure  of  Bottom  Chords 

Columbia  River  at  Revelstoke. —  (Six  150  ft.  Howe 
truss  spans) — Farly  last  spring  the  down-stream 
bottom  chord  of  the  two  end  spans  parted.  On  the 
west  span,  the  centre  leaf,  8  in.  x  12  in.,  pulled  apart 
y2  in.  in  the  third  panel  from  the  shore  end  and  the 
outside  and  inside  leaves  sheared  or  crushed  an  equal 
distance  at  their  joints  at  each  end  of  this  break.  On 
the  east  end  span  'both  the  centre  and  outside  leaf 
joints  broke  in  the  third  panel.  Both  these  breaks 
were  supported  temporarily  with  3  sets  of  two  old 
truss  rods  each,  and  timber  and  piles  were  ordered 
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Fig.  1 — Temporary  support  for  a  broken  bottom  chord  with  three  sets  of  two  rods  each 
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immediately  to  put  on  reinforced  leaves  on  these 
chords  and  piles  to  put  in  extra  piers.  This  chord 
reinforcing  has  heen  done  and  the  east  end  span 
shortened  2  panels  and  the  west  end  span  3  panels 
with  douhle  bent  pile  piers. 

One  of  the  causes  of  the  failure  of  these  end  spans 
was  due  to  the  design.  The  shore  ends  are  nearly 
7  ft.  less  than  the  standard  vertical  height  and  no 
difference  was  made  in  the  length  of  the  panels,  con- 
sequentlv  the  braces  at  the  shore  ends  have  a  much 
less  vertical  angle,  these  produced  a  much  greater 
tensile  stress  on  the  bottom  chords,  resulting  in  the 
break,  which  occurred  at  about  one-third  of  the  length 
of  the  span  from  the  low  end  and  not  at  the  centre 
where  the  break  usually  occurs  when  the  upper  and 
lower  chords  are  parallel. 

During  the  summer  breaks  and  shearing  develop- 
ed in  the  four  intermediate  spans ;  fortunately  suffi- 


that  has  been  adopted,  if  properly  put  on,  will  pre- 
vent the  moisture  from  the  outside  reaching  the  tim- 
ber, but  this  does  not  entirely  eliminate  the  cause  of 
the  decay,  for  if  the  spaces  between  the  timbers  com- 
prising the  chords  are  not  left  open  for  .  the  free  cir- 
culation of  air,  the  sap  in  green  timber  is  sufficient 
to  cause  decay. 

Craigflower  Bridge. — This  was  a  pile  trestle  bridge 
and  the  recent  failure  was  due  to  the  action  of  what 
is  commonly  known  as  Soa  Lice.  It  is  said  that  these 
only  attack  timber  immediately  above  the  ground  line 
in  tidal  waters. 

The  upper  portion  of  a  pile  that  had  been  remov- 
ed was  examined ;  eighteen  inches  of  the  lower  end 
was  badly  eaten  away,  particularly  near  the  end, 
which  was  of  oval  form  about  3  in  x  5  in.  in  cross- 
section,  and  18  in.  above  this  the  pile  was  sound  to 
its  full  diameter,  about  12  in.   The  wood  was  eaten 
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Fig.  2 — Method  of  strengthening  bottom  chords  by  reinforcing  them  with  extra  leaves  on  the  sides 


cient  timber  had  been  provided  for  the  six  spans  and 
most  of  this  has  been  put  on. 

1  inspected  this  bridge  recently  and  found  little 
or  no  movement  in  the  bottom  chords  since  strength- 
ened. 

Ingraham  Bridge. — (Greenwood  District,  160  ft. 
Howe  truss  span.) — Recently  all  three  leaves  in  one 
bottom  chord  parted.  The  clamp  of  the  outside  leaf 
joint  sheared  off  in  the  fourth  panel,  the  clamp  of  the 
joint  of  the  inside  leaf  sheared  off  in  the  fifth  panel 
from  the  west  end  and  the  centre  leaf  is  evidently 
broken  under  the  prism  between  these.  These  joints 
are  open  from  2^4  in.  to  2x/i  in.,  allowing  a  sag  of 
between  2y2  in.  and  3  in.  in  the  truss,  and  all  that  is 
holding  the  tensile  strain  are  8  ^-in.  bolts  and  one 
lateral  rod.  Arrangements  were  immediately  made 
to  keep  the  traffic  to  the  other  side  of  the  bridge  as 
much  as  possible,  limit  the  load  and  to  put  a  tempor- 
ary bent  under  the  centre  of  the  truss,  also  to  have 
a  double  bent  pile  pier,  with  a  good  sloping  nose  at 
the  upstream  end  put  in  under  the  fourth  panel  from 
West  end.   This  will  make  the  span  good  for  years. 

These  breaks  are  only  another  proof  of  the  weak- 
ness of  the  present  design,  chiefly  due  to  decay  of 
the  bottom  chords  caused  by  the  wooden  clamps  and 
packing  and  the  absence  of  properly  designed  keys  be- 
tween the  leaves. 

There  are  many  other  bridges  of  similar  design 
throughout  the  province  that  have  about  reached  the 
age  when  they  will  require  close  watching. 

The  covering:  of  the  chords  with  galvanized  iron 


on  all  sides  but  not  evenly,  and  was  absolutely  de- 
stroyed as  far  as  it  had  been  penetrated  by  these 
worms.  There  was  from  Yi  in.  to  1  in.  of  honey- 
combed wood  adhering  to  the  good  wood  on  all  sides, 
the  balance  having  eroded. 

Careful  inspection  of  all  timber  work  in  tidal  wa- 
ters should  occasionally  be  made  and  if  the  action  of 
those  worms  is  confined  to  near  the  surface  of  the 
ground,  as  above  stated,  these  examinations  should 
only  be  made  at  extreme  low  water. 

Some  Methods  of  Strengthening  Old  Truss  Bridges 

Fig.  1. — Plan  of  temporary  support  for  a  broken 
bottom  chord,  with  3  sets  of  2  rods  each.  In  most 
of  the  districts  there  are  old  truss  rods  that  can  be 
utilized  for  this  purpose;  these  can  be  put  in  quickly 
and  will  add  much  support  until  the  necessary  men 
and  material  are  available  to  put  in  a  mor-e  per- 
manent method  of  srengthening. 

Fig.  2. — Plan  of  an  effective  method  of  strength- 
ening bottom  chords  by  reinforcing  them  with  extra 
leaves  on  the  sides.  This  plan  shows  a  usual  method 
of  putting  a  reinforcing  leaf  on  the  outside  and  an 
extra  long  chord  bolts,  and  in  some  instances  it  may 
have  weakened ;  by  this  method  the  outside  leaf  can, 
with  thick  keys,  be  put  on  without  interfering  in  any 
way  with  the  bolts  or  rods  of  the  old  chord,  except 
that  it  may  be  necessary  to  cut  off  the  ends  of  some 
extra  long  chord  bolts,  and  in  some  intsances  it  may 
be  found  necessary  to  shorten  some  of  the  lateral 
braces  to  allow  the  extra  inside  clamps  to  be  put  on. 

If  necessary  an  extra  leaf  may  be  put  on  the  in- 
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Fig.  4 — Method  of  temporarily  supporting  the  upper  end  of  a 
main   brace  when   the  angle  block  is  crushed 


Fig.    3 — Method   of   strengthening   lower   end   of   inclined  post 
and  bottom  chord  of  King  and  Queen  trusses 


side,  but  this  requires  much  more  labor  putting  in 
a  temporary  system  of  lateral  bracing  and  shortening 
the  old  braces. 

When  doing  this  work  care  should  be  exercised 
in  cutting  the  key  seats  in  the  old  chord  to  keep  these 
as  far  as  possible  in  the  direction  of  the  tensile  stress 
from  the  clamps  or  packing  of  the  old  chord. 

There  is  another  method  of  putting  on  extra 
leaves  by  framing  them  similarly  to  the  leaves  in  the 
bid  chord,  putting  the  keys  directly  opposite  the  old 
keys  and  clamps  and  replacing  the  old  chord  bolts 
and  lateral  rods  with  larger  ones.  This  method  will 
much  increase  the  expense,  and  would  not  be  suit- 
able for  old  bridges  with  wooden  clamps  and  pack- 
ing, where  the  chords  are  badly  decayed.  In  most 
instances  only  a  shell  of  good  wood  on  the  outside  is 
left.  Under  these  conditions  it  would  be  unwise  to 
further  weaken  it  by  cutting  away  the  outside  sur- 
face. 

Fig.  3. — Plan  showing  a  method  of  strengthening 


the  lower  end  of  inclined  post  and  bottom  chord  of 
King  and  Queen  trusses.  This  is  similar  to  one  on 
a  bridge  in  the  Cowichan  District  and  is  a  cheap 
and  efficient  method  of  strengthening  the  ends  of 
the  design  of  truss,  which  invariably  give  way 
through  decay. 

The  foot  of  this  additional  post  may  be  framed 
into  one  or  two  notches  in  the  chord  to  suit  condi- 
tions. If  there  are  iloor  joists  on  the  chord  the  ends 
of  one  or  two  of  these  will  have  to  be  cut  off  at  the 
inside  of  the  chord  and  the  end  supported  by  a  piece 
bolted  to  the  chord. 

Fig.  4. — Plan  showing  method  of  temporarily  sup- 
porting the  upper  end  of  a  main  brace  when  the' angle 
block  is  completely  crushed.  One  of  these  was  put  in 
before  high  water  this  year  at  the  top  end  of  the  sec- 
ond set  of  main  braces  of  a  100  ft.  span  that  had 
crushed  2  in.  into  a  rotten  angle  block,  and  the  bridge 
is  still  carrying  traffic. 


Items  Which  Estimators  Sometimes  Omit 

Five  Components  of  Cost  Which  Should  be  Included  in  Any  Sys- 
tem of  Estimating  if  Contracting  Service  is  to  be  Fully  Paid  For 


THE  subject  "Cost  Estimating"  is  of  unusually 
wide  scope  as  practically  each  type  of  contract 
work  has  to  be  analyzed  on  its  own  merits  and 
is  subject  to  special    considerations.     In  all 
cases,  however,  the  following  elements  enter  and  must 
be  given  consideration : 

Financial  Credit 
Constructive  Skill 
Use  of  Plant 
Hazard 
Profit 

Financial  Credit 

The  contractor  should  make  a  carefully  prepared 
schedule  of  the  amount  of  money  which  will  have  to 
be  invested  in  the  proposed  work  from  the  time  he 
signs  the  contract  until  his  final  estimate  is  rendered, 
and  from  such  schedule  he  must  determine  the  amount 
of  interest  this  money  will  cost  and  this  amount  is  a 

"Report  of  Committee  on  Cost  Estimating  of  the  Northwestern  As- 
sociation of  General  Contractors. 


proper  charge  against  the  work.  If  this  is  not  done 
the  contractor  is  merely  contributing  to  the  owner 
this  amount. 

Furthermore,  a  careful  analysis  along  these  lines 
will  often  disclose  the  fact  that  a  certain  piece  of  work 
requires  a  larger  amount  of  money  to  handle  it  than 
is  apparent  at  first  glance,  and  such  a  condition  might 
work  a  hardship  if  not  disaster  on  the  contractor  in 
spite  of  the  fact  that  all  other  considerations  had  been 
taken  care  of.  It  is  a  notorious  fact  that  on  certain 
types  of  contracts,  pay  for  preliminary  work,  which 
may  be  a  large  item,  cannot  be  secured  through  the 
medium  of  the  regular  unit  prices  until  the  work  has 
progressed  well  along  to  completion. 

Constructive  Skill 

Contractors  engaged  in  business  are  entitled  to 
receive  compensation  in  the  shape  of  an  annual  sal- 
ary for  personal  services  rendered  and  it  is  our  belief 
that  any  computations  of  cost  should  include  sufficient 


lime  8,  1030  THE  CONTRACT   RECORD  49-.i 


amount  to  cover  such  salary  whether  it  he  that  of  a 
single  individual  or  various  members  of  a  partnership 
or  corporation. 

Use  of  Plant 

This  item  justifies  an  independent  discussion  by 
itself  and  we  suggest  that  the  Association  appoint 
a  committee  to  deal  directly  with  it. 

Many  specifications  include  clauses  which  contem- 
plate making  the  contractor  assume  risks  which  should 
properly  be  borne  by  the  site,  or  in  other  words,  should 
be  at  the  owner's  risk.  In  making  a  proposal  on  such 
work  the  contractor  has  two  alternatives — one  to  pro- 
tect himself  in  his  proposal  against  such  risks  by  spe- 
cial provision  in  his  proposal,  or  secondly,  to  put  a 
large  value  on  any  possible  risk  which  he  is  asked  to 
stand. 

It  may  be  well  to  add  in  this  connection  that  while 
it  ordinarily  behooves  a  contractor  to  he  somewhat  of 
an  optimist  he  can  well  afford  to  be  a  confirmed  pes- 
simist when  figuring  this  portion  of  a  contract.  It  is 
possible  this  fact  more  than  any  other  has  caused  good 
firms  to  have  to  go  out  of  the  contracting  business. 

Profit 

As  to  the  necessity  of  a  profit  we  can  all  be  agreed. 
As  to  the  amount  which  must  be  added  as  a  percent- 
age on  the  cost,  differences  of  opinion  will  exist,  but 
it  must  be  remembered  that  the  contracting  business 
is  a  particularly  hazardous  one ;  that  it  is  irregular 
in  volume  and  that  every  contract  will  not  necessar- 
ily be  profitable. 

Furthermore,  it  must  be  remembered  that  the  aver- 
age merchant  sells  goods  from  his  shelves  at  a  profit 
with  a  definitely  established  cost  for  the  goods  them- 
selves. The  manufacturer  sells  on  short  term  con- 
tracts— his  overhead,  plant  installation  and  plant  main- 
tenance costs  are  established  and  regular,  and  while 
he  may  not  in  all  cases  be  willing  to  admit  it,  the 
manufacturer  is  practically  working  on  a  cost  plus 
basis  to-day.  The  only  difference  in  most  cases  be- 
tween his  method  of  fixing  prices  and  that  of  cost 
plus  construction  contract  is  that  the  manufacturer 
can  and  does  add  a  larger  profit  for  the  use  of  his  or- 
ganization, brains  and  energy.  The  contractor  must 
provide  his  plant,  must  guess  at  the  cost  of  it,  in 
place,  must  guess  at  the  operating  cost,  must  guess 
successfully  if  he  is  to  stay  in  the  business  as  to  what 
the  labor  market  will  be,  and  if  he  is  willing  to  do 
this  he  is  surely  entitled  to  a  fair  margin  of  profit. 

Necessary  Factors  in  Estimating 

The  following  items  also  enter  into  most  work 
and  must  be  considered  in  detail  before  the  prelimin- 
ary cost  of  a  piece  of  work  can  be  considered  as  com- 
plete : 

Interest  Cost  of  materials  plus 

Overhead  Expense  freight 

Bonds  Supervision 

Insurance —  Labor 

Employers'  Liability  Loss  on  board 

Public  Liability  Transportation  of  Labor 

Fire  Insurance  Tools 

Special  Risks  Plant  Rental 

Freight  on  outfit  to  and  Supplies 

from  work  Running  Repairs 

Moving-  in  and  out  General  Repairs 

Land  Damages  Special 

Camp  and  other  buildings  Machinery 

Preliminary  work  Fuel  and  Power 

Hauling  materials  Water 


Taking  up  these  items  in  order  we  will  comment 
briefly  on  each. 

Interest. — This  is  covered  in  our  discussion  of  fi- 
nancial credits. 

Overhead. — A  contractor  should  establish  the  pro- 
per cost  of  the  overhead  charges  in  his  business.  This 
should  include  the  charges,  salary  allowance  for  mem- 
bers' of  the  firm,  traveling  expenses,  etc.  Provision 
should  also  be  made  here  for  the  maintenance  of  an 
equipment  storage  yard. 

Bonds. — No  comment  should  be  necessary  here  on 
this  item. 

Insurance. — It  is  not  necessary  to  make  a  discus- 
sion of  the  fact  that  prudence  would  require  that  any 
combustible  material,  together  with  camps,  store- 
houses, etc.,  should  be  insured  and  such  insurance  is 
of  course  a  proper  item  of  cost  to  the  work.  There 
are  often  special  risks  which  occur  upon  a  job  which 
may  be  protected  by  insurance,  and  such  insurance  is 
also  part  of  the  cost. 

Freight  on  Outfit. — This  is  possibly  a  portion  of 
the  item  following  but  we  have  listed  it  separately  be- 
cause we  believe  that  many  contractors  under-esti- 
mate  the  amount  of  freight  that  they  will  be  required 
to  pay  on  their  outfits  in  such  cases. 

Moving  In  and  Out  Expense. — This  is  an  item 
frequently  overlooked  by  contractors  but  one  which 
requires  careful  considerat'on.  First,  there  is  ex- 
pense of  loading  outfit  in  the  contractors'  yard  ;  sec- 
ond, the  unloading  of  it  at  point  of  destination  ;  third", 
the  moving  of  it  perhaps  many  miles  across  country  ; 
fourth,  the  setting  up  and  getting  plant  ready  to  oper- 
ate, and  the  reverse  of  all  these  operations  until  the 
plant  is  again  delivered  in  the  contractor's  yard. 

Land  Damages. — This  is  an  item  which  we  believe 
many  contractors  neglect  entirely  and  still  it  is  one 
which  costs  considerable  sums  of  money.  This  seems 
particularly  true  in  connection  with  county  road  work. 

Land  damages  accrue  from  the  use  of  property  for 
camping  purposes,  from  moving  outfits  across  fields 
for  the  diversion  of  public  highways,  and  for  storage 
yard  and  other  construction  layout. 

Camp  and  Other  Buildings. — This  is  another  fruit- 
ful source  of  under-estimating  by  contractors,  often 
in  the  loose  assumption  that  "The  boarding  house  will 
pay  for  the  camps."  If  such  a  condition  ever  existed 
it  must  have  been  a  great  many  years  ago  and  we  be- 
lieve that  present-day  conditions  necessitate  includ- 
ing the  -cost  of  all  camps  and  temporary  buildings  re- 
quired to  carry  on  the  work.  We  further  believe  that 
contractors  should  be  careful  to  avoid  the  thought  of 
high  salvage  values  to  avoid  subsequent  disappoint- 
ment. 

Preliminary  Work. — This  is  an  item  which  should 
not  only  be  considered  in  cost  estimating  but  we  be- 
lieve that  We  should  digress  from  the  subject  for  a 
moment  and  call  attention  to  the  fact  that  it  is  prob- 
ably a  duty  which  every  contractor  owes  to  himself 
to  work  out  a  defiir'te  scheme  of  handling  a  piece  of 
work  before  he  proceeds  with  an  estimate.  This  does 
not  mean  that  he  must  detail  the  laying  out  of  an  en- 
tire piece  of  work  but  that  he  must  see  clearlv  that 
a  certain  general  line  of  procedure  can  be  followed 
with  expectation  of  proper  results  therefrom. 

Cost  of  Materials. — Mention  is  made  of  this  par- 
ticularly to  emphasize  the  fact  that  a  cost  estimate 
is  usually  based  on  certain  material  quotations,  and 
it  is  very  necessary  in  these  times  that  a  prospective 
bidder  should  be  careful  to  be  properly  covered  with 
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material  quotations  w  hen  making  a  bicj  :m<l  to  close 
up  promptly  with  the  material  dealers  alter  the  award 
of  the  contract. 

In  connection  with  this  comes  a  question  of  freight 
which  must  not  he  overlooked  but  in  case  of  the  pres- 
ent railway  situation  it  would  seem  necessary  for 
every  bidder  to  make  special  provision  in  bis  pro- 
posal to  protest  against  a  change  in  freight  rates 'dur- 
ing the  time  of  the  work. 

Haulage  Materials. — All  hauling  costs  should  be 
very  carefully  analyzed,  as  they  are  often  a  fruitful 
source  of  under-estimation. 

Supervision. — Care  should  be  taken  to  see  that  any 
computation  of  labor  also  includes  any  supervision 
which  is  not  covered  in  the  item  of  overhead.  This 
would  usually  mean  general  foremen,  timekeepers,  la- 
bor agents. 

Labor. — Labor  is  perhaps  the  most  difficult  item 
in  the  computing  of  cost  which  a  contractor  has  to 
deal  with.  Rates  have  been  rising  for  several  years 
and  it  is  apparent  that  wages  have  not  reached  their 
peak.  Provision  must  be  made  somewhere  to  pro- 
tect against  what  the  bidder  considers  the  maximum 
rate  which  will  accrue  during  the  life  of  the  contract. 

Loss  on  Board. — In  most  cases  there  is  a  definite 
board  loss  in  connection  with  camps.  While  this  may 
not  be  true  with  large  camps,  working  through  a  con- 
siderable period  of  time,  the  small  movable  camp  such 
as  is  in  vogue  on  highway  work  usually  contributes 
a  constant  loss  to,  the  work. 

Transportation  of  Labor. — This  is  an  item  very 
often  neglected,  yet  it  is  very  common  to  have  to  ad- 
vance railroad  fares  to  laborers  with  the  resulting  in- 
crease in  the  cost  of  the  work. 

Tools. — Contractors  often  fail  to  make  the  proper 
allowance  for  tools.  Careful  analysis  of  work  done 
will  show  a  tool  item  is  a  very  appreciable  one  in 
every  contract  and  will  also  indicate  that  tools  do 
not  carry  any  too  well  from  job  to  job,  but  that  there 
is  a  definite  and  heavy  loss  on  every  job  in  connec- 
tion with  this  item. 

Plant  Rental. — As  mentioned  before  this  should  be 
covered  by  special  paper. 

Supplies. — This  is  an  item  which  is  often  neglected 
as  being  a  minor  consideration.  On  certain  classes 
of  work  it  is  really,  instead,  a  very  heavy  item.  The 
cost  of  packing,  grease,  hose,  rubber  boots  and  other 
rubber  goods,  should  be  given  careful  consideration 
and  the  contractor  will  save  himself  money  by  check- 
ing up  his  past  work  and  arriving  at  a  clear  under- 
standing of  what  such  costs  really  are. 

Running  and  General  Repairs. — These  should  be 
discussed  in  connection  with  the  use  of  plant,  of  plant 
rental,  but  in  any  case  the  contractor  must  under- 
stand that  they  are  necessary  parts  of  the  cost  of  do- 
ing a  piece  of  work. 

Special  Machinery. — On  many  contracts  it  is  ne- 
cessary to  employ  in  addition  to  an  ordinary  con- 
tractor's plant  some  special  form  of  machinery  either 
purchased  from  a  manufacturer  or  built  by  the  con- 
tractor for  the  work.  In  either  case  plant  rental  is 
not  a  proper  charge  for  this  class  of  equipment. 

The  entire  cost  of  it  less  its  scrap  value  must  be 
charged  to  the  one  job  on  which  it  is  used,  otherwise 
a  contractor  may  complete  a  large  amount  of  work 
and  find  the  entire  profits  tied  up  in  machinery  which 
has  little  value  other  than  sera]). 

Fuel  and  Power. — The  cost  of  power  especially 
varies  so  much  in  different  localities  that  the  bidder 


should  acquaint  himself  carefully  with  the  local  con- 
ditions. Jf  a  large  amount  of  fuel  is  involved  careful 
allowance  must  be  made  for  the  hauling  and  handling 
of  same. 

Water. — This  item  often  becomes  a  serious  ob- 
stacle to  the  proper  handling  of  work  and  is  (me  that 
requires  a  great  deal  of  attention.  It  sometimes  adds 
very  materially  to  the  cost.  Jn  addition  to  this  we 
wish  to  impress  all  contractors  with  the  desirability 
of  investigating  the  available  water  supply  in  con- 
nection with  a  given  piece  of  work  before  making 
their  figures. 

Conclusion 

We  cannot  close  the  discussion  of  cost  estimating 
without  dwelling  for  a  moment  on  the  question  of 
cost  keeping.  The  fact  that  so  many  contracting  con- 
cerns are  closed  out  of  business  each  year  is  a  strong 
indication  that  something  is  not  correct  with  the  way 
construction  work  is  figured.  A  good  deal  of  it  comes 
from  neglecting  a  number  of  items  which  we  have 
mentioned  above  and  which  do  not  appeal  to  some 
men  as  being  of  enough  moment  to  give  direct  con- 
sideration to  when  making  figures.  Other  trouble 
comes  from  not  keeping  careful  cost  data  of  work  done 
and  analyzing  such  costs. 

It  is  not  the  purpose  of  this  paper  to  go  into  detail 
regarding  such  things,  but  we  believe  that  a  con- 
tractor should  avoid  using  manufacturers'  statements 
of  operating  costs  as  well  as  any  other  stop-watch 
methods,  as  they  usually  spell  loss  if  not  disaster.  A 
certain  amount  of  work  done  per  day  with  a  crew  oper- 
ating at  a  certain  expense  per  day  never  means  that 
the  division  of  that  daily  cost  by  that  daily  output  is 
the  unit  cost  of  the  item  in  question.  There  are  de- 
lays and  other  things  which  so  affect  this  price  that 
it  may  be  over  one-hundred  per  cent,  out  from  the 
actual  cost  when  all  things  are  taken  into  consider- 
ation. 


Four  Jurisdictional  Awards 

AT  the  second  meeting  of  the  National  Board 
for  Jurisdictional  Awards,  held  in  Washing- 
ton, April  26-28,  1920,  some  important  deci- 
sions were  made  which  may  be  of  interest  to 
Canadian  contractors.  Representatives  of  the  A.  G. 
C,  the  National  Association  of  Building  Trade  Em- 
ployers, the  American  Institute  of  Architects,  En- 
gineering Council  and  the  Building  Trades  Depart- 
ment of  the  American  Federation  of  Labor  sat  as 
a  court  of  inquiry  and  handed  down  awards  in  four 
cases. 

The  most  important  of  these  gave  the  employers 
full  direction  over  the  erection  and  removal  of  scaf- 
folds up  to  14  feet  in  height  on  building  construction 
work,  with  the  option  of  having  the  work  done  by 
mechanics  or  laborers  in  the  lathers,  plasterers,  brick- 
layers, and  masons'  unions. 

The  carpenters  and  joiners  were  given  jurisdiction 
in  the  matter  of  asbestos  shingles,  prepared  paper 
roofing,  asphalt  roofing,  shingles  and  strip  shingles, 
which  had  been  disputed  by  the  slate  and  tile  com- 
position roofers. 

The  asphalt  workers  as  against  the  plasterers 
were  awarded  the  work  of  putting  up  asbestos  ceil- 
ings and  insulation  on  jobs  for  which  were  put  in 
the  ground  work.  The  carpenters  and  plasterers  are 
given  divided  jurisdiction  over  the  installation  of 
licrtwall,  a  patented  product. 
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Pressure  of  Plastic  Concrete  Against  Forms 

Tests  Indicate  the  Nature  of  Forces  and  the  Laws  of  Their 
Action — Empirical  Formula  for  Design  of  Forms  is  Developed 


TESTS  to  determine  the  pressure  of  plastic  con- 
crete against  forms  have  been  made  by  the 
U.  S.  Bureau  of  Public  Roads.  While  these 
tests  seemed  to  accord  in  general  with  the  re- 
sults obtained  by  other  investigators,  they  also  went 
further  in  indicating  the  values  of  some  of  the  fac- 
tors influencing  its  results.  The  data  from  these  tests 
were  given  by  Mr.  E.  B.  Smith,  Second  Assistant  Test- 
ing Engineer,  U.  S.  Bureau  of  Public  Roads,  in  a  pa- 
per presented  at  the  recent  convention  of  the  Ameri- 
can Concrete  Institute.  The  following  is  an  abstract 
of  it: 

Test  Apparatus  and  Methods 

The  apparatus  used  to  measure  the  concrete  pres- 
sures were  cells  and  gages  similar  to  those  described 
in  the  proceedings  of  the  American  Society  for  Test- 
ing Materials,  1917,  page  641,  and  used  for  the  past 
few  years  by  this  laboratory  in  measuring  earth  pres- 
sure behind  retaining  walls  and  under  fills.  The  in- 
strument consists  essentially  of  an  air-tight  metal  cell 
having  a  circular  weighing  face  10  sq.  in.  in  area. 
The  concrete  pressures  against  the  face  of  the  cell 
are  balanced  by  admitting  compressed  air  to  the  in- 
side of  the  cell.  When  the  pressures  are  balanced,  an 
electrical  contact  is  broken,  which  extinguishes  a  light 
and  indicates  that  the  pressure  shown  on  the  gage  con- 
nected with  the  air  pipes  is  equal  to  the  pressure  of 
the  concrete.  Tests  on  these  cells  show  them  to  be 
accurate  considerably  beyond  the  degree  necessary  for 
these  tests,  and  that  the  movement  of  the  face  is  less 
than  one  ten-thousandth  of  an  inch  to  break  contact, 
thus  making  the  cell  admirably  suited  for  tests  on 
pressures  exerted  by  granular  materials,  soils,  mud 
and  concrete  . 

Several  other  experimenters  have  attempted  to  ob- 
tain such  data,  but  some  have  been  greatly  handicap- 
ped by  not  having  a  suitable  apparatus  for  determin- 
ing the  concrete  pressures.  Any  scheme  for  deter- 
mining the  pressure  values  that  depends  upon  a  move- 
ment of  the  concrete  at  the  time  of  making  the  read- 
ings is  evidently  not  reliable.  The  values  desired  are 
the  static  pressures  of  concrete  against  an  immovable 
surface,  and  not  the  pressures  necessary  to  stop  a 
moving  mass  of  concrete;  to  start  a  movement  of  the 
mass  before  making  the  pressure  readings  is  also  unde- 
sirable. 

The  concrete  form  used  during  the  laboratory  tests 
was  built  of  2-in.  planks,  giving  an  inside  horizontal 
cross-section  of  7.8  by  9.4  in.,  and  a  height  of  10  ft. 
Four  cells  were  placed  in  the  form,  with  the  weighing 
face  flush  with  the  inside  of  the  forms.  Cell  No.  1 
was  placed  in  the  center  of  the  base  and  indicated 
the  vertical  pressure.  Cell  No.  2  was  set  in  the  center 
of  the  rear  wall  of  the  form.  Cells  Nos.  3  and  4  were 
placed  in  the  center  of  the  right  and  left  side  walls  of 
the  forms,  respectively.  The  centers  of  these  cells  for 
obtaining  the  lateral  pressure  were  all  6  in.  above  the 
base.  Air  control  pipes  leading  from  all  cells  were 
arranged  in  order,  with  connections  and  nipples  con- 
veniently located  for  taking  the  readings  on  the  four 
cells  very  quickly. 


The  materials  for  the  concrete  used  in  the  tests 
were  carefully  weighed  and  mixed  by  hand.  Imme- 
diately upon  completing  the  mixing,  the  concrete  was 
shoveled  into  buckets  and  dumped  into  the  top  of  the 
forms.  The  mixing  floor  and  the  wood  forms  were 
well  wetted  before  the  test  was  begun.  The  con- 
crete was  tamped  on  top  by  the  use  of  a  long  stick  hav- 
ing a  2  by  6-in.  foot  on  the  lower  end.  The  outside 
of  the  forms  were  also  vibrated  by  striking  with  a 
heavy  hammer. 

The  height  to  which  the  concrete  stood  in  the  col- 
umn form  was  then  measured,  and  the  pressures  on  the 
bottom  and  three  side  cells  were  immediately  read 
and  recorded.  The  batches  were  varied  in  size,  so 
that  when  a  new  batch  was  added  each  10  minutes,  the 
head  of  concrete  in  the  form  would  increase  at  the 
rate  desired.  Readings  were  taken  on  the  pressure 
cells  immediately  after  placing  the  concrete,  and  again 
about  5  minutes  later,  or  shortly  before  placing  the 
next  batch  of  concrete. 

The  air  and  mixing  water  temperatures  were  re- 
corded each  day  tests  were  run.  Slump  tests  of  the 
concrete  were  made  to  determine  the  consistency  used 
in  each  test,  and  were  recorded  as  inches  slump ;  or 
where  very  wet,  as  inches  diameter  of  the  mass.  Fresh  » 
batches  of  concrete  were  added  every  10  minutes,  un- 
til after  the  pressures  on  the  cells  had  passed  a  maxi- 
mum, and  indicated  a  decided  decrease  in  pressure. 
The  tabulated  data  and  results  of  these  laboratory  tests 
are  shown  in  Table  1. 

Several  field  tests  were  run,  in  addition  to  the  lab- 
oratory tests  described  above,  during  the  construc- 
tion of  a  reinforced  concrete  building  at  the  Arlington 
Farm.  The  pressure  cells  were  inserted  in  the  wall 
and  column  forms,  and  pressure  readings  taken  at  the 
time  the  concrete  was  being  poured.  The  concrete  wa- 
machine  mixed,  raised  in  an  elevator  and  directed  into 
the  forms  through  a  system  of  chutes.  It  was  then 
spaded  or  tamped  with  a  stick  having  a  small  blade 
on  the  end.  The  concrete  was  a  1 :2  :4  mix,  river  gra- 
vel being  used  for  the  coarse  aggregate,  and  the  con- 
sistency rather  sloppy,  flowing  readily  around  the  steel 
reinforcing.  The  results  from  these  field  tests  con- 
form favorably  with  those  obtained  from  the  labora- 
tory, and  are  shown  in  Table  2. 

What  the  Results  Indicate 

The  results  shown  by  these  experiments  indicate 
that  the  fundamental  pressure  of  concrete  against  the 
form  is  about  1  lb.  per  square  inch  for  the  first  1  ft. 
of  head.  However,  this  is  by  no  means  all  that  should 
be  said.  A  study  of  the  results  reported  by  others, 
and  those  obtained  from  this  series  of  tests  show  that 
the  following  factors  have  an  influence  upon  the  pres- 
sure:  (1)  Rate  of  filling  the  forms;  (2)  cross-sectional 
area  of  the  forms;  (3)  consistency  of  the  concrete;  (4) 
amount  of  cement  in  the  concrete;  (5)  temperature  of 
the  concrete  and  the  time  of  set  of  the  cement ;  and 
(6)  character  of  the  fine  and  the  coarse  aggregate. 

Sufficient  data  are  not  yet  available  to  make  final 
.statements  as  to  the  law  by  which  each  of  these  fac- 
tors influences  the  pressure  of  the  concrete  against 
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TAIJLE  1— RESULTS  OF  LABORATORY  TES1 
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the  form.  The  results  do  show  that  the  initial  pres- 
sure under  small  heads  is  equal  to  the  hydrostatic  pres- 
sure of  a  liquid  having  the  approximate  density  or 
weight  of  the  concrete;  that  is,  approximately  1  11). 
per  square  inch,  or  144  lb.  per  square  foot,  for  the 
first  foot  head.  As  pouring"  is  continued,  however,  this 
pressure  soon  falls  below  the  straight  line  hydrostatic 
pressure,  and  the  amount  of  this  deviation  depends 
upon  one  or  more  of  the  factors  mentioned  above. 

It  is  important  to  notice  that  the  results  prove  that 
if  filling  is  continued  indefinitely  the  lateral  pressures 
near  the  base  of  the  form  finally  reach  a  maximum 
value  and  then  decrease  gradually  to  zero,  regardless 
of  the  fact  that  fresh  concrete  is  continually  added 
above.  The  vertical  pressures  are  in  all  cases  greater 
than  the  lateral  pressures;  they  decrease  in  value  af- 
ter a  maximum  has  been  attained,  but  not  to  zero. 
The  total  weight  of  the  concrete  mass  in  ordinary  con- 
struction is  not  supported  entirely  upon  the  bottom 
of  the  form,  but  because  of  the  roughness  and  fric- 
tion against  the  sides,  the  planking  takes  part  of  the 
weight  or  vert'cal  pressure.  Of  course,  for  wide  and 
shallow  masses  of  concrete,  such  as  floor  slabs,  the 
vertical  pressure  is  ecpial  to  the  weight  of  the  concrete. 

A  summary  of  the  data  at  hand  seems  to  lead  to 
the  following  conclusions  regarding  the  effect  of  the 
various  influencing"  factors: 

Conclusions  Regarding  Effect  of  Various  Factors 

The  maximum  pressure  exerted  upon  the  forms  in- 
creases as  the  rate  of  filbng  increases.  At  a  slow  rate 
of  about  1  ft.  per  hour  the  pressure  is,  approximately, 
1  lb.  per  square  inch,  but  as  the  rate  increases  be- 
yond this  value,  the  pressure  increases  approximately 
as  the  0.3  power  of  the  rate. 

Field  tests  which  were  made  in  places  where  the 
distance  between  the  form  walls  differed,  indicate  that 
the  maximum  pressures  obtained  increase  slightly 
with  the  mass  of  the  concrete  when  the  consistency  is 
wet  and  sloppy.    This  conclusion,  probably,  does  not 


TABLE   11    FIELD  TESTS  OF   PRESSURES  OF  CONCRETE 
AGAINST  FORMS 
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hold  in  the  case  of  dry  mixes.  Reinforcing  just  inside 
the  form  tends  to  slightly  decrease  the  pressures,  but 
probably  this  effect  would  be  neglected  in  deternr'n- 
ing  the  final  pressures  for  use  in  design. 

The  results  show  in  general  that  the  maximum 
pressure  was  increased  as  the  consistency  of  the  con- 
crete was  made  drier  within  the  limit  of  workabibty. 
This  is  probably  different  from  what  might  be  ex- 
pected, but  the  tests  show  it  to  be  the  case.  It  is 
probably  due  to  the  fact  that  under  the  usual  con- 
ditions of  placing  dry  concrete,  ;t  requires  more  tamp- 
ing, which,  because  of  its  dryness,  seems  to  develop 
a  permanent  wedging  action  between  the  particles. 
In  the  case  of  wet  or  sloppy  concrete,  this  wedging 
action  does  not  exist,  as  we  have  approximately  a 
static  flir'd  pressure.  For  low  heads,  the  dry  concrete 
(when  tamped  as  usual)  will  give  the  greater  lateral" 
pressure,  but  for  heads  of  4  ft.  or  more  and  within 
the  time  when  initial  set  becomes  an  influencing  fac- 
tor, the  sloppy  mixtures  give  the  greater  pressure. 
The  average  increase  of  pressure  due  to  the  effect  of 
dry  mixtures  seems  to  be  0.3  lb.  per  square  inch  for 
each  inch  decrease  in  the  standard  slump  test,  less 
than  a  5-in.  slump. 

The  richness  of  the  mix  also  affects  the  maximum 
pressures  obtained.  The  richer  the  mix  the  greater 
the  maximum  nre-sure,  the  average  increase  being  0.12 
lb.  per  square  inch  for  each  1  per  cent,  increase  m  the 
ratio  of  the  cement  to  the  aggregate,  beyond  12  per 
cent. 

A  decrease  in  the  temperature  of  the  concrete  re- 
tards the  set  of  the  cement,  and  it  is  natural  to  sup- 
pose that  this  is  the  limiting  factor  in  the  maximum 
pressure  obtained,  since  the  pressure  increases  with 
the  head  until  the  cement  takes  a  sufficient  set  to  be- 
gin to  support  the  overlying  concrete.  Therefore, 
as  the  temperature  is  reduced  and  the  time  of  the  set 
of  the  cement  is  increased,  the  height  of  fill  may  be 
increased  and  thus  produce  or  make  possible  a  higher 
total  pressure.  Since  the  cement  begms  to  set  arid 
stiffen  in  about  30  minutes,  the  maximum  pressure  is 
attained  under  whatever  head  of  concrete  may  exist 
at  this  time.  The  value  for  H,  the  head  of  concrete, 
to  be  used  in  the  formula  given  below  shou'd  not  be 
greater  than  one-half  the  rate  of  fill,  except  where  agi- 
tation is  vigorous  and  continues  in  a  sloppy  mix;  then 
this  ratio  may  be  taken  up  to  three-fourths. 

Empirical  Formula  for  Pre~,sv:rc3 
An  empirical  formula  giving  the  lateral  pressures 
required  for  use  in  the  design  or  the  in vestigat'on  of 
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the  strength  of  concrete  forms,  and  taking  into  ac- 
count the  above  numerical  factors,  is — 
P=  H,aR"  +  0.1 2C— 0.3S, 
P  being  the  resultant  lateral  pressure  in  pounds  per 
square  inch;  H,  the  head  of  concrete  fill;  R.  the  rate 
of  fill  in  feet  per  hour;  C,  the  per  cent,  by  volume  of 
cement  to  the  combined  tine  and  coarse  aggregate  ;  and 
S,  the  consistency  in  inches,  or  slump, 

The  vertical  pressure  is  obtained  by  adding  0.25 H 
to  the  value  of  P  as  found  above,  except  when  the 
inside  distance  between  the  vertical  sides  of  the  form 
is  greater  than  one-half  the  depth  of  rill  ;  then  the 
value  should  be  taken  as  equal  to  the  weight  of  the 
concrete. 

In  the  practical  application  of  this  formula,  as  with 
all  other  formulas,  there  is  abundant  opportunity  for 
the' exercise  of  common  sense  and  good  judgment.  The 
formula  will  give  pressures  somewhat  higher  than 
exact  values.  It  shows  the  effect  of  continuous  and 
vigorous  agitat'on  of  the  concrete  mass  only  as  this 
is  introduced  through  good  judgment  in  selecting  the 
value  for  the  head  of  concrete,  H.  Eor  usual  condi- 
tions H  may  be  taken  as  not  greater  than  one-half  of 
R.  Eor  ordinary  cement  in  cold  weather,  or  when 
continuously  and  well  agitated,  H  may  be  three-fourths 
of  R  when  the  filling  is  continuous  beyond  one  hour. 
A  second  pouring  on  top  of  concrete  that  lias  been  ;n 
place  for  45  minutes  or  more  does  not  add  to  the  pres- 
sures already  existing  at  the  bottom  of  the  fill. 

The  values  for  C  may  be  taken  as  the  next  higher 
whole  number  in  the  per  cent,  of  cement  by  volume,  as 
the  required  accuracy  does  not  justify  fractional  num- 
bers, since  the  slump  test  is  not  accurate  closer  than 
1  in. 

The  value  of  P  obtained  by  the  formula  is  the 
lateral  pressure  against  the  form  at  the  lowest  po;nt 
of  the  fill.  Since  the  pressures  are  not  uniform  from 
top  to  bottom,  but  vary  approximately  as  the  ordin- 
ates  of  a  parabola,  the  center  of  pressure,  or  point  of 
resultant  pressure,  may  be  taken  at  0.6  of  the  height 
of  fill,  H,  from  the  top. 

Application  of  Formula 

The  following  examples  may  serve  to  show  the  use 
of  the  above  formula : 

Example  1. — Eor  reinforced  mass  concrete.  Mix 
to  be  1-3-5;  consistency  rather  sloppy,  or  9-in.  slump; 
the  rate  of  fill,  R,  to  be  8  ft.  per  hour.  The  total 
height  of  concrete  filled  within  one  hour,  7  ft.  Since 
this  concrete  is  placed  from  a  chute  in  a  large  form, 
and  men  are  continually  walking  around  in  it,  the 
value  to  be  chosen  for  H  is  6,  or  three-fourths  of  R. 
Then,  substituting  in  the  formula,  P=1.53  lb.  per 
square  inch. 

The  vertical  nressure=7  lb.  per  square  inch. 

Example  2. — For  remforced  concrete  column.  Mix 
to  1  :2.4  consistency,  S-in.  slump  ;  rate  of  fill  to  be  24 
ft.  per  hour.  Total  height  of  column  and  final  fill,  11 
ft.,  made  in  one  pouring;  since  this  is  done  in  less 
than  30  minutes,  the  value  for  H  is  11.  Substituting 
in  the  formula,  P=3.83  lb.  per  square  inch. 

Vert:cal  pressure=P+0.25H=6.58  lb.  per  square 
inch. 

Example  3. — For  thin  curtain  walls  and  reinforced 
bulkheads.  Mortar  mix,  1  :5  ;  consistency,  8-in.  slump  ; 
rate  of  fill,  20  ft.  per  hour.  Total  height  of  fill  in  one 
pouring,  14  ft.  The  value  to  be  selected  for  H  should 
be  10,  since  that  is  the  height  of  fill  to  30  minutes, 
when  the  effect  of  stiffen-ng  and  set  begins.  Substi- 
tuting, we  have  P=  3.98  lb.  per  square  inch. 


Vertical  pressure=P4-25H:=6.39  lb.  per  square 
inch. 

Example  4. —  For  dry  mix,  mass  concrete.    Mix  ti 
be  1:3:6;  consistency,  3-in.  slump;  rate  of  fill,  6  ft 
per  hour:  distance  between  sides  of  form,  3  ft.;  total 
height  of  fill  within  30  minutes,  4  ft.    Then  P=2.68 
lb.  per  square  inch. 

Vertical  pressure=P+25H=6.39  lb.  per  squaft 
inch. 


Stresses  in  Concrete  Roads 

Determining  the  Correct  Position  of  Reinforce- 
ment— Each  Road  on  Its  Own  Merits 


IT  would  appear  that  a  good  deal  of  mental  con- 
fusion arises  in  considering  the  question  of  stress- 
es in  a  reinforced  concrete  road.  Many  people 
seem  to  be  of  opinion  that  a  reinforced  concrete 
slab  laid  as  a  road  is  analogous  to  a  reinforced  con- 
crete floor  supported  by  beams  or  columns.  In  the 
latter  case  they  are  familiar  with  the  idea  of  placing 
the  steel  near  the  bottom  to  take  the  tensile  stresses 
which  occur  when  the  floor  deflects  under  a  load, 
and  so  they  jump  to  the  conclusion  that  the  same 
principles  apply  to  a  concrete  road.  It  is  submitted 
that  this  conclusion  is  often  very  wide  of  the  mark, 
and  to  act  upon  it  without  due  regard  to  the  special 
considerations  of  any  case  in  point  is  unscientific  and 
bad  practice. 

Undoubtedly  the  stresses  in  a  concrete  road  when 
a  heavy  load  passes  over  it  are  very  complicated,  al- 
most defying  analysis,  and  any  deductions  obtained 
by  theorising  upon  them  without  the  assistance  of 
much  experimental  data  (to  the  best  of  the  writer's 
knowledge  not  to  hand)  can  only  be  taken  as  a 
guide  to  design . 

P>roadly  speaking,  there  are  two  types  of  road  to 
be  taken  into  consideration  when  discussing  this  sub- 
ject, though  probably  most  actual  cases  will  lie  some- 
where between  the  two.  These  are — (1)  Where  the 
foundation  on  which  the  concrete  is  placed  is  already 
consolidated  and  sufficiently  rigid  to  bear  any  load 
that  is  likely  to  be  placed  upon  it.  (2)  Where  the 
foundation  is  of  a  soft  and  yielding  nature.  The  two 
cases  are  put  in  this  order  as  it  is  reasonable  to  sup- 
pose that  No.  1  will  be  by  far  the  most  common  case 
if  (and  when)  reinforced  concrete  roads  come  to  be 
adopted  for  our  main  trunk  routes. 

Stable  Foundations 

On  the  majority  of  our  existing  main  roads  there 
is  a  coating  of  consolidated  Layers  of  macadam,  which 
may  be  anything  from  9  in',  to  30  in.  thick.  There 
appears  to  'be  no  reason  why  this  crust  of  macadam 
should  be  disturbed  beyond  what  may  be  necessary 
to  rectify  the  shape  of  the  road.  Where  a  road  runs 
between  soil  banks  and  hedges  there  can  be  little 
or  no  objection  to  the  surface  of  the  new  road  being 
a  few  inches  higher  than  the  original.  In  most  cases 
it  will  probably  be  necessary  to  scarify  an  inch  or  two 
off  the  central  portion  of  the  road,  and  make  up  the 
shoulders  with  the  scarified  materials,  particularly 
as  existing  roads  have  usually  a  greater  crossfall  than 
would  be  necessary  or  desirable  in  a  concrete  road. 
Where  this  is  done  the  subgrade  should  be  very  thor- 
oughly rolled,  so  that  it  may  be  of  equal  rigidity 
throughout,  and  this  work  should  be  watched  carefully, 
so  that  any  indications  of  softness  or  weakness  may 
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be  noted  and  dealt  with  either  by  rolling  in  additional 
road  metal  or  modifying  the  design  of  the  reinforced 
concrete  road  to  meet  the  case. 

Consider  now  the  case  of  a  concrete  road  laid  on 
a  subgrade  thoroughly  consolidated  and  capable  of 
withstanding  a  12-ton  steam  roller  without  sign  of 
softness  or  weakness.  In  this  case  the  concrete  will 
form  virtually  a  surfacing  layer  only,  and  to  adopt 
the  "beam"  analogy  would  be  most  erroneous.  Prob- 
ably no  part  of  it  will  ever  come  into  direct  tension 
due  to  the  load. 

ft  is  not  suggested  that  on  this  account  no  rein- 
forcement is  necessary,  though  some  instances  are 
known  where  concrete  roads  have  been  found  suc- 
cessful without  reinforcement.  When  a  heavy  vehicle 
passes  over  the  road  the  concrete  will  be  subjected 
to  direct  compression  combined  with  impact.  As  the 
concrete  will  often  be  in  a  state  of  internal  stress, 
due  to  differences  in  temperature  from  point  to  point, 
the  net  result  will  be  a  complicated  system  of 
combined  stresses,  compounded  of  compression, 
shear,  &c,  which  will  tend  to  fracture  the  con- 
crete into  prisms  and  pyramids,  as  seen  when 
a  block  of  concrete  is  crushed  in  a  testing  ma- 
chine. A  layer  of  reinforcement  is  therefore  neces- 
sary to  distribute  these  stresses  over  a  larger  area, 
so  that  the  portion  immediately  under  the  point  of 
impact  may  not  take  all  the  load  and  so  be  stressed 
beyond  its  elastic  limit.  It  seems  fairly  obvious  that 
for  this  reinforcement  to  'be  most  effective — or  even 
effective  at  all — it  should  be  placed  as  near  the  up- 
per surface  as  other  considerations  will  allow  . 

Yielding  Foundations 

To  consider  now  the  case  where  the  subgrade  is 
of  a  soft  and  yielding  nature.  This  will  often  occur 
in  towns  where,  as  the  level  of  the  road  is  governed 
by  that  of  the  curb,  it  will  be  necessary  to  excavate 
the  road  for  a  depth  of  6  in.  or  more,  and  so  consid- 
erably weaken  the  formation.  It  would,  of  course, 
also  apply  where  a  new  road  or  a  diversion  is  laid  out 
in  a  rural  district. 

If  a  heavy  load  passes  over  a  concrete  road  laid 
on  a  subgrade  which  is  not  in  itself  sufficiently  solid 
to  carry  the  load,  deflection  will  take  place  to  a  great- 
er or  less  extent,  depending  upon  the  degree  of  com- 
pressibility of  the  subgrade.  The  effect  of  this  de- 
flection will  be,  of  course,  to  produce  tensile  stresses 
on  the  under  surface  of  the  concrete  demanding  bot- 
tom reinforcement.  But  it  must  not  be  overlooked 
that,  as  the  road  is  monolithic,  and  reinforced  con- 
crete an  elastic  material,  the  effect  of  deflection  im- 
mediately under  the  load  will  be  to  induce  a  reversal 
of  curvature  in  the  surrounding  concrete  which  is 
not.  acted  upon  by  the  load.  This  will  set  up  nega- 
tive moments  with  tensile  stresses  in  the  upper  fibres 
of  the  slab,  demanding  top  reinforcement.  It  may  be 
noted  in  passing  that  the  effect  of  heavy  loads  con- 
tinually traversing  such  a  road  will  be  to  produce  a 
form  of  wave  movement  in  the  concrete,  which, 
though  not  sufficient  to  be  observed  directly,  will  pro- 
duce constant  alternation  of  the  stresses  in  the  con- 
crete and  steel.  The  effect  of  this,  and  the  possibility 
of  fatigue  in  the  materials  should  not  be  lost  sight  of 
by  engineers. 

There  is  also  the  question  of  a  soft  spot  in  an 
otherwise  solid  subgrade,  such  as  a  recently  filled-in 
excavation.  Any  such  spot  should  receive  careful  con- 
sideration, as  it  is  well  known  that  settlement  may 
take    place    in    an    old   sewer-trench,   for  example, 


months,  and  even  years,  after  it  has  been  filled  in. 
and  quite  apart  from  any  load  that  may  be  imposed 
upon  it.  The  effect  of  such  an  occurrence  under  a 
concrete  road  would  possibly  be  more  serious  than 
if  the  whole  foundation  was  of  a  uniformly  yielding 
character.  The  concrete  slab  would  become  suspend- 
ed between  the  solid  sides  of  the  trench,  and  not  only 
would  tension  be  set  up  in  the  lower  fibres,  but 
severe  shear  stresses  would  occur,  demanding  ver- 
tical or  diagonal  reinforcement. 

Temperature  Effects 

Lastly,  to  consider  the  effect  of  differences  of  tem- 
perature in  the  concrete.  It  is  now  generally  conced- 
ed, as  a  result  of  experimental  roads,  that  to  provide 
for  expansion  and  contraction  by  means  of  transverse 
joints  is  not  good  practice,  and  that  it  is  better  to 
distribute  the  temperature  stresses  by  means  of  re- 
inforcement. Concrete  is  not  a  good  conductor  of 
heat,  and  it  is  therefore  reasonable  to  suppose  that  the 
variations  of  temperature  will  be  much  greater  at  the 
upper  than  at  the  lower  surface,  particularly  when 
such  variations  occur  at  short  intervals.  Probably  the 
severest  test  that  a  road  would  be  sujected  to  would 
occur  during  fine  weather  in  September  or  October, 
when  we  often  experience  a  very  hot  sunshine  at  mid- 
day and  a  frost  at  night.  In  such  a  case  the  upper 
surface  would  have  a  very  considerable  range  of  tem- 
perature in  twenty-four  hours,  whereas  the  lower  sur- 
face, being  in  contact  with  the  ground,  would  prob- 
ably vary  but  little. 

From  these  considerations  it  is  clear  that  for  the 
reinforcement  to  be  effective  in  withstanding  the  tem- 
perature stresses,  it  should  be  placed  near  the  upper 
surface. 

Conclusions 

(1)  A  layer  of  reinforcement  is  desirable  near  the 
upper  surface  of  the  concrete. 

(2)  Where  lower  reinforcement  is  necessary  it  is 
ineffective  unless  upper  reinforcement  is  also  used. 

(3)  Every  yard  of  reinforced  concrete  road  should 
be  taken  on  its  own  merits.  No  man  who  calls  him- 
self an  engineer  should  adopt  any  system  of  reinforce- 
ment regardless  of  the  particular  requirements  of  the 
spot  where  the  road  is  to  be  laid,  merely  because  the 
individual  who  is  selling  him  the  steel  tells  him  he 
ought  to  do  so. — "Highwayman"  in  the  Surveyor. 


The  statement  of  P.  Lyall  &  Sons'  Construction 
Co.,  Ltd.,  Montreal,  for  the  year  ending  March  31st 
shows  gross  earnings  of  $377,734,  and  after  paying 
bond  interest,  preferred  and  common  dividends,  sink- 
ing fund  bond  redemption,  $36,070  is  carried  forward. 
The  company  has  been  fortunate  in  securing  several 
large  contracts  in  addition  to  those  already  in  hand. 


La  Compagnie  de  Tuyax  de  Drainage,  Ltd.,  has 
been  incorporated  with  a  capital  of  $99,000  to  carry 
on  business  as  manufacturers  and  dealers  in  clay, 
drain,  earthen  and  concrete  pipes,  artificial  stone  and 
all  building  material.  The  head  office  is  at  L'Islet  Sta- 
tion, P.  Q. 


An  examination  for  admission  to  study  of  archi- 
tecture or  registration  in  the  Province  of  Quebec 
will  be  held  on  the  26th  July,  1920,  and  the  following 
days,  in  the  rooms  of  the  Province  of  Quebec  Asso- 
ciation of  Architects,  City  Hall,  Quebec,  at  9  o'clock- 
each  day. 
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Modern  Developments  in  Water  Supply 

Storage  and  Algal  Troubles — Chlorination — Excess  Lime  Method 
— Removal  of   Taste — Alum    Recovery   in    Filter  Operation 

 '  By  Capt.  A.  F.  Girvan*   


THE  war  has  taught  us  lessons  with  regard  to 
many  subjects,  and  one  of  these  is  that  of  wa- 
ter supply.  Shortage  of  fuel  and  labor  encour- 
aged experiments,  with  the  object  of  minimiz- 
ing the  effect  of  these  deficiencies  in  the  case  of  civil 
concerns,  and  a  number  of  small  towns  sprang  into 
being  for  the  manufacture  of  munitions  on  sites  with 
wholly  inadequate  water  supplies  for'the  needs  of  the 
suddenly  increased  or  entirely  new  population,  and 
raised  the  problem  of  rapidly  dealing  with  the  situa- 
tion, while  the  vast  concentrations  of  men  and  ani- 
mals in  the  various  theatres  of  war  necessitated  the  ob- 
taining of  adequate  supplies  of  pure  water  from  bad  or 
indifferent  sources. 

Sir  Alexander  Houston  had  demonstrated  the 
marked  beneficial  effect  of  storage,  but  against  these 
advantages  of  storage  we  have  to  set  the  fact  that  at 
certain  seasons  there  may  be  a  development  of  algae  in 
the  water.  In  order  to  guard  against  trouble  of  this 
kind  in  the  case  of  the  London  supply,  micro-photo- 
graphs are  taken  at  least  once  a  week.  A  definite 
amount  of  each  stored  water  is  ce'ntrifugalized,  and  the 
sediment  which  is  thrown  down  is  transferred  to  a  cell 
on  a  microscopic  sl'de,  and  a  photograph  is  taken  un- 
der standard  conditions.  These  photographs  examined 
week  by  week  show  not  only  the  sorts  of  algae  which 
are  present,  but  also  their  number,  and  whether  they 
are  increasing  in  quantity. 

Combating  Algal  Troubles 

It  has  been  found  that  copper  sulphate  in  very 
small  doses  is  efficacious  in  preventing  or  restricting 
growth  of  algae  or  in  killing  a  growth  which  has  al- 
ready developed,  but  it  is  probably  undesirable  to  use 
it  unless  it  is  urgently  necessary,  as  it  is  sometimes 
found  that,  although  one  kills  off  the  particular  algae 
which  are  the  cause  of  the  immediate  trouble,  others 
of  a  different  kind  may  develop  still  more  rapidly,  and 
the  final  trouble  may  be  worse  than  the  first. 

The  copper  sulphate  appears  sometimes  to  upset 
the  balance  of  Nature  and  to  produce  unexpected  re- 
sults. It  may  perhaps  be  well  to  add  that  no  copper 
can  be  detected  in  the  filtered  water  by  delicate  chem- 
ical tests. 

Up  to  a  few  years  ago  the  occurrence  of  a  taste  in 
the  water  supply  was  almost  the  first  indication  of 
the  presence  of  algae  in  the  stored  water  in  undesir- 
able quantity.  The  reservoirs  were  then  sometimes 
treated  with  a  dose  of  copper  sulphate  of  about  one 
quart  per  million.  This  killed  off  most  of  the  growth, 
but  the  dead  organisms  continued  to  pass  on  to  the 
filters  and  to  choke  them  rapidly  for  some  time  after- 
wards. The  expense  of  cleaning  the  beds  frequently 
is  very  considerable,  and  the  maintenance  of  an  ade- 
quate supply  of  water  is  rendered  difficult  owing  to 
the  number  of  beds  which  may  be  out  of  action  at 
the  same  time.  But  the  study  of  the  photographs  en- 
ables one  to  act  in  advance  in  various  ways.  For  in- 
stance, the  engineers  in  charge  of  filtration  may  be 
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warned  to  have  the  filter  beds  cleaned  at  the  first  sign 
of  choking,  and  to  arrange  that  all  are  in  a  fresh  state, 
or  the  reservoir  may  be  dosed  with  copper  sulphate  to 
prevent  algal  growth  reaching  a  serious  amount.  An- 
other method  of  anticipating  filtration  troubles  is  by 
the  "resistance  to  filtration"  test  devised  by  Sir  Alex- 
ander Houston.  It  is  very  simple.  A  piece  of  fine 
linen  is  tied  over  the  end  of  a  glass  tube  a  few  milli- 
metres in  diameter;  100  c.c.  of  raw  or  stored  water 
is  filtered  through  this  and  then  tap  water  from  a 
constant  level-  cistern  is  run  through  the  now  par- 
tially clogged  cloth.  The  volume  of  tap  water  which 
runs  through  in  a  definite  time  is  a  measure  of  the  fil- 
tering qualities  of  the  raw  or  stored,  water.  If  algae 
or  other  solids  are  too  abundant,  the  cloth  gets  clog- 
ged and  little  water  passes.  The  method  is  more  sen- 
sitive than  the  filter  beds  themselves,  so  that  the  en- 
gineers can  be  warned  in  ample  time.  This  method 
usefully  supplements  the  photographic  one. 

It  is  rare  for  the  stored  waters  themselves  to  de- 
velop any  marked  algal  taste.  Any  slight  taste  is  usu- 
ally removed  by  a  sand  filter  in  good  and  reasonably 
fresh  condition.  The  taste  appears  to  become  marked 
only  in  the  filtered  water,  when  there  is  a  thick  deposit 
of  algae  on  the  sand  of  the  filter,  and  then  only  under 
certain  abnormal  conditions.  The  removal  of  this 
skin,  which  may  be  nearly  half  an  inch  thick  some- 
times, in  the  usual  course  of  cleaning,  will  restore  the 
bed  to  its  usual  good  state  of  delivering  water  with  no 
unpleasant  taste.  If  an  algal  taste  has  developed  in 
the  filtered  water,  it  can  be  removed  almost  instantly 
by  the  addition  of  a  permanganate. 

Chlorination 

There  are  circumstances  when  it  may  be  desir- 
able to  dispense  with  storage  as  a  means  of  purifica- 
tion and  to  sterilize  the  water  by  chemical  means. 
There  are  a  few  sterilizing  agents  which  have  been 
found  practicable  on  the  large  scale,  and  of  these  chlor- 
ine is  by  far  the  most  important,  though  in  the  case 
of  soft  waters  the  excess  lime  method  devised  by  Sir 
Alexander  Houston  has  certain  advantages. 

There  are  two  principal  ways  of  chlorinating  wa- 
ter; one  is  by  adding  bleaching  powder  solution,  and 
the  other  is  by  means  of  gaseous  chlorine. 

In  this  Thames  treatment  the  former  is  used.  The 
plant  is  really  quite  simple.  Briefly  described,  it  con- 
sists of  a  pair  of  mixing  tanks,  each  of  about  150  gal- 
lons capacity,  and  a  pair  of  solution-containing  tanks, 
holding  900  gallons  each.  The  latter  tanks  are  con- 
nected to  a  small  cistern  fitted  with  a  ball-cock  ar- 
ranged so  as  to  keep  the  solution  in  it  at  constant  level, 
and  the  small  cistern  discharges  through  a  tap  into 
the  river-water  intake.  All  the  tanks,  piping  and  fit- 
tings are  coated  with  a  tarry  preparation  called  "bitu- 
mastic,"  which  is  quite  effective  in  preventing  corro- 
sion. A  weighed  amount  of  bleaching  powder  is  put 
into  one  of  the  mixing  tanks,  and  is  stirred  up  with 
water  and  allowed  to  settle,  when  the  clear  solution 
of  calcium  hypochlorite  is  run  off  into  one  of  the  solu- 
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tion-contairi:ng  tanks.  This  is  repeated  several  times 
until  the  latter  tank  is  full.  The  strength  of  the  solu- 
tion is  then  determined  by  titration  with  thiosulphate, 
and  the  rate  of  its  discharge  into  the  river-water  in- 
take is  adjusted  from  this  figure  and  from  the  vol- 
ume of  water  going  into  supply.  The  quantities  dealt 
with  are  considerable.  The  volume  of  Thames  water 
treated  per  annum  is  about  22,000  million  gallons, 
and  this  involves  the  use  of  about  100  to  150  tons  of 
bleaching  powder.  The  method  of  using  gaseous 
chlorine  instead  of  bleaching  powder  is  growing'  in 
popularity.  There  are  several  types  of  apparatus  m 
use,  each  of  them  covered  by  patents  by  various  firms. 
The  function  of  all  of  them  is  automatically  to  de- 
liver a  pre-arranged  dose  of  chlorine  from  the  cylin- 
ders in  which  the  liquid  chlorine  is  purchased  into 
the  water  to  be  treated. 

In  all  cases  it  is  desirable  not  to  run  the  chlorine 
direct  into  the  water  under  treatment,  but  to  make  a 
solution  of  it  by  passing  the  gas  through  a  tower  in 
which  water  is  flowing,  and  to  add  this  solution.  This 
method  ensures  better  mixing  and  no  excessive  local 
concentration. 

Relative  Merits  of  Bleaching  Powder  and  Chlorine  Gas 

As  regards  the  relative  efficiency  of  bleaching  pow- 
der and  chlorine  gas,  there  was  at  flrst  some  diver- 
gence of  opinion.  As  is  frequently  the  case  with  any- 
thing new,  the  advocates  of  the  use  of  chlorine  gas 
claimed  too  much  and  exaggerated  its  relative  value, 
but  it  may  now  be  taken  as  established  from  experi- 
ments by  the  Water  Board,  by  Avery,  in  Canada,  and 
by  others  that  if  a  normal  water  supply  be  treated  with 
the  same  amount  of  available  chlorine,  whether  de- 
rived from  bleaching  powder  or  liquid  chlorine,  and 
provided  that  proper  mixing  takes  places,  the  steri- 
lization in  either  case  will  be  the  same.  As  regards 
practical  and  mechanical  details,  each  method  has  its 
merits  and  demerits.  Bleaching  powder  is  bulky  and 
unpleasant  to  handle,  the  storage  of  large  quantities 
takes  up  a  lot  of  room,  and  cons;derable  labor  is 
needed  in  preparing  the  solution  and  dealing  with  the 
sludge,  while  the  strength  of  the  solution  has  to  be 
determined  every  time  a  tankful  is  prepared,  and  the 
rate  of  discharge  varied  accordingly.  On  the  other 
hand,  the  apparatus  is  simple  and  straightforward, 
and  there  is  little  to  go  wrong  with  it. 

The  chlorine  gas  plant  is  much  more  compact,  and 
the  spare  cylinders  occupy  little  space,  but  it  is  rather 
complicated  and  less  easily  understood  by  the  average 
man  who  has  to  work  it,  while  there  are  various 
valves,  regulators  and  unions  which  are  apt  to  leak. 
A  leak  of  chlorine  is  dangerous,  and  it  has  been  found 
necessary  to  have  gas  masks  or  respirators  at  hand 
for  the  men  in  charge  of  the  plant.  In  cold  weather 
it  is  necessary  to  warm  the  chlorine  cylinders,  as  the 
evaporation  of  the  liquid  chlorine  chills  them  to  such 
an  extent  that  the  flow  of  gas  falls  off  seriously.  When 
in  good  order,  however,  the  plant  can  be  left  twelve 
hours  or  more  without  any  attention,  and  this  cannot 
be  sa'd  for  the  bleaching  powder  plant,  where  the  flow 
is  apt  to  diminish  owing  to  choking  of  the  tap  which 
regulates  it. 

New  River  Methods 

The  New  River  has  been  chlorinated  by  means  of 
chlorine  gas  at  intervals  during  the  last  year  or  so. 

The  reasons  for  employing  sterilization  in  this  case 
are  different  from  those  which'  governed  the  treat- 


ment of  the  Thames  water.  There,  the  chief  object 
was  to  save  coal  and  pumping  costs  while  givuig  at 
least  as  good  a  water  as  usual.  In  the  case  of  the 
New  River,  however,  the  conditions  are  very  differ- 
ent. The  storage  reservoirs  are  inadequately  large, 
holdmg  only  about  four  days'  supply,  and,  in  addition, 
the  rate'  of  filtration  is  about  double  that  practised 
at  the  other  works  of  the  Metropolitan  Water  Board. 
( )n  the  average,  owing  to  the  fact  that  a  large  amount 
of  pure  deep-well  water  is  pumped  into  it,  the  New 
River  yields  a  filtered  water  which  is  exceedingly  good, 
but  when  floods  occur  in  the  Lea  Valley  the  water 
deteriorates  greatly,  both  before  and  after  filtration. 
The  only  remedy  available  in  the  past  would  have 
been  to  construct  enormous  storage  reservoirs  at  a 
prohibitive  cost,  but  chorination  in  time  of  floods  ap- 
peared to  be  a  much  cheaper  alternative  if  it  were 
successful,  and  it  was  therefore  given  a  trial.  The 
results  were  quite  successful,  except  in  one  particu- 
lar, and  that  was  with  regard  to  taste.  It  is  very  dif- 
ficult to  avoid  giving  the  New  River  water  a  taste  even 
when  it  is  treated  in  the  same  way  as  the  Thames 
water  where  no  taste  trouble  caused  by  chlorination 
has  ever  been  experienced.  No  explanation  is  forth- 
coming as  to  the  reason  for  this.  Various  waters  have 
been  examined  in  the  laboratory,  and  some  give  tastes 
very  read'ly,  while  others  are  comparatively  immune. 
On  the  whole,  it  seems  perhaps  that  the  purest  waters 
are  the  most  troublesome,  but  water  from  the  same 
source  behaves  very  differently  at  different  times,  and 
its  behaviour  cannot  at  present  be  foreseen. 

Increase  of  Chlorine  Removes  Taste 

The  dose  of  chlorine  is  regulated  partly  according 
to  the  bacteriological  results  in  the  laboratory,  but  as 
these  cannot  be  known  for  several  days  after  taking 
the  samples  they  cannot  serve  as  an  exact  guide.  It 
has  been  found  best  in  this  New  River  treatment  to 
g:ve  a  relatively  high  dose  of  chlorine,  followed  some 
hours  later — that  is,  further  down  the  river- — by  a  dose 
of  sulphur  dioxide  to  remove  the  excess  of  chlorine 
which  still  remains.  Until  this  winter,  however,  this 
treatment  could  be  continued  only  for  about  two  or 
three  weeks  before  taste  troubles  began,  and  then 
consumers  complained,  and  the  treatment  had  to  stop. 
But  this  season  it  has  gone  on  continuously  for,  about 
nine  weeks  without  any  tasting  water  reaching  a  con- 
sumer. This  is  the  result  of  numerous  experiments 
by  Sir  Alexander  Houston,  who  has  discovered  two 
ways  of  avoiding  or  getting  rid  of  the  taste.  The 
first  is  a  very  remarkable  one.  It  is  simply  to  in- 
crease the  dose  of  chlorine.  Suppose  half  a  part  of 
chlorine  per  million  is  the  desired  dose  and  that  a 
taste  develops  with  this  dose,  then  increasing  the 
chlorine  to,  say,  one  part  per  million  will  probably  give 
a  normal  tasting  water.  Of  course,  the  dose  of  de- 
chlorinating  agent  further  down  the  river  has  also  to 
be  increased.  In  the  laboratory  the  addition  of  chlor- 
ine has  actually  removed  a  taste  already  caused  by 
chlorination. 

The  second  method  is  a  very  recently  discovered 
one  and  is,  I  think,  of  very  great  importance  but  little 
has  yet  been  published  on  it.  This  method  is  to  add 
a  permanganate  to  the  chlorinated  water.  The  wa- 
ters which  have  been  experimented  with  up  to  the 
present  have  been  chlorinated  in  such  a  way  as  to 
yield  a  taste,  and  then  the  addition  of  potassium  per- 
manganate or  sodium  manganate  has  removed  the 
taste  very  rapidly.    This  has  been  done  both  in  the 
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laboratory  and  on  the  large  scale,  in  the  latter  case 
about  30,000,000  gallons  a  day  being  dealt  with.  The 
dose  that  has  been  found  effective  in  the  case  of  the 
New  River  varies  from  about  2  lb.  to  8  lb.  of  potas- 
sium permanganate  per  million  gallons. 

It  is  too  early  yet  to  say  whether  the  method  will 
be  successful  in  all  cases;  but  it  will  be  of  great  use 
even  if  it  is  only  sometimes  effective.  I  suppose  that 
every  man  who  has  been  on  active  service  associates 
a  chlorinated  water  with  a  horrible  taste.  This  taste 
was  sometimes  unavoidable  even  with  the  most  skilled 
attention;  but  if  this  permanganate  treatment  had 
then  been  discovered  I  think  it  is  probable  that  chlor- 
inated water  would  have  failed  to  call  up  such  evil 
memories  as  is  actually  the  case.  The  treatment  is 
certain  to  be  tried  all  over  the  world  where  chlorina- 
tion  is  done  on  a  large  scale,  and  if  the  results  are  as 
good  as  seems  likely,  the  whole  community  will  owe 
a  great  debt  of  gratitude  to  Sir  Alexander  Houston 
for  this  discovery. 

Excess  Lime  Method 

There  remains  the  excess  lime  method  of  steriliza- 
tion to  be  considered.  This  cons'sts  in  adding  suffi- 
cient lime  to  the  water  under  treatment  to  soften  it 
and  to  leave  a  slight  excess  of  free  lime.  The  excess 
of  lime  has  a  strong  bactericidal  effect  and  there  is 
no  possibility  of  producing  a  taste.  In  the  case  of  a 
soft  water  the  method  is  economical,  but  a  hard  wa- 
ter requires  so  much  lime  to  soften  it  that  the  cost 
is  probably  too  great  to  be  practicable. 

This  method  has  been  used  successfully  on  the 
large  scale  at  Aberdeen  and  at  Accra,  in  West  Af- 
rica. 

At  Aberdeen,  where  the  wate*r  from  the  river  Dee 
is  very  soft,  the  water  was  given  a  dose  of  1  part  of 
CaO  for  100.000  parts  of  water,  followed  by  seven 
days'  storage  and  then  filtration  at  about  the  usual 
rate.  The  cost  of  the  lime  was  about  a  shilling  per 
million  gallons,  and  the  saving  in  capital  expenditure 
compared  with  alternative  schemes  was  about  £100,- 
000. 

At  Accra  it  was  necessary  to  have  two  large  reser- 
voirs for  purposes  of  quantity.  The  source  was  pol- 
luted and  at  the  prevailing  temperature  of  80  deg.  F. 
the  water  developed  heavy  algal  growths  and  a  very 
bad  taste.  Simpson  and  Houston  advised  treatment 
at  the  intakes  with  lime,  leaving  an  excess  of  6  parts 
CaO  per  100,000.  The  reservoirs  were  used  alter- 
nately, as  it  took  about  three  weeks  for  the  excess 
lime  to  be  neutralized  by  the  carbon  dioxide  in  the 
atmosphere.  The  result  was  entirely  successful,  the 
water  after  the  treatment  being  pure  bacteriologically 
and  free  from  taste,  while  the  algal  growth  was  stop- 
ped. This  is  the  first  case  in  which  lime  has  been 
used  for  the  double  purpose  of  giving  a  sterile  water 
and  of  arresting  algal  or  plankton  growth.  In  cases 
where  it  is  not  possible  to  store  the  treated  water  long 
enough  for  the  excess  lime  to  be  neutralized  by  the  at- 
mosphere, it  is  desirable  to  neutralize  the  excess  after 
a  suitable  time  of  contact  by  adding  alum  or  mixing 
the  water  with  a  suitable  proportion  off  unlimed  but 
stored  or  chlorinated  water  from  the  same  source. 

There  is  one  point  common  to  all  sterilization  pro- 
cesses, and  that  is  the  influence  of  the  time  of  con- 
tact of  the  sterilizing  agent  with  the  water.  It  is  of 
the  greatest  importance  to  allow  the  sterilizing  agent 
sufficient  time  in  which  to  act.    The  following  figures 


illustrate  this  point  in  the  case  of  chlorine  acting  on 
raw  Thames  water  : — 

Percentage  of  samples 
in  which  T?.  Coli  was 
killed  (60  experiments 


Dose  of  Chlorine.  Time  of  contact.  in  each  case). 

1  in  1      million       ....  1  hour    32 

....  5  hours    97 

1  in  V/i  million        ....  1  hour    13 

....  5  hours    88 

1  in  2      millions      ....  1  hour    1.7 

....  5  hours    66 


In  cold  weather  24  hours'  contact  or  longer  is  neces- 
sary if  a  small  dose  of  chlorine  is  to  be  effective. 

Similar  results  are  obtained  in  the  case  of  lime. 
For  example,  the  following  figures  were  obtained  with 
raw  Thames  water: — 

Dose  of  lime  in  excess  of 


that  required  to  soften 

the  water.  Time  of  contact.  Remarks. 

1  hour        B.  Coli  alive  in  93  per 
cent,    of  experiments 

7  parts  per  100,000    5  hours       B.  Coli  dead  in  79  per 

cent,    of  experiments 
24  hours      B.  Coli  dead  in  98  per 
cent,    of  experiments 


Filter  Processes 

Passing  now  to  the  question  of  filters.  The  ordin- 
ary slow  sand  filters  occupy  a  great  deal  of  space, 
about  an  acre  per  million  gallons  per  24  hours.  They 
also  require  a  lot  of  labor  for  cleaning  purposes,  and 
therefore  so-called  mechanical  filters  have  been  in- 
troduced for  doing  the  same  work  in  a  much  smaller 
space.    The  ordinary  slow  filter  delivers  from  one  to 
two  gallons  per  square  foot  per  hour,  but  mechanical 
filters  work  up  to  rates  of  about  100  gallons  per  square 
foot  per  hour.    There  are  many  types  of  mechanical 
filters,  and  new  ones  are  frequently  being  designed. 
Generally  speaking,  they  consist  of  iron  or  ferro-con- 
crete  receptacles  with  a  layer  or  layers  of  sand  inside 
through  which  the  water  is  forced  at  considerable  pres- 
sure.   It  is  generally  necessary  to  form  an  artificial 
skin  in  the  sand  by  adding  a  coagulant  to  the  water. 
Alum  is  generally  used  for  the  purpose — it  reacts  with 
the  calcium  carbonate  or  bicarbonate  in  the  water  and 
forms  a  gelatinous  precipitate  of  aluminium  hydroxide 
which  deposits  on  the  surface  of  the  sand  and  which  is 
capable  of  holding  back  most  of  the  bacteria.  Owing 
to  the  large  volume  ofi  water  which  mechanical  filters 
treat  relatively  to  their  filtering  area  they  block  quick- 
ly and  have  to  be  cleaned  often,  say  once  or  twice  a 
day.    The  various  methods  of  cleaning  the  sand  in 
these  filters  are  the  chief  points  of  difference  between 
the  various  types.    The  general  principle  is  to  force 
water  from  another  filter  through  the  sand  in  the  re- 
verse direction,  meanwhile  agitating  the  sand  by  me- 
chanical devices.    The  operation  only  takes  a  few  min- 
utes, and  requires  no  labor  except  turning  a  few  taps. 
It  is  not  possible  to  go  into  further  details  in  a  paper 
of  this  nature.    Improvements  are  being  made,  and 
the  present  high  cost  of  labor  may  give  further  im- 
petus to  the  development  and  use  of  such  filters.  Muni- 
tion work  has  already  done  much  in  encouraging  their 
use  in  "mushroom"  towns  and  other  places  where  the 
demand  for  water  has  suddenly  increased.    At  Gretna, 
for  example,  a  supply  of  10,000,000  gallons  a  day  was 
needed.    The  river  Esk,  which    was   the    source  of 
water,  was  polluted  by  sewage.     Mechanical  filters 
were  installed,  but  did  not  at  first  give  us  a  thoroughly 
safe  water  from  the  bacteriological  point  of  view;  but 
after  chlorination  the  results  were  completely  satis- 
factory. 

One  of  the  obstacles  in  the  path  of  the  general 


608 


THE  CONTRACT  RECORD 


June  2,  1920 


adoption  of  mechanical  filters  has  been  the  cost  of  the 
alum  or  other  coagulant,  and  of  the  settling  tanks 
which  are  desirable  if  the  best  result  is  to  be  obtained. 
A  recent  patent  has  been  taken  out  to  recover  the 
alum,  but  the  process  has  not  yet,  I  believe,  passed 
the  laboratory  stage.  If  this  should  prove  effective 
and  cheap,  it  will  be  a  considerable  incentive  to  the  use 
of  these  niters.  Another  promising  line  of  develop- 
ment is  undergoing  investigation  by  the  Metropolitan 
Water  Board.  This  is  to  pass  a  raw  or  stored  water  at 
a  high  rate  through  mechanical  niters  without  the 
use  of  coagulants,  and  to  subject  the  water  to  chlori- 
nation  either  before  or  after  filtration.  Algae  and 
other  relatively  large  bodies  and  a  proportion  of  the 
bacteria  are  retained  by  the  sand  and  the  remaining 
bacteria  are  dealt  with  by  the  chlorine.  It  is  too  early 
yet  to  say,  however,  what  success  will  be  obtained. 
Mechanical  filters  have  a  number  of  desirable  features 
which  are  not  shared  by  the  ordinary  slow  filter.  The 


filtering  material  is  not  touched  by  hand  in  the  pro- 
cess of  cleaning,  whereas  the  laborers  have  to  walk- 
about on  the  surface  of  the  ordinary  type  during  this 
process.  Mechanical  filters  are  generally  completely 
enclosed  and  are  immune  to  weather  troubles,  where- 
as the  slow  filters  cannot  be  cleaned  in  time  of  hard 
frost  or  snow.  The  former  are  generally  quite  free 
from  any  possibility  of  contamination  by  infiltration, 
as  they  are  usually  constructed  entirely  above  the 
ground  level,  but  it  is  practically  impossible  to  be 
certain  that  an  open  sand  filter  bed  is  in  a  water- 
tight condition  and  is  not  receiving  impure  water  from 
its  underground  surroundings.  It  has  yet,  however, 
to  be  proved  convincingly  that  mechanical  filters  will 
uniformly  yield  water  bacteriologically  equal  to  or 
better  than  that  produced  by  the  slow  filters;  but  it  is 
hoped  that  the  newer  developments  may  achieve  this 
desirable  result. 


Making  Dwelling  Construction  Fireproof 

Discussion  of  Defective  Construction  in  Houses  and 
its  Relation  to  Fire  Hazard — Carelessness  Rampant 


THE  homes  of  this  continent — usually  models 
of  convenience  and  comfort — have  been  de- 
veloped with  little  thought  or  consideration  as 
to  the  fire  hazards  or  the  means  of  safe-guard- 
ing lives  and  property  against  the  ravages  of  fire.  We 
have  made  wonderful  progress  along  other  lines  tend- 
ing toward  conservation  of  natural  resources,  not  ex- 
cepting conservation  of  life,  yet  today  the  majority 
of  houses  are  built  to  burn — not  to  endure. 

For  a  number  of  years  past  the  annual  fire  loss 
has  represented  an  amazing  and  needless  waste— loss 
of  life,  employment,  property  and  natural  resources. 
In  all  too  many  cases,  when  a  fire  once  starts  in  a 
home,  the  building  is  soon  transformed  into  a  smoking 
ruin,  indicating  a  serious  defect  characteristic  of  mod- 
ern construction.  While  much  of  this  loss  is  trace- 
able to  household  carelessness  other  prolific  causes 
such  as  over-heated  furnaces,  defective  chimneys  and 
flues,  and  the  like  are  related  to  the  construction  of  the 
house.  Attention  to  these  features  as  well  as  those  de- 
signed to  prevent  the  spread  of  fire  within  the  dwelling 
would  go  far  toward  reducing  the  vast  annual  loss  to 
the  householders- of  this  continent. 

As  a  guide  to  the  better  protection  of  lives  and 
homes  against  fire,  a  committee  recommended  to  the 
National  Conference  on  Concrete  House  Construction 
the  Code  of  Suggestions  for  Construction  and  Fire  Pro- 
tection, issued  by  the  National  Board  of  Fire  Under- 
writers. The  data  and  suggestions  contained  in  this 
code  wh'ch  relate  to  the  construction  of  concrete  dwel- 
lings have  been  freely  used  by  this  committee  in  the 
preparation  of  its  report  which  is  reprinted  in  part 
herewith.  We  quote  in  part  from  Section  2,  Part  1 
under  "Dwelling  Construction  Under  Slight  Control," 
as  bearing  on  the  importance  of  this  subject  and  the 
need  for  legislation  and  standards,  governing  the  con- 
struction of  dwellings: 

Little  Restriction  On  Construction 

"Municipal  building  codes  place  little  restriction  up- 
on the  construction  of  dwellings.  Within  the  fire  lim- 
its which  commonly  comprise  ,a  small  congested  por- 


tion of  a  city's  area,  frame  dwellings  are  usually  ex- 
cluded; wooden  shingle  roofs  prohibited;  regulations 
regarding  chimneys,  heating  appliances  and  lighting 
are  enforced  and  in  most  codes  some  provisions  for 
fire-stopping  walls  and  partitions  are  made,  but  not 
sufficiently  explicit  usually  to  be  of  much  real  service. 
Outside  the  fire  limits  any  type  of  construction  is  per- 
mitted and  the  enforcement  of  other  regulations  is  gen- 
erally lax. 

"Beyond  the  boundary  lines  of  cities  and  towns 
which  have  building  ordinances  there  are  hundreds  of 
suburban  real  estate  developments  and  villages  which 
have  little  or  no  building  regulations  and  also  vast 
numbers  of  dwellings  scattered  through  the  country 
which  are  under  no  restrictions  whatever.  Every  build- 
er is  a  law  unto  himself. 

Reasons  Why  Dwellings  Burn  Freely  and  the  Remedy 

"The  proportion  of  dwellings  which  catch  fire  and 
are  a  total  loss,  or  which  have  building  and  contents 
ruined,  is  very  high.  The  reasons  are  plain.  First,  in 
cities  such  buildings  are  usually  located  in  outer  areas 
more  or  less  remote  from  fire  fighting  apparatus.  Man-" 
are  situated  outside  of  city  limits  or  in  villages  or  sub- 
urban developments  where  fire  protection  appliances 
are  meager  and  unreliable.  Second,  dwellings  are  gen- 
erally small  and  low  so  that  a  fire  well  started  before 
discovery  is  likely  to  envelop  all  portions  before  outside 
assistance  can  become  effective.  Third,  the  majority 
of  dwellings  are  of  very  combustible  construction  with 
open  stairways  lined  with  varnished  or  painted  wood- 
work connecting  all  stories  and  with  no  provisions  for 
arresting  the  spread  of  fire  from  floor  to  floor  or  from 
room  to  room.  The  cellar  where  the  heating  appliance 
is  usually  located  often  contains  much  combustible 
material,  a  combination  which  is  dangerous.  More- 
over, the  cellar  is  more  or  less  directly  connected  by 
open  channels  with  all  parts  of  the  house  including  the 
garret.  This  results  from  lack  of  proper  protection 
around  water,  gas  and  steam  pipes,  hot  air  pipes,  dumb 
waiter  shafts  and  open  space  through  walls  and  parti- 
tions.  Fourth,  the  nature  of  the  occupancy  is  such  that 
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much  of  the  time  there  are  not  enough  able  bodied  oc- 
cupants present  to  do  effective  fire  fighting  from  within. 

"These  four  conditions  combined  result  in  the  enor- 
mous property  fire  loss  and  the  sacrifice  of  many  lives. 
The  lamentable  feature  of  the  situation  is  that  a  large 
part  of  this  loss  could  be  prevented  by  reasonable  pre- 
cautions in  construction  and  careful  observance  of  the 
ordinary  rules  of  fire  protection.  The  cost  of  the  for- 
mer would  be  comparatively  small,  the  only  expendi- 
ture for  the  latter  would  be  a  little  thoughtful  vigi- 
lnnce." 

Recommendations 

The  following  recommendations,  among  those  made 
by  the  Bureau  of  Standards  (Circular  No.  75 — safety 
for  the  Household)  all  have  a  more  or  less  bearing  on 
the  fire  hazard  and  should  receive  due  consideration 
when  selecting  or  building  a  home. 

All  steam,  water,  gas,  and  hot-air  pipes  should  be 
properly  located  and  installed. 

The  heating  arrangements,  including  furnaces, 
boilers  and  stoves,  should  be  isolated,  and  protective 
measures  should  be  adopted  to  prevent  fire  originat- 
ing at  such  devices  from  being  quickly  communicated 
to  the  remainder  of  the  building. 

The  electric  and  gas  installations  should  be  care- 
fully installed  and  inspected  so  as  to  minimize  danger 
from  defective  wires,  unsuitable  switches,  outlets,  and 
sockets,  leaky  pipes  and  burners,  and  other  defective 
devices. 

Suitable  safeguards  should  be  provided  against 
the  dangers  from  heating  devices  and  open  flames  to 
be  used  about  the  premises. 

Suitable  fire  stops  should  be  provided  in  the  con- 
struction of  the  walls  to  insure  against  rapid  spread 
of  fire.  Continuous  air  spaces  under  floors  and  in 
walls,  which  permit  fire  to  smolder  for  a  long  time, 
often  without  being  noticed  should  be  avoided. 

Windows,  doors  and  other  external  openings 
should  be  protected  against  fire  from  near-by  windows 
in  the  adjacent  building  or  from  opposite  windows  in 
the  same  building.  Wire  glass  often  affords  an  excel- 
lent means  of  protection  where  such  exposure  exists. 

Roof  construction,  which  provides  an  inflammable 
place  for  fire  brands  from  outside  fires  to  alight,  should 
be  avoided. 

Wooden  lath  on  thin  joists,  a  construction  which 
burns  through  rapidly,  should  be  avoided. 

The  use  of  wooden  and  other  inflammable  mater- 
ials about  chimneys  should  be  reduced  to  a  minimum, 
and  continuous  vertical  air  spaces  should  be  elimin- 
ated by  means  of  incombustible  fire  stops. 

Woodwork  surrounding  hot-air  pipes,  flues  and 
registers  should  be  properly  protected  by  incombus- 
tible material. 

Methods  of  Securing  Maximum  Fire  Protection 

The  committee  in  considering  the  question  of  fire 
protection  and  insurance  has  endeavored  to  offer  re- 
commendations that  will  provide  for  a  safe,  practical 
and  conservative  construction,  readily  adapted  to 
dwellings  of  concrete.  That  real  fire-resistive  con- 
struction is  the  exception  rather  than  the  rule  is  due 
largely  to  a  mistaken  idea  of  the  cost  that  building 
fire-safe  involves. 

The  National  Board  of  Fire  Underwriters  classify 
dwellings  into  four  types  according  to  construction ; 
the  first  three  types  are  peculiary  adapted  to  the  em- 
ployment of  concrete : 

Type  1.  Buildings  fully  protected  properly  called 
"fireproof"  in  which  all  structural  parts,  including 


doors,  windows  and  trim  are  of  incombustible  con- 
struction. Some  buildings  which  belong  in  this  class 
have  minor  doors  and  windows  of  combustible  mater- 
ial, but  where  these  do  not-  serve  as  important  cut- 
offs, or  are  not  likely  to  be  subject  to  serious  fire  ex- 
posure, their  presence  in  the  building  would  probably 
not  materially  increase  the  hazard. 

Type  2.  Buildings  with  partial  protection  ;  com- 
monly (though  improperly)  called  "fireproof."  The 
term  "semi-fireproof"  would  properly  be  applicable. 
Such  buildings  have  walls,  floors,  roofs  and  partitions 
of  incombustible  construction,  but  with  wooden  floor 
finish,  wooden  trim,  and  ordinary  doors  and  windows. 

Type  3.  Buildings  with  walls  of  incombustible 
construction,  but  having  all  interior  construction,  in- 
cluding the  roof,  of  wood ;  the  roof  covering  either  be- 
ing of  wooden  shingles  or  some  type  of  fire-resistive 
material. 

Type  4.  Buildings  constructed  entirely  of  wood 
either  with  or  without  fire-resistive  roof  covering. 
Sometimes  the  walls  are  veneered  with  brick,  or  cov- 
ered with  stucco. 

Type  1  buildings  are  in  a  sense  idealistic,  although 
an  increasing  number  is  being  erected  each  year.  The 
National  Board  of  Fire  Underwriters  refer  to  build- 
ings of  Type  2  as  follows:.  "They  are  not  subject  to 
spread  of  fire  through  concealed  spaces  which  is  the 
worst  constructional  defect  in  dwellings ;  nevertheless, 
they  are  liable  to  destruction  due  to  fire  communicat- 
ing from  one  portion  of  the  house  to  another  through 
open  stairways,  aided  by  the  free  use  of  wooden  trim, 
doors  and  windows.  Many  houses  of  this  type  have 
been  built  in  late  years.  With  a  little  thoughtful  care 
in  the  design  of  such  buildings,  and  the  exercise  of 
prudence  in  selecting  materials  for  trim,  particularly 
where  they  are  used  in  the  planes  of  fire  barriers,  this 
class  of  residences  can  be  made  exceedingly  safe. 
There  are  several  methods  of  constructing  non-com- 
bustible dwellings  of  this  type  which  cost  but  little 
more  than  a  frame  building." 

Concrete  For  Fire-Safeness 

There  are  a  number  of  ways  in  which  concrete  can 
be  used  to  obtain  varying  degrees  of  fire-safeness, 
secured  by  types  1  and  2.  Briefly  there  are  four  sys- 
tems suitable  for  concrete  dwelling  construction  re- 
commended by  the  committee  as  falling  under  these 
headings : 

A.  Walls,  partitions,  floors  and  roof  of  monolith- 
ic concrete  construction,  reinforced  where  and  as  ne- 
cessary. 

B.  So-called  "unit  systems"  which  mean  that 
precast  slabs  supported  by  pilasters  of  concrete  pre- 
cast or  cast  in  place,  constitute  the  walls,  floors,  roof 
and  partitions.  Walls,  partitions,  floors  and  roof  may 
be  solid  or  hollow. 

C.  Walls  of  concrete  block,  tile  or  similar  units, 
with  partitions  of  metal  studding  and  lath  or  all  hol- 
low concrete  tile,  or  other  incombustible  material, 
covered  with  plaster.  Floors  and  roof  may  be  solid 
or  reinforced  concrete  or  may  have  metal  joists  cov- 
ered by  thin  reinforced  concrete  slabs,  concrete  tile  or 
cement  asbestos  shingles  or  other  approved  covering. 
Walls,  floors,  partitions  and  roof  may  be  solid  or  hol- 
low. 

D.  A  metal  frame  resembling  that  used  in  a  house 
built  of  wood,  to  which  metal  lath  or  fabric  is  fasten- 
ed and  the  exterior  covered  with  portland  cement  stuc- 
co. Metal  lath  may  be  fastened  to  this  frame  on  the 
interior  which  is  plastered  with  ordinary  plaster.  Par- 
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titions  may  be  of  metal  frame  and  lath  like  the  exter- 
ior walls  or  of  hollow  concrete  tile  or  other  incom- 
bustible partition  material.  Floors  and  roof  may  he 
solid  slabs  of  reinforced  concrete  or  may  have  metal 
joists  covered  by  thin  reinforced  concrete  slahs  or 
other  approved  covering.  Metal  lath  is  attached  un- 
derneath the  joists,  then  plastered. 

Roof  Covering  Has  Important  Effect 

The  relative  security  of  Type  3  buildings  depend- 
in  considerable  measure  on  the  character  of  the  roof 
covering.  Combustible  roof  coverings,  especially 
wood  shingles  constitute  an  important  lire  hazard. 
The  extent  of  the  damage  to  the  building  would  be 
much  greater  in  case  of  a  fire  getting  beyond  control 
in  such  a  building  than  in  buildings  of  Types  1  and  2. 
These  statements  apply  with  equal  force  to  buildings 
of  Type  4,  but  there  is  the  additional  hazard  due  to 
the  flue  spaces  between  the  wall  studding  through 
which  a  fire  originating  in  the  basement  or  attic  can 
sweep  with  incredible  rapidity.  This  hazard  can  be 
almost  entirely  eliminated  by  fire-stopping  the  walls, 
but  unfortunately  efficient  fire-stopping  has  not  come 
into  general  practice.  In  respect  to  the  danger  from 
exposure  to  fires  in  neighboring  buildings,  the  house 
covered  with  portland  cement  stucco  particularly  on 
metal  lath  or  fabric  has  an  obvious  advantage  over 
the  house  with  wood  weather  boarding,  especially  if 
incombustible  roof  covering  is  used  in  both  cases. 

Supplementing  the  instructions  for  the  reduction 
of  fire  hazards  given  previously,  the  committee  makes 
additional  recommendat;ons,  applying  particularly  to 
the  reduction  in  the  fire  hazard  in  Type  3  houses. 

Construction  Detail,  Walls  and  Partitions 

Substantial  walls  are  of  great  structural  impor- 
tance in  every  dwelling.  They  must  not  only  render 
satisfactory  service  as  regards  carrying  capacity  and 
resistance  to  weather,  but  they  should  also  be  efficient 
in  case  of  fire,  which  means  that  they  shall  be  sub- 
stantial enough  to  withstand  the  expansion  stresses 
resulting  from  continued  severe  heat  "It  is  poor  eco- 
nomy to  skimp  footings.  If  they  are  insufficient  for 
the  load  they  carry  settlement  is  sure  to  come  in  time, 
producing  ugly  wall  cracks,  misfitting  doors,  open- 
ings which  will  let  in  ground  water  and  other  defects, 
which  plague  the  occupants  as  long  as  the  house  ex- 
ists. The  settlement  of  foundations  is  also  liable  to 
produce  chimney  cracks, -and  so  causes  a  fire  hazard." 

Partitions  of  concrete  units  or  of  metal  lath  and 
Portland  cement  mortar  are  to  be  preferred  for  types 
i  and  2  previously  mentioned  and  also  for  bearing  par- 
titions in  the  other  types. 

Floors 

The  National  Board  of  Fire  Underwriters  make 
the  following  recommendation  regarding  the  impor- 
tance of  constructing  a  horizontal  cut-off  for  cellars: 

"As  the  heating  equipment  of  most  dwellings  is 
located  in  the  cellar  or  basement,  where  subject  only 
to  occasional  supervision  ;  and  as  that  space  is  also 
usually  a  storeroom  for  fuel  and  all  sorts  of  combus- 
tible material,  the  chances  of  a  fire  are  evident.  The 
remedy  is  to  confine  such  fires  at  the  place  of  origin 
by  a  cut-off  between  the  cellar  and  the  storey  above 
by  making  the  separate  floor  as  fire  resistive  as  pos- 
sible, consistent  with  the  type  of  construction  and  to 
properly  protect  all  openings  to  same  as  herein  pro- 
vided. 

"The  best  possible  cut-off  is  a  fire-proof  floor.  Such 
floors  are  a  requisite  for  dwellings  of  Types  1  and  2. 


They  are  equally  applicable  to  dwellings  of  Type  3. 
They  should  be  used  wherever  possible  for  they  con- 
stitute a  distinct  safeguard. 

"In  buildings  where  steel  beams  are  not  otherwise 
used,  it  is  probable  that  some  variety  of  concrete  floor 
construction  would  be  the  simplest  and  most  economi- 
cal. The  forms  could  be  easily  supported;  no  hoist- 
ing on  concrete  would  be  necessary  and  as  the  floor 
woidd  be  laid  before  the  rest  of  the  building  was  erect- 
ed, all  the  form  lumber  could  he  used  again  for  other 
purposes.  In  order  to  reduce  the  span  and  thickness 
of  the  floor  slab  and  thereby  lessen  the  expense,  the 
floor  could  be  divided  into  panels  by  having  beam  sup- 
ports at  one  or  more  intervals. 

"In  dwellings  of  Type  3  where  it  may  be  impos- 
sible  to  secure  a  high  degree  of  perfection  afforded  by 
a  fire-proof  floor  for  a  cellar  cut-off,  it  is  still  very  es- 
sential that  efficient  temporary  protection  be  provided 
and  that  every  precaution  be  taken  to  prevent  a  cellar 
fire  spreading  to  floors  above,  at  least  long  enough 
to  afford  reasonable  time  to  subdue  it.  This  can  be 
accomplished  by  protecting  all  communicating  open- 
ings as  elsewhere  provided,  and  by  covering  the  ceil- 
ing with  fire-resistive  material." 

The  best  results  in  ceiling  covering,  when  the 
floor  is  not  concrete  will  be  obtained  by  the  use  of 
portland  cement  plaster  on  metal  lath. 

Roofs 

The  same  Bulletin  contains  the  following  regard- 
ing approved  roofing: 

1.  "Wherever  possible  use  the  fire-resistive  roof 
covering.  The  safety  which  it  offers  is  well  worth 
the  additional  expense."  Among  the  recommended 
roofings  may  be  included  monolithic  reinforced  con- 
crete, concrete  roofing  tile  and  cement  asbestos 
shingles. 

2.  "The  fire  resistance  of  ordinary  roofs  can  be 
considerably  increased  by  covering  the  rafters  on  the 
under  side  with  metal  lath  and  plaster,  asbestos 
mill  board,  or  asbestos  building  lumber,  gypsum  plas- 
ter board  or  any  other  incombustible  heat  insulating 
material.  Such  coverings  add  much  to  the  comfort  of 
a  house  by  making  the  attic  cooler  in  summer  and 
warmer  in  winter.  The  insulation  can  be  further  im- 
proved by  a  two-inch  layer  of  mineral  wool  placed  be- 
tween the  rafters  and  supported  by  any  of  the  board 
materials  above  mentioned. 

Wooden  Shingle  Roofing 

"The  great  danger  of  the  wooden  shingle  roof  is 
from  chimney  sparks  or  flying  brands  from  burning 
buildings.  Wooden  shingle  roofs  in  combination  with 
chimneys,  defective  or  otherwise,  have  probably  been 
accountable  for  more  dwelling  house  fires  than  any 
other  defect  in  construction  or  equipment.  Records 
show  that  they  are  responsible  for  over  twenty  per 
cent,  of  all  fire  losses  in  dwellings.  The  wooden 
shingle  has  also  been  justly  called  a  "conflagration 
breeder"  for  experience  has  shown  that  many  of  our 
large  conflagrations  have  been  spread  and  rendered 
uncontrollable  by  the  flying  brand  hazard  of  this  ma- 
terial. 

Chimneys,  Flues,  Smoke  Pipes  and  Fire  Places 

The  Bureau  of  Standards  circular  No.  75  has  the 
following  to  say  regarding  chimneys  and  flues:  "One 
of  the  serious  fire  hazards  is  that  due  to  defective 
chimneys  and  flues.  Good  construction  will  minimize 
this  hazard  and  will  render  the  formation  of  cracks 
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later,  due  to  vibration,  loading,  settling  or  expansion 
and  contraction,  less  likely." 

The  National  Board  of  Fire  Underwriters  make 
the  following  recommendation  regarding  the  use  of 
Portland  cement  mortar:  "Portland  cement  mortar 
only  should  be  used  in  the  construction  of  chimneys 
and  flues.  Portland  cement  mortar  is  very  superior 
to  lime  mortar  in  resisting  the  action  of  heat  and  flue 
gases.  The  latter  disintegrates  in  time  and  is  liable 
to  fall  out  of  the  joints,  thus  producing  a  hole  through 
which  a  fire  is  likely  to  originate." 

Dwelling  house  chimneys  should  have  walls  at 
least  four  inches  thick  and  be  lined  with  a  suitable 
flue  lining.  In  monolithic  concrete  chimneys,  this 
flue  lining  will  serve  as  an  inside  form.  If  chimneys 
are  not  lined  they  should  be  not  less  than  eight  inches 
thick.  It  is  recommended,  however,  that  lined  chim- 
neys of  such  thickness  be  used  in  localities  subject  to 
severe  winters  and  where  continuous  hot  fires  are  a 
necessity.  A  concrete  chimney  should  be  reinforced 
in  both  directions,  otherwise  it  is  liable  to  crack 
through  temperature  stresses  or  unequal  settlement 
of  foundation. 

Not  more  than  two  flues  should  be  permitted  in  the 
same  chimney  space,  and  the  joints  of  the  two  sets  of 
flue  linings  should  be  offset  at  .least  six  inches.  The 
joints  in  the  inside  of  all  chimneys  and  flues  should  be 
struck  smooth. 

All  chimneys  should  be  built  from  the  ground  up 
and  all  of  their  weight  should  be  carried  by  their 
proper  foundations.  Foundations  for  exterior  chim- 
neys should  be  started  well  below  the  frost  line.  Con- 
nection between  chimney  and  roof  should  be  made 
with  sheet  metal  flashing  arranged  to  overlap  and  al- 
low for  movement  that  may  occur  between  chimney 
and  roof. 

"No  wooden  beams  or  joists  shall  be  placed  within 
two  inches  of  the  outside  face  of  a  chimney  or  flue, 
whether  the  same  be  for  smoke,  air  or  any  other  pur- 
pose. No  woodwork  shall  be  within  four  inches  of 
back  face  of  the  wall  of  any  fireplace.  All  spaces  be- 
tween the  chimney  and  wooden  beams  shall  be  filled 
with  some  porous  incombustible  material  such  as  min- 
eral wool  cinders,  etc.,  this  material  to  be  supported 
by  metal  set  into  chimney  and  nailed  to  the  wooden 
beams  or  flat  metal  nailed  to  the  woodwork  with  the 
inner  edge  close  to  the  chimney." 

Smokepipes  are  almost  as  important  in  point  of 
installation  and  maintenance  as  chimneys  because  of 
the  danger  of  fires  from  defective  smokepipes.  They 
should  always  enter  the  chimney  horizontally  and  the 
connection  through  the  chimney  wall  to  the  flue  made 
with  round  tile  or  metal  thimbles  set  in  portland  ce- 
ment mortar.  In  monolithic  concrete  chimneys  the 
connection  should  be  cast  with  the  chimney.  Close 
flue  holes  when  not  in  use  with  tight  fitting  metal 
covers. 

No  smokepipe  should  be  within  nine  inches  of  any 
woodwork,  and  where  wood  or  coal  are  used  as  fuel  it 
is  better  to  provide  a  greater  distance.  Smokepipes 
should  not  be  permitted  to  pass  through  floors,  nor 
through  closets  or  other  concealed  spaces,  nor  through 
a  roof  having  wooden  framework  or  covering,  nor 
should  such  a  pipe  enter  a  chimney  in  the  attic  or  gar- 
ret, i  Every  smokepipe  should  be  cleaned  at  least  once 
a  year. 

The  construction  of  fireplaces  is  important,  par- 
ticularly the  thickness  (never  less  than  eight  inches  ) 
and  lining  should  be  of  fire  brick.    Trimmer  arches 


Supporting  the  hearth  should  be  of  reinforced  concrete 
not  less  than  four  inches  thick. 

Heating  and  Lighting  Equipment 

Many  of  the  fires  in  dwellings  are  started  through 
improper  protection  of  the  heating  and  lighting  equip- 
ment. The  recommendations  of  the  National  Board  of 
Fire  Underwriters  covering-  heating  and  lighting  equip- 
ment, the  code  of  suggestions  already  referred  to 
should  be  followed  out  as  they  may  apply  in  the  con- 
struction of  houses  of  the  various  types  that  have  been 
described. 

The  committee  recommends  that  in  dwellings  of 
a  character  to  warrant  the  additional  expense,  all  heat- 
ing, ventilation  or  other  service  equipment  should  be 
separated  from  other  portions  of  the  building  by  a 
five  inch  concrete  wall ;  the  ceiling  also  should  be  of 
portland  cement  plaster  on  a  metal  lath  base. 

Fire  Stops 

"No  one  feature  of  house  construction  will  contri- 
bute more  to  its  safety  in  case  of  fire  than  efficient, 
well  placed  fire  stops.  Their  purpose  is  to  delay  the 
spread  of  fire  and  so  assist  in  confining  it  to  the  storey 
in  which  it  starts.  This  protects  life  and  affords  a 
better  chance  of  extinguishing  the  fire." 

Fire  stops  are  applicable  principally  to  non-fire- 
proof buildings  though  they  can  be  used  advantag- 
eously in  any  type  of  building  where  openings  exist 
that  would  act  as  flues  to  distribute  heated  air  or  gas- 
es from  a  fire  in  one  part  of  the  building. 

Dwellings  within  ten  feet  of  non-fireproof  build- 
ings should  have  the  walls  behind  eaves  or  cornices 
fully  firestopped  to  prevent  fire  from  a  nearby  build- 
ing breaking  through  into  the  attic  space.  This  also 
protects* against  fire  which  might  lap  up  under  the 
eaves  through  the  windows. 

Incombustible  cornices  should  be  used.  If  impos- 
sible, metal  lath  and  portland  cement  plaster  or  stucco 
should  be  used  on  underside  of  cornices. 

Space  between  stair  carriages  should  be  stopped  by 
a  header  beam  at  top  and  bottom.  Where  a  stair  run 
is  not  all  in  one  room,  or  where  a  closet  is  located  un- 
der the  stairs,  the  stair  carriages  should  have  an  in- 
termediate fire  stop,  and  the  under  side  should  be 
covered  with  portland  cement  plaster  on  metal  lath. 

Ducts,  chases,  or  shafts  for  pipes,  wires,  speaking 
tubes,  and  similar  details,  should  be  firestopped  at 
each  floor  with  mortar  to  form  tight  joints.  All  ex- 
posed pipes  passing  through  any  floor  or  wall  should 
have  the  surrounding  air  space  closed  off  at  the  ceil- 
ing and  floor  lines. 


Contract  Provisions  Proposed  by  Associated 
General  Contractors 

(Continued  from  page  494) 

the  quantities  are  increased  over  the  estimate  by 
more  than  a  certain  fixed  per  cent. 

16.  Arbitration 
In  no  case  should  the  engineer  or  architect  be 
made  the  final  judge  as  to  the  interpretation  of  the 
drawings  and  specifications  or  the  performance  of 
the  contract.  All  decisions  and  interpretations 
should  be  subject  to  prompt  arbitration  at  the  choice 
of  either  party  to  the  dispute. 


Granules  of  granite  have  been  mixed  with  lime, 
moulded  and  hardened  under  steam  pressure  to  make 
bricks  which  are  said  to  be  of  excellent  quality  for 
structural  purposes. 
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Hints  for  the  Contractor 

That  May  Save  Him  Time  and  Money — We  Will  Pay  for  All  Accepted  Items — 

Send  One  In 


Experiments  to  Determine  Stop  Log  Lifting 
Power  at  Kipawa  Dam 

By  A.  Langlois,  B.A.Sc,  C.E. 

SOME  time  ago,  some  experiments  were  carried 
out  at  the  Department  of  Public  Works'  dam  at 
Lake  Kipawa,  P.  Q.,  to  obtain  information  as 
to  the  relationship  of  the  necessary  stop-log 
lifting  power  with  the  time  of  travel  of  each  log.  The 
experiment  was  made  by  Mr.  R.  L.  Haycock,  consult- 
ing engineer  of  Ottawa,  under  the  supervision  of  Mr. 
C.  R.  Coutlee,  C.E.,  engineer  in  charge  of  the  Upper 
Ottawa  river  storage.    Fig.  1  shows  a  plan  of  Lake 


Fig.  1 — Map  of  Lake  Kipawa  showing  location  of  dam 


Kipawa  indicating  the  location  of  the  dam.  The  pro- 
cedure was  as  follows : 

First  the  logs  were  lowered  to  position  and  the 
dam  closed.  The  first  part  of  the  experiment  was  to 
obtain  the  necessary  power  and  time  required  for  the 
manoeuvre  of  the  logs.  A  second  experiment  was 
made  to  record  the  moving  strain  at  different  inter- 
vals from  the  sill  to  the  top  of  the  dam,  with  a  single 
log  first  and  then  with  a  double  log,  many  readings 
being  taken  while  the  logs  were  being  raised.  A 
Fairbanks  scale  was  used  for  the  experiment.  One 
scale  only  was  employed,  the  other  end  of  the  log 
being  raised  by  the  log  lifting  machine.  The  ma- 
chines, blocks,  cable,  etc.,  were  carefully  oiled  and 
kept  in  good  order  during  the  entire  operation.  The 
arrangement  for  the  first  part  of  the  experiment  was 
as  shown,  in  fig.  2. 

In  all  cases  the  figures  are  for  the  tptal  pull  for 


both  ends  of  the  logs.  For  the  first  log  the  lake  level 
was  just  flush  with  its  top.  The  moving  strain  was 
2100  pounds  and  was  practically  constant  for  about  2 
inches  travel.  To  the  top  of  the  dam  the  total  travel 
was  13.6  feet  and  the  time  absorbed  was  16  minutes, 
or  1.18  minutes  per  foot.  The  next  log  (2nd  from 
surface  of  water)  had  a  head  over  it  of  1.5  feet  taken 
from  the  lake  level.  The  moving  strain  was  4,800 
pounds  and  was  practically  constant  for  about  \l/2 
inches  travel.  The  travel  to  the  top  was  15.1  feet 
and  the  time  1.65  minutes  per  foot.  The  next  log  (3rd 
from  the  surface  of  water)  had  a  head  over  it  of  3 
ft.  The  moving  strain  was  6,000  pounds  and  was 
practically  constant  for  2  inches.  The  total  travel  was 
16.6  feet  and  the  time  25  minutes,  or  1.5  minutes  per 
foot.  The  fourth  log  from  the  surface  of  water  had 
a  head  of  4.5  feet  over  the  top  of  it.  The  moving 
strain  was  7,200  pounds  and  was  constant  for  about 
2  inches  travel.  The  time  required  was  30  minutes 
and  the  travel  18.1  feet  or  1.67  minutes  per  foot.  The 
fifth  log  from  the  surface  of  the  water  had  a  head  over 
the  top  of  it  of  6  feet.  The  moving  strain  was  8,000 
pounds  and  was  practically  constant  for  2  inches.  The 
travel  was  19.6  feet  and  the  time  required  35  minutes, 
or  1.8  minutes  per  foot.  With  this  head  of  water  it 
was  difficult  hooking  on  to  the  end  of  the  log. 

The  sixth  log  had  a  head  over  it  of  7.5  feet.  The 
moving  strain  was  4,600  pounds  and  was  practically 
constant  for  about  3  inches  travel.  The  travel  to  the  top 
of  the  dam  was  21.1  feet  and  the  time  was  38  min- 
utes or  1.8  minutes  per  foot.  Here  it  was  surmised 
that  this  smaller  strain,  obtained  when  greater  strain 
was  expected,  was  due  to  the  log  not  being  down 
properly  in  place,  but  when  the  log  was  shoved  back 
to  position  and  pulled  again  the  strain  was  found  to 
be  the  same. 

The  seventh  log  had  a  head  over  it  of  9  feet.  The 
moving  strain  was  4,800  pounds  and  was  practically 


Fig.  2  (left) — Arrangement  for  lifting  stop  logs  to  determine  pull  required. 
Fig.  3  (right) — Arrangement  for  lifting  bottom  log. 

constant  for  about  2  inches  travel.  The  time  required 
to  move  the  log  to  the  top  was  50  minutes  or  2.21  min- 
utes per  foot  for  the  22.6  feet  of  travel.  The  next 
logs  (two  battened  together,  the  8th  and  9th  from 
surface  of  water)  had  a  head  of  10.5  feet  on  top  of 
them.    The  moving  strain  was  7,200  pounds,  and  in- 
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creased  to  7,600  pounds  with  about  4J/>  inches  travel. 
The  travel  was  24.1  feet  in  70  minutes  to  the  top  of 
the  dam  or  2.9  minutes  per  foot. 

The  tenth  log  from  the  surface  of  the  water  being 
the  bottom  log,  the  attachment  was  made  as  shown 
in  fig.  3.  The  readings  on  this  log  were  taken  at  in- 
tervals all  the  way  from  the  bottom  to  a  position  when 
the  log  was  clear  of  the  water. 

The  following  table  shows  the  readings  at  the  dif- 
ferent intervals  between  the  sill  and  the  surface  of 
the  water. 

Distance  Top  of  logs     Total  pull  on  log  Remarks 


to  top  of  concrete  (both  ends) 

16.5  3500       "    Log  on  sill 

24.5  3300 

23.5  2800 

22.5  3000 

21.5  3700 

21.0  4500 

20.5  4100  to  4700 

19.5  5100 

19.0  6000 

18.5  6600 

17.5  6000  '* 

17.0  4100 

16.5  3500       "    Log  just  touching  water 


The  distance  from  to])  of  concrete  to  sill  was  27 
feet,  which  makes  the  distance  from  the  top  of  one 
log  on  sill  to  top  of  concrete,  25.5  feet. 

The  following  table  shows  the  readings  at  differ- 
ent intervals  between  the  sill  and  the  surface  of  water, 
the  experiment  being  made  this  time  with  a  double 
log.    Attachment  was  the  same  as  for  the  single  log. 

Distance  Top  of  Log    Total  pull  on  log.  Remarks 
to  top  of  concrete  (both  ends) 


24.0  feet 

4200  pound 

23.0 

8800 

22.6 

9700 

22  4 

11500 

22.0 

10000 

21.6 

8200 

21.0 

7100 

20.0 

7000 

19.2 

7000 

19.0 

6000 

18.6 

6000 

18.2 

5700 

18.0 

5800 

17.6 

6100 

17.3 

6900  " 

17.0 

7000 

16.0 

7300 

16.8 

9800 

16.6 

10000 

16.5 

11500 

16.3 

10900 

16.2 

11000 

16.0 

11500 

15.6 

11800 

15.4 

12000 

15.0 

12800 

14.8 

12700 

14.(5 

11800 

14.3 

11000 

14.0 

11100 

13.7 

11200 

13.3 

11000 

12.4 

7000 

12.0 

6000 

11.0 

6500 

Water  level  with  tops 
of  logs  at  centre  and 
clear  of  bottom  at  both 
ends. 

Note. — The  increase  in  power  and  the  falling  off 
again  is  probably  due  to  the  velocity  of  flow  and  oc- 
curs when  a  certain  relation  exists  between  the  vol- 
ume passed  below  and  above  the  logs. 


Peterboro  Housing  Commission 

Last  year's  Housing  Commission,  at  Peterboro, 
Ontario,  composed  of  Mayor  Mclntyre  and  Messrs. 
[•"rank  H .  Dobbin  and  James  Finnic,  has  been  re- 
appointed under  the  1920  Housing  Act.  At  a  re- 
cent meeting  of  the  City  Council,  Aid.  Turner  ad- 
vanced a  resolution  to  transfer  King  Edward  Park  to  the 
Housing  Commission  for  subdivision  into  lots  on  which 
to  erect  24  houses.  This  scheme  found  a  good  deal  of  favor 
with  the  Council,  but  nothing  definite  has  been  done  as 
yet. 


Trade  Incorporations 

Toronto  Castings,  Limited,  with  head  office  at  Toronto, 
capital  $500,000. 

Muskoka  Quarries,  Limited,  with  head  office  at  Toron- 
to, capital  $300,000. 

The  Classic  Housing  Company,  Ltd.,  with  head  office  at 
Stratford,  Ont.,  capital  $40,000. 

Soil  Pipe  &  Fittings,  Limited,  with  head  office  at  Three 
Rivers,  Que.,  capital  $140,000,  to  manufacture  sewer  pipes, 
etc. 

Curran  &  Briggs,  Limited,  with  head  office  at  Toronto, 
capital  $40,000,  to  carry  on  the  business  of  general  contract- 
ors. 

Central  Foundation  Company.  Ltd.,  with  head  office 
at  Toronto,  capital  $50,000,  to  carry  on  the  business  of  con- 
tractors. 

J.  O.  Giroux  Company,  Ltd.,  with  head  office  at  Whit- 
by, Ont.,  capital  $40,000,  to  carry  on  the  business  of  general 
contractors. 

Good  Homes,  Limited,  with  head  office  at  Montreal, 
capital  $49,000,  to  carry  on  the  business  of  builders  and 
contractors. 

W.  H.  Bagshaw,  Limited,  with  head  office  at  Toronto, 
capital  $40,000,  to  carry  on  the  business  of  engineers,  con- 
tractors, etc. 

Hamilton  Contracting  Company,  Limited,  with  head  of- 
fice at  Hamilton,  capital  $40,000,  to  carry  on  the  business 
of  general  contractors. 

Reid-Riddell  Engineering  Company,  Ltd.,  with  head 
office  at  Toronto,  capital  $40,000,  to  carry  on  the  business 
of  engineers  and  general  contractors. 

La  Compagnie  d'Entreprises  de  Shawinigan  Falls,  Limi- 
tee,  with  head  office  at  Shawinigan  Falls,  capital  $25,000,  to 
carry  on  the  business  of  building  contractors. 


Montreal  Branch  E.  I.  G. 

The  annual  meeting  of  the  Montreal  branch  of  the  En- 
gineering Institute  of  Canada  was  held  on  May  27th,  when 
the  officers  for  the  ensuing  year  were  elected  as  follows: — 
Chairman,  Mr.  Arthur  Surveyer;  vice-chairman,  Mr.  J.  H. 
Hunter;  secretary-treasurer,  Mr.  J.  L.  Busfield.  There  was 
a  contest  for  the  three  vacancies  on  the  Council,  the  result 
of  the  ballot  being  the  election  of  Messrs.  John  T.  Farmer, 
O.  O.  Lefebvre,  and  Geo.  A.  McLeod;  these  will  sit  with 
the  following  members,  who  have  another  year  in  office — 
Messrs.  W.  T.  Francis,  J.  Duchastel,  S.  F.  Rutherford,  and 
K.  B.  Thornton. 

Mr.  Francis,  who  presided  at  the  meeting,  referred  to  the 
excellent  season's  work  just  concluded,  and  to  the  services 
given  by  the  officers  and  council.  He  mentioned  that  the 
papers  and  literature  sent  out  by  the  branch  had  exceeded 
that  of  all  the  other  branches  put  together.  Mr.  Surveyer 
then  took  the  chair  and  returned  thanks  for  his  election. 
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Mainly  Constructional 

East  and  West—  From  Coast  to  Coast 


Mr.  Thos.  W.  Lamb,  architect,  of  Toronto,  has  moved 
his  offices  from  :!!)  Adelaide  St.  W.  to  869  Victoria  St. 

A  new  stone  crushing  plant  will  shortly  he  located 
at  Durham,  Out.  Mr.  John  A.  Russell,  well  known  in  To- 
ronto contracting  circles  is  at  the  head  of  the  undertaking. 

The  bricklayers  at  Hamilton  have  accepted  the  employ- 
ers' offer  of  $1.00  an  hour  subject  to  the  award  of  a  board  of 
arbitration.  The  men  had  been  on  strike  since  April  30  and 
were  demanding  $1.15  an  hour. 

The  Spanish  River  Company,  of  Espanola,  Out.,  have 
commenced  the  construction  of  fifty  houses  at  that  point. 
The  houses  are  being  built  from  plans  similar  to  those  used  in 
last  year's  house  building  programme. 

The  Pacific  Roofing  Company  will  shortly  enlarge  its 
present  plant  on  Industrial  Island,  B.  C,  by  adding  a  new 
factory  at  a  cost  of  $125,000  to  be  devoted  exclusively  to 
the  manufacture  of  wall  board  building  paper,  etc. 

The  town  council  of  Belleville,  Ont.,  at  a  recent  meet- 
ing, adopted  Aid.  Ponton's  proposal  to  exempt  from  taxa- 
tion for  the  years  1921  and  1922,  all  houses  erected  during 
the  present  year,  with  the  exception  of  houses  erected  under 
the  Housing  Scheme. 

The  Canadian  Cottons,  Limited,  are  building  a  plant  at 
Hamilton  which  will  have  a  capacity  of  1,000,000  lbs.  of 
yarn  annually.  The  dimensions  of  the  new  factory  will  be 
175  ft.  by  125  ft.,  part  of  the  building  being  six  storeys  in 
height  while  the  remainder  will  be  four. 

Plans  for  100  workmen's  homes  to  be  erected  at  Wind- 
sor, Ont.,  this  year  by  the  local  Housing  Commission,  have 
recently  been  approved  by  the  provincial  architect  and  ten- 
ders will  be  called  immediately  for  the  construction  of 
these.  A  system  of  watermains  and  sewers  will  be  laid 
to  serve  these  houses. 

The  Matheson  Products  Company,  a  new  firm,  will 
shortly  commence  the  manufacture  of  brick  at  their  plant 
at  Matheson,  Ont,  The  company  will  turn  out  20,000  bricks 
per  day  at  the  start,  but  it  is  expected  to  increase  this  ca- 
paciy  five  times  in  a  short  while.  Mr.  R.  S.  Potter  is  presi- 
dent of  the  new  concern  and  Mr.  R.  L.  Oilman,  manager. 

The  name  of  the  Winnipeg  Ceiling  &  Roofing  Company, 
of  Winnipeg,  has  been  changed  to  Western  Steel  Products, 
Limited.  The  company  has  greatly  expanded  since  its  in- 
corporation in  1904  and  as  its  original  product,  metal  roof- 
ing, now  represents  less  than  10  per  cent,  of  the  output,  it 
was  decided  to  change  the  name  of  the  firm. 

Mr.  Thomas  McLaughlin  was  awarded  the  tender,  by 
the  Ottawa  city  council,  for  the  construction  of  Cummings 
Bridge.  The  tender  price,  $288,9(54,  does  not  include  the 
purchase  price  of  Cummings  Island  nor  for  the  preparation 
of  the  bridge  approaches.  The  island  will  cost  the  city 
$30,000  and  the  construction  of  the  approaches,  it  is  esti- 
mated, $40,000. 

The  recent  election  of  officers  of  the  Niagara  Peninsula 
branch  of  the  Engineering  Institute,  of  Canada,  held  at 
Niagara  Falls,  Ont.,  resulted  as  follows:  Chairman,  W.  P. 
Near,  St.  Catharines;  vice-chairman,  N.  R.  Gibson,  Niagara 
Falls;  secretary-treasurer,  R.  I'.  Johnston,  Niagara  Falls; 
executive  committee:  H.  L.  Bucke,  Niagara  Falls;  W.  H. 
Sullivan,  St.  Catharines;  S.  S.  Lazier,  Thorold;  A.  J.  Crant, 


St  Catharines;  ex-officio,  A.  C.  Blanchard,  Niagara  Falls; 
Lt.-Col.  R.  W.  Leonard,  St.  Catharines. 

The  Queen  Victoria  Park  Commission  of  Niagara  Falls, 
Out.,  has  purchased  from  the  Hydro  Electric  Power  Com- 
mission of  Ontario  a  right-of-way  for  the  construction  of 
a  boulevard  from  Niagara  Falls  to  Queenston.  A  small  por- 
tion of  land  near  Brock's  monument  and  another  small  por- 
tion of  the  northern  boundary  of  Niagara  Falls  will  have  to 
be  expropriated.  This  will  complete  the  right-of-way  con- 
trolled by  the  Commission  from  Lake  Ontario  to  Lake 
Erie.  Surveyors  are  at  present  at  work  and  no  time  will  be 
lost  in  completing  this  work.  The  purchase  price  of  this 
newly  acquired  section  was  $100,000. 


Personal 

Mr.  C.  H.  Jette,  B.A.Sc,  C,E.,  A.M.E.I.C.,  has  tendered 
his  resignation  as  assistant  engineer,  Department  of  Pub- 
lic Works,  Canada,  and  has  accepted  a  position  in  the  en- 
gineering department  of  the  St.  Maurice  Paper  Co.,  Three 
Rivers,  Que. 

Mr.  C.  J.  McKay,  assistant  provincial  road  engineer  for 
the  Merritt  district,  B.  C,  has  been  appointed  engineer  for 
the  Cariboo-Lillooet  district  and  will  enter  upon  his  new 
duties  at  once.  Pending  the  appointment  of  a  successor 
to  Mr.  McKay  in  the  Merritt  district,  Mr.  G.  B.  White- 
head, engineer  of  the  Kamloops  district,  will  take  over  the 
duties  of  the  office. 

Mr.  H.  J.  Moore  has  been  appointed  Forester  of  High- 
ways by  the  Provincial  Government  of  Ontario  with  office 
in  the  Parliament  Buildings,  Toronto.  Mr.  Moore's  work 
will  consist  of  the  planting  of  shrubs  and  trees  and  the 
general  beautification  of  highways  throughout  the  pro- 
vince. He  was  formerly  chief  gardener  of  the  Queen  Vic- 
toria Park  Commission  of  Niagara  Falls,  Ont. 

Mr.  Ivor  F.  Roche,  B.  Sc.,  a  member  of  the  Montreal 
staff  of  the  Lignite  Utilization  Board  of  Canada,  has  been 
appointed  resident  engineer  at  Estevan,  Sask..  in  charge  of 
construction  of  the  first  of  the  briquetting  plants  to  be  erect- 
ed by  the  board  in  the  west.  Mr.  Roche  was  formerly  on 
the  engineering  staff  of  the  Canadian  Light  and  Power  Co., 
and  later  engaged  with  Fraser,  Brace  &  Co. 

Mr.  H.  L.  Seymour,  A.M.E.I.C.,  assistant  to  Thomas 
Adams,  housing  and  town  planning  adviser  to  the  Domin- 
ion Government,  will  soon  sever  his  connection  with  the 
government  in  order  to  accept  an  offer  of  partnership  with 
Frank  Barber  and  R.  O.  Wynne-Roberts,  consulting  en- 
gineers, Toronto.  Mr.  Seymour  has  been  very  prominent 
for  several  years  past  in  town  planning  activities,  and  play- 
ed a  leading  part  in  the  formation  of  the  Town  Planning 
Institute  of  Canada.  In  his  new  connections  Mr.  Seymoui 
intends  to  link  town  planning  with  the  firm's  other  activ- 
ities. 


Obituary 

Mr.  John  McKergow,  Montreal,  president  of  Peter 
Lyall  &  Sons  Construction  Co.,  died  on  May  16th  from 
double  pneumonia.  He  was  for  many  years  president  of  the 
Laprairie  Brick  Co. 

Mr.  Donald  Patterson,  formerly  engineer  of  Hu:w 
County,  Ont.,  died  recently  at  his  home  in  East  Wawanosh, 
Ont.  Mr.  Patterson  was  72  years  of  age  and  had  occupied 
the  position  of  county  engineer  of  Huron  for  thirteen  years, 
resigning  this  position  last  December  on  account  of  ill 
health.  Mr.  T.  Roy  Patters  »n,  son  of  the  deceased,  suc- 
ceeded hi  father  in  the  ab"»vft  ^ 'sition. 


Contracts  Department 


News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Batiscan,  Que. 

Municipality  will  call  tenders  shortly 
for  gravelling  road  to  cost  $20,000. 
Secy.-treas.,  Jules  Fugere. 

Beloeil,  Que. 

A.  M.  Cormier,  secy.-treas.  for  Town, 
will  receive  tenders  until  June  7th  for 
repair  of  bituminous  macadam  on  Riche- 
lieu Rd. 

Charlottetown,  P.  E.  I. 

L.  B.  McMillan.  Secy.  Provincial  De- 
partment Public  Works,  will  receive  ten- 
ders until  noon  June  7th  for  grading,  con- 
struction of  concrete  structures  and  other 
work  on  58  miles  of  roads  throughout 
province.  Plans  with  Provincial  Engi- 
neer, Charlottetown. 

\V.  W.  Clarke,  city  clerk,  will  receive 
tenders  until  June  10th  for  supply  of 
sewer  pipe. 

Contrecoeur,  Parish  of,  Que. 

B.  Michaud.  Minister  for  Provincial 
Dept.  of  Roads,  Pari.  Bldgs.,  Quebec, 
will  receive  tenders  until  June  12th  for 
maeadamization  of  two  miles  of  road. 

Cornwallis,  Municipality  of,  Man. 

Municipality  will  start  work  shortly  on 
grading  roads;  cost,  $200,000.  Secy.- 
treas.,  D.  W.  Shaw,  room  35,  Smith  Blk.. 
Brandon,  Man. 

Eastview,  Ont. 

Town  contemplates  construction  of 
sewer  to  cost  $18,000.  Engineers.  Pat- 
terson &  "Byrne,  71J^  Sparks  St.,  Ot- 
tawa. 

Fergus,  Ont. 

Town  plans  to  spend  $1081.60  for  40 
h.p.  motor  and  $2,067  for  new  pump  for 
Waterworks  Dept.  Engineer,  E.  H.  Dar- 
ling,  604   Spectator   Bldg.,  Hamilton. 

Halifax,  N.  S. 

Provincial  Dept.  Highways  will  re- 
ceive tenders  until  June  12th  for  con- 
struction of  32  miles  of  gravel  roads  in 
Province.  Chief  engineer,  J.  W.  Row- 
land, Halifax.  N.  S. 

Hamilton,  Ont. 

Work  by  day  labor  starts  at  once  on 
paving  of  street  to  cost  $5,000.  Con- 
templated: Construction  of  10,000  sq.  yds. 
of  asphalt  pavement.  City  engineer,  E. 
R.  Gray. 

S.  H.  Kent,  city  clerk,  will  receive  ten- 
ders until  June  4th  for  construction  of 
pipe  sewers  on  various  streets.  Plans 
with  city  engineer. 

Harding,  Man. 

W.  V.  Stevenson,  Secy.-treas.  for  Mu- 
nicipality of  Woodworth.  will  receive 
tenders  for  laying  pipes  and  building 
head  walls  for  about  103  miles  of  road. 

Inverness,  Que. 

Municipality  plans  to  gravel  roads. 
Secy.-treas.,  J.  L.-  Hebert. 


Lachine,  Que. 

Work  will  start  shortly  on  construc- 
tion of  permanent  sidewalks  to  cost  $28,- 
000  for  Town.    Secy.-treas.,  E.  Leduc 

Town  contemplates  the  expenditure  of 
$36,000  on  extensions  to  waterworks  and 
sewerage  system.  Secy.-treas.,  E.  Le- 
duc. 

Longueil,  Que. 

J.  R.  Bournct.  secy.-treas.  for  Town, 
will  receive  tenders  until  June  7th  for 
paving  work  to  cost  $100,000. 

Milverton,  Ont. 

Samuel  Petrie,  Reeve  for  Town,  will 
receive  tenders  until  June  7th  for  laying, 
jointing  and  backfilling  of  C.  I.  water- 
mains.  Municipality  will  supply  pipe  and 
specials.  Plans  at  office  of  engineers.  E. 
A.  James  Co.,  Excelsior  Life  Bldg.,  To- 
ronto. 

New  Glasgow,  N.  S. 

A.  W.  Stabb,  Town  engineer,  will  re- 
ceive tenders  until  June  5th  for  about 
1,500  sq.  yds.  of  paving  work. 

Niagara  Falls,  Ont. 

Queen  Victoria-Niagara  Falls  Park 
Commission  plan  to  establish  boulevard 
drive  and  is  surveying  route  from 
Queenstown  to  Niagara.  System  is  to 
be  extended  to  include  route  from  Nia- 
gara-on-the-Lake  to  Lake  Erie.  Mr. 
Adams  of  the  Town  Planning  Dept.  of 
the  Dominion  Govt.,  has  been  appointed 
Consulting  Landscape  Architect. 

Oakbank,  Man. 

Municipality  of  Springfield  will  start 
work  soon  on  construction  of  roads  to 
cost  $61S,000.  Secy.-treas..  H.  Christo- 
pherson,  Oakbank. 

Oakville,  Ont. 

Bd.  of  Water  &  Light  Commissioners, 
Mrs.  M.  C.  Irvine,  secy.,  will  receive 
tenders  until  June  15th  for  supply  of 
cast  iron  water  pipe  and  special  castings, 
steel  water  pipe,  structural  steel,  insu- 
lating covering  for  12  in.  steel  pipe,  also 
labor  and  certain  material  necessary  for 
excavating  and. laying  12  in.  C.  I.  pipe, 
setting  valves,  hydrants  and  specials,  sup- 
porting steel  pipe  on  railway  of  aque- 
duct and  constructing  reinforced  con- 
crete ducts.  Engineers,  Chipman  & 
Power,  Mail  Bldg.,  Toronto. 

Quebec,  Que. 

Quebec  Roads  Commission  contem- 
plates the  partial  paving  of  St.  Louis  Rd.; 
cost,  $65,000.  Secy.-treas.,  Geo.  Bur- 
roughs, 151  Maple  Ave. 

Shawinigan  Falls,  Que. 

A.  J.  Meunier,  city  clerk,  will  receive 
tenders  until  June  9th  for  construction 
of  concrete  pavements  costing  $101,600. 
Plans  with  engineer.  B.  S.  Atkins. 

A.  J.  Meunier.  city  clerk,  will  receive 
tenders  until  June  9th  for  construction 
of  aqueduct  and  improvements  to  streets 
costing  $60,000.  Plans  with  city  engi- 
neer, Mr.  Atkins. 


South  Vancouver,  B.  C. 

Vancouver  &  District  Joint  Sewerage 
Board,  850  Hastings  St.  W.,  is  having 
estimates  prepared  for  construction  of 
sewer  extension  costing  about  $50,000. 
Board's  engineer,  A.  D.  Crear,  Vancou- 
ver. 

St.  Clet,  Que. 

Town  phj ns  to  construct  three  concrete 
culverts.    Secy.-treas.,  J.  H.  Ravary. 

Toronto,  Ont. 

W.  A.  McLean,  Deputy  Minister,  Pro- 
vincial Dept.  Highways,  will  receive  fol- 
lowing tenders:  Until  June  16th,  for  grad- 
ing, etc..  in  North  Gower  Township, 
plans  to  be  seen  at  office  of  Resident  En- 
gineer, Kemptville,  and  Dept.,  Toronto; 
until  June  16th,  for  grading,  etc.,  in  North 
Gower  Township,  plans  to  be  seen .  at 
office  of  Resident  Engineer,  Kemptville, 
and  Dept.,  Toronto;  until  June  18th  for 
earth  work,  rock  work  and  other  neces- 
sary work  on  Provincial  Highway  in 
Elizabethtown  Township,  plans  with  Res- 
ident Engineer,  Gananoque,  Ont.,  and 
Dept.,  Toronto;  until  June  21st,  for  earth 
work  and  other  necessary  work  on  Pro- 
vincial Highway  in  Matilda  Township, 
plans  with  Resident  Engineer,  Cornwall, 
Ont.,  and  Dept.,  Toronto. 

Musk'jka  Quarries  Ltd.  has  been  •t)>- 
corporated  with  capital  of  $300,000  and 
will  operate  plant  near  Bracebridge. 
Ont.  Complete  electric  equipment  will 
be  installed  to  drive  all  necessary  crush- 
ers. President'  and  general  manager, 
W.  B.  Tait,  271  Macpherson  Ave.,  To- 
ronto. 

W.  A.  McLean,  Deputy  Minister  Pro- 
vincial Dept.  Public  Works,  will  receive 
tenders  until  noon  June  16th  for  excava- 
ting, construction  of  concrete  structures 
and  other  necessary  work  on  Provincial 
Highway  in  various  townships.  Plans  at 
offices  of  Resident  Engineer,  Cornwall, 
Resident  Engineer,  Gananoque,  and  De- 
partment, Toronto. 

Vankleek  Hill.  Ont. 

W.  I.  Dunning,  clerk  for  West  Hawk- 
esbury  Township,  will  receive  tenders 
until  noon  June  5th  for  construction  of 
drain,  etc.  Plans  at  office  of  Magwood 
&  Stidwill,  Civil  Engineers,  Cornwall. 

Vancouver,  B.  C. 

By-law  will  be  submitted  to  ratepayers 
June  19th  for  authorization  of  expendi- 
ture of  $120,000  on  construction  of  water- 
works extensions  and  $150,000  on  im- 
provements to  streets.  Clerk,  Wm.  Mc- 
Queen. 

Westmount,  Que. 

Town  plans  to  construct  street.  Secy.- 
treas.,  A.  F.  Bell. 

CONTRACTS  AWARDED 
Acton,  Ont. 

Town  awarded  following  contracts  in 
connection  with  construction  of  water- 
works system:  Pipe.  Gartshore  Thomp- 
son Pipe  &  Foundry  Co.,  Stuart  St.  W., 
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Hamilton;  valves  and  hydrants,  Central 
Foundation  Co.,  Norwich  Union  Bldg., 
Toronto. 

Amherstburg,  Ont. 

Town  awarded  general  contract  for 
construction  of  water  mains  to  Petty- 
pieces  Ltd.,  Seymore  St. 

Caughnawaga  Reserve,  Que. 

Provincial  Dept.  Public  Works  award- 
ed general  contract  constructing  bitu- 
minous macadam  road  to  M.  Lcger  & 
Charlottetown,  Lachine. 

Chatham,  Ont. 

Western  Construction  Co.  (Geo.  J. 
Fielder,  75  Emma  St.,  Chatham),  have 
contract  for  paving  7th  St. 

Cooper  Cliff,  Ont. 

Gustiana  &  Zettler,  Copper  Cliff,  have 
general  contract  for  labor  in  connection 
with  construction  of  sewers  and  water- 
mains  for  International  Nickel  Co.  of 
Canada.  Copper  Cliff.  Owners  supply 
material. 

Fergus,  Ont. 

Town  has  awarded  general  contract 
constructing  reinforced  concrete  reser- 
voir costing  $10,000  to  Charles  Mattaini 
&  Co.,  Tower  St.,  Fergus. 

Fredericton,  N.  B. 

Provincial  Dept.  Public  Works  award- 
ed following  contracts  for  construction 
of  roads:  St.  John-Westfield,  12  miles, 
and  Spruce  Lake,  3  miles.  New  Bruns- 
wick Contracting  &  Building  Co.,  Fred- 
ericton, N.  B.;  New  River-Pennfield.  7 
miles.  Concrete  Builders  Ltd.,  South  De- 
von St.,  Fredericton,  N.  B. 

Milverton,  Ont. 

Town  awarded  following  contracts  in 
connection  with  construction  of  water- 
works system:  Pipe,  Gartshore  Thomp- 
son Pipe  &  Foundry  Co.,  Stuart  St.  W., 
Hamilton;  valves  and  hydrants.  Drum- 
mond  McCall  &  Co.,  374  Front  St.  E., 
Toronto. 

Miniota,  Man. 

Municipality  awarded  the  general  con- 
tract for  road  grading  costing  $8,722  to 
E.  Fulcher,  Brandon,  Man. 

Nova  Scotia,  Province  of 

Provincial  Highway  Bd..  Pari.  Bldgs.. 
Halifax,  placed  the  general  contract  for 
construction  of  waterbound  macadam 
road  with  McGrath  &  Morrison.  Rock- 
ingham, N.  S. 

Scarboro,  Township  of.  Ont. 

Scarboro  Public  Utilities  Commission 
awarded  general  contract  constructing 
water  mains  to  Central  Foundation  Co., 
Norwich  Union  Bldg.,  Toronto. 

St.  Basile.  Que. 

Town  placed  the  general  contract  for 
construction  of  macadam  road  with  J. 
Bedard. 

St  Bernard  de  Lacolle,  Que. 

Municipality  awarded  general  contract 
gravelling  road  to  A.  Lorrain,  Napierre- 
ville.    Cost,  $15,000. 

Toronto.  Ont. 

City  has  transferred  contracts  from 
Works  Commissioner  to  following:  Kil- 
mer &  Barber,  10  Adelaide  E., — asphalt, 
Normandy  and  Dawes  Rd..  total,  $20,- 
624;  Constructing  and  Paving  Co.,  Con- 
federation Life  Bldg. — Keele  &  Lindner, 
total.  $41,207;  Godson  Contracting  Co., 
Manning  Chambers, — McLean.  Logan, 
Crown  Park  Rd..  Oakvale,  total,  $40,309; 
Warren  Bituminous  Paving  Co.,  McKin- 
iiKii  Bldg.,  — Bithulithic  on  Neville  Park 


Blvd.,  Jones,  Highfield,  Glcbeholme, 
Keele  Sts.,  total,  $96,435. 

City  awarded  contracts  for  sidewalks 
as  follows:  Adams  Ave.,  $1.75  per  Lin. 
ft.,  Bartlett,  $1.75,  Ramsay  Constructing 
Co.,  39  Indian  Rd.  Cresc;  Alton,  $2.80, 
Eastern,  $2.75,  Grant  Contracting  Co.,  50 
Front  E.;  Danforth,  $1.80,  Oakdale,  $2.70, 
A.  E.  Jupp  Construction  Co.,  47  Spark- 
hall  Ave.;  Beresford,  $2.00,  Angotti  & 
Smythe,  819  St.  Clarens  Ave.;  Bingham, 
$2.55,  W.  B.  Hughes,  53  Victoria  Park 
Ave.;  McMillan,  $2.65,  Pine,  $2.55,  A. 
Johnson,  35  Burgess  Ave. 

Wood  River,  Sask. 

Rural  Municipality  of  Wood  River 
awarded  general  contract  for  road  work 
to  A.  E.  Delong,  care  Parsons  Engineer- 
ing Co.,  Box  106,  Regina.  Cost,  $30,- 
000. 


Railroads.  Bridges  and  Wharves 

Cleveland,  Que. 

Wm.  R.  Stevens,  secy.-treas.  for  Mu- 
nicipality, Richmond,  Que.,  will  receive 
tenders  until  Tune  5th  for  construction 
of  concrete  bridge.  Plans  with  Ivan  Val- 
lee.  Public  Works  Dept.,  Pari.  Bldgs.. 
Quebec. 

Kuskonook.  B.  C. 

R.  C.  Desrochers,  secy.  Dominion 
Dept.  Public  Works.  Ottawa.  Ont.,  will 
receive  tenders  until  June  18th  for  con- 
struction of  floating  wharf.  Plans  with 
District  Engineer,  Nelson,  B.  C,  and 
at  P.  O..  Kuskonook,  B.  C. 

London,  Ont. 

Chas.  Forrester.  Sunt,  for  G.  T.  R1y., 
London,  and  H.  A.  Brazier,  cijv  engin- 
eer, will  submit  plans  to  G.  T.  Rlv.. 
Montreal,  for  construction  of  new  sub- 
ways at  Waterloo  and  Rectorv  Sts.  and 
overhead  bridge  at  Egerton  St. 

Lorne.  Ont. 

Tenders  closed  for  construction  of  re- 
inforced concrete  bridge  for  Kincardine 
Township.  Clerk.  Tohn  Corbett,  Lorne, 
Ont. 

M<-Aulev.  Man. 

H.  Chipperfield,  McAuley.  will  'call 
tenders  for  construction  of  bridges  for 
Municipality  of  Archie. 

Ottawa.  Ont. 

Tenders  closed  for  erection  of  addi- 
tion to  train  sheds  costing  $25,000  for  G. 
T.  Rlv  .  head  office,  95  McGill  St..  Mon- 
treal. Que. 

Ft   A"ne.  Man. 

C.  N.  Rlv.,  head  office.  Toronto,  will 
f-rect  station  costing  $10,000.  Architect. 
T.  Scbofield.  Union  Station,  Winnipeg, 
has  prepared  plans. 

Ste.  Gertrude,  Que. 

Municipality  is  constructing  concrete 
bridge  by  dav  labor;  cost,  $5,700.  Secy.- 
treas.,  L.  J.  Desilets. 

Toronto.  Ont. 

Wellington  County  Council  will  re- 
ceive tenders  until  June  3rd  for  con- 
struction of  concrete  bridses  and  cul- 
verts. Plans  at  office  of  engineer,  A.  W. 
Connor,  34  Victoria  St.,  Toronto. 

Vancouver,  B.  C. 

F.  L.  Fellows,  city  engineer,  will  call 
tenders  soon  for  widening  bridge.  Cost. 
$10,000. 

CONTRACTS  AWARDED 

Grand  Bend,  Ont. 

Huron  County  Council  awarded  gen- 


eral contract  constructing  steel  bridge  to 
Canadian  Bridge  Co.,  Walkerville,  Ont. 
Cost,  $16,849. 

Hamilton,  Ont. 

City  placed  the  general  contract  con- 
structing addition  to  dock  with  the  Ca- 
nadian Engineer  &  Construction  Co., 
Home  Bank  Bldg.,  City.    Cost,  $5,000. 

City  plans  to  re-deck  bridge  at  a  cost 
of  $8,000.    Engineer,  E.  R.  Gray. 

Hull,  Que. 

Town  has  awarded  general  contract  for 
erection  of  bridge  to  L.  Lemieux. 

Miniota,  Man. 

Municipality  awarded  general  contract 
constructing  three  bridges  and  two  cul- 
verts costing  $8,722  to  E.  Fulcher,  Bran- 
don, Man. 

Ottawa,  Ont. 

Carleton  County  Council  awarded  gen- 
eral contract  constructing  highway 
bridge  to  C.  O.  Wood,  Union  Bank  Bldg., 
Ottawa,  Ont.,  also  general  contract  con- 
structing bridge  over  Carp  River  to  On- 
tario Bridge  Co.,  Toronto  Office  Bldg., 
Toronto. 

Vancouver,  B.  C. 

B.  C.  Electric  Rly.  Co.,  Carrall  St., 
placed  the  general  contract  for  regrading 
and  improving  interurban  tram  line  cost- 
ing $50,000  with  F.  B.  Dill,  3542  Third' 
Ave.  W. 


Public  Buildings,  Churches 
and  Schools 

Banff,  Alta. 

W.  Warren  is  making  extensive  alter- 
ations to  hotel. 

Battleford,  Sask. 

School  Board  will  receive  tenders  un- 
til June  14th  for  general  contract,  plumb- 
ing, heating  and  painting  on  alteration 
of  hotel  into  school  at  a  cost  of  $10,000. 
Address  Rev.  J.  C.  McLeod,  Battleford. 

Belleville,  Ont. 

W.  J.  Diamond,  Secy.-trea^.  for  Bd. 
of  Education,  care  O'Flynn,  Diamond  & 
O'Flynn,  Belleville,  will  receive  tenders 
for  erection  of  public  school.  Plans  with 
architect,  Beaumont  Jarvis,  Campbell 
St. 

F.  S.  Deacon,  Chairman  Bldg.  Com- 
mittee for  Bd.  of  Education,  will  receive 
tenders  until  June  16th  for  erection  of 
school.  Plans  with  architect,  Beaumont 
Jarvis,  8  Campbell  St.;  E.  Telfer  Arnol- 
di,  527  Confederation  Life  Bldg.,  To- 
ronto; MacLean  Daily  Reports  Ltd.,  345 
Adelaide  St.  W.,  Toronto. 

G.  W.  V.  A.  are  receiving  tenders  for 
erection  of  memorial  home.  Plans  at 
office  of  MacLean  Daily  Reports  Ltd., 
345  Adelaide  St.  W.,  Toronto. 

Cap  de  la  Madeleine,  Que. 

Parish  Congregation  contemplates  the 
expenditure  of  $10,000  on  erection  of  ex- 
tension to  convent.  Committee,  Mrs.  I. 
Rocheford;  Miss  M.  L.  Rocheleau. 

Municipality,  Alphonse  Boulianne. 
secy.-treas.,  contemplates  erection  of 
market  building  to  cost  $80,000.  Jules 
Caron,  19  St.  Joseph  St.,  will  probably 
be  retained  as  architect. 

Cypress  River,  Man. 

Union  Church  congregation  contem- 
plates the  erection  of  church  building 
costing  $25,000.  Address  Chairman  Bldg. 
Committee. 
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Essex,  Ont. 

Baptist  Congregation  plans  to  erect 
parsonage  costing  $5,000.  Pastor,  Rev. 
VV.  D.  Magee. 

Goose  Lake,  Man. 

E.  D.  Tuttle,  architect,  405  McArthur 
Bldg..  Winnipeg,  will  receive  tenders  un- 
til June  7th  for  erection  of  school  for 
Gordon  Consolidated  School  District 
No.  708. 

Hamilton,  Ont. 

Bd.  of  Education  contemplates  the 
erection  of  school.  Secy.-treas.,  R.  H. 
Foster. 

Library  Bd.  plans  to  expend  $27,500  on 
alteration  of  building  into  library.  Ar- 
chitect, A.  W.  Peene,  Clyde  Bldg. 

Lachine,  Que. 

Town  contemplates  the  remodelment 
of  fire  station  into  public  bath  at  a  cost 
of  $15,000.    Secy.-treas..  E.  Leduc. 

McAdam  Junction,  N.  B. 

Union  Church  will  call  tenders  short- 
ly for  erection  of  church  building  cost- 
ing $18,000.  Address  Secy.  Union  Church 
Congregation. 

Montreal,  Que. 

Y.M.C.A.,  127  Drummond  St..  plan  to 
erect  ten  storey  annex  to  Y.M.C.A. 
President,  Dr.  F.  D.  Adams. 

David  Brown,  architect,  285  Beaver 
Hall  Hill,  will  receive  tenders  for  erec- 
tion of  school  for  Can.  Northern  Mon- 
treal Land  Co..  263  St.  James  St. 

Norwich,  Ont. 

C.  G.  Hulet,  secy,  for  High  School  Bd„ 
will  receive  tenders  until  June  9th  for 
alterations  and  improvements  to  school. 
Architect,  S.  G.  Kinsey,  14  Fifth  St., 
Chatham. 

Ottawa,  Ont. 

C.  P.  Meredith,  architect,  54  Rideau 
St.,  is  preparing  plans  for  alterations  and 
addition  to  library  for  Dominion  Loose 
Leaf  Co.,  131  Wellington  St. 

Sault  Ste.  Marie,  Ont. 

Public  School  Bd.,  Township  of  Tar- 
entorous,  Ont.,  is  having  Thos.  R.  Wilks. 
architect,  612  Queen  St.,  Sault  Ste.  Ma- 
rie, prepare  plans  for  erection  of  com- 
munity school. 

Miss  E.  Pearl  Gibson,  secy.  Public 
School  Bd.,  will  receive  tenders  until 
June  9th  for  erection  of  school  addition. 
Plans  with  architect,  Thos.  R.  Wilks. 
612  Queen  St. 

Miss  P.  Gibson,  secy.  Public  School 
Bd..  will  receive  tenders  until  June  9th 
for  alterations  and  addition  to  school. 
Plans  with  architect,  Thos.  R.  Wilks. 
612  Queen  E. 

Selkirk,  Man. 

S.  C.  Oxton,  Deputy  Minister,  Pro- 
vincial Dept.  Public  Works,  Winnipeg, 
will  receive  tenders  until  noon  June  5th 
for  erection  of  soldiers'  pavilion  and  re- 
ceiving hospital.  Plans  with  architects, 
Northwood  &  Carey,  615  Union  Bank 
Bldg.,  Winnipeg,  and  Builders'  Ex- 
change, Winnipeg. 

Shawinigan  Falls,  Que. 

Ernest  A.  Labelle,  architect,  Fifth  St., 
is  preparing  plans  for  erection  of  mo- 
tion picture  theatre  costing  $30,000  for 
H.  Ferron,  Champlain  St. 

St.  Hubert,  Sask. 

Roman  Catholic  St.  Hubert  Mission 
contemplates  the  erection  of  convent. 
In  charge,  Rev.  B.  Fallaned. 

St.  Paul  d'Industrie,  Que. 

J.  M.  Vigneault,  priest  for  Parish  St. 


Paul  d'Industrie.  will  receive  tenders  un- 
til June  15th  for  erection  of  presbytery. 
Plans  with  architect,  Viauand  Venne,  76 
St.  Gabriel  St.,  Montreal. 

St.  Pierres  Aux  Liens,  Que. 

Viau  &  Venne,  76  St.  Gabriel  St.,  Mon- 
treal, will  receive  tenders  until  June  7th 
for  alterations  to  school  for  R.  C.  School 
Com  mission. 

Sydney,  N.  S. 

Fred  Quirk.  584  Victoria  Rd.,  con- 
templates the  erection  of  theatre  cost- 
ing $40,000. 

Timiskaming,  Que. 

Ross  &  MacDonald.  architects,  1  Bel- 
mont St.,  Montreal,  are  preparing  plans 
for  erection  of  church  costing  $150,000 
for  R.   C.  Congregation. 

Vancouver,  B.  C. 

By-law  will  be  submitted  to  ratepayers 
June  19th  for  authorization  of  expendi- 
ture of  $150,000  on  erection  of  technical 
school,  $350,000  on  erection  of  isolation 
hospital,  $350,000  on  erection  of  mater- 
nity hospital  and  $125,000  on  erection  of 
nurses'  home.     Clerk,  Wm.  McQueen. 

Winnipeg,  Man. 

M.  Blankstein.  architect,  450  Dufferin 
Ave.,  Winnipeg,  is  preparing  plans  for 
erection  of  school  costing  $40,000  for 
Winnipeg  Hebrew  Free  School. 

CONTRACTS  AWARDED 

Bienfait,  Sask. 

Bienfait  School  Bd.  placed  the  general 
contract  erecting  school  costing  $23,000 
with  Smith  Bros.  &  Wilson,  Regina. 

Calgary,  Alta. 

School  Board  awarded  following  con- 
tracts for  school  addition  costing  $47,- 
474:  General  contract,  Gourlay  &  Van- 
derloogen,  2337  Sixth  St.,  S.  E.;  mas- 
onry, J.  E.  Oliver,  Stone  Quarry,  Cal- 
gary; plumbing  and  heating,  Campbell  & 
Hillier.  17th  Ave.  W.;  plastering  and 
painting,  H.  Bullen.  430  7th  St.  N.  E. 

Edmonton,  Alta. 

General  Hospital  Bd.  has  awarded  gen- 
eral contract  erecting  nurses'  home  cost- 
ing $90,000  to  E.  Sabourin,  11304  100th 
Ave.,  Edmonton. 

Grand  Beach,  Man. 

Hotel  and  additions  costing  $85,000  for 
C.  N.  Rlys.,  Toronto:  General  contract, 
T.  B.  Duncan,  Winnipeg;  roofing,  Stan- 
dard Painting  &  Roofing  Co.,  Winnipeg; 
plumbing,  C.  D.  Kirk  &  Co.,  Tribune 
Bldg..  Winnipeg. 

Halifax,  N.  S. 

Dr.  L.  J.  O'Shaughnessy,  276  Gottin- 
gen  St..  placed  the  general  contract  erec- 
ting private  hospital  costing  $5,000  with 
Russell  &  Macaulay,  Walker  St.,  Hali- 

Addition  to  hospital  costing  $500,000 
for  Victoria  General  Hospital,  330  Tower 
Rd.:  Plumbing,  heating  and  sheet  met- 
al, Halifax  Sheet  Metal  Co.,  Lower  Wa- 
er  St.;  electrical  work,  Farquhar  Bros., 
Barrington  St.;  plastering,  Brethour  & 
Co.,  282  Barrington  St.;  structural  steel, 
Maritime  Bridge  Co.,  New  Glasgow,  N. 
S.;  painting  and  glazing,  Frank  Reardon. 
Market  St.,  Halifax. 

Hamilton,  Ont. 

Bd.  of  Education  has  awarded  general 
contract  for  erection  of  addition  to 
school  costing  $140,000  to  W.  H.  Coop- 
er, Clyde  Bldg. 

Montreal,  Que. 

Rev.     Dames,     Hospitalieres,  Hotel 


Dieu.  Sherbrooke  St.,  placed  the  general 
contract,  masonry,  carpentry,  plastering 
and  painting  for  erection  of  hospital 
costing  $21,000  with  Filion  &  Freres, 
2419  St.  Denis  St. 
Mount  Dennis,  Ont. 

Mount  Dennis  Presbyterian  Church 
awarded  general  contract  erecting 
church  costing  $25,000  to  Geo.  Aplin,  129 
Harvie  Ave.,  Toronto. 

Port  Colborne,  Ont. 

Continuation  school  costing  $100,000 
for  Public  School  Bd.:  Steel,  Toronto 
Steel  Construction  Co.,  95  King  E.,  To- 
ronto; plumbing,  F.  C.  Kulow,  Port  Col- 
borne; plastering,  Hewson  &  Potter,  127 
Erie  Ave.,  Brantford;  painting  and  glaz- 
ing, MacQuillan  &  Co.,  106  Queen  St., 
Brantford;  Natco  Enclosure  Wall  Tile, 
National  Fireproofing  Co.,  Dominion 
Bank  Bldg.,  Toronto. 
Regina,  Sask. 

Carmichael  Church  Congregation 
awarded  general  contract  for  erection  of 
church  costing  $38,000  to  H.  G.  McVean 
&  Co.,  Ltd.,  Regina. 

St.  Basile,  Que. 

School  Commission  placed  the  general 
contract  for  erection  of  school  with  G. 
Gauthier. 

St.  Mary's,  Ont. 

Alterations  to  theatre  costing  $15,000 
for  J.  &  J.  J.  Allen,  Allen  Theatre,  Rich- 
mond &  Victoria  Sts.,  Toronto:  General 
contract,  W.  J.  Stafford,  St.  Mary's; 
Steel,  Standard  Steel  Construction  Co., 
Port  Robinson,  Ont. 

Toronto,  Ont. 

Third  Church  of  Christ  Scientist  has 
awarded  general  contract  for  erection  of 
church  building  to  J.  Williams,  782  Os- 
sington  Ave. 

City  has  awarded  contract  for  con- 
struction of  new  copper  roof  for  City 
Hall  to  W.  E.  Dillon  Co.,  183  George 
St.,  at  $126,000. 

Jeanne  d'Arc  Church  Congregation,  14 
West  Lodge  Ave.,  placed  the  general 
contract  for  erection  of  church  with  De- 
corative Painting  Co.,  21  Hillcrest  Park. 

Business  Buildings  and  Indus- 
trial Plants 

Brantford,  Ont. 

Tenders  will  be  called  shortly  for  erec- 
tion of  factory  for  S.  C.  Johnson  &  Son, 
Racine,  Wis.,  U.S.A. 

Broderick,  Sask. 

Canadian  Bank  of  Commerce,  A.  H. 
Miller,  local  manager,  contemplates  the 
erection  of  bank  building  costing  $10,- 
000. 

Halifax,  N.  S. 

Fried  Bros.,  Clifton  St.,  will  -erect  by 
day  labor  ten  storage  buildings  costing 
$28,000. 

Lethbridge,  Alta. 

H.  E.  Miebach,  1232  Third  Ave.,  plans 
to  erect  garage  costing  about  $50,000. 

London,  Ont. 

W.  G.  Murray,  architect,  Dominion 
Savings  Bldg.,  is  preparing  plans  for 
erection  of  addition  to  shoe  factory  cost- 
ing $35,000  for  Scott  Chamberlain  Co., 
Richmond  St. 

Milverton,  Ont. 

Milverton  Flax  Co.  are  erecting  flax 
mill  costing  $10,000.  Manager,  F.  M. 
Appel. 

Moncton,  N.  B. 

A.  E.  McSweeney  Co.,  Main  St.,  are 
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erecting  addition  to  building  by  day 
labor;  cost,  $15,000.  Supt.  of  -  work, 
Lome  Reid. 

Moncton  Co-operative  Creamery. 
Main  St..  are  erecting  by  day  labor 
creamery  building  costing  $16,000. 

H.  Twiggcr,  Bonnacord  St.,  is  erecting 
sample  rooms  by  day  labor  costing  $8,- 
500. 

Z.  M.  Leger,  King  St.,  will  receive  ten- 
ders for  erection  of  stores  and  flats  cost- 
ing $37,000.     Arcbitect.  T.  Gould. 

Montreal,  Que. 

N.  G.  Valiquette,  477  St.  Catherine  St. 
E.,  is  making  alterations  to  store  by  day 
labor.    Cost,  $25,000. 

Morris,  Man. 

Union  Bank  of  Canada  plans  to  erect 
bank  building  here  costing  about  $00,- 
000.    Local  manager.  C.  B.  McNulty. 

Sault  Ste.  Marie,  Ont. 

Geo.  Carufcl.  137  Tancred  St..  will 
erect  business  block  costing  $40,000  by 
day  labor. 

Shawinigan  Falls,  Que. 

J.  O.  Thibodeau.  Fourth  St.,  plans. to 
erect  garage  costing  $20,000.  Ernest  A. 
Labelle  is  architect. 

Shelburne,  Ont. 

Shelhurne  Flax  Co.  will  start  work  on 
erection  of  flax  mill  and  barn  costing 
$7,000. 

St.  Johns,  Que. 

Canadian  Hart  Accumulator  Co..  St. 
George  St.,  plan  to  erect  factory  addi- 
tion.   Manager,   C.   A.  Saville. 

St.  Thomas,  Ont. 

N.  R.  Darrach.  archil  cel.  430  Talbot 
St..  will  receive  tenders  until  June  4th 
for  alterations  to  hank  costing  $10,000 
for  Royal  Bank  of  Canada. 

Sydney,  N.  S. 

Sydney  Laundry  Co.  plan  to  spend 
about  $50  000  on  remodelment  of  build- 
ing into  laundry  and  purchase  of  ma- 
chinery. Interested,  J.  C.  Mills,  Charlotte 
St. 

Thetford  Mines,  Que. 

Antoine  Genest  is  expending  $5,000  on 
erection  of  store  addition  by  day  labor. 

Three  Rivers,  Que. 

Louis  Boisver,  280  Laviolettc  Ave.,  is 
erecting  store  costing  $8,000. 

Toronto,  Ont. 

D.  A.  Lockrie.  1411  Bloor  W..  will  call 
tenders  shortly  for  erection  of  public 
garage  costing  $25,000. 

CONTRACTS  AWARDED 
Chicoutimi.  Que. 

Fug.  Tulien  Ltd..  Quebec  City,  placed 
the  general  contract  erecting  public  gar- 
age costing  $85,000  with  Frontenac  Con- 
struction Co.,  52  Labiberto  St.,  Que- 
bec. 

Cobourg,  Ont. 

Furniture  factory  costing  $50,000  for 
Langslow  Furniture  Co..  head  office, 
Rochester,  N.  Y.:  Masonry  and  steel,  Jex 
&  Co.,  Cobourg;  carpentry  and  roofing. 
Henderson  Bros..  Cobourg;  electrical 
work,  Harry  A.  Black,  Cobourg;  heat- 
ing and  plumbing,  Dundas  Bros.,  Co- 
bourg. 

Cornwall,  Ont. 

Canadian  Linoleum  &  Oil  Cloths  Ltd. 
awarded  general  contract,  masonry, 
steel,  carpentry,  roofing  and  electrical 
work  for  alteration  of  building  into  fac- 
tory to  Geo.  M.  Martin.  370  Mctcalf 
Ave.,  Montreal,  Que.    Cost,  $100,000. 


Duck  Lake,  Sask. 

Bank  of  Montreal  placed  the  general 
contract  erecting  bank  costing  $12,000 
with  Smith  Bros.  &  Wilson,  Eighth  and 
Ottawa  St.,  Regina, 

Edmonton,  Alta. 

Press  building  costing  $200,000  for  Ivl- 
moiiton  Journal.  Telger  Block:  General 
contract.  E.  M.  N'esbitt  Co.,  Williamson 
Block;  plumbing  and  heating,  Standard 
Heating  &  Plumbing  Co.,  10042  !02nd 
Ave.;  electrical  work,  Hillas  Electric 
Co..  10823  Jasper  Ave. 

McDermid  Engraving  Co.,  10133  101st 
St.,  placed  the  general  contract  for  erec- 
tion of  addition  to  studio  costing  $5,000 
to  Pheascy  &  Bateson,  Alexandria  Blk. 

Fort  Frances,  Ont. 

Northern  Grocery  Co.  has  awarded 
general  contract  erecting  warehouse  cost- 
ing $25,000  to  the  John  East  Co.,  Fort 
Frances. 

Fort  William,  Ont. 

Mason  &  Hichey,  agents,  Stanley  St., 
Winnipeg,  Man.,  placed  the  general  con- 
tract for  erection  of  warehouse  with 
Russell  Bros.,  120  |ohn  St.  W.,  Fort 
William. 

Halifax,  N.  S. 

.1.  C.  Mackintosh  &  Co..  Hollis  St., 
placed  the  general  contract  for  altera- 
tions to  offices  with  Brookfield  Construc- 
tion Co.,  Hollis  St.    Cost,  $10,000. 

Hanover,  Ont. 

Hanover  Cotton  &  Woolen  Co.  are 
erecting  factory  costing  $50,000:  Con- 
crete work.  C.  H.  Thedorf  Hanover. 
Architects.  Clark.  Foster  &  Clark.  Owen 
Sound.  Ont. 

Maisonneuve,  Que. 

Bank  of  Montreal,  head  office,  109  St. 
James  St..  Montreal,  awarded  general 
contract  erecting  bank  to  John  Allan,  300 
Atwater  Ave. 

Montreal,  Que. 

Church  &  Ross  Co..  10  Cathcart  St.. 
have  the  general  contract  for  alterations 
to  factory  costing  $20,000  for  St.  Law- 
rence Sugar  Refineries  Ltd.,  145  St. 
James  St. 

J.  P.  O'Shea  &  Co.,  15  Perrault  Lane, 
placed  the  general  contract  for  erection 
of  factory  with  Arthur  Leduc.  318  Fa- 
bre  St. 

Dominion  Glass  Co.,  285  Beaver  Hall 
Hill,  placed  the  general  contract  for  al- 
terations to  factory  costing  $5,000  with 
Jos.  Faillo.  1023  Wellington  St. 

Philipps  Electrical  Works  Ltd.,  De 
Gaspe  St.,  placed  the  general  contract  for 
alterations  to  factory  costing  $9,000  with 
Nicholson  Construction  Ltd.,  950  St. 
Catherine  St.  W. 

Standard  Iron  &  Lumber  Co.,  524  St. 
Ambroise  St.,  placed  the  general  con- 
tract for  alterations  to  factory  costing 
$10,000  with  Bennett  Bros.,  341  Guy  St. 

C.  Fox,  51  Souvener  Ave.,  placed  the 
general  contract  erecting  factory  costing 
$8,000  with  S.  Maralta,  195  St.  Cather- 
ine E. 

Bank  of  Montreal,  109  St.  James  St., 
awarded  general  contract  for  alterations 
to  bank  to  P.  Lyall  &  Sons  Co.,  5072 
Western  Ave. 

Morris,  Man. 

J.  Sehmid  has  the  general  contract  for 
erection  of  store  costing  $5,000  for  P.  H. 
Woodhead. 

O.  H.  Gil  man  placed  the  general  con- 
tract erecting  garage  costing  $10,000  with 
G.  M.  Sauer. 


Peterboro,  Ont. 

Canadian  Raybestos  Co..  head  office, 
Bridgeport,  Connecticut,  have  awarded 
general  contract  and  carpentry  for  re- 
modelment of  building  into  factory  cost- 
ing $18,000. 

Quebec,  Que. 

Parisian  Corset  Mfg.  Co.,  Colomb  and 
Turgeon  Sts.,  placed  the  general  con- 
tract erecting  factory  costing  $60,000 
with  Alex.  Fackney,  107  St.  Joachim  St. 

Three  Rivers,  Que. 

Jos.  L.  Fortin  has  awarded  general 
contract  for  erection  of  extension  to 
store  costing  $30,000  to  Bellefeuille  & 
Trepanier  Ltd..  St.  Francois  Xavier  St. 

Toronto,  Ont. 

Alterations  to  vault  building  costing 
$150,000  for  Canadian  Bank  of  Com- 
merce: Rooting.  Carmichael  Water- 
proofing Co.,  918  Palmerston  Ave.;  heat- 
ing and  plumbing,  A.  Welch  &  Son  Ltd.. 
304  Queen  W.;  painting.  J.  McCausland 
&  Son  Ltd..  11  Nelson  St.;  laths  and 
plastering.  A.  Petrie.  457  Koxton  Rd.; 
steel  sash.  Canadian  Metal  Window  & 
Steel  Products  Ltd..  160  River  St.:  rein- 
forcing steel,  Trussed  Steel  Co.  of  Can- 
ada. 34  King  W.;  electric  wiring.  Ben- 
nett &  Wright  Co..  72  Queen  E.:  Kala- 
mein  and  rolling  doors,  A.  B.  Ormsby 
i  o..  48  Abel!  St. 

J.  L.  Hill.  154  Wheeler  Ave.,  has  the 
general  contract  for  erection  of  large 
public  garage. 

Canadian  Metal  Window  &  Steel  Pro- 
ducts Ltd..  160  River  St.,  Toronto,  have 
been  awarded  the  contracts  for  steel  sash 
required  in  the  erection  of  buildings  for 
Canadian  General  Electric  at  Toronto, 
Imperial  Tobacco  Co.  at  Montreal.  Or- 
iental Textile  Co.  at  Oshawa.  and  United 
Drug  Co.  at  Toronto. 

Miss  E.  Egar.  1949  Queen  St.  E. 
placed  the  genera!  contract,  masonry  and 
carpentry  erecting  store  and  apartments 
with  H.  W.  Steele.  1049  Gerrard  E. 

Winnipeg,  Man. 

Owl  Drug  Ltd..  Graham  Ave.,  placed 
the  general  contract  for  erection  of  ad- 
dition to  store  costing  $7,000  with  Pear- 
son &  Co..  Mclntyre  Blk.,  Winnipeg. 

Famous  Players  Canadian  Corp.  placed 
the  general  contract  erecting  office  build- 
ings and  theatre  costing  $550,000  with 
Hazelton  &  Walin,  609  Electric  Rly. 
Chambers.  Winnipeg. 


Residences 

Calgary,  Alta. 

Alberta  Home  Builders,  First  St.  \\  .. 
plan  to  erect  residence  costing  $5,000. 

Cap  de  la  Madeleine,  Que. 

A.  Beaumier  is  erecting  residence  cost- 
ing $5,000  by  day  labor. 

Donat  Clontier  is  erecting  residence 
costing  $8,000. 

Omer  Lariviere.  Royale  St.,  is  erect- 
ing two  residences  costing  $5,000  each 
by  day  labor. 

Thomas  Heon  is  erecting  residence 
costing  $6,000. 

Edmonton,  Alta. 

Frank  Allyin,  1  1428  86th  St.,  is  erect- 
ing residence  costing  $5,000. 

Halifax,  N.  S. 

W.  G.  Richards.  49  Willow  St..  will 
erect  residence  costing  $6,000  by  day 
labor. 

Hamilton,  Ont. 

F.  J.  Rastrick  &  Son,  architects,  414 
Lister  Bldg.,  will  receive  tenders  for  er- 
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ection  of  one  pair  of  residences  costing 
$3,500  each  for  W.  Ellis. 

J.  1'.  MacKay,  Room  402,  Bank  ol 
Hamilton  Bldg.,  will  erect  residence 
costing-  $10,000. 

Lauzon,  Que. 

Plans  will  he  prepared  for  erection 
of  residences  to  cost  $50,000  for  Munici- 
pality. Clerk  Herm.  Bourassa,  City 
Hall. 

Limoilou,  Que. 

Herman  Moreau,  Fourth  Ave.  and 
13th  St.,  will  erect  residence  costing 
$5,000  hy  day  lahor. 

London,  Ont. 

Jas.  H.  Chalmers,  97  Beaconslield 
Ave.,  is  erecting   residence  costing  $5,- 

000. 

\Y.  H.  Smith.  Wharncliffe  Rd.,  is 
erecting  two  residences  costing  $10,000. 

R.  H.  Smith.  191  WharnclirTe  Kd.,  is 
erecting  residence  costing  $7,000. 

\Y.  G.  Murray,  architect.  Dominion 
Savings  Bldg.,  will  receive  tenders  for 
erection  of  residence  costing  $7,000  for 
Dr.  Palmer  Smith.   131   Oxford  St. 

Maisonneuve,  Que. 

V.  Sauriol.  313  Third  Ave.,  is  erecting 
residence  costing  $5,000. 

Moncton,  N.B. 

A.  A.  Fownes.  corner  John  and  W'el- 
don,  is  erecting  residence  costing  $8,300. 

J.  A.  Doull.  Willow  St..  is  erecting 
three  residences  costing  $5,500,  $5,300, 
and  $5,700. 

Montreal,  Que. 

J.  Huppe,  174  Dufresne  St.,  will  erect 
residence  shortly  costing  $0,000. 

J.  R.  Constanteau.  335  Notre  Dame 
St.,  plans  to  erect  addition  to  apartments 
costing  $25,000. 

Can.  Northern  Land  Co.,  263  St. 
James  St.,  are  erecting  ten  residences 
costing  $10,000  to  $15,000  each.  Contem- 
plated: 33  residences,  plans  being  pre- 
pared by  J.  C.  Turgeon,  55  St.  Francois 
Xavier;  11  residences,  plans  being  pre- 
pared by  D.  Brown,  285  Beaver  Hall 
Hill;  residences,  plans  being  prepared 
by  Barrott  &  Blacklader,  10  Cathcart  St. 

O.  Cuierrier,  253  Carrieres  St.,  will 
erect  residence  shortly  costing  $6,000. 

N.  C.  Johnston,  260  St.  James  St..  will 
erect  residence  shortly. 

Goyette  &  Fils,  803  Laurier  E.,  will 
erect  residence,  stable  and  garage  cost- 
ing $10,000. 

J.  R.  Dagenais.  376  Marquette  St.,  is 
erecting  residence  costing  $6,800. 

F.  A.  Vipond,  300  Peel  St.,  is  making 
alterations  to  two  residences  costing 
$5,000  each. 

Moose   Jaw,  Sask. 

E.  K.  Jones  is  erecting  addition  to 
residence  costing  $8,000. 

Mount  Dennis,  Ont. 

Wm.  Codd,  2  Alco  Ave.,  is  erecting 
two  residences  costing  $3,000  each. 

Ottawa,  Ont. 

Caleb  Brookes,  590  Driveway  W.,  will 
erect  residence  shortly  costing  $8,000. 

A.  Davidson,  69  Grosvenor,  will  erect 
residence  costing  $6,800. 

Outremont,  Que. 

Estate  P.  E.  Paquette.  Montreal,  con- 
template  the   erection   of  apartments. 

Town  plans  to  erect  13  residences 
costing  $130,000.  Secy.-treas.,  E.  T. 
Simpson. 

Shawinigan  Falls,  Que. 

Ernest  A.  Labelle,  architect.  Fifth  St.. 
is  preparing  plans  for  erection  of  three 


residences  costing  $40,000     for  lielgo 
Can.  Pulp  &  Paper  Co. 

Shawinigan  Water  &  Power  Co.  are 
converting!  dub  house  into  ten  resi- 
dences by  day  labor;  cost,  $15,000. 

Steinbach,  Man. 

J.  S.  Rempel  will  erect  residence  cost- 
ing $5,000  by  day  lahor. 

St.  John's  Que. 

Singer  Mfg.  Co.,  Albert  St.,  plan  to 
erect  20  residences.  Manager,  1).  Cam- 
eron. 

St.  Louis  de  Champlain,  Que. 

Asselin  &  Denoncourt,  architects, 
Three  Rivers,  are  preparing  plans  for 
erection  of  boarding  house  costing  $10.- 
000  for  St.  Maurice  Lime  Co.,  St.  Louis 
de  France  and  Three  Rivers. 

South  Vancouver,  B.  C. 

J.  H.  Bowman,  architect,  716  York- 
shire Bldg.,  is  preparing  plans  for  erec- 
tion of  ten  residences  costing  $30,000. 

Three  Rivers,  Que. 

Antonio  Fourier  plans  to  erect  resi- 
dence costing  $6,000  by  day  labor. 

Aime  Dion.  De  LaVereudry,  is  erect- 
ing residence'  costing  $8,000  by  day  lab- 
or. 

Antonio  Dube,  De  La  Vereudry,  is 
erecting  residence  costing  $5,000  by  day 
labor. 

Elphebe  Beauchene,  near  Des  Com- 
missaires  St.,  is  erecting  residence  cost- 
ing $5,000. 

Eph.  Yillemure  is  erecting  tenements 
costing  $5,000. 

Odilom  Blanchette  plans  to  erect  four 
tenements  costing  $12,000. 

Toronto,  Ont. 

J.  G.  Jackson,  Kennedy  Ave.,  is  erect- 
in  residence  and  garage  costing  $10,000. 

Wm.  Comba,  112  Beresford  Ave.,  is 
erecting  residence  and  garage  costing 
$6,000. 

A.  Kelly,  care  Ansco  Co.,  347  Adelaide 
W.,  is  erecting  bungalow  costing  $6,000. 

Ontario  Builders  Ltd.,  Manning  Cham- 
bers, are  erecting  four  residences  costing 
$8,000  each.  Manager,  A.  M.  Shook. 

Lewis  Wilkes,  506  Annette  St.,  is 
erecting  two  family  residences  costing 
$15,000. 

Churchill  &  Morrell,  3  Orchard  Park 
Ave.,  are  erecting  residence  costing  $6,- 
500. 

F.  G.  Kinzinger,  155  Indian  Rd.,  is 
erecting  residence  costing  $5,000. 

J.  J.  Knight,  23  Silver  Ave.,  is  erecting 
residence  costing  $6,000. 

A.  McLean,  1116  Bathurst  St.,  is  erect- 
ing residence  costing  $7,000. 

A.  J.  Mockford,  64  Bedford  Park  Ave., 
has  plans  drawn  for  erection  of  resi- 
dence costing  $10,000. 

Wm.  J.  Nixon,  14  Columbine  Ave.,  is 
erecting  residence  costing  $5,000. 

J.  Jefferies,  244  Bain  Ave.,  is  erecting 
one  pair  of  residences  costing  $3,500 
each. 

E.  Shuter,  37  Greensides  Ave.,  is  erect- 
ing two  residences  costing  $6,000  each. 

F.  K.  Howson,  95  Neville  Park  Blvd., 
is  erecting  residence   costing  $7,500. 

W.  H.  Avison,  45  Glenlake  Ave.,  is 
erecting  two  residences  costing  $7,500 
each. 

R.  Muir,  15  Eastmount  Ave.,  is  erect- 
ing three  pair  of  residences  costing 
$4  500  each. 

Miller  Bros.,  324  Lauder  Ave.,  are 
erecting  two  residences  costing  $6,000 
each,  two  residences  costing  $5,500  each 
and  one  residence  costing  $5,000. 

N.  J.  Spence,  20  Silverbirch  Ave.,  is 
erecting    live    residences    costing  $6,000 


each,  and  has  plans  drawn  for  erection 
of  two  additional  residences. 

Mrs.  M.  Mitchell,  181  Melrose  Ave., 
has  plans  drawn  for  erection  of  resi- 
dence. 

Albert  Brickon,  396  Pape  Ave.,  is 
erecting  three  residences  costing  $4,000 
each. 

Thornton  &  Perrin,  39  Heintzman 
Ave.,  have  plans  drawn  for  alteration  of 
office  building  into  apartments.  Cost,  $5,- 
000. 

J.  Robertson,  154  Albertus  Ave.,  is 
erecting  residence  and  garage  costing 
$6,000. 

B.  W.  Clarke,  29  Quebec  Ave.,  is  erect- 
ing residence  costing  $7,000. 

Wm.  Saul,  102  Balmoral  Ave.,  is  erect- 
ing residence  costing  $6,000. 

Welland,  Ont. 

C.  J.    Barrett     is     erecting  residence 
costing  $6,000. 

Windsor,  Ont. 

Wm.  Tremblay,  357  Sandwich  St.  E., 
will  erect  two  flat  residence  costing  $5,- 
500. 

Winnipeg,  Man. 

A.  E.  Ham,  Electric  Rly.  Chambers, 
Winnipeg,  plans  to  erect  ten  cottages 
costing  $4,000  each. 

CONTRACTS  AWARDED 

Cornwall,  Ont. 

J.  E.  Plamandon  has  awarded  general 
contract  for  erection  of  three  residences 
costing  $4,000  each  to  Wm.  Lalonde. 

Halifax,  N.  S. 

C.  H.  Wright,  55  Coburg  Rd.,  placed 
the  general  contract  for  erection  of  resi- 
dence costing  $12,000  with  J.  K.  Hunter, 
152  Henry  St. 

Chas.  B.  Naylor,  174  South  St.,  placed 
the  general  contract,  masonry,  carpen- 
try, etc.,  for  erection  of  residence  cost- 
ing $8,000  with  L.  S.  DeLong,  156 
Spring  Garden  Rd. 

H.  H.  Courtney,  123  Jubilee  Rd.,  has 
awarded  general  contract  for  erection 
of  residence  to  J.  K.  Hunter,  152  Henry 
St.    Cost,  $8,000. 

H.  I.  Mathers,  Pickford  &  Black's 
Wharf,  placed  the  general  contract  for 
erection  of  residence  costing  $25,000 
with  S.  C.  Hiltz,  13  McCully  St. 

Hull,  Que. 

Dr.  Deraseer,  Laurier  Ave.,  awarded 
general  contract  erecting  residence  cost- 
ing $10,000  to  E.  Caron,  162  Champlain 
St. 

London,  Ont. 

A.  McPherson,  32  Grosvenor  St., 
awarded  general  contract  for  remodel- 
meiit  of  residence  into  duplex  to  Wm. 
Jeffery,  419  Simcoe  St.  Cost,  $11,000. 

Loreburn,  Sask. 

Bright  School  District  placed  the 
general  contract  erecting  residence  cost- 
ing $5,000  with  J.  Usborne. 

Moncton,  N.  B. 

A.  Wheeler,  Railway  Ave.,  has  the 
general  contract  for  erection  of  resi- 
dence costing  $5,700  for  A.  B.  Dobson, 
Ralph  Ave. 

Geo.  R.  Watts,  320  St.  George,  placed 
the  general  contract  erecting  residence 
costing  $5,000  to  J.  M.  Dougall,  108  King 
St. 

Montreal,  Que. 

A.  Payne,  108  Lacasse  St.,  has  the 
general  contract  for  alterations  to  resi- 
dence costing  $8,000  for  W.  M.  Kearns, 
330   Mountain  St. 

(Continued  on  pagre  58) 


Tenders  Wanted 

By  (he  Board  of  Education,  Belleville,  Out.,  for 
the  erection  of  a  ten-room  public  school.  Plana, 
specifications,  etc.,  may  be  seen  at  the  offices  of 
Beaumont  Jarvis,  Architect,  8  Campbell  Street, 
Belleville,  Ont. ;  E,  Teller  Arnoldi,  527  Confeder- 
ation Life  Bldg.,  Toronto,  or  at  MacLean  Daily 
Reports,  1547  Adelaide  St.  West,  Toronto. 

Sealed  tenders  to  be  addressed  to  Secretary- 
treasurer,   Board  of  Education,  Belleville. 

Tenders  close  June  16th. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

A  certified  cheque  of  10  per  cent,  must  accom- 
pany tender.  22-23 


Waterworks  System 

for  the 

Village  of  Milverton,  Ont. 


Sealed  and  marked  tenders,  addressed  to  Mr. 
Samuel  Petrie,  Milverton,  will  be  received  up 
to  8  p.m.,  Monday,  June  7th,  1920,  for  the  lay- 
ing, jointing  and  backfilling  of  cast  iron  water 
mains.  The  Municipality  will  supply  the  cast 
iron  pipe  and  specials;  the  Contractor  will  fur- 
nish all  labor,  yarn,  lead,  etc.,  necessary  for  the 
following   work  : — 

10,500  lin.  ft.  of  6  in.  pipe. 
1,350  lin.  ft.  of  8  in.  pipe. 
2,500  lin.  ft.  of  4  in.  pipe. 
Plans   and   specifications   may   be   seen   at  the 
office  of  the  Engineers. 

SAMUEL  PETRIE,  Reeve. 
THE  E.  A.  JAMES  CO.,  LIMITED, 
Engineers, 

36  Toronto  Street, 
21-22  Toronto,  Ont. 


Tenders  for 
Highway  Construction 

Sealed  tenders  will  be  received  at  the  office 
of  the  Provincial  Highways  Board,  Province  of 
Nova  Scotia,  Halifax,  N.  S.,  up  to  noon,  Sat- 
urday, June  12th,  1920,  for  the  construction  of 
the  following  roads: 

BRIDGEWATER-LUNENBURG  Road,  4  miles 

of  gravel  road. 
LUNENBURG-RIVERPORT  Road,  7  miles  of 

gravel  road. 

WINDSOR-HANTSPORT    Road,    7    miles  of 
gravel  road. 

WEYMOUTH-METEGHAN  Road,  10  miles  of 
gravel  road. 

GUYSBORO-TRACAD1E  Road,  4  miles  of  grav- 
el road. 

Plans  and  specifications  governing  such  work 
can  be  inspected  at  the  office  of  the  Chief  Engi- 
neer on  and  after  May  31st,  1920. 

Each  tender  for  the  work  must  be  accom- 
panied by  an  accepted  cheque  equal  to  ten  per 
cent.  (10  p.c.)  of  the  amount  of  the  tender. 
See  Paragraph  14,  General  Conditions  of  Con- 
tract. No  interest  will  be  paid  on  this  deposit 
while  it  is  held  by  the  Board.  Should  the  bid- 
der to  whom  the  contract  is  awarded  refuse  to 
enter  into  a  contract  with  the  Highways  Board 
within  five  (5)  days  after  the  notice  of  such 
award,  the  amount  of  such  cheque  may  be  for- 
feited to  the  Highways  Board. 

No  contract  will  be  awarded  to  any  party  or 
parties  who  cannot  show  a  reasonable  experience, 
acquaintance  with,  and  preparation  for,  the  pro- 
per performance  of  the  class  of  work  for  which 
tenders  are  submitted.  If  required,  each  bidder 
must  file  evidence  of  his  ability  to  execute  the 
work  to  be  contracted  for  to  the  satisfaction  of 
the  Board,  and  furnish  a  Guarantee  Company's 
Bond  to  the  amount  of  twenty-five  per  cent. 
(25  p.c.)   of  the  tender. 

The  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

J.  W.  ROLAND,  Chief  Engineer, 

Provincial  Highways  Board. 
Dated  May  22,  1920.  21  22 


The  Board  of  Education 

BELLEVILLE,  ONT. 


Sealed  tenders,  addressed  to  the  Secretary- 
Treasurer,  the  Board  of  Education,  Belleville, 
Ontario,  endorsed  with  the  words  "Tender  for 
Coleman  Ward  School." 

Plans,  specifications,  etc.,  may  be  seen  at  the 
office  of  Beaumont  Jarvis,  H  Campbell  Street, 
Belleville,  or  at  the  office  of  the  "Contract  Re- 
cord," Toronto. 

Tenders  will  be  received  until  June  10th  next. 

The  lowest  or  any  tender  will  not  necessarily 

be  accepted. 

The  plans  call  for  ten  standard  size  class 
rooms,  library,  and  a  large  auditorium.  22^23 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Grading,  Contract  No.  74,"  will  be  received 
by  the  undersigned  until  twelve  o'clock  noon  on 
Friday,  June  the  18th,  1920,  for  earthwork,  rock- 
work  and  other  necessary  work  on  the  Provincial 
Highway  in  the  Township  of  Elizabethtown. 

Specifications  and  forms  of  tender  may  be  seen 
on  and  after  Friday,  May  29th,  1920,  at  the 
office  of  the  Resident  Engineer,  Gananoque,  and 
at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany   each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required  when 
contract  is  signed. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department   of   Public  Highways, 

Toronto,   May  27th,  1920.  22 


TOWN  OF  OAKVILLE 
Province  of  Ontario 


Notice  to  Contractors 


Sealed  tenders  will  be  received  by  the  Chair- 
man of  the  Board  of  Water  and  Light  Commis- 
sioners, Oakville,  Ont.,  until  6  p.m.,  on  Tues- 
day, June  15th,  1920,  for  the  supplying  of  the 
following  material: — 

5,040  lin.  feet  12  inch  Cast  Iron  Water  Pipe  and 
Special  Castings. 
650  lin.  feet  12  inch  Steel  Water  Pipe. 
7,000  pounds   Structural  Steel. 
650   lin.    feet   insulating   covering   for   12  inch 
Steel  Pipe. 

Also  the  labor  and  certain  material  necessary 
for  :— 

Excavating   and   laying   5,640  feet   12   inch  Cast 

Iron  Pipe. 
Setting  valves,  hydrants  and  specials. 
Supporting  G50  lineal  feet  of  Steel  Pipe  on  Rail- 
way of  Viaduct. 
Constructing  reinforced  concrete  ducts. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  Board,  Oakville,  or  at  the  Engi- 
neer's office,  Toronto. 

No  tender  necessarily  accepted. 

C.  G.  MARLATT,  Esq.,  Chairman, 

MRS.   M.  C.   IRVINE,  Secretary, 

Board  of  Water  &  Light.  Commsrs. 

CHIPMAN  &  POWER, Engineers 
21-23  Toronto,  Ont. 


VILLAGE  OF  WROXETER 


The  Clerk  of  the  Village  of  Wroxeter,  Ont., 
will  receive  tenders  up  to  8  p.m.,  June  18th,  1920. 

for  the  construction  of  32,000  sq.  ft.  of  Cement 

Sidewalks. 

Plans  may  be  seen  at  Wroxeter  or  at  the  office 
of  the  County  Engineer,  Goderich,  Ontario,  after 

June  10th. 

D.  M.  MacTAVISH, 

Clerk. 

Wroxeter,  Ont. 

May  29th,  1920.  22 


To  Contractors 


We  will  receive  tenders  until  Saturday,  June 
5th,  for  supplying  the  material  and  construct- 
ing the  following  works  on  Edith  Cavell  Boule- 
vard from  William  Street  to  the  west  limit  of 
Lot  18,  south  of  the  London  and  Port  Stanley 
Railway  in  the  Village  of  Port  Stanley: — 

(1)  Approximately    18,208   square    feet    of   8  ft. 
Concrete  Sidewalk. 

(2)  Approximately   11,380   square   feet   of   5  ft. 
Concrete  Sidewalk. 

(3)  4,552  lineal  feet  of  Curbing. 

(4)  2,276  lineal  feet  of  Tarvia  Pavement. 
27  ft.  wide  with  3  ft.  gravel  gutters. 

Plans  and  specifications  may  be  seen  at  our 
office.  The  lowest  or  any  tender  not  necessarily 
accepted. 

JAMES  A.  BELL  &  SON, 
Civil  Engineers, 
22  Court  House,  St.  Thomas,  Ont. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  separate  sealed  tenders,  marked 
"Tender  for  Culverts,  Contract  No.  ,  will 

be  received  by  the  undersigned  until  twelve 
o'clock  noon  on  Wednesday,  June  16th,  1920,  for 
excavation,  construction  of  concrete  structures, 
and  other  necessary  work  on  the  Provincial 
Highway  in  the  following  Townships: 
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Contract 
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Contract 

A. 

Contract 
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Williamsburg,  Sec- 
Williamsburg,  Sec- 
Williamsburg,  Sec- 
Lancaster,  Section 
Lancaster,  Section 
Lancaster,  Section 
Augusta. 

of  Elizabethtown 


Specifications  and  forms  of  tender  may  be  seen 
on  and  after  Wednesday,  Many  26th,  1920,  at 
the  office  of  the  Resident  Engineer,  Cornwall, 
office  of  the  Resident  Engineer,  Gananoque,  and 
at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required  when 
contract  is  signed. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Public  Highways, 
Department  of  Public  Highways, 

Toronto,  May  25th,  1920.  22 


WANTED:  Carpenter  foreman  accustomed  to 
reinforced  concrete  construction.  Apply  Box 
201,  Contract  Record,  Toronto,  Ont.  22-23 


June  2.  1920 
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Notice  to  Contractors       Tenders  Wanted-       Tenders  for  Bridge 


Tenders  for  Sewers 


Tenders  will  be  received,  addressed  to  the 
Chairman  of  the  Board  of  Works,  City  Build- 
ings, St.  Catharines,  Opt,  up  to  five  o  clock 
p  m  Thursday,  June  10th,  1920,  for  the  con- 
struction of  Sewers  on  the  following  streets: 
Geneva  Street  South.  Moore  Street,  Thomas 
Street,  Lowell  Avenue,  John  Street  and  Ham- 
ilton Street. 

This  includes  1000  feet  of  10  inch,  287  feet^of 
12  inch,  375  feet  15  inch,  547  feet  18  inch,  ir>2 
feet  20  inch,  tile,  with  manholes,  connections, 
etc.  . 

Plans,  profiles  and  specifications  may  be  seen 
at  and  forms  of  tender  obtained  from  the  office 
of  the  City  Engineer.  Envelopes  containing  ten- 
ders must  be  plainly  marked  as  to  contents. 

All  tenders  must  be  accompanied  by  a  marked 
cheque  for  5  per  cent,  of  the  amount  of  the  ten- 
der, together  with  the  name  of  an  approven 
Guarantee  Company. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  P.  NEAR. 
9*>  City  Engineer. 


Tenders  for 
Horse  Barn 


Separate  tenders  for  the  work  included  in  tin- 
specifications  of  the  several  trades  mentioned  he- 
low  in  connection  with  the  erection  of  a  horse 
barn  at  the  Men's  Industrial  Farm  near  Thorn- 
hill,  Ont.,  will  be  received  by  registered  post 
only,  addressed  to  the  undersigned,  up  to  noon 
on 

Tuesday  June  15,  1920 

1.  Mason  Work,  Etc.  2.  Carpenter.  3.  Electric 
Wiring.     4.    Painting  and  Glazing. 

Plans  and  specifications  may  be  seen  and  forms 
of  tender  and  all  information  obtained  at  the 
office  of  City  Architect,  City  Hall,  Toronto.  En- 
velopes containing  tenders  must  be  plainly  marked 
on  the  outside  as  to  contents.  The  usual  condi- 
tions relating  to  tendering,  as  prescribed  by  City 
By-laws  must  be  strictly  complied  with,  or  ten- 
ders may  not  be  entertained.  Tenderers  shall 
submit  with  tender  the  names  of  two  personal 
sureties,  or  the  bond  of  a  guarantee  company 
approved  by  the  City  Treasurer.  The  lowest 
oj  any  tender  not  necessarily  accepted. 

T.  L.  CHURCH, 
22  Chairman  of  the  Board  of  Control. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  separate  sealed  tenders,  marked 
"Tender  for  Macadam,  Contract  No.  77,"  will 
b'e  received  by  the  undersigned  until  twelve 
o'clock  noon  on  Friday,  June  25th,  1920,  for 
earth  work,  rock  work  and  construction  of  Mac- 
adam roadway  and  other  necessary  work  on  the 
Provincial  Highway  in  the  Township  of  Thur- 
low,  from  the  city  of  Belleville,  easterly,  a  dis- 
tance of  two  miles. 

Plans  and  specifications  may  be  seen  on  and 
after  Friday,  June  4th,  1920,  at  the  office  of  the 
Resident  Engineer,  Napanee,  and  at  the  office 
of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when   contract  is  signed. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 

Department  of   Public  Highways, 

Toronto,  May  31st,  1920.  22 


Tenders  will  be  received  by  the  West  Gara- 
fraxa  Council  on  June  15th,  at  the  Wellington 
Hotel,  Fergus,  at  2  o'clock  p.m.,  for  the  erec- 
tion of  two  Concrete  Bridges,  one  on  25  Side- 
road,  Con.  4,  28-foot  span  beam  bridge ;  one  on 
20  Sideroad,  Con.  4,  28-ft.  span  beam  bridge. 
Also  a  concrete  floor  and  wing  walls  for  a  Steel 
Bridge  on  First  Con.,  known  as  Emdens  Bridge. 

Lowest  or  any  tender  not  necessarily  ac- 
cepted. 

JAMES  CAMPBELL, 

Clerk  and  Treasurer 
Dated  this  31st  day  of  May,  1920.  22 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Macadam,  Contract  No.  76,"  will  be  re- 
ceived by  the  undersigned  until  twelve  o'clock 
noon,  Friday,  June  25th,  1920,  for  the  construc- 
tion of  a  macadam  roadway  on  the  Provincial 
Highway  in  the  Township  of  Pickering  from 
the  Scarboro  Town  Line  to  Rouge  Hill. 

Plans  and  specifications  may  be  seen  on  and 
after  June  4th,  1920.  at  the  office  of  the  Resi- 
dent Engineer.  Port  Hope,  and  at  the  office  of 
the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when   contract  is  signed. 

W.  A.  McLEAN,  a 
Deputy  Minister  of  Highways. 
Department   of   Public  Highways, 

Toronto,  May  31st,  1920.  22 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  separate  sealed  tenders,  marked 
"Tender  for  Macadam,  Contract  No.  79,"  will 
be  received  by  the  undersigned  until  twelve 
o'clock  noon  on  Friday,  June  25th,  1920,  for 
the  construction  of  Macadam  roadway  and  other 
necessary  work  on  the  Provincial  Highway  in 
the  Township  of  Edwardsburgh,  between  the 
town  of  Prescott  and  the  village  of  Johnstown. 

Plans  and  specifications  may  be  seen  on  and 
after  Friday,  June  4th,  1920,  at  the  office  of  the 
Resident  Engineer,  Cornwall,  and  at  the  office  of 
the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department   of   Public  Highways, 

Toronto,  May  31st,  1920.  22 


For  Sale 


Hydro-Electric  Elevator  Machinery,  compris- 
ing one  10  H.P.  Motor,  Triplex  Pumps,  "Mason" 
Regulator  and  pilot  valve,  hydraulic  pressure  and 
open  tanks,  cylinder  and  piston,  3  in.  piping  and 
gate  valves,  sheaves  and  cables ;  the  whole  com- 
plete with  accessories.  Now  in  use  and  capable 
of  developing  a  pressure  of  90  lbs.  Apply  : — 
ESTATE  WILSON, 

43  Place  d'Armes  Hill, 
22-23  Montreal,  Que. 


Tenders  for  the  construction  of  a  42-ft.  steel 
girder  span  with  concrete  abutments  and  floor 
will  be  received  by  George  Oliver,  Clerk  of  the 
Township  of  Blandford,  Bright.  Ontario,  up  to 
2  p.m.  of  Monday,  the  14th  day  of  June. 

Plans  and  specifications  at  the  Clerk's  Office 
or  at  Engineer's  Office. 

F.  J.  URE  AND  SON, 

Township  Engineers, 
22  Woodstock,  Ont. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Grading,  Contract  No.  75,"  will  be  received 
by  the  undersigned  until  twelve  o'clock  noon  on 
Monday,  June  the  21st,  1920,  for  earthwork  and 
other  necessary  work  on  the  Provincial  Highway 
in  the  Township  of  Matilda. 

Specifications  and  forms  of  tender  may  be  seen 
on  and  after  Monday,  May  31st,  1920,  at  the 
office  of  the  Resident  Engineer,  Cornwall,  and 
at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

W.  A.  McLEAN, 
Deputy    Minister   of  Highways, 

Department    of    Public  Highways, 

Toronto,  May  27th,  1920.  22 


FOR  SALE 
Granite  Quarry  with  Crushing  Plant 

Well  located  as  source  of  supply  for  Highway 
work.  Will  consider  offer  for  part  cash  or  in- 
terest. Address,  Box  204,  Contract  Record, 
Toronto.  22-24 


For  Sale 


500,000  wire-cut  Brick,  $1S.00  per  M.  f.o.b. 
cars,  Hamilton.     Apply  ; — 

FRID  CONSTRUCTION   CO.,  LTD., 
22  Hamilton,  Ont. 


A  good  one-ton  elevator,  now  running,  price 
$350.  Adams  Cellboard  Company,  5  Defries 
Street.   Toronto.  22 


For  Sale 


1500  to  2000  piles,  30  ft.  to  50  ft.  long,  0  in.  to 
8  in.  at  smallest  end. 

To  be  delivered  from  Three  Rivers  by  rail  or 
boat.       Address  : — 

ROMEO  MORISSETTE, 
P.  O.  Box  507, 
22-23  Three  Rivers,  Que. 


Dipper  Dredge  For  Sale 

A  Dipper  Dredge.  Capacity  1J4  cubic 
yards.  Hall  26  ft.  x  73  ft.  ;  draught  5  ft.  6  ins. 
One  tug.  draught  5  ft.  6  ins.  Two  dumping 
scows  and  one  coal  scow.  In  perfect  condition. 
Ready  for  operations.  Address : — L.  E.  Du- 
fresne,  No.  2  Laviolette  Apartments,  Du  Chateau 
Street,  Three  Rivers,  Que.  22-23 


POSITION  WANTED — Superintendent  is  open 
for  engagement  on  any  class  of  Reinforced  Con- 
crete or  General    Building  Construction. 

I  have  the  experience  in  all  classes  of  Build- 
ings, also  Elevators  and  Bridges.  I  can  produce 
results.  Rest  references.  Box  925,  Contract  Re- 
cord, Toronto,  Ont.  22  23 
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For  Sale 

1—  C'A  x  10  Double  Drum  Buffalo  Hoist  with 
Boiler.  Apply  Thunder  H:iy  Harbour  Improve- 
ment Co.,  I'ort  Arthur,  Ont.  20  24 


For  Sale 

1600  pes.  Spruce  and  Jack  Pine  green  Piling, 
35    to    55    foot    lengths.      Apply    Thunder  Hay 
Harbour   Improvement  Co.,  Port  Arthur,  Ont. 
2 1 .22 


Wanted  — A  Trench  Excavator 

Second-hand,  Buckeye  make.  No.  3  or  4.  Ad- 
dress J.  E.  Thibaudeau,  72  Fourth  Street,  Shaw- 
inigan  Falls,  Que.  20-23 


WANTED — General  Superintendent  of  Con- 
struction for  a  large  Contracting  Firm,  doing 
principally  factory  building  and  reinforced  con- 
crete work.  Apply  Box  249,  Contract  Record, 
Toronto.  20-23 


Red  Cross  Sanitary  Survey  in  Eastern 
Europe  Outlined 

At  the  first  animal  conference  of  the 
General  Council  of  the  League  of  Red 
Cross  Societies,  held  at  Geneva,  Switz- 
erland, March  2  to  10,  1920,  Prof.  George 
C.  Whipple,  chief  of  the  Department  of 
Sanitation,  a  branch  of  the  General 
Medical  Department,  and  his  associate, 
Col.  F.  F.  Longley,  presented  an  out- 
lined of  proposed  activities.  These  in- 
clude sanitary  surveys  in  Eastern  Eur- 
ope to  lie  undertaken  with  three  prin- 
cipal objects:  (1)  To  ascertain  the  facts 
as  far  as  they  are  available;  (2)  to  de- 
monstrate the  value  of  sanitation  to  the 
community;  (3)  to  serve  as  the  basis  of 
public  health  measures  and  appropria- 
tions. It  is  expected  that  the  surveys 
will  be  conducted  jointly  by  sanitary 
engineers  and  physicians. 

The  sanitary  surveys  will  be  conduct- 
ed in  seven  parts,  as  follows:  (1)  The 
Locality;  (2)  Climate;  (3)  People;  (4) 
Vital  Statistics;  (5)  Sanitation;  ((>.) 
Health  Administration;  (7)  Special  Sur- 
vey Information.  Under  sanitation 
there  are  the  following  12  main  sub- 
divisions: (a)  Water  Supply;  (b)  Drain- 
age and  Sewerage;  (c)  Disposal  of  Hum- 
an Excreta;  (d)  Use  and  Disposal  of 
Animal  Manure;  (el  Refuse  Disposal; 
(f)  Disposal  of  the  Dead;  (g)  Sanita- 
tion of  Buildings;  (h)  Sanitation  of  the 
Air;  (i)  Control  of  Animals  and  Insects; 
(j)  Food  Sanitation;  (k)  Sanitation  of 
Transportation  Facilities;  (1)  Miscel- 
laneous Sanitary  Matters. 


To  Promote  Public  Hydro-Electric 
Projects  in  Georgia 

Government-owned  hydro-electric  de- 
velopments are  to  be  urged  by  an  or- 
ganization known  as  the  Municipal 
League  of  Georgia,  with  headquarters 
at  Albany,  Ga.,  with  M.  W.  Tift,  mayor 
of  that  city,  as  president.  The  League 
was  organized  about  a  year  ago,  for  the 
purpose  of  defeating  a  bill  in  the  legis- 
lature intended  to  prevent  towns  and 
cities  in  the  state  from  owning  their 
own  light  and  power  plants.  It  is  now 
devoting  its  attention  to  the  develop- 
ment, under  state  control,  of  municipal 
ownership  of  all  the  hydro-electric  en- 
ergy that  will  be  required  for  the  use 
of  the  state.  The  membership  is  com- 
posed of  mayors  and  other  officers  of 
the  towns  and  cities  of  the  state,  and 
each  town  or  city  has  one  vote  in  the 
direction  of  affairs,  regard'ess  of  the 
size  of  the  city. 
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Montreal,  Que. 

Kstate  C.  S.  Rodier,  35  St.  James  St., 
placed  the  general  contract  for  altera- 
tions to  residence  with  E.  Barabe,  40  1 
St.   Dominique  St.    Cost,  $15,000. 

E.  Hamel,  2105  Christophc-Colomb, 
placed  the  general  contract  erecting 
residence  costing  $8,000  with  D.  PaqU- 
ctte.   1170  De  la   Roche  St. 

Ottawa,  Ont. 

Bethel  Bros.,  Westboro,  Ont.,  have 
general  contract  For  erection  of  resi- 
dence costing  $5,0Q0  for  Mr.  Aberctom- 
bie. 

\Y.  A.  Purdy  placed  the  general  con- 
tract for  erection  of  residence  costing 
$5,000  with  L.  F.  Green,  Westboro,  Ont. 

Ottawa  Housing  Commission,  54  Ri- 
deau  St.,  awarded  general  contract  for 
erection  of  residence  costing  $5,000  and 
two  residences  costing  $10,000  to  Beth- 
ell  Bros.,  Westboro,  Ont. 

David  Younghusband,  322  Cooper  St., 
has  placed  the  general  contract  for 
erection  of  residence  costing  $5,000  with 
A.  Burton,  10  Melrose  Ave. 

Okanagan  Landing,  B.  C 

J.  C.  Dun  Waters,  Fintry,  B.  C,  placed 
the  general  contract  for  erection  of  resi- 
dence, barns,  etc.,  costing  $50,000  with 
Coffin  &  McLennan,  1701  Broadway  W., 
Vancouver.  Architects,  Honeyman  & 
Curtis,  Credit  Foncier  Bldg.,  Vancouver. 

Outremont,  Que. 

A.  Cloutier,  600  Fabre  St.,  is  archi- 
tect and  general  contractor  for  S.  W. 
Cuthbeft,  2485  I 'ark  Ave.,  on  erection 
of  residence  costing  $10,000. 

Point  Grey,  B.  C 

J.  Laing,  Burnaby  Lake,  has  the  gen- 
eral contract  for  residence  costing  about 
$7,000  for  Chas.  A.  Wickens,  1063  Bal- 
four Ave.,  Vancouver. 

P.  G.  Evans,  1728  Haro  St.,  placed  the 
general  contract  erecting"  residence  cost- 
ing $15,000  with  S.  J.  Newitt,  954  17th 
Ave.   W.,  Vancouver. 

Quebec,  Que. 

Leo  Legare,  1185  St.  Valier  St.,  placed 
the  general  contract  for  erection  of  ad- 
dition to  residence  costing  $11,000  with 
Chrys  Jobin,  182  Latourelle  St. 

Saskatoon,  Sask. 

A.  Rutherford,  806  Spadina  Cres.,  Sas- 
katoon, has  the  general  contract  erecting 
residence  for  Prof.  Morton,  University 
of  Sask.,  Saskatoon. 

J.  K.  Ferguson,  Bank  of  Commerce 
Bldg.,  has  awarded  general  contract 
erecting  residence  costing  $8,000  to 
J    Inskif,  715  Lome  Ave. 

St.  John,  N.B. 

St.  John's  Housing  Commission  has 
awarded  contract  for  erection  of  twenty 
residences  to  Rourke  &  Griffiths,  City 
Line,  St.  John. 

St.  Vital,  Man. 

II.  Winder,  Horace  and  St.  Joseph. 
Norwood,  Man.,  has  the  general  contract 
erecting  residence  costing  $5,500  for  Mr. 
Smith,  27  Eugene  Apts.,  Norwood. 

Three  Rivers,  Que. 

Arthur  Cloutier,  St.  Paul  St.,  has  plac- 
ed the  general  contract  for  erection  of 
two  tenements  costing  $8,000  with  Jos. 
Roisvert,  37  Des  Commissaires. 

II.  Frechette)  St.  Oliver  St.,  placed 
the  general  contract  erecting  tenements 
costing  $10,000  with  Ovide  Milot. 
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Toronto,  Ont. 

50  bungalows  costing  $5,000  to  $12,001) 
each  for  Dodds  Ltd..  C.P.R.  Bldg.:  Gen- 
eral contract,  M.  Hockeridge,  Lambton 
P.  Q.j  heating,  electrical  work  and 
plumbing,  John  H.  Doughty,  Stanley 
Ave.,  Mimico  Beach;  plastering,  Jas. 
Mathers,  care  M.  Hockeridge. 

A.  M.  Bowater,  7  Gloucester  St.,  plac- 
ed the  general  contract  erecting  27 
residences  costing  $2,500  each  with  A. 
J.  Chambers,  38  Woods  Ave. 

J.  R.  Bell,  care  Business  Systems  Ltd., 
52  Spadina  Ave.,  placed  the  general 
contract  erecting  two  pair  of  residences 
costing  $3,500  each  with  H.  Addison 
Johnston,  412  Lake  Front. 

Union  Point,  Man. 

J.  W.  Cory,  Union  Point,  Man.,  placed 
the  general  contract  erecting  residence 
and  barn  with  E.  Toupin.  Cost,  $6,000. 
Vancouver,  B.  C. 

City  awarded  general  contract  for  resi- 
dence costing  $5,490  under  housing 
scheme  to  C.  W.  Purdy,  1348  Barclay 
St. 


Power  Plants,  Electricity  and 
Telephones 

Edmonton,  Alta. 

Alberta  Dept.  Telephones  contem- 
plates the  erection  of  addition  to  tele- 
phone building.  Architect,  A.  M.  Jef- 
fers,  202  McLeod  Blk.,  Edmonton. 

Thornbury,  Ont. 

Thornbury  Electric  Lighting  Co.  will 
start  work  on  construction  of  electric 
lighting  plant  costing  $15,000.  Chairman, 
Harry  Fed  well. 

CONTRACTS  AWARDED 
Toronto,  Ont. 

Toronto  Hydro  Electric  Commission, 
226  Yonge  St.,  has  awarded  general  con- 
tract for  erection  of  addition  to  Hydro 
sub-station  costing  $50,000  to  Witchall 
&  Son.  156  St.  Helen's  Ave. 


Miscellaneous 

Hamilton,  Ont. 

City  plans  to  erect  two  additional 
shelters,  steel  frame,  galvanized  iron. 
Chairman.  Aid.  Cooper,  11  Undermount 
Ave. 

West  London,  Ont. 

Syndicate  will  have  plans  prepared  for 
erection  of  new  arena  and  grandstand. 
Interested.  Geo.  Little,  care  Robinson 
Little  Co. 

CONTRACTS  AWARDED 
Sarnia,  Ont. 

City   awarded   general     contract  for 
erection   of    stables    costing    $6,500  to 
R.  B.  Murray,  Vidal  St. 
Stony  Beach,  Sask. 

T.  W.  Poyser,  Stony  Beach,  has  plac- 
ed the  general  contract  erecting  barn 
costing  $10,000  with  A.  J.  Kent.  Moose 
Jaw. 


Fires 

Lauzon,  Que. 

Fire  destroyed  residence  and  barn  of 
Almanzor     Letourneau,     St.  Joseph  de 
Levis.    Loss,  $10,000. 
Milford,  N.  B. 

Fire  destroyed  bakery  of  Dwyer  Bros.. 
Jos.  Dwyer.  manager;  loss.  $50,000.  Will 
rebuild. 

Montreal,  Que. 

Fire  destroyed  school;  loss,  $50,000. 
School  Commission  will  rebuild  shortly. 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 


WRITE  FOR  PRICES  AND  SPECIFICATIONS 

THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative: 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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THE  CANADIAN 

SURETY  CO. 
CONTRACT  BONDS 

Automobile,    Burglary,    Plate  Glass 
Insurance 

Head  Office:  26  Wellington  Street  E. 
TORONTO 

Branch  Offices: 
Montreal  Toronto  Winnipeg 

Maximum  Service.      Minimum  Caul. 


MONEY 

To  Loan 


We  have  at  present  funds 
available  for  building  loans 
on  dwellings,  apartments, 
houses  or  new  moving  pic- 
ture theatres. 

Payments  advanced  on  pro- 
gression. 

We  also  purchase  second 
mortgages. 

H.  A.  MORINE 

604  KENT  BUILDING 
TORONTO 


«3oni>  To*. 


Give  us  a  call  on  your 
next  contract  where  a 
Bond  is  required  and  test 
our  service. 


InitFft  &tatp0  Jfft&flttg  Sc 
(guaranty  (Enmpang 


Resources  Over  - 
Canadian  Securities 


$20,000,000 
$1,162,000 


Iliad  Office 
36  Toronto  St.  •  TORONTO 

Branch  Officii 
Pari.  Building     ■  WINNIPEG 
112  Si.  J         v   •  MONTREAL 

'•>ll»'  B,  I  I  K  MA  I  I'll  K 

Il...f'.  f. 

SI  UN  HI  W.  RAND,  AM  Cnrnt  Mmitt 
W.  <     KlkKfATHICK.    '  ...J„.  \„. .(.,,. 


ffmnimmrnTiiniimtnTmrmrTrmmniiniiiiiiiiiMinniin 


California  Water-Power  Needs  In- 
creasing 

Normal  industrial  and  commercial 
growth  of  California,  and  the  power  de- 
mand incidental  thereto,  will  require  the 
increase  of  electrical  generating  facili- 
ties at  the  rate  of  60,000  kw.  per  an- 
num, according  to  the  estimates  recently 
made  by  the  Railroad  Commission,  of 
that  state.  To  meet  these  needs  the 
requisite  expenditure  is  estimated  to  be 
about  $20,000,000  annually. 

There  are  now  tinder  way  four  large 
hydro-electric  projects  in  California,  the 
completion  of  which  will  require  a  total 
expenditure  of  about  $25,000,000,  ac- 
cording to  the  Railroad  Commission  re- 
port. These  projects  (which  do  not  in- 
clude the  1  letch  Jletchy  development) 
are  expected  to  be  completed  within  a 
year,  and  will  increase  the  energy  avail- 
able ill  the  state  by  about  120,000  kw. 
They  are  the  Caribou  plant  of  the 
Great  Western  Power  Co.  on  the  heath- 
er River,  the  Kerckhoff  plant  on  the 
San  Joaquin  River,  the  Kern  River 
Plant  No.  ;i  of  the  Southern  California 
Edison  Co.  and  San  Francisquitc  >  1'lant 
No.  2  on  the  Los  Angeles  aqueduct. 

In  addition  to  these  it  should  be  not- 
ed that  the  Pacific  Gas  and  Klectric 
Co.  has  recently  raised  the  height  of 
its  Lake  Spaulding  dam,  purchased  and 
added  to  its  system  the  power  produc- 
tion facilities  of  the  Northern  Califor- 
nia I'owcr  Co.,  has  under  way  plans  to 
lease  the  properties  of  the  Sierra  and 
San  Francisco  Power  Co.  and  is  consid- 
ering a  power  development  on  the  Pitt 
River  in  northern  California. 

There  are  7;>  hydro-electric  plants  in 
the  state  and  50  steam  plants,  the  com- 
bined installed  capacity  of  which  totals 
770.000  kw.  During  1918,  75  per  cent, 
of  the  total  number  of  kilowatt-hours 
produced  was  developed  in  water-power 
plants.  Due  to  the  absence  of  construc- 
tion in  the  past  few  years,  the  produc- 
tion of  energy  from  all  sources  is  now 
far  below  the  amount  required  to  meet 
present  demands. 


Physical  Effects  of  Pneumatic  Tools  on 
Limestone  Workers 

Effects  of  pneumatic  tools  on  the 
hands  of  workmen,  reported  by  the 
Bureau  of  Mines,  have  been  investigated 
by  Dr.  F.  M.  Barnes  of  St.  Louis,  who 
was  retained  by  the  operators  to  study 
conditions  in  the  Bedford  (Ind.)  lime- 
stone region.  The  workers  are  subject 
to  a  disorder  particularly  of  the  left 
hand,  known  as  "white  fingers".  The 
first  effect  is  described  as  a  feeling  of 
coldness  and  pricking;  the  fingers  then 
turn  white  and  become  numb.  If  the 
hands  are  warmed,  rubbed  or  exercised 
the  abnormal  feeling  soon  passes.  It 
is  a  temporary  condition  creating  no 
permanent  disability  nor  connecting  it 
with  any  known  disease.  The  cause  is 
(1)  mechanical  irritation  of  the  skin,  (2) 
continued  muscular  contraction  of  a 
cramping  nature,  (3)  low  temperature. 
The  latter  is  the  most  important,  for 
the  condition  occurs  in  winter  only.  It 
cannot  be  attributed  to  the  pneumatic 
tools  alone,  for  it  does  not  appear  in 
summer  when  these  tools  are  most 
used,  and  it  affects  also  stone  workers 
who  chisel  and   mallet  only. 

Suggestions  to  prevent  occurrence  of 
the  ailment  are  to  keep  the  tool  warm. 
An  enlargement  and  covering  of  the 
chisel   shank  would     also    constitute  a 


marked  improvement  by  making  it  pos- 
sible to  hold  the  chisel  without  cramp- 
ing the  hand.  Gloves  help  and  the  dis- 
order diminishes  if  the  workman  dis- 
continues the  prevalent  practice  of 
blocking  the  exhaust  with  the  thumb 
or  finger  of  the  right  hand  forcing  a 
draft  of  cold  air  along  the  chisel  to  the 
fingers  of  the  left  hand. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
Branches  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also  Bonds  for  Special  Purposes 


To  Road  Contractors 

Large  manufacturers 
of  bituminous  road  ma- 
terials wish  to  get  in 
touch  with  large  road 
contractors  with  a  view 
to  supplying  best  qual- 
ity standard  specifica- 
tion road  tars  on  mutu- 
ally advantageous 
terms. 

Apply 

Dominion  Tar  &  Chemical  Co. 

171  St.  James  Street 
MONTREAL 


Reliable  Advance 
Information  For  You 

The  success  of  every  business  de- 
mands it.  Are  your  travellers  mak- 
ing productive  calls  or  are  they 
wasting  time  on  "missionary" 
work  and  hazy  tips?  MacLean 
Reports  on  your  desk  every  morn- 
ing give  you  definite  information 
of  contracts  for 

Building  and  Engineering 

that  you  might  otherwise  never 
hear  of.  Give  you  concrete,  re- 
liable "prospects"  that  mean  a  big 
percentage  of  orders.  Hundreds  of 
the  best  houses  use  us  year  after 
year.     Why  not  you? 

Write  for  full  information. 
MacLean  Daily  Reports,  Limited, 
345  Adelaide  St.  West,  Toronto 


M 


a c Lean 

REPORTS 
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Plibrico  Jointless 
Fire  Brick 

Replaces  firebrick  and  fireclay 
for  all  purposes.  Applied  by  any 
handyman. 

Flintex  Concrete  Hardeners  and 
Dustproofers  Liquid  and  Integ- 
ral Powder. 

Made  in  Canada 

Exterior    and   Interior  Boiler 
Treatments. 

Roofing  and  Waterproofing 
materials. 

Wood  Preservative  and  Paints. 

Beveridge  Paper  Co.,  Limited 

628-630  St.  Paul  Street  West,    -  Montreal. 


OxyAcetylene  \velding  and  Cutting 


The  Rivets  Have 
Been  Burned  Out 

Consider  the  case  with  which  Oxy-acetylenc  ac- 
complishes the  most  trying  operation  that  comes 
to  any  ship-yard — repair  work  on  framing  and 

plating. 

Compare  this  modern  method  of  cutting  out 
rivets,  of  severing  frames,  of  sundering  plating 
to  the  ohsoletc  method  of  the  cold  chisel,  drill 
and  hack-saw.  It's  like  comparing  the  craft  of 
Columbus  to  the  enormous  ships  of  today. 

In  the  ship-yards,  in  fact  wherever  welding  and 
cutting  is  done 


DISSOLVED  ACETYLENE 

"The  Universal  Gas  with  the  Universal 
Service." 

is  the  one  supreme  gas  to  use  in  welding  and 
cutting  operations. 

And  advantageous  as  this  ease  of  cutting  out 
damaged  parts  with  the  oxy-acetylene  blow-pipe 
i^.  this  splendid  tool  has  also  the  power  to  join 
the  metals  together  again,  and  the  joining  will 
have  all  the  qualities  of  the  metals  joined. 

There  are  so  many  reasons  why  Prest-O-Lite  is 
'■specially  adapted  for  the  particular  work  of 
ship-yards  lhat  we  invite  you  to  ask  us  all  of 
them. 

Prest-O-Lite  Company 
of  Canada,  Limited 

Dept.  C.  105,  Prest-O-Lite  Building 
TORONTO  -  CANADA 

Branches:      MONTREAL      TORONTO  WINNIPEG 

Plants  at: 

Toronto,   Ont.  St.   Boniface,  Man. 


Merritton,  Ont. 


Shawinigan  Falls,  P.Q. 


Worlds  Largest  Makers  of  Dissolved  Acetylene 
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BARRETT  PRODUCTS  are  the  final  result  of  exhaustive 
research  and  manufacturing  experience  that  covers  half 
a  century.  This  is  why  they  are  the  best — and  they  have  been 
proven  by  many  thousands  of  satisfied  users  in  Canada. 


Elastigum  Plastic  Patching  Cement 


Elastigum  is  composed  of  a  heavy  bituminous 
base,  combined  with  slow-drying,  waterproof  oils 
and  a  sufficient  proportion  of  mineral  fiber  to 
give  it  consistency  and  holding 
power. 

Elastigum  is  remarkably  tena- 
cious and  retains  its  toughness 
and  elasticity  over  long  periods, 
regardless  of  temperature  or 
weather  conditions,  expanding  and 
contracting    in    conformity  with 


any  surface  to  which  it  is  applied,  whether  metal, 
stone,  concrete,  wood  or  even  such  highly 
glazed  surfaces  as  glass,  glazed  brick  or  terra- 
cotta. Tt  is  known  as  the  "plastic  cement  of  a 
thousand  uses." 

No  heating  or  mixing  necessary.  Elastigum 
comes  to  you  all  ready  for  use,  in  the  following 
sized  packages:  1  -lb.  tins  (cases  of  24  cans), 
5-lb.  packages  (12  to  the  case);  25-lb.  packages, 
100-lb.  packages,  x/2  barrels  or  about  300  lbs., 
and  barrels  of  about  600  lbs. 


Everjet 
Industrial  Paints 


Railroads  and  manufac- 
turing companies  through- 
out the  Dominion  find 
constant  use  for  these 
"  Proven  Protective 
Paint  s."  Exceptionally 
durable     and  absolutely 

water-proof,  as  well  as  non-corrosive,  they  are  the 
most  popular  of  all  Barrett  products. 

Barrett  Industrial  Paints  include-  — 
Everjet  Boiler  Paint  Everjet  Bridge  Paint 

Everjet  Roof  Paint  Everjet  Pen-stock  Paint 

Everjet  Smoke-stack  Paint  Everjet  Machinery  Paint 
Put  up  in  1,  5,  and  10  gallon  cans,  half  barrels  and 
barrels.  Our  Se»vice  Department,  composed  of 
experienced  chemists,  will  be  glad  to  help  you  solve 
your  paint  problems. 


Nox-Aer-Leek 
Boiler  Setting  Cement 

A  leaky  boiler-setting  is 
fatal  to  fuel  economy,  and 
every  brick  boiler  setting 
is  more  or  less  leaky. 

Barrett  Nox-Aer-Leek 
overcomes  this  condition. 
It  is  a  plastic  cement  of 
elastic  bitumen,  fused  witli  non-drying  oils  and 
asbestos  fiber.  Applied  to  the  exterior  walls,  it  ren- 
ders boiler  settings  absolutely  air-tight  and  moist- 
ure-proof. 

You  will  find  it  sound  economy  to  use  Nox-Aer- 
Leek.  Its  small  cost  is  repaid  many  times  over  by 
the  saving  in  fuel  expense. 

Put  up  in  V2  barrels  (about  300  lbs.)  and  barrels 
(about  550  lbs.). 


//  your  dealer  cannot 'supply  you  with  these  "Proven  Products'"  write  us  and  we  will. 


ST.  JOHN.  N.B.  HALIFAX,  N.S. 
SYDNEY,  N.S. 


MONTREAL  TORONTO 
WINNIPEG  VANCOUVER 
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MEAD-MORRISON 


LMM, 


HOISTING  ENGINES 

Contractors'  Equipment 

Manufactured  in  Canada 


Clam  Shell  Buckets 
Orange  Peel  Buckets 
Derricks 
Derrick  Irons 
Steam  Hoists 
Electric  Hoists 


Put  Your  Problem  Up  To  Us! 


CANADIAN  MEAD-MORRISON  CO 

LIMITED 

285  BEAVER  HALL  HILL 
MONTREAL 


WLLL  AND  ONT 


BOOKS 

for  Engineers 
and  Contractors 


The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

"Concrete-Steel  Construction."  Part  1 — Buildings.  Second 
edition,  recently  published.  A  treatise  upon  the  elementary 
principles  of  design  and  execution  of  reinforced  concrete 
work  in  buildings,  by  Henry  T.  Eddy  and  C.  A.  P.  Turner, 
477  pages,  illustrated.     Price,  $10.00. 

"Hand  Book  of  Hydraulics,"  by  Horace  Williams  King.  1st 
edition   just    published   by    McGraw-Hill    Book   Co.,  Inc. 

424  pages.     Price  $2.50. 

History  of  Bridge  Engineering,  by  Henry  Gratton  Tyrrell, 
C.E.    480  pages,  illustrated.     Price  $5.00. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.     First  edition,  just  published  by  the  McGraw-Hill 

Book  Co.    271  pages,  illustrated.    Price  $3.00. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.  295  pages,  illustrated.  Price  $1.50. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Book  Company,  387  pages.     Price  $4.75. 

Relief  from  Floods.  The  Fundamentals  of  Flood  Prevention, 
Flood  Protection  and  the  means  of  determining  proper 
remedies.  By  John  W.  Alvord  and  Charles  B.  Burdock. 
First  edition  just  published,  by  McGraw-Hill  Book  Com- 
pany, Inc.     175  pages,  illustrated.     Price  $2.50. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
by  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.    Price  $2.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.    Price  $2.00. 

"Use  of  Water  in  Irrigation,"  by  Samuel  Fortier.  Second  edi- 
tion.   Published  by  McGraw-Hill  Book  Company,  1916.  325 

pages,  illustrated.     Price  $2.50 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   843  pages,  illustrated.     Price  $6.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  Company.    485  pages,  illustrated.  Price 

$6.00.  , 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$6.00. 

Contract  Record 
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Tune  2,  1920 


THE  CONTRACT  RECORD 


65 


"JAEGER 


99 


Efficiency  -  Speed  -  Economy 


These  three  qualities  are  essential  to  successful  con- 
tracting machinery,  and  every  one  is  found  in  a 
"  Jaeger." 

Our  '"Jaeger  Mix-A-Minute"  is  manufactured  in  all 
sizes,  one  to  fill  each  need. 


Write  for  Catalogue 


The  Jaeger 
Machine  Co. 

220  Dublin  Ave.,  Columbus,  Ohio 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.    .  SAULT  STE.  MARIE,  ONT. 

171  St.  James  Street,  MONTREAL 
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CRANES 


Heavy  Mill 

Crane 
Patented 


T 

Made  in 
Canada 


Electric  and  Hand  Traveling  Crane* 
Electric  and  Air  Hoists 

NORTHERN    CRANE   WORKS,  LTD. 

WALKERVILLE,  ONT. 


IDEAL 
Block-making  Equipment 

turns  out  building  units  of  the 
highest  type,  absolutely  true  to 
measurements,  and  therefore 
popular  with  the  man  who  lays 
them,  satisfactory  to  the  man 
who  buys  them,  and  profitable 
for  the  man  who  makes  them. 
Can  be  made  without  previous 
experience.  Write  for  full  par- 
ticulars to 

Ideal    Concrete  Machinery 

Company,  Limited 
Box  250,  Windsor,  Ontario 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 


Montreal  Office— Phone  Westmount  6800 


Crushed  White  Stone 
Marble  Dust 

Graded  from  x/2  n  to  dust,  makes 
concrete  look  better,  for  facing 
blocks,  bricks,  etc.  Unsurpassed 
for  stucco,  white  plastering,  floor 
finish.    Samples  and  prices. 

White  Star  Mine,  Haliburton,  Ont. 



Toronto  Office — 20  Victoria  Street 


Railway  and  Track  Supplies 

For  Lumber  and  Contractors' 
requirements 

Rails,  Locomotives,  Accessories, 
Cars,  Lion  Brand  Babbitt  Metal 

Correspondence  solicited 

Sessenwein  Bros.,  Montreal 
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The  Policy  Behind  the  Goodyear 
Cord  Tire  Built  This  Better  Hose 


MORE  motorists  would  not  be  rid- 
ing on  Goodyear  Tires  than  on  any 
other  brand,  if  Goodyear  scientists 
had  been  satisfied  with  orthodox  methods 
of  tire  building. 

Neither  would  Goodyear  Industrial 
Hose  possess  the  qualities  that  enable  it 
to  give  longer,  more  satisfactory  service, 
if  old-fashioned  methods  had  been  fol- 
lowed in  its  construction. 

Modern  industry's  methods  were  studied  ex- 
haustively to  ascertain  the  conditions  industrial 
hose  must  meet  in  use.  Then  new  formulae 
were  created,  new  and  more  exacting  standards 
set — resulting  in  a  better  hose,  capable  of  stand- 
ing up  under  the  severest  service. 

The  long  service  given  by  Goodyear  Air  Drill 
and  Goodyear  Pneumatic  Tool  Hose  in  mines, 
quarries,  shipbuilding  yards  and  structural 
work — where  it  is  dragged  over  rocks  and  steel 
girders,  beaten  by  ore  and  building  materials- 
is  evidence  of  the  thoroughness  of  construction 
of  all  Goodyear  Industrial  Hose. 


The  cover  on  any  sir  drill  or  pneumatic  tool 
hose  is  prominently  responsible  for  the  life  of 
the  hose.  The  extra-heavy  coyer  of  tough, 
white  rubber  on  Goodyear  Air  Drill  and  Good- 
year Pneumatic  Tool  Hose  resists  wear  and 
greatly  prolongs  the  life  of  the  hose. 

Inside  this  hard-wearing  cover  is  a  special, 
oil-resisting  inner  tube,  and  a  fabric  of  such 
strength  that  five- ply  is  found  as  satisfactory  as 
six  or  seven-ply  of  old-style  liose. 

Records  of  Goodyear  Air  Drill  Hose  giving 
from  18  months  to  2  years'  service  arc  in  our 
files.  We  have  similar  records  of  long,  satis- 
factory service  and  lessened  hose  costs,  due  to 
the  use  of  Goodyear  Industrial  Hose  in  other 
classes^f  work. 

Let  a  Goodyear  man  specify  the  particular 
kind  of  Goodyear  Industrial  Hose  that  will 
lessen  hose  costs  in  your  plant.  No  obligation. 
Phone,  wire  or  write  the  nearest  branch. 

The  Goodyear  Tire  &  Rubber  Co. 
of  Canada,  Limited 

BRANCHES— Halifax.  St.  John.  Quebec.  Montreal. 
Ottawa.  Toronto,  Hamilton,  London.  Winnipeg, 
Regtna.  Saskatoon,  Calgary,  Edmonton.  Vancouver. 
Service  stocks  in  other  cities. 


GOODfYEAR 


MADE  fe^niN  CANADA 


INDUSTRIAL  HOSE 
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Manufacturing  Plant  for  W.  Harris  Co. 

Ltd.,  Keating  St.,  Toronto.   4  storeys  and 

basement.  Reinforced  concrete  beam  and 
girder  construction.    Built  by 

ARCHIBALD  &  HOLMES 

LIMITED 

Engineers  and  Builders 

306   Continental   Life  Building 

TORONTO         -  CANADA 


Nova  Scotia  Steel  &  Coal  Company,  Ltd. 

Beg  To  Announce 

That  their  new  steam-hydraulic  forge  shop  is  now  in  opera- 
tion, as  also  is  their  recently  installed  "Harmet"  fluid  com- 
pression-plant. 

These  improvements  bring  "  Scotia's"  equipment  abreast 
of  the  best  foreign  forges. 

They  are  accordingly  open  to  supply  forgings  of  all  shapes 
and  sizes.  Made  of  ordinary  or  fluid  compressed  open- 
hearth  steel,  and  satisfying  the  most  severe  specifications. 


Head  Office 


For  Prices  and  Particulars  Apply  to 

New  Glasgow,  N.  S. 


wlr 

ETHODM 

It  is  a  clean-cut,  complete  and  practical  method  of  pipe 
insulation.  The  kind  that  highly  trained  technical  men  and 
practical  operating  engineers 
both  approve.  Bulletin  No.  1 
explains  RlC-wiL  simplicity 
and  other  features. 
Write  for  it  to-day. 


^Ric-wiL 

COM  PA  N  "Y 


i^iiiifiiliiiiiliiiliiiiiililiiiliiiiilK 


ROAD  SCRAPER  BLADES 

Renew  your  old  wheeled  scraper  bowl  with  the  ECONOMY 
REPAIR  BLADE.  Any  blacksmith  can  attach  it  by  cutting  the 
edge  of  the  bowl  square,  drilling  holes  to  match  these  in  the  blade 
and  riveting  it  to  the  bowl. 

A  trial  will  convince  you  that  the  use  of  these  blades  is  genuine 
economy. 


ECONOMY  REPAIR  BLADE 

These  blades  are  made  of  steel  6  in.  wide  by  3  116  in.  thick,  giv- 
ing a  new  cutting  edge  3  in.  wide  and  allowing  3  in.  to  lap  top 
and  bottom  where  it  is  riveted  on  the  bowl.  Road  Scraper  Blades 
and  moldboanls  to  lit  all  makes  of  machine.  Prompt  shipments 
from  stock;  over  150  patterns. 

SHUNK  PLOW  COMPANY,  Bucyrus,  Ohio 
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Steel  Plate  Work 


Steel  Tanks 
Stand  Pipes 
Smoke  Stacks 
Boiler  Breachings 
Riveted  Steel 

Pipe 
Steel  Bins 
Hoppers 


Structural  Steel 
Work 


Send  us  your  speci- 
fications 


Quality  &  Service 


William  Hamilton  Co. 

Limited 

Peterborough,  Canada 


Safeguard  Your  Plants 
and  Property 


against  loss 
or  damage 
by  fire  by 
installing 
Fire  -  proof 
Doors  of 
approved 
make. 


Our  plant  is  equipped  with  special  machinery  for 
manufacturing  these  doors. 

We  also  specialize  in  Kalamein  Doors,  Windows  and 
Mouldings,  Steel  Doors,  etc.    Roberton  Patent  Lock 
Metal  Weather-stripping  for  Doors  and  Windows — 
Saves  20  per  cent,  of  your  fuel  consumption. 
Give  us  a  call — we  can  save  you  money. 

ROBERTON  -  OLSEN 

LIMITED,  INC. 

Head  Office  &  Factory:    Ft.  of  Cherry  St.,  Toronto 

Phone  Adelaide  4093 

Agents  at  Vancouver,  Medicine  Hat,  Ottawa,  Kingston, 
Montreal,  Halifax. 


Wire  Guards 

for  Windows  and  Skylights 

Wire  Partitions 
Wire  Screens 

for  Sand  and  Gravel 


Wire  Work 


of  all  kinds 


C.  H.  Johnson  &  Sons,  Ltd 


Wire  Works  :  St  Henry,  Montreal 
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SARNIA  BRIDGE  CO.,  LIMITED 

Structural  Steel  Boiler  Tubes 

Alloy  Steel  Road  Drags 

Warehouse  Stock   of   All   Kinds   for   Quick  Shipment 


TORONTO  OFFICE: 
HEAD  OFFICE : 


103  Pacific  Building. 
SARNIA,  CANADA. 


Phone  Main  3444 
Phone  289 


STEEL  for  PERMANENCE 


The  All  Steel  Elevated  Water  Tank  is  the  most 
economical  installation  for  Automatic  Sprinkler  Sys- 
tems for  fire  protection,  general  mill  supply,  or  Muni- 
cipal Water  Works  systems. 

Its  first  cost  is  not  excessive,  the  maintenance  ex- 
pense is  very  low,  and  there  is  no  danger  of  leakage, 
falling  ice,  or  possibility  of  the  tank  bursting  or  catch- 


ing fire. 


Hundreds  of  our  All  Steel  Elevated  Water  Tanks 
w  in  sei 
these  facts. 


now  in  service  throughout  Canada  bear  witness  to 


Our  Product  is  Made  in  Canada 

Write  us  for  Plans,  Specifications  and  Estimates. 
Our  Catalogue  No.  16  mailed  on  request. 


CANADIAN  CHICAGO  BRIDGE  &  IRON  CO.  Ltd. 


Sales  Office :  Montreal,  Que. 
260  St.  James  St. 


Works : 
Bridgeburg,  Ont. 


Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt    Deliveries.        Attractive  Price*. 


Address  your  inquiries  to 

CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 

CHATHAM,  ONT.      275  Inshes  Ave. 

Made  in  Canada 


Burt  Ventilators 

have  several  exclusive  features  and 
should  not  be  confused  with  ordinary 
types.  Made  either  stationary  or  re- 
volving. A  special  design  for  Textile 
weave  sheds.  Full  information  and  illus- 
trations on  request. 

Geo.  W.  Reed  &  Co.,  Limited,  MONTREAL 

Sole  Manufacturers  for  Canada 
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STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office*  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


"STEELWORK  WHEN  YOLJ  WANT  IT" 

Standard  Steel 
Construction  Co.,  Limited 

Port  Robinson,  Ontario 
Manufacturers  and  Erectors 

Girders,  Columns,  Trusses,  Etc. 

Steel  Buildings  and 
Bridges 

Bars,  Angles,  Plates,  Beams,  Channels, 
Rivets,  Bolts,  Etc. 

In  Stock  for  Immediate  Shipment 

If  you  .are  intending  to  purchase  steel- 
work for  any  purpose  it  will  be  to  your 
interest  to  permit  us  to  quote. 

A  post  card  will  bring  you  our  monthly  stock  list 
by  return  mail 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Offlce- 
95  King  Street  East 
TORONTO 


Works- 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 
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W.  C.  LEITCH 

Vice -President 


JAMES  LAURIN,  C.E. 
President 


J.  EMILE  VANIER,  C.  E. 
Sec.  -Trea*. 


Montreal  Crushed  Stone  Company,  Limited 

Plant  at  St.  Vincent  de  Paul,  P.Q.,  on  River  des  Prairies,  opposite  Montreal 

Largest  Plant  in  CANADA  and  the  most  up-to-date  in  the  World 

CAPACITY  4000  TONS  A  DAY 
All  Sizes  and  Grades  of  the  Best  Hard  Lime  Crushed  Stone  Produced 

MAIN  OFFICE:         590  Union  Avenue         MONTREAL,  P.  Q. 


Tenders 
Wanted 


should  be  advertised  for  in  the  "Tenders  and  For 
Sale  Department"  of  the  CONTRACT  RECORD 
AND  ENGINEERING  REVIEW.  This  paper 
is  the  "Tender  Ad."  medium  of  Canada  and 
always  brings  bids  from  the  reliable  contractors 
and  supply  houses.  File  your  plans  for  any  work 
on  which  you  are  inviting  bids  in  our  offices  at 
Toronto,  Montreal,  Winnipeg  or  Vancouver. 

Contract  Record 

and  Engineering  Review 
TORONTO       n  ONTARIO 


GRAVEL 

Either  Screened  or  Unscreened 
in  Car  Loads  on  any  C.P.R.  or 
G.T.R.  Siding.  Also  Screened 
Sand  for  all  purposes. 

SAND  &  SUPPLIES,  LTD. 


19  MELINDA  STREET, 


TORONTO 


Telephones;   Office,  Main  2606.     Evenings,  Parkdale  1971 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M4516       Residence  P2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


Operating  the  Plants  of — 

Atlas  Sand  Co.,  Ltd. 

Canadian  Sand  and 
Gravel  Co.,  Ltd. 

Montreal  Sand  and 
Gravel  Co.,  Ltd. 


WE  SPECIALIZE 

Consolidated  Sand  &  Supply  Co. 


Limited 

CAPITAL      -  $1,000,000.00. 

75  Common  St. 

P.O.  Box  2775  MONTREAL 

Tel.  Ex.  Main  34 


LEON  GELINAS, 

Man  -Director, 


J.  H.  BOURKE, 

Sec.-Treas 


Foot  of  Nicolet  St. 
Cote  St.  Paul, 


135  Bridge  St.  468  William  St.  270  Ottawa  St. 

Melocheville,  P.Q.  Three  Rivert,  P.Q. 


SAND  DELIVERED  BY  TRAMWAYS  IN  ALL  PARTS  OF  CITY  AND  ISLAND  OF  MONTREAL 
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THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS: 
NIAGARA  FALLS 


ONT. 


For  Sale 

INDUSTRIAL  AND  CONTRACTORS' 
EQUIPMENT 

2 — Marion  Steam  Shovels,  Model  61,  Shop  No.  2822  and 
No.  2823,  2]/2  yard  dippers,  first  class  condition. 
ALSO  A 

4-wheel,  15-ton  Brown  Hoist,  Shop  No.  4156.  Built 
1913.  40-foot  steel  lattice  boom.  Complete  with 
1%  yard  clam  shell  bucket. 

WILSON  &  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  6185.     Nights.  Park.  6906 


Diamonds 

For  Sawing  Stone 


Furniss  Clarke  &  Co. 

364  University  Street, 
MONTREAL,  CANADA. 


Sole  Canadian  Agents  for 
The  Joyce-Koebel  Co., Inc. 
Ne\r  York  London 


IMMEDIATE  DELIVERY  FROM  STOCK 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd..  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


DAKF  SWINGING 
L//\IYI1  ENGINES 


INSURE 
Speed  Durability 
Economy 

•  Contractors  everywhrie 
recognize  that  Dake  swing- 
ers save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  ior  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:   A.   R.   Williams  Machinery  Company,  Limited. 


DOORS  AND 
SASH 

Why  should  (  get  my  doors  and  sash 
from  the  Pannill  Door  Company  ? 

BECAUSE:— 

Their  stock  is  high-grade  in  every 
respect. 

Their  service  is  good — I  will  get  deliv- 
ery when  I  want  it,  and  as  I  want  it. 

I  can  depend  on  their  statements  and 
promises  and  anything  which  is  not 
right  will  be  rectified. 

Their  prices  are  right. 

Klimax  Doors  with  Birch  Panels  will  in- 
crease the  value  of  your  house. 


THE 


PANNILL 


DOOR 
COMPANY 


131  Front  Street  East,  TORONTO,  ONT. 

Phone  Main  G59 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  1 2  ft.  diameter 

1551  Granville  Street     •     Vancouver,  B.  C. 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


-Including- 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 

GALT         -  ONTARIO 


6ton  Electric  Derricks 


We  manufacture  in 
our  modern  plant 
the  following  equip- 
ment: 

Brick  Machinery. 
Pumps  for  a  wide 
range  of  service  and 
machinery  for  con- 
tractor and  engineer. 
Our  Scotch  Derricks 
are  indispensable  to 
the  contractor. 


The  only  self  drain- 
ing pumps  manufac- 
tured in  Canada 
are  made  by  us. 
These  Simplex  Hor- 
izontal  Steam 
Pumps  have  no  lev- 
ers and  no  tappets. 
We  shall  be  pleased 
to  answer  all  en- 
quiries. 


Our  electric  derricks  are  built  in  sizes  up  to  6  ton 
and  70  ft.  booms.  Suitable  for  stone  yards,  quarries, 
storage  yards,  etc. 


Let  us  know  your  requirements 

JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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If  you  have  any 

Excavating,  Grading  or  Steam 
Shovel  Work  That  You  Want 
Done  Quickly  and  Efficiently 

COMMUNICATE  WITH  US 

WE  KNOW  THE  BUSINESS 
AND  HAVE  THE  EQUIPMENT 

Angstrom  &  Verochio,  Limited 

Main  2869  81  Victoria  Street,  TORONTO 


Y\7e  HAVE  unexcelled  manu- 
facturing  and  shipping  fa- 
cilities for  meeting  your  require- 
ments of 

Copper,  Brass  and  Bronze  Wire. 
Insulated  Wire  of  all  kinds. 
Copper-Clad  Steel  Wire. 
Lead-Covered  and  Armored 
Cables. 

Cable  Terminals,  Junction  Boxes, 
etc. 

Write  our  nearest  office. 

Standard  Under- 
ground Cable  Co. 
of  Canada,  Limited 

Hamilton,  Ont. 

Montreal.  Toronto,  Seattle 


For  Revenue 
Only 

The  water  meter  has  but  one  reason  for  ex- 
istence— to  produce  revenue.  It  is  what 
the  scale  is  to  the  coal  dealer,  the  bushel 
basket  to  the  farmer  and  the  yard-stick  to 
the  dry  goods  man.  The  only  business  of 
a  water  meter  is  to  measure  water  and  mea- 
sure it  accurately  all  the  time. 

Neptune  Meter  Company,  Limited 

W.  H.  RANDALL  Managing-Director 

Factory  and  Head  Office : — 

1197  King  Street  West,  Toronto,  Ontario 

WINNIPEG: — Wal«h  &  Charles,  406  Tribune  Building 
MARITIME  PROVINCES: — Jamei  Robertson,  St.  John,  N.B. 


J.  G.  Allan,  President 


James  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 


HAMILTON,  ONT. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME.  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $3.45  per  bbl.  i 
with  bags,  $4.40;  car  lots,  $2.70  on  the  track, 
with  pkgs.,  $3.50;  5c  per  bbl.  discount  20 
days,  car  load  lots. 

Lime — in  bulk — grey  75c.  At  the  warehouse, 
grey  69c.  Hydrated  lime,  $20.25  per  ton 
delivered ;  $19.25  at  warehouse. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$30;  buff,  $80;  No.  2,  $28;  common  red 
stock  brick,  $28;  grey,  $23;  wire-cut  brick 
for  foundation  work,  $21.  Milton  Rug  brick, 
$32  to  $37;  Eatonia  brick,  $50;  sand  lime 
brick,  $17.25,  f.o.b.  car  at  King  Edward 
siding,  $16  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $55  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental,  $40,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $26  at  plant, 
$31  delivered  in  city. 

Fire  brick — delivered — Savage,  $80  per  M. ;  S. 
Crown,  $80;  W.  W.,  $65.  Fire  clay,  $16.50 
per  ton ;  chimney  tops,  $8.00  each. 

Flue  lining — delivered — list  price — 8'/i  x  8'/i  in., 
60c  per  ft. ;  8]A  x  13  in.,  90c  per  ft.  Dis- 
counts 30  and  10  per  cent,  off  list. 

CRUSHED  STONE.  SAND.  AND  GRAVEL 

Crushed  Stone — 2  in.,  $2.05;  1  in.,  $2.25;  J4  in., 
$2.25;  crusher  run,  $2.15;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton,  2  in.  screened, 
$1.80  per  ton ;  1  in.  screened,  $2.00  per  ton. 


LUMBER  (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $63;  10  and  16  ft.,  $65;  2  x  12  in.,  12 
and  14  ft.,  $64;  10  and  16  ft.,  $66;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $66.  No.  2,  $4  less 
than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $65; 
1x6  in.,  $67;  1  x  8  in.,  $70;  1  x  10  in.,  $75: 
1  x  12,  $80.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $78:  1  x  6  in..  $82 ;  1  x  8,  $86;  1  x  10, 
$90;  1  x  12,  $103:  2x4,  10-16  ft.  long,  com- 
mon, rough,  $70:  2  x  6,  $72;  2  x  8,  $74 ;  2  x 
10,  $78;  2  x  12,  $82.  No.  1  flooring,  $80; 
No.  1  V  or  beaded  sheathing,  4  in..  $82. 
Pine  trim.  4  in.,  casing,  $4  per  100  ft.;  5 
in.  ditto,  $5;  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $6.25. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $70;  1  x  6  and  2  x  6,  $72:  1x8 
and  2x8,  $74;  1  x  10  and  2  x  10,  $78;  1  x 
12  and  2  x  12,  $82. 

Dimension  Timber  (B.  C.  Fir) — 10  x  12.  10  x 
14.  10  x  16.  12  x  12.  12  x  14,  12  x  16.  14  x 
16.  16  x  16.  $80;  12  x  18.  12  x  20.  14  x  18. 
14  x  20.  16  x  18.  16  x  20,  18  x  18,  18  x  20. 
$85.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $10.50;  XX  B.  C.  $8.00; 
N.  B.  extras.  $10.50;  N.  B.  clears.  $9.50; 
No.  1  W.  cine  lath.  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $5.50  base ;  twisted  and 
deformed,  $5.60;  3/16  in.  and  lighter  $6.00. 

Shapes — Angles,  35  lbs.  and  over,  per  yard,  $5.50 
per  100  lbs. ;  under  35  lbs.  per  yard,  $5.70 
per  100  lbs. ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $5.60;  under  35  lbs. 
per  yard,  $5.80. 

Plates — 6  ins.  to  60  ins.  wide,  $7.00;  over  60  ins.. 
$7.50.  Tank  and  boi'er  plates — 'A  in.  and 
over  and  under  36  ins.,  $5.95.  Gauge  plates 
— no  quotations.  Black  American  Bessemer 
Plates— dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $5.00  per  100  lbs. 
Rivets — Button  and  cone  head — Vi"  to  H"  diara., 
$6.50. 


EXTRAS   FOR   SHAPES   AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  l/10c 
per  lb.  for  Angles  under  5  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
$1.60. 

Note :  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized  iron — dealers  not  quoting  prices. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 


SEWER  PIPE 

Sewer  Pipe — Toronto  prices,  with  discounts  as 
below,  f.o.b.  factory — 4  in.,  40c  per  ft.;  6 
in.,  60c;  9  in..  $1.00;  12  in.,  $1.50;  15  in., 
$2.00;  18  in.,  $2.60;  21  in.,  $3.80;  24  in., 
$5.00.  Discounts,  4  in.  to  9  in.,  44%,  12  in. 
to  24  in.,  37%,  in  truck  load  lots. 

Tile  Wall  Coping — Delivered— 8  or  9  in.  wall 
coping,  60c  ft.;  12  or  13  in.,  90c  ft.,  carried 
in  6,  12,  18  and  24  in.  lengths.  Discount, 
44%  off  list. 

PAINTS  AND  OILS. 
Prices,  delivered. 
White  lead — ground  in  oil,    less  than   ton  lots, 

$20.75  per  100  lbs.  ;  ton  lots,  $20.50  per  100 

lbs. 

Boiled  Linseed  Oil — in  bbls.,  $2.90  per  gal.  of  9 
lbs. ;  red  lead,  dry,  $17  per  100  lbs. ;  Pure 
putty  in  bulk,  $9.15  per  100  lbs.;  in  100  lb. 
drums,  $10.80;  in  25-lb.  tins,  $11.45  per  100 
lbs. ;  steel  sash  putty,  in  25-lb.  tins,  $11.95 
per  100  lbs.  ;  turpentine,  in  bbls.,  $3.60  per 
Imp.  gal.,  based  on  southern  gauge.  Tur- 
pentine and  oil  in  less  than  barrel  lots,  15c 
extra  per  Imp.  gal. 

Mortar  Color — Maroon,  in  bbls.,  2*j|c  per  lb.  ; 
black,  in  bbls.,  7c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
30c;  ultra  blue,  dry,  in  bulk,  25c;  green, 
French  permanent,  dry,  20c ;  ochre,  French, 
dry,  12c.  ;  red  Venetian,  dry,  6c ;  sienna,  It- 
alian, dry,  15c;  umber,  Turkey,  dry,  12*ic. 

SUNDRIES 

Hard-wall    Plaster — $11.50     per     ton  delivered, 

$10.50  at  warehouse. 
Plaster  of  Paris — single  bbls.,  $5.55,  delivered  in 

5   barrel   lots,   $4.75;    at   warehouse,  $4.55; 

single  bbl.,  $5.55. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — H  in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  42Hc  Lath 
yarn,  40c  per  lb. ;  in  full  coils,  33c. 


MONTREAL  PRICES 

CEMENT.  LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton;  lump,  $15. 
Brick — No.   1   pressed,   $25.00;   No.   2  pressed, 

$20.00;  red  rustic,  $20.25;  vertical,  $21.50; 

plastic,  $16.00. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c;  10-in.  52c;  12-in.  60c;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone — 2  in.,  $1.75;  }4-in.  $2.00;  H-in. 

$2.25  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.25  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 
Steel  angles — 3  in.  x  8  In.  and  up,  $4-78;  1  In. 

x  I  in.  x  %  in.,  25c  extra;  U  in.  x  ii  in. 
'A  in.,  75  cents  extra.    Boiler  plates — ii  in. 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  $6.18.  Beams 
and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $6.20,  f.o.b.  Mont 
treat,  net  cash.  Corrugated  iron — 26  gauge, 
$11.00;  28  gauge,  $10.20  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheets 
—Keystone  black,  28  U.  S.  gauge,  $11.50  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $90  for  6  in.  and  larger, 
and  $93  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  80c;  6  in.,  48c;  8 
in.,  70c;  9  in.,  86c;  10  In.,  $1.06;  12  in.,  $1.86; 
16  in.,  $1.80;  18  in.,  $2.60  :  20  in.,  $3;  22  In., 
$4;  24  in,  $4.60;  27  In,  $0.60;  80  in,  $7.20. 
Channel  pipe  (4  in.  to  80  in.)  24c,  36c,  60c, 
72c,  84c,  $1.08.  $1.44,  $2.00,  $2.40.  $8.20. 
$3.60,  $5.20,  $6.75.  One-eighth  bends  (4  in. 
to  30  in.),  $1.20,  $1.80.  $2.80  $8.00.  $4  20, 
$6.40.  $7.20,  $10,  $12.  $10,  $18,  $26,  $28; 
'A,  $1.20,  $1.80,  $3.15,  $4  05.  $4.76.  $0.10. 
$14.40,  820.  $24,  $82,  $30,  $02,  $67  00.  Double 
collar.  Wc.  $1.86.  $2.10.  $2.66.  $8.16.  $4.06. 
$5.40;  slant  1  foot  long  side  (4  in.  to  16 
in.).  90c.  $1.35.  $210.  $2  56.  $3.15.  $4.06, 
$5.40.  Single  branch  (6  in  »o  9  in.),  8  ft.. 
$2.26.  $3  60.  $4.26;  2  and  2'A  ft  (4  In.  to  80 
in  ).  $1.35.  $1.80.  $3.15.  $3.86.  $475,  $0.10, 
$8.10,  $11.25.  $13  50.  $18  $20.25.  $32  60.  $8C 
Single  squares  (4  in.  to  30  In.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  In.  to 
30  in.).  $1.80,  $2.70.  $4.90,  $0.30.  $7.86,  $10.80, 
$14.40.  $20.  $24.  $32.  $30.  $45  60.  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  In.  to 
15  in.).  $3.  $4.  $7.  $9.  $10.60.  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in.),  $3.  $4,  $7,   $9.   $10.60,  $18. 

These  prices  are  suhiect  to  a  discount  of  80 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  disi-onnt  of  from  60-58  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  $4.30  per  bbl,  both  less  5%  for  cash. 
Rope — Best  Manilla,  35'Ac  basis  per  pound  ; 
Beaver  Manilla,  28c  basis:  sisal  rope,  22JAc 
basis;  lath  yarn.  22j4c.  Boiled  linseed  oil — 
in  barrels,  $2.82*4  per  gal.  of  9  lbs.  Raw  • 
linseed  oil  in  barrels,  per  gal,  $2.80. 


QUEBEC  PRICES 

(Effective  May  1,  1920) 
F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50,000  or  over, 
$16.50;  carload  lots,  less  than  50,000,  $18.50; 
selected  builders  for  veneering  work,  carload 
lots,  $22.00;  "Citadel"  rustic  face  brick,  $27 
to  $31. 

Baker  oven  tile,  15"  x  8*5"  x  2J4",  $25  per  100. 
"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 

splits,  7c  per  superf.  ft. ;  12  x  8  x  4,  solid, 

12c;  12  x  8  x  6,  19c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel  in  carload  lots,  bags 

returnable  in  good  condition  at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock  Brick — $19.60  per  thousand  delivered  on 

the  job.  • 
Herringbone  Metal  Lath,  27-Gauge — 38c  per  iq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet;  triple  ply,  $10.50  per 
roll  of  260  square  feet. 

1/16  Asbestos  Paper — 14$4c  per  pound. 

Beaver  Board — $47.60  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $8.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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WINCHES 

MADE  IN  CANADA 
CARRIED  IN  STOCK 

Single  and  Double  Purchase 

Single  Purchase- 1500  lbs.  capacity 
Double  Purchase-1 500  lbs.  capacity 

Single  Purchase-3000  lbs.  capacity 
Double  Purchase-3000  lbs.  capacity 

MUSSENsTlMITED 

MONTREAL  WINNIPEG 
TORONTO  VANCOUVER 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS-^ontinued 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$20;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $19;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — l'A-in.  to  2-in.,  $3.65  per  yard; 
M-to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub 
ble  stone,   $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50.  • 

LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $115; 
4  in.  No.  1  and  2  E.G.  Fir,  $115;  4  in.  No. 
3  E.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common  Pine,  $75;  4  in.  No.  3  Pine  or 
Spruce,  $61;  6  in.  No.  1  and  2  E.G.  Fir, 
$110;  6  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $75;  6  in.  No.  2  Com- 
mon Pine,  $80;  6  in.  No.  3  Pine  or  Spruce, 
$70;  2  x  6  No.  1  Common,  $70. 

For  selected  lengths,  add,  Pine,  $5.00;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $5;  for  l'A,  l'A  or  2  inch,  add 
5. 

Birch  and  Maple  Flooring — Clear  (First  Grade) 

—13/16  x  l'A  in.  to  2H  in.  face,  $190;  H 

x  l'A  in.  and  1H  in.  face,  $147. 
No.  1  (Second  Grade)— 13/10  x  l'A  in.  to  2)i 

in.  face,  $184;  H  x  l'A  in.  and  1J4  in  face, 

$139. 

No.  2  Factory— 13/16  x  l'A  in.  to  l'A  in.  face, 
$153.00 

Selected  White— 13/16  x  l'A  in.  to  2'A  in.  face, 
$210.00 

DIMENSION  TIMBERS,  No.  1 
6  x  10  to  12  x  12,  up  to  32  ft.  long,  $76;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $77 ;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $78 ;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 
Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $400;  ^ 

x  l'A  in.  and  1H  in.  face,  $350. 
No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 

$350;  H  x  l'A  in.  and  1H  »n.  face,  $250. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $300;  H 
x  l'A  in.  and  2  in.  face,  $220. 


No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 
$1G0;  H  x  l'A  in.  and  If*  in.  face,  $115. 

STEEL  AND  IRON 

Bteel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs. ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  6  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  62c;  12  in..72c;  15  in., 
$1.20;  18  in.,  $1.70;  20  in.,  $2.10;  24  in., 
$2.75. 

Plaster  of  Paris,  $1  in  paper  bags;  $1.45  in 
jute  bags. 

Plasterers'   Hair — 90c  per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 

Mixed  Paint— Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal. ;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 
$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than   ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs.;  superfine,  white,  $9.50  per  bbl.; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house; $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house ;  $33  in  car  lots ;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house ;  fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan- 
tities. 


LUMBER   (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.    Mills  operat- 
ing on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $40;  10  x 
10,  $10;  10  x  12,  $40;  10  x  14,  $40.50;  12  x 
12,  $40;  14  x  14,  $40.50;  14  x  16,  $41.50;  6 
x  10,  $40.50;  6  x  12,  $41 ;  8  x  10,  $41;  8  x 
12,  $40.50;  10  x  16,  $42;  12  x  16,  $42 ;  16  x 
16,  $41.50;  6  x  14,  $42 ;  8  x  14,  $42;  12  x 
18,  $43;  18  x  20,  $44;  14  x  20,  $43.50;  16  x 
18,  $43.50;  10  x  20,  $44.50;  18  x  18,  $43.50; 
20  x  20,  $43.50;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50;  1x4, 
$99.50;  1  x  4  flat  grain,  $89.50;  No.  1  and  2, 
i-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  l'A  and  l'A  inch  fir  double  dressed 
$76;  2-inch  fir  double  dressed  $77;  fir  lath, 
$15;  13.  C.  cedar  shingles,  XX,  $5.25;  XXX, 
$7.50;  XXXXX,  $9.25. 

STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  bate;  twist- 
ed and  deformed,  $7.50  base;  structural  sec 
tions,  $7.00. 

Galvanized  iron — 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets. 

$11.75;  9  and  10  ft.  sheets,  $11.90  per  square. 
Black  steel  sheets,  24  gauge,  $10.35  per  100 
lbs. 

Steel  angles — $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $9.00  per  100  lbs.,  de 
pending  on  size,  quantity  and  specifications. 

Steel  plates— Cut  size*,  $9.00. 

SEWER  PIPE. 

Sewer  pipe— Vancouver  prices  f.o.b.   warehouse ; 

4-in.,  17c  per  ft. ;  6-in.,  25c  per  ft. ;  8-in.,  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  55c  ft.;  16  in., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.55  ft.; 

24-in..  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van 

couver,  bags  extra. 
Hydrated  lime— -$18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate— $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— H  in.,  39c  base;   'A  in.,  39^c; 

ii  in.,  40c;  lA  in.,  40c;  second  grade,  33c 

base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  I 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4..  5. 

Raw  linseed   oil — In  bbls.,  $2.10  per   gal. ;  red 

lead,  dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk.  Standard,  $6.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 

Head  Office 

Mark  Fisher  Building 
MONTREAL 


CAST  IRON  PIPE 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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Worki  at  Walkerville.  Ontario 


When    placing  your 
order  for 

HYDRANTS, 
VALVES  j 

and  *u 

VALVE 
BOXES 

place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


Si 


IMITED 


VALVE- HYDRANT  MANUFACTURERS 

WALKERVI LLE ,  ONT. 


Algoma 

Structural  Steel — Merchant  Bars 


Blooms,  Billets  and  Slabs 


Concrete  Reinforcing  Bars 


Shafting — Pulleys — Hangers 
Iron,  Brass  and  Bronze  Castings 


STEEL  RAILS— QP^  Hearth  Quality 
All  Sections — 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 


Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 

Basic        Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 


80 


THE  CONTRACT  RECORD 


June  2,  1930 


Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Willis  Chipman,   M.   Eng.    Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
Seo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 

Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals  of   Works  and  Utilities. 
Mall  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
Toronto  Street  -  TORONTO.  CAN. 
Water  Supply  and  Purification;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
uisposal  Plants;  Incinerators;  Pavements; 
bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.  LTD. 

"Faraday  Works" 

LEICESTER,  ENGLAND 

Electric  Clocks 

Cables  "Lodestone,  Leicester 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.     -  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 
Inspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point   of    manufacture,   and    Testing   in  ■ 
our  own  Laboratories. 
The    most    up-to-date    commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply;  Sewerage  and  Drainage;  Water 

Purification;  Disposal  of  Sewage  and  Refuse  ; 

Water  Power  Developments  and  .Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birku  Bldg.  Telephone 

MONTREAL,  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE        WILLIAM  STORRIE 

M.K.I.C.,  M.INST.  C.E..  M.E.I. C.,  A, M  INST  C.E. 

M.AMER.  W.  W.ASSOC.  M.  AMER.  W.  W.  ASSOC. 

GEORGE  G.  NASMITH,  C.M.G. 


GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


McAllister  &taylor 

ENGINEERS  &  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
87  Sun   Life  Bldg.,   HAMILTON,  ONT. 
Harbor    Improvements   and  Dredging 
Dams,   Piledriving,  Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


Phone  Main  2449  P.  O.  Box  -  3064 

ALEXANDER  WILSON 

Consulting   and    Supervising  Engineer 

Reports  Estimates  Valuations 

Power  Development  and  Transmission 
Industrial  Plants  Illumination 
Yorkshire  Bldg.,  136  St.  James  St. 
MONTREAL,  QUE. 


Pass  it  along: 

When  you  have  finished 
reading  this  paper  pass 
it  along  to  your  clerks. 
Encourage  them  to  read 
it  regularly--it  will  help 
them  and  that  means  it 
will  help  you. 


MILTON  HERSEY  CO.  LIMITED 

Industrial   Chemists  &  Inspectors 
PAVING 
Designed,  Superintended,  Inspected. 
Chas.  A.  Mullen.  Director. 

CEMENT  &  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination 


Pox 


V.  K.  Stalford,  a.i.e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
Pipe,  Tile,  Building  Blocks  and  Trim 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E,  TORONTO 
Phones— Main  904  and  90S 


Crushed 

Stone 
Steel  and 
Wood 
Water  Pipe 


T.  A.  Morrison  &  Co.,  ^o^rTa'*' 


Established  1884. 


Main  2453. 


Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  'Phones— Park    688.    Park  8302 
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Robert  W.  Hunt 
President 


Charles  Warnock 
Vic*  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Go. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches;        Toronto        Vancouver        London,  England 


E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Construction 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont.; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.      PHILLIPS  SQUARE 

MONTREAL 


"Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letter*  Patent 


Toronto 


Canada 


J.  P.  An^lin,  B.Sc.        H.  J.  Gross         C.  D.  Harrington,  B.Sc. 
President         Vice  Pres.  &  Treas.  Vice  Pres.  &  Manager 

ANGLIN-NORGROSS 

LIMITED 

CONTRACTING  ENGINEERS  &  BUILDERS 


Halifax  Shipyards,  Halifax 
Crane  Company,  Montreal 
Ames-Holden-McCready,  Ltd.,  Montreal 
Children's  Memorial  Hospital,  Montreal 
Steel  Company  of  Canada,  Montreal 
Canadian  Cottons  Limited,  Cornwall 
Canadian  Cottons  Limited,  Milltown,  N.B.- 
Canada Amusement  Company,  Montreal 
Merchants  Bank,  Toronto 
Belding  Paul  Corticelli  Co.,  St.  Johns,  Que - 
Belding  Paul  Corticelli  Co.,  Montreal 


MONTREAL 


TORONTO 


-Office  &  Power  House 
-Large  Industrial  Bldg 
-Factory 
-Hospital 

-Nut  and  Bolt  Works 
-Weave  Shed 
-Weave  Shed 
-Loft  Building 
-Bank  Building 
-Factories 
-Factory 

HALIFAX 


WE  NEED  THE  SPACE 
OCCUPIED  BY 

One  Model  30  Marion  Shovel, 
Revolving,  Long  Boom  and 
Dipper  Stick.   7-8  yd.  Dipper. 

15  Ton  Waterous  Road  Roller. 
20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 
25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 
50  Assorted  Two-Wheel  Dirt  Scrapers. 
\y2  yd.  and  2  yd.  Clam  Shell  Buckets. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

4}4  x  6  Single  Drum  Builder's  Hoist. 
No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

1  yd.,  Vz  yd.  and  1/3  yd.  Concrete  Mixers. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 
The 

A.  R.Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


National  Iron  Corporation 

LIMITED 

Head  Office,  Works  and  Dock.— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 


82 


THE  CONTRACT  RECORD 


June  2,  l'J20 


We  are  builders  of  railway  vehicles  to  suit  every  requirement  of  passenger 
freight  and  general  service  on  steam  and  electric  lines  either  to  the  purchaser's 
or,  if  required,  to  our  own  designs  and  specifications  for  home  or  export  orders 

Among  our  many  other  products  are  the  following:  — 


STEEL 


IRON 


CASTINGS 
ROLLED  BARS 
PRESSED  WORK 
COUPLERS 
SPRINGS 
BOLSTERS 
BRAKE-BEAMS 
DRAFT-ARMS 
RAILWAY  TRACKWORK 
ROLLING  MILL  ROLLS 
ETC. 


MALLEABLE  CASTINGS 
ROLLED  BARS 
CHILLED  WHEELS 
DROP  FORGINGS 
ROLLER  SIDE  BEARINGS 
ETC. 


If  not  mentioned  here  it 
is  probably  an  "Etc." 


FERRO-ALLOYS 

CASTINGS 
CRUSHER  JAWS 
DIPPER  TEETH 
BUCKET  LIPS 
PINS  &  BUSHES 
CRANK  SHAFTS 
CRANK  PINS 
ROLL  SHELLS 
SPECIAL  TRACKWORK 
ROLLING  MILL  ROLLS 
ETC. 


Our  plants  are  thoroughly  equipped  for  large  and  efficient  production, 
and  we  invite  correspondence  from  those  interested. 

Kindly  address:-      Sales  Department,  P.O.  Box  180,  Montreal 

CANADIAN  CAR  &  FOUNDRY  CO.,  LIMITED 
CANADIAN  STEEL  FOUNDRIES  LIMITED 
THE  PRATT  &  LETCHWORTH  CO.,  LIMITED 

PLANTS  AT  MONTREAL,  AMHERST,  N.S.,  WELLAND,  ONT.,  BRANTFORD,  ONT.,  FORT  WILLIAM,  ONT 


Derricks 
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Turnbull  Construction 

combines  both  dignity  and  service 


The  handsome  and  digni- 
fied appearance  of  the  Turn- 
bull  Elevator  is  achieved 
without  expense  to  its  me- 
chanical perfection.  It  is 
during  the  operation  of  the 
Turnbull  that  this  fact  is 
most  appreciated.  Such 
could  only  be  the  result  of 
perfect  design  and  thor- 
ough workmanship. 

Turnbull  Elevators  are  a 
Canadian  made  product 
which  has  been  giving  abso- 
lute service  and  satisfaction 
under  all  conditions. 

They  are  built  ,  to  suit 
every  requirement  from  the 
passenger  cars  found  in  the 
finest  buildings  to  the  sturdy 
freight  cars  of  the  ware- 
house and  factory. 

Fullest  information  upon 
request. 


Turnbull  Elevator  Manufacturing  Co. 

126  John  Street,  TORONTO,  Ontario 

Montreal  Office  ...  -  202  Mappin  &  Webb  Building 
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Increase  Your  Efficiency 

in  Wire  Rope  Service 

By  ordering  "  Made  in  Canada  " 

Rope  from  our  Warehouses 


The  DOMINION  WIRE  ROPE  CO.,  Limited,  MONTREAL 

Head  Office:    MONTREAL  Branches:    TORONTO  AND  WINNIPEG 


"Marion" 


Steam 
Shovels  & 
Ditchers 


We  supply  "Marion" 
Shovels  for  all  classes 
of  work  —  to  Rail- 
roads -  Mines — Con- 
tractors. All  sizes — 
All  styles. 


"  Industrial  "  Cranes 
are  the  most  efficient 
manufactured.  If  you 
wish  "Reliability  "— 
install  an  "Industrial 
Works." 


•*Andrews" 

Drill  and  Tool  Steel 


"Industrial  Works" 

Locomotive 
Coaling  & 
Wrecking 
Cranes 


"Ransome" 


Concrete  Mixers 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 

Telephone  Main  3420 


&  Engineering  Review 
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Brydges  Company 


REG'D. 


Shipyard — Railway  Shop 
Heavy  Equipment  and 
Supplies 

METAL  &  WOODWORKING 
MACHIN  ERY 


ames  Street, 
MONTREAL 


Chain 

Special  Crane  Chain 
Stud  Link  Chain 


Manufactured  by 

The  Earl  of  Dudley's  Round  Oak  Works, 

Limited 

STAFFORDSHIRE,  ENGLAND 
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Prominent  in  Canada's 
Building  Program 

THE 

LONDON 

LINE  OF  CONTRACTING 
MACHINERY 

With  each  successive  year's  progress  in  construe 
tion  there  is  a  greater  call  upon  the  facilities  of  the 
London  Line  jt  Contracting  Machinery.  The  pre- 
sent year  finds  more  London  machines  than  eve: 
engaged  in  the  contracting  work  of  the  Dominion. 
From  coast  to  coast  they  are  taking  a  big  part  in 
Canada's  extensive  building  program,  and  are  prov- 
ing an  important  factor  in  accelerating  speed,  sav- 
ing labor,  and  insuring  the  highest  quality  of  work. 

Every  contractor  bidding  for  a  big  share  of  this 
year's  work  should  consider  the  superior  facilities 
offered  in  the  London  Line  of  Machinery  which 
covers  every  requirement  in  the  contracting  field- 
Write  for  Catalogue. 


The  London  Concrete  Cart 
is  wanted  on  every  job  because  of  its  all  round 
utility,  and  the  time  it  saves  in  the  rapid  mov- 
ing and   dumping  of  material.     Strong,   easy  to 
handle  and  costing  less  than  imported  carts. 


London  Concrete  Mixer 

A  machine  with  a  reputation  for  thorough  and  rapid  work. 
\\  ill  run  for  years  without  repairs. 


London  Diaphragm  Pumps 

Equipped  with  lyi   H.P.  Novo  Gasoline  Engine. 
Suitable  for  pumping  sewers  or  any  kind  of  work 
where  lift  is  not  over  25  ft. 


London   Heavy  Duty  Hoisting  Machines 

Suitable  for  all  kinds  of  Hoisting  or 
Pulling. 


London   Concrete  Mixer 

No.  4  or  No.  6,  portable  and  made  in  two  sizes, 
suitable  for  small  jobs,  requiring  a  capacity  up 
to  60  cu.  yards  per  day. 


London  Concrete  Machinery  Co.,  Limited 

LONDON,  CANADA 


Dept.  7 


World's  Largest  Manufacturers  of  Concrete  Machinery 
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HARDY  SIMPLEX 

HAMMER  DRILLS 

NEW  AND  IMPROVED  TYPES 


Hand 
Cradle 


Stopers 
Drifters 


All  The  Very  Latest  Designs 


"Titanic"  Hollow  Drill  Steels 


WRITE  FOR  BULLETINS 


SAMI 0SB0RN 


(Canada) 


Branches  and  Stock : 


MONTREAL 

TORONTO 


Limited 


VANCOUVER 
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Increase  your  YARD  AGE— DECREASE  your  Costs 

Buy  Bucyrus  Shovels 

THEY  NEVER  FAIL  TO  DO  IT 


We  sell  all 
Bucyrus  Products 
Steam  Shovels 
Electric  Shovels 
Dragline 

Excavators 
Trench 

Excavators 
Wrecking  Cranes 
Unloading  Plows 
Dredges 
Pile  Drivers 

New  and 
Second-hand 
Contractors' 

Equipment 
of  all  kinds 


We  represent 
Western  Wheeled 

Scraper  Co. 
and  sell  all  their 
products 

Air  Dump  Cars 
Dump  Wagons 
Elevating 

Graders 
Scrapers,  Etc. 


Locomotives 
(all  kinds) 
Freight  Cars 
(all  kinds) 
New  and 

Second-hand 


WORKING  DIMENSIONS  BUCYRUS  REVOLVING  SHOVELS 


Capacity  of  Dipper  (level  full) 


14-B 

2/3  cu.  yd. 


TrEic  Celt 

Dumping  Radius   21'-  6"  21'-  6" 

Height  of  Dump   11'.  2"  11'- 11" 

Maximum  Width  of  Level  Floor  . .  . .  34'-  0"  34'-  0" 

Dig  Below  Wheels   3'- 2"  2'- 5" 

Width  of  Cut  at  8  Feet   47'- 0"  47'- 0" 

Height  Dipper  Will  Cut   16'- 6"  17'- 3" 


18-B 
Y%  cu.  yd. 


Trac. 
23'-  5" 
11'- 10" 
37'-  0" 
3'-  3" 
51'-  0" 
18'-  0" 


Cat. 
23'-  5" 
12'-  2" 
37'-  0" 
2'- 11" 
51'-  0" 
18'-  4" 


35-B 
l'A  cu.  yd. 


Trac. 
30'-  6" 
17'-  3" 
45'-  0" 

5'- 1" 
65'-  0" 
25'-  0" 


Cat. 


30 
17' 
45' 
5' 
65' 


-6" 
-0" 
-0" 
-3" 
-0" 


24'- 10" 


Mechanical  Shovels  built  by  BUCYRUS  COMPANY,  South  Milwaukee,  Wis.,  are  unsurpassed,  and  thous- 
ands of  contractors  are  ready  to  testify  that  in  WORKING  RANGE,  ECONOMY,  SIMPLICITY,  STRENGTH 
MOBILITY  and  EFFICIENCY, 

BUCYRUS  SHOVELS  HAVE  NO  EQUAL. 

CATERPILLAR  TRACTION  helped  to  win  the  war.    Have  you  yet  used  it  to  help  you  win  profits?    Let  us 
show  you  how  it  can  be  done. 

Before  purchasing  a  shovel  write  to  us;  practical  shovel  experts  on  our  staff  will  gladly  place  before  you 
facts  and  figures  demonstrating  how  BUCYRUS  SHOVELS  cut  down  your  costs  and  increase  your  yardage 
without  equal. 


Canadian   Equipment    Co.    Limited   Representatives  for  Eastern  Canada  for  : 

285  Beaver  Hall  Hill       -       Montreal  Bucyrus  Company,  South  Milwaukee,  Wis. 

Branch :    St.  Catharines,  Ont.  Western  Wheeled  Scraper  Co.,  Aurora,  111. 
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Acetylene  Gas 

The  Presl-O-Lite  Co.,  Inc. 
Air  Compressors 

Can.  lngersoll-Rand  Co.,  Ltd. 

Canadian  Allis  Chalmers,  Ltd. 
Air  Washing  Plants 

Spray    Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoists 

Canadian  Ingersoll-Rand  Co. 
Northern  Ciane  Works. 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Ash  Conveyors 

Hooker  &  McKechnir 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Ash  Hoists 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Asphalt 

Asphalt  Association 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  11. 

Beam  Spans 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 
Sarnia  Bridge  Company 
Belting   (Transmission,  Elevator, 
Conveyor,  Rubber) 
Cam-Fish  Company 
Dunlop  Tire  &  Uubber  Goods  Co. 
Goodyear  Tire  &  Rubber  Goods 
Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Blocks  (Wire  and  Manilla  Rope) 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Boilers 

Canadian  Mead-Morrison  Co. 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Ingersoll-Rand  Co. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

Mussens  Limited 

Robb    Engineering  Works 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 
Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 
Boxes — Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Brass  Goods 

Dunlop  Tire  &  Rubber  Goods  Co. 

Brick  Dryers 
Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Standard  Steel  Construction  Co. 
Toronto  Steel  Construction  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Rridge  Company 
Sarnia  Bridge  Company 

Buckets 

Canadian  Link-Belt  Co. 
Canadian    Mead-Morrison  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Mansfield  Engineering  Co. 
Morris  Crane  &  Hoist  Co..  Her- 


Buckets   (Drag  Line) 

liiown   Hoisting   Machineiy  Co. 

Mansfield  Engineering  Co. 
Buckets — Steel 

liiown  Hoisting  Machinery  Co. 

Canadian  Link-llelt  Co. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Mansfield  Engineering  Co. 

McKinnon  Steel  Company 

Marsh  Engineering  Works,  Ltd. 
Building  Materials 

liritnell  Limited 

Robertson  Co..  II.  II. 

Sand  &  Supplies 

trussed  Concrete  Steel  Co..  Ltd. 

Vitrified  Clay  Pipe  Publicity 
Bureau. 
Building  (Steel) 

Standard  Steel  Construction  Co. 
Cable 

Dominion  Wire  Rope  Co.,  Ltd. 

Standard  Underground  Cable  Co. 
of  Canada.  Limited 
Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cars— Steel  Body 

Marsh  Engineering  Works.  Ltd. 

Mackinnon   Steel  Co. 

Williams  Machinery  Co.,  A.  R. 
Car  Wheels 

Marsh   Engineering  Works,  Ltd. 

Steel  Co.  of  Canada.  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works.  Ltd. 

Robb   Engineering  Works 

Casements 

Canadian  Metal  Window  Co.,  Ltd. 
Trussed  Concrete  Steel  Co. 

Cement 

liritnell  &  Company 

Canada  Cement  Company 
Cement  Hardener 

Beveridge  Paper  Co. 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 
Centrifugal  Pumps 

Booker  &  McKechnie 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian    Ingersoll-Rand  Co. 

Dayton  Dowd  Company 

National  Equipment  Company 

Chains 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 
McKinnon  Columbus  Chain  Co. 

Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Booker  &  McKechnie 

Vitrified  Clay  Pipe  Publicity 
Bureau. 
Coal  Handling  Apparatus 

Canadian    Mead-Morrison  Co. 

Brown  Hoisting  Machinery  Co. 

Canadian   Link- Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 
Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co 
Concrete  Culvert  Pipe 

Concrete   Pipe   &   Products  Co. 

Dominion   Concrete  Company 


Concrete  Mixers  and  Appliances 

Hopkins  &  Co.,  Ltd.,  E.  H. 
Ideal  Concrete  Machinery  i_o. 
London  Concrete  Machinery  Co 
Mussens  Limited 
Concrete  Sewer  Pipe 

Dominion  Concreie  Company 
VVtrified   Clay    Ripe  Co. 

Conduits 

Conduits    Company,  Limited 

National    Conduit    Com  nan  v 

Vitrified  Clay  Pipe  Publicity 
Bureau. 
Contractors 

Anglin-Norcross  Limited 

Archibald  &  Holmes 

Canadian   Engineering  &  Con- 
tracting Co. 

Cape  &  Company,   E.   G  M 

Gore,  Nasmith  it  Storrie 

Holmes   &   Co.,  Ereil 

McKinnon   Steel  Company 

Maritime  Brirfge  Company 

Miller   &   Son.  Roger 

Thomson  liros. 

Wells   &  Gray 
Contractors'  Plant  &  Supplies 

Ball  Engine  Companj 

Canadian   Mead-Morrison  Co. 

Boving  Hydraulic  St  Engim-ei  in* 
Company 

Brown     Hoisting    &  Machinery 
Company 

Canadian  Allis-Chalmers  Lid 

Canadian   Link   Relt  Co 

Dake  Engineering  Works,  Lid. 

Gartshore,  John  J. 

Hamilton  Bridge  Works  Co. 

Hepburn   Ltd.,  Joi  n  T 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Manitoba  Bridge  &  Iron  Woi  ks 

Marsh  Engineering  Works,  Ltd 

S'essenwein  Bros. 
Contractors'  Pumps 

Osborn  Canada  Ltd..  Samuel 
Conveying  Appliances 

Barber-Greene  Company 

Brown  Hoisting  Machinery  Co 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Mansfield  Engineering  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian   Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Canadian  Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Maritime   Bridge  Company 

Morris  Crane  &  Hoist  Co.,  Her- 
bert. 

Northern    Crane  Works 
Creosote  Oils 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada    Crushed   Stone  Corpora- 
tion 

Crushed  Stone,  Limited 

Morrison  Company,  T.  A. 
Crushers   (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian    Tneersol'-Rand  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

London  Concrete  Machinery  Co 

Mussens  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Beveridge  Paper  Co. 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil    Company,  Ltd. 

Sonneborn   Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Doors 

Pannill  Door  Company 
Derricks  and   Derrick  Fittines 

Canadian   Mead-Morrison  Co. 
Hepburn    Ltd.,   lohn  T 
Hopkins  &  Co.,"  Ltd.,  F.  H. 
Maritime   Bridge  Company 
Marsh   Engineering   Works,  Ltd. 
National  Equipment  Company 
Northern  Crane  Works 
Diamonds 

Joyce-Koebel  Company 


Diamond  Saw  Teeth 

Joyce-Koebel  Company 
Ditching  Machines 

Mall   Engine  Company 
Dredging  Pumps 

Boving   Hydraulic  &  Engineering 
Company 

Canadian  II lower  &  Eorge  Co. 
Dredges 

Canadian    Mead-Morrison  Co 

Hopkins  &  Co..  Ltd.,  F.  H. 

Drills 

Canadian  Allis-Chalmers  Lid 
Canadian  Ingersoll-Rand  Co 
Hopkins  &  Co.,  Ltd.,  F.  II. 

Drill  Steel  Sharpeners 

Canadian    Ingersoll-Rand  Co 

Dump  Cars.  Wheels,  etc. 
Gartshore.  John  I 
Hopkins  &  Co.,  Ltd.,  F.  H. 
McKinnon  Sled  Company 
Maritime   Bridge  Company 
Marsh  Engineering  Works.  Ltd 

Dump  Wagons 

Seagrave,  Lougheed  Co. 
Swedish  Crucible  Steel  Co. 

Drying  Apparatus 

Canadian   Blower  Si   Forge  Co 
Elastite 

Carey  Company.  Philip 
Electric  Impulse  Clocks 

Gent  Si  Company.  Limited 
Electric   Water  Systems 

Ontario    Wind    Engine   Si  Pump 
Company 
Electrical  Specialties 

Spielman  Agencies  Regd 
Electrical  Supplies 

Canadian   General    Electric  Co 
Elevator  Doors 

Ormshy  Company,  A.  II 
Elevators 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Northern    Crane  Works 

Ttirnbull  Elevator  Company 
Enameled  Brick 

American    Enameled    Brick  & 

.  Tile  Company 
Engines 

Canadian    Allis-Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Inglis  Company,  John 

Robb    Engineering  Works 

Waterous  Engine  Works  Co. 
Engines — Swinging 

Canadian  Mead-Morrison  Co. 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co..  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthington,   W.  R. 
Excavators 

Ball  Engine  Company 

Canadian   Mead-Morrison  Co. 

Engineering  &  Machine  Wks.  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Mansfield  Engineering  Co. 
Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co 
Fire  Brick  (Plastic) 

Beveridge   Paper  Co. 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  R. 

Roberson-Oleson  Limied 
Fire  Escapes 

Canadian  Welding  Works 

Dennis  Wire  &  Iron  Works  Co 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 
(Continued  on  8i 
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JN  THE  STATES,  it  is  generally  known  among 
contractors  that  the  Erie  is  the  speediest  and 
most  powerful  revolving  steam  shovel. 

The  preference  for  the  Erie  is  the  result  of  many 
careful  comparisons,  made  by  owners  who  have  had 
long  experience  with  steam  shovels. 


1  Revolving 
,  Shovels 


London 


2,000  years  wise, 
receives  a  surprise 

The  first  steam  shovel  that  ever  traveled 
the  streets  of  London!  An  ERIE  on  its 
way  to  dig  the  first  cellar  ever  excavated 
by  steam  shovel  in  England. 

The  ERIE  proved  to  be  "  of  inestimable 
value,  cutting  our  excavation  costs  in  half," 
writes  F.  D.  Huntington,  Managing  Di- 
rector of  F.  D.  Huntington,  Ltd.,  the  pro- 
gressive London  contractors  who  intro- 
duced the  revolving  traction  shovel  in  Eng- 
land. 

British  contractors  watched  the  new 
method  of  cellar  excavation  with 
great  interest.  Their  satisfaction  with 
the  E  UE  Shovel  is  best  shown  by 
the  fact  that  there  are  now  many 
E  :iES  at  work  in  Great  Britain — 
digging  cellars  and  sewer  trenches, 
grading  roads,  quarrying  rock,  and 
excavating  sand,  gravel,  shale,  etc. 

We  will  be  glad  to  send  you  a 
bulletin  of  facts  and  photos  show- 
ing just  what  kinds  of  work  th>. 
ERIE  is  doing.  Write  for  Bul- 
letin C. 

Ball  Engine  Co.  Erie,  Pa., U.S.  A. 

Builders  of   ERIE   Steam  Shovels, 
Locomotive    Cranes  and 
Railway  Ditchers. 


8 


THE  CONTRACT  RECORD 


June  9,  1920 


CLASSIFIED    INDEX   TO  ADVERTISEMENTS — Continued 


Fittings 

Crane  Limited 
Flag  Poles 

MacKinnon  Steel  Company 

Ontario  Wind   Engine  &  Pumi» 
Company 

McGregor  &  Mclntyre 
Flooring  Materials 

Armstrong  Cork  Company 

Imperial  Oil  Company 

Sonneborn  Sons.  Inc.,  L. 

Vitrified  Clay  Pipe  Publicity 
Bureau. 

Forges 

Canadian  Blower  and  Forge  Co. 
Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 
Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

London  Concrete  Machinery  Co. 

Ontario  Wind   Engine   &  Pump 
Company 

Osborn  Canada  Ltd.,  Samuel 
Generators 

Canadian  General  Electric  Co. 
Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown    Hoisting    &  Machinery 
Company 

Gravel 

Sand  &  Supplies 
Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 


Hauling;  Contractors 
Augstrom  &  Verochio 

Heating  Apparatus 

Dunham  Company,  C.  A. 
Canadian  Blower  and  Forge  Co. 
Montreal  Machine  Shop,  Ltd. 

Heat  Insulating  Materials 
Armstrong   Cork  Company 

Heating  Systems  (Steam  Traps) 
Dunham  Company,  C.  A. 

Hoists,  Electric 

Canadian  Link-Belt  Co. 
Northern  Crane  Works 

Hoisting  Apparatus 

Brown  Hoisting  Machinery  Co. 
Canadian  Mead-Morrison  Co. 
Herbert  Morris  Crane  &  Hoist 

Company 
Hopkins  &  Company,  F.  H. 
Jeffrey  Mfg.  Co.,  Columbus,  Ohio 
London  Concrete  Machinery  Co. 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams   Machinery  Co.,   A.  R. 

Hoisting  Engines 

Canadian    Allis-Chambers  Ltd. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Goodyear  Tire  &  Rubber  Co. 

Hydrants 
Canada  Iron  Foundries 
Kerr   Engine  Company 
Gartshore-Thompson  Pipe  Co. 
McAv.ity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
McKinnon  Steel  Company 


Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Company 
Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 

Spielman  Agencies  Regd. 

Standard  Underground  Cable  Co. 
of  Canada  Limited 
Insulating  Bricks 

Armstrong  Cork  Company 
Jib  Cranes  (all  kinds) 

Hamilton   Bridge  Works  Co. 

Northern  Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 

Hamilton  Bridge  Works  Co. 
Kilns 

Canadian  Blower  and  Forg«  Co. 

McKinnon  Steel  Company 
Lead  Pencils 

American  Lead  Pencil  Company 
"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown    Hoisting    &  Machinery 
Company 

Canadian  Link-Belt  Co. 
Lumber 

B.    C.   Lumber  Commissioner 
Machinery  Insulation 

Armstrong  Cork  Company 
Malleable  Castings 

Pratt  &  Letchworth  Co. 

Metal  Lath 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Trussed  Concrete  Co.,  Ltd. 


Mill  Supply  Department 

Beveridge  Paper  Co. 

Motors 

Canadian  General  Electric  Co. 

Motor  Trucks 

Tiffin  Wagon  Company 

Ford  Motor  Company 
Nozzles 

Spray  Engineering  Co. 
Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 

Hamilton  Bridge  Works  Co. 

Imperial  Oil  Company,  Ltd. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 
Ornamental  Iron 

Canadian  Welding  Works 

Dennis  Wire  Iron  Works  Co. 
Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 
Packing 

Dunlop  Tire  &  Rubber  Goods  Co 

Paint  (Heated  Surfaces) 
Ric-Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Spielman  Agencies  Regd. 
Paints  (Bridge  and  Structural  Iron 

and  Pipe  Coating) 

Barrett  Company,  Ltd. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Ontario  Rock  Company 

Sonneborn  Sons  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Paint  Spraying  Equipment 

Spray  Engineering  Co. 
Park  Sprinklers 

Spray   Engineering  Co. 
(Continued  on  page  10) 


Stop — Read— and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

|[  If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

H  If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral— Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 

Marsh  Engineering  Works,  Limited, E  t^6hed  Belleville,  Ontario 


Sales  Agents:  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 


June  9, 
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Owing  to  its  smaller  ini- 
tial coit  our  Wood  Stave 
Pipe  readily  recommends 
itself  for  the  solution  of 
many  Water  Works  and 
Hydro-Electric  problems 


Pacific  Coast  Pipe  Co.  Ltd. 

1551  Granville  St.,  VANCOUVER,  B.  C. 

Wood  Stave  Pipe 
and  Wood  Tanks 


Pacific  Coast  Wood  Stave  Pipe  13  ft.  6  in.  diameter 
The  largest  Wood  Pipe  in  Canada.    Installed  at  Niagara  Falls 


Our  Wood  Stave  Pipe  is  used  from  the  Atlantic 
to  the  Pacific  Coast,  for  Water  Works 
and  Water  Power  development 


Our  Specialty.    Complete  Construction 


Write  us  for  information  and  estimates 


The  adaptability  of  our 
Continuous  Wood  Stave 
Pipe  to  installation  in 
remote  regions,  owing  to 
ease  of  transportation, 
makes  possible  many 
projects  which  otherwise 
would  not  be  developed 


10 


THE  CONTRACT  RECORD 


June  9,  l'JIiO 


CLASSIFIED   INDEX  TO   ADVERTISEMENTS— Continued 


Paving  and  Paving  Materials 
Barrett  Company,  Limited 
Brodies  Limited 
Carey  Company,  Philip 
Dominion  Tar  &  Chemical  Co. 
Imperial   Oil  Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 
Warren    Bituminous   Paving  Co. 

Pipe   (Concrete,   Iron   &  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thompson  Pipe  Co. 
National  Iron  Works 

Pipe  Covering  (Underground) 
Ric-Wil  Company 

Pencils  (Lead) 
American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile   Driving  Machinery 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb   Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Railf 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 

Manitoba  Bridge  &  Iron  Works 

Waterous  Engine  Works  Co. 
Road  Material 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 
Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 
Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company.  Ltd. 
Vitrified  Clay  Pipe  Publicity 
Bureau. 

Rubber  Goods 
Barrett  Company,  Limited 

Road  Oil 
Imperial  Oil  Company,  Ltd. 

Pneumatic  Machinery 

Canadian   Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglii    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Cook,  A.  D. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Inglis  Company,  John 

Ontario  Wind   Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 
Quarry  Machinery 

Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 

Ralls 

Sessenwein  Bros. 


Railway  Supplies 
Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  J, 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Steel  Company  of  Canada 
Reinforcements,  Concrete  and  Stee! 
Haines  &  David  Ltd. 
Canadian  Siegwart  Beam  Co. 
Burlington  Sieel  Company 
Canada  Wire  &  Iron  Goods  to. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineenng 
Company 

Rigging  Screws 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Drags 

Sarnia  Bridge  Company 

Road  Materials 

Warren  Bituminous  Paving  Co. 
Road  Scraper  Knives 

Shunk  Plow  Company 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Beveridge  Paper  Co. 
Sand 

Sand  &  Supplies 

Saw  Teeth 

Joyce-Koebel  Co. 
Screens 

Canada  Wire  &  Iron  Goods  Co 
Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Vitrified  Clay  Pipe  Publicity 
Bureau. 

Sheathing 

Barrett   Company,  Limited 
Shingles  (Asbestos) 

Barrett  Company 
Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 
Shovels  (Steam) 

Ball  Engine  Company 

Canadian  General  Electric  Co. 

Canadian   Mead-Morrison  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 

McGregor  &  Mylntyre 
Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 
Silo  Moulds 

London  Concrete  Machinery  Co. 
Skylights 

Roberton-Olsen  Limited 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Smoke  Stacks 

Canadian   Blower   &   Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  McTntyre 
Standard  Steel  Construction  Co. 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 
Stair  Builders 

Canadian  Welding  Works 

Canada  Wire  &  Iron  Goods  Co. 

McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
McAvity  &  Sons,  T. 
Turnbull  &  Co.,  Harvard 


Steel 

Burlington  Steel  Company 
Frost  Steel  &  Wire  Co 
Hopkins  &  Co.,  Ltd.,  F.  H. 
McKinnon  Steel  Company 

Nova  Scotia  Steel  &  Coal  Co. 
Toronto  Steel  Construction  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 


Steel  Bars 

Burlington   Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Maritime  liiidge  Company 
Steel  Company  of  Canada 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Steel  Lath 

Gait  Art  Metal  Company 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 

Steel  Plate  Construction 

Hamilton   Bridge  Works  Co. 

Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh   Engineering   Works,  Ltd. 
Standard  Steel  Construction  Co. 
Waterous  Engine  Works,  Co. 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &   Radiation,  Limited 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Street  Oilers 

Seagrave,  Lougheed  Co. 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Cmn.  Chicago  Bridge  &  Iron  Co 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton   Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime   Bridge  Company 
Reid  &  Brown  Structural  Steel  & 

Tron  Works 
Standard  Steel  Construction  Co 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Tnglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario   Wind    Engine   &  Pump 

Company 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton   Hersey  Company 

Tile  Moulds 

London  Concrete  Machinery  tjo. 


Towers 

Can.  Chicago  Bridge  &  Iron  Co 
Hamilton    Bridge    Works  Co. 

Standard  Steel  Construction  Co. 

Trailers 

Seagrave,  Lougheed  Co. 

Transformers 

Canadian  General  Eelectric  Co. 
Trap  Rock 

Ontario  Rock  Company 

Turnbuckles 

Dominion  Wire  Rope  Company 
Valves 

Canada  Iron  Foundries 

Crane  Limited 

Gartshore-Thompson   Pipe  Co. 
McAvity  &  Sons,  Ltd. 
Turnbull  &  Co.,  Harvard 

Ventilators 

Robertson  Co.,  H.  H. 

Ventilating    ft    Heating  Apparatus 
Canadian  Blower  and  Forge  Co 

Varnishes — Insulating 
Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Wall  Ties 

Canadian    Self-Locking  Concrete 

Wall  Company 
Gait  Art  Metal  Company 

Wallboard  (Asbestos,  Linabestoi) 
Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Beveridge  Paper  Co. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd 

Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 

Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 

•  -  % 
Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 

Welding  Engineers 

Canadian  Welding  Works 

Well  Drilling  Plants 
American  Well  Works 
Ontario   Wind   Engine   &  Pump 
Company 

Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
Johnson  &  Sons,  C.  H. 

Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd..  Sarr\uel 

Wood  Pipe 

Canadian   Pipe  Company 
Morrison  &  Co.,  T.  A. 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tank 
Company 

Wood  Preservatives 
Beveridge  Paper  Co. 

Wood  Tanks 

Pacific  Coast  Pipe  Company 
Vancouver  Wood  Pipe  and  Tan* 

Company 
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Manufactured  by 

Kerner-Greenwood  &  Co.  Ltd., 

KING'S  LYNN,  England. 

PUDLO 


MAKES  CEMENT  WATERPROOF 

A  very  small  proportion  (l%-5%,  according 
to  the  nature  of  the  work)  added  to  the  Ce- 
ment, absolutely  prevents  damp  or  water 
penetrating  concrete;  stops  all  leakages;  and 
is  absolutely  dependable. 


Made  by 

Griffiths  Brothers  &  Co., 

LONDON,  England. 

FERRODOD ,: 
PAINT  ^ 

AFFORDS  PERFECT  PROTECTION 


An  elastic,  rustproof  paint,  superior  to 
graphite  or  red  lead.  Defies  all  climatic  con- 
ditions. Impervious  to  acids,  salt  spray,  fac- 
tory fumes,  etc.  Affords  perfect  protection 
for  metals,  wood,  concrete  and  all  structures. 


Illll!!!! 
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Stocked  by 


Write  for  Booklets  CR. 


Spielman  Agencies,  (Regd.) 

45  St.  Alexander  St.,  Montreal 


DUNDAS  STONE 


Crushed  Stone 


Dundas  Crushed  Stone  has  the  big  advantage  of  being  a  tried, 
and  proven  material.    In  miles  of  roadway  throughout  the  province 
Dundas  Stone  is  making  good.    We  can  give  you  much  valuable 
information  in  this  connection,  if  you  are  interested  in  good  roads. 

Write  to-clay 


Canada  Crushed  Stone  Corporation,  Limited 


DUNDAS, 


ONTARIO 


Toronto  Office:  Room  409  McKinnon  Bldg.,  Toronto 

Phone  Adelaide  5784 
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 CRUSHED  

STONE 

in  all  sizes 

FOR  CONCRETE  AND  ROAD  METAL 

also  Stone  for  Filling 
and  Ballast 


Nova  Scotia  Stone  Co,,  Ltd, 

Head  Office:  McCurdy  Bldg. 
 183  Hollis  St.        HALIFAX,  N.S.  

Works  and  Quarries  :  Lake  William,  N.S. 


fi  AST  IC'^^TLOORS 

THE  EVERLASTING  FLOOR 

"THE  REAL  THING "  natures  product 

Mineral  rubber  floor  covering — A  durable  dust-proof,  acid-proof,  alkaline-proof,  water-proof,  sanitary 
floor  covering,  scientifically  compounded,  will  not  check,  crack  or  peel,  retains  its  natural  resiliency, 
quiet  and  easy  on  the  feet,  non-slip  wet  or  dry,  suitable  for  trucking  or  foot  wear.  Applicable  to  con- 
crete (new  or  old)  wood  or  steel.    Nuf  sed.  Investigate. 

"REZILITE"  will  wear  indefinitely  on  Railroad  Passenger  Car  and  Street  Car  floors,  new  or  old,  can 
be  applied  over  old  worn  out  composition  floors,  old  wood  floors,  iron  platforms,  steps,  etc.,  etc. 

Rezilite  has  no  equal  on  ships'  floors,  either  decks  or  cabins.  In  fact  Rezilite  is  the  universal 
floor. 

FLOORS  IN  USE  SEVEN  YEARS  WITHOUT  SHOWING  WEAR 

J  Wearcrete  Engineering  Company 

Peoples  Gas  Building  CHICAGO.  ILL. 

lASTICT^^TLOORS^ 

''REZILITE"  the  Floor  that  Longest  Prevents  the  Necessity  of  Re-Flooring 
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Concrete 


OF  EVERY  DESCRIPTION 


* 


round  nine 

SQUARE  n  A    K  .1 

SQUARE  TWISTED  Jr* 


CUT  AND  BENT 

READY  FOR 

PLACING 


Competent  Engineers  at  your  Service 

EXPANDED  METAL 

All  sizes  and  sections  in  stock 

BAINES  &  DAVID,  LIMITED 

IRON  AND  STEEL  MERCHANTS 

TORONTO 


Office  and  Warehouse : 

98-116  ESPLANADE 


Yards : 

EASTERN  HARBOR  TERMINAL 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 

Montreal  Office— Phone  Westmount  6800  Toronto  Office— 20  Victoria  Street 
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EFFICIENCY  Zk  DEPENDABLE 

with  *  »  SFRVIfF 

ECONOMY  g  atRVitt 

SEE 

HIGH  GRADE 

ELECTRIC  ELEVATORS 

A.  B.  See  Electric  Elevator  Co.,  «  Canada 

LIMITED 

TORONTO  OFFICE :  HEAD  OFFICE  182  SHEARER  STREET 

ROOM  116,  SUN  LIFE  BUILDING  WORKS:  MONTREAL 


Dredge,  Hercules  Steam  Shovel  and  Sling  Chain 

also  special 

Contractors'  Chains 

all  sizes       -       all  kinds 

McKinnon  Columbus  Chain  Ltd. 

St.  Catharines  -  Ontario 


hine  9.  1920 


THE  CONTRACT  RECORD 


15 


"Made  in  Canada" 

Standard 


ewer 
Pipe 

The  old  reliable  vitrified  salt  glazed 
sewer  pipe  is  being  used  in  steadily  in- 
creasing quantities  despite  its  many 
competitors  which  come,  fail  to  make 
good,  and  have  been  forgotten. 

"Standard"  sewer  pipes  are  "Made  in  Canada"  and  are  of  the  very 
highest  grade  and  have  been  used  extensively  throughout  Canada.  Use  them 
and  they  will  prove  efficient  channels  for  your  town's  sewage. 

The  Standard  Clay  Products  include  salt  glazed  vitrified  sewer  pipes, 
culvert  pipe  and  sewer  pipe  connections  of  all  descriptions,  hollow  building 
blocks,  chimney  tops,  inverts,  vases  and  all  kinds  of  vitrified  and  fire  clay 
ware. 

Our  plants  are  situated  in  localities  abounding  in  ideal  raw  material 
for  our  products. 

Write  us  for  prices 

Standard  Clay  Products 

Limited 


Three  Sewer  Pipe  Factories :    St.  Johns,  P.  Q.  and  New  Glasgow:  N.  S. 

ALSO  FIRE  CLAY  FACTORY  AT  ST.  JOHNS,  P.  Q. 
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The  Trap  that  Keeps 
the  Radiator  Hot 


Anv  kind  of  a  boiler  will  shove  the  steam  up  to  a  radi- 
ator, lint  it  takes  a  mighty  good  trap  to  let  all  the  air  and 
water  out  without  letting  steam  into  the  return  line. 

The  Dunham  Trap  has  been  doing  it  since  1(X)3 — and 
doing  it  so  well  that  you  don't  see  many  old-style  Craps 
nowadays.  Everybody  is  busy  pushing  thermostatic  disc 
traos.  B.Ut  do  not  forget  that  the  Dunham  was  the  FIRST 
radiator  trap  of  this  type. 

The  first  of  its  kind—  and  the  best  of  its  kind,  accord- 
ing to  many,  many  engineers,  and  to  architects  and  heat- 
ing contractors  who  know  that  quality  counts  above  all 
else. 

Our  new  booklet,  "Data  on  Dunham  Heating,"  tells 
some  heating  facts  in  an  interesting  way.  May  we  send 
you  a  copy  ? 


The  Dunham  Radiator  Trap 

Dunham 

■Cheating  service 

Made  in  Canada 


C.  A.  DUNHAM  COMPANY,  LIMITED,  Toronto,  Ontario 


HALIFAX 
OTTAWA 


VANCOUVER 
MONTREAL 


WINNIPEG 
CALGARY 


London:    64  Regent  House,  Regent  Street,  W.  1. 


6  x  6 
fi  strands  of  G  wires 
Hemp  in 
strands  and  core 


6  x  12 
strands  of  12  wires 
Hawser  make 


6  x  20 
fi  strands  of  20  wires 
Hemp  in 
strands  and  core 


C  x  37 
fi  strands  of  37  wires 
Hemp  core 


Iron  Stairways  and  Builders'  Iron  Work 


In  both  the  construction  and  equip- 
ment of  buildings  of  this  character 
there  exists  an  opportunity  for  large 
sales  of  wire  rope  for  both  haulage 


and  hoisting.  Your  district  will  reveal 
splendid  rewards  for  a  little  investi- 
gation on  your  part. 


Some  of  our  recent  contracts  include: 
New    Parliament    Buildings,    Holeproof  Hosiery, 
London  University  Extensions,  Norway  and  Keele 
St.   Schools,  New  Collegiate,  Niagara  Falls. 


Eastern 
Representative  : 

H.  O.  Bull. 
1.S4   Mance  St.. 
Montreal,  I'.Q. 


Canada  Wire  &  Iron  Goods  Co. 


8  x  19 

strands  of  19  wires 
Hemp  core 


Hamilton,  Canada 


6x7  «  x  19  7  x  19  6  x  24 

Table  Laid  Hope     fi  strands  of  19  wires    fj  strands  of  19  wires  fi  strands  of  21  win 
Hemp  core  Wire  core  Hemp  core 
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The  HAMILTON  BRIDGE  WORKS  CO., 

Hamilton,  Canada  limited 


ENGINEERS  AND 
BUILDERS 

of 

Steel  Railway  Bridges 

Steel  Highway  Bridges 

Steel  Buildings 

Steel  for  Ships 

Steel  Turntables 

Steel  Structures  of 
every  Glass 

Enquiries  Solicited 

Capacity    36,000  Tons 


Steel  work  for  Steam  Power  House  recently  erected  for 
The  Dominion  Power  and  Transmission  Co..  Hamilton. 


Full-Revolving j  Self-Propelling 

Locomotive  Cranes 


Mounted  on  Traction  Road 
Wheels.  Equipped  with 
30  -  ft.  Boom  and  %  -  yard 
Clamshell  Bucket. 

ALL  BRAND  NEW 

F.  MAYER 

53  W.  Jackson  Blvd.  -  CHICAGO 

Road  Builders'  Equipment 
Asphalt  Plants 
Revolving  Traction  Shovels 
Road  Rollers 


CONTRACTORS'  EQUIPMENT  OF  ALL  KINDS 


IS 
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Unless  special- 
ly requested  we 
do  not  supply 
driver's  cab 
with  equip- 
ment,  but  will 
be  glad  to  fur- 
nish prices  up- 
on application. 


Olson  Dump  Body 

for 

Ford  Ton  Truck 

Made  in  two  sizes. 
Model  A  1  cubic  yard. 
\  and  Model  B  V/2  cubic 

\  yards.     Mounted  on 

k  Olson  side 

springs  to  sup- 
port body  at  all 
points.  So  per- 
fectly balanced 
that  it  may  be 
dumped  with 
perfect  ease. 
For  sale  by  all 
Ford  dealers. 


ONE  PRICE 
$245 
F.O.B.  WINDSOR 


Manufactured 
under  Olson 
Patents  by 


The  Swedish  Crucible  Steel  Co. 


of  Canada,  Limited 


WINDSOR, 
Ontario, 
Canada 


Branches  at  :    MONTREAL,  QUE.,  285  Beaver  Hall  Hill 


TORONTO,  ONT.,  614  Excelsior  Life  Bldg. 


Wire  Guards 

for  Windows  and  Skylights 

Wire  Partitions 
Wire  Screens 

for  Sand  and  Gravel 


Wire  Work 


of  all  kinds 


C.  H.  Johnson  &  Sons,  Ltd 


Wire  Works  :  St  Henry,  Montreal 


June  !t,  1920 
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Built  on 

Specialized 

Knowledge 


A 


NYONE  can  take  a  sheet  of  iron  and  fashion  it  into  a  lavatory 
partition — but 


HENNISTEEI 

\dr    Made  in  Canada 

STEEL  LAVATORY 
PARTITIONS 

are  the  result  of  scientific  study  of  the 
subject.  We  are  the  only  firm  in  Canada 
that  specializes  in  the  manufacture  of  this 
equipment. 

See  that  your  specifications  for  factories, 
industrial  or  public  buildings  call  for  our 
steel  lavatory  partitions. 

You  know  that  as  hygienic  and  fireproof 
equipment  nothing  can  compare  with 
them. 

The  Dennis  Wire  and  Iron 
Works  Co.  Limited 


 HENNISTEEI   


London 


Halifax 
Montreal 


Ottawa 
Toronto 


Hamilton 
Winnipeg 


Calgary 
Vancouver 
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The  Tee  Bar  Mullion 

is  a  standard  Fenestra  section  used  to 
join  two  or  more  units  of  sash  in  an 
opening. 

Weather  resistance  is  assured  because 
of  the  wide  flat  contact  against  the  ver- 
tical muntin  bar  of  the  sash — a  lap  of 
one  inch. 

The  strength  of  the  T-Bar  mullion 
provides  adequate  protection  against 
sagging  or  distortion.  The  stem  of  the 
mullion  may  be  turned  in  or  out.  The 
latter  method  is  recommended  as  it 
gives  greater  thickness. 

Erection  is  made  easy — just  place 
the  sash  side  by  side  and  bolt  the  mul- 
lion between  as  shown  in  the  drawing. 
Slotted  holes  in  the  mullion  bar  per- 
mit slight  adjustments. 


Fenestra:  for  Economy 
and  Satisfaction 

FENESTRA  takes  the  place  of  superfluous  brick  and 
stone,  as  well  as  provides  25  to  50  per  cent  more 
light  than  wooden  windows. 

It  can  be  erected  in  sections  of  40  or  50  square  feet  or 
more — easier,  quicker  and  more  satisfactorily  than  a 
wall  containing  wooden  windows  can  be  built. 

The  sash  making  equipment  of  Steel  and  Radiation, 
Ltd.,  has  recently  been  added  to  our  own  equipment, 
and  we  are  permitted  to  offer  a  new  and  better  Fen- 
estra, with  several  exclusive  features  never  before  in- 
cluded in  Fenestra  as  manufactured  in  Canada. 

Our  Toronto  warehouse  carries  thirty  types  and  sixty 
sizes  in  stock  for  immediate  shipment.  Write  or  phone 
for  list  of  warehouse  sizes. 


Canadian  Metal  Window  &  Steel  Products  Co.,  Ltd. 

1 60  River  St.,  Toronto,  Ontario,  Phone — Main  4566 


THE  CONTRACT  RECORD 


June  9,  1920 


Dunlop  Belting  is 
Serving  Faithfully  in 
all  Kinds  of  Industries 

It  is  a  matter  of  record  that  wherever  the 
"Two  Hands"  products  go  they  serve  faith- 
fully and  well.  In  industries  which  are  par- 
ticularly trying  on  Belting 

Dunlop 
"Gibraltar  RedSpecial" 
Transmission  Belting 


is  giving  a  higher  percentage  of  satisfactory 
service  than  any  other  type.  We  have  the 
facts  to  prove  this  statement. 

Dunlop 
Conveyor  and  Elevator 
Belts 

are  also  prominently  employed  in  all  flourish- 
ing industries. 


We  have  a  staff  who  specialize  on 
Belt  problems.  You  are  welcome 
to  their  experience. 

Also  makers  of  high-grade  Hose 
and  Packing. 


Dunlop  Tire  &  Rubber  Goods  Co., 

Limited 

Head  Office  and  Factories  :  Toronto 

Branches  in  the  Leading  Cities 
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Economical  and  Efficient 


EFFECTS 
A  GREAT 
SAVING 
IN  FUEL 
EXPENSES 

T5he 

Economic 
Heater 


is  guaranteed  for  twenty 
years  against  leaks  from 
expansion  or  contraction. 

Demonstrations  Freely 
Given. 

Enquiries  Solicited. 


Manufactured  in  Canada  by 

The  Montreal 
Machine  Shop 

LIMITED 

481    Ontario   Street  East 

MONTREAL 


Sole  Agents  for  Ontario  :— EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  TORONTO,  Ont. 


Economic 
Heater 

was  so  named  because 
of  its  remarkable 
ability  to  reduce  the 
amount  of  fuel  con- 
sumption. At  the 
same  time  it  greatly 
increases  the  effici- 
ency of  the  entire 
heating  system. 

So  confident  are  we 
of  its  ability  to  prove 
entirely  satisfactory 
that  we  will  install 
this  heater  and  if  it 
does  not  give  entire 
satisfaction  we  will 
take  it  out  and  stand 
all  expense. 
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— but  Boyer  remains  supreme! 


'OT  a  riveting  ham- 
mer made  since  the 
days  when  rivets 
were  put  down  by 
"elbow  grease"  has 
approached  the  unequaled  per- 
formance of  the  Boyer. 

The  veteran  workman,  of 
brawny  physique  and  steady,  vise- 
like grip,  best  appreciates  the 
built-in  sturdiness,  well-balanced, 
powerful  blow,  and  day-in-and-day- 


out  dependability  of  the  Boyer 
Pneumatic  Hammer. 

More  and  better  work  mark  the 
trail  of  every  Boyer- equipped 
workman,  due  to  distinctive  Boyer 
features. 

Standardize  with  Boyers.  Made 
for  riveting,  chipping,  calking, 
scaling,  flue -beading,  etc.  Stock 
delivery  can  be  made  from  the 
Company  branches  listed  below. 


Sales  and  Service  Branches: 


Sales  Representatives 

The  Holder*  Company,  Limited 

354-356  St.  James  Street,  Montreal,  Canada 

TORONTO.  342  Adelaide  Street.  West  WINNIPEG.  150  Princess  Street  VANCOUVER,  81  Pender  Street 
Canadian  Factory:    Canadian  Pneumatic  Tool  Company,  Montreal 


p-53-H 


BOYER  PNEUMATIC  HAMMERS  ••  LITTLE  GIANT  PNEUMATIC  AND  ELECTRIC  TOOLS 
CHICAGO  PNEUMATIC  AIR  COMPRESSORS  •  -  VACUUM  PUMPS  •  •  PNEUMATIC  HOISTS, . 
GIANT  OIL  AND  GAS  ENGINES' -^p^SB^,  ROCK  DRILLS      COAL  DRILLS 
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Buildings  of  Beauty  and  Permanence 


Built  of  Durable, 
Damp-Proof 
Concrete  Blocks 

Decidedly  economical 
yet  durable  and  artistic 
are  buildings  built  of 
these  blocks.  They  have 
met  with  the  approval 
of  engineers  and  archi- 
tects everywhere  be- 
cause they  are  made 
from  wet  mix  or  poured 
concrete  which  elimin- 
ates dampness  entirely. 

We  are  now  facing 
these  blocks  with  gran- 
ite which  gives  them  a 
beautiful  sparkling 
granite  finish. 

We  also  manufacture 
machinery  for  making 
these  Concrete  Blocks. 

We  own  the  Canadian 
patents  and  can  give  ex- 
clusive rights  for  any 
territory,  not  yet  sold. 


THE  PRODUCT 


Cast  Stone  Block  &  Machine  Co.,  Ltd. 


THE  MOULD 


Write  us  today  for  a 
copy  of  our  catalogue 
and  further  information 
— you'll  find  it  interest- 
ing. 


302  HOWARD  AVENUE 
WINDSOR  ONTARIO 
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Equipment  on  Hand 

1 — Type  0  Thew  %  yard  full  revolving  Steam  Shovel,  traction 
wheels. 

3 — Flat  cars,  30  feet  long,  standard  gauge,  automatic  couplers. 
1 — 7  x  15  Sawyer-Massey  Crusher. 

1 —  24  gauge  Davenport,  7  ton  locomotive. 

2 —  Davenport  36  gauge,  14  ton  locomotives. 
300  Ton  56  lb.  Rail  with  fish  plates. 

1 — 10  ton  Lobnitz  Rock  Breaker,  complete  on  scow,  99'x  28'x  5'  1". 

1—  Dredge,  "Alfred,"  Hull  66x26x6',  Dipper  V/2  cu.  yds.  Main 

Engines  No.  56,  8'x  12',  2  cylinders.  Independent  Swingers 
&/2'x8',  2  cylinders.  Independent  Anchor  Engines  5'x  8'. 
1 — Marion  Submerged  Tube  Boiler,  36  H.P. 

2 —  Concrete  Mixers,  2,/i>  (Smith)  7S  yd.,  complete. 
1 — No.  3  Smith  Mixer  on  skids. 

3 —  Cleveland  land  tractors. 

1 — Buckeye  Ditcher,  with  two  digging  wheels.  One  will  dig 
trench  33"  wide  by  0  up  to  12  ft.  deep,  and  the  other  wheel 
will  dig  a  trench  24"  wide  by  0  up  to  7  ft.  in  depth. 

100  Ton  65  lb.  Rail. 

1 — Locomotive  17  x  24,  about  40  ton,  tender  type  Baldwin. 

1 — 10"  Kingsford  Belt  Driven  Pump. 

1 — 8"  Baldwinsville  Pump,  direct  connected. 

1 — 8"  Beatty  Pump,  direct  connected. 

1 — Robb  Mumford  Boiler,  internally  fired.  Both  drums  double 
rivetted.  Upper  drum  30"x  17'  6"x  Y{'.  Lower  drum  48"  x 
16'x  5/16". 


Wilson  «  McGo vern,  Limited 

Industrial  and  Contractors'  Plant  New  and  Used  Electrical  Equipment 

Lumsden  Building  -  -  TORONTO,  ONT. 
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STANDARDIZE!. 
MATERIAL- HANDLING 
MACHINES 


STANDARDIZED 
MATERIAL- HANDLING 
MACHINES 


Why  You  Should  Know  About 
The  New  B-G  Loader 

MODEL  20  B-G  Self-Feeding  Bucket  Loader  is  the 
result  of  years  of  study  and  experimentation 
by  the  pioneer  manufacturers  in  the  business — in 
no  way  a  new  and  untried  machine.  In  the  B-G 
you  get  real  quality  and  performance. 

Consider  These  Points 

The  patented  rotary  disc  feeder  cuts  a  path  6  feet  wide 
into  the  pile  and  makes  75  cubic  yards  per  hour  easy  work. 
You  get  large  capacity,  continuous  operation  and  absolute 
safety  for  both  machine  and  operator.  The  only  safe  and 
dependable  self-feeder. 


Back ofB  Q  Machines 
is  B-G  Serf  ice — train- 
ed engineers  in  all 
parts  of  the  country 
who  will  work  with 
you  on  your  material- 
handling  problems. 


The  Crawler  Type  Traction  with  forward  and  reverse 
speeds  means  continuous  operation  on  all  kinds  of  jobs— in 
sand,  mud,  over  rough  ground — in  fact  any  place. 

And  these  are  only  two  of  the  many  superior'  and  ex- 
clusive profit-making  features  that  make  the  B-G  Loader  the 
machine  for  your  job.  Better  learn  the  whole  story.  Just 
ask  for  Catalog  O. 


Barber -Greene  Company 

AURORA,  ILLINOIS.-U.  S.  A.  + 


For  all  "  short-haul  " 
work  don 't  overlook 
B-Q  Conveyors.  A 
style  and  type  for  every 
job,  all  made  on  the 
sectional  plan — a  dis- 
tinctive B-Q  feature. 


New  York 
Philadelphia 
Norfolk 
Salem 


BRANCH    SERVICE  AND   SALES  OFFICES: 

Hartford  Detroit  Milwaukee  Birmingham 

Buffalo  Indianapolis  Minneapolis  Louisville 

Utica  Pittsburgh  St.  Louis  Kansas  City 

Cleveland  Chicago  Omaha  Denver 

Canadian  Aqents:  Mussenn  Limited,  Montreal,  Winnipeg,  Toronto,  Vancouver. 

~^Ol|l|ffTrr>w 


Salt  Lake  City 
Portland 
San  Francisco 
Los  Angeles 


r  X  *0  »T  OIPARTMtNT 

ALLIED  MACHINERY  COMPANY  OF  AMERICA  < 
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The 

J.  W.  HARRIS  EXCAVATOR 

Steam  Shovel  Type 


Caterpillar  traction,  as  applied  to  the  British  armored  car, 
or  "tank,"  was  a  vital  factor  in  the  winning  of  the  late  War;  and 
caterpillar  traction  of  the  four-wheel  type  with  differentials;  as 
exclusively  used  on  our  machines,  renders  negligible  the  obstacles 
usually  so  vexatious,  and  eliminates  the  disadvantages  of  ordin- 
ary steam  shovel  operation. 

We  also  have  other  types  of  Excavating  and  Loading  Machines. 

FOR  FULL  PARTICULARS  AND  PRICES  WRITE  OR  TELEGRAPH 

CHAS.  P.  LOVELAND 

Sole  Selling  Agent 


The   J.   W.  HARRIS  MANUFACTURING  COMPANY 

LIMITED 

120  SANGUINET  STREET  MONTREAL,  CANADA 
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P  HIIIIIIIIIIII  

I   THE  TORONTO  i 

I   PLATE  GLASS  I 

I   IMPORTING  CO.  | 

Limited  I 

Our  Facilities 

for  rendering  a  real  service  to  the 

trade  are  unexcelled  in  Canada.  | 

We  are  pleased  at  all  times  to  offer  | 

suggestions  for  original  arrange-  | 

ment  and  design  in  all  kinds  of  | 

work  involving  the  use  of  high-  | 

grade  glass.  j 

Permit  us  to  figure  on  your  re- 
quirements. | 

I       PLATE,  WINDOW,  FIGURED,  I 

J         STAINED,  WIRED,  BENT,  I 

|  Mirror  and  Ornamental  f 

1  Glass  | 

Don  Roadway  -  Toronto 

iiiiiiiiiiiiiiiiiiiiiiiiiiiii 
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Products  Include 

Locomotive  Cranes. 
Grab  Buckets. 
Drag-line  Buckets. 
Electric  Hoists. 
Tramrails  and  Trolleys. 
Overhead  Tr.  Cranes. 
Pillar  and  Jib  Cranes. 
Heavy  Dock  Machinery. 
Suspended  Concrete  Bins. 

Write  for  Catalogs 


Even  lump  limestone  is  handled  rapidly 

This  Brownhoist  locomotive  crane  loads  large  lump 
limestone  from  storage  into  the  railroad  cars  for 
shipment.  The  stone  is  received  in  large  lumps,  is 

very  hard  and  therefore,  very  difficult  to  handle.  But  the  Brown- 
hoist  crane  with  Brownhoist  bucket  loads  many  50  ton  cars 
each  day  and  quickly  cuts  its  way  into  the  pile  containing 

thousands  of  tons. 

Work  on  such  a  large  scale  would  be  impossible  if 
handled  by  hand.  But  the  Brownhoist  with  only  one 
operator  and  a  ground  man  not  only  does  the  loading 

but  will  switch  the  cars  as  well.  This  means  that  the  cars  can 
be  moved  whenever  necessary,  and  without  the  use  of  a  switch- 
ing engine.  Any  way  you  consider  it,  the  Brown  hoist  not  only 
does  the  work  better ;  it  does  it  faster  and  much  more  economic- 
ally as  well. 

If  your  handling  costs- are  too  high,  write  for  Cata- 
log K,  which  shows  Brownhoist  locomotive  cranes  at 
many  different  kinds  of  work.  It  may  give  you  an  idea 

as  to  how  best  to  solve  your  own  handling  problem. 


The  Brown  Hoisting  Machinery  Company 


40  Years  in  Crane  Business 

Engineers  and  Manufacturers  of  Heavy  Dock  Machinery,  Bridge 
Cranes,  etc.,  as  well  as  smaller  Cranes  and  Hoists. 


Cleveland,  Ohio,  U.  S.  A. 


Branch  Offices  in  New  York,  Pittsburgh,  Chicago  and  San  Francisco. 
European  Representative:  H.  E.  Hayes,  12  Rue  de  Phalsbourg,  Paris. 
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Reflectors 
and  Output 


Wide  awake  production  managers  and  factory 
superintendents,  realize  more  and  more  every  day, 
that  if  they  want  to  obtain  maximum  output,  they 
must  illuminate  their  factories  in  a  Twentieth  Cen- 
tury manner. 

They  further  realize  that  the  only  way  in  which 
they  can  obtain  efficient  lighting  is  to  install  reflector^ 
that  were  originally  designed  for  factory  illumination. 

Wheeler  reflectors  are  scientifically  constructed 
light  reflecting  appliances,  designed  by  men  who 
thoroughly  understand  the  vital  importance  of  a  well 
lighted  factory. 

Good  lighting  is  appreciated  by  every  one  in  the 
organization,  the  workmen  like  it  because  it  helps  to 
make  cheerful  surroundings,  the  management  values 
it  because  it  reduces  spoilage,  speeds  up  production 
and  minimizes  accidents. 


Our  Lighting  Specialists  will  be  pleased  to  co-operate. 

Write  our  nearest  Sales  Branch  for  full  particulars 

Canadian  General  Electric  Co.,  Limited 


Head  Office 


Toronto 


Branch  Offices:  Montreal,  Quebec,  Halifax,  Sydney,  St.  John,    Ottawa,    Hamilton,    London,    Cobalt,  South 
Porcupine,   Winnipeg,   Calgary,   Edmonton,   Nelson,  Vancouver,  Victoria,  Sherbrooke  and  Windsor. 
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>4 p*®" 

SPECIALISTS 

in  the  construction  of  Commercial  and  In- 
dustrial Buildings. 

Illustrations  show  new  buildings  for 

1—  Pedlar  People,  Ltd.,  Oshawa 

2—  Dunlop  Tire  &  Rubber  Goods,  Ltd. 

Toronto 

3 —  Cowan  Co.,  Ltd.,  Toronto 

4—  Canada  Cycle  &  Motor  Co.,  Weston 

designed  and  being  erected  under  our  supervision. 

Let  us  tell  you  about  what  we  have 
done  and  are  doing.  Our  methods 
will  save  you  money.  Our  organ- 
ization insures  you  service. 

BERNARD  H.  PRACK 

Industrial  Architect  and  Engineer 
Otis  Fensom  Building,  50  Bay  St 

TORONTO,  ONT. 
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SHADE  30— MEDIUM  FLASHED 


I     INTERPROVINCIAL  BRICK 

I        Head  Office :   30  TORONTO  ST.,  TORONTO  I 

iiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiiy 
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lniGrproviTiciol 

IVeased  firkk 


    ,  

1 

SHADE  31  — DARK  FLASHED 


SHADE  32-LIGHT  FLASHED 


COMPANY  OF  CANADA  LIMITED 

Plant:   CHELTENHAM,  ONTARIO 


1111111 V 
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Grout  of  Cement 
Mortar 


Reinforcement 
SKETCH  OF  A  SIEGWART  FLOOR 


Eliminates  Weight  and  Framework 
and  Lowers  Cost 


These  hollow  reinforced  beams 
are  the  simplest  and  quickest 
method  of  construction.  They 
are  extremely  light  and  of  great 
strength.  There  is  a  place  for 
the  "Siegwart  System"  on  your 
work.  Its  many  advantages  can 


do  for  you  what  it  is  doing  for 
our  clients  wherever  used,  name- 
ly: International  Paper  Co., 
Wayagamack  Pulp  and  Paper 
Co.,  The  Shawinigan  Water  and 
Power  Co.,  etc. 


Send  for  Particulars 


The  Canadian  Siegwart  Beam  Co. 

103  St.  Francois  Xavier  St.       -  Montreal 
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SAUERMAN  DRAGLINE  CABLEWAY  EXCAVATORS 


ilroad  Ballast 


Large  Pit  Dug  at  One  Setting 


Handling  Gravel  from  Wet  Pit 


Sauerman    Levee-Building  Rig 


As  Used  by  Road  Contractor 


A  Message  To  All  Who 
Have  Excavating  Problems 
to  Solve 


For  excavating  and  handling  materials  over  a 
large  area,  the  Sauerman  Dragline  Cableway  Ex- 
cavator (patented)  is  generally  the  most  economical 
machine  to  employ  as  it  does  away  with  the  auxil- 
iary conveying  system  required  by  other  types  of 
excavators. 

Its  ability  to  work  over  spans  of  100  to  800  ft. 
or  more  and  to  dig,  elevate,  convey  and  dump  in 
one  continuous  operation  makes  the  Sauerman 
Dragline  Cableway  Excavator  particularly  econ- 
omical and  efficient  for  digging  sand,  gravel  and 
other  materials  from  under  water,  and  it  is  often 
used  instead  of  a  pump  or  dredge. 

This  same  long  operating  radius  and  deep  dig- 
ging ability  have  led  to  the  use  of  our  dragline 
cableway  excavator  for  a  wide  variety  of  other  ex- 
cavating work  which  cannot  be  economically  handled 
with  steam  shovels  or  boom  dragline  excavators. 
It  is  being  successfully  used  for  deepening  rivers, 
building  levees,  stripping  clay  beds,  mining  placer 
materials,  cleaning  reservoirs,  reclaiming  ore  and 
coal  from  stock  piles  or  storage,  loading  ballast, 
etc.,  in  addition  to  being  standard  equipment  for 
commercial  sand  and  gravel  plants. 

One  man  at  the  levers  of  a  double  drum  friction 
hoist  controls  the  entire  operation  of  the  Sauerman 
Dragline  Cableway  Excavator.  The  method  of  oper- 
ating, with  the  track  cable  taut  and  the  empt> 
bucket  near  the  top  of  the  cableway,  is  as  follows: 
The  bucket  runs  back  to  digging  point  by  gravity, 
is  lowered  into  pit  by  letting  out  tension  line  and 
is  loaded,  elevated,  conveyed  and  dumped  by  tak- 
ing in  load  and  tension  lines  alternately. 

The  Sauerman  excavator  bucket  dumps  from  the 
forward  end,  insuring  a  rapid  and  complete  dis- 
charge of  the  material.  There  are  no  rear  gates 
to  bend  or  bind;  no  latches  to  get  out  of  order.  The 
patented  dumping  device  permits  of  dumping  the 
bucket  either  slowly  or  instantaneously,  at  the  will 
of  the  operator. 

The  experience  of  our  organization  of  engineers 
is  at  your  service  if  you  have  a  gravel  deposit  or 
any  work  involving  excavating  and  handling  ma- 
terials. Our  130-page  illustrated  catalog  will  be 
gladly  sent  free  on  request. 


SAUERMAN  BROS. 


1143  M0NADN0CK  BLOCK 


CHICAGO 


Diagram  Showing  Typical 
Cableway  Installation  " 


Small   Gravel  Plant  Outfit 


Cleaning  Silt  Out  of  Creek 


DIG,  CONVEY,  ELEVATE  and  DUMP  IN  ONE  OPERATION 


Ill 
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Simple  Strong  Durable 

TJERE  is  the  Dump  Wagon  far  ahead  of  any  other  on  the 
market  to-day.  The  substantial  construction,  light  draft 
and  ease  of  operation  of  the  Massey-Harris  are  features 

which  will  be  appreciated  by  all. 

Years  of  experience  have  taught  us  how  to  build  the  right  kind 
of  a  Dump  Wagon  and  we  have  long  realized  the  necessity  of 
good  material.  Our  timber  experts  are  on  the  job  all  the  time 
and  we  thoroughly  "  air-season  "  all  our  stock. 

The  name  "  Massey-Harris  "  is  a  guarantee  of  quality.  The 
Wagon  bearing  it  is  the  wagon  that  will  give  satisfaction  in 
service. 

BAIN  DUMP  CARTS  BAIN  LORRIES 

MASSEY-HARRIS    DUMP  WAGONS 

Sold  by  Massey-Harris  Agents  Everywhere 

Massey-Harris  Company,  Limited 

Head  Office :        -        TORONTO,  Ont. 

AGENCIES  EVERYWHERE 
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Speaking  of 

CONCRETE  ROADS 
STREETS  and  ALLEYS 

—  and  repeat  orders 

In  1909  only  444,000  square  yaras 
of  CONCRETE  roads,  streets 

and  alleys  were  placed  under 
contract. 

In  1919  one  hundred  and  twenty  times 

this  total — more  tnan  53,000,000 

square  yards  —  were  placed  under 
contract. 

Since  1916  contracts  for  concrete  roads, 
streets  or  alleys  have  teen  let  in  every 
state  each  year. 

Once  Concrete  Cleans  JVlore  Concrete. 

PORTLAND  CEMENT  ASSOCIATION 


Atlanta  Salt  Lake  City 

Chicago  Detroit  New  York  San  Francisco 

Dallas  Helena  Los  Angeles  Parkersburg  Seattle 

Denver  Indianapolis  Milwaukee  Pittsburgh  St.  Louis 

Des  Moines  Kansas  City  Minneapolis  Portland,  Oreg.  Washington 
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Where  Trident  Meters 

are  Made 


Illustration  shows  a  corner  of 
our  new  plant  in  Toronto  which 
is  equipped  with  the  most  mod- 
ern facilities  to  keep  pace  with 
the  demand  for  Trident  Meters. 
In  the  above  picture  skilled 
operators  are  producing  Tri- 
dent Disc  Meters,  and  every 
operation  of  their  manufac- 
ture is  carried  out  with  painstak 
ing  thoroughness  and  care. 


The  best  water  meters  on  the 
market  are  Canadian  made,  and 
when  you  select  Trident  Meters 
you  are  not  only  getting  a  meter 
of  the  finest  construction  and 
that  will  give  the  most  reliable 
service,  but  you  are  supporting 
home  industry  by  purchasing 
a  meter  made  throughout  in 
Canada  by  Canadian  work- 
men with  Canadian  capital.  Se- 
lect Trident  Meters  for  quality 
and  national  prosperity. 


Neptune  Meter  Co.,  Limited 

W.  H.  RANDALL,  Managing-Director 
Factory  and  Head  Office:  — 

1197  King  Street  West,  Toronto 

MARITIME  PROVINCES:  The  James  Robertson  Co.,  Ltd.,  St.  John,  N.B. 
WINNIPEG— Walsh  &  Charles,  406  Tribune  Building 
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Another 
Good 
Prescription ! 

For  All  Roadway 
and  Highway 
Engineers. 

Name  Mr.  Tax  Payer 
Address  Anywhere 
Date        June  9,  1920 


Surface  any  ap- 
proved form  of 
foundation  with 


The 

Warren  Bituminous 

Paving  Company 

of  Ontario,  Limited, 
McKinnon  Building, 
Toronto,  Ontario. 
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ROAD 
SCARIFIER 


These  cuts  show  Buffalo- 
Springfield  patented  pressure 
Scarifier,  which  we  manufac- 
ture under  rights  for  Canada. 

This  Scarifier  is  far  superior 
to  all  other  styles  in  use,  and 
is  indispensable  for  road  main- 
tenance. 

Always  ready  for  use,  being 
permanently  attached  to  roller. 

Scarifies,  at  regular  travell- 
ing speed,  a  width  of  approxi- 
mately 6  feet.  Width  and 
depth  of  cut  varied  to  suit 
conditions. 

Economical  to  operate,  one 
:nan  handles  roller  and  scari- 
fier. 

Instantly  controlled  by 
operation  of  one  valve. 


Raises  automatically  on  striking 
hidden  obstacle. 

Separate  arms  for  each  digging 
tool  prevents  clogging  of  material 
ahead  of  tooth  bars. 

Steam  pressure  cylinder  with 
long  stroke  gives  sufficient  force 
for  tearing  up  hard  stone  roads 
and  maintains  uniformity  in  cut- 
ting depth  on  uneven  surfaces. 

Scarifier  built  to  fit  Waterous 
Rollers. 

Send  for  cuts  and  circulars  if 
you  are  interested. 


rous 

BRANTFORD,  ONTARIO.CANADA 
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THE  Dominion ,  Oxygen  Company,  Ltd., 
offers  an  unusual  service  to  Canadian 
oxygen  users. 

Oxygen  of  the  highest  and  most  uniform 
purity  will  be  available  in  practically  unlimited 
quantities  and,  thanks  to  an  exhaustively 
planned  and  extremely  flexible  distributing 
system,  will  reach  users  in  every  part  of  the 
Dominion  without  loss  of  time. 

Prompt  deliveries  will  be  a  feature  of 
Dominion  Oxygen  Service. 

Cylinders  of  the  most  modern  type  insures 
the  greatest  gas  content  with  the  lowest  freight 
and  handling  charges.  These  are  loaned  to 
consumers  under  a  generous  plan. 

Further  particulars  may  be  had  by  address- 
ing the  main  office  of  the  Company. 


DOMINION  OXYGEN  COMPANY,  Ltd., 


265  Adelaide  Street,  West 
Toronto,  Ontario. 


D-2 
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__ 

Austin  Cube  Paver  being  used  to  lay  concrete  floors  at  Camp  Borden,  Ontario. 

Highway  Engineers  are 

Austin  Cube  Mixers  will  mix  dry  concrete  quickly  and  efficiently.  Most 
mixers  will  not  without  greatly  extending  the  mixing  time  which  means 
poor  concrete. 

STRONG  PRESSURE  ACTION  IS  ABSOLUTELY  NECESSARY  and  the 

body  design  of  the  Austin  Cube  Mixer  naturally  creates  all  the  strong 
kneading  action  pressure  possible  to  get.  Interior  mechanism  greatly  di- 
vides this  pressure.  We  give  you  the  choice  of  either  bottom  dump  or  turn- 
over type  buckets. 


Manufacturers  of 
CUBE  CONCRETE  MIXERS 
CUBE  PAVERS 
CUBE  HOT  MIXERS 
DRUM  MIXERS 
DRUM  PAVERS 
ASPHALT  MIXERS 


TRADE  MARK 


Manufacturers  of 
TRENCHING  MACHINES 
BACKFILLERS 
DRAG  LINE  EXCAVATORS 
DRAINAGE  EXCAVATORS 
DRY  LAND  DIPPER  DREDGES 
LEVEE  BUILDERS 


L 
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Austin  Cube  Mixers  will  produce  red  lead  test  Concrete  in  approximately  20  seconds  mixing  time. 


Specifying  Dry  Mix 

The  Austin  Machinery  Corporation  manufacture  the  largest  and  most  com- 
prehensive line  of  concrete  mixing  and  earth  moving  machinery  in  the 
world.  You  will  find  our  engineering  departments  of  great  service  in  solv- 
ing any  unusual  problems.  Forty  years'  experience  in  many  of  the  world's 
greatest  engineering  feats  have  given  us  a  reputation  in  an  advisory  capa- 
city.  This  service  is  open  to  you  without  obligation. 

Austin  Machinery  Corporation 

(F.  C.  Austin  Consolidation) 

Canadian  Agents: 

A.  A.  Scully,  108  Bay  Street,  Toronto         New  York  Office,  30  Church  Street 
Canadian  Western  Mfg.  Supply  Co.,  Calgary  Chicago  Office,  Railway  Exchange  Building 
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WHAT 
I  WOULD  DO 

Illustrations  by  W.  J.  ENRIGHT 


If  I  were  interested  directly  or  indirectly  in  Building  or 
Engineering  work,  I  would  use  the  simplest,  most  direct 
and  least  expensive  method  for  getting  in  touch  with 
profitable  sales  opportunities 


I  would  use  MacLean  Daily  Reports 
knowing  that  every  morning  I  would  re- 
ceive several  complete  advance  reports 
on  new  business  that  I  could  handle  to 
advantage  and  at  a  good  profit. 

I  would  use  these  Reports  because  they 
are  a  tried,  tested  and  proven  method  for 
helping  firms  in  my  line  to  better  busi- 
ness and  better  profits. 

The  Reports  are  3x5  inches,  suitable  for  filing 
in  a  standard  size  index  card  file.  This  facili- 
tates easy  reference.  For  follow-up  purposes 
vertical  filing  folders  are  furnished,  in  which  suc- 
cessive reports  on  a  single  operation  can  be  placed 
in  their  proper  order,  and  follow-up  flags  placed 
on  the  dates  to  indicate  the  proper  date  for  fol- 
low-up. 

MacLean  Reports  are  issued  daily.  They  give 
not  only  building  operations  under  construction 
or  being  planned,  but  also  contemplated.  Any 
work  necessary  to  predispose  a  man  in  favor  of 
your  wares  or  services  can  be  done  before  the 
plans  are  drawn  and  completed  and  specifica- 
tions made  up. 


The  Reports  are  verified.  The  information  is 
secured  at  first  hand  by  personal  contact  of  a 
representative,  and  is  corroborated  from  various 
reliable  sources  before  being  passed  on  to  sub- 
scribers. 

You  are  supplied  with  the  information  you  want 
and  can  use  in  your  business — no  more — no  less. 
Every  project  is  reported  on  repeatedly  as  often 
as  is  necessary  to  follow  its  progress  from  be- 
ginning to  end — no  stage  that  you  ought  to 
know  of  will  be  overlooked. 

Supposing  a  large  manufacturing  plant  is  to  be 
put  up  in  your  territory — from  the  moment  you 
are  notified  of  its  contemplation,  you  are  kept 
advised  of  the  progress  of  the  work  until  every 
phase  of  the  project  has  been  covered,  even  to 
full  completion  if  necessary.  You  will  be  in- 
formed as  tenders  are  called  and  contracts  are 
awarded,  and  of  the  progress  of  the  actual  build- 
ing from  that  time  onward  step  by  step. 

This  means  you  can  approach  buyers  at  exactly 
the  right  time  with  the  right  proposition. .  Sales- 
men need  make  no  useless  trips  either  too  early 
to  talk  business  or  too  late  to  get  the  contract. 
It  means  reduced  sales  expense — a  more  pro- 
ductive sales-force  busy  always  on  real  prospects 
— and  increased  business. 


Rates  and  Sample  Reports  on 
Application 


MacLean  Daily  Reports  Ltd. 


345  Adelaide  St.  West 
Toronto,  Ont. 


Board  of  Trade  Bldg. 
Montreal,  Que. 


Electric  Ry.  Chambers 
Winnipeg,  Man. 


Winch  Building 
Vancouver,  B.C. 
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TTERE'S  the  Loader  that  Road  Builders, 
Contractors,  Pit  and  Quarry  Owners, 
Manufacturers  and  Others  Have  Been 

Waiting  For 


The  Joffifey 

Radial  Loaders 

For  Rapidly  Handling  sand,  gravel,  crushed 
stone,  slag,  ashes,  coal,  coke  and 
other  loose  materials 

TYPE  "  K "  LOADER  has  capacity  of  1  cubic 
yard  per  minute. 

TYPE  "G"  LOADER  loads  V/2  to  2  cubic  yards 
per  minute. 

Built  for  heaviest  work — large 
wheels  enable  it  to  pass  over 
soft,  rough  or  uneven  ground. 

Write  for  New  Catalogs  fully  illustrating  and  describing  the  Radial  Loaders 

The  Jeffrey  Mfg.  Co.  Montreal 

We  manufacture  a  complete  line  of  Elevators  and  Conveyors;  Chains  and  Sprockets;  Swing  Hammer 
Pulverizers;  Coal  and  Ashes  Handling  Machinery;  Coal  Crushers;  Industrial  Locomotives,  etc. 


Road  building  outfit  showing  Jeffrey  Continuous  Bucket  Ele-  Jeffrey   Belt   Conveyors   are   used   extensively   by  Contractors, 

vator  which  carries  stone  from  crusher  to  revolving  screen  Sand  and  Gravel  Plants,  etc.,  for  handling  Crushed  Stone, 

Sand,  Gravel,  etc. 


THREE  WHEEL   SUPPORT.     Will  turn  a  complete 
circle  with  either  drive  wheel  as  a  center. 


Digs  8  to  10  feet  into  the 
pile — clear  up  to  its  driving 
wheels. 
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Rees  RoTURBo 

Single  and  Multi-Stage 

Centrifugal  Pumps 

Self- Regulating 

REES  RoTURBo  Pumps  give  high  and  permanent  effici- 
ency over  a  wide  range  of  duties  and  being  self-regulating 
insure  the  prime  mover  against  overloading. 

The  low  water  velocity  through  all  passages  results  in 
almost  complete  freedom  from  wear,  even  when  pumping 
gritty  water. 

These  valuable  advantages  are  due  to  the  REES  RoTURBo 
Patent  Pressure  Chamber  Impeller.  It  has  other  excep- 
tional features  worth  knowing  about. 

Send  for  {Complete  Descriptive  Catalog 

The  Goldie  &  McCulloch  Co.,  Limited 

Head  Office  and  Works,  GALT,  Ontario,  Canada 


Toronto  Office: 
Suite  1101-2,  Bank  of 
Hamilton  Bldg. 

Quebec  Agents: 
Ross  &  Greig,  400  St.  James 
St.,  Montreal,  Que. 


Western  Branch: 
248  McDermott  Ave.,  Win- 
nipeg, Man. 

British   Columbia  Agents; 

Robt.  Hamilton  &  Co., 
Vancouver,  B.C. 


Dependable 

Power 

Plant 

Equipment 


Made  in  Canada 

We  have  the  sole  manu- 
facturing rights  in  Can- 
ada for  REES  RoTURBo 
Patent  Pressure  Chamber 
S  e  1  f-Regulating  Pumps, 
Rotary  Jet  Condensers 
and  Rotary  Jet  Vacuum 
Pumps. 
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Better  Equipment  for  a  Better  Job 


T  VALVES 


It's  our  business  to  know  the  most 
exacting  needs  of  the  engineer  and 
contractor  and  to  handle  and  recom- 
mend only  products  that  best  fill 
these  needs. 


McAVITY  VALVES 


Harvard  Turnbull  &  Co. 


EXCELSIOR  LIFE  BLDG. 


Toronto 


PHONE  MAIN  1706 


Agents  for: 

Canadian  Mead-Morrison  Co.        London  Concrete  Machinery  Co. 
B.  J.  Coghlin  Company.         .       T.  McAvity  &  Sons. 
'B.  Greening  Wire  Company.         Peck  Rolling  Mills.   


Bare  &  Insula- 
ted Electrical 
Wire  &  Cable 
Always  in 
Stock 


Head  Office 


&  Works 


Toronto 

Ont. 

Phone  Belmont  2300 


Steel  Wire  Rope 
for  Hoisting 
Haulage  and 
Transmission 
Purposes 


District  Offices  and 

Warehouses: 
674   Barrington  St. 
HALIFAX,  N.S. 

592  Notre  Dame  Ave. 

W.,  WINNIPEG 
143   Beaver   Hall  Hill 
MONTREAL 

738-llth  Ave.  West 
CALGARY,  ALTA. 

358  Water  St. 

VANCOUVER 
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Saving  $30,000  a  Year  in  Wages 


T^OUR  men  with  a  20-ton  Link-Belt  Locomotive  Crane  handling  sand,  gravel 
*  and  crushed  stone  for  the  E.  W.  Sproul  Company,  of  Chicago,  do  the  work 
of  thirty-two  men,  at  a  tremendous  saving. 


"Link-Belt  Locomotive  Cranes  are  un- 
equaled  for  this  work,"  says  George  L.  Ar- 
quette,  secretary  and  treasurer  of  the  Sproul 
Company.    He  further  states : 

"Four  men  with  our  locomotive  crane  unload 
12  to  16  cars  a  day,  each  car  containing  50  tons 
of  material.  Formerly,  these  cars  were  un- 
loaded by  hand  shoveling,  and  it  took  four  good 
men  a  half  day  to  unload  one  car,  and  thirty- 
two  men  to  unload  16  cars  per  day.  There- 
fore, four  men  with  our  20-ton  crane  now 
do  the  work  that  formerly  required  32  men  to 
handle.  At  $5  a  day  for  each  man,  this  means 
a  saving  of  $30,000  a  year  in  ivages  alone." 


"Our  locomotive  crane  travels  by  its  own 
power,  and  we  use  it  for  switching  cars.  This 
greatly  facilitates  unloading." 

Materials  must  be  handled  with  the  greatest 
possible  speed  in  the  contracting  business,  or  the 
contractor  suffers  loss  from  tie-up  of  costly  supplies. 

A  Link-Belt  Locomotive  Crane  speeds  up  work 
throughout  the  entire  plant.  And,  as  Mr.  Arquette 
says,  Link-Belt  Cranes  are  unequaled  for  this  work. 

We  will  gladly  submit  proposals  to  meet  your 
individual  requirements.  Crane  Catalog  No.  370 
sent  on  request. 

5S6 


Canadian-Link  Belt  Co.,  Limited 

WELLINGTON  &  PETER  STS.,  TORONTO 


LOCOMOTIVE  CRANES 
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Robertson  Process  Metal 

Built  to  Last 


Look  at  the  sample  below.  See  how  the 
corrugated  steel  sheet  is  3-times  protected 
by  (a)  Asphalt,  which  is  applied  hot,  (b) 
Asbestos  felt  forced  into  the  hot  asphalt, 
(c)  Waterproofing,  a  final  impervious  coat- 
ing applied  under  machine  pressure. 

Is  it  any  wonder  that  roofs  of  Robertson 
Process  Metal  will  far  outlive  ordinary 
metal?  Is  it  any  wonder  that  siding, 
ventilators,  downspouts  and  gutters  of 
this  versatile  building  material  will  with- 
stand rust  and  corrosion?  Is  it  any 
wonder  that  thousands  of  manufacturers 


in  every  industrial  field  have  found  true 
economy  in  the  use  of  this  substantial 
building  product? 

Robertson  Process  Metal  is  not  a  new 
and  untried  roofing  and  siding.  It  has 
made  good  on  factory-buildings  in  every 
part  of  the  country.  It  has  proven  its 
ability  in  many  tests  against  every  type 
of  corrugated  sheet.  Let  us  send  you 
an  actual  sample  like  the  illustration 
shown.  Our  engineers  have  prepared  in- 
teresting technical  bulletins  which  will  be 
gladly  sent  to  any  address. 


H.  H.  ROBERTSON  COMPANY,  Limited,  Sarnia,  Ont 
Branch  Offices:    Toronto,  Montreal,  Vancouver 


5TEEL- 


A5PHALT— 


A5BE5TD5 


HEAVY 
WATERPROOFING 
ENVELOPE  5 


ROBERTSONtiD 
.  PROCESS  X£ 

METAL  FOR  ROOFING  AND  SIDING 
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ROGER  MILLER 6  SONS 


LIMITED 


ft 


ENGINEERS 
AND 

CONTRACTORS 


ead  Office:  Lumsden  Building  TORONTO 


Architects  Find 


CLIMAX 

Sheathing  Paper 

Very  Satisfactory 


The  increasing  demand  for  Climax  Sheathing 
Paper  indicates  that  architects  appreciate  its 
quality  and  usefulness  and  are  specifying  it 
largely. 

Climax  is  a  tough  Kraft  paper  coated  with 
high  grade  asphalt.  It  is  both  durable  and  water- 
proof— and  very  reasonable  in  price. 

It  is  unexcelled  for  damp-proofing  purposes.  It 
is  used  between  footing  and  foundation;  between 
foundation  and  wall ;  underneath  floors  in  houses; 
on  walls  before  lath  and  plaster  are  put  on. 


Besides  keeping  out  dampness,  Climax  Sheath- 
ing Paper  also  keeps  out  the  wind — which  makes 
it  especially  valuable  for  houses  in  exposed  loca- 
tions. It  makes  houses  cooler  in  summer  and 
warmer  in  winter.  It  saves  coal.  It  is  also  used 
for  all  manner  of  insulation  and  cold  storage 
work. 

Samples  and  prices  of  Climax  Sheathing 
Paper  and  any  further  information  desired  will 
be  mailed  on  request. 


Limited 


Brantford  Roofing  Co 

Head  Office  and  Factory:  Brantford,  Canada 
Branches  at  Toronto,  Montreal,  Halifax,  Winnipeg 


J»ne  9.  1920  THE  CONTRACT  RECORD  55 


The  Dufferin  Construction  Co.,  Limited 

Engineers  and  Contractors 

SUCCESSORS  TO   FRANCESCHINI  &  COMPANY 


Excavating,  Grading  and  General  Contracting 


Equipped  with  complete  contracting  outfit,  in- 
cluding- the  latest  and  most  powerful  type  of 
steam  shovels,  we  can  undertake  all  kinds  of 
excavating-  and  grading  work  whether  in  earth 
or  rock.  We  have  an  efficient  organization  and 
our  experience  covers  many  of  the  most  im- 


portant jobs  in  Ontario.  Among  those  for  whom 
we  have  contracted  are :  Toronto-Hamilton 
Highway  Commission,  Canadian  National  Rail- 
ways, Imperial  Munitions  Board,  Provincial 
Highways  Department,  Ontario  Gypsum  Co., 
County  of  Grey. 


Special  Truck  Facilities :  ^ 

Our  equipment  includes  modern  truck  facilities  and  we  can  therefore  carry  through 
any  job,  with  full  responsibility  for  both  excavation  and  cartage. 

We  are  also  open  to  rent  any  of  our  steam  shovel,  truck  or  other  equipment.  Before  you  decide 
on  your  next  job,  discuss  it  with  us.    Write  us  or — 


PHONE  OFFICE  MAIN  3058 

Room  505,  Lumsden  Building,  TORONTO 


NIGHT  OR  HOLIDAYS : 
KENWOOD  2862 


r.c 


THE  CONTRACT  RECORD 


June  9,  1920 


CUT  STONE 


and 


MARBLE 


a 


HETHER  the  job  is  small  or 
large,  we  give  the  same  care- 
ful attention  and  expert  ser- 
vice in  carrying  out  the  work. 
We  solicit  enquiries  for  all 
classes  of  Stone  and  Marble. 

Facilities  for  special  cut  stone  work  not 
surpassed  in  Canada. 


Geo.  Oakley  &  Son 


LIMITED 


278  Booth  Ave., 


TORONTO 


;W|!T|nTiiM«Oiii 
1  I 
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The  Jackson -Lewis  Company,  Limited 

General  Contractors 
Head  Office  -  Ryrie  Building,  Toronto 

A  few  of  the  important  buildings  constructed  by  us  :— 

Regent  Theatre 

Dominion  Orthopaedic  Hospital 

Canadian  Aeroplanes  Plant 

National  Cash  Register  Plant 

Huron  and  Erie  Building,  Toronto 

Farmers'  Dairy  Co.  Plants  at  Toronto  and  Napanee 

Pantages  Theatre,  Toronto  (under  construction) 

Evening  Telegram  Building,  Toronto  (under  construction). 


Showing  excavating  plant  at  work  on  large  cellar.     Capable  of  handling  400  to  500  cu.  yds.  per  day. 

We  are  specialists  in  Steam  Shovel  Work  and  Dump  Truck  Haulage 


Your  inquiries  will  receive  prompt  attention 

ANGSTROM  &  VEROGHIO,  LIMITED 

MAIN  2869  81  Victoria  Street,  TORONTO 
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A.  C.  ROSS,  B.Sc,  E.E.,  M.E.  TELEPHONE  QUEEN  1747 


J.  F.  MEAGHER 


Ross-Meagher  Company 

General  Contractors  and 
Engineers 


LAURENTIAN  BUILDING 


OTTAWA,  ONT. 


■■».» 
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College  of  Redemptorist  Fathers,  on  St.  Lawrence,  near  Brockville 

We  have  constructed  many  large  well  known  buildings  and  industrial  plants  in  Canada  and  the  States. 
We  are  always  in  a  position  to  figure  with  you  on  your  requirements. 

PIGOTT-HEALY  CONSTRUCTION  CO.,  Contractors,  Hamilton,  Canada 
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John  Quinlan  &  Company 

GENERAL  CONTRACTORS 

MONTREAL,  Que. 
SOME  CONTRACTS  COMPLETED 

United  Shoe  Machinery  Company's  Buildings. 
Montreal  Abattoirs,  Point  St.  Charles. 
La  Corona  Hotel. 
Alexandra  Hospital  (5  buildings). 
St.  Patrick's  Orphan  Asylum,  Outrcmont. 
Power  Office  Building,  Craig  Street. 
Foundations  of  Montreal  High  School. 
Westmount  Post  Office. 
Three  Gas  Retort  Houses  (M.L.H.&P.Co.) 
St.  Patrick's  Congress  Hall. 
Three  Units,  Ste.  Anne's  Military 
Lennoxville  School  (Preparatory 
Hall). 

Montreal  Civic  Library. 

Montreal  Civic  Garage. 

Canadian  Bank  of  Commerce,  St. 

Sun  Life  Building  Foundations. 

Church  of  the  Messiah,  Sherbrooke  St. 

First  Baptist  Church,  Sherbrooke  St. 

James  Redmond  Factory,  Inspector  St. 

Sacred  Heart  Convent,  Sault-au-Recollet. 

Verdun  Insane  Asylum  (Recreation  Hall  and  Infirm- 
ary Building). 

Kensington  Apartments,  Westmount. 

St.  Peter's  Church,  Sherbrooke,  Que. 

Dominion  Express  Building,  Ottawa. 

R.  B.  Angus'  Residence,  Senneville,  P.Q. 

Chateau  Frontenac,  Quebec,  new  addition  in  course  of 
construction. 

St.  Leo's  Church,  Westmount,  new  addition  in  course 
of  construction. 


Hospital 
School 


ind  Dining 


Catherine  St.  West. 


Contractors  Plasterers 

Modelling 
Relief  Decorations 
Designing 

W.  J.  HYNES,  LIMITED 

858  DUPONT  ST.  TORONTO 

PHONE  HILLCREST  1750 


Tenders 

A  few  dollars  spent  in  advertising 
your  proposals  in  the 

Contract  Record 

and  Engineering  Review 

would  result  in  additional  competition, 
which  mig'ht  save  vour  city  or  town  or 
your  client  many  hundreds  of  dollars. 


KALAMEIN 

Doors^  Windows  -  Mouldings 

Roberton  Patent  Lock  Metal  Weather-stripping  for 
Doors  and  Windows. 

Insure  your  plants  and  property  against  loss  or  dam 
age  by  fire  by  having  us  install  fire-proof  doors  of 
approved  make. 

Our  plant  is  finely  equipped  for  the  manufacture  of 
these  doors,  which  are  in  service  in  many  of  the  larg- 
est buildings  in  the  country. 

Give  us  a  call — we  can  save  you  money. 

ROBERTON  ~  OLSON 

LIMITED,  INC. 

Head  Office  and  Factory:  Ft.  of  Cherry  St.,  Toronto 
PHONE  ADELAIDE  4093 


A  few  of  our  recent  contracts 

Jackson  Building,  Ottawa,  Ont. 

Berliner    Gramophone  Building, 
Montreal,  Que. 

Canadian  General  Electric  Build- 
ing,  Toronto,  Ont. 

Dominion  Bank  Building,  Toron- 
to, Ont. 

Bell  Telephone  Building,  Chatham, 
Ont. 

Imperial   Tobacco    Co.'s  Building, 

Leamington,  Ont. 
Navy    League     Building,  Halifax, 

N.S. 

Victoria  General  Hospital,  Hali- 
fax, N.S. 

Timmins  General  Hospital,  Tim- 
mins,  Ont. 

Loew's  North  Toronto  Theatre, 
Toronto,  Ont. 

Allen's  Parkdale  Theatre,  Toron- 
to, Ont. 

Pantages  Theatre,   Toronto,  Ont. 
Allen's  Theatre,   Windsor,  Ont. 
Loew's  Theatre,   Windsor,  Ont. 
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Reinforced  Concrete  Construction 

Experience,  efficient  organ- 
ization and  the  best  facilities  for 
carrying  through  all  kinds  of 
reinforced  concrete  structures 
are  good  reasons  why  we  guaran- 
tee satisfactory  work,  speedily 
executed  by  the  most  economical 
methods. 

Architects  and  engineers  are 
invited  to  consult  us  and  to  get 
our  estimates  on  their  work.  Let 
it  be  on  the  next  job  you  are 
planning. 

Alfred  Gardner  &  Co. 

Reinforced  Concrete  Contractors 

Builders  Exchange  Chambers 

34  Victoria  St.  TORONTO 


The  Masacic 

9 

Railway,  Canal  and  Harbor 

Work,  covering  the  'Provinces  of  Ontario  and  Quebec 

June  9,  1920 


Building  recently  completed  for  Willards  Chocolates  Limited,  Dupont  St.,  Toronto 

Henry  J.  Chown  Architect 

Work  was  started  on  this  building  Dec.  3,  19  19 
Basement  and  tirst  floor  occupied  Feb.  1,  1920 
Building  completely  occupied        Apr.  1,  1920 

Work  was  done  on  percentage  basis  and  cost  kept  below 
our  estimate. 

Wells  &  Gray  Limited 

ENGINEERS  &  CONTRACTORS 


Branch  Office  : 

Bank  of  Commerce  Bldg., 

WINDSOR,  ONT. 


Head  Office: 

701  Confederation  Life  Bldg., 
TORONTO. 
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Sash  Operators 

THE  "KING"  KIND 

FOR  ALL  TYPES  OF  SASH,  IN  ALL  KINDS  OF  BUILDINGS 


KING  apparatus  gives  perfect 
ventilation.  From  our  twenty- 
eight  different  types  we  can 
supply  every  need.  We  are  pleased 
to  offer  estimates  on  complete  instal 
lations,  or  to  offer  advice  for  indi- 
vidual requirements. 

King  operators  are  now  being  specified 
where  the  utmost  in  labor-saving  and 
efficiency  is  demanded. 


Some  "King"  Repeat  Orders 

GENERAL  MOTORS,  WALKERVILLE. 
GOODYEAR  TIRE  CO.,  TORONTO. 
FORD  MOTOR  CAR  CO.,  FORD,  ONT. 
CANADIAN  STEEL  CORPORATION, 

OJIBWAY,  ONT. 
GENERAL  MOTORS,  OSHAWA. 
T.  EATON  CO.  BUILDINGS,  TORONTO 

AND  HAMILTON. 
CANADIAN  ALLIS-CHALMERS,  TORONTO. 
DOMINION  TEXTILE  CO.,  MAGOG,  QUE. 


PUSH  and  PULL  RACK  and  PINION      and  TORTION  APPARATUS 

in  all  sizes  to  lift  up  to  6,000  lbs. — down  to  the  smallest  transom  sash. 

King  Construction  Co.,  Limited 

40  Dovercourt  Road         -         -         TORONTO,  ONT. 


OUR  INSTALLATIONS  COVER  THE  FINEST  GREEN  -  HOUSE  WORK 
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Our  Products  Used  in  the  Largest 
and  Best  Buildings  in  Canada 


ARCHITECTS  throughout 
Canada  are  specifying  our 
products  as  recognized 
staples  in  the  construction  of 
modern  buildings.  This  in- 
cludes all  kinds  of  sheet  metal 
building  materials  of  which  we 
are  the  manufacturers. 


Read  over  this  list  of  staple  ami 
special  products,  and  if  you  need 
these  you  need  us. 

METAL  SHINGLES 

METAL  SIDING 

METAL  CEILINGS 

CORRUGATED  IRON 

PLASTER  BEAD 

EAVE  TROUGH 

CONDUCTOR  PIPE 

ZINC  ORNAMENTS 

GARBAGE  CANS,  Etc. 

SKYLIGHTS 

CORNICES 

VENTILATORS 

FIREPROOF  DOORS 

WINDOWS 
SHUTTERS 

SOLAR  WINDOWS 

ALL-STEEL  DOORS 

INTERIOR  TRIM 

KALAMEIN  DOORS 

WINDOWS  AND  TRIM 


Illustration  shows  our  men  applying  Copper  Roof  on  Fort  Garry  Hotel,  Winnipeg. 


Our  Part  in  the  Construction  of 
THE  FORT  GARRY  HOTEL 

  INCLUDED   


WINNIPEG  fj 


Felt  and  Gravel  Roofing,  Copper  Roofing, 

Kalamein  Windows,  Doors  and  Trim  (Bronze)  f! 

ill 

Enquiries  Solicited 

McFARLANE-DOUGLAS  CO.1 

LIMITED 

OTTAWA  CANADA 


64 


THE  CONTRACT  RECORD 


June  9,  1920 


Frank  Ryan  &  Co. 

Head  Office 

1327  Bloor  Street  West,  Toronto,  Ontario 


Phones  BRANCH  YARDS 

Kenwood  A    D,  .-^y^-,*  J  ~.-C  149  Merton  St. 

543  and  544  J±  JryTUTRlU  OJ  Bel.  742 

Supplies  at 
Your  Service: 

Lime 
Plaster 
Cement 
Fire  Brick 
Sewer  Pipe 
Weeping  Tile 
Mortar  Colors 
Crushed  Stone 

Sand  and  Gravel  by  motor  truck,  team  or  in  car  load  lots 


Prompt 
Attention 


Quick 
Deliveries 
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Screened 

SAND  AND 

GRAVEL 

Phone  Beach  233 

For  Quick  Deliveries 

from 

Unlimited  Supplies 

Carload  lots  to  sidings. 

Motor  trucks  direct  to  job. 

For  Service  ring 
Office  Phone  Beach  233      -      Res.  B,  3931 

York  Sand 

and  Gravel,  Ltd. 

EAST  TORONTO 
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SAND  and  GRAVEL 


Your  requirements  for  these  can  be  fully  supplied 

by  the 

Consolidated 
Sand  &  Supply 

Co.,  Ltd. 


LEON  GELINAS, 

Man. -Director 


J.  H.  BOURKE, 

Sec. -Treat. 


OPERATING 


THE 


Three  Plants 

Atlas  Sand  Co.,  Ltd. 
Canadian  Sand  &  Gravel  Co.,  Ltd. 
Montreal  Sand  &  Gravel  Co.,  Ltd. 


OF 


P.  O.  Box  2775 


HEAD  OFFICE 
75  Common  St. 

MONTREAL 


Tel.  Ex.  Main  34 


MONTREAL  { 


fl35  Bridge  St. 
468  William  St. 
270  Ottawa  St. 
Foot  Nicolet  St. 
ICote  St.  Paul. 


THREE  RIVERS,  P.Q. 
MELOCHEVILLE,  P.Q. 


SAND  DELIVERED  BY  TRAMWAYS  IN  ALL  PARTS 
OF  CITY  AND  ISLAND  OF  MONTREAL 


a 


■ 


- 


§ 

:  1 
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Standard  Pavimr 

iJ lallUal  U    1  dVllIg 

Limited 

1 

Head  Office:      -     OTTAWA,  ONT. 

1 

^y/'E  are  recognized  as 
one  of  the  best  equip- 
ped and  most  efficient 
paving  organizations  in 
America.     Our  wide  ex- 
perience in  all  classes  of 
paving  work,  fits  us  for  any 
job  of  this  nature.  Consult 
us  on  all  your  paving  pro- 
jects. 

1 

1 

BRANCHES: 

Buffalo,  N.  Y.        Niagara  Falls,  Ont.         St.  Thomas,  Ont. 
Gait,  Ont.       Belleville,  Ont.           Hull,  Que. 

^nnfminiuiiiiiiiiiiiiiiifiiiiiiiiiiiiuiiniiiiiiiiiiiiHHiiiiiitiiniiiiifiiiiiiiiiiiiiiiiiitifuIliiitii; 
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Tell  Us  Your  Needs 

 IN  


Crushed  Stone 


Contractors  and  Builders  can  best 
be  supplied  from  our  large  stocks. 
Our  extensive  equipment  and 
facilities  enable  us  to  give  you  the 
right  materials  when  you  want  them. 

Our  plant,  which  is  the  largest  and  most  up-to-date  in  Canada, 
is  located  at  St.  Vincent  de  Paul,  P.Q.,  on  River  Des  Prairies, 
opposite  Montreal,  and  has  every  facility  for  quick  shipment  by 
rail. 

Our  products  include  all  sizes  and  grades  of  the  best  Hard  Lime 
Crushed  Stone.  Do  not  fail  to  let  us  know  your  requirements. 
We  have  a  service  that  will  please  you. 

CAPACITY 

4,000  Tons  a  Day 

Montreal  Crushed  Stone  Co. 

Limited 

W.  C.  LEITCH  JAMES  LAURIN,  C.E.  J.  EMILE  VANIER,  G.E. 

Vice-President  President  Sec.-Treas. 


Main  Office : 


590  Union  Avenue,  Montreal 
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Crushed  Stone 
Crib  Stone 

and 

Building  Stone 

Lime  and  Cement 

« 

Wholesale 
and  Retail 

BRITNELL  &  CO.,  Limited 

C.P.R.  Crossing  Yonge  St.  North  Toronto 

Quarries  at  Burnt  River,  Ontario 
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Ontario  Lime  Company 

LIMITED 

Crown  Office  Building,  TORONTO 


Head  Office  Phones 
MAIN  5472  and  5473 


BUILDERS'  SUPPLIES 


Bulk  Lime 
Hydrate  Lime 
Portland  Cement 
White  Cement 
Keene's  Cement 
Crushed  Stone 
Rubble  Stone 
Sand  and  Gravel 
Hard  Wall  Plaster 


Plaster  Paris 
Dental  Plaster 
Mortar  Colors 
Fire  Brick 
Sewer  Pipe 
Wall  Coping 
Flue  Lining 
Weeping  Tile 
Iron  Stanchions 


We  have  eight  yards  and  warehouses  in  the  following  locations. 
All  of  them  are  equipped  with  large  stocks  of  the  above  supplies 
and  organized  to  make  prompt  deliveries.  By  placing  your  or- 
ders with  us  you  can  count  on  quick  and  satisfactory  service. 

Tell  us  your  requirements  now — we  shall  be  pleased  to  give 
quotations. 


Yards  and  Warehouses: 


118  Esplanade  Street,  E. 

Pape  Avenue  and  G.  T.  R.  Tracks 

2256  Gerrard  E.,  York 

Merton  Street  Belt  Line  &  Yonge 


Manning  Avenue  and  Dupont 
12  Weston  Road 
Queen  Street  Subway 
New  Toronto 
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e  specialize  in 


HEAVY  TIMBERS 


Our  Jumbo  Planer  at  Work 


For  Factory  and  General 
Construction 

If  you  are  in  need  of  specially  long  joists  or  large  sized 
heavy  timbers,  we  can  meet  your  requirements.  Besides 
carrying  a  large  stock  at  all  times  we  are  prepared  to 
handle  work  for  your  individual  needs  at  short  notice. 
Unexcelled  shipping  and  delivery  facilities  enable  us  to 
guarantee  service. 

Let  us  quote  on  your  next  job. 

The 

Boake  Manufacturing  Co 

Limited 

Howland  Ave.  and  C.P.R.  Tracks 

Toronto 
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Trade  Mark 


Always  Specify 

"NIAGARA" 
Bath  Room  Fixtures 

The  Complete  Canadian  Line 
40  Page  Catalog  on  Request 

Manufactured  by 

Kinzinger,  Bruce  &  Co.  Ltd. 


Niagara  Falls 


Canada 


SAFFORD  MOGUL 

Boiler  Efficiency 


Genial  warmth  all  over  the 
house,  all  the  winter  time,  at 
least  expense  —  that's  what 
those  water  spaces  (sections) 
mean. 

THE 


Dominion  Radiator  Company 


Hamilton,  Ont. 
St.  John,  N.B. 
Calgary,  Alta. 


LIMITED 

TORONTO 

OTTAWA 


Montreal,  Que. 
Winnipeg,  Man. 
Vancouver,  B.C. 


Low-Base  Safford  Mogul  (sectional  view) 
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National  Iron  Corporation 

Limited 

Head  Office,  Works  and  Docks— TORONTO 


Every  Size  of  Cast  Iron  Pipe  for  Water,  Gas,  Culvert  or  Sewer  carried  in  stock  at 
MONTREAL,  TORONTO  and  PORT  ARTHUR 

Lake  or  Rail  Shipments 
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Wa  terprooF-  Absol  u  be  I 


Super  Cement  makes  a  durable  stucco  Tne  wonderful  waterproof  qualities  and  com-  Strength  and  waterproofness  make 
that  adheres  firmly  and  is  completely     f™™  SrcV'concr^e  co?s*uct?on  '  it     SuPer  Cement  the  best  material  for 


waterproof  and  weatherproof. 


adheres  better  to  the  steel  reinforcement  and 
prevents  any  electrolytic  action. 


bridge  construction. 


Superior  to 
Portland  Cement 

Architects,  Engineers,  Contractors 
and  Builders  know  that  while  a  good 
concrete  can  be  made  with  Portland 
cement,  there  is  room  for  marked  im- 
provement. 

It  is  common  knowledge  that  con- 
crete made  from  Portland  cement  has 
tiny  "voids" — the  result  of  the  im- 
perfect combination  of  ordinary  ce- 
ment with  water,  and  large  "voids" 
— the  result  of  imperfect  mixing. 

These  "voids"  make  the  concrete 
porous.  They  allow  water  to  perco- 
late through.  They  detract  from  its 
strength. 

It  was  to  eliminate  these  weak- 
nesses that  the  inventor  and  some 
English  engineers  and  chemists  set 
out  to  discover  a  process  for  making 
a  waterproof  cement  without  adding 
any  deteriorating  substances. 

After  nine  years  of  ceaseless  in- 
vestigation they  discovered  the  pro- 
cess of  making  the  new  Super  Ce- 
ment. 

Super  Cement  was  discovered  just 
previous  to  the  war.  Its  valuable 
qualities  were  recognized  by  the  Brit- 
ish Government.  It  was  used  by  the 
British  Admiralty,  War  Office,  Royal 
Air  Force,  Board  of  Works,  Home 
Office,  and  by  Public  Works  Con- 
tractors. It  was  subject  to  extreme 
tests  for  waterproofness,  density  and 
strength.    It  proved  its  efficiency. 


A  Catalytic 
Colloid 

Super  Cement  secures  its  efficiency 
from  a  patented  ingredient  (a  Cata- 
lytic Colloid)  which  is  combined  with 
it  during  the  process  of  manufacture. 
The  result  is  a  cement  of  remarkable 
hydrative  activity.  When  water  is 
mixed  with  it  the  chemical  action  is 
very  much  greater  and  prolonged 
than  with  ordinary  cement.  A  very 
much  larger  percent,  of  Super  Cement 
combines  with  the  water  and  the 
combination  is  more  complete. 

The  increased  bonding  action  of 
Super  Cement  enables  it  to  adhere 
with  greater  tenacity  to  the  particles 
of  sand  and  stone  and  to  bind  them 
together  in  a  stronger,  denser  mass. 
The  result  is  a  concrete  free  from 
porous  "voids" — a  completely  water- 
proof, non-absorbent  concrete. 

Mr.  Ernest  A.  Dancaster,  B.Sc. 
(London,  England),  a  well-known 
Consulting  Chemist,  in  his  book 
"Limes,  Cements  and  Plastics,"  states 
as  follows: 

"The  increase  in  strength  of  a  con- 
crete made  of  Super  Cement,  ninety 
days  after  mixing,  was  50%  greater 
than  concrete  made  of  ordinary  ce- 
ment. After  six  months  the  Super 
Cement  concrete  was  at  least  double 
the  strength  of  ordinary  concrete." 


Tested  in 
England 

Tests  have  also  been  made  in  Eng- 
land by  other  well-known  experts,  re- 
ports of  which  will  be  furnished  on 

request. 

These  tests  have  all  shown  the  re- 
markable efficiency  of  Super  Cement. 

Architects,  Engineers,  Contractors 
and  Builders  would  be  well  advised 
to  recommend  Super  Cement  for  all 
concrete  construction. 

Remember,  Super  Cement  is  NOT 
merely  an  ordinary  cement  with  a 
water-repellant  or  pore  filler  added. 
That  way  of  waterproofing  is  merely 
a  makeshift  and  has  never  been  suc- 
cessful. 

Super  Cement  is  a  real  waterproof 
cement.  The  only  true,  scientific 
method  of  waterproofing  is  to  make 
a  cement  which  will  do  all  the  work 
required — and  Super  Cement  does  it. 
Super  Cement  makes  a  concrete  so 
dense  that  gasoline  cannot  penetrate 
it.  Super  Cement  is  100  per  cent,  effi- 
cient. 

Super  Cement  (America),  Limited, 
Engineering  Department  is  at  the  ser- 
vice of  anyone  who  wishes  expert  ad- 
vice about  concrete.  The  Company 
will  be  glad  to  furnish  complete  par- 
ticulars about  Super  Cement.  Write 
them  for  information. 


Super  Cement  (America)  Limited  Mount  Dennis,  Ont. 
Distributors:  Alfred  Rogers,  Limited,  Toronto,  Ont. 
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Wire  Wound  Wood  Pipe  and  C.  I.  Specials 

Our  Pipe  and  Tanks  are  manufactured  from  the  best  grade  of 
B.  C.  Douglas  Fir  in  the  finest  factory  in  Canada.  Complete 

installations  our  Specialty. 

Write  for  Illustrated  Catalogue  Let  us  Solve  your  Problems 

Canadian  Pipe  Company,  Ltd. 

550  Pacific  St.,  VANCOUVER,  B.  C. 
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Saves  23%  in 
Operating  Time! 

Actual  tests  have  shown  conclusively 
that  23%  in  operating  time  is  saved  in 
using  the 

PIONEER 

BACK  -  DUMP 

BUCKET 


for  all  classes  of  cableway  excavation. 
Digs,  elevates  and  conveys  the  material 
to  dumping  level  with  less  power  than 
any  other  bucket  made.  Operated  en- 
tirely by  one  man.  Strong  and  rigid  ; 
dumps  automatically  by  hinged  door, 
awav  from  the  mast.  Write  today  for 
booklet  and  full  data. 

The  Mansfield  Engineering  Co. 

Fletcher  Saving's  and  Trust  Building 

INDIANAPOLIS,  IND. 


CANADIAN  AGENT 

A.  A.  Scully,  Ltd.,  123  Bay  St.,  Toronto. 

/^w  fv»     *'  PIONEER  Back- 

"^^Vji^***-^^/  Dump  Buckets 

are  made  in  four 
sizes,  namely,  %, 
Yi,  1  and  iy2  cu- 
bic yards  capa- 
city. We  equip 
complete  excavat- 
ing plants,  large 
or  smali.  Advise 
us  of  your  re- 
quirements. 


MEAD-MORRISON 


HOISTING  ENGINES 

Contractors'  Equipment 

Manufactured  in  Canada 


Clam  Shell  Buckets 
Orange  Peel  Buckets 
Derricks 
Derrick  Irons 
Steam  Hoists 
Electric  Hoists 

Put  Your  Problem  Up  To  Us! 


jCANADIAN  MEAD-MORRISON  CO 

LIMITED 

285  BEAVER  HALL  HILL 
MONTREAL 

WORKS:  "  WtLLAND  ONT.  j 


June  9,  1920 


THE  CONTRACT  RECORD 


7? 


Port  Credit  Brick 


One  of  Toronto's  Business  Homes 
Built  of  Port  Credit  Brick 


Red 

IP  1  "*Ti 

Pressed 

JNisj 

Brick 

for 

mfflml  ^1 

Residences 

fi SliPl      -~  1 

Business 

Blocks 

and 

Factories 

..^Irr:::.,:.::::.^' 


Wire  Cut 

Brick 

for 

Cellars, 
Foun- 
dations, 
Heavy 
Walls  and 
Sewers 


Port  Credit  Brick  possesses  both  pleas- 
ing colors  and  wearing  qualities. 


We  have  excellent  shipping  facilities 
both  by  C.P.R.  and  G.T.R. 


Head  Office  : 

McKinnon  Bldg.,  Toronto 


Works  : 

Port  Credit,  Ont. 
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NATIONAL 


National  Single  Drum 
Double  Purchase  Winch 


The 

NATIONAL 

(FORMERLY  SASGEN) 

"PEERLESS" 

CIRCLE  SWING 

DERRICK 

This  derrick,  which  has  a  capacity 
of  1,800  lbs.,  is  built  of  Steel  and 
Malleable  Iron,  and  is  unusually 
sturdy  and  reliable.  It  is  equipped 
with  125  feet  of  steel  cable  and 
weighs  275  lbs. 

Complete  ready  for  use,  only  $72.00. 


Write  for  Catalogue  of  "National"  Hoisting  Apparatus 

National  Equipment  Co.,  Limited 

15  Wabash  Ave,,  Toronto 


i 
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EQUIPMENT 


National  Small 
Single  Drum 
Geared  Winch 


National  Single 

Drum 
Geared  Winch 


The 


"NATIONAL" 


(FORMERLY  SASGEN) 


STIFF  LEGGED 

DERRICK 


A  thoroughly  reliable  derrick 
built  to  give  long,  hard 
service.    Crucible  Steel 
Fittings  insure  maxi- 
mum SAFETY  and 
LIGHTNESS. 


The    National  Double 
Drum    Double  Purchase 
Winch 


Write  for  Catalogue  of  "National"  Hoisting  Equipment 

National  Equipment  Co.,  Limited 

15  Wabash  Ave.,  Toronto* 
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Large  Storage  Tanks  For 

Road  Oils 

STEEL  PLATE  CONSTRUCTION 
ERECTED  ANYWHERE 

The  Toronto  Iron  Works,  Ltd.  -  Toronto 

Head  Office :    Royal  Bank  Building.  Works :    Cherry  Street. 
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J  CONTRACTORS'  T     EQUIPMENT  H 


CRANES  and 
DERRICKS 


Hepburn  Equipment  is  playing  an  import- 
ant part  in  the  building  operations  of  Canada. 
It  may  be  seen  on  jobs  both  large  and  small 
in  all  parts  of  the  Dominion.  This,  because 
Hepburn's  reputation  for  dependable  service 
ensures  a  preference  among  men  who  know. 
Many  firms  use  Hepburn  equipment  exclusive- 
ly; they  know  it's  a  paying  proposition. 


The  photograph  below  shows  one  of  our 
Electric  Derricks  in  action.  This  type  has  a 
70  foot  Boom  and  a  capacity  of  6  tons. 


Standard  Single,  Duplex,  Compound  Duplex 
and  Power  Pumps 

The  model  shown  in  the  left  hand  corner  is  a  patent  feed  pump  and  one 
of  a  series  designed  specially  for  various  conditions  of  service.  It  is  Brass' 
fitted  throughout.  The  Water  Piston  is  fitted  with  Metallic  Spring  Rings, 
Pump  Valves  are  of  Brass  composition,  Piston  Rod  of  Brass  and  glands 
bushed.    This  model  is  made  in  all  standard  sizes. 

Let  us  know  your  requirements. 
All  enquiries  will  receive  our  careful  attention. 

REPAIRS 


Simplex  Boiler  Feed  Pump 


Duplex  Boiler  Feed  Pump 


JOHN  T.  HEPBURN,  LIMITED 

18-60  Van  Home  Street,  TORONTO,  ONT. 
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GRANELOID— The  Perfect  Floor 


Showing  Mastic  floor  in  Bowes  factory,  Orillia   St.,  being  covered  with  graneloid. 


Graneloid  will  outlast  other  floors, 
and  stand  the  hardest  usage.  It  is 
easily  and  quickly  laid,  has  a  granite 
substance,  and  gives  a  smooth  but 
non-slip  surface. 

Graneloid  is  the  most  sanitary  floor- 
ing, and  is  immune  from  corrosion. 

It  can  be  laid  in  any  thickness  from 
1  to  3  inches  and  laid  on  your  pre 
sent  floor. 

TEN    YEARS'  GUARANTEE 

We  give  a  ten  years"  guarantee 
with     every     graneloid  floor. 

Write  for  our  booklet  giving  fur- 
ther interesting  facts  and  names  of 
many  big  firms  who  have  chosen 
graneloid  flooring. 

We  also  manufacture  graneloid  tile. 


The  Graneloid  Floor  &  Tile  Company,  Limited 


Factory  :  1 28  Vine  Ave. 


TORONTO 

PHONES  JUNC.  74  and  486. 


Office  :  2845  Dundas  St.  W. 


STEEL  STRUCTURES 


Designed 


Fabricated 


Erected 


WE  GARRY  ALL  SIZES  AND 
SHAPES  OF  STRUCTURAL  STEEL 


Ontario  Agents  for 

DUPLEX  HANGER  CO.,  Cleveland,  Ohio 

FOR  PROMPT  DELIVERIES  TRY  US 


HEPBURN 


Office 
71  VAN  HORNE  ST. 


&  DISHER, 

TORONTO 


LIMITED 


Works: 
40-60  VAN  HORNE  ST,. 
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"From  Forest  to  Finished  Product" 

Eastern  Canada's  Greatest 
Woodworking  Plant 

Running  Continuously  all  the  Year 
Established  1877 


INTERIOR  TRIM 
SASH 
FLOORINGS 
SHEATHINGS 

43  Years  Service — Our  Guarantee 


SCHOOL  DESKS 
HARDWOOD 
FLOORINGS 
MOULDINGS 


Capacity,  equipment  and  shipping  facilities 
are  factors  that  combine  to  make  this  com- 
pany one  of  the  best  in  Canada  for  Quality 
V    V    and  Service.    V  V 


RHODES,    CURRY  LIMITED 

WOODWORKERS  :         CONTRACTORS         :         BUILDERS'  SUPPLIES 

MAIN  PLANT:  AMHERST,  N.  S.  BRANCH:  SYDNEY,  N.  S. 

HALIFAX  OFFICE:        .       -       -       Rooms  66  and  67,  METROPOLE  BUILDING,  Hollis  Street 


SI 
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The  American  Road  Plane 


The  Perfect  Road  Maintenance  Machine 

It  Planes  Rough,  Uneven  Roads  to  a  Smooth,  Level, 
Properly  Crowned  Surface,  It  Removes  the  High  Spots 
and  Fills  the  Low  Spots.  It  is  the  First  Road  Mainten- 
ance Machine  that  Combines  a  Planer,  a  Scarifier  and 

a  Drag  in  One  Machine. 

The  upkeep  of  dirt  and  gravel  roads  in  a  satisfactory  and  economical  manner  is  one  of  the  im- 
portant problems  of  road  work  that  has  given  the  road  builders  no  little  concern.  The  problem 
has  been  to  get  a  practical  implement  that  could  plane  out  successfully  the  waves  of  the  road,  cut 
down  a  peaked  crown  and  fill  rut  and  chug  holes. 

The  construction  of  the  American  Road  Plane  is  mechanically  perfect  and  yet  so  simple  that  any 
boy  can  operate  it  with  full  success.  It  has  the  much  needed  combination  of  a  crusher  or  pack- 
ing blade,  a  scarifier  or  road  plow,  a  cutting  blade  and  spreader.  In  short,  it  is  a  complete  road 
maintenance  machine,  which  will  with  one  team  and  one  man  do  more  road  work  successfully 
than  any  other  three  road  machines  together. 

We  guarantee  the  American  Road  Plane  to  give  absolute  satisfaction  as  a  road  maintenance 
machine  for  all  dirt,  stone,  gravel  or  cinder  roads,  and  will  furnish  all  broken  or  defective  parts 
for  a  period  of  one  year,  free  of  charge,  and  thereafter,  at  cost. 


We  have  located  our  factory  at  LOWELL,  IND.,  and  will 
soon  be  in  full  operation  at  about  30  to  40  Machines  per  day. 


AMERICAN  ROAD  PLANE 

Factory  and  Offices:  LOWELL,  INDIANA 
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Made  by 


FROST  STEEL  and  WIRE  CO.  LIMITED 

HAMILTON,  CANADA 


KG 
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FOR  FIRE  PROOF 

Concrete  Construction  Specify 

TRAP  ROCK 


ACTUAL  tests  have  shown 
that  Trap  Rock  has  the 
best  qualities  as  an  ag- 
gregate of  concrete.  It 
has  come  through  2200  degrees 
of  heat  unaffected,  and  by  this 
fireproof  property  is  by  far 
superior  to  limestone  or  gravel. 
Its  inherent  toughness  and  hard- 
ness endow  it  with  the  greatest 
resistance  to  pressure  and  by 
scientific  test  it  is  proved  to  have 
an  ultimate  strength  per  square 
inch  of  37,300  pounds. 

Trap  Rock  is  also  angular 
and  possesses  an  excellent  frac- 
ture surface  for  holding  cement. 

For  all  your  concrete  work 
consider  the  great  advantages  of 
Trap  Rock.  It  insures  perman- 
ence and  safety.  Write  us  for 
further  facts. 


Possesses  the 
Greatest 
Fire  resisting 
Qualities 

of  all  Known  Rocks. 

Is  the  hardest  and 
toughest  Concrete 
aggregate  known 
and  has  the  best 
fracture  surface 
for  taking  cement 


Ontario  Rock  Co.  Limited 


Crown  Office  Building 


J 


TORONTO 
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Immediate  Shipments  From 

Factory  Stock 


10x6x12  DUPLEX  PUMPS 

PISTON  PACKED  TYPE 

These  pumps  were  designed  and  built  for  the  Emergency  Fleet  Corporation, 
and  each  one  has  passed  Government  inspection  and  test. 

200  Lbs.  Water  Pressure 
291  Gallons  Per  Minute. 
100  Feet  Piston  Speed. 

Steam  Cylinders  and  Heads  Lagged;  Steam  Valves  Piston  Type;  Bronze  Piston 
Rods  in  Water  End,  Steel  in  Steam  End  ;  Malleable  Iron  Valve  Rod  Heads, 
Rocker  Arms  and  Links ;  Forged  Levers ;  Brass  Lined  Water  Cylinders  ;  Brass 
Valves,  Seats,  Bolts  and  Springs. 

THE  PRICE  IS  RIGHT 

None  of  these  Pumps  have  ever  been  used.     They  are  not  second  hand. 

WRITE  FOR  BULLETIN  913-12. 

Canadian  Blower  and  Forge  Company,  Ltd. 

Kitchener,  -  Ontario 

Manufacturers  of  Steam,  Power  and  Centrifugal  Pumps  and  Condensers 


HS 
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Adams  Adjustable  Leaning  Wheel  Graders 

Sensation  at  Better  Roads  Convention 


If  you  attended  the  Better  Roads  Convention  at 
Winnipeg  and  saw  the  daily  road  demonstrations 
of  Adams  Road  King  No.  12,  you  came  away  con- 
vinced of  the  fact  that  the  exclusive  Leaning 
Wheel  feature  of  Adams  Graders,  which  eliminates 
all  the  side-slipping  common  to  other  graders,  does 
actually  enable  Adams  Graders  to  move  more  dirt 
with  less  power,  and  therefore  less  cost,  than  any 
other  graders — that  they  will  build  your  roads  bet- 
ter and  cheaper  than  any  others. 

If  it  wasn't  your  good  fortune  to  attend  this  most 


interesting  convention  and  see  Adams  Graders  in 
action,  our  Canadian  representatives  will  be  glad 
to  prove  to  you  their  superior  efficiency  and  econ- 
omy over  all  other  graders  and  refer  you  to  hun- 
dreds of  Canadian  contractors  and  municipalities 
who  would  use  no  others. 

You  have  several  months  of  good  grading  weather 
still  ahead  of  you.  (let  in  touch  with. our  repre- 
sentatives today — the  saving  Adams  Graders  can 
make  for  you  yet  this  year  is  more  than  worth 
while. 


HE  LEANS  TOWARD  THE  LOAD 


SO  DOES  THE  ADAMS 

ADJUSTABLE  LEAKING  WHEEL  GRADER 


Get  Complete  Catalog  of  Adams  Road  Equipment 

It  not  only  describes  our  complete  line  of  Adams  Adjust- 
able Leaning  Wheel  Graders,  but  Adams  money-saving 
Road  Maintenance  Machines  and  Tools. 

Represented  in  Western  Canada  by 

United  Grain  Growers,  Limited 


(Co-operative  Supply  Dept.) 


WINNIPEG 


REGINA 


SASKATOON 


CALGARY 


TRADE  MARK 


J.  D.  ADAMS  &  COMPANY 


INDIANAPOLIS 


HEAD  OFFICE  AND  FACTORY 


INDIANA,  U.S.A. 
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Concrete  Roads  are  Economical  Roads 


ALL  experience  proves  that  roads  requiring 
continual  costly  maintenance  are  expensive 
roads  regardless  of  their  first  cost. 
The  experience   of    communities  which  have 
given  Concrete  Roads  a  trial  is  equally  positive 
in  proving  that  the  Concrete  road  shows  true 
economy  in  ultimate  low  cost. 

One  feature  of  the  economy  of  a  Concrete 
Read  is  its  elimination  of  power  and  fuel  waste, 
as  proved  by  traction  tests  with  automobiles  and 
motor  trucks.  One  such  test  established  the  fact 
that  a  gallon  of  gasoline  will  carry  a  vehicle 
twice  as  far  on  a  Concrete  Road  as  it  will  on 
earth  road.  Think  what  Canada's  million  motor 
vehicles  would  save  in  gasoline  alone  if  they  al- 
ways travelled  on  Concrete. 

Concrete  roads  are  especially  desirable  in  sub- 


urban areas.  The  one  shown  here  links  St. 
Catharines  and  Port  Dalhousie.  It  was  con- 
structed in  November,  1919.  Already  the  adjoin- 
ing property  owners  are  beginning  to  realize 
what  this  kind  of  road  improvement  means  in 
increased  land  values.  Already  the  farmers  of 
that  neighborhood  are  able  to  appreciate  what  it 
means  to  be  able  to  reach  their  markets  quickly 
and  in  all  seasons.  To  make  travelling  quick, 
safe,  easy,  clean  and  comfortable — as  a  road  like 
this  invariably  will — is  to  add  to  farm  acreag? 
values-,  to  extend  neighborhood  limits,  and  to 
make  city  and  country  near  neighbors. 

A  Concrete  Road  is  a  practical  economy  from 
every  standpoint — an  investment  in  efficiency 
that  is  certain  to  pay  dividends  in  health,  happi- 
ness and  increased  prosperity  to  those  who  build 
and  use  it. 


Canada  Cement  Company  Limited 


Montreal 


Herald  Building  Montreal 

SALES  OFFICES 
Toronto  Winnipeg 


Calgary 


Specify 
CANADA  CEMENT 
Uniformly  Reliable 


CANADA  CEMENT 

CONCRETE 

FOB  PCRMANENCr, 


We  maintain  a  Service  department  to 
co-operate  in  all  lines  of  work  for 
which  Concrete  is  adapted.  Our 
Library  is  comprehensive  and  is  at 
your  disposal  at  all  times  without 
charge. 


90 


THE  CONTRACT  RECORD 


June  9,  1920 


ALPHABETICAL  LIST  OF  ADVERTISERS 


Adams  &  Co.,  J.  D   ^ 

A  B  See  Electric  Elevator  Co   l  I 

Algoma  Steel  Corporation   .   176 

Armstrong  Cork  Co.                       ..  170 

American  Enameled    Brick    &  Tile 

Co   172 

American  Road  Plane  inc   64 

American  Well  Works   169 

Anglin-Norcross   Limited   181 

Angstrom  &  Vcrochio   57 

Ault  &  Wiborg   L64 

Austin  Machinery  Co  46-47 

Baines  &  David   13 

Barber,  Frank.  ..   ,   ISO 

Barber-Greene    Company    88 

Barrett  Company   t61 

Ball  Engine  Company   7 

B.  C.  Lumber  Commissioner   .  .  ..lis 

Boake   Mfg.  Company   7 1 

Booker  &  McKechnie   169 

Boving    Hydraulic    &  Engineering 

Co   174 

Brantford  Roofing  Co   5  I 

Britnell  Limited   69 

Brown   Hoisting  Machinery   Co.    .  .  33 

Brydges    Co.,    Registered   2 

Burlington  Steel  Co   159 

Canadian  Blower  &  Forge  Co   87 

Canada  Cement  Company   89 

Canadian    Chicago    Bridge    &  Iron 

Works  174 

Canadian  DesMoines  Steel  Co.  ..   .  174 

Conduits  Company  104 

Canada  Crushed  Stone  Corporation     1 1 

Canadian   Equipment   Co   5 

Canadian  General  Electric  Co   34 

Canadian  Ingersoll-Rand  Co   29 

Canadian  Inspection  &  Testing  Co..  ISO 

Canada  Iron  Foundries  10S 

Canadian  Link-Belt  Co   52 

Canadian  Mead-Morrison  Co   70 

Canadian  Pipe  Co   75 

Canadian      Self-Locking  Concrete 

Wall  Company   91 

Canadian  Siegwart  Beam  Co.   .  .   38- 169 

Canadian  Surety  Company  160 

Cast  Stone  Block  and  Machine  Co.  26 

Crushed  Stone  Limited  17S 

Canadian  Welding  Works  172 

Canada  Wire  &  Cable  Co   51 

Canada  Wire  &  Iron  Goods  Co.  ..  l(i 

Cape  &  Co.,  E.  G.  M  181 

Chipman  &  Power  180 

Cook,,  A.  D  lf>5 

Concrete  Pipe  &  Products  Co.  .  ..  1H() 
Consolidated  Sand  &  Supply  Co.  .  .  (ill 

Day,  Geo  . .  162 

Dake  Engine  Co   169 

Dayton-Dowd  Company   17:! 

Dennis  Wire  &  Iron  Works   19 

Detroit  Steel  Products   21 

Dominion  Concrete  Co   172 

Dufferin  Construction  Co   55 

Dominion  Engineering  &  Contract- 
ing Co   180 

Dominion  Oxygen  Co   45 

Dominion  Radiator  Co   72 

Dominion   Tar  &   Chemical   Co.    ..  171 


Dunlop  Tire  &  Rubber  Goods  Co.  .  22 

Dunham  Company,  C.  A   16 

Engineering   &    Machine   Works    .  .  93 

Foyle,  W.  &  G   160 

Frost  Steel  &  Wire  Co   8.5 

Gait  Art  Metal  Co   182 

Gardner  &  Co.,  A   60 

Gartshore,  John  J   17s 

Gartshore-Thomson    Pipe   &  Foun- 
dry Company   170 

Gent   &   Company  '  ..    ..  180 

Goldie  &   McCulloch   Co   50 

(lore;  Nasmith  &  Storrie   180 

Graneloid  Floor  &  Tile  Co   82 

Hamilton  Bridge  Works  Co   17 

Hamilton  Company,  Wm  178 

Hamilton  Mirror  Plate  Co  L63 

Harris  Mfg.  Company,  J.  W   30 

Hepburn  &  Disher   82 

Hepburn,  John  T   81 

Holden  Company   21 

Holmes  Sons,  Fred   .   180 

Hopkins  &  Co.,  F.  H  184 

Hunt  &  Company,  Robt.  W.  181 

Hynes,  W.  J   5!) 

Independent  Concrete  Pipe  Co   161 

Inglis,  John  157 

I nterprovincial  Brick  Co  36-37 

James  Company,  E.  A  1  so 

Jackson,  Lewis  &  Co   57 

Jaeger  Machine  Co  171 

Jamieson   Lime   Company  L78 

Jeffrey  Mfg.  Co   4.) 

Johnson  &  Sons,  C.  II   is 

Joyce-Koebel  Company  l(i') 

Kerr  Engine  Company  176 

King  Construction  Co   62 

Kinsinger,  Bruce  &  Co   72 

Lea,  R.  S.  &  W.  S  180 

Leitch,  Arthur  S  17:! 

London  Concrete  Machinery  Co.  .  .  3 
l^ondon  &  Lancashire  Guarantee 

&  Accident  Co  160 

Macdonald  Co.,  Randolph   60 

Mackinnon  Steel  Company  ..   ..   ..  16.-) 

MacLean  Daily  Reports   48 

Mansfield  Engineering  Co   76 

Maritime  Bridge  Co  17r> 

Marsh  Engineering  Works   S 

Massey-Harris  Company   40 

Mayer,  F   17 

McAllister  &  Taylor  180 

McFarlane-Douglas  Co   63 

McGregor  &  Mclntyre  175 

McKinnon   Columbus  Chain   Co.    .  .  14 

Miller  &  Sons,  Roger   54 

Minister  of  Munitions   21 

Milton-Hersey  Company  180 

Montreal  Crushed  Stone  Co   68 

Morris  Crane  &  Hoist  Co.,  Herbert  164 

Montreal  Machine  Works   23 

Mussens  Limited  1(57 

National    Conduit    Company    .  .    .  .  80 

National  Equipment  Co   ,  78-79 

National   Iron   Works   .  .  7:; 

Neptune   Meter  Company   42 

Northern  Architectural  Iron  Works  165 
Northern  Crane  Works  164 
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Northern  Flectric  Company  . .  20 
Nova  Scotia  Stone  Company  ..    ..  12 

Oakley  &  Sons,  Geo   56 

Ontario   Lime  Co   70 

Ontario  Rock  Co   86 

Ontario  Wind  Engine  &  Pump  Co.  177 
Osborne  Canada  Limited,  Samuel..  4 
Owen  Bucket  Co  17:; 

Pacific   Coast   Pipe  Co  9-1  SI 

Pannill  Door  Company   177 

Pigott-Healy  Company   58 

Portland  Cement  Association    ....  41 

Port  Credit  Brick  Co   77 

Prack,  Bernard   H   35 

Pratt  &  Letchworlh   182 

Quiii lan,  John   58 

Robb   Engineering  Company   . . 

Robertson  Company,  H.  H  

Roberton-Olson  Company  

Rogers  &  Company,  F  

Rhodes-Curry  Company  

Reid   &    Brown   Structural   Steel  & 

Iron  Works  

Ross-Meager  &  Company  

Ryan,'  Frank  

Sand  &  Supplies   . . 

Sa  rnia  Bridge  Company  

Sauennan  Bros  

Scully  &  Company,  A.  A  

Seagrave-Loughead  Co  

Shunk   Plow  Company  

Sonneborn  Sons,  Inc.,  L  

Spielman  Agencies  

Stalford,  V.  K  ,\ 

Standard  Clay  Products  

Standard  Paving  Co  

Standard  Steel  Construction  Co.   . . 
Standard  Hnderground  Cable  Com- 
pany of  Canada  Limited  

St.   Maurice  Lime  Co  

Steel  Company  of  Canada  

Sterling  Engine  Company  

Super-Cement  Company  

Swedish  Crucible  Steel  Co. 

Taylor,  J.  &  J  

Thomson  Bros  

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 

Turnbull  &  Co.,  Harvard  

Toronto  Iron  Works  

Toronto  Steel   Construction   Co.  .. 

United  States   Fidelity  &  Guaranty 

Company  

Vancouver  Granite  Company   .  . 
Vancouver  Wood  Pipe  &  Tank  Co. 

Warren   Bituminous   Paving  Co.  .. 

Waterous  Engine  Works  Co  

Wearcrete  Engineering  Co.  . . 

Wells  &  Gray  

Wettlaufer  Bros  

Wilson,  Alexander  

Wilson  &  McGovern  

Wickes  Bros  

Williams  Machinery  Co.,  A.  R. 

Wood-Mosaic  Company  

Worthington,  W.  R  
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Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.   Give  your  business  to  the  man  who  is  enterpris- 
ing enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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Garage  Wall  in  course  of  erection  at  Dallas, 

SAWYER 
YSTEM 

We  are  now  prepared  to  in- 
vite attention  from  Ontario, 
Quebec,  and  the  Lower  Prov- 
inces as  to  territorial  control 
for  operating  and  manufac- 
turing purposes. 


Texas 


NON-POROUS 
PRE-CAST  SLABS 

Continuous  Hollow  Air  Chambers  from 
Floor  to  Ceiling. 
Complete  Air  Insulation 

Successfully  and  economically  used  in 
bridge  and  buttress  work,  foundations,  in 
fact  anything. 

Plants  for  manufacture  of  this  material  can 
be  installed  in  two  weeks  and  deliveries  of 
material  made  inside  of  three  weeks  from 
date  of  plant  installation. 


Bungalow  constructed  of  Sawyer  System,  Los  Angeles,  Cal. 


Plants  under  license  operating  or  be- 
ing installed  this  year: — 

VICTORIA,  VANCOUVER,  B.C. 
CALGARY,  EDMONTON,  ALTA. 
Office  507  Grain  Exchange,  Calgary. 

REGINA,  WINNIPEG,  PORT 
ARTHUR  AND  FORT  WILLIAM 
The  Manitoba  Self  Locking  Concrete 
Wall  Co.,  Ltd.,  407  McArthur  Bldg., 
Winnipeg. 

We  have  an  engineering  staff  capable 
of  adapting  our  material  to  any  con- 
struction and  will  be  glad  to  show 
what  the  system  means  for  perman- 
ency and  economy. 


Wall  construction 


The  Canadian  Self-Locking  Concrete  Wall  Co.  (Sy™tyeem)  Ltd. 

Suite  18-207  St.  James  Street,  Montreal,  Que. 

Permanent  Operating  Office 


92 


THE  CONTRACT  RECORD 


June  9,  I'Jao 


Tenders 
Wanted 


should  be  advertised  for  in  the  "Tenders  and  For 
Sale  Department"  of  the  CONTRACT  RECORD 
AND  ENGINEERING  REVIEW.  This  paper 
is  the  "Tender  Ad."  medium  of  Canada  and 
always  brings  bids  from  the  reliable  contractors 
and  supply  houses.  File  your  plans  for  any  work 
on  which  you  are  inviting  bids  in  our  offices  at 
Toronto,  Montreal,  Winnipeg  or  Vancouver. 

Contract  Record 

and  Engineering  Review 
TORONTO       -  ONTARIO 


Vancouver 
Granite  Co. 

Limited 

VANCOUVER,  B.  C. 
— P  RODUCERS  O 

Nelson  Island 
Grey  Granite 

The  Standard  Granite  of 
the  Pacific  Coast. 

Largely  used  in  Monu- 
mental work. 


Quarries  -  -  Nelson  Island,  B.  C. 
Head  Office  and  Yards  Vancouver,  B.  C 


The  Present  Stone  Age 


The  governors  of  the  Toronto  University  and  Associ- 
ate Colleges  when  requiring  further  accommodation 
decided  to  erect  new  buildings  of  the  most  substantial 
and  best  appearing  materials  obtainable.  Results  : 
Rurwash  Hall,  Victoria  Library,  Medical  Building, 
Knox  College,  and  the  world  famous  Hart  House.  In 
each  case  the  material  chosen  was  Credit  Valley  Sand 
Stone,  supplied  by  F.  Rogers  &  Co. 
St.  Pauls  Cathedral,  Bloor  St.  E.,  is  an  example  of  the 
same  material  used  for  church  construction.  Rose- 
dale  Congregational  Church  is  another. 
In  residence  building  we  have  many  splendid  examples 


of  the  quality  and  beauty  of  our  stone,  the  most  out- 
standing being  Sir  Henry  Pellatt's  Mansion.  The 
above  are  all  built  of  grey  stone. 

Our  variegated  stone  (grey  and  brown  combined)  is  .1 
most  attractive  material  for  almost  any  use.  An  ex- 
ample of  this  is  seen  in  the  Toronto  Technical  School, 
which  is  conceded  to  be  one  of  the  finest  buildings  of 
its  kind  in  America. 

A  few  cuts  of  these  buildings  will  be  shown  in  our 
later  advertisements. 

We  are  in  a  position  to  supply  this  stone  for  immedi- 
ate use  and  solicit  your  enquiries. 


F.  ROGERS  &  COMPANY 

1 193  Queen  St.  West,     TORONTO,  ONT. 

Parkdale  230 

Crushed  Stone  and  Foundation  Stone 

The  quarries  of  the  Oliver  Rogers  Stone  Co.,  Ltd.,  at  Owen  Sound,  are  able  to  supply 
crushed  stone  and  foundation  stone  to  any  place  in  Ontario  in  carload  lots.  In 
Toronto  we  can  give  first  class  service  in  carload  lots  or  less.  Quality  and  service  are 
second  to  none.    Let  us  quote  you  on  your  requirements. 

OLIVER  ROGERS  STONE  CO. 

F»  Rogers    Sales  j^gent 

1193  Queen  St.  West,  TORONTO,  ONT.  Parkdale  230 
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Patented  in  Canada  October  16th,  1917. 
Other  Patents  pending. 


The  Keystone  Excavator 


MODEL 


Who  uses  it?  Many  of  the  most  enterprising  contractors  and 
municipalities  in  the  land.  Why?  Because  it  is  a  big  money 
saver  in  digging  operations.  Results?  Everybody  satisfied! 
Glance  at  these  names.   The  list  is  growing  weekly. 


Ontario  Department  of  Public  Highways,  To- 
ronto, Ont.  (Four  Keystones). 

Municipality  of  Renfrew.  Ont. 

P.  J.  Wolfe,  Sherbrooke,  Que. 

Laurin  and  Leitch  Eng.  &  Const.  Co.,  Mont- 
real, Que. 

Standard  Paving  Company,  Ottawa.  Ont. 
Riley  and  Begy,  St.  Catharines,  Ont. 
Hydro  Electric  Power  Commission,  Niagara 
Falls,  Ont. 

W.  C.   Brennan   Contracting  Co.,  Hamilton, 

Ont.  (Two  Keystones). 
Kilmer  and  Barber,  Limited,  Toronto,  ( >nt. 
Sicily  Asphaltum  Paving  Co.,  Montreal,  Que. 


R.  B.  McLeod,  Saskatoon,  Sask. 

County  of  Victoria,  Ont. 

Warren  Waddell,  Halifax,  N.S. 

Constructing  &  Paving  Co.,  Toronto.  Ont. 

J.  W.  Archibald,  Toronto,  Ont. 

Warren  Bituminous  Paving  Co.,  Toronto,  Ont. 

Nicholson  and  McNamara,  St.  Catharines,  Ont. 

Cape  Breton  Eng.  Works,  Sydney,  N.S. 

City  of  Sherbrooke,  Quebec. 

Robert  Laing,  Corbetton,  Ont. 

City  of  London,  Ont. 

Napoleon  Senecal,  Montreal,  Que. 

X.  Buccali.  Ottawa,  Ont. 

Bernard  Brault,  Montreal,  Que. 


What  the  Keystone  Will  Do 

Excavate  Cellars.  Load  Hopper  Cars. 

Dig  Ditches.  Grade  Roads. 

Move  itself  to  the  next  job  (two  speeds). 
Save  haulage,  setting  up,  and  labor  costs. 
Do  the  work  of  100  shovel-men. 

Increase  profits,  and  make  money  for  the  far-seeing 
contractor. 


Sole  Licensees  and  Builders  for  Canada 

Engineering  and  Machine  Works  of  Canada,  Limited 

ST.  CATHARINES,  ONT. 

Eastern  Sales  Offices: — Hall  Machinery  Co.,  Sherbrooke,  Que.,  and  Birks  Bldg.,  Montreal 
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Contractors : 


In  doing  your  concrete 
work  we  offer  a  few  sug- 
gestions which  will  bene- 
fit you 

Get  in  touch  with  WETTLAUFER  on  your  equipment. 
We  save  you  money  and  give  you  the  best  Concrete  Machinery. 
We  have  the  latest  improved  machines  for  saving  labor. 
Get  our  mixers  on  your  job,  they  mix  lime,  mortar,  plaster, 
as  well  as  concrete,  and  with  our  Hoist  Attachment  they 
mix  your  mortar  and  concrete  and  hoist  at  the  same  time 

Made  in  Canada  Write  for  our 

Special  Offers 


Famous  Heart  Shape  Mixer 


Concrete  Machinery 

Crushers,  Rolls,  Brick,  Block, 
Tile,    Sewer    Pipe  Machines, 
Screens,  etc.    Contractors'  and 
Builders'  Equipment. 


We  make  a  specialty  of  supply- 
ing   complete    plants    for    the  . 
manufacture  of  Brick,  Block, 
Drain  Tile,  Sewer  Pipe,  Cement 
Products,  etc. 


Famous  No.  0  Power  Mixer 


WETTLAUFER  BROS.  Ltd.,  1 78  Spadina  Ave.Joronto,  Ont. 


No.   6  Brick  Machine 


r 


New 
TIFFIN 


This  Company  has  provided  nearly  every 
important  improvement  in  the  design  of 
successful  street  flushers. 

We  were  the  first  to  build  machines  of  this 
type. 

We  are  the  largest  makers  in  this  field. 
It  is  quite  logical  to  presume  that  "Tiffin" 
is  entitled  to  prime  consideration  by  any 


2-Motor-System 
Combination 
Power  Flusher 
and 
Sprinkler 


city  that  may  purchase  machines  for  street 
flushing. 

To  cities  who  are  interested  in  the  advant- 
ages of  street  flushing,  we  are  glad  to  send 
information  data  regarding  costs,  range  of 
machines,  and  much  other  material  of  a 
general  character,  together  with  full  par- 
ticulars about  Tiffin  Machines. 


J 


THE  TIFFIN  WAGON  COMPANY 

TIFFIN      -  OHIO 


Canadian  Representatives  :     F.  H.  HOPKINS  &  CO.  LTD.,  Montreal  and  Toronto 

Makers,  also,  of  Tiffin  Motor  Trucks,  Municipal  Vehicles,  and  Farm  and  Dump  Wagons. 
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Our  Annual  Number 


IN  this,  our  Annual  Number,  will  be  found  a  vari- 
ety of  articles  bearing  the  imprint  of  authors  who 
are  authorities  in  their  respective  fields.  Thus 
there  arc  such  names  as  Dr.  G.  G.  Nasmith,  W. 
G.  Chase,  F.  A.  Dallyn,  F.  A.  Macallum,  and  others, 
whose  work  along  special  lines  has  long  been  recog- 
nized throughout  Canada  as  of  special  merit.  All  of 
these  authors  have  prepared  for  the  Contract  Record 
treatises  that  discuss  the  problems  in  a  style  indicat- 
ing wide  experience  along  their  particular  lines. 
Thus  the  article  by  Dr.  Nasmith  develops  the  subject 
of  "Chlorination  as  a  Means  of  Disinfecting  Water 
Supplies,"  with  thoroughness  and  exhaustiveness. 
Mr.  Dallyn's  subject  of  "The  Relation  of  Water  Puri- 
fication to  State  Sanitation"  is  of  the  utmost  import- 
ance in  these  days  when  the  good  of  the  state  is  the 
good  of  the  individual.  It  emphasizes  the  important 
bearing  of  water  purity  on  public  health.  Somewhat 
the  same  idea  is  brought  out  in  another  way  by  N.  J. 
Howard  in  his  article  giving  a  history  of  the  develop- 
ment of  Toronto's  water  supply.  It  is  an  interesting 
story  of  the  progress  of  purification  of  a  city  during 
fifty  years  of  rapid  growth,  written  primarily  to  indi- 
cate the  relation  of  purification  to  public  health.  The 
result  of  constant  efforts  on  the  part  of  Toronto's 
sanitarians  and  water  works  engineers  has  been  to 
give  her  the  second  lowest  typhoid  death  rate  in  Am- 
erica. Another  interesting  water  supply  development 
is  recorded  in  the  description  prepard  by  E.  M.  Proc- 
tor on  the  New  Toronto  system.  This  article  will  ap- 
peal to  a  great  number  of  our  readers,  no  doubt,  be- 
cause there  are  hundreds  of  towns  in  Canada  of  about 
the  same  size  and  type  as  New  Toronto.  Mr.  Chace 
has  for  this  issue  chosen  to  discuss  the  effect  of  al- 
kali soils  on  concrete.  It  is  his  statement  that  mil- 
lions of  dollars  are  being  lost  through  injury  and  fail- 
ure of  concrete  structures  in  Western  districts  where 
alkali  soils  are  proving  deadly  injurious.  This  is 
enough  to  cause  great  concern  and  should  be  a  means 
of  stimulating  investigations  so  as  to  produce  an 
alkali-proof  concrete. 

In  the  matter  of  roads,  this  Annual  Number  takes 
a  prominent  part.  Never  have  highways  expenditures 
in  Canada  been  on  so  large  a  scale.  Never  has  road 
building  so  taken  the  country  by  storm.  Last  week 
the  Winnipeg  convention  of  the  Canadian  Good  Roads 
Association  .was  the  most  successful  ever  held.  At 
it  was  displayed  great  enthusiasm  and  confidence  in 
the  various  provincial  and  municipal  road-building 
policies.  The  whole  meeting  bespoke  a  future  for 
highway  construction  that  is  hard  to  comprehend. 
The  Contract  Record  in  this  issue,  therefore,  gives 
considerable  space  to  road  articles  and  convention 
news.  It  reproduces  a  few  of  the  best  papers  read 
at  Winnipeg;  others  will  appear  in  subsequent  issues. 
In  doing  this  we  are  formally  recognizing  the  fact 
that  the  construction  of  highways  is  one  of  the  most 
important  projects  ever  undertaken  by  the  people  of 
Canada . 


June  21  to  24— The  dates  of  the  Montreal 
Convention  of  the  American  Water  Works 
Association. 
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The  Bearing  of  Water  Purification  on 
Public  Health 


WATER  purification  bears  a  very  important 
and  intimate  relation  to  municipal  sanita- 
tion. A  study  of  the  circumstances  sur- 
rounding epidemics  of  enteric  diseases  have 
indicated  that,  in  most  cases,  some  impurity  or  pollu- 
tion in  the  water  supply  was  fundamentally  the  cause 
of  the  outbreak.  Some  relationship  between  water 
purification  and  public  health  was  thus  suggested, 
which,  while  formerly  conjecture,  has  been  firmly  es 
tablished  by  modern  developments  and  investigations 
in  the  science  of  bacteriology.  These  researches 
throwing  a  new  light  on  the  art  of  preventive  medi- 
cine, have  been  of  untold  assistance  in  minimizing 
water-borne  diseases  and  in  so  doing,  as  statistics 
show,  health  conditions  have  been  improved  and  the 
general  mortality  rate  reduced. 

The  relationship  of  water  purification  and  state  san- 
itation is  the  topic  ably  discussed  in  this  Annual  Num- 
ber by  F.  A.  Dallyn,  sanitary  engineer  of  the  Pro- 
vincial Board  of  Health  of  Ontario.  Mr.  Dallyn,  in 
developing  this  theme,  places  in  two  quarters  the 
blame  for  the  toleration,  frequent  on  this  continent, 
of  infected  water  supplies.  To  the  unprecedented  in- 
dustrial development  of  many  cities  can  be  partially 
ascribed  the  reason  for  this  condition,  for  with  the 
growth  of  communities,  especially  those  on  larg^ 
bodies  of  water,  sewage  was  permitted  to  discharge  un- 
treated into  the  same  water  from  which  the  supp'v 
was  drawn.  A  second  reason  lay  in  the  insufficient 
knowledge  of  preventive  medicine  to  warn  communit- 
ies of  the  dangers  of  such  procedure. 

However,  the  isolation  of  the  typhoid  organism 
and  the  determination  of  its  existence  in  excreta  has 
established  the  true  significance  of  the  relation  be- 
tween water  purification  and  public  health.  It  is  only 
within  late  years  that  the  public  has  shown  itself  will- 
ing to  be  informed,  for  which  reason  the  propaganda 
of  the  public  health  laboratory  has  been  slow  in  tak- 
ing effect.  At  least,  however,  its  work  has  been  of 
incalculable  benefit,  for  the  typho'd  rate  is  yearly 
approaching  more  nearly  the  irreducible  limit.  In 
the  United  States  a  reduction  in  the  death  rate  from 
23.5  to  12.4  per  100,000  in  nine  years  is  noted  and  com- 
ing nearer  home,  Ontario  can  show  a  remarkable 
achievement  in  a  rate  of  5.6  per  100,000  in  1919  as 
compared  to  31.5  in  1910.  The  Provincial  Board  of 
Health  is  largely  responsible  for  this  and  it  can  be 
said  to  its  credit  that  it  thoroughly  appreciates  the 
responsibility  placed  upon  it  of  controlling  in  no 
small  degree  the  health  of  the  province. 

The  community  rather  than  the  individual  idea  of 
sanitation  is  gaining  ground — by  that  we  mean  that 
the  tendency  is  towards  the  improvement  of  the  gen- 
eral health  of  a  communitv  by  a  control  of  factors 
which  apply  to  the  community  as  a  whole  rather  than 
to  separate  individuals.  This  conception  of  public 
or  state  sanitation  is  beyond  doubt  the  proper  one,  for 
it  aims  to  get  at  the  basic  causes  of  disease  and  lack 
of  sanitation — in  other  words  it  is  a  case  of  preven- 
tion being  better  than  cure — and  it  furthermore  does 
not  interfere  with  or  minimize  any  efforts  that  may  be 
directed  to  individual  improvement. 

That  water  purification  plays  a  big,  possibly  the 
biggest  part,  in  the  matter  of  state  sanitation  is  axio- 


matic. Suffice  it  to  say  that  in  the  article  on  page  526 
of  this  issue  Mr.  Dallyn  establishes  their  inter-depen- 
dence. Take  measures  to  improve  the  water  supply 
of  a  community  and  health  naturally  improves. 


No  Scrapping  of  Equipment  in  Frequent 
Enlargements  of  This  Water- 
works Plant 


THE  description  of  the  waterworks  system  of 
New  Toronto,  Ontario,  given  elsewhere  in  thi$ 
issue,  contains  more  than  usually  interesting 
information.  The  feature  of  the  project  has 
been  the  frequent  enlargement  made  necessary  by  the 
remarkable  industrial  growth  of  the  town  accompan- 
ied by  a  fourfold  increase  in  population  in  seven  years. 
Starting  off  in  1913  with  a  small  plant  of  two  250- 
gallon-per-minutc  pumps,  the  town  now  has  an  in- 
stallation supplying  2,500,000  gallons  per  day,  the 
greater  portion  of  it  for  industrial  purposes.  The  un- 
usual feature  of  the  extensions,  necessitated  from 
time  to  time  to  take  care  of  the  growing  demands  is 
that  no  part  of  the  original  plant  or  of  the  subsequent 
additions  has  been  scrapped  to  make  way  for  the 
present  installation.  Even  the  original  pump-house 
is  incorporated  in  the  existing  building  and  additions 
have  been  added  and  the  new  equipment  installed  in 
a  manner  that  is  ingenious  in  its  simplicity. 

This  piecemeal  method  of  providing  a  waterworks 
system  might  be  considered  a  doubtful  procedure,  and 
in  the  case  of  a  town  of  which  the  population  increases 
in  no  abnormal  amount,  it  is  the  height  of  engineering 
folly  to  fail  to  anticipate  the  needs  of  the  future.  It 
must  be  remembered,  however,  that  in  New  Toronto's 
case,  the  failure  to  provide  in  1913  a  plant  sufficient  for 
the  needs  of  1920  was  not  due  to  any  neglect  on  the 
part  of  the  designers  to  consider  the  possibility  of  in- 
creased demands  but  to  a  tremendously  war-stimu- 
lated industrial  development  which  was  beyond  any 
expectation  or  power  of  forecast.  Then  too,  the  fact 
that,  when  the  demands  for  water  were  pressing,  ma- 
terials were  scarce  and  expensive,  induced  the  town 
to  spend  money  cautiously  meeting  the  demands  only 
as  they  arose.  The  result,  however,  was  unusually 
successful,  for  today  the  town  has  a  thoroughly  up- 
to-date  plant  which  has  not  necessitated  any  scrap- 
ping of  equipment  or  tied  up  any  capital  unnecessar- 
ily. 

In  mentioning  New  Toronto's  plant,  it  is  worth 
noting  in  passing  that  it  is  a  joint  venture  as  are 
others  of  its  public  utilities.  The  adjoining  town  of 
Mimico  has  a  working  arrangement  whereby  it  buys 
water  from  New  Toronto  at  an  agreed  charge.  On  the 
other  hand,  Mimico  takes  care  of  the  sewage  disposal 
of  both  itself  and  its  neighbor.  In  the  near  future  it 
is  expected  that  New  Toronto  will  also  serve  water  to 
other  adjoining  municipalities.  Where  feasible,  some 
scheme  of  this  sort  is  worth  considering.  It  has 
worked  in  the  case  of  these  towns,  and  in  others 
similarly  placed,  it  is  possible  that  some  equally  and 
mutually  satisfactory  and  beneficial  arrangement  can 
be  made.  Certainly  the  capital  expense  of  a  central 
plant  is  less  for  two  plants  of  the  same  total  capacity 
and  it  might  easily  be  made  remunerative  enough  for 
one  municipality  to  carry  the  extra  burden  and  supply 
a  service  to  a  neighboring  community. 
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Uncertainties  About  Effect  of  New  Tax 
on  Contractors 


AT  a  special  meeting  of  the  Board  of  Directors 
of  the  Montreal  Builders'  Exchange  held  at 
Montreal  on  May  28th,  the  effect  of  the  new 
taxat;on  proposals  of  the  Dominion  Govern- 
ment on  the  building  industries  was  discussed. 

While  in  the  main,  no  serious  objection  was  taken 
to  the  various  taxes  to  be  imposed,  it  was  considered 
that  the  Government  required  the  money,  and  that 
ultimately  the  consumer  will  have  to  pay,  exception 
was  taken  to  the  proposal  that  building  contractors, 
trade  contractors  and  others  connected  with  the  build- 
ing trades  should  have  to  forward  to  Ottawa  twice 
each  month  statements  of  the  amount  of  business  done 
during  each  half-monthly  period. 

It  was  pointed  out  that  the  practice  has  been  for 
architects  to  issue  their  certificates  monthly,  and  that 
this  has  to  a  large  extent  regulated  the  manner  in 
which  a  building  contractor  finances  his  operations. 
Although  it  was  not  deemed  necessary  to  petition 
the  Government,  either  by  resolution  or  deputation, 
to  have  any  changes  made  in  the  amount  of  taxes  to 
be  imposed,  or  their  distribution  among  the  various 
classes  of  the  community,  nevertheless,  it  was  felt 
that  the  exchange  should  concern  itself  without  loss 
of  time  with  the  method  by  which  the  Finance  Depart- 
ment proposes  to  collect  the  various  taxes,  and  the 
system  to  be  adopted  to  secure  the  required  financial 
statement^ 

In  order  that  each  of  the  sections  of  the  Exchange 
should  have  an  opportunity  of  stating  concretely  the 
difficulties  encountered  in  carrying  out  the  provisions 
of  the  new  taxation  proposals,  it  was  moved  by  Doug- 
las Bremner,  seconded  by  A.  W.  Bremner,  and  adopt- 
ed unanimously,  that  K.  D.  Church,  chairman  of  the 
general  contractors'  section  :  F.  J.  Parsons,  chairman 
of  the  Trade  contractors'  section  :  J.  K.  McNutt,  chair- 
man of  the  Supply  Dealers'  section,  and  the  general 
secretary,  D.  K.  Trotter,  should  draft  a  questionnaire 
to  be  submitted  to  the  Finance  Department,  asking  in 
general  for  a  ruling  on  various  difficulties  that  are  an- 
ticipated in  carrying  out  the  new  taxation  proposals 

Following  the  decision  of  the  directors  of  the  Ex- 
change, meetings  of  the  supply  dealers'  section  and 
the  genera!  contractors'  section  were  held  on  June  1st, 
at  which  various  questions  were  drawn  up  to  be  sub- 
nr'tted  to  a  special  committee  comprised  of  the.  chair- 
man of  all  the  various  sections  which  will  get  the 
necessary  information.  One  of  the  most  important 
matters  discussed  by  the  general  contractors  was  in 
regard  to  contracts  accepted  prior  to  May  19th,  when 
the  budget  was  delivered.  The  question  is  whether  the 
contractors  can  add  to  the  contract  price  the  cost  of 
the  tax  which  *bey  have  had  to  pay  for  the  matenals 
which  go  into  such  buildings.  One  official  opinion  se- 
cured was  in  the  affirmative,  but  pointing  out  also 
that  it  was  a  legal  question.  It  was  suggested  that  this 
matter  should  be  straightened  out,  and  in  time  to  al- 
low of  an  amendment  to  the  act  in  case  there  should 
be  any  doubt. 

The  general  opinion  was  that  the  contractors  do 
not  have  to  pay  anything  d*rect  to  the  Government 
under  the  new  taxes,  this  not  being  a  business  tax,  but 
paid  indirectly  when  they  paid  for  the  materials  they 
bought. 

Another  question  raised  was  in  regard  to  contain- 


ers. It  was  pointed  out,  for  example,  that  cement 
reaches  the  contractor  in  bags  and  the  bags  are  charg- 
ed for,  and  when  returned  credited  back.  The  ques- 
tion now  is  whether  the  cost  of  the  bags  should  he 
included  in  the  invoice  pr'ce  on  which  is  based  the 
sales  tax.  Another  issue  was  that  of  freight  and  cart- 
age. It  was  pointed  out  that  crushed  stone  delivered 
at  the  job  would  run  about  $1.50  a  ton,  but  more  than 
half  of  this  would  he  freight  and  cartage,  and  the 
Government  will  be  queried  on  this  point  as  well,  for 
the  contractors  believe  the  principle  is  that  freight 
charges  are  not  included  in  cost  of  materials. 


Corporation  of  Professional  Engineers  of 
Quebec  Now  Operating 

THE  first  meeting  of  the  Corporation  of  Pro- 
fessional Engineers  of  the  province  of  Quebec, 
held  at  the  headquarters  of  the  Engineering 
Institute  of  Canada,  Montreal,  on  May  27th, 
was  largely  attended.  Mr.  A.  R.  Decary,  of  Quebec, 
w  ho  presided,  explained  that  the  formation  of  the  cor- 
poration  was  the  outcome  of  a  resolution  passed  at 
the  annual  meeting  of  the  Engineering  Institute  of 
Canada  h.  1919,  and  that  the  members  were  confined 
to  engineers  resident  in  and  practising  in  the  pro- 
vince. With  the  consent  -of  the  Council  of  the  Insti- 
tute, an  act  had  been  passed  in  the  last  session  of  the 
Provincial  Legislature  transferring  the  powers  of  the 
Institute,  under  their  Provincial  Act,  to  the  new  cor- 
poration. A  provisional  council  had  been  formed  and 
had  carried  out  the  preliminary  work. 

The  bill,  as  read  by  Mr.  F.  B.  Brown,  gives  power 
to  the  Corporation  to  be  managed  by  a  council  of  eight 
members,  the  Corporation  being  affiliated  to  the  En- 
gineering Institute  of  Canada,  with  headquarters  in 
Montreal. 

Mr.  Decary  added  that  the  province  of  Quebec  was 
the  first  to  secure  legislation  on  the  lines  indicated  and 
that  since  then,  the  other  provinces,  with  two  excep- 
tions, had  followed  suit. 

The  election  of  a  new  council  was  then  proceeded 
with.  For  the  first  year  the  province  is  to  be  divided 
into  two  sections — from  Three  Rivers  westward,  with 
five  members,  and  from  Three  Rivers  eastward,  with 
three  members.  Of  these,  four  will  be  elected  for  two 
years,  and  four  for  one  year.  It  was  proposed  to  elect 
the  provisional  council  en  bloc,  which  was  strongly 
objected  to.  After  the  rejection  of  two  or  three  amend- 
ments, the  provisional  council  was  elected  as  follows: 

West  of  Three  Rivers:  Messrs.  Arthur  Surveyer, 
W.  F.  Tye,  Walter  f.  Francis,  K.  B.  Thornton,  and 
Fred  B.  Brown,  of  Montreal;  east  of  Three  Rivers: 
Messrs.  A.  R.  Decary,  A.  B.  Normandin,  and  J.  Gi- 
beau,  Quebec  City. 

The  meeting  then  discussed    the    by-laws,  only 
those  of  a  routine  character  being  adopted.    The  by- 
laws relating  to  fees  will  be  discussed  at  a  later  meet 
ing. 

At  a  subsequent  meeting  of  the  council  the  follow 
ing  officers  were  elected;  President,  A.  R.  Decary 
Quebec  ;  vice-pres;dent,  Walter  J.  Francis  ;  honorarl 
secretary-treasurer,  Fred  B.  Brown. 


During  May  the  Montreal  building  permits'  total- 
led $1,667,383.  an  increase  of  $397,948  on  the  corres- 
ponding month. last  year.  For  the  five  months  the 
total  was  $0,085,034,  a  gain  of  $3,932,027. 
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Growth  of  New  Toronto  Waterworks  System 
from  Village  Supply  to  Large  Plant 

An  Exceptional  Industrial  Development  of  the  Town  Created  Demands  for  Water  Which 
Were  Met  by  Frequent  Additions  to  Plant  and  Equipment  —Result  Has  Not  Been 
Incoherent  as  Might  be  Expected  But  a  Scheme  in  Which  the  Original 
Plant  Has  Been  Made  to  Fit  in  with  Later  Improvements 

By  E.  M.  Proctor,  B.A.Sc,  A.M.E.I.C.,  Manager,  E.  A.  James  Co.,  Ltd.,  Engineers,  Toronto 


NEW  TORONTO,  Out.,  is  a  town  situated  on 
the  north  shore  of  Lake  Ontario  about  six 
miles  west  of  the  city  of  Toronto  and  border- 
ing on  tlie  west  boundary  of  the  town  of 
Mimico.  The  plant  which  this  article  will  describe 
supplies  water  for  both  the  town  of  New  Toronto  and 
the  town  of  Mimico  which  to-day  have  a  combined 
population  of  7,000  people.  In  1913,  when  the  con- 
struction of  the  plant  was  commenced,  New  Toronto 
had  a  population  of  800  and  Mimico  1,000. 

The  tremendous  industrial  growth  in  this  district 
largely  accounts  for  the  increase  necessary  in  the  ca- 
pacity of  the  waterworks  system.  At  the  present  time 
there  are  located  in  New  Toronto,  the  Canadian  plant 
of  The  Goodyear  Tire  and  Rubber  Company  and  plants 
of  the  Dupont  Fabrokoid  Co. ;  Brown's  Copper  and 
Brass  Rolling'  Mills,  Boxer  Wall  Taper  Company, 
Ritchie  and  Ramsay  Paper  Co.,  and  numerous  other 
industrial  concerns..  Besides  these  industrial  plants 
water  is  supplied  to  the  G.  T.  R.  Mimico  yards,  which 
are  the  main  incoming  freight  yards  on  the  Toronto 
and  Hamilton  main  line.  The  G.  T.  R.  alone  in  this 
connection  uses  an  average  of  600,000  gallons  of  water 
per  day  . 

Utilities  are  Joint  Propositions 

There  are  several  reasons  why  New  Toronto  aird 
Mimico  combined  to  build  a  waterworks  system,  the 
chief  and  most  important  reason  being  that  the  na- 
tural sewage  outlet  for  the  district  is  in  Mimico,  and 
at  New  Toronto  there  is  a  very  suitable  point  upon 
which  the  waterworks  plant  was  constructed.  It 
might  be  interesting  to  note  in  passing  that  the  sew- 
erage system  of  the  two  municipalities  is  also  a  com- 
bined system.  Their  incinerator,  too,  is  a  joint  muni- 
cipal venture.  The  basis  of  co-operation  between  the 
two  municipalities  is  that  New  Toronto  sells  the  wa- 
ter through  a  Venturi  meter  to  Mimico.  Mimico  main- 
tains its  own  distribution  system  and  collects  its  own 
water  rates.  The  agreement  calls  for  a  minimum  con- 
sumption of  50,000  gallons  per  day  and  the  rate  at 
present  is  0.8  cents  per  1,000  gallons. 

The  initial  plant  installed  included  two  250  gal- 
lons per  minute  electrically-driven  centrifugal  pumps, 


one  of  these  pumps  having  attached  to  one  end  of  the 
shaft  a  Sterling  gasoline  engine  as  shown  on  fig.  8. 
The  water  was  secured  through  an  IS  in.  steel  intake 
in  30  ft.  of  water  1200  ft.  off  shore  and  after  coagula- 
tion in  a  25  ft.  diameter  subsidence  basin  was  pumped 
directly  through  two  8  x  16  ft.  pressure  filters.  Fig, 
1  is  a  photograph  (if  the  initial  pump  house.  This  sys- 
tem was  barely  in  operation  a  year  when  the  demands 
Upon  it  exceeded  the  capacity  and  an  extension  was 
made  to  the  plant  as  shown  on  tig.  2.  This  extension 
lengthened  the  pump  room  and  the  filter  room  and 
added  an  office  and  room  for  bacteriological  labora- 
tory. At  the  same  time  an  overhead  hand-operated 
crane  was  installed  to  take  care  of  the  lifting  of  the 
pumps.  A  600  gallon  per  minute  electrically  driven 
pump  designed  for  high  pressure — shown  as  pump  No. 
3  on  the  plan — was  also  purchased  at  that  time.  Two 
additional  filters,  8  ft.  x  16  ft.,  were  also  purchased 
and  installed.  This  work  was  completed  in  the  fall 
and  winter  of  1916. 

Large  Industrial  Pumpage 

In  1917  the  Goodyear  Tire  and  Rubber  Company, 
after  considerable  negotiations,  decided  to  take  a  sup- 
ply of  water  from  the  municipality  and  since  they  did 
not  wish  filtered  water,  but  would  take  raw  water 
from  the  lake,  extensions  were  again  necessitated. 
This  time  a  wing  was  placed  on  the  west  end  of  the 
pump  house  and  increased  office  space  was  supplied  ; 
a  work  room  and  a  hot  water  heating  system  was 
also  installed.  Fig.  3  shows  this  extension  complete. 
At  this  time  an  additional  coagulation  basin  was  built 
and  a  screen  chamber  constructed  to  screen  the  raw 
water  going  to  the  Goodyear  tire  plant.  The  location 
of  this  screen  chamber  and  the  coagulating  basin  are 
shown  on  the  plan  (fig.  7.)  To  supply  the  Goodyear 
Tire  Company  two  1,000  gallon  electrically  driven  cen- 
trifugal pumps  designed  for  a  head  of  320  feet  were 
installed  ;  these  pumps  were  manufactured  by  the  Ep- 
ping  Carpenter  Company.  They  get  their  supply 
through  a  screen  chamber  and  pump  directly  through 
a  separate  main  to  the  Goodyear  plant. 

The  financial  arrangements  for  the  pumping  of  this 
water  to  the  Goodyear  plant  are  based  upon  the  pro- 


/ 


Figs.  1  to  3. — These  illustrations  indicate  the  extensions  to  the  pumphouse  at   New  Toronto,   made  necessary  by  industrial   expansion  and  growth 
of  population.     The  original  pumphouse  is  shown  at  the  left,  the  other  pictures  showing  subsequent  enlargements. 
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portional  cost ;  the  charges  for  maintenance,  operation, 
ptc,  being  made  as  per  water  pumped  of  the  total  for 
the  plant.  All  capital  charges  of  the  equipment  re- 
quired by  the  Goodyear  Tire  Company  are  also  car- 
ried by  them  and  all  electrical  energy  is  measured  sep- 
arately for  the  two  systems.  These  charges  form  the 
basis  of  the  water  rates  charged  to  the  company. 

About  the  same  time  a  1,000  gallon  per  minute 
high-pressure  centrifugal  pump  operated  by  a  150  h.p. 
Van  Blerk  gasoline  engine  was  installed  to  take  care 
of  interruptions  in  the  hydro-electric  service.  A 
swivel  hand-operated  jib  crane  was  installed  in  this 
wing  of  the  pump  house  to  lift  the  pumps  when  neces- 
sary. During  the  installation  of  the  Goodyear  equip- 
ment a  switch  board  with  provision  for  future  addi- 
tions was  also  installed.  These  various  improvements 
were  completed  early  in  1918. 

Filters  Arranged  in  Two  Tiers 

In  the  summer  of  1918  it  was  necessary  to  increase 
tbe  filter  capacity  of  the  plant.  At  tbis  time  it  was 
very  difficult  to  purchase  steel  plate  or  any  other  kind 


Fig.  4 — The  New  Toronto  pump  and  filter  house  as  it  is  today 

of  steel;  but  fortunately  three  filters  which  the  city 
of  Stratford,  ( )nt.,  no  longer  required,  due  to  their 
artesian  well  supply  being  developed,  were  purchased 
by  the  town  of  New  Toronto.  These  filters  were 
placed  on  flat  cars  at  Stratford  and  shipped  to  New 
Toronto.  From  the  cars  they  were  moved  by  means 
of  rollers  and  a  capstan  to  the  pump  house.  These 
shells  containing  the  concrete  bed  for  the  manifold 
system  which  was  not  disturbed,  weighed  about  26 
tons  each  and  were  quite  a  problem  to  handle.  After 
a  great  deal  of  study  and  consideration,  it  was  de- 
cided to  place  these  filters  on  a  steel  frame  above  the 
existing  filters,  or  in  other  words  a  second  storey 
was  added  to  the  filter  room  and  the  new  filters  placed 
upstairs.  To  take  care  of  this  arrangement,  the  filter 
house  roof  was  raised  and  a  heavy  steel  frame  work 
placed  to  support  the  filters.  At  the  time  of  these  al- 
terations, a  chemical  store  room  and  equipment  store 
room  were  added  as  a  wing  to  the  east  of  the  build- 
ing. Fig.  4  shows  the  pump  house  with  these  addi- 
tions complete.  This  arrangement  of  the  filters  makes  a 
very  compact  system  and  makes  it  possible  to  connect 
the  filters  up  with  a  minimum  of  pipe.  These  new 
filters  are  cS  ft.  in  diam.  x  20  ft. 'long  and  bring  the 


Fig.   5 — The  finished  sea-wall  with  curved  face  which  throws  each  wave 
back  on  the  next  oncoming  wave,  thus  reducing  the  size  of  the 
breaker  against  the  wall.  The  steps  lead  to  a  boat  landing. 

capacity  of  the  filter  plant  up  to  about  2,000  gallons 
per  minute.  A  1,000  gallon  per  minute,  electrically 
driven  centrifugal  pump  for  domestic  pressure  was 
also  installed  at  this  time,  tbe  whole  work  being  com- 
pleted in  the  fall  of  1918. 

In  1919  a  new  intake  was  made  necessary,  due  to 
tbe  increased  consumpt'on  of  water  and  it  was  de- 
cided to  lay  another  one  24  in.  in  diameter.  At  the 
same  time  a  sea  wall  was  constructed  across  the  front 
of  the  pump  house  property,  in  order  to  prevent  the 
continuous  erosion  of  tbe  bank  which  was  becoming 
a  serious  menace  to  tbe  pump  house.  The  contract 
for  this  work  was  let  tin  a  cost  plus  10  per  cent,  basis 


Fig.  6— Sea-wall  and  screen  chamber  during  construction,  showing  coffer- 
dam in  place  for  last  half  of  wall 
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Fig.  7 — Plan  of  waterworks  at  New  Toronto,  showing  sea-wall,  screen  chambers,  subsidence  basins  and  filter  and  pump  layout 


to  Mr.  R.  C.  Huffman  and  was  completed  in  the  late 
fall  of  1919. 

Sea  Wall  Construction 

The  method  of  construction  of  this  wall  is  shown 
in  Fig.  6.  Half  the  wall  was  enclosed  in  a  coffer- 
dam and  the  lake  hed  made  hare,  forms  were  placed 
and  the  wall  poured.  The  cofferdam  was  then  shifted 
and  the  other  half  of  the  wall  placed  in  a  similar 


manner.  In  fig.  6  is  shown  the  cofferdam  on  the  last 
section  of  the  wall  and  in  the  foreground  of  the  pho- 
tograph is  shown  the  screen  chamber  for  the  new  in- 
take. The  steel  gallows  frame  shown  is  for  the  pur- 
pose of  lifting  the  screens  from  the  well.  These  screens 
will  be  in  duplicate  and  of  about  }4  in.  mesh.  The 
pipe  shown  in  the  photograph  is  one  section  of  the 
intake  pipe.    It  is  a  seamless  electrically  welded  steel 


Fig.  8  (left)  Section  A-A,  Fig.  7 
Fig.  9  (above)  Section  B-B,  Fig.  7 
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pipe  and  comes  in  40  ft.  lengths.  The  material  is  3/16 
in.  thick.  The  section  of  pipe  shown  was  used  during 
construction  to  carry  the  wash  water  from  the  filters. 
In  tig.  5  is  shown  the  wash  water  outlet  in  the  finished 
wall. 

The  intake  is  laid  in  a  channel  hlasted  in  the  hed 
of  the  lake,  which  at  this  point  is  a  shale  formation. 
The  drilling  was  done  from  a  specially  constructed 
raft  and  the  shale  shattered  by  dynamite  charges.  The 
material  from  this  trench  was  removed  by  means  of  a 
drag  line  bucket  operating  from  a  heavy  anchored  end 
in  the  lake  to  a  derrick  on  shore.  The  pipe  was  placed 
by  joining  together  two  or  three  lengths  which  would 
be  about  100  feet  long  floating  this  out  and  connect- 
ing under  water  by  a  diver.  There  are  three  ball  and 
socket  joints  in  the  pipe  line  and  the  pipe  is  weighed 
down  at  intervals  with  concrete  saddles.  After  the 
pipe  reaches  a  depth  of  about  10  feet  of  water,  it  is 
laid  directly  on  the  shale  bed  of  the  lake.  At  the  far 
end  is  placed  a  fish  screen  of  Yz  in.  round  bars  in 
the  shape  of  a  globe.  An  inspection  of  the  plan  will 
show  that  either  one  of  the  intakes  may  be  used,  inde- 
pendently of  the  other. 

Fire  Emergency  Service 

The  water  is  tested  each  day  by  the  superintendent 
in  a  laboratory  shown  on  the  plan.    This  laboratory  is 


ing  the  coming  summer  the  town  contemplates  laying- 
additional  feeder  main  of  16  in.  diameter  and  also 
installing  a  pair  of  2.000  gal.  a  minute  pumps  which 
could  he  operated  either  in  series  or  parallel. 


Fig.  10 — Filters  are  arranged  in  two  tiers,  the  upper  of  which  is  shown 
in  this  illustration 


equipped  with  an  electric  incubator,  microscope  and 
the  various  equipment  necessary  for  B.Coli  examina- 
tion. All  water  is  measured  with  Venturi  meters. 
The  water  to  the  G.  T.  R.  and  also  the  water  which 
goes  to  Mimico  is  measured  by  recording  Venturi 
meters.  At  the  north  end  of  New  Toronto  near  the 
G.  T.  R.  yards  is  located  a  75,000  gallon  elevated  steel 
tank,  which  is  90  ft.  high  to  the  over-flow.  At  the 
foot  of  this  tank  is  located  an  electrically  controlled 
valve  which,  in  case  of  fire  pressure  being  required, 
may  be  closed  from  the  pump  house  by  merely  clos- 
ing a  switch.  Closing  this  valve  does  not  interrupt 
the  G.  T.  R.  supply  from  the  town  tank.  There  is 
also  an  alarm  adjustment  on  the  tank  to  warn  the 
pump  house  men  when  the  elevated  tank  is  full. 

The  distribution  system  is  built  up  mostly  of  6  in. 
and  8  in.  mains,  the  main  supply  from  the  pump  house 
being- a  10  in.  pipe.  At  the  present  time  this  is  not 
large  enough  for  the  demands  made  upon  it,  and  dur- 


Fig.   11 — The  two  pumps  supplying  the  plant  of  the  Goodyear  Tire  and 
Rubber  Co.     They  are  electrically  driven 

With  these  improvements — the  new  pumps  and  16 
in.  mains — it  will  be  possible  to  take  care  of  a  con- 
siderably enlarged  load.  At  the  present  time  all  the 
available  pumps  are  required  to  meet  the  demands 
upon  the  system.    The  area  to  the  west  of  New  To- 


Fig.  12 — View  of  pumps  on  town's  supply.    This  photo  was  taken  with 
a  25-minute  exposure  with  pumps  running  at  1400  r.p.m.  Note 
absence  of  vibration 

ronto  which  is  called  Long  Branch  is  considering  a 
waterworks  system  and  they  contemplate  securing 
their  water  from  New  Toronto.    If  this  development 
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materializes  it  will  likely  be  necessary  to  make  fur- 
ther additions. 

Built  on  Instalment  Plan 

It  might  be  thought  that  in  a  plant  as  above  de- 
scribed the  designers  would  allow  for  a  considerable 
growth  when  deciding  upon  the  size  of  the  various 
units,  but  it  must  be  remembered  that  the  initial  in- 
stallation was  merely  a  village  supply,  and  that  almost 
before  it  was  in  operation  the  war  broke  out  and  the 
various  industries  mentioned  developed  tremendously. 
The  fact  that  materials  during  the  war  were  very 
difficult  to  secure  and  very  expensive,  and  that  financ- 
ing was  not  a  very  easy  matter,  made  it  necessary  for 
the  town  officials  to  go  cautiously  and  as  a  result  the 
policy  of  meeting  the  demands  as  they  arose  was 


adopted.  This  policy  has  proven  very  successful,  be- 
cause no  part  of  the  equipment  has  been  behind  in  con- 
nection with  the  improvements  and  to-day  the  town 
has  been  built,  one  might  say,  on  the  instalment  plan 
since  its  inception.  If  the  plant  which  is  in  existence 
to-day  had  been  proposed  when  the  original  plant  was 
built,  the  cost  would  have  made  the  venture  prohi- 
bitive. 

The  average  daily  pumpage  is  now  two  and  a  half 
million  gallons  and  no  doubt  will  be  increased  as  the 
town  develops. 

The  plant  and  all  extensions  were  designed  and 
carried  out  under  the  supervision  of  the  E.  A.  James 
Company,  Limited,  Consulting  Engineers,  Toronto. 
Practically  all  the  construction  work  has  been  done  by 
.Mr.  R.  C,  Huffman,  Toronto. 


How  New  Tax  Affects  Contracting 

Important  Rulings  That  Bear  on  Building  Contractors  and  Sub-Contractors — Tax 
is  Not  Chargeable  on  Amount  of  Contract — Have  to  Pay  One  Per  Cent,  on 
Material  Used  by  Them — Tax  May  be  Recovered  from  Owner 


IN  view  of  the  uncertainty  and  numerous  questions 
raised  as  to  the  effect  of  recent  tax  resolutions  on 
the  construction  industry,  the  following  informa- 
tion has  been  obtained  from  G.  W.  Taylor,  As- 
sistant Deputy  Minister  of  Inland  Revenue,  and  in- 
corporated in  a  A. C. B.C. I.  Service  Letter. 

The  tax  is  primarily  cue  upon  materials,  and  is  not 
intended  to  be  a  tax  upon  labor.  Labor  used  in  the 
installation  of  materials  is  not  taxed,  but  the  tax  does 
apply  to  labor  used  in  the  manufacture  of  materials. 

Art.  7  of  the  resolutions  provides  for  a  tax  of  one 
per  cent.  (1%)  to  be  collected  on  sales  by  manufac- 
turers and  wholesalers,  this  tax  to  be  paid  by  the  pur- 
chaser to  the  wholesaler  or  manufacturer  at  the  time 
of  sale. 

Contractors  and  sub-contractors  will  have  r.o  pay 
one  per  cent  (1%)  tax  on  materials  used  by  them. 

Products  of  the  soil,  such  as  sand,  gravel  and  un- 
processed stone,  are  not  taxed.  Lime,  cement,  and 
stone  which  is  quarried,  crushed  or  which  passes 
through  any  process,  come  under  the  tax. 

Tax  on  materials  is  payable  on  everything  shipped 
or  delivered  on  or  after  May  19th,  1920,  unless  it  can 
be  proved  that  the  complete  price  was  paid  in  advance 
of  that  date.   Partial  payment  is  not  sufficient. 

Building  contractors  and  sub-contractors,  though 
technically  manufacturers,  are  regarded  for  the  pur- 
poses of  the  tax  as  retailers,  selling  to  the  consumer. 
Tax  is  not  chargeable  on  the  amount  of  contract, 
either  between  sub-contractor  and  contractor,  or  be- 
tween contractor  and  owner. 

If  a  contractor  or  sub-contractor  manufactures 
materials  for  his  work,  such  as  metal  cornices,  sash 
and  door  frames,  iron  railings,  etc.,  he  is  lequired  to 
pay  tax  on  cost  of  manufacture,  including  labor.  He 
is  not  required  to  pay  on  installation. 

In  the  opinion  of  the  Inland  Revenue  Department, 
contractors  ought  to  be  able  to  recover  tax  from  own- 
ers on  contracts  made  previous  to  May  19th,  V)20,  for 
goods  purchased  or  delivered  after  that  date.    This  is, 


however,  a  question  of  law.  On  future  contracts,  the 
tax  should  be  provided  for. 

Provincial  and  Dominion  Governments  are  both 
subject  to  the  tax. 

Arrangements  have  been  made'  to  collect  the  tax 
from  the  wholesaler  and  manufacturer  once  a  month, 
on  the  first  of  the  month.  A  statement  from  the  sales 
record  is  required,  under  affidavit,  and  marked  cheque 
for  the  amount  of  the  tax.  Returns  should  be  made 
to  the  nearest  local  collector  of  inland  Revenue.  (Re- 
tail stores  have  a  different  procedure.) 

Copies  of  all  rulings  made  by  the  Department  of 
Inland  Revenue  have-  been  sent  to  all  local  collectors, 
and  consultation  with  these  officers  will  probably  save 
much  time  and  expense  in  securing  information  re- 
quired. 


Dwellings  in  Grand  Mere,  P.  Q. 

The  government  of  Quebec  has  allotted  $100,000 
to  the  city  of  Grand'Mere  for  the  building  of  work- 
men's dwellings.  The  city  is  making  a  loan  of  $57,000 
to  la  Cie  des  Logements  Ouvriers  de  Grand'Mere  of 
which  Mr.  J.  L.  Dostallaire  and  Mr.  A.  Desroche  are 
the  incorporators.  The  company  intends  to  build 
fifteen  six-room  houses  at  an  approximate  cost  of 
$3850  each.  These  houses  will  be  of  brick  construc- 
tion, modern  finish  and  equipped  with  at  least  one 
lire  place.  The  architects  are  Messrs.  Ross  &  Mc- 
Donald, Montreal.  The  company  applied  at  first  for 
the  whole  loan  with  the  intention  of  building  twenty 
houses ;  but  the  council  has  decided  to  share  this 
amount  between  this  company  and  Mr.  Aime  Ally, 
general  contractor,  Grand'Mere,  who  intends  to  build 
five  houses  of  the  same  type.  The  Cie  des  Logements 
Ouvriers  de  Grand'Mere  has  already  asked  for  ten- 
ders for  the  construction  of  these  fifteen  houses. 


The  town  of  St.  Lambert,  Que.,  propose  to  expend 
$500,000  on  public  works,  including  $100,000  for  a  fire 
station  and  public  hall;  $22,700  for  new  sewers;  $68.- 
000  for  new  water  mains  and  enlargement  of  works; 
and  the  balance  for  sidewalks  and  pavements. 
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Organizing  Municipal  Works  Departments 

on  Business- Like  Basis 


The  Big  Spending  Department  of  a  City  Requires  Constant  Supervision  to  Get  as 
Much  as  Possible  for  the  Citizens'  Money — A  Clearly  Defined  Scheme 
of  Organization  Plus  a  System  of  Costs  Essential  for  Efficient 
Results — Foremen  Are  Backbone  of  the  Department 

By  A.  F.  Macallum,  C.E.,  Commissioner  of  Works,  Ottawa,  Ont. 


UNDER  the  system  of  muni- 
cipal politics  in  vogue  in 
most  Canadian  cities  it  is 
extremely  difficult  to  have 
the  Works  Department  organized 
on  an  efficient  basis  by  the  official 
who  has  been  in  charge  and  it  is 
only  when  a  new  chief  is  appointed 
that  drastic  changes  or  improve- 
ments can  be  carried  out.  The  old 
official  may,  with  proper  backing, 
be  able  to  change  existing  condi- 
tions, but  only  in  a  gradual  manner 
and  probably  never  to  the  standard 
that  he  realizes  should  be  in  force. 

The  engineering  staff  of  a  Works 
department  should  be  sufficient  to 
take  care  of  nearly  all  the  detail 
work,  so  that  the  chief  may  have 
sufficient  time  to  formulate  and  de- 
velop the  works  sufficiently  far 
ahead  to  meet  the  growth  of  the 
city.  By  so  doing,  the  charge  that 
city  engineers,  as  a  rule,  lack  initiative  and  foresight 
with  regard  to  coming  needs  of  a  city,  would  lose  its 
force  and  they  would  not  wait  until  the  citizens  or 
council  pointed  out  such  requirements,  often  at  too 
late  a  period  for  economic  construction. 

Lack  of  Staff  in  Small  Cities 

Unfortunately,  the  smaller  the  city  the  greater 
the  difficulty  of  securing  a  sufficient  staff  and  the 


A.  F.  Macallum,  C.E. 


Under  the  system  of  municipal  politics  in 
vogue  in  most  Canadian  cities,  it  is  extremely 
difficult  to  have  a  Works  Department  organized 
on  an  efficient  basis  by  the  official  who  has  been 
in  charge,  and  it  is  only  when  a  new  chief  is 
appointed  that  drastic  changes  or  improvements 
can  be  carried  out. 


not  recognize  this,  nor  does  it  real- 
ize the  money  lost  in  carrying  out 
work  under  incompetent  supervi- 
sion and  often  without  sufficient 
study  of  future  conditions. 

Assuming  a  city  of  about  one 
hundred  thousand  population,  the 
engineering  staff  should  include  city 
engineer  and  deputy  with  assistant 
engineers  in  charge  of  sewers,  pave- 
ments and  water  works  and  suffi- 
cient instrument  men  and  draughts- 
men to  do  the  mechanical  work. 

The  deputy  engineer  is  directly 
in  charge  of  the  assistant  engineers, 
gives  them  instructions  and  is  in 
constant  touch  with  all  the  outside 
construction  and  maintenance  work, 
including  the  foremen  in  charge  of 
the  different  works. 

The  assistant  engineers  are  re- 
sponsible for  the  department  un- 
der them,  must  know  all  details  in 
connection  with  their  work,  besides  the  history  of  or 
defects  in  any  work  under  their  jurisdiction;  in  fact, 
they  practically  have  the  position  of  sub-contractors 
on  a  work.  During  the  winter  months,  while  out- 
side work  is  at  a  minimum,  their  time  is  fully  taken 
up  in  making  reports,  estimates,  plans  and  specifica- 
tions for  future  developments,  besides  supervising 
plants  like  pumping  stations,  incinerators  and  sew- 
age disposal  works.  The  rodmen  and  draughtsmen 
who  are  taken  on  during  the  summer  months  tem- 
porarily may  be  dropped  as  it  is  very  seldom  neces- 
sary to  carry  most  of  them  throughout  the  winter  sea- 
son. 

Efficient  Cost  System  is  Essential 

In  the  organization  of  the  municipal  Works  De- 
partment the  accounting  system  should  be  placed  on 


writer  knows  of  cities  of  twenty  thousand  population 
where  the  city  engineer  is  practically  the  whole  en- 
gineering staff.  The  consequence  is  that  all  his  time 
is  taken  up  with  routine  work  that  should  be  left  to 
assistants  so  that  his  time  might  be  spent  on  matters 
of  importance  only.  As  the  cost  of  an  engineering 
staff  sufficient  for  a  city  is  only  about  five  per  cent, 
of  the  cost  of  the  work  carried  out  during  the  year 
it  is  evidently  good  business  to  carry  such  a  staff, 
but  unfortunately,  the  average  small  city  council  does 


The  engineering  staff  of  a  Works  Depart- 
ment should  be  sufficient  to  take  care  of  nearly 
all  the  detail  work,  so  that  the  chief  may  have 
sufficient  time  to  formulate  and  develop  the 
works  sufficiently  far  ahead  to  meet  the  growth 
of  the  city. 


such  a  basis  that  the  unit  cost  of  all  work,  either 
local  improvement  or  general  expenditure,  can  be 
quickly  and  accurately  determined.    At  the  beginning 
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oi  the  year,  when  appropriations  arc  mack-  for  various 
branches  of  the  department  and  credited,  expenditures 
commence,  and  the  accountant  should  present  a  state- 
ment to  the  head  of  the  department  showing  the  ex- 
penditure each  month,  and  a  copy  of  this  statement 
should  be  sent  to  each  engineer,  superintendent,  or 
other  official  interested  so  that  he  will  be  in  a  posi- 
tion to  make  an  accurate  estimate  for  the  Following 
years  and  lessen  the  possibility  of  an  overdraft.  Over- 
drafts are  largely  due  to  insufficient  data  available 
from  former  years  to  properly  estimate  on  proposed 
improvements,  or  to  provide  adequate  sums  for  regu- 
lar annual  maintenance  charges.  Upon  the  account- 
ing department,  with  a  sufficient  staff  to  keep  a  unit 
cost  system  of  all  works,  will  depend,  to  a  great  ex- 
tent, the  intelligent  administration  of  a  Works  De- 
partment. 

Other  sub-departments  which  the  city  engineer 
of  a  city  of  100,000  population  generally  has  to  super- 
vise are  garbage  collections  and  disposal,  building  in- 
spection, street  cleaning,  snow  cleaning,  workshop  and 
parks.  Over  each  of  these  sub-departments  are  super- 
intendents or  foremen  who  report  directly  either  to 
him  or  to  the  deputy  engineer. 

En  the  garbage  collection  the  superintendent  should 
also  have  charge  of  the  stables  and  work  in  conjunc- 
tion with  the  street  superintendent  for  the  placing 
of  horses  not  needed  on  the  garbage  collection  during 


the  summer  season,  when  collections  are  relatively 
light.  The  street  superintendent  has  direct  charge 
of  the  district  foremen,  constantly  going  over  the 
city  and  directing  the  work  of  street  cleaning  and 
flushing.  Incidentally,  I  may  remark  that  districts 
should  be  arranged  so  that  each  district  foreman  has 
approximately  the  same  amount  of  pavements,  roads, 
and  area  to  cover,  regardless  of  ward  boundaries,  thus 
removing  them  as  much  as  possible  from  aldermanic 
influence  and  enabling  comparisons  to  be  made  in  their 
work. 

Civic  workshops,  including  machine,  blacksmith 
and  woodworking  equipments,  are  a  necessity  in  a 
city  of  100,000  on  account  of  the  saving  of  time  in 
repairs  and  renewals  and  the  saving  of  cost  of  the 
equipment  and  plant  owned  by  the  city.  A  store- 
house should  also  be  at  this  workshop  for  such  cur- 
rent supplies  as  cement,  tile  pipe,  lumber,  brick,  lead 
and  iron  pipe,  brass  fittings,  etc.,  which  are  checked 
out  to  the  foremen  as  required  and  charged  to  the 
different  works  by  the  accounting  department  from 
daily  reports  supplied  by  the  store-keeper. 

Excellence  of  Work  Hinges  on  Foremen 

The  foremen  are  the  backbone  of  all  work  and 
upon  their  intelligence  and  driving  ability  depends  the 
cost  of  any  work,  either  on  construction,  maintenance, 
or  the  dfferent  civic  plants.   To  assist  them  and  the 
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accounting  staff  in  doing  their  work  in  a  business- 
like way  the  following  set  ()f  rules  was  formulated  for 
their  guidance. 

Ottawa  Engineering  Department 
Rules  for  Foremen 

1.  — Your  authority  to  begin  work  will  be  in  the  form 
of  an  official  work  order  (blue  sheet)  issued  by  the  secre- 
tary of  the  Department.  Do  not  begin  work  at  any  time 
till  you  receive  this  order.  This  order  will  either  be  mailed 
to  you,  or  delivered  to  you  personally.  Do  not  start  work 
on  anybody's  verbal  order.  This  rule  must  be  strictly  obey- 
ed. 

2.  —  Before  starting  work  ask  the  accountant  for  requisi- 
tion and  other  books  and  forms. 

:t. — The  storekeepers  at  the  yards  are  instructed  not  to 
give  out  any  supplies  except  upon  the  written  requisitions 


Upon  the  accounting  department  with  a  suf- 
ficient staff  to  keep  a  unit  cost  system  of  all 
works  will  depend,  to  a  great  extent,  the  intel- 
ligent administration  of  a  Works  Department. 


of  foremen.  Foremen  who  send  men  to  the  yards  without 
written  requisitions  lose  time  and  money.   Such  actions  will 

be  counted  against  them. 

4. —  Under  no  circumstances  whatever  shall  any  fore- 
man undertake  to  order  goods  direct  from  a  merchant. 
Goods  wanted  from  merchants  must  be  requisitioned  through 
the  accountant  on  the  red  ink  forms  provided  for  the  pur- 
pose. In  the  event  of  any  real  emergency,  when  there  is  not 
time  to  make  a  formal  requisition,  the  foremen  should 
phone  the  accountant,  who  will  see  that  they  get  the  re- 
quired goods. 

.'). — Care  must  be  exercised  by  foremen  not  to  hire  men 
before  their  job  is  ready  as  much  money  can  be  wasted  in 
that  way. 

(i. —  Foremen  are  expected  to  see  that  the  materials  for 
their  work  are  on  hand  so  that  the  men  may  not  be 
"standing  around."  On  the  other  hand,  care  must  be  taken  to 
see  that  materials'  do  not  arrive  on  the  job  too  soon,  as  loss 
may  be  occasioned  to  unprotected  goods  from  rain  or  other 
causes. 

7. — When  you  hire  or  discharge  men,  the  names  of  the 
men  you  hire  or  discharge  must  be  reported  within  24  hours 
to  the  assistant  engineer  on  the  printed  forms  supplied  by  the 
Department.  As  this  information  is  required  for  office  em- 
ployment  records,   foremen   must  be   careful   when  closing 


The  foremen  are  the  backbone  of  all  work 
and  upon  their  intelligence  and  driving  ability 
depends  the  cost  of  any  work,  either  on  con- 
struction, maintenance  or  the  different  civic 
plants. 


down  a  job  not  to  forget  to  make  their  final  report  of  men 
discharged. 

8.  — 'Foremen's  daily  reports  must  be  in  the  hands  of  the 
accountant  not  later  than  9  a.m.  each  day. 

9.  — All  tools,  rubber  boots,  etc.,  must  be  requisitioned 
through  the  "Yard."  This  is  necessary  for  our  records,  as 
all  tools  and  rubber  boots  will  go  back  into  "stock"  at  the 
close  of  the  job.  The  same  rule  will  apply  to  lumber,  as 
lumber  used  for  shoring,  etc.,  will  be  returned  to  the  yard. 
Cement  will  also  be  got  from  the  yard  when  the  order  is 
under  40  bags.  Where  40  bags  (or  over)  are  wanted  a  re- 
quisition should  be  made  direct  on  the  office,  as  waggon 
loads  are  delivered  direct  from  the  contractor,  and  save  the 
city  haulage. 

10.  — The  store-keeper  has  been   instructed  not  to  give 


As  the  cost  of  an  engineering  staff  sufficient 
for  a  city  is  only  5  per  cent,  of  the  cost  of  the 
work  carried  out  during  the  year,  it  is  evidently 
good  business  to  carry  such  a  staff,  but  unfor- 
tunately, the  average  small  city  council  does  not 
recognize  this,  nor  does  it  realize  the  money 
lost  in  carrying  out  work  under  incompetent 
supervision  and  often  without  sufficient  study 
of  future  conditions. 
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foremen  tools,  after  the  first  lot  at  the  start  of  work,  un- 
less the  requisition  states  plainly  that  the  tools  wanted  are 
for  additional  men,  or  unless  equal  broken  or  used-up  tools 
are  sent  hack  with  the  requisition. 

11.  — Foremen  are  expected  to  "think  ahead"  as  to  what 
supplies,  etc.,  they  will  need.  Rush  orders,  due  to  things 
being  left  till  the  last  minute,  are  objectionable  for  many 
reasons.  Any  delays  on  the  work  caused  by  non-arrival  of 
"last  minute"  goods  will  be  held  against  the  foreman. 
Allowance  will  of  course  be  made  for  genuine  emergencies. 

12.  — Where  the  job  is  of  sufficient  importance  to  have 
a  member  of  the  engineering  staff  in  charge,  the  foreman 
must  get  the  "O.K."  of  the  engineer  on  all  his  requisitions. 

13.  — Foremen  must  state  on  their  requisitions  for  what 
particular  use  the  goods  they  requisition  are  wanted.  This 
information  is  not  only  necessary  for  our  Accounting  De- 
partment, but  forms  a  record  which  may  be  valuable  at  a 
later  date. 

14.  — When  the  articles  asked  for  have  been  received, 
foremen  will  promptly  return  to  the  accountant  the  re- 
quisition receipt  form  which  will  be  sent  from  the  office. 
When  these  receipts  are  held  back,  great  inconvenience  is 
occasioned  both  to  the  Accounting  Department  and  to  the 
merchants. 

15.  — If  you  do  not  receive  within  a  reasonable  time  the 
goods  you  requisition  through  the  office,  notify  the  en- 
gineer so  that  he  can  get  things  moving. 

16.  — It  is  important  that  foremen  should  see  that  night 
watchmen  do  not  leave  their  jobs  before  they  (the  foremen) 
arrive.  The  foremen  must  report  to  the  accountant  all 
watchmen  who  leave  their  work  before  7  a.m. 

17.  — Attention  of  foremen  is  drawn  to  the  fact  that 
when  they  sign  a  paysheet  they  certify  that  each  man  on 
that  paysheet  has  worked  the  exact  number  of  hours  credit- 
ed to  him.  Care  must  therefore  be  taken  that  the  paysheet 
is  accurate.    Paysheets  and  daily  reports  must  agree. 

18.  — If  by  mistake  some  man  is  omitted  from  a  pay- 
sheet  do  not  try  to  rectify  the  mistake  by  giving  him  the 
extra  time  on  the  next  paysheet.  See  the  Accountant  and 
he  will  remedy  the  trouble  in  a  proper  manner. 

19.  — Water  works  foremen  will  send  their  tools  to  the 
yard  to  be  sharpened  instead  of  requisitioning  through  the 
press  house. 

20.  — Foremen  who  use  cement  must  insist  on  their  men 
handling  the  bags  carefully.  The  Department,  has  been  los- 
ing too  much  money  through  the  destroying  of  bags  on  the 
jobs.   Each  torn  bag  means  a  loss  of  ten  cents. 

21.  — The  unnecessary  use  of  carts  on  small  jobs  must 
be  avoided.  A  cart  is  kept  at  the  yard  for  the  convenience 
of  foremen  on  small  jobs. 

22.  — When  a  foreman  changes  his  place  of  residence  he 
should  notify  the  assistant  engineer  in  writing  of  his  new 


The  organization  of  any  Works  Department 
is  practically  the  same  as  that  of  any  other  busi- 
ness of  the  same  magnitude,  and  as  it  is  the 
big  spending  department  of  the  city,  it  requires 
constant  supervision  to  get  as  much  as  possible 
for  the  money  of  the  citizens. 


address.  Otherwise  mailed  orders  may  not  reach  him  on 
time. 

23.  — Foremen  must  notify  the  accountant  when  their 
jobs  are  about  to  wind  up.  Twenty-four  hours  advance 
notice  should  be  given.  This  is  to  permit  the  accountant 
if  desired  to  have  a  special  office  check  made  at  the  yard, 
of  the  returned  tools  and  plant.  In  any  event  advance 
notice  is  required  to  permit  the  storekeeper  at  the  yards 
to  make  his  plans  for  receiving  the  tools. 

24.  — When  a  foreman  moves  direct  from  one  job  to  an- 
other, taking  his  tools  with  him,  he  must  similarly  phone 
the  engineer  twenty-four  hours  ahead  of  his  readiness  to 
move. 

25.  — When  a  job  is  finished  the  foreman  must  promptly 
return  his  "work  order"  to  the  accountant  with  a  state- 
ment of  his  time  and  material  as  per  the  forms  provided 
on  it  for  the  purpose. 

26.  — Loaning  of  tools  or  supplies  between  foremen  is 
forbidden.  As  foremen  are  held  responsible  for  all  tools 
and  supplies  put  in  their  charge,  such  a  practice  is  liable 
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to  lead  to  trouble.  As  stated  in  a  previous  paragraph  fore- 
men are  expected  to  "think  ahead"  and  not  let  themselves 
run  out  of  supplies  or  tools.  Should  ordered  goods  not 
arrive  when  expected  foremen  must  not  borrow.  Their 
remedy  is  to  phone  the  engineer. 

From  the  foremen  and  timekeepers  comes  infor- 
mation as  to  the  daily  amount  of  all  work  done  with 
the  number  of  men  and  teams  employed  and  other 
details  which  the  following-  day  are  placed  before  the 
city  engineer  so  that  he  can  see  at  a  glance  the  daily 
progress  of  any  work  and  the  approximate  cost  to 
date.  Thus  lie  is  in  a  position  to  detect  any  faults  or 
lack  of  progress  before  it  is  too  late  and  this  is  about 
the  most  efficient  method  of  keeping  track  of  various 
works  distributed  throughout  the  city,  combined,  of 
course,  with  a  daily  personal  inspection  when  possible. 

Works  Department  Like  a  Business 

The  organization  of  any  Works  department  is  prac- 
tically  the  same  as  any  other  business  of  the  same 


The  biggest  business  in  the  city  is  the  city's 
business  and  upon  the  efficiency  of  the  city's 
Department  of  Works  will  depend  the  tax  rate 
and  the  financial  standing  of  the  municipality. 


magnitude,  and  as  it  is  the  big  spending  department 
of  a  city  it  recpiires  constant  supervision  to  get  as 
much  as  possible  for  the  money  of  the  citizens,  es- 
pecially when  it  is  remembered  that  the  city  en- 
gineer is  working  under  conditions  that  do  not  hold 
in  private  corporations.  With  his  organization,  how- 
ever, as  outlined  and  a  unit  cost  system  on  the  differ- 
ent works,  the  city  engineer  can  get  about  a  seventy 
per  cent,  efficiency.  It  should  be  realized  that  in  most 
cities  the  biggest  business  in  the  city  is  the  city's 
business,  and  upon  the  efficiency  of  the  city's  depart- 
ment of  Works  will  depend  the  tax  rate  and  the  finan- 
cial standing  of  the  municipality. 


Specifications  Submitted  for  Approval 

At  a  recent  meeting  of  the  American  Engineering 
Standards  Committee,  five  standard  specifications 
were  submitted  by  the  American  Society  for  Testing- 
Materials  for  approval  of  "American  Standards." 
These  are : — 

(1)  Standard  specifications  for  drain  pipes; 

(2)  Standard  test  for  toughness  of  rock; 

(3)  Standard  test  for  penetration  of  bituminous 

material ; 

(4)  Standard  method  for  distillation  of.  bitumi- 

nous materials  suitable  for  road  treatment. 

(5)  Standard  method  for  sampling  coal. 


Border  Housing  Co.'s  Programme 

The  Border  Housing  Company,  Limited,  has  been 
formed  at  Walkerville,  Ont.,  for  the  erection  of  houses 
to  be  sold  to  employees  of  the  various  industries  of 
the  Border  Cities.  The  programme  is  to  erect  one 
hundred  houses  during  the  coming  season.  Mr.  H. 
Bryan  Gilbert  has  been  appointed  architect  to  under- 
take the  work.  He  will  be  pleased  to  receive  manu- 
facturers' samples  and  catalogues,  addressed  to  him 
at  Walkerville. 
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Water  Purification  and  Its  Relation  to  State 

Sanitation 

Impure  Water  Supplies  a  Cause  of  Epidemics  of  Enteric  Diseases — Greater  Knowledge 
of  Bacteriology  Has  Led  to  a  Movement  for  More  Effectual  Sanitary  Measures 
— Result  is  Evident  in  the  Greatly  Decreased  Typhoid  Mortality  Rate 

By  F.  A.  Dallyn,  B.A.Sc,  C.E.,  Sanitary  Engineer,  Provincial  Board  of  Health  of  Ontario 


The  general  health  of  a  community  is  large- 
ly dependent  upon  the  quality  of  its  water  sup- 
ply. How  true  this  is,  is  evident  from  the  dis- 
astrous epidemics  that,  at  various  times,  have  fol- 
lowed the  consumption  of  impure  or  polluted 
water.  Purification  of  a  water  supply  is,  there- 
fore, an  essential  to  good  health.  Recent  inves- 
tigations have  suggested  that  other  diseases  than 
typhoid  are  associated  with  water  impurity  and 
that  a  reduction  in  the  typhoid  rate  means  im- 
provement in  the  general  mortality  rate.  Work- 
ing along  these  lines,  the  province  of  Ontario 
has  accomplished  results  that  place  her  in  a  lead- 
ing position  so  far  as  typhoid  reduction  is  con- 
cerned. With  a  mortality  from  this  disease  last 
year  of  only  5.6  per  100,000  as  compared  with 
31.5  ten  years  ago,  Ontario  may  be  said  to  be 
making  big  strides  in  sanitation,  an  accom- 
plishment due  to  the  vigorous  efforts  of  the  Pro- 
vincial Board  of  Health..  This  important  work  of 
improving  the  province's  health  is  referred  to  in 
the  article  below  by  F.  A.  Dallyn,  provincial  sani- 
tary engineer  of  Ontario,  who,  under  the  topic 
"Water  Purification  and  Its  Relation  to  State 
Sanitation",  discusses  in  general  terms  the  great 
significance  of  pure  water. 


THIS  subject  was  suggested  to  the  writer  as  a 
part  of  that  larger  problem,  the  consideration 
of  the  eventful  roles  taken  by  the  great  public 
utilities  and  municipal  improvements  of  our 
western  civilization  in  the  modern  drama  of  preven- 
tive medicine.  In  discussing  all  such  problems,  im- 
portant factors  not  to  be  lost  sight  of  are  the  charac- 
teristics of  national  life,  characteristics  which  are  rac- 
ial and  especially  those  having  to  do  with  living  con- 
ditions. These  may  greatly  modify  conclusions  sug- 
gested from  the  published  mortality  statistics  of  state 
or  provincial  bureaus. 

The  role  generally  given  to  water  purification, — 
eradication  of  typhoid  fever — is  a  most  important  one 
to  the  sanitarian  of  the  North  American  continent. 
There  are  several  interesting  text  books  which  ampli- 
fy this  fact,  notably  "Typhoid  Fever"  bv  Prof.  Geo. 
C.  Whipple,  "Value  of  Pure  Water"  by  Whipple, 
"Clean  Water  and  How  to  Get  It"  by  Allen  PJazen, 
and  "Water  and  Public  Health"  by  Fuertes. 

Association   of  Water   Supply   With   Disease  Was 
Formerly  Conjecture 

Prior  to  the  development  of  the  science  of  bacterio- 
logy, the  association  of  water  with  enteric  diseases 
was  largely  conjecture  from  coincidences  of  the  preva- 
lence of  disease  and  the  use  of  water  of  a  particular 
source.  This  is  very  well  shown  in  the  history  of  an 
Asiatic  cholera  outbreak  in  London,  England,  1854, 
which  was  traced  to  the  pollution  of  the  Broad  Street 
well,  and  which  has  been  recorded  as  follows: 


•(Report  of  Cholera  Inquiry  Committee.)  Dr.  John 
Snow's  testimony:  "1  requested  permission  on  the  5th  of 
September,  to  take  a  list,  at  the  General  Register  Office,  of 
the  deaths  from  cholera  registered  during  the  week  ending 
the  2nd  of  September  in  the  subdistricts  of  Golden  Square 
and  Berwick  Street,  St.  James'  and  St.  Anne's,  Soho.  Eighty- 
nine  deaths  from  cholera  were  registered  during  the  week 
in  the  three  subdistricts.  Of  these  only  six  occurred  on  the 
first  four  days  of  the  week;  four  occurred  on  Thursday.  Aug. 
31st;  and  the  remaining  79  on  Friday  and  Saturday.  I  con- 
sidered therefore,  that  the  outbreak  commenced  on  the 
Thursday;  and  I  made  inquiry  in  detail  respecting  the  8:1 
deaths  registered  as  having  taken  place  during  the  last  three 
days  of  the  week. 

"On  proceeding  to  the  spot  I  found  that  nearly  all  the 
deaths  had  taken  place  within  a  short  distance  of  the  pump 
in  Broad  Street.  There  were  only  ten  deaths  in  houses 
situated  decidedly  nearer  to  another  street  pump.  In  five 
of  these  cases  the  families  of  the  deceased  persons  told  me 
that  they  always  sent  to  the  pump  in  Broad  Street,  as  they 
preferred  the  water  to  that  of  the  pump  which  was  nearer. 
In  three  other  cases  the  deceased  were  children  who  went 
to  school  near  the  pump  in  Broad  Street.  Two  of  them 
were  known  to  have  drunk  the  water,  and  the  parents  of 
the  third  think  it  probable  that  he  did  so.  The  other  two 
deaths  beyond  the  district  which  the  pump  supplies  repre- 
sent only  the  amount  of  mortality  from  cholera  that  was 
occurring  before  the  eruption  took  place. 

Disease  Traced  to  Water  of  One  Source 

"With  regard  to  the  73  deaths  occurring  in  the  locality 
belonging,  as  it  were,  to  the  pump,  there  were  61  instances 
in  whicli  I  was  informed  that  the  deceased  persons  used  to 
drink  water  from  the  pump  in  Broad  Street,  either  constant- 
ly or  occasionally.  In  six  instances  I  could  get  no  informa- 
tion, owing  to  the  death  or  departure  of  everyone  .connect- 
ed with  the  deceased  individuals;  and  in  six  cases  I  was  in- 
formed that  the  deceased  did  not  drink  the  pump  water  be- 
fore their  illness. 

"The  result  of  the  inquiry  consequently  was  that  there 
had  been  no  particular  outbreak  or  increase  of  cholera  in 
this  part  of  London,  except  among  persons  who  were  in 
the  habit  of  drinking  the  water  of  the  above-mentioned  pump 
well. 

"The  additional  facts  that  I  have  been  able  to  ascer- 
tain are  in» accordance  with  those  above  related;  and  as  re- 
gards the  small  number  of  those  attacked  who  were  believ- 
ed not  to  have  drunk  from  the  Broad  Street  pump,  it  must 
be  obvious  that  there  are  various  ways  in  which  the  de- 
ceased persons  may  have  taken  it  without  the  knowledge  of 
their  friends.  The  water  was  used  for  mixing  with  spirits  in 
some  of  the  public  houses  around.  It  was  used  likewise 
at  dining  rooms  and  coffee  houses.  The  keeper  of  a  coffee- 
shop  which  was  frequented  by  mechanics,  and  where  the 
pump  water  was  supplied  at  dinner  time,  informed  me  on  the 
6th  of  September  that  she  was  already  aware  of  nine  of  her 
customers  who  were  dead." 

On  the  other  hand  Dr.  Snow  discovered  that  while  a 
workhouse  (Almhouse)  in  Poland  Street  was  three-fourths 
surrounded  by  houses  in  which  cholera  deaths  occurred,  out 
of  535  inmates  of  the  workhouse  only  five  cholera  deaths 
occurred.  The  workhouse,  however,  had  a  well  of  its  own 
in  addition  to  the  city  supply,  and  "never  sent  for  water  to 
the  Broad  Street  pump.  If  the  cholera  mortality  in  the 
workhouse  had  been  equal  to  that  in  its  immediate  vicinity 
it  should  have  had  fifty  deaths. 

A  brewery  in  Broad  Street  employing  seventy  work- 

*  Extract  appearing  in  Sedffewick's  Principles  of  Sanitarv  Science 
and  the   Public  Health. 
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men  was  entirely  exempt,  but  having  a  well  of  its  own,  and 
allowances  of  malt  liquor  having  been  customarily  made 
to  the  employees,  it  appeared  likely  that  the  proprietor  was 
right  in  his  belief  that  resort  was  never  had  to  the  Broad 
Street  pump. 

It  was  quite  otherwise  in  a  cartridge  factory  at  No.  38 
Broad  Street,  where  about  two  hundred  work  people  were 
employed,  two  tubs  of  drinking  water  having  been  kept  on 
the  premises  and  always  filled  from  the  Broad  Street  well. 
Among  these  employees  eighteen  died  of  cholera.  Similar 
facts  were  elicited  for  other  factories  on  the  same  street, 
all  tending  to  show  that  in  general  those  who  drank  the 
water  from  the  Broad  Street  well  suffered  either  from  cholera 
or  diarrhoea,  while  those  who  did  not  drink  that  water 
escaped. 

Detailed  Studies  of  Broad  Street  and  Its  Pump 

In  addition  to  the  original  and  general  inquiry  conduct- 
ed from  the  time  of  the  outbreak  by  Dr.  Snow,  the  Rev.  H. 
Whitehead,  M.A.,  curate  of  St.  Luke's  in  Berwick  Street, 
and  like  Dr.  Snow  a  member  of  the  Cholera  Inquiry  Com- 
mittee, whose  knowledge  of  the  district  both  before  and 
during  the  epidemic,  owing  to  his  official  position,  gave  him 
unusual  advantages,  made  a  most  elaborate  and  painstaking 
house-to-house  investigation  of  one  of  the  principal  streets 
affected,  viz.,  Broad  Street  itself.  Mr.  Whitehead's  detail- 
el  investigation  supplies  most  interesting  and  important 
confirmatory  evidence  of  Dr.  Snow's  theory  that  the  Broad 
Street  well  was  the  source  of  the  epidemic.  Mr.  White- 
head, moreover,  went  further  than  Dr.  Snow,  and  endeavour- 
ed to  find  out  how  the  well  came  to  be  infected,  why  its 
infectious  condition  was  so  limited  as  it  appeared  to  have 
been  and  to  answer  various  other  questions  which  occurred 
in  the  course  of  his  inquiry.  As  a  result  he  concluded  that 
the  well  must  have  been  most  infected  on  August  31;  that 
for  some  reasons  unknown  a  partial  purification  began  on 
September  2nd,  and  thereafter  proceeded  rapidly.  There 
was  some  evidence  that  on  August  30th  the  water  was  much 
less  infected  than  on  August  31st,  so  that  its  dangerous 
condition  was  apparently  temporary  only.  He  further  dis- 
covered that  in  the  House  No.  40  Broad  Street,  which  was 
the  nearest  house  to  the  well,  there  had  not  only  been  four 
fatal  cases  of  cholera  contemporaneous  with  the  epidemic, 
but  certain  earlier  cases  of  an  obscure  nature,  which  might 
have  been  cholera,  and  that  dejecta  from  these  had  been 
thrown  without  disinfection  into  a  cesspool  very  near  the 
well.  On  his  reporting  these  facts  to  the  main  committee, 
Mr.  J.  York,  secretary  and  surveyor  to  the  committee  was 
instructed  to  survey  the  locality  and  examine  the  well,  cess- 
pool and  drains  at  No.  40  Broad  Street. 

Survey  and  Description  of  the  Broad  Street  Well  and  Its 
Surroundings 

Mr.  York's  report  revealed  a  startling  condition  of  affairs. 
The  well  was  circular  in  section,  28  ft.  10  in.  deep,  6  ft.  in 
diameter,  lined  with  brick,  and  when  examined,  contained 

7  ft.  6  in.  of  water.  It  was  arched  in  at  the  top,  dome  fash- 
ion, and  tightly  closed  at  a  level  3  ft.  6  in.  below  the  street, 
by  a  cover  occupying  the  crest  of  the  dome. 

The  bottom  of  the  main  drain  of  the  house  No.  40 
Broad  Street  lay  9  ft.  2  in.  above  the  water  level,  and  one 
of  sides  was  distant  from  the  brick  lining  of  the  well  only 
2  ft.  8  in.  It  was  "constructed  on  the  old  fashioned  plan  of 
a  flat  bottom.  12  in.  wide,  with  brick  sides  rising  about  12 
in.  high,  and  covered  with  old  stone.  As  this  drain  had  but 
a  small  fall,  or  inclination  outward  to  the  main  sewer,  the 
bottom  was  covered  with  an  accumulation  of  soil  deposit 
about  2  in.  thick;  and  upon  clearing  this  soil  away  the  mor- 
tar joints  of  the  old  stone  bottom  were  found  to  be  perish- 
ed, as  was  also  all  the  jointing  of  the  brick  sides,  which  had 
brought  the  brick  work  into  the  condition  of  a  sieve,  and 
through  which  the  house  drainage  water  must  have  perco- 
lated for  a  considerable  period. 

"After  opening  back  the  main  drain,  a  cesspool  intended 
for  a  trap,  but  misconstructed,  was  found  in  the  area,  3  ft. 

8  in.  long,  by  2  ft.  6  in.  wide,  and  3  ft.  deep;  and  upon  or 
over  a  part  of  this  cesspool  a  common  open  privy  (without 
water  supply),  for  the  use  of  the  house,  was  erected,  the 
cesspool  being  fully  charged  with  soil.  This  privy  was 
formed  across  the  east  end  of  the  area,  and  upon  removing 
the  soil,  the  brickwork  of  the  cesspool  was  found  to  be  in 
the  same  decayed  condition  as  the  drain,  and  which  may  be 
better  comprehended  by  stating  that  the  bricks  were  easily 
tifted  from  their  beds  without  any  force;  so  that  any  fluid 
could  easily  pass  through  the  work,  or,  as  was  the  case  when 
first  opened,  over  the  top  course  of  bricks  of  the  trap,  into 
the  earth  or  made  ground  immediately  under  and  adjoining 


the  end  wall  eastward,  this  surface  drainage  being  caused 
by  the  accumulation  of  soil  in,  and  the  misconstruction  of, 
the  cesspool. 

Percolation  of  Sewage  into  Well 

"Thus,  therefore,  from  the  charged  condition  of  the  cess- 
pool, the  defective  state  of  its  brickwork,  and  also  that  of 
the  drain,  no  doubt  remains  upon  my  mind  that  constant 
percolation,  and  for  a  considerable  period,  had  been  convey- 
ing fluid  matter  from  the  drains  into  the  well;  but  lest  any 
doubt  should  arise  upon  this  subject  hereafter,  I  had  two 
spaces  of  the  brick  steining,  2  ft.  square  each,  taken  out  of 
the  inside  of  the  well — the  first,  13  ft.  deep  from  the  level 
of  the  street  paving,  the  second,  18  ft.  deep,  and  a  third  was 
afterward  opened  still  lower,  when  the  washed  appearance  of 
the  ground  and  gravel  fully  corroborated  the  assumption. 
In  addition  thereto  the  ground  was  dug  out  between  the 
cesspool  and  the  well  to  3  ft.  below  the  bottom  of  the  form- 
er, and  its  black,  saturated,  swampy  condition  clearly  de- 
monstrated the  fact,  as  did  also  the  small  furrowed  appear- 
ance of  th£  underlying  gravel  observed  from  the  inside  of 
the  well  from  which  the  fine  sand  had  been  washed  away 
during  the  process  of  filtration." 

Dr.  John  Snow  in  1854,  gave  it  as  his  opinion  that  not 
only  wells  but  also  public  water  supplies  of  far  more  gener- 
al distribution,  such  as  those  furnished  by  cities  or  corpora- 
tions and  derived  from  rivers,  may,  under  certain  circum- 
stances, be  carriers  of  cholera.  The  great  epidemic  of  Asiat- 
ic cholera  in  London  in  1832,  1848-1849  and  1853-1854  had  so 
strongly  enforced  this  idea  that  in  dealing  with  an  import- 
ant problem  raised  by  epidemic  cholera  in  London  in  1866 
Mr.  J.  Netten  Radcliffe  states  that  "The  predominant  lesson 
derived  from  the  outbreaks  of  1848-1849  and  1853-1854  was 
that  the  localities  of  chief  prevalence  of  the  disease  were 
mainly,  if  not  solely,  determined  by  the  degree  of  impurity 
of  the  water  supply." 

American  Water  Supplies  Often  Polluted  by  Sewage 

The  growth  of  public  utilities,  especially  the  ex- 
tension of  waterworks  systems  and  main  drainage  in 
Great  Britain,  Continental  Europe  and  in  North 
America,  naturally  followed  the  movement  of  popu- 
lation to  urban  centres.  The  inadequacy  of  well  water 
supply  for  our  great  industries  needs  no  elaboration. 

Industrial  expansion  in  Great  Britain  and  Contin- 
ental Europe  preceded  the  remarkable  industrial  de- 
velopment of  the  North  American  Commonwealths. 
The  situation  with  reference  to  the 'available  supplies 
of  water  was  not  .similar  in  the  two  continents.  Water- 
borne  enteric  fevers  were  the  exception  in  Europe. 
The  principal  transmission  was  through  other  agen- 
cies, of  which  the  common  house  fly  and  infected 
food  other  than  public  water  supplies  account  for  the 
greater  portion. 

The  American  industrial  expansion  had  therefore 
no  lesson  to  learn  from  the  European  experience  with 
reference  to  the  development  of  our  great  public  util- 
ity— municipal  watdr  supply.  With  few  exceptions 
water  supplies  in  the  latter  are  obtained  either  from 
upland  lakes  and  pure  streams  or  from  underground 
sources.  In  America  the  case  is  different.  The  great 
industrial  centres,  almost  without  exception,  are  lo- 
cated upon  a  network  of  great  waterways,  which 
stretch  across  that  continent,  east  and  west,  and  north 
and  south.  Unfortunately  almost  without  exception 
the  great  streams  and  lakes  which  lap  the  wharves 
of  the  American  communities  which  carried  the  early 
commerce  became  the  first  sources  of  water  supply. 
The  natural  purity  was  such  that  these  supplies  when 
first  introduced  were  used  without  treatment  whatso- 
ever. As  the  industrial  areas  grew  and  developed, 
great  sewer  systems  became  necessary,  and  the  waters, 
acting  as  sources  of  water  supply,  also  became  the  re- 
cipients of  the  sanitary  drainage.  Their  pollution  in 
the  neighborhood  of  towns  and  cities  was  slow  and 
insidious. 

You  ask  why  such  conditions  were  tolerated  or 
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allowed  to  continue.    There  seems  to  be  two  very  Some  writers  claim  that  they  have  been  able  to 

good  reasons;  first,  the  industrial  development  was  SO  show  coincidences  in  statistics  in  substantiation  of  the 

unprecedented  that  the  country  lost  its  bead  tempor-  claim  that  a  reduction  in  typhoid  fever  is  attended 

arily  and  sacrificed  all  to  this  new  God  of  Mammon,  w  ith  a  general  reduction  in  the  mortality  rate.    If  one 

Second,  there  was  insufficient  advance  in  the  art  of  agrees  that  one  death  from  typhoid  is  associated  with 

preventive  medicine  to  warn  communities  of  the  in-  fifteen  to  twenty  cases  of  illness,  one  can  readily  ap- 

sidious  danger  of  the  ever  increasing  sewage  pollution  predate  that  they  have  very  substantial  ground  on 

in  their  water  supplies.  which  to  stand. 

It  was  not  until  1880  that  the  organism  causing  Qther  Causeg  Than  Watef  Need  Attention 

typhoid  was  discovered  m   the  spleen   and  diseased  .  • 

areas  of  the  intestines  in  typhoid  cadavers  and  not  un-  ,  J  ,he  problem  which  engages  one  s  attention  now  is 

til  some  years  later  was  the  true  significance  of  sewage  whether  purification  of  water  supplies  to  the  exclusion 

pollution'  in  relation  to  typhoid  fever  realized.    Con-  °  °.ther  measures  is  in  itself  sufficient  to  eradicate  ty- 

nected  steps  in  bacterial  study  of  our  streams  pollu-  Ph?ld  fft'vcr-    Ther5  seems  to  be  some  ground  for  this 

tion  was  not  therefore  possible  until  1884,  and  it  is  c,a,m  for.thc  province  of  Ontario,  as  in  Ontario  there 

only  since  1905  that  the  test  for  the  colon  group,  the  ,s  ve,T  httlTe  typhoid  fever  in  the  rural  parts  of  the 

presence  of  which  is  taken  as  evidence  of  sewage  pol-  P'^vince.    In  the  United  States  this  is  not  true  and 

lution  has  been  in  common  use  by  our  public  health  the  m&h  n'ral  rates  together  with  the  abnormal  rates 

laboratoties  amongst  the  coloured  population  leads  one  to  echo 

Professor  Whipple's  pronouncement  that  "while  the 
Reduction  of  Typhoid  Death  Rate  care  Qf  water  supplies  cannot  in  any  way  be  relaxed, 
A  movement  for  improvement  of  water  supplies  efforts  for  further  reducing  the  disease — typhoid 
in  the  United  States  of  America  naturally  followed  fever — must  be  directed  to  causes  other  than  water." 
the  laboratory  findings  but  was  handicapped  by  an  In  conclusion,  what  has  been  said  with  reference 
uninformed  public  and  it  is  a  remarkable  thing  that  to  the  eradication  of  typhoid  fever  by  the  purification 
even  as  late  as  the  year  1910  less  than  10  per  cent,  of  of  municipal  water  supplies  is  ecpially  true  of  the  era- 
the  population  in  cities  was  supplied  with  filtered  dication  of  certain  other  members  of  the  enteric  fever 
water*  ;  the  typhoid  fever  rate  at  this  date — 1910 — in  group.  Typhoid  fever  has  been  selected  as  the  out- 
cities  was  23.7  per  100,000  population;  in  1915  when  standing  member  of  the  group  and  the  one  best  de- 
approximately  29.36  per  cent,  of  the  supplies  were  fil-  monstrating  the  relation  of  water  purification  and  the 
tered  and  54.2  per  cent,  disinfected  by  chlorine,  the  public  health. 

rate  had  dropped  to  11.5  per  100,000,  a  fifty  per  cent.   

reduction.    In  1917  the  rate  was  further  reduced  to  r»  t1 

10.7  and  in  1918  the  general  typhoid  rate  for  the  whole  Report  on  Corrosion  Tests 

of  the  registration  area  had  been  reduced  from  23.5  V"V  TITH  a  view  to  determining  whether  or  not 

per  100,000  of  population  in  1910  to  12.4  per  100,000  VI/ 

presence  of  lime  in  mortars  and  other 

in  1918.  V  T     building  materials  prevents  the  corrosion  of 

In  Canada  much  the  same  conditions  hold  a~  for  metal  used  as  reinforcement,  the  chemical 
the  United  States,  the  province  of  Ontario  being  par-  laboratory  of  the  National  Lime  Association  has  re- 
ticularly  affected  by  the  prevalence  of  disease  in  the  cently  made  up  slabs  of  various  materials  used  in 
state  of  New  York  and  the  states  of  the  middle  west,  building  operations  both  without  lime  and  with  vary- 
most  probably  due  to  the  wonderful  flow  of  popula-  ing  quantities  of  lime  in  which  polished  steel  rods 
rion  back  and  forth  across  the  boundary.  Improved  are  imbedded.  In  one  series  the  slabs  are  cured  for 
legislation  was  granted  the  Provincial  Board  of  Health  different  periods  in  air  only,  while  in  duplicate  series 
in  1912  and  a  renewed  effort  to  improve  the  existing  they  are  immersed  at  regular  intervals  in  water  for 
water  supplies  was  undertaken.    By  the  end  of  1913  five-minute  periods. 

the  principal  suspected  foci  of  typhoid  fever  dissemin-  The  thirty-day  breaks  have  been  made  on  corrosion 

ation  were  subjected  to  rigorous  control  with  the  con-  test  slabs  of  the  following  materials: 

sequences  that  the  deaths  from  typhoid  fever  have  Lime  plaster  (high  calcium  and  high  magnesium) 

been  reduced  over  500  per  annum  between  the  years  1-2-4  Concrete  without  lime. 

1910  and  19' 8,  the  average  death  rate  in  ci:  es  through •  1-2-4  Concrete  with  5  per  cent.  lime. 

out  the  province  being  reduced  from  51.5  per  100,000  1-2-4  Concrete  with  10  per  cent  limeu 

in  1910  to  5.6  per  100,000  in  1919,  a  reduction  of  over  1-2-4  Concrete  with  15  per  cent.  lime. 

89  per  cent.  Gypsum  without  lime 

Typhoid  Fever  Death  Rate  per  100,000  of  Population 

Showing  Prevailing  Rates  in   Continental  Europe  and  United  States  of  America 

1910    1918    1!»17    1916    1915    1014  1913  1912  1011  nun  1909  1908  1007  loor,  1905  1004  1003  1002  1001  1900 

I'rov.  of  Ontario                  7.52    S.4    12.05  10.7    IS. 5  16.7  IS. 7  25.3  31.5  20.0  20.7  2:i.4  40.5  20.2  21.0  17. S  17.7  23.0  20.3 

United    States                    12.4    13.4    13.3    12.4    15.4  17.0  16.5  21.0  23.5  21.1  24.3  20.5  31.3  27. S  31.7  34.1  34.3  32.3  35.0 

Kiir.   &  Wales                                                3.0     4.6  4.1  4.4  6.7  5.3  6.0  7.6  6.7  0.2  0.0  0.4  10.0  12.6  15.5  17.4 

Germany   2.0  3.2  4.0  4.0  4.2  4.7  4.9  5.7  6.2  6.9  6.9  6.5  10.0  10.5 

France   13.1  S.O  0.S  12.3  13.1  13.0  5.5  6.S  7.1  7.0     7.3  10.8 

Denmark  S        .6  .8  .8  1.1  1.6  2.2  1.4  1.3  1.9  1.7  2.3  2.0     5.3  3.5 


*Dr.  Cressy  L.  Wilbur,  chief  statistician  for  vital  statis- 
tics, Bureau  of  the  Census,  U.  S.  A.,  stated  in  the  preface  to 
Mortality  Statistics,  1911:  Tlie  mortality  from  typhoid  fever 
in  the  United  States  is  still  far  in  excess  of  that  of  progres- 
sive European  countries;  if  it  could  he  reduced  by  three- 
fourths,  so  that  it  would  be  only  five  per  100,000  as  in  Eng- 
land and  Walts,  the  Netherlands  and  Prussia  for  1910,  it 
would  represent  a  saving  of  nearly  ten  thousand  lives,  (an- 
nually) at  the  period  of  their  greater  usefulness  as  a  rule, 
in  the  registration  area  alone. 


Gypsum  with  5  per  cent.  lime. 

The  air-cured  gypsum  slab  showed  practically  the 
same  amount  of  corrosion  of  the  steel  rods  as  in  the 
case  of  the  two-week  break,  while  the  slab  which  had 
been  dipped  in  water  showed  a  considerable  increase 
in  the  amount  of  corrosion.  In  the  case  of  gypsum 
containing  lime  no  corrosion  was  visible  in  either  the 
air  or  water-cured  sample. 
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77ie  Future  of  Contracting  Depends  on 
an  Organized  Industry 

The  Work  and  Aims  of  the  Association  of  Canadian  Building 
and  Construction  Industries 


A 


By  J.  Clark  Reilly,  General  Secretary  A.C. B.C.I. 

N  analysis  of  income  tax  returns  shows  that  contracting  is  the  most 
hazardous  industry  in  the  country.  They  show  that  the  amount 
of  loss  for  every  dollar  of  profit  made  by  construction  corporations 
is  eight  times  as  great  as  it  is  in  manufacturing,  agriculture,  or  per- 
sonal service  corporations ;  five  times  as  great  as  in  transportation  and  pub- 
lic utility  corporations;  over  three  times  as  great  as  in  mining  and  quarrying; 
and  nearly  twice  as  great  as  in  banking. 

"The  reasons  for  this  condition  are  due  to  the  unusual  number  of  doubt- 
ful elements  in  construction  with  which  a  contractor  must  work.  It  is  un- 
necessary to  enumerate  them.  They  are  all  too  familiar.  It  is  sufficient  that 
the  more  such  uncertainties  can  be  eliminated,  the  lower  will  be  the  cost  of 
construction  to  the  owner,  the  more  satisfactory  will  be  the  relations  of  the 
architect,  the  engineer  and  the  contractor,  and  the  more  will  contracts  be 
awarded  on  a  basis  of  skill,  integrity  and  responsibility.  Never  was  this 
more  true  or  action  on  it  more  needed  than  at  the  present  time." 

The  foregoing  statement,  quoted  from  a  prominent  American  authority 
in  the  construction  industries,  applies  equally  to  conditions  existing  in  Can- 
ada, and  furnishes  us  with  one  of  the  principal  reasons  for  the  formation  of 
a  Canadian  association  of  the  building  and  construction  interests.  One  of  the 
best  measures  to  stabilize  the  industry  is  to  bring  those  connected  with  it 
into  close  relationship,  and  furnish  a  common  ground  for  discussion  and 
action.  In  both  the  conferences  which  have  been  held,  in  November,  1918, 
when  the  Association  of  Canadian  Building  and  Construction  Industries  was 
organized,  and  in  February,  1920,  the  need  for  such  stabilization  has  been 
strongly  emphasized. 

Contractors  Have  Been  Too  Individualistic 

It  is  an  admitted  fact  that  members  of  the  construction  industries  have 
been  far  too  provincial  and  individualistic.  The  system  of  competitive  bids 
with  fixed  price  for  contract  has  tended  to  encourage  this  attitude,  and  in- 
crease the  uncertainties  of  construction.  But  in  recent  years  there  has  been 
some  evidence  of  a  change.  In  several  of  the  most  progressive  countries  of 
the  world,  at  practically  the  same  time,  the  idea  seems  to  have  gained  ground 
that  the  construction  industry  was  suffering  from  a  lack  of  organization,  and 
efforts  have  been  made  to  remedy  the  defect.  The  conditions  subsequent  to 
the  war  have  probably  hastened  the  movement.  We  found,  in  organizing 
our  Association,  that  we  were  working  along  practically  identical  lines  with 
our  brothers  in  the  industry  elsewhere. 

The  Association  of  Canadian  Building  and  Construction  Industries 
stands,  therefore,  as  an  effort  to  unify  those  engaged  in  the  construction 
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industry  in  Canada.  The  ideal  method  would  have  been  to  have  organized 
local  societies  in  each  city,  then  have  these  organized  into  provincial  bodies 
with  a  Canadian  executive  governing  them  all.  Conditions  already  existing 
made  it  necessary  to  proceed  in  a  rather  different  direction,  for  in  a  number 
of  cities  there  were  societies  of  builders  already  in  existence,  but  in  only  two 
provinces  were  there  provincial  organizations  making  an  effort  to  combine  the 
local  organizations.  Consequently,  the  work  of  organization  has  gone  slowly 
at  first,  and  it  has  been  necessary  to  incorporate  a  Canadian  body,  and  work 
with  it  as  a  basis,  endeavoring  to  secure  the  allegiance  of  the  provincial  and 
local  organizations.  In  this  direction  both  the  Provincial  Builders'  and  Sup- 
ply Association  of  Ontario  and  the  Associated  Builders'  Exchanges  of  Sas- 
katchewan have  gone  on  record  at  their  last  annual  general  meetings  as 
expressing  their  affiliation  with  the  Canadian  Association,  and  have  each 
elected  three  provincial  councillors  to  the  national  council. 

A  number  of  the  existing  local  associations  have  taken  out  "collective" 
memberships,  and  in  several  cities  where  no  builders'  organization  was 
already  in  existence,  branches  of  the  Association  have  been  formed. 

A  Greater  Need  for  Unity  Than  Ever 

The  need  for  greater  unity  in  the  construction  industries  of  Canada  is 
becoming  more  apparent  every  day.  To  the  careful  student  of  conditions, 
it  is  evident  that  the  problems  which  worry  the  builder,  the  contractor,  thej 
sub-contractor  and  the  supply-man  in  Edmonton  and  Vancouver  are  in  the 
main  the  same  as  those  which  keep  his  fellow-constructionist  awake  nights' 
in  Montreal,  St.  John,  Toronto  or  Halifax.  Fluctuation  of  prices,  difficulties 
of  transportation,  uncertain  weather  conditions,  changes  in  plans,  financial 
obligations,  unforeseen  conditions,  cost  of  equipment,  labor  troubles  and 
many  other  similar  worries  are  common  to  us  all.  A  common  meeting 
ground  where  these  can  be  discussed  will  be  furnished  by  the  general  con- 
ferences of  the  Association  and  the  national  council  meetings. 

The  Association  also  furnishes  a  medium  for  communication  with  the 
government,  and  with  the  representatives  of  organized  labor.  It  has  been 
very  apparent,  during  the  past  year,  that  labor  is  making  the  strongest  efforts 
toward  the  unification  of  labor  laws  throughout  the  Dominion.  The  ques- 
tions of  the  eight-hour  day,  minimum  wage,  and  workmen's  compensation 
acts  are  of  vital  concern  to  our  industry,  and  to  secure  the  best  legislation, 
which  will  at  the  same  time  protect  our  interests  and  give  labor  a  fair  deal, 
we  need  to  present  a  strong  and  united  front.  There  will  be  the  necessity  for 
strong  provincial  organizations,  to  deal  with  these  matters  as  they  arise  in 
the  provincial  legislatures,  but  the  new  conditions  demand  also  that  our 
industry  shall  be  adequately  represented  in  proposed  Dominion  legislation. 

The  success,  therefore,  of  an  Association  such  as  ours  depends  upon  two 
chief  factors,  namely,  the  service  it  renders  to  the  industry,  and  the  support 
it  receives.    In  endeavoring  to  fulfil  the  first  of  these,  we  have  been  work- 
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ing  along  several  lines  and  will  extend  our  scope  of  operations  just  as  rapidly 
as  the  support  received  warrants  the  additional  expenditures. 

The  office  of  the  secretary  is  situated  in  Ottawa,  in  the  Commercial 
Chambers,  Sparks  Street,  and  is  intended  to  be  a  "service  station"  for  the 
industry.  Members  are  encouraged  to  write  or  wire  inquiries  regarding 
proposed  legislation  or  information  which  they  wish  obtained  from  the  gov- 
ernmental offices  or  the  Department  of  Labor.  Much  valuable  work  has 
already  been  done  in  this  way.  It  is  also  planned  to  keep  a  close  watch  on 
legislation  affecting  our  industries  as  it  is  introduced,  reporting  same  to  the 
members  throughout  the  country,  and  securing  their  co-operation  in  what 
action  may  be  deemed  necessary.  As  the  opportunity  arises,  information 
will  be  sent  out  from  the  secretary's  office  to  the  members,  in  the  form  of 
"service  letters." 

Aiming  to  Adopt  a  Standard  Contract 

At  the  present  time,  the  Association  has  two  very  important  standing 
committees  engaged  in  the  consideration  of  matters  affecting  the  industry 
throughout  Canada.  One  of  these  is  the  Committee  on  Standard  Practices, 
under  the  chairmanship  of  H.  T.  Hazelton,  president  of  the  Winnipeg  Build- 
ers' Exchange.  It  is  considering  the  problem  of  a  satisfactory  standard  con- 
tract, which  ought  to  be  one  of  the  simplest  means  to  eliminate  some  of  the 
uncertainties  existing  today  in  construction  work.  The  aid  of  the  Engineer- 
ing Institute  of  Canada  has  been  enlisted  in  the  committee's  deliberations, 
and  representatives  are  being  appointed  by  both  of  these  bodies.  It  is  worth 
noting  here  that  a  similar  committee  appointed  by  the  Associated  General 
Contractors  of  America,  has  made  a  study  of  113  forms  of  contracts  of  various 
types  during  the  past  year.  Their  committee  is  not  yet  prepared  to  submit; 
a  complete  form  of  contract  embodying  every  provision  which  should  be 
included  in  a  good  contract,  but  have  submitted  some  very  interesting  pro- 
visions. From  this  it  will  be  seen  that  our  committee  has  no  small  task  on 
its  hands,  and  any  suggestions  which  may  be  given  it  by  members  of 
the  industry  will  be  appreciated. 

The  other  standing  committee  was  appointed  to  consider  problems  relat- 
ing to  labor,  and  consists  of  fourteen  members,  under  the  chairmanship  of 
Mr.  J.  P.  Anglin,  Montreal.  It  is  engaged  in  considering  questions  includ- 
ing: Responsibility  of  labor  unions,  annual  agreements,  apprenticeship,  tech- 
nical education,  grading  and  classification  of  workmen,  immigration  of  labor, 
eight-  and  nine-hour  day,  and  standardization  of  wages.  The  Minister  of 
Labor  and  the  leaders  of  labor  connected  with  the  Canadian  building  in- 
dustries have  expressed  their  willingness  to  co-operate  in  discussion  of  these 
and  other  important  matters. 

We  believe  that  the  next  few  years  will  see  great  advances  in  the  con- 
struction industries  of  our  country,  but  the  problems  which  will  confront  us 
will  demand  our  utmost  effort  and  united  action.  The  Association  of  Can- 
adian Building  and  Construction  Industries  is  an  endeavor  to  meet  the  situa- 
tion, and  therefore  requires  the  support  and  co-operation  of  every  Canadian 
builder,  contractor,  sub-contractor  and  supply-man  in  its  work. 
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Chlorination  as  a  Means  of  Disinfecting 
Municipal  Water  Supplies 


By  G.  G.  Nasmith,  C.M.G.,  Ph.D.,  D.Sc,  D.P.H.* 


The  name  of  Dr.  Nasmith  attached  to  this  article  is  sufficient  to  stamp  it  with 
authority.  Dr.  Nasmith,  who  is  a  widely  recognized  expert  on  sanitation  matters,, 
has  devoted  many  years  of  his  professional  practice  to  the  study  of  water  purifica- 
tion and  municipal  sanitation.  An  article  from  his  pen,  therefore,  on  the  subject 
of  chlorination  can  be  considered  as  containing  the  last  word  to  be  written  on  a 
topic  that  is  of  interest  to  every  municipal  and  waterworks  official.  The  topic  is 
here  developed  comprehensively  and  with  that  authority  and  assuredness  on  the 
part  of  the  author  that  only  many  years  of  original  research  work  could  give  him., 
Dr.  Nasmith's  record  is  well  known  and  especially  his  war  service.  Through  his 
outstanding  work  with  the  forces  of  the  Allies  in  connection  with  sanitation,  h« 
was  invested  with  the  companionship  of  St.  Michael  and  St.  George.  As  soon  as 
he  completed  his  war  service,  he  engaged  again  in  the  investigation  of  problems  of, 
sanitation  including  water  and  sewage  purification.  Dr.  Nasmith's  researches  have 
been  recorded  in  writings  which  have  been  widely  published. 


THOUGH  the  value  of  chlorine  as  a  disinfectant 
had  long  been  recognized,  it  was  in  18(i7  that 
it  was  first  used  to  disinfect  the  water  and 
the  water  pipes  of  a  municipal  supply  after 
a  typhoid  fever  epidemic  in  Maidstone,  England.  In 
that  case  a  solution  of  chloride  of  lime  was  added  to 
the  water  pumped,  and  the  inhabitants  of  the  town 
were  notified  to  open  their  faucets  so  that  the  whole 
system  would  be  thoroughly  washed  out  with  the  dis- 
infecting solution. 

Dr.  A.  C.  Houston  (no\t  Sir  Alexander  Houston), 
of  the  Metropolitan  Water  Board  of  London,  England, 
was  the  first  to  systematically  disinfect  a  municipal 
water  supply,  when  in  1905  he  treated  the  water  of 
Lincoln,  England  (population  50,000),  with  'Chloros,' 
an  alkaline  solution  of  sodium  hypochlorite.  The 
amount  of  available  chlorine  there  used  was  one  part 
in  a  million.  Since  fhtn  the  method  has  come  into 
general  use,  particularly  in  America,  for  disinfecting 
public  water  supplies. 

Chlorination  is  now  generally  accepted  as  a  cheap 
and  easily  installed  process  of  disin- 
fecting a  drinking  water  supply. 
Many  troubles  have  occurred  from 
the  employment  of  slapdash  meth- 
ods and  carelessness  in  application, 
resulting  in  objectionable  tests,  in 
over-chlorination  and  in  under- 
chlorination  ;  nevertheless  the  meth- 
od is  generally  accepted  as  one 
which,  though  by  no  means  an 
ideal  erne,  has  been  extremely  use- 
ful in  controlling  water-borne  dis- 
eases. 

The  first  practical  bacteriological 
results  obtained  from  the  use  of 
minute  amounts  of  chlorine  as  a  dis- 
infectant of  water  were  probably 
those  obtained  by  Kanthack  in  1898, 
when  lie  showed  that  0.3  to  0.36 
parts  of  available  chlorine  to  one 
hundred  thousand  parts  of  sewage 


'Gore,  Nasmith  and  Storrie,  Consulting  Engi- 
neers, Toronto,  and  Ex-Director  of  Laboratories, 
Department  of  Public  Health,  Toronto. 


effluent  reduced,  the  number  of  bacteria  from  innum- 
erable to  fifty  per  cubic  centimetre.  The  word  'dis- 
infection' is  used  rather  than  'sterilization'  because  it 
has  been  generally  found  that  common  bacteria 
spores  are  not  destroyed,  while  the  vegetative  forms 
are  rapidly  killed.'  Fortunately  all  of  the  pathogenic 
bacteria,  such  as  typhoid,  cholera  and  dysentery  ba- 
cilli, are  readily  killed  by  chlorine.  Nasmith  and 
Graham"  in  1909  showed  that  0.15  parts  of  free  chlor- 
ine to  a  million  parts  was  sufficient  to  completely  des- 
troy typhoid  bacilli,  dysentery  bacilli  and  colon  bacilli 
in  ten  minutes  in  Great  Lakes  water. 

Forms  of  Application 

The  chlorine  available  for  disinfection  of  water 
supplies  may  be  obtained  from  calcium  hypochlorite, 
liquid  chlorine  gas  or  electro-bleach,  and  may  be  ap- 
plied at  any  point  before  or  after  pumping.  In  the 
earl\  days,  calcium  hypochlorite,  commonly  known  as 
chloride- of  lime,  was  the  agent  chiefly  used,  and  is  to- 
day frequently  employed,  either  alone  or  as  a  stand-by 
in  case  the  liquid  form  of  apparatus 
fails.  It  has  now,  however,  been 
largely  superseded  by  liquid  chlor- 
ine installations,  chiefly  because 
this  process  is  labor  saving,  is  easy 
of  operation,  and  is  free  from  objec- 
tionable odors.  The  liquid  chlorine 
apparatus  should  always  be  install- 
ed in  duplicate  in  case  of  a  break 
down  in  the  operating  unit.  It  is 
curious  to  reflect  that  municipal 
authorities  are  frequently  quite  will- 
ing to  take  a  chance  with  a  danger- 
ous municipal  water  supply  by  in- 
stalling only  a  single  liquid  chlor- 
ination unit,  and  trusting  to  luck. 
The  extraordinary  rise  in  the  price 
of    the    liquid   chlorine  apparatus 


Dr.  G.  G.  Nasmith,  CMC 


'The  Resistance  of  Certain  Bacteria  to  Calcium 
Hypochlorite.  Journal,  American  Public  Health 
Association,  Wcsbrook,  Whittaker  and  Mohlcr, 
February,  1911, 

-A  Simple  Method  of  Purifying  Almost  Any 
Infected  Water  for  Drinking  Purposes.  Journal 
Royal  Army  Medical  Corps,  July,  1911. 
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may  have  something  to  do  with  the  reluctance  of 
authorities  to  buy  mofe  machines. 

The  third,  or  electro-bleach,  method,  has  some  de- 
sirable features,  and  it  is  not  unlikely  that  it  may  yet 
come  to  the  front  on  account  of  its  cheapness  and 
general  applicability.  Shenton3,  in  1910,  adopted  this 
method  to  sterilize  the  water  in  a  mining  area  in 
India.  The  apparatus  consists  of  an  electrolyser  in 
which  an  electric  current  is  passed  through  a  solu- 
tion of  common  salt  in  water.  The  electrolytic  sod- 
ium hypochlorite  formed  is  then  drawn  off  and  mix- 
ed at  once  with  the  water  to  be  treated,  the  Venturi 


meter,  if  necessary,  being  used  to  control  the  dosing 
apparatus. 

In  almost  all  cases,  the  chlorine  solution,  whether 
obtained  by  dissolving  chlorine  gas  in  water  or  from 
hypochlorite  of  lime  or  electro-bleach,  is  mixed  with 
the  water  before  it  reaches  the  pumps.  In  some  cases 
chlorine  gas  is  allowed  to  pass  through  porous  plates 
or  diffusers,  and  is  absorbed  directly  by  the  water 
flowing  to  the  pumps.  Usually,  however,  the  chlor- 
ine is  dissolved  in  water  and  the  solution  is  distri- 
buted as  evenly  as  possible  over  the  whole  cross-sec- 
tion of  pipe  or  tunnel  in  order  to  allow  as  thorough  a 
mixing  as  possible  of  the  chlorine  and  water  before 
the  pumps  arc  reached.  In  the  pumps  a  further  mix- 
ture is  effected  and  in  practice  this  churning  is  usual- 
ly found  sufficient  to  distribute  the  chlorine  evenly 
throughout  the  water. 

Difficulties  With  Chlorine  Disinfection 

Naturally  there  are  difficulties  in  connection  with 
the  application  of  chlorine  which  are  inherent  to  the 
various  forms  of  apparatus.  In  using  calcium  hypo- 
chlorite mixture  there  is  always  the  objection  to  the 
dust  which  irritates  the  mucous  membrane  of  the  nose 
and  throat.  Since  comparatively  large  tanks  are  ne- 
cessary to  hold  the  mixed  hypochlorite  solution,  more 
space  is  required  than  is  necessary  for  a  liquid  chlor- 
ine installation.  The  float  used  in  the  constant  head 
tank  tends  to  get  out  of  order.  There  is  also  a  certain 
disadvantage  in  the  hypochlorite  of  lime  system  due 
to  the  fact  that  the  bronze  orifices  slowly  become  clog- 
ged with  lime  salts,  while  the  pipe  conducting  the  so- 
lution to  the  water  supply  and  the  grid  which  distri- 
butes the  solution  across  the  incoming  stream,  unless 
frequently  cleaned,  fill  up  and  become  plugged. 

In  a  liquid  chlorine  installation,  breaks  of  the  ap- 
paratus may  occur,  while  leaks  occasionally  develop  in 
spite  of  the  fact  that  all  parts  exposed  to  the  chlorine 
gas  are  made  of  resistant  material.  One  of  the  most 
difficult  features  in  connection  with  a  liquid  chlorine 
installation  is  to  obtain  a  conducting  pipe  for  the  mix- 
ed chlorine  solution  and  a  grid  that  will  not  corrode. 

'Purification  of  the  Water  Supply  of  Indian  Qollieries.  By  H.  C. 
Shenton,  "Colliery  Guardian."  December,  1910. 


Rubber  pipe  is  commonly  used  inside  of  an  iron  pipe 
and  is  fairly  satisfactory,  bat  the  grid  itself  usually 
causes  trouble.  The  greatest  difficulty  experienced  in 
connection  with  the  Toronto  system  has  been  to  dis- 
tribute the  chlorine  evenly  across  the  stream  of  water 
flowing  to  the  pump.  We  found  there  that  the  water 
drawn  through  one  pump  at  the  main  pumping  station 
w  as  frequently  much  higher  in  free  chlorine  than  that 
drawn  from  another,  in  spite  of  the  fact  that  the  in- 
takes of  both  pumps  were  from  the  same  stream  which 
had  already  been  chlorinated.  The  difficulty  was  to 
break  up  the  incoming  stream  of  chlorine  solution 
into  very  numerous  streams  and  distribute  these  even- 
ly throughout  the  cross  section  of  inflowing  water,  so 
that  every  drop  was  treated. 

Field  Methods  of  Chlorinating  Water 

The  value  of  chlorine  in  disinfecting  water  on  a 
small  scale  has  been  thoroughly  demonstrated  during 
the  last  ten  years.  The  method  of  Nasmith  and  Gra-. 
ham  was  the  first  to  be  generally  employed,  and  is 
even  yet  the  simplest  and  most  accurate.  It  was  de- 
signed for  the  purpose  of  enabling  prospectors,  miners 
and  soldiers  to  disinfect  small  quantities  of  water, 
such  as  a  pailful,  and  consisted  of  making  a  stock  so- 
lution of  hypochlorite  of  lime,  by  rubbing  up  a  level 
teaspoonful  of  the  powder  in  four  cupfuls  of  water. 
This  stock  solution  was  of  such  a  strength  that  one 
teaspoonful,  thoroughly  mixed  with  a  pail  of  water, 
would  provide  0.5  parts  of  available  chlorine  per  mil- 
lion, and  proved  in  practice  to  be  very  effective.  The 
method  was  widely  published  by  the  Provincial  Board 
of  Health  of  Ontario,  was  adopted  in  several  of  the 
States  of  the  Union,  and  was  copied  all  over  the  Eng- 
lish speaking  world. 

In  the  British  army  during  the  war,  a  method  re- 
commended by  Prof.  Simms  Woodhead  was  used.  It 
consisted  of  adding  a  measured  quantity  of  dry  hypo- 
chlorite of  lime  powder  to  the  water  in  the  standard 
army  water  cart.  A  spoon  of  known  capacity  was 
enclosed  in  each  small  can  of  hypochlorite  of  lime 
powder,  and  a  device  for  determining  the  amount  of 
chlorine  required  for  any  given  water  was  issued,  so 


that  the  man  in  charge  of  the  water  cart  in  dealing 
with  a  new  source  of  supply  could  readily  determine 
whether  one,  two  or  more  spoonfuls  of  the  hypochlor- 
ite powder  should  be  employed  to  disinfect  the  con- 
tents of  the  cart.  This  army  method  of  disinfect;n» 
water  in  the  field  proved  to  be  quite  effective,  the  gen- 
eral practice  being  to  half  fill  the  cart,  dump  the  pow- 
der in  and  then  complete  the  filling.  By  the  time  the 
cart  had  reached  its  destination,  agitation  was  usual- 
ly sufficient  to  distribute  the  chlorine  throughout  the 
mass  of  water,  and  Very  frequently  upon  test  a  resi- 
dual amount  of  chlorine  was  obtained  in  samples  ex- 


Chlorination  is  now  generally  accepted  as  a 
cheap  and  easily  installed  process  of  disinfect- 
ing a  drinking  water  supply.  Many  troubles 
have  occurred  from  the  employment  of  slapdash 
methods  and  carelessness  in  application,  result- 
ing in  objectionable  tastes,  in  over-chlorination 
and  in  under-chlorination;  nevertheless  the 
method  is  generally  accepted  as  one  which, 
though  by  no  means  an  ideal  one,  has  been  ex- 
tremely useful  in  controlling  water-borne  dis- 
eases. 


General  experience  has  proved  that,  with 
proper  control,  chlorine,  in  any  of  its  available 
forms,  has  been  an  exceedingly  valuable  agent 
in  helping  to  eliminate  enteric  disease.  The  in- 
stallation is  cheap,  the  treatment  is  effective,  and 
as  long  as  properly  supervised,  and  breaks  in  its 
continuity  prevented,  it  can  be  depended  on.  Even 
though  there  are  difficulties  in  application  and  in 
the  development  of  tastes,  and  though  it  is  de- 
pendent on  the  human  element,  it  is  nevertheless 
an  exceedingly  efficient  and  reliable  process,  and 
one  of  the  greatest  discoveries  that  sanitarians 
have  made  during  the  last  century. 
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amined  on  the  spot.  The  writer  found  that  when  the 
man  in  charge  of  the  water  cart  and  the  medical  and 
sanitary  officers  responsible  for  the  safety  of  the  water 
supply  knew  that  samples  of  water  were  liable  at  any 
time  to  be  examined,  either  in  the  field  or  in  the  labor- 
atory' it  had  a  very  salutary  effect  in  maintaining  the 
efficiency  of  the  system. 

J n  many  areas  in  the  British  army,  the  water  was 
filtered  and  then  chlorined  in  special  motor  filler  units 
originally  designed  and  brought  before  the  British 
War  Office  by  the  writer.  Some  of  these  mobile  fil- 
ters of  the  barge  type  were  even  floated  up  canals  to 
tbe  fighting  front,  and  the  water,  which  passed 
through  them,  was  pumped  for  many  miles  into  stand 
pipes  in  the  surrounding  area  for  the  supply  of  the 
army.  Chlorination  of  potable  waters  was  generally 
adopted  in  the  French  and  American  armies  also. 

Filtration  and  Chlorination 

Since  the  advent  of  chlorine  as  a  sterilizing  agent, 
our  view-point  as  to  the  importance  of  filtration  has 
been  somewhat  modified.  At  one  time  the  value  of 
any  filter  was  gauged  by  its  bacterial  efficiency  :  that 
is,  its  ability  to  remove  the  largest  percentage  of  bac- 
teria. There  was  a  constant  feud  between  the  advo- 
cates of  slow  sand  filtration  and  mechanical  filtration, 
the  former  usually  having  the  best  of  the  argument 


because  they  could  prove  a  higher  removal  of  bac- 
teria ;  and  since  the  removal  of  bacteria  was  the  vital 
thing  from  the  health  standpoint,  slow  sand  filters 
were  usually  considered  to  be  safer.  At  the  present 
time,  whether  a  filter  removes  a  few  per  cent,  more 
or  less  of  the  bacteria  present  in  the  raw  water  is  not 
of  vital  importance  because  we  know  that  chlorine 
will  take  care  of  any  bacteria  present  in  the  clear  ef- 
fluent. Such  high  bacteria  efficiencies  are,  therefore, 
not  striven  for  to  the  same  extent  as  in  former  years. 

All  dirty  and  turbid  waters,  which  practically 
means  all  surface  waters,  should  undoubtedly  be  fil- 
tered, even  though  the  tendency  among  certain  peo- 
ple is  to  view  the  filter  as  an  auxiliary  agent  rather 
than  the  chief  agent  to  make  an  unsafe  water  safe  for 
drinking  purposes.  The  almost  universal  use  of  chlor- 
ine to  disinfect  the  effluent  from  a  filtration  plant  is 
in  itself  evidence  that  filters  in  themselves  are  not 
considered  to  be  altogether  adequate  for  the  purpose 
of  completely  purifying  a  water  supply.  It  is  custom- 
ary to  filter  water  first  and  chlorinate  it  afterwards, 
though  there  would  appear  in  many  cases  to  be  no 
serious  objection  to  adding  chlorine  with  the  coagu- 
lant in  mechanical  filters.    Of  course,  chlorine,  other 


than  in  minute  quantities,  must  not  be  added  to  water 
passing  through  slow  sand  filtration  beds,  as  a  great 
excess  would  soon  destroy  the  biological  function,  and 
therefore  the  efficiency,  of  these  beds.  The  amount  of 
chlorine  required  to  treat  filtered  water  is  usually  less 
than  that  demanded  by  raw  water,  presumably  be- 
cause of  the  removal  of  organic  matter  by  the  filtra- 
tion process. 

Amounts  of  Chlorine  Required  by  Different  Waters 

The  quantity  of  chlorine  required  by  different 
waters  varies  tremendously.   The  Great  Lakes  waters 


require  only  from  0.125  to  0.35  parts  per  million,  de- 
pending on  the  season  and  on  the  amount  of  pollution 
present.  Well  waters  as  a  rule  also  require  only  min- 
ute amounts,  but  surface  waters,  particularly  brown 
waters,  those  of  a  peaty  nature,  or  those  containing 
the  wastes  from  mines,  mills  and  towns,  require  very 
much  larger  quantities.  Thus  I  found  that  more  than 
one  part  per  million  was  necessary  to  disinfect  the 
darkly  stained  Valcartier  River  water  at  the  Valcar- 
tier  military  camp  in  Quebec. 

Many  rivers  change  in  character  from  hour  to  hour, 
so  that  the  quantity  of  chlorine  required  for  disinfec- 
tion may  vary  very  rapidly.  Consequently  efforts 
have  been  made  to  determine  the  quantity  of  chlorine 
required  for  the  disinfection  of  water  from  its  oxygen 
consuming  power.  A  considerable  amount  of  work 
has  been  done  along  this  line.  Here  again  it  depends 
on  the  nature  of  the  organic  or  inorganic  material 
present,    Hydrogen  sulphide  and  similar  materials 


will  very  rapidly  exhaust  the  available  chlorine,  which 
may  be  used  up  before  its  full  bactericidal  effect  has 
been  exerted.  On  the  other  hand,  the  amount  of  or- 
ganic matter  present  may  not  seriously  affect  the  bac- 
tericidal action  of  chlorine.  This  was  well  illustrated 
in  Toronto  a  few  years  ago  when  some  twentv  mil- 
lion gallons  of  fresh  domestic  sewerage  a  day  was  dis- 
infected with  chlorine  before  it  reached  the  sedimen- 
tation tanks.  We  found  that  six  parts  per  million  of 
available  chlorine  reduced  the  total  number  of  bac- 
teria and  also  the  number  of  red  colonies  by  99.5  per- 
cent, in  half  an  hour,  at  the  end  of  which  time  no 


The  value  of  chlorine  in  disinfecting  water 
on  a  small  scale  has  been  thoroughly  demonstrat- 
ed during  the  last  ten  years.  The  method  of 
Nasmith  and  Graham  was  the  first  to  be  gener- 
ally employed,  and  is  even  yet  the  simplest  and 
most  accurate..  It  was  designed  for  the  purpose 
of  enabling  prospectors,  miners  and  soldiers  to 
disinfect  small  quantities  of  water,  such  as  a 
pailful,  and  consisted  of  making  a  stock  solution 
of  hypochlorite  of  lime,  by  rubbing  up  a  level 
teaspoonful  of  the  powder  in  four  cupfuls  of 
water.  This  stock  solution  was  of  such  a  strength 
that  one  teaspoonful,  thoroughly  mixed  with  a 
pail  of  water,  would  provide  0.5  parts  of  avail- 
able chlorine  per  million  and  proved  in  practice 
to  be  very  effective. 


Since  the  advent  of  chlorine  as  a  sterilizing 
agent,  our  view-point  as  to  the  importance  of 
filtration  has  been  somewhat  modified.  At  one 
time  the  value  of  any  filter  was  gauged  by  its 
bacterial  efficiency;  that  is,  its  ability  to  remove 
the  largest  percentage  of  bacteria.  At  the  pre- 
sent time,  whether  a  filter  removes  a  few  per 
cent,  more  or  less  of  the  bacteria  present  in  the 
raw  water  is  not  of  vital  importance,  bec-iu.se  we 
know  that  chlorine  will  take  care  of  any  bacteria 
present  in  the  clear  effluent.  Such  high  bacteria 
efficiencies  are,  therefore,  not  striven  for  to  the 
same  extent  as  in  former  years. 


A  liquid  chlorine  apparatus  should  always 
be  installed  in  duplicate  in  case  of  a  break-down 
in  the  operating  unit.  It  is  curious  to  reflect 
that  municipal  authorities  are  frequently  quite 
willing  to  take  a  chance  with  a  dangerous  muni- 
cipal water  supply  by  installing  only  a  single 
liquid  chlorination  unit,  and  trusting  to  luck. 
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available  chlorine  was  present.  The  quantity  of  or- 
ganic matter  in  the  sewage,  nevertheless,  was  suffic- 
ient to  use  up  many  times  the  amount  of  chlorine  em- 
ployed, so  that  the  bactericidal  action  of  the  chlorine 
must  have  been  exerted  to  a  considerable  extent  irres- 
pective of  the  amount  of  organic  matter  present.  On 
the  other  hand,  we  found  that  milk  required  a  very 
large  quantity  of  chlorine  to  bring  about  bacterial 
destruction.  It  has  generally  been  accepted  that  fif- 
teen minutes  exposure  to  chlorine  is  sufficient  to  de- 
stroy any  vegetative  organisms  present.  The  amount 
of  chlorine  necessary  for  any  given  water  can  only  be 
determined  by  experiment.  In  Toronto,  where  the 
water  reaches  some  dwellings  within  ten  minutes  from 
the  time  the  chlorine  has  been  added,  there  has  been 
no  typhoid  or  other  trouble  which  could  be  attribut- 
ed to  the  water  supply  in  the  course  of  the  last  eight 
years.  , 

Amount  Controlled  by  Color  Reaction 
The  amount  of  chlorine  necessary  to  disinfect  any 
water  may  readily  be  determined  by  adding  variable 
amounts  of  a  standardized  chlorine  solution  to  a 
known  quantity  of  the  water  under  examination.  The 
amount  that  leaves  a  slight  excess  of  available  chlor- 
ine as  judged  by  the  potassium  iodide  starch  reaction, 
or  the  ortho-tolidine  reaction,  in  fifteen  minutes,  is 
usually  considered  to  be  the  amount  desirable.  Tur- 
bidity, contrary  to  the  usual  belief,  does  not  necessar- 
ily demand  a  larger  amount  of  available  chlorine.  In 
fact,  sometimes  it  is  just  the  reverse,  the  quantity  of 
chlorine  required  being  reduced.  In  other  words,  it 
is  probably  not  the  inorganic  visible  content  of  the 
water  which  uses  up  the  chlorine,  but  rather  dissolved 
substances,  and  these  may  be  less  or  more  than  usual 
in  a  turbid  water.  The  writer  found  in  supervising 
the  chlorination  of  the  water  supply  of  Toronto, 
amounting  to  over  sixty  million  gallons  a  day,  that  it 
could  best  be  controlled  by  the  color  reaction  obtain- 
ed by  treating  the  water  after  a  given  contact  period 
with  potassium  iodide  and  starch.  It  was  found  many 
years  ago,  through  experience  extending  over  many 
months,  that  with  a  color  index  of  from  three  to  four 


of  our  own  arbitrary  standard,  we  invariably  obtain- 
ed practically  sterile  water  as  judged  by  the  bacterio- 
logical plates.  In  other  words,  the  bacterial  efficiency 
line  ran  parallel  to  the  color  line,  so  that  when  we  ob- 
tained the  required  color  we  knew  that  we  were  ob- 
taining bacterial  efficiency.  This  has  been  thoroughly 
proved  out  in  Toronto  ever  since,  and  my  experience 
during  the  war,  with  thousands  of  waters  of  all  kinds 
examined  on  the  British  front,  has  absolutely  con- 
firmed the  experience  obtained  in  Toronto. 

The  Chloramine  Process 

A  combination  of  chlorine  and  ammonia,  consti- 
tuting the  so-called  chloramine  process,  as  developed 


by  Race4  working  with  the  Ottawa  River  water,  in 
Ottawa,  was  found  there  to  materially  reduce  the 
amount  of  chlorine  required  for  disinfection  purposes. 
Dr.  Hale5  working  on  the  water  of  Esopus  creek, 
found  that  the  chloramine  process  gave  no  greater  ef- 
ficiency than  bleach  alone. 

Control  of  Chlorination 

We  found  that  it  was  very  desirable  to  keep  the 
men  who  operate  the  liquid  chlorine  apparatus  em- 
ployed, and  a  system  of  periodically  testing  the  treated 
water  for  available  chlorine  has  been  worked  out,  to 
that  the  men  are  kept  busy  making  and  recording  their 
tests.  In  consequence,  these  operators  are  keenly  inter- 
ested in  the  work  they  are  doing  because  they  know 


exactly  the  why  and  wherefore  of  the  process,  and 
what  failure  would  mean.  Normally  they  themselves 
make  any  necessary  changes  in  the  quantity  of  chlor- 
in  ebeing  applied,  but  if  anything  unusual  takes  place 
or  the  water  seems  to  be  changing  its  character  more 
rapidly  than  usual,  they  are  instructed  to  call  up  the 
chemist  in  the  laboratory  directly  responsible  for  the 
safety  of  the  water  supply.  Incidentally  there  is  al- 
ways a  tank  filled  with  hypochlorite  of  lime  solution 
ready  to  be  employed  at  a  moment's  notice,  should 
the  liquid  chlorine  apparatus  for  any  reason  fail.  Of 
course  in  the  treatment  of  a  municipal  water  supply, 
there  must  be  no  break  in  the  continuity  of  the  disin- 
fection. Nevertheless,  there  are  cases  on  record  of 
engineers  responsible  for  the  chlorination  of  a  munici- 
pal supply  allowing  their  apparatus  to  cease  operat- 
ing for  days  at  a  time  and  have  even  been  known  to 
disconnect  it  and  send  away  parts  for  repair  without 
notifying  the  M.  O.  H.  Such  conduct  is  most  repre- 
hensible, No  engineer  or  other  individual  has  any 
right  to  take  into  his  hands  the  health  of  the  com- 
munity, and  should  be  held  responsible  for  negligence 
in  case  of  an  epidemic  occurring  through  his  careless- 
ness. The  only  way  that  the  public  can  be  protected 
from  such  casual  methods  is  to  install  a  duplicate  sys- 
tem and  hold  some  one  individual  responsible  for  the 
operation  of  the  plant  during  every  minute  that  the 
pumps  are  being  operated. 

Objectionable  Tastes  Developing  in  Chlorinated 
Waters 

A  serious  objection  to  chlorination  is. due  to  the 
fact  that  tastes  are  apt  to  develop  in  the  treated  wat- 
er. Chlorine,  itself,  in  distilled  water,  has  only  a 
slight  chemical  taste  which  is  not  at  all  objectionable. 
The  offensive  tastes  that  occasionally  develop  in  chlor- 
inated municipal  water  supplies  are  derived  possibly 
from  combinations  with  dissolved  products  from  cer-  ' 

4Chlorination  and  Chloramine.  Jos.  Race,  Journal  American  Water- 
works Association.  Vol,  5,  March.  1918. 

5The  Chloramine  Process  as  Applied  to  the  Catskill  (Esopus)  Water. 
Dr.  Frank  Hale.  Journal  American  Waterworks  Association,  Vol  G. 
November,  1919. 


All  dirty  and  turbid  waters,  which  practical- 
ly means  all  surface  waters,  should  undoubtedly 
be  filtered,  even  though  the  tendency  among  cer- 
tain people  is  to  view  the  filter  as  an  auxiliary 
agent  rather  than  the  chief  agent  to  make  an 
unsafe  water  safe  for  drinking  purposes.  The 
almost  universal  use  of  chlorine  to  disinfect  the 
effluent  from  a  filtration  plant  is  in  itself  evidence 
that  filters  in  themselves  are  not  considered  to 
be  altogether  adequate  for  the  purpose  of  com- 
pletely purifying  a  water  supply. 


Turbidity,  contrary  to  the  usual  belief,  does 
not  necessarily  demand  a  larger  amount  of  avail- 
able chlorine.  In  fact,  sometimes  it  is  just  the 
reverse,  the  quantity  of  chlorine  required  being 
reduced.  In  other  words,  it  is  probably  not  the 
inorganic  visible  content  of  the  water  which 
uses  up  the  chlorine,  but  rather  dissolved  sub- 
stances, and  these  may  be  less  or  more  than  usual 
in  a  turbid  water. 
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lain  algae  and  protozoa,  with  residues  from  gas  works 
and  with  other  unknown  compounds. 

A  notable  example  of  an  extremely  offensive  taste 
occurred  in  Toronto  a  few  years  ago.  (  )n  this  occasion 
hundreds  of  complaints  poured  into  the  Department 
of  Health  to  the  effect  that  carbolic  acid  had  undoubt- 
edly been  dumped  into  the  water  supply.  Editorials 
appeared  in  the  papers  and  a  tremendous  hubbub  was 
raised  about  the  matter.    Practically  everybody,  with- 


Chlorine,  other  than  in  minute  quanti- 
ties, must  not  be  added  to  water  passing 
on  to  slow  sand  filtration  beds,  as  a  great  excess 
would  soon  destroy  the  biological  function,  and 
therefore  the  efficiency  of  these  beds. 


out  further  investigation,  blamed  it  on  careless  opera- 
tion of  the  chlorination  plant.  A  careful  investiga- 
tion revealed  the  fact  that  new  boxes  painted  with 
soft  tar  had  been  placed  in  the  slow  sand  filtration 
beds  for  the  reception  of  the  dirty  sand  scraped  from 
the  surface  of  the  sand  beds.  No  taste  could  be  detect- 
ed in  water  in  which  wood,  treated  with  this  tar,  was 
allowed  to  stand  for  hours,  Neither  could  any  taste 
be  detected  in  lake  water  which  had  been  treated  with 
the  amount  of  chlorine  employed  at  the  time.  But 
when  a  similar  quantity  of  chlorine  was  added  to 
water  which  had  been  exposed  to  the  tar,  a  most  offen- 
sive taste,  similar  to  that  complained  of,  immediately 
developed,  showing  that  it  was  a  combination  of  ma- 
terial dissolved  from  the  tar  and  chlorine.  The  taste 
in  the  water  supply  had  undoubtedly  been  due  to  ma- 
terial dissolved  from  the  tarred  boxes  in  the  slow  sand 
filters,  and  it  gradually  died  away  as  the  soluble  ma- 
terial was  exhausted. 

In  connection  with  the  matter  of  taste,  a  very  cur- 
ious fact  has  been  recently  disclosed  by  Sir  A.  C. 
Houston,  who  has  charge  of  the  water  supply  of  Lon- 
don, England.  Houston  finds  that,  in  treating  the 
Thames  River  water  used  in  London  with  chlorine, 
a  taste  will  sometimes  develop,  but  that  an  addition 
of  a  further  quantity  of. chlorine  causes  the  taste  to 
disappear.    This  experiment  is  rather  suggestive,  but, 


in  absence  of  more  data,  is  not  recommended  as  a  uni- 
versal practice  to  get  rid  of  tastes  in  water. 

Taste  can  sometimes  be  removed  by  the  addition 
of  hyposulphite  of  soda  or  permanganate,  or,  in  small 
installations,  by  passing  the  treated  water  through 
charcoal. 

The  Effects  of  Chlorinating  Water  Supplies  on  Sew- 
age Disposal 

The  use  of  chlorine  for  treating  water  supplies 
has  indirectly  resulted  in  a  greater  disinclination  to 
go  in  for  sewage  disposal.  Where  formerly  munici- 
palities knew  that  it  was  necessary  to  both  filter  their 


water  simply  and  protect  it  fVom  unnecessary  pollu- 
tion by  treating  their  sewage  either  partially  or  com- 
pletely, a  cheap  method  of  safeguarding  the  water 
supply  has  given  them  an  idea  that  more  expensive 
protection  was  not  essential.  A  filter  normally  re- 
moved from  85  per  cent,  to  95  per  cent,  of  the  bacteria 
present  in  the  water.  Where  the  water  was  heavily 
polluted,  filters  could  not  be  overloaded  if  the  number 
of  bacteria  present  in  the  effluent  was  to  be  kept  to  the 
minimum.  This  necessitated  very  careful  manage- 
ment, and  municipalities  polluting  their  own  water 
supply,  or  having  their  water  supply  polluted  by  other 
municipalities,  were  much  inclined  to  consider  such 
pollution  a  very  serious  matter. 

At  the  present  time,  the  old  feeling  of  apprehen- 
sion has  died  away  to  a  considerable  extent,  and  the 
tendency  has  been  to  ease  up  on  the  demands  that 
sewage  be  more  completely  treated.  This  is  most 
unfortunate,  because,  with  a  badly  polluted  water 
and  careless  management  of  filters  and  disinfection 
apparatus,  a  municipality  is  always  hovering  on  the 
border  of  an  epidemic  :  and  it  needs  only  a  break  in 
the  protective  system  to  bring  about  a  catastrophe. 

Pollution  of  Water  Supplies 

In  general,  municipalities  situated  on  rivers  are 
not  responsible  for  the  pollution  of  their  own  wat/;r 


supply,  but  are  usually  responsible  for  polluting  the 
water  supply  of  some  other  municipality  lower  down 
the  stream.  On  lakes  or  large  bodies  of  water  the 
pollution  of  the  water  supply  is  usually  due  to  the 
municipality  itself.  On  the  Great  Lakes,  each  city  is 
practically  responsible  for  the  fouling  of  its  own  drink- 
ing water. 

As  an  illustration :  Toronto  takes  its  supply  from 
intakes  some  eighteen  hundred  feet  from  the  Island 
shore.  About  four  and  a  half  miles  along  the  shore  is 
the  sewage  disposal  plant.  Through  this  plant  about 
sixty  million  gallons  of  sewage  pass  daily,  after  be- 
ing subject  to  sedimentation  which  removes,  roughly, 
50  per  cent,  of  the  settleable  solids  ;  the  rest  is  dis- 
charged through  a  pipe  running  eighteen  hundred 
feet  into  the  lake.  Conclusive  evidence  obtained  dur- 
ing a  summer's  careful  investigation  by  us  some  years 
ago  in  following  up  currents  in  the  lakes  showed  that 
the  pollution  of  the  city's  water  supply  came  solelv 
from  Toronto  sewage  works  or  through  overflows 
along  the  water  front  and  was  carried  to  the  vicinity 
of  the  intake.  Certain  winds  invariably  produce 
heavy  pollution  of  the  city  water  supply,  while  other 
winds  tend  to  bring  in  clean  water  from  the  depths 
of  the  lake. 

In  a  paper"  embodying  the  results  of  this  inves- 
tigation, it  was  stated  that  the  pollution  of  the  water 

'•Wind  Driven  Currents  in  the  Great  Lakes  and  their  Effect  on  Muni- 
cipal Water  Supplies.  By  G.  G.  Nasmith.  Ph.D..  and  Fred  Adams, 
M.I!..    D.P.H.,  1914. 


A  serious  objection  to  chlorination  is  due  to 
the  fact  that  tastes  are  apt  to  develop  in  the  treat- 
ed water.  Chlorine,  itself,  in  distilled  water,  has 
only  a  slight  chemical  taste  which  is  not  at  all 
objectionable.  The  offensive  tastes  that  occasion- 
ally develop  in  chlorinated  municipal  water  sup- 
plies are  derived  jpossibly  from  combinations 
with  dissolved  products  from  certain  algae  and 
protozoa,  with  residues  from  gas  works  and  with 
other  unknown  compounds. 


The  use  of  chlorine  for  treating  water  sup- 
plies has  indirectly  resulted  in  a  greater  disin- 
clination to  go  in  for  sewage  disposal.  Where 
formerly  municipalities  knew  that  it  was  neces- 
sary to  both  filter  their  water  supply  and  protect 
it  from  unnecessary  pollution  by  treating  their 
sewage  either  partially  or  completely,  a  cheap 
method  of  safeguarding  the  water  supply  has 
given  them  an  idea  that  more  expensive  protec- 
tion was  not  essential. 
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supply  of  Toronto  was  due  solely  to  Toronto  sewage 
transported  by  wind-driven  currents,  and  that  no  in- 
take could  he  located  within  ten  miles  of  Toronto 
which  would  not  he  subjected  to  dangerous  pollution 
as  long-  as  the  city  sewage  was  being  discharged  un- 
treated, or  only  partially  treated,  into  the  lake.  From 
analogy,  it  was  concluded  that  such  wind  currents 
exist  in  all  the  Great  Lakes,  and  that  the  general  in- 
fluences at  work  near  any  large  city  would  bring 
about  analogous  conditions  to  those  in  Toronto.  The 
work  of  the  International  Joint  Commission  on  the 
pollution  of  international  waterways  has  since  amply 
continued  the  truth  of  these  statements. 

The  water  supply  in  Toronto  at  present  is  all  be- 
ing filtered,  either  through  slow  sand  or  mechanical 
filters,  and  is  subsequently  treated  with  chlorine.  The 
load  on  these  filters,  due  to  the  steadily  increasing 
sewage  pollution  of  the  lake  water,  has  become  very 
high,  and  in  view  of  the  fact  that  the  city  is  growing 
rapidly,  the  time  is  approaching,  according  to  a  recent 
official  statement,  when  raw  water  may  have  to  be 
passed  into  the  city's  water  supply  system ;  in  such 
case  chlorine  will  be  the  only  safeguard.  In  view  of 
this  combination  of  circumstances,  and  the  fact  that 
the  water  is  becoming  more  heavily  polluted  each 
year,  the  situation  is  not  a  desirable  one  to  contem- 
plate. Though  self-purification  is  undoubtedly  going 
on  to  a  wonderful  degree  in  these  large  bodies  of  wat- 
er, it  is  interesting  to  note  that  pollution  was  found  in 
Lake  Ontario,  by  Dr.  Amyot,  at  a  depth  of  over  six 
hundred  feet,  and  by  ourselves,  in  some  cases,  at  a 
depth  of  one  hundred  feet,  and  was  traced  on  the  sur- 
face for  ten  miles  in  all  directions  from  the  city. 

There  is  no  doubt  that,  taking  everything  into  con- 
sideration, chlorine  has  been  a  Godsend  to  the  world, 
and  has  undoubtedly  reduced  the  mortality  from  ty- 
phoid fever  to  the  irreducible  minimum  in  many  muni- 
cipalities formerly  scourged  by  this  disease.    In  Amer- 


ica alone  there  are  probably  a  thousand  chlorine  in- 
stallations for  the  disinfection  of  municipal  water  sup- 
plies. ; 

Nobody,  however,  wants  to  drink  dirty  chlorinat- 
ed water  containing  mud,  sand,  weeds,  fish,  worms  and 
other  dead  and  living  matter  such  as  is  commonly 
found  in  all  surface  water  supplies.  In  all  such  cases 
I  believe  that  water  should  be  filtered  as  a  preliminary 
to  disinfection. 

General  experience  has  proved  that,  with  proper 
control,  chlorine,  in  any  of  its  available  forms,  has 
been  an  exceedingly  valuable  agent  in  helping  to  elim- 
inate enteric  disease.  The  installation  is  cheap,  the 
treatment  is  effective,  and  as  long  as  properly  super- 
vised, and  breaks  in  its  continuity  prevented,  it  can 
be  depended  on.  Even  though  there  are  difficulties 
in  application  and  in  the  development  of  tastes,  and 
though  it  is  dependant  on  the  human  element,  it  is 


nevertheless  an  exceedingly  efficient  and  reliable  pro- 
cess, and  one  of  the  greatest  discoveries  that  sanitar- 
ians have  made  during  the  last  century. 


Nova   Scotia   Stone   Go.'s    Plant   at  Lake 
Williams,  N.S.,  is  Model  of  Efficiency 

PFRHAPS  the  largest  and  most  expensive  stone 
breaking  layout  of  a  permanent  nature  in  the 
Maritime  provinces  is  the  plant  of  the  Nova 
Scotia  Stone  Co.,  Ltd.,  at  Lake  William,  N.  S., 
on  the  Dartmouth  Branch  Railway,  between  Dart- 
mouth and  Windsor  Junction.  There  is,  in  this  plant, 
every  facility  of  a  modern  character  for  crushing  and 
sorting  stone  for  concrete  road  building,  etc.  The 
stone  is  obtained  from  a  cliff  of  clear  whin  or  quart- 
zite,  containing  approximately  2,000,000  tons  immedi- 
ately available.  The  face  of  the  cliff  is  about  60  ft. 
high  and  over  50  per  cent,  of  the  raw  material  is  on  the 
high  levels  and  is  available  for  handling  by  gravity. 
Engineers  who  have  examined  the  quality  of  the 
stone  state  that  it  is  of  a  very  superior  quality  with- 
out any  traces  of  slate  or  iron,  the  presence  of  which 
would  be  very  detrimental  to  good  concrete. 

The  plant  is  well  equipped  with  modern  machinery, 
making  it  possible  to  convey  stone  from  the  cliffs  to 
the  crushers  by  gravity.  From  the  primary  crushers 
the  stone  is  elevated  to  the  first  screens  which  take 
out  all  of  the  marketable  sizes,  the  oversized  being 
conveyed  on  belt  conveyors  and  re-crushing  machine- 
ry, the  products  of  which  are  further  sorted.  The 
final  product  is  deposited  in  bins  which  are  at  such 
an  elevation  that  railway  cars  are  loaded  entirely  by 
gravity. 

The  siding  accomodation  is  arranged  for  12  of  the 
largest  railway  cars  at  a  time.  The  power  house  is 
equipped  with  modern  boilers,  engines,  air  compres- 
sors, etc. 

On  the  whole,  the  plant  is  well  balanced  and  ar- 
ranged for  the  maximum  of  economy  in  operation. 
The  property  is  well  located  for  shipment  to  the  var- 
ious markets  and  the  Nova  Scotia  Stone  Company 
have  distributed  their  product  as  far  as  Moncton  and 
Sackville  in  New  Brunswick  and  Charlottetown  in 
Prince  Edward  Island.  On  account  of  their  excellent 
facilities  for  prompt  and  quick  deliveries  they  are  pre- 
pared to  handle  large  quantities  of  broken  stone  for 
any  special  job.  Up  to.the  present,  the  company  have 
been  unable  to  keep  up  with  the  demand,  but  they 
are  now  installing  additional  equipment,  which,  when 
completed,  will  place  them  in  a  position  to  take  care 
of  any  ordinary  demand  which  may  develop  for  a 
long  time  to  come. 

Stone  from  this  plant  has  been  used  in  the  con- 
struction of  the  Imperial  Oil  Company's  large  plant  at 
Imperoyal,  Dartmouth  ;  the  Arcadia  Sugar  Refineries 
Company,  Dartmouth ;  the  Halifax  Shipyards,  Hali- 
tax;  and  the  Robert  Simpson  Company's  building, 
Halifax. 


Operations  have  commenced  on  an  addition  to  the 
factory  of  the  Parisian  Corset  Manufacturing  Co., 
Ltd.,  Quebec.  The  total  estimated  cost  is  $110,000. 
The  work  is  scheduled  for  completion  by  December 
1st  next.  The  architects  are  Messrs.  Staveley  & 
Staveley,  Quebec,  and  the  contractor  for  the  masonry 
is  Mr.  A.  Fackney,  and  for  the  carpentry,  C.  A.  Vezina, 
both  of  Quebec.  The  remaining  contracts  have  not 
yet  been  awarded. 


At  the  present  time,  the  old  feeling  of  ap- 
prehension has  died  away  to  a  considerable  ex- 
tent, and  the  tendency  has  been  to  ease  up  on 
the  demands  that  sewage  be  more  completely 
treated.  This  is  most  unfortunate,  because,  with 
a  badly  polluted  water  and  careless  management 
of  filters  and  disinfection  apparatus,  a  municipal- 
ity is  always  hovering  on  the  border  of  an  epi- 
demic; and  it  needs  only  a  break  in  the  protec- 
tive system  to  bring  about  a  catastrophe. 
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Alkali  Soils  of  Prairie  Provinces  Cause 
Decay  of  Concrete  Structures 

Mi/lions  of  Dollars  Worth  of  Foundations,  Sewers,  Pipe  Lines,  Irrigation  Works,  Retaining 
Walls,  Abutments,  Etc.  Are  Subject  to  Destruction — No  Cure  Seems  Yet  Available 
But  Investigation  is  Being  Carried  Out — Measures  Being  Taken  to  Save 

Winnipeg  Aqueduct 

By  W.  G.  Chace,  M.E.I.C.,  Chief  Engineer,  Greater  Winnipeg  Water  District 


MUNICIPALITIES,  corporations  and  private 
owners  in  the  prairie  provinces  of  Canada 
and  in  the  central  states  of  the  United  States 
are  facing  the  tragedy  of  the  loss  by  decay 
of  the  structures  of  concrete,  in  which  they  have  in- 
vested large  sums  of  money,  for  sewers,  water  supply 
lines,  irrigation  syphons  and  head  works,  retaining 
walls,  bridge  abutments  and  deep  foundations  of 
buildings.  Millions  of  dollars  invested  will  be  lost  or 
have  already  been  lost,  and  works  covered  by  long- 
term  bond  issues  must  be  entirely  rebuilt  in  many 
cases  before  the  expiry  of  even  one-third  of  the  term 
of  the  bonds.  Rebuilding  or  repair  of  injured  struc- 
tures should  be  done  with  a  full  comprehension  of  the 
risks  involved  and  with  every  precaution  possible  to 
prevent  repetition  of  the  disasters  experienced.  The 
efforts  of  the  engineers  and  chemists  who  have  been 
giving  their  attention  to  this  subject  during  the  past 
few  years  should  be  strongly  supported  financially 
and  with  co-operation  by  all  interested  corporations . 

Widespread  Decay  of  Concrete  Structures 

Injury  to  concrete  structures  underground  in  the 
vicinity  of  Winnipeg-  was  noted  as  early  as  1912,  but 
defects  therein  observed  were  laid  to  poor  concrete 
either  by  reason  of  improper  mixture  or  inefficient 
workmanship.  The  examples  noted  had  been  compar- 
atively rare  up  to  that  time,  and  even  until  1917, 
probably  because  of  the  comparatively  short  period 
during  which  the  concrete  works  had  been  exposed 
to  injury  underground.  Of  later  years  observed  injur- 
ies have  been  more  and  more  frequent  and  have  in- 
cluded foundations  of  important  buildings  in  Winni- 
peg, large  and  small  sewers  in  St.  Boniface,  twenty- 
four  out  of  forty-five  miles  of  concrete  sewers  in  the 
city  of  Winnipeg  only  recently  reported  to  be  in  seri- 
ous condition,  and  most  lately  a  portion  of  the  new 
aqueduct  of  the  Greater  Winnipeg  Water  District.  In 
Saskatoon,  injury  to  building  foundations  and  floors 
has  been  noted.  In  Moose  Jaw,  besides  injury  to 
building  foundations,  subway  walls  have  suffered.  In 
Alberta,  concrete  syphons,  head  works  of  irrigation 
canals,  drops  and  other  structures  in  irrigation  work 
besides  concrete  structures  and  mine  props  in  coal 
mines  have  all  suffered  and  to  a  serious  degree.  Sim- 
ilar experiences  have  been  reported  from  various  sec- 
tions of  irrigated  territory  in  the  United  States. 

The  subject  has  been  under  study  by  different 
bodies  for  some  years.  The  Agricultural  College  of 
Montana  issued  Bulletin  No.  81  and  Circular  No.  8; 
the  Experiment  Station  of  the  Agricultural  College  of 
Colorado  issued  Bulletin  No.  83;  the  Bureau  of  Stand- 
ards, Washington,  D.C.,  working  with  the  Reclama- 
tion Service  issued  Technological   I'aper  No.  92,  the 


most  complete  study  yet  published.  It  was  early  dis- 
covered that  the  injury  generally  arose  from  the  pre- 
sence of  "epsom  salts"  and  "glauber  salts"  in  the  soil 
waters;  from  these  salts  the  sulphate  molecule  com- 
bined with  calcium  of  the  concrete  to  form  gypsum; 
this  action  takes  place  more  rapidly  in  the  presence 
of  common  salt.  The  rate  of  decay  is  now  recognized 
by  most  students  to  be  dependent  upon  the  concen- 
tration of  the  salts  in  the  ground  waters.  It  is  also 
recognized  that  all  practicable  mixtures  of  portland 
cement  concrete  will  decay  if  set  in  a  soil  whose 
ground  waters  are  saturated. 

Several  Theories  Prove  Fallacious 

During  1917  and  191 8  the  laboratories  of  the  city 
of  Winnipeg  and  of  the  Greater  Winnipeg  Water  Dis- 
trict spent  some  considerable  time  in  trying  out  two 
or  three  theorems.  The  theorem  that  concrete  which 
had  been  premoulded  and  cured  before  placing  in  the 
ground  would  be  immune  was  explained,  first,  by  ar- 
tificial steam  curing  of  mortar  briquettes  which,  when 
exposed  to  concentrated  solutions  of  magnesium  and 
sodium  sulphates,  suffered  decay ;  second,  by  the  ob- 
servation of  the  effect  of  soil  waters  upon  premolded 
sewer  pipe  of  concrete  anl  upon  manhole  rings  of  pre- 
molded concrete. 

The  theorem  suggested  by  Montana  College  bul- 
letin that  an  integral  treatment  with  soft  soap  and 
alum  would  be  effective  by  preventing  access  of  soil 
waters,  was  also  exploded  by  laboratory  tests  cover- 
ing a  period  of  three  to  six  months  on  briquettes  of 
various  densities  so  treated  and  then  exposed  to  con- 
centrated sulphate  solutions. 

It  had  been  observed  that  concrete  composed  of 
limestone  sands  ajid  aggregates  seemed  to  be  trans- 
formed entirely  by  the  sulphates  leaving  in  the  mass 
the  pebbles  alone  without  transformation ;  the  grit 
of  the  sand  originally  present  had  disappeared  so  that 
the  mortar  magma  had  become  but  a  putty-like  mass 
of  gypsum.  This  suggested  that  a  concrete  compris- 
ing chiefly  silicious  aggregates  might  be  immune 
but  laboratory  experiments  soon  proved  that  the  de- 
struction of  the  mortar  was  not  thereby  prevented ; 
and  that  in  some  manner  the  constituents  of  the  port- 
land  cement  offered  the  key  to  the  risk  to  which  con- 
crete is  exposed. 

E.  I.  C.  Taking  Matter  Up 

In  1017  the  Engineering  Institute  of  Canada,  Mani- 
toba Branch,  appointed  a  committee  to  study  this  sub- 
ject. Tn  August,  1918,  the  matter  was  brought  form- 
ally to  the  attention  of  the  Institute  in  brief  paners 
by  Messrs.  B.  Stuart  McKenzie  of  Winnipeg  and  A. 
S.  Dawson  of  Calgary,  before  the  professional  meet- 
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ing  of  the  Institute  at  Saskatoon.  As  a  result  of  this 
meeting  the  Institute,  as  a  national  body,  appointed 
a  committee  of  twelve  men,  four  from  each  of  the 
three  prairie  provinces,  to  report  on  the  subject  from 
time  to  time.  This  committee  has  finally  succeeded 
in  obtaining  the  support  of  the  Portland  Cement  As- 
sociation of  America,  and  is  negotiating  for  further 
support  from  the  Research  Council  of  Canada.  The 
committee  feels  that  the  onus  of  the  question  lies,  pri- 
marily, with  the  Portland  Cement  Association,  as  the 


instance,  a  recent  report  on  soil  waters  from  consecu- 
tive stations  along  the  96  in.  pressure  pipe  element 
of  the  District's  aqueduct  vary  as  follows  in  parts 
per  million  of  total  solids : 

Station  861  +  00    1299  Station  864  +  00  4439 

Station  862  +  00  6354  Station  865  +  00  1275 
Station  863  +  00  4554 

In  parts  of  SO4  per  million  the  following  consecu- 
tive proportions  have  been  noted : 
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Above:  Samples  of  briquettes 
showing  action  of  sulphate  so- 
lutions on  mortars  treated  with 
soap  and  aluminum  sulphate. 
Briquettes  immersed  in  solu- 
tion for  eight  months.  Solu- 
tion used  is  10  per  cent,  mag- 
nesium sulphate. 

Left:  Shows  action  of  a  10 
per  cent,  solution  of  magnesium 
sulphate  on  various  mortars. 
All  briquettes  cured  24  hours 
in  moist  closet  and  48  hours 
in  steam  at  150  degrees  F.  and 
kept  in  alkali  solution  314  mos. 
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manufacturers  of  cement  are  on  the  defensive  in  the 
matter.  The  subject,  however,  is  of  so  great  import- 
ance to  a  large  proportion  of  Canada  that  the  activity 
of  the  Research  Council  should  be  engaged  and  cost 
and  difficulty  of  what  is  really  a  tedious  and  expensive 
study  should  not  be  loaded  upon  the  professional  men. 

The  studies  of  the  Bureau  of  Standards  suggest 
that  soil  waters  bearing  more  than  0.1  per  cent,  of 
salts  are  dangerous  to  concrete.  In  some  areas,  es- 
pecially in  the  neighborhood  of  Winnipeg,  it  has  been 
noted  that  the  degree  of  concentration  in  the  soil 
waters  varies  in  the  most  extraordinary  manner,  for 


Station  862  +  00  4459 

Station  863  +  00  3018 

Station  864  +  00  3043 

Station  865  +  00  621 

Station  866  +  00  185 


Station  856  +  00  474 

Station  857  +  00  647 

Station  858  +  00  2697 

Station  859  +  00  5585 

Station  860  +  00  2304 

Station  861  +  00  3505 
The  soil  here  is  a  very  dense,  impalable  clay  and 
it  is  manifest  that  the  soil  waters  move  but  very  slow- 
ly indeed.  The  injury  to  the  concrete  structure  is  not- 
ed to  be  proportional  to  the  concentration  of  salts  ob- 
served. Further,  while  the  problem  is  for  this  area 
local  in  detail,  it  is  so  general  as  to  affect  entire  struc- 
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tures  and  tb  require  a  general  treatment  For  such 
structures. 

Underdrainage  to  be  Tried  on  Aqueduct 

To  save  the  pressure  conduit  of  the  Water  District 
a  plan  For  uncovering  and  backfilling  of  the  lower  por- 
tions of  the  trench  with  screened  gravel  in  which  an 
outletted  vitrified  tile  will  he  laid  has  been  recom- 
ended  in  the  expectation  that,  if  the  structure  can  be 
kept  dry  and  the  ground  waters  removed  without 
coming  into  contact  with  the  conduit  the  injury  must 
cease  and  the  structure  remain  sound.  Twelve  miles 
of  pressure  conduit  crossing  the  Red  River  Valley 
was  so  built  in  underdrained  trenches  and  it  is  un- 
fortunate that  the  same  system  of  underdrainage  had 
not  been  extended  eastward  throughout  the  entire 
district  of  alkali  clays  of  the  Red  River  Valley.  As 
indicated  by  a  study  of  this  article  the  technical  in- 
formation available  on  the  subject  of  the  decay  of 
concrete  is  not  even  yet  completed  and  at  the  time 
of  building  the  Water  District's  aqueduct  the  best 
information  available  was  to  the  effect  that  a  dense 


impervious  concrete  would  be  proof  against  injury 
by  alkali  soil  waters,  an  opinion  unfortunately  not  well 
founded . 

Sewers  and  deep  foundations  of  buildings  cannot 
be  underdrained;  caissons  of  concrete  supporting 
heavy  buildings  in  this  "alkali"  territory  must  decay. 
For  sewer  structures  of  large  dimension  there  must 
be  discovered  a  new  specification  if  concrete  is  to  be 
used  safely . 

The  photographs  shown  herewith  are:  First,  a 
series  of  briquettes  which  had  been  treated  with  soap 
and  sulphate  of  aluminum  and  had  been  kept  in  a  so- 
lution of  magnesium  sulphate  for  eight  months.  These 
photographs  should  be  convincing  to  the  reader.  ]f 
those  interested  in  sound  principles  of  construction 
and  those  interested  in  the  welfare  of  western  com- 
munities will  lend  their  sympathy  and  support  to  the 
men  who  are  struggling  with  this  most  serious  prob- 
lem, there  is  hope  that  the  emergency  may  be  met  and 
the  engineering  profession  relieved  of  ft  cloud  which 
otherwise  it  jnust  unjustly  bear. 


Progress  in  Purification  of  Toronto  Water 
Supply  During  the  Past  Fifty  Years 

By  Norman  J.  Howard,  Bacteriologist-in-charge,  Filtration  Plant  Laboratories,  Toronto 

That  Toronto's  water  supply  is  one  of  the  best  on  the  American  continent  is 
indicated  by  the  fart  that  the  typhoid  death  rate  is  the  second  lowest.  The  attain- 
ment of  this  condition  forms  a  long  and  interesting  story,  for  Toronto  has  grown 
rapidly  and  its  water  was  not  always  as  pure  as  it  is  to-day.  An  account,  therefore, 
of  the  development  of  the  water  supply  of  Toronto  from  1870,  when  its  population 
was  50,000,  until  1920,  when  its  citizens  number  over  half  a  million,  records  a 
remarkable  achievement.  In  this  article  Mr.  Norman  j.  Howard,  bacteriologist 
in  charge  of  the  city's  filtration  plant,  turns  historian  and  gives  our  readers  an 
illuminating  insight  into  the  difficulties  that  have  been  met  and  passed  by  those 
who  have  been  responsible  for  providing  for  Toronto  an  unusually  good  water  supply 


THE  attainment  of  the  present  high  degree  of 
purity  of  the  Toronto  water  supply  has  involv- 
ed many  difficulties  during  the  past  fifty  years, 
and  the  history  of  the  progress  and  numerous 
problems  encountered  and  overcome  presents  the  most 
remarkable  aclr'evement  of  any  city  in  Canada. 

In  1870  the  population  just  exceeded  50,000,  while 
in  1920  it  has  risen  to  the  half  million  mark.  The  re- 
port as  recommended  and  adopted  in  1872  was  pre- 
sented the  first  phase  of  water  purification,  the  plant 
wheh  was  built  consisted  of  an  open  filtering  basin  at 
the  Island  and  through  the  shallow  water  of  Block- 
house Bay.  The  water  was  then  passed  over  to  the 
city  through  a  36-inch  iron  pipe  laid  across  the  harbor 
to  John  Street.  Provision  was  made  for  the  water  fil- 
tering naturally  through  the  sand  basin,  the  consump- 
tion at  this  time  being  three  and  a  half  million  gallons 
daily.  In  1875  the  filtering  basin  was  placed  in  com- 
mission, it  having  been  tested  out  and  found  that  with 
a  live-foot  head  nearly  four  and  a  epiarter  million  gal- 
lons could  be  obtained  in  twenty-four  hours.  Whilst 
the  tests  were  being  completed,  the  wooden  conduit 
which  was  in  use  rose  to  the  surface.  This  pipe  was  of 
wooden  staves,  four  feet  in  diameter  and  about  6,000 
feet  in  length,  the  depth  being  about  12  feet  below  low 
water.  The  low  water  in  1 S74-75,  and  the  failure  of 
the  contractor  to  sufficiently  cover  the  pipe,  were 
doubtless  the  cause  of  its  rising.    Repairs  were  com- 


pleted and  water  supplied  from  Blockhouse  Bay  in 
1876.  A  36-inch  cast  iron  pipe  with  flexible  joints 
connected  the  northerly  end  of  of  the  four-foot  wood- 
en conduit  with  the  pumping  station,  the  distance 
across  the  bay  being  4,444  feet. 

In  the  spring  of  1877  it  was  decided  to  dredge  two 
open  cuts  or  channels  from  the  basin  to  the  lake.  One 
of  the  cuts  was  filled  with  stones,  and  in  the  second 
a  wooden  conduit  was  laid  into  the  lake  for  a  distance 
of  245  feet,  terminating  in  a  crib  20  feet  square  and 
about  7  feet  in  height.  Under  a  head  of  22  inches  the 
capacity  of  the  stone  filled  cut  was  determined  to  be 
10  million  gallons  per  day.  From  1878  until  1882  the 
water  supply  was  frecpiently  interrupted,  both  the  in- 
take pipes  becoming  blocked  with  sand  and  foreign 
matter. 

Quality  Was  Poor 

Actually  the  quality  of  the  water  was  so  bad  in 
1879  that  the  citizens  were  under  the  impression  that 
the  supply  was  being  drawn  from  the  bay.  As  a  re- 
sult of  the  unsatisfactory  conditions  a  commission  was 
appointed,  and  they  reported  the  water  in  the  filtering 
basin  when  pumped  down  as  "being  exceedingly 
filthy"  and  recommended  that  a  tunnel  be  constructed 
about  2,000  feet  in  length  and  water  be  taken  from  the 
lake  at  a  depth  of  30  feet.  In  1881  the  construction 
of  a  wooden  intake  pipe,  6  feet  in  diameter  and  2,628 
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feet  in  length,  was  commenced.  The  pipe  terminated 
in  a  submerged  rectangular  timber  crib  erected  in  30 
feet  of  w  ater  and  was  completed  late  in  1882.  For  a 
few  years  this  source  seemed  adequate  to  supply  a 
reasonably  pure  water  to  the  citizens  who  in  1884  had 
increased  in  number  to  105,000  consuming  nine  mil- 
lion gallons  of  water  daily. 

The  capacity  of  the  pipe  across  the  bay  was  reach- 
ed in  1887,  when  the  superintendent  advised  the  lay- 
ing of  another  pipe.  This  was  deferred  pending  a  re- 
port upon  gravity  supply  presented  by  Messrs.  Kivas, 
Tully  and  W.  J.  McAlpine,  of  New  York.  The  report 
was  presented  in  February,  1887,  and  recommended 
obtaining  the  supply  from  the  Oak  Ridge  lakes  and  the 
rivers  Don  and  Rouge. 

In  the  early  summer  of  1888  the  consumption  of 
water  exceeded  the  capacity  of  the  pipe  across  the  bay, 
but  no  steps  appear  to  have  been  taken  until  1889, 
when  another  report  was  presented  by  Messrs.  Ru- 
dolph Herring  and  Samuel  Grey  who  advised  the  city 
to  adhere  to  Lake  Ontario  as  the  source  of  supply. 
Following  this  report,  tenders  were  called  for  a  dupli- 
cate pipe  across  the  bay,  and  a  conduit  across  Block- 
house Bay  and  the  Island.  From  the  pumphouse  to 
Nankin's  Point,  the  pipe  was  to  be  48  inch  steel,  and 
a  60-inch  steel  pipe  from  there  to  the  south  shore  of 
the  Island.  It  was  also  considered  advisable  to  extend 
the  72-inch  wooden  intake  pipe  340  feet  further  into 
the  lake  to  a  depth  of  70  feet  of  water,  this  extension 
to  be  of  steel.  Construction  was  hurried  and  the  whole 
work  was  completed  in  1891. 

It  now  seemed  that  the  water  difficulty  was  settled 
as  the  intake  was  in  70  feet  of  water  and  the  capacity 
of  the  conduits  considerably  exceeded  the  demand. 
However,  on  Christmas  Day.  18(J2,  the  new  steel  pipe 
across  Blockhouse  Bay  and  the  Island  rose  to  the 
surface  through  the  ice,  the  rising  being  attributed  to 
the  screens  at  the  shore  crib  becoming  blocked  with 
weeds.  During  the  winter  months  the  new  conduit 
was  replaced  in  position,  the  city  supply  be;ng  taken 
from  Blockhouse  Bay  in  the  meantime. 

Frequent  Interruptions  in  Supply 

The  average  daily  consumption  in  1893  exceeded 
18  million  gallons,  the  population  of  the  city  being 
170,000.  On  September  5th,  1895,  the  steel  conduit 
rose  again  in  Blockhouse  Bay.  As  a  result  a  small 
settling  basin  was  constructed  on  the  south  shore  of 
Blockhouse  Bay,  into  which  a  supply  of  lake  water 
flowed  through  the  intake,  and  the  conduit  which  was 
opened  at  that  point.  A  connection  was  made  at  this 
settling  basin  with  the  old  four  foot  wooden  conduit 
which  conveyed  the  lake  water  from  the  settling  basin 
to  Hanlan's  crib.  For  two  days  the  city  was  supplied 
with  water  from  the  reservoir.  Blockhouse  Bay  was 
drawn  upon  until  the  middle  of  October,  when  con- 
nection was  made  with  the  settling  basin.  The  second 
rising  of  the  steel  conduit  was  attributed  to  an  accumu- 
lation of  sand  in  the  conduit,  and  the  low  level  of 
water  in  the  lake. 

At  this  time  considerable  discontent  was  manifest 
at  the  periodical  interruptions  in  the  supply,  and  the 
question  of  obtaining  the  city  water  from  Ridge  Lakes 
or  Lake  Simcoe  appears  to  have  been  seriously  con- 
sidered. The  consulting  experts  Messrs.  Herring  and 
Grey  reported  against  both  schemes.  A  private  com- 
pany offered  to  supply  up  to  30  million  gallons  per 
day"  at  one  and  one-half  cents  per  thousand  gallons, 
and  at  one  cent  per  thousand  gallons  for  all  that  might 
be  required  over  that  quantity.    The  water  was  to 


flow  from  Lake  Simcoe  by  gravity  through  pipes,  tun- 
nel and  conduits,  and  to  be  delivered  into  reservoirs 
north  of  the  city  at  an  elevation  of  not  more  than  400 
feet  above  Lake  Ontario.  The  quality  of  water  was 
to  be  of  standard  purity  to  meet  the  requirements  of 
the  city  or  the  Provincial  Board  of  Health.  Numerous 
observations  were  made  to  determine  the  quality  of 
Lake  Simcoe  water,  Drs.  Ellis  and  Pyne  .clearly  de- 
monstrating at  the  time  that  the  quality  of  the  water 
was  distinctly  less  pure  than  that  of  Lake  Ontario 
water. 

Lake  Simcoe  Source  Denounced 

The  outcome  of  the  controversy  was  the  calling- 
in  of  Mr.  James  Mansergh,  of  London,  England.  His 
report,  which  was  quite  comprehensive  in  character, 
advised  the  city  to  adhere  to  Lake  Ontario  water  as 
source  of  supply  in  preference  to  Lake  Simcoe.  He 
severely  denounced  the  Lake  Simcoe  proposition,  his 
reoort  in  oart  reading:  "The  whole  nroposal  bears,  on 
the  face  of  it,  evidence  that  it  is  not  based  on  any  sub- 
stantial foundation,  and  I  should  suppose  that  no  en- 
gineer has  been  consulted  about  the  details  of  the  offer 
made  to  the  city  council.  If  this  offer  were  accepted, 
I  am  quite  positive  that  the  bargain  would  never  be 
completed  by  the  company,  and  the  whole  business 
would  end  in  a  miserable  fiasco.  Moreover,  I  advise 
distinctly  that  the  water  supply  to  any  city  should 
never  be  entrusted  to  a  company,  however  serious  and 
stable.  It  is  essentially  a  municipal  business  and  when- 
ever a  competent,  incorruptible  and  truly  representa- 
tive municipal  authority  exists,  that  body  should  ad- 
minister and  control  the  water  supply  in  the  sole  in- 
terest of  the  ratepayers,  and  without  increasing  it- 
cost  by  providing  dividends  to  shareholders." 

Mr.  Mansergh's  report  was  delivered  to  the  city 
council  in  the  spring  of  1896  and  embodied  in  his  re- 
commendations were  (a)  relaying  of  the  lake  intake 
pipe,  (b)  pumping  station  on  the  Island,  (c)  filtration 
plant  on  the  Island  (ultimately),  (d)  new  conduits 
across  the  Island  and  tunnel  under  the  bay.  He  also 
suggested  that  steps  should  be  taken  to  remove  the 
discharge  of  city  sewage  into  the  harbour.  Part  of  the 
recommendations  made  were  adopted  by  the  city,  and 
the  improvements  carried  out.  They  included  the 
bu'lding  of  a  new  steel  intake  pipe,  2,200  feet  out  in 
the  lake,  the  construction  of  a  waterworks  system  on 
the  Island,  a  new  72-inch  steel  conduit  across  the 
Island  and  a  tunnel  under  the  harbor. 

Tunnel  Under  The  Bay 

The  construction  of  the  tunnel  under  the  harbor 
was  quite  a  remarkabe  feat  of  engineering.  The  tun- 
nel is  practically  a  horseshoe  in  cross  section,  eight 
feet  in  diameter  and  eight  feet  in  height,  with  an  in- 
ternal area  of  54.7  square  feet.  At  the  city  end  the 
vertical  shaft  has  a  depth  of  about  77  feet 
beneath  the  zero  of  the  lake  and  at  the  Island  end,  a 
depth  of  93y2  feet. 

While  extensive  improvements  were  being  made  to 
secure  a  pure  water,  the  volume  of  sewage  discharging 
into  the  bay  was  increasing,  and  was  considered  so 
ser;ous  that  City  Engineer  Rust  was  sent  to  England 
to  report  on  sewage  disposal  work.  Numerous  re- 
ports were  made  including:  (1)  The  discharge  of  crude 
sewage  into  the  lake;  (2)  filtration  scheme  and  dis- 
charge of  effluent  into  the  lake  nine  miles  east  of  the 
waterworks  intake;  (3)  septic  tanks  and  filter  beds; 
and  (4)  sed'mentation  and  removal  of  solids,  effluent 
to  be  discharged  into  lake  four  and  one-half  miles 
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east  of  waterworks  intake.  The  last  mentioned  re- 
commendation by  Messrs.  Rudolph  Herring,  of  New 
York  and  John  D.  Watson,  of  Birmingham,  England, 
was  finally  adopted  in  1909  and  construction  of  the 
disposal  works  at  Morley  Avenue  was  later  com- 
menced. It  was  not  thought  at  this  time  that  any 
danger  of  pollution  of  the  water  supply  would  occur, 
the  prevailing  currents  being  from  west  to  east. 

Storms  Interfere  With  Supply 

From  1895  to  1910,  a  period  of  fifteen  years,  lake 
water  was  supplied  to  the  citizens  without  interrup- 
tion. About  December  12th,  1910,  a  severe  storm 
occurred  on  Lake  Ontario  and  floating  fields  of  ice  were 
driven  against  the  south  shore  of  the  Island.  On  De- 
cember 13th,  an  interruption  was  observed  in  the  flow 
of  water  into  the  wells  of  the  pump  house,  and  an 
examination  showed  that  the  tank  at  the  south  shore 
of  the  Island  connecting  the  conduit  with  the  intake 
was  empty,  but  within  a  few  hours  it  cleared  itself  and 
pumping  was  resumed.  On  February  Cth,  1911,  a  se- 
cond storm  occurred,  followed  by  a  shortage  qf  water. 
From  February  7th  to  February  16th,  the  supply  was 
irregular  and  not  equal  to  the  demand.  It  should  be 
noted,  however,  that  it  was  necessary  to  close  down 
the  pumps  when  making  examinations  with  a  diver. 
On  February  15th,  a  cutting  was  made  into  Blockhouse 
Bay  from  the  old  settling  basin  (which  was  construct- 
ed in  1895),  from  which  source  the  city  was  supplied 
until  May  10th.  Examination  of  the  intake  pipe 
showed  two  distinct  displacements  and  on  account  of 
the  severity  of  the  weather  great  difficulty  was  ex- 
perienced not  only  in  repairing  the  pipe,  but  in  con- 
necting up  a  temporary  intake.  The  latter  was  finally 
placed  in  position  at  the  end  of  June,  from  which  date 
until  August  18th,  the  greater  part  of  the  city  supply 
was  drawn.  The  intake  was  750  feet  from  the  shore 
crib,  in  about  ten  feet  of  water.  Final  repairs  to  the  in- 
take were  completed  in  the  fall  of  1911. 

Sewage  Polluted  Water 

Prior  to  the  break  in  the  intake,  Mr.  Allen  Hazen 
of  New  York,  had  been  advising  the  city  on  a  water 
purification  plant  and  recommended  the  .construction 
of  a  slow-sand  system.  The  population  had  now  grown 
to  360,000  with  a  daily  consumption  of  34  million  gal- 
lons. It  was  decided  to  build  the  filtration  plant  at 
the  Island  and  work  was  commenced  late  in  1910.  In 
1911  a  board  of  water  commissioners  was  appointed 
to  consider  and  report  on  the  whole  water  situation 
including  the  existing  and  future  needs.  The  com- 
mission consisted  of  Mr.  J.  G.  Sing  as  chairman  and 
Messrs.  Isham  Randolph,  T.  Aird  Murray  and  Willis 
Chipman.  Numerous  reports  were  issued  during  the 
period  between  the  break  and  the  repairing  of  the 
intake  pipe,  most  of  which  were  acted  upon.  The 
commissioners  went  on  record  as  opposed  to  the  dis- 
charge of  sewage  into  the  lake  due  east  of  the  water- 
works intake,  unless  adequate  provision  was  made  to 
render  the  effluent  innocuous  by  sterilization  or  other- 
wise guarding  against  infectious  matter  being  dis- 
charged into  the  lake.  Experience  has  shown  that 
their  contentions  were  justified  and  that  the  sewage 
disposal  works  has  actually  seriously  polluted  the  raw 
water. 

The  third  interim  report  recommended  extensions 
and  improvements  to  the  existing  waterworks  system, 
consisting  of  duplication  of  the  Island  pumping  plant 
and  of  the  filtration  plant.  This  report  further  out- 
lined an  additional  water  supply  from  Lake  Ontario, 


at  a  point  in  the  vicinity  of  Scarboro,  utilizing  the 
high  elevation  of  land  in  that  locality  for  the  purpose 
of  a  reservoir.  Lake  Simcoe  as  a  source  of  supply  was 
again  touched  upon  but  reported  against,  on  account 
of  impurities  contained  in  that  supply. 

Works  at  Scarboro  Proposed 

The  commissioners'  final  report  described  the  pro- 
posed new  works  at  Scarboro,  and  included  an  intake 
two  miles  from  shore  in  100  feet  of  water,  seven  miles 
east  of  the  effluent  discharged  from  the  Morley  Ave- 
nue disposal  works.  Frequent  observations  on  the  phy- 
sical quality  of  the  water  were  made  at  the  filtra- 
tion plant  laboratories,  and  showed  the  raw  water 
to  be  free  of  turbidity  even  after  severe  storms.  Com- 
parison with  water  at  the  existing  intake  showed  the 
quality  of  water  at  the  proposed  intake  to  be  much 
superior,  as  while  one  intake  frequently  gave  a  high 
turbidity,  the  other  was  free  from  such.  A  mechanical 
filtration  plant  was  to  be  constructed  on  top  of  the 
reservoir.  An  elaborate  chlorinating  system  for  emer- 
gency service  in  connection  with  the  filtration  plant 
was  to  be  provided  and  so  located  that  chlorine  could 
be  applied  to  the  raw  or  filtered  water,  although  it 
was  recommended  that  the  water  should  be  filtered 
at  all  times.  The  capacity  of  the  reservoir  was  to  be 
130  million  gallons  and  it  was  to  be  subdivided  into 
four  units  so  that  any  single  unit  could  be  emptied  and 
inspected  if  occasion  arose.  From  the  reservoir  the 
water  was  to  flow  by  gravity  through  a  steel  conduit 
to  the  city.  It  was  estimated  that  the  construction 
of  the  proposed  Scarboro  works  would  take  from  three 
to  five  years  to  complete  and  would  cost  five  and  a  half 
million  dollars.  With  the  presentation  to  the  city  of 
the  final  report  embodying  the  above  mentioned  re- 
commendations, the  work  of  the  commissioners  was 
concluded. 

Growth   of   City   Demands   Extension  to  Filtration 

Plant 

In  January  1912  the  slow-sand  plant  was  com- 
pleted and  put  in  commission.  From  the  outset  con- 
siderable controversy  arose  as  to  the  wisdom  of  the 
city  in  adopting  this  system  of  filtration.  Before  the 
plant  had  been  in  commission  six  months,  the  con- 
sumption of  water  in  the  city  had  outgrown  its  capa- 
city and  a  mixture  of  filtered  and  unfiltered  water  had 
to  be  supplied  the  consumers.  About  this  time  Mr. 
R.  C.  Harris  became  Commissioner  of  Works  and  im- 
mediately investigated  the  conditions  and  recommend- 
ed the  duplication  of  the  filtration  plant.  It  was 
largely  due  to  his  speedy  efforts  that  the  new  filtra- 
tion plant  was  built  and  the  citizens  supplied  with 
filtered  water  entirely.  The  old  controversy  as  to 
the  most  suitable  system  of  extension  delayed  the 
building  of  the  plant  for  over  a  year  and  it  was  not 
until  the  early  summer  of  1914  that  the  contract  was 
awarded  for  the  construction  of  the  present  drifting- 
sand  plant.  The  reasons  given  for  the  change  in  sys- 
tem were  difficulties  in  operation,  caused  by  a  combin- 
ation of  occasional  high  turbidity  and  the  low  tem- 
perature in  the  winter  months.  As  regards  purifica- 
tion, the  slow-sand  plant  proved  wonderfully  effec- 
tive, and  gave  bacteriological  results  showing  a  re- 
moval of  over  99  per  cent.  The  drifting-sand  plant 
was  completed  and  taken  over  by  the  city  in  the  sum- 
mer of  1918.  The  combined  working  capacity  of  the 
two  plants  is  approximately  80  million  gallons,  and  as 
this  is  at  times  barely  sufficient  to  meet  the  summer 
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demands,  a  further  extension  has  to  take  place  in  the 
near  future. 

Relation  of  Purification  to  Public  Health 

The  remarkable  results  obtained  in  recent  years  by 
purification  of  the  city  water  supply,  are  only  too  ap- 
parent. Loss  of  time,  energy  and  money  spent  in 
combating  typhoid  fever  make  one  wonder  why  the 
beneficial  effects  of  filtration  and  sterilization  were 
not  more  fully  appreciated  and  secured  at  an  earlier 
date.  The  following  table  shows  the  population  since 
1870,  the  consumption  per  capita,  and  typhoid  mortal- 
ity per  100,000  of  population  : — 


Population  Consumption  Typhoid  mor- 

per  capita  talityper 
100,000 

1870                                   55,000  * 

1880                                   80,000                64  * 

1890  167,000                86  93.1 

1900  199,000              110  21.0 

1910  340,000              101  44.1 

1915  475,000               107  1.9 

1919   495,000              128  2.6 


*No  record 

If  it  is  considered  that  in  1910  one  hundred  and 
fifty  lives  were  lost  through  typhoid  and  this  figure 
had  been  reduced  to  13  in  1919,  the  wonderful  prophy- 
lactic work  of  the  Works  and  Health  Departments  is 
apparent.  It  is  certainly  cheaper  to  treat  the  water 
efficiently  than  to  bear  the  burden  of  disease  and 
death.  The  raw  water  as  supplied  to  the  city  for 
purification  purposes  is  still  seriously  polluted,  and 
only  by  maintaining  a  highly  efficient  purification 
plant  and  final  sterilization,  together  with  adequate 
provision  for  a  future  supply,  can  the  city  be  sure  that 
the  clanger  from  a  typhoid  epidemic  has  been  removed. 

Pure  Water  Reduces  Prevalence  of  Many  Diseases 

Of  recent  years  American  sanitarians  have  not  only 
associated  typhoid  fever  with  impure  water  supplies, 
but  have  regarded  the  latter  as  also  being  a  contri- 
butory factor  in  numerous  other  diseases  not  usually 
associated  with  water  supply.  The  following  extract 
(being  a  quotation  from  a  paper  by  Hyde  on  "The  ster- 
ilization of  water  supplies  by  the  use  of  hypochlor- 
ites") is  of  particular  interest.  It  is  extracted  from 
the  excellent  monograph  of  Sir  A.  C.  Houston,  prob- 
ably one  of  the  greatest  living  authorities  on  water 
supply.  It  is  not  given  as  his  own  views  but  as  those 
of  certain  American  sanitarians. 

"Messrs.  Mills  (1893),  Reincke  (1893),  Hazen 
(1904),  Sedgwick  (1910),  and  others  have  shown  that 
when  a  pure  water  supply  has  replaced  an  impure  one 
in  a  community,  the  general  death  rate  therein  is  gen- 
erally reduced  in  a  considerably  greater  degree  than 
would  be  accounted  for  by  the  reduced  prevalence  of 
typhoid  fever  and  other  recognized  typical  water-borne 
diseases.  A  study  of  the  vital  statistics  of  numerous 
places  where  the  quality  of  the  public  water  supply 
has  suddenly  been  changed  from  bad  to  excellent,  as 
for  instance,  by  the  construction  and  proper  opera- 
tion of  adequate  purification  works,  has  shown  that 
for  every  person  thus  saved  from  death  from  typhoid 
fever,  approximately  three  other  persons  are  saved 
from  death  from  other  causes,  many  of  which  have 
probably  never  been  thought  to  have  any  direct  con- 
nection with,  or  to  be  especially  affected  or  influenced 
by,  the  quality  of  the  public  water  supply." 


"This  numerical  statement  of  the  reduction  in  death 
rate  more  or  less  directly  due  to  improved  water  sup- 
plies has  recently  become  known  as  the  Hazen 
Theorem,  because  Mr.  Allen  Hazen  in  1903-05  was 
the  first  to  announce  in  definite  terms  this  interesting 
and  most  encouraging  phenomenon.  Even  such  unex- 
pected diseases  as  tuberculosis,  pneumonia,  bronchitis, 
and  a  series  of  disturbances  causing  undue  mortality 
among  infants  seem  to  be  decidedly,  affected  by  the 
changes  in  the  quality  of  the  water  supply.  From 
general  principles  it  is  to  be  inferred  that  the  drinking 
of  a  polluted  and  unsanitary  water  supply  must  surely 
tend  to  lower  the  vital  resistence.  On  the  other  hand 
an  improved  water  supply  must  mean  a  real  improve- 
ment in  the  general  health  tone  of  the  community, 
a  real  uplift  and  reinforcement,  rather  than  an  impair- 
ment of  the  vital  resistence  of  the  consumer  of  such 
supplies." 

Monetary  Value  of  Typhoid  Losses 

Professor  Whipple  has  estimated  that  each  typhoid 
death  costs  the  community  $10,000.  This  figure  has 
been  generally  accepted  by  sanitarians  all  the  world 
over,  and  if  it  is  applied  to  Toronto,  it  will  be  seen 
that  in  1910  the  typhoid  epidemic  cost  the  citizens  one 
and  a  half  million  dollars.  This  is  based  upon  the 
assumption  that  each  typhoid  death  represents  usually 
about  ten  cases  of  the  disease.  In  1919  when  only 
thirteen  deaths  occurred,  the  amount  was  reduced  to 
one  hundred  and  thirty  thousand  dollars. 

Reverting  back  to  the  conditions  that  existed  in 
Toronto,  the  city  engineer's  report  of  1893  contained 
the  following:  "The  entire  water  supply  of  the  city 
at  the  time  the  works  were  placed  under  my  charge, 
was  being  drawn  directly  from  sewage-polluted  wa- 
ters, and  as  a  natural  consequence,  typhoid  fever  cases 
and  deaths  increased  to  such  an  alarming  extent  as  not 
only  to  cause  the  greatest  anxiety,  but  to  threaten 
the  business  prospects  of  the  city."  Conditions  were 
better  in  the  succeeding  years  following  an  improve- 
ment in  the  water  supply,  but  typhoid  became  epidemic 
in  1910  and  early  in  the  spring,  the  raw  water  was 
chlorinated  for  the  first  time.  It  was  not  until  May  of 
that  year,  that  an  efficient  system  was  adopted.  Fol- 
lowing the  effective  chlormation  of  the  water,  typhoid 
decreased  rapidly  and  in  1911  the  rate  had  been  re- 
duced to  21.6  per  100,000  of  population.  In  1912,  fil- 
tration and  chlorination  were  employed  and  the  rate 
fell  to  half  and  has  fallen  steadily  ever  since.  At  the 
present  time  Toronto  is  fortunate  in  having  the  second 
lowest  typhoid  death  rate  in  America,  and  having  a 
water  which  when  delivered  to  the  consumers  is  clear, 
cold,  bright  and  practically  sterile. 

Co-operation  Has  Maintained  Excellent  Results 

For  several  years  past  close  co-operation  between 
the  Works  and  Health  Departments  has  done  much  to 
keep  the  purification  plants  up  to  a  high  degree  of 
efficiency.  The  city  water  is  sampled  day  and  night, 
over  forty  examinations  being  made  daily  in  the  fil- 
tration plant  laboratories  at  the  Island,  which  are  pos- 
sibly the  best  equipped  and  most  efficient  water  labor- 
atories in  the  Dominion.  Experimental  and  research 
work  is  also  carried  out  in  these  laboratories,  and  ef- 
forts made  to  assist  in  maintaining  a  highly  purified 
water  at  a  minimum  cost.  In  the  city  the  chlorina- 
tion plant  is  accurately  controlled  by  the  laboratories 
of  the  Department  of  Health.  An  elaborate  Wallace 
and  Tiernan  outfit  is  in  commission  and  the  water  is 
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Traffic  Census  as  Basis  for  Road  Design 

Roads  Should  be  Built  for  the  Traffic  They  Are  to  Carry — Analysis  of  Traffic  Data 
Enables  Relative  Importance  of  Roads  to  be  Determined,  Type  of  Con- 
struction to  be  Fixed  or  Traffic  to  be  Regulated — Haphazard 
Methods  Eliminated  by  Collection  of  Definite  Figures 

By  W.  A.  McLean,  Deputy  Minister  of  Highways,  Ontario 


ROADS  should  be  built  for  the  traffic  they  are 
to  carry.  This  is  an  axiom  of  road  building 
which  cannot  be  too  strongly  emphasized,  but 
which  by  many  road  authorities  has  been  met 
in  a  hazy  experimental  manner,  and  without  proper 
consideration  of  probable  traffic;  and  the  quality  of 
wearing  surface,  its  width,  and  the  strength  of  foun- 
dation have  not  been  been  adapted  to  anticipated  traf- 
fic. As  a  result,  we  find  single  track  gravel  roads 
where  double  track  roads  or  a  concrete  pavement 
should  have  been  built ;  and  conversely,  asphaltic  pave- 
ments are  rolling  and  disrupting  in  idleness  where  a 
good  gravel  roadway  would  better  have  served  every 
purpose.  It  follows,  then,  that  adequate  information 
as  to  traffic  is  desirable  as  a  rational  basis  for  design- 
ing the  road  or  pavement  which  is  to  serve  any  given 
location,  and  as  a  basis  of  determining  whether  an 
expenditure  of  $1,000,  $10,000  or  $50,000  for  any  given 
work  would  be  justifiable. 

Meaning  of  Traffic  Census 

What  is  a  traffic  census?  On  the  parallel  of  a  cen- 
sus of  population  it  might  mean  a  complete- summa- 
tion of. traffic  passing  over  all  the  highways  of  a 
county  withn  a  lengthy  period,  including  the  number 
of  vehicles,  passengers  and  amount  of  freight.  Such 
data  would  no  doubt  be  very  useful,  but  so  far  as  the 
writer  is  aware,  a  census  of  traffic  on  such  a  scale  has 
not  been  attempted.  The  term  usually  signifies  an 
enumeration  of  the  number  and  kind  of  vehicles  pass- 
ing a  given  point  on  a  highway  in  a  limited  period  of 
time — a  day  or  a  week  or  a  fortnight,  and  generally 
omits  as  unimportant,  the  night  travel.  The  census 
may  be  limited  to  one  highway,  or  may  include  a  series 
of  highways,  and  may  be  at  regular  or  irregular  in- 
tervals. 

Limitations  of  Value 

The  value  of  a  traffic  census  has  limitations  which 
are  at  once  evident.  Thus,  the  amount  of  traffic  which 
will  pass  over  many  roads  after  construction  may  bear 
little  relation  to  the  traffic  over  the  unimproved  road. 
In  such  cases,  it  is  the  potential  traffic  of  a  district 
which  should  be  considered,  rather  than  existing  traf- 
fic ;  but  definite  data,  obtained  from  actual  count,  is 
of  use  in  determining  the  probable  traffic  which  the 
improved  road  will  be  called  upon  to  carry.  Thus  on 
the  Toronto-Hamilton  highway,  traffic  amounted  to 
from  300  to  700  vehicles  at  various  points;  but  with 
the  completion  of  the  concrete  pavement,  these  figures 
leaped  to  2,500,  between  the  hours  of  7  a.m.  and  7  p.m. 

The  potential  traffic  of  a  district  preceding  the  con- 
struction of  a  road  is  a  matter  for  careful  estimate,  just 
as  probable  traffic  for  an  electric  or  steam  railway  may 
lie  based  on  the  population  and  industries  served.  A 
somewhat  interesting  series  of  charts  was  published 
in  the  report  of  the  Ontario  Highway  Department  for 
1915,  a  net  result  of  which  was  to  show  that  not  less 
than  HO  per  cent,  of  the  traffic  of  the  Province  is  car- 


ried by  20  per  cent,  of  the  highways;  that  K0  per  cent, 
of  the  roads  are  but  lightly  travelled,  and  are  such  as 
can  be  adequately  built  with  a  single  track  of  gravel 
or  broken  stone,  also  that  few  roads  serving  a  purely 
rural  population  would  be  required  to  carry  a  maxi- 
mum of  traffic  much  in  excess  of  an  average  of  200  ve- 
hicles a  day.  Traffic  in  excess  of  that  amount,  except 
adjacent  to  the  largest  cities,  may  usually  be  attribut- 
ed to  inter-urban  influences. 

Application  to  Construction 

Knowing  the  potential  traffic  of  a  district,  the 
highway  engineer  turns  to  data  of  the  carrying  capac- 
ity of  various  types  of  road  and  pavement — a  matter 
in  which  there  is  room  for  much  diversity  of  result. 
For  example,  limestone  gravel  has  less  wearing  ca- 
pacity than  a  gravel  from  trap  or  granite.  The  foun- 
dation and  subsoil  have  a  decided  bearing  on  the  case. 
Roughly,  and  with  scope  for  much  modification,  the 
wearing  capacity  of  various  materials  as  used  in  On- 
tario, may  be  broadly  gauged  from  the  following 
schedule  : 
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Some  Purposes  of  Census 

Among  the  purposes  which  a  traffic  census  may 
serve  are  the  following : 

(1)  To  determine  the  traffic  importance  of  one 
road  as  compared  with  another  in  the  same  system, 
and  thus  to  differentiate  between  different  roads  as 
to  community  value.  This  data  may  be  useful  in  lay- 
ing out  a  system,  especially  with  a  view  to  granting 
government  subsidies. 

(2)  To  determine  the  traffic  value  of  the  same 
road  before  and  after  improvement.  Such  information 
is  useful  in  determining  the  economic  value  of  high- 
way improvement. 

(3)  To  determine  the  increase  of  traffic  on  the 
same  road  during  a  period  of  say  5  years,  by  two 
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different  censuses.  Such  data  is  useful  in  anticipat- 
ing future  increases  in  highway  travel. 

(4)  To  determine  character  of  traffic,  whether 
farm,  local  between  centres  of  population,  or  tourist, 
and  thus  to  arrive  at  a  fair  distribution  of  cost. 

(5)  To  determine  respective  percentages  of  horse- 
drawn,  passenger  car,  and  motor  traffic,  and  by  com- 
paring previous  censuses  to  estimate  future  changes 
with  a  view  to  adjusting  type  of  construction. 

(6)  To  determine  total  gross  tonnage  passing 
over  a  fixed  point  for  a  period  of  12  daylight  hours, 
in  conjunction  with  the  speed  at  which  this  tonnage 
travels — useful  data  in  determining: 

(a)  Amount  of  wear,  including  impact  and  dis- 
placement resistance  sustained  by  a  certain  type  of 
roadway,  comparing  this  with  maintenance  charge 
per  year ; 

(b)  Whether  such  roadway  is  economically  fitted 
to  bear  this  gross  tonnage. 

(7)  To  determine  the  importance  of  various 
phases  of  traffic  and  therein  determine  the  loadings 
and  speeds  which  should  be  permitted — for  purposes 
of  traffic  regulation. 

Traffic  Census  in  Ontario 

The  first  census  in  Ontario  was  taken  between  Oc- 
tober IS  and  November  15,  1913,  at  20  stations  on 
representative  county  roads,  a  large  number  being 
now  part  of  the  provincial  highway  system.  The 
count  was  taken  for  seven  consecutive  days  from  7 
a.m.  to  7  p.m.,  and  classification  of  vehicles  was  divid- 
ed into:  1  horse  light;  1  horse  heavy:  2  horse  light;  2 
horse  heavy;  motor  runabouts;  touring  cars;  and  mo- 
tor trucks. 

Enumerators  were  provided  with  a  card  for  each 
day  with  columns  for  each  2-hour  period  ;  for  each  of 
the  above  classes  of  vehicle  a  space  was  provided.  The 
method  of  recording  was  by  making  one  tick  for  each 
vehicle.  These  ticks  were  added  and  checked  by  the 
inside  staff  of  the  department.  The  conditions  of 
roads  and  weather  were  specified.  Owing  to  the  choice 
of  a  period  when  traffic  was  particular!}'  light,  a  mini- 
mum traffic  census  was  thus  obtained. 

A  second  census  was  taken  at  the  end  of  July  and 
the  beginning  of  August,  1914,  at  210  stations  on  roads 
radiating  from  21  cities,  for  seven  consecutive  days 
from  7  a.m.  to  7  p.m.  The  classification  of  vehicles 
was  the  same  as  in  the  first  census,  the  condition  of 
road  and  weather  being  described.  Additional  infor- 
mation, bearing  on  local  industries  and  pecularities  of 
traffic,  was  also  secured. 

Census  for  certain  localities  were  taken  in  1915,  on 
Dundas  Street  just  west  of  Islington  ;  in  1917,  on  the 
Lake  Shore  Road  just  east  of  Mimico  ;  and  in  1918, 
at  several  points  on  the  Oueenston-Grimsby  highway 
and  Dundas  Street. 

Some  American  Results 

In  Massachusetts,  a  traffic  count  has  been  made  at 
three  year  periods  since  1909.  The  actual  count  is 
made  for  14  hours  a  day  (7  a.m.  to  9  p.m.)  for  7  con- 
secutive days  in  August,  and  7  in  October.  The  count 
is  also  made  at  night  at  a  few  important  points  so  as 
to  cover  the  whole  24  hours.  The  classification  is  di- 
vided into  light  and  heavy  horse-drawn  vehicles,  auto- 
mobiles and  light  trucks,  and  heavy  trucks.  The  fol- 
lowing is  a  table  of  assumed  weights: 

Runabouts    1.45  tons 

Touring  cars   2.23  tons 

Trucks                                                ...  6.25  ions 

1  horse,  light   0.36  tons 


1  horse,  heavy   1.12  tons 

2  or  more  horse,  light   0.54  tons 

2  or  more  horse,  heavy   2.46  tons 

The  result  of  the  census  shows  the  percentage  of 
each  class  and  the  percentage  that  each  class  is  of  the 
total  traffic. 

Thus  in  9  years  the  total  average  daily  traffic  on 
roads  has  increased  243  per  cent.,  the  total  motor  traf- 
fic has  increased  661  per  cent.,  while  in  6  years  the 
number  of  heavy  trucks  has  increased  341  per  cent. 

In  Iowa  an  interesting  census  was  made  in  1917, 
by  the  Engineering  Experimental  Station  of  Iowa 
State  College,  from  7  to  10  days.  Scales  were  set  up 
covering  one  half  of  the  width  of  the  road ;  a  huge 
sign  was  put  across  the  road  and  the  driver  of  every 
car  was  belted  and  interrogated.  This  census  enabled 
the  State  to  ascertain. 

(1)  Total  number  of  vehicles; 

(2)  Character  of  traffic,  whether  farm,  interurb- 
an  or  tourist ; 

(3)  Percentages  of  horse-drawn  and  motor  ve- 
hicles ; 

(4)  Tonnage  of  traffic; 

(5)  Width  and  character  of  tires. 

In  10  days  in  June,  1917,  near  Ames,  la.,  on  Ames- 
DesMoines  road  there  passed  a  total  of  1,995  vehicles, 
of  which  647  were  farm  traffic,  1,227  interurban,  and 
121  tourist.  These  vehicles  carried  1,561  passengers, 
and  weighed  4,919,456  pounds  gross.  Of  the  total 
number  of  vehicles  1,752  were  motor  vehicles  and  bi- 
cycles, and  243  were  horse-drawn.  The  exact  basis 
of  farm  and  interurban  traffic  was  difficult  to  deter- 
mine, but  it  was  considered  that  farm  traffic  included 
traffic  originating  or  terminating  at  the  farm,  or  do- 
ing business  in  passing,  e.g.  mail.  Thus  32  per  cent, 
was  farm  traffic,  while  84  per  cent,  was  local,  i.e.  be- 
tween Ames  and  DesMoines. 

Some  American  cities  favor  three  enumerators  at 
one  station,  one  man  to  call  out  classification,  the 
second  to  mark  down  the  tick,  and  the  third  as  relief 
man.  This  allows  for  a  continuous  count  to  be  made 
in  shifts,  one  man  resting. 

In  the  United  Kingdom,  methods  may  be  illustrat- 
ed by  a  traffic  census  on  the  roads  radiating  from  Stir- 
ling, Scotland,  taken  in  August  and  September,  1914, 
covering  16  hours  a  day,  (6  a.m.  to  10  p.m.)  for  7  con- 
secutive days. 

An  assumed  average  weight  was  given  to  each  type 
of  vehicle  and  the  width  of  carriage  way  being  given, 
the  total  weight  in  tons  per  yard  width  was  ascertain- 
ed. This  assumed  weight  differs  very  little  from  that 
used  in  the  Massachusetts  censuses. 

In  London  yearly  censuses  are  taken  on  such  thor- 
oughfares as  Fleet  Street  and  Putney  Bridge  for  12 
daylight  hours  on  one  day,  and  are  chiefly  used  for 
determining  density  of  traffic  rather  than  wear  to 
pavement. 

Traffic  Regulation 

Traffic. regulation,  it  has  been  suggested,  is  a  mat- 
ter in  which  traffic  data  may  be  of  service.  "Build  the 
road  for  the  load"  is  advice  commonly  heard.  As  a 
phrase  it  has  a  sound  that  appeals.  That  is,  they  tell 
us  not  to  limit  the  load,  but  to  put  an  unlimited  ex- 
penditure into  the  construction  and  maintenance  of 
the  road.  If  any  unlimited  load  can  destroy  or  in- 
jure a  road,  it  is  to  be  taken  as  evidence  that  the  road 
and  the  man  who  designed  it  were  at  fault.  In  British 
Columbia,  a  case  was  recently  in  the  courts  in  which 
damages  were  sought  for  the  destruction  of  a  concrete 
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pavement.  A  lumberman  had  put  a  stick  of  timber 
weighing  forty  tons  on  a  truck,  and  had  broken  every 
slab  of  concrete  pavement  over  which  the  load  pass- 
ed. This  lumberman  no  doubt  held  the  view  that 
"the  road  should  have  been  built  for  the  load." 

Truck  owners  in  Ontario  have  told  the  speaker  of 
instances  in  which  their  vehicles  carrying  ten  or 
twelve  ton  loads,  particularly  in  the  early  spring,  have 
made  ruts  four  to  five  inches  deep,  and  ten  to  twenty 
miles  long,  in  a  single  trip  over  a  gravel' or  macadam 
road.  This  information  has  been  imparted  by  the 
truck  owner  cheerfully,  and  evidently  without  realiza- 
tion of  the  thousands  of  dollars  of  injury  which  they 
have  done  to  make  fifty  dollars  or  less.  The  attitude 
of  the  truck  owner  when  considering  a  trip  over  the 
country  roads  is  apt  to  be  merely  one  of,  "can  we  get 
through?"  Damage  to  the  road  in  so  doing  is  a  mat- 
ter which  has  not  been  brought  to  his  attention. 

Light  traffic  is  largely  a  question  of  durable  sur- 
face, with  sufficient  foundation  to  resist  minor  but 
frequent  strains  of  impact.  Heavy  truck  traffic  de- 
mands not  only  a  durable  surface,  but  a  heavy  foun- 
dation. 


The  maximum  weight  of  load  is  an  important  fac- 
tor, and  one  which  must  be  determined  before  the 
highway  engineer  can  reasonably  be  asked  to  design 
the  roadway.  Recent  legislation  in  Ontario  has  limit- 
ed the  maximum  weight  to  12  tons,  including  load  and 
vehicle,  with  Al/2  tons  on  any  wheel,  and  650  pounds 
per  inch  of  tire.  During  the  months  of  March  and 
April,  the  load  for  a  motor  truck  is  limited  to  one  half 
the  carrying  capacity  of  the  rated  vehicle 
Definite  Data  Needed 

Highway  design,  as  previously  stated,  is  necessar- 
ily based  on  traffic.  Traffic  data  and  information  as 
to  the  behaving  of  various  details  of  design  under  dif- 
ferent ranges  of  traffic,  aic  therefore  necessary  to 
scientific  and  rational  design.  Highway  transporta- 
tion is  in  a  condition  of  flux,  and  an  immense  growth 
may  be  anticipated  in  the  next  decade.  Much  data 
of  value  in  road  design  is  now  available,  but  engineers 
and  road  authorities  can  render  this  work  a  valuable 
service  by  assisting  in  the  task  of  accumulating  defi- 
nite results,  in  order  that  "trial  and  error"  methods 
may  finally  disappear  from  this  important  branch  of 
public  works. 


Value  of  the  Local  Association  in  a 
Nation-Wide  Highway  Movement 

"Go-operation  and  Go-ordination"  is  the  Watchword  to  be  Kept  in  Mind  When  Develop- 
ing Good  Roads  Sentiment — Canadian  Good  Roads  Association  to  Crystallize  the 
Thought  of  All  the  Local  Associations  and  Secure  Uniformity  of  Action 

By  Wm.  Findlay,  Business  Manager,  The  "  Globe,"  Toronto 


TODAY  Canada  stands  on  the  threshold  of  the 
greatest  development  in  her  history,  and  if 
the  plans  now  in  hand  are  carried  to  comple- 
tion it  is  hard  to  conceive  that  this  county  ever 
again  will  have  to  devise  a  highways  project  which 
will  be  comparatively  so  novel,  so  bold,  so  extensive, 
or  of  such  cost.  I  do  not  mean  that  present  plans  for 
road-building  are  the  greatest  which  will  ever  be  un- 
dertaken by  the  provinces  or  by  the  Dominion.  Far 
from  it.  The  era  of  road-building  upon  which  we  are 
now  entering  is  going  to  be  permanent.  It  will,  we 
hope  and  confidently  expect,  never  be  ended.  For  all 
the  highways  never  will  be  built,  so  long  as  human 
effort  falls  short  of  human  ideals. 

But  I  do  mean  that  this  country  will  never  again 
be  confronted  with  any  general  national  road-build- 
ing program  which  will  involve  so  great  a  change  from 
existing  conditions,  and  which  will  be  so  much  in  line 
with  the  most  advanced  thought  among  good  roads  ad- 
vocates, and  by  the  same  token,  so  far  in  advance  of 
the  thought  of  the  general  public  on  the  necessity  for 
improved  highways. 

Perhaps  it  may  be  that  at  this  present  time  my 
feeling  is  akin  to  that  of  the  people  of  Ontario  when, 
twenty-two  or  twenty-three  years  ago,  it  was  suggest- 
ed that  a  million  dollars  of  Provincial  money  should 
be  set  aside  for  road-building,  the  municipalities  con- 
tributing a  proportionate  amount.  Politicians  stood 
aghast  at  the  size  of  the  project  to  spend  this  amount 
of  public  money,  even  though  it  was  to  be  spread  over 


several  years.  Before  it  was  thought  safe  to  entrust 
the  proposition  to  the  Legislature  it  was  necessary 
to  have  a  public  inquiry,  and  the  wardens  and  reeves 
were  brought  in  from  the  counties  and  townships — 
not  particularly  to  ask  them  what  they  thought  of 
the  scheme,  but  by  the  discussion  of  it  to  familiarize 
them  with  the  movement,  and  to  secure  their  support 
in  their  various  communities  for  what  was  consider- 
ed a  stupendous  movement  in  the  direction  of  better 
roads. 

Leading  Roads  Under  Control  of  Large  Government 

Bodies 

And  what  was  the  great  sticking  point  with  these 
legislators  next  after  the  size  of  the  money  vote  they 
had  in  mind?  The  question  was  whether,  in  the  in- 
terest of  economical  construction,  better  maintenance 
and  the  securing  of  through  routes  of  travel,  the  town- 
ships could  be  induced  to  turn  over  to  the  counties  a 
number  of  their  leading  roads. 

Just  at  this  time,  that  great  missionary  of  better 
highways,  Mr.  A.  W.  Campbell,  entered  upon  his  of- 
ficial connection  with  the  government  of  Ontario.  He 
went  up  and  down  the  province,  holding  meetings  here 
and  meetings  there.  Little  meetings  they  were,  held  in 
the  schoolhouse  or  township  hall.  I  have  heard  him  tell 
of  the  half  dozen  or  half  hundred  progressive  farmers 
who  would  attend,  and  of  how  the  gospel  of  good  roads 
was  propagated,  and  always  the  subject  of  his  thesis 
was  to  get  the  leading  roads  under  the  control  of  the 
larger  governing  bodies.    That  has  been  his  effort  for 
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twenty-five  years.  It  was  crowned  in  Ottawa  last  their  good  money  for  highway  improvements  to  their 
year  when  the  Dominion  legislation  was  passed  and  the  various  provincial  governments  in  the  form  of  auto- 
leading  roads  of  all  provinces,  and  connecting  the  mobile  licenses— millions  of  dollars— and  millions  of 
principal  centres  of  the  east  and  west,  may  now  come  dollars  of  it  is  still  in  the  possession  of  these  provin- 
under  a  measure  of  control  of  the  federal  government  cial  governments,  and  has  not  yet  been  spent  on  good 
and  receive  federal  aid.  roads,  I  am  sorry  to  say. 

The  process  of  education  by  discussion,  started  by  They  have  gone  further,  and  have  convinced  the 
the  inquiry  I  have  spoken  of,  was  carried  on  in  an-  people  of  the  towns  and  cities  that  it  is  a  proper  thing 
other  way,  and  a  more  widespread  way,  because  for  them  to  contribute  through  their  tax  bills  as  well 
many  men  undertook  the  work.  The  Ontario  Good  for  good  roads  in  the  surrounding  counties.  The  mo- 
Roads  Association  was  an  infant  two  or  three  years  tor  car  owners  of  the  cities  have  done  a  great  and  good 
of  age  at  that  time.  It  is  a  veteran  to-day,  not  too  old  work  through  their  associations  and  leagues, 
to  be  vigorous  nor  too  young  to  be  inexperienced.  Its  I  do  not  wish  to  discriminate  as  between  these  two 
members  are  the  very  class  of  men  who  make  public  classes  of  organizations.  Each  has  a  field.  Each  has 
sentiment  throughout  the  counties.    They  are  largely    developed  its  corporation.     Each  is  dependent  for 

complete  success  upon  the  other.  And  it  is  idle  in  any 
section  of  the  country  where  the  two  classes  exist  to 
expect  to  score  100  per  cent,  in  the  development  of 
good  roads  thought  without  organization  of  the  men 
of  the  rural  communities  and  of  the  motor  car  owners 
/  in  the  towns,  and  then  to  secure  active  and  harmon- 

ious co-operation  between  the  two  organizations  for 
aa/f*  specific  purposes. 


William  Findlay 


the  men  who  represent  the  townships  and  the  coun- 
ties in  their  municipal  affairs.  No  good  roads  associ- 
ation in  Canada  has  a  better  record  for  progressive- 
ness  or  continuous  active  service  or  for  the  faculty 
of  translating  thought  into  action  than  the  Ontario 
Good  Roads  Association.  I  speak  disinterestedly  of 
this  body  because  I  have  never  been  a  member  of  it. 

To-day  in  Ontario  we  are  not  discussing  whether 
leading  roads  should  be  county  roads  or  township 
roads,  but  whether  they  shall  be  provincial  highways 
or  parts  of  the  federal  system.  That  is  the  advance 
that  we  have  made,  and  I  contend  that  in  so  far  as 
Ontario  is  concerned,  this  advance  is  due  primarily  to 
three  causes :  first,  the  educative  work  of  the  Pro- 
vincial Highways  Department  inaugurated  by  Mr. 
Campbell,  and  so  actively  and  successfully  carried  on 
by  Mr.  McLean ;  second,  the  increasing  influence  of 
the  Ontario  Good  Roads  Association  and  other  more 
local  associations,  and  the  constant  effect  of  the  dis- 
cussions which  take  place  at  their  conventions  ;  and 
third,  the  influence  of  the  automobile,  both  the  car 
owned  by  the  farmer  and  the  car  owned  by  the  city 
man. 

Motor  Leagues  Stimulating  Good  Roads  Thought 

The  motor  leagues  and  associations  have  been 
great  factors  in  stimulating  good  roads  thought.  They 
have  convinced  the  people  of  the  urban  communities 
that  good  highways  concern  not  the  farmer  alone,  as 
we  imagined  twenty-five  vears  ago.    They  have  paid 


What  Was  Accomplished  In  Eastern  Ontario 

In  Eastern  Ontario  up  to  three  years  ago  the  good 
roads  activity  was  represented  largely  by  the  Ottawa 
Motor  Club  and  a  few  purely  local  good  roads  associ- 
ations. Through  the  efforts  of  the  Ottawa  Motor 
Club  and  the  organization  they  were  able  to  get  to- 
gether along  the  route,  the  highway  to  the  St.  Law- 
rence at  Prescott  had  been  projected  and  promised. 
Other  sections  in  that  part  of  the  province  were  clam- 
oring in  a  disjointed  way  for  better  roads,  but  their 
efforts  were  ineffective  because  there  was  no  broad 
general  program  in  which  all  could  join. 

Most  of  the  roads  concerned  led  into  the  city  of 
Ottawa.  The  problem,  so  far  as  that  city  was  concern- 
ed, was  insurmountable  until  the  toll  gates  which 
confronted  the  traveller  on  every  leading  road  near 
the  Capital  could  be  taken  down  and  the  privately- 
owned  highways  could  become  the  property  of  the 
people  and  subject  to  public  control.  The  question 
had  been  on  the  boards  for  twelve  years,  and  no  pro- 
gress towards  a  solution  had  been  made. 

The  Eastern  Ontario  Good  Roads  Association  was 
formed  in  the  summer  of  1918,  and  to  the  success  of 
its  initial  meeting  and  of  all  the  work  it  did,  a  great 
deal  of  credit  is  due  to  the  newspapers,  daily  and 
weekly, ^  of  that  part  of  Ontario.  Publicity  was  the 
foundation  stone  of  its  success.  The  publishers  came 
at  their  own  expense  to  a  meeting  held  for  that  pur- 
pose, and  pledged  their  support  to  the  movement,  and 
they  gave  that  support  willingly  and  without  stint. 
It  was  a  movement  purely  public  in  its  nature,  but  it 
embraced  the  selfish  interest  of  practically  every  town 
in  which  a  newspaper  was  published. 

The  support  of  the  municipalities  was  sought  and 
secured.  They  sent  their  men  as  delegates  to  meet- 
ings, and  they  contributed  their  money. 

The  policy  of  the  Eastern  Ontario  Good  Roads 
Association  was  to  urge  the  erection  of  all  roads  in 
that  part  of  the  province  as  provincial  highways  or 
provincial  county  roads.  The  provincial  highways 
along  the  St.  Lawrence  and  from  Prescott  to  Ottawa 
had  been  decided  upon,  as  well  as  the  provincial  coun- 
ty road  from  Morrisburg  to  Ottawa.  To  these  roads, 
largely  as  a  result  of  the  activities  of  the  Eastern  On- 
tario Good  Roads  Association  during  1918,  there  were 
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added  as  provincial  county  roads,  three  other  high- 
ways: one  following  the  Lower  Ottawa  River  to  the 
horder  of  the  province  of  Quebec ;  another  traversing 
the  Ottawa  Valley  northerly  to  the  town  of  Pemhroke, 
and  a  third  crossing  through  the  Rideau  lakes  coun- 
try and  the  agricultural  sections  of  Leeds  and  Fron- 
tcnac  to  the  city  of  Kingston.  The  petitions  for  these 
roads,  prepared  and  circulated  by  the  Eastern  On- 
tario Good  Roads  Association  were  signed  by  over 
seven  thousand  ratepayers,  and  adopted  by  numerous 
municipal  and  commercial  bodies. 

Enlisting  Ottawa  Co-operation 

But  another,  and  even  greater  accomplishment, 
was  that  of  bringing  the  city  of  Ottawa  and  the  coun- 
ty of  Carleton  together  in  the  establishment  of  a 
Suburban  Road  Commission  under  the  law  of  On- 
tario. Ottawa  was  the  last  of  the  large  cities  in  the 
province  to  take  advantage  of  this  legislation,  although 
perhaps  it  contained  more  good  roads  sentiment  to 
the  square  yard  than  any  other  city.  Because  of  the 
outside  influence  which  the  Eastern  Ontario  Good 
Roads  Association  was  able  to  exert,  the  city  and  the 
county  got  together  and  adjusted  their  difficulties. 
The  Suburban  Road  Commission  was  formed,  the 
toll  gates  came  down,  and  now  Ottawa  is  in  a  position, 
as  she  never  was  before,  to  give  an  entrance  to  per- 
manent highways  connecting  with  other  centres  in 
all  directions,  and  will  become,  as  she  has  a  right  to, 
the  highway  centre  of  the  eastern  portion  of  Ontario. 

The  work  of  the  Eastern  Ontario  Good  Roads  As- 
sociation was  not  confined  by  any  means  to  the  hard 
roads.  A  great  deal  of  discussion  at  its  meetings  was 
devoted  to  the  township  and  county  problems.  It 
was  a  cosmopolitan  institution,  ready  to  consider  high- 
way problems  of  every  character,  and  it  therefore  re- 
ceived the  support  of  all  classes  of  good  roads  enthus- 
iasts. It  believed  that  the  people  on  every  conces- 
sion were  entitled  to  easy  access  to  the  permanent 
roads. 

All  big  movements  in  Canada  must  have  their 
roots  widespread  if  they  are  to  be  successful.  An  as- 
sociation like  the  Canadian  Good  Roads  Association 
can  be  powerful  only  if  back  of  it  there  are  local  good 
roads  associations  in  every  province  and  in  every 
seel  ion  of  the  province.  It  may  be  considered  that 
this  suggestion  contains  the  thought  of  selfishness, 
and  that  I  am  advocating  the  organization  of  local 
associations  only  to  take  care  of  local  needs  or  de- 
sires. If  there  were  no  local  needs  or  desires  in  this 
good  roads  propaganda,  there  would  be  no  propagan- 
da. This  is  a  practical  subject.  We  do  not  advocate 
roads  for  any  other  purpose  than  because  we  want 
to  use  them,  and  most  of  us  will  get  the  greatest  use 
of  the  road  nearest  at  home. 

"Co-operation  and  Co-ordination" 

The  watchword  of  this  convention  is  "Co-oper- 
ation and  Co-ordination."  Co-operate  with  this  na- 
tional organization  by  forming  your  own  local  organi- 
zations, and  let  it  help  to  co-ordinate  the  develop- 
ment of  the  good  roads  idea  all  across  Canada  in  a 
way  that  only  a  national  organization  ca'n  do.  De- 
velop the  good  roads  sentiment  in  your  locality  by  a 
local  good  roads  association.  Decide  what  roads  you 
want  to  improve.  Lay  out  your  program  on  broad 
lines,  so  as  to  merit  as  great  a  following  as  possible. 
Then   start   your  educational  campaign   on  general 


lines,  but  with  the  objective  of  securing  the  improve- 
ment of  your  particular  roads.  Get  the  motor  car 
owners  of  the  town  joined  up  with  the  people  from 
the  townships.  Connect  up  your  local  association* 
with  your  provincial  association  and  let  the  members 
of  all  the  associations  join  this  Canadian  Good  Roads 
Association  and  co-operate  in  its  work,  Let  this  as- 
sociation' be  your  clearing  house.  Let  it  be  the  body 
which  crystallizes  the  thought  of  all  the  local  associ- 
ations, and  secures  by  co-operation  that  uniformity 
of  action  which  a  nation-wide  movement  demands. 
You  will  strengthen  immeasurably  the  Canadian  Good 
Roads  Association  and  place  it  in  a  position  where  it 
can  be  of  even  greater  service  to  the  cause,  and  more 
thoroughly  representative  of  good  roads  thought  of 
every  character  and  in  every  portion  of  Canada.  You 
will  help  to  form  and  you  will  be  an  important  part  of 
a  closely-knit  fabric  of  good  roads  ambition  and  at- 
tainment which  will  extend  from  one  end  of  Canada 
to  the  other.  You  will  prove  the  "Value  of  the  Local 
Association  in  the  Nation-wide  Highways  Move- 
ment." 


Progress  in  Purification  of  Toronto's 
Water  Supply 

By  N.  J.  Howard 

(Continued  from  page  ~>i:i) 

tested  for  excess  chlorine  every  hour.  The  plant  is  so 
operated  that  it  is  impossible  to  overdose  the  water, 
the  minimum  quantity  actually  necessary  being  ap- 
plied automatically.  Samples  of  water  after  sterili- 
zation are  examined  every  four  hours. 

For  the  present  condition  of  the  Toronto  water 
supply  the  citizens  must  thank  those  civic  officials  who 
by  their  progressive  policy  have  done  so  much  to  rid 
the  city  of  typhoid  fever,  and  to  supply  them  with 
a  safe  and  palatable  water  equal  to  the  best  on  the 
American  continent.  Amongst  those  who  will  always 
be  regarded  as  the  pioneers  of  water  purification  in 
Toronto  are  ex-city  engineer  C.  H.  Rust,  waterworks 
engineer  C.  L.  Fellows,  commissioner  of  works  R.  C. 
Harris,  Dr.  C.  J.  Hastings,  medical  officer  of  health 
and  Dr.  G.  G.  Nasmith,  ex-director  _of  laboratories, 
who  did  much  to  perfect  the  system  of  chlorination. 


Northern  Architectural  Iron  Works 

The  Northern  Architectural  Iron  Works,  Montreal, 
which  was  recently  organized,  is  now  operating  under 
the  joint  management  of  Messrs.  J.  G.  Frost  and  An- 
gus McLeod.  Mr.  Frost  is  thoroughly  conversant  in 
all  branches  of  this  work,  having  been  local  superin- 
tendent of  the  architectural  bronze  and  iron  works 
department  of  the  Canadian  Allis-Chalmers  Limited, 
Montreal,  for  a  number  of  years.  Mr.  Angus  McLeod, 
who  is  associated  with  Mr.  Frost,  was  formerly  forge 
superintendent  at  the  Rockfield  plant  of  the  Canadian 
Allis-Chalmers  Ltd.  The  plant  is  equipped  with  the 
latest  devices  for  manufacturing  everything  appertain- 
ing to  architectural  iron. 


The  Hull  Construction  Company,  Limited,  has 
been  incorporated  with  a  capital  of  $119,000,  chiefly  to 
carry  out  the  provisions  of  the  Quebec  Workmen's 
Dwellings  Act. 
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Education  of  the  Highway  Engineer 

The  Scope  of  the  Good  Road  Movement  is  Creating  a  Demand  for  Trained 
Engineers — The  Highway  Engineer  Must  be  a  Specialist  but  He  Must 
Have  More  Than  Technical  Knowledge— The  Function  of  the 
University  in  Training  the  Highway  Engineer 

By  Brig.-Gen.  C.  H.  Mitchell,  C.B.,  C.M.G.,  C.E.,  Dean  of  the  Faculty  of  Applied  Science 

and  Engineering,  University  of  Toronto 


THE  development  of  our  highways  has  acquired 
such  prominence  that  these  are  now  amongst 
our  most  important  public  utilities.  With  the 
greatly  increased  activity  in  the  construction 
of  our  highway  systems,  whether  municipal,  provin- 
cial or  national,  we  find  ourselves  examining  into  our 
preparation  and  our  facilities  for  the  carrying  on  of 
these  highly  necessary  and  important  undertakings. 
In  this  preparation  we  are  beginning  to  realize  that 
provision  for  adequate  engineering  with  its  many 
branches  stands  much  in  need  of  attention  from 
all  of  us  who  are  concerned  in  these  utilities  and  we 
realize  that  if  we  are  to  proceed  along  sound  lines  for 
the  development  of  our  highways,  we  must  be  assured 
that  a  sufficiently  large  number  of  trained  engineers, 
of  the  several  types  required,  arc  forthcoming  to  carry 
on  the  work  in  its  various  phases.  Too  much  impor- 
tance cannot  be  attached  to  the  quality  and  training 
of  those  who  are  to  be  intrusted  with  the  engineering 
of  our  highways. 

As  we  look  forward  to  the  future  of  highway  en- 
gineering for  the  next  decade  or  more,  we  can  see 
that  there  will  be  a  very  considerable  demand  from 
all  parts  of  the  country  for  engineers  trained  in  these 
various  branches,  and  when  the  diversified  form  of 
engineering  is  considered,  we  realize  at  once  that  the 
field  to  be  supplied  is  larger  than  at  first  appears. 

Highway  Building  is  an  Engineering  Problem 

There  was  a  time  not  many  years  ago — and  most  of 
us  can  remember  it — when  in  regard  to  policy,  con- 
struction and  financial  aspect,  our  highway  under- 
takings were  altogether  different  from  those  of  to- 
day. In  those  days  it  was  thought  that  but  a  small 
portion  of  the  work  lay  within  the  province  of  the 
engineer  and  as  a  consequence,  but  few  engineers 
were  engaged  in  highway  work.  But  this  has  chang- 
ed. The  development  of  province-wide  programmes 
of  road  building,  the  demand  for  permanent  roads  of 
a  high  class,  the  employment  of  materials  of  road  con- 
struction as  various  as  the  regions  in  which  they  are 
built,  the  inclusion  in  every  project  of  numerous  in- 
terconnected problems  of  engineering  concerned  with 
other  public  works  and  the  introduction  of  motor 
transport  on  a  scale  hitherto  unthought  of,  have  all 
brought  about  increasing  demands  for  technically 
trained  men — whether  we  call  them  highway  engin- 
eers or  not — who  are  thoroughly  essential  not  only  to 
the  construction  of  good  roads  but  to  their  efficient 
and  economical  maintenance. 

Wide  Experience  Is  Necessary 

To  those  actually  engaged  in  the  larger  construc- 
tion of  our  highways  in  our  municipal,  provincial  and 
national  programmes,  the  necessity  for  wide  exper- 
ience on  the  part  of  their  engineers  must  be  increas- 
ingly apparent  and  it  is  more  than  ever  essential  that 


their  particular  fitness  for  the  various  special  branch- 
es of  engineering  should  be  assured. 

The  diversity  of  these  various  branches  or  special 
kinds  of  engineering  which  are  now  included  or  neces- 
sary to  the  broad  subject  of  road  building  is  not  fully 
appreciated  by  the  public  nor  indeed  by  but  a  few  of 
those  outside  of  the  technical  services,  engaged  in  the 
work  itself.  There  was  a  time  when  a  road  or  high- 
way was  just  the  roadway  itself,  so  far  as  the  engin- 
eering is  concerned  and  it  was  treated  in  this  light, 
and  roads  were  built  or  grew  and  were  maintained, 
if  at  all,  with  the  employment  of  the  simplest  engin- 
eering methods  or  the  application  of  but  the  most 
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elementary  principles  of  applied  science.  But  nowa- 
days, like  all  other  similar  undertakings,  the  complex- 
ity of  today's  requirements  and  life  has  laid  a  much 
greater  burden  on  those  who  are  charged  with  the 
carrying  out  of  the  technical  side  of  highway  con- 
struction. 

For  instance,  we  naturally  think  of  highway  work 
as  a  branch  of  the  broad  subject  of  civil  engineering, 
and  so  it  is.  But  when  one  considers  at  length  the  var- 
ious features  involved  not  only  in  the  actual  road 
building  but  the  closely  related  problems  which  ac- 
company it,  it  is  found  that,  as  an  engineering  ques- 
tion, the  so-called  specialty  embraces  many  features 
of  other  branches  of  engineering,  such  as  mechanical, 
chemical  and  even  electrical,  with  all  of  which  the 
well-informed  and  broadly  trained  highway  engineei 
should  have  no  small  acquaintance. 

It  is  not  sufficient  that  the  civil  engineer  engaged 
in  highway  construction  should  have  a  good  experience 
and  ability  in  Jand  survey  work,  topography,  cross  sec- 
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doping  or  mapping,  or  skill  in  the  location  and  the 
balancing  and  computation  of  quantities  involved  in 
excavations  and  embankments  or  in  grades  and  drain- 
age or  in  foundations,  or  aptitude  for  the  patient  and 
laborious  attention  to  office  detail  which  goes  with. a 
well  organized  engineering  staff.  But  he  must  also 
have  a  degree  of  experience  in  the  design  and  con- 
struction, perhaps  even  to  the  extent  of  being  an  ex- 
pert, in  steel  and  concrete  bridges  and  culverts,  in 
retaining  walls  and  those  many  concrete  structures 
incidental  to  roads  of  all  classes.  To  consider  the 
subject  broadly,  he  must  be  also  a  student  of  meteor- 
ology and  understand  the  climatic  conditions  and 
their  effects  and  he  must  know  something  of  geology 
and  even  of  petrology  where  so  concerned  with  the 
qualities  of  road  metals.  If  he  is  concerned  with  pav- 
ing and  roads  and  streets  in  closely  settled  areas,  he 
has  a  highly  specialized  field  before  him  in  the  study 
of  the  sources,  properties,  preparation,  construction, 
behavior  and  maintenance  of  all  kinds  of  paving  ma- 
terial from  gravel  and  stone  to  wood  and  asphalt.  But 
that  is  not  all  for  he  must  be  prepared  at  all  times, 
where  building  such  roads  and  streets,  to  deal  with 
the  continuously  occurring  problems  involved  in  tak- 
ing care  of  water  pipes  and  sewers,  of  street  railway 
tracks,  of  railway  crossings  and  their  protection  and 
operation  and  of  the  increasingly  difficult  electric  line 
crossings  whether  telegraph,  telephone  or'  high  ten- 
sion electric  power  lines. 

Mechanical  Knowledge  Needed  By  the  Engineer 

But  the  engineer  in  this  work  if  he  is  to  be  really 
up  to  it,  must  be  more  than  a  civil  engineer  for,  as 
pointed  out,  he  must  have  a  knowledge  of  mechanical 
and  electrical  and  chemical  work  as  well  to  follow  the 
present  day  progress.  Not  only  must  he  be  conver- 
sant with  the  underlying  principles  of  traction  but  he 
must  have  a  practical  working  knowledge  of  the  me- 
chanical and  electrical  machinery  and  equipment  used 
in  the  processes  of  manufacture  and  preparation  of 
materials  and  in  the  construction  of  roads.  The  variet- 
ies of  such  equipment,  with  the  machinery  for  in- 
stance of  handling  materials  in  excavation,  quarries, 
sand  and  gravel  pits,  and  in  the  preparation  of  them 
by  crushers  and  screens  or  the  machinery  used  in  con- 
struction, concrete  mixers,  road  rollers,  asphalt,  tar 
and  similar  plants  are  in  themselves  such  important 
factors  in  road  building  as  to  demand  close  attention 
and  knowledge  on  the  part  of  the  engineers.  But 
there  is  the  other  phase  of  the  mechanical  of  which 
the  road  engineer  of  today  must  have  more  than  a 
passing  knowledge.  He  must  know  the  various  prin- 
ciples of  operation  and  control  of  motor  transport  of 
all  kinds  from  the  touring  motor  car  to  the  freight 
lorry  and  their  effect  upon  his  roads  in  all  seasons  and 
with  the  activities  of  the  manufacturers  of  today  he 
must  also  keep  up  with  the  rapidly  changing  types 
of  steam,  oil  and  electric  vehicles. 

The  co-ordination  necessary  for  electrical  work  in 
connection  with  streets  and  highways  has  already 
been  indicated  as  to  line  crossings  but  it  is  no  small 
matter  in  congested  areas  to  deal  with  the  complicated 
problems  of  electrical  conduits  in  the  road  bed,  over- 
head wires,  electric  lighting  arrangements  and  the 
vexed  questions  of  electric  railway  and  their  mainten- 
ance with  regard  to  the  road  bed. 

So  with  the  chemical  side  of  the  work.  There  must 
be  for  the  future  a  larger  proportion  of  these  engineers 
engaged  in  or  with  a  knowledge  of  the  chemical  pro- 
perties of  the  various  soils  and  materials  of  road  con- 


struction and  of  the  chemical  processes  involved  in  se- 
curing, preparing  and  applying  in  construction,  the 
various  special  constituents  of  tar,  asphalt  and  other 
materials. 

Planning  of  Routes 

Another  feature,  which  in  this  new  country  is  now 
very  properly  claiming  attention  in  highway  construc- 
tion is  that  concerned  with  the  strategical  planning  of 
routes,  either  municipal  or  provincial,  and  the  work 
of  general  design  related  to  the  broad  principles  of 
town  planning.  Much  is  to  be  made  and  is  being 
made  of  this  feature,  and  it  is  very  desirable  that  the 
coming  engineering  generation  should  make  it  a  part 
of  their  work  of  preparation.  In  doing  this  they 
should  not  lose  sight  of  the  artistic  and  aesthetic  in 
their  work  of  street  arrangement  and  beautifying,  in 
their  boulevards  and  parkways  and  even  in  the  long 
reaches  of  rural  highways  which  are  so  attractive  a 
feature  in  the  roads  of  England  and  France,  of  which 
the  soldiers  in  the  war  have  pleasant  memories. 

But  engineering  and  technical  knowledge  and  ex- 
perience is  not  all  that  the  successful  highway  en- 
gineer of  today  and  tomorrow  will  require.  That  will 
be  only  part  of  his  professional  equipment.  He  must 
be  much  more  than  a  technical  man.  The  nature  of 
this  work  requires  much  of  other  knowledge  and  quali- 
fications. He  must  have  administrative  ability,  he 
must  have  vision,  judgment,  and  tact  and  those  most 
vital  qualities  which  will  enable  him  to  deal  with  and 
co-operate  with  other  men  whether  workmen  or  em- 
ployers, foremen  or  contractors,  salesmen  or  walking 
delegates,  business  men,  ratepayers  or  politicians.  For 
after  all  the  business  of  the  building  and  maintain- 
ing of  highways  today  is  largely  business,  adminis- 
trative work  with  engineering  closely  mixed  wich  it,' 
and  as  we  go  on  in  our  complex  methods  of  doing 
things,  the  business  and  the  engineering  will  become 
more  interconnected  and  inseparable. 

Highway  Engineer  is  More  Than  a  Technical  Man 

The  highway  engineer  must,  therefore,  equally  be 
an  administrator,  an  economist  and  a  co-operator  with 
the  business  man,  the  legislator  and  the  ratepayer.  It 
is  perhaps  this  part  of  his  work  which  will  make  him 
the  more  valuable  servant  of  the  municipality  or  the 
state,  but  he  will  acquire  that  value  only  in  so  far 
as  he  can  efficiently  combine  his  engineering  know- 
ledge and  experience  with  his  adminstrative  ability. 

Now  how  are  we  going  to  secure  these  engineers? 
It  will  be  said  we  ask  for  a  super-engineer  in  this 
highly  detailed  specification  of  all  he  must  be  able  to 
do.  But  why  not,  Is  not  our  highway  engineering 
going  to  be  amongst  the  most  important  in  the  develop- 
ment of  this  country?  We  must  then  be  prepared  to 
meet  the  demand,  and  all  those  concerned  in  securing 
good  engineers  are  equally  responsible  in  the  inter- 
ests of  good  roads  and  highways. 

The  responsibility  lies  not  so  much  on  schools, 
colleges  or  universities  as  upon  the  municipalities  and 
the  governments  who  are  building  roads  and  high- 
ways. True,  the  colleges  and  universities  must  give 
the  fundamental  education  but  it  is  quite  evident  that 
the  further  or  later  education  must  progress  in  suc- 
cessive stages  in  the  field,  on  the  actual  construction 
or  in  the  engineering  or  administrative  offices  of  the 
highway  departments  or  commissions  of  the  country. 

The  place  of  the  college  or  university  in  this  edu- 
cative process  is,  howevef,  well  defined  and  the  work 
they  are  called  upon  to  do  is  in  a  large  measure  com- 
mon not  only  to  all  classes  of  engineers  destined  to 
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be  employed  on  highway  work  but  common  as  well  to 
all  sections  of  the  country  from  coast  to  coast  where 
this  kind  of  work  is  being  carried  on. 

Scientific  Training  a  Large  Factor  in  Success 

The  fundamental  principles  of  applied  science  in 
respect  to  road  building  are  the  same  everywhere  and 
colleges  can  deal  with  all  of  the  underlying  principles 
already  outlined  under  the  various  civil,  mechanical 
and  other  branches  of  engineering.  It  has  been  said 
that  road  building  is  an  art  rather  than  a  science. 
That  may  have  been  true  in  the  earlier  days  and  even 
within  our  own  memories  but  it  cannot  apply  today. 
The  work  that  has  been  and  is  being  carried  out  in 
the  universities  of  Europe  and  America  shows  con- 
clusively that  scientific  training  is  today  a  very  large 
factor  in  successful  road  building.  In  the  work  of 
research  the  University  has  a  special  service  to  ren- 
der to  the  State  and  it  will  be  found  that  as  time  goes 
on  and  the  problems  of  road  building  and  maintenance 
and  of  road  operation  and  traffic  become  more  compli- 
cated the  processes  of  experiment  and  research  in 
which  the  Universities  can  participate  will  be  more 
than  ever  valuable  to  the  road  builder. 

It  is  not  the  purpose  here  to  enter  into  a  discussion 
in  detail  of  the  form  such  college  training  should  as- 
sume or  to  lay  down  a  special  curriculum  for  highway 
engineering.  All  the  colleges  and  provincial  universit- 
ies of  Canada  are  now  giving  such  courses  as  will  sup- 
ply the  coming  highway  engineer  with  more  or  less 
of  the  scientific  side  of  his  fundamental  education.  It 
is  desirable,  however,  that  more  attention  should  per- 
haps be  paid  to  some  of  those  features  of  the  more 
direct  application  of  principles  to  road  building  and 
maintenance.  In  this  connection  I  desire  to  bespeak  a 
further  co-operation  between  those  connected  with 
road  building,  either  in  municipal  or  government  rela- 
tions on  those  engaged  in  businesses  connected  with 
road  materials  or  construction  on  the  one  hand  and 
the  universities  on  the  other,  so  that  there  may  be 
some  mutual  assistance  in  co-ordination  of  effort  and 
in  research  work.  The  laboratories  of  the  universities 
should  be  at  the  disposal  of  the  municipality  and  gov- 
ernment for  these  purposes  and  it  is  indeed  the  duty 
of  the  university  to  assist  the  state  in  every  way  in  this 
respect. 

More  Than  the  Technical  Required 

The  universities,  however,  must  recognize  what  is 
already  pointed  out,  that  the  education  of  the  engineer 
of  to-day  does  not  stop  at  the  technical  work.  They 
must  supply  the  engineering  student  as  well  with 
some  of  the  economic,  financial  and  broader  education 
which  at  least  will  fit  him  to  carry  on  after  he  gets 
out  into  his  life  work. 

When  the  young  graduate  leaves  his  college  he 
must  not  by  any  means  think  himself  an  engineer, 
much  less  a  highway  engineer.  He  has  much  practical 
experience  to  get.  If  he  is  desirous  of  following  high- 
way work  it  is  not  necessary  that  he  plunge  into  it  as 
soon  as  an  opportunity  offers.  There  is  much  advan- 
tage to  himself  and  his  subsequent  employers  if  he 
can  get  some  other  co-ordinating  experience,  such  as, 
for  instance,  on  railway  work  or  general  municipal 
work.  Railway  work  is  specially  fitting  for  carrying 
on  with  highway  work  and  we  are  now  coming  to  learn 
that  the  engineering  work  of  both  is  similar  and  equal 
in  importance  with  the  advantage  lying  with  highway 
work  for  diversity.  It  is  well,  too,  to  keep  in  mind 
that  so  far  as  the  present  is  concerned,  there  are  many 


college  graduates  and  other  young  engineers  who  have 
had  the  advantages  of  war  experience  on  highway 
work,  in  road  building  and  maintenance  in  France 
and  in  motor  transport  and  traffic  operation  there  as 
well,  under  difficult  conditions. 

But  the  duty  of  the  state  is  larger  than  the  univer- 
sity in  this  respect  of  education.  All  that  the  univer- 
sity can  do  is  to  provide  the  early  fundamental  scienti- 
fic education  and  but  a  small  portion  of  the  special 
highway  engineering  training.  The  municipality  and 
the  state  must  do  the  rest  if  they  are  to  secure  the  right 
type  of  useful  highway  engineers.  They  must  be  pre- 
pared to  take  the  young  University  graduate  or  the 
specially  trained  or  partially  scientifically  educated 
school  or  college  boy  and  put  him  into  their  organiza- 
tions in  such  a  way  that  he  will  learn  the  other  side 
of  the  work  of  the  engineering.  He  must  be  given 
every  opportunity  to  learn  the  practical,  administrat- 
ive and  operative  portions  of  the  work  in  successive 
stages  and  only  by  this  means  will  the  state  produce 
for  itself  a  broadly  educated  highway  engineer. 

Keeping  Highway  Records 

System  of  Filing  in  British  Columbia  Facili- 
tates the  Handling  of  Correspondence 
and  Minimizes  Office  Staff" 

By  A.  E.  Foreman,  Public  Works  Engineer,  Victoria,  B.C. 

IN  connection  with  the  organization  of  a  highway 
department  a  satisfactory  system  of  entering  and 
filing  correspondence  should  be  inaugurated  so 
that  government  business  will  be  carried  on  with 
the  .same  promptness  and.  dispatch  that  obtain  in  a 
private  corporation,  and  with  some  governments  this  is 
the  exception  rather  than  the  rule.  In  British  Colum- 
bia our  method  of  accounting  is  based  upon  electoral 
districts  and  we  have  taken  advantage  of  this  to  in- 
troduce a  system  of  filing  that  is  proving  satisfactory 
and  a  brief  explanation  of  which  may  prove  of  in- 
terest. 

In  the  Constitution  Act,  the  electoral  districts  are 
placed  alphabetically  and  numbered  accordingly,  so 
that  Alberni  is  No.  1,  Comox  No.  6,  Trail  36,  and  so 
on.  We  have  then  taken  arbitrary  numbers  to  repre- 
sent the  different  classes  of  work — 20,  for  example, 
represents  roads ;  40  represents  bridges,  and  50  repre- 
sents ferries,  and  I  may  add  that  in  British  Columbia 
the  highway  department  is  a  branch  of  the  public 
works  department  and  the  other  numbers  represent 
other  classes  such  as  public  buildings,  wharves,  river 
bank  protection,  etc. 

Every  individual  road,  bridge  and  ferry  in  each  elec- 
toral district  is  numbered  which  fixes  it  definitely  al- 
though it  may  have  a  number  of  local  names.  The  re- 
sult is  that  1-20-32  is  Alberni  district,  road  number  32 ; 
6-40-75  is  Comox  district,  bridge  No.  75 ;  36-50-4  is 
Trail  district,  ferry  No.  4  and  so  on  and  these  num- 
bers not  only  fix  definitely  the  road  or  bridge,  but  they 
are  also  the  file  numbers  under  which  correspondence 
on  the  individual  roads  or  bridges  is  filed  in  the  dif- 
ferent offices.  When  a  district  engineer  is  writing 
about  a  certain  road,  the  number  of  that  road  is  also 
his  file  number  as  well  as  that  of  the  office  to  which 
he  is  writing.  The  results  are  that  it  facilitates  fil- 
ing* gives  the  head  office  a  check  on  how  the  system 
is  being  kept  up  in  the  outside  offices,  gives  uniform- 
ity throughout  the  province,  and  when  an  assistant  is 
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promoted  to  another  district,  he  is  at  otice  familiar 
with  the  filing  system  in  use  in  that  office.  By  intro- 
ducing this  system  and  making  other  changes  at  the 


head  office,  we  were  able  to  reduce  the  staff  and  still 
handle  a  .30  per  cent,  increase  in  the  correspondence, 
and  what  is  more  important,  answer  it  promptly. 


Financing    a    Provincial    Highway  System 

The  Possible  Sources  of  Revenue  and  the  Merits  of  Each — If  Road  Expenitures 
are  to  Appeal  to  Public,  There  Must  be  Assurances  That  They  Will  be 
Made  Prudently — Determination  of  Motor  Fees — Calculating 
the  Justifiable  Expenditure 

By  A.  W.  Campbell,  Dominion  Commissioner  of  Highways 


WHAT  is  a  Provincial  Highway  System?  The 
answer  depends  largely  upon  the  authority 
and  powers  of  the  department  in  each  pro- 
vince having  the  administration  of  its  high- 
ways. In  the  provinces  of  Prince  Edward  Island, 
Nova  Scotia,  New  Brunswick  and  British  Columbia, 
all  roads,  both  as  to  construction  and  maintenance, 
are  under  the  jurisdiction  and  control  of  the  central 
provincial  government.  Consequently,  a  provincial 
highway  system  in  these  provinces  emhraces  and  in- 
cludes hy-roads  and  side-roads  as  well  as  main  01" 
trunk  roads.  A  centralized  form  of  administration  of 
highways  in  these  provinces  is,  therefore,  necessary. 
Now,  if  Nova  Scotia  may  he  taken  as  typical  of  the 
provinces  having  a  provincial  highway  system  of  thi.^ 
type,  we  find  that  their  "Provincial  Highways  Fund" 
taps  six  distinct  sources  of  revenue,  as  authorized  by 
their  "Public  Highways  Act  of  1917."  These  are. 
(1)  such  sums  as  may  be  determined  by  the  governor- 
in-council  not  exceeding  the  amount  voted  by  the  leg- 
islature of  the  province  for  the  purpose;  (2)  all  motor 
license  fees;  (3)  all  sums  contributed  by  the  Federal 
Government  to  encourage  and  assist  the  improve- 
ments of  highways;  (4)  direct  taxes  on  ratable  pro- 
perty and  income  amounting  in  cities  and  towns  to 
o'ne  mill  and  in  other  municipalities  to  four  mills,  to- 
gether with  a  poll  tax  of  $1.00,  or  if  not  assessed,  a 
poll  tax  of  $3.00;  (5)  certain  income  from  crown  lands, 
and  (6)  special  contributions  by  municipalities,  cor- 
porations, associations  or  persons. 

Revenue  From  Federal  Sources 

At  the  present  time,  each  of  these  sources  of  rev- 
enue, with  the  possible  exception  of  the  direct  taxes, 
are  now  available  and  open  to  each  of  the  provinces 
of  Canada.  This  statement  could  not  be  made  when 
the  provincial  legislation  of  Nova  Scotia  just  referred 
to  was  passed,  because  the  Canada  Highways  Act, 
which  appropriated  $20,000,000  to  encourage  the  pro- 
vinces in  constructing  and  improving  their  highways, 
became  law  only  on  July  7th,  1919.  This  Act  makes 
available  to  the  different  provinces  40  per  cent  of  the 
cost  of  constructing  or  improving  such  highways  as 
the  provinces  designates  to  come  under  the  Act,  the 
provinces  subsequently  to  submit  such  information 
regarding  the  public  necessity  of  the  various  high- 
way projects  and  as  to  location,  cost,  description, 
specifications,  time  and  method  of  construction,  as  is 
satisfactory  to  the  Federal  Government.  The  regula- 
tions under  the  Act  stipulate  that  this  information 
shall  be  submitted  in  what  we  term  a  "project  state- 
ment." This  statement  includes  information  as  to  the 
authority  for  and  sources  of  provincial  and  local  funds, 
where  such  funds  are  to  be  used  in  connection  with 
any  project. 

At  the  present  time,  direct  property  tax  including 


the.  poll  tax  for  highway  purpose  is  exigible  in  Canada 
only  in  the  provinces  mentioned  as  controlling  all 
their  roads.  While  such  tax  levies  for  highway  pur- 
poses usually  go  into  the  general  fund  of  these  pro- 
vinces, this  source  of  revenue  may  be  capitalized  and 
the  proceeds  expended  on  roads  of  a  particular  class. 
Such  highways  generally  embrace  the  main  trunk 
roads  connecting  the  principal  centres  of  population 
and  distribution,  linking  up  a  series  of  market  roads. 
Generally  speaking  in  the  central  provinces,  that  is 
from  British  Columbia  to  New  Brunswick,  this  class 
of  roads  constitutes  what  is  commonly  known  therein 
as  a  "provincial  highway  system."  In  these  central 
provinces  all  direct  property  taxes,  including  those  for 
road  purposes,  are  collected  and  spent  by  the  various 
municipal  councils  of  each  province.  There  is  no 
gainsaying  the  fact  that  there  has  been  a  strong  dis- 
inclination in  such  provinces  as  Ontario  to  institute 
direct  taxation  for  highways  or  indeed,  for  other  pur- 
poses. Insofar  as  the  setting  aside  of  motor  fees  for 
highway  construction  is  a  form  o'f  direct  taxation, 
there  has  been  a  departure  in  such  provinces  as  On- 
tario from  the  indirect  methods  of  taxation.  Indeed, 
the  development  and  expansion  of  motor  transport  has 
been  featured  by  a  tendency  toward  this  form  of  direct 
taxation  in  all  parts  of  America;  and  in  the  provinces 
not  already  having  control  of  all  their  roads,  there  has 
been  a  further  marked  tendency  towards  centralized 
administration  of  such  highways  as  are  used  to  the 
greatest  extent  by  motor  transport. 

Direct  Levy  on  Property  and  Income 

In  the  United  States  a  direct  annual  levy,  collect- 
ed by  the  State  on  property  and  income,  for  general 
highway  expenditures  or  for  highway  debenture,  is 
very  common  even  in  such  states  as  New  York  in 
which  the  counties  also  make  large  expenditures  on 
their  highways.  The  fixed  state  tax  levy  varies  from 
1/10  of  a  mill  to  2J/>  mills.  For  highway  debenture 
issues,  the  direct  levy,  of  course,  varies  according  to 
the  amount  issued  and  outstanding,  that  is,  without 
having  regard  to  the  term  of  the  issue  or  the  rate  of 
interest  payable.  The  law  of  New  York  state  regard- 
ing its  last  issue  of  debentures  for  highway  purposes 
provided  that  the  rate  of  annual  tax  be  5/1000  of  a 
mill  of  valuation  of  real  and  personal  property  sub- 
ject to  taxation,  for  each  $1,000,000  issued  or  1/10  of 
a  mill  for  a  $20,000,000  issue.  This  method  of  raising 
highway  funds  has  the  advantage  that  the  large  cities 
of  the  province  or  state  are  called  upon  to  make  a  defi- 
nite contribution  toward  the  financing  of  the  lead- 
ing highways  therein  ;  it  thereby  lessens  the  burden 
of  providing  adequate  highway  transport  for  long 
distance  travel,  formerly  imposed  on  local  units. 

Any  provincial  highway  system  fundamentally  in- 
volves a  classification  of  the  roads  in  a  given  province, 
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followed  by  the  selection  of  those  which  carry  the 
heaviest  traffic  and  serve  the  most  people  for  special 
treatment.  In  the  case  of  provinces  in  which  the 
counties  or  similar  units  control  all  roads,  it  means 
special  legislation  under  which  these  highways  are 
designated  to  come  under  complete  or  partial  control 
of  the  central  government. 

Safeguarding  the  Expenditures 

In  this  connection,  it  may  properly  he  contended 
that,  prior  to  the  proper  classification  of  the  high- 
ways of  a  province,  there  should  be  established  in 
each  province  a  department  or  branch  of  a  department 
with  trained  experienced  engineers  in  charge,  whose 
judgment  regarding  the  engineering  problems  affect- 
ing proper  locations,  designs  and  materials  for  road 
construction,  will  command  the  confidence  and  support 
of  the  public  which  pays  the  shot.  The  man  on  the 
street  quite  naturally  feels  that  any  large  .sum  of 
money  raised  for  the  special  purposes  of  building  the 
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roads  demanded  by  the  modern  road-vehicle,  should  be 
regarded  as  a  public  investment  to  be  safe-guarded. 
If  this  investment  is  to  appeal  to  the  public,  there- 
must  be  a  reasonable  assurance  that  the  contemplated 
expenditures  will  be  made  prudently.  The  people 
want  to  know  that  their  money  will  not  be  scattered 
around  on  job  and  patch  work  but  that  proper  care 
will  be  taken  to  secure  the  best  location,  firm  founda- 
tions, thoroughly  drained  and  consolidated,  and  with 
surface  coverings  economical  justifiable.  In  this  con- 
nection I  am  pleased  to  be  able  to  state  that  all  the 
provinces  of  Canada  have  already  established  high- 
way departments  or  hranches  which  are  under  the  di- 
rect;on  of  experienced,  competent  engineers  acquaint- 
ed with  modern  methods  of  road  construction  and  at 
the  same  time  fully  alive  to  the  limitations  of  local 
conditions.  The  ground,  to  use  a  figurative  expres- 
sion, is  in  this  respect  already  paved  and  prepared  for 
a  superstructure  of  solid  achievement  in  highway 
work. 

In  passing,  perhaps,  I  might  state  that  possibly 
the  best  evidence  that  the  provinces  now  have  capable 
highway  organizations,  which  have  been  applying 
themselves  to  the  task  of  classifying  their  roads,  may 


be  found  in  the  fact  that  eight  out  of  the  nine  pro- 
vinces have,  to  date,  submitted  to  the  federal  govern- 
tnent  for  approval,  a  programme  map  of  a  selected 
system  of  highways  in  these  provinces  for  construc- 
tion or  improvement  under  the  Canada  Highways  Act. 
This  means  that  these  provinces  have  chosen  the 
roads  of  the  most  general  and  local  importance,  in 
each,  for  improvement  with  federal  co-operation  and 
assistance.  The  total  mileage  of  the  roads  that  have 
been  so  far  designated  as  federal  aid  roads  is  about 
18,000  miles  ;  and  the  total  amount  that  is  being  raised 
by  these  provinces  and  which  will  be  applied  during 
the  next  five  years  on  this  system  aggregates  about 
$73,000,000.  Consequently  it  would  appear  that  the 
manner  in  which  this  vast  sum  of  money  is  to  be  ob- 
tained for  highway  purposes  is  a  very  pertinent  ques- 
tion at  the  present  time. 

Now  experienced  highway  engineers  fully  realize 
that  and  highway  improvements  in  grading  or  pre- 
liminary work,  undertaken  from  special  expenditures, 
should  be  done  Only  with  the  view  to  the  laying  of 
foundations  that  will  meet  all  reasonable  require- 
ments of  future  traffic  ;  and  that  any  gravel  or  stone 
should  be  applied  with  the  view  to  making  a  suitable 
surface  to  accommodate  the  present  requirements  of 
traffic  and  to  fit  into  a  finished  work  later  on,  even  if 
that  work  should  be  of  the  most  expensive  class  of 
pavement.  Public  confidence  in  special  highway  de- 
bentures would  be  more  secure  if  the  people  were 
taken  into  the  confidence  of  highway  engineers  as  to 
the  manner  in  which  the  work  is  to  be  carried  on,  to 
a  greater  extent  than  has  been  done  in  the  past.  How- 
ever, it  is  a  well  known  fact  that  engineers  are  not 
good  advertisers.  Still  there  is  a  public  which  looks 
for  immediate  results,  forgetting  that  only  the  cheap 
and  most  impermanent  structures  are  built  in  a  day, 
and  which  should  be  informed  as  to  what  is  intended 

Financing  Large  Expenditures 

Now  let  us  briefly  consider  what  is  the  general 
trend  of  methods  of  financing  large  special  expendi- 
tur*s  on  highways.  In  the  past,  road  work  was  but 
one  of  several  so-called  public  works  receiving  atten- 
tion of  a  provincial  department  of  public  works.  All 
expenditures  made  by  such  departments  were  usually 
met  out  of  the  general  funds  of  the  province.  Of  late, 
however,  there  have  developed  in  practically  all  of 
our  provinces  special  departments  to  deal  with  road 
matters  which,  in  order  to  satisfy  the  public  demands 
for  improved  roads,  require  extraordinarily  large  ex- 
penditures. Since  these  expenditures  are  made  large- 
lv  in  response  to  the  demands  of  a  limited  portion  of 
the  public,  namely  those  using  the  roads  or  living 
adjacent  thereto,  a  tendency  towards  financing  the 
necessary  expenditures  from  direct  taxes  on  real  pro- 
perty, motors  or  gasoline  or  from  capitalization  ot 
prospective  revenues  from  these  sources  in  the  shape 
of  debenture  issues  is  very  strong.  This  method  ot 
finance  has  its  merits.  While  not  forgetting  that  there 
is  a  very  great  general  public  interest  in  improved 
conditions,  owing  to  the  decreased  cost  of  hauling 
and  hence  a  reduction  in  the  cost  of  farm  products, 
etc..  to  the  consumer,  yet  it  is  undoubtedly  a  very 
equitable  arrangement  by  which  those  benefitting  di- 
rectly from  improved  road  conditions  are  called  upon 
to  pay  the  bulk  of  expenditures  on  the  selected  sys- 
tem of  trunk  highways  placed  under  provincial  con- 
trol. It  permits  of  the  ordinary  sources  of  revenue 
being  applied  to  the  lesser  important  roads  while  a 
definite  programme  of  permanent  construction  is  be- 
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ing  carried  out.  Because  debentures  have  in  the  past 
been  issued  for  highways  and  other  public  works  and 
have  failed  because  the  proceeds  have  been  spent  in 
constructing  hard  surfaces  on  unimproved  grades 
without  proper  foundation  and  drainage,  is  no  reason 
for  condemning  the  principle  of  capitalizing  a  given 
source  of  revenue  for  highway  purposes. 

Moreover,  it  is  a  mistake  to  secure  a  large  high- 
way bond  issue  on  the  pledge  of  the  entire  revenue 
from  motor  license  fees  for  the  construction  of  an  ex- 
tensive mileage  of  expensive  highways,  unless  there 
is  or  will  be  an  assured  adequate  fund  from  other 
sources  for  maintenance  purposes.  Good  business 
methods  demand  that  provision  be  made  for  protect- 
ing the  investment  by  proper  methods  of  mainten- 
ance. 

Determination  of  Motor  Fees 

While  many  states  and  several  of  the  provinces  ol 
Canada  are  devoting  their  revenue  from  motor  licenses 
towards  the  financing  of  special  expenditures  on  their 
roads,  it  would  appear  to  be  timely  to  consider  brief- 
ly the  basis  on  which  the  fees  are  collected  from  motor 
owners.  At  present  there  is  little  uniformity  in  this 
regard.  One  province  may  levy  a  flat  rate  upon  air 
vehicles,  whether  used  for  touring  or  commercial  pur- 
poses, having  no  regard  to  weight  or  horse-power. 
Another  province  may  distinguish  between  commer- 
cial and  pleasure  vehicles  on  a  flat  basis  while  its 
neighbor  may  base  the  fee  upon  both  weight  and 
horse-power.  Possibly  a  more  equitable  plan  would 
be  to  have  regard  to  each  of  these  factors.  In  this  case, 
the  fee  would  be  based  somewhat  as  follows:  l/o  on 
power,  1/3  on  weight  and  1/3  on  valuation  or  as  a 
flat  tax.  There  is  no  doubt  that  the  tonnage  ana 
speed  of  any  motor  vehicle  have  a  direct  bearing  on 
the  amount  of  damage  done  by  the  vehicle  to  high- 
way improvements,  and  should  be  taxed  according- 
ly. A  proportion  of  the  fee  based  upon  the  assessed 
valuation  of  the  motor  vehicle  would  appear  to  be  a 
fair  means  of  taxing  personal  property  that  is  not 
productive.  However,  it  is  doubtful  that  this  method 
of  levying  the  fee  would  be  generally  acceptable,  es- 
pecially in  the  central  provinces. 

In  the  state  of  Minnesota  what  is  known  as  the 
"Babcock  plan"  of  financing  a  trunk  road  system  con- 
templates raising  the  motor  tee  to  $18,  which  is  now 
about  one-half  that  amount,  and  pledging  the  extra 
amount  so  raised  for  the  creation  of  a  special  bond 
issue,  limited  in  any  calendar  year  to  $10,000,000,  with 
never  more  than  $75,000,000  outstanding.  The  great- 
er part  of  the  revenue  derived  from  motorists  now  con- 
sists of  a  personal  property  tax  in' each,  payable  to 
the  state.  The  average  assessed  value  of  all  cars  list- 
ed on  May  1st,  1918,  was  $140  per  car  and  the  average 
tax  on  this  assessment  was  $5.60,  amounting  together 
with  a  license  fee  of  $1.66  to  $7.26  only.  The  "Bab- 
cock Plan"  will,  it  is  claimed,  not  add  a  single  dollar 
of  taxation  to  the  current  expenditure  on  highways 
in  the  state.  It  would  appear  that  this  method  of 
financing  highway  expenditures  is  satisfactory  all 
around,  providing  the  motor  owners  do  not  kick.  Furth- 
er, that  the  motorists  of  the  state  will  have  nothing 
to  lose  by  this  increased  tax  is  sustained  by  the  argu- 
ment that  the  improvements  will  occasion  them  20 
per  cent,  less  expenditure  to  operate  their  cars  than 
at  present. 

A  Tax  On  Gasoline 

It  has  been  estimated  by  an  eminent  French  high- 
way engineer  that  there  is  a  reduction  of  one-third  ot 


the  amount  of  gasoline  required  in  driving  over  im- 
proved roads.  This  fact  that  the  amount  of  gasoline 
used  in  a  car  is  fairly  proportionate  to  the  excellence: 
of  the  roads  covered  has  been  used  as  the  basis  fat 
contending  that  highway  improvements  might  pro- 
perly be  financed  by  a  tax  upon  gasoline  used  for  mot- 
or purposes.  A  tax  of  this  nature  would  be  some- 
what difficult  to  collect.  Each  province  would  re- 
quire that  the  owners  of  garages  and  gasoline  supply 
depots  give  affidavits  as  to  the  amount  of  gasoline  re- 
ceived by  them  and  sold  to  the  public  for  motor  pur 
poses.  However,  owing  to  the  extraordinary  increase 
in  the  price  of  gasoline  within  the  last  year,  there  is, 
no  doubt  that  a  tax  of  this  nature  would  not  be  very 
popular  with  our  Canadian  motorists.  As  a  measure 
of  alleviation  of  the  rising  cost  of  gasoline,  it  has  been 
suggested  that  the  provincial  governments  should  take 
over  the  control  of  purchases  and  sales  of  all  gasoline 
used  for  motor  purposes.  A.~  "The  Nation"  (N.  Y.) 
puts  it — "Why  not  one  fluid  more?  Why  not  the  ont 
fluid  that  makes  the  motor  world  go  round,  whose 
very  drops  are  the  touch  of  nature  which  makes  the 
whole  world  spin?"  If  the  tax  on  gasoline  could  be  col- 
lected without  too  much  trouble  and  expense,  it  would 
be  a  very  fair  means  of  arriving  at  the  amount  of  ser- 
vice which  motorists  receive  from  a  provincial  high- 
way system,  and  of  reimbursing  the  public  for  the 
amount  of  wear  and  tear  caused  to  highways  by  mo 
tor  vehicles. 

Justifiable  Expenditure 

With  regard  to  the  amount  of  expenditure  per  mile 
of  road  that  a  debenture  issue  is  to  cover,  it  may  be 
said  that,  providing  the  actual  tonnage  of  traffic  now 
using  the  road  as  well  as  the  approximate  increase  oi 
traffic  that  will  result  from  the  improvement  is  known, 
the  justifiable  expenditure  can  be  quite  readily  deter- 
mined. All  that  is  required  is  a  calculation  based  up- 
on the  actual  differences  in  the  cost  of  hauling  one 
ton  for  one  mile  over  the  various  classes  of  roads.  For 
instance,  supposing  the  difference  between  the  cost 
of  hauling  one  ton  for  one  mile  is  10c  greater  over  an 
orlinary  earth  road  than  over  an  improved  gravel 
road,  or  in  other  words  that  there  is  a  saving  of  10c 
per  ton  mile  in  hauling  over  the  gravel  road,  and  that 
there  is  a  daily  traffic  of  only  5  tons  amounting  in  a 
year  of  300  working  days  to  1500  tons.  The  result 
is  clearly  a  gain  of  $150  in  the  cost  of  hauling  over 
this  mile  during  the  year.  Now,  suppose  you  capita- 
lize this  annual  saving  with  interest  at  the  low  rate 
of  5  per  cent,  and  assume  that  such  a  saving  continues 
for  twenty  years  then  the  amount  of  highway  expendi- 
ture that  is  economically  justifiable  on  this  mile  is 
$3,000.  On  the  same  basis,  there  might  properly  be 
expended  on  a  road  carrying  a  daily  traffic  of  50  tons 
the  sum  of  $30,000,  and  so  on  according  to  the  traffic. 
Hence  it  would  appear  that  the  traffic  a  road  is  re- 
quired to  sustain  is  the  determining  factor  in  the 
amount  of  expenditure  to  be  made  thereon  and  of  the 
amount  of  debentures  required  for  any  given  stretch 
of  road. 

Selling  Road  Debentures 

In  conclusion,  I  might  briefly  touch  on  the  question 
of  the  best  way  to  sell  highway  debentures.  Owing 
to  the  prevailing  high  rates  of  interest,  it  is  desirable 
to  sell  an  issue  as  cheaply  as  possible.  This,  of  course, 
is  usually  done  by  asking  for  competitive  bids  but 
there  is  a  further  consideration  in  connection  with 
highway  expenditures,  namely,  the  desirability  of  of- 
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fering  debentures  of  this  character  to  the  public  as  a 
worthy  enterprise  that  should  be  taken  up  and  pro- 
moted from  the  standpoint  of  patriotism  and  the  gen- 
eral public  interest.  While  Canadians  are  prone  to 
smile  at  some  of  the  so-called  amendments  to  the  con- 
stitutions of  some  of  the  American  states  owing  to 
their  having  relation  to  matters  of  essentially  passing- 
importance,  there  is  this  much  to  be  said  for  an  amend- 
ment to  a  state  constitution  proposing  a  debenture 
issue  for  highway  purposes,  that  the  public  become 
informed  as  to  the  nature  of  the  benefits  accruing  from 


improved  highway  conditions,  and  a  lively  interest  is 
secured  in  promoting  the  welfare  of  the  country  in  this 
regard.  Our  provinces  are  not  in  a  position  to  amend 
their  constitution  periodically  by  popular  vote. 
However,  there  is  no  good  reason  when  debentures 
for  highway  purposes  are  being  floated  that  an  active 
campaign  should  not  be  instituted  to  help  in  selling 
them,  setting  forth  the  expected  benefits  to  be  de- 
rived from  the  expenditure  proposed  and  urging  popu- 
lar support  to  the  debentures  on  the  dual  grounds  of 
patriotism  and  good  business. 


Saving  Roads  by  Oil  and  Carpet  Goats 

Old  Roads  May  be  Given  New  Life  by  Proper  Surface  Treatments— Bulk  of  Roads 
Can  be  Thus  Preserved,   Maintaining  in  This  Way  a  Policy  of  Strict  Econ- 
omy— Rules  for  Laying  Bituminous  Coatings  — Outremont's  Experience 

By  J.  A.  Duchastel  de  Montrouge,  City  Engineer  and  Manager,  Outremont,  P.Q. 


THE  road  builder  is  face  to  face  today  with  prob- 
lems which  were  of  little  concern  only  a  few 
years  ago,  viz :  the  scarcity  and  efficiency  of 
labor;  and  the  high  cost  and  difficulty  in  se- 
curing materials  for  road  construction.  He  has,  there- 
fore, to  apply  himself  in  making  the  best  of  a  difficult 
situation,  and  his  duty  is  to  counteract  the  general 
tendency  of  extravagance  in  road  construction,  and 
devise  means  by  which  old  roads  can  be  restored, 
improved  and  maintained  until  such  time  when  prices 
come  down  and  labor  is  more  plentiful. 

Many  miles  of  old  macadam  or  gravel  roads  can 
be  improved  at  a  small  cost,  and  a  surface  treatment 
applied  to  them,  thereby  prolonging  for  years  their 
usefulness  and  retarding  for  considerable  time  the 
construction  in  their  stead  of  pavements  of  a  more 
permanent  character. 

Improved  Roads  Save  Transportation  Cost 

Another  very  important  economical  question  to 
consider,  when  the  improvements  to  the  roads  of  a 
district  are  planned,  is  the  saving  in  dollars  and  cents 
on  the  cost  of  transportation  of  farm  produce  and 
merchandise  generally.  The  U.  S.  Department  of  Ag- 
riculture, in  its  Country  Crop  Report  for  1918,  states 
that  the  cost  of  handling  one  ton  per  mile  of  farm  pro- 
duce in  states  having  improved  25  per  cent,  of  their 
highway  mileage,  was  10c,  while  in  states  were  road 
improvement  to  the  extent  of  5  per  cent,  only  had 
been  made,  the  average  cost  price  per  ton  mile  was 
30c.  This  needs  no  further  comment.  All  I  might 
say  is  that  if  only  one-half  the  amount  of  money  lost 
by  the  lack  of  maintenance  in  this  country  were  spent 
on  real  maintenance,  it  would  be  unnecessary  to  worry 
for  the  future. 

The  greatest  of  all  problems  on  road  construction 
today,  after  drainage,  is  road  maintenance,  and  too 
little  thought  is  given  to  this  matter.  We  are  all  ac- 
customed to  maintain  our  buildings,  our  equipment, 
ourselves,  this  has  been  drilled  into  us  for  long,  but 
too  many  people  imagine  that  once  a  road  is  down, 
it  is  down  forever  without  further  care,  but  this  is.  ab- 
solutely wrong.  The  maintenance  of  a  road  should 
start  the  day  it  has  been  completed. 

Bulk  of  Roads  Can  be  Oil  Treated 

The  present  situation  warrants  a  true  policy  of 
the  strictest  economy,  and  outside  of  some  main  trunk 


roadways  in  close  proximity  of  one  or  two  cities,  the 
great  bulk  of  our  roads  should  be  improved  and  treat- 
ed in  the  manner  I  am  about  to  describe. 

In  "Good  Roads"  on  March  24th,  1920,  in  an  ar- 
ticle entitled  "Improved  Roads  from  the  County  Offi- 
cial's .Standpoint"  signed  by  J.  Charles  Dayton,  Coun- 
ty Superintendent  of  Highways  of  Cayuga  Co.,  N.  Y., 
a  question  from  an  article  written  by  Colonel  W.  D. 
Sohier,  reads  as  follows : 

"In  Massachusetts  there  are  many  miles  of  water- 
bound  macadam  from  13  to  more  than  20  years  old, 


Capt.  J.  A.  Duchastel  de  Montrouge 


scattered  around  in  all  sections,  which  have  never 
been  resurfaced  but  have  been  maintained  with  a 
bituminous  blanket  top  and  constant  patching.  Others 
have  been  satisfactorily  maintained  by  putting  a  thin 
mixture  of  sand  and  asphalt  on  top  and  widening 
the  shoulders  with  the  same  material,  only  3  or  4 
inches  in  depth,  at  the  same  time  diminishing  the 
crown." 

These  excellent  methods  in  road  building  adopted 
by  one  of  the  leading  states  should  be  an  inducement 
for  us  to. follow  suit. 

It  would  be  unwise  to  believe  that  surface  treat- 
ment with  a  bituminous  material  will  conjure  all  evils 
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from  any  road.  While  it  is  admitted  that  a  surface 
treatment  with  bituminous  material  is  a  ready  means 
of  salvaging  many  types  of  pavements,  on  the  other 
hand,  it  must  be  remembered  that  the  road  to  be 
treated  must  have  a  foundation  of  sufficient  strength 
to  sustain  the  traffic  it  is  called  to  have;  that  the 
drainage  must  be  good,  and  that  the  road  surface  must 
be  in  good  condition.  No  surface  coat  will  last  if 
these  conditions  are  lacking. 

Surface  Treatment  is  a  Preservative 

The  surface  treatment  must  be  considered  as  a 
preservative  in  the  same  way  as  a  carpet  over  a  hard- 
wood floor,  and  the  carpet  coat  has  got  to  be  removed 
from  time  to  time  in  the  same  manner  as  a  carpet 
over  the  wooden  floor. 

Under  the  title  of  "Road  Oils  and  Carpet  Coats" 
mention  should  be  made  of  the  dust  laying  oils  of 
asphaltic  or  tar  origin.  1  will  say  very  little  on  these, 
as  this  type  of  oiling  is  intended  simply  to  weight 
down  the  dust  particles  and  prevent  them  from  blow- 
ing away.  These  light  oils  do  not,  as  a  rule,  form  a 
protective  coat  as  the  heavier  ones  used  in  connection 
with  carpet  coating.  In  many  cases,  far  from  pro- 
tecting the  surface  of  the  road,  these  light  oils  have 
introduced  an  element  of  lubrication  in  the  upper 
layers  of  the  road  surface  with  the  result  that  disin- 
tegration often  sets  in  faster  than  it  would  normally. 

A  sure  indication  of  wear  on  a  road  is  the  presence 
of  dust.  A  bituminous  carpet  coat,  if  properly  laid, 
will  stop  the  appearance  of  dust  and  will  preserve  the 
road  both  from  wear  and  from  the  disintegration  due 
to  the  presence  of  water.  It  will  render  the  road  prac- 
tically impervious. 

Carpet  Coat  is  Heavy  Treatment 

The  bituminous  materials  used  for  a  carpet  coat 
should  be  heavier  than  those  used  for  dust  laying. 
They  should  be  asphaltic  oils  containing  from  60  to 
80  per  cent,  of  asphalt,  or  refined  tars  containing  few 
or  no  constituents  distilling  at  a  temperature  of  300 
deg.  F.,  the  idea  being  to  lay  over  a  road  a  heavy  ma- 
terial containing  no  volatile  base  or  residue  and  which 
will  remain  on  the  surface  of  the  road  forming  a  mat 
or  carpet  with  the  coarse  sand  or  stone  chips.  Care 
should  be  taken  to  avoid  building  too  thick  a  carpet, 
in  which  case,  rolling  or  waiving  of  the  surface  would 
shortly  appear.  It  must  be  remembered  that  the  ten- 
dency of  the  horses'  shoes  and  steel  tires  is  to  cut  up 
a  surface  of  this  nature,  but  if  the  proper  kind  of  ma- 
terial is  used,  this  defect  will  be  overcome  by  the  iron- 
ing action  of  the  rubber  tires  of  automobile  traffic. 

In  determining  whether  an  old  macadam  or  gravel 
road  should  receive  a  surface  treatment,  the  traffic 
census  should  be  taken,  and  if  it  is  found  that  over 
two  hundred  automobiles  travel  over  this  road  a  day, 
it  becomes  imperative  to  treat  this  road  with  a  bitu- 
minous coating.  If  the  road  is  in  good  shape,  and  the 
coating  properly  applied,  then  this  road  can  carry  up 
to  two  or  three  thousand  automobiles  per  day  during 
the  summer  season. 

Rules  for  Laying  Protective  Coat 

Before  determining  whether  it  is  wise  to  apply  a 
bituminous  carpet  coat  to  a  macadam  or  gravel  road,  it 
is  necessary  to  investigate  the  following  points: 

1.  — The  nature  and  volume  of  the  traffic  over  the 
road ; 

2.  — The  thickness  of  the  metal  composing  the 
roadway  itself; 


3. — The  nature  of  the  sub-soil  and  its  drainage. 

If  any  of  these  items  require  attention,  it  would 
be  a  waste  of  money  to  treat  the  surface  without  rem- 
edying any  of  these  faults. 

In  laying  a  carpet  it  is  necessary  to  observe  the 
following  rules:  All  dust  must  be  thoroughly  remov- 
ed from  the  road  surface  with  brooms  so  as  to  permit 
an  intimate  adhesion  between  the  road  carpet  and  the 
road  surface.  For  economy's  sake  it  is  advisable  that 
a  rotary  horse  sweeper  be  used.  All  the  small  depres- 
sions of  the  roadway  in  which  dust  might  lodge 
should  again  be  swept  by  hand  brooms.  The  road 
surface  should  resemble  a  mosiac  after  the  '•weeping 
is  done,  and  all  stones  should  be  exposed  over  the  en- 
tire area. 

The  liquid  bitumen  should  be  applied  after  heat- 
ing, and  in  moderate  quantities.  The  quantity  ap- 
plied per  square  yard  will  vary  from  one-fifth  to  one- 
third  of  an  imperial  gallon,  all  depending  upon  the 
conditions  of  the  road  surface.  All  surplus  bitumen 
will  be  swept  with  hand-brooms  over  the  road,  so  as 
to  avoid  the  formation  of  puddles,  otherwise  the  car- 
pet would  be  of  unequal  thickness  and  creeping  of  the 
road  surface  would  soon  take  place.  A  couple  of  hours 
after  the  application  of  the  bitumen,  the  surface  should 
be  covered  with  sufficient  coarse  sand  or  screenings 
to  absorb  all  the  bitumen. 

No  road  oiling  should  be  undertaken  unless  the 
roadway  is  absolutely  dry,  otherwise  any  dampness 
at  the  surface  of  the  roadway  might  prevent  the  ad- 
hesion of  the  carpet.  Unless  perfect  adhesion  is  ob- 
tained, the  carpet  is  apt  to  break  away  in  slabs  during 
the  cold  weather. 

1  have  had  some  experience  myself  in  road  oilings, 
and  am  pleased  to  state  that  the  results  obtained  are 
far  beyond  my  expectat'ons.  I  find  that  the  roadways 
that  I  have  treated  with  road  oils  have  beer,  cheaper 
lo  maintain  from  year  to  year.  They  are  easier  to 
clean,  they  are  dustless  and  mudless,  and  rheir  ap- 
pearance is  most  pleasing,  resembling  very  much 
sheet  asphalt  surfaces. 

Outremont's  Experience 

I  am  submitting  herewith  a  few  figures,  showing 
the  annual  cost  of  repairs  to  roadways  in  Outromont 
for  the  past  ten  years,  and  also  the  cost  of  oiling  these 
roadways.  It  will  be  noticed  that  the  cost  per  square 
yard  for  repairs  has  decreased  from  1910  to  1919  at 
the  rate  of  60  per  cent.,  while  wages  have  increased 
14  per  cent. 


Cost  of  Street  Repairs,  City  of  Outremont " 


( permanent 

pavements  not 

included) 

Cost  per 

Average 

Year 

Total  cost 

Sq.  yds 

sq.  yd.  • 

price  of 

Cents. 

labor 

1910 

$8,866.81 

124,945 

7.1 

$1.50 

1011 

10.557.79 

157.595 

6.7 

1.75 

1912 

14,412.84 

208.419 

6.9 

1.75 

1913 

11,773.45 

244,474 

4.8 

1.75 

1914 

15,165.20 

273,014 

5.6 

1  75 

1915 

18,928.88 

300,734 

6.2 

1.75 

1910 

11,314.83 

302,784 

3.7 

2.00 

1917 

12,817.86 

322,604 

4.0 

2.50 

1918 

11,824.74 

335,624 

3.3 

2.75 

1919 

10,204.00 

337,374 

3.0 

3.00 

Cost 

of  Street 

Oiling 

Cost 

per     Imp.  eal. 

Average 

Total  cost 

Sq.  Yds. 

sq.  yd.  per 

prii-e  of 

Year 

Cents        sq.  yd. 

labor 

1914 

$  787.42 

3,000 

2.0 

$1.75 

1915 

2.024.80 

Kii,9:!0 

2.6 

153 

1.75 

1  9 1  0 

5.037.44 

187,075 

2.7 

194 

1.75 

1917 

6.331.21 

184,340 

3.4 

187 

2.50 

1918 

0,202.33 

138,  G90 

4.5 

200 

2.75 

1919 

3,048.00 

120,800 

3.0 

131 

3.00 
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Seventh  Convention  of  Canadian  Good  Roads 
Association  is  One  of  Most  Successful 

in  Its  History 

In  Point  of  Attendance  and  and  Representative  Character  of  Delegates  It  Has  Been 
Unusually  Noteworthy — Proceedings  are  Outlined  Herewith — Papers 
are  Printed  on  Pages  544  to  556  and  562  to  564 


THE  7th  Canadian  Good  Roads  convention  and 
exhibition  was  opened  by  the  president,  S.  L. 
Squire,  on  June  1st  in  the  Royal  Alexander 
Hotel,  Winnipeg.  The  president  introduced 
Sir  James  Aikins,  K.B.,  Lieutenant-Governor  of  Mani- 
toba, who  gave  an  address  of  welcome  to  tbe  dele- 
gates. Sir  James  Aikins  said  "I  welcome  you  because 
you  have  public  spirit  and  have  translated  that  spirit 
into  public  service  by  coming  here  from  all  parts  of 
the  Dominion  to  assist  in  furthering  this  great  work 
of  good  road  construction.  In  going  back  home  carry 
with  you  the  slogan  of  this  convention  'co-operation 
and  co-ordination'  and  use  it  in  continuing  your  work 
of  good  roads  and  in  assisting  to  unify  the  national 
spirit  as  you  have  unified  the  good  roads  policy  of 
the  country."  In  speaking  of  the  necessity  of  good 
trunk  roads,  Sir  James  said  he  strongly  supported 
this  and  was  highly  in  favor  of  the  movement  for  a 
Dominion  Highway  stretching  from  coast  to  coast. 

B.  Michaud,  deputy  minister  of  roads  for  the  pro- 
vince of  Quebec,  conveyed  the  greetings  of  his  pro- 
vince, following  with  a  description  of  good  road  con- 
struction and  its  progress  in  the  province  of  Que- 
bec. For  the  development  of  the  west  he  strongly  ad- 
vised Manitoba  to  get  busy  with  a  road  scheme  to 
connect  up  Manitoba  with  its  neighboring  provinces 
Ontario  and  Saskatchewan. 

Premier  Norris  of  Manitoba  and  Chas.  F.  Gray, 
Mayor  of  Winnipeg,  also  gave  short  addresses  of  wel- 
come to  the  delegates  and  voiced  their  support  to  the 
work  of  developing  the  good  roads  movement. 

Hon.  F.  G.  Biggs,  minister  of  public  works,  On- 
tario, gave  a  description  of  road  construction  by  the 
Drury  government  and  Hon.  G.  F.  Grierson,  minister 
of  public  works  of  Manitoba,  told  of  the  greater  pro- 
gress in  this  province  and  strongly  emphasized  the 
necessity  of  greater  attention  being  paid  to  the  matter 
of  maintenance. 

Other  short  addresses  were  given  by  Hon.  S.  J. 
Latta,  minister  of  highways,  Saskatchewan,  and  Hon. 
James  H.  King,  M.D.,  minister  of  public  works,  Brit- 
ish Columbia.  Both  described  the  difficulties  of  road 
construction  in  their  respective  provinces  and  the  great 
advantages  so  far  gained  and  to  be  gained  by  the  con- 
tinuation of  their  good  roads  policy. 

A.  W.  Campbell,  Dominion  government  highway 
commissioner,  gave  an  explanation  of  the  federal  gov- 
ernment good  roads  policy. 

On  the  platform  in  addition  to  the  speakers  were 
Hon.  V.  Bowman,  of  the  Ontario  cabinet,  Hon.  B. 
C.  Churchill,  deputy  minister  of  highways,  Newfound- 
land, W.  E.  Parker  of  New  Orleans,  president  of  the 
Jefferson  Highway  Association,  L.  E.  Allen,  president 
of  the  Ontario  Good  Roads  Association,  L.  C.  Charles- 
worth,  deputy  minister  of  public  works,  Alberta,  W.  A. 


McLean,  deputy  minister  of  highways,  Ontario,  J.  A. 
Duchastel  de  Montrouge,  manager  of  Outremont,  P.Q. 

"This  convention  is  the  annual  meeting  of  the  big- 
gest public-owned  institution  in  Canada,"  declared 
President  Squire  in  delivering  his  address.  "We  are 
all  shareholders,  and,  as  such,  are  personally  inter- 
ested in  road  development,"  and  he  added,  "the  high- 
ways of  Canada  are  not  only  the  basic  but  its  most 
important  means  of  transportation.  We  have  a  won- 
derful system  of  steam  railways  of  a  total  mileage  of 
375,000.  We  have  a  mileage  of  highways  no  less  than 
350,000.  The  value  of  the  land  appropriated  for  high- 
ways together  with  the  improvement  thereon  is  not 
less  than  $750,000,000.  These  have  been  built  with 
less  government  assistance  than  the  private-owned 
steam  roads  have  received.  The  value  of  the  rolling 
stock,  all  private  owned,  is  greater  than  the  entire 
capitalization  of  Canada's  railroads.  The  automobiles 
alone  in  Canada  on  January  1,  numbering  325,000,  are 
worth  $500,000,000.  Then  the  Canadian  travelling 
public  are  carried  two  miles  on  our  highways  for  every 
mile  carried  on  our  railroads." 

Nation's  Best  Asset 

After  giving  these  statistics,  Mr.  Squire  affirmed 
that  our  highways  were  the  nation's  most  important 
asset.  They  were  the  handmaid  of  colonization  and  of 
land  settlement.  They  did  more  to  increase  the  value 
of  the  land  products  than  any  other  factor.  Poor  roads, 
he  claimed,  added  to  the  cost  of  living  and  destroyed 
the  farmers'  profit,  and  he  quoted  authorities  in  proof 
of  his  statement. 

The  road  problems  of  Canada,  the  president  said, 
were  great  and  should  challenge  the  attent'on  of  the 
best  men  in  the  Dominion.  Our  road  mileage  aver- 
aged one  mile  for  every  22.  In  the  United  States  it 
was  one  mile  for  every  55.  Canada's  sparsely  set- 
tled areas  made  the  country's  road  problems  greater 
than  the  road  problems  of  other  nations,  and  the  good 
roads  convention  was  important  because  it  advocated 
the  improvement  of  that  which  made  for  unusual  ser- 
vice. In  no  other  movement  was  democracy  so  ex- 
emplified. Rich  or  poor,  young  or  old,  Canadian-born 
or  foreign-born,  dwellers  in  the  city  as  well  as  dwel- 
lers in  the  country,  all  used  the  highways  and  all  were 
benefitted  by  their  improvement.  Their  work,  he  said, 
was  important  because  improved  roads  broadened  the 
vision,  dissipated  sentimental  differences,  and  made 
misunderstandings  more  difficult  to  exist. 

"This  convention  is  necessary,"  he  asserted,  "as 
an  inter-provincial  clearing  house.  Provincial  good 
roads  associations  and  other  associations  are  neces- 
sary, but  this  association  affords  an  opportunitv  for 
men  of  all  provinces  to  exchange  ideas  and  experi- 
ences that  may  prove  of  great  value.  Some  one  has 
said:  'Roads  rule  the  world,  not  kings  or  governments, 
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not  courts  or  constables,  not  ships  or  soldiers.  The 
road  is  the  only  royal  road  in  the  line  of  democracy, 
the  only  legislature  that  never  changes,  the  only  army 
that  never  sleeps,  the  only  court  that  never  quits,  the 
first  aid  to  the  redemption  of  any  nation,  the  exodus 
from  stagnation  in  any  society,  a  recall  from  savagery 
in  any  time,  the  high  priest  of  posterity,  without  be- 
ginning of  days  or  end  of  life.  The  road  is  the  um- 
pire in  every  war  and  when  a  new  map  is  made  it 
simply  pushes  on  in  the  great  campaign  of  help — hope, 
brotherhood,  efficiency  and  peace.  Surely  a  great  com- 
pliment, but  deserved.  The  great  common  highway 
is  at  last  coming  to  its  own,  and  the  first  link  in  trans- 
portation's chain  is  at  last  becoming  the  greatest." 

United  States  Situation 

E.  O.  Hathaway,  district  engineer,  U.  S.  bureau 
of  public  roads,  Minnesota,  explained  the  system  of 
federal  aid  towards  good  roads  construction  in  the 
republic  and  said  that  in  countries  as  large  as  Can- 
ada and  the  United  States  federal  aid  laws  should  be 
so  framed  as  to  develop  and  increase  the  effective- 
ness of  the  existing  highway  organizations.  Such  or- 
ganizations were  in  close  touch  with  all  local  con- 
ditions and  had  a  local  pride  in  the  success  of  their 
departments,  and  the  aid  that  should  be  furnished 
through  a  federal  bureau  was  not  only  effective  in  rais- 
ing the  standard  of  the  department,  but  was  usually 
welcomed  by  them.  "If  it  is  desirable,"  said  Mr.  Hath- 
away, "in  the  United  States  for  each  state  to  be  sup- 
plied with  a  complete  system  of  highways  connecting 
with  adjoining  states,  and  if  it  is  desirable  in  Can- 
ada for  each  province4  to  be  likewise  served,  does  it 
not  follow  that  the  interests  of  both  these  great  coun- 
tries will  be  best  served  when  the  federal  highway 
departments  of  the  two  countries  shall  have  designed 
and  caused  to  be  constructed,  systems  in  each  coun- 
try so  connected  as  to  make  possible  easy  and  fre- 
quent visits  between  the  two  peoples  who  have  so 
much  of  social  and  economic  interest  in  common?" 

A.  W.  Campbell,  commissioner  of  highways,  Do- 
minion government,  spoke  of  the  federal  grant  for 
good  road  construction,  and  stated  that  the  expendi- 
ture for  five  years  was  $20,000,000,  to  be  used  in  the 
different  provinces  for  road  improvement,  the  Domin- 
ion contributing  forty  per  cent,  of  the  cost  of  the  work. 
The  object  of  the  plan  of  the  federal  department,  he 
said,  was  in  the  first  place  to  serve  the  local  market 
and  trunk  road  system,  and  in  the  second  place  to  con- 
nect with  the  system  of  the  adjoining  provinces  so 
that  a  complete  national  system  would  result.  Eight 
of  the  nine  provinces  to  date  had  submitted  their  gen- 
eral programme  plan,  involving  an  improvement  of 
18,000  miles  of  road.  When  the  plan  was  put  for- 
ward, he  said,  it  was  considered  that  it  would  be  diffi- 
cult to  get  the  provinces  to  raise  the  additional  $30,- 
000,000  in  order  to  qualify  for  the  $20,000,000  appro- 
priation, but  the  plans  which  had  been  submitted  so 
far  would  provide  for  an  expenditure  of  $73,000,000. 
That  to  his  mind  was  exceedingly  encouraging.  It 
showed  that  the  people  realized  to  the  fullest  extent 
the  value  of  improved  roads.  It  showed  that  the 
people  had  organized  for  the  purpose  of  classifying 
the  roads  according  to  their  improvement. 

Standard  of  Road 

The  question  was  often  asked,  said  Mr.  Campbell, 
what  standard  of  road  was  expected  to  be  built  to  earn 
the  subsidy?  The  designing  of  the  road,  he  replied, 
was  left  to  the  provinces,  but  the  federal  department 


must  see  that  the  plans  and  specifications  were  de- 
signed to  form  a  suitable  road  to  meet  the  record  of 
traffic,  which  was  furnished  with  the  application  for 
the  grant.  "Let  me  tell  you  that  our  anxiety  is  not 
so  much  in  regard  to  a  very  expensive  class  of  sur- 
facing as  it  is  to  see  that  your  engineering  depart- 
ment is  careful  in  securing  a  proper  location  for  the 
road.  Secure  first  a  proper  location.  When  that 
is  done  then  comes  the  provision  of  an  effi- 
cient system  of  dragging.  That  is  important 
in  every  province  in  Canada.  It  is  something 
that  has  been  preached  for  years  and  years  and 
is  one  of  the  points  in  road  construction  which  cannot 
be  overlooked  at  any  time." 

Col.  William  D.  Sohier,  Boston,  Mass.,  formerly 
chairman  of  the  Massachusetts  Highway  Commission, 
gave  a  talk  upon  sand  or  gravel  and  asphaltic  oil  roads 
and  surfaces,  and  in  a  very  interesting  address  told  of 
the  difficulties  and  experiments  in  his  home  state. 

Col.  W.  G.  McKendrick,  Toronto,  told  of  the  diffi- 
culties he  had  to  contend  with  when  road  director  of 
one  of  the  British  Armies  in  Erance,  and  said  that  one 
thing  he  had  discovered  when  he  was  overseas  was 
that  the  French  were  the  greatest  road  repairers  in 
the  world,  bar  none.  He  had  seen  Canadians  and 
Americans  for  the  last  thirty  years,  and  he  had  been 
connected  with  many  road  battalions  of  the  British  in 
Erance,  but  he  took  his  hat  off  to  the  French  road  re- 
pairers. All  the  roads  there  were  of  macadam,  he  said, 
and  they  had  a  system  whereby  the  farmers  adjoining 
the  roads  looked  after  their  upkeep.  One  thing  they 
did  in  repairing  that  impressed  him  was  that  they 
made  their  patches  level ;  when  a  car  was  going  over 
them,  it  did  not  go  down  into  a  hole. 

*      *  * 

SECOND  DAY'S  SESSIONS 

The  value  of  good  roads  as  an  aid  to  agricul- 
ture, as  a  factor  in  the  development  of  the  country, 
and  as  an  inducement  to  tourist  traffic  were  some  of 
the  topics — apart  from  the  professional  and  tech- 
nical— that  were  discussed  at  the  two  sessions  held 
on  Wednesday,  June  21. 

Herbert  Cuthbert,  executive  secretary  of  the  Pa- 
cific North  West  Tourist  Association,  gave  an  illus- 
trated address  at  the  morning  session  on  "Highways 
and  Tourists."  He  said  the  money  spent  by  tourists 
would  prove  one  way  of  stabilizing  the  adverse  rates 
of  exchange.  Illustrating  this  statement,  he  declared 
that  when  the  war  began  and  the  pound  sterling  com- 
menced to  depreciate,  Sir  George  Paish,  the  great  fi- 
nancial authority,  was  asked  to  give  a  reason  for  its 
decline,  and  he  ascribed,  as  one  reason,  the  loss  to 
Great  Britain  of  the  money  left  by  American  tourists 
in  that  country. 

Urges  National  Highway 

"A  Canadian  national  highway  is  the  best  invest- 
ment the  Dominion  can  possess,  and  the  building  of  an 
extensive  network  of  serviceable  highways  all  over 
Canada  is  a  work  of  paramount  importance,  one  of  the 
chief  reasons  being  that  the  farmers  benefit  consider- 
ably," said  Mr.  Cuthbert.  "Where  the  farmers  bene- 
fit is  in  getting  their  products  to  the  markets  more 
expeditously  and  at  much  less  cost.  These- twro  fac- 
tors are  responsible  for  lowering  the  price  of  commo- 
dities to  the  consumer  and  increasing  the  farmers' 
profits,"  he  added. 

Referring  to  the  old  days,  when  it  was  almost  un- 
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known  to  advocate  the  building  of  a  highway  for  tour- 
ist travel,  Mr.  Cuthbert  said  that  America  and  Canada 
have  not  yet  quite  realized  the  importance  of  encourag- 
ing tourist  travel  by  means  of  good  roads. 

"Our  highways  have  become  rivers  of  gold,"  he 
said.  "Few  people  realize  the  amount  of  money  spent 
annually  bv  tourists.  In  the  State  of  Maine,  $40,000,- 
000  a  year' is  spent,  in  Colorada,  $40,000,000;  in  New 
England,  $100,000,000:  while  in  Cuba,  the  revenue 
from  tourists  is  second  only  to  the  tobacco  crop.  In 
Canada,  the  returns  from  the  tourist  crop  constitute 
its  fourth  principal  source  of  revenue. 

"There  are  7,500,000  automobiles  in  the  United 
States,  and  if  only  five  per  cent,  of  these  came  to  Can- 
ada, carrying  American  tourists,  and  they  spent  30 
days  in  the  Dominion,  it  would  mean  that  $200,000,000 
would  be  left  in  the  country  by  those  visitors,"  said 
Mr.  Cuthbert,  "which  amount  equals  the  value  of  one 
third  of  the  total  exports  of  Canada,"  he  added. 

Comparing  the  progress  of  the  good  roads  move- 
ment with  the  rapid  improvement  of  automobiles,  the 
speaker  pointed  out  that  the  automobile,  tractor  and 
truck  is  a  daily  necessity  to  the  man  of  the  farm," 
therefore  it  is  a  logical  sequence  that  good  roads  and 
highways  must  be  built  to  meet  the  change  in  condi- 
tions between  the  days  of  the  horse-drawn  vehicle 
and  the  gasoline  propelled  engine,"  he  added. 

As  to  Freight  Rates 

A  suggestion  that  the  railroads  of  the  Dominion 
lower  the  freight  rates  on  road  buildmg  materials,  and 
so  facilitate  the  increased  building  of  better  roads 
throughout  the  country  was  made  by  A.  P.  Sandles, 
secretary  of  the  National  Crushed  Stone  Association,  of 
Columbus,  Ohio,  during  the  course  of  an  address.  "I 
believe,"  he  declared,  "that  in  your  country,  which 
needs  a  greater  population  and  more  intensive  farm- 
ing, your  railroads  would  prosper  if  they  gave  excur- 
sion specials  to  road  building  material.  If  the  railroad 
officials  had  the  sufficient  vision  to  see  this — and  I 
believe  they  will  get  it — the  traffic  on  the  railroads 
will  greatly  increase  as  a  result." 

The  speaker  emphasized  agriculture  as  one  of  the 
chief  corner  stones  of  civilization  and  prosperity,  and 
gave  transportation  also  a  very  important  place.  "Can- 
ada needs  more  people,"  he  declared.  "You  have  got 
a  great  many  good  men  from  the  United  States  and 
you  would  get  a  great  many  more  if  you  could  send 
a  message  that  you  had  better  roads."  He  regarded 
good  roads  as  among  the  greatest  assets  of  the  coun- 
try, declaring  them  to  be  missionaries  of  greater  pro- 
duction, prosperity  and  happiness.  In  their  road  pro- 
gramme he  advised  his  hearers  to  "go  fifty-fifty  with 
the  farmer."  The  farmers  of  the  United  States  are 
organizing  to  get  their  share  of  the  good  roads  build- 
ing programme.  "United  we  stick,  divided  we're 
stuck,"  is  their  motto,  he  stated.  The  farmer,  Mr. 
Sandles  said,  has  hitherto  been  too  stingy  to  organ- 
ize to  look  after  his  rights.  He  should  do  so  in  order 
to  get  his  rights  with  regard  to  better  roads. 

Mr.  Sandles  regarded  road  making  as  a  profession 
and  advised  his  hearers  that  as  soon  as  the  public  be- 
gan to  realize  that  fact,  the  sooner  would  more  roads 
be  built  for  the  money.  "Get  the  best  machinery  and 
material,"  he  declared,  "and  soon  that  will  save  time 
and  expense  in  road  building."  The  best  engineering 
skill  is  needed  in  the  profession,  he  emphasized. 

"How  to  improve  and  maintain  earth,  clay  and  sand 
roads,"  formed  the  subject  of  an  address  given  by  A. 
R.  Hirst,  state  highway  engineer,  of  Wisconsin,  U. 


S.  A.  "Roads  made  only  of  the  natural  earth  of  the 
various  localities,  with  such  little  adjustments  in  the 
composition  of  their  surfaces  as  may  be  made  by  the 
work  of  man,  will  comprise  probably  for  all  time  in 
Canada  and  the  United  States  a  very  large  percentage' 
of  the  total  highway  mileage,"  he  asserted. 

Mr.  Hirst  gave  his  hearers  some  valuable  advice 
on  the  treatment  of  the  various  soils  in  the  building 
of  roads,  dealing  with  the  many  problems  presented 
in  the  different  parts  of  the  country. 

*      *  * 

Afternoon  Session 

At  the  afternoon  session  of  June  2,  A.  F.  Foreman, 
chief  engineer  of  the  public  works  department  of  Brit- 
ish Columbia,  spoke  on  the  "Organization  of  Pro- 
vincial Highways'  Departments  to  Obtain  and  Main- 
tain High  Standards  of  Efficiency."  This  paper  is  re- 
printed elsewhere  in  this  issue. 

Situation  in  Ontario 

"Roads  as  an  Aid  to  Agriculture"  was  the  sub- 
ject of  Hon.  F.  C.  Briggs,  minister  of  public  works, 
Ontario,  and  before  proceeding  to  deal  with  it  he  al- 
luded to  the  question  of  outside  interference,  and  said 
that  his  experience  was  that  if  they  had  a  little  less 
of  it  and  a  little  less  of  some  of  the  advice  that  was 
given  they  could  make  a  little  more  headway.  The 
question  that  confronted  them  in  Ontario,  he  stated, 
was  greater  agricultural  production;  would  it  be  at- 
tained by  imm'gration ;  would  it  be  attained  by  a 
higher  class  of  machinery;  would  it  be  by  keeping 
the  boys  born  on  the  farms,  on  the  farms  and  getting 
them  to  make  their  business  agriculture?  They  had 
come  to  the  conclusion  that  the  best  way  to  increase 
production  was  to  try  and  endeavor  to  get  the  boy 
horn  on  the  farm  to  stay  on  the  farm,  and,  personally, 
he  would  not  give  one  industrious  farmer's  son  for 
two  or  three  of  the  best  immigrants  that  ever  came 
into  the  country.  They  welcomed  immigrants,  so  far 
as  he  was  concerned  he  would  say  of  the  Anglo-Saxon 
class,  because  immigrants  in  Ontario  other  than  of 
that  class  were  not  very  much  use  to  agriculture. 

To  keep  the  boys  on  the  farm,  what  was  necessary? 
Mr.  Biggs  asked.  Probably  as  much  as  anything  else, 
education,  he  would  reply.  To  get  the  best  rural  edu- 
cation they  in  Ontario  had  come  to  the  conclusion 
that  it  was  necessary  to  have  good  roads.  They  were 
endeavoring  to  work  out  a  system  of  consolidated 
schools  and  continuation  schools  and  to  work  out  the 
system  effectively  they  must  have  good  roads  to  trans- 
port the  scholars  to  and  from  those  schools.  In  those 
schools  they  hoped  to  teach  the  children  a  typically 
rural  education.  They  hoped  in  the  con-tinuation 
schools,  in  particular,  to  make  the  the  curriculum 
one  of  rural  education.  They  wanted  to  provide 
such  .an  education  that  would  equip  the  children  for 
their  life's  vocation  which  they  would  obtain  in  the 
country  districts  and  would  not  have  to  be  sent  to  the 
towns  and  villages  where  they  were  subject  to  influ- 
ences that  would  tend  to  draw  them  away  from  life 
on  the  farm.  Mr.  Biggs  pointed  out  how  necessary 
good  roads  were  to  the  success  of  this  scheme.  They 
required  good  roads  to  bring  the  children  to  the 
schools  and  in  this  sense  they  could  see  how  the  ques- 
tion in  which  the  convention  was  interested  had  an 
important  bearing  upon  life  on  the  farm.  Discussing 
the  road  policy  of  the  government  of  Ontario,  Mr. 
Biggs  said  that  the  impression  had  got  abroad  that 
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the  farmers  were  opposed  to  good  roads.  The  farm- 
ers were  opposed,  he  declared,  and  strongly  opposed, 
to  a  provincial  road  right  across  Ontario  that  would 
inevitably  he  a  motor  road.  But  the  government 
hoped  hy  the  end  of  the  year  to  have  2,000  miles  of  a 
mad  system  which  would  connect  up  the  agricultural 
districts  of  the  province  with  the  populous  centres  and 
would  relieve  the  townships  of  the  burden  of  maintain- 
ing roads  that  bore  the  heavy  traffic. 

Mr.  Biggs  mentioned  that  the  provincial  govern- 
ment, in  an  amendment  to  the  Motor  Vehicles  act,  had 
provided  that  motor  trucks  of  only  a  certain  weight 
could  only  use  the  roads  to  which  the  government  con- 
tributed, during  the  months  of  March  and  April  so 
that  the  highways  could  be  kept  from  being  cut  up  in 
the  spring  season  by  the  heavy  traffic.  Speaking  of 
the  lv'gh  freight  on  stones,  he  could  see  no  reason  or 
common  sense  in  the  Dominion  government  giving  a 
grant  towards  road  construction  and  then  allowing  tin- 
railways  to  increase  their  freight  rates.  Me  said  this 
was  a  matter  on  which  the  provincial  authorities 
should  get  together,  and  stated  that  if  the  rates  on 
stone  were  increased  they  in  Ontario  would  be  driven 
out  of  the  market.  The  minister  urged  the  associa- 
tion to  put  on  an  educative  campaign  to  show  Un- 
people of  Canada  that  good  roads  were  a  business 
proposition  and  that  good  roads  were  a  good  invest- 
ment for  the  country  to  make. 

Macadam  Road  Building 

J.  R.  Roberts,  Montreal,  read  a  paper  by  Ceo.  Ho- 
garth, chief  engineer- of  the  Ontario  Highways  De- 
partment, on  broken  stone  roads,  which,  after 
giving  a  brief  sketch  of  the  evolution  from 
the  bush  trail,  outlined  the  macadam  method  of 
road  building  with  inch  and  a  half  stone  and  screen- 
ings without  the  use  of  a  steam  roller.  He  then  out- 
lined the  method  followed  in  building  a  one  or  two 
course  broken  stone  road  capable  of  carrying  heavy 
traffic  and  also  alluded  to  the  use  of  light  Oils  and  tars 
for  dust  prevention  and  the  use  of  heavy  oils  and  tars 
as  a  carpet  coat  and  for  maintenance.  The  paper  will 
be  published  in  full  in  a  subsequent  issue. 

*      *  * 
THIRD  DAY'S  SESSIONS 

During  the  Thursday,  June  3,  sessions  of  the  con- 
vent'on  informative  papers  were  read  by  experts  from 
Canada  and  the  United  States  on  technical  phases  of 
road  construction,  and  following  the  later  sitting  the 
delegates  had  a  demonstration  of  improved  dragging 
machinery. 

Morning  Session 

'  Hon.  S.  J.  Latta  was  the  presiding  officer  at  the 
morning  session  at  which  H.  S.  Carpenter,  deputy  min- 
ister of  highways,  Saskatchewan,  delivered  an  inter- 
esting address  on  road  dragging  and  maintenance  com- 
petition. He  outlined  the  best  methods  of  dragging, 
declarng  that  the  best  results  were  only  obtained  by 
constant  application  of  the  drag.  Constant  care  and 
maintenance  of  the  road  after  the  first  dragging,  the 
speaker  pointed  out,  was  most  important.  Mr.  Car- 
penter mentioned  the  many  beneficial  results  of  drag- 
ging on  earth  roads,  and  advised  It's  hearers  not  to 
be  discouraged  if  the  first  attempt  was  not  absolutely 
successful. 

Illustrating  the  benefits  derived  from  these  drag- 
ging competitions,  Mr.  Carpenter  stated  that  2,518 


drags  were  used  in  his  province  last  year  and  9,844 
miles  were  dragged.    The  cost  was  $89,041. 

The  importance  of  the  maintenance  of  roads  after 
they  bad  been  constructed,  was  the  point  most 
strongly  emphasized  by  W.  II.  Council,  con- 
sulting engineer  from  Philadelphia,  in  his  ad- 
dress concerning  the  upkeep  of  the  road,  and  the 
theory  that  a  "stitch  in  time  saves  nine,"  which  com- 
prised 75  per  cent,  of  the  work.  "If  this  rule  is  fol- 
lowed, the  other  25  per  cent,  will  take  care  of  itself," 
he  said. 

Mr.  Connell  strongly  advised  his  hearers  not  to 
"rip  up  old  roads  and  construct  new  ones  of  a  more 
permanent  type."  If  the  roads  are  strong  enough  to 
support  the  traffic  that  passes  over  them,  they  should 
not  be  turn  up  and  new  ones  substituted,"  he  declared. 
"Give  them  the  day  to  day  attention  they  require,  and 
you  can  keep  gravel  and  broken  stone  roads  at  a  cost 
much  less  than  that  of  the  upkeep  of  new  semi-per- 
manent roads." 

Location  was  very  important  in  road  budding,  the 
speaker  asserted.  It  would  be  a  waste  of  money,  for 
instance,  to  put  an  asphalt  concrete  road  in  a  place 
where  there  was  little  heavy  traffic. 

Speaking  of  the  different  types  of  roads,  Mr.  Con- 
nell refuted  the  statements  that  have  often  been  made 
to  the  effect  that  macadam  roads  will  not  stand  up 
under  heavy  traffic.  "They  will  certainly  do  so,"  he 
said,  "if  they  are  given  the  surface  treatments  they 
require." 

Mr.  Connell  was  especially  in  favor  of  the  asphalt 
concrete  road.  It  is  the  most  economical  to  build  and 
mamtain,  he  declared,  and  is  a  splendid  type  for  bear- 
ing traffic.  An  asphalt  concrete  road  must  be  put  on 
a  good  foundation,  he  pointed  out.  If  the  road  has 
been  travelled,  broken  stone  or  gravel  foundations 
give  better  results  than  those  of  concrete. 

Concrete  roads  would  be  in  great  demand  if  they 
could  be  kept  from  cracking,  Mr.  Connell  stated,  but 
cracking  is  a  d'fficulty  that  has  never  been  overcome. 
"Concrete  roads  with  their  cracks  filled  with  tar  are 
very  unsightly  for  the  city.  Asphalt  is  just  as  good 
for  wear  and  more  pleasant  to  the  eye."  Brick  roads, 
he  said,  were  good,  but  too  expensive.  In  a  service 
test  road  of  28  types,  constructed  in  Philadelphia  in 
1912,  only  three  forms  of  paving  stood  the  test  of 
heavy  motor  truck  traffic.  These  were  the  brick,  as- 
phalt concrete  and  concrete,  said  Mr.  Connell. 

"Highway  Bridges  and  Culverts"  formed  the  sub- 
ject of  an  address  given  by  M.  A.  Lyons,  chief  engin- 
eer of  the  Manitoba  Good  Roads  Board.  Mr.  Lyons 
described  the  various  types  of  bridges,  showing  the 
form  of  structure  needed  under  various  conditions. 
His  address  was  very  instructive,  and  he  illustrated 
the  importance  of  maintaining  the  care  of  bridges  and 
culverts  along  the  public  highways.  The  paper  will 
be  printed  in  a  subsequent  issue. 

A.  McGillivray,  commissioner  of  highways  for 
Manitoba,  who  was  the  presiding  officer  at  the  after- 
noon session,  said  that  in  Manitoba  they  were  con- 
fronted with  the  tremendous  problem  of  transfiguring 
their  natural  prairies  into  passable  roads.  The  gov- 
ernment of  the  province  through  its  good  roads'  or- 
ganization was  co-operating  with  the  municipalities  in 
developing  what  might  be  considered  their  main  mar- 
ket roads.  They  were  endeavoring  also  to  lay  out  this 
system  so  as  to  form  a  provincial  highway  system  by 
connecting  up  the  systems  in  the  different  munici- 
palities, one  with  the  other,  thus  evolving  a  compre- 
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hensive  provincial  system  extending  from  Winnipeg 
west  to  the  Saskatchewan  horder  and  linking  up  with 
the  roads  of  that  province  ;  and  they  were  also  develop- 
ing the;r  fifty  or  sixty  miles  of  settled  area  to  the  east. 
They  would  have  to  look  to  the  gravel  road  as  the 
standard  of  construction  for  some  years  at  least  for 
the  main  roads  of  the  province,  and  the  programme 
they  had  laid  out  would  keep  them  engaged  for  the 
next  five  years  at  least. 

Hon.  S.  J.  Latta  said  he  would  classify  roads  in 
two  classes,  those  for  utility  and  those  for  pleasure, 
and  he  thought  this  classification  would  apply  to  the 
whole  western  country.  With  this  definition,  the 
minister  proceeded  to  show  the  important  part  good 
roads  played  in  the  development  "of  the  west.  What, 
he  asked,  was  the  great  remedy  for  the  unrest  of  the 
world  today  and  the  greatest  remedy  for  the  high  cost 
of  living.  It  was  to  direct  the  legislation  towards  the 
home  and  make  conditions  in  the  home  so  healthy  and 
attractive  that  a  man  might  be  able  to  work  out  and 
solve  the  problems  of  the  western  and  eastern  country. 
Stating  that  transportation  facilities  were  the  thing 
that  touched  the  home  nearest,  Mr.  Latta  declared 
that  the  first  consideration  in  the  west,  where  dis- 
tances were  great,  towards  making  conditions  in  the 
home  better  was  to  provide  for  those  homes  a  good 
highway  that  would  serve  the  purposes  that  were  in 
need  at  the  present  time.  They  had  to  get  the  peo- 
ple who  came  into  the  country  not  only  to  understand 
their  institutions,  he  said;  but  into  that  receptive 
frame  of  mind  where  the  other  propaganda  to  make 
better  British  citizens  out  of  them  might  sink  well  in 
so  that  they  would  love  the  country  because  of  what 
the  country  was  doing  for  their  homes. 

Mayor  T.  L.  Church,  Toronto,  called  the  attention 
of  the  convention  to  the  large  amounts  that  had  been 
contributed  by  federal  governments  to  the  railways  of 
Canada  compared  with  the  small  contributions  to  the 
development  and  construction  of  highways  of  the 
country. 

Sees  Great  Development 

"Today  Canada  stands  on  the  threshold  of  the 
greatest  highways  development  in  his  history,  and  if 
the  plans  now  in  works  are  carried  to  completion  it  is 
hard  to  conceive  that  this  country  ever  again  will  have 
to  devise  a  highways  project  which  will  be  compara- 
tively so  novel,  so  bold,  so  extensive,  or  of  such  cost," 
said  William  Findlay,  business  manager  of  the  Globe, 
Toronto,  director  of  the  Canadian  Good  Roads'  Associ- 
ation, in  discussing  "the  Value  of  the  Local  Associa- 
tion in  a  Nation  Wide  Highways  Movement."  This 
paper  is  printed  elsewhere  in  this  issue. 

Papers  were  submitted  by  W.  A.  McLean,  deputy 
minister  of  highways  of  Ontario,  on  "Traffic  Census"; 
by  J.  A.  Duchastel  de  Montrouge,  Outremont,  Que., 
on  "Road  Oils  and  Carpet  Coats";  by  A.  F.  Macallum, 
C.E.,  commissioner  of  works,  Ottawa,  on  "Refined  Tar 
in  Construction  and  Maintenance,"  and  by  W.  P.  Near, 
city  engineer  St.  Catharines,  Ont.,  on  "The  Cement 
Concrete  Road."  The  first  two  of  these  are  published 
elsewhere  in  this  issue. 

The  convention  has  admittedly  been  one' of  the 
most  successful  in  the  history  of  the  association  not 
only  in  point  of  attendance  and  the  representative 
character  of  those  attending  it,  but  because  of  the 
widely  educative  effect  it  will  have  in  driving  home  to 
the  attention  of  the  people  of  the  Dominion  the  ab- 
solute necessity  of  improved  road  construction  and  the 
urgency  of  good  roads  for  the  opening  up  and  the  de- 
velopment of  the  country. 


Canadian  Good  Roads  Association  Discusses 
Important  Matters  at  Closing  Session 

At  the  annual  general  meeting  of  the  association 
held  in  the  Royal  Alexandra  Hotel  on  the  evening  of 
June  3rd,  with  S.  L.  Squire,  Toronto,  retiring  presi- 
dent in  the  chair,  the  question  of  the  Canadian  high- 
way came  up  in  the  form  of  a  recommendation  of  the 
resolutions  committee,  that  the  association  urge  upon 
the  Dominion  government  and  the  provincial  govern- 
ments co-operative  action  to  bring  about  an  early 
planning  of  a  scheme.  After  discussion,  the  matter 
was  referred  to  the  executive  committee,  the  view  of 
many  of  the  meeting  being  that  attention  should  be 
mainly  directed  for  years  to  come  to  the  building  of 
necessary  roads  in  the  various  provinces  for  the  de- 
velopment of  rural  districts.  Advocates  of  the  pro- 
posal urged  that  making  of  a  plan  would  not  entail 
any  great  expenditure  and  that  it  would  give  the  pro- 
vinces some  outline  to  work  upon.  Hon.  S.  J.  Latta, 
minister  of  highways,  Saskatchewan,  pointed  out  that 
the  federal  government  was,  in  connection  with  the 
recent  grant,  arranging  that  the  highways  of  the  pro- 
vinces in  the  west  should  connect  with  each  other. 

The  following  were  elected  the  officers  of  the  as- 
sociation for  the  next  year : 

President,  A.  E.  Foreman,  chief  of  the  engineering 
Department  of  Public  Works,  British  Columbia;  first 
vice-president,  Dr.  E.  M.  Desaulniers,  M.L.A.,  Mon- 
treal ;  second  vice-president,  Hon.  S.  J.  Latta,  minister 
of  highways,  Saskatchewan. 

Advisory  committee  :  U.  H.  Dandurand,  Montreal ; 
W.  A.  McLean,  Toronto;  B.  Michaud,  Quebec;  J.  A. 
I  )uchastel  de  Montrouge,  Outremont,  Que. ;  S.  L. 
Squire,  Toronto  ;  A.  F.  Macallum,  Ottawa. 

Directors :  J.  R.  Douglas,  president  Montreal  Auto 
Club  of  Canada;  L.  J.  Tarte,  Montreal;  Hon.  F.  C 
Carre',  Quebec;  Mayor  Gale,  Vancouver,  president  of 
the  Good  Road's  League,  B.  C. ;  S.  R.  Henderson, 
president  of  the  Good  Roads  Association,  Manitoba; 
Capt.  Lucius  Allen,  president  of  the  Good  Roads  As- 
sociation, Ontario;  G.  Fred  Pearson,  president  of 
the  Good  Roads'  Association,  Nova  Scotia  ;  W.  Find- 
lay,  Toronto ;  C.  R.  Wheelock,  honorary  presi- 
dent Ontario  Good  Roads  Association ;  Russell 
T.  Kelly,  Toronto ;  H.  S.  Carpenter,  Depart- 
ment of  Highways,  Saskatchewan;  A.  M.  Ran- 
kin, M.L.A.,  Ontario;  T.  P.  Regan,  president  New 
Brunswick  Auto  Association  ;  H.  H.  Shaw,  president 
Prince  Edward  Island  Good  Roads  Association  ;  L.  C. 
Charlesworth,  deputy  minister  of  public  works,  Al- 
berta ;  and  the  presidents  of  the  provincial  motor 
leagues  and  auto  associations. 

A  resolution  was  passed  recommending  that  the 
Canada  Highways'  Act  be  so  amended  as  to  extend 
aid  to  all  bridges  which  are  part  of  an  approved  sys- 
tem of  provincial  highways,  in  order  that  road  build- 
ing may  be  applied  where  the  need  of  assistance  is 
greatest. 

The  association  endorsed  the  view  expressed  by 
the  council  of  the  Engineering  Institue  of  Canada  that 
the  supervision  and  inspection  of  highway  work  of  all 
descriptions  should,  as  far  as  practicable,  be  entrust- 
ed by  municipal  and  provincial  authorities  to  qualified 
engineers  and  young  men  wth  technical  qualifications, 
in  order  that  the  experience  thereby  obtained  might  be 
usefully  conserved  and  expanded  to  the  future  nation- 
al advantage  in  this  important  public  undertaking. 

The  thanks  of  the  association  were  accorded  to 
Mr.  Squire  for  his  services  to  the  association. 
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Organization  of  Provincial  Highway  Depart- 
ments to  Obtain  High  Efficiency 

Outline  of  the  Plan  in  Operation  in  British  Columbia  to  Indicate  the  Factors  » 
Entering  Into  a  Result-Getting  Department    -  Experienced  Staff  Saves  Money 
—  Go-operation  Between  Staff,  Between  Municipalities  and  Between  Provinces 

By  A.  E.  Foreman,  Public  Works  Engineer  of  B.  C. 

WHEN  we  have  a  large  and  expensive  work  to 
undertake,  whether  it  1>e  construction  work, 
or  manufacturing,-  there  are  three  primary 
essentials  that  must  be  considered:  (1)  We 
must  decide  upon  the  most  suitable  type  of  ma- 
chinery for  the  work  in  hand;  (2)  We  must  procure 
the  most  economical  power  available  to  operate  the 
machinery;  (3)  We  must  place  an  experienced  mech- 
anic in  charge  and  see  that  all  the  parts  are  kept  in 
the  best  working  order  and  properly  oiled  so  as  to 
reduce  the  friction  to  a  minimum  and  enable  it  to  be 
operated  as  efficiently  as  possible. 

Similar  factors  enter  into  the  formation  of  a  pro- 
vincial highway  department:  (1)  We  must  decide  up- 
on the  type  of  organization  that  will  give  the  best 
results;  (2)  We  must  procure  the  most  efficient^ mo- 
tive power  available  to  energize  the  organization  *  and 
this  energy  is  represented  by  the  personnel  of  tin- 
staff;  (3)  Having  the  organization  and  a  competent 
staff,  we  must  see  that  every  individual  unit  is  in  the 
best  and  most  efficient  working  order  by  keeping  him 
systematically  in  touch  with  the  latest  highway  engi- 
neering practice,  and  reduce  the  friction  to  a  minimum 
by  engendering  a  spirit  of  co-operation  and  esprit-de- 
corps  among  the  members  of  the  staff  that  will  cause 
the  organization  to  function  smoothly  and  efficiently. 
And  to  get  results  the  engineer  in  charge  must  not 
only  have  experience,  tact  and  executive  ability,  but 
he  must  be  an  enthusiast  and  be  able  to  inspire  en- 
thusiasm in  others  as  the  spirit  and  activity  of  the 
organization  depends  largely  upon  his  initiative  and 
example. 

Divide  Province  into  Engineering  Districts 

Now  dealing  first  with  the  type  of  organization,  I 
believe  that  experience  has  proved  the  best  results  are 
obtained  by  dividing  the  province  into  engineering  dis- 
tricts, the  size  of  which  will  depend  upon  the  mileage 
of  roads  and  nature  and  extent  of  work  to  be  done, 
and  by  placing  a  competent  and  experienced  engineer 
in  responsible  charge  of  each  district.  These  engi- 
neering districts  should  be  further  subdivided  into 
units  consisting  of  one,  two  or  more  townships,  muni- 
cipalities or  electoral  districts,  depending  upon  their 
size  and  the  method  of  accounting  in  the  provincial 
department  and  each  placed  in  charge  of  an  experi- 
enced and  practical  assistant  engineer,  or  superintend- 
ent of  construction,  who  would  report  and  be  respons- 
ible to  the  district  engineer  and  to  the  district  engi- 
neer only,  just  as  the  district  engineer  in  turn  should 
be  responsible  to  the  chief  engineer  and  to  him  only. 
Each  official  should  have  full  control  of  the  employ- 
ment and  dismissal  of  his  subordinates.  Centraliza- 
tion of  responsibility  is  only  possible  by  centraliza- 
tion of  authority  and  both  are  necessary  for  effective 
organization  and  satisfactory  results.  Nothing  will 
disorganize  a  department  more  quickly  than  having 


the  men  realize  that  their  appointments  are  due  to 
outside  influences  and  that  their  superiors  in  office 
cannot  dismiss  them.  Human  nature  is  such  that 
even  capable  men  sometimes  take  advantage  of  such 
a  situation,  and  a  little  leaven  leaveneth  the  whole 
lump.  The  different  engineering  offices  should  have 
adequate  technical  and  clerical  assistance,  but  should 
not  be  over-staffed,  as  this  encourages  leisurely 
habits. 

Experienced  Bridge  Inspectors 

There  should  be  experienced  bridge  engineers,  or 
inspectors,  to  examine  regularly  and  report  upon  the 
condition  of  all  bridges,  particularly  where  there  are 
structures  which  are  subjected  to  traffic  conditions 
for  which  they  are  not  designed,  and  they  can  also 
co-operate  with  the  district  officials  in  the  choice  of 
more  suitable  sites  for  bridges  which  require  renew- 
ing and  which  are  poorly  located. 

Where  the  government  has  a  large  amount  of 
costly  plant,  it  is  advisable  to  place  it  under  the  charge 
of  a  mechanical  superintendent.  It  would  be  his 
duty  to  see  that  the  plant  is  kept  in  good  working 
order  and  not  abused,  that  competent  mechanics  are 
employed  to  operate  the  different  pieces  of  machiii 
cry,  and  fhat  plant.be  transferred  from  one  district, 
when  not  in  use,  to  another  where  required,  and  to 
dispose  of  old  equipment  that  is  no  longer  service- 
able or  economical  to  operate. 

Standard  plans  and  specifications  for  all  classes  of 
work  are  most  essential,  also  bulletins  on  the  basic 
principles  of  road  construction  and  maintenance  for 
the  use  of  the  foreman  and  others.  Further,  it  is 
necessary  to  have  standard  forms  for  submitting  re- 
ports so  that  they  will  be  uniform  and  comparable. 

Importance  of  Accurate  Cost  Data 

Cost  data,  where  it  can  be  procured  accurately  and 
at  reasonable  expense,  is  most  valuable.  On  pro- 
vincial and  municipal  work,  foremen  are  usually  paid 
the  same  wage  for  similar  classes  of  work  and  there 
is  no  monetary  inducement  to  rise  above  the  average. 
Again,  they  are  too  frequently  subject  to  criticism 
by  the  public  and  seldom  commended,  so  that  about 
the  only  method  of  arousing  their  interest  in  their 
work  is  to  keep  cost  data  as  the  work  progresses, 
which  will  show  them  what  it  is  costing  and  be  an 
incentive  for  them  to  try  to  steadily  reduce  the  cost 
by  improved  methods.  Also  the  moral  effect  of  hav- 
ing cost  records  on  file  in  the  office  for  future  refer- 
ence is  beneficial. 

Again,  there  should  be  forms  for  keeping  the  cost 
of  loading  gravel  and  rock  by  hand,  by  trap  and  slip 
scrapers  and  by  mechanical  loaders  ;  for  hauling  road 
metal  with  teams,  tractors  and  trucks;  and  for  keep- 
ing the  cost  of  operating  automobiles. 

In  British  Columbia  over  99z/2  per  cent,  of  the 
area  is  unorganized  district  in  which  the  provincial 
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government  collects  all  the  taxes  and  carries  out  all 
of  the  improvements.  We  therefore  have  many  re- 
quests for  roads.  The  applicant  is  given  this  form  to 
rill  in.  The  assistant  engineer  then  examines  con- 
ditions on  the  ground,  checks  the  statements  made  by 
the  applicants  and  prepares  an  estimate  with  a  sketali 
plan  on  the  back  and  submits  it  with  his  recommend- 
ations, to  the  department.  All  the  facts  are  thus  on 
tile  in  the  office  and  the  question  can  be  decided  in- 
telligently upon  its  merits  and  not  necessarily  upon 
the  size  of  petition,  or  the  influence  of  some  of  the 
petitioners. 

Success  of  Department  Depends  on  Staff 

Now  with  reference  to  the  second  factor — the 
energy  of  the  organization — the  staff.  The  success 
of  the  department  depends  very  largely  upon  the  per- 
sonnel of  the  staff.  A  government  should  endeavor 
to  secure  the  services  of  the  most  competent  and  ex- 
perienced engineers  available,  and  I  may  say  that  in 
addition  to  technical  knowledge  and  experience,  tact 
and  sound  judgment  or  good  horse  sense  are  import- 
ant and  essential  in  government  service.  I  believe  a 
successful  engineer  on  government  work,  and  I  em- 
phasize the  word  successful,  requires  more  attributes 
than  are  necessary  to  fill  a  position  of  similar  responsi- 
bility with  a  private  corporation,  and  to  procure  men 
of  this  calibre  a  government  must  be  prepared  to  do 
two  things:  1st.  make  appointments  purely  on  the 
basis  of  qualifications  and  fitness,  and  2nd,  pay  equit- 
able remuneration  for  services  rendered. 

All  vacancies  in  the  .higher  positions  should,  where 
possible,  be  filled  by  promotion  from  within  the  ser- 
vice and  such  promotions  should  be  based  on  merit 
and  not  on  seniority.  Failure  in  this  respect  will 
seriously  affect  the  spirit  and  efficiency  of  an  organ- 
ization. It  will  not  only  discourage  good  men  in  the 
service,  but  it  will  deter  the  desirable  type  of  man 
from  entering  the  service. 

Engineers  should  be  employed  who  can  inspire 
the  confidence  of  the  general  public,  men  of  firmness 
who  will  report  adversely  upon  a  request  for  work 
which  is  not  warranted,  no  matter  by  whom  the  re- 
quest is  made,  and  do  so  with  such  fairness,  tact  and 
judgment  that  they  will  retain  the  confidence  of  their 
chief  and  of  the  general  public,  and  when  possible  the 
goodwill  of  the  applicant.  Such  men  are  none  too 
plentiful,  but  where  a  government  is  spending  large 
sums  of  public  money  it  should  be  prepared  to  pay 
sufficient  salary  to  obtain  their  services,  and  then 
treat  them  so  that  it  can  retain  their  services  because 
men  of  the  right  calibre  will  not  permit  themselves 
to  be  used  as  tools  or  buffers  for  ambitious  or  selfish 
individuals. 

Money  Saved  by  Experienced  Staff 

Qualified  engineers  will  save  their  salaries  many 
times  over,  and  I  shall  give  you  an  illustration.  The 
North  Francois  Lake  Road,  which  is  the  main  road 
into  the  Francois  and  Otsa  Lake  Country  from  the 
G.  T.  P.  is  15  miles  long,  runs  through  a  somewhat 
barren  section,  but  connects  a  large  and  rich  area  to 
the  nearest  railroad  station.  The  road  as  laid  out 
some  years  ago  was  located  by  the  local  foreman  un- 
der the  supervision  of  the  road  superintendent.  The 
grade,  alignment  and  road  material  were  so  poor  that 
twq  years  ago  it  was  decided  to  re-locate  all  but 
two  miles  of  the  fifteen.  The  new  road  is  on  a  bettei 
alignment  and  over  more  suitable  road  building  ma- 
terial, and  it  is  free  from  gumbo ;  has  a  southerly 


exposure  and  is  actually  some  700  feet  shorter  than 
the  old  one.  When  the  old  road  was  built  the  cost 
was  not  segregated  and  the  original  cost  cannot  be 
obtained,  but  today  the  old  road  would  cost  over  $60,- 
000  to  build,  or  about  $10,000  more  than  the  new  one 
and  now  has  to  be  abandoned.  The  traffic  over  the  road 
can  be  closely  estimated  from  the  records  kept  on  the 
ferry  at  Francois  Lake,  and  it  is  estimated  that  owing 
to  improved  grades,  etc.,  the  saving  on  the  tonnage 
hauled  over  the  road  last  year  would  be  over  $19,000 
which  capitalized  at  6  per  cent,  would  roughly  amount 
to  $300,000,  and  the  traffic  will  increase  very  rapidly 
and  become  very  heavy  as  the  settlers  are  just  com- 
mencing to  go  into  that  district.    I  could  quote  many 
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APPLICATION  FORM-NEW  ROADS  AND  TRAILS. 

:  Etetoni  Dhnrfct   Sort  h  Okanagan     ,  ,,,.„.,.,  M  D,v„,„„    Cherry  Creek  Section 


and  address  of  Applicant 


Petit  Ion  attached . 


I  If  petition.  ttUcb  eopj  bereto.) 


i  [cation  or  proposed  road  (state  range,  section,  and  lota  traversed)  *    5?   Part    of   560B.    24  , 

23,  27  *  2B    _  ^   

j  From  MoKaya  Bridge  lB    Old  Sugar  Lake  Road        Unt*..Q  m,,e, 

rlpUoa  of  property  benefited  or  passed  through       AgrlQIlltU raX  kaildS..    


State  if  required  for  (o)  agricultural.  It>)  minlns.  or  (c)  subdivision  purposes  Agricultural 


5.  If  for  to),  state  acreage  (1)  slabbed     500  .  [2)  cleared  ....  .?.9.0.   ($)  Cnktvated  88L 

and  (4)  possibilities  ?0Q0.„  „  .......  „  „     :   ~  

0,  Present  a-ssessed  value  of  la)  property  and  (oi  nnlldlags:    (a)  $    £9  *4QQ   .  <M  I  

10  Annaal  taxes  ...   Arrears  of  tare*       


12  If  road  could  be  extended  to  develop  farther  land,  state  particulars,  showing  same  on  sketch      TOVi  Sed 

looatipn  of  existing  rpad.„  _  

13.  Nature  of  country  road  would  traverse,  level  or  rough,  earth  or  rock  d9^^^^%XSS!^JkmaSLi 

some  rook  and  gwanrp.,.  _  _  _  „  

14.  Can  right-of-way  be  expropriated?  If  not,  what  compensation  required?  I  -  -  


If  any  fencing  required,  state  particulars 


2000.00 


16.  If  existing  skid  road,  bridge,  or  other  private  property  1.  to  be  oeed.  Mate  particulars  and  amonDt  of  compensate 
III  nny)  

17.  Appro*,  cost.— (a)  Right-of-way   acrea.  f  :  (o)  clearing  and  grading.  $ 

Icl  bridges.  »  - 500,00  <<>  fencing.  $   :  («)  tonal  cost,  f  2500s  00 

Average  cost  per  mile.  «    1000 ,00   .  probable  cost  of  maintenance.  »  ...200,00  per  annum 

IS.  Are  funds  available  for  work  from  district  vote?     NQ  V   t  0  tal  amount    

10.  General  remarks  and  Engineer's  recommendation  MiS...  TOaA    WaS    Surveyed    30me    years  ago 

and  survey  line  is  still  traoeable  .  Present  outlet  is  very  bad  from 
McKays  to  Riohlands.  The  sum  of  <?2500. 00  is  too  high  to  oome  out  of 
this  year's  vote.  Eeoommended  that  li  money  is  available  from  oontin- 
gent  fund  towards  the  end  of  the  year  that  $500.00  be  spent  in  olearing 
for  road  and  that  a  sum  of  $1000.00  be  set  aside  from  next  year's 
vote  for  rou^h  grading;  remainder  to  be  spent  as  available. 

„„„   4th  May.  1920.  Reported  on  by  R  •   M,  TAYLOR.    (Sgd,)  . 

ABSlstant  Dlstrlot  Engineer. 

Note  —Sketch  of  existing,  proposed,  and  prospective  roads  to  tie  made  on  back  of  form.  , 

Form  of  Application  for  new  roads  as  used  in  British  Columbia 

other  instances  where  experienced  engineers  and  a 
proper  organization  would  have  saved  in  the  aggre- 
gate hundreds  of  thousands  of  dollars,  and  the  im- 
portance of  engaging  competent  men  cannot  be  too 
strongly  impressed.  This  not  only  applies  to  the  dis- 
trict and  assistant  engineers,  but  to  local  foremen  and 
other  employees  of  the  department. 

Now  thirdly,  to  keep  the  organization  working 
smoothly,  effectively  and  without  friction,  there  are 
two  factors  that  have  to  be  considered  :  1st,  it  is  neces- 
sary to  keep  the  engineers  in  touch  with  the  latest 
engineering  practice  on  highway  work  by  means  of 
literature,  etc.    2nd,  it  is  necessary  to  arouse  in  them 
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;m  interest  in,  and  enthusiasm  for  their  work,  hy  creat- 
ing" a  comaraderie  among  the  members  of  the  staff  and 
by  making  each  one  feel  that  he  is  an  important  unit 
of  an  active,  progressive  and  up-to-date  organization. 

Keep  Engineers  Posted  on  Latest  Practice 

With  regard  to  the  former  all  the  engineers  should 
he  provided  with  the  best  and  latest  literature  on 
road  work.  Again,  when  possible  they  should  be 
given  every  opportunity  of  seeing  actual  construc- 
tion work  carried  on,  for  example,  the  laving  of  con- 
crete roads  in  which  the  methods  are  continually  be- 
ing improved. 

The  second  factor  may  be  accomplished,  among 
other  means,  by  holding  annual  conferences  of  the  en- 
gineering staff.  Every  member  should  take  an  active 
part  in  the  conference  by  preparing  either  a  paper,  or 
a  discussion  on  some  work  which  he  has  been  doing. 
The  programme  should  be  drawn  up  well  in  advance, 
so  that  every  engineer  may  come  fully  prepared  and 
the  very  fact  of  his  having  to  prepare  information  to 
place  before  other  experienced  engineers  will  cause 
him  to  use  every  care  in  securing  his  data,  give  him 
a  more  thorough  grasp  of  the  details  and  cause  him 
to  take  greater  interest  in  his  work.  The  results  ob- 
tained by  bringing  the  men  together  and  giving  them 
the  opportunity  of  exchanging  ideas  and  the  inspira 
tion  derived  from  such  a  meeting  will  be  most  bene- 
ficial and  will  add  greatly  to  the  efficiency  of  the  men 
and  of  the  department. 

In  order  that  the  fullest  benefit  may  be  derived 
from  such  annual  conferences,  that  the  good  work 
initiated  may  be  sustained,  special  committees  should 
be  appointed  to  deal  respectively  with  road,  bridges 
and  ferry  matters.  Each  committee  should  be  under 
a  responsible  chairman  whose  duty  it  would  be  to 
keep  in  touch  with  the  members  thereof,  circulate 
suggestions  for  improvements  in  methods  of  design 
and  carrying  out  the  work,  and  finally  to  submit  con- 
crete data  to  the  chief  engineer  for  his  approval.  If 
properly  followed  out  much  splendid  work  can  be 
accomplished,  particularly  in  providing  specifications, 
plans  and  forms  which  are  likely  to  meet  general  re- 
quirements. 

Co-operation  Is  Needed 

Co-operation  should  be  the  keynote  of  the  depart- 
ment. There  should  not  only  be  co-operation  between 
the  different  members  of  the  staff,  but  co-operation 
with  other  departments  of  the  government  and  with 
the  general  public.  You  can  well  afford  to  dispense 
with  the  services  of  even  a  capable  man  if  he  refuses 
to  co-operate.  He  is  a  mis-fit  and  out  of  gear  and  has 
the  same  effect  upon  the  organization  as  sand  upon 
the  bearings  of  a  machine. 

Monthly  meetings  of  the  heads  of  the  different 
branches  at  headquarters  for  suggestions  for  improve- 
ments and  for  constructive  criticism  are  valuable  in 
creating  the  best  departmental  organization  and  upon 
the  efficiency  of  which  so  largely  depends  the  success- 
ful working  of  the  service  inside  and  outside.  Every 
member  of  the  staff  and  every  employee  of  the  depart- 
ment should  be  encouraged  to  make  any  suggestion 
that  he  or  she  considers  would  improve  the  service. 

There  should  be  close  co-operation  between  the 
department  and  municipalities,  and  the  district  and  as- 
sistant engineers  should  be  encouraged  to  co-operate 
with  responsible  public  bodies,  such  as  Boards  of 
Trade,  Farmers'  Institutes,  and  Good  Roads  Associ- 
ations, but  they  should  not  deal  with  partisan  or  poli- 


tical associations  as  such.  The  latter  should  com- 
municate with  their  members  or  the  Minister  direct. 
When  you  attempt  to  mix  the  two  ingredients,  business 
and  politics,  in  the  department  the  combination  cer- 
tainly does  not  give  efficiency.  There  should  be  a 
clear  line  of  demarcation  between  the  administrative 
and  the  legislative,  and  to  accomplish  this  harmon- 
iously takes  tact  spelt  with  capital  letters. 

Co-operation  Between  Provinces 

And  finally,  there  should  be  close  co-operation  be- 
tween the  highway  departments  of  the  different  pro- 
vinces so  that  they  could  be  of  mutual  assistance  and 
each  benefit  by  the  experience  of  the  others.  This 
could  possibly  he  best  attained  through  the  medium 
of  the  Canada  Highway  Branch  of  the  Federal  De- 
partment of  Railways  and  Canals,  which  could  act  as 
a  central  bureau  for  collecting  and  distributing  infor- 
mation And  here  I  would  venture  the  suggestion 
that  a  monthly  bulletin  be  inaugurated  by  the  federal 
authorities  in  which  would  be  published  the  more  im- 
portant highway  problems  common  to  each  province. 
Such  a  publication  could  be  an  excellent  medium  for 
disseminating  useful  information  in  addition  to  keep- 
ing the  different  provinces  in  touch  with  what  is  be- 
ing done  in  the  other  provinces. 

In  summing  up,  I  believe  that  if  we  introduce  a 
proper  system  of  organization  and  employ  only  the 
best  qualified  men  available,  keep  them  efficient  and 
enthusiastic  by  means  of  systematic  education  and 
co-operation,  and  discourage  outside  interference,  then 
I  believe  the  money  will  be  spent  wisely  and  honest- 
ly, and  when  the  people  are  convinced  that  such  is 
the  case,  T  have  no  doubt  they  will  furnish  unstint- 
ingiy  Cc.t  large  sums  of  money  which  ar^  and  will  be 
so  urgently  required  for  the  improvement  of  our  high- 
ways. 


Notes  on  Use  of  Wire  Ropes 

How  to  Care  for  Rope  to  Secure  Maximum 
Life— Paper  Read  Before  Provincial 
District  Engineers  of  B.C. 

 By  H.  M.  Bigwood*  

THESE  notes  are  not  intended  as  a  treatise  on 
the  theory  and  practice  of  the  manufacture 
and  use  of  wire  ropes,  nor  will  they  be  replete 
with  formulae  and  tables,  but  rather  they  aim 
to  be  a  summation  of  the  generally  accepted  and  sane 
ideas  of  "How  to  Use  and  not  Mis-use  Wire  Rope." 
They  were  originally  presented  in  a  paper  read  at  the 
convention  of  the  Provincial  District  Engineers  of 
British  Columbia. 

Wire  ropes  are  made  in  two  general  types,  called 
respectively  "Standard  lay"  and  "Lang's  lay,"  as 
shown  in  the  sketch  No.  1.  In  the  latter  type,  which 
has  become  most  generally  used  since  its  introduction 
into  England  in  1880  the  individual  wires  comprising 
the  strands  are  laid  the  same  way  as  the  lay  of  the 
strand  itself  in  the  rope.  By  this  method  a  longer 
wearing  surface  for  each  wire  is  exposed  than  is  the 
case  with  the  older  method  where  the  wires  were  laid 
the  opposite  way  to  the  lay  of  the  strand.  , 

In  most  cases,  in  wire  ropes  the  number  of  strands 
is  usually  six,  and  the  number  of  wires  either  seven, 

*Cheif  Draftsman,  B.  C.  Department  of  Public  Works. 
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twelve  or  nineteen  to  the  strand,  according  to  the  de- 
gree of  flexibility  necessary  for  the  purpose  for  which 
the  rope  is  to  be  used.  As  the  wires  in  seven  strands 
are  1  2/3  times  greater  in  diameter  than  those  in 
strands  composed  of  nineteen  wires  it  will  be  seen 
that  the  former  is  much  less  flexible  than  the  latter, 
but  offers  less  area  for  corrosion.  In  seven  wire 
strands  the  diameter  of  each  wire  is  l/9th  of  the 
diameter  of  the  rope,  and  in  nineteen  wire,  1  / 1 5 th . 
The  strands  of  the  rope  are  generally  wound  round 
a  core  of  hemp,  although  for  some  purposes  a  wire 
core  is  used. 

A  type  of  rope  used  for  standing  or  running  ropes, 
and  suitable  for' ferries  or  suspension  bridges,  is  made 


Fig.    1    (upper) — Langs  or  Albert   lay;    (lower)   standard  lay 


in  sizes  consisting  of  19,  12,  37  or  27  wires,  not  laid  in 
strands. 

Materials 

Although  iron  was  exclusively  used  in  the  manu- 
facture of  wire  rope  for  some  time,  it  is  now  made 
mostly  of  crucible  cast  steel,  Swedish  iron  being  used 
for  special  purposes,  but  it  is  necessary  that  the  steel 
used  be  of  good  quality,  as  a  poor  steel  is  worse  than 
a  good  iron.  Such  steel  should  have  a  tensile  strength 
of  from  130,000  to  190.000  lbs.  per  sq.  in. 

For  standing  ropes  as  used  for  ferries  or  suspen- 
sion bridges,  galvanized  rope  may  be  used  to  advant- 
age. If  properly  done  the  process  of  galvanizing  does 
not  materially  affect  the  strength  of  the  material,  but 
it  does  add  a  little  to  the  cost,  perhaps  as  much  as 
15  per  cent,  now,  although  the  difference  in  1916  was 
about  10  per  cent.  While  the  outer  coating  of  zinc 
will  soon  wear  off  under  the  action  of  the  sheave 
when  the  rope  is  used  for  ferries,  the  inner  surfaces 
will  be  unaffected  and  protected. 

Handling  and  Unpacking 

It  is  important  that  new  wire  should  not  be  al- 
lowed to  kink,  untwist  or  spin,  and  great  care  must 
be  taken  to  prevent  such  occurring  while  uncoiling  or 
erecting. 

If  the  rope  is  received  in  a  coil  it  is  best  to  place 
it  on  a  turntable  with  battens  secured  across  the  top 
to  prevent  any  of  the  turns  springing  off.  If  on  a 
drum,  slip  a  bar  through  the  centre  and  raise  on  to 
supports.  A  brake  should  be  applied  to  check  the 
speed  at  which  the  drum  revolves.  Should  the  rope 
arrive  in  a  small  coil,  roll  it  along  the  ground  like  a 
wheel,  do  not  try  to  uncoil  it  like  hemp  rope.  While 
uncoiling  keep  the  rope  taut,  slack  rope  should  not 


be  allowed,  nor  should  it  be  allowed  to  lie  loose  upon 
the  ground. 

Lubrication 

If  the  maximum  life  of  the  rope  is  to  be  obtained 
the  question  of  lubrication  must  not  be  forgotten. 
Ropes  having  hemp  cores  come  from  the  makers  with 
the  core  fairly  saturated  with  grease,  and  the  aim 
should  be  to  keep  it  as  nearly  as  possible  in  that  con- 
dition always,  to  prevent  moisture  finding  its  way 
into  the  interior  of  the  rope  and  corroding  the  wires. 
When  internal  corrosion  takes  place  it  is  extremely 
difficult  to  detect  at  present,  although  it  is  hoped  that 
some  means  to  do  so  will  be  perfected  soon. 

All  ropes  should  be  greased  well  immediately  af- 
ter being  placed  in  position  and  at  frequent  intervals 
until  all  the  interstices  are  filled,  then  the  dressings 
may  be  less  frequent  but  regular.  Whatever  grease 
is  used  it  must  be  quite  neutral  ;  if  it  is  either  acid 
or  alkali  it  will  be  detrimental.  Grease  should  remain 
plastic  and  should  not  set  hard  or  shed  off  in  flakes. 

Most  makers  have  special  compositions  which  they 
recommend,  but  raw  linseed  oil  with  lamp  black  is 
suitable  unless  the  rope  is  under  water  or  buried  when 
a  coating-  of  vegetable  or  mineral  tar,  neutralized  by 
adding  freshly  slacked  lime,  in  the  proportion  of  one 
bushel  of  lime  to  one  barrel  of  tar,  the  mixture  being 
well  boiled  before  applying,  is  recommended.  Should 
this  be  too  thin  sawdust  may  be  added  to  give  it 
more  body. 


Joint  Committee  Meeting  on 
Labor  Problems 

AT  a  joint  meeting  of  representatives  of  the  In- 
ternational Unions  of  the  Building  Trades, 
and  members  of  the  Standard  Labor  Commit- 
tee of  the  Association  of  Canadian  Building 
and  Construction  Industries,  and  also  representatives 
from  special  branches  of  the  industry,  held  at  Hamil- 
ton, May  26th,  1920,  the  following  resolutions  were 
unanimously  carried,  with  the  view  of  eliminating 
losses  through  stoppage  of  work  caused  by  industrial 
disputes : 

1.  That  a  National  Joint  Conference  Board  of  the 
building  and  construction  industries  of  Canada  be  cre- 
ated, to  be  composed  of  five  representatives  elected  or 
selected  by  the  Association  of  Canadian  Building  and 
Construction  Industries,  and  five  members  elected  or 
selected  by  the  representatives  of  the  Building  Trades 
International  Unions. 

2.  That  this  body  request  the  Dominion  Govern- 
ment to  appoint  a  representative  from  the  Labor  De- 
partment to  act  as  chairman  and  convenor  of  this  Na- 
tional Joint  Conference  Board, 

3.  The  functions  by  this  National  Joint  Confer- 
ence Board  shall  be  educational  and  advisory,  with  the 
purpose  in  view  of  its  ultimate  replacement  by  a  per- 
manent National  Industrial  Council  for  the  building 
and  construction  industries. 

4.  The  National  Joint  Conference  Board  shall  en- 
courage the  organization  of  both  the  employers  and 
employees  into  the  groups  represented  by  this  Nation- 
al Joint  Conference  Board,  and  the  establishment  of 
Industrial  Councils  in  the  larger  centres,  such  as  al- 
ready exist  in  Toronto,  Hamilton,  Ottawa,  London 
and  other  places. 

5.  The  two  parties,  members  of  this  National 
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Joint  Conference  Board,  shall  each  have  the  power  to 
change  their  representative  at  any  time  ,aiul  no  organ- 
ization other  than  those  already  included  shall  be  ad- 
mitted to  membership  except  by  majority  consent  of 
the  members  of  both  groups. 

6.  Affiliated  organizations  and  established  In- 
dustrial Councils  shall  be  encouraged  to  refer  for  settle- 
ment to  the  National  Joint  Conference  Board,  such 
disputes  as  they  are  unable  io  adjust  locally  before  a 
strike  or  a  lockout  occurs. 

7.  The  National  Joint  Conference  Board  shall  un- 
dertake to  present  to  the  Government,  on  behalf  of 
the  building  and  construction  industries,  such  mea- 
sures as  may  be  requested  by  both  groups,  parties  to 
the  Board. 

8.  The  National  Joint  Conference  Board  shall  ad- 
vise with  the  organizations  affiliating  with  it  on  mea- 
sures which  are  considered  to  be  of  value  in  improv- 
ing the  building  and  construction  industries  such  as 
technical  education,  apprenticeship,  movement  of  lab- 
or, etc. 

In  regard  to  a  temporary  chairman,  it  was  carried 
that  pending  the  appointment  of  permanent  chair- 
man of  the  Board,  Mr.  J.  C.  Rcilly  be  asked  to  act  as 
convenor ;  names  of  members  of  Board  from  both 
sides  to  be  sent  to  him  at  Ottawa. 

The  following  general  resolution  was  also  carried: 
Realizing  that  the  recommendations  of  this  meeting 
cannot  affect  the  situation  immediately,  we  recom- 
mend to  employers  and  employees  that  they  use  every 
means  possible  to  settle  their  disputes  by  conference, 
negotiation  and  arbitration,  in  order  to  avoid  further 
loss  by  stoppage  of  work  in  the  building  and  construc- 
tion industries  in  the  various  centres  of  the  Domin- 
ion. 

Mr.  J.  P.  Anglin,  Montreal,  from  the  employers' 
group  and  Mr.  Tom  Moore,  Ottawa,  from  the  em- 
ployees' group,  acted  as  joint-chairmen  of  the  meet- 
ing. Mr.  J.  C.  Reilly,  Ottawa,  from  the  employers' 
group,  and  Mr.  J.  F.  Marsh,  Niagara  Falls,  from  the 


employees'  group,  acted  as  joint  secretaries  of  the 
meeting. 

The  representatives  of  Employers  Association  in 
attendance  were  as  follows.  J.  P.  Anglin,  Montreal  ; 
Jos.  M.  Pigott,  Hamilton;  F.  W.  Dakin,  Sherbrooke; 
H,  J.  Graham,  Ottawa;  Mr.  Britton,  Hamilton;  R. 
Marsan,  Stratford. 

The  representatives  of  Employees'  International 
Trades  Unions  in  attendance  were  as  follows:  Tom 
Moore,  president,  Trades  and  Labor  Congress  of  Can- 
ada;  E.  Ingles,  vice-president,  International  Brother- 
hood of  Electrical  Workers;  Jos.  P.  Hunter,  6th  vice- 
president,  Brotherhood  of  Painters  and  Decorators; 
John  Kennedy,  general  organizer,  International  Un- 
ion of  Sheet  Metal  Workers;  Fred  Molineaux,  gener- 
al organizer,  Brotherhood  of  Painters  and  Decorat- 
ors; Vincent  Dc  Falco,  general  organizer,  Internation- 
al Union  of  Building  and  Common  Laborers;  N. 
Arcand,  general  organizer,  United  Brotherhood  of 
Carpenters  and  Joiners  of  America;  J.  F.  Marsh,  gen- 
eral manager  United  Brotherhood  of  Carpenters  and 
Joiners  of  America ;  John  McLeod,  general  organizer, 
Bricklayers'  and  Masons'  Union ;  L.  E.  Brown- 
ing, general  organizer,  International  Association 
of  Bridge  Structural  and  Ornamental  Iron 
Workers;  Frank  Healy,  general  organizer,  Interna- 
tional Union  of  Portable  and  Hoisting  Engineers. 

To  represent  the  employees  on  the  National  Joint 
Conference  Board  the  following  were  selected:  Tom 
Izzard,  bricklayers;  Arthur  Martel,  United  Bro- 
therhood of  Carpenters ;  Jno.  Kennedy,  Sheet  Met- 
al Workers;  John  Bruce,  Plumbers  and  Steamfitters; 
E.  Ingles,  Electrical  Workers ;  Jos.  P.  Hunter,  Pain- 
ters;  L.  E.  Bowring,  Ironworkers;  Wm.  Hamilton, 
Plasterers. 

The  following  representatives  were  appointed  from 
the  Association  of  Canadian  Building  and  Construc- 
tion Industries:  K.  D.  Church,  Montreal;  H.  J.  Gra- 
ham, Ottawa;  R.  J.  Fuller.  Toronto;  F  W.  Dakin, 
Sherbrooke;  George  A.  Grain,  Ottawa. 


Geo.  A.  Gricrson, 
Minister  of  Public  Works,  Manitoba 


S.  R.  Henderson, 
President  Manitoba  Good  Roads  Association 


W.   F.  Tallman, 
Street  Commissioner,  Winnipeg 
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Attractive  Houses  For  Trenton  Commission 

Wm.  Lyon  Somerville,  Architect  of  Toronto,  Plans  Interesting 
Types,    Designed   To   Be    Compact,    Yet    Roomy   and  Neat 


TH  K  study  of  the  types  and  designs  of  houses 
that  are  being  erected  by  the  different  housing 
commissions  throughout  Canada  affords  an  in- 
teresting insight  into  the  trend  of  architectur- 
al design  and  economical  construction.  When  judg- 
ing the  fitness  of  any  plant  there  are  many  points 
which  it  is  advisable  to  consider.  First  of  all  there 
is  the  general  appearance  of  the  finished  structure. 
While  the  quantity  construction  of  houses  in  groups 
does  not  allow  for  a  very  wide  variation  in  design, 
or  for  designs  that  might  be  termed  fussy,  yet  the 
houses  must  be  attractive  in  their  simplicity. 


Not  only  must  the  houses  be  attractive,  but  com- 
fort and  convenience  must  not  be  sacrificed  to  eco- 
nomy. Thus  the  architect  who  succeeds  in  preparing 
acceptable  plans  is  of  necessity  forced  to  study  the 
best  ideas  in  community  construction  and  exercise 
a  fair  amount  of  originality  as  well. 

The  illustration  accompanying  this  article  show 
sketches  and  floor  plans  of  some  of  the  houses  which 
are  now  being  erected  by  the  housing  commission 
of  Trenton,  Ont.  These  were  designed  by  Wm.  Lyon 
Somerville,  of  Toronto.  Those  shown  are  four  and 
five  room  detached  residences.    The  exterior  of  the 
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Fig.  2 — Floor  plans  of  first  and  third  houses  from  the  left  of  Fig.  1 
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houses  are  varied  and  the  buildings  laid  out  in  groups 
or  staggered  rows  so  as  to  break  the  monotony  and 
regularity  of  layout  and  design  so  often  noticeable  in 
large  building  schemes. 

The  four-room  residence,  which  is  shown  on  the 
right,  is  a  two  storey  house  16  ft.  6  in.  by  24  ft.  9  in. 
with  two  good  sized  rooms  on  each  floor.  Entrance 
is  made  from  the  side  porch  into  a  very  small  hall, 
having  a  door  opening  directly  into  the  living  room. 
♦This  room  is  used  as  a  combination  living  and  dining 
room. 

The  grade  entrance  provides  a  particularly  desir- 
able form  of  rear  entrance.  It  is  convenient  to  the 
kitchen,  yet  gives  direct  access  to  the  basement.  Ashes, 
vegetables,  etc.,  may  be  carried  up  and  down  without 
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Fig.  3 — Plans  of  second  and  fourth  houses  from  left  of  Fig.  1 

a  lot  of  dirt  being  tracked  through  the  kitchen.  The 
same  idea  is  embodied  in  the  five  roomed  house. 

Light  and  ventilation  are  well  provided  for  by  the 
number,  size  and  location  of  the  windows.  In  the 
warm  weather,  the  windows  in  the  front  and  rear 
may  be  thrown  open,  creating  a  movement  of  air  that 
will  tend  to  keep  the  house  comfortable.  The  second 
floor  may  be  ventilated  in  the  same  way.  The  upper 
story  consists  of  two  bedrooms  and  bath  room.  Here 


again  the  hall  space  is  reduced  to  a  minimum.  The 
conservation  of  space  effected  by  reducing  halls  and 
eliminating  all  waste  tends  for  lower  construction 
costs,  less  house  work  and  better  value  for  the  money 
expended.  On  the  other  hand,  it  will  be  noticed  that 
closets  and  pantries  are  included  wherever  needed. 

The  five-roomed  house,  while  the  layout  is  entire- 
ly different,  will  be  found  to  embody  the  same  ideas. 
It  will  be  noticed  that  the  same  effort  was  made  to 
reduce  waste  space,  save  steps  and  give  a  maximum  of 
comfort  and  convenience.  The  large  shady  porch  adds 
to  the  cosy  appearance  of  the  house  and  should  prove 
particularly  attractive  during  the  warm  summer  even- 
ings. 

The  lines  of  this  house,  which  is  the  second  from 
the  right,  are  the  long,  low,  horizontal  lines  which  are 
so  suggestive  of  cosiness  and  comfort.  One  is  immedi- 
ately attracted  to  a  home  of  this  type.  The  attraction 
may  not  be  very  well  defined,  but  there  is  usually  the 
thought  that  it  would  be  nice  to  own  or  live  in  a  house 
like  that. 

Those  who  have  made  a  study  of  home  planning 
and  attractive  homes  have  found  that  the  embodiment 
of  a  few  long,  unbroken,  horizontal  lines  give  a  cosy 
home-like  appearance  that  cannot  be  conveyed  in  any 
other  way.  This  is  well  illustrated  by  the  accompany- 
ing sketches.  If  a  choice  of  one  of  the  houses  shown 
here  were  to  be  made  there  is  hardly  any  doubt  as  to 
which  type  the  majority  would  decide  on,  with  little 
or  no  hesitation.  This  is  a  point  that  might  well  be 
remembered  when  working  out  a  design  for  a  home. 

If  this  house  were  to  be  built  where  adequate  light- 
ing were  to  be  had  on  the  four  sides,  the  insertion  of 
an  extra  window  in  the  end  wall  of  the  living  room 
and  another  in  the  kitchen  would  be  a  real  improve- 
ment. It  is  desirable  where  possible  to  have  windows 
in  two  walls  of  a  kitchen.  The  average  kitchen  is  not 
supplied  with  an  over  abundance  of  light,  if  such  a 
thing  is  possible,  so  that  while  improving  the  lighting 
of  this  important  room,  an  additional  window  would 
tend  for  better  ventilation,  as  a  refreshing  current  of 
air  could  be  induced  by  opening  both  windows,  mak- 
ing the  kitchen  a  more  comfortable  place  to  work  in. 

It  will  be  noticed  that  most  of  the  rooms  are  odd 
sizes,  such  as  the  living  room  11  ft.  4  in.  by  15  ft.  10  in. 
This  is  partly  by  design,  as  in  many  cases  it  enables 
stock  lengths  of  material,  such  as  floor  joists,  to  be 
used  without  waste  or  cutting — another  point  that 
tends  for  lower  costs. 

It  is  just  this  attention  to  little  things,  like  the  size 
and  utility  of  the  rooms,  the  cutting  down  of  halls 
and  other  little  used  space,  the  lines  and  outside  ap- 
pearance of  the  house  that,  while  adding  to  the  desira- 
bility of  the  finished  home,  often  lowers  the  cost  of 
construction  many  hundreds  of  dollars. 


Standardization  of  Ball  Bearings 

At  the  request  of  the  Swiss  Standards  Association, 
Baden,  Switzerland,  for  co-operation  in  the  work  of 
standardization  of  ball  bearings,  the  American  Engin- 
eering Standards  Committee  requested  the  American 
Society  of  Mechanical  Engineers  and  the  Society  of 
Automotive  Engineers  to  act  as  joint  sponsors  for 
the  project.  These  societies  have  accepted  the  res- 
ponsibility and  are  now  organizing  a  sectional  com- 
mittee for  the  work.  The  sectional  committee  will  be 
thoroughly  representative  of  all  the  interests  involved 
and  is  the  body  which  will  be  responsible  for  the  de- 
tailed formulation  of  the  standards. 
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Mainly  Constructional 

East  and  West — From  Coast  to  Coast 


Contracts  for  road  construction  in  New  Brunswick,  which 
have  been  let  to  date  this  year  total  about  $300,000. 

Building  permits  issued  last  month  at  Gait,  Out.,  totalled 
$138,230  in  value  or  an  increase  of  $37,985  over  the  total  for 
the  corresponding  month  in  1919. 

La  Compagnie  de  Tuyaux  de  Drainage,  Limitee,  with 
head  office  at  L'Islet  Station,  Que.,  capital  $99,000,  to  deal 
in  drainage  pipe,  farm  tile,  etc. 

Building  figures  from  Winnipeg  show  permits  totalling 
$531,400  issued  during  the  month  of  May.  This  brings  the 
year's  total  to  the  end  of  May  to  $4,199,000. 

At  a  recent  meeting  of  the  Manitoba  Architects'  Asso- 
ciation at  Winnipeg,  a  new  code  of  ethics  governing  the 
principles  of  professional  practice  was  adopted. 

The  Bird-Archer  Company,  at  Cobourg,  Out.,  haw 
moved  into  larger  quarters  and  intend  manufacturing  boiler 
and  machine  supplies  such  as  railway  valves,  high  speed 
cast  drills,  etc. 

Reports  from  London,  Ont.,  show  a  total  of  $253,000  in 
building  permits  issued  during  the  month  of  May.  which 
brings  the  total  for  the  first  five  months  of  the  year  to  $637,- 
080. 

Plans  for  130  residences  are  being  prepared  for  the  Kip- 
awa  Company,  at  Temiskaming.  Que.,  and  it  is  expected 
that  this  number  will  be  increased  to  100.  Tenders  for  the 
construction  of  these  houses  will  be  called  in  the  near  fu- 
ture. 

Contract  will  be  let  in  the  near  future  for  a  four-storey 
addition  to  the  University  of  Ottawa  buildings,  at  Ottawa. 
The  new  wing  will  be  consructed  of  reinforced  concrete  with 
stone  facing  and  will  be  fireproof  in  every  respect.  The 
cost  is  estimated  at  about  $175,000. 

The  City  Council  of  Hamilton  has  authorized  City  En- 
gineer Gray  to  advertise  for  an  assistant.  The  city  engi- 
neer's department  has  a  large  program  of  works  to  under- 
take during  the  present  year  which  will  mean  an  expendi- 
ture in  the  neighborhood  of  $2,000,000. 

During  the  month  of  May,  the  City  Architect's  Depart- 
ment at  Toronto  passed  plans  for  work  amounting  to  $3,133,- 
005.  The  total  for  the  corresponding  month  last  year  was 
$1,455,734.  This  year's  total  in  building  permits  issued,  up 
to  the  end  of  May  was  $10,270,358,  compared  with  $4,983,950 
for  the  corresponding  period  last  year. 


Personal 

Mr.  John  Cottam,  secretary  of  the  Carpenters'  Union  at 
Toronto,  was  elected  president  of  the  Building  Trades  Coun- 
cil recently.  • 

Mr.  E.  T.  Arnoldi,  architect,  of  Toronto,  has  moved  his 
office  from  14  Wellington  St.  E.  to  Room  527,  Confedera- 
tion Life  Bldg. 

Mr.  W.  A.  McLean,  Deputy  Minister  of  Highways  for 
the  Province  of  Ontario,  was  elected  honorary  president  of 
the  Canadian  Automobile  Association  at  the  election  of  of- 
ficers held  at  the  Good  Roads  Convention  in  Winnipeg  re- 
cently. 

Mr.  Edward  P.  Merrill  has  been  appointed  general  man- 
ager of  the  Dominion  Iron  &  Steel  Company  and  Dominion 
Coal  Company,  Sydney,  N.  S.     Mr.   Merrill  will  reside  in 


Sydney,  and  will  be  in  charge  of  all  the  operations  of  the 
two  corporations  and  their  subsidiaries. 

Mr.  E.  L.  Cousins,  industrial  commissioner  and  general 
manager  of  the  Harbor  Board  at  Toronto,  has  returned  to 
that  city  after  an  absence  qf  several  months  in  England 
where  he  has  been  endeavoring  to  interest  English  firms  in 
the  establishment  of  branch  factories  in  Canada. 

Mr.  J.  A.  Tom  was  presented  with  a  handsome  gold 
pocket  knife  recently,  by  the  members  of  the  city  engineer's 
department  at  Guelph.  Ont.,  on  the  occasion  of  his  resign- 
ing the  position  of  assistant  to  city  engineer  McArthur.  Mr. 
Tom  has  accepted  a  position  in  the  Highways  Department 
at  Toronto. 


Mayor  Chas.  F.  Gray,  of  Winnipeg,  in  whose  city 
the  Canadian  Good  Roads  Association 
met  last  week 


Mr.  Frank  Foster  has  been  appointed  colonization  road 
inspector  for  the  counties  of  Simcoe,  Grey  and  Bruce,  and 
the  townships  of  Mara  and  Rama,  Ont.  Mr.  Foster  will 
have  supervision  of  all  provincial  expenditures  on  roads, 
excepting  provincial  highways,  in  the  above  territory.  This 
position  was  previously  occupied  by  Mr.  R.  C.  Hipwell. 


Obituary 

Mr.  John  Bonis,  manager  of  the  Thames  Stone  Quarry 
Co.,  of  St.  Mary's,  Out.,  died  recently  as  the  result  of  an 
accident  at  the  quarry.    Deceased  was  in  his  fifty-first  year. 

Mr.  Albert  Chatigny,  civil  engineer,  of  Montreal,  died 
recently  in  his  43rd  year.  Mr.  Chatigny  was  an  employee 
of  the  Federal  Public  Works  Department  for  many  years 
and  was  one  of  the  engineers  engaged  on  the  construction 
of  the  channel  between  Montreal  and  Quebec. 


Trade  Incorporations 

La  Cie  de  Pavage  de  Construction  de  Levis,  capital  $49,- 
000,  head  office  at  Levis,  to  carry  on  the  business  of  contrac- 
tors and  builders. 

Canadian  Hydro-Stone,  Limited,  with  head  office  at  Mon- 
treal, capital  $500,000.  to  deal  in  stone,  artificial  stone,  mar- 
ble, brick,  etc. 


Contracts  Department 

News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Dunrea,  Man. 

By-law  authorizing  the  construction  of 
roads  to  cost  $242,000  for  Municipality 
will  he  voted  on  June  20th.  Clerk,  F.  W. 
Putman,  Dunrea.  Road  grader,  heavy 
engine  and  traction  will  he  required. 

Grand  Mere,  Que. 

City  wants  prices  on  3  motor  driven 
pumps  and  1  trench  excavator  at  once. 
Secy.,  L.  P.  Berube. 

Halifax,  N.  S. 

J.  W.  Roland,  engineer  for  Provincial 
Dept.  Public  Highways,  Pari.  Bldgs., 
Halifax,  will  receive  tenders  until  June 
21st  for  iy2  miles  of  broken  stone  wa- 
terbound  macadam  between  Digby  and 
Rossway,  N.  S. 

Laprairie,  Que.  • 

Town  contemplates  the  construction  of 
concrete  road  costing  $50,000.  Seey.- 
treas.,  J.  A.  Sicotte. 

Montmagny,  Que. 

Municipality  is  having  plans  prepared 
for  construction  of  concrete  roads;  Secy.- 
treas.,  A.  Bernatchez. 

North  Grimsby,  Ont. 

Township  of  North  Grimsby  contem- 
plates the  construction  of  sidewalks. 
Clerk,  T.  W.  Allan,  Grimsby,  Ont. 

North  Sydney,  N.  S. 

Town's  plans  are  being  completed  for 
the  construction  of  sewer  costing  $12,- 
500  and  curb  and  paving  costing  $25,000. 
Engineer,  W.  J.  Campbell,  North  Syd- 
ney. 

Outremont,  Que. 

Town  contemplates  expenditure  of 
$25,000  on  construction  of  sidewalks  and 
$150,000  on  construction  of  pavements. 

Town  contemplates  the  expenditure  of 
$12,000  on  construction  of  sewers.  Secy.- 
treas.,  E.  T.  Sampson. 

Prince  Albert,  Sask. 

City  contemplates  the  expenditure  of 
$75,000  on  construction  of  improvements 
to  waterworks.    Clerk,  Ernest  F.  Webb. 

Sackville,  N.  B. 

T.  Murray,  city  clerk,  will  receive  ten- 
ders for  the  construction  of  4,000  sq.  yds. 
of  sidewalk. 

Sombra,  Ont. 

W.  A.  Scott,  clerk  for  Sombra  Town- 
ship, R.  R.  No.  3,  Sombra,  Ont.,  will  re- 
ceive tenders  until  June  21st  for  con- 
struction of  nine  tile  drains. 

Ste.  Anne,  Man. 

G.  E.  La  Rue,  secy.-treas.  for  Munici- 
pality, will  receive  tenders  until  June 
L9th  for  excavation,  laying  of  and  build- 
ing head  wall  for  pipe  culverts.  Plans 
with  Highway  Commissioner,  Winnipeg, 
/and  Municipal  engineer,  Ste.  Anne. 

St.  Bruno  de  Montarville,  Que. 

Municipality  will  call  tenders  shortly 
for  construction  of  macadam  road.  Sec- 
trcas.,  Frederic  Huet. 


St.  Catherines.  Ont. 

Aid.  Dakers,  chairman,  will  receive 
tenders  until  5  p.m.  June  10th,  fur  con- 
struction of  sewers.  Plans  at  office  of 
city  engineer,  YV.  P.  Near. 

St.  Cyriac,  Que. 

Municipality  plans  the  construction  of 
waterworks  system  to  cost  $25,000.  En- 
gineer, M.  Demeule. 

St.  Thomas  d'Aquin,  Que. 

Town  contemplates  the  paving  of 
roads.  Engineer,  M.  Bar  eel  O,  5  Ray- 
mond St.,  St.  Hyacinthe. 

St.  Vital,  Man. 

E.  A.  Poulain,  secy.-treas.  for  Muni- 
cipality, will  "receive  tenders  until  Jung 
17th  for  construction  of  basins  and  off- 
take pipes  at  St.  Germain  Coulee  Cul- 
vert. Plans  with  secy.-treas.,  Municipal 
hall. 

Toronto,  Ont. 

City  will  receive  tenders  until  June 
15th  for  construction  of  asphalt  on  six 
streets,  bitulithic  on  four,  brick  block 
on  one,  macadam  on  one,  concrete  curbs 
on  two.  Secy.  Bd.  of  Control,  Thos.  Mc- 
Queen, City  Hall. 

\V.  A.  McLean,  Deputy  Minister  for 
Provincial  Dept.  Public  Works,  will  re- 
ceive following  tenders:  Until  June  15th, 
for  8,000  ft.  of  10  in.  x  yz  in.  expansion 
joint  for  concrete  pavements,  plans  to 
be  seen  at  Dept.;  until  June  25th,  for 
macadam  roadway  in  Edwardsburg 
Township  between  Prescott  and  Village 
of  Johnston,  plans  to  be  seen  at  Dept., 
and  office  ot  resident  engineer,  Corn- 
wall; until  June  25th,  for  macadam  road- 
way in  Pickering  Township  from  Scar- 
boro  Town  line  to  Rouge  Hill,  plans  to 
be  seen  at  Dept.,  and  office  of  resident 
engineer,  Port  Hope;  until  June  25th, 
for  earth  work,  rock  work,  macadam  road 
way  and  other  necessary  work  on  Pro- 
vincial Highway  in  Thurlow  Township 
from  City  of  Belleville  easterly  for  a 
distance  of  2  miles,  plans  to  be  seen  at , 
Dept.,  and  office  of  resident  engineer, 
Napanee. 

Wroxeter,  Ont. 

D.  M.  MacTavish,  Town  clerk,  will  re- 
ceive tenders  until  June  18th  for  con- 
struction of  32,000  sq.  ft.  of  cement  side- 
walks to  cost  $5,000.  Plans  with  County 
engineer,  Goderich,  Ont. 

CONTRACTS  AWARDED 

Owen  Sound,  Ont. 

Town  has  placed  the  contract  for  con- 
crete work  required  in  paving  streets 
to  Curran  Clement  Co.:  Bithulithic  work, 
Warren  Bituminous  Paving  Co.  of  On- 
tario, McKinnon  Bldg.,  Toronto. 

St.  Romuald,  Que. 

Provincial  Dept.  Public  Highways 
awarded  general  contract  constructing 
waterbound  bituminous  macadam  pave- 
ment to  M.  Normand  &  Normand,  LTs- 
let,  Que.    Cost,  $30,000. 

Toronto,  Ont. 

York  Township  has  awarded  contracts 
for  construction  of  watermains  as  fol- 


lows: 12  streets,  1015C  ft.,  Grant  Con- 
tracting Co.,  50  Front  E.;  3  streets,  2275 
ft.,  W.  E.  Taylor,  22  Falcon  St.;  4  streets, 
1725  ft.,  G.  Thompson,  40  Jarvis  St.;  2 
streets,  1920  ft.,  M.  11.  Murphy  Contract- 
ing Co.,  8  Wychwood  Park. 

City  awarded  general  contract  for  re- 
pairs to  roads  in  High  Park  to  Asphal- 
tic  Concrete  Co.,  Excelsior  Life  Bldg. 
Estimated  cost,  $17,000. 

Wiarton,  Ont. 

Town  awarded  general  contract  for 
construction  of  reinforced  concrete  pave- 
ment to  Messrs:  Curran  &  Briggs.  Cost, 
$10,000. 

Railroads,  Bridges  and  Wharves 

Bright,  Ont. 

Geo.  Oliver,  clerk  for  Blandford  Town- 
ship, will  receive  tenders  until  June  14th 
for  construction  of  42  ft.  girder  span 
with  concrete  abutments  and  floor.  Plans 
at  office  of  clerk  and  engineers,  F.  J.  Ure 
&  Sons,  Woodstock,  Ont. 

Burrard  Inlet,  B.  C. 

W.  G.  Swan,  Harbor  Board's  engineer, 
Vancouver,  is  preparing  plans  for  the 
construction  of  dam  and  causeway  across 
Second  Narrows  estimated  to  cost  $2,000,- 
000  for  Federal  and  British  Columbia 
Governments. 

Cedar  Rapids,  Que. 

Cedar  Rapids  Mfg.  &  Power  Co..  83 
Craig  St.  W.,  have  applied  to  Ottawa  for 
permission  to  construct  wing  dam.  En- 
gineer, R.  Wilson,  care  Company.. 

Fergus,  Ont. 

Tenders  will  be  received  by  West  Gar- 
afraxa  Township  Council  at  the  Wel- 
lington Hotel,  Fergus,  until  June  15th 
for  construction  of  two  bridges,  also  con- 
crete floor  and  wing  walls  for  steel 
bridge.  Plans  with  Township  clerk,  Jas. 
Campbell. 

Millwood,  Man, 

C.  W.  Thorn,  secy.-treas.  for  Rural 
Municipality  of  Russell,  Man.,  will  re- 
ceive tenders  until  noon,  June  11th,  for 
erection  of  bridge  to  cost  $36,000.  Plans 
with  Mr.  Thom  and  with  Highway  Com- 
missioner, Winnipeg. 

Portage  La  Prairie,  Man. 

D.  McCowan,  secy.-treas.  for  Munici- 
pality, will  receive  tenders  until  noon, 
June  19th,  for  _  construction  of  12  rein- 
forced concrete*  culverts  and  three  con- 
crete bridges.  Plans  with  Mr.  McCowan 
and  with  Highway  Commissioner,  Win- 
nipeg. 

St.  Francois  Sud,  Orleans  Island,  Que. 

R.  C.  Desrochers,  secy.  Dominion  Dept. 
Public  Works,  will  receive  tenders  until 
noon  June  22nd  for  construction  of  re- 
pairs to  wharf;  cost,  $50,000.  Plans  at 
Dept.,  Ottawa,  at  offices  of  District  En- 
gineers, Post  Office  Bldg.,  Quebec, 
Shaughnessy  Bldg.,  Montreal,  Post  Of- 
fice, St.  Francois  D'Orleans,  Que. 

Sydney  Mines,  N.  S. 

C.  B.  Brown,  engineer  for  C.  N.  Rlys., 
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Moncton,  N.  B.,  will  receive  tenders  un- 
til June  20th  for  reconstruction  of  freight 
sheds  costing  $20,000.  Sheds  were  re- 
cently destroyed  by  fire. 

CONTRACTS  AWARDED 

Canada,  Dominion  of 

C.  N.  Rly.  head  office,  Toronto,  has 
awarded  following  contracts  in  connec- 
tion with  their  railway  construction 
work  throughout  Dominion:  225  track 
miles  wire  fence,  W.  W.  Holmes  & 
Johnson  &  Sparrow,  care  C.  N.  Rly.; 
subway  at  Moose  Jaw,  Carter-Halls-Al- 
dinger  Co.,  Union  Bank.  Bldg.,  Winnipeg. 

Dauphin,  Man. 

Rural  Municipality  of  Dauphin  award- 
ed the  general  contract  for  construction 
of  industrial  railway  to  cost  about  $175,- 
000  with  the  Carter-Halls-Aldinger  Co., 
Union  Bank  Bldg.,  Winnipeg.  Municipal- 
ity will  purchase  materials. 

Hamilton,  Ont. 

Barton  Township  has  awarded  general 
contract  erecting  bridge  costing  $7,000 
to  T.  Allison,  Road  Supt.,  Court  House, 
Hamilton. 

Orangeville,  Ont. 

Dufferin  County  awarded  following 
contracts  for  construction  of  bridges: 
2  bridges,  John  Kidd,  Inglewood.  Ont.; 
4  bridges,  Scott,  Maddock  &  Mitchell, 
Toronto,  care  engineers,  Wheelock  & 
Christie;  2  bridges,  Chas.  Hudd,  Shel- 
burne,  Ont.,  McKibbon  &  Sullivan,  Me- 
lancthon,  Ont. 

Ottawa,  Ont. 

G.  T.  Rly.,  head  office.  95  McGill  St., 
Montreal,  Que.,  placed  the  general  con- 
tract for  erection  of  addition  to  train 
sheds  costing  $25,000  with  Doran  &  Dev- 
lin, 104  Sparks  St.,  Ottawa. 

Pacquetville,  N.  B. 

Provincial  Dept.  Public  Works  award- 
ed general  contract  for  construction  of 
bridge  costing  $14,000  to  Bruce  L.  Sim- 
mons, 177  Smythe  St.,  Fredericton,  N. 
B. 

Winnipeg,  Man. 

C.  P.  Rly.,  Montreal,  Que.,  has  award- 
ed general  contract  for  erection  of  car 
cleaners'  building  costing  $17,000  to  J. 
H.  Simmonds,  506  Confederation  Life 
Bldg.,  Winnipeg. 

Public  Buildings,  Churches 
and  Schools 

Alexandria,  Ont. 

J.  A.  McDonald  &  J.  McDonald  are 
erecting  motion  picture  theatre  and 
bowling  alley  by  day  labor. 

Belleville,  Ont. 

G.W.V.A.  will  receive  tenders  until 
June  12th  for  erection  of  memorial  home. 
Architect,  MacKenzie  Waters,  43  Scott 
St.,  Toronto. 

Campbellford,  Ont. 

S.  B.  Coon  &  Son,  architects,  810  Ex- 
celsior Life  Bldg.,  Toronto,  will  call  ten- 
ders shortly  for  erection  of  school  cost- 
ing $75,000  for  School  Bd. 

Charlottetown,  P.E.I. 

Bishop  O'Leary,  The  Palace,  will  call 
tenders  within  one  month  for  erection 
of  addition  to  St.  Dunstan's  University 
costing  $40,000  to  $50,000  for  R.  C. 
Church.  Architects,  C.  B.  Chappell  & 
Hunter,  Des  Brisay  Block. 

Delaware,  Ont. 

E.  Ryckman,  secy.  S.  S.  No.  2,  R.  R. 


No.  1,  Delaware  P.  O.,  will  receive  ten- 
ders until  June  16th  for  erection  of  school 
costing  $5,000. 
Edmonton,  Alta. 

Work  will  start  shortly  by  day  labor 
on  addition  and  alterations  to  police 
station  costing  $21,000  for  City.  Super- 
vising architect,  J.  Martland,  Telephone 
Bldg.,  Edmonton. 

Elnora,  Alta. 

Isnar  Graham,  secy.-treas.  for  Elnora 
Consolidated  School  District  No.  39,  will 
receive  tenders  until  noon  June  12th  for 
erection  of  school. 

Essex,  Ont. 

Essex  Bowling  Club  is  having  plans 
prepared  for  erection  of  club  house  cost- 
ing $5,000. 

Grandview,  Man. 

Frank  R.  Evans,  architect,  903  Con- 
federation Life  Bldg.,  Winnipeg,  will  re- 
ceive tenders  for  erection  of  addition  to 
school  for  Grandview  School  District. 

Halifax,  N.  S. 

Seventh  Day  Adventist  Church,  corner 
Ontario  and  Maynard  Sts.,  will  erect 
church  by  day  labor  costing  $10,000.  Pas- 
tor, Rev.  E.  M.  Chapman,  St.  John  Ave. 

London,  Ont. 

R.  M.  McElheran,  secy.  School  Bd., 
will  receive  tenders  until  June  17th  for 
installation  of  4  sets  of  lavatory  equip- 
ment in  school. 

H.  F.  McXaughten,  secy,  for  Provin- 
cial Dept.  Public  Works,  Toronto,  will 
receive  tenders  until  June  15th  for  heat- 
ing hospital  balconies,  main  building  and 
fire  hall.  Plans  at  Dept.,  Toronto,  and  at 
office  of  the  Bursar  of  the  Institution, 
London. 

Montreal,  Que. 

E.  B.  Palmer,  32  Belmont  St.,  Inspec- 
tor of  Buildings  for  the  Protestant  Bd. 
of  School  Commissioners,  is  preparing 
plans  for  repairs  and  redecoration  of 
school. 

Niagara  Falls,  Ont. 

Win.  Lyon  Somerville,  architect.  1 
Bloor  E.,  Toronto,  will  receive  tenders 
until  June  14th  for  erection  of  hospital 
building  for  General  Hospital  Trust. 

Oshawa,  Ont. 

S.  B.  Coon  &  Son,  architects,  Excel- 
sior Life  Bldg.,  Toronto,  will  receive 
tenders  until  June  10th  for  erection  of 
public  school  for  Oshawa  School  Bd. 

Ottawa,  Ont. 

Crawford  Ross,  Secy.  Public  School 
Board,  222  Gilmour  St.,  will  receive  fol- 
lowing tenders:  Until  June  17th  for 
erection  of  addition  to  school  costing 
$7;>,000;  until  June  17th  for  erection  of 
addition  to  school  costing  $130,000;  un- 
til June  24th  for  erection  of  school  cost 
ing  $250,000.  Plans  with  architect,  W. 
C.  Beattie,  Supt.  of  Buildings,  Elgin  St. 

Redcliffe,  Alta. 

Mr.  Brown,  Medicine  Hat,  is  prepar- 
ing plans  for  church  to  be  erected  for 
Presbyterian  Church  Congregation. 

Regina,  Sask. 

J.  H.  Puntin,  architect,  308  Darke  Blk., 
will  prepare  plans  for  erection  of  school 
for  School  Bd. 

Sackville,  N.  B. 

J.  W.  Doull,  architect,  is  preparing 
plans  for  addition  to  school  costing  $11,- 
000  for  Mount  Allison  Institution. 

St.  Coeur  de  Marie,  Que. 

Parish   contemplates   the   erection  of 


church  building  costing  $100,000.  Archi- 
tect, A.  Lamontagne,  Chicoutimi. 

St.  Lambert,  Que. 

Town  contemplates  the  erection  of  fire 
station  and  public  hall  costing  $100,000. 
Secy.-treas.,  J.  R.  Beatty. 

Sydney,  N.  S. 

T.  Cozzolino,  Dorchester  St.,  contem- 
plates the  erection  of  hotel  to  cost  $400,- 
000.    Syndicate  may  be  formed. 

Toronto,  Ont. 

School  Section  No.  7,  York  Township, 
has  purchased  site  for  erection  of  school. 
Secy.,  R.  H.  McGregor,  2  Cosburn  Ave., 
York  Township. 

J.  M.  Jeffrey,  architect,  Confederation 
Life  Bldg.,  will  receive  tenders  until 
June  14th  for  erection  of  theatre  costing 
$200,000  for  Famous  Players  Canadian 
Corp. 

Rosedale  Golf  Club,  Bedford  Park,  is 
erecting  addition  to  club  costing  $5,000. 
Supt.,  Mr.  Robinson. 

Tcronto  Methodist  Union  plan  to  erect 
church  building  costing  about  $25,000. 
Secy.,  Rev.  T.  W.  Neal,  John  and  Queen 
Sts. 

Vancouver,  B.  C. 

By-law  authorizing  expenditure  of 
$80,000  on  repairs  to  schools  will  be 
submitted  June  19th.  Secy.  School  Bd., 
B.  G.  Wolfe-Merton,  corner  Hamilton 
and  Dunsmuir  Sts. 

West  Kildonan,  Man. 

O.  Pledger,  secy.  West  Kildonan 
School  District  No.  8,  174  Kilbridge  Ave., 
West  Kildonan,  will  receive  tenders  un- 
til noon  June  11th  for  labor  and  mater- 
ial required  in  erection  of  school  cost- 
ing $45,000.  Plans  with  architect,  E. 
Pram,  Confederation  Life  Bldg.,  Winni- 
peg. 

CONTRACTS  AWARDED 
Blvth,  Ont. 

Citizens'  Committee  placed  the  gen- 
eral contract  for  erection  of  memorial 
hall  costing  $12,000  with  Cockerline  & 
Floody. 

Brunkild,  Man. 

Brunkild  Consolidated  School  Dis- 
trict No.  1281  placed  the  general  con- 
tract for  erection  of  school  costing  $40,- 
000  with  Claydon  Bros.,  Furby  Place, 
Winnipeg. 

Cochrane,  Ont. 

Chas.  Johnson  has  placed  the  general 
contract  erecting  hotel  with  Harry 
Bishop.    Cost,  $10,000. 

Cote  St.  Paul,  Que. 

Parish  Notre  Dame  Perpetual  Secours 
has  awarded  general  contracts  erecting 
church  costing  $200,000  and  additional 
storey  to  presbytery  costing  $8,000  to  U. 
Boileau,  312  Fabre  St.  R.  Bergeron,  cor- 
ner Main  and  Fortier,  Montreal,  is  ar- 
chitect. 

Foam  Lake,  Sask. 

Waterman  &  Waterbury  Co.,  Dona- 
hue Blk.,  Regina,  are  architects  and  gen- 
eral contractors  for  Foam  Lake  School 
District  No.  1885  on  erection  of  school 
to  cost  $29,000. 

L'Arssomption,  Que. 

College  L'Assomption  has  awarded 
general  contract,  excavating,  foundation 
and  concrete  work  for  boys'  college 
costing  $100,000  to  Art.  Leduc,  1485  St. 
Andri  St.  Architect,  J.  Turgeon,  55  St. 
Francois  Xavier  St.,  Montreal. 

Montreal,  Que. 

United  Amusement  Ltd.,  424  St.  Cath- 


152 


THE  CONTRACT  RECORD 


June  9,  1920 


erine  St.  W.,  awarded  general  contract 
for  erection  of  motion  picture  theatre 
costing  $100,000  to  J.  AtsaliiH.s,  IQ5  Dor 
Chester  St.  W. 

Mount  Dennis,  Ont. 

Mouttt  Dennis  Presbyterian  Church 
awarded  general  contract  erecting  church 
costing  $25,000  to  Thos.  Carlaw,  10 
Lamb  rot)  Ave.,  Mount  Dennis,  and  not 
to  Geo.  Aplin  as  reported  last  week. 

Narol,  Man. 

Donald  School  District  No.  1094  award- 
ed general  contract  erecting  school  cost- 
ing $0,000  to  F.  F.  Kroegel,  East  St. 
Paul,  Wan. 

Sackville,  N.  B. 

School  Bd.  placed  the  general  contract 
erecting  school  willi  H.  C.  Cagcll.  Cosr, 
$0,000. 

Sudbury,  Ont. 

School  Board  awarded  the  general  con- 
tract for  erection  of  addition  to  school 
costing  $75,000  to  Linklator  &  Jackson, 
109  Stafford  Blk. 

Sydney  Mines,  N.  S. 

K.  C.  Episcopal  Corp.  awarded  gen- 
eral contract  erecting  school  costing 
$50,000  to  Rod.  McTsaac. 

Toronto,  Ont. 

School  costing  $100,000  for  Separate 
School  Bd.,  07  Bond  St.:  General  con- 
tract, H.  L.  Symons  &  Co.,  43  Scott  St.; 
plumbing  and  heating,  T.  E.  Regan,  96 
Boon  Ave. 


Business  Buildings  and  Indus- 
trial Plants 

Brantford,  Ont. 

Ham  Bros.  Co.,  Elgin  St.,  will  erect 
addition  to  factory  costing  $20,000.  Man- 
ager, J.  I.  Ham,  81  Nelson  St. 

Gait,  Ont. 

W.  A.  Dixon,  Dickson  St.,  will  call 
tenders  shortly  for  erection  of  bakery 
building. 

Gananoque.  Ont. 

By-law  passed  granting  concessions  to 
the  Eastern  Ontario  Milk  Products  Co. 
on  the  erection  of  their  factory  to  cost 
$85,000.  L.  P.  Sherwood,  Central  Cham- 
bers, Elgin  St.,  Ottawa,  is  one  of  the 
incorporators. 

Humboldt,  Sask. 

Tenders  will  be  received  for  erection 
of  branch  bank  costing  $30,000  for  Mer- 
chants Bank  of  Canada,  Montreal,  Que. 
Western  Supt.,  Geo.  Munroe,  205  Mer- 
chants Bank  Bldg.,  Winnipeg,  Man. 

Kitchener,  Ont. 

Nut  Krust  Bakeries  Ltd.,  55  Bay  St., 
Toronto,  plan  to  make  alterations  to 
store  for  electric  bakery.  Const.  Mana- 
ger, A.  A.  Dunbar. 

London,  Ont. 

H.  C.  McBride,  architect,  Molson's 
Bank,  will  call  tenders  in  a  week  for  the 
remodelmcnt  of  shoe  store  and  erection 
of  addition  for  W.  J.  Thurston,  45  Dow- 
nie  St.    Cost,  $15,000. 

Quebec,  Que. 

J.  H.  Gosselin,  31  Jermonville,  will 
erect  factory  by  day  labor  costing  $9,- 
500. 

St.  Boniface,  Man. 

Plans  will  be  prepared  for  the  erection 
of  addition  to  office  building  costing 
$05,000  for  Public  Markets  Ltd.,  W.  E. 
Mackay,  secy.-treas.,  St.  Boniface. 


Sydney  Mines,  N.  S. 

J.  L.  Northam,  architect,  Buckley  Blk., 
Sydney,  N.  S.,  is  preparing  plans  for 
erection  of  bank  and  office  building  cost- 
ing $00,000  for  Royal  Bank  of  Canada. 

N.  S.  Steel  &  Coal  Co.  have  started 
work  on  construction  of  bank  head  to 
cost  $200,000. 

Three  Rivers,  Que. 

Asselin  &  Denoncourt,  architects,  130 
Notre  Dame  St.,  are  preparing  plans  for 
conversion  of  store  and  residence  into 
factory  to  cost  $7,800  for  Le  NouveliUle. 

Toronto,  Ont. 

H.  Marsh,  Lumsden  Ave.,  Cedarvale 
P.  O.,  is  erecting  store  and  apartments 
to  cost  $5,000. 

J.  M.  Cowan,  architect,  122  Marguer- 
elta  St.,  will  call  tenders  for  all  trades 
except  masonry  required  in  erection  of 
factory  to  cost  $15,000. 

Tenders  will  be  called  in  one  week 
for  erection  of  addition  to  factory  cost- 
ing $25,000  for  A.  Bradshaw  &  Sons  Ltd., 
25  Wellington  W. 

G.  D.  Redmond  &  Co.,  architects, 
Yonge  St.  Arcade,  have  prepared  plans 
for  erection  of  addition  to  factory  for 
Robt.  Watson  &  Co.,  303  Sorauren  Ave. 

Trenton,  Ont. 

H.  E.  Harcourt,  manager  for  Benedict 
&  Proctor,  Ontario  St.,  will  receive  ten- 
ders for  erection  of  addition  to  factory. 

Tupperville,  Ont. 

W.  D.  Harper  &  G.  A.  Asseltine  will 
start  work  shortly  on  erection  of  general 
store  costing  $15,000. 

Vancouver,  B.C. 

Edwardes  Sproat,  architect,  403  Do- 
minion Bldg.,  Vancouver,  is  preparing 
plans  for  store  to  be  erected  at  a  cost  of 
$50,000  for  Hong  Kong  Exporting  Co., 
328  Pender  St.  E. 

Wallaceburg,  Ont 

Wallaceburg  Gas  Co.  plans  to  expend 
$05,000  on .  reconstruction  of  natural  gas 
system  and  is  negotiating  with  the  Town 
re  the  matter. 

Winnipeg,  Man. 

J.  N.  Semmans,  architect,  509  Great 
West  Permanent  Loan  Bldg.,  Winnipeg, 
called  tenders  June  7th  for  erection  of 
office  building  costing  $05,000  for  Credit 
Foncier  Franco  Canadian,  head  office, 
Montreal.  Que. 

J.  S.  Russell,  architect,  1110  McArthur 
Bldg.,  will  receive  tenders  until  June  12th 
for  erection  of  garage  costing  $50,000  for 
A.  Bright,  141  Bannatyne  Ave. 

CONTRACTS  AWARDED 
Alberta,  Province  of 

A.  G.  Creelman,  Regina,  Sask.,  has 
the  general  contract  for  erection  of  three 
banks  costing  $0,000  each  at  Spruce 
Grove,  Viking  and  Vilne,  Alberta,  and 
two  banks  costing  $5,500  and  $0,500  at 
Mannville  and  Parkland,  Alberta,  for 
Canadian  Bank  of  Commerce. 

Bear  River,  N.  S. 

O.  W.  Moore  has  the  general  contract 
for  erection  of  store  addition  costing 
$0,000  for  Bear  River  Trading  Co. 

Brantford,  Ont. 

Holstein  Friesian  A'ss'n.  placed  the 
general  contract  for  remodelment  of 
building  costing  $5,000  with  Schultz 
Bros.,  35-59  Albion  St. 

Schultz  Bros.,  35-59  Albion  St.,  have 
the  general  contract  erecting  factory 
costing  $35,000  for  A.  C.  Spark  Plug.  Co., 
Industrial  Realty  Co.,  Brantford. 


Chesterville,  Ont. 

Cook  &  Leith,  55  St.  Francois  Xavier 
St.,  Montreal,  have  the  general  contract 
for  erection  of  bank  building  for  Mol- 
son's Bank,  200  St.  James  St.,  Mon- 
treal. 

Dundas,  Ont. 

Jones  Pros,  placed  the  contract  for  steel 
sash  required  in  t lie  erection  of  addition 
to  their  building  with  A.  B.  Ormsby 
Co.,  Toronto. 

London,  Ont. 

James  Priddis,  Broughdale,  London,  P. 
O.,  placed  the  general  contract  erecting 
addition  to  store  costing  $10,000  with  R. 
G.  Wilson  &  Son,  93  College  St.,  Lon- 
don. 

R.  J.  Kelly,  29  Beattie  Ave.,  has  the 
general  contract  for  erection  of  store 
costing  $5,000  for  Westland  Bros., 
Wortley  Rd. 

T.  Copp,  51  Wortley  Rd.,  has  the  gen- 
eral contract  erecting  store  costing  $5,- 
000  for  Fred  J.  Lapthorne,  072  Ade- 
laide St. 

Moncton,  N.  B. 

Store  and  tenement  costing  $8,000  for 
J.  A.  Roy,  Archibald  St.:  General  con- 
tract, masonry,  carpentry  and  roofing, 
Millidgo  Henry,  371  Robinson  St. 

Montreal,  Que. 

T.  Dufresne,  City  of  St.  Lawrence,  has 
the  general  contract,  masonry  and  car- 
pentry for  erection  of  factory  costing 
$20,000  for  W.  Lajeunesse,  245  St.  Cath- 
erine Rd. 

J.  Carbeil,  2510  St.  Hubert  St.,  placed 
the  general  contract,  masonry,  carpen- 
try, plastering  and  painting  for  erection 
of  store  and  residence  costing  $20,000 
with  Lemire  &  Lachapelle,  2589  St. 
Hubert  St. 

Reid  Bros.,  515  Guy  St.,  have  the  gen- 
eral contract  for  alterations  to  two  stores 
costing  $14,000  for  Wm.  &  H.  Levey,  67 
St.  Catherine  St.  E. 

Canada  Hydro  Stone  Ltd.,  Lake  View 
Ave.,  placed  the  general  contract  for 
erection  of  factory  to  cost  $25,000  with 
A.  F.  Byers  &  Co.,  340  Univeristy  St. 

North  Sydney,  N.  S. 

Frank  Redding  has  the  general  con- 
tract erecting  business  blo§k  costing  $15,- 
000  for  W.  S.  Thompson  and  Mrs.  L.  P. 
Christie,  Commercial  St. 

Oshawa,  Ont. 

Nut  Krust  Bakeries  Ltd.,  55  Bay  St.. 
Toronto,  awarded  general  contract  for 
alterations  to  building  for  electric  bak- 
ery to  A.  &  F.  Fisher,  114  Church  St., 
Toronto. 

Imperial  Oil  Co.,  56  Church  St.,  Tor- 
onto, awarded  general  contract  erecting 
warehouse  and  garage  to  Schultz  Bros., 
35-59  Albion   St.,   Brantford,  Ont. 

Port  Colborne,  Ont. 

Canadian  Bank  of  Commerce  awarded 
general  contract  erecting  bank  building 
to  Schultz  Bros.,  35-59  Albion  St.,  Brant- 
ford, Ont. 

Quebec,  Que. 

Legace  &  Lepinay,  corner  N.  D.  des 
Anges  and  St.  Anselme  Sts.,  placed  the 
general  contract  for  erection  of  store 
costing  $35,000  with  Chrys.  Jobin,  182 
Latourelle  St. 

Regina,  Sask. 

Ryan  Motors  Ltd.,  Regina,"  awarded 
general  contract  erecting  garage  costing 
$70,000  to  H.  G.  McVean  Co.,  Regina. 


June  9,  1920 


THE  CONTRACT  RECORD 


153 


Sudbury,  Ont. 

Imperial  Oil  Co.,  56  Church  St.,  To- 
ronto, awarded  general  contract  for  erec- 
tion of  warehouse  and  garage  to  La- 
berge  Lumber  Co.,  Notre  Dame  St.,  Sud- 
bury, Ont. 
Tilbury,  Ont. 

W.  F.  Sparling  Co.  placed  the  contract 
for  steel  sash  required  in  the  erection  of 
building  for  Tilbury   Brick  &  Tile  Co. 
with  A.  B.  Ormsby  Co.,  Toronto. 
Toronto,  Ont. 

\Y.  G.  Hunt,  architect,  placed  the  con- 
tract for  steel  sash  required  in  the  erec- 
tion of  the  McLain  Warehouse  with  A. 
I!.  Ormsby  Co. 

The  A.  B.  Ormsby  Co.  have  the  con- 
tract for  tin  clad,  kalamein  clad  and  roll- 
ing steel  doors  required  in  the  erection 
of  addition  for  the  Goodyear  Tire  & 
Rubber  Goods  Co. 

A.  &  F.  Fisher,  114  Church  St.,  have 
the  general  contract  for  alteration  of 
store  into  electric  bakery  for  Nut  Krust 
Bakeries  Ltd.,  55  Bay  St. 

A.  T.  Reid  Co.,  270  King  St.  W.,  placed 
the  general  contract  for  erection  of  ware- 
house addition  costing  $15,000  with  A. 
Weller  &  Co.,  54  Tecumseh  St. 

Norman  McLeod  Ltd..  Kent  Bldg., 
have  the  general  contract  altering  store 
into  bakery  at  *a  cost  of  $6,000  for  Bake- 
Rite  Co.,  57  Colborne  St. 

Conger  Coal  Co.,  95  Bay  St.,  awarded 
general  contract  for  construction  of  coal 
elevators  and  conveyors  to  J.  B.  Nichol- 
son Co.,  Excelsior  Life  Bldg. 
Vancouver,  B.C. 

Famous  Players  Canadian  Corp.,  head 
office,  Toronto,  awarded  general  con- 
tract for  erecting  office  building  and 
theatre  costing  $400,000  to  Dominion 
Construction  Co.,  590  Richard  St.,  Van- 
couver. 

Willow  Brook,  Sask. 

Canadian  Bank  of  Commerce  placed 
the  general  contract  for  erection  of  bank 
costing  $5,500  with  A.  G.  Creelman,  Re- 
gina. 

Winnipeg,  Man. 

Union  Bank  of  Canada  awarded  gen- 
eral contract  erecting  bank  building 
costing  $62,000  to  Carter-Halls- Aldinger 
Co.,  Union  Bank  Bldg.,  Winnipeg. 

Union  Bank  of  Canada,  head  office, 
Winnipeg,  has  awarded  general  contracts 
to  Michael  Healy,  Swift  Current,  Sask., 
for  erection  of  six  banks  costing  $15,000 
each  at  Bashow,  Fort  Saskatchewan  and 
Blackie,  Alta.,  at  Morris  and  West  Kil- 
donan,  Man.,  and  at  East  End,  Sask. 

Woodstock,  Ont. 

Hosiers  Ltd.,  Vansittart  Ave.,  placed 
the  general  contract  erecting  addition  to 
textile  plant  costing  $15,000  with  W.  J. 
Taylor,  Wellington  St. 

Harvey  Knitting  Co.,  Wilson  St.,  plac- 
ed the  contract  for  masonry  and  plaster- 
ing required  in  the  erection  of  addition 
to  their  textile  plant  costing  $40,000  with 
W.  J.  Taylor,  Wellington  St. 


Residences 

Calgary,  Alta. 

Major  &  Stacy  Judd,  231  Eighth  Ave. 
W..  are  preparing  plans  for  residence 
costing  $10,000. 

Deer  Lodge,  Man. 

J.  Reid,  230  Woodlawn  St.,  is  erecting 
residence  costing  $6,000. 

W.  R.  Heden,  570  Roseberry  St.,  St. 
James,  will  erect  residence  costing  $5,000. 


Grand  Mere,  Que. 

Ainie  Ally,  90  St.  Jacques,  plans  to 
erect  five  workmen's  residences  cost- 
ing $32,000.  Architects,  Ross  &  Mac- 
Donald,  1  Belmont  St.,  Montreal. 

Hamilton,  Ont. 

F.  A.  Wooley,  65  King  St.  E.,  is  erect- 
ing residence  costing  $10,000. 

F.  R.  Hawkins,  85  Prospect  St.,  is 
erecting  two  residences  costing  $4,000 
each. 

Kipawa,  Que. 

Ross  &  MacDonald,  architects,  1  Bel- 
mont St..  Montreal,  are  preparing  plans 
for  30  additional  residences  to  be  erected 
for  the  Kipawa  Co.,  Timiskaming,  Que., 
in  connection  with  their  building  scheme. 

Kirkfield  Park.  Man. 

Syndicate  will  erect  by  day  labor  ten 
residences  costing  $3,000  each.  Address 
W.  E.  Rooke,  1208  McArthur  Bldg.,  Win- 
nipeg. 

Kitchener,  Ont. 

Nancy  Bowman  plans  to  erect  residence 
costing  $10,000.  Architect,  Louis  Holle, 
King  St.,  Waterloo. 

Lethbridge,  Alta. 

Stacey  Lumber  Co.  are  erecting  resi- 
dence costing  $6,000. 

London,  Ont. 

L.  G.  Bridgeman,  architect,  Bank  of 
Commerce  Bldg.,  will  receive  tenders 
until  June  12th  for  remodelment  of 
residences  into  6  apartments  costing 
$10,000  for  P.  Murphy,  Grand  Ave. 

Ed.  Taylor,  Thomson  Rd..  will  erect 
residence  costing  $5,000. 

Mimico,  Ont. 

Harold  R.  Watson,  architect,  907  Ex- 
celsior Life  Bldg.,  Toronto,  has  prepar- 
ed plans  for  erection  of  residence  costing 
$8,000  for  C.  B.  Showier. 

Montreal,  Que. 

J.  Thibault.  3085  Waverly  St.,  is  erect- 
ing residence  costing  $7,000. 

E.  Maurice,  9  Harvard  Ave.,  will  erect 
two  residences  costing  $7,500  each. 

Barrott  &  Blacklader,  architects,  10 
Cathcart  St.,  will  receive  tenders  for 
erection  of  12  residences  costing  $10,000 
to  $15,000  each. 

Grothe,  Munn  &  Shea  Ltd.,  6  Cuth- 
bert  St.,  are  making  alterations  to  resi- 
dence costing  $20,000  by  day  labor. 

Morrin,  Alta. 

Morrin  School  District  No.  2513  con- 
templates the  erection  of  teachers'  resi- 
dence and  completion  of  school;  cost, 
$5,500.    Secy.,  F.  A.  Ecles,  Morrin. 

North  Sydney,  N.  S. 

Howard  Earle.  King  St.,  plans  to 
erect  residence  costing  $8,500. 

Reg.  Young  contemplates  the  erection 
of  residence  costing  $7,000. 

P.  J.  Healey  plans  to  erect  residence 
costing  $6,000. 

Ottawa,  Ont. 

A.  Davidson,  60  Grosvenor  Ave.,  is 
erecting  residence  costing  $7,000  and 
plans  the  erection  of  additional  resi- 
dence to  cost  $7,000. 

D.  J.  McDonald  &  C.  A.  Conyers,  317 
Clemow  Ave.,  will  erect  residence  cost- 
ing $7,000. 

T.  J.  Somerville,  87  Third  Ave.,  will 
erect  residence  by  day  labor  costing  $5,- 
000. 

Outremont,  Que. 

J.  A.  Duchastel,  engineer,  will  receive 
tenders  until  June  15th  for  erection  of 
13  residences  costing  $130,000  for  Town. 


Portage  La  Prairie,  Man. 

•  Walter  Oborne  is  erecting  residence 
costing  $6,000. 

Sherbrooke,  Que. 

J.  Dominique,  223  Marcel  Ave.,  will 
erect  two  residences  costing  $15,000"  each 
by  day  labor. 

St.  Catharines,  Ont. 

Jas.  Etherington  is  erecting  residence. 

Sturgeon  Creek,  Man. 

H.  Essary,  512  Donald  St.,  Winnipeg, 
plans  to  erect  residence  costing  $6,500. 

Three  Rivers,  Que. 

Mederic  Gagne,  Blvd.  St.  Louis,  is 
erecting  bungalow  costing  $5,000  and 
tenements  costing  $6,000  by  day  labor. 

Emery  Bergeron,  St.  Oliver  and  La- 
Verendry,  is  erecting  bungalow  by  day 
labor  costing  $5,000. 

John  Baribeau  is  erecting  residence  by 
day  labor  costing  $5,000. 

John  Bouffard  is  erecting  tenements 
by  day  labor  costing  $6,000. 

Jean  Larouche,  167  St.  Roch,  is  erect- 
ing tenements  costing  $7,000  by  day 
labor. 

Toronto,  Ont. 

P.  H.  Finney,  architect,  79  Adelaide 
E.,  is  preparing  plans  for  two  residences 
to  cost  $6,000  each  for  J.  H.  Mills,  38 
Lansdowne  Ave. 

E.  Rawlings,  191  Coxwell  Ave.,  is 
erecting  one  pair-  of  residences  costing 
$4,000  each. 

T.  Temple,  94  High  St.,  is  erecting 
residence  costing  $6,000. 

Warrington  &  Bage,  82  Wheeler  Ave., 
are  erecting  four  residences  costing  $4,- 
W0  each.  Contemplated:  Two  residences 
costing  $4,500  each. 

F.  A.  Dixon,  15  Channel  Ave.,  Wards 
Island,  is  erecting  two  residences  cost- 
ing $3,500  each. 

D.  Anderson,  46  Helena  Ave.,  is  erect- 
ing residence  costing  $6,000. 

Elliott  &  Brown,  132  Ellsworth  Ave., 
are  erecting  three  residences  costing  $4,- 
500  each. 

W.  Pidgeon,  41  Nairn  Ave.,  is  erect- 
ing one  pair  of  residences  costing  $4,500 
each. 

Plans  are  progressing  for  apartment 
house  to  cost  $30,000  for  G.  W.  Lucas, 
98  Bathgate  Ave.  Architect,  P.  H.  Fin- 
ney, 79  Adelaide  E. 

S.  Jones,  85  Lappin  Ave.,  is  erecting 
residence  costing  $7,500. 

A.  Yeo,  25  Copeland  Ave.,  will  erect 
two  residences  costing  $4,500  each. 

Harry  Bowden,  81  Highland  Ave., 
will  erect  one  pair  of  residences  cost- 
ing $5,000  each. 

C.  C.  McLaughlin,  48  Hogarth  Ave., 
plans  to  erect  residence  costing  $6,500. 

Benj.  B  rown,  architect,  313  Manning 
Chambers,  is  preparing  plans  for  resi- 
dence costing  $17,000  for  Mts.  Curry. 

E.  Flume,  11  Kennedy  Ave.,  is  erect- 
ing residence  costing  $5,000. 

D.  N.  Soper,  317  Shaw  St.,  is  erecting 
bungalow   costing  $10,000. 

P.  H.  Finney,  architect,  79  Adelaide 
E.,  is  preparing  plans  for  residence  and 
garage  to  cost  $7,500  for  W.  A.  Wilson, 
193  Balsam  Ave. 

J.  Bodie,  456  Pape  Ave.,  is  erecting 
two  bungalows  costing  $6,500  each. 

E.  C.  Phipps,  15  Oakmount  Rd.,  plans 
to  erect  five  bungalows  costing  $6,000 
each. 

S.  W.  Snellgrove,  466  Merton  Ave.,  is 
erecting  residence  costing  $6,000. 

Harry  Cully,  164  Grange  Ave.,  plans 
f0  erect  residence  costing  $6,500. 
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Tenders  and  For  Sale  Department 


Tenders  Wanted 

By  the  Board  of  Education,  Belleville,  Ont.,  for 
the  erection  of  a  ten-room  public  school.  Plans, 
specifications,  etc.,  may  be  seen  at  the  offices  of 
Beaumont  Jarvis,  Architect,  8  Campbell  Street, 
Belleville,  Ont.  ;  E.  Telfer  Arnoldi,  527  Confeder- 
ation Life  Bldg.,  Toronto,  or  at  MacLean  Daily 
Reports,  347  Adelaide  St.  West,  Toronto. 

Sealed  tenders  to  be  addressed  to  Secretary- 
treasurer,  Board  of  Education,  Belleville. 

Tenders  close  June  16th. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

A  certified  cheque  of  10  per  cent,  must  accom- 
pany tender.  22-23 


Tenders 


The  Border  Housing  Company,  Limited. 
Walkerville,  Ontario,  beg  to  announce  that  plans 
and  specifications  for  the  erection  of  100  houses 
in    Walkerville  are   nearing  completion. 

Contractors  who  may  desidc  to  tender  on  this 
work  should  communicate  with  H.  Bryan  Gil- 
bert, Architect  and  General  Manager,  Windsor, 
Ontario. 

When  completed  plans  and  specifications  may 
be  seen  at  the  office  of  the  architect  or  with  the 
"Contract  Record,"  349  Adelaide  St.  West^lo- 
ronto.  23-24 


The  Board  of  Education 

BELLEVILLE,  ONT. 


Sealed  tenders,  addressed  to  the  Secretary- 
Treasurer,  the  Board  of  Education,  Belleville, 
Ontario,  endorsed  with  the  words  "Tender  for 
Coleman  Ward  School." 

Plans,  specifications,  etc.,  may  be  seen  at  the 
office  of  Beaumont  Jarvis,  8  Campbell  Street, 
Belleville,  or  at  the  office  of  the  "Contract  Re- 
cord," Toronto. 

Tenders  will  be  received  until  June  16th  next. 

The  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

The  plans  call  for  ten  standard  size  class 
rooms,  library,  and  a  large  auditorium.  22-23 


TOWN  OF  OAKVILLE 
Province  of  Ontario 


Notice  to  Contractors 


Sealed  tenders  will  be  received  by  the  Chair- 
man of  the  Board  of  Water  and  Light  Commis- 
sioners, Oakville,  Ont.,  until  6  p.m.,  on  Tues- 
day, June  15th,  1920,  for  the  supplying  of  the 
following  material:- — 

5,040  lin.  feet  12  inch  Cast  Iron  Water  Pipe  and 
Special  Castings. 
650  lin.  feet  12  inch  Steel  Water  Pipe. 
7,000  pounds  Structural  Steel. 
650   lin.   feet  insulating  covering  for  12  inch 
Steel  Pipe. 

Also  the  labor  and  certain  material  necessary 
for :—  "  .    ,  ■ 

Excavating  and  laying  5,640  feet  12  inch  Cast 

Iron  Pipe. 
Setting  valves,  hydrants  and  specials. 
Supporting  650  lineal  feet  of  Steel  Pipe  on  Rail- 
way of  Viaduct. 
Constructing  reinforced  concrete  ducts. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  Board,  Oakville,  or  at  the  Engi- 
neer's office,  Toronto. 

No  tender  necessarily  accepted. 

C.  G.  MARLATT,  Esq.,  Chairman, 

MRS.   M.   C.  IRVINE,  Secretary, 

Board  of  Water  &  Light.  Commsrs. 

CHIPMAN  &  POWER, Engineers 
21-23  Toronto,  Ont. 


Tenders  for  Pavements 

Sealtcd  tenders,  marked  "Tenders  for  Pave- 
ments," will  be  received  by  the  City  Clerk  up 
to  12  o'clock  noon,  Friday,  June  19,  1920,  for 
the  construction  of  approximately  3,350  lineal 
feet  of  Concrete  Curb  and  Gutter,  0,000  square 
yards  of  Asphaltic  Concrete  Pavement,  6  in.  con- 
e-Trie base. 

Plans,  specifications  and  form  of  tender  (on 
which  all  bids  must  be  submitted)  may  be  ob- 
tained at  the  office  of  the  undersigned. 

A  marked  cheque  made  payable  to  the  City 
Treasurer  for  five  per  cent.  (5%)  of  bid  must 
accompany   each  tender. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

C.  B.  SYMES, 

City  Engineer. 

"Fort  William,  June  2,  1020.  23 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tend  r 
for  Contract  No.  86,"  will  be  received  by  the 
undersigned  until  twelve  o'clock  noon  on  Wed- 
nesday, June  30th,  1920,  for  earthwork,  rock- 
work,  and  construction  of  concrete  structure  on 
the  Provincial  Highway  in  the  Township  of 
Ancaster. 

Specifications  and  forms  of  tender  may  be  seen 
on  and  after  Wednesday,  June  9th,  1920,  at  the 
office  of  the  Resident  Engineer,  Paris,  and  at 
the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when   contract   is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

w.  A.  McLean, 

Deputy   Minister  of  Highways. 
Department  of  Public  Highways, 

Toronto,  June  7th,  1920.  23 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  sealed  tenders,  marked  "Tender 
for  Crushed  Stone,  Contract  No.  83,"  will  be 
received  by  the  undersigned  until  twelve  o'clock- 
noon  on  Friday,  June  25th,  1920,  for  supply  of 
crushed  stone  on  the  Provincial  Highway  in  the 
Township  of  Elizabethtown,  westerly  from  the 
City  of  Brockville,  a  distance  of  approximately 
three-quarters  of  a  mile. 

Specifications  and  forms  of  tender  may  be 
seen  on  and  after  Friday,  June  4th,  1920,  at 
the  office  of  the  Resident  Engineer,  Gananoque, 
and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy   Minister  of  Highways, 
Department  of  Public  Highways, 

Toronto,  June   1st,   19211.  23 


Bridge  Tenders 


Sealed  tenders  will  be  received  by  Mr.  J.  R. 
McNcillie,  County  Clerk,  Lindsay,  up  to  noon 
on  Tuesday,  June  16th.  1920,  for  the  construc- 
tion of  the-  following  reinforced  concrete  bridges 
for   the  County   of  Victoria: — 

22'  Rickets   Bridge  on  Con.  2.  Ops  and  Fenelon 

Townships. 

20'  Kinnear  Bridge  between  Eldon  and  Fenelon 

Townships. 

16'  Flynn   Uridge  on  Con.  10-11   Emily  Twp. 
15'  Moore   Bridge  on  Con.  3  Eldon  Twp. 
32'  Concrete  Truss  known  as  Perrin  Bridge,  for 
the   Township   of   Fenelon   on   Con.   8  near 

R  oscdale. 

For  plans  and  specifications  apply  to  Mr.  Mc- 
Neillic  or  to  the  F.nginecr. 

A.  W.  CONNOR. 
23  34  Victoria  St.,  Toronto. 


Bridge  Tenders 

Sealed  tenders  will  be  received  by  W.  W. 
Scott,  Esq.,  Township  Clerk,  Moorefield,  up  to 
noon  on  Monday,  June  21st,  1920,  for  the  con- 
struction of  a  135  ft.  steel  bridge  with  concrete 
floor  and  concrete  abutments  on  the  0th  Con. 
of  Maryboro  Twp.  Also  for  a  10  ft.  concrete 
culvert  on  Con.  5. 

For  plans  and   specifications  apply  to 
A.  W.  CONNOR. 
23  34  Victoria  St.,  Toronto. 


Tenders  Wanted 

Tenders  will  be  received  by  the  undersigned 
up  to  Friday,  June  19th,  1920,  till  4  o'clock  p.m., 

for  the  construction  of  a  concrete  dam  and 
bridge  in  the  Town  of  Wingham,  Ontario. 

Plans  and  specifications  can  be  seen  at  the 
office  of  Roy  Patterson,  County  Engineer,  Court 
House,  Goderich,  or  at  the  office  of  the  under- 
signed. 

No   tender  necessarily  accepted. 

JOHN  F.  GROVES,  Clerk, 
23-24  Town  of  Wingham. 

Tenders  for 
Highway  Construction 

Sealed  tenders  will  be  received  at  the  office  of 
the  Provincial  Highways  Board,  Province  of 
Nova  Scotia.  Halifax,  N.S.,  up  noon,  Monday, 
June  21st,  1920,  for  the  construction  of  the  fol- 
lowing road  : 

4*4  miles  of  Broken  Stone  Waterbound  Macadam 
between   Digby  and  Rossway. 

Plans  and  specifications  governing  such  work 
can  be  inspected  at  the  office  of  the  Chief  Engi- 
neer on  and  after  June  11th,  1920. 

Each  tender  for  the  work  must  be  accomp- 
anied by  an  accepted  cheque  equal  to  ten  per 
cent.  (10  p.c.)  of  the  amount  of  the  tender.  See 
Paragraph  14,  General  Conditions  of  Contract. 
No  interest  will  be  paid  on  this  deposit  while 
it  is  held  by  the  Board.  Should  the  bidder  to 
whom  the  contract  is  awarded  refuse  to  enter 
into  a  contract  with  the  Highways  Board  with- 
in five  (5)  days  after  the  notice  of  such  award, 
the  amount  of  such  cheque  may  be  forfeited  to 
the    Highways  Board. 

No  contract  will  be  awarded  to  any  party  or 
parties  who  cannot  show  a  reasonable  experience, 
acquaintance  with,  and  preparation  for,  the  pro- 
per performance  of  the  class  of  work  for  which 
tenders  are  submitted.  If  required,  each  bidder 
must  file  evidence  of  his  ability  to  execute  the 
work  contracted  for  to  the  satisfaction  of  the 
Board,  and  furnish  a  Guarantee  Company's  Bond 
to  the  amount  of  twenty-five  per  cent.  (25  p.c.) 
of  the  tender. 

The  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

J.  W.  ROWLAND, 

Chief  Engineer, 
Provincial    Highways  Board. 
Dated  May  31st.  1920, 

Halifax,  N.S.  23-24 


June  9,  1920 

Tender  for  Sewer 

Sealed  tenders,  addressed  to  the  City  Clerk, 
will  be  received  at  the  City  Hall.  Belleville,  up 
to  five  o'clock  p.m.,  Monday,  the  14th  of  June, 
for  the  construction  of  a  sanitary  sewer  on  Sta- 
tion Street  from  Pinnacle  Street  to  Bettes 
Street;  approximate  quantities,  :UMX>  lineal  feet 
1.-.  in.,  1,500  lineal  feet  12  in.,  3,600  lineal  feet 
8  inch.  .  .  . 

Plans  and  specifications  may  be  seen  at  tne 
office  of  the  City  Engineer. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

TOWN  OF  TIMMINS 


Tender  for 
Sewage  Disposal  Plant 

Sealed  tenders,  marked  as  to  contents,  will  be 
received  by  H.  E.  Montgomery.  Esq  Tow:, 
Clerk,  up  to  5  p.m.,  Monday,  June  21st.  1920, 
for  the  construction  of  a  sewage  disposal  p  ant 

Plans,  specifications,  etc.,  may  be  seen  ami  all 
information  obtained  at  the  office  of  the  Engi- 
neer. Town   Hall.  Timmins. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

J.  F.  HENDERSON*. 
.)3.24  Town  Engineer. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act.  sealed  tenders,  marked  Tender 
for  Contract  No.  85,"  will  be  received  by  the 
undersigned  until  twelve  o  clock  noon  on  Tuew 
day  June  15th,  1920,  for  approximately  8,000  ft. 
of  10  inch  by  one-half  inch  expansion  joint  for 
concrete  pavement. 

Specifications  and  forms  of  tender  may  be 
seen  on  and  after  Wednesday,  June  9th.  1920. 
at  the  office  of  the  undersigned. 

The    lowest    or    any    tender    not  necessarily 

acceptei1'  W.  A.  McLEAN. 

Deputy  Minister  of  Highways, 

Department   of   Public  Highways, 
Toronto,  June  4th,  1920. 


Notice  to  Contractors 


THE  CONTRACT  RECORD 

Trunk  Sewer 


City  of  Niagara  Falls,  Canada 


Sealed  tenders  will  be  received  by  W.  J. 
Sevmour.  Esq..  City  Clerk,  on  and  until  4  p.m. 
on  Monday.  21st  inst.,  for  the  construction  ot 
approximately  8,130  feet  of  large  rectangular 
Trunk  Sewer  in  concrete.  This  work  will  be  one 
contract  and  the  contractor  must  be  equipped 
to  construct  two  sections  at  the  same  time.  A 
large  part  of  the  excavations  will  be  in  rock 
and  the  work  will  include  Interceptor.  Relief 
outfit.  Manholes,  Castings,  Reinforcing,  etc., 
complete.  , 

Plans  and  specifications,  tender  forms,  ana 
all  information  may  be  obtained  at  City  Engi- 
neer's office— Specifications  may  be  had  on 
Thursdav.   10th  inst. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. A  marked  check  valued  at  10  per  cent 
of  the  total  cost  of  Tender  must  be  deposited 
with  tender. 


WM. 


COLE,  Chairman, 

Sewer  Committee. 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act.  sealed  tenders,  marked  Tender 
for  Crushed  Stone,  Contract  No.  84  "  will  be 
received  by  the  undersigned  until  twelve  o  clock 
noon  on  Friday,  June  25th,  1920,  for  the  sup- 
ply of  crushed  stone  on  the  Provincial  Highway 
in  the  Township  of  Lancaster,  between  South 
Lancaster  and   Lancaster  Station. 

Specifications  and  forms  of  tender  may  be 
seen  on  and  after  Friday,  June  4th  1920,  at  the 
office  of  the  Resident  Engineer,  Cornwall,  and 
at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN. 
Deputy  Minister  of  Highways. 
Department   of    Public  Highways, 

Toronto,  June  1st,  1920.  23 


D.   T.    BLACK,   City  Engineer. 


3-24 


Tenders  Wanted 


Sealed  tenders,  marked  "Big  Marsh  Drainage 
System  Improvement."  will  be  received  by  the 
undersigned  up  to  12  o'clock  noon  of  the  26tn 
day  of  June,  A.D.  1920,  for  the  work  or  sep- 
arate parts  of  the  work,  of  removing  the  present 
concrete  work  in  connection  with  the  flume 
highway  bridge,  pump  pit  and  spillway  at  the 
East  Side  Pumping  Station  of  the  Big  Marsh 
Drainage  System  of  the  Township  of  Pelee,  and 
rebuilding  the  same,  according  to  the  plans  and 
specifications  prepared  for  the  purpose  by  Alex. 
Baird,  C.E.,  and  which  may  be  seen  at  his  office 
at  Leamington,  or  at  the  office  of  the  under- 
signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

WILLIAM  STEWART. 

Township  Clerk. 

Dated  Pelee  Island,  June  5,  1920.  23  24 


TOWN  OF  STURGEON  FALLS 

Tenders  for 
Concrete  Sidewalks 
and  Sewers 


Sealed  tenders,  addressed  to  the  undersigned 
and  marked  on  the  envelope  "Tenders  for  con- 
crete sidewalks  and  sewers,"  will  be  received  at 
the  Town  Clerk's  office  from  now  up  to  the 
19th  day  of  June,  1920,  for  the  construction  of 
approximately  11,000  feet  of  concrete  sidewalks 
and  12,000  feet  of  sewers  on  the  streets  ot  the 
Town   of   Sturgeon  Falls. 

The  work  to  be  done  and  executed  according 
to  plans  and  specifications,  prepared  by  the 
Town  Engineer  which  may  be  seen  at  the  omce 
of  the  Town  Clerk  or  the  Engineer  of  the  said 

r°Every  tender  must  be  accompanied  by  a  certi- 
fied cheque  payable  to  the  Corporation  of  Stur- 
geon Falls,  equal  to  10  per  cent,  of  the  total 
amount  of  the  tender. 

The  said  tenders  will  be  opened  and  consider- 
ed at  a  meeting  of  the  Council  of  said  Town 
which  will  be  held  on  the  21st  day  of  June, 
1!)20,  at  7.30  p.m.  After  the  opening  of  the 
tenders,  the  cheques  deposited  as  aforesaid  shall 
be  handed  back  to  the  tenderers  except  to  the 
party  or  parties  whose  tender  has  been  accepted. 

The    lowest    or    any    tender    not  necessarily 

aCCCPted-  Ls.  Rod.  VANNIER, 

Town  Clerk, 
03  Sturgeon  Falls,  Ont. 

FOR  SALE.— One  S.  H.  Jaw  Crusher,  9  x  16, 
in  good  working  condition,  with  elevating  equip- 
ment complete.  Apply  to  the  Cayuga  Stone 
Co  ,  Ltd.,  or  MacConnell  and  Hicklm,  Cayuga, 
Ont.  23-24 
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POSITION  WANTED— Superintendent  is  open 
for  engagement  on  any  class  of  Reinforced  Con- 
crete or  General  Building  Construction. 

1  have  the  experience  in  all  classes  of  Build- 
ings, also  Elevators  and  Bridges.  I  can  produce 
results.  Best  references.  Box  925,  Contract  Re- 
cord, Toronto,  Ont.  22-23 


CIVIL    AND    MECHANICAL  ENGINEER 

desires  position  with  firm  of  Engineers  or  Con- 
tractors as  estimator  or  engineer.  Varied  ex- 
perience in  all  classes  of  construction  work,  es- 
pecially pulp  and  paper  mills  and  equipment. 
At  present  chief  draftsman  for  a  prominent  Pulp 
&  Paper  Co.  Apply  Box  267,  Contract  Record, 
Toronto.  23-26 


WANTED :  Carpenter  foreman  accustomed  to 
reinforced  concrete  construction.  Apply  Box 
261,  Contract  Record,  Toronto,  Ont.  22-23 


WANTED — General  Superintendent  of  Con- 
struction for  a  large  Contracting  Firm,  doing 
principally  factory  building  and  reinforced  con- 
crete work.  Apply  Box  249,  Contract  Record, 
Toronto.  20-23 


WANTED — Two  competent  building  inspect- 
ors to  supervise  construction  of  large  housing 
development  in  new  town.  Application  to  state 
experience,  salary  required  and  when  available. 
Apply  to  Box  271,  Contract  Record,  Toronto.  23 


WANTED- — Inspector  familiar  with  general 
construction  and  fully  qualified  for  the  inspec- 
tion of  plumbing  and  housing  development  in 
new  town.  Apply,  stating  experience,  salary  re- 
quired and  date  available,  to  Box  272,  Contract 
Record,  Toronto.  23 


WANTED — Housing  Company  requires  ser- 
vices of  competent  man  to  take  charge  of  rent- 
als and  maintenance  of  houses  in  new  town  un- 
der construction.  Apply,  stating  salary  required, 
experience,  and  date  available,  to  Box  270,  Con- 
tract Record,  Toronto.  23 


WANTED — Town  Engineer — Applications  will 
be  received  for  position  of  Town  Engineer  in 
new  town  in  Northern  Quebec.  Applicant  to 
state  salary,  experience  and  when  available.  This 
is  good  opening.  Address  reply  to  Box  268, 
Contract   Record,   Toronto.  23 


WANTED — Assistant  Manager  for  Housing 
Company  qualified  to  supervise  routine  office 
work,  taking  charge  of  purchase  and  stores 
department  accounting,  cost  and  welfare  depart- 
ment for  new  town.  Must  be  familiar  with  con- 
struction work.  This  is  good  opening  for  right 
party.  Apply,  stating  experience,  salary  re- 
quired and  date  available  to  Box  269,  Contract 
Record,   Toronto.  23 


WANTED — Staff    wanted    for    Housing  Com- 
pany under  development  in  new  Town: 
One  Architectural  Draftsman. 
One  Instrument  Man. 
Three  Rodmen. 
Time   and   Material  Clerk. 
Three  Inspectors,  concrete,  water  and  sewer. 
Two  Timekeepers. 
Three  Stenographers. 

Apply,  stating  experience,  salary  required,  and 
date  available,  to  Box  273,  Contract  Record, 
Toronto.  23 


Wanted 


A    quantity  of    bricks,    lumber,    mill  work, 

shingles,  and  cement  for  the  erection  of  100 
houses. 

Apply,  with  particulars, 

H.  BRYAN  GILBERT,  General  Manager, 
Border  Housing  Co., 
23-24  Walkerville,  Ontario. 


For  Sale 

Hydro-Electric  Elevator  Machinery,  compris- 
ing one  10  H.P.  Motor,  Triplex  Pumps,  "Mason" 
Regulator  and  pilot  valve,  hydraulic  pressure  and 
open  tanks,  cylinder  and  piston,  3  in.  piping  and 
gate  valves,  sheaves  and  cables ;  the  whole  com- 
plete with  accessories.  Now  in  use  and  capable 
of  developing  a  pressure  of  90  lbs.    Apply : — 

ESTATE  WILSON, 

43  Place  d'Armes  Hill, 
22-23  Montreal,  Que. 
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June  9,  1920 


TOWNSHIP  OF  YORK 

Construction  of 
Watermains 

Scaled  tenders,  plainly  marked  as  to  contents, 
will  he  received  by  the  undersigned  Engineer  for 
the  Municipal  Corporation  of  the  Township  of 
York,  up  to  5  o'clock  p.m.,  Friday,  June  25th, 
1920,  for  the  construction  of  6-inch  cast  iron 
watermains  in  the  following  streets,  in  the  Town- 
ship  of   York  : — 

1.  Asquith  Ave.,  416  ft. 

2.  Crang,    Vimy    Ridge         1235  ft. 

3.  Stratton,    Lanark,  1285  ft. 

Plans  and  specifications  and  all  necessary  in- 
formation may  be  obtained  at  the  office  of  the 
Engineer,  Frank  Barber,  40  Jarvis  St.,  Toronto. 

The  lowest  or  any  tender  will  not  neces- 
sarily be  accepted. 

FRANK  BARBER, 

Engineer. 

Toronto,  June  8th,  1920.  23 


TOWNSHIP  OF  YORK 

TENDERS  for 
Concrete  Sidewalks,  Pave- 
ment and  Bridge 

Sealed  tenders,  plainly  marked  as  to  contents, 
will  be  received  by  the  undersigned  up  to  12 
o'clock  noon  of   Saturday,  June  26th,   1920; — 

For  the  construction  of  concrete  sidewalks  on 
Barrie  Avenue,  Barton  Road,  Cedervale  Ave- 
nue, Delevan  Avenue,  Eastdale  Avenue,  Eglin- 
ton  Avenue,  Lauder  Avenue,  Oakwood  Avenue, 
Pinewood  Road,  Atlas  Avenue,  Doncliffe  Drive, 
Cliff  and  Bushey  Streets,  and  Hollis  Street,  and 

For  the  construction  of  a  Tarvia  X  Pave- 
ment on  Baby  Point  Road  and  Baby  Point 
Crescent  in  the  Township  of  York,  and 

For  the  construction  of  a  concrete  arch  bridge 
over  the  Little  Don  River,  on  Cummer  Ave- 
nue, or  Mill  Road,  Lot  22,  Con.  II.  E.,  near 
Newtonbrook. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  undersigned,  40  Jarvis  Street,  To- 
ronto. 

The  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

FRANK  BARBER, 

Township  Engineer. 
Toronto,  June  11th,  1920.  23-24 


Wanted  — A  Trench  Excavator 

Second-hand,  Buckeye  make,  No.  3  or  4.  Ad- 
dress J.  E.  Thibaudeau,  72  Fourth  Street,  Shaw- 
inigan  Falls,  Que.  20-23 


FOR  SALE 
Granite  Quarry  with  Crushing  Plant 

Well  located  as  source  of  supply  for  Highway 
work.  Will  consider  offer  for  part  cash  or  in- 
terest. Address,  Box  264,  Contract  Record, 
Toronto.  22-24 


For  Sale 

\ 

1500  to  2000  piles,  30  ft.  to  50  ft.  long,  6  in.  to 
8  in.  at  smallest  end. 

To  be  delivered  from  Three  Rivers  by  rail  or 
boat.       Address : — 

ROMEO  MORISSETTE, 
P.  O.  Box  567, 
22-23  Three  Rivers,  Que. 


Dipper  Dredge  For  Sale 

A  Dipper  Dredge.  Capacity  1J4  cubic 
yards.  Hall  26  ft.  x  73  ft.  ;  draught  5  ft.  6  ins. 
One  tug,  draught  5  ft.  6  ins.  Two  dumping 
scows  and  one  coal  scow.  In  perfect  condition. 
Ready  for  operations.  Address: — L.  E.  Du- 
fresne,  No.  2  Laviolette  Apartments,  Du  Chateau 
Street,  Three  Rivers,  Que.  22-23 


VILLAGE  OF  WROXETER 

The  Clerk  of  the  Village  of  Wroxcter,  Out., 
will  receive  tenders  up  to  8  p.m.,  June  18th,  1920. 

for  the  construction  of  32,000  sq.  ft.  of  Cement 

Sidewalks. 

Plans  may  be  seen  at  Wroxeter  or  at  the  office 
of  the  County  Engineer,  (ioderich,  Ontario,  after 
June  10th. 

D.  M.  MacTAVISH, 

Clerk. 

Wroxeter,  Ont. 

Alay  29th,   1920.  23 


Tenders  Wanted 


Tenders  will  be  received  by  the  West  Gara- 
fraxa  Council  on  June  15th,  at  the  Wellington 
Hotel,  Fergus,  at  2  o'clock  p.m.,  for  the  erec- 
tion of  two  Concrete  Bridges,  one  on  25  Side- 
road,  Con.  4,  28-foot  span  beam  bridge;  one  on 
20  Sideroad,  Con.  4,  28-ft.  span  beam  bridge. 
Also  a  concrete  floor  and  wing  walls  for  a  Steel 
Bridge  on  First  Con.,  known  as  Emdens  Bridge. 

Lowest  or  any  tender  not  necessarily  ac- 
cepted. 

JAMES  CAMPBELL, 

Clerk  and  Treasurer 
Dated  this  31st  day  of  May,  1920. 


For  Sale 

1—6^  x  10  Double  Drum  Buffalo  Hoist  with 
Boiler.  Apply  Thunder  Bay  Harbour  Improve- 
ment Co.,  Port  Arthur,  Ont.  20-24 


Residences 

Continued  from  page  153 
Toronto,  Ont. 

W.  J.  Dunn.  24  Osborne  Ave.,  is  erect- 
ing two  residences  costing  $.">,000  each. 

Geo.  Carradus,  10  Arundel  Ave.,  plans 
to  erect  residence  costing  $5,000. 

F.  A.  Nourse,  112  Stibbard  Ave.,  plans 
to  erect  residence. 

G.  F.  Cudmore,  62  Pacific  Ave.,  is 
erecting  two  residences  costing  $6,500 
each. 

R.  P.  Powell,  80  Geary  Ave.,  is  erect- 
ing one  pair  of  residences  costing  $6,000 
each. 

J.  Cleland,  257  Beech  Ave.,  is  erecting 
residence  and  garage  costing  $10,000. 

L.  H.  Walton,  2  Gates  Ave.,  is  erect- 
ing residence  costing  $5,000. 

Toronto  Developments  Ltd.,  Excelsior 
Life  Bldg.,  are  erecting  residence  cost- 
ing $12,000. 

John  Voices,  303  Rushton  Rd.,  is  erect- 
ing residence  costing  $15,000. 

F.  Tripp,  Birchcliffe  P.  O.,  will  re- 
ceive tenders  for  erection  of  residence 
costing  $6,000. 

T.  A.  Felstead,  23  Roblock  Ave.,  is 
erecting   residence   costing  $6,000. 

Vancouver,  B.  C. 

Wm.  J.  Read,  2126  13th  Ave.,  W., 
will  erect  residence  costing  $9,000. 

Verdun,  Que. 

H.  White,  1086  Newmarch  Ave.,  will 
erect  two  residences  costing  $5,000  to 
$10,000  each. 

Vulcan,  Alta. 

G.  Fordyce,  architect,  226  8th  Ave., 
Calgary,  is  preparing  plans  for  residence 
costing  $5,000. 

Westminster,  Twp.  of,  Ont. 

Dominion  Government  (Psychiatric 
Hospital)  contemplates  the  erection  of 
8  residences  costing  $40,000.  Architect, 
H.  C.  McBride,  Molsons  Bank,  London. 
Windsor,  Ont. 

Jas.  A.  McDougall,  1011  Marantette 
Ave.,  will  erect  residence  costing-  $5,000. 

J.  C.  Moy,  701  Bruce  Ave.,  is  erect- 
ing residence  costing  $5,000. 
Winnipeg,  Man. 

F.  W.  Gay,  221,Higgins  Ave.,  Winni- 


peg, is  erecting  residence  costing  $9,000. 

Mrs.  P.  Julius,  Suite  7,  Cumberland 
Court,  Winnipeg,  is  erecting  residence 
costing  $10,000. 

CONTRACTS  AWARDED 
Brantford,  Ont. 

Dr.  [.  H.  Bier,  corner  Wellington  and 
Charlotte,  placed  the  general  contract 
erecting  two  residences  costing  $5,500 
each  with  P.  R.  Gillingwater,  229  Raw- 
don  St. 

Calgary,  Alta. 

A.  Mabcrley,  19th  Ave.,  N.W.,  has  the 
general  contract  for '  erection  of  resi- 
dence costing  $10,000  for  Mr.  McEwan. 

Deer  Lodge,  Man. 

J.  Reid,  230  Woodlawn  St.,  Winnipeg, 
has  the  general  contract  for  erection  of 
residence  costing  $6,300  for  C.  Orr,  645 
Sherbrook  St.,  Winnipeg. 

J.  H.  Rothwell,  387  Carlton  St.,  Win- 
nipeg, placed  the  general  contract  for 
erection  of  residence  costing  $6,750  with 
Henderson  &  Grier,  326  Lipton  St.  Win- 
nipeg. 

Lewisville,  N.  B. 

Ed.  Briggs  placed  the  general  con- 
tract, masonry,  carpentry  and  roofing 
for  residence  costing  $5,000  with  A.  Mc- 
Dougall, 13  Queen  St. 

London.  Ont. 

Fred  Taylor,  care  Taylor  Drug  Co., 
placed  the  general  contract  erecting  two 
residences  costing  $10,000  with  J.  SotrofT, 
566  William  St. 

Moncton,  N.  B. 

O.  LeBlanc,  Archibald  St.,  placed  the 
general  contract,  masonry,  carpentry  and 
roofing  for  erection  of  duplex  residence 
costing  $8,000  with  Millidgo  Henry. 

Montreal,  Que. 

Collet  Freres.  119  First  Ave.,  Mais- 
onneuye,  have  the  general  contract  for 
alterations  to  residence  costing  $9,500 
for  E.  Vidricaire,  58  Maple  Wood  Ave. 

F.  Thebaudault,  6  Cuthbert  St.,  has 
the  general  contract  for  alterations  to 
residence  costing  $8,000  for  Grothe, 
Munn  &  Shea  Ltd.,  6  Cuthbert  St. 

J.  E.  Desrochers,  496  Dorchester  St. 
E.,  placed  the  general  contract,  masonry, 
carpentry,  plastering  and  painting  for 
erection  of  residence  costing  $13,000  with 
C.  A.  Bouchard,  263  Wolfe  St. 

Ottawa,  Ont. 

D.  Younghusband,  322  Cooper  St., 
placed  the  general  contract  erecting  resi- 
dence costing  $5,200  with  A.  Burton,  16 
Melrose  Ave. 

Housing  Commission,  54  Rideau  St., 
placed  the  general  contract  for  erection 
of  two  residences  costing  $5,000  each. 

W.  A.  Armstrong  has  the  general  con- 
tract residence  costing  $5,000  for  Thos. 
Carter,  76  Rochester  St. 

Alex.  Christie  &  Son,  Kenniston  Apts., 
Elgin  St.,  have  the  general  contract  for 
alterations  of  residence  into  apartments 
costing  $6,000  for  J.  M.  Young,  .Cam- 
bridge St. 

B.  McGiffen,  26  Rideau  St,  placed  the 
general  contract  erecting  residence  cost- 
ing $8,000  with  Ross  Meagle  Co.,  80  El- 
gin St. 

Portage  La  Prairie,  Man. 

W.  P.  Ritchie  has  the  general  contract 
for  erection  of  residence  costing  $5,200 
for  W.  W.  J.  Tait,  206  Saskatchewan 
Ave.  W. 

Quebec,  Que. 

Uld.  Cote,  125  Second  Ave.,  Limoilou. 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 
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has  the  general  contract  erecting  resi- 
dence costing  $5,000  for  Adj.  Bourret, 
Bourlamaque  St. 

St.  James,  Man. 

City  &  District  Land  Co.,  McArthur 
Bldg.,  Winnipeg,  have  the  general  con- 
tracts under  housing  scheme  for  four 
residences  costing  $19,450. 

F.  N.  Norris  placed  the  general  con- 
tract erecting  residence  costing  $5,500 
with  Jas.  Sheane,  315  Linwood  Ave.,  St. 
James. 

A.  Stunden,  Great  West  Electric  Co., 
Winnipeg,  placed  the  general  contract 
erecting  residence  costing  $5,000  with 
Jas.  Sheane,  315  Linwood  Ave.,  St. 
James. 

Andrews  &  Sons,  Portage  and  Victor 
St.,  Winnipeg,  have  the  general  contract 
for  erection  of  residence  costing  $0,500 
for  J.  Dunlop,  325  Stradbrook  Ave.,  Win- 
nipeg. 

St.  Vital,  Man. 

Claydon  Bros.,  Furby  Place,  Winnipeg, 
have  the  general  contract  for  erection 
of  residence  costing  $5,700  for  E.  Clay- 
don. 

Sturgeon  Creek,  Man. 

D.  McRae,  268  Aubrey  St.,  Winnipeg, 
has  the  general  contract  for  erection  of 
residence  costing  $7,000  for  Mrs.  J.  G. 
Waterbury,  253  Aubrey  St.,  Winnipeg. 

City  &  District  Land  Co.,  McArthur 
Bldg.,  Winnipeg,  have  been  awarded 
the  general  contracts  under  Winnipeg's 
housing  scheme  for  erection  of  nine  resi- 
dences costing  about  $50,000. 

Toronto,  Ont. 

J.  H.  Butler  placed  the  general  con- 
tract erecting  residence  costing  $7,500 
with  J.  H.  Champion,  133  Withrow  Ave. 

J.  E.  Fawcett,  37  Bellefair  Ave.,  placed 
the  general  contract,  masonry,  roofing 
a"d  carpentry  for  residence  costing  $5,- 
0^0  with  H  J.  Barron,  14  Simpson  Ave. 

v  ancouver,  B.  C. 

B.  J.  Jayne,  3257  Point  Grey  Rd., 
placed  the  general  contract  for  erection 
of  residence  costing  $7,000  with  J.  B. 
Sterling,  20J6  Cornwall  St. 

Purdy  &  Lonergan,  1348  Barclay  St., 
Vancouver,  have  the  general  contract 
erecting  residence  and  garage  costing 
$7,500  for  P.  A.  Woodward,  care  Wood- 
ward Dept.  Store,  Hastings  and  Abbott 
St.,  Vancouver. 

Waterloo,  Ont. 

H.  Baxter,  Stop  21,  Lake  Shore  Rd., 
New  Toronto,  has  the  general  contract 
erecting  30  residences  costing  $90,000 
for  Canadian  Consolidated  Rubber  Co., 
care  N.  M.  Davison,  Canadian  Consoli- 
dated Felt  Co. 

Windsor,  Ont. 

P.  J.  Joyce,  9  Cameron  Ave.,  has  the 
general  contract  erecting  residence  cost- 
ing $6,000  for  A.  G.  McDonald,  care 
Border  Cities  Star. 

Winnipeg,  Man. 

Sutherland  Construction  Co.,  301  Mer- 
chants Bank  Bldg.,  Winnipeg,  have  the 
general  contract  for  erection  of  resi- 
dence costing  $15,000  for  Mr.  J.  Suth- 
erland. 

Woodstock,  Ont. 

Woodstock  Housing  Commission 
awarded  general  contract  erecting  21 
residences  to  A.  J.  McKinney  Lumber 
Co.,  Ingersoll  Ave. 

Housing  Commission  placed  the  gen- 
eral contract  for  erection  of  21  residences 
with  Mr.  R.  W.  McPherson. 


Power  Plants,  Electricity  arid 
Telephones 

Outremont,  Que. 

Town  plans  expenditure  of  $20,000  on 
underground  conduit  system.  Secy.- 
treas.,  E.  T.  Sampson. 

Ridgetown,  Ont. 

Howard  Township  contemplates  the 
extension  of  Hydro  throughout  the 
Township.  Clerk,  Geo.  McDonald, 
Ridgetown. 

Winnipeg,  Man. 

Provincial  Government  is  having  plans 
prepared  for  three  telephone  exchanges 
to  be  erected  at  Lundar,  St.  Ros  du  Lac 
and  Glenella.  Commissioner,  G.  A.  Wat- 
son. 

CONTRACTS  AWARDED 

Moosomin,  Sask. 

Telephone  exchange  building  costing 
$12,000  for  Provincial  Govt.:  General  con- 
tract, masonry,  carpentry  and  painting, 
Wilson  &  Wilson  Ltd.,  McCallum  Hill 
Bldg.,  Regina;  roofing,  heating  and  sheet 
metal,  A.  S.  Smith  Hardware  Co.,  Moos- 
omin; electrical  work,  Regina  United  El- 
ectric Co.,  Regina. 


Miscellaneous 

Glencoe,  Ont. 

Glencoe  Rink  Co.  arc  having  plans 
prepared  for  construction  of  skating  rink 
to  cost  $15,000.  President,  Allan  Mc- 
Pherson. 

Outremont,  Que. 

Town  contemplates  the  construction 
of  incinerator  to  cost  $30,000.  Secy.- 
treas.,  E.  T.  Sampson. 

Thetford  Mines,  Que. 

Barrott  &  Blacklader,  architects,  10 
Cathcart  St.,  Montreal,  are  preparing 
plans  for  gate  lodge  and  greenhouse  to 
be  erected  for  B.  J.  Bennett. 

Toronto,  Ont. 

Plans  have  been  prepared  for  live 
stock  arena  to  be  erected  at  a  cost  of 
$1,500,000.  Secy.  Bd.  of  Control,  Thos. 
McQueen,  City  Hall. 

Tenders  will  be  received  until  June 
15th  for  masonry,  carpentry,  electrical 
work,  painting  and  glazing  required  in 
the  erection  of  horse  barn  for  Bd.  of 
Control.  Plans  at  City  Architect's  office. 

Winnipeg,  Man. 

Provincial  Dept.  Public  Works  is  er- 
ecting greenhouse  costing  $20,000  on 
University  Campus.  Deputy  Minister,  S. 
C.  Oxton,  Winnipeg. 

CONTRACTS  AWARDED 

Gait,  Ont. 

City  placed  the  general  contract  for 
erection  of  grand  stand  costing  $17,500 
with  Stratford  Bridge  &  Iron  Co.,  91-97 
Erie  St.,  Stratford. 

Hamilton,  Ont. 

W.  H.  Yates  Construction  Co..  17 
Main  St.  E.,  have  the  general  contract 
for  alterations  to  arena  for  Abso  Pure 
Ice  Co.,  Barton  St.  E. 

North  Sydney,  N.  S. 

Town  placed  the  contract  for  fire  ap- 
paratus costing  $20,000  with  American 
Lafrance  Fire  Engine  Co.,  195  Weston, 
Toronto,  Ont. 

St.  Thomas,  Ont. 

W.  J.  VanHorne,  50  West  Ave.,  has 
the  general  contract  for  repairs  to  grand 


stand  for  city:  Lavatory,  Foster  Cook,  25 
Kains  St. 

Three   Rivers,  Que. 

Exhibition  Commission  placed  the 
general  contract  for  extension  to  grand 
stand  costing  $12,000  with  the  National 
Shipbuilding  Corp. 

Vancouver,  B.  C. 

University  of  B.  C.  will  probably  award 
the  general  contract  for  erection  of 
agronomy  barn  costing  $11,000  to  S.  N. 
McLeod,  2857  Fifth  Ave.  W. 


Fires 

Ayton,  Ont. 

Peter  Benninger,  Ayton,  plans  to  re- 
build at  once  creamery  destroyed  by  fire. 
Cost,  $8,000. 

Cowichan   Bay,   B.  C. 

Fire  destroyed  farm  buildings  and 
equipment  of  C.  T.  Corfield.  Loss,  $100,- 
000. 

Moncton,  N.  B. 

Record  Foundry  &  Machine  Co.  plan 
to  rebuild  machine  shops  recently  de- 
stroyed by  fire.   Cost,  $10,000  to  $15,000. 

Ottawa  South,  Ont. 

Fire  destroyed  stables  and  barns  of 
Rideau  Gardins,  Mr.  Williams,  owner. 
Loss,  $14,000 

St.  Joachim,  Que. 

Fire  destroyed  saw  mill  owned  by  Mr. 
Jose  Cote,  also  five  residences  and  two 
barns  owned  by  others.   Loss,  $200,000. 


Objection  to  British  Institution  as  Sole 
Body  to  Determine  Registration  of 
Engineers 

The  secretary  of  the  Society  of  En- 
gineers (British),  in  a  communication 
to  The  Engineer,  states  that  an  execu- 
tive committee  of  that  body,  appointed 
to  deal  with  the  question  of  the  registra- 
tion of  engineers,  passed  the  following 
resolution  Jan.  19: 

That  this  society  cordially  approves 
the  principle  of  the  registration  of  en- 
gineers, but  joins  with  other  objectors 
in  opposing  the  bill  promoted  by  the 
Institution  of  Civil  Engineers  on  the 
following  grounds: 

1.  Though  in  the  broad  sense  in 
which  the  Institution  of  Civil  Engineers 
interprets  its  charter,  professional  en- 
gineers in  all  branches  would  be  in- 
cluded in  the  term  "civil  engineer,"  it  is 
nevertheless  a  fact  that  the  term  "civil 
engineer"  is  employed  in  a  restricted 
sense,  and  is  so  used  and  understood 
by  the  public,  by  the  universities,  by 
technical  schools,  and  by  the  engineer- 
ing world  in  general.  As  the  usage  is 
at  present,  the  title  amounts  to  a  misde- 
scription. 

2.  This  society  objects  to  the  Insti- 
tution of  Civil  Engineers  being  the  sole 
body  to  determine  who  are  to  be  placed 
on  the  register.  The  Institution  of  Civil 
Engineers,  though  a  competent  authority 
as  regards  its  own  members,  has  no 
mandate  from  the  engineering  profes- 
sion as  a  whole  to  act  on  its  behalf, 
and  the  determining  body"  should  be 
representative.  Such  a  body  should  con- 
sist of  members  elected  by  the  leading 
engineering  institutions  and  societies 
and  of  certain  members  nominated  by 
his  Majesty,  much  on  the  same  lines 
as  the  general  council  is  appointed  to 
regulate  the  qualifications  of  practition- 
ers in  medicine  and  surgery  under  the 
Medical  Arts. 
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Metering  Federal  Government  Build- 
ings 

Progress  In  metering  Government 
water  service  in  the  District  of  Colum- 
bia is  being  made,  according  to  the  1918' 
L9  annual  report  of  M.  C.  Tyler,  Colonel 
of  Engineers,  U.  S.  A.,  in  charge  of  the 
Washington  Aqueduct  and  District  of 
Columbia  filtration  plant.  During  the 
year  meters  were  installed  on  a  num- 
ber of  Government  buildings,  including 
the  Patent  Office  and  White  House, 
and  on  92  parks  and  reservations.  Col- 
onel Tyler  says:  "The  District  engineer 
points  out  the  impossibility  of  deter- 
mining in  advance  the  needs  of  the  Dis- 
trict without  records  as  to  the  consump- 
tion of  Federal  buildings,  and  also  the 
difficulty. of  fixing  the  responsibility  for 
the  waste  of  water  where  large  con- 
sumers have  a  wholly  unmeasured  sup- 
ply." As  indicating  the  huge  consump- 
tion and  the  possible  economies  that 
might  be  brought  about  in  Government 
buildings,  even  when  metered,  the  re- 
port states  that  for  the  last  fiscal  year 
the  average  daily  consumption  at  the 
Government  Printing  Office  was  2,r>27,- 
,'!00  gal.  This  large  use  is  clue  to  the 
use  of  filtered  water  for  condensing 
purposes,  which  might  be  reduced  by 
supplying  the  printing  office  with  power 
cither  from  the  new  central  power  plant 
or  from  the  capital  power  plant,  both 
of  which  use  untreated  river  water  for 
condensing,  or  a  reduction  in  consump- 
tion might  be  brought  about  by  install- 
ing cooling  towers  in  the  building.  The 
report  adds  that  "this  method  is  not 
always  entirely  satisfactory  in  opera- 
tion." Any  one  of  the  methods  sug- 
gested, the  report  states,  would  reduce 
the  water  consumption  at  the  Govern- 
ment Printing  Office  from  2,527,300  gal. 
to  an  estimated  550,000  gal.  a  day.  At 
5X/2C.  per  1,000  gal,  this  would  amount 
to  $39,694  a  year,  besides  which  the 
District  would  be  saved  "its  present 
heavy  expense  for  pumping  condensing 
water  through  the  sewers." 


Sewage  Treatment  Plans  for  the  Chic- 
ago Sanitary  District 

With  the  intent  of  starting  construc- 
tion at  an  early  date  on  a  comprehen- 
sive program,  studies  are  now  being 
made  of  the  treatment  of  the  sewage 
of  the  entire  Sanitary  District  of  Chi- 
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cago.  This  announcement  accompanies 
one  to  the  effect  that  construction  will 
start  soon  on  a  plant  to  treat  the  sew- 
age of  the  Calumet  region  for  which  a 
sedimentation  plant  will  probably  be  in- 
stalled, so  designed  as  to  be  convertible 
into  an  activated-sludge  plant. 

An  activated-sludge  plant  at  Maywood 
is  now  under  construction  to  treat  the 
sewage  from  towns  along  the  Des 
Plaines  Uiver  above  Riverside.  With 
the  exception  of  this  plant,  which  will 
abate  the  nuisance  in  the  Des  Plaines 
River  Valley  by  October,  1920,  the  dis- 
trict has  devoted  its  major  disposal  ef- 
forts toward  the  treatment  of  industrial 
wastes  from  the  stockyards  district, 
wastes  from  tanneries  in  the  North 
Branch  of  the  Chicago  River,  and  also 
wastes  from  the  Corn  Products  Co.  at 
Argo. 

Negotiations  are  practically  completed 
witli  the  stockyards  interests  for  the 
construction  of  a  large  activated-sludge 
plant  which  may  cost  eventually  $9,500,- 
ooo.  Construction  of  the  first  unit  may 
be  started  this  season.  Similar  negotia- 
tions are  in  progress  with  the  tanning 
and  other  industries,  while  the  district 
and  the  Corn  Products  Co.  have  agreed 
to  provide  funds  jointly  for  an  experi- 
mental plant  to  treat  its  wastes.  An  ex- 
perimental plant  is  also  in  operation  on 
wastes  of  a  large  chrome  tannery  >f  the 
Griess-I'tleger  Co. 

With  the  completion  of  the  Calumet- 
Sag  channel  and  the  Calumet  intercept- 
ing sewer  during  the  coming  winter, 
all  sewage  now  discharged  into  Lake 
Michigan  in  the  southern  part  of  the 
district  below  7th  St.  can  be  diverted 
into  the  main  drainage  canal.  To  pre- 
vent this  sewage  from  increasing  the 
pollution  of  the  canal  and  subsequently 
the  Illinois  River,  the  Sanitary  District 
has  purchased  the  106-acre  site  of  the 
old  Pullman  sewage  farm  at  $159,600, 
on  which  it  will  at  once  begin  construc- 
tion of  the  works  mentioned  in  the  op- 
ening paragraph. 

Chutes  to  Mixer  Serve  as  Measuring 
Boxes 

In  the  concrete  mixing  plant  used  on 
the  construction  of  the  Gibraltar  dam, 
near  Santa  Barbara,  Cal.,  the  chutes 
leading  from  sand  and  gravel  bins  into 
the  mixer  hopper  were  used  as  measuring 
boxes.  The  chutes  were  of  rectangular 
cross-section  with  covers  made  of  light 
wood  strips  placed  longitudinally  and 
held  together  by  cross  pieces.  These 
covers  were  hinged  at  the  upper,  or  bin 
end,  so  that  when  the  material  from  the 
bins  entered  a  chute  and  backed  up  be- 
hind the  closed  gate  at  the  bottom,  the 
chute  cover  would  be  forced  upward 
until  stopped  by  pegs  placed  in  the  sides 
for  that  purpose.  The  cover  prevented 
overflowing  and  when  the  chute  was 
full  the  flow  from  the  bunker  was  auto- 
matically stopped  by  the  choked  gate 
opening.  The  bunker  gate  was  provided 
with  a  knife  edge  so  it  could  be  closed 
when  the  gateway  was  choked  in  this 
manner. 

When  the  proportions  of  the  mix  had 
to  be  varied  the  pegs  in  the  chute  sides 
were  moved  to  holes  above  or  below 
according  to  whether  greater  or  less 
quantities  were  required.  A  full  chute 
constituted  just  a  charge  for  the  mix- 
er. Thus  the  single  action  of  opening 
the  doors  at  the  chute  bottom  dropped 
the  right  charges  of  sand  and  gravel 
into  the  mixer  hopper.  W.  A.  Kraner, 
of  San  Francisco,  is  the  contractor  to  be 
credited  with  this  device. 
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Thi!*  is  a  photograph 
of  '«  cross-section  cut 
from  tt  Barrett  Speciji. 
cation  Roof. 


Your  Roof  is  not  Finished 
Unless  it  has  a  Wearing  Surface- 

W 


HEN  planning  to  cover  any  flat-roofed 
building,  remember  this — 


No  matter  how  good  the  rooting  is,  unless  it 
has  a  wearing  top  surface,  such  as  gravel,  slag  or 
tile,  it  is  like  a  hook  without  a  cover- — it  isn't 
finished. 

That  is  why,  when  The  Barrett  Specification 
was  worked  out  years  ago,  the  engineers  insisted 
not  only  that  it  should  be  built  up  of  the  two 
most  serviceable  roofing  materials  in  the  world 
— pitch  and  felt  in  alternate  layers- — but  that  it 
should  have  a  top- wearing-surf  ace  of  gravel,  slag 
or  tile.  • 

It  is  imperative  that  every  flat  roof  have  such 
a  wearing  surface — • 

— to  protect  the  roofing  materials  from  tne  di- 
rect destructive  action  of  rain,  snow,  ice  and  sun. 

— to  form  a  wearing-surface  to  protect  the 
roofing  materials  from  scuffing  feet  and  the  drag- 
ging of  heavy  objects  over  the  roof. 

— to  make  the  roof  highly  fire-resistant  so  as 
to  secure  the  base  rate  of  fire  insurance. 

The  Surety  Bond  Guarantee 

It  is  because  Barrett  Specification  Roofs  are 
built  up  thus  carefully,  with  a  foundation  of 
Specification  Felt  and  Pitch  in  five  alternative 
layers,  protected  by  a  substantial  wearing-sur- 
face of  gravel,  slag  or  tile,  that  we  put  back  of  it 
a  Surety  Bond. 


MONTREAL  TORONTO 
WINNIPEG  VANCOUVER 


The 


The  Surety  Bond  is  offered  oh  all  Barrett 
Specification  Roofs  of  fifty  squares  or  more  in  all 
cities  of  25,000  or  over,  and  in  smaller  places 
where  our  Inspection  Service  is  available.  It  is 
issued  by  a  prominent  Fidelity  &  Guaranty 
Company,  and  exempts  the  owner  from  all 
maintenance  expense  for  the  life  of  the  Bond. 

Our  only  stipulations  are  that  The  Barrett 
Specification  revised  April  15,  1920,  shall  be 
strictly  followed  and  that  the  roofing  contractor 
shall  be  approved  by  us  and  his  work  subject 
to  our  inspection. 

Important  Notice 

The  Barrett  Specification  20-Year  Bonded 
Roof  represents  the  most  permanent  roof-cover- 
ing it  is  possible  .to  construct,  and  while  we  bond 
it  for  twenty  years  only,  we  can  point  to  many 
roofs  of  this  type  that  have  been  in  service  over 
forty  years  and  are  still  in  good  condition. 

For  those  who  wish  a  somewhat  lighter  and 
lower  priced  roof  covering,  we  recommend  the 
Barrett  Specification  Type  "A"  Roof,  bonded  for 
10  years. 

Both  roofs  are  built  of  the  same  high-grade 
waterproofing  materials,  the  only  difference  be- 
ing the  quantity  used. 

Full  details  regarding  these  Bonded  Roofs  and 
copies  of  The  Barrett  Specification  sent  free  on 
request. 


ST.  JOHN,  N.B.     HALIFAX,  N.S. 

Company  sydney,  n.s. 
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The  product  of  sixty-five 
years  of  development. 

VAULT  DOORS 

Taylor  Quality 
The  Very  Best 

WRITE  FOR  PRICES  AND  FULL  INFORMATION 
Established  1855. 

J.  &  J.  Taylor  Limited,  Toronto,  Canada 

Branches  :     MONTREAL,  WINNIPEG,  VANCOUVER 


Brick  Makers,  Attention: 

Welland,  Ontario,  offers  to  a  progressive  Brickmaker  the  opportunity 
of  a  lifetime. 

A  city  of  12,000  and  a  population  totalling  40,000  within  a  radius  of 
ten  miles,  without  an  up-to-date  Brickyard. 

Clay  of  the  proper  kind  lies  near  the  railroads. 

Coal  can  be  laid  down  in  Welland  at  the  lowest  freight  rate  in  Ontario. 
Freight  on  Brick  from  Hamilton,  the  nearest  source  of  supply,  is  $4.00 
per  thousand. 

Welland  and  district  can  use  approximately  5,000,000  Brick  per  an- 
num. 

This  business,  by  force  of  circumstances  is  bound  to  go  to  any  pro- 
gressive Brick  Plant  locating  here. 


ARE  YOU  INTERESTED? 

For  Particulars  write 

GEORGE  DAY,  Industrial  Commissioner 

WELLAND,  CANADA 


June  9,  1920 
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 IF  YOU  NEED  

GLASS 

 FOR  

Factories,  Schools,  Churches, 
Stores,  Dwellings,  or  any 
other  Purpose 

Give  Us  A  Call 


It  has  been  our  privelege  to  supply  recently  the  glass  for  the  following  buildings: 

Memorial  School  Allenby  School 

Norton  Company  Sanford  Mfg.  Co. 

Canadian  Westinghouse  Co.  International  Plow  Co. 

Petrie  Mfg.  Co.  Carr  Fastener  Co. 

Hamilton,  Ontario 

Hosiers  Ltd.,  -  -  Woodstock,  Ontario 
Algoma  Steel  Corporation,  -  Sault  Ste.  Marie,  Ontario 


NO  CONTRACT  TOO  SMALL  NO  CONTRACT  TOO  LARGE 

WE  SPECIALIZE  ON  CARLOAD  BUSINESS 

We  also  Manufacture  Art  Glass,  Mirrors  and  Glass  Specialties. 

Hamilton  Mirror  Plate  Co. 


77  Park  St.  N.  LIMITED  Phone  Regent  1895 

HAMILTON,  ONTARIO 
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'Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letter*  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  (or  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


"McCracken"  Sewer  Pipe 

Manufactured  in  accordance  with  standard  speci- 
fications issued  by  American  Society  for  Testing  Mat- 
erials for  Cement-Concrete  Sewer  pipe. 


6  in.  to  21  in.  diameter 


Lock  Joint  Pipe 

Concrete  pipe  for  large  diameter  sewers  assures 
strength,  speed  of  construction,  economy  and 
safety.    The  Lock  Joint  prevents  infiltration  or 


leakage. 


27  in.  to  108  in.  diameter 


Specifications  and  prices  gladly  sent  upon  request. 


Independent  Concrete  Pipe  Co. 

LIMITED 

502  Harbor  Building         -         -  TORONTO,  Ont. 


THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS: 

NIAGARA  FALLS 


ONT. 


Electric  Cranes 


Electric  and  Hand 
Travelling  Cranes 

Electric  and  Air 
Hoist* 

NORTHERN  CRANE  WORKS,  LTD. 

WALKERVILLE,  ONT. 
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MANUFACTURERS  OF 


Iron  Stairs,  Fire  Escapes,  Elevator 
Enclosures,  Wire  Screens, 
Etc. 

NORTHERN 
ARCHITECTURAL  IRONWORKS 

Works  and  Office  : 
130  VAN  HORNE  AVE.  -  MONTREAL,  P.Q. 


Tenders 

A  few  dollars  spent  in  advertising 
your  proposals  in  the 

Contract  Record 

and  Engineering  Review 

would  result  in  additional  competition, 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 


Water  Supply 

from 

Deep  Wells 

is  obtained  at  a  mini- 
mum cost  by  use  of  our 
deep  well  pumps. 


Write  for 
Bulletin  26 
explaining 
the  use  of 
Cook's 
Patent 
Brass  Tube 
Well 
Strainer 


A.  D.  COOK 

Lawrenceburg,  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complefe  line  of  DEEP  WELL 
SUPPLIES,  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


STEEL  CRANE  RUNWAYS 


Among  the  many  forms  of  structural  steel  work  we 
fabricate  and  erect  are  crane  runways.  The  accom- 
panying picture  shows  a  crane  runway  we  have  just 
completed  for  the  Davie  Shipbuilding  and  Repairing 
Company. 


Our  experience  in  this  work  enables  us  to  advise 
on  and  plan  structural  steel  equipment  suited  to  your 
individual  requirements.  On  any  such  project  you 
may  have  in  mind,  we  shall  be  pleased  to  give  advice 
and  estimates. 


MacKINNON  STEEL  CO.,  LIMITED 

Montreal  Office:    404  New  Birks  Building  SHERBROOKE,  QUE. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME.  AND  BRICK 

Cement— delivered  in  5-barrel  lots,  $3.45  per  bbl.  ; 
with  bags,  $4.40;  car  lots,  $2.70  on  the  track, 
with  pkgs.,  $3.50;  5c  per  bbl.  discount  20 
days,  car  load  lots. 

Lime— in  bulk— grey  8754c  delivered.  At  the 
warehouse,  grey  80c.  Hydrated  lime,  $22 
per  ton  delivered;  $20.50  at  warehouse;  in 
car  lots,  $19.50. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$30;  buff,  $30;  No.  2,  $28;  common  red 
stock  brick,  $23;  grey,  $23;  wire-cut  brick 
for  foundation  work,  $21.  Milton  Rug  brick, 
$32  to  $37;  Eatonia  brick,  $60;  sand  lime 
brick,  $17.25,  f.o.b.  car  at  King  Edward 
siding,  $16  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $56  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental,  $40,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $26  at  plant, 
$31  delivered  in  city. 

Fire  brick— delivered— Savage,  $80  per  M. ;  S. 
Crown,  $80;  W.  W.,  $65.  Fire  clay.  $16.50 
per  ton ;  chimney  tops,  $8.00  each. 

Flue  lining— delivered— list  price— 854  x  854  in., 
60c  per  ft.;  854  x  13  in.,  90c  per  It.  Dis- 
counts 30  and  10  per  cent,  off  list. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.05;  1  in.,  $2.25;  V4  in., 
$2.25;  crusher  run,  $2.15;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand— for  cement  or  brick  work,  $1.50  per  ton. 

Gravel— Pit  run,  $1.50  per  ton,  2  in.  screened, 
$1.80  per  ton;  1  in.  screened,  $2.00  per  ton. 

LUMBER   (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $63;  10  and  16  ft.,  $65 ;  2  x  12  in.,  12 
and  14  ft.,  $64;  10  and  16  ft.,  $66 ;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $66.  No.  2,  $4  less 
than  No.  1. 

Pine_Box,  rough,  1  x  4  in.  and  1  x  5  in.,  $65; 
1x6  in.,  $67;  1  x  8  in.,  $70;  1  x  10  in.,  $75; 
1  x  12,  $80.  Shelving,  rough,  1  x  4  in.  and 
5  in  ,  $78;  1x6  in.,  $82;  1x8,  $86;  1  x  10, 
$90-  1  x  12,  $103;  2x4,  10-16  ft.  long,  com- 
mon, rough,  $70;  2  x  6,  $72;  2  x  8,  $74;  2  x 
10,  $78;  2  x  12,  $82.  No.  1  flooring,  $80; 
No  1  V  or  beaded  sheathing,  4  in.,  $82 
Pine  trim,  4  in.,  casing,  $4  per  100  ft.;  5 
in.  ditto,  $5;  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $6.25. 

Spruce— 10  to  16  ft.  long,  rough,  l  x4in.  and 
2x4  in.,  $70;  1  x  6  and  2  x  6  $72 ;  1  x  8 
and  2x8,  $74;  1  x  10  and  2  x  10,  $78;  1  x 
12  and  2  x  12,  $82. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16  16  x  16,  $80;  12  x  18,  12  x  20,  14  x  18, 
14  x  20*  16  x  18,  16  x  20,  18  x  18,  18  x  20 
$85.  These  prices  apply  to  lengths  up  to  62. 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles-XXX  B.  C,  $10.50;  XX  B.  C,  $8.00; 
N  B  extras,  $10.50;  N.  B.  clears,  $9.50; 
No  1  W.  pine  lath,  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars— $5.50  base;  twisted  and 
deformed,  $5.60;  3/16  in.  and  lighter  $6.00. 

Shapes— Angles,  35  lbs.  and  over,  per  yard,  $5.50 
per  100  lbs.  ;  under  35  lbs.  per  yard,  $5.70 
per  100  lbs. ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $5.60;  under  35  lbs. 
per  yard,  $5.80. 

Plates— 6  ins.  to  60  ins.  wide,  $7.00;  over  60  ins., 
$7.50.  Tank  and  boiler  plates— 54  in.  and 
over  and  under  36  ins.,  $5.95.  Gauge  plates 
— no  quotations.  Black  American  Bessemer 
Plates — dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $5.00  per  100  lbs. 
Rivets — Button  and  cone  head — 54"  to  %"  diam., 
$6.50. 


EXTRAS   FOR   SHAPES   AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/10  in.  thick  and  under.  1/lUc 
per  lb.  for  Angles  under  5  in.  combined  legs. 
Teaming  $2.00  per  ton,  minimum  charge 
$1.50. 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized  iron — dealers  not  quoting  prices. 

Cast-iron  pipe— Standard  prices,  carload  lots, 
f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 

SEWER  PIPE 

Sewer  Pipe — Toronto  prices,  with  discounts  as 
below,  f.o.b.  factory — 4  in.,  40c  per  ft. ;  C 
in,  00c;  9  in..  $1.00;  12  in.,  $1.50;  15  in., 
$2.00;  18  in.,  $2.60;  21  in.,  $3.80;  24  in., 
$5.00.  Discounts,  4  in.  to  9  in.,  44%,  12  in. 
to  24  in.,  37%,  in  truck  load  lots. 

Tile  Wall  Coping— Delivered— 8  or  9  in.  wall 
coping,  60c  ft.;  12  or  13  in.,  90c  ft  carried 
in  6,  12,  18  and  24  in.  lengths.  Discount, 
44%  off  list. 

PAINTS  AND  OILS. 
Prices,  delivered. 
White  lead-ground  in  oil,    less  than r  ton  lots 

$20.75  per  100  lbs.  ;  ton  lots,  $20.50  per  100 
lbs. 

Boiled  Linseed  Oil— in  bbls.,  $2-90  per  gal.  of  9 
lbs.;  red  lead,  dry,  $17  per  100  lbs.;  Pure 
putty  in  hulk,  $9.95  per  100  Ib«.i  >n  l00  ^ 
drums,  $10.80;  in  25-lb,  tins  $11  45  per  100 
lbs.;  steel  sash  putty,  in  25-lb  tins,  $11. J5 
per  100  lbs.;  turpentine,  in  bbls.,  $4._.J  per 
Imp.  gal.,  based  on  southern  gauge. 

Mortar  Color— Maroon,  in  bbls.,  254c  per  lb.; 
black,  in  bbls.,  7c  per  lb. 

Paints— Flat  white  wall  paint,  in  25-lb  tins,  15c 
per  lb.;  lamp  black,  dry,  in  1  lb.  papers. 
30c;  ultra  blue,  dry,  in  bulk,  25c ;  Ereen, 
French  permanent,  dry.  20c;  ochre .  French, 
dry,  12c;  red  Venetian,  dry  0c ;  sienna  It 
alian,  dry,  12c;  umber,  Turkey,  dry,  1254c. 

SUNDRIES 

Hard-wall  Plaster-Sanded  in  ton  lots  tMJB 
per  ton  at  the  warehouse;  $*2  delwered. 
Neat,  $15.50  at  the   warehouse;   $17.00  <ie 

Plaster  of  Paris— single  bbls.,  $6.75;  delivered  in 

6  barrel  lots,  $5.50;  at  warehouse,  $5.2o. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board — $50  per  M. 

Rope— retail  prices  delivered—^  in  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  4254c.  Lath 
yarn,  40c  per  lb.;  in  full  coils,  33c. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK. 

Cement— $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime— Hydrated,  $25  per  ton;  lump,  $15. 
Brick— No.   1   pressed,    $25.00;    No.   2  pressed, 

$20.00;   red  rustic,  $20.25;  vertical,  $21.50; 

plastic,  $10.00  at  plant. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c;  10-in.  52c;  12-in.  60c;  15-m. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.00;  J4-in.  $2.35;  Vt-m. 

$3.00  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.45  per  ton   f.o.b.  cars. 

STEEL  AND  IRON 
Steel  angles — 3  in.  x  8  in.  and  up,  14.75;  1  In, 

x  1  in.  x  %  in.,  25c  extra;  V\  in.  x  )i  in. 
54  in.,  75  cents  extra.     Boiler  plates — 54  in. 


thick  and  thicker,  $5.00.  Circular  plates — 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  $6.16.  Beams 

and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $5.20,  f.o.b.  Mont 

treal,  net  cash.     Corrugated  iron — 26  gauge, 

$11.25;  28  gauge,  $10.50  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheets 
— Keystone  black,  28  U.  S.  gauge,  $11.50  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $100  for  6  in.  and 
larger,  and  $103  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in.,  80c;  6  in.,  45c;  8 
in.,  70c;  9  in.,  85c;  10  in.,  $1.06;  12  in.,  $1.35; 
15  in.,  $1.80;  18  in.,  $2.50;  20  in.,  $3;  22  In  , 
$4;  24  in.,  $4.60;  27  in.,  $6  50  ;  80  In.,  $7.20 
Channel  pipe  (4  in.  to  80  in.)  24c,  36c,  66c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  In. 
to  30  in  ),  $1.20,  $1.80,  $2.80  $3.60,  $4  20, 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28; 
54,  $1.20,  $1.80,  $3.16,  $4.05.  $4.75,  $6.10. 
$14.40,  $20,  $24.  $32,  $36,  $52,  $67.60.  Double 
collar.  UOc.  $186.  $2  10.  $2.55.  $3  15.  $4  06. 
$5.40;  slant  1  foot  long  side  (4  in.  to  16 
in  ).  00c,  $1.35,  $2.10,  $2.65.  $3.15,  $4.06, 
$540.  Single  branch  (6  in  to  9  in  ),  3  ft., 
$2.25,  $3  50,  $4.26;  2  and  254  ft  (4  In.  to  30 
in  ),  $1.35.  $1.80,  $3  15.  $3.85.  $4  75,  $610. 
$8.10.  $11.25,  $13  60,  $18  $20.25.  $32  50.  $SC 
Single  squares  (4  in.  to  30  In.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.),  $1.80,  $2.70,  $4.90,  $6.30,  $7.86,  $10.80. 
$1440.  $20,  $24.  $32.  $36,  $45.60.  $60.40. 
Syphon,  cesspool,  and  buchan  trap  (4  In.  to 
15  in  ),  $3,  $4.  $7,  $9,  $10  50,  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in  ),  $3.  $4,  $7,    $9.    $10.50.  $18\ 

These  prices  are  subject  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  50  58  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
T\iris  $4  30  per  bbl.,  both  less  5%  for  cash. 
Rope- — Best  Manilla,  3554c  basis  per  pound; 
Beaver  Manilla,  28c  basis;  sisal  rope,  22'Ac 
basis;  lath  varn.  2254c.  Boiled  linseed  oil — 
in  barrels.  $2.8254  per  gal.  ol  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.80. 


QUEBEC  PRICES 

(Effective  May  1,  1920) 
F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50,000  or  over, 
$16.50;  carload  lots,  less  than  50,000,  $18.50; 
selected  builders  for  veneering  work,  carload 
lots,  $22.00;  "Citadel"  rustic  face  brick,  $27 
to  $31. 

Baker  oven  tile,  15"  x  854"  x  254",  $25  per  100. 
"Citadel"  nreproofing  terra  cotta — 12"  x  8"  x  2" 

splits,  7c  per  superf.  ft. ;  12  x  8  x  4,  solid, 

12c;  12  x  8  x  6,  19c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel  in  carload  lots,  bags 

returnable  in   good  condition  at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock   Brick — $19.50  per  thousand   delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet ;  double  ply,  $8.40  per 
roll  of  250  square  feet ;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 1454c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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REVOLVING  DISCS 

Do  the  Trick 

The  Symons  Disc  Crushers 

are  Superior 

Manganese  Crushing  Discs  Wear  Smooth 

— Not  in  Grooves 

It  is  the  only  crusher  which  successfully 
reduces  wet  or  dry  gravel  boulders  mixed 
with  sand,  to  smaller  product    etc.,  etc. 


Ask  for  Catalogs 


MUSSENS  LIMITED 

MONTREAL  WINNIPEG 
TORONTO  VANCOUVER 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS  continued 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.    (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel ; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$20;  No:  1  enamelled  brick,  from  $100;  sand 
lime,  $19;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — l'A-in.  to  2-in.,  $3.65  per  yard; 
ii-to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble stone,   $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 


LUMBER   (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $115; 
4  in.  No.  1  and  2  E.G.  Fir,  $115;  4  in.  No. 
3  E.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common  Pine,  $75;  4  in.  No.  3  Pine  or 
Spruce,  $61;  6  in.  No.  1  and  2  E.G.  Fir, 
$110;  6  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $75;  6  in.  No.  2  Com- 
mon Pine,  $80;  6  in.  No.  3  Pine  or  Spruce, 
$70;  2  x  6  No.  1  Common,  $70. 

For  selected  lengths,  add,  Pine,  $5.00;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $5;  for  l'A,  l'A  or  2  inch,  add 
5. 

Birch  and  Maple  Flooring — Clear  (First  Grade) 
—13/16  x  l'A  in.  to  2M  in.  face,  $190;  H 
x  l'A  in.  and  1H  in.  face,  $147. 

No.  1  (Second  Grade)— 13/16  x  l'A  in.  to  2tf 
in.  face,  $184;  Yi  *  l'A  in.  and  1J4  in  face, 
$139. 

No.  2  Factory— 13/16  x  l'A  in.  lo  1'4  in.  face, 
$153.00 

Selected  White— 13/16  x  1^  in.  to  2'A  in.  face, 
$210.00 

DIMENSION  TIMBERS,  No.  1 
6  x  10  to  12  x  12,  up  to  32  ft.  long,  $76;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $77;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $78;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 
Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $400;  H 

x  l'A  in.  and  1M  in.  face,  $350. 
No.  1  (Selects)— 13/16  x  l'A  in.  to  254  in.  face, 

$350;  H  x  l'A  in.  and  1H  in.  face,  $250. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $300;  H 
x  1H  in.  and  2  in.  face,  $220. 


No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 
$160;  H  x  l'A  in.  and  1)4  in.  face,  $115. 

STEEL  AND  IRON 

Bteel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs. ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe— Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  6  in..  30c;  8  in.,  45c; 
9  in.,  52c;  10  in..  62c;  12  in. ,72c;  15  in., 
$1.20;   18  in.,  $1.70;  20  in.,  $2.10;  24  in., 

$2.75. 

Plaster   of    Paris,    $1    in    paper   bags;    $1.45  in 

jute  bags. 

Plasterers'    Hair — 90c   per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack. 

i 

PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 

Mixed  Paint — Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal. ;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 

$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than   ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,   LIME,  AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house ;  $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $46  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan- 
tities. 


LUMBER   (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.     Mills  operat- 
ing on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $40;  10  x 
10,  $10;  10  x  12,  $40;  10  x  14,  $40.50;  12  x 
12,  $40;  14  x  14,  $40.50;  14  x  16,  $41.50;  6 
x  10,  $40.50;  6  x  12,  $41 ;  8  x  10,  $41 ;  8  x 
12,  $40.50;  10  x  16,  $42;  12  x  16,  $42;  16  x 
16,  $41.50;  6  x  14,  $42 ;  8  x  14,  $42;  12  x 
18,  $43;  18  x  20,  $14;  14  x  20,  $43.50;  16  x 
18,  $43.50;  16  x  20,  $44.50;  18  x  18,  $43.50; 
20  x  20,  $43.50;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50 ;  1  x  4, 
$99.50;  1  x  4  flat  grain,  $89.50;  No.  1  and  2, 
1-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  l'A  and  l'A  inch  fir  double  dressed 
$76;  2-inch  fir  double  dressed  $77;  fir  lath, 
$15;  li.  C.  cedar  shingles,  XX,  $5.25;  XXX, 
$7.50;  XXXXX,  $9.25. 

STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  base;  twist 

ed  and  deformed,  $7.50  base ;  structural  sec 
tions,  $7.00. 

Galvanized  iron — 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheeta. 

$11.75;  9  and  10  ft.  sheets,  $11.90  t>rr  square. 
Itlack  steel  sheets,  24  gauge,  $10.35  per  100 
lbs. 

Steel  angles— $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $9.00  per  100  lbs.,  de 
pending  on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  $9.00. 

SEWER  PIPE. 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 

4-in.,  17c  per  ft.;  6-in.,  25c  per  ft.:  8-in.,  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  65c  ft.;  15  in., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-in.,  $1.66  ft.: 

24-ir..,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f  o  b.  Van 

couver,  bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6  50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate— $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— H  in.,  39c  base;   'A  in.,  39^c; 
in.,  40c;   'A  in.,  40c;  second  grade,  33c 
base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.18  per  gal.  of  t 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4.  6. 

Raw  linseed   oil — In  bbls.,  $2.10  per   gal. ;  red 

lead,  dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk,  Standard,  $6.00;  Pure,  $8.00: 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs 


Canada  Iron  Foundries,  Limited 

Head  Office 

Mark  Fisher  Building 
MONTREAL 


CAST  IRON  PIPE 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 


June  9,  1920 


THE  CONTRACT  RECORD 


169 


Th< 


Canadian  Siegwart  Beam  Co. 


Limited 


Hollow  Reinforced  Concrete  Beams 
Siegwart  Flooring  and  Roofing  System 

103  St.  Francois  Xavier  St.,  MONTREAL 


\\l  E  HAVE  unexcelled  manu- 
facturing  and  shipping  fa- 
cilities for  meeting  your  require- 
ments of 

Copper,  Brass  and  Bronze  Wire. 
Insulated  Wire  of  all  kinds. 
Copper-Clad  Steel  Wire. 
Lead-Covered  and  Armored 
Cables. 

Cable  Terminals,  Junction  Boxes, 
etc. 

Write  our  nearest  office. 

Standard  Under- 
ground Cable  Co. 
of  Canada,  Limited 

Hamilton,  Ont. 

Montreal,  Toronto,  Seattle 


Service — Dependability  and 
Durability 

Huilt  in  all  practical  types 
and  sizes  to  meet  standard 
requirements  for  horizon- 
tal or  vertical  centrifugal  or 
deep  well 
plunger  pumps. 
Furnished  for 
direct  connec- 
tion or  any  de- 
sired d  r  i  v  e — 
electric  motor, 
steam,  chain, 
belt  or  gear. 
There  is  half  a  century  of  special- 
ization and  a  rigid  guarantee  back 
of  every  American  pump  sold. 
Catalog  149  describes  American 
Centrifugal  Pumps.  Catalog  130A 
describes  Deep  Well  Plunger 
Pumps.     Sent   to  you   on  request. 


THE  AMERICAN  WELL  WORKS 

General  Offices  and  Works:  Aurora,  111. 
Chicago  Office:   First  National  Bank  Building 
Calgary,    Edmonton,    Montreal,   Chatham,  Vancouver, 
Winnipeg. 


DAKE 


SWINGING 
ENGINES 


INSURE 

Speed  'Durability 
Economy 

Contractors  everywhere 
recognize  that  Dake  swing- 
ers  save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 
TORONTO:   A.  R.  Williams  Machinery  Company,  Limited. 


The  Arctic  Water  Meter 


A  PRACTICAL 
FOR  ALL 


WATER  METER 
SEASONS 


The  top  casing  is  made  of  bronze  with  a  cast  iron, 
breakable  bottom  plate,  strong  enough  to  resist  any 
unusual  pressure,  but  designed  to  break  when  ex- 
posed to  the  excessive  strain  imposed  by  freezing. 

When  the  water  freezes  the  added  pressure  of  the 
expanded  ice  breaks  the  lugs  from  the  bottom  of  the 
plate  allowing  the  disc  chamber  and  intermediate 
to  move  freely  with  the  expanding  ice,  the  chamber 
sections  separating  and  relieving  the  working  parts 
of  the  meter  from  any  damage. 

Made  in       ,        x  and  1"  sizes. 

Send  for  booklet  and  further  particulars. 
Canadian  Sales  Agents 

Booker  &  McKechnie 

285  Beaver  Hall  Hill,  Montreal 


Diamonds 

For  Sawing  Stone 


Furniss  Clarke  &  Co. 

364  University  Street, 
MONTREAL.  CANADA. 


Sole  Canadian  Agents  for 
The  Joyce-Koebel  Co., Inc. 

Ne\r  York  London 


IMMEDIATE  DELIVERY  FROM  STOCK 
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BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  arc  Offered  subject  to  Pre- 
vious Sale: 

"Concrete-Steel  Construction."  Part  1— Buildings.  Second 
edition,  recently  published.  A  treatise  upon  the  elementary 
principles  of  design  and  execution  of  reinforced  concrete 
work  in  buildings,  by  Henry  T.  Eddy  and  C.  A.  P.  Turner, 
477  pages,  illustrated.     Price,  $10.00. 

"Hand  Book  of  Hydraulics,"  by  Horace  Williams  King.  1st 
edition   just    published    by    McGraw-Hill    Book    Co.,  Inc. 

424  pages.     Price  $2.50. 

History  of  Bridge  Engineering,  by  Henry  Gratton  Tyrrell, 
C.E.    480  pages,  illustrated.     Price  $5.00. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.    First  edition,  just  published  by  the  McGraw-Hill 

Book  Co.    271  pages,  illustrated.    Price  $3.00. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.  295  pages,  illustrated.  Price  $1.50. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Book  Company,  387  pages.     Price  $4.75. 

Relief  from  Floods.  The  Fundamentals  of  Flood  Prevention, 
Flood  Protection  and  the  means  of  determining  proper 
remedies.  By  John  W.  Alvord  and  Charles  B.  Burdock. 
First  edition  just  published,  by  McGraw-Hill  Book  Com- 
pany, Inc.     175  pages,  illustrated.     Price  $2.50. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
by  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.    Price  $2.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.    Price  $2.00. 

"Use  of  Water  in  Irrigation,"  by  Samuel  Fortier.  Second  edi- 
tion.   Published  by  McGraw-Hill  Book  Company,  1916.  325 

pages,  illustrated.     Price  $2.50 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.   843  pages,  illustrated.    Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  Company.    485  pages,  illustrated.  Price 

$6.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Price 
$6.00. 
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//  You  Could 

See  Them  Go 

If  it  were  only  possible  for  you  to  actually  see 
the  dollars  that  are  vanishing  into  thin  air 
through  the  walls  and  arches  of  your  fur- 
naces, you  would  soon  be  convinced  that  such 
a  needless  waste  should  be  stopped  at  once. 
But  whether  you  see  it  or  not,  every  day  your 
furnaces  remain  uninsulated  a  large  amount 
of  expensive  fuel  is  burned  to  make  up  for 
this  loss. 

Now  Nonpareil  Insulating  Brick  are  ten  times 
better  non-conductors  of  heat  than  fire  brick 
or  common  brick.  They  are  preventers  of 
heat  waste,  and  if  you  will  use  them  to  in- 
sulate your  furnace  walls,  arches  and  doors, 
60%  or  more  of  the  radiation  loss  can  be 
eliminated.  This  saving  in  fuel  alone  will  pay 
for  the  cost  of  the  Nonpareil  Brick  in  a  year 
or  less. 

Surely  an  insulation  material  that  will  make 
a  return  of  100%  per  year  is  a  good  invest- 
ment. Isn't  it  at  least  worth  investigating? 
If  you  are  interested,  a  sample  of  Non- 
pareil Brick  and  full  information  regarding 
their  use  in  your  business  will  be  supplied 
you,  free  of  charge,  upon  request. 

Armstrong  Cork  &  Insulation  Company,  Ltd. 

505  McGill  Building,  Montreal,  Quebec,  Canada 

Also  manufacturers  of  Nonpareil  High  Pressure  Covering  for  steam  lines, 
feed  water  heaters,  etc. ;  Nonpareil  Cork  Covering  for  drinking  water 
systems;  Nonpareil  Cork  Machinery  Isolation  for  noisy  machines,  and 
Armstrong's  Cork  Tile  and  Linotile  for  floors  in  offices,  residences,  etc. 

Nonpareil  Insulating  Brick 

For  Furnaces,  Ovens,  Boiler  Settings,  etc. 

iiiiiiiiiiiiiiiin 
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JAEGER 

EQUIPMENT  MEANS 

GREATER 
EFFICIENCY 

And  greater  efficiency  means  better 
work,  more  work,  and  bigger  profits. 

In  the  selection  of  a  "Jaeger"  you 
are  assured  of  a  product  possessing 
many  advantages  not  found  in  any 
other  machine.  Above  all  "Jaeger" 
equipment  is  made  to  stand  hard 
usage,  to  suit  all  purposes,  and  has 
been  constructed  throughout  to  give 
long  and  enduring  service. 

Write  today  for  catalogs  covering 
our  complete  line 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.  SAULT  STE.  MARIE,  ONT. 

171  St.  James  Street,  MONTREAL 


The  Jaeger 

Machine  Company 

220  Dublin  Avenue 

Columbus       -  Ohio 
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"American"  Enameled  Brick 

It  is  not  necessary  to  go  into  fur- 
ther detail. 

Striking  points  reveal  themselves 
as  you  use  "AMERICAN"  made 
brick  in  white  or  mottled  effects  for 
exterior  or  interior  purposes. 

You  get  the  benefit  of  twenty- 
seven  years  experience. 

There  will  be  no  delay  in  ship- 
ments of  standard  product. 

See  Sweet's  Catalogue  in  U.S.A. 
and 

Specification  Data  in  Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and  Fire  Brick. 
52  Vanderbilt  Ave.,  New  York  City. 


The  "CANWELD"  Concrete  Buggy 


The  most  durable  and  serviceable  concrete  buggy  made. 
It  is  constructed  throughout  of  wrought  iron  and  steel 
(no  cast  iron  is  used).  Is  mounted  on  a  pair  of  strong 
36  inch  wheels,  with  wide  rims,  running  smoothly  on 
a  rigid  axle,  the  whole  well  balanced. 
Capacity  6  cu.  ft. 

Consult  us  first  when  in  the  market  for  concrete 
buggies. 

Prompt  Shipment  from  Stock. 

Canadain  Welding  Works  Limited 

Architectural  Iron  Works. 
Steel  Tank  Manufacturers.  Welding  Engineers. 

134  Queen  Street,  Montreal. 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

IT—  (LARGE  STOCK  ON  HAND) 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE      -  ONTARIO 
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RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 

Air  Compressors 
Boilers 
Buckets 
Cars 

Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Locomotives 
Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—280] 
Yards  and  Shops — New  Toronto,  Canada 


The  Wickes 
Blue  Print  System 


Simplicity  of  design 
is  a  big  feature  of  the 
design  of  the  Wickes 
Blue  Print  System. 
There  is  no  need  for 
its  operator  to  take 
up  valuable  time  tin- 
kering with  the  ma- 
chine or  fussing 
around  getting  it  to 
work.  Absolute  de- 
pendability and  long 
life  is  assured  every 
purchaser. 


There  is  no  glass  cy- 
linder to  clean  or  to 
replace  at  great  ex- 
pense. There  are  no 
series  of  belts  to  de- 
mand attention — just 
one  "plain  continuous 
wide  belt,  the  life  of 
which  is  guaranteed 
for  years'  constant 
service  and  which 
will  last  as  long  as 
the  machine  itself. 


Ask  for  Catologue 

Wickes  Brothers 


1856 


1920 


2805  Water  Street,  Saginaw,  Michigan 

Builders  of  Heavy  Duty  Plate  and  Structural  Tools,  Heavy  Duty  En- 
gine  Lathes,   Special  Production   Lathes  and  Crankshaft 
Turning  Equipment 


Owen  Buckets 

cover  a  range  of  work  that  ordinarily  requires  the 
use  of  two  or  more  buckets  of  different  design  be- 
cause their  adjustable  features  of  operation  quickly 
adapt  them  for  efficient  use  on  any  crane  or  derrick 
and  in  all  kinds  of  material. 

Eliminate  idle  equipment.  Let  the  Owen  work  for 
you  every  minute. 

The  Owen  Bucket  Co. 

53  Rockefeller  BIdg.,  Cleveland,  0. 

Canadian  Agents: 
A.    R.    Williams   Machinery   Co.,  Ltd., 
TORONTO,  ONT. 


DAYTON -DOWn 

*^     CENTRIFUGAL  PUMPS 


Dayton-Dowd  centrifugal  pumps  are  representative  of  the  highest 
principles,  of    workmanship   and   design.     Each   pump   is  rigidly 
tested    before    leaving    the    factory    under    the    exact  conditions 
which  will  be  imposed  upon  it  when  in  service. 
Fullest  particulars  gladly  sent  on  request. 

Dayton-Dowd  Co.,   Quincy,  111. 

The  Arthur  S.  Leitch  Co. 

SALES  ENGINEERS       KENT  BLDG.,  TORONTO 

Montreal  Agents 

Equipment  Specialties,  Ltd.         10  St.  Antoine  St. 


174 


THE  CONTRACT  RECORD 


June  9,  1920 


SARNIA  BRIDGE  CO.,  LIMITED 


Structural  Steel  Boiler  Tubes 

Alloy  Steel  Road  Drags 

Warehouse  Stock   of   All  Kinds  for   Quick  Shipment 


TORONTO  OFFICE: 
HEAD  OFFICE : 


103  Pacific  Building. 
SARNIA,  CANADA. 


Phone  Main  3444 
Phone  289 


THE  ENGINE/REFINEMENX" 

Tor  <?/>e 

finest  boats  tfatf/oat 

A  COAL  SHORTAGE 

may  be  felt  in  your  plant  this  winter. 

Railroad  and  mine  strikes  have  curtailed  coal  production.  The 
experience  of  last  winter  will  be  repeated ;  you  may  be  one  of  those 
calling  us  up  for  an  emergency  gasoline  engine.  Then  maybe  we 
can't  deliver. 

Now  we  can,  in  60  days.     Think  it  over. 
NOMINAL  COST  HIGH  EFFICIENCY 


Interior  pump  house.  Laval  De  Rapids,  Que.  Model  FC  4-cylinder 
Sterling,  ]00  H.P.,  direct  connected  to  turbine  fire  pump  for  standby 
service  as  a  protection  against  break  down. 

Catalog  on  request. 

STERLING  ENGINE  CO.,  Dept.  C-9,  Buffalo,  N.Y.,  U.S.A 

4,  6  and  8  cylinder,  12  to  300  H.P.,  speeds  of  400  to  1500  r.p.m. 
for  centrifugal  fire  pump  and  electric  generator  drives. 


CANADIAN  CHICAGO  BRIDGE 
and  IRON  COMPANY 

Limited 

ELEVATED  STEEL  TANKS 
and  STANDPIPES 

For  Municipal,  Railroad  and  Factory  Service. 
We  also  construct  storage  tanks  for  Oil, 
Molasses,  Pulp,  Acids  and  other  liquids. 

Our  Product  is  Made  in  Canada 

Catalogue  No.  16  gladly  mailed  on  request. 
Our   Engineering   Experience  is  at  your 
Disposal. 

Sales  Office:  Montreal,  Que. 

260  St.  James  Street. 
Works:  Bridgeburg,  Ontario. 


Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt    Deliveries.        Attractive  Pricei. 


Address  your  inquiries  to 

CANADIAN  DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 

CHATHAM,  ONT.      275  Inshes  Ave. 

Made  in  Canada 


Save  Coal  and  Power 


Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 


BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT. 
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STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


"STEELWORK  WHEN  YOU  WANT  IT" 

Standard  Steel 
Construction  Co.,  Limited 

Port  Robinson,  Ontario 
Manufacturers  and  Erectors 

Girders,  Columns,  Trusses,  Etc. 

Steel  Buildings  and 
Bridges 

Bars,  Angles,  Plates,  Beams,  Channels, 
Rivets,  Bolts,  Etc. 

In  Stock  for  Immediate  Shipment 

If  you  are  intending  to  purchase  steel- 
work for  any  purpose  it  will  be  to  your 
interest  to  permit  us  to  quote. 

A  pott  card  will  bring  you  our  monthly  stock  list 
by  return  mail 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office— 
95  King  Street  East 
TORONTO 


Works- 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 
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Algoma 

Structural  Steel — Merchant  Bars 


Blooms,  Billets  and  Slabs 


Concrete  Reinforcing  Bars 


Shafting — Pulleys — Hangers 
Iron,  Brass  and  Bronze  Castings 


VALVE- HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


STEEL  RAILS— Open  Hearth  Quality 
All  Sections— 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 

Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 

Basic        Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie         -         -  Ontario 
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FLOORS 

The  Wood  Mosaic  Kind 


For  every  home — Old  or  New.  Can  be 
installed  by  your  mechanics.  Our  5/16" 
flooring  can  be  laid  in  old  or  new  houses. 
We  make  all  kinds  and  thicknesses;  Wood- 
Carpet,  strips,  Plain  and  Ornamental  Par- 
quetry, Tongue  and  Groove  Flooring. 

Send  accurate  measurements  of  rooms 
for  sketch  with  exact  estimate  of  cost  of 
the  flooring  required.  Instructions  for  lay- 
ing and  finishing  accompany  all  orders 
shipped. 

Floor  laying  firms  in  many  locations  in 
Canada  are  now  handling  our  material. 


Send  for  Free  Catalog 

Wood-Mosaic  Company 

NEW  ALBANY,  INDIANA 


DOORS  AND 
SASH 

Why  should  ( get  my  doors  and  sash 
from  the  Pannill  Door  Company  ? 

BECAUSE:— 

Their  stock  is  high-grade  in  every 
respect. 

Their  service  is  good — I  will  get  deliv- 
ery when  I  want  it,  and  as  I  want  it. 

I  can  depend  on  their  statements  and 
promises  and  anything  which  is  not 
right  will  be  rectified. 

Their  prices  are  right. 

Klitnax  Doors  with  Birch  Panels  will  in- 
crease the  value  of  your  house, 

T^E  PANNILL  Sanv 

131  Front  Street  East,  TORONTO,  ONT. 

Phone  Main  659 


WOOD  TANKS 

ALL  STYLES  and  SIZES 
300  to  100,000  gal.  capacity 

PINE  —  B.C.  FIR  —  CYPRESS 

All  over  Canada  IukoimtS  TANKS  are  giving 
efficient  Service,  a  Service  that  is  guaranteed  by 
first  class  material  and  expert  workmanship. 

Send  us  particulars  of  your  tank  requirements 
small  or  large.  Our  engineering  is  at  YOUR 
service  without  obligation  on  your  part. 

ONTARIO  WIND  ENGINE  &  PUMP  CO.,  LTD.,  Head  Office:  TORONTO 

Branches — Montreal,  Regina,  Winnipeg,  Calgary 
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St.  Maurice  Lime 

Quality  Products 

Room  15,  Balcer  Bldg.,  Three  Rivers 

Represented  at  Montreal  by: 
M.  W.  McNALLY  &  CO.  LTD. 
50  McGill  Street. 

Represented  at  Quebec  by: 
THE  CITADEL  BRICK  &  PAVING  BLOCK  CO. 
320  St.  Paul  Street. 


Steel  Plate  Work 


Steel  Tanks 
Stand  Pipes 
Smoke  Stacks 
Boiler  Breachings 
Riveted  Steel 

Pipe 
Steel  Bins 
Hoppers 

Structural  Steel 
Work 


Send  us  your  speci- 
fications 

Quality  &  Service 


William  Hamilton  Co. 

Limited 

Peterborough,  Canada 


r\   I  IT   O  New  and  Relaying 
I\.«r\lLi3  Switches,  Turntables,  Etc. 

Carried  in  Stock 

Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


Bricklayers  Prefer 

RENFREW  LIME 

It  saves  time,  makes  better  mortar,  requires 
less  tempering.  Lime,  Brick,  Farm  Tile 
supplied  in  straight  or  mixed  car  lots. 

Get  our  prices. 

Jamieson  Lime  Company 

Renfrew,  Ontario 


GRAVEL 

Either  Screened  or  Unscreened 
in  Car  Loads  on  any  C.P.R.  or 
G.T.R.  Siding.  Also  Screened 
Sand  for  all  purposes. 

SAND  &  SUPPLIES.  LTD. 

19  MEL1NDA  STREET,  TORONTO 

Telephones;  Office,  Main  2606.    Evenings,  Parkdale  1971 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


BRITISH  COLUMBIA 
FOREST  PRODUCTS 

We  shall  be  pleased  to  furnish  information  regarding 
British  Columbia  Woods  to  Contractors  or  others 
interested  therein. 

NOTE — -We  do  not  quote  prices. 

Adilri'Hs  inquiries  to 

B.  C.  Lumber  Commissioner 

No.  1  Adelaide  St.  East      TORONTO,  ONT. 

(Ground  Floor)  Main  6872 
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ROAD  SCRAPER  BLADES 

Renew  your  old  wheeled  scraper  bowl  with  the  ECONOMY  REPAIR  BLADE.  Any 
blacksmith  can  attach  it  by  cutting  the  edge  of  the  bowl  square,  drilling  holes  to  match 
these  in  the  blade  and  riveting  it  to  the  bowl. 


ECONOMY   REPAIR  BLADE 


These  blades  are  made  of  steel  6  in.  wide  by  3  1-1G  in.  thick,  giving  a  new  cutting  edge 
3  in.  wide  and  allowing  3  in.  to  lap  top  and  bottom  where  it  is  riveted  on  the  bowl. 
Road  Scraper  Blades  and  moldboards  to  fit  all  makes  of  machine.  Prompt  shipments 
from  stock;  over  150  patterns. 

SHUNK  PLOW  COMPANY,  Bucyrus,  Ohio 


A  trial  will  convince  you 

that  the  use  of  these 
blades  is  genuine  economy 


BOWL    WITH  REPAIR 
BLADE  ATTACHED 


The  right  truck  is 
one  that  will  reduce 
your  present  delivery 
and  haulage  costs. 
One  that  will  move 
your  equipment  and 
supplies  with  the 
greatest  speed  and 
least  cost.  One  that 
will  work  at  capa- 
city under  the  high- 
est pressure  and 
come  through  on 
top. 

Such  a  truck  it  the  '  'Sea- 
grave  - Loughead. "  Ask 
us  to  send  fullest  par- 
ticulars. 


MADE 
IN 

CANADA! 


Seagrave-Loughead  Company  Limited,  Sarnia,  Ont. 

SOME  TERRITORY  STILL    OPEN   FOR    LIVE  REPRESENTATIVES 


J.  G.  Alltn,  President 


James  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  CO. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 


HAMILTON,  ONT. 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Willis  Chipman,  M.  Eng.   Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
5eo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 
Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals  of  Works  and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
tt  Toronto  Street  -  TORONTO,  CAN. 
Water  Supply  and  Purification;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
Disposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.,  Ltd. 

"FARADAY  WORKS'* 

LEICESTER    -  ENGLAND 

INTERPHONES 

Cables:  "Lodestone,  Leicester" 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 
Inspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point  of   manufacture,   and   Testing  in 
our  own  Laboratories. 
The   most   up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
406-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply;  Sewerage,  and  Drainage  ;  Water 
Purification;  Disposal  of  Sewage  and  Refuse : 
Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bids.  Telephone 
MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridget  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE        WILLIAM  STORRIE 

M  E. I.C..  M.INST.  C.E..  M.E.I.C..  A.M.INST.  C  E. 

M.AMEK.  W.  W.ASSOC.  M.  AMER.  W.  W.  ASSOC. 

GEORGE  G.  NASMITH,  C.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC  HEALTH  SPECIALISTS. 
Confederation    Life   Building,  TORONTO. 


McAllister  &taylor 

ENGINEERS  *  CONTRACTORS 
J.  W.  McAllister  Johm  Taylor. 

M.  Am.  Soc.  C.  E. 
17  Sun  Life  Bldg.,  HAMILTON.  ONT. 
Harbor   Improvements  and  Dredging 
Dams,  Piledrlvlng,  Concrete  Work  and 
Excavation.    Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


Phone  Main  2449  P.  O.  Box  -  3064 

ALEXANDER  WILSON 

Consulting  and   Supervising  Engineer 

Reports  Estimates  Valuations 

Power  Development  and  Transmission 
Industrial  Plants  Illumination 
Yorkshire  Bldg.,  136  St.  James  St. 
MONTREAL,  QUE. 


Pass  it  along: 

When  you  have  finished 
reading  this  paper  pass 
it  along  to  your  clerks. 
Encourage  them  to  read 
it  regularly--it  will  help 
them  and  that  means  it 
will  help  you. 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  &  Inspectors 
PAVING 
Designed,  Superintended,  Inspected. 
Chas.  A.  Mullen,  Director. 

CEMENT  &  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination 


Pen 


V.  K.  Stalford,  a.i.e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
Pipe,  Tile,  Building  Blocks  and  Trim 


FRED  HOLMES'  SONS 

LIMITED 
GENERAL  CONTRACTORS 

123  Bay  St. 
Main  4472  TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  A  ngles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works— 63  Esplanade  E,  TORONTO 
Phones— Main  904  and  905 


Crushed 

Stone 
Steel  and 
Wood 
Water  Pipe 


T.  A.  Morrison  &  Co.,  Montreal1 


Established  1884. 


Main  2453. 


Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 
Night  'Phones— Park    688.    Park  8802. 
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Robert  W.  Hunt 
President 


Charles  Warnock 
Vice  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches;         Toronto         Vancouver         London,  England 


E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Construction 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont.; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.      PHILLIPS  SQUARE 
MONTREAL 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  ot  Wire-Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling— Poritlvely  LEAK  PROOF. 
We  are  the  originator!  of  the  BORED  OUT  Wood  Sleeve  Coupling. 
Write  for  Illustrated  Catalogue. 

850  Hastings  St.  W.      VANCOUVER,  B.C 


J.  P.  An^lin,  B.Sc.        H.  J.  Gross         C.  D.  Harrington,  B.Sc. 
President         Vice  Pres.  &  Treas.  Vice  Pres.  &  Manager 

ANGLIN-NORCROSS 

LIMITED 

CONTRACTING  ENGINEERS  &  BUILDERS 


Halifax  Shipyards,  Halifax 
Crane  Compan-',  Montreal 
Ames-Holden-McCready,  Ltd.,  Montreal 
Children's  Memorial  Hospital,  Montreal 
Steel  Company  of  Canada,  Montreal 
Canadian  Cottons  Limited,  Cornwall 
Canadian  Cottons  Limited,  Milltown,  N.B.- 
Canada Amusement  Company,  Montreal 
Merchants  Bank,  Toronto 
Belding  Paul  Corticelli  Co.,  St.  Johns,  Que.- 
Belding  Paul  Corticelli  Co.,  Montreal 


MONTREAL 


TORONTO 


-Office  &  Power  House 
-Large  Industrial  Bldg 
-Factory 
-Hospital 

-Nut  and  Bolt  Works 
-Weave  Shed 
-Weave  Shed 
-Loft  Building 
-Bank  Building 
-Factories 
-Factory 

HALIFAX 


WE  NEED  THE  SPACE 
OCCUPIED  BY 

One  Model  30  Marion  Shovel, 
Revolving,  Long  Boom  and 
Dipper  Stick.   7-8  yd.  Dipper. 

15  Ton  Waterous  Road  Roller. 
20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 
25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 
50  Assorted  Two-Wheel  Dirt  Scrapers. 
\y2  yd.  and  2  yd.  Clam  Shell  Buckets. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

4%  x  6  Single  Drum  Builder's  Hoist. 
No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

1  yd.,  V2  yd.  and  1/3  yd.  Concrete  Mixers. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 
The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street     -     Vancouver,  B.  C. 
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We  are  builders  of  railway  vehicles  to  suit  every  requirement  of  passenger 
freight  and  general  service  on  steam  and  electric  lines  either  to  the  purchaser's 
or,  if  required,  to  our  own  designs  and  specifications  for  home  or  export  orders 

Among  our  many  other  products  are  the  following:  — 


STEEL 


IRON 


CASTINGS 
ROLLED  BARS 
PRESSED  WORK 
COUPLERS 
SPRINGS 
BOLSTERS 
BRAKE-BEAMS 
DRAFT-ARMS 
RAILWAY  TRACKWORK 
ROLLING  MILL  ROLLS 
ETC. 


MALLEABLE  CASTINGS 
ROLLED  BARS 
CHILLED  WHEELS 
DROP  FORGINGS 
ROLLER  SIDE  BEARINGS 
ETC. 


If  not  mentioned  here  it 
is  probably  an  "  Etc." 


FERRO-ALLOYS 

CASTINGS 
CRUSHER  JAWS 
DIPPER  TEETH 
BUCKET  LIPS 
PINS  &  BUSHES 
CRANK  SHAFTS 
CRANK  PINS 
ROLL  SHELLS 
SPECIAL  TRACKWORK 
ROLLING  MILL  ROLLS 
ETC. 


Our  plants  are  thoroughly  equipped  for  large  and  efficient  production, 
and  we  invite  correspondence  from  those  interested. 

Kindly  address:-     Sales  Department,  P.O.  Box  180,  Montreal 

CANADIAN  CAR  &  FOUNDRY  CO.,  LIMITED 
CANADIAN  STEEL  FOUNDRIES  LIMITED 
THE  PRATT  &  LETCHWORTH  CO.,  LIMITED 

PLANTS  AT  MONTREAL,  AMHERST,  N.S.,  WELLAND,  ONT.,  BRANTFORD,  ONT.,  FORT  WILLIAM,  ONT. 


Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  a,re  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


r—Including- 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 

GALT  ONTARIO 


June  9,  1920 


THE  CONTRACT  RECORD 


No  More  Leaky  Roofs 

Keep  your  Roofs  watertight 
for  ten  years.    One  coat  of 

STORMTIGHT 

saves  the  cost  of  tearing  up 
old  worn  material  —  saves 
the  cost  of  a  new  roof. 

Permanent  Protection 


No  Repairs 


SONNE  BORN  PRODUCTS: 
IAPIPOIITH 

makes  old  or  new  concrete  floors  dust-free  and  wear- 
proof by  chemical  action.     Just  flush  it  on. 

Qmcoatr 

the  durable  Mill  White.  Washable,  of  exceptional 
covering  capacity.  Gloss,  Flat  and  Eggshell,  also 
all  colors. 

rOR  WOODEN  FVOOW^ 

the  modern  wood  preservative  gives  new  life  to  old 
or  new  wooden  floors. 


No  Repainting 


DISTRIBUTED  BY 

N.  J.  Dinneen  &  Co.,  Ltd.,  Winnipeg,  Man. 

John  B.  Keeble  &  Co.,  Toronto,  Out.,  and 
London,  Out. 

The   Western    Supply   &   Equipment  Co., 
Calgary,  Edmonton,  Lethbridge,  Alta. 

Chapman  &  Flinn,  Ltd.,  Amherst,  N.S. 

E.  F.  Stevens,  Halifax,  N.S. 

Sumner  Company,  Moncton,  N.B. 

Shaw  &  Mason,  Ltd.,  Sydney,  N.S. 

Spencer  Bros.  &  Turner,  Ltd.,  Truro,  N.S. 


Write  for  Literature 

MANUFACTURED  BY 

L.  Sonneborn  Sons  Inc.  ml$.l?tl  New  York 
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Not  "How  Cheap" 
But  "How  Long  will 
it  Wear?" 


A 


JP 


But/  "DOMINION"  and 
get  Ultimate  Service  (  

The  Dominion  Wire  Rope  Company,  Limited 

Head  Office:    MONTREAL  Branches:    TORONTO  AND  WINNIPEG 


The  UNIVERSAL  Shovel 

We  illustrate  a  "MARION" 
digging  Iron  Ore  at  Kirke- 
nes,  Norway,  250  miles  North 
of  the  Arctic  Circle 

"MARIONS"  are  universally 

used  due  to  their  GREATER  POWER, 
GREATER  SPEED,  GREATER  ENDURANCE 

If  you  wish  RELIABILITY— 
install  an 

"INDUSTRIAL  WORKS" 

Locomotive,  Coaling  or 
Wrecking  Crane 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 

Telephone  Main  3420 
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WHERE  TRAFFIC  IS  INCESSANT 


"  Fifth  A<.*nue  —  one  of  the  busiest 
thoroughfares      on     the  American 
*    continent    is    pared    with  Hot-Mix 
Asphalt." 


Fifth  Avenue  at  42nrl  Street,  showing  netv  police  signal  towers  for 
controlling  the  ever-increasing  traffic  on  this  street. 


<<IF  scientific  research  and  modern  engineering 
*  practice  could  devise  a  better  pavement,  that 
pavement  would  most  certainly  be  laid  in  all  cities 
where  concentrated  and  varied  traffic  is  incessant 
from  early  morning  till  late  night.  The  constant 
grind  of  heavy,  fast-moving  vehicles,  the  shocks 
from  big  trucks  and  the  strain  imposed  by  steel 
tires  and  horseshoes,  demand  the  very  finest,  ser- 
vice-giving traffic  surface  that  can  possibly  be  built." 
"That  Fifth  Avenue  and  all  the  more  important 
city  thoroughfares  on  the  American  continent  are 
paved  with  Asphalt  means  that  Asphalt  is  the  best 
type  of  pavement  known.  .It  is  well-suited  to  all 
forms  cf  traffic,  it  is  clean,  dustless,  resilient,  noise- 


less, smooth  and  continuous,  non-glaring  and  wear- 
resisting." 

"Asphalt  pavements  seldom  need  repairing,  but  when 
this  does  eventually  become  necessary  it  can  be 
done  economically  and  quickly  in  such  a  way  that 
the  new  patch  becomes  an  integral  part  of  the  old 
surface.  Moreover,  the  first  cost  of  asphalt  is  not 
prohibitive.  From  every  standpoint  the  construc- 
tion of  this  type  of  pavement  is  consistent  with 
wise  and  economical  administration  of  public  funds." 

"All  Imperial  Asphalts  are  refined  in  Canada  at 
our  Montreal  East  Refinery  and  from  the  best 
Mexican  asphaltum  crudes.  Delivery  can  be  made 
to  all  parts  of  the  Dominion,  either  in  specially- 
equipped  tank  cars  or  in  metal  packages." 


IMPERIAL!  ASPHAUT 

Proved  through  the  Ages 


IMPERIAL  PAVING  ASPHALTS     IMPERIAL  LIQUID  ASPHALTS  .    IMPERIAL  ASPHALT  BINDERS 


FOR  DUST  PREVENTION  AMI  FOR  MAINTENANCE 
OF  MACADAM.  GRAVEL. AND  EARTH  ROADS'  ' 


PENETRATION  ASPHALT  PAVEMENTS' 


WX 

I 


ROAD      ENGINEER  IJVG     DEJPA  R  TfWEJV  T 

Imperial  Oil  Limited         Toronto  Ontario 
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Wire  Wound  Wood  Pipe  and  C.  I.  Specials 

Our  Pipe  and  Tanks  are  manufactured  from  the  best  grade  of 
B.  G.  Douglas  Fir  in  the  finest  factory  in  Canada.  Complete 

installations  our  Specialty. 

Write  for  Illustrated  Catalogue  Let  us  Solve  your  Problems 

Canadian  Pipe  Company,  Ltd. 

550  Pacific  St.,  VANCOUVER,  B.  C. 
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McLaughlin  Brothers,  of  Ottawa,  laying  Vitrified  Clay  Pipe 
20  feet  below  the  surface  on  Facer  St.,  St.  Catharines 


The  Right  Material 


NO  matter  how  careful  and  thorough  the  labor  may  be, 
sewers  or  drains  will  only  be  perfect  when  the  right 
material  is  used,  because  they  must  resist  many  very  des- 
tructive forces  through  long  periods  of  time. 

For  such  work  Vitrified  Clay  Pipe  is  unique.  Prepared  by 
Nature  and  equipped  by  Science,  it  withstands  all  of  the 
destructive  elements  that  abound  in  the  earth.  Acids,  alkalies, 
electrolysis,  water  and  frost  have  not  the  slightest  effect  up- 
on it.   It  never  disintegrates,  never  crumbles. 

And  it  is  efficient  to  a  very  high  degree,  for  its  glazed  sur- 
face is  water-proof  and  leak-proof,  promoting  quick  flow 
and  preventing  clogging 

It  is  just  as  satisfactory,  too,  from  the  standpoint  of  econ- 
omy, because  it  requires  no  skilled  labor  to  lay  It,  and  because 
it  is  easily  and  quickly  obtainable  at  all  times. 

All  over  the  world,  Vitrified  Clay  Pipe  is  recognized  for  these 
three  leading  characteristics.  Practically  every  community 
is  laying  some  of  it  all  the  time. 

There  is  a  size  and  type  of  Vitrified  Clay  Pipe  for  every  pur- 
pose.  Special  shapes  on  short  notice. 

For  full  information,  including  quotations,  write  to 
Vitrified  Clay  Pipe  Publicity  Bureau 
8  Colborne  St.,  Toronto,  Out. 
St.  John's,  P.Q.  New  Glasgow,  N.S. 


LAY 
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40  Cubic  Yards  Per  Hour- 

Capacity  of  This 

LONDON 

Mixer 


The  London  Cart 

Keeps  down  the  cost  of  labor  on  every 
job,  because  it  saves  time  in  the  moving 
and  dumping  of  material.  Splendidly 
made — up  to  the  standard  of  all  the 
London  Line  of  equipment — and  will 
last  through  years  of  hard  usage.  The 
London  Cart  is  made  in  our  own  fac- 
tory and  is  second  to  none,  in  make  and 
material,  and  costs  far  less  than  any 
imported  cart. 


With  a  capacity  of  45  cubic 
feet  per  batch;  40  cubic  yards 
hour;  the  London  Concrete  Mixer  No.  30 
has  well  demonstrated  its  value  on  big  jobs 
where  large  volume  of  output  is  necessary.  Contractors  re- 
cognize in  the  posession  of  the  London  Mixer  a  means  of 
tackling  any  concrete  job — no  matter  how  large.  What  is 
more,  the  London  Concrete  Mixer  will  stand  the  strain  of  con- 
tinuous hard  wear,  because  it  is  built  right  of  the  most  dur- 
able material. 

These  features  of  rapid  work,  consistent  running  and  dur- 
ability can  be  translated  into  dollars  and  cents  value  to  the 
progressive  contractor  who  sees  that  his  equipment  includes 
the  London  Mixer. 

We  manufacture  a  complete  line  of  Concrete  Mixers,  Dia- 
phragm Pumps,  Gasoline  Hoisting  Engines,  Brick  Machines, 
Block  Machines,  Tile  and  Sewer  Pipe  Moulds.  Our  catalogue 
will  be  sent  on  request.  Write  for  further  particulars. 

The  London  Concrete 
Machinery  Co.,  Limited 

LONDON  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery 
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PATENT 


WITH  'TRIPLE  'TWISTED  ?  INDESTR 


THE  BELT  FOR  UNFAILING 

SERVICE 


The  belt  which  is  to  give 
steady  unfailing  service,  free 
from  breakdowns,  would  of 
necessity  have  to  embody  cer- 
tain features. 

For  instance — 
It  would  have  to  be  practic- 
ally stretchless. 

It  would  have  to  eliminate 
slipping  and  friction. 

It  would  have  to  be  im- 
pervious  to   such  destructive 


agencies  as  water,  oil,  acids, 
etc.,  while  its  edges  must  with- 
stand action  from  guide  forks, 
shifters  and  flange  pulleys. 

Such  qualities  are  not  al- 
ways to  be  found  in  Belting, 
and  high  transmission  costs 
are  the  result. 

But  in  "Gripoly"  every  one 
of  these  qualities  have  been  de- 
veloped to  the  highest  degree. 
"Gripoly"  therefore  is  the  belt 
to    lower    your  transmission 


Patent  "GRIPOLY"  is  manufactured  in 
Great  Britain  by  Lewis  &  Tylor  Limited 

Stocked  and  Sold  by 

"CAM-FISH"  CO.,  LTD. 

Importers  and  Distributors  of  Engineering  Supplies 

55  BAY  ST.      TORONTO,  CAN. 


costs  no  matter  under  what 
conditions  it  is  to  operate. 

A  postcard  will  bring  you 
fullest  particulars. 


Note  the  Edges 
They  Cannot  Fray 
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CLASSIFIED  INDEX  TO  ADVERTISEMENTS 

The  following  regulations  apply  to  all  advertisers: — Eighth  page,  every  issue,  three  headings; 
quarter    page,    six    headings;    half    page,  twelve   headings;    full   page,    twenty-four  headings 


Acetylene  Gas 

The  Prest-O-Lite  Co. 


Inc. 


Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 

Canadian  Allis-Chalmers,  Ltd. 
Air  Washing  Plants 

Spray    Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoists 

Canadian  Ingersoll-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Ash  Conveyors 

liooker  &  McKechnie 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 
Ash  Hoists 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Asphalt 

Asphalt  Association 
Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  U. 
Beam  Spans 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 
Sarnia  Bridge  Company 
Belting    (Transmission,  Elevator, 

Conveyor,  Rubber) 
Cam-Fish  Company 
Dunlop  Tire  &  Rubber  Goods  Co. 
Goodyear  Tire  &   Rubber  Goods 

Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Blocks  (Wire  and  Manilla  Rope) 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Boilers 

Canadian  Mead-Morrison  Co. 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Ingersoll-Rand  Co. 

Inglis  Company(  John 

Marsh  Engineering  Works,  Ltd. 

Mussens  Limited 

Robb  Engineering  Works 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 
Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 
Boxes — Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Brass  Goods 

Dunlop  Tire  &  Rubber  Goods  Co. 
Brick  Dryers 

Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 

Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton   Rridee  Works  Co. 
Standard  Steel  Construction  Co. 
Toronto  Steel  Construction  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoincs  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Sarnia   Bridge  Company 

Buckets 

Canadian  Link-Belt  Co. 
Canadian    Mead-Morrison  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Mansfield  Engineering  Co. 
Morris  Crane  &  Hoist  Co.,  Her- 


Buckets   (Drag  Line) 

Brown  Hoisting  Machinery  Co. 

Mansfield  Engineering  Co: 
Buckets — Steel 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Mansfield  Engineering  Co. 

McKinnon  Steel  Company 

Marsh  Engineering  Works,  Ltd. 
Building  Materials 

Britnell  Limited 

IJrummond   and  Reeves 

Robertson  Co.,  H.  H. 

Sand  &  Supplies 

Trussed  Concrete  Steel  Co..  Ltd. 

Vitrified  Clay  Pipe  Publicity 
Bureau. 
Building  (Steel) 

Standard  Steel  Construction  Co. 
Cable 

Dominion  Wire  Rope  Co.,  Ltd. 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cars — Steel  Body 

Marsh  Engineering  Works,  Ltd. 

Mackinnon   Steel  Co. 

Williams  Machinery  Co.,  A.  R. 
Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link- Belt  Co 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 
Castings — Grey  Iron 

Canadian  General  Electric  Co 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb  Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd 

Trussed  Concrete  Steel  Co. 
Cement 

Super  Cement   (America)  Ltd. 

Britnell  &  Company 

Canada   Cement  Company 
Cement  Hardener 

Beveridge  Paper  Co. 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company.  Limited 

TJ°nY",!.on  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 
Centrifugal  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co 

Canadian    Ingersoll-Rand  Co 

Dayton  Dowd  Company 

National  Equipment  Company 
Chains 

Canadian  Link-Belt  Co 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Vitrified  Clay  Pipe  Publicity 
Bureau. 
Coal  Handling  Apparatus 

Canadian    Mead-Morrison  Co. 

Brown   Hoisting  Machinery  Co. 

Canadian   Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Llte  Co..  Tnc. 
Concrete  Block  Machinery 

Tdeal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 
Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co 
Concrete  Culvert  Pipe 

Concrete  Pipe  &  Products  Co. 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Ideal  Concrete  Machinery  Co. 


London  Conciete  Machinery  Co. 

Mussens  Limited 
Concrete  Sewer  Pipe 

Dominion  Concrete  Company 

Verified  Clay   Pipe  Co 
Conduits 

Conduits    Company,  Limited 

National   Conduit  Company 

Vitrified  Clay  Pipe  Publicity 
Bureau. 
Contractors 

Anglin-Norcross  Limited 

Archibald  &  Holmes 

Canadian  Engineering  &  Con- 
tracting Co. 

Cape  &  Company,  E.  G.  M. 

Dufferin   Construction  Co. 

Gore,  Nasmith  &  Storrie 

Holmes  &  Co.,  Fred 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Miller  &  Son.  Roger 

Thomson  Bros. 

Wells   &  Gray 
Contractors'  Bonds 

Canadian  Surety  Company 

London   Lancashire   Guaranty  & 
Accident  Company 

United   States   Fidelity   &  Guar- 
anty Company 
Contractors'  Plant  &  Supplies 

Austin  Machinery  Co. 

Ball  Engine  Company 

Canadian  Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Brown     Hoisting     &  Machinery 
Company 

Canadian   Allis-Chalmers  Ltd. 

Canadian  Link  Belt  Co. 

Dake  Engineering  Works,  Ltd. 

Gartshore,  John  J. 

Hamilton  Bridge  Works  Co 

Hepburn  Ltd.,  John  T. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Manitoba  Bridge  &  Iron  Works 

Marsh  Engineering  Works,  Ltd. 

S'essenwein  Bros. 
Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 
Conveying  Appliances 

Barber-Greene  Company 

Brown  Hoisting  Machinery  Co 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Mansfield  Engineering  Co. 
Cooling  Equipment 

Spray   Engineering  Co. 
Core  Drills 

Canadian   Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  1  ink  Belt  Co. 

Canadian  Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Maritime  Bridge  Company 

Morris  Crane  &  Hoist  Co.,  Her- 
bert. 

Northern    Crane  Works 
Creosote  Oils 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada  Crushed  Stone  Corpora 
tion 

Crushed  Stone.  Limited 

Montreal  Crushed  Stone  Co. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian    Tneersoll-Rand  Co 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

London  Concrete  Machinery  Co 

Mussens  Limited 
Damp  Proof  Coating 

Barrett  Company.  Limited 

Beveridge  Paper  Co. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil   Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Doors 

Pannill  Door  Company 
Derricks  and  Derrick  Fittings 

Canadian   Mead-Morrison  Co. 
Hepburn   Ltd.,  John  T 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Maritime  Bridge  Company 
Marsh   Engineering  Works,  Ltd. 


National  Equipment  Company 

Northern  Crane  Works 
Diamonds 

Joyce-Koebel  Company 
Diamond   Saw  Teeth 

Joyce-Koebel  Company 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Canadian   Mead-Morrison  Co 

Hopkins  &  Co.,  Ltd.,  F.  H 
Drills 

Canadian   Allis-Chalmers  Ltd 

Canadian   Ingersoll-Rand  Co 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 
Dump  Cars,  Wheels,  etc. 

Gartshore,  John  J. 

Hopkins  &  Co.,  Ltd.,  F  H 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd 
Dump  Wagons 

Seagrave,  Lougheed  Co. 

Swedish  Crucible  Steel  Co. 
Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 
Elastite 

Carey  Company,  Philip 
Electric  Impulse  Clocks 

Gent  &  Company,  Limited 
Electric  Water  Systems 

Ontario   Wind    Engine   &  Pump 
Company 
Electrical  Specialties 

Spielman  Agencies  Regd 
Electrical  Supplies 

Canadian  General  Electric  Co. 
Elevator  Doors 

Ormsby  Company,  A.  B. 
Elevators 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg^  Co.,  Columbus,  Ohio 

Northern   Crane  Works 

Turnbull  Elevator  Company 
Enameled  Brick 

American  Enameled  Brick  & 
Tile  Company 
Engines 

Canadian   Allis-Chalmers  Ltd 

Canadian  Blower  and  Forge  Co 

Hopkins  &  Co.,  Ltd.,  F.  H 

Inglis  Company,  John 

Robb   Engineering  Works 

Waterous  Engine  Works  Co 
Engines — Swinging 

Canadian  Mead-Morrison  Co 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec- 
tion Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co 

R  ■  &  W.  S.  Lea 

Worthington,   W  R 
Excavators 

Ball  Engine  Company 

Canadian   Mead-Morrison  Co 

Engineering  &  Machine  Wks.  Co 

Harris  Mfg.  Co.,  J.  W. 

Hopkins  &  Co.,  -Ltd.,  F.  H. 

Mansfield  Engineering  Co. 
Exhaust  Heads 

Canadian  Blower  and  Forge  Co 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co 
Fire  Brick  (Plastic) 

Beveridge   Paper  Co. 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  R. 

Roherson  Oleson  l.imied 
Fire  Escapes 

Canadian  Welding  Works 

D»nnis  Wire  &  Iron  Works  Co 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Dunlop  Tire  &  Rubher  Goods  Co 
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T  N  THE  STATES,  it  fs  generally  known  among 
contractors  that  the  Erie  is  the  speediest  and 
most  powerful  revolving  steam  shovel. 

The  preference  for  the  Erie  is  the  result  of  many 
careful  comparisons,  made  by  owners  who  have  had 
long  experience  with  steam  shovels. 


ERIE 


Revolving 
Shovels 


London 


2,000  years  wise, 
receives  a  surprise 

The  first  steam  shovel  that  ever  traveled 
the  streets  of  London!  An  ERIE  on  its 
way  to  dig  the  first  cellar  ever  excavated 
by  steam  shovel  in  England. 

The  ERIE  proved  to  be  "  of  inestimable 
value,  cutting  our  excavation  costs  in  half," 
writes  F.  D.  Huntington,  Managing  Di- 
rector of  F.  D.  Huntington,  Ltd.,  the  pro- 
gressive London  contractors  who  intro- 
duced the  revolving  traction  shovel  in  Eng- 
land. 

British  contractors  watched  the  new 
method  of  cellar  excavation  with 
great  interest.  Their  satisfaction  with 
the  Erie  Shovel  is  best  shown  by 
the  fact  that  there  are  now  many 
Eries  at  work  in  Great  Britain — 
digging  cellars  and  sewer  trenches, 
grading  roads,  quarrying  rock,  and 
excavating  sand,  gravel,  shale,  etc. 

We  will  be  glad  to  send  you  a 
bulletin  of  facts  and  photos  show- 
ing just  what  kinds  of  work  thj 
Erie  is  doing.  Write  for  Bul- 
letin C. 

Ball  Engine  Co.  Erie,  Pa., U.S.  A. 

Builders  of  ERIE   Steam  Shovels, 
Locomotive    Cranes  and 
Railway  Ditchers. 
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Fittings 

Crane  Limited 
Flag  Poles 

MacKinnon  Steel  Company 

Ontario   Wind   Engine  &  Pump 
Company 

McGregor  &  Mclntyre 
Flooring  Materials 

Armstrong  Cork  Company 

Imperial  Oil  Company 

Sonneborn  Sons.  Inc..  L. 

Vitrified  Clay  Pipe  Publicity 
Bureau. 

Forges 

Canadian  Blower  and  Forge  Co. 
Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 
Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

London  Concrete  Machinery  Co. 

Ontario   Wind   Engine   &  Pump 
Company 

Osborn  Canada  Ltd.,  Samuel 
Generators 

Canadian  General  Electric  Co. 
Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown     Hoisting     is  Machinery 
Company 
Gravel 

Sand  &  Supplies 
Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 


Hauling  Contractors 
Augstrom  &  Verochio 

Heating  Apparatus 

Dunham  Company,  C.  A. 
Canadian  Blower  and  Forge  Co. 
Montreal  Machine  Shop,  Ltd. 

Heat  Insulating  Materials 
Armstrong   Cork  Company 

Heating  Systems  (Steam  Traps) 
Dunham  Company,  C.  A. 

Hoists,  Electric 
Canadian  Link-Belt  Co. 
Northern   Crane  Works 

Hoisting  Apparatus 

Brown  Hoisting  Machinery  Co. 
Canadian  Mead-Morrison  Co. 
Herbert  Morris  Crane  &  Hoist 

Company 
Hopkins  &  Company,  F.  H. 
Jeffrey  Mfg.  Co.,  Columbus,  Ohio 
London  Concrete  Machinery  Co. 
Marsh  Engineering  Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams  Machinery   Co.,   A.  R. 

Hoisting  Engines 

Canadian    Allis-Chambers  Ltd. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Goodyear  Tire  &  Rubber  Co. 

Hydrants 
Canada  Iron  Foundries 
Kerr    Engine  Company 
Gartshore-Thompson  Pipe  Co 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  I, Id. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
McKinnon  Steel  Company 


Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Company 
Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 

Spielman  Agencies  Regd. 

Standard  Underground  Cable  Co. 
of  Canada  Limited 
Insulating  Bricks 

Armstrong  Cork  Company 
Jib  Cranes  (all  kinds) 

Hamilton   Bridge  Works  Co. 

Northern   Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 

Hamilton   Bridge  Works  Co. 
Kilns 

Canadian  Blower  and  Forge  Co. 

McKinnon  Steel  Company 
Lead  Pencils 

American  Lead  Pencil  Company 
"Lidgerwood"  Hoists 

Canadian   Allis-Chalmers  Ltd. 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Rail  Engine  Company 

IWown     Hoisting     &  Machinery 

/company 
""Canadian  Link-Belt  Co. 
Lumber 

B.    C.    Lumber  Commissioner 
Machinery  Insulation 

Armstrong  Cork  Company 
Malleable  Castings 

Pratt  &  Letchworth  Co. 
Metal  Lath 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Trussed  Concrete  Co.,  Ltd. 


Mill  Supply  Department 

Beveridge   Paper  Co. 

Motors 

Canadian  General  Electric  Co. 
Motor  Trucks 

Tiffin  Wagon  Company 

Ford  Motor  Company 
Nozzles 

Spray  Engineering  Co. 
Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 

Hamilton  Bridge  Works  Co. 

Imperial  Oil  Company,  Ltd. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 
Ornamental  Iron 

Canadian  Welding  Works 

Dennis  Wire  Iron  Works  Co. 
Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co 
Packing 

Dunlop  Tire  &  Rubber  Goods  Co 

Paint  (Heated  Surfaces) 
Ric  Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Spielman  Agencies  Regd. 
Paints  (Bridge  and  Structural  Iron 

and  Pipe  Coating) 

Barrett   Company,  Ltd. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Ontario  Rock  Company 

Sonneborn  Sons  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Paint  Spraying  Equipment 

Spray  Engineering  Co. 
Park  Sprinklers 

Spray   Engineering  Co. 
(Continued  on  page  10) 


Stop — Read — and  Ponder 


When  You  Buy  Your  Hoist 
in  the  U.S. 

a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


When  You  Buy  Your  Hoist 
in  Canada 

a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral— Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 

Marsh  Engineering  Works,  Limited,  Ett$£ed  Belleville,  Ontario 

Sales  Agents :  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 
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Trap  Rock— Best  Concrete  Aggregate 

Mr.  William  Barclay  Parsons,  Chief  Engineer,  New  York  Subways  ; 
the  42nd  Street  Tunnel;  Consulting  Engineer  to  the  Hudson 
Terminals,  etc.,  stated  in  brief  in  some  legal  proceedings  in 
regard  to  concrete  : — 

"In  my  opinion,  the  standard  or  best  aggregate  for  concrete  construc- 
tion is  TRAP  ROCK.  The  advantage  that  Trap  Rock  has  over  all  other 
materials,  is  that  it  is  harder,  denser,  and  not  affected  by  chemical  action 
or  fire,  and  is  very  much  harder  to  resist  abrasion." 

ONTARIO  ROCK  COMPANY,  LIMITED 

PHONE    MAIN  6407 
410  CROWN  OFFICE  BLDG..  TORONTO 

TRAP  ROCK  QUARRY 
PRENEVEAU  ONT 


Toronto 


1,0 
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Paving  and  Paving  Materials 
Barrett   Company,  Limited 
Brodics  Limited 
Carey  Company,  Philip 
Dominion  Tar  &  Chemical  Co. 
Imperial   Oil   Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 
Warren    Bituminous   Paving  Co. 

Pipe   (Concrete,   Iron   &  Wood) 
Moving  Hydraulic  &  Engineering 

Company 
Dominion   Concrete  Company 
Gartshore  Thompson   Pipe  Co. 
National  Iron  Works 

Pipe   Covering  (Underground) 
Ric-Wil  Company 

Pencils  (Lead) 

American  Lead  Pepcil  Company 

Perforated  Metals 
Canada  Wire  &  Iron  Goods  Co. 

Pile    Priving  Machinery 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian   Blower  and   Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Kobb   Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Waterous   Engine   Works  Co. 

Road  Material 
Barrett  Company 
Dominion  Tar  &  Chemical  Co. 

Rolling  Steel  Doors 
Ormsby  Company,  A.  B. 

Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 

Asbestos   Mfg.  Company 
Barrett  Company,  Limited 
Biantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company.  Ltd. 
Vitrified  Clay  Pipe  Publicity 
Bureau. 

Rubber  Goods 

Barrett  Company,  Limited 

Koad  Oil 

Imperial  Oil   Company,  Ltd. 

Pneumatic  Machinery 
Canadian   Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American   Well  Works 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian   Mead-Morrison  Co. 
Cook,  A.  D. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Inglis   Company,  John 

Ontario    Wind    Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 
Quarry  Machinery 

Canadian  Ingersoll  Rand  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 

Rails 

Sessenwcin  Bros. 


Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 

Gartshore,  ojhn  J. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Steel  Company  of  Canada 
Reinforcements,  Concrete  and  Steel 

Haines  &  David  Ltd. 

Canadian  Siegwart  Beam  Co. 

Burlington  Steel  Company 

Canada  Wire  &  Iron  Goods  Co. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 
Rigging  Screws 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Drags 

Sarnia  Bridge  Company 

Road  Machinery 

Austin  Machinery  Co. 
Saucrman  Bros. 

Road  Materials 

Warren    Bituminous   Paving  Co. 

Road  Scraper  Knives 
Shunk  Plow  Company 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 
Roofing  Material 

Beveridge  Paper  Co. 
Sand 

Sand  &  Supplies 
Saw  Teeth 

Joyce-Koebel  Co. 
Screens 

Canada  Wire  &  Iron  Goods  Co 
Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Tron  Works 
Vitrified  Clay  Pipe  Publicity 
Bureau. 

Sheathing 

Barrett    Company,  Limited 
Shingles  (Asbestos) 

Barrett  Company 
Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 
Shovels  (Steam) 

Ball  Engine  Company 

Canadian  General  Electric  Co. 

Canadian  Mead-Morrison  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 

McGregor  &  Mylntyre 
Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 
Silo  Moulds 

London  Concrete  Machinery  Co. 
Skylights 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Smoke  Stacks 

Canadian   Blower   &   Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Standard  Steel  Construction  Co. 
Kobb   Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 
Stair  Builders 

Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 


McAvity  &  Sons,  T. 
Turnbull  &  Co.,  Harvard 

Steel 

Burlington  Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Co.,  Ltd.,  B.  H. 
McKinnon  Steel  Company 

Nova  Scotia  Steel  &  Coal  Co. 
Toronto  Steel  Construction  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Bars 

Burlington   Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Steel  Lath 

Gait  Art  Metal  Company 

Steel  Pipe_ 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 

Steel  Plate  Construction 

Hamilton   Bridge  Works  Co. 
Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering  Works,  Ltd. 
Standard  Steel  Construction  Co. 
Waterous  Engine  Works,  Co. 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &   Radiation,  Limited 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Street  Oilers 

Seagrave,  Loughe.ed  Co. 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Alfis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Tron  Co 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton   Bridge   Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Wortcs 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 

Tron  Works 
Standard  Steel  Construction  Co 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  T&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &    Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario    Wind    Engine   &  Pump 

Company 
Robh    Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton   Hersey  Company 

Tils  Moulds 

London  Concrete  Machinery  e»o. 


Towers 

Can.  Chicago  Bridge  &  Iron  Co 
Hamilton    Bridge    Works  Co. 

Standard  Steel  Construction  Co. 

Trailers 

Seagrave,  Lougheed  Co. 

Transformers 

Canadian  General  Eelectric  Co. 
Trap  Rock 

Ontario   Rock  Company 

Turnbuckles 

Dominion  Wire  Kope  Company 
Valves 

Canada  Lou  Koundries 

Crane  Limited 

Gartshore  Thompson    pjpe  (_•„ 
McAvity  &  Sons,  Ltd. 
Turnbull  &  Co.,  Harvard 

Ventilators 

Robertson  Co.,  H.  H. 

Ventilating    &    Heating  Apparatus 
Canadian   Blower  and   Forge  Co 

Varnishes — Insulating 
Standard  Undii  gi  ound  Cable  Co 
of  Canada,  Limited 

Wall  Ties 

Canadian    Self-Locking  Concrete 

Wall  Company 
Gait  Art  Metal  Company" 

Wallboard   (Asbestos,  Linabestos) 
Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Beveridge  Paper  Co. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,   Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd 

Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian   Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 

Welding  Apparatus 

Presl-O-Lite  Company,  Inc. 

Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 

Welding  Engineers 

Canadian  Welding  Works 

Well   Drilling  Plants 
American  Well  Works 
Ontario   Wind    Engine    &  Pump 
Company 

Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd 

Wires  and  Cables 

Standard  Underground  Cable  Co 
of  Canada,  Limited 

Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  iron  Goods  Co. 
Johnson  &  Sons,  C.  H. 

Wire  Rope 

Raines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co..  Ltd. 
Osborn  Canada  Ltd  ,  Samuel 

Wood  Pipe 

Canadian    Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver    Wood    Pipe   &  Tank 
Company 

Wood  Preservatives 
Beveridge  Paper  Co. 

Wood  Tanks 

Pacific  Coast   Pipe  Company 
Vancouver  Wood  Pipe  and  Tant 

Company 


June  1G,  1920 


THE  CONTRACT  RECORD 


11 


The  HAMILTON  BRIDGE  WORKS  CO., 

Hamilton,  Canada 


LIMITED 


ENGINEERS  AND 
BUILDERS 

of 

Steel  Railway  Bridges 

Steel  Highway  Bridges 

Steel  Buildings 

Steel  for  Ships 

Steel  Turntables 

Steel  Structures  of 
every  Class 

Enquiries  Solicited 

Capacity    36,000  Tons 


Steel  work  for  Steam  Power  House  recently  erected  for 
The  Dominion  Power  and  Transmission  Co.,  Hamilton. 


Self-Locking  Concrete  Wall  Construction 


s 


AWYER 
YSTEM 


Can.  Pat.  No.  188,642 


Non-  Porous  Pre-Cast  Slabs 

Continuous  Hollow  Air  Chambers 

Speediest  erection  known.  Does  away 
with  costly  skilled  labor  and  can  be  con  ■ 
structed  as  cheaply  as  wood  frame.  Hol  - 
low walls  are  fireproof,  damp  proof,  leak 
proof,  cool  in  summer,  warm  in  winter. 

Architects,  builders  and  contractors 
should  apply  at  once  for  further  particu- 
lars of  the  Sawyer  Patented  Self- Lock- 
ing Concrete  Wall  Construction. 

Write  now  for  exclusive  rights  in  you: 
territory.    It's  a  money-maker. 


Manufacturing  Plants  Are  Being  Established  Throughout  Canada 
Write  for  information  for  y.our  district  to:  — 


The  Canadian  Self -Locking  Concrete  Wall  Co.  (S  YSTEM1  ).  Limited. 

119  Board  of  Trade  Building,  MONTREAL 
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For  All  Excavation  Work 
Phone  Main 
3058 

When  figuring  on  excavation  work  don't 
fail  to  get  in  touch  with  us  for  estimates  and 
advice.  Our  steam  shovel  equipment  is  of 
the  latest  type  and  our  organization  capable 
of  carrying  out  all  classes  of  excavation,  grad- 
ing and  general  construction  work.  In  con- 
junction with  our  work  on  the  job  we  operate 
a  fleet  of  trucks,  and  take  the  responsibility 
of  seeing  every  job  through  without  delay  and 
to  your  entire  satisfaction. 

We  are  also  open  to  rent  our  steam  shovel, 
truck  or  other  equipment. 
Please  let  us  hear  from  you. 

The  Dufferin  Construction  Co.,  Limited 


Engineers  and 
Contractors 


Successors  to  Franceschini  &  Company, 


Night  Phone 

Room  505,  Lumsden  Building,  TORONTO       Kenwood  2862 


ROGER  MILLERS  SONS 


LIMITED 


ENGINEERS 
AND 

CONTRACTORS 

ead  Office:  Lumsden  Building,  TW0NJ0 


June  16,  1920 
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Building  recently  completed  for  Willard*  Chocolates  Limited,  Dupont  St.,  Toronto 

Henry  J.  Chown  Architect 


Work  was  started  on  this  building  Dec.  3,  19 19 
Basement  and  tirst  floor  occupied  Feb.  1,  1920 
Building  completely  occupied        Apr.  1,  1920 

Work  was  done  on  percentage  basis  and  cost  kept  below 
our  estimate. 


Wells  &  Gray  Limited 

ENGINEERS  &  CONTRACTORS 


Branch  Office  :  Head  Office  : 

Bank  of  Commerce  Bldg.,  701  Confederation  Life  Bldg., 

WINDSOR,  ONT.  TORONTO. 
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MINISTRY  of 


MUNITIONS 


THE  DISPOSAL  BOARD  HAVE 

STOCKS 

lying  in  the  United  Kingdom  and  AVAILABLE  FOR  EXPORT  of 
ENGINEERING  STORES 


Ferrous  and  Non  Ferrous  Metals 
Plant  and  Machinery 
Steam  Engines  and  Boilers 
Factory  Stores 
Machine  Tools 
Railway  Material 
Contractors'  Stores 
Electrical  Instruments  and  Machinery 
Medical  Stores 
Chemicals  and  Explosives 
Motor  Vehicles 
Agricultural  Machinery 
Aircraft 
Furniture 

Textiles  and  Clothing 

Boots  and  Leather  Equipment 

Motor  Boats,  etc.,  etc. 

Buyers  should  instruct  their  repre- 
sentatives in  the  United  Kingdom  to 
communicate  with  D.  B.  8  Canadian 
Export  Department,  Ministry  of 
Munitions,  Whitehall  Place,  London, 
S.W.,  Eng. 

Cable  address:  "Dispexport, 

Munorgize,  London." 


June  Hi,  1920 
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Capacity  Production 

EVERY  manufacturer  wants  capacity  production;  he  wants  every 
ounce  of  power  and  work  from  his  machinery.    Volume  of  pro- 
duction is  largely  a  matter  of  steady,  uninterrupted  work,  which 
means  that  the  machinery  must  be  maintained  at  maximum  efficiency. 

To  give  this  continuous,  efficient  service,  machinery  must  be 
properly  lubricated.  Correct  lubrication  is  inseparable  from  the 
economical  operation  of  machines  and  power  equipment;  it  is  a  big 
factor  in  profitable  manufacturing  and  you  cannot  afford  to  use  any 
but  the  best  lubricants  in  expensive  machinery. 

Imperial  Lubricants  are  well  known  for  their  high,  uniform 
quality.  They  are  graded  for  every  type  of  machine  and  every  moving 
part.  They  have  been  tested  and  proved  under  actual  service  con- 
ditions to  be  of  superior  fitness  for  the  work  for  which  each  is  designed. 

If  you  have  lubrication  problems  or  difficulties,  write  to  our 
Imperial  Lubrication  Engineers.  They  will  gladly  study  your  prob- 
lems and  submit  recommendations  free  of  charge  or  obligation. 


Lubricants 


For  Manufacturing, 
Mining   and  Milling 

Cylinder  oils 

Imperial  Valve  Oil 
Imperial  Cylinder  Oil 
Imperial  Capitol  Cylinder  OH 
Imperial  Beaver  Cylinder  Oil 
Imperial  20th  Century  Cylin- 
der Oil 

ENGINE  OILS 

Imperial  Kearsarge  Engine  Oil 
Imperial  Solar  Red  Engine  Oil 
Imperial  Atlantic  Red  Engine 
Oil 

Imperial  Junior  Red  Engine 
OH 

Imperial  Bayonne  Engine  Oil 
Imperial  Renown  Engine  and 

Dynamo  OH 
Imperial  Standard  Gas  Engine 

O  1 

Imperial  Arlo  Compressor  OH 


Write  to  56  Church  Street,  Toronto,  or  to  any  of 
our  branches  for  an  appointment  or  for  infor- 
mation or  advice  on  your  lubrication  problems. 


IMPERIAL  OIL  LIMITED 

v   Power  ♦  Heat  *  Light  •  Lubrication  / 

X\  BRANCHES  IN  ALL  CITIES  / 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel   Corporation   79 

American  Enameled  Brick  and  Tile 

Company   18 

American  Lead  Pencil  Company   . . 

American  Well  Works  

Anglin-Norcross  .Limited   81 

Angstrom  &  Verochio   75 

Archibald  &  Holmes  

Armstrong  Cork  Company  

Asphalt  Association,  The  

Ault  &  Wiborg  Co   7:5 

Baines  &  David  

Ball  Engine  Co   7 

Barber  Asphalt  Paving  Company  .. 

Barber-Greene  Co  

Barber,  Frank   80 

Barrett  Company   63 

Beveridge  Paper  Co   62 

B.  C.  Lumber  Commissioner  

Boake  Mfg.  Company  

Booker  &  McKechnie  

Boving    Hydraulic    &  Engineering 

Company  

Brantford  Roofing  Company   64 

Britnell  Company,  Limited   22 

Brown  Hoisting  Machinery  Co.  ... 
Burlington  Steel  Company   61 

Cam-Fish  Company   5 

Canada  Cement  Company   25 

Canada  Crushed  Stone  Corporation 
Canada  Iron  Foundries,  Limited  ...  78 

Canada  Wire  &  Cable  Co  

Canada  Wire  &  Iron  Goods  Co  

Canadian  Allis-Chalmers   .  21 

Canadian  Blower  and  Forge  Co.  . .  . 
Canadian  Chicago  Bridge  and  Iron 

Company   70 

Canadian  Des  Moines  Steel  Co   70 

Canadian  Equipment  Co  

Canadian  General  Electric  Co   21 

Canadian   Ingersoll-Rand  Co  

Canadian    Inspection    and  Testing 

Laboratories   80 

Canadian  Johns-Manville   20 

Canadian  Link-Belt  Co  

Canadian  Mead-Morrison  Co   68 

Canadiap    Metal   Window  Co  

Canadian  Pipe  Company,  Ltd   2 

Canadian      Self-Locking  Concrete 

Wall  Company   11 

Canadian  Siegwart  Beam  Co  

Canadian  Surety  Company   60 

Canadian  Welding  Works  

Cape  &  Company,  E.  G.  M   81 

Carey  Company,  Philip  

Cast  Stone  Block  &  Machine  Co.  .. 

Chipman  &  Power,  Ltd   80 

Cohen,  L   68 

Conduits  Company,  Limited   81 

Consumers  Gas  Company  

Cook,  A.  D  

Concrete  Pipe  &  Products  Co   80 

Consolidated  Sand  &  Supply  Co   72 

Crane  Ltd   68 

Crushed  Stone,  Limited   72 

Dake  Engine  Company   73 

Dayton-Dowd  Company  

Dennis  Wire  and  Iron  Company  ...  72 

Dept.  of  Public  Works   66 


Dominion  Concrete  Company   18 

Dominion   Engineering  and  Inspec- 
tion Company   80 

Dominion  Oxygen  Co  

Dominion  Paint  Works  

Dominion  Tar  &  Chemical  Co   65 

Dominion  Wire  Rope  Co   84 

Drummond  &  Reeves   24 

Dufferin  Construction  Co   12 

Dunham  Company,  C.  A  

Dunlop  Tire  &  Rubber  Goods  Co... 

Engineering  &  Machine  Works  of 
Canada,  Limited  

Ford  Motor  Company  

Foyle,  W.  &  G  

Frost  Steel  &  Wire  Co  

Gait  Art  Metal  Company   74 

Gartshore,  John  J  

Gartshore-Thompson  Pipe  &  Foun- 
dry Company   75 

Gent  Company   80 

Goldie  &  McCulloch  Co  

Goodyear  Tire  &  Rubber  Co  

Gore,  Nasmith  &  Storie   SO 

Hamilton  Bridge  Works  Co   11 

Hamilton  Co.,  Wm   69 

Hepburn,  John  T   74 

Holden  Company.  Limited  

Holmes  &  Sons,  Fred   80 

Hopkins  &  Company,  F.  H   84 

Hunt  &  Company,  Robert  W   81 

Hynes,  W.  J  

Ideal  Concrete  Machinery  Co   66 

Imperial  Oil  Limited  1-15 

Independent   Concrete   Pipe   Co.  .. 
Inglis  Company,  John   59 

Jaeger  Machine  Company    65 

James  &  Company,  E.  A   80 

Jamieson  Lime  Company  

Jeffrey  Mfg.  Co   67 

Johnston  &  Sons,  C.  H   69 

Katie  Foundry  Company   18 

Kerr  Engine  Company,  Ltd.  .'.  . .  79 
Koebel  &  Company,  Joyce   73 

Lea,  R.  S.  &  W.  S   80 

London  Concrete  Machinery  Co...  4 
London  &  Lancashire  Guarantee  & 

Accident  Company   60 

MacKinnon  Steel  Co  

MacLean  Daily  Reports   60 

Mansfield  Engineering  Co  

Manitoba  Bridge  &  Iron  Company  .  26 

Maritime  Bridge  Works  Co   71 

Marsh  Engineering  Works   8 

McAllister  &  Taylor   80 

McAvity  &  Sons,  T  

McGregor  &  Mclntyre   71 

Metal  Shingle  &  Siding  Co  

Miller  &  Sons,  Roger   12 

Milton  Hersey  Company   80 

Ministry  of  Munitions   14 

Montreal  Crushed  Stone  Co   72 

Montreal  Machine  Shop                  ..  19 

Morris  Crane  &  Hoist  Co.,  Herbert.  73 

Mussens  Limited   77 


National  Conduit  Company    9 

National  Equipment  Co  

National  Iron  Corporation   81 

Neptune  Meter  Company   75 

Niagara  Sand  Co   69 

Northern  Electric  Company  ' 

Northern  Crane  Works,  Ltd   66 

Nova  Scotia  Steel  and  Coal  Co  

Ormsby   Company,   Ltd.,   A.  B. 

Ontario  Rock  Company   9 

Ontario  Wind  Engine  and  Pump  Co. 
Osborn  Canada  Ltd.,  Samuel  ..  .. 
Owen  Bucket  Company   62 

Pacific  Coast  Pipe  Company   73 

Pannill  Door  Company   73 

Pratt  &  Letchworth   82 

Prest-O-Lite  Company   62 

Port  Credit  Brick  Co  

Portland  Cement  Association  23 

Reed  &  Co.,  Geo.  W  

Reid  &  Brown  Structural  Steei  and 

Iron  Company   80 

RicwiL  Company   70 

Kobb  Engineering  Works   ..    ..    ..  82 

Robertson  Co.,  H.  H.  . :  

Sand  &  Supplies   72 

Sarnia  Bridge  Company   70 

Scully,  A.  A   67 

Seagrave-Loughead  Co  17 

Sessenwein  Bros   66 

Shunk  Plow  Company   68 

Sonneborn  Sons,  L.,  Inc.  

Spielman  Agencies  

Spray  Engineering  Company   ....  24 

Stalford,  V.  K   80 

Standard  Steel  Construction  Co.  ..  71 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   75 

Steel  Company  of  Canada  

Sterling  Engine  Company  

St.  Maurice  Lumber  Company  . . 

Super  Cement  Limited  

Swedish  Crucible  Steel  Co   22 

Thompson  Bros   80 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 
Toronto  Steel  Construction  Co.  ...  71 
Trades  &  Labor  Branch,  Dept.  of 

Public  Works   66 

Turnbull  &  Co.,  Harvard   17 

Turnbull  Elevator  Company   83 

United  States  Fidelity  &  Guaranty 
Company   60 

Vancouver  Wood  Pipe    and  Tank 

Company  

Virified  Clay  Pipe  Publicity  Bureau  3 

Warren  Bituminous  Paving  Co  

Wettlaufer  Bros  

Waterous  Engine  Works  Company 

Wells  &  Gray   13 

Wickes  Bros   67 

Williams  Machinery  Co.,  Ltd.,  A.  R.  81 

Wilson,  Alex   80 

Wilson  &  McGovern   73 

Wood  Mosaic  Company  

Worthington,  W.  R   80 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.  Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 


June  16.  1920 
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Better  Equipment  for  a  Better  Job 


WILLIAMS  CLAM  SHELL 
BUCKET 


Canadian  Mead-Morrison  Equipment 

STEAM  HOISTS 

ELECTRIC  HOISTS 

CLAM  SHELL  BUCKETS 

ELECTRIC  CAR  PULLERS 

DERRICKS 

COAL  HANDLING 

MACHINERY 


Harvard  Turnbull  &■  Co. 

Toronto 


EXCELSIOR  LIFE  BLDG. 


PHONE  MAIN  1706 


Agents  for: 


Canadian  Mead-Morrison  Co. 

B.  J.  Coghlin  Company. 

B.  Greening  Wire  Company. 


London  Concrete  Machinery  Co. 

T.  McAvity  &  Sons. 

Peck  Rolling  Mills.   


The   right   truck  is 


one  that  will  reduce 
your  present  delivery 
and  haulage  costs. 
One  that  will  move 
your  equipment  and 
supplies  with  the 
greatest  speed  and 
least  cost.  One  that 
will  work  at  capa- 
city under  the  high- 
est pressure  and 
come  through  on 
top. 

Such  a  truck  ii  the  "Sea- 
grave  -Loughead. "  Ask 
us  to  send  fullest  par- 
ticulars. 


MADE 
IN 

CANADA! 


Seagrave-Loughead  Company  Limited,  Sarnia,  Ont. 

SOME  TERRITORY  STILL    OPEN   FOR    LIVE  REPRESENTATIVES 
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"SPEED  UP  THAT  BUILD- 
ING" !  is  the  universal  cry  over 
America  today.  Why  wait  four  to 
six  months  for  Glazed  Terra  Cotta 
or  Tile,  when  "AMERICAN"  EN- 
AMELED BRICK  in  white  or  mot- 
tled effects  can  he  shipped  from 
stock,  and  at  a  great  saving  in  cost 
to  you.  Used  in  the  exterior  and 
interior  of  buildings  throughout  the 
continent  for  the  past  twenty-sev- 
en years. 

See  Sweet's  Catalogue  in  U.S.A. 
and 

Specification   Data  in  Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and  Fire  Brick. 
52  Vanderbilt  Ave.,  New  York  City. 


MANHOLES  and 
COVERS 


CROSSING 
PLATES 


Municipal 
Castings 

The  "^^^^^^^  Found 


GALT 


ONT. 


IRON 
CULVERT  PIPE 


BRIDGE 
CASTINGS 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

J»—  (LARGE  STOCK  ON  HAND) 


Write  us  for  Catalogue  and  P/ices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE      -  ONTARIO 
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Economical  and  Efficient 


75he 

Economic 
Heater 

was  so  named  because 
of  its  remarkable 
ability  to  reduce  the 
amount  of  fuel  con- 
sumption. At  the 
same  time  it  greatly 
increases  the  effici- 
ency of  the  entire 
heating  system. 

So  confident  are  we 
of  its  ability  to  prove 
entirely  satisfactory 
that  we  will  install 
this  heater  and  if  it 
does  not  give  entire 
satisfaction  we  will 
take  it  out  and  stand 
all  expense. 


EFFECTS 
A  GREAT 
SAVING 
IN  FUEL 
EXPENSES 

75he 

Economic 
Heater 


is  guaranteed  for  twenty 
years  against  leaks  from 
expansion  or  contraction. 

Demonstrations  Freely 
Given. 

Enquiries  Solicited. 


Manufactured  in  Canada  by 

The  Montreal 
Machine  Shop 


LIMITED 


481    Ontario   Street  East 

MONTREAL 


Sole  Agents  for  Ontario :— EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  TORONTO,  Ont. 
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©oiler  pressure  minus  cylinder  pressure— 

What's  the  answer? 


Asbestos 

and  its  allied  products 

JOHNS-MANVILL® 
Servei  in  Cor»et*ation 


160  lbs.  on  the  boiler  gauge— 145  lbs.  on 
the  indicator  card— or  100°  Super-heat  at 
the  boiler  and  only  20°  at  the  prime 
mover?  Conditions  like  this  usually  mean 
insulation  that  has  gone  bad  from  age 
or  abuse. 

But  there's  one  sure  way  of  constantly 
maintaining  pressure  and  heat  all  through 
your  plant— and  that  is  with  Johns-Manville 
Asbesto-Sponge  Felted  Insulation. 

This  insulation  will  retain  its  original 
thermal  efficiency  because,  unlike  others 
of  felt,  it  is  constructed  of  many  resilient 
layers  made  of  fibrous  asbestos  and 
sponge.  It  is  not  easily  damaged  by  han> 
dling  in  shipping  or  after  installation;  it 
is  adaptable  to  all  steam  conditions  and 
this  is  in  addition  to  the  fact  that  thermally 
it  is  the  most  efficient  commercial  steam- 
pipe  insulation  known. 

Ask  any  of  our  branches  for  detailed  information 
about  the  way  Asbesto-Sponge  will  keep  your 
steam  the  closest  to  boiler  pressure. 

CANADIAN  JOHNS-MANVILLE  CO.  LIMITED 

Toronto        ft  Montreal  Winnipeg  Vancouver 

London  Hamilton  Ottawa 


Heat  Insulations,  High 
Temperature  Cements. 
Asbestos  Roofings, 
Packings,  Brake 
Linings,  Fire 
Prevention 
Product* 


Johns  -  Manville 

POWER  PLANT  MATERIALS 
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Electricity,  the  Friend  of  Mankind 

ELECTRICITY  has  done  much  to  make  the  lot  of  man 
easier.  The  housewife  and  the  school  child,  the  fac- 
tory worker  and  the  busy  executive  all  benefit  by  the 
co-operation  of  electricity  in  their  daily  tasks. 

The  degree  of  satisfaction  derived  from  any  electrical 
:  installation  largely  depends  upon  the  quality  of  the 

Wiring  Devices  used. 

The  knowledge  that  C.G.E.  Wiring  Devices  have  been 
used  throughout  on  an  installation,  guarantees  freedom 
from  trouble  and  disappointment. 

"Made  in  Canada" 

Canadian  General  Electric  Co.,  Limited 


Head  Office 


TORONTO 


Branch  Offices:  Montreal,  Quebec,  Sherbrooke,  Halifax,  Sydney,  St.  John,  Ottawa,  Hamilton,  London,  Windsor, 
Cobalt,  South  Porcupine,  Winnipeg,  Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 
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Britnell  &  Co.,  Limited 

C.  P.  R.  Crossing,  Yonge  Street,  North  Toronto 


for 

Service 
in  Supplies 

We  have  the  materials  and  we  have  the  facilities  for 
supplying  the  trade  promptly  and  efficiently  with  a 
general  line  of  building  supplies.  Our  own  quarries 
provide  crushed  stone  in  unlimited  quantities.  We 
are  prepared  with  ample  reserve  stocks  to  look  after 
your  needs  on  short  notice. 

Give  us  a  chance  to  deliver  a  rush  order 


Large 
Stocks 
on  hand 

for 

Emergencies 


Sand 
Lime 
Cement 

and 

General 

Building 

Supplies 


Unless  special- 
ly requested  we 
do  not  supply 
driver's  cab 
with  equip- 
ment, but  will 
be  glad  to  fur- 
nish prices  up- 
on application. 


Olson  Dump  Body 

for 

Ford  Ton  Truck 

Made   in   two  sizes. 
Model  A  1  cubic  yard, 
and  Model  B  ll/2  cubic 
yards.     Mounted  on 
Olson  side 
springs  to  sup- 
port body  at  all 
points.  So  per- 
fectly balanced 
that  it  may  be 
dumped  with 
perfect  ease. 
For  sale  by  all 
Ford  dealers. 


ONE  PRICE 

$245 
F.O.B.  WINDSOR 


Manufactured 
under  Olson 
Patents  by 


The  Swedish  Crucible  Steel  Co. 


of  Canada,  Limited 


WINDSOR, 
Ontario, 
Canada 


Branches  at:    MONTREAL,  QUE.,  285  Beaver  Hall  Hill 


TORONTO,  ONT.,  614  Excelsior  Life  Bldg. 
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Mercantile  and 
Industrial  Buildings  of 

CONCRETE 

j/S^T(?C^J^  Fireproof,  permanent,   practically  main- 

tenance-free structures. 

Freedom  from  vibration,  greater  load  car- 
rying capacity  and  reserve  strength. 

Speed  of  construction,  regardless  of  season. 

Well  lighted,  clean,  healthful  surround- 
ings— helping  to  make  contented  workers, 
who  increase  production. 

First  cost  is  practically  the  only  cost. 

Low  insurance  cost. 

You'll  be  interested  in  our  new  booklet  "Mercantile 
and  Industrial  Buildings  of  Concrete."  Just  ask 
our  nearest  District  Office  to  send  you  a  copy. 

Portland  Cement  Association 


Detroit 
Helena 
Indianapolis 
Kansas  City 


Offices  at 


Los  Angeles 

Milwaukee 

Minneapolis 


Ntw  York 
Parkersburg 
Pittsburgh 
Portland,  Oreg. 


Salt  Lake  City 
San  Francisco 
Seattle 
St.  Louis 
Washington 


Reinforced  Concrete  Loft 
Building,  Hoboken  Land  Cf 
Improvement  Company, 
Hoboken,  N.  J. 
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"  WATERTITE "  HOODED  SCUPPERS 


For  use  in  Mills,  Factories,  Lofts,  Ware- 
houses, etc. 

Prevent  damage  to  merchandise  and  raw 
materials  through  water  soakage. 

Reduce  insurance  rates. 

Prevent  interruption  of  work  in  case  of  fire. 
Consist  of  heavy  cast  frame  and  cover ; 
cast-iron  patented  hood ;  flap  or  valve  in 
kronze  or  cast-iron  as  desired,  with  non 
corrosive  pin  and  bearings ;  Inner  Wall 
Grating. 

The  only  Scupper  made  that  meets  all  the  re- 
quirements of  the  American  Underwriters. 


Manufactured  in  Canada  by 


LI. 


43  Jarvis  Street  (Corner  King), 


TORONTO 


Distributed  by: 

D.  J.   MACKENZIE  &  COMPANY,   Ottawa,   Ont.    JOHN   Mi  KAY,   Halifax,  N.S. 

R.  Y.  KILVERT  &  COMPANY,  Winnipeg,  Man.      GANDY  &  ALLISON,  St.  John,  N.B. 


PRUNEAU  *  COMPANY,  Quebec,  P.Q. 
E.  F.  DARTNELL,  Montreal,  P.Q. 


I 


$8 


A  New  Angle  on 
the  Labor  Problem 

You  can  handle  more  work  by 
using  SPRACO  -  PNEUMATIC 
PAINTING  EQUIPMENT,  as 
one  man  will  do  the  work  of  five 
to  twelve  experienced  painters — 
do  it  better,  saving  you  material 
besides. 

And,  which  is  even  of  greater  in- 
terest, the  labor  saving  will  cut 
from  30%.  to  40%  from  the  cost 
of  the  entire  job. 

Find  out  about  this  NOW  while 
the  painting  season  is  on. 

Write  for  bulletin  No.  P-ll. 

Spray  Engineering  Co. 

BOSTON,  Mass.,  U.S.A. 

Manufacturers    also    of     Spraco  Cooling 
I  onds,    Spraco   Air    Washers,  Spraco 
C  mrnt    Gun.    Sptico  Nozzles, 
Vaugban    Flow   Meter,  etc. 
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CONCRETE 

The  Standard  for  Factory  Construction 


The  widespread  adoption  of  reinforced 
Concrete  construction  for  industrial  plants, 
is  founded  upon  reasoning  as  solid  and  sub- 
stantial as  Concrete  itself. 

It  is  the  type  of  Construction  that  per- 
mits of  maximum  window  area — and  this 
feature  is  regarded  as  highly  desirable  by 
those  industrial  executives  who  realize  the 
important  relation  of  light  and  ventilation 
to  the  health  and  efficiency  of  the  employees. 

It  is  a  type  of  construction  that  practic- 
ally eliminates  maintenance  cost.  Concrete 


buildings  show  practically  no  depreciation 
with  advancing  age. 

Reinforced  Concrete  construction  reduces 
insurance  costs  to  a  minimum.  The  "fire 
risk"  being  almost  entirely  removed,  the  in- 
surance companies  offer  lowest  rates  on  this 
type  of  building. 

The  building  shown  above,  recently  erect- 
ed at  St.  Lambert,  Quebec,  by  the  Water- 
man Company,  is  a  splendid  example  of 
modern  factory  construction — substantial, 
sanitary,  without  vibration,  and  built  to 
last  indefinitely. 


CANADA  CEMENT  COMPANY  LIMITED 

Herald  Building  Montreal 

SALES  OFFICES  AT      MONTREAL      TORONTO      WINNIPEG  CALGARY 


Specify 
CANADA  CEMEJS1 
Uniformly  Reliable 


CANADA  CEMENT 

CONCRETE 

rpB  PCRMflNCNCf 


Our  Service  Department  is 
anxious  to  co-operate  in  all 
lines  of  work  for  which  Con- 
crete is  adapted.  Our  library 
is  at  your  disposal  at  all  times 
without  charge. 
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Manitoba  Bridge 

Products  of  Quality 


Canadian  Money 
Canadian  Made 
Should  Stay  in 
Canada 
For  Canadian 
Trade 


backed 


by 


Canadian  Money 
Canadian  Made 
Should  Stay  in 
Canada 
For  Canadian 
Trade 


Efficient  Service 


STEEL  STRUCTURES 

BUILDINGS — Offices,  Warehouses  and  Industrial 
Plants,  etc. 

BRIDGES— Railway,  Highway,  Swing  and  Bas- 
cule, etc. 

CRANES— Electric  and  Hand  Power,  Travelling, 
etc. 

TOWERS — Transmission  Poles  and  Towers,  etc. 
PLATE  &  TANK  CONSTRUCTION 

PLATE  WORK— All  kinds. 
Boilers  and  Riveted  Pipe. 

STEEL  TANKS— All  kinds. 

Water  Supply  Tanks  and  Towers,  Steel  Stand 
Pipes,  Smoke  Stacks,  Penstocks,  Bins  and  Hop- 
pers, etc. 

FORGINGS 

Heavy  and  Light,  Marine,  Locomotive  and  General 
Forgings. 

ELEVATOR  &  POWER  TRANSMISSION 
MACHINERY 

Complete  Equipment  for  Grain  Elevators,  etc. 
BOLTS,  NUTS,  WASHERS,  SPIKES, 
RIVETS,  ETC. 
UPSET  RODS 

Recent  installation  of  Hydraulic  Upsetting.  Equip- 
ment capable  of  Upsetting  Rods  up  to  4  in. 
diameter. 

POLE  LINE  HARDWARE 
PLAIN  AND  GALVANIZED 
CASTINGS 

Grey  Iron,  Semi-steel  and  Chilled  and  Electric  Steel. 

MINING  EQUIPMENT 
Mine  Cars,  Melting  Pots,  Screens,  etc. 
COAL  AND  COKE  HANDLING  EQUIPMENT 
RAILWAY  EQUIPMENT 

Turntables,  Frogs  and  Switches,  Snow  Plows,  Brake 
Shoes,  etc. 


SHIPBUILDING 

Ship  Bolts  and  Spikes,  Plain  and  Galvanized.  Gen- 
eral Forgings,  Tanks,  Tail  Shafts,  Propellors, 
Fastenings,  etc. 

CONTRACTORS'  SUPPLIES 

Derricks,  Buckets,  Dump  Cars,  Post  Caps  and  Bases, 
Hoisting  Equipment,  Skips,  etc. 

REINFORCING  STEEL 

Plain  Rounds,  Squares  and  Twisted,  Bent  to  Specifi- 
cations for  Beams,  Stirrups,  etc. 

MISCELLANEOUS 

Equipment  for  Rolling  Mills,  Pulp  and  Paper  Mills, 
Oil  Refineries,  Saw  Mills,  Packing  Houses, 
Stables,  Jails. 

Tank  and  Silo  Rods  and  Lugs,  Galvanized  Pump 
Rods,  Survey  Stakes,  etc.,  etc. 

Ornamental  Iron  Work,  Fire  Escapes,  Fences,  etc. 

GALVANIZING  PLANT 

Customs  Galvanizing. 

lengths  up  to  21  feet.  Capacity  about  10  tons  per 
day. 

ROAD  BUILDING  AND  EARTH  HANDLING 
EQUIPMENT 

Cast  Iron  Culvert  Pipe,  Gravel  Screening  Plants, 
Road  Drags  and  Levellers,  Steel  Drag  Scrapers, 
Reinforcing  Steel  for  Concrete  Work,  Highway 
Bridges,  Catch  Basin  Covers,  Sewer  Manhole 
Covers,  etc.,  etc. 

CONSULTING,  CONTRACTING  AND 
GENERAL  ENGINEERING  AND 
MACHINE  WORK 

GENERAL  ELECTRICAL  WORK— Rewinding 
Armatures,  etc. 
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CANADA 
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The  A.C.B.C.I.  Offers  Every  Contractor  a  Chance 
To  Make  His  Business  Worth  While 

AN  appeal  for  greater  unity  in  the  contracting 
business  is  contained  in  an  article  by  J.  Clarke 
Reilly  in  the  last  issue  of  the  "Contract  Re- 
cord," under  the  title  of  "Future  of  Contract- 
ing Depends  on  an  Organized  Industry,"  in  which  the 
writer  outlines  the  work  and  aims  of  the  Association 
of  Canadian  Building  and  Construction  Industries. 
There  is  a  greater  need  than  ever  for  unity  in  the 
building  business.  Even  the  casual  observer  of  pre- 
sent day  conditions  will  detect  problems  that  are  up- 
setting the  whole  industry  and  requiring  more  than 
individual  attention  to  solve.  It  is  the  ability  to  give 
co-operative  effort  to  the  solution  of  these  problem? 
that  makes  the  A.  C.  B.  C.  I.  appeal  to  contractors 
throughout  Canada.  These  problems  are  many.  There 
is  no  need  to  outline  them  here  for  every  contractor 
meets  them  to  a  greater  or  less  degree,. but  in  trying 
to  overcome  them,  many  contractors  have  been  forced 


to  give  up  because  of  the  lack  of  coherence  in  the  in- 
dustry. The  A.  C.  B.  C  I.  was,  therefore,  organized 
in  an  effort  to  unify  those  engaged  in  the  construction 
industry  in  Canada. 

The  unity  which  this  organization  aims  to  procure 
will  manifest  its  results  in  manifold  ways,  all  of  which 
will  be  of  supreme  importance  to  every  contractor  in 
the  Dominion.  The  A.  C.  B.  C.  I.  needs  the  organiz- 
ed support  of  every  building  contractor,  sub-contract- 
or and  supply  man  and  tbere  is  no  better  way  of  offer- 
ing this  support  than  by  joining  the  organization  and 
being  a  moving  spirit  in  its  affairs.  These  remarks 
are  especially  important  at  this  time  for  a  systematic 
and  vigorous  campaign  is  about  to  be  launched  and 
everyone  interested  will  be  given  an  opportunity  of 
showing  his  interest  in  the  present  and  future  welfare 
of  the  industry  which  lies  next  his  heart.  The  future 
of  contracting  depends  on  an  organized  industry.  Let 
us  make  that  future  fruitful  by  staunchly  supporting 
the  efforts  of  those  who  are  seeking  to  perfect  what 
measure  of  organization  has  been  already  obtained. 


Many  Works  Departments  Are  Run  As  No 
Business  Ever  Would  Be 


ORGANIZATION,  as  a  word,  is  almost  as  abus- 
ed and  overused  as  its  sister  expression  ef- 
ficiency. Its  significance  has  been  to  some  ex- 
tent dulled  by  over-indulgence  in  its  use  ;  yet, 
like  efficiency,  organization  properly  applied  gives 
expression  to  a  very  desirable  condition.  At  times 
organization  methods  are  so  very  generously  applied 
that,  like  "too  many  cooks  spoiling  the  broth,"  they 
become  so  intricate  as  to  defeat  the  very  purpose  of 
their  application.  In  the  majority  of  cases,  however, 
organization  is  more  conspicuous  by  its  absence.  This 
is  particularly  true  in  the  case  of  municipal  depart- 
ments and,  as  far  as  we  are  concerned,  in  this  instance, 
municipal  works  or  engineering  departments.  Too 
frequently  these  departments,  the  big  spending  de- 
partments of  a  city's  organization,  turn  out  to  be  the 
big  wasting  departments.  There  is  evident  a  lack  of 
every  facility  for  operating  the  city's  business  on  a 
business-like  basis ;  an  absence  of  a  coherent  and  co- 
operative staff  to  perform  the  work  and  a  want  of  a 
proper  department  for  looking  after  the  finances. 

It  is  this  frequent  failure  to  appreciate  the  value 
of  organization  methods  that  makes  an  article,  such  as 
that  in  our  last  issue,  by  A.  F.  Macallum,  especially 
significant.  As  the  Commissioner  of  Works,  of  Otta- 
wa, responsible  for  the  new  scheme  of  operation  in  that 
city's  engineering  department,  he  is  especially  quali- 
fied to  write  on  the  topic  of  "Organization  of  Munici- 
pal Works  Department  on  a  Business  Like  Basis." 
We  will  not  attempt  to  review  Mr.  Macallum's  ar- 
ticle, but  will  leave  to  our  readers  the  suggestion  that 
it  contains  many  remarks  that  properly  adopted  would 
lead  to  more  efficient  results. 

Perhaps  one  phase  of  his  article  might  bear  elabor- 
ation. It  is  his  remark  concerning  the  prevalent  lack 
of  staff  in  small  cities.  Mr.  Macallum  states,  in  this 
regard:  "Unfortunately  the  smaller  the  city  the  great- 
er the  difficulty  of  securing  a  sufficient  staff  and  the 
writer  knows  of  cities  of  20,000  population  where  the 
city  engineer  is  practically  the  whole  engineering 
staff.  ...  As  the  cost  of  an  engineering  staff  for  a  city 
is  only  about  5  per  cent,  of  the  cost  of  work  carried  out 
during  the  year,  it  is  evidently  good  business  to  carry 
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such  a  staff,  but  unfortunately  the  average  small  city 
council  does  not  recognize  this  nor  does  it  realize  the 
money  lost  in  carrying"  out  work  under  incompetent 
supervision  and  often  without  sufficient  study  of  fu- 
ture conditions." 

The  attention  of  every  small  city  is  called  to  this 
statement,  for  in  it  is  given  the  reason  for  many  of  the 
ills  that  beset  them.  Deeper  appreciation  on  the  part 
of  every  town  and  city  council  of  the  services  render- 
ed by  the  engineering  department  would  put  many 
such  towns  substantially  on  their  feet  and  guide  them 
in  the  direction  where  their  financial  standing  would 
be  on  a  sound  basis.  Big  cities  or  small,  however, 
there  is  every  need  for  organization  for  engineering 
departments  on  a  business-like  basis,  for  upon  the  ef- 
ficiency of  that  particular  branch  depends  in  no  small 
degree  the  general  standing  of  the  municipality. 


Contractors  Asked  to  Tender  on  War  Graves 
Memorial  Headstones 


SOME  action  in    the     matter    of  headstones  for 
graves  of  fallen  soldiers  in  France  is  suggested 
in  the  two  letters  published  herewith.'   It  will 
be  noted  that  tentative  tenders  for  stones  are 
asked  for  and  the  attention  of  Canadian  contractors 
is  drawn  thereto.  A  letter  from  J.  C.  Reilly,  secretary 
A. C. B.C. I.,  to  the  Contract  Record,  follows: 

Editor  Contract  Record  : — 

I  beg  to  enclose  you  a  copy  of  letter  received  by 
me  from  the  office  of  the  Chief  Architect,  Public 
Works,  Canada,  in  reference  to  the  erection  of  head- 
stones for  fallen  soldiers,  in  France.  This  may  be  of 
interest  to  your  readers. 

In  reference  to  war  memorials,  it  may  be  said  that 
a  House  Committee  has  been  considering  the  question 
of  erecting  war  memorials  in  France  and  Belgium  on 
properties  which  have  been  purchased  or  donated.  It 
has  been  decided  to  erect  eight  of  these  memorials, 
and  preliminary  work,  in  the  way  of  getting  roads 
made  to  the  sites,  etc.,  is,  I  believe,  already  under 
way. 

In  addition,  the  headstones  for  the  individual 
graves,  which  has  been  in  the  hands  of  the  Imperial 
War  Graves  Commission,  may  be  taken  over  by  a 
Canadian  section,  in  so  far  as  Canadian  graves  are 
concerned.  The  stone  is  of  a  uniform  design,  having 
the  regimental  badge  carved  in  a  7  in.  circle  near  the 
top,  and  below  it  the  name,  rank,  etc.,  of  the  soldier. 
A  cross  is  carved,  with  the  exception  of  Jewish  sol- 
diers, who  are  given  their  own  emblem,  and  there  is 
also  room  for  an  appropriate  verse  or  motto,  as  de- 
sired by  the  relatives. 

*      *  * 

The  letter  from  the  Chief  Architect  Department  of 
Public  Works,  which  is  referred  to  in  Mr.  Reilly's 
letter,  is  appended : 
J.  Clark  Reilly, 

Secretary,  A. C. B.C. I., 

Ottawa,  Ont. 

Dear  Sir, — Yours  of  the  11th  ult.  addressed  to  Lt.- 
Col,  F:  Logic  Armstrong,  Director  of  Records,  Otta- 
wa, has  been  forwarded  by  the  Department  of  Militia 
to  this  department  for  attention. 

With  reference  to  this  matter,  I  may  say  that  the 
tmperial  War  Graves  Committee  forwarded  to  this 


department  plans  and  specifications  of  headquarters 
for  graves  of  fallen  soldiers  in  France,  and  requested 
if  possible  that  this  department  obtain  some  tenta- 
tive tenders  only,  together  with  information  respect- 
ing the  Canadian  stone  available  and  forward  same 
to  the  Commission,  in  order  that  they  might  have 
something  definite  before  them  when  considering  the 
advisability  of  inviting  tenders  in  Canada  for  these 
headstones,  which  they  are  desirous  of  doing.  There- 
fore, the  specification,  as  prepared  by  the  Imperial  War 
Craves  Commission,  has  been  amended,  as  far  as  pos* 
srble  to  suit  Canadian  conditions,  and  I  am  forward- 
ing you  to-day.  under  separate  cover,  a  copy  of  the 
specifications,  drawings  and  types  of  badges  required, 
and  this  department  would  be  pleased  to  receive  ten- 
tative tenders  only  from  any  firms  desiring  to  sub- 
mit same.  These  tentative  tenders  must  be  in  the 
hands  of  this  Department  or  or  before  the  first  of  July 
next,  in  order  that  the  matter  can  be  laid  before  the 
Imperial  authorities. 

It  must  be  distinctly  bjprne  in  mind  that  neither 
this  department  nor  the  Imperial  authorities  are  un- 
der any  obligations  to  accept  the  tenders  submitted. 
They  are  to  be  considered  only  in  the  light  of  ten- 
tative tenders,  and  treated  as  such  by  this  Department 
and  the  Imperial  War  Graves  Commission. 

Yours  truly, 

R.  C.  Wright, 
Chief  Architect. 


Holes  in  Hull  of  Concrete  Ship  Readily  Repaired 
With  Cement  Gum 


ONE  of  the  arguments  which  has  been  advanced 
in  favor  of  concrete  ship  construction  is  the 
ease  of  repair.   Jn  proof  of  this  a  recent  ex- 
perience with  the    United    States  Shipping 
Board's  concrete  freighter  "Cape  Fear"  is  offered.  It 
is  reprinted   through    the    courtesy  of  Engineering 
News-Record. 

"The  "Cape  Fear"  was  built  by  the  Liberty  Ship- 
building Co.  at  Wilmington,  N.C.  It  is  of  the  so- 
called  3,500-ton  class,  designed  and  built  by  the  Con- 
crete Ship  Section  of  the  Emergency  Fleet  Corpora- 
tion. The  ship,  while  recently  in  New  York  harbor, 
suffered  some  damage  by  collision  either  with  a  pier 
or  with  some  other  craft,  and  three  holes  were  punch- 
ed in  her  port  side.  One  was  just  aft  of  the  collision 
bulkhead,  one  in  the  fore  hold,  and  one  abreast  the 
boiler  room.  In  New  York  it  was  attempted  to  re- 
pair the  ship  by  chipping  out  the  largest  hole,  approx- 
imately 4  ft.  square,  clear  through  the  shell  and  pour- 
ing concrete  between  inner  and  outer  forms.  It  was 
found,  however,  that  this  method  of  repair  would  not 
insure  a  perfectly  tight  hull  and  when  the  ship  came 
into  Newport  News  it  was  decided  to  make  a  new  re- 
pair in  the  yard  of  the  Newport  News  Shipbuilding 
&  Dry  Dock  Co.,  using  concrete  placed  by  the  cement 
gun. 

The  work  was  done  under  the  direction  of  Godfrey 
L.  Smith,  civil  engineer  of  the  company,  and  the  in- 
formation herewith  is  from  a  statement  of  the  repair 
job  made  by  Mr.  Smith. 

The  first  procedure  was  to  cut  out  all  of  the  con- 
crete that  was  placed  in  New  York  and  to  clean  out 
the  shattered  material  in  the  smaller  holes  which  had 
not  been  repaired  in  New  York.  A  form  was  then 
put  on  the  inside  of  the  ship  at  each  hole  about  3  in. 
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Canada's  Engineers — /.  L.  Busfield 


Mr.  J.  L.  Busfield,  who  has  just  been  appointed 
hon  secretary-treasurer  of  the  Montreal  branch  of 
the  Engineering  Institute  of  Canada,  is  of  Ea^hsr. 
birth.  He  is  a  graduate  of  the  Central  Technical  Col- 
lege, (A. C.G.I.)  and  a  B.Sc.  of  London  University. 

Mr.  Busfield  has  been  in  Canada  several  years, 
and  is  recognized  as  one  of  the  most  promising  of  the 
younger  generation  of  engineers.  From  1907  to  1912 
he  was  assistant  resident  engineer,  eastern  division, 
Grand  Trunk  Railway,  and  in  the  latter  year  was  ap- 
pointed assistant  engineer  and  office  engineer,  Mount 
Royal  Tunnel  &  Terminating  Company,  in  charge  of 
surveys  and  alignment,  and  later  of  the  department 
of  design.  From  1915  to  1917  he  was  with  the  Georg- 
ian Bay  Canal  Commission,  Ottawa,  as  engineer  assis- 
tant.. Since  then  he  has  been  principal  assistant  to 
Walter  J.  Francis  &  Company,  consulting  engineers, 
Montreal. 

Mr.  Busfield  is  the  author  of  "The  Design  of  Pas- 
senger Traffic  Terminals,"  1918,  and  "The  Mount  Roy- 
al Tunnel,"  1918,  both  presented  before  a  number  of 
meetings  of  the  branches  of  the  E.  I.  C.  and  printed 
in  the  transactions  of  the  Institute.  He  was  chair- 
man of  the  E.  I.  C.  Reception  Committee,  Montreal 
branch,  1919-1920,  and  also  chairman  of  the  Recep- 
tion Committee,  annual  and  professional  meeting,  1920 


He  has  been  a  contributor  to  the  columns  of  the 
'Contract  Record." 


Mr.  J.  L.  Busfield 


clear  of  the  inside  of  the  shell  and  the  mortar  placed 
against  this  form  with  the  cement  gun.  The  extra 
3-in.  thickness  was  not  thought  necessary  in  the  yard 
but  was  placed  because  the  captain  of  the  ship  very 
much  desired  an  added  thickness  shell  to  insure  a 
perfectly  safe  patch, 

The  reinforcement  of  the  shell  consisted  of  two 
networks  of  small  rods,  one  near  the  outside  of  the 
shell  and  one  near  the  inside,  and  these  rods  were  so 
closely  spaced  it  was  necessary  for  the  workmen  to 
stop  guniting  twice  and  to  cut  the  concrete  off  the 
reinforcement  with  trowels  in  order  to  get  the  neces- 
sary amount  inboard  of  the  reinforcement.  The  holes 
were  finally  filled,  however,  up  to  about  l/2  in.  out- 
side the  hull,  after  which  they  were  trimmed  down 
to  a  fair  line  by  means  of  shaped  steel  trowels  and  the 
surface  rubbed  by  wooden  floats. 

Inasmuch  as  the  captain  was  in  a  great  hurry  to 
get  away  from  the  yard,  it  was  then  decided  to  speed 
up  the  hardening  process  by  steaming.  A  canvas 
screen  was  dropped  over  the  side  of  the  ship  well 
over  the  patches  and  held  close  against  the  ship 
Live  steam  was  then  turned  into  the  space  between 
the  canvas  and  the  hull  and  kept  on  all  night.  The 
following  morning  the  steam  was  shut  off,  the  can- 
vas screen  raised  and  the  surface  rubbed  down  smooth 
with  a  carborundum  brick  and  water.  The  canvas 
screen  was  then  replaced  and  steam  was  left  on  all 
of  that  day  and  night.  The  following  morning  it  was 
evident  that  the  job  was  entirely  satisfactory  as  there 
were  no  cracks  anywhere  in  or  around  the  patch.  It 
was  then  painted  with  a  special  concrete  paint  and 
when  this  was  dry  a  coat  of  black  asphaltum  varnish 
was  applied  12  to  15  ft.  from  the  patch  and  showed 
no  leakage  through  the  hull  at  any  place.     The  ship 


left  a  day  after  the  final  patching  and  so  far  as  is 
known  suffered  no  further  difficulty  in  its  hull. 


Lime  Association  Pamphlets 

Recent  pamphlets  issued  by  the  Lime  Association, 
Washington,  D.  C,  any  of  which  may  be  had  on  ap- 
plication, include: 

No.  350,  Economical  Brick  Mortar,  gives,  in  concise 
form,  the  vital  considerations  in  favor  of  using  lime  in 
brick  mortar  and  is  in  effect  a  summary  of  bulletin 
No.  300,  Ideal  Brick  Mortar. 

No.  351,  In  the  Concrete  Chute,  summarizes  the 
points  in  favor  of  using  lime  as  a  means  of  facilitating 
the  handling  and  placing  of  concrete  and  illustrates 
this  use  in  a  large  way  on  an  important  structure.  It 
is  an  introduction  to  bulletin  No.  303. 

No.  352,  Permanently  Dry  Basements,  shows  how 
lime  acts  as  a  water-proofing  medium  and  cites  sev- 
eral notable  instances  of  its  use. 

No.  353,  Hydrated  Lime  in  Concrete,  gives  much 
useful  information  regarding  the  proper  use  of  hy- 
drated lime  in  connection  with  building  operations 
and  will  help  in  stimulating  interest  in  its  use  in  all 
classes  of  concrete  work. 


Although  Mr.  Oscar  Morin,  Deputy  Minister  of 
Municipal  Affairs  for  the  Province  of  Quebec,  inti- 
mated that  only  $1,000,000  was  available  for  work- 
men's dwellings  in  the  city  of  Montreal,  at  least  as  a 
preliminary  loan,  the  Council  have  decided  to  applv  for 
a  loan  of  $3,000,000.  The  sum  of  $1,145,000  has  been 
allotted  to  surrounding  municipalities. 
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Sandwashers   of   the   Drifting   Sand  Filters 

Success  of  This  System  of  Water  Filtration  Depends  on  Efficient  Working 
of  Continuously  Operated  Sandwashers — Erosion  of  Metal  Parts  is  Chief 
Difficulty  and  New  Types  Have  Been  Evolved  to  Overcome  This  Trouble 

 By  William  Gore,  M.  Inst.  C.E.,  M.E.I.C,  M.  Amer.  W.  W.  Assn.*'  —  


1THE  drifting  sand  filter  system  which  has  been 
established  at  Toronto,  Ont.,  and  elsewhere, 
depends  for  its  successful  application  upon 
the  efficient  working  of  continuously  oper- 
ated sandwashers.  These  sandwashers  have  some- 
thing in  common  with  the  ejector  sandwashers  de- 
veloped for  use  with  slow  sand  filters,  but  differ  to 
the  extent  that  they  form  part  of  a  closed  hydraulic 
system,  and  they  are  required  to  work  with  a  mini- 
mum water  pressure  with  water  practically  unlim- 
ited in  quantity.  While  water  pressures  of  120  lbs. 
per  square  inch  are  commonly  adopted  with  slow  sand 
ejector  washers,  these  are  called  upon  to  work  wvth 
pressures  of  1  /100th  of  that  amount. 

Operation  of  Sandwasher 

The  system  with  a  sandwasher  applied  to  a  single 
unit  is  illustrated  in  Fig.  1.  The  treated  raw  water 
enters  the  filter  partly  by  a  standpipe  running  through 
the  centre  of  the  unit,  which  passes  up  through  a 
separator  or  sandwasher  in  the  bottom  and  delivers 
above  the  sand  at  the  top  of  the  pipe,  and  also  partly 
through  a  bye-pass.  Within  the  sandwasher  the  raw 
water  pipe  is  formed  similarly  to  the  tube  of  a  Yen- 
turi  water  meter  and  the  drifting  sand,  after  being  col- 
lected and  washed  in  the  sand-washer,  is  inducted  into 
the  raw  water  at  the  throat  of  this  venturi  tube.  This 
sand  passes  up  the  standpipe  with  the  raw  coagulated 
water  and  is  delivered  with  it  above  the  top  of  the 
sand  already  there.  This  sand  forms  a  volcano-like 
cone  that  continuously  drifts  away  and  is  continually 
being  replaced  with  the  washed  sand  from  the  sand- 
washer, leaving  a  round  topped  body  of  stationary 
sand  below,  resting"  upon  the  filtered  water  collecting 
system.  This  body  of  stationary  sand  does  the  final 
filtration.  The  surface  of  this  body  is  more  than  twice 
the  plan  area  of  the  unit  and  is  the  actual  filtering 
surface,  thus  economizing  the  plan  area  of  the  filters. 
The  drifting  sand  passes  down  all  round  the  boun- 
dary of  the  stationary  sand  to  a  system  of  slots  and 
continues  through  extractors  and  thence  by  a  system 
of  pipes  to  the  sandwasher. 

At  the  sandwasher  the  sand  falls  to  the  bottom 
through  a  current  of  raw  rater  and  is  thus  freed  from 
its  impurities.  It  is  picked  up  by  the  inductor  and 
carried  on  to  the  filter  as  previously  described.  The 
dirty  water,  impurities  or  suspended  matter  pass  up- 
ward and  out  at  the  top  of  the  sandwasher  by  an  out- 
let suitably  controlled.  In  the  external  extractors, 
sand  traps  are  placed  of  such  a  form  that  the  sand  is 
kept  out  of  the  piping  system  except  when  the  in- 
ductor is  in  full  operation.  That  is  to  say,  the  sand 
moves  only  when  there  is  an  abundance  of  running 
water  to  carry  it  forward  to  the  sandwasher  and  from 
the  sandwasher  back  again  into  the  filter. 

Erosion  is  Chief  Difficulty 

The  ma;n  difficulty  so  far  experienced  with  this 
system  has  been  the  erosion  of  the  metal  parts  of  the 
sandwasher  where  the  sand  and  water  are  moving  at 

•(If  Gore.  Nasmitli  and   Storrir,  Consulting   Engineer!,  Toronto. 


high  velocity  or  with  unsteady  motion.  The  erosion 
has  taken  place  in  the  throat  of  the  venturi  tube,  in 
the  sand  nozzle  which  conveys  the  cleansed  sand  from 
the  bottom  of  the  washer  to  the  throat,  and  in  the 
bottom  of  the  washer  itself,  and  a  good  deal  of  re- 
search work  has  been  carried  out  in  order  to  get  rid 
of  this  erosion. 

In  the  earlier  washers,  side  delivery  of  the  sand 
to  the  ejector  throat  was  adopted,  but  more  recently 
the  longitudinal  or  trailing  nozzle  delivery  has  been 
adhered  to,  except  for  small  units.  The  adoption  of 
the  trailmg  sand  nozzle  arose  from  experiments  car- 
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Fig.  1— Section  cf  a  drifting  sand  unit  to  illustrate  its  operation  and  the 
function  of  the  sand  washer 

ried  out  at  Toronto  in  1915  with  an  8-ft.  7  in.  diam- 
eter filter  unit  similar  to  Fig.  1,  and  equal  in  area 
to  one  of  the  units,  thirty  of  which  make  up  a  single 
filter  in  the  Toronto  plant. 

The  more  important  part,  that  is,  the  base  of  the 
sandwasher,  as  finally  developed  by  these  experiments, 
is  shown  in  Fig.  2.  A  run  at  the  full  rate  during  four 
hundred  hours  using  this  sandwasher  did  not  disclose 
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any  scour  whatever.  It  was  believed  that  the  problem 
of  scour  had  been  satisfactorily  solved,  and  subse- 
quent events  have  proved  this  to  be  the  case. 

Loss  of  Head  in  Filters 

In  order  to  make  clear  the  nature  of  the  work  the 
sandwasher  is  called  upon  to  do,  the  following  table 
is  given  which  shows  observations  of  the  various 
losses  of  head  in  the  typical  drifting  sand  filter.  The 
observations  were  made  upon  the  test  filter  during  a 
run  of  120  hours,  but  during  working  hours  only,  the 
water  being  pumped  from  a  local  pond  in  which  there 
was  a  considerable  amount  of  suspended  matter.  The 
figures  apply  almost  equally  well  to  the  Toronto  plant, 
as  sand  of  the  same  depth  and  quality  is  used,  with 
water  containing  on  the  whole  less  suspended  matter 
of  a  vegetable  origin  but  more  of  a  mineral  origin. 

TABLE 
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Fig  2 — Base  of  sandwasher  of  test  filter.     Fig.  3  (left),  section  of  sand- 
washer  developed  for  Toronto  filters.     Fig.  4.   New  sandwasher 
base  for  Toronto  filters 
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During  most  of  this  test,  about  two-thirds  of  the 
water  being  filtered  was  passed  through  the  sand- 
washer, and  the  remainder  bye-passed  to  the  top  of 
the  filter.  At  the  first  set  of  observations,  and  again 
when  the  filter  began  to  clog  after  110  hours,  an  in- 
creased proportion  of  water  was  sent  through  the 
sandwasher.  This  is  shown  in  column  3  by  the  in- 
creased losses  of  head. 

The  drifting  sand  filter  has  very  definite  loss  of 
head  characteristics  which  are  brought  out  by  the 
table  and  these  affect  the  working  of  the  sandwasher. 
These  characteristics  have  been  studied  in  consider- 
able detail.  It  will  be  noted  that  under  normal  work- 
ing conditions,  an  induction  head  (column  6)  of  less 
than  5  feet  is  required  in  the  sandwasher  body.  Dur- 


ing the  early  hours  of  a  run  a  maximum  slowly  de- 
velops and  fades  away  again.  This  is  due  to  the  effect 
of  the  flat  sand  surface  remaining  immediately  after 
a  backwash.  Another  maximum  develops  towards  the 
end  of  the  run.  This  appears  to  be  due  to  a  less  effec- 
tive drift  of  the  sand,  as  clogging  takes  place  in  the 
stationary  sand  which  increases  in  bulk  and  area  at 
the  expense  of  the  drifting  sand,  reducing  the  filtra- 
t'on  area  of  the  drifting  sand.  The  greater  part  of 
the  induction  head  provided  by  the  sandwasher  ejector 
is  taken  up  by  the  filtration  losses  in  the  drifting  sand, 
(column  4).  Thus,  if  no  filtration  was  in  progress, 
an  induction  head  of  one  foot  or  less  (column  7)  is  all 
that  is  necessary  to  cause  the  sand  to  circulate.  But 
as  the  water  passing  through  the  sandwasher  throat 
has  to  be  filtered  or  sent  to  waste,  the  practical  min- 
imum limit  with  a  normally  designed  plant  is  about 
50  per  cent,  of  the  rated  output,  and  the  simplest  work- 
ing conditions  are  found  at  about  66  per  cent,  of  the 
rated  output.  The  loss  of  head  in  the  stationary  sand 
(column  5)  has  very  little  effect  on  the  operation  of 
the  sandwasher.  This  loss  follows  the  normal  law 
of  filtration  loss  of  head.  That  is  to  say,  there  are 
slow  increased  losses  of  head  at  the  beginning  of  a 
run  which  increase  as  the  run  proceeds. 

In  summing  up  the  experience  with  the  test  filter 
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sandwasher,  two  points  appeared  to  require  further 
consideration.  One  was  that  the  irrigation  water  jet 
at  the  bottom  of  the  washer  would  foul  with  sand 
occasionally  after  shutting  down  the  filter,  and  the 
other  that  the  sand  nozzle,  (13^z  inches  in  length), 
was  rather  long  and  absorbed  by  friction  more  head 
than  was  thought  necessary  ;  and  in  the  design  for  the 
actual  sandwasher  bases  for  the  Toronto  plant,  shown 
in  Fig.  3,  both  of  these  defects  were  removed. 

Throat  of  Venturi  Tube  Lined  to  Offset  Scour 

Some  experience  with  Toronto  sandwashers  dis- 
closed a  local  erosion  in  the  throat  at  the  point  marked 
x  on  the  vertical  plane  of  the  section  and  opposite  the 
main  water  inlet  which  reduced  the  efficiency  of  the 
ejector,  and  it  was  found  necessary  to  line  the  throat 
of  the  venturi  tube.  This  has  been  conveniently  done 
with  carbonized  W.I.  pipe  in  steps  as  shown.  The 
smallest  diameter  tube  required  renewal  about  ever} 
four  months  and  the  intermediate  one  yearly.  The 
sand  nozzles  last  a  full  year  and  the  scour  at  the  bot- 
tom of  the  washer  has  had  to  be  repaired  once  in 
three  years.  These  experiences  being  so  different  from 
what  might  have  been  anticipated  from  the  experi- 
ments with  the  test  filter,  it  was  decided  to  study  the 
matter  in  further  detail. 

A  sandwasher  base  from  one  of  the  filters  was  con- 
nected up  to  an  independent  source  of  water  supply 
with  the  water  jet  and  sand  nozzle  exposed,  and  it 
was  found  that  the  velocity  of  the  water  at  the  jet 
varied  from  point  to  point  in  a  given  plane  normal  to 
the  direction  of  motion,  it  being  greatest  at  the  point 
of  maximum  scour  and  least  at  a  point  diametrically 
opposite.  At  the  point  of  highest  velocity  there  was 
the  greatest  suction  with  the  result  that  the  sand  com- 
ing out  of  the  nozzle  was  drawn  toward  that  point. 
There  was  also  at  this  point  considerable  turbulence 
owing  to  k  being  found  on  the  line  of  coalescence  of 
the  two  streams  of  water  formed  by  the  sand  nozzle 


acting  as  an  obstruction  in  the  fairway  of  the  water. 
By  comparing  the  two  designs,  the  cause  of  the  differ- 
ence in  the  experiences  is  apparent.  In  the  test  filter 
design  the  water  passing  to  the  throat  does  so  from 
a  comparatively  quiescent  large  body  of  wau-r,  and 
forms  a  comparatively  steady  jet,  while  in  the  adopted 
design  the  spaces  provided  were  restricted,  and  the 
water  passed  at  moderate  velocities  past  the  sand 
nozzle  and  up  around  the  bend,  hugging  its  periphery, 
producing  the  disturbances  noted. 

New  Sandwasher  Bases  Require  Little  Attention 

Jt  was  decided  to  introduce  at  two  points  in  one 
of  the  Toronto  filters,  sandwasher  bases  correspond- 
ing in  the  form  of  the  water  passages  closely  to  those 
of  the  test  filter.  The  actual  design  is  shown  in  Fig 
4.  A  considerable  improvement  in  the  bottom  of  the 
snndwasher  base  was  introduced  and  the  sand  nozzles 
were  formed  so  as  to  be  drawn  out  from  below.  These 
have  been  in  operation  over  twelve  months  and  show 
very  little  scour,  and  none  at  the  bottom  of  the  washer, 
and  they  run  without  attention. 

As  a  matter  of  performance,  each  of  these  sand- 
washers  during  the  twelve  months  they  have  been  in 
operation  have  properly  washed  and  cleaned  about  five 
thousand  tons  of  sand,  w'thdrawing  it  from,  and  de- 
livering it  again  to,  a  height  of  about  18  feet,  with 
practically  no  attention,  and  the  throats  and  sand 
nozzles  are  still  in  good  condition.  This  is  considered 
highly  satisfactory,  and  shows  that  these  sandwash- 
ers are  highly  efficient  machines.  The  work  of  in- 
stalling new  sandwasher  bases  and  throats  throughout 
the  whole  plant  is  now  in  progress. 

At  Rockland.  Ont.,  a  sandwasher  is  adopted 
in  which  the  raw  water  supply  pipe  as  it  enters  the 
sandwasher  is  widened  out  to  reduce  the  velocity  of 
approach  with  the  same  idea  of  maintaining  the  steady 
jet  at  the  throat  of  the  sandwasher. 


A.  C.  B.  C.  I.  Starts  Membership  Campaign 

At  Recent  Meeting  of  Executive,  Arrangements  were 
Completed  for  a  Thorough  Coast  to  Coast  Canvass 


PLANS  for  a  vigorous  membership  campaign 
were  arranged  at  a  meeting  of  the  executiv  t  of 
the  Association  of  Canadian  Building  and  Con- 
struction Industries,  held  in  Toronto  on  the  af- 
ternoon of  Tuesday,  June  8th.  It  was  decided  at  this 
meeting  that  the  whole  of  Canada,  from  coast  to  coast, 
should  be  thoroughly  canvassed  with  the  view  to  en- 
larging the  membership  of  the  association  and  foster- 
ing its  work.  This  development  program  will  be  car- 
ried out  systematically  and  intensively,  the  complete 
arrangements,  financial  and  otherwise,  having  been 
completed  by  the  executive.  It  is  hoped  that  before 
long  the  results  of  the  campaign  will  be  evident  and 
that  every  eligible  contractor  and  supply  man  will  be 
enrolled  in  the  A.  C.  B.  C.  I.  Simultaneously  with  the 
inauguration  of  this  campaign  there  is  being  formed 
an  advisory  council  comprising  men  prominent  in  pub- 
lic and  industrial  life  in  Canada.  By  these  two  mea- 
sures, the  A.  C.  B.  C.  I.  is  showing  its  determination 
to  place  the  contracting  industry  in  Canada  on  a  high- 
er plane.  It  is  a  big  work  to  accomplish,  the  success 
of  which  will  be  to  the  advantage  of  every  contractor 


individually  and  the  industry  as  a  whole.  The  co-op- 
eration of  all  in  the  construction  industry  is  needed  and 
in  making  the  plans  for  a  membership  campaign,  the 
executive  is  urging  all  contractors  in  Canada  to  ren- 
der the  greatest  possible  assistance  in  elevating  the 
status  of  the  business.  By  taking  out  a  membership  in 
the  A.  C.  B.  C.  I.,  each  contractor  or  supply  man  can 
contribute  something  to  the  welfare  of  the  industry 
in  which  he  is  most  interested. 

Those  present  at  the  meeting  of  the  executive 
were:  Messrs.  J.  P.  Anglin,  J.  B.  Carswell,  J.  Phinne- 
more,  and  J.  Clark  Reilly. 


Contracts  for  2500  miles  of  rural  and  toll  telephones 
in  Alberta  have  just  been  let.  This  is  the  second  lot 
of  telephone  contracts  that  have  been  let  this  year,  the 
first  being  for  some  5,000  miles  of  long  distance  cir- 
cuits, the  work  on  which  is  now  about  half  completed. 
Tenders  will  be  called  for  the  third  lot  between  June 
15th  and  the  first  of  July  when  the  construction  will 
be  on  rural  lines. 
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The  Broken  Stone  Road  is  a  Valuable  Type 

For  Ordinary  Travel,  It  May  Be  Built  at  Comparatively 
Small  Expense  —  Ease  of  Maintenance  is  an  Advantage 


3y  Geo.  Hogarth,  O.L.S.,  M.E.I.C.* 


HIGHWAY  development  in  Canada  may  be  said 
to  begin  with  the  trail  or  bush  road  and,  de- 
pending on  the  lightness  or  heaviness  of  traf- 
fic, to  advance  by  well-defined  steps  to  the 
state  of  earth  road,  then  a  gravel  road,  then  a  maca- 
dam road  and,  finally,  if  finances  permit  and  traffic 
is  heavy,  the  road  receives  a  bituminous  or  concrete 
pavement.  For  all  time  to  come  many  miles  of  our 
highways  will  remain  earth  roads.  Some  roads  being 
more  important  and  leading  to  railway  stations  or 
market  centres  will  have  gravel  applied  to  them  as 
traffic  increases  and  the  need  for  a  better  road  arises, 
and  later,  when  that  traffic  becomes  heavy  and  approx- 
imates 200  to  500  vehicles  per  day.  the  'need  of  a 
stronger  road  crust  will  be  evident  and  a  macadam 
surface  of  broken  stone  will  be  laid.  Such  a  stone 
roadway  will  carry  economically  with  ordinary  main- 
tenance a  traffic  up  to  1,000  or  1,500  vehicles  per  day. 

Broken  stone  roads  for  ordinarv  travel  may  be 
built  at  comparatively  small  expense  where  rock  is 
situated  close  to  the  highway.  The  installation  of  a 
crushing  outfit  at  any  convenient  point  will  provide 
in  one  season  sufficient  stone  to  surface  a  number  of 
miles  of  roadway,  and  by  crushing  the  stone  to  all 
pass  a  \Yi  inch  ring,  no  rolling  will  be  necessary.  In 
operating  such  an  outfit  and  building  a  road,  the  usual 
procedure  is  to  pass  all  stone  over  a  screen  after 
crushing  and  draw  into  one  bin  all  the  dust  and  chips 
up  to  J/2  inch.  The  rest  of  the  stone  passes  into  a 
second  bin  and  is  drawn  away  and  spread  on  the 
road.  The  road  grade  should  first  be  properly  drain- 
ed and  slightly  rounded  up  in  the  centre  and  a  layer 
of  the  crushed  stone  from  ten  to  fifteen  feet  wide  and 
three  to  five  or  six  inches  thick  is  placed.  After  the 
first  layer  of  stone  is  in  position  and  spread  a  coatins/ 
of  the  screenings  and  dust  is  distributed  on  top  of 
the  first  layer,  and  the  road  is  left  for  traffic  to  con- 
solidate. In  this  manner  a  broken  stone  road  for  light 
traffic  may  be  constructed  with  the  minimum  of  ex- 
penditure, and  if  limestone  is  used  and  care  exercised 
in  levelling  and  spreading  the  stone  a  satisfactory 
result  will  be  obtained. 

Stone  Roads  for  Heavy  Traffic 

Where  it  is  desired  to  properly  construct  a  one 
or  two  course  broken  stone  road  for  heavy  traffic  more 
care  is  required  in  all  the  road-building  operations. 
The  preparation  of  the  subgrade  must  be  given  close 
attention  and  the  drainage  of  the  roadway  properly 
provided  for.  Side  ditches  with  good  outlets  will  be 
required  and  the  bottom  of  the  side  ditch  should  be  at 
least  two  feet  below  the  crown  of  the  roadway.  Many 
soils  are  found  to  be  wet  and  soft  and  tile  drainage 
under  or  alongside  the  stoned  portion  must  be  pro- 
vided to  draw  away  the  water  and  permit  the  soil  to 
dry  out  and  harden.  If  the  country  is  rolling  it  will 
be  found  that  tile  drainage  is  absolutely  necessary  to 
drv  out  wet  spots  on  hills,  particularly  at  points  from 
50  to  200  feet  below  the  crest  of  hills,  as  it  is  at  such 
points  the  ground  water  tends  to  come  to  the  surface, 

"Chief  Engineer.  Ontario  Department  of  Public  Highways,  before 
7th  Canadian  Good  Roads  Congress. 


and  by  creating  springs,  will  cause  the  road  to  soften 
and  break.  By  properly  ditching  and  tiling  the  earth 
subgrade  it  is  possible  to  create,  at  small  expense,  a 
hard  dry  surface  upon  which  to  place  the  foundation 
course  of  broken  stone.  Drainage  is  essential  to  roads 
and  the  money  so  spent  is  returned  because  the  well- 
drained  road  costs  less  to  maintain  and  lasts  longer 
than  one  that  is  poorly  drained. 

The  earth  subgrade,  after  being  properly  drained 
and  graded,  is  thoroughly  rolled,  and  the  base  course 
of  stone  is  uniformly  spread  upon  it.  This  base  course 
may  be  ten  to  twenty  feet  in  width  and  from  four  to 
seven  inches  in  depth  and  composed  of  coarse,  stoney 
gravel,  field  boulders,  broken  stone  or  telford.  The 
quality  or  hardness  of  the  stone  used  in  the  founda- 
tion course  is  not  important,  as  the  wearing  effect 
of  wheels  does  not  come  on  the  base  course,  so  that 
any  stone  is  usually  satisfactory.  When  the  base 
course  is  in  place,  a  roller  should  be  used  to  consoli- 
date the  stones  and  render  them  firm  for  the  top 
course.  The  spaces  between  the  stones  in  the  base 
course  may  be  filled  by  screenings  or  coarse  gravel 
and  the  whole  watered  and  rolled. 

On  top  of  the  base  course  a  depth  of  broken  stone, 
about  four  inches  in  depth,  is  placed.  This  top  layer 
is  composed  of  stones  about  two  inches  in  size,  and 
as  it  is  the  wearing  course  of  the  road  the  quality, 
toughness  and  uniformity  of  the  stone  is  important. 
Any  good  limestone  may  be  used  for  the  wearing 
course,  but  the  hardness  of  the  stones  should  be  uni- 
form, as  otherwise  the  quick  wearing  of  the  softer 
stones  will  create  a  rough  road  in  a  short  time.  The 
top  course  is  thoroughly  rolled  and  is  then  watered 
and  screenings  applied  and  spread  over  the  stones  to 
fill  the  voids.  Brooms  are  used  to  sweep  the  screen- 
ings into  all  spaces  and  the  surface  is  watered,  broom- 
ed and  Foiled  until  hard  and  unyielding  under  the  roll- 
er. A  light  coat  of  screenings  is  applied  and  the  road 
left  for  a  few  days  to  dr--  out  before  being  opened  to 
traffic. 

Maintenance  Measures 

The  broken  stone  road  is  readily  constructed,  eas- 
ily maintained  and  readily  repaired.  It  is  a  pleasant 
road  to  drive  over  and,  with  proper  maintenance,  is 
economical.  It  may  be  found  that  after  being  in  use 
for  years  a  broken  stone  road  has  small  holes  and  ruts 
over  its  entire  length.  One  method  of  preventing  the 
road  becoming  rough  is  to  establish  a  system  of  main- 
tenance by  patrolmen  shortly  after  the  road  is  built. 
Under  ordinary  circumstances  one  man  with  a  one- 
horse  cart  and  a  small  outfit  of  tools  will  be  able  to 
patrol  and  keep  in  repair  from  three  to  five  miles  of 
road,  and  he  will  not  need  to  be  continuously  employ- 
ed to  do  that.  The  repairs  consist  in  filling  the  holes 
and  ruts  with  large  stones,  covering  the  stone  with 
screenings  and  tamping  the  patch  tightly  into  place 
with  a  pounder.  An  experienced  man  will  patch  a 
road  so  that  the  road  is  smooth  and  the  patches  can- 
not be  detected  a  few  days  after  the  work  is  done. 
After  being  under  'heavy  traffic  for  some  time  a  brok- 
en stone  road  may  become  rough  and  pitted,  so  that 
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resurfacing  is  necessary.  This  work  is  undertaken 
by  first  scarifying  and  loosening  the  old  surface,  after 
which  the  stones  may  be  levelled  off  and  a  new  course 
applied,  rolled  in  and  finished  the  same  as  when  build- 
ing a  new  road.  It  is  this  ease  of  repair  which  makes 
the  broken  stone  road  one  of  the  most  economical  to 
maintain  and  keep  in  good  surface. 

Dust  Prevention 

During  the  summer  months  a  broken  stone  may 
become  dry  and  dusty.  To  prevent  this  condition  aris- 
ing it  will  be  necessary  to  apply  oil  or  light  tar  to 
the  surface  at  the  rate  of  about  one-third  gallon  per 
square  yard,  and  then  spread  sand,  screenings  or  pea 
gravel  lightly  over  the  material,  the  oil  or  tar  to  blot 
up  any  surplus  and  stop  the  material  sticking  to  the 
wheels  of  vehicles.  An  application  of  a  dust  preven- 
tive in  the  early  spring  and  a  second  in  mid  or  late 
summer  will  render  the  road  dustless  during  the 
months  of  heavy  summer  traffic. 

Broken  stone  roads  are  rounded  or  crowned  slight- 
ly in  order  to  shed  water.  The  amount  of  rise  given 
the  centre  of  the  road  should  be  as  little  as  possible 
consistent  with  proper  drainage.  A  slope  of  %  to  l/i 
inch  per  foot  will  usually  be  found  sufficient  and  will 
give  on  a  road  20  feet  wide  a  crown  2y2  to  5  inches 
higher  at  the  centre  than  at  the  sides.  A  rise  of  from 


3  to  V/2  inches  will  be  found  very  satisfactory  on  such 
a  width  of  road. 

On  steep  grades  broken  stone  roads  will  be  found 
to  give  good  foothold  for  horses.  In  such  situations 
the  maintenance  cost  will  be  high,  because  of  the 
material  washing  away.  Broken  stone  roads  have,  how- 
ever, been  successfully  maintained  on  grades  of  from 
5  per  cent,  to  12  per  cent. 

Broken  stone  roads  have  several  advantages  among 
which  may  be  mentioned  that  they  do  not  require 
rigid  or  expensive  inspection  and  they  can  be  laid  in 
all  but  freezing  weather,  ff  well  built  it  retains  its 
shape  and  docs  not  distort  or  wave  or  creep,  and  is 
an  easy  riding  road  for  team  or  motor  traffic.  The 
disadvantages  of  broken  stone  roads  arc  that  if  sub- 
jected to  much  traffic  in  the  spring  they  tend  to  break 
up  and  ravel,  while  heavy  automobile  traffic  tends  to 
sweep  away  the  dust  particles  between  the  large 
stones,  leaving  a  rough  surface. 

The  ravelling  of  broken  stone  roads  under  traffic 
may  be  prevented  by  the  application  of  a  hot  coat  of 
bitumen.  This  coat  is  applied  after  carefully  sweeping 
the  surface  and  a  quantity  of  from  one-quarter  to  three- 
quarters  of  a  gallon  per  square  yard  is  used.  Such 
material  may  be  applied  by  means  of  a  pressure  dis- 
tributor. It  is  then  covered  with  a  layer  of  -)4  inch 
stone,  and  rolled. 


Gypsum  Board  Survives  Severe  Fire  Test 

Its  Fire  Resisting  Properties  Are  Successfully  Demon- 
strated —  Excessive  Heat   Produced   No  Distortion 


r "GYPSUM  was  successfully  shown  to  be  an  ex- 
_  cellerit  fire-resisting  material  at  a  test  recently 
*  conducted  behind  No.  1  fire  stat;on  at  Toron- 
to. The  demonstration  was  to  determine  the 
action  under  fire  of  a  material  known  as  gypsum  board, 
which  is  composed  of  pure  gypsum  reinforced  on  each 
side  with  a  sheet  of  felt  paper.  This  product  is  pre- 
pared in  32  by  36  by  y%  in.  sheets  and  is  nailed  direct- 
ly to  studding  in  partition  or  wall  construction.  At 
the  test  in  question,  by  which  the  efficacy  of  this  ma- 
terial was  investigated,  two  panels  12  x  16  ft.,  repre- 
senting wall  sections,  were  erected  and  subjected  to 
the  direct  action  of  fire  for  a  period  of  3^  minutes.  The 
panels  comprised  2  by  4  in.  studding  covered  with 
gypsum  board  on  both  sides,  the  face  of  one  panel  be- 
ing sheeted  with  clap  board  to  simulate  outside  wall 


construction  and  the  face  of  the  other  panel  coat;  d 
with  cement  mortar,  superimposed  on  a  scratch  coat  of 
gypsum  plaster  with  chicken  wire  reinforcing  be- 
tween. The  gypsum  board  on  the  backs  of  the  panels 
was  plastered  with  one  coat  of  ordinary  hard  wall  plas- 
ter. In  fig.  1,  the  panels  are  illustrated  before  their 
subjection  to  fire. 

After  35  minutes  exposure  to  the  action  of  fire,  an 
excellent  demonstration  was  given  of  the  fire  retard- 
ing properties  of  the  gypsum  board.  The  clap  board- 
ing, of  course,  was  quickly  consumed  and  the  cement 
mortar  coat  was  entirely  chipped  off,  but  the  gypsum 
board  on  the  face  of  the  panels  was  entirely  undam- 
aged. The  remarkable  feature  of  the  demonstration, 
and  one  indicating  the  excellent  qualities  of  the  gyp- 


Fig.  2 — Whjle  the  clapboarding  and  plaster  coats  were  affected,  the 
gypsum  board  remained  unimpaired 
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sum  board,  was  the  fact  that  during  any  part  of  the 
test  it  was  possible  to  place  the  bare  hand  on  the  rear 
of  the  panels  without  detecting  the  slightest  increase 
in  temperature.  It  was  this  property  that  seemed  to 
be  of  most  interest  to  the  many  observers  who  were 
present.  It  was  considered  quite  remarkable  that  al- 
though only  four  inches  of  air  space  and  two  thick- 
nesses of  gypsum  board  separated  the  fire  from  the 
back  of  the  panels,  no  heat  transmission  could  be  de- 
tected. The  cement  stucco  on  the  face  of  one  of  the 
panels  was,  of  course,  damaged  due  to  the  expansion 
caused  by  the  extreme  heat  and  to  the  fact  that  it 
was  still  green  when  the  test  was  being  conducted. 
The  gypsum  board,  however,  was  not  distorted  in  any 
w  ay  by  expansion. 

By  liberal  application  of  the  hose,  the  effect  of 
sudden  cooling  was  investigated,  but  the  panels  re- 


Fig.  3 — Even  sudden  cooling  failed  to  produce  cracks 

mained  unimpaired.  No  cracking  or  scaling  develop- 
ed, thus  indicating  that  the  board  has  remarkable 
power  of  resistance.  To  the  "Contract  Record",  Fire 
Chief  Russell  stated,  "Gypsum  board  is  a  remarkable 
medium  for  resisting  the  action  of-  fire.  I  was  ex- 
tremely pleased  with  the  tests  which  demonstrated  that 
this  material  is  not  only  durable  but  fire  retardant.  I 
must  say,  of  course,  that  it  is  affected  somewhat  by 
moisture,  but  as  a  fireproof  material  it  is  excellent." 
Mr.  Sykes,  of  the  City  Architect's  Department,  stated 
his  viewpoint  in  somewhat  similar  terms,  pointing  out 
that  for  interior  partitions,  it  has  unusually  excellent 
properties. 

The  gypsum  board  used  in  these  tests  was  manu- 
factured by  the  Ontario  Gypsum  Co.,  Paris,  Ont. 


Saskatchewan  municipalities  have  not  taken  full 
advantage  of  the  Dominion  Government's  housing 
scheme  because  any  additional  borrowing  on  this  ac- 
count would  cut  down  the  borrowing  powers  of  these 
municipalities  materially.  A  conference  of  board  of 
trade  officials  from  various  parts  of  the  province  was 
held  last  month  in  Regina  to  discuss  the  situation  and 
the  following  resolution  was  passed  and  submitted  to 
the  Saskatchewan  government.  "That  we  approach 
the  government  of  Saskatchewan  with  a  view  to  hav- 
ing it  advance  to  the  municipalities  under  the  Housing 
Scheme  Act,  moneys  on  the  general  credit  of  the  muni- 
cipalities to  be  relieved  by  the  securities  taken  by  such 
municipalities  upon  their  being  turned  over  to  the 
government  as  collateral  to  such  loan  and  to  the  ex- 
tent of  such  securities." 


Factors  Entering  into  a  Consideration 
of  the  Housing  Problem 

Report  of  Committee  on  Resolutions  Before 
National  Conference  on  Concrete 
House  Construction 


CANADA  and  the  United  States  are  now  con- 
fronted with  an  unprecedented  housing  famine, 
so  universally  recognized  as  to  need  no  em- 
phasis. This  originated  in  governmental  allo- 
cation of  labor,  materials  and  capital  to  war  needs,  and 
has  been  continued  and  accentuated  by  the  diversion 
of  labor,  materials  and  capital  to  the  production  of 
non-essentials.  To  such  an  extent  is  this  true  that  the 
public  demand  for  these  non-essentials,  and  even  for 
luxuries,  is  raising  the  cost  of  housing,  while  the  peo- 
ple are  bidding  against  each  other  for  the  houses  which 
exist.  The  effect  of  this  housing  shortage  is  not  mere- 
ly to  inflict  hardships  on  the  people,  but  to  excite  to 
higher  pitch  those  feelings  of  discontent  so  wide- 
spread in  the  country  since  the  war. 

The  main  factors  with  which  we  have  to  deal  are 
more  numerous  than  is  the  general  belief;  they  in- 
volve among  others,  land,  materials,  labor,  finance, 
transportation,  design,  legislation  and  building  ordin- 
ances. Clearly,  relief  can  come  only  through  the  con- 
struction of  more  houses  of  the  right  type.  All  build- 
ing is  for  a  profit  in  some  form.  Unless  profit  can 
be  reasonably  assured  in  residence  construction  the 
building  of  homes  will  be  limited  to  prospective  own- 
ers who  are  but  a  small  fraction  of  the  population  of 
large  communities.  Houses  must  be  provided  for  the 
great  mass  who  can  only  afford  to  rent  or  to  buy  on 
long-term  instalments. 

If,  as  will  be  generally  conceded,  after  food  sup- 
ply, houses  are  the  most  fundamental  need  of  the  peo- 
ple, housing  supply  should  take  precedence  over  all 
other  use  to  which  capital  can  be  put.  and  we  are 
justified  in  urging  that  all  possible  steps  be  taken  to 
make  investment  of  private  capital  in  house  construc- 
tion more  attractive  than  any  other  form  of  invest- 
ment. Investment  can  be  encouraged  but  cannot  be 
forced. 

Land  and  Materials 

We  may  say  in  general  that  price  and  availability  of 
land  at  present  are  such  as  not  to  be  a  serious  obstacle. 
Unimproved  land  is  held  at  low  figures  because  of  the 
difficulty  which  its  owners  find  in  putting  it  to  pro- 
fitable use.  This  condition  in  reality  should  act  as  a 
stimulus  to  building. 

.  The  wildest  latitude  in  the  use  of  approved  ma- 
terials should  be  encouraged.  Especially  should  this 
be  emphasized  for  the  purpose  of  relieving  transpor- 
tation congestion  and  the  lowering  of  building  costs. 
Because  numerous  sources  of  supply  can  generally 
be  drawn  upon,  concrete  is  one  of  the  most  readily  pro- 
curable building  materials. 

There  is  now  a  famine  of  houses.  There  is  also  a 
heavy  demand  for  building  materials  for  other  and 
less  important  uses.  Materials  needed  for  home  con- 
struction should  be  regarded  as  in  an  essential  class, 
and  as  such  be  given  preferred  consideration  in  manu- 
facture and  distribution.  Manufacturing  of  such  ma- 
terials should  give  priority  in  shipment  when  intend- 
ed for  this  purpose,  as  opposed  to  other  uses  less  es- 
sential to  the  public  welfare.  These  recommendations 
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should  be  brought  to  the  attention  of  manufacturers 
of  building  materials  and  manufacturers  of  all  other 
essential  appointments  entering  into  the  completion 
of  homes. 

Labor 

Full  recognition  should  be  given  to  the  fact  that 
the  laborer's  cost  of  subsistence  has  greatly  increased. 
Every  available  means  should  be  employed  to  call  the 
attention  of  labor  to  the  fact  it  injures  itself  by  arbit- 
rarily retarding  construction.  These  nullify  the  bene- 
fits derived  from  high  wages  to  the  extent  of  the 
advance  in  rents.  Labor's  attention  should  be  directed 
to  the  fact  that  opposition  to  improved  methods  and 
processes  of  construction  will  postpone,  if  not  defeat, 
efforts  to  quickly  increase  the  supply  of  houses,  while 
the  co-operation  of  labor  in  every  unselfish,  patriotic 
way  will  help  labor  as  well  as  the  whole  people. 

The  urgent  necessity  of  labor  assuming  its  full  re- 
sponsibility in  the  production"  of  satisfactory  houses 
by  the  use  of  efficient  and  economical  methods  should 
be  apparent  to  all.  Co-operation  on  the  part  of  labor 
should  be  evidenced  by  its  willingness  to  arbitrate  all 
questions,  the  non-settlement  of  which  tends  to  retard 
construction  and  thus  to  increase  its  cost. 

Labor  should  appreciate  the  fact  that  it  cannot 
expect  the  support  of  public  sentiment  in  any  at- 
tempt to  condemn  the  use  of  certain  materials  and 
methods  of  construction,  unless  such  methods  and 
materials  adversely  affect  the  health  and  safety  of 
workers  or  the  public. 

Finance 

One  of  the  chief  problems  encountered  is  lack  of 
funds  to  finance  some  building.  Tt  is  desirable  in  the 
public  interest  that  the  funds  now  tied  up  in  first 
mortgages  held  by  the  building  and  loan  associations 
be  made  available  for  dwelling  house  construction. 
Much  money  hitherto  invested  in  first  mortgages  on 
dwelling  houses  is  being  diverted  to  non-taxable  in- 
vestment channels.  Tt  is  desirable  that  exemption 
from  income  tax  be  granted  to  such  investments. 

Recognizing  the  fact  that  the  building  and  loan 
associations  of  America  are  an  important  factor  in 
financing  home  building  and  home  ownership,  and 
that  these  institutions  confine  their  activities  to  teach- 
ing thrift  and  financing  home  ownership,  we  urge  all 
organizations  and  individuals  interested  in  promot- 
ing the  construction  of  homes  to  affiliate  and  co-oper- 
ate with  building  and  loan  associations  in  their  locali- 
ties and  to  assist  in  forming  such  associations  where 
they  do  not  now  exist. 

As  the  most  difficult  financial  obstacle  to  the  con- 
struction of  homes  is  that  of  filling  the  gap  between 
the  amount  obtainable  on  first  mortgages  and  the 
amount  the  purchaser  is  able  to  invest,  we  com- 
mend the  work  of  community  housing  corporations 
and  employers  of  labor  who  are  using  their  own  funds 
or  credit  to  relieve  the  urgency  of  the  present  housing 
shortage. 

Design 

To  secure  results  that  will  satisfactorily  meet  pre- 
sent housing  needs,  safety  and  economy  in  the  con- 
struction of  homes  must  be  recognized  as  of  para- 
mount importance.  These  are  attainable  only  through 
the  use  of  the  most  adaptable  materials  applied  by  the 
best  talent  in  design  and  construction. 

Transportation 

Adequate  building  operations  are  dependent  upon 
uninterrupted    transportation    at    reasonable  freight 


rates.  The  transportation  systems  of  the  United  States 
and  Canada  have  been  and  are  insufficient  to  trans- 
port all  traffic  offered.  The  movement  of  building 
materials  has  been  restricted  and  impeded  by  insuffi- 
cient cars,  and  by  preference  accorded  to  other  com- 
modities in  car  supply,  resulting  in  the  serious  cur- 
tailment of  building  operations. 

Materials  used  in  building  operations,  such  as 
cement,  brick,  stone,  lumber,  steel,  etc.,  are  shipped  in 
carloads.  The  majority  of  them  are  transported  for 
relatively  short  distances  only,  and  utilize  the  full  cub- 
ical or  weight-carrying  capacity  of  cars.  Concrete 
construction  forms  an  integral  part  of  all  building — 
often  the  entire  structure — and  requires  a  minimum 
of  transportation.  The  average  rail  haul  of  a  car  of 
cement  in  normal  times  is  approximately  175  miles, 
and  the  loading  is  to  the  carrying  capacity  of  the  car, 
while  such  building  materials  as  sand,  gravel,  stone, 
etc.,  are  usually  secured  at  locations  so  near  the  job 
that  they  require  relatively  little  transportation  ;  hence 
concrete  construction  requires  less  transportation  per 
unit  of  weight  or  measurement  than  other  forms  of 
construction. 

In  the  case  of  building  construction,  the  transport- 
ation rate  plays  a  very  important  part.  The  ratio  of 
freight  paid  to  total  cost  is  higher  with  reference  to 
building  materials  than  to  commodities  in  general ; 
for  instance,  on  sand,  the  rate  of  freight  is  often  many 
times  the  value  of  the  sand  at  the  pit,  while  on  a  silk 
shirt  the  cost  of  transportation  across  the  continent 
is  so  small  a  per  cent,  of  the  selling  price  as  to  be 
negligible.  Therefore,  to  increase  the  freight  charges 
on  building  materials  one  cent  per  hundred  pounds 
is  to  enhance  the  cost  of  the  structure  greatly.  This  is 
permanently  reflected  in  the  rental.  An  increase  of 
even  $5  per  one  hundred  pounds  in  the  rate  on  silk 
shirts  would  be  barely  noticeable  to  the  purchaser. 
Any  further  advance  in  freight  rates  on  building  ma- 
terial will  retard  building  operations. 

Legislation  and  Building  Codes 

It  is  urged  that  building  officials  give  their  sup- 
port and  influence  in  securing  economies  in  construct- 
tion  by  standardization  of  requirements  for  building 
materials  and  supplies  of  all  kinds  and  the  removal 
Of  undue  restrictions  applying  to  the  erection  of 
homes.  It  is  particularly  urged  that  legislative  bodies 
enact  more  reasonable  laws  governing  the  use  of  con- 
crete in  the  erection  of  houses,  so  that  the  construc- 
tion of  better  and  more  nearly  fireproof  and  perman- 
ent structures  may  be  encouraged  as  contrasted  with 
an  existing  tendency  to  accept  less  desirable  construc- 
tion, while  the  users  of  better  materials  are  frequently 
penalized  by  excessive  requirements.  The  thickness 
of  walls,  as  frequently  required  by  present  building 
laws,  is  greater  than  is  essential  to  the  safety  of  the 
structure.  The  requirements  for  the  use  of  concrete  in 
dwellings  are  fixed  by  regulations  which  govern  the 
construction  of  warehouses.  Light  walls  and  floors, 
possible  with  concrete  and  ample  for  the  needs  of  the 
ordinary  house,  are  prohibited  by  these  laws.  Nor 
does  the  value  of  the  concrete,  from  the  standpoint 
of  fire  protection,  receive  the  recognition  it  deserves. 
1  i"  these  descriminations  were  removed  there  would 
be  made  available  for  more  extensive  use  a  material, 
to  a  large  extent  of  local  origin  and  employing  local 
labor  in  its  fabrication,  for  the  relief  of  the  housing 
situation. 
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Justifiable  Types  and  Costs  of  Bridges 

From  Point  of  View  of  Economy,  When  Should  Bridge 
be  Built? — What  Type  of  Structure  Should  be  Selected? 

 — — .  By  M.  A.  Lyons*  


THE  most  difficult  things  to  decide  about  a  bridge 
are,  whether  or  not  the  bridge  should  be  built, 
and  the  proper  size  of  opening.  From  the  view 
point  of  economy  when  should  a  bridge  be 
built?  It  is  evident  that  the  bridge  must  effect  some 
real  saving  to  economically  justify  its  construction. 
This  effected  saving  may  be  one  of  distance  over 
which  loads  must  be  hauled  or  persons  travel,  or  it 
may  be  a  saving  effected  by  an  increase  in  the  size 
of  the  load  which  may  be  hauled  due  to  its  construc- 
tion. As  it  costs  about  35  cents  per  team  mile  to  haul 
a  load  it  is  seen  that  the  money  in  cents  which  can  be 
spent  on  a  bridge  in  order  to  save  distance  is  35  times 
the  team  mile  saved.  For  example,  if  the  construction 
of  a  bridge  will  save  a  travel  of  five  miles  to  five  per- 
sons who  have  40  loads  to  send  to  market  each  year 
the  total  justifiable  yearly  expenditure  would  be 
$350.00  On  a  wooden  bridge  this  would  justify  the 
expenditure  of  about  $2,500  or  on  a  permanent  bridge 
of  about  $4,500.  Likewise  when  the  cost  of  auto  traffic 
is  15  cents  per  mile  a  saving  of  two  miles  for  an  aver- 
age traffic  of  four  cars  per  day  for  200  days  per  year 
would  effect  a  yearly  saving  of  $240,  or  taking  the  two 
suppositions  together,  an  annual  saving  of  $590  which 
would  justify  the  expenditure  of  $8,000  on  a  bridge 
lasting  thirty  years. 

The  amount  of  justifiable  expenditure  due  to  a  sav- 
ing effected  by  an  increase  in  the  weight  of  the  load 
which  can  be  hauled  by  the  construction  of  the  bridge 
will  also  vary  as  the  traffic,  and  when  the  amount  of 
the  traffic  is  known  the  economical  expenditure  can  be 
ascertained. 

This  however,  is  only  the  economic  side,  and  is 
perhaps  not  as  important  as  the  social  or  sentimental 
side  which  cannot  be  estimated  in  concrete  units  but 
must  remain  a  matter  of  judgment  or  sentunent.  The 
economic  consideration  is,  however,  generally  the  one 
on  which  the  engineer  must  base  his  decision.  Some- 
times, however,  neither  economy  nor  sentiment  is  the 
deciding  factor  but  vested  rights  or  orders  of  courts 
may  compel  the  construction  of  a  bridge. 

Determination  of  Waterway 

The  determination  of  the  area  of  waterway  re- 
quired is  quite  often  a  different  matter.  Various  meth- 
ods of  determining-  this  approximately  are  available. 
First,  where  there  is  an  existing-  structure,  by  an  ex- 
amination of  how  this  structure  has  fulfilled  its  duty ; 
second,  by  evidence  of  men  who  are  acquainted  with 
water  conditions  at  the  proposed  site ;  third,  by  an 
examination  of  water  levels  as  shown  on  the  surround- 
ing objects ;  fourth,  by  an  examination  of  run-off  data 
supplied  by  the  Hydrometric  Survey;  fifth,  by  an  ex- 
amination of  rainfall  data  supplied  by  the  Meteorolog- 
ical Service;  sixth,  by  means  of  formula;  seventh  and 
emphatic,  by  means  of  one  or  several  of  these  methods 
and  common  sense. 

Where  there  are  existing  structures  the  problem  is 
somewhat  simplified  but  not  solved.  On  small  creeks 
there  is  a  tendency  to  under-estimate  rather  than  over- 

*Cbief  engineer.  Good  Roads  Board,  Manitoba,  before  7th  Can- 
adian Good  Roads  Congress. 


estimate  the  size  of  waterway  required,  especially  if 
some  years  have  elapsed  since  a  season  of  heavy  run 
off.  Where  only  temporary  structures  are  being  placed 
this  is  perhaps  not  so  important,  but  where  the  struc- 
ture is  to  be  a  permanent  one,  care  must  be  taken  that 
the  area  is  sufficient  to  provide  for  the  greatest  run  off 
which  may  take  place.  Too  much  dependence  cannot 
then  be  placed  on  the  size  of  the  existing  structure, 
but  information  must  be  obtained  as  to  the  area  re- 
quired under  greatest  flood  conditions.  If  a  structure 
has  successfully  passed  all  water  for  a  considerable 
number  of  years  including  year  of  excessive  run  off, 
we  know  that  it  is  at  least  large  enough,  and  infor- 
mation must  be  obtained  as  to  actual  flood  conditions 
in  order  to  determine  whether  or  not  the  waterway 
area  can  be  reduced,  should  this  reduction  prove  econ- 
omical. On  the  other  hand,  on  large  streams  the  high 
water  mark  has  a  tendency  to  move  up  a  little  beyond 
where  the  other  man  saw  it.  If  definite  marks  of 
flood  water  elevation  recorded  by  men  living  in  the 
vicinity  at  the  time  of  flood  can  be  obtained,  these  are 
generally  to  be  depended  upon.  From  cross  section 
measurements  of  the  valley  and  known  flood  eleva- 
tions, the  area  of  the  required  waterway  can  be  esti- 
mated. 

The  Value  of  Run  Off  Data 

The  water  marks  on  surrounding  objects  are  not 
a  very  accurate  method  of  determining  flood  water 
elevations.  If  a  few  years  have  elapsed  since  the  sea- 
son of  heavy  run  off,  these  marks  may  be  entirely 
obliterated  and  any  marks  found  be  quite  misleading. 
They  are  really  only  one  indication  to  assist  in  de- 
termining the  area  required.  The  most  valuable  and 
dependable  records  of  all  are  those  supplied  by  the 
hydrographic  survey,  where  these  go  back  a  sufficient 
number  of  years.  Unfortunately,  these  records  cover 
comparatively  few  streams  and  on  most  streams  cover 
only  recent  years.  They  do,  however,  form  a  valuable 
guide  in  determining  the  runoff  on  streams  other  than 
the  ones  which  are  covered  by  their  records.  While 
not  numerous,  the  hydrometric  stations  are  fairly  well 
distributed  and  the  runoff  of  typical  streams  in  vari- 
ous parts  of  the  country  has  been  recorded.  Knowing 
the  maximum  runoff,  the  drainage  area,  the  tvpe  of 
country  constituting  the  drainage  basin,  it  is  a  simple 
matter  to  arrive  at  an  estimate  of  the  discharge  of  a 
stream  of  similar  drainage  basin,  which  estimate  will 
be  of  assistance  in  determining  the  proper  waterway. 
As  an  example,  from  the  discharge  record  of  the  Val- 
ley River  for  1913  (a  year  of  heavy  runoff  in  this  por- 
tion of  the  country)  the  maximum  discharge  is  found 
to  be  3500  c.f.s.  The  discharge  divided  by  the  mean 
velocity  of  4  ft.  per  sec.  gives  the  area  of  the  required 
waterway  and  this  divided  by  the  drainage  area  of 
1028  sq.  miles  gives  as  the  waterway  required  an  area 
of  .85  sq.  ft.  per  sq.  mile  of  drainage  basin,  for  this 
particular  stream.  Knowing  the  drainage  area  of  a 
similar  stream  and  multiplying  this  area  in  square 
miles  by  0.85,  would  give  some  idea  of  the  area  of 
waterway  required  for  this  stream.  The  Valley  River 
rises  in  the  southerlv  slopes  of  the  Duck  Mountains 
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and  runs  fairly  rapidly  to  Lake  Dauphin  and  the  dis- 
charge fluctuates  rapidly.  Frona  a  similar  record  of 
the  Rat  River,  which  flows  through  a  comparatively 
level  country,  the  discharge  is  found  to  be  1030  c.f.s., 
mean  velocity  1.63  cu.  ft.  per  second  and  drainage  area 
650  sq.  miles,  requiring  a  waterway  of  0.98  sq.  ft.  per 
square  mile  of  drainage  area. 

Common  Sense  in  Selecting  Opening 

In  applying  this  method,  it  is  important  to  know 
that  the  records  available  on  any  river  cover  greatest 
flood  periods  and  an  accurate  knowledge  of  the  drain- 
age basins  is  necessary.  The  drainage  area  of  the 
larger  streams  can  be  ascertained  from  present  maps 
with  sufficient  accuracy,  but  sufficient  topographic  in- 
formation is  not  always  available  to  apply  this  to 
smaller  streams.  The  Topographical  Surveys'  Branch 
are,  however,  undertaking  to  secure  information  which 
will  be  very  valuable  for  future  studies  along  this  line. 
A  study  of  the  records  of  the  meteorological  services 
will  also  guide  the  judgment  in  selecting  a  proper  area 
of  waterway.  Reasoning  from  one  drainage  basin 
where  total  maximum  precipitation  and  maximum  per- 
centage of  runoff  are  known  to  a  similar  drainage 
basin  for  which  meteorological  records  can  be  obtained, 
a  comparative  estimate  of  the  maximum  runoff  of  this 
bas:n  can  be  made.  There  are  also  a  number  of  for- 
mulaes  which  can  be  applied  under  certain  conditions 
to  drainage  areas  which  will  also  be  a  guide  to  the 
judgment.  With  the  exception  of  the  test:mony  of 
dependable  observances  of  flood  conditions,  and  the 
actual  record  of  the  hydrometric  surveys,  the  various 
methods  mentioned  serve  only  as  guides  for  the  judg- 
ment in  selecting  a  proper  waterway  and  all  must 
be?  applied  with  common  sense. 

Selecting  the  Type  of  Structure 

In  selecting  the  type  of  structure,  three  factors  will 
influence  this  choice:  viz.,  economy,  service  and  ap- 
pearance, and  of  these  the  first  two  will  generally,  but 
not  always  rightly,  be  the  deeding  factors.  It  is  im- 
possible to  estimate  the  value  of  the  aesthetic  in  de- 
sign, and  as  this  value  cannot  be  expressed  in  concrete 
symbols,  it  is  frequently  not  understood  and  conse- 
quently beauty  of  appearance  is  not  given  full  value 
in  deciding  on  the  type  of  structure.  It  is  a  question 
how  much  additional  money  should  be  spent  in  order 
to  achieve  a  pleasing  appearance.  One  dollar  alone  has 
a  very  anaemic  appearance  in  these  days,  but  where 
a  few  thousand  of  them  are  considered  they  have  a  very 
aesthetic  appearance,  more  so  to  some  than  to  others ; 
but  it  is  a  fact  that  the  cost  of  a  bridge  is  soon  for- 
gotten while  an  unsightly  bridge  cannot  be  forgotten, 
for  it  remains  as  a  constant  unpleasant  jar  on  the 
senses. 

In  selecting  the  economical  type  of  bridge,  first 
CO  t,  upkeep  and  value  of  non-interruption  of  traffic 
must  be-  considered.  The  timber  structure  is,  in  about 
every  case,  the  cheapest  in  first  cost  but  in  the  long 
run  does  not  generally  prove  to  be  as  cheap  as  steel 
or  concrete.  A  wooden  pile  bridge,  if  suitable  for  the 
site,  is  no  doubt  the  cheapest  bridge  in  direct  cost. 
For  example,  a  50  ft.  pile  bridge  will  cost  to-day  about 
$1,500.  Allow-ng  0  per  cent,  interest,  a  yearly  pay- 
ment <if  $270  would  be  required  to  keep  this  bridge 
in  condition,  made  up  as  follows:  Flooring  to  be  re- 
moved every  three  years,  first  cost  $270,  yearly  pay- 
ment for  3  years  $101  ;  stringers  to  be  removed  every 
6  years,  first  cost  $270,  yearly  payment  $55;  remainder 


of  bridge  to  last  12  years,  first  cost  $960,  yearly  pay- 
ment $114;  total  yearly  cost  $270.  Indirect  costs,  such 
as  delay  to  traffic  during  repairs,  loss  of  traffic  through 
neglect  of  repairs,  liability  to  accident  or  fire,  may  run 
the  total  cost  far  beyond  the  direct  costs.  At  best  the 
pile  bridge  is  very  unsightly  and  only  to  be  considered 
where  first  costs  are  of  prime  importance,  as  they 
sometimes  are. 

Comparison  of  First  and  Yearly  Costs 

In  many  cases,  stream  conditions  are  such  that  It 
is  not  permissible  to  have  piles  in  the  stream  bed,  and 
a  clear  opening  of  long  span  is  required.  The  type  of 
structure  may  then  be  a  choice  between  a  wooden 
span,  a  steel  span  or  a  concrete  span.  Unless  the 
wooden  span  is  to  be  placed  on  piles  which  in  many 
cases  is  not  feasible,  the  cost  of  the  substructure  for 
the  three  types  will  be  about  the  same,  so  that  it  will 
only  be  necessary  to  compare  the  relative  costs  of 
the  superstructure.  Again  selecting  a  50  ft.  span  for 
comparison  and  allowing  the  following  conditions, 
wooden  flooring  to  be  removed  every  3  years,  wooden 
stringers  every  6  years,  painting  wood  and  steel  every 
4  years  and  life  of  concrete  and  steel  over  30  years, 
life  of  wooden  truss  15  years,  we  have  the  following 
relative  costs  : — ■ 

FIRST  COSTS 
Wooden  Truss 

12,400  f.b.m.  timbers  at  $100  per  M  $1,240 

3,000  lbs.  steel  at  15c  per  lb   450 

Painting  .•  ...  250 

$1,940 

Steel  Bridge 

12.6  tons  steel  at  $220   $2,772 

4.600  ft.   timber  at  $80      368 

$3,140 

Concrete  Bow  String 

68  cu.  yds.  concrete  at  35c  per  cu.  yd  $2,380 

11600  lbs.  steel  at  10c  per  lb  1,160 

1850  sq.  ft.  mesh  at  20c,  per  sq.  ft   370 

1000  lbs.  structural  steel  (bearings,  etc.)  20c  lb   200 

Crosby  clips  and  handrail   200 


$4,310 

YEARLY  COSTS 
Wooden  Truss 

Flooring  2800  f.b.m.  at  $80     cost  $224;  yearly  payment 

based  on  3  year  life   $84 

Stringers,  3200  f.b.m.  at  $80;  cost  $256;  yearly  payment 

based  on  6  year  life  54 

Remainder  of  bridge  $1210;  yearly  payment   based  on 

15  year  life    125 

Yearly  cost  of  painting  every  4  years   72 

Total  yearly  cost  $335 

Steel  Truss 

Timber,  4670  ft.  at  $80;  cost  $374;  yearly  payment  based 

on  3  year  life  $140 

Yearly  payment  on  steel  truss  for  30  years  (cost  $2772).  203 
Yearly  cost  of  painting  every  4  years    36 

Total  $377 

Concrete  Bridge 

Yearly  payment  on  concrete  bridge  for  30  years  (cost 

$4310)    ...$311 

It  thus  appears  that  the  concrete  superstructure 
for  spans  of  this  length  at  least  is  cheaper  than  either 
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wood  or  steel.  It  must  also  be  noted  in  the  case  of 
steel  and  concrete  bridges  that  at  the  end  of  30  years 
the  bridge  is  paid  for  and  the  yearly  payments  cease 
(except  for  the  repairs  on  the  steel  bridge)  while  in 
the  case  of  the  wooden  bridge  the  yearly  payments 
still  go  on. 

Many  Factors  Affecting  Cost 

For  bridges  of  any  size,  it  is  impossible  to  make  any 
general  statement  that  one  class  of  bridge  is  cheaper 
than  another,  as  every  bridge  is  a  problem  in  itself  and 
the  foregoing  is  given  as  an  example  of  a  method  of  ob- 
taining relative  costs.  The  question  of  the  nature  of 
the  foundations,  cross  section  of  the  stream  bed,  con- 
dition of  stream  flow,  waterway  required,  availability 
of  materials,  relative  cost  of  materials,  relative  costs 
and  availability  of  labor,  relative  cost  of  substructure 
to  the  superstructure,  ice  conditions,  economical  and 
suitable  length  of  span  must  be  taken  into  account 
when  deciding  which  is  the  economical  bridge.  Wood- 
en bridges  are  confined  chiefly  to  two  types,  the  pile 
trestle  and  the  Howe  truss.  For  steel  bridges  of  clear 
span  of  30  ft.  or  under,  simple  stringer  spans  are  cheap- 
est, from  30  ft.  to  about  45  or  50  ft.  plate  girders ;  from 
50  ft.  to  80  or  90  ft.,  low  or  pony  trusses  ;  400  or  500 
ft.,  trusses  with  subdivided  panels;  beyond  this,  can- 
tilever or  suspension  bridges,  with  steel  arches  com- 
ing in  any  place  in  the  list. 

Every  concrete  bridge  is  a  study  in  itself.  In  Mani- 
toba, there  has  been  constructed  or  underway,  slab 
and  girder  bridges  up  to  30  ft.  span,  through  girders 
up  to  50  ft.  span,  barrel  arches  up  to  100  ft.  span,  open 
spandrel  arches  up  to  60  ft.  span,  through  arch  or 
rainbow  type  up  to  90  ft.  span  and  bow  strings  up  to 
90  ft.  These  are,  however,  only  given  as  an  example 
of  different  types  of  concrete  bridges. 

In  appearance,  concrete  bridges  can  be  made  to 
surpass  any  other  class  of  bridge.  They  can  be  pour- 
ed into  any  form  and  beauty  must  lie  in  their  lines 
and  not  in  any  ornamentation.  To  my  mind  there 
is  another  strong  argument  for  the  use  of  concrete 
and  it  is  that  the  materials  used  in  making  of  con- 
crete are  almost  without  limit.  The  time  when  our 
timber  will  be  exhausted  can  be  foreseen.  Iron  ore  is 
limited  and  can  never  be  replaced. 

Loading  Allowances 

All  bridges  should  be  designed  by  competent  en- 
gineers. The  design  of  ordinary  steel  bridges  is  so 
standard  that  there  is  very  little  difficulty  about  get- 
ting a  suitable  bridge  after  it  has  been  decided  what 
loads  it  may  be  called  upon  to  carry.  The  decision  of 
the  proper  loading  is  one  which  will  require  careful 
study  but  in  the  end  must  remain  largely  a  matter  of 
judgment.  The  tendency  up  to  the  present  has  been 
towards  an  increase  in  the  weight  of  loads  carried  on 
highways.  Many  bridges  have  been  discarded  recent- 
ly owing  to  the  fact  that  they  were  not  heavy  enough 
for  present  traffic.  In  Western  Canada  the  heaviest 
likely  load  appears  to  be  a  large  tractor.  In  Manitoba 
we  design  our  floor  system  for  a  tractor  load  of  18 
tons  plus  30  per  cent,  impact  and  our  trusses  for  this 
tractor  for  a  load  of  100  lbs.  per  sq.  ft.  whichever  pro- 
duces the  greater  stress.  The  tendency  appears  toward 
lighter  tractors  rather  than  heavy  ones.  Before  these 
bridges  are  worn  out,  however,  some  of  them  may  be 
called  upon  to  support  heavy  truck  loads,  but  it  is 
doubtful  if  these  will  ever  exceed  18  tons. 

The  design  of  the  foundation  is  most  important. 
The  bearing  power  of  different  soils  varies  so  greatly 


and  similar  soils  vary  so  greatly  under  different  con- 
ditions, that  careful  examination  must  be  made  of  the 
soil  in  order  to  properly  design  a  foundation.  It  is  a 
strange  fact  that  there  is  probably  less  data  on  the 
variable  factors  in  the  behaviour  of  soils  than  on  most 
other  materials  of  construction  and,  therefore,  the  as- 
sumption made  in  the  design  of  foundations  is  large- 
ly a  matter  of  experience  and  judgment. 

The  design  of  reinforced  concrete  structures  is  not 
so  standard  as  the  design  of  steel  bridges,  and  struc- 
tures should  not  be  considered  which  have  not  been 
designed  by  a  competent  and  experienced  engineer. 

Inspection  is  Important 

Proper  construction  is  just  as  essential  as  proper 
design.  Great  care  must  be  taken  in  the  selection  of  the 
material.  For  steel  bridges,  the  material  rolled  by 
steel  mills  is  so  nearly  standard  that  for  ordinary 
bridges  no  hesitation  need  be  had  in  accepting  struc- 
tural shapes.  But  in  order  to  eliminate  poor  field  riv- 
eting,  enlarged  rivet  holes  made  by  drifting  in  erec- 
tion, and  other  faults  which  may  produce  stresses  for 
which  no  provision  has  been  made,  all  shop  work 
should  be  carefully  inspected  before  the  material  is 
shipped  to  the  job. 

In  remforced  concrete  work  the  inspection  must 
needs  be  more  rigid.  The  cement  should  be  subject- 
ed to  standard  tests  before  it  can  be  used.  The  mak- 
ing of  cement  is  a  delicate  process  and  any  one  of  sev- 
eral factors  entering  into  its  manufacture  may  cause 
a  variation  in  the  product.  Especial  care  should  be 
given  in  the  selection  of  the- aggregates ;  these  must  be 
well  graded  and  absolutely  clean.  It  is  probable  that 
more  failures  occur  through  the  use  of  improper  ag- 
gregates than  from  any  other  cause.  The  water  used 
must  be  clean  and  just  the  right  proportion  used.  Pro- 
fessor Abrams  has  shown  that  the  proportion  of  water 
to  cement  is  one  of  the  big  factors  affecting  the 
strength  of  concrete.  The  amount  of  water  used 
should  be  just  enough  to  make  a  workable  mix,  and 
any  greater  proportion  of  water  rapidly  decreases  the 
strength  of  the  concrete.  There  is  only  a  certain 
amount  of  water  required  to  cause  the  setting  of  the 
cement  and  it  is  quite  evident  that  any  amount  be- 
yond this,  when  it  has  dried  out,  leaves  voids  in  the 
concrete. 

The  inspection  of  the  steel  is  also  very  important, 
not  only  as  to  quality  but  to  determine  that  the  bend- 
ing is  done  according  to  plans.  It  is  quite  a  common 
idea  that  any  sort  of  steel  will  do  for  concrete  rein- 
forcing but  such  is  not  the  case.  This  steel  is  design- 
ed to  take  its  share  of  the  stress  fully  as  much  as  the 
steel  in  a  steel  bridge.  The  steel  must  occupy  the 
exact  space  it  is  designed  for,  otherwise  it  is  entirely 
of  no  use  in  the  structure.  For  this  reason,  the  bends 
shown  in  the  plans  must  be  strictly  adhered  to. 

It  is  also  important  to  have  experienced  contract- 
ors for  concrete  work  and  just  as  important  as  inspec- 
tion of  the  material  is  inspection  of  construction.  This 
inspector  must  be  a  man  who  knows  his  business  bet- 
ter than  the  contractor  and  who  has  sufficient  tact  and 
judgment  to  get  the  work  properly  carried  out  w  ith- 
out undue  hardships  to  the  contractor.  It  is  a  mis- 
taken idea  that  any  person  will  do  for  an  inspector. 

The  form  work  is  very  important  in  concrete  work 
as  it  must  be  strongly  buildt  to  withstand  the  pres- 
sure which  will  come  Up  on  it  and  also  must  have  a 
smooth  surface,  for  every  flaw  in  the  forming  shows  up 
in  the  finished  structure.     Careful  ramming  of  the 
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concrete  is  necessary  in  order  to  .make  a  dense  con- 
crete, prevent  voids  forming  next  to  the  forms  and 
cause  a  close  bond  between  the  concrete  and  steel. 

Culvert  Design 

Coming  to  the  small  but  important  culverts,  there 
are  in  general  four  types  in  common  use,  first,  the 
wooden  culvert;  second,  steel  or  iron;  third,  concrete 
pipes;  and  fourth,  concrete  culverts  cast  in  place.  The 
wooden  culvert  is  undoubtedly  the  cheapest  but  the 
objection  to  this  is  that  it  is  often  out  of  commission 
or  unsafe.  In  point  of  cost,  the  concrete  pipe  culverts 
come  next.  These,  however,  must  be  placed  where 
no  water  will  freeze  in  or  around  them  and  they  must 
have  a  good  solid  bed.  Considerably  saving  has  been 
effected  in  Manitoba  by  the  use  of  concrete  pipe  and 
the  results  have  been  quite  satisfactory. 

Corrugated  steel  or  iron  pipes  have  been  used  ex- 
tensively where  lack  of  suitable  materials  or  labor 
prevents  the  making  of  concrete  pipes ;  also  these  can 
be  laid  in  places  where  it  would  not  be  suitable  to  lay 
concrete  pipes.  We  have  also  used  cast  in  place  semi- 
circular reinforced  concrete  culverts  with  good  suc- 
cess.   These  cost  about  the  same  as  the  corrugated 


Sewage 


IN  the  February  25,  1920,  issue  of  the  "Contract 
Record"  an  article  by  the  author  described  the 
sewage  plant  of  the  Mowatt  Sanitorium  and  its 
construction.    This  article  indicates  the  methods 
of  disinfecting  and  purifying  the  sewage  and  sewage 
effluent.    The  plant  has  been  in  operation  since  De- 
cember, 1919. 

The  quantity  of  sewage  flowing  through  the  plant 
is  approximately  20,000  gallons  per  day.  Chloride  . of 
lime  is  used  as  disinfectant  and  the  chlorination  equip- 
ment consists  of  a  square  wooden  tank  with  a  capac- 
ity of  60  gallons.  It  is  used  for  mixing.  The  solu- 
tion from  this  tank  goes  into  two  10-gallon  kegs  ar- 
ranged as  shown  on  the  accompanying  drawing.  The 
idea  of  having  two  receptacles  for  the  solution  is  to 
ensure  an  absolutely  clear  liquid  flowing  through  the 
regulation  valves,  as  there  is  always  a  certain  amount 


Wooden  tank  and  two  kegs  form  equipment  for  disinfecting  sewage 


iron  pipes.  We  seldom  use  pipe  culverts  of  over  30 
in.  or  36  in.  in  diameter.  Above  that  we  advocate  re- 
inforced concrete  box  culverts. 

In  these  days  of  specializing,  transportation  is  se- 
cond in  value  only  to  production,  and  only  within  the 
last  few  years  have  most  people  realized  the  vital  part 
that  the  road  plays  in  our  transportation  system.  At 
a  time  of  shortage  in  the  prime  necessities  of  life, 
when  the  world  teeters  between  enough  and  starva- 
tion, our  market  highway  system  is  of  its  greatest 
importance.  The  bridge  is  the  important  link  in  this 
system.  Nominally  the  bridge  serves  to  carry  water 
under  a  road  or  traffic  over  the  stream.  Actually  its 
possibilities  are  unlimited.  Its  existence  may  mean  a 
supply  of  food  to  a  starving  being  on  another  contin- 
ent, or  the  difference  between  life  and  death  to  a  sick 
one  or  the  difference  between  hope  and  despair  to  a 
toiler.  Its  appearance  may  be  the  cause  of  pleasant 
fancies  or  it  may  be  the  cause  of  a  feeling  of  repul- 
sion. Let  us,  therefore,  in  our  bridge  work  do  what 
we  can  to  cause  pleasant  thoughts  and  create  pleasant 
memories,  and  in  this  work,  as  in  all  our  highway 
work,  build  well. 


of  undissolved  matter  coming  from  the  mixing  tank. 
These  solids  will  settle  in  the  upper  barrel  leaving  a 
clear  solution  only  into  the  outer  keg,  ensuring  there- 
by a  safe  and  regular  flow  of  the  solution  through  the 
valves,  which  are  made  of  special  acid  proof  metal. 

The  cost  of  treating  the  effluent  is  estimated  at 
$1.56  per  day  average,  and  includes  the  entire  upkeep 
of  the  plant,  cleaning,  heating  in  the  winter,  chloride 
of  lime,  etc. 

I  wish  to  say  here  that  the  sprinkling  filter  would 
probably  work  perfectly  without  any  artificial  heat, 
which  would  mean  a  considerable  saving  item  in  the 
cost  of  the  upkeep  of  the  plant.  This  will  be  tried 
next  winter.  There  is  more  latent  heat  in  the  filter 
than  we  would  believe,  enough  I  think  to  prevent  the 
sewage  from  freezing. 

Since  the  month  of  January  several  bacteriological 
analyses  have  been  made  of  the  sewage  effluent,  the 
results  of  which  are  shown  in  the  following  table : 


Bacteria 

per  C.C. 

B.  Coli 

Septic  Effl. 

Septic  Effl. 

After 

without 

after 

Before 

Chlor- 

Chlor- 

Chlor- • 

Chlor- 

Date 

Raw  sewage 

ination 

ination 

Sewage 

ination 

ination 

C.C. 

C.C. 

C.C. 

Feb. 

2 

9,000 

Feb. 

5 

58,500 

Feb. 

5 

28,500 

Feb. 

5 

24,000 

Feb. 

12 

800,000 

25,000 

500 

0.0001 

0.001 

Fret 

Feb. 

23 

1,020,000 

220 

Free 

Feb. 

24 

160,000 

30 

0.0001 

absent 

\ 

in 

O.lc.c. 

Feb. 

28 

220,000 

20 

0.0001 

Free 

Mar. 

5 

4,000 

Mar. 

6 

2 

Free 

Purification  at  Mowatt  Sanitarium 

20,000  Gallons  per  Day  Disinfected  With  Chloride  of 
Lime — Equipment  is  Simple  but  Results  are  Effective 

  By  A.  Langlois,  B.A.Sc,  C.E.   
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Chemical  Analysis  Showing  the  Effect  of  the  Filter- 
ing Stone 

Parts  per  million 
Septic  tank — Filter  effluent 
March  5  Suspended  matter         4.1  1.6 

Oxygen    consumed       About    the  same  in 

both  samples 
April  S  Suspended   matter         (>7  12 
Oxygen  consumed         23.2  10.8 
This  last  test  shows  that  filtration  has  removed 
about  80  per  cent,  of  the  suspended  matter,  and  53.5 


per  cent,  of  the  organic  matter.  The  system  is  work- 
ing admirably  in  every  respect.  The  sewage  in  the 
sedimentation  tank  has  been,  for  about  three  months, 
entirely  covered  with  a  heavy  scum,  of  over  one  foot 
in  thickness.  The  sewage  effluent  from  the  filter  a-< 
well  as  from  the  septic  tank  is  absolutely  free  from  any 
odor.  Some  two  weeks  ago  the  sludge  chamber  was 
emptied  for  the  first  time.  This  part  of  the  system  al- 
so worked  to  expectations,  the  matter  coming  out  of 
it  being  very  black  and  of  very  light  consistency, 
free  from  lumps  or  undissolved  solids. 


The  Deterioration  of  Structures  in  Sea  Water 

Institution  of  Civil  Engineers  Has  Investigated  the 
Behavior  of  Timber,  Metal  and  Concrete  Structures 


THE  Institution  of    Civil    Engineers  (British) 
has  just  issued  the    first    report  of  a  special 
committee,     with     Sir    William  Matthews, 
K.C.M.G.,  as  chairman,  formed  to  investigate 
the  deterioration  of  structures  of  timber,  metal  and 
concrete  in  sea  water. 

This  report  is  the  result  of  investigations  carried 
out  by  this  special  committee  of  the  institution,  with 
financial  assistance  from  the  Department  of  Scientific 
and  Industrial  Research,  and  both  the  institution  and 
the  department  have  every  reason  to  be  satisfied  with 
the  extremely  valuable  information  which  the  Com- 
mittee has  collected,  and  with  the  able  manner  in 
which  the  report  has  been  prepared.  The  report  forms 
a  volume  of  three  hundred  pages  in  royal  octavo,  to- 
gether with  several  useful  plans,  maps,  and  photo- 
graphs, and  must  be  regarded  as  a  valuable  work  of 
reference,  containing,  as  it  does,  information  that  is 
in  general  very  difficult  to  obtain. 

General  Conclusions 

The  following  summary  of  the  general  report  of 
the  committee  gives  in  brief  the  general  conclusions 
which  may  be  made  from  the  data  and  information 
collected  up  to  the  present  time,  and  is  from  the  En- 
gineering Review : 

(1)  At  the  home  ports,  Baltic  timber,  which  has 
been  properly  creosoted,  would  resist  the  attack  of 
teredo  or  limnoria  to  an  extent  which  would  justify 
the  adoDtion  of  such  treatment. 

(2)  The  life  of  sea  structures  in  connection  with 
home  ports,  would  be  further  prolonged  by  the  use 
of  greenheart  and,  to  some  extent,  by  the  employment 
of  jarrah,  and  other  Australian  gums,  in  lieu  of  creo- 
soted timber. 

(3)  In  tropical  waters,  where  the  teredo  and  lim- 
noria are  much  more  active  than  around  the  British 
coasts,  the  use  of  creosote  as  a  protection,  or  preventa- 
tive, would  not  be  justified  by  the  results  produced. 

(4)  It  is  possible  that  experiments  contemplated 
on  improved  preservations  may  enable  better  results 
to  be  obtained  with  softer  woods  adapted  for  impreg- 
nation at  home  and  in  the  colonies. 

(5)  Hard  and  dense  woods  are  not  adapted  for 
this  preservative  treatment. 

(6)  Reinforced  concrete  is  a  more  favorable  ma- 
terial than  wood  for  use  where  the  sea  worm  is  very 
active,  both  at  home  and  in  the  tropics,  provided  such 
a  system  is  applied  in  a  proper  manner. 


(7)  In  carrying  out  reinforced  concrete  struc- 
tures, both  at  home  and  in  the  tropics,  it  is  of  the  ut- 
most importance  that  a  sufficient  thickness  of  cover 
for  the  reinforcement,  say,  not  less  than  2  to  2J/> 
inches,  be  provided,  and  that  the  materials  are  so  pro- 
portioned that  the  concrete  is  impervious. 

(8)  It  is  of  special  importance  that  careful  work- 
manship and  supervision  should  be  employed  in  carry- 
ing out  reinforced  concrete  work,  and  that  the  dis- 
placement of  the  reinforcement  should  not  occur  dur- 
ing the  deposit  of  the  concrete. 

(9)  Ordinary  concrete,  whether  in  blocks  or  en 
masse,  may  be  considered  as  producing  thoroughly 
permanent  work,  if  carried  out  on  the  lines  indicated 
in  detail  in  the  report. 

(10)  The  committee  defer  the  expression  of  an 
opinion  on  the  relative  suitability  of  iron  or  steel  for 
use  in  steel  structures  until  the  experiments,  for 
which  arrangements  have  been  made,  are  sufficiently 
advanced  to  enable  a  reliable  opinion  to  be  formed. 

Features  of  the  Report 

The  report,  which  is  edited  by  P.  M.  Crosthwaite, 
B.A.I.,  M.I.C.E.,  and  G.  R.  Redgrave,  Assoc.  I.C.E., 
opens  with  a  useful  abstract  of  references  to  the  sub- 
ject contained  in  the  Proceedings  of  the  Institution. 
Next  follows  a  paper  by  Mr.  H.  W.  Fitz-Simons,  in 
conjunction  with  Mr.  F.  T.  Brooks,  discussing  the 
conditions  that  contribute  to  the  value  of  timber  as 
a  material  for  marine  structures.  Dr.  W.  T.  Colman 
deals  with  the  subject  from  the  biological  standpoint, 
and  gives  a  useful  explanation  of  the  structure  and 
life  habit  of  boring  animals,  the  account  given  of 
the  ship  worm  or  teredo  being  particularly  interesting. 

The  special  general  articles  conclude  with  an  able 
contribution  on  the  Corrosion  of  Iron  and  Steel  by 
Dr.  J.  Newton  Friend,  who  promises  further  contri- 
butions when  experiments,  now  in  progress,  arc  com- 
pleted. 

The  remainder  of  the  report  comprises  extracts  of 
reports  sent  in  by  corresponding  members  in  various 
parts  of  the  world.  Many  of  these  reports  were  ac- 
companied by  specimens,  preserved  by  the  Commit- 
tee, to  act  as  the  nucleus  of  a  museum  which  will  be 
of  great  value  and  interest  in  the  future. 

Timber  Structures 

As  indicated  in  the  summary  given  above,  the  use 
of  creosoted  timber  is  attended  with  variable  success 
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in  home  waters,  and  is  practically  a  failure  in  hot 
countries. 

The  report  contains  a  number  of  photographs 
showing  the  effects  of  the  teredo  in  eating  away  tim- 
ber; this  gentleman  does  not  appear  to  object  strongly 
to  creosote,  but  does  not  much  like  the  flavor  of  Aus- 
tralian gums. 

In  the  case  of  timber,  there  are  two  distinct  as- 
pects of  the  problem  to  be  kept  in  mind;  one  is  the 
determination  of  the  timber  possessing  properties 
which  are  most  resistent  to  the  action  of  the  boring 
animals;  the  other  is  the  investigation  into  the  most 
effective  method  of  preventing  such  animals  from  at- 
tacking a  given  kind  of  timber. 

Metal  sheathing — lead  and  Muntz  metal — has  been 
used  with  varying  success,  but  great  difficulty  is  met 
in  properly  covering  the  joints  between  the  timbers 
in  braced  structures.  One  form  of  covering,  known  as 
"scupper  nailing,"  consists  of  flat-headed  iron  nails 
driven  into  the  timber,  so  nearly  touching  each  other 
that  the  space  between  them  may  rust  over  and  form 
practically  a  continuous  rust  coating ;  in  some  cases 
it  is  doubtful  whether  this  cure  is  better  than  the 
disease. 

One  of  the  peculiarities  of  the  problem  is  that  with 
two  piles  nearly  in  contact,  one  may  be  taken  and  the 
other  left. 

The  reports  from  widely  different  localities  are 
practically  unanimous  in  dividing  timber  into  green- 
heart  and  others. 

Concrete 

The  report  is,  on  the  whole,  very  favorable  to  con- 
crete as  a  material  for  resisting  deterioration  under 
sea  action.  When  we  remember  that  concrete,  in  the 
form  of  reinforced  concrete,  in  which  it  is  now  most 
generally  used,  is  a  comparatively  new  material,  and 
that  mistakes  are  inevitable  in  the  first  uses  of  it,  we 
must  be  impressed  by  the  very  good  record  which 
engineers  all  over  the  world  give  of  its  action.  Most 
of  the  failures  with  reinforced  concrete  can  be  attri- 
buted to  the  corrosion  of  the  steel  reinforcement  due 
to  the  penetration  of  water  through  the  concrete  cov- 
ering. There  are,  however,  some  factors  which  must 
be  taken  into  account.  Mr.  Wentworth  Shields,  for  in- 
stance, has  found  that  at  Southampton  the  rust  action 
takes  place  only  above  high  water  level,  and  that  be- 
low high  water  neap  tides,  where  the  piles  and  brac- 
ing are  constantly  wetted,  the  concrete  is  quite  un- 
affected. Mr.  Kirkpatrick,  of  the  Port  of  London, 
suggests  that  during  the  drying  of  the  wet  metal  cor- 
rosion proceeds  rapidly,  as  it  is  in  contact  with  the 
air;  consequently  where  the  concrete  cover  is  thin  and 
moisture  finds  its  way  to  the  steel  in  wet  weather,  we 
may  expect  that  corrosion  will  ensue  in  the  periods 
of  line  weather,  as  evaporation  continues,  and  causes 
the  concrete  to  crack. 

Evidence  shows  that  the  first  sympton  is  the  ap- 
pearance of  small  spots  of  rust  on  the  face  of  the 
concrete.  Corrosion  next  extends  in  the  direction  of 
the  reinforcing  rods,  and  cracks  can  be  perceived ; 
then  once  a  crack  is  started,  water  gains  access  to 
the  steel,  and  the  expansion  under  corrosion  forces 
the  concrete  away  from  the  bars  and  sometimes  quite 
exposes  them . 

Insufficient  experience  appears  to  have  been  gained 
witb  tlx-  use  of  tar,  ironite,  and  other  surface  treat- 
ments for  preventing  access  of  the  sea  water  to  the 
concrete. 

One  point  of  considerable  importance  is  that  none 
"  of  the  correspondents  attribute  defects  in  the  reinforc- 


ed concrete  to  the  composition  and  character  of  the 
concrete  itself ;  this  indicates  that  the  condition  neces- 
sary to  product  good  concrete  in  practice  are  now  well 
understood.  In  very  cold  climates,  as  at  Halifax 
(Nova  Scotia),  frost  may  be  the  cause  of  injury  to  the 
concrete;  if  water  penetrates  the  surface  of  the  con- 
crete at  high  tide,  the  water  in  the  concrete  may 
freeze  and  expand  when  the  tide  falls.  On  thawing 
again  with  the  rising  tide,  the  surface  film  of  concrete 
falls  off  in  powder ;  for  this  temperature  effect  water- 
proofing is  the  only  remedy. 

The  Committee  is  in  favor  of  using  Portland  rather 
than  Roman  cement  for  sea  work,  and  disapproves  the 
use  of  lias  or  hydraulic  lime  in  concrete. 

Iron  and  Steel 

The  action  of  sea  water  upon  cast  iron,  wrought 
iron  and  steel  is  different  in  each  case,  but  the  extent 
of  the  deterioration,  its  causes,  and  its  prevention  can- 
not at  present  be  decided  with  certainty.  Steel,  as  a 
rule,  shows  signs  of  decay  more  quickly  than  wrought 
iron,  and  cast  iron  is  more  resistent  than  either.  Up  i 
to  the  present  we  have  very  little  information  as  to 
the  action  of  sea  water  on  alloy  steels. 

In  his  article  on  the  corrosion  of  iron  and  steel, 
Dr.  Newton  Friend  points  out  that  corrosion  may  be 
considered  under  three  different  head- : 

(  1 )  Rusting,  due  to  the  formation  on  the  surface 
of  the  iron  of  a  brown,  porous  and  friable  coating  of 
hydrated  ferric  oxide. 

(2)  Graphitisation,  caused  by  the  more  or  less 
complete  conversion  of  the  metal  into  ferrous  oxide, 
which  retains  the  original  shape  of  the  metal  and 
which,  in  the  case  of  cast  iron,  is  admixed  with  the 
unaltered  graphite ;  the  oxidized  mass  is  soft,  and  can 
be  easily  cut  with  a  knife.  This  form  of  corrosion  is 
most  common  with  cast  iron,  but  it  has  also  been 
observed  in  the  purer  forms  of  the  metal. 

(3)  Solution  with  acid.  Iron  is  readily  attacked 
by  the  majority  of  acids,  even  when  they  are  dilute; 
there  is  often  no  formation  of  rust  or  basic  salt  in 
the  presence  of  air,  and  the  surface  of  the  metal  re- 
mains bright,  although  it  is  continuously  passing  into 
solution. 

Cast  iron  piers  exist  in  very  good  condition  at 
Gravesend,  after  having  stood  the  wear  of  seventy- 
three  years'  tidal  variations.  At  Holyhead,  cast  iron 
columns  erected  fifty  years  ago  show  no  signs  of 
severe  deterioration,  although  both  there  and  at  Dub- 
lin the  conversion  of  the  surface  of  the  metal  into  a 
soft  ferrous  oxide  has  been  noticed. 

The  committee  intends  to  extend  its  investigations 
further  and  to  undertake  important  researches,  and 
it  will  be  clear  that  a  work  of  great  magnitude  has 
been  started.  We  have  no  doubt  that  the  institution 
will  use  its  great  reserve  of  facilities  to  complete  a 
work  which  will  be  of  great  and  lasting  benefit  to 
engineering  science. 

Winnipeg  Parks  Board  is  considering  a  proposi- 
tion for  two  new  entrances  to  Assiniboine  park.  The 
scheme  provides  for  the  construction  of  a  $130,000  traf- 
fic bridge  from  Portage  Ave.  to  the  west  end  of  the 
park  and  a  new  foot  bridge  14  feet  wide  over  the  river 
at  a  point  about  150  feet  west  of  the  existing  pon- 
toon bridge.  Roth  bridges  will  be  erected  if  arrange- 
ments cm  be  completed  satisfactorily.  The  traffic 
bridge  is  proposed  1o  have  two  sidewalks,  two  car 
tracks  and  two  roadways.  The  footbridge  is  to  afford 
an  avenue  nearer  the  eastern  section  of  the  park. 
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Machinery  for  Road  Construction  Purposes 

Purchase  of  Equipment  is  Justified  if  Money  and  Time  Can 
be  Saved — Paper  Read  Before  Canadian  Good  Roads  Congress 

 By  Arthur  H.  Blanchard*  


UNDER  the  general  title  of  "Road  Machinery" 
will  be  discussed  the  various  machines  used 
in  grading  operations  and  in  the  construction 
and  maintenance  of  earth,  sand-clay,  gravel, 
and  broken  stone  roads. 

The  purchase  of  an  ideal  road  machinery  equip- 
ment will  be  justified,  and  is  wholly  advisable,  if  the 
work  is  to  be  extensive  in  character.  As  a  funda- 
mental economic  principle,  maximum  use  should  be 
made  of  time  and  labor-saving  machinery,  due  espe- 
cially to  the  high  cost  and  scarcity  of  common  as  well 
as  skilled  labor. 

Before  purchasing  a  special  type  of  machine  which 
has  been  designed  with  a  view  to  reducing  to  a  mini- 
mum the  cost  of  a  certain  class  of  grading  or  con- 
struction, the  probable  scope  of  work  to  be  carried 
on  by  a  department  or  contractor  should  be  analyzed 
to  determine  if  the  amount  of  one  kind  of  grading 
work  or  construction  will  warrant  the  purchase  of 
the  special  machine,  or  if,  in  the  long  run,  such  work 
should  not  be  done  with  more  ordinary  types  of  ma- 
chines at  a  slight  increase  in  cost. 

Depreciation  Charges  Must  be  Carefully  Considered 

Depreciation  charges  on  plant  equipment  always 
should  be  given  careful  consideration  prior  to  the  pur- 
chase of  machines  and  accessories,  as  well  as  in  esti- 
mating the  cost  of  highway  work.  The  larger  types 
of  grading  machinery  usually  must  be  used  for  a  con- 
siderable precentage  of  the  working  season,  as  other- 
wise such  overhead  charges  as  interest  on  first  cost, 
cost  of  housing  or  storage,  etc.,  will  be  prohibitively 
high  when  applied  to  the  cost  of  a  unit  of  grading 
on  a  given  piece  of  work. 

If  an  organization  does  not  include  men  who  are 
specialists  in  the  manipulation  of  complicated  mach- 
inery or  if  skilled  labor  is  not  economically  available, 
simplicity  of  machines  and  ease  of  manipulation  should 
be  given  great  weight  in  the  .selection  of  eqipment. 
For  example,  common  labor  may  efficiently  perform 
grading  work  with  scrapers,  shovels,  wagons,  etc., 
while  skilled  labor  will  be  required  to  operate  a  steam 
shovel  or  an  elevating  or  traction  grader.  Again,  grad- 
ers may  be  hauled  by  animals  driven  by  ordinary  lab- 
or, while  if  traction  engines  are  employed,  skilled 
labor  must  be  utilized. 

The  following  paragraphs  will  be  devoted  to  brief 
descriptions  of  the  various  machines  used  in  grading 
operations  and  in  the  construction  and  maintenance 
of  roads;  methods  of  operation;  and  comments  per- 
taining to  their  efficient  use. 

Carts  and  Wagons 

A  one-horse  tip-cart  is  generally  built  with  two 
wheels,  the  body  of  which  tips  over  the  axle  in  dis- 
charging its  contents.  The  bodies,  without  side-boards, 
have  a  capacity  of  about  21  to  24  cubic  feet.  Two- 
horse  tip-carts  are  operated  on  the  same  principle, 
but  are  built  on  4  wheels  and  hold  about  iy2  cubic- 
yards  of  material.  Patent  bottom  dump-wagons  are 
made  in  1,  iy2,  2,  2l/2  and  3  cubic  yard  sizes.  The 

•Professor   of    Highway    Engineering,    University    of  Michigan". 


bottom  of  the  wagon  is  made  up  generally  of  2  leaves, 
hinged  either  to  the  sides  or  to  the  ends  of  the  box. 
The  doors  are  held  in  place  with  chains  which  are 
wound  up  on  a  windlass,  operated  by  the  driver.  To 
dump  the  load,  the  driver  with  his  foot  kicks  a  re- 
lease lever  and  the  doors  fly  open,  thus  discharging 
the  load.  The  doors  are  closed  by  the  driver  turning 
the  windlass.  While  the  body  of  the  wagon  is  gen- 
erally made  of  wood,  the  bottom  doors  are  sometimes 
made  of  wood  and  sometimes  of  sheet-iron.  One  of 
the  doors  is  usually  provided  with  a  lip,  which  over- 
laps the  joint  formed  by  the  doors,  and  thus  prevents 
the  material  from  shifting  through. 

Plows  and  Drag  Scrapers 

The  grading  plow  is  so  made  that  a  furrow  may 
be  turned  over  to  the  left  or  to  the  right.  An  ordinary 
grading  plow  will  make  a  furrow  about  10  inches 
wide  and  from  6  to  10  inches  deep.  For  breaking  up 
hard-pan,  or  other  stiff  material,  a  rooter  plow  is  em- 
ployed. A  plow  of  this  kind  is  generally  pulled  by  a 
steam  roller  or  a  tractor. 

A  drag  scraper  consists  of  a  pressed  steel  bowl 
to  which  a  bail  and  handles  are  attached.  They  have 
capacities  from  3  to  12  cubic  feet.  This  form  of  scraper 
wears  out  rapidly  on  its  cutting  edge  and  on  the  bot- 
tom, particularly  when  working  in  hard-pan  or  gravel. 
A  drag  scraper  is  usually  drawn  by  one  or  two  horses. 
To  load,  a  man  grasps  the  handles  and  pushes  the 
cutting-  edge  into  the  loosened  earth  as  the  scraper 
is  pulled  along.  Then  the  full  scraper  is  dragged  along 
on  its  bottom  to  the  point  of  dump,  where  either  the 
driver  or  a  dump  man  takes  hold  of  one  or  both  of 
the  handles  and  lifts  the  scraper  so  that  it  turns  up- 
side down  about  its  cutting  edge. 

Wheel  and  Buck  Scrapers 

A  wheel  scraper  is  similar  in  shape  to  a  dra^  scrap- 
er, but  the  bowl  is  fixed  to  2  wheels  fitted  with  a  pole 
and  is  usually  drawn  by  2  horses.  They  have  capa- 
cities of  9  to  18  cubic  feet.  Scrapers  with  4  wheels 
are  also  manufactured.  A  wheel  scraper  is  operated 
as  follows :  As  it  is  pulled  through  the  plowed  ma- 
terial in  its  lowered  position,  a  man  grasps  the  small 
handles  at  the  rear  of  the  bowl  and  tilts  the  bowl  so 
that  the  cutting  edge  engages  the  earth.  When  the 
scraper  is  full,  he  pulls  down  on  the  long  lever  at  the 
rear,  which  raises  the  bowl  from  the  ground. 

This  type  of  scraper  is  also  known  as  a  Fresno 
grader.  It  consists  of  a  bowl  or  scoop  resting  on  run- 
ners. It  is  generally  drawn  by  4  horses  and  loads  and 
dumps  in  the  same  manner  as  described  for  wheel  and 
drag  scrapers,  except  that  it  rests  on  runners  while 
being  dragged  into  position  for  reloading. 

In  ordinary  grading  operations,  drag  scrapers  have 
been  used  for  lengths  of  haul  up  to  200  feet ;  wheel 
scrapers  for  hauls  between  200  to  600  feet ;  and  for 
lengths  of  haul  above  600  feet,  wagons  have  been  em- 
ployed. 

Road  Graders 

The  4-wheel  machines  have  blades  from  7  to  8 
feet  long,  made  up  of  2  parts,  a  cutting  edge  and  a 
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mold  board.  By  turning  large  wheels  located  above 
the  operating  platform,  the  blades  may  be  tilted  at 
anv  desired  vertical  or  horizontal  angle.  [n  using  a 
road  grader,  a  cut  is  first  made  at  the  edge  of  the 
ditch  using  the  point  of  the  blade.  On  the  next  round 
the  blade  is  lowered  to  a  flatter  angle  and  the  earth 
is  moved  along  the  blade  to  the  centre  of  the  road. 
By  making  several  rounds  with  the  grader  in  this 
manner,  the  roadbed  is  crowned  up  at  the  centre.  To 
smooth  out  the  road-bed,  the  surface  is  first  thoroughly 
harrowed  to  break  up  the  large  lumps  and  then  the 
grader  is  drawn  along  the  road  with  the  blades  set 
at  right  angles  to  the  centre  line  of  the  road. 

Elevating  Graders 

The  principal  parts  of  the  elevating  grader  are  the 
plow,  mold  board  and  the  elevating  belt.  The  mold 
board  back  of  the  plow  is  shaped  so  as  to  deliver  the 
furrow  of  earth  to  the  elevating  belt  with  as  little 
loss  as  possible.  For  heavy  work,  the  grader  requires 
2  horses,  2  drivers  and  2  operators  on  the  machine, 
who  operate  the  various  levers  controlling  the  move- 
ments of  the  plow  and  belt.  In  many  cases  a  trac- 
tion engine  is  used  in  place  of  horses.  The  grader, 
as  it  moves  along,  plows  up  the  earth,  which  is  thrown 
onto  the  elevating  belt  and  discharged  over  its  end, 
either  onto  the  road  or  into  wagons. 

Steam  Shovels 

A  portable  revolving  steam  shovel  has  proved  very 
efficient  in  highway  grading  operations.  This  type  of 
steam  shovel  has  been  used  for  excavating  earth,  hard- 
pan  and  small  boulders.  It  may  be  used  on  cuts  vary- 
ing from  6  inches  to  many  feet.  It  is  generally  em- 
ployed to  excavate  and  load  material  into  wagons. 

Road  Drags 

These  machines  are  used  for  finishing  the  surface 
of  subgrades,  earth,  sand-clay  and  gravel  roads  and 
for  the  maintenance  of  the  types  of  roads  mentioned. 
One  of  the  simplest  and  cheapest  forms  of  road  drags 
is  the  split-log  drag.  It  is  a  home-made  tool,  but  is 
extremely  useful  in  maintaining  an  earth  road,  and  is 
to-day  preferred  by  many  to  the  steel  drag.  A  dry 
red-cedar  log  is  best,  although  red  elm,  walnut  box 
elder,  soft  maple,  and  willow  make  good  drags  when 
thoroughly  dry.  A  log  should  be  from  7  to  8  feet  in 
length  and  from  10  to  12  inches  in  diameter.  The 
log  is  split  as  nearly  in  half  as  is  practicable,  and  the 
heaviest  and  best  slab  is  used  for  the  front  log.  The 
logs  are  braced  together.  The  diagonal  brace  at  the 
end  runs  from  the  middle  of  the  back  log  to  within 
1  inch  of  the  bottom  of  the  front  log.  An  iron  strip 
is  fixed  at  the  ditch  end.  It  projects  y2  inch  below 
the  lower  edge  of  the  slab  at  its  outermost  extremity 
and  is  flush  with  the  slab  at  its  other  end.  If  the  front 
log  stands  plumb  on  the  face,  the  iron  strip  may  be 
wedged  out,  or  if  the  log  has  a  wind  in  it,  this  may  be 
taken  advantage  of  in  giving  the  iron  strip  a  pitch. 
A  platform  of  1-inch  boards  is  placed  over  the  cross 
braces  on  which  the  driver  stands.  The  boards  of  the 
platform  are  fixed  about  1  inch  apart  to  allow  any  dirt 
that  comes  onto  the  platform  to  sift  through  onto  the 
road  again.  The  chain  is  put  through  the  middle  of 
the  log  at  the  ditch  end  and  passed  over  the  top  of  the 
log  at  its  other  end  and  fastened  to  the  brace.  This 
allows  the  dirt  to  pass  underneath  the  chain  as  it 
runs  from  the  ditch  along  the  log  to  the  centre  of 
the  road. 

A  plank-log  drag  is  built  in  a  similar  manner  to 


the  split-log  drag  except  planks,  set  on  edge,  are  used 
in  place  of  the  split-logs,  the  planks  used  being  10  to 
12  inches  wide  and  2  to  4  inches  thick.  Lap-plank 
drags  arc  used  for  smoothing  up  a  road  where  only 
a  small  amount  of  material  is  to  be  moved. 

Various  forms  of  steel  road  drags  arc  now  manu- 
factured, which  have  about  the  same  over-all  dimen- 
sions as  the  split-log  drag  described  above,  the  logs 
or  planks  being  replaced  by  angle  irons  or  steel  plates 
placed  on  edge.  They  weigh  considerably  more  than 
split-log  or  plank  drags,  and  for  this  reason  are  not 
preferred  by  some.  Steel  drags  arc  often  equipped 
with  a  lever  by  means  of  which  the  blades  are  made 
with  three  parallel  blades  instead  of  two  and  are 
provided  with  braces,  which,  when  the  drag  is  turned 
upside  down,  serve  as  runners  on  which  it  may  be 
drawn  from  point  to  point. 

Operation  of  the  Drag 

In  operating  a  road  drag,  a  team  is  hitched  to 
the  chain  so  that  the  drag  will  be  pulled  along  the 
road  without  a  load  at  an  angle  of  about  45  degrees 
with  the  centre  line,  the  ditch  end  always  being 
ahead.  If  it  is  desired  to  make  the  drag  cut  deeper, 
the  chain  should  be  lengthened  as  it  is  obvious  that 
the  nearer  the  team  is  to  the  drag  the  more  the  ten- 
dency to  lift  it  from  the  ground.  The  driver  general- 
ly stands  on  the  drag  when  working,  and  by  shifting 
his  weight  from  one  end  to  the  other,  causes  the  drag 
to  cut  into  the  soil  or  to  drop,  the  soil  being  carried 
along  by  it.  To  cut,  he  shifts  his  weight  mostlv  on 
the  front  runner  towards  the  ditching  end ;  to  cut 
light,  he  shifts  his  weight  towards  the  rear  runner; 
to  drop  the  earth  carried  along  into  a  depression, 
he  suddenly  shifts  his  weight  to  the  rear  and  towards 
the  end  of  the  drag  nearest  the  centre  of  the  road. 
Some  of  the  steel  drags  are  so  heavy  that  they  can- 
not be  operated  in  this  manner,  and  hence  are  not 
so  adaptable  to  the  work. 

Rollers 

Horse,  steam  and  gasoline  rollers  are  employed 
for  the  compaction  of  embankments  and  roads  of  earth, 
sand-clay,  gravel  and  broken  stone. 

Horse  Rollers. — A  horse  roller  is  generally  made 
with  one  large  roller  having  a  face  of  about  5  feet 
and  a  diameter  of  about  5  feet.  Any  weight  desired 
from  2l/z  to  5}4  tons,  varying  by  1  ton,  can  be  ob- 
tained. Additional  weights  may  be  placed  in  the  boxes 
at  either  end  of  the  frame  and  the  weight  be  thus 
increased  by  1  ton.  The  roller  is  made  of  steel  or 
cast  iron.  An  essential  feature  of  a  horse-drawn  roll- 
er is  to  have  it  reversible,  so  that  it  can  be  drawn  in 
either  direction. 

Three-Wheel  Rollers. — Three-wheel  rollers  vary 
in  weight  from  10  to  20  tons.  The  majority  of  rollers 
of  this  type  are  run  by  steam,  although  there  are  a 
few  makes  which  are  run  by  gasoline  engines.  Rollers 
are  generally  furnished  with  a  high  and  low  speed. 
The  low  speed  is  used  in  rolling  embankment,  sub- 
grade,  telford,  etc.,  while  the  high  speed  is  used  in 
finishing  the  surface  or  in  travelling  from  point  to 
point. 

S  arifiers. — These  machines  consist  of  a  heavy 
cast-iron  block  on  two  or  four  wheels  which  hold  a 
series  of  steel  picks.  The  blocks  weigh  about  three 
tons  and  the  picks  can  be  adjusted  in  the  blocks  or 
the  blocks  themselves  arranged  so  that  any  depth  de- 
sired up  to  5  or  6  inches,  can  be  picked  up.  The 
picks  arc  arranged  in  either  a  straight  line  or  in  two 
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lines  which,  together,  form  a  V.  Most  of  the  scari- 
fiers are  so  designed  that  it  is  not  necessary  to  tur 
them  around.  This  is  accomplished  generally  by  hav- 
ing two  sets  of  picks,  one  set  being  used  when  the 
machine  rims  in  one  direction  and  the  other  when  in 
the  opposite  direction.  Scarifiers  of  this  type  are  tow- 
ed by  a  chain  hitched  to  the  roller.  The  arrange- 
ment of  the  picks  and  the  form  of  the  blocks  vary, 
but  all  of  the  machines  work  on  the  same  principle. 
Scarifiers  are  of  particular  value  when  used  in  con- 
nection with  the  resurfacing  of  roadways  of  gravel 
or  broken  stone. 

The  Sawyer  Wall  System 

A  New  Hollow  Wall  Construction  That  is 
Claimed  to  Have  Many  Merits— Units 
are  Factory-Made 

AMONG  the  more  modern  methods  of  con- 
struction none  have  witnessed  more  rapid 
development  than  those  associated  with  con- 
crete. The  use  of  this  material  involved  many 
new  problems  for  engineers,  contractors,  and  those 
engaged  in  scientific  investigation.  The  high  cost  of 
all  concrete  structures,  due  to  the  excess  amount  of 
concrete  used  in  a  solid  wall,  also  to  the  wastage  and 
labor  of  making  and  tearing  down  wooden  forms,  has 
been  one  of  the  most  important  objections  to  its 
use,  this  high  cost  having  more  to  do  with  retarding 
the  advancement  of  concrete  as  a  building  material 
than  any  other  thing.  Another  objection  is  that  a 
solid  concrete  wall  is  not  a  weatherproof  wall. 

Before  the  Sawyer  system  was  invented,  builders 
and  engineers  had  for  many  years  failed  in  their  en- 
deavor to  construct  an  inexpensive  hollow  wall  of 
concrete,  without  weakening  the  strength  of  the  wall. 
The  above  mentioned  scheme,  however,  gets  over  the 
difficulty.  This  system  is  the  invention  of  F.  McMur- 
ray  Sawyer,  an  architect  of  Los  Angeles,  Cal.  The 
license  for  Canada  is  controlled  by  the  Canadian  Self 
Locking  Concrete  Wall  Co.  Ltd.,  Suite  18,  207  St. 
James  St.,  Montreal. 

By  this  method  there  is  a  two-piece  self-locking 
sectional  wall,  which  is  practically  monolithic  in  con- 
struction, with  none  of  the  disadvantages  of  a  solid 
concrete  wall,  The  wall  is  built  without  the  use  of 
wooden  forms  and  consists  of  two  units,  namely,  the 
main  slab  and  locking  (or  key)  slab,  which  are  both 
shaped  so  that  each  dovetails  into  the  other,  in  such 
a  manner,  when  placed  in  the  wall,  that  the  interlock- 
ing part  of  the  slabs  form  a  space,  which  is  poured 


with  grout  (concrete)  and  locks  the  wall  together, 
forming  concrete  self-aligning  studs  or  columns,  every 
16  inches  for  the  full  height  of  the  wall.  These  col- 
umns can  be  reinforced  if  necessary  to  carry  extra 
heavy  loads.  The  cement  slabs  form  two  parallel  cur- 
tain walls,  serving  to  perfect  the  construction  by  form- 
ing a  hollow  wall  which  is  absolutely  moisture  proof. 

To  finish  the  exterior,  a  coat  of  stucco  (cement 
plaster)  is  applied  uniformly  on  the  surface.  This  is 
a  very  satisfactory  finish,  for  the  slabs  present  such 
uniform  surface  that  the  average  thickness  required 
is  not  more  than  three-sixteenths  to  one-fourth  of  an 
inch.  This  thin  coating,  knitting,  as  it  sets,  to  the 
concrete  slabs,  forms  a  coating  which  will  not  crack 
or  check.  The  coat  of  stucco,  working  into  the  V- 
shaped  grooves  produced  by  the  bevel  of  the  slabs, 
and  into  the  vertical  grooves  of  the  stud  section,  knits 
the  wall  together  into  a  solid  monolithic  mass.  The 
plaster  on  the  interior  acts  in  the  same  way  and  re- 
quires no  furrows  or  laths. 

The  cuts  illustrate  the  method  of  construction. 
No.  1  shows  the  wall  slab  and  the  key  slab  or  locking 
cross  slab;  while  cut  No.  2  shows  the  method  of 
locking  the  key  slab  to  the  wall  slab.  The  third  cut 
shows  the  final  operation  of  creating  a  unit  of  wall, 
equalling  one  superficial  foot  of  wall  space.  The  key 
slab  runs  from  six  inches  in  wall  width  up  to  any 
width,  reducing  two  inches  per  storey. 

There  are  several  systems  of  erection,  the  most 
popular  the  smaller  or  house  construction,  usually 
starting  with  12-inch  wall  thickness  of  basement  up 
to  the  first  floor  level.  Where  the  city  by-laws  call 
for  a  solid  foundation  wall,  the  contractor  simply 
pours  his  air  insulations  full,  and  then  reduces  the 
key  or  width  of  wall  to  9  or  10  inches  and  erects 
the  first  storey,  the  reduction  allowing  three  inches 
for  hanger  for  floor  joists,  etc. 

Upon  reaching  the  first  floor  level,  for  the  second 
storey  he  either  pours  a  four-inch  thickness  of  plate 
continuously  round  the  wall  or  constructs  the  plate 
with  precast  4  to  6  in.  slabs.  For  the  second  storey 
he  reduces  the  key  two  inches,  the  floor  joists  being 
hung  on  the  plate.  A  similar  plate  is  poured  or  con- 
structed for  hanging  the  roof  on. 

The  exterior  finish  can  be  of  any  material,  such  as 
brick,  tile,  or  stucco,  and  in  the  majority  of  cases  the 
interior  finish  is  plastered  directly  to  the  wall. 

The  chief  advantages  of  the  material  are:  cheap- 
ness in  first  cost ;  reduction  of  from  35  to  50  per  cent, 
in  time  of  erection;  the  majority  of  labor  is  unskilled, 
as  the  foremen  do  practically  all  the  skilled  work 
necessary ;  placing  in  of  doors,  windows,  etc.,  saves 
50  per  cent,  of  the  time;  reduction  in  tire  insurance 
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Left:  the  key  and  wall  slabs  making  up  a  Sawyer  unit;  centre:  iirst  operation  of  locking  the  key  to  the  slab;  right:  final  operation  of  creating 

a  unit 
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rates,  and  practically  no  renewal  or  upkeep  to  the 
building  when  once  erected. 

A  company  has  taken  over  the  rights  for  Mani- 
toba and  Saskatchewan ;  this  is  operating  under  the 
name  of  the  Manitoba  Self  Locking  Concrete  Wall 
Co.,  Ltd.  The  company  have  a  plant  in  Winnipeg,  and 
at  present  are  designing  country  grain  elevators,  and 
hope,  through  the  reduction  in  cost  and  permanency 
of  construction,  and  also  the  elimination  of  fire,  ver- 
min, and  damp  risks,  to  be  able  to  develop  a  very  large 
business  in  the  erection  of  new  elevators  and  replace- 
ments throughout  the  West.  The  material  is  also 
used  for  bridge  approaches,  piers,  buttresses,  etc.,  con- 
tractors finding  the  material  to  be  more  economical 


Upper:   battery  of  moulds  for  making  slabs;   centre;   battery  of  moulds 
on  rocking  trucks  ready  to  enter  steaming  room;   lower:   steaming  shed 
of  the  Manitoba  Self-Locking  Concrete  Wall  Co.,   Ltd.,  Winnipeg 


than  wooden  form  work.  Where  solid  construction  is 
required  contractors  simply  fill  tbe  air  chamber  and 
reinforce  to  any  extent.  The  system  is  based  upon  the 
assumption  that  no  city  ordinance  will  allow  more 
than  five  hundred  pounds  per  square  inch  carrying 
capacity,  and  in  consequence  the  material  is  over- 
strength  for  the  majority  of  Canadian  cities  and  towns. 

Moulds,  as  used  in  this  system,  are  made  of  light 
wood,  with  strips  and  pieces  of  wood  nailed  to  them 
so  as  to  form  whatever  desired  shape-unit  is  wanted. 
These  moulds  are  then  stacked  or  placed  together  to 
form  a  series  of  multiple  cells,  each  one  of  which  is 
the  mould  for  a  concrete  unit.  A  level  floor  is  used 
as  a  pouring  place,  the  moulds  are  stacked  vertically, 
and   in   accurate  alignment   and  clamped   tightly  by 


screw-jack  or  clamp  arrangement.  It  is  common  prac- 
tice to  pour  the  mixture  into  more  than  one  row  of 
cells  at  a  time,  as  rows  of  moulds  can  be  stacked  along- 
side of  one  another  without  interference.  Pouring  is 
done  with  a  wet  or  slush  mixture,  and  the  equipment 
can  be  adapted  to  meet  the  condition  and  size  of  the 
structure  that  is  to  be  built.  After  the  moulds  are  fill- 
ed, they  are  cured  for  twelve  hours  by  wet  steam. 
The  clamps  are  then  loosened,  the  segments  or  con- 
crete units  being  lifted  out  and  stacked  to  further 
cure  for  twelve  hours  and  the  moulds  restacked  and 
poured  again. 

The  mixture  is  of  such  richness  and  consistency 
that  the  product  can,  within  a  very  short  time,  be 
handled  with  little  or  no  danger  of  any  breakage  oc- 
curring. 


Factors  Which  Will  Limit  Highway 
Construction  During  the 
Coming  Season 

 By  Richard  Hopkins*  

LABOR  is  so  scarce  and  so  unsatisfactory  un- 
der our  present  industrial  conditions  and  the 
highway  program  so  large,  that  any  sugges- 
tions that  can  be  put  forward  to  do  a  larger 
mileage  of  work  in  1920  with  the  actual  labor  avail- 
able are  eagerly  listened  to  by  engineers  and  con- 
tractors engaged  in  road  construction. 

What  has  to  be  done  can  be  done,  and  we  all  have 
our  ear  to  the  ground  for  ideas  that  can  be  whipped 
into  shape  to  produce  faster  and  better  work.  Im- 
portant roads  closed  for  construction  will  actually 
mean  a  loss  of  from  $50  to  $500  a  day  to  the  travel- 
ing public,  so  that  highway  officials  are  intensely 
interested  in  a  contractor's  plant  and  his  methods, 
and  will  absolutely  insist  upon  rapid  construction. 
They  will  quickly  discard  non-essential  details  in  spe- 
cifications which  hamper  progress,  and  Will  critically 
study  the  contractor's  plan  of  operations  and  help  in 
every  way  they  can  to  get  a  good  job  done,  quickly. 

Nobody  has  made  a  deeper  study  of  proper  methods 
and  proper  machinery  than  manufacturers  and  their 
salesmen.  At  the  present  time  they  are  in  a  position 
to  advise  the  contractor,  after  an  inspection  of  his  job 
as  to  the  proper  plant  and  the  proper  methods  to  use 
in  the  economical  building  of  the  job,  and  they  are 
rendering  a  service  that  is  being  appreciated  more 
every  day. 

The  subject  of  "Labo'r  Saving  Devices"  will  be 
taken  up  under  three  headings — Grading,  Asphalt 
Roadway  and  Concrete  Roadway. 

Grading 

Jobs  where  the  .excavation  exceeds  5,000  yd.  per 
mile,  and  where  a  large  proportion  of  the  hauls  are 
long,  will  generally  call  for  a  steam  shovel.  Where 
hauls  are  short  and  cuts  small,  scraper  work  will  con- 
tinue to  hold  first  place.  No  grading  job  is  complete 
without  wheelers,  drag-scrapers,  fresnos,  and  at  least 
Dii2  road  machine. 

Each  of  the  three  types  of  scrapers  is  more  eco- 
nomical than  either  of  the  others  under  certain  con- 
ditions, and  for  the  small  extra  investment  in  plant 
it  is  foolish  to  be  without  at  least  a  few  of  each  one 
of  the  three  kinds.  Most  contractors  have  in  the  past 
erred  on  the  side  of  having  their  wheelers  too  large 
and  their  drag  scrapers  too  small.  The  fresno  of  a 
4-ft.  width  is  the  proper  size  for  the  average  job. 

"Contractor,   Troy,   N.Y.,   before   American    Road    Builders'  Assn. 
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In  case  of  shovel  break-down,  the  teams  can  be  put 
on  scrapers  until  shovel  is  repaired.  The  road  scraper 
is  the  most  maligned  and  the  most  neglected  grading 
tool  we  have.  A  good  operator  is  essential  and  with 
one,  much  good  finishing  work  can  be  done  cheaper 
than  by  any  other  method.  There  is  a  big  range  of 
sizes  available,  so  it  is  an  easy  matter  to  choose  the 
one  best  suited  to  the  particular  job. 

It  is  advisable  to  carry  rough  grading  and  finished 
grading  along  together,  as  the  latter  can  always  be 
done  more  cheaply  while  the  dirt  is  mellow.  Specifi- 
cations are  growing  more  stringent  in  the  matter  of 
rolling  in  thin  layers.  This  requires  a  big  labor  ex- 
pense on  the  dump,  especially  with  steam  shovel 
work.  A  team  on  a  4-ft.  fresno  will  take  the  place 
of  6  men  on  the  dump,  and  spread  the  dirt  evenly  for 
the  roller.  In  this  connection,  it  is  well  to  remember 
that,  aside  from  a  steam  roller,  nothing  has  been 
found  that  equals  the  compacting  effect  on  a  fill  of 
horses  tramping  over  it. 

The  rotary  grader  has  been  on  the  market  only 
a  short  time,  but  large  capacity  and  cheap  costs  have 
been  reported.  It  works  rapidly  in  loam  or  gravel, 
and  cuts  accurately  to  grade.  It  also  cuts  macadam 
readily,  and  a  stone  screening  attachment  can  be 
provided  if  a  contractor  desires  to  save  the  old  crush- 
ed stone.  The  old-time  rooter  plow  and  scarifier  are 
tools  that  will  always  be  vised  when  a  small  amount 
of  old  macadam  is  encountered.  Most  plow  com- 
panies now  make  a  heavy  moldboard  plow  with  a 
narrow  cut  that  is  more  successful  in  real  hardpan 
than  a  rooter  plow. 

In  shallow  cutting  with  a  steam  shovel  on  old 
macadam,  it  will  generally  be  found  best  and  cheap- 
est to  cut  a  few  inches  below  grade,  and  dump  every 
third  or  fourth  dipper-full  behind  the  shovel  for  the 
fine  graders  to  bring  the  sub-grade  back  to  the  cor- 
rect elevation.  Where  a  roller  is  fitted  with  a  scari- 
fier attachment,  it  is  sometimes  found  that  a  lot  of 
expensive  hand  work  can  be  saved  by  its  use.  It  is 
recommended  that  where  the  subgrading  machine  or 
planer  is  used  between  concrete  forms,  a  steam  roller 
be  used  to  pull  it.  The  roller  is  necessary  for  rolling 
the  subgrade,  and  its  use  in  pulling  the  planer  dis- 
penses with  the  need  of  providing  a  traction  engine. 

Asphalt  Roadway 

Pentration  Work. — When  the  first  penetration 
work  was  done  the  bituminous  material  came  on  the 
job  in  wooden  barrels,  was  heated  in  a  small  kettle 
and  poured  on  the  stone  with  a  small  hand-pot.  The 
great  bulk  of  material  at  present  arrives  in  tank  cars, 
and  is  heated  by  steam.  Roller  and  horse-drawn  dis- 
tributors are  now  on  the  market  that  apply  the  hot 
bituminous  material  at  a  high  and  uniform  pressure 
and  thus  get  a  good,  even  penetration.  Auto  truck 
distributors  with  a  central  station  are  now  located 
in  various  parts  of  the  country,  and  a  number  of  these 
will  make  deliveries  at  as  great  a  distance  as  40  miles 
from  the  central  station.  During  the  past  years  the 
use  of  low-pressure  steam  for  heating  has  been  large- 
ly discarded,  and  high-pressure  steam  is  being  used 
on  all  new  installations.  It  is  possible  to  use  an  old 
low-pressure  boiler  and  put  a  small  super-heater  be- 
tween the  boiler  and  the  tank  car  and  get  fully  as 
good  results  as  are  gotten  with  a  high-pressure  boiler. 

No  mechanical  methods  of  spreading  stone  for 
macadam  roads  are  recommended,  as  a  man  who 
knows  how  to  spread  stone  can  build  a  smoother  road 
than  can  be  gotten  by  any  machine. 


Material  Dumped  on  Subgrade. — By  this  mehod 
there  is  an  average  loss  of  about  5%  on  material,  and 
where  all  the  materials  are  high  priced  this  becomes 
a  very  appreciable  item  at  the  end  of  the  job.  Where 
material  is  kept  a  long  way  ahead  of  the  mixer,  this 
material  serves  as  a  big  stock  pile  placed  where  it 
is  instantly  available  for  the  mixer.  In  these  times 
of  poor  material  deliveries,  this  subgrade  method  of 
storing  finds  many  advocates  because  of  being  able 
to  keep  the  mixer  running.  It  is  not  a  bad  plan  to 
have  a  few  small  stock  piles  of  sand  and  stone  scat- 
tered at  various  points  along  the  edge  of  the  road 
so  that  if  the  material  at  the  mixer  begins  to  run  a 
little  shy,  a  small  amount  of  sand  or  stone  can  be 
brought  in  with  a  one-horse  cart  to  meet  this  defi- 
ciency. The  biggest  disadvantage  of  stocking  stone 
and  sand  on  the  subgrade  is  that  the  materials  are 
hauled  through  fresh  grading,  and  after  a  heavy 
storm  it  is  difficult  or  impossible  to  get  through  for 
a  while.  Also,  after  a  heavy  storm  a  motor  truck 
loaded  with  material  will  have  a  churning  effect  up- 
on the  subgrade.  There  are  three  methods  of  handl- 
ing this  material  from  the  subgrade  to  the  mixer. 

Wheel-Barrow  Method 

With  wheel-barrows,  materials  should  lie  placed 
correctly  so  as  to  avoid  both  long  wheeling  and  short 
wheeling.  Short  wheeling  always  makes  a  crowded 
and  cluttered  condition  at  the  mixer  and  interferes 
with  progress.  All  wheeling  should  be  done  on  wood- 
en run-ways.  The  mixer  loader  is  a  long  conveying 
belt  actuated  by  a  gasoline  engine.  Above  the  belt 
are  small  hoppers  into  which  the  men  shovel  the 
material  from  the  subgrade.  This  does  away  with  the 
wheel-barrows,  but  not  with  the  shovelers.  One  of 
these  machines  will  save  about  5  men.  A  self-propel- 
ling crane  at  the  mixer  will  save  about  12  men.  With 
both  the  mixer  loader  and  the  crane  the  job  is  speed- 
ed up,  and  more  batches  per  hour  will  be  turned  out 
than  by  the  wheel-barrow  method. 

A  movable  bin  at  the  mixer  with  a  loading  attach- 
ment has  been  suggested,  but  this  is  open  to  the 
criticism  that  material  arriving  at  the  bin  in  motor 
trucks'  must  come  in  a  fairly  constant  stream,  as  the 
capacity  of  a  bin  would  be  only  a  few  batches  and 
any  delay  in  the  transportation  would  mean  a  delay 
at  the  mixer. 

Batch  Transfer 

The  batch  transfer  method  saves  from  75  to  80 
per  cent,  of  the  men  at  the  mixer.  It  is  generally 
used  in  connection  with  industrial  railway  haulage, 
and  each  batch  containing  the  proper  amount  of 
cement,  sand  and  stone  in  a  box  or  a  car,  is  hoisted 
and  dumped  directly  into  the  mixer.  There  can  be 
no  argument  that  this  method  results  in  less  loss  of 
material,  avoids  cutting  of  subgrades  and  allows  more 
working  days  per  month  for  concreting  than  any 
other  method  thus  far  tried.  The  original  scheme 
of  operating  entirely  by  industrial  track  requires  a 
length  of  track  equal  to  the  distance  from  the  un- 
loading point  to  the  farthest  point  of  the  job. 

Recently  a  plan,  modified  as  to  haulage,  has  been 
advocated  by  some  manufacturers  and  contractors. 
It  involves  the  use  of  6,000  to  8,000  lin.  ft.  of  track, 
with  the  necessary  switches,  cars  and  locomotives. 
The  concrete  mixer  is  started  at  the  point  nearest 
the  unloading  station,  and  approximately  the  first 
mile  or  mile  and  a  half  of  the  road  is  built  by  the 
industrial  haulage  method  entirely.  The  portion  of 
the  track  nearest  the  railroad  station  is  then  taken 


.192 


THF  CONTRACT  RECORD 


June  10,  1920 


up  and  moved  ahead  and  a  temporary  stock  pile  is 
made,  or  bins  are  set  up  at  a  point  approximately 
4,000  ft.  away  from  the  railroad  station.  Material  is 
hauled  to  this  point  over  the  finished  concrete  road 
in  motor  trucks,  and  is  then  transferred  to  the  batch 
boxes  on  the  industrial  railroad,  and  from  this  point 
on,  the  regular  batch  transfer  method  is  followed. 
When  another  mile  of  road  is  completed,  the  posi- 
tion of  the  bins  or  stock  pile  is  moved  ahead  to  the 
farthest  point  of  the  concrete  road  which  has  had 
the  necessary  minimum  time  for  curing.  The  appli- 
cation of  this  method  results  in  the  following: 

The  industrial  railway  haul  is  very  uniform ;  the 
number  of  men  required  on  trains  and  track  remains 
the  same,  and  the  flexible  part  of  the  hauling  is  in 
the  number  of  motor  trucks  used.  The  motor  trucks 
can  always  be  hired ;  they  can  work  long  hours,  and 
the  hauling  cost  per  ton-mile  over  finished  concrete 
roads  is  low,  where  there  is  only  a  small  delay  in 
time  in  loading  and  unloading. 

The  advocates  of  this  method  point  out  that  while 
their  costs  include  a  second  handling  of  material, 
their  plant  charges  are  very  low  compared  with  a 
regular  system  of  industrial  haulage.  A  contractor 
who  has  5  miles  of  track  to  build  5  miles  of  road  has 
half  of  his  equipment  idle  when  2y2  miles  of  his  road 
are  completed,  and  80  per  cent,  of  his  equipment  idle 
when  he  has  4  miles  of  his  road  completed.  This  modi- 
fied method  possesses  the  same  advantage  as  entire 
industrial  haulage  does  in  the  matter  of  grading, 
which  is  entirely  away  from  the  mixer  and  in  no  way 
interferes  with  it. 

Central  Mixing  Plant 

Industrial  engineers  who  are  in  the  habit  of  plac- 
ing thousands  of  yards  of  concrete  from  a  central 
mixing  plant  are  continually  asking  why  a  central 
plant  is  not  used  more  in  building  concrete  roads. 
A  haul  of  4  miles  by  motor  truck  or  industrial  railway 
is  possible  before  the  concrete  takes  its  initial  set. 
Where  water  from  a  municipal  supply  is  available 
and  there  is  ample  yard  room  at  the  unloading  switch, 
a  central  mixing  plant  can  be  fed  from  overhead  bins 
and  a  surprisingly  low  labor  charge  and  plant  charge 
per  yard  of  concrete  can  be  obtained. 

Unloading  Methods 

Wherever  it  is  possible  to  do  so,  a  trestle  should 
be  used  for  unloading.  Frequently  an  existing  trestle 
can  be  rented  for  a  nominal  amount  and  extended, 
if  not  already  of  large  enough  capacity.  The  econo- 
my of  a  short  trestle  is  very  much  greater  where 
the  railroad  company  provides  frequent  switching 
service.  Where  only  one  switch  a  day  is  provided  a 
trestle  might  be  of  doubtful  economy,  while  the  same 
trestle  with  two  or  three  switches  a  day  would  be  a 
very  profitable  investment.  Bucket  elevators  run  by 
gasoline  engines  and  delivering  to  overhead  bins  con- 
tinue to  be  a  popular  method  of  unloading.  They  of 
course  require  double  the  switch  room  of  any  other 
method.  With  a  short  switch  track,  frequent  switch- 
ing is  a  valuable  help  toward  large  daily  capacity. 

With  both  a  bucket  elevator  and  a  trestle,  battle- 
ship cars  work  better  than  any  other  type,  and  these 
are  more  easily  obtained  during  the  summer  season 
than  gondolas.  A  locomotive  crane  with  a  clamshell 
bucket  can  be  used  for  direct  loading,  loading  into 
overhead  bins,  loading  onto  a  storage  pile  or  onto  a 
stock  pile  above  a  tunnel. 

In  providing  a  water  supply  the  essential  requi- 


sites are  continuous  service,  ample  supply  and  good 
pressure*  Dual  pumping  plants  are  the  best  insur- 
ance for  a  continuous  service.  Where  there  is  a  point 
of  high  elevation  near  the  road,  a  storage  tank  of 
1,500  to  3,000  gal.  capacity  is  also  a  big  help.  Ample 
supply  and  good  pressure  cannot  be  maintained  with 
a  small  pipe  line.  Inch-and-a-half  pipe  should  be 
used  only  on  short  line  with  a  heavy  gravity  head. 
The  2-in.  pipe  line  is  in  almost  universal  use  and  is 
satisfactory  where  the  line  does  not  exceed  1  mile  in 
length. 

Much  better  results  on  the  average  job  will  be 
obtained  with  a  2^-in.  pipe  line.  Its  use  will  be- 
come increasingly  popular  as  construction  men  begin 
to  appreciate  how  many  of  their  pumping  troubles 
disappear  when  this  larger  line  is  put  into  service. 
Where  sources  of  supply  are  a  long  distance  apart, 
booster  pumps  are  necessary  to  provide  good  pressure. 

In  unloading  bulk  cement  from  a  gondola  car,  a 
clamshell   can   be  used.   In   unloading  bag  cement, 
two-wheeled  hand  carts  will  save  one  or  two  men. 
Depreciation  in  Plant 

Where  a  plant  is  assumed  to  have  a  life  of  5  years, 
a  great  many  people  are  charging  off  20  per  cent, 
yearly.  A  more  correct  way  is  to  charge  off  about 
40  per  cent,  the  first  year,  40  per  cent,  of  the  re- 
mainder the  second  year,  40  per  cent,  of  the  remainder 
the  third  year,  and  so  on  until  the  end  of  the  5-year 
period. 

In  conclusion,  there  is  no  better  way  of  saving 
labor  and  getting  maximum  efficiency  out  of  the  lab- 
or available  than  by  either  the  contract  or  the  bonus 
system.  The  reason  for  this  is  very  simple — a  man 
will  work  hard  and  intelligently  when  it  is  to  his 
direct  interest  to  do  so.  Good  camps,  with  a  little 
touch  of  the  human  side  in  their  management,  will 
bring  both  profit  and  satisfaction  to  their  owners. 


Dominion  Pier  Tenders  Have  Been  Opened 

Bids  for  the  proposed  "Ballantyne  Pier"  to  be  built 
in  connection  with  the  Dominion  Harbor  Commission- 
ers plans  for  development  of  the  port  of  Vancouver, 
have  been  opened  by  the  Commissioners  and  sent  to 
the  board's  consulting  engineer,  A.  D.  Swan  of  Mon- 
treal. When  he  makes  his  report  the  board  will  later 
award  the  contract.  In  the  meantime  no  further  ac- 
tion has  been  taken  with  regard  to  the  site  chosen  by 
the  Commissioners,  who  are  awaiting  instructions 
from  Ottawa  carrying  permission  to  tender  a  certain 
price  offer  to  the  Great  Northern  Railway,  which  has 
entered  objections  to  selling  the  property.  If  the  of- 
fer of  the  Commissioners  is  not  accepted,  the  next 
step  would  be  expropriation  proceedings. 


Dredge  For  Drainage  of  Low  Lands 

Designed  especially  for  ditching  and  draining  low- 
lying  lands,  such  as  exist  in  large  areas  in  the  lower 
Fraser  valley,  a  large  dredge  is  now  in  operation  on  a 
number  of  large  contracts.  This  dredge  is  adapted 
to  much  work  for  which  there  has  been  a  great  call 
in  the  Fraser  valley,  especially  with  the  demand  for 
farm  lands  for  dairy  and  fruit  growing.  During  the 
present  season  it  is  anticipated  that  this  new  dredge 
will  complete  several  miles  of  ditching  in  the  vicinity 
of  Agassiz.  The  dredge  is  54  feet  long,  15  feet  beam. 
It  is  equipped  with  Beatty  &  Sons  dredging  ma- 
chinery, double  engined,  and  a  dipper  of  1  V/\  yards  ca- 
pacity works  on  the  end  of  a  30  foot  boom. 
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Houses  for  Grand  Mere,  P.Q. 

The  Town  Council  of  Grand  Mere,  P.  Q.,  has  voted 
$57,375  (out  of  the  $100,000  granted  by  the  Provincial 
Government  for  building-  workmen's  dwellings)  to  a 
local  company,  headed  by  Mr.  J.  L.  Dostaler.  The 
houses  will  be  similar  in  construction  and  will  each 
comprise  six  rooms  and  bath,  with  a  large  cellar.  They 
will  be  of  brick  with  fireproof  roofs,  each  will  have 
a  large  fireplace  in  the  living  room  and  each  house 
being  detached  and  in  a  large  lot  that  will  afford 
plenty  -of  space  for  a  garden  and  lawn. 


LaSalle  Bridge  Dispute  Settled 

The  long  drawn  out  dispute  over  the  construction 
of  the  LaSalle  Bridge,  Montreal,  has  been  settled.  The 
contractors  did  not  complete  the  work,  owing  to  the 
war,  and  the  contract  was  taken  over  by  the  city.  .Af- 
ter provincial  legislation,  the  following  arbitrators 
were  appointed  to  settle  what  was  due  to  the  contrac- 
tors:— Messrs.  F.  C.  Laberge,  J.  E.  Vanier,  and  the 
Hon.  J.  P.  B.  Casgrain.  These  have  unanimously 
signed  the  awards  to  contractors  as  follows. — Claim 
of  Thos.  O'Sullivan,  $86,518.46,  award,  $53,500;  claim 
of  Pion  and  Grothe,  $117,499.45,  award,  $87,500. 


Mainly  Constructional 

East  and  West—  From  Coast  to  Coast 


Last  month's  total  value  of  building  permits  issued  in 
York  County,  Ont.,  was  $650,000,  or  a  $150,000  increase  over 
the  corresponding  month  last  year.  These  permits  were  all 
for  houses. 

At  a  recent  meeting  of  the  city  council  at  Belleville,  Ont., 
it  was  decided  to  adopt  the  Ontario  housing  scheme  for  the 
present  year,  and  the  following  commission  was  appointed: 
Messrs.  H    W.  Ackerman,  P.  Fredericks  and  Mayor  Riggs. 

The  city  council  at  St.  Catharines,  Ont.,  has  endorsed  a 
proposal  of  the  Chamber  of  Commerce  for  the  erection  of 
dwellings,  and  has  guaranteed  80  per  cent,  of  the  bonds  of 
a  company  to  be  formed  for  that  purpose. 

Tenders  ar.e  now  being  called  for  the  new  Normal 
School  at  Saskatoon.  This  new  building,  which  will  be  of 
brick  and  Bedford  stone  construction,  will  cost,  it  is  esti- 
mated, about  $500,000  to  erect.  An  excellent  site  has  been 
secured  and  a  landscape  scheme  for  the  grounds  is  being 
planned. 

The  Home  Building  Association  at  Sarnia,  Ont.,  has 
received  its  charter  from  Ottawa.  The  new  association  is 
working  in  conjunction  with  the  Chamber  of  Commerce  and 
the  city  council  for  the  building  of  50  workmen's  dwellings. 
Mr.  T.  H.  Cook,  manager  of  the  Home  Bank,  is  chairman 
of  the  association. 

Messrs.  P.  H.  Secord  &  Sons  Construction  Co.,  Ltd.,  of 
Brantford,  have  secured  the  contract  for  the  16-storey  addi 
tion  to  the  King  Edward  Hotel,  Toronto.  This  new  building 
will  contain  about  500  bedrooms  and  will  also  provide  addi- 
tional office  space.  The  cost  of  the  addition,  exclusive  of 
furnishings,  is  said  to  be  in  the  neighborhood  of  $2,500,000. 

City  Architect  Price,  of  Toronto,  has  plans  ready  for 
submission  to  the  council  for  the  proposed  live  stock  arena 
at  the  Exhibition  grounds.  The  building  was  originally  es- 
timated to  cost  $1,000,000  and  a  by-law  authorizing  the  ex- 


penditure of  this  amount  was  passed  at  the  last  municipal 
elections,  but  this  original  estimate  will  fall  about  $500,000 
short  of  the  present  day  cost  of  a  building  of  the  proposed 
type. 

Mr.  F.  H.  Welfley,  who  some  time  ago  tendered  his  re- 
signation as  clerk  of  works  to  the  Housing  Commission  at 
Winnipeg,  has  decided  now  to  stay  with  the  commission 
in  consideration  of  an  increase  in  salary.  The  commission 
has  been  active  this  year,  loans  so  far  approved  amounting 
to  $300,000.  The  erection  of  82  houses  has  now  been  author- 
ized and  indications  are  that  the  objective  of  100  houses 
built  this  season  will  be  realized. 

At  a  joint  meeting  of  the  Harbor  Commission  and  re- 
presentatives of  c.^vera!  local  municipalities,  held  recently  at 
Vancouver,  projects  for  joining  the  north  and  south  shores 
of  Burrard  Inlet  were  discussed  and  plans  and  estimates 
were  submitted  by  Chief  Engineer  W.  G.  Swan,  of  the  Har- 
bor Commission.  The  cost  of  a  dam  at  the  Second  Narrows 
is  estimated  at  $2,560,250,  while  the  cost  of  a  low  level 
bridge  would  be  about  33  per  cent,  more  than  the  dam. 
The  tunnel  scheme  was  abandoned  altogether  as  this  would 
cost,   according  to   Engineer   Swan,  about  $6,000,000. 


Personal 

Miss  Esther  Hill,  the  first  woman  architect  to  gradu- 
ate from  the  University  of  Toronto,  received  her  degree  of 
Bachelor  of  Applied  Science  at  Convocation  Hall  recently. 

Mr.  Arthur  H.  Lee,  secretary-treasurer  of  the  Water  and 
Light  Commission  at  Woodstock,  Ont.,  tendered  his  resig- 
nation at  a  recent  meeting  of  the  commissioners. 

Mr.  W.  B.  Callan,  C.E.,  of  Minneapolis,  is  at  present  in 
St.  Thomas,  Ont.,  preparing  plans  for  the  new  dehydrating 
plant  of  the  Elgin  Milk  Products  Company  which  is  to  be 
erected  there. 

Mr.  Romeo  Morrissette,  C.E.,  A.M.E.I.C.,  has  resigned 
his  position  with  the  Department  of  Public  Works  branch 
at  Three  Rivers,  Que.,  to  accept  a  position  with  the  Nation- 
al Shipbuilding  Corporation -in  the  same  city. 

The  Civil  Service  Commission,  Ottawa,  announces  the 
appointment  of  the  following  hydraulic  engineers  in  the  re- 
clamation service:  Messrs.  G.  F.  Richan,  Winnipeg;  G.  F. 
Horsey,  Jr.,  Ottawa.  Assistant  hydraulic  engineers:  W.  C. 
Warren,  Ottawa;  W.  T.  McFarlane,  Ottawa;  D.  Whittaker, 
Ottawa;  G.  H.  Wood,  Ottawa;  H.  J.  Cooper,  Winnipeg;  J. 
H.  Byrne,  Ottawa.  Junior  irrigation  engineers:  C.  M. 
Moore,  Calgary;  J.  H.  E.  Jaffray,  Calgary. 

Mr.  James  Govan,  architect  in  the  Provincial  Secretary's 
Department,  Ont.;  has  been  granted  a  month's  leave  of  ab- 
sence to  go  to  New  Mexico  to  take  charge  of  the  reclama- 
tion of  a  large  area  of  waste  land  and  the  building  of  refor- 
matories there.  Mr.  Govan  was  associated  with  the  design 
and  construction  of  the  prison  at  Guelph,  Ont.,  and  the  hos- 
pital buildings  at  Whitby,  Ont'.,  and  the  authorities  of  the 
state  of  New  Mexico,  hearing  of  his  excellent  work  in  con- 
nection with  these  two  projects,  have  asked  for  the  loan  of 
his  services. 


Trade  Incorporations 

Gait  Industrial  Housing  Company,  Ltd.,  with  head  office 
at  Gait,  Out.,  capital  $100,000. 

J.  T.  Davis,  Ltd.,  with  head  office  at  Montreal,  capital 
$250,000,  to  carry  on   the  business  of  general  contractors 

The  Goldie  Construction  Company,  Ltd.,  capital  $50, 000. 
with  head  office  at  Toronto,  to  carry  on  the  business  of  en- 
gineers and  contractors. 


Contracts  Department 


News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Buckingham,  Que. 

Town  has  voted  to  set  aside  $75,000 
for  construction  of  alterations  to  water- 
works system.    Secy.-treas.,  David  Ray. 

Bowmanville,  Ont. 

John  Lyle,  Town  clerk,  will  receive 
tenders  until  June  20th,  for  construction 
of  cement  sidewalks. 

Ratepayers  passed  by-law  authorizing 
construction  of  sewer  to  cost  $16,000  for 
Town. 

Fonthill,  Ont. 

Thorold  Township  contemplates  con- 
struction of  concrete  sidewalks,  Clerk, 
John  A.  Clark,  Fonthill  P.  ().,  Ont. 

Fredericton,  N.  B. 

City  is  having  plans  prepared  for  con- 
struction of  pavements.  Engineer,  Geo. 
Mc  Knight. 

Friar's  Head,  N.  S. 

R.  C.  Desrochers,  secy.  Dominion 
Dept.  Public  Works,  Ottawa,  will  re- 
ceive tenders  until  June  28th  for  con- 
struction of  breakwater  improvements. 
Plans  with  District  Engineer,  North 
Sydney,  N.  S.;  P.  O.,  Friar's  Head,  and 
Dept.,  Ottawa. 

Grimsby,  Ont. 

T.  W.  Allan,  clerk  for  Grimsby  Town- 
ship, will  receive  tenders  until  June  22nd 
for  construction  of  concrete  sidewalks  on 
two  streets. 

Hamilton,  Ont.  * 

City  plans  the  construction  of  vitrified 
sewers  on  5  streets  to  cost  $7,100,  cast 
iron  water  mains  on  3  streets,  to  cost 
$6,200,  36,000  sq.  yards,  asphalt  pave- 
ments on  4  streets,  and  cement  side- 
walk on  3  streets.    Engineer,  E.  R.  Gray. 

City  plans  to  expend  $5,000  on  con- 
struction of  pavement,  $8,000  on  con- 
struction of  sewers,  $15,000  and  $30,000 
on  construction  of  brick  and  asphalt 
pavements  on  two  streets.  Engineer,  E. 
R.  Gray. 

Leamington,  Ont. 

Town  plans  to  pave  street  and  lay 
sidewalks.  Clerk,  R.  M.  Selkirk. 

Montreal,  Que. 

Administrative  Commission  will  re- 
ceive tenders  until  June  23rd  for  con- 
struction of  permanent  pavements  on 
three  streets.  Plans  at  City  Hall. 

City  will  call  tenders  about  June  31st 
for  construction  of  2  dams.  Engineer,  A. 
Des  Iiaillets.  92  Duluth  Bldg. 

Niagara  Falls,  Ont. 

W.  J.  Seymour,  city  clerk,  will  receive 
lenders  until  June  21st  for  construction 
of  Muddy  Rlil)  trunk  sewer  to  cost 
$250,000.  Plans  with  engineer,  T.  D. 
Black. 

Oakbank,  Man. 

II.  ('.  (  hristopherson,  secy.-treas.  for 
Municipality  of  Springfield,  will  receive 
tenders  until  June  1 0th  for  construction 
of  38  concrete  culverts  and  headwalls  for 


pipe.    Plans  with  secy.-treas.,  and  with 
Highway  Commissioner,  Winnipeg. 
Oshawa,  Ont. 

By-law  will  be  submitted  for  author- 
ization of  construction  of  extension  to 
waterworks  system  costing  $50,000,  also 
erection  of  bridges.  Town  clerk,  Thos. 
Morris,  Oshawa. 

St.  Jean  de  Matha,  Que. 

Town  is  gravelling  roads  by  day  la- 
bor; cost,  $70,000.  Xavier  Roy  is  su- 
pervising work. 

Sturgeon  Falls,  Ont. 

Town  will  receive  tenders  until  June 
19th  for  construction  of  12,000  ft.  of 
sewers,  also  for  11,000  ft.  of  concrete 
sidewalks.  Plans  at  office  of  clerk,  L 
Rod  Vannier. 

Timmins,  Ont. 

H.  E.  Montgomery,  Town  clerk,  will 
receive  tenders  until  June  21st  for  con- 
struction of  sewage  disposal  plant.  Plans 
at  office  of  engineer,  J.  F.  Henderson, 
and  Town  Hall. 

Town  will  call  tenders  at  once  for  con- 
struction of  sewage  disposal  plant.  Con- 
sulting engineers,  Sutcliffe  &  Neelands, 
New  Liskeard,  Ont. 

Toronto,  Ont. 

Frank  Barber,  engineer  for  York 
Township,  will  receive  following  ten- 
ders: Until  June  25th,  for  construction 
of  6  in.  cast  iron  watermains  on  three 
streets,  totalling  2936  ft.;  until  noon,  June 
26th,  for  construction  of  concrete  side- 
walks on  14  streets,  Tarvia  X  pavement 
on  Baby  Point  Rd.  and  Cres..  and  con- 
crete arch  bridge  over  little  Don  River. 
Plans  at  engineer's  office. 

W.  A.  McLean,  Deputy  Minister  Pro- 
vincial Dept.  Highways,  will  receive  fol- 
lowing tenders:  Until  June  25th,  for 
suooly  of  crushed  stone  on  Provincial 
Highway  in  Elizabethtown  Township, 
plans  to  be  seen  at  Dept ,  Toronto,  and 
office  of  Resident  Engineer,  Gananoque, 
Out.;  until  June  25th  for  supply  of 
crushed  stone  on  Provincial  Highway  in 
Lancaster  Township,  plans  to  be  seen  at 
office  of  Resident  Engineer,  Cornwall. 
Ont.,  and  Dept.,  Toronto,  until  June 
30th  for  earthwork,  rockwork  and  con- 
struction of  concrete  structures  on  Pro- 
vincial Highway  in  Ancaster  Township, 
nlans  to  be  seen  at  office  of  Resident 
Engineer,  Paris,  and   Dept.,  Toronto. 

Victoria,  B.  C. 

Provincial  Dept.  Public  Works,  Vic- 
toria, will  receive  tenders  until  noon 
June  21st  for  construction  of  about  3.22 
miles  of  macadamized  road  from  Mara 
to  Sicamous,  B.  C.  Engineer,  A.  E. 
Foreman,  Victoria. 

Welland,  Ont. 

City  contemplates  construction  of  sew- 
ers.    Engineer,  ('has.  F.  Coulson. 

CONTRACTS  AWARDED 
Bienfait,  Sask. 

Municipality  of  Coalfields  No.  4  award- 
ed general  contract  for  road  work  cost- 
ing $9,o()o  to  E  A.  DeLong,  Regina. 
Sask. 


Chatham,  Ont. 

Canadian  Des  Moines  Steel  Co.,  Inches 
Ave.,  will  supply  City  with  new  pres- 
sure filters  required  in  new  waterworks 
plant.     Cost,  $13,497. 

Gait,  Ont. 

City  awarded  general  contract  for  con- 
struction of  pavement,  curbs  and  gutter 
to  the  Standard  Paving  Co.,  Central 
Chambers.  Elgin  St.    Cost.  $47,500 

Issoudun,  Parish  of,  Que. 

Municipality  placed  the  contract  fur 
gravelling  roads  with  M.  Normand  & 
Normand*  L'Islet,  Que.    Cost,  $23,000. 

Milverton,  Ont. 

Town  awarded  contract  for  pipe  lay- 
ing in  connection  with  construction  of 
waterworks  system  to  Webster  Con- 
struction Co.,  Bank  of  Toronto  Bldg., 
London,  Ont. 

Murray  Bay,  Que. 

M.  Paul  Trudel  &  Fils  have  the  gen- 
eral contract  gravelling  road  at  $29,000 
for  Municipality. 

New  Toronto,  Ont. 

Town  awarded  the  general  contract  for 
construction  of  sidewalks  and  sewer  ex- 
tension costing  $40,000  to  Central  Foun- 
dation Co.,  12  Wellington  E.,  Toronto. 

Sackville,  N.  B. 

Town  awarded  general  contract  con- 
structing 10,000  sq.  ft.  sidewalks  to  Sack- 
ville Concrete  Co  ,  York  St ,  at  40c 
per  sq.  ft. 

St.  Jerome  de  Matane,  Que. 

Municipality  awarded  general  contract 
constructing  concrete  reservoir  or  tank 
costing  $6,000  to  Alphonse  Aubin,  Me- 
tabetchouan,  Que. 

St.  John,  N.  B. 

City  placed  the  general  contract  for 
paving  City  Rd  with  Stephens  Construc- 
tion Co.,  257  Brussels  St.  Cost,  $126,- 
640. 

St.  Martine,  Que. 

Town  awarded  general  contract  con- 
structing bituminous  road  to  Leger  Char- 
leton,  15  Sussex  Ave.,  Montreal. 

St.  Patrice  de  Sherrington.,  Que. 

Town  awarded  the  general  contract  for 
macadamization  of  roads  to  Dore  Ar- 
chambault,  Ste.  Martine,  Que.  Cost,  $30.- 
000. 

Toronto,  Ont. 

City  awarded  contracts  for  paving 
streets  as  follows:  Asphalt — Cunning- 
ham, $4,947,  Rhodes.  $20,390,  York 
(Front  to  King)  $16,497,  R.  C.  Harris, 
Commissioner  of  Works;  Davenport  Rd., 
$60,387,-  Contracting  &  Paving  Co..  Con- 
tinental Life  Bldg.;  York  St.  (King  to 
Queen),  $22,200,  Godson  Contracting  Co., 
Manning  Chambers;  Bitulithic — Clen- 
dennan,  $39,609,  Colbeck,  $20,192,  Col- 
beck,  $11,712,  Western,  $10,401,  Wood- 
bine. $26,907,  R.  C.  Harris.  Commission- 
er of  Works:  Brick  block — Rhodes  Ave., 
$13,268,  R.  C.  Harris:  Concrete  walks — 
Day,  Kingswood  and  Western  Aves.,  R. 
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C.  Harris;  Saunders  and  Weston  Rd.. 
$2.00  per  ft.,  Ramsay  Contracting  Co., 
39  Indian  Rd.  Cres. 

York  Township  awarded  contracts  for 
construction  of  sidewalks  on  Chisholm 
Ave.  to  Arthur  Johnson,  35  Burgess  St., 
and  on  Rushton  Rd.  and  Brownhill  to 
Walton  &  Rowell,  60  Gamble  Ave.,  Tod- 
morden. 

Truax,  Sask. 

Municipality  of  Elmthorpe  No.  100 
placed  the  general  contract  for  road  work 
costing  $15,000  with  E.  B.  Winn,  Assini- 
boia. 

Vankleek  Hill,  Ont. 

Caledonia  Township  awarded  general 
contract  for  drainage  work,  including 
60,681  cu.  yds.  earth  at  28c  per  cu.  yd. 
and  339  cu.  yds.  rock  at  $2.50  per  cu. 
yd.,  to  H.  J.  McCrimmon  &  Co.,  Lan- 
caster, Ont. 

Vancouver,  B.  C. 

Provincial  Dept.  Public  Works  award- 
ed the  general  contract  for  road  paving 
costing  $55,000  to  Harrison  &  Lamond, 
501  Pacific  Bldg.,  Vancouver. 

Winchester,  Ont. 

W  illiamsburg  Township  awarded  the 
general  contract  for  drainage  work  to 
Schwerdfeger  Bros.,  Williamsburg,  Ont. 
Cost,  $4,800. 

Zehner,  Sask. 

H.  A.  Knight,  Regina,  Sask.,  will  carry 
out  most  of  the  work  in  connection  with 
the  grading,  filling,  etc.,  of  roads  for 
Rural  Municipality  of  Edenwold  No.  158. 

Railroads,  Bridges  and  Wharves 

Aldred,  Que. 

C.  N.  Rlys.  contemplate  the  construc- 
tion of  new  road  to  cost  $2,000,000  from 
Aldred  to  St.  Ursale.  Que.  General  man- 
ager, H.  Kingsland,  160  St.  James  St., 
Montreal. 

Hamilton,  Ont. 

Hamilton  St.  Rly.,  E.  P.  Coleman,  man- 
ager. Terminal  Station,  plan  to  construc- 
tion extension  to  car  tracks. 

Marshville,  Ont. 

Wainfleet  Township  will  call  tenders 
shortly  for  construction  of  two  concrete 
bridges.  Clerk,  J.  Henderson,  Marsh- 
ville. 

Megantic,  Que. 

D.  H.  Mapes,  architect,  is  preparing 
plans  for  erection  of  station  costing  $10,- 
000  for  C.  P.  Rly.,  head  office,  Montreal. 

Moncton,  N.  B. 

C.  B.  Brown,  engineer  for  C.  N.  Rlys., 
Moncton,  will  receive  tenders  until  noon 
June  18th  for  grading  (A)  for  yard  at 
Moncton,  N.B.,  and  (B)  for  locomotive 
terminal,  Fairview.  N.  S.  Plans  can  be 
seen  at  offices  of  Resident  Engineer, 
C.N.R.  Tunnel  Terminal,  Montreal, 
Que.,  Chief  Engineer,  Eastern  Lines, 
Moncton,  N.  B.,  Division  Engineer,  Tru- 
ro, N.  S.,  and  Agent,  Halifax,  N.  S. 

Moorefield,  Ont. 

Maryboro  Township,  W.  W.  Scott, 
clerk,  Moorefield,  will  receive  tenders 
until  June  21st  for  construction  of  steel 
bridge  and  concrete  culvert.  Plans  with 
engineer.  A.  \V.  Connor,  34  Victoria  St., 
Toronto. 

Morris,  Man. 

Robert  S.  Pateison,  secy.-treas.  for 
Town,  will  receive  tenders  until  noon 
June  21st  for  construction  of  substruc- 
ture and  steel  superstructure  for  bridge. 


Plans  with  Highway  Commissioner,  New 
Pari.  Bldgs.,  Winnipeg. 

Ste.  Anne,  Man. 

G.  E.  La  Rue,  secy.-treas.  for  Muni- 
cipality, will  call  tenders  about  June 
24th  for  construction  of  bridge  to  cost 
$6,000. 

Ste.  Brigitte  des  Saults,  Que. 

Town  will  call  tenders  July  1st  for 
construction  of  2  bridges.  Secy.-treas., 
J.  A.  Jutras. 

Souris,  Man, 

J.  W.  Breakey,  secy.-treas.  for  Muni- 
cipality of  Glenwood.  will  receive  ten- 
ders until  June  18th  for  construction  of 
five  bridges  and  one  culvert.  Plans 
with  secy  -treas.  and  with  Highway  Com- 
missioner, Winnipeg. 

Toronto.  Ont. 

Time  has  been  extended  to  June  26th 
for  reception  of  tenders  on  construction 
of  York  Township's  bridge  over  Little 
Don.  Specifications  with  engineer, 
Frank  Barber,  40  Jarvis  St..  Toronto. 

Vancouver,  B.  C. 

Provincial  Dept.  Public  Works,  A.  £. 
Foreman,  engineer,  Victoria,  will  re- 
ceive tenders  until  June  19th  for  demoli- 
tion of  existing  Quinsam  River  bridge 
and  erection  of  new  bridge  costing  $25,- 
000  Plans  at  Dept.,  Victoria,  with  as- 
sistant district  engineer,  Courtenay.  B. 
C.  and  district  engineer,  Court  House, 
Vancouver,  B.  C. 

CONTRACTS  AWARDED 

Fergus.  Ont. 

Wellington  County  awarded  contracts 
fur  construction  of  bridges  as  follows: 
Two  bridges,  E.  G.  Martin,  Elmira,  Ont.; 
three  bridges.  John  Tucker,  Harriston, 
Ont.;  two  culverts,  E.  Simmons,  Dray- 
ton. Out.:  culverts,  J.  McNab,  Arthur, 
Ont. 

Township  Council  awarded  general 
contract  constructing  bridge  to  C.  Mat- 
•aini,  Fergus. 

Fort  William,  Ont. 

T.  H.  Simmond  &  Co,  506  Confeder- 
ation Life  Bldg.,  Winnipeg,  have  the 
general  contract  erecting  bunkhouse 
'costing  $6,800  for  C.  P.  R. 

Kagawong,  Ont. 

Dominion  Dept.  Public  Works  placed 
the  general  contract  for  construction  of 
wharf  and  warehouse  with  McNamara 
Bros  &  Thornton,  Kagawong. 

Louiseville,  Que. 

Municipality  placed  the  general  con- 
tract for  construction  of  reinforced  con- 
crete bridge  costing  $6,395  with  M. 
Louis  Vaillancourt  &  A.  Gauthier,  Ya-n- 
achiche.  Que. 

Euchariste  Vaillancourt.  Yamachiche, 
Que.,  has  the  general  contract  fiv  re- 
pairs to  bridges  and  piers  for  Provincial 
Dept.  Public  Works. 

Matane,  Que. 

MacKinnon  Steel  Co.,  Drummond  St., 
Sherbrooke,  will  supply  the  steel  re- 
quired in  erection  of  concrete  and  steel 
bridge  costing  $22,000  for  County. 

New  Ireland,  Que. 

Municipality  has  awarded  the  s^ersfal 
contract  constructing  bridge  to  Alfred 
Mathieu,  Plessisville,  Que.  Cost,  $12,- 
800. 

Quebec,  Province  of 

Dominion  Bridge  Co.,  Lachine,  Que., 
have  the  contract  for  replacing  wooden 


bridges  with  steel  ones  in  Province  for 
C.  N.  Rlys.,  260  St.  James  St.,  Montreal. 

Ste.  Jerome  de  Matane,  Que. 

Municipality  awarded  the  general  con- 
tract erecting  steel  bridge  to  M.  H.  Le- 
page &  Frere,  Ri  viere  Blanche,  Que. 
Cost,  $22,000. 

Ste.  Marie  Le  Monnoir,  Que. 

Parish  Council  placed  the  contract  for 
construction  of  concrete  bridge  costing 
$10,997  with  Aristide  Maynard,  Marie^ 
viile,  Que. 

Toronto,  Ont. 

C.  N.  Rly,  head  office,  Toronto,  placed 
the  general  contract  for  construction  of 
16  concrete  culverts  and  bridges  with 
Dominion  Construction  Co  ,  14  Welling- 
ton E. 

Yorkton,  Sask. 

A.  G  Creelman  &  Co.,  Calgary,  Alta., 
have  the  general  contract  erecting 
freight  shed  costing  $40,000  for  C.  P. 
Rly.,  head  office,  Montreal,  Que. 

Public  Buildings,  Churches 
and  Schools 

B;ergar,  Sask. 

T.  Melrose  Morrison,  architect,  325 
Drinkle  Blk.  No.  1,  Saskatoon,  has  ore- 
pared  plans  for  hospital,  costing  $100,000, 
fo  be  erected  for  Hospital  Bd.,  Biggar. 
Tenders  will  be  called. 

Blairmore.  Alta. 

Public  School  Board  plans  to  erect 
school.    Secy.,  J.  B.  Harmer. 

Caleary,  Alta. 

Famous  Players  Canadian  Corp.,  head 
office.  Toronto,  Ont.,  contemplate  the 
erection  of  theatre  here  costing  $100,000. 
General  manager,  N.  J.  Nathanson,  To- 
ronto. 

Canora.  Sask. 

John  Sinnott  plans  to  erect  addition 
to  hotel  costing  $6,000. 

Courtenay,   B.  C. 

A.  E. Foreman,  engineer.  Victoria,  will 
receive  tenders  until  June  30th  for  erec- 
tion of  school  costing  $50,000  for  Pro- 
vincial Dept.  of  Education.  Plans  with 
architect.  H.  Whittaker,  Legislative 
Bldgs.,  Victoria. 

East  St.  John,  N.  B. 

G  W.  Wilson,  architect.  50  Princess 
St.,  St.  John,  is  preparing  plans  for  erec- 
tion of  school  for  School  Bd. 

Essondale,  New  Westminster,  B.  C. 

Provincial  Dept.  Public  Works  will 
erect  nurses'  home,  nine  cottages  and 
block  costing  $81,000.  H.  Whittaker, 
architect.  Legislative  Bldgs.,  Victoria,  is 
preparing  plans. 

Govan,  Sask. 

R.  M.  Thompson,  architect.  Bank  of 
Nova  Scotia  Bldg.,  Saskatoon,  will  pre- 
pare plans  for  erection  of  union  hospital 
to  cost  $40,000  for  Hospital  Bd. 

Lavoy,  Alta. 

School  District  No.  1598  will  erect 
shortly  public  school  to  cost  $5.00. 
Secy.,  B.  Cooper,  Lavoy. 

London,  Ont. 

R.  M  McEIheran,  secy.  Bd.  of  Educa- 
tion, will  receive  tenders  until  June  17th 
for  erection  of  school  to  cost  $70,000. 

Lynn  Valley,  B.  C. 

H.  Martyn  Jenkins,  secy.  North  Van- 
couver School  Board.  North  Vancouver, 
will  receive  tenders  until  noon  June  21st 
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for  erection  of  school  estimated  to  cost 
$20,000.  Plans  with  architects,  Black- 
ladder  &  Mackay,  61  Lonsdale  Ave.  N., 
Vancouver. 

Milltown,  N.  B. 

F.  N.  Brodie,  architect,  42  Princess  St., 
St.  John,  will  receive  tenders  until  June 
17th  for  erection  of  school  to  cost  $90,- 
000.  Plans  with  architect  and  with 
chairman,  Dr.  W.  E.-  Gray. 

Montreal,  Que. 

O.  Woodall,  85  Gordon  Ave.,  will 
award  contract  shortly  for  erection  of 
dance  hall  to  cost  $35,000. 

New  Toronto,  Ont. 

Win,  Fraser,  architect,  Confederation 
Life  Bldg.,  Toronto,  is  preparing  plans 
for  school  to  be  erected  at  a  cost  of 
$60,000  for  School  Bd. 

Peterborough,  Ont. 

W.  H.  Barry,  architect,  539  Gilmour 
St.,  is  preparing  plans  for  erection  of 
manufacturer's  building  for  Peterbor- 
ough Industrial  Exhibition,  Roland 
Denne,  president. 

Point  Grey,  B.  C. 

Point  Grey  School  Bd.  will  erect 
school  by  day  labor  costing  $5,000. 

Provost,  Alta. 

Public  School  Board  contemplates 
erection  of  addition  to  school.  Address 
secy.  School  Bd. 

Radville,  Sask. 

Storey  &  Van  Egmond,  architects,  Mc- 
Callum  Hill  Blk.,  Regina,  are  preparing 
plans  for  addition  to  school  to  be  erect- 
ed at  a  cost  of  $25,000  for  School  Board. 

Rossington,  Alta. 

United  Farmers  Association  plan  to 
erect  hall.     Address  secy.-treas. 

Saskatoon,  Sask. 

J.  M.  Smith,  Deputy  Minister  Provin- 
cial Dept.  Public  Works,  Regina,  will 
receive  tenders  until  June  29th  for  erec- 
tion of  Normal  school  to  cost  about 
$500,000.  Plans  at  Builders'  Exchange 
Offices  of  Moose  Jaw,  Saskatoon  and 
Regina,  and  at  Dept.,  Regina. 

St.  Sulpice,  Parish  of,  Que. 

Tenders  closed  June  14th  for  erection 
of  school.  Secy.-treas.  School  Bd.,  N. 
Peltier. 

Strome,  Alta. 

Village  plans  to  erect  community  hall 
costing  $6,000.    Reeve,  J.  H.  Gold. 
Svlvan  Lake,  Alta. 

"Sylvan  Lake  School  District  No.  2595 
plans  to  erect  school  costing  $7,000.  Sec- 
retary, A.  McCoutill. 

Toronto,  Ont. 

Toronto  Methodist  Union  plan  to  ex- 
pend $5,000  on  alterations  to  Euclid  Ave. 
church  and  $20,000  on  remodelment  of 
Queen  St.  church.  Secy.,  Rev.  T.  W. 
Neal,  299  Queen  W. 

Waterdown,  Ont. 

Stewart  &  Whitton,  architects,  7  Hugh- 
son  St.  S  ,  Hamilton,  will  receive  tenders 
for  erection  of  assembly  hall  to  cost  $20,- 
000  for  Town. 

Wynyard,  Sask. 

School  Board  plans  to  erect  school 
costing  $28,000.  Architect,  R.  M.  Thomp- 
son, Bank  of  Nova  Scotia  Bldg.,  Sas- 
katoon. 

CONTRACTS  AWARDED 
Ardath,  Sask. 

School  Bd,  placed  the  general  contract 
erecting   school    witli    Moose  Jaw  Im- 


provement Co.,  Bellamy  Blk.,  Moose 
Jaw,  Sask. 

Asbestos,  Que. 

School  Board  awarded  general  con- 
tract erecting  school  costing  $40,000  to 
H.  Levasseur,  Victoriaville,  Que. 

Cainsville,  Ont. 

School  Board  awarded  the  general  con- 
tract for  erection  of  school  to  Thos.  Har- 
per, 14  Jarvis  St.,  Brantford.  Cost,  $40,- 
000. 

East  Kildonan,  Man. 

Rural  Municipality  of  East  Kildonan 
awarded  the  general  contracts  for  erec- 
tion, of  schools  costing  $45,000  and  $63,- 
000  to  Fort  Garry  Construction  Co.,  4 
Monadnock   Bldg.,  Winnipeg. 

Elm  Creek,  Man. 

Addition  to  school  costing  $45,000  for 
Consolidated  School  Bd.:  General  con- 
tract, H.  Sigurdson,  804  McDermott, 
Winnipeg;  plumbing  and  heating,  John 
Plaxton  &  Co.,  244  Main  St.,  Winnipeg. 

Fort  William,  Ont. 

Board  of  Education  placed  the  general 
contract  for  erection  of  technical  insti- 
tute to  cost  about  $250,000  with  Fegles 
Construction  Co.,  Grain  Exchange,  Fort 
William. 

Halifax,  N.  S. 

Russell  &  Macaulay.  10  Walker,  St., 
have  the  general  contract  erecting  church 
costing  $65,000  for  St.  John's  Presbyter- 
ian Church,  Windsor  St. 

Holdfast,  Sask. 

R.  C.  Congregation  awarded  general 
contract  erecting  church  costing  $50,000 
to  J.  J.  Daoust  Ltd.,  259  Provencher,  St. 
Boniface. 

Lannigan,  Sask. 

School  District  No.  1862  awarded  gen- 
eral contract  erecting  school  costing  $25,- 
000  to  Thos.  E.  Farley,  Lloydminster. 

Montreal,  Que. 

Jas.  Shearer  Co.,  225  St.  Patrick  St., 
have  the  general  contract  for  alterations 
to  theatre  costing  $13,000  for  Gayety 
Theatre,  307  St.  Urbain  St. 

Moose  Jaw,  Sask. 

School  costing  $26,900  and  school  ad- 
dition costing  $21,000  for  School  Board:- 
General  contract,  Alexander  Ferguson, 
126  Iroquois  E.,  Moose  Jaw;  plumbing, 
heating  and  ventilating,  at  $20,200,  G. 
Kenyon,   Moose  Jaw. 

Ottawa,  Ont. 

University  of  Ottawa,  Waller  St., 
placed  the  general  contract  for  erection 
of  laundry  costing  $20,000  with  Grant 
Bros.,  Bank  National  Bldg. 

Saskatoon,  Sask. 

Catholic  School  District  awarded  gen- 
eral contract  for  alterations  and  addition 
to  school  costing  $10,000  to  Jas.  Bonnie, 
Drinkle  Blk.  No.  1,  Saskatoon. 

St.  John,  N.  B. 

Centenary  Methodist  Church  awarded 
the  contract  for  repairs  to  church  and  in- 
stallation of  heating  system  to  H.  R. 
Weatherhead,  178  Wentworth  St. 

St.  Martine,  Que. 

J.  M.  Lamothe,  Ellice  St,  Valleyfuld, 
has  the  general  contract  for  remodel- 
ment of  and  extension  to  convent  cost- 
ing $25,000  for  Rev.  Sisters  Jesus  Marie, 
Notre  Dame  St.,  Hochelaga,  Montreal. 

Sudbury,  Ont. 

High  School  Board  awarded  the  gen- 
eral contracts  for  erection  of  mining  and 


technical  school  costing  $200,000  to  Mes- 
srs. Linklater  &  Jackson,  109  Stafford 
Blk,  and  Sherwood  Construction  Co., 
Harbor    Commission    Bldg.,  Toronto. 

Toronto,  Ont. 

United  Hotels  Ltd.  awarded  the  gen- 
eral contract  for  erection  of  addition  to 
King  Edward  Hotel  costing  $2,000,000 
to  P.  H.  Secord  &  Sons  Construction  Co., 
133  Nelson  St,  Brantford,  Ont.,  and  Man- 
ning Chambers,  Toronto. 

Venn  &  Evans,  776  Crawford  St ,  have 
the  masonry  on  erection  of  Sunday 
school  costing  $14,000  for  Bethany  Bap- 
tist Church. 

Vancouver,  B.  C. 

Holy  Trinity  Church  will  probably 
award  the  general  contract  erecting  rec- 
tory costing  about  $7,500  to  Baynes  & 
Horie,  836  Howe  St.,  Vancouver. 

Westmount,  Que. 

J.  A.  Anderson  &  Co.,  205  Mansfield 
St.,  Montreal,  have  the  contract  for  fix- 
tures for  St.  Andrew's  Church  Sunday 
School. 

Winnipeg,  Man. 

Hazelton  &  Walin,  Winnipeg,  have 
been  awarded  the  general  contract  erect- 
ing theatre  costing  $600,000  for  Famous 
Players  Canadian  Corp. 

Woodville,  Ont. 

Renovation  of  Presbyterian  church 
recently  destroyed  by  fire:  Carpentry, 
Wm.  McLean,  Woodville;  stone  work. 
Halward  Bros.,  Cannington,  Ont. 

Yorkton,  Sask. 

Public  School  Board  awarded  the  gen- 
eral contract  for  erection  of  school  cost- 
ing $76,770  to  Shannon  Bros.,  203  Thomp- 
son Chambers,  Saskatoon. 


Business  Buildings  and  Indus- 
trial Plants 

Bentley,  Alta. 

Alberta  Pacific  Grain  Co.,  204  C.  P.  R. 
Bldg.,  Edmonton,  are  erecting  elevator  by 
day  labor. 

Cote  Ste.  Paul,  Que. 

E.  Robillard,  225  Hamilton  St.,  Mon- 
treal, is  erecting  store  costing  $10,500. 

Fredericton,  N.  B. 

Chestnut  Canoe  Co.  will  receive  ten- 
ders for  erection  of  factory  addition. 
Plans  with  architect,  Wm.  E.  Minue,  220 
Aberdeen  St. 

Halifax,  N.  S. 

Pievcey  Supply  Co.,  Davison  St.,  will 
erect  warehouse  and  office  costing  $7,- 
000  by  day  labor. 

Ingersoll,  Ont. 

Dominion  Cone  Co  Ltd.,  and  Folding 
Paper  Boxes  Ltd.,  Morrow  Ave.,  To- 
ronto, plan  to  erect  buildings  here  esti- 
mated to  cost  $50,000.  By-law  authoriz- 
ing loan  to  companies  will  be  submitted 
to  ratepayers  of  Ingersoll. 

Kelliher,  Sask. 

Saskatchewan  Co-operative  Creamer- 
ies Ltd.,  president,  W.  C.  Pavnter,  Tan- 
tallon.  Sask.,  will  receive  tenders  for 
erection  of  creamery. 

Montreal,  Que. 

N.  P.  McBeath.  179  Decarie  Blvd ,  is 
erecting  store  and  residence  costing  $7,- 

000. 

I).  J.  Creighton,  architect,  851  Oxen- 
den  Ave.,  is  preparing  plans  for  three 
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storey  studio  (outdoor  advertising)  to 
he  erected  for  Asch.  Ltd.,  1560  St.  Law- 
rence Blvd. 

Caron  Bros.,  233  Bleury  St.,  plan  to 
erect  1-0  stores  and  office  building.  Man- 
ager, J.  Allan. 

Prince  Albert,  Sask. 

Woods  &  Duval  are  having  plans  pre- 
pared for  erection  of  garage  to  cost  $26,- 
500.  Manager,  C.  Duval,  103  River  St. 
E. 

Port  Burwell,  Ont. 

W.  Forbes  is  erecting  business  block 
costing  $5,000. 

Regina,  Sask. 

The  Regina  Storage  &  Forwarding  Co. 
will  erect  warehouse  at  once. 

Rimbey,  Alta. 

Alberta  Pacific  Grain  Co.,  204  C.  P.  R. 
Bldg.,  Edmonton,  will  erect  elevator  by 
day  labor. 

Toronto,  Ont. 

F.  J.  Vose,  156  Pacific  Ave.,  plans  to 
erect  three  stores  and  apartments  cost- 
ing $6,000  each. 

W.  H.  Bagshaw,  503  West  Marion  Ave  , 
plans  to  erect  2  stores  and  apartments 
and  garage  costing  $22,000. 

A.  C.  Couchman,  90  Pickering  Ave., 
will  erect  factory  costing  $10,000. 

Dr.  Chas.  Newell,  467  Woodbine  Ave., 
plans  to  erect  5  stores  and  apartments 
costing  $35,000. 

Windsor,  Ont. 

C.  W.  Ripley.  519  Sandwich  St  '.  Sand- 
wich, Ont.,  will  erect  foundry  shortly 
costing  $25,000. 

CONTRACTS  AWARDED 
Brandon,  Man. 

Frank  Lissaman,  812  Eleventh  St.,  has 
the  general  contract  erecting  warehouse 
costing  $7,600  for  Frank  Massin. 

Canora,  Sask. 

James  Zuben  placed  the  general  con- 
tract erecting  stores  and  offices  costing 
$13,100  with  Ed.  Johnston. 

Cap  de  la  Madeleine,  Que. 

St.  Maurice  Paper  Co.  awarded  the 
general  contract  constructing  machine 
shop  costing  $30,000  to  Geo.  A.  Fuller 
Construction  Co.,  285  Beaver  Hall  Hill, 
Montreal. 

Octove  Bailly,  Madeleine  St.,  awarded 
the  general  contract  for  erection  of  store 
costing  $6,000  to  Francois  Couilcay, 
Pont  St.  Maurice. 

Cloverdale,  B.  C. 

Harrison  &  Lamond.  501  Pacific  B'dg., 
Vancouver,  have  the  general  contract  r  r 
erection  of  branch  bank  costing  $1 3.000 
for  Royal  Bank  of  Canada. 

Davidson,  Sask. 

H.  Arnberg  has  the  general  contract 
for  erection  of  restaurant  addition  cost- 
ing $6,000  for  Lew  Neil  &  Bros. 

Edmonton,  Alta. 

J.  F.  Meakins,  11509  81st  St.,  has  the 
general  contract,  masonry,  carpentry, 
roofing,  plastering  and  painting  for  stores 
costing  $30,000  for  Mrs.  Hetu,  Queens 
Hotel,  Jasper  Ave. 

Fort  William,  Ont. 

Phoenix  Bridge  Co ,  Fort  William, 
have  the  general  contract  erecting  ware- 
house costing  $20,000  for  Canadian 
Starch  Co.,  Island  No.  2. 

Sellers  &  Jones,  Leith  St.,  placed  the 
general  contract  erecting  garage  costing 
$35,000  with  E.  C.    Penniman    &  Co., 


Graham  Home  Blk.,  Fort  William,  Ont. 

Braden  &  Co.,  Francis  Blk.,  Fort  Wil- 
liam, have  the  general  contract  for  erec- 
tion of  mill  costing  $20,000  for  the  Jas. 
Davidson  Feed  Co.,  301  Norah  St.  S. 

Wesrern  Terminal  Elevator  placed  the 
order  for  rolling  steel  doors  for  their 
new  addition  with  the  A.  B.  Ormsby  Co., 
Toronto. 

Gainsborough,  Sask. 

Merchants  Bank  of  Canada  placed  the 
general  contract  erecting  branch  bank 
and  apartment  costing  $10,000  with  R. 
N.  Wyatt,  505  Merchants  Bank  Bldg., 
Winnipeg,  Man. 

Grand  Mere,  Que. 

A.  Heon  &  Cie,  45  St.  Antoine,  Three 
Rivers,  have  the  general  contract  erect- 
ing store  costing  $40,000  for  J.  M.  E. 
Marcotte.  Architects,  Gascon  &  Van- 
dal, 502  St.  Catherine  St.  E.,  Montreal. 

Hamilton,  Ont. 

Piggott  &  Healey  Construction  Co  , 
36  James  St.  S.,  have  the  general  con- 
tract erecting  factory  costing  $500,000  for 
Firestone  Tire  &  Rubber  Co.,  Sherman 
Ave.,  Hamilton. 

Halifax,  N.  S. 

A.  C.  Mackenzie,  43  Spring  Garden 
Rd.,  has  the  general  contract  erecting 
boiler  house  costing  $15,000  for  St.  Mich- 
ael's Laundry,  Quinpool  Rd. 

J.  Emmett,  Gottingen  St.,  awarded 
general  contract  erecting  warehouse  and 
cold  storage  plant  costing  $48,800  to 
Brookfield  Construction  Co.,  Hollis  St. 

Killam,  Alta. 

Messrs.  Gee  &  Nash  have  the  general 
contract  erecting  store  for  W  .H.  Shilli- 
day. 

Monitor,  Alta. 

Canadian  Bank  of  Commerce  awarded 
the  general  contract  erecting  bank  cost- 
ing $6,000  to  A.  G.  Creelman,  Regina, 
Sask. 

Moncton,  N.  B. 

Record  Foundry  &  Machine  Co.,  Lutz 
St  ,  placed  the  general  contract  and  car- 
pentry for  erection  of  foundry  costing 
$50,000  with  Ambrose  Wheeler,  13  Rail- 
way Ave. 

Montreal,  Que. 

J.  A.  Anderson  &  Co.,  205  Mansfield 
St.,  have  the  contract  for  installation  of 
dictograph  telephones  in  offices  of  At- 
lantic Sugar  Refineries,  211   McGill  St. 

J.  Gersonitz,  1125  St.  Urbain  St.,  has 
the  general  contract,  etc.,  for  erection  of 
store  and  residence  costing  $12,000  for 
C.  F.  Heft,  28  Duluth  Ave.  E. 

Filio'n  &  Freres,  2419  St.  Denis  St., 
have  the  general  contract,  masonry,  car- 
pentry, plastering  and  painting  for  al- 
terations to  stores  costing  $10,000  and 
office  building  costing  $110,000  for  City 
&  District  Savings  Bank,  176  St.  James 
St. 

John  Quinlan,  1165  Green  Ave.,  West- 
mount,  has  the  general  contract  erecting 
factory  costing  $12,000  for  M.  L.  H  & 
Power  Consolidated,  83  Craig  St.  W. 

Alterations  to  store  costing  $20,000  for 
L.  .N.  Messier,  849  Mount  Royal  Ave. 
E.:  General  contract,  U.  Boileau,  546  Fa- 
bre  St.;  steel,  Phoenix  Bridge  &  Iron 
Works,  83  Colborne  St.;  electrical  work, 
J.  A.  St.  Armour,  2151  St.  Denis^St.; 
painting,  L.  Nevrement,  1411A  "TJes 
Erables. 

Addition  and  alterations  to  factory 
costing  $32,000  for  Alphonse  Raymond, 
520  Panet  St.:  Steel,  Phoenix  Bridge  & 


Iron  Works  Ltd.,  83  Colborne  St.;  plumb- 
ing and  heating,  J.  A.  Francoeur  &  Cie, 
538  Fabre  St.;  painting,  L.  Nevremont, 
1411A  Des  Erables. 

W.  Evely,  449  Bleury  St.,  has  the  gen- 
eral contract  for  alterations  to  store  and 
residence  costing  $5,000  for  A.  T.  Hig- 
gins,  St.  Lawrence  Hall,  Craig  St 

A.  F.  Byers,  340  University  St.,  has 
the  general  contract  erecting  factory 
costing  $10,000  for  Thos.  Davidson  Mfg. 
Co.,  186  Deslisle  St. 

New  Carlisle,  Que. 

Henry  Mauzer,  Hopetown,  Que.,  has 
the  general  contract  erecting  bank  build- 
ing costing  $12,000  for  Bank  of  Nova 
Scotia,  head  office,  Toronto. 

Ottawa,  Ont. 

Thos.  James,  care  Thelan  Packing  Co., 
Nicholas  St.,  has  the  general  contract 
erecting  addition  to  cold  storage  cost- 
ing $6,000  for  Canadian  Packing  Co., 
Nicholas  St. 

Beaver  Co.,  Beaverdale  near  Aylmer, 
Que.,  placed  general  contract  lor  erec- 
tion of  new  stills  costing  $35,000  with 
Alex.  Christie  &  Son,  Kenniston  Apts., 
Elgin  St. 

Shawinigan  Falls,  Que. 

Alp.  Baril  placed  the  general  contract 
rebuilding  saw  mill  and  sash  and  door 
factory  with  Trottier,  Villeneuve  &  La- 
croix.  Inc.,  Lejeune  St.,  Three  Rivers. 
Cost,  $15,000. 

St.  John,  N.  B. 

W.  A.  Munro,  134  Paradise  Row,  has 
the  general  contract  for  repairs  to  ware- 
house costing  $20,000  for  Dearborn  & 
Co ,  93  Prince  William  St. 

Sydney,  N.  S. 

Work  will  start  shortly  on  construc- 
tion of  coke  ovens  costing  $3,000,000  for 
Dominion  Iron  &  Steel  Co  :  Brick  stacks. 
Rust  Engineering  Co.,  Pittsburgh,  U.  S. 
A.,  at  about  $70,000. 

Three  Rivers,  Que. 

Archamhault  &  Leclair,  7lA  St.  James 
St.,  Montreal,  have  the  general  contract 
erecting  bank  building  costing  $30,000 
for  La  Banque  D'Hochelaga. 

Thorold,  Ont. 

Beaver  Board  Co.  placed  the  order  for 
rolling  steel  doors  for  their  new  addi- 
tion with  the  A.  B.  Ormsby  Co.,  To- 
ronto 

Toronto,  Ont. 

Plant  costing  $250,000  for  Canadian. 
General  Electric  Co.,  212  King  W.:  Roof- 
ing and  sheet  metal,  Carmichael  Water- 
proofing Co.,  918  Palmerston  Ave.; 
plumbing,  heating  and  sprinkler,  Ben- 
nett &  Wright  Co,  72  Queen  E;  struc- 
tural steel,  Allis-Chalmcrs  Ltd..  212  King 
W.j  steel  sash,  Canadian  Metal  Window 
Co.,  Confederation  Life  Bldg. 

D.  Shefler  &  Sons.  348  St.  Urbain  St., 
Montreal,  Que,  have  the  general  con- 
tract for  alterations  to  store  costing  $5,- 
000  for  Service  Tobacco  Shops  Ltd.,  18 
West  18th  St.,  New  York  City. 

Robt.  Temple,  51  Wychwood  Ave.,  has 
the  general  contract,  masonry  and  car- 
pentry for  erection,  of  two  stores  and 
apartments  costing  $8,000  each. 

A.  Weller  &  Co..  54    Tecumseh  St," 
have  the  general  contract  for  alterations 
to  factory  for  the  Dominion  Battery  Co., 
736  Dundas  E. 

Wells  &  Gray  Ltd.,  Confederation  Life 
Bldg.,  have  the  general  contract  erecting 
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office  and  warehouse  costing  $50,000  for 
Seaman-Kent  Ltd.,  263  Wallace  Ave. 

Vegreville,  Alta. 

A.  G.  Creelman  &  Co.,  7th  Ave.  W., 
Calgary,  have  the  general  contract  erect- 
ing bank  costing  $6,000  for  Canadian 
Bank  of  Commerce. 

Victoria,  B.  C. 

Otto  Weiler  awarded  the  general  con- 
tract for  erection  of  store,  garage  and 
auto  school  costing  $30,000  to  Luney 
Bros.,  508  Sayward  Bldg. 

Windsor,  Ont. 

P.  J.  Joyce,  9  Cameron  Ave.,  has  the 
general  contract  for  erection  of  ware- 
house costing  $8,000  for  Misner  Co.,  38 
Glengarry  Ave. 

Winnipeg,  Man. 

J.  B.  Gass,  655  Jessie  Ave.,  has  the  gen- 
eral contract  erecting  addition  to  build- 
ing costing  $15,000  for  Public  Press  Ltd., 
Vaughan  St. 

Carter-Halls-Aldinger,  Union  Bank 
Bldg.,  have  the  general  contract  for  al- 
terations to  bank  costing  $7,000  for  Home 
Bank  of  Canada. 

R.  N.  Wyatt.  505  Merchants  Bank 
Bldg.,  Winnipeg,  have  the  general  con- 
tract erecting  bank  building  for  Bank  of 
Nova  Scotia. 


Residences 

Cap  de  la  Madeleine,  Que. 

Francois  Courteau  plans  to  erect  resi- 
dence costing  $5,000. 

Romauld  Morin  is  erecting  residence 
costing  $5,000. 

Noe  Gouin,  Pont  St.  Maurice,  is  erect- 
ing terrace  of  6  residences  by  day  labor 
costing  $12,000. 

Alphonse  Tanguay,  Blvd.  Forget,  is 
eracting  2  tenements  costing  $5,000. 

Adelard  Arseneault  is  erecting  tene- 
ments costing  $8,000  by  day  labor. 

Gedeon  Brousseau,  Pont  St.  Maurice, 
is  erecting  two  tenement  house  costing 
$6,000. 

Jos.  Cyrene,  Pont  St.  Maurice,  is  er- 
ecting tenements  costing  $6,000 

E.  Beausoleil  is  erecting  residence 
costing  $6,000. 

Alphonse  Guilbert,  Pont  St.  Maurice, 
Park  Thibeau,  plans  to  erect  residence 
costing  $6,000. 

Georges  Plonede  is  erecting  residence 
costing  $5,000. 

Jos.  Guillemette  is  erecting  residence 
by  dav  labor  costing  $5,000. 

Arthur  Croteau  is  erecting  residence 
costing  $5,000. 

J.  A.  Roy  is  erecting  residence  costing 
$5,000. 

Halifax,  N.  S. 

McDonald  &  Musgrave,  59  Granvtl'e 
St.,  will  erect  residence  by  day  labor 
costing  $6,000. 

W.  M.  Walker,  98  Duncan  St.,  will 
eiect  residence  costine  $5,000. 

Rurke  &  McLeod,  13  Lemarchant  St., 
will  erect  five  residences  by  day  labor 
costing  $25,000. 

Trios.  Andrews,  134^5  Longard  Rrl., 
will  erect  two  residences  costing  $6,000 
by  day  labor. 

Scotia  Home  Builders,  53  Chebucto 
Rd.,  will  erect  residence  by  day  labor 
costing  $12,000.  Manager,  W.  M.  Fra  • 
ser. 

Dwcn  Geiger  plans  to  erect  residence 
costing  $0,000. 

Lachine,  Que. 

T.  I).  Lanagan  is  erecting  three  resi- 
dences by  day  labor. 


London,  Ont. 

L.  G.  Bridgeman,  architect,  Bank  of 
Commerce  Bldg.,  is  preparing  plans  for 
re-erection  of  bungalow  and  doctor's 
office  to  cost  $7,000  and  remodelment 
of  residence  into  doctor's  apartments. 

Mimico,  Ont. 

C.  Coxhead,  Mimico  Beach  P.  O.,  is 
erecting  residence  costing  $5,000. 

Moncton,  N.  B. 

C.  N.  Milton,  Birch  St..  plans  to  erect 
double  residence  costing  $8,000. 

Montreal,  Que. 

Gavier  Denis,  9061  Ethel  St.,  will  erect 
residence  by  day  labor  costing  $5,000. 

O.  Perreault,  1981  Beaubien  St,  will 
erect  residence  costing  $6,000. 

John  Hoolahan,  2278  Notre  Dame  St. 
W.,  plans  to  erect  two  residences. 

P.  Proulx,  3364  Letang  St.,  will  erect 
residence  to  cost  $5,000. 

E.  Gravel,  225  Allard  St.,  will  erect 
residence  costing  $5,000. 

Newcastle,  N.  B. 

G.  G.  Stothart  is  erecting  residence 
by  day  labor  costing  $10,000  to  $12,000. 
Supt.,  Thos.  Power. 

New  Toronto,  Ont. 

A.  Coward,  New  Toronto  P.  O.,  plans 
to  erect  one  pair  of  residences  costing 
$5,000. 

Ottawa,  Ont. 

Caleb  Brookes,  590  Driveway  W.,  will 
erect  residence  costing  $7,500. 

Peterboro,  Ont. 

F.  H.  Dobbin,  Chairman  Peterboro 
Housing  Commission,  137  Simcoe  St., 
will  receive  tenders  until  June  19th  for 
erection  of  residences. 

Sault  Ste.  Marie,  Ont. 

Oliver  Lomas,  39  Salisbury  Ave., 
plans  to  erect  residence  costing  $5,000. 

St.  Catharines,  Ont. 

Lincoln  Construction  Co.,  64  Niagara 
St.,  contemplate  the  erection  of  25 
residences.    Manager,  F.  W.  Wilson. 

St.  Catharines  Improvement  Co.,  34 
St.  Paul  St.,  will  receive  tenders  for  er- 
ection of  six  residences. 

St.  Hyacinthe,  Que. 

Town  will  call  tenders  shortly  for 
erection  of  50  residences  costing  $250,- 
000.  Architect,  G.  R.  Richer,  240  Girou- 
ard  St.  • 

St.  James,  Man. 

Mr.  H.  M.  Smith,  595  Home  St.,  Win- 
nipeg, will  receive  tenders  for  erection 
of  residence  to  cost  $5,500. 

Sturgeon  Creek,  Man. 

Mrs.  S.  J.  Moore,  Kirkfield  Park  P. 
O.,  Man.,  will  erect  residence  soon  cost- 
ing $5,500. 

Sydney,  N.  S. 

James  McLean,  465  Prince  St.,  is  erect- 
ing residence  costing  $5,000  by  day  lab- 
or. 

Chas.  W.  Thompson,  rear  189  Kings 
Rd.,  is  erecting  residence  costing  $9,700. 

Three  Rivers,  Que. 

Pierre  Provencher  is  erecting  tene- 
ments costing  $6,000. 

F.  X.  Vanasse,  Du  Platon  St.,  is  erect- 
ing residence  costing  $5,000  by  day  lab- 
or. 

Willie  Dufresne  is  erecting  residence 
costing  $5,000. 

Thos.  Raymond  is  erecting  two  tene- 
ments costing  $5,000. 


Henri  Bastarache  is  erecting  tene- 
ments costing  $8,000. 

Toronto,  Ont. 

A.  J.  Robinson,  22  Beachview  Ave.,  is 
erecting  two  residences  costing  $4,000 
each. 

T.  S.  Minton,  57  Hilton  Ave.,  is  erect- 
ing residence  costing  $6,500. 

A.  O.  Scott,  387  Indian  Rd.,  is  erect- 
ing one  pair  of  residences  costing  $4,- 
500  each. 

Jos.  L.  H.  Mills,  38  Lansdowne  Ave., 
plans  to  erect  residence  costing  $6,500. 

Wm.  McQueen,  22  B  Daisy  Ave., 
plans  to  erect  residence  costing  $7,500. 

Adam  Co.peland,  15  Skipper  Ave.,  is 
erecting  residence  costing  $7,000. 

A.  Yeo,  23  Copeland  Ave.,  is  erecting 
two  pair  of  residences  costing  $3,500 
each. 

Dr.  N.  S.  Grimshaw,  306  St.  Clair  Ave., 
is  erecting  one  pair  of  residence  costing 
$4,500  each. 

Lambert  &  Mawers.  80  Danforth  Ave., 
are   erecting  bungalow   costing  $5,000. 

A.  L.  Reid,  206  Silverbirch  Ave.,  is 
erecting  two  residences  costing  $6,000 
each  and  two  residences  costing  $5,000 
each. 

Wm.  J.  White.  51  High  Park  Blvd.,  is 
erecting  two  residences  costing  $6,000 
each. 

R.  McKenzie.  126  Delaware  Ave., 
plans  to  erect  residence  costing  $12,000. 

Craig  &  Madill,  architects.  707  Yonge 
St.,  will  receive  tenders  until  June  18th 
for  erection  of  residence  for  H.  Thorne. 
care  Jones  &  Proctor  Bros.  Ltd.,  60 
King  St.  W. 

W.  Bricknell,  3  Biggar  Ave.,  is  erect- 
ing bungalow  costing  $9,000. 

D.  McFarlane,  22  Gillespie  Ave.,  is 
erecting  bungalow  costing  $6,000. 

Wenn  &  Evans,  care  6  Bird  Ave.,  plan 
to  erect  residence. 

R.  P.  Powell.  80  Geary  Ave.,  will  erect 
6  bungalows  costing  $6,000  to  $7,500  each. 

F.  Perrin,  367  McRoberts  Ave.,  is 
erecting  residence  costing  $5,000. 

John  Maloney,  404  Brock  Ave.,  will 
erect  double  duplex  residence  costing 
$15,000.  J.  M.  Cowan,  architect,  122  Mar- 
gueretta  St.,  supervises. 

Geo.  Webb,  448  Summerhill  Ave.,  is 
erecting  residence  costing  $12,000. 

E.  R.  Coltom,  53  Brownlow  Ave.,  is 
erecting  residence  costing  $5,000.. 

W.  W.  Hiltz  &  Co.,  739  Broadview 
Ave.,  are  erecting  5  residences  costing 
$5,000  each. 

Vancouver,  B.  C. 

H.  H.  Simmonds,  architect,  Carter- 
Cotter  Bldg.,  is  preparing  plans  for  resi- 
dence to  cost  $15,000. 

Windsor,  Ont. 

J.  Swartz,  78  Wyandotte  St.  E.,  will 
alter  residence.  Cost,  $6,000. 

Arnold  Braithewaite,  60  Dougall  Ave., 
will  erect  residence  shortly  costing  $6,- 
000. 

Winnipeg,  Man. 

J.  Smith,  450  Stella  Ave.,  will  erect 
residence  costing  $6,000. 

G.  Bradley,  154  Arnold  Ave.,  plans  to 
erect  residence  costing  $5,500. 

C.  W.  Page,  209  Pacific  Ave  ,  plans 
to  erect  residence  costing  $6,500. 

P.  S.  Benoit,  Tuxedo  Barracks,  Win- 
nipeg, is  erecting  residence  costing  $6,- 
500. 

J.  A.  Alderson,  377  Lipton  St.,  is  erect- 
ing residence  costing  $5,500. 
Jno.   McKay,  564   Beresford  Ave.,  is 
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erecting  two  residences  costing  $5,500 
each. 

J.  Y'alles  is  erecting  residence  costing 
$6,300  on  Goulding  St. 

CONTRACTS  AWARDED 
Birchcliffe,  Ont. 

J.  H.  James,  368  Manning  Ave.,  To- 
ronto, has  the  general  contract  remo- 
delling country  residence.  Cost,  $25,000. 
Architect,  Harold  R.  Watson,  907  Ex- 
celsior Life  Bldg.,  Toronto. 

Calgary,  Alta. 

C.  Toyon,  2727  Wolfe  St.,  has  the 
general  contract  erecting  residence 
costin  $6,000  for  Mr.  Gillilan,  2739  Wolfe 
St. 

Canora,  Sask. 

Hanks  &  Bertram  have  the  general  con- 
tract erecting  residence  costing  $7,000 
for  Dr.  E.  M.  Vesey. 

Cap  de  la  Madeleine,  Que. 

Omer     Frechette,     Pont  St.  Maurice, 
placed  the  general  contract  for  erection 
of   residence   costing   $6,000    with  Art 
Montambault. 

A.  E.  Belisle  awarded  general  con- 
tract erecting  residence  costing  $5,000 
to  Francois  Courteau,  Pont  St.  Maurice. 

J.  A.  Roy  has  the  general  contract 
erecting  residence  costing  $5,000  for  Ed- 
mond  St.  Louis,  St.  Lawrence  St. 

Andre  Courteau,  Pont  St.  Maurice, 
has  the  general  contract  erecting  resi- 
dence for  A.  E.  Belisle,  Dorval  St. 

Coaticook,  Que. 

Penmans  Ltd.,  head  office,  Paris.  Ont., 
placed  the  general  contract  erecting  2 
double  tenements  and  1  residence  cost- 
ing $10,000  with  J.  D.  Tindall  &  Son, 
Willow  St.,  Paris,  Ont. 

Deer  Lodge,  Man. 

Henderson  &  Greer,  326  Lipton  St., 
Winnipeg,  have  the  general  contract 
erecting  residence  costing  $6,750  for  B. 
C.  Hayes,  Great  West  Life  Assurance 
Co.,  Winnipeg. 

Halifax,  N.  S. 

Thompson  &  Theakston,  116  Hollis 
St.,  have  the  general  contract  altering 
residence  into  fiats  costing  $6,000  for  J. 
E.  Gass,  83  Victoria  Rd. 

W.  G.  Taylor,  160  Windsor  St.,  will 
erect  residence  costing  $6,000  by  day 
labor. 

Presbyterian  College,  Franklyn  St., 
placed  the  general  contract  erecting  ad- 
dition to  residence  costing  $22,000  with 
W.  T.  Harris  &  Son,  Maynard  St. 

M.  Herschorn,  Tower  Rd.,  placed  the 
general  contract  erecting  addition  to 
residence  costing  $9,000  with  W.  F.  Bed- 
win  &  Co.,  St.  Paul  Bldg. 

Hanover,  Ont. 

C.  H.  Thedorf  has  the  general  contract 
erecting  residence  costing  $10,000  for 
John  Morlock. 

Hull,  Que. 

E.  Caron,  162  Champlain  St.,  has  the 
general  contract  and  plastering  for  ex- 
tension to  residence  costing  $5,000  for 
Dr.  J.  A.  St.  Marie,  18  Courcelette  St. 

A.  R.  Farley,  145  Champlain  St.,  plac- 
ed the  general  contract  erecting  resi- 
dence costing  $7,000  with  E.  Caron,  162 
Champlain  St. 

E.  Caron,  162  Champlain  St.,  has  the 
general  contract  erecting  residence  cost- 
ing $7,000  for  H.  S.  Allard,  193  Main 
St. 

Kitchener,  Ont. 

A.  Haist  placed  the  general  contract 


erecting  residence  costing  $5,000  with 
Mr.  Danwart,  Mill  St. 

Mimico,  Ont. 

Harold  Watson,  architect,  907  Excel- 
sior Life  Bldg.,  Torottto,  placed  the 
general  contract  for  erection  of  four 
residences  costing  $30,000  with  C.  E. 
Ring  &  Co.,  18  Toronto  St.,  Toronto. 

Walter  D'ilworth,  Mimico  P.  O.,  placed 
the  general  contract  erecting  four  resi- 
dences costing  $5,000  each  with  Chas.  E. 
Ring  &  Co.,  Lake  Shore  Rd. 

Montreal,  Que. 

Mrs.  J.  E.  Voyer,  2200  Charlemagne 
St.,  placed  the  general  contract  erecting 
residence  costing  $8,000  with  Mr.  J.  E. 
V  oyer. 

Ottawa,  Ont. 

W.  J.  Boad,  Lewis  St.,  placed  the  gen- 
eral contract  erecting  residence  costing 
$5,000  with  Bethel  Bros.,  Westboro,  Ont. 

Jas.  Hopewell,  293  Arlington  Ave., 
has  the  general  contract  erecting  resi- 
dence costing  $5,000  for  R.  Birch,  Bri- 
tannia Bay  P.  O. 

O.  Monette  placed  the  general  con- 
tract altering  residence  into  apartments 
with  H.  Dagenais,  227  St.  Patrick  St. 
Cost,  $7,500. 

Thos.  Duthie  awarded  the  general  con- 
tract erecting  residence  costing  $6,500 
to  D.  Howard,  175  Strathcona  Ave. 

G.  Douglas,  362  Wavely  St.,  has  the 
federal  contract  altering  residence  into 
aoatrments  costing  $5,000  for  Mrs.  R. 
N.  Bates,  248  0!Connor  St. 

M.  Davis,  71  Union  St.,  has  the  gen- 
eral contract  for  erection  of  residence 
costing  $6,000  for  Mrs.  M.  Davis,  71  Un- 
ion St. 

Murphy  Bros.,  493  Cooper  St.,  have 
the  general  contract  altering  residence 
into  apartments  costing  $5,000  for  E.  E. 
Murphy,  493  Cooper  St. 

Point  Grey,  B.  C. 

A.  L.  Ramage,  1350  6th  Ave,  E.,  Van- 
couver, has  general  contract  erecting 
residence  costing  $5,000  for  D.  Robert- 
son, 2611  Maple  St.,  Vancouver. 

Saskatoon,  Sask. 

J.  Orr  has  the  general  contract  for 
erection  of  residence  costing  $6,000  for 
Prof.  A.  E.  Potts,  University  of  Sask. 

Sherbrooke,  Que. 

Four  tenements  and  four  stores  cost- 
ing $20,000  for  Edmond  Hebert,  121  Bel- 
videre  St.:  General  contract,  Aime  Gou- 
pil,  46  Mt.  Pleasant  St.;  steel,  MacKin- 
non Steel  Co.,  Drummond  St.;  heating, 
Alphonse  Beaulieu,  MacManamy  Ave  ; 
plastering  and  bricklaying,  Elz.  St.  Laur- 
ent, East  Sherbrooke,  Que. 

St.  Catharines,  Ont. 

St.  Catharines  Improvement  Co.,  34 
St.  Paul  St.,  placed  the  general  contract 
erecting  three  residences  costing  $4,200 
each  with  W.  Harrop,  6  Gibson  Place. 

St.  James,  Man. 

V.  C.  Maddock  &  Co.,  Huron  &  Erie 
Bldg ,  Winnipeg,  have  general  contract 
under  housing  scheme  for  six  residences 
costing  $32,500. 

Cox  Construction  Co.,  Confederation 
Life  Bldg.,  Winnipeg,  have  general  con- 
tract for  erection  of  three  residences  un- 
der housing  scheme  costing  $15,300. 

City  &  District  Land  Co.,  McArthur 
Bldg.,  Winnipeg,  have  general  contract 
for  erection  of  seven  residences  under 
husing  scheme  costing  $40,700. 

Andrews   &   Sons,   Portage  Ave.  and 


Victor  St.,  Winnipeg,  have  the  general 
contract  erecting  residence  costing  $6,- 
000  for  W.  H.  Daniels,  308  Avenue  Blk., 
Winnipeg. 

Stratford,  Ont. 

Dr.  L.  Robertson,  Albert  St.,  placed 
the  general  contract,  masonry,  carpentry, 
roofing,  plastering  and  painting  for  erec- 
tion of  residence  costing  $8,000  with  J. 
L.  Youngs,  Birmingham  St. 

Sturgeon  Creek,  Man. 

City  &  District  Land  Co.,  McArthur 
Bldg.,  Winnipeg,  have  general  contract 
under  housing  scheme  for  erection  of 
seven  residences  costing  $33,650. 

Toronto,  Ont. 

S.  B.  Denton  placed  the  general  con- 
tract for  erection  of  residence  costing 
$7,500  with  J.  W.  A.  Crowe,  195  Glen- 
donwynne  Ave. 

L.  J.  Bland,  18  Vermont  Ave.,  has  the 
general  contract  for  alteration  of  hos- 
pital into  apartments  costing  $18,000  for 
Dr.  Myers,  72  Heath  St.  W. 

Vancouver,  B.  C. 

C.  F.  Robinson,  739  Hastings  St.  W., 
has  the  general  contract  erecting  resi- 
dence costing  $14,500  for  J.  Y.  Griffen, 
1520  Harwood  St.,  Vancouver. 

Welland,  Ont. 

Harvey  Dawdy,  Griffith  St.,  placed  the 
general  contract  for  erection  of  resi- 
dence costing  $5,000  with  Clemens  & 
Millar,  West  Lincoln. 

Windsor,  Ont. 

Abbott  &  Gray,  93  Gladstone  Ave., 
have  the  general  contract  erecting  du- 
plex residence  costing  $6,500  for  W.  J. 
Douglas,  661  Pelissier  St. 

Winnipeg,  Man. 

Jno.  A.  Fraser,  648  Mulvey  Ave.,  has 
the  general  contract  erecting  residence 
costing  $6,500  for  R.  C.  Simpson,  645 
Dudley  St. 

Edward  Russell,  76  Niagara  St.,  has 
the  general  contract  for  erection  of  resi- 
dence costing  $12,000  for  E.  Russell.  179 
Oxford  St. 

T.  C.  Bullock,  418  Avenue  Blk.,  has 
the  general  contract  for  erection  of  four 
residences  costing  $4,000  each. 

A.  Jamieson,  450  Agnes  St.,  has  the 
general  contract  for  erection  of  addi- 
tion to  residence  costing  $7,000  for  A.  E. 
Scott,  359  Wellington  Cres. 

Andrews  &  Son,  Portage  and  Victor 
Sts.,  have  the  general  contract  erecting 
residence  costing  $18,000  for  Geo.  W. 
Harpell,  66  Carlton  St. 

Woodstock,  Ont. 

B.  Gale,  49  Wellington  N.,  placed  the 
general  contract,  masonry  and  plaster- 
ing for  erection  of  two  residences  with 
W.  J.  Taylor,  Wellington  St. " 


Power  Plants,  Electricity  and 
Telephones 

Alexandria,  Ont. 

Provincial  Hydro  Electric  Commis- 
sion et  al.,  University  Ave.,  Toronto,  are 
constructing  Hydro  transmission  line 
from  Cornwall  to  Alexandria;  cost,  $40,- 
000 . 

Biggar,  Sask. 

D.  A.  Robertson,  secy.  Biggar  North- 
ern Rural  Telephone  Co ,  will  call  ten- 
ders about  June  30th  for  telephone  con- 
struction.   Cost,  $13,000. 

Continued  on  page  5tS 


Tenders  and  For  Sale  Department 


Tenders  Wanted 

Tenders  will  be  received  by  the  undersigned 
up  to  Friday,  June  19th,  1920,  till  4  o'clock  p.m., 

for  the  construction  of  a  concrete  dam  and 
bridge  in  the  Town  of  Wingham,  Ontario. 

Plans  and  specifications  can  be  seen  at  the 
office  of  Roy  Patterson,  County  Engineer,  Court 
House,  Goderich,  or  at  the  office  of  the  under- 
signed. 

No  tender  necessarily  accepted. 

JOHN  F.  GROVES,  Clerk, 
23-24  Town  of  Wingham. 


Tenders 


The  Border  Housing  Company,  Limited, 
Walkerville,  Ontario,  beg  to  announce  that  plans 
and  specifications  for  the  erection  of  100  houses 
in   Walkerville   are   nearing  completion. 

Contractors  who  may  deside  to  tender  on  this 
work  should  communicate  with  H.  Bryan  Gil- 
bert, Architect  and  General  Manager,  Windsor, 
Ontario. 

When  completed  plans  and  specifications  may 
be  seen  at  the  office  of  the  architect  or  with  the 
"Contract  Record,"  349  Adelaide  St.  West,  To- 
ronto. 23-24 


TOWN  OF  OAKVILLE 
Province  of  Ontario 


Notice  to  Contractors 


EXTENSION  OF  TIME 

The  date  for  receiving  tenders  on  labor  and 
material  for  waterworks  extension  in  the  Town 
of  Oakville  has  been  extended  by  the  Board  of 
Water  &  Light  Commissioners  from  June  15th 
to  June  30th,  1920,  until  6  p.m. 

No   tender   necessarily  accepted. 

C.   G.   MARLAT,  Esq.,  Chairman. 

MRS.  M.  C.  IRVINE,  Secretary, 
Board  of  Water  &  Light  Commissioners. 

CHIPMAN  &  POWER,  Engineers. 

24-25 


TOWNSHIP  OF  YORK 

TENDERS  for 
Concrete  Sidewalks,  Pave- 
ment and  Bridge 

Scaled  tenders,  plainly  marked  as  to  contents, 
will  be  received  by  the  undersigned  up  to  12 
o'clock  noon  of   Saturday,  June  26th,   1920; — 

For  the  construction  of  concrete  sidewalks  on 
Barrie  Avenue,  Barton  Road,  Cedervale  Ave- 
nue, Delevan  Avenue,  Eastdale  Avenue,  Eglin- 
ton  Avenue,  Lauder  Avenue,  Oakwood  Avenue, 
Pinewood  Road,  Atlas  Avenue,  IJoncliffe  Drive, 
Cliff  and   llushey  Streets,  and  Hollis  Street,  and 

For  the  construction  of  a  Tarvia  X  Pave- 
ment on  Baby  Point  Road  and  Baby  Point 
Crescent   in   the  Township  of   York,  and 

For  the  construction  of  a  concrete  arch  bridge 
over  the  Little  Don  River,  on  Cummer  Ave- 
nue, or  Mill  Road,  Lot  22,  Con.  II.  E.,  near 
Newtonbrook. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  undersigned,  40  Jarvis  Street,  To- 
ronto. 

The  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

FRANK  BARBER, 

Township  Engineer. 
Toronto,  June  11th,  1020.  23-24 


RATES 

20  cents  per  Agate  line — 14  lines  to  the 
inch.  Advertisements  for  this  Section 
must  be  received  not  later  than  noon  on 
Tuesday  to  ensure  insertion  in  Wednes- 
day's issue. 


To  Contractors 


Sealed  tenders,  addressed  to  the  undersigned, 
marked  "Tender  for  Alterations  and  Additions 
to  the  McFadden  Public  School,"  will  be  re- 
ceived at  the  office  of  the  Secretary  of  the  Pub- 
lic School  Board  in  the  Central  School  Build- 
ing Albert  St.,  City,  up  to  8  p.m.,  Wednesday, 
June  23,  1920,  for  alterations  and  additions  to 
the  above  named  building.  Plans  and  specifica- 
tions can  be  seen  at  the  office  of  Thomas  R. 
Wilks,  Architect,  612  Queen  St.  E.  Each  ten- 
der must  be  accompanied  by  an  accepted  bank 
cheque,  payable  to  the  Board  of  Public  School 
Trustees,  for  five  per  cent,  of  the  tender. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

MISS  GIBSON,  Secretary, 

Public  School  Board, 
24  City  of  Sault  St.  Marie,  Ont. 


Tenders  for 
Concrete  Bridges 

Sealed  tenders  will  be  received  up  to  4.30 
o'clock  Tuesday,  July  6th,  1920,  for  the  under- 
mentioned works  : 

(a)  A  reinforced  concrete  arched  culvert  over 
Pearl   Creek,  near  Neudorf. 

(b)  A  reinforced  concrete  beam  span  bridge 
over  Souris  River  near  Weyburn. 

(e)  Two  reinforced  concrete  bridge  abutments 
for  crossing  over  Whitesand  River,  near  Spring- 
side. 

(d)  Two  reinforced  concrete  bridge  abutments 
for  crossing  over  Battle  River,  south  of  Delmas. 

(e)  Two  reinforced  concrete  bridge  abutments 
for  crossing  over  Battle  Creek,  north  of  Senate. 

(f)  Two  reinforced  concrete  bridge  abutments 
for  crossing  over  Fish  Creek,  north  of  Maple 
Creek. 

(g)  Two  reinforced  concrete  bridge  abutments 
for  crossing  over  Pipestone  Creek,  southwest  of 
Moosomin. 

(h)  Two  reinforced  concrete  bridge  abutments 
for  crossing  over  Notukeu  Creek,  south  of 
Stewart. 

The  contracts  will  be  let  separately  for  the 
individual  works. 

Tenders  on  these  works  may  be  mailed  under 
one  cover,  but  tenders  for  each  separate  work 
must  be  accompanied  by  an  accepted  cheque  or 
other  satisfactory  deposit  for  the  amount  of 
$250.00.  Deposits  of  unsuccessful  tenderers  will 
he  returned  when  the  contracts  are  awarded. 

The  right  to  reject  any  or  all  tenders  or  to 
waive  any  defects  or  irregularities  therein  is 
to  he  at  the  discretion  of  the  Minister,  Depart 
ment  of  Highways. 

Plans,  specifications,  forms  of  tender  and  all 
information  may  be  obtained  on  application  to 
the  undersigned. 

The  unauthorized  insertion  of  this  advertise- 
ment will  not  be  paid  for. 

II    S.  CARPENTER, 
Deputy  Minister  of  Highways, 
Government  of  Saskatchewan. 
Regina,  Saskatchewan, 

June  7th,  1020.  24 


TENDERS 


Bulk  and  separate  tenders  will  be  received  by 
the  Secretary,  G.  A.  Hemstrcct,  until  noon,  Sat- 
urday, June  26th,  for  the  erection  of  a  one-storey, 
four-roomed     High     School    and    auditorium  ai 

Milton. 

Plans  and  specifications  may  be  seen  on  and 
after  Wednesday,  June  10th,  at  the  Secretary's 
office,  Court  House,  Milton,  and  at  the  office  of 
Laurance  Munro,  Architect,  32  Main  Street  East, 
Hamilton,  Ontario. 

The  lowest  or  any  tender  not  necessarily 
accepted.  24-25 


VILLAGE  OF  WATERFORD 


Tenders  for  Paving 


Sealed  tenders  will  be  received  by  the  Clerk 
of  the  village  of  Waterford  until  June  21,  1920, 
at  5  p.m.,  for  the  construction  of  a  concrete 
pavement  in  the  Village  of  Waterford.  Plans  and 
specifications  may  be  seen  at  the  Clerk's  office, 
Waterford,  Ontario,  approximately  3100  square 
yards. 

The    lowest    or    any    tender    not  necessarily 

accepted. 

JAS.  ROSS, 
24  Clerk  of  Waterford,  Ont. 

Tenders  for  Heating 
David  Kyle  School 

Sealed  tenders,  addressed  to  the  undersigned, 
marked  "Tender  for  Heating  David  Kyle 
School,"  will  be  received  at  the  office  of  the 
Secretary  of  the  Public  School  Board,  in  the 
Central  School  Building,  Albert  St.,  City,  up  to 
8  p.m.   Wednesday,  June  23,  1920. 

Plans  and  specifications  can  be  seen  at  the 
office  of  Thomas  R.  Wilks,  Architect,  612  Queen 
St.  East.  Each  tender  must  be  accompanied  by 
an  accepted  bank  cheque  payable  to  the  Board  of 
Public  School  Trustees  for  five  per  cent,  of  the 
Tender.  The  lowest  or  any  tender  not  neces- 
sarily accepted. 

MISS  GIBSON,  Secretary, 

Public   School  Board, 
24  City  of  Sault  St.  Marie,  Ont. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  separate  sealed  tenders,  marked 
"Tender  for  Contract  No.  90,"  will  be  received 
by  the  undersigned  until  twelve  o'clock  noon  on 
Friday,  July  2nd,  1920,  for  excavation,  concrete 
structures  and  other  necessary  work  on  the  Pro- 
vincial Highway  in  the  Townships  of  Hope  and 
Hamilton,  between  the  Towns  of  Port  Hope 
and  Cohourg. 

Specifications  and  forms  of  tender  may  be 
seen  on  and  after  Friday.  June  11th,  1020,  at 
tlie  office  of  the  Resident  Engineer,  Port  Hope, 
and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways.  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessariy 
accepted. 

W.  A.  McLEAN, 
Deputy   Minister  of  Highways. 
Department  of  Pubic  Highways, 

Toronto,  June  10th,  1020.  24 


June  16,  1920 


Trunk  Sewer 


City  of  Niagara  Falls,  Canada 


Sealed  tenders  will  be  received  by  W.  J. 
Seymour,  Esq.,  City  Clerk,  on  and  until  4  p.m. 
on  Monday,  21st  inst.,  for  the  construction  of 
approximately  8,130  feet  of  large  rectangular 
Trunk  Sewer  in  concrete.  This  work  will  be  one 
contract  and  the  contractor  must  be  equipped 
to  construct  two  sections  at  the  same  time.  A 
large  part  of  the  excavations  will  be  in  rock 
and  the  work  will  include  Interceptor,  Relief 
outfit.  Manholes,  Castings,  Reinforcing,  etc., 
complete. 

Plans  and  specifications,  tender  forms,  and 
all  information  may  be  obtained  at  City  Engi- 
neer's office — Specifications  may  be  had  on 
Thursday,   10th  inst. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. A  marked  check  valued  at  10  per  cent, 
of  the  total  cost  of  Tender  must  be  deposited 
with  tender. 

WM.    COLE,  Chairman. 

Sewer  Committee. 

D.    T.    BLACK,    City  Engineer. 

23-24 


THE  CONTRACT  RECORD 
TOWN  OF  TIMMINS 

Tender  for 
Sewage  Disposal  Plant 

Sealed  tenders,  marked  as  to  contents,  will  be 
received  by  H.  E.  Montgomery,  Esq.,  Town 
Clerk,  up  to  5  p.m.,  Monday,  June  21st,  1920, 
for  the  construction  of  a  sewage  disposal  plant. 

Plans,  specifications,  etc.,  may  be  seen  and  all 
information  obtained  at  the  office  of  the  Engi- 
neer, Town  Hall,  Timmins.  . 

The  lowest  or  any  tender  not  necessarily 
accepted. 

J.  F.  HENDERSON, 
23-24  Town  Engineer. 


Tenders 


PROVINCE  OF  QUEBEC 
TOWN  OF  RIMOUSKI 


57 


FOR  SALE.— One  S.  H.  Jaw  Crusher,  9  x  16, 
in  good  working  condition,  with  elevating  equip- 
ment complete.  Apply  to  the  Cayuga  Stone 
Co.,  Ltd.,  or  MacConnell  and  Hicklin,  Cayuga, 
Out.  23-24 


For  Sale 

1—  Gyi  x  10  Double  Drum  Buffalo  Hoist  with 
Boiler.  Apply  Thunder  Bay  Harbour  Improve- 
ment Co.,  Port  Arthur,  Ont.  20-24 


For  Sale 

"Pott.V  Trenching  Machine.  "Koering" 
Mixer,  several  wood  body  and  steel  body  dump 
cars,   also   steel   tray  wheelbarrows. 

J.   H.    McKnight   Construction  Co., 

Toronto,  Ont. 


FOR  SALE 
Granite  Quarry  with  Crushing  Plant 

Well  located  as  source  of  supply  for  Highway 
work.  Will  consider  offer  for  part  cash  or  in- 
terest. Address,  Box  264,  Contract  Record, 
1  oronto.  22-24 


Tenders  Wanted 


Sealed  tenders,  marked  "Big  Marsh  Drainage 
System  Improvement,"  will  be  received  by  the 
undersigned  up  to  12  o'clock  noon  of  the  26th 
day  of  June,  A  D.  1920,  for  the  work  or  sep- 
arate parts  of  the  work,  of  removing  the  present 
concrete  work  in  connection  with  the  flume 
highway  bridge,  pump  pit  and  spillway  at  the 
East  Side  Pumping  Station  of  the  Big  Marsh 
Drainage  System  of  the  Township  of  Pelee,  and 
rebuilding  the  same,  according  to  the  plans  and 
specifications  prepared  for  the  purpose  by  Alex. 
Baird,  C.E.,  and  which  may  be  seen  at  his  office 
at  Leamington,  or  at  the  office  of  the  under- 
signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

WILLIAM  STEWART, 

Township  Clerk. 

Dated  Pelee  Island,  June  5,  1920.  23  24 


Tenders  for 
Highway  Construction 

Sealed  tenders  will  be  received  at  the  office  of 
the  Provincial  Highways  Board,  Province  of 
Nova  Scotia,  Halifax,  N.S.,  up  noon,  Monday, 
June  21st,  1920,  for  the  construction  of  the  fol- 
lowing road  : 

4%  miles  of  Broken  Stone  Waterbound  Macadam 
between   Digby   and  Rossway. 

Plans  and  specifications  governing  such  work 
can  be  inspected  at  the  office  of  the  Chief  Engi- 
neer on  and  after  June  11th,  1920. 

Each  tender  for  the  work  must  be  accomp- 
anied by  an  accepted  cheque  equal  to  ten  per 
cent.  (10  p.c.1  of  the  amount  of  the  tender.  See 
Paragraph  14,  General  Conditions  of  Contract. 
No  interest  will  be  paid  on  this  deposit  while 
it  is  held  by  the  Board.  Should  the  bidder  to 
whom  the  contract  is  awarded  refuse  to  enter 
into  a  contract  with  the  Highways  Board  with- 
in five  (5)  days  after  the  notice  of  such  award, 
the  amount  of  such  cheque  may  be  forfeited  to 
the    Highways  Board. 

No  contract  will  be  awarded  to  any  party  or 
parties  who  cannot  show  a  reasonable  experience, 
acquaintance  with,  and  preparation  for,  the  pro- 
per performance  of  the  class  of  work  for  which 
tenders  are  submitted.  If  required,  each  bidder 
must  file  evidence  of  his  ability  to  execute  the 
work  contracted  for  to  the  satisfaction  of  the 
Board,  and  furnish  a  Guarantee  Company's  Bond 
to  the  amount  of  twenty-five  per  cent.  (25  p.c.) 
of  the  tender. 

The  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

J.  W.  ROWLAND, 

Chief  Engineer, 
Provincial   Highways  Board. 
Dated  May  31st,  1920,. 

Halifax,  N.S.  23-24 


Public  notice  is  hereby  given  that  the  Coun- 
cil of  the  Town  of  Rimouski,  Que.,  will  receive 
tenders  until  noon  on  Monday,  the  21st  day  of 
June  1920,  for  the  painting  of  the  steel  super- 
structure of  a  bridge  in  the  said  town.  The  work 
must  be  performed  as  per  instructions  given  by 
the  Department  of.  Public  Works  and  Labour  of 
Quebec ;  copies  of  such  instructions  are  deposit- 
ed in  the  office  of  the  undersigned,  at  the  dis- 
posal of  interested  parties. 

This  superstructure  is  580  feet  long,  16  feet 
wide,  and  24  feet  high. 

The  said  tenders  will  be  opened  at  a  general 
sitting  of  the  council  of  the  town  of  Rimouski, 
which  will  be  held  on  Monday,  the  21st  day  of 
June,  1920,  at  eight  o'clock  p.m. 

Every  tender  must  be  accompanied  by  an  ac- 
cepted cheque  equal  to  ten  per  cent,  of  the 
amount  required  for  the  enterprise.  After  the 
opening  of  the  tenders,  the  cheques  deposited  as 
aforesaid  shall  be  handed  back  to  the  tenderers, 
except  to  the  successful  tenderer,  to  whom 
it  shall  be  handed  back  only  after  the  execution 
of  his  contract. 

Any   tender   will   not   necessarily   be  accepted. 

Given  at  Rimouski,  this  26th  day  of  May,  1920. 

GEO.  D'AUTEUIL, 
Town  Clerk  of  the  Town  of 
24  Rimouski,  Que. 


Notice  to  Contractors 


Pursuant   to   the   requirements   of   the  Canada 
Highways   Act,   separate   sealed   tenders,  marked 
"Tender    for    Contract    No.   ,"    will    be  re- 
ceived  by    the   undersigned   until   twelve  o'clock 
noon   on    Friday,   July   2nd,    1920,   for  Macadam 
roadvvork  on  the  Provincial  Highway: 
Contract  No.  S7,  Township  of  Edwardsburg,  from 
the   village   of  Johnstown   northward    to  the 
G.  T.  R.  tracks. 
Contract  No.  88,  Township  of  Edwardsburg,  from 
the  village  of  Johnstown  easterly  *a  distance 
of  approximately  two  miles. 

Specifications  and  forms  of  tender  may  be  seen 
on  and  after  Friday,  June  11th,  1920,  at  the 
office  of  the  Resident  Engineer,  Kemptville  and 
Cornwall,  and  at   the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of  Public  Highways, 

Toronto,  June  9th.  1920.  24 


Wanted 

A    quantity  of    bricks,    lumber,    mill  work, 

shingles,  and  cement  for  the  erection  of  100 
houses. 

Apply,   with  particulars, 

H.  BRYAN  GILBERT,  General  Manager, 
Border  Housing  Co., 
23-24  Walkerville,  Ontario. 


Wanted  —  A  Trench  Excavator 

Second-hand,  Buckeye  make,  No.  3  or  4.  Ad- 
dress J.  E.  Thibaudeau,  72  Fourth  Street,  Shaw- 
inigan  Falls,  Que.  20-23 

WANTED 

Spot  Cash  Paid  for 

USED 

TRENCHING  MACHINES 

and 

BACK  FILLERS 

(Austin  Preferred) 

Give  full  particulars  as  to  price,  make,  fac- 
tory number,  when  purchased,  present  location 
and  condition.  Also  whether  steam  or  gasoline 
and  horse  power.  QUICK  ACTION  IF  YOU 
HAVE  WHAT  WE  WANT.  Box  276,  Contract 
Record,  Toronto.  21 


WANTED — Bright  experienced  man,  able  to 
keep  books  for  contractor,  hustle  business,  and 
look  after  office.  Good  wages.  Apply  Durferin 
Construction  Co.,  505  Lumsden  Bldg.,  Toronto. 
24 


WANTED — Engineer  for  the  City  of  Brant 
ford,  with  Municipal  experience.  Must  be  thor- 
oughly qualified  and  in  possession  of  P.  L.  S. 
Certificate.  Population  of  Brantford  33,000. 
State  salary  expected. 

Applications  to  be  addressed  to  the  Chairman 
of  the  Board  of  Works,  in  care  of  H.  F.  Leon- 
ard, City  Clerk,  Brantford.  24  2(5 


CONTRACTOR'S  ACCOUNTANT  open  for 
engagement.  20  years'  experience  in  contract- 
ing, general  office  work  and  cost  department  — 
also  paymaster.  Box  275,  Contract  Record.  To- 
ronto. 24-27 


33 


THE  CONTRACT  RECORD 


June  16,  1920 


SIMCOE  COUNTY 


Elmvale  Bridge 


Sealed  tenders,  plainly  marked  as  to  contents, 
will  be  received  by  Freeman  G,  Campbell, 
County  Engineer,  Barrie,  Ontario,  up  to  12 
o'clock    noon    of    Saturday,    June    26th,    1980: — 

For  the  construction  of  a  Reinforced  Concrete 
Beam  Bridge  known  as  Elmvale  Bridge  in  the 
Police  Village  of  Elmvale,  Lot  14,  Concessions 
VIII,  and  IX,  Flos  Township,  County  of  Simcoe. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  undersigned,  40  Jarvis  Street,  To- 
ronto, or  at  the  office  of  Freeman  G.  Campbell, 
Barrie. 

The  lowest  or  any  tender  will  not  neces- 
sarily be  accepted. 

FRANK  BARBER, 

Consulting  Engineer. 

Toronto,  June  14th,  1920.  24 

Tenders  for 
Highway  Construction 

Sealed  tenders  will  be  received  by  the  Bruce 
County  Highways  Committee,  addressed  to  me 
at  Walkerton,  Ontario,  up  to  noon  on  Friday, 
June  25th,  1920,  for  the  construction  of  about 
5  miles  of  gravel  road  from  Walkerton  to  Dun- 
kald. 

Plans  and  specifications  may  be  seen  at  my 
office,  Walkerton.  Each  tender  to  be  accom- 
panied with  an  accepted  cheque  for  5  per  cent, 
of   the  amount  of  tender. 

The  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

FRED  B.  JAMES, 

Bruce  County  Engineer, 

Walkerton,  Ont. 
June  12,  1920.  24 


Board  of  Education 

TORONTO 


Sealed  tenders,  addressed  to  the  Business  Ad- 
ministrator and  Secretary-Treasurer,  Board  of 
Education,  Administration  Building,  155  College 
Street,  endorsed  with  the  word  "Tender,"  also 
with  the  name  of  the  School  building  and  the 
trade  to  which  it  relates,  will  be  received  until 

WEDNESDAY,  JUNE  23rd,  1920 

for 

MASONRY  WORK, 

CARPENTRY, 

PLASTERING, 

ORNAMENTAL   IRON  STAIRS,   

PAINTING  AND  GLAZING, 
TERRAZZO  FLOORS, 
HARDWARE, 
ELECTRIC  WIRING, 
PLUMBING, 

for  NORTH  TORONTO  HIGH  SCHOOL, 
Broatlway  Avenue. 

Specifications  may  be  seen  and  all  information 
obtained  at  the  Architect's  Department,  Board 
of  Education,  155  College  Street,  Telephone 
College  8200. 

Each  tender  will  be  subject  to  the  By-laws  and 
Regulations  of  the  Board,  and  must  be  accom- 
panied with  an  accepted  bank  cheque  for  five 
per  cent,  of  the  amount  of  tender  or  its  equiva- 
lent in  cash,  applying  to  said  tender  only. 

In  all  tenders  over  $200.00  and  less  than  $4,- 
000.00,  a  surety  bond  by  two  sureties,  each  for 
quarter  of  the  amount,  is  required,  and  for 
$4,000.00  and  upwards  the  bond  must  be  ap- 
proved by  a  Guarantee  Company  or  Victory 
Bonds,   for  half  the  amount  of  tender. 

All  tenders  must  be  for  separate  trades,  as 
per  specifications,  except  when  for  bulk  tender 
on  all  trades,  and  contractors  must  attach  list  of 
subcontractors. 

Tenders  must  be  in  the  hands  of  the  Business 
Administrator  ami  Secretary-Treasurer,  Adminis- 
tration Building,  155  College  Street,  not  later 
than  4  o'clock  p.m.  on  the  day  named,  after 
which  no  tender  will  be  received.  The  lowest 
or  any   tender   will  not  necessarily   be  accepted. 

W    W.  PKAILSE, 

Business  Administrator  and 
Secretary -Treasurer. 

joii.n  McClelland, 

24  Chairman  of  Property  Committee. 


Canadian  National  Railways 

Canadian  Northern  Quebec  Railway 

Tenders  for 
Railway  Construction 

Sealed  tenders,  endorsed  "Tender  for  Con- 
struction," will  be  received  at  the  office  of  the 
undersigned  until  12  o'clock  noon  on  the  3rd  of 
July,  1920,  for  the  work  of  clearing,  fencing, 
grading  and  building  trestles,  culverts  and  bridge 
substructures  on  the  following  deviations  of  main 
line  on  the  St.  Lawrence  subdivision  of  the  Can- 
adian  Northern  Quebec  Railway  : 

1 —  Burril  Deviation,  between  Mile  87  and  Mile 
02   (between   Glenada  and  St.  Boniface). 

2 —  East  Vamachiche  Deviation,  between  Mile 
94.5  and  Mile  90.5  (between  St.  Boniface  and 
Charette). 

3 —  St.  Paulin  Deviation,  between  Mile  100  and 
Mile  100  (between  Charette  and  St.  Paulin). 

4 —  St.  Ursule  Deviation,  between  Mile  109  an! 
Mile  IK!  (between  Fremont  and  St.  Justin). 

Separate  tenders  will  be  required  for  each  de- 
viation, and  each  tender  must  show  in  its  head 
ing  the  deviation  to  which  it  applies. 

Plans,  profiles,  specifications  and  form  of  con- 
tract and  information  for  bidders  may  be  seen 
and  forms  of  tender  obtained  on  and  after  Mon 
day,  the  14th  of  June,  1920,  at  the  offices  of  the 
General  Superintendent,  C.N.R.,  Champlain  Mar- 
ket, Quebec;  the  Resident  Engineer,  411  Dor- 
chester Street  West,  Montreal ;  the  Superintend- 
ent, C.N. R. -G.N. W.  Building,  Ottawa,  and  the 
Engineer's  office,  Canadian  Northern  Railway, 
Eastern  Lines,  27  and  29  Wellington  St.  East. 
Toronto:  or  one  copy  of  plan,  profile,  specifi- 
cations, etc.,  may  be  obtained  by  mail  from  the 
office  of  the  Chief  Engineer,  27-29  Wellington 
St.  East,  Toronto,  on  payment  of  ten  dollars, 
made  by  a  certified  cheque  on  a  chartered  bank 
of  Canada,  payable  to  the  Treasurer,  Canadian 
National  Railways. 

Tenders  must  be  submitted  on  the  printed 
forms  supplied  by  the  Company  and  in  accord- 
ance with  the  information  for  bidders.  Each  ten- 
der must  be  accompanied  by  an  undertaking  from 
a  surety  company  licensed  to  do  business  in 
Canada  that,  if  the  tender  is  accepted,  it  will 
enter  into  an  indemnity  bond  to  the  Company  of 
a  form  and  containing  the  provisions  required 
by  the  Company,  indemnifying  the  Company 
against  non-performance  by  the  contractor  of  any 
of  the  requirements  and  terms  of  the  contract. 

The  amount  of  indemnity  bond  required  for 
each  deviation  will  be  as  follows ; 

Burrill  Deviation — Sixty-five  thousand  dollars 
($65,000). 

East  Yamachiche  Deviation — Eight  thousand 
dollars  ($8,000). 

St.  Paulin  Deviation — Twenty-four  thousand 
five  hundred  dollars  ($24,500). 

St.  Ursule  Deviation  — Fifty-two  thousand  dol- 
lars $(52,000).        -:  j 

The  Company  reserves  the  right  to  reject  any 
or  all  tenders. 

F.  P.  BRADY, 

General  Manager. 
Canadian    National    Railways,    Bank    of  Toronto 
Building,  Montreal,  Quebec.  24-25 


IDLE  EQUIPMENT 

What  is  the  depreciation  and  storage  charges 
on  some  of  your  equipment  Perhaps  it  is  pretty 
heavy  when  you  figure  it  out.  You  have,  no 
doubt,  some  machinery  that  you  cannot  use  your- 
self at  the  present.  Some  other  engineer  or  con- 
tractor will,  perhaps,  be  willing  to  pay  you  a 
high  price  for  such  machinery  for  a  rush  job. 
Use  the  Contract  Record  Tender  and  For  Sale 
Department  to  your  advantage — the  cost  is  small. 

24-t.f. 


Power  Plants,  Electricity  and 
Telephones 

Continued  from  page  55 
Regina,  Sask. 

Power  house  costing  $340,000  for  Pro- 
vincial Dept.  Public  Works:  General 
contract,  excavation,  plastering,  mason- 
ry, sheet  metal  and  roofing,  Smith 
Bros.  &  Wilson,  Eighth  and  Ottawa  Sts., 
Regina;  plumbing  and  heating,  White- 
ford  Bros.,  Regina;  electric  wiring  and 
equipment,  Sun   Electrical  Co.,  Regina; 


miscellaneous  iron  work,  Dominion 
Bridge  &  Iron  Works;  painting,  W.  R. 
Talbot,  Regina;  woodwork,  Gushing 
Bros.,  Regina;  stonework,  Alex.  Young 
Ltd.,  Regina. 

Toronto,  Ont. 

Tenders  closed  June  16th  for  erection 
of  Hydro  sub  station  for  Toronto  Elec- 
trical Commissioners,  Duncan  and  Nel- 
son Sts. 

Vancouver,  B.  C. 

W.  T.  Henley  Telegraph  Works,  Lon- 
don, England,  have  the  contract  for  sub- 
marine cable  across  Gulf  of  Georgia,  for 
B.  C.  Telephone  'Co ,  730-728  Seymour 
St.,  Vancouver. 

CONTRACTS  AWARDED 
Pasqua,  Sask. 

Pasqua  Rural  Telephone  Co.  placed 
the  general  contract  for  construction  of 
telephone  line  costing  $7,000  with  W.  M. 
Houston  &  Co.,  504  Leader  Bldg.,  Re- 
gina. 

Walkerville,  Ont. 

R.  Wescott  &  Co.,  Shepperd  St.,  Wind- 
sor, have  the  general  contract  and  mas- 
onry for  reconstruction  of  power  plant 
for  Hiram  Walker  Sons  Ltd.  Cost, 
$175,000. 


Miscellaneous 

Cap  de  la  Madeleine,  Que. 

Peres  Oblats  is  erecting  lavatory  hall 
and  observatory  and  boarding  house  by 
day  labor  costing  $7,000. 

Cap.  Rouge,  Que. 

R.  C.  Desrochers,  secy.  Dominion  De- 
partment Public  Works,  Ottawa,  will  re- 
ceive tenders  until  July  2nd  for  construc- 
tion of  cattle  barn  at  Experimental  Farm. 
Plans  with  Chief  Architect,  Dept.,  Ot- 
tawa, Ont  ;  Supt.,  Experimental  Farm, 
Cap.  Rouge,  Que  ;  Clerk  of  Works,  Pos- 
tal Station  B,  Quebec;  Builders'  Ex- 
change, Quebec,  Que. 

Indian  Head,  Sask. 

Storey  &  Van  Egmond,  architects,  Mc- 
Callum  Hill  Blk.,  Regina,  are  preparing 
plans  for  skating  rink  to  cost  $15,000  for 
Indian  Head  Skating  Rink  Co. 

Wallaceburg,  Ont. 

Jas.  MacDonnell,  R.  R.  No.  1,  Wallace- 
burg, plans  to  rebuild  stock  barns  de- 
stroyed by  fire.    Cost,  $7,000. 

CONTRACTS  AWARDED 
Halifax,  N.  S. 

W.  R.  Mackenzie,  New  Glasgow, 
N.  S.,  has  the  general  contract  erecting 
synagogue  costing  $40,000  for  Baron  de 
Herch  Society. 

Montreal,  Que. 

Reid  Bros.,  515  Guy  St.,  have  the  gen- 
eral contract  erecting  shed  costing  $15,- 
000  for  W.  M.  Lowney  Co.,  169  William 
St. 

Ottawa,  Ont. 

Dominion  Dept.  Public  Works  placed 
the  general  contract  for  erection  of  stor- 
age building  with  Doran  &  Devlin, 
Sparks  St. 

Dominion  Dept.  Public  Works  award- 
ed contract  for  passenger  elevator  shaft, 
car  and  machinery  to  Union  Architec- 
tural Works,  326A  Clarke  St.,  Mon- 
treal, Que. 

Ottawa  South,  Ont. 

Walter  Fryer,  5  Glen  Ave.,  has  the 
general  contract  erecting  stables  and 
bams  costing  $20,000  for  Rideau  Gard- 
ens, Mr.  Williams,  owner. 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 

WRITE  FOR  PRICES  AND  SPECIFICATIONS 


THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 

Representatives  in  Eastern  Canada:  Ottawa  Representative: 

JAS.  W.  PYKE  &  CO.,  Limited,  J.  W.  ANDERSON, 

232  St.  James  St.,  Montreal  7  Bank  St.  Chambers 
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Breaking  Ice  from  Water  Tank  by 
Rifle  Shots 

Ice  that  had  formed  on  the  outside 
of  a  new  elevated  water  tank,  and  on  a 
staging  left  for  use  in  painting  the  tank, 
was  shot  away  in  small  pieces  by  firing 
600  rounds  of  soft-nosed  bullets  from 
a  44-caliber  Winchester  rifle,  according 
to  a  statement  by  D.  C.  Winsor  in  the 
Quarterly  of  the  National  Fife  Protec- 
tion Association  (Boston,  Mass.)  for 
October,  1919.  The  tank  has  a  capacity 
of  50, 000  gal.,  and  is  supported  by  a  90- 
ft.  steel  tower.  The  tank  had  been 
erected  to  replace  an  old  one  during 
the  severe  winter  weather  of  1918.  Af- 
ter water  had  been  turned  in,  a  small 
piece  of  wood  lodged  in  the  check  valve 
on  the  supply  pipe,  so  the  tank  over- 
flowed and  a  large  amount  of  ice  attach- 
ed to  the  combined  structure  was  form- 
ed. As  to  this  ice  and  its  effect  on  the 
structure,  Mr.  Winsor  writes:-  "It  is 
estimated  by  the  tank  builders  that  the 
extra  weight  carried  by  the  structure 
for  the  time  mentioned  probably  amount- 
ed to  about  15  per  cent,  or  62,500  11). 
extra  dead  weight.  The  extra  area  ex- 
posed to  wind  piressure  probably  in- 
creased the  wind  load  25  per  cent., 
hence  the  factor  of  safety  tank  trestle 
was  about  3.4  for  the  posts.  Some 
struts   and   wind   braces     had     even  a 
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smaller  factor  of  safety,  owing  to  the 
unevenness  of  the  distribution  of  the 
extra  ice  load."  Although  the  ice  was  in 
position  for  about  a  week,  it  does  not 
appear.  Mr.  Winsor  states,  that  it  did 
any  damage  to  the  tank  or  tower. 


Aerial  Tramways  for  India 

Projects  for  the  construction  of  aerial 
tramways  of  ropeways  for  public  traffic 
in  India  are  under  consideration  by  the 
Government  Railways  Board.  In  the 
Hoard's  report  for  1919  it  is  stated  that 
this  system  of  transportation  is  well 
established  in  India  for  milling  and 
other  private  industrial  enterprises,  but 
has  not  been  used  for  public  service.  It 
is  considered  that  experience  in  other 
countries  has  proved  this  system  suit- 
able for  the  opening  up  of  mountainous 
districts  where  the  cost  of  railways  or 
roads  would  be  prohibitive,  and  there 
is  a  wide  field  for  its  employment  for 
this  purpose  in  India.  As  there  is  diffi- 
culty in  securing  engineers  with  experi- 
ence in  this  line  of  work,  the  Board  is 
arranging  to  have  an  officer  trained  spe- 
cially in  aerial  tramway  construction. 


Township   Rewards  Distributed 

The  Pennsylvania  State  Highway  De- 
partment recently  announced  the  pro- 
portion in  which  the  $1,000,000  appro- 
priated by  the  191!)  legislature  for  pay- 
ment of  state  rewards  to  township  sup- 
ervisors is  to  be  apportioned.  The  old 
system  of  bonuses  to  townships  has 
been  abolished,  and  in  its  place  comes 
the  method  of  distributing  rewards  for 
work  actually  accomplished  by  town- 
ships in  road  improvements.  The  mon- 
ey is  opportioned  among  the  various 
counties  according  to  the  mileage  in 
townships  of  the  second  class.  The 
mileage  is  compiled  from  map  surveys 
made  by  the  township  division  of  the 
state  highway  department.  There  is  a 
total  of  74,875  mi.  of  township  roads  in 
townships  of  the  second  class,  and  the 
distribution  therefore  will  be  at  the  rate 
of  $13.35  per  mile.  Cameron  County 
with  125  will  receive  the  smallest  ap- 
portionment, and  Lancaster  with  2.567 
mi.  will  receive  the  largest  apportion- 
ment, this  latter  being  $34,283.80. 


Tie  Renewal  Record  for  Nineteen  Years 

Renewals  of  ties  on  the  Delaware, 
Lackawanna  &  Western  R.  R.  have 
never  been  more  than  10.2  per  cent,  of 
the  total  ties  in  track  for  any  one  year 
since  1900.  In  a  table  giving  the  record 
in  a  committee  report  presented  at  the 
rece.nt  meeting  of  the  American  Wood 
Preservers  Association  there  are  four 
years  when  the  percentage  was  10  per 
cent,  or  slightly  more.  Considerably 
more  than  half  of  the  renewals  since 
1910  have  been  made  with  treated  ties, 
until  at  the  end  of  1918  there  were  3,- 
348,765  treated  ties,  out  of  the  total 
10,524.129  ties,  inserted  for  renewals 
since  1900  in  2,671  mi.  of  main  and  side 
tracks.  The  percentages  of  ties  inserted 
the  last  four  years  ending  1919  are  7.1, 
5.7,  4.4  and  5.4  per  cent,  respectively. 


To  Promote  The  Metric  System 

Under  date  of  Jan.  15  the  first  issue 
of  The  Weekly  Mctergram  appeared.  It 
is  published  by  the  World  Trade  Club 
of  San  Francisco,  which  is  promoting 
the  adoption  of  the  metric  system  in 
this  country. 


Builders  Would  Enlarge  Industrial  Dis- 
putes Act 

The  Association  of  Canadian  building 
and  construction  industries  is  desirous 
that  the  scope  of  the  Industrial  Disputes 
act  should  be  enlarged  so  as  to  make 
it  compulsory  to  refer  a  dispute  in  the 
building  trades  to  a  board  of  concilia- 
tion before  a  lockout  or  strike  occdrs. 
In  a  recent  letter  to  the  minister  of  la- 
bor from  the  general  secretary  of  the 
association,  it  is  stated  that  a  standing 
committee  on  labor  has  been  appointed 
in  the  association  with  the  object  of  ob- 
taining this  amendment  to  the  Lemieux 
act,  as  well  as  a  number  of  other  things. 
At  the  present  time,  the  Industrial  Dis- 
putes act  can  be  applied  to  the  build- 
ing trades  only  by  mutual  consent,  and 
sometimes  such  consent  is  difficult  to 
obtain.  The  standing  committee  ap- 
pointed includes  a  representative  from 
Regina.  one  from  Winnipeg  and  one 
from  Calgary. 


Postpone    Railway  Construction 

The  Pacific  Great  Eastern  Railway 
will  not  be  constructed  into  the  Peace 
River  country  at  present,  Premier  Oliver 
has  informed  a  delegation  representing 
the  associated  boards  of  trade  of  Bri- 
tish Columbia.  The  premier  intimated 
that  Prince  George  would  be  the  limit 
of  the  line,  according  to  present  plans. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
Branches  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also  Bonds  for  Special  Purposes 


Jobs  You'd 
Never   Hear  Of 

but  for  our  Dominion-wide 
news-gathering  facilities  can 
be  reported  on  your  desk 
every  morning.  A  big  daily 
stream  of  live  "prospects" 
that  your  selling  force  will 
be  keen  to  turn  into  orders. 

Building  and  Engineering 

contract  information,  definite  and 
clean-cut,  is  here  awaiting  you. 
It  will  cut  down  your  selling 
expense.  It  will  increase  your 
business — speed  up  your  sales- 
men. 

Write  for  full  information. 
MacLean  Daily  Reports,  Limited, 
345  Adelaide  St.  West,  Toronto 


a c Lean 
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STEEL 
BARS 


FOR  CONCRETE 
REINFORCING, 


ROUNDS  SQUARES 
TWISTED  SQUARES 


FLATS  CHANNELS  ANGLES 
SPECIAL  SECTIONS 


BARS  BENT  TO  SHAPE  FOR  BEAMS,  STIRRUPS,  ETC 

PROMPT  SHIPMENT 
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Plibrico  Jointless 
Fire  Brick 

Replaces  firebrick  and  fireclay 
for  all  purposes.  Applied  by  any 
handyman. 

Flintex  Concrete  Hardeners  and 
Dustproofers  Liquid  and  Integ- 
ral Powder. 

Made  in  Canada 

Exterior    and    Interior  Boiler 
Treatments. 

Roofing  and  Waterproofing 
materials. 

Wood  Preservative  and  Paints. 

Mill  Supply  Department 

Beveridge  Paper  Co.,  Limited 

628-630  St.  Paul  Street  West,        -  Montreal. 


BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  are  Offered  subject  to  Pre- 
vious Sale: 

"Concrete-Steel  Construction."  Part  1 — Buildings.  Second 
edition,  recently  published.  A  treatise  upon  the  elementary 
principles  of  design  and  execution  of  reinforced  concrete 
work  in  buildings,  by  Henry  T.  Eddy  and  C.  A.  P.  Turner, 
477  pages,  illustrated.     Price,  $10.00. 

"Hand  Book  of  Hydraulics,"  by  Horace  Williams  King.  1st 
edition   just   published   by    McGraw-Hill    Book   Co.,  Inc. 

424  pages.     Price  $2.50. 

History  of  Bridge  Engineering,  by  Henry  Gratton  Tyrrell, 
C.E.    480  pages,  illustrated.     Price  $5.00. 

"Operation  and  Maintenance  of  Irrigation  Systems,"  by  S.  T. 
Harding.    First  edition,  just  published  by  the  McGraw-Hill 

Book  Co.    271  pages,  illustrated.    Price  $3.00. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.  295  pages,  illustrated.  Price  $1.50. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transformation  Services,  by  Harry 
Barker,  B.S.  First  edition,  just  published  by  the  McGraw- 
Hill  Book  Company,  3S7  pages.     Price  $4.75. 

Relief  from  Floods.  The  Fundamentals  of  Flood  Prevention, 
Flood  Protection  and  the  means  of  determining  proper 
remedies.  By  John  W.  Alvord  and  Charles  B.  Burdock. 
First  edition  just  published,  by  McGraw-Hill  Book  Com- 
pany, Inc.     175  pages,  illustrated.     Price  $2.50. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
by  Myron  C.  Clark  Publishing  Company  in  1913.  280 
pages,  illustrated.     Price  $2.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  265  pages,  illus- 
trated.    Price  $2.00. 

"Use  of  Water  in  Irrigation,"  by  Samuel  Fortier.  Second  edi- 
tion.   Published  by  McGraw-Hill  Book  Company,  1916.  325 

pages,  illustrated.     Price  $2.00 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powers.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.    843  pages,  illustrated.     Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  Company.    485  pages,  illustrated.  Price 

$6.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1910  by 
McGraw-Hill  Book  Company.  824  pages,  illustrated.  Piice 
$ii  00. 
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BARRETT  PRODUCTS  are  noted 
everywhere  for  their  high  quality. 
For  many  years  they  have  been  giving 
perfect  satisfaction  to  thousands  of 
users.  Barrett  Products  are  absolutely 
dependable — they  are  always  good. 

Everlastic  "Rubber"  Roofing 

Everlastic  Rubber  Roofing  is  a 
strong,  pliable  fabric  made  by  thor- 
oughly saturating  the  best  grade  of 
roofing-felt  with  a  high-grade  water- 
proofing composition.  It  is  then  heavi- 
ly coated  on  both  sides  so  that  it  will 
resist  not  only  the  elements  which  at- 
tack a  roof  from  its  upper  side,  but  will 
also  prevent  deterioration  from  steam, 
vapors,  and  gases  that  often  reach  the 
under  side. 

The  hottest  sun  will  not  cause  it  to 
run.  Zero  cold  will  not  shrink  or  crack 
it.  It  gives  satisfaction  under  the  most 
extreme  climatic  changes.  Millions  of 
squares  of  this  roofing  are  in  use. 

Everlastic  "Rubber"  Roofing  comes 
in  light  ( 1-ply ) ,  medium 
(2-ply),  heavy  (3-ply) 
weights,  in  rolls  con- 
taining 108  square  feet. 
Nails  and  cement  are 
packed  in  each  roll. 


ST.  JOHN.  N.B.  HALIFAX,  N.S.  yi 

SYDNEY,  N.S.  1  1  1W~ 


Everlastic 
Liquid  Roofing  Cement 


Unequalled  for  re-surfac- 
-qnj„  pue  ^pj  ;no-uaoA\.  Sm 
ber"  roofs.  Has  the  consist- 
ency of  thick  molasses;  is 
easy  to  apply  and  dries 
quickly  into  a  hard,  elastic,  wonderfully 
durable  coat.  Proof  against  moisture, 
acids,  alkalies  and  fumes.  Has  same 
base  as  Barrett  Specification  Pitch, 
which  is  famous  for  its  waterproofing 
qualities. 

Comes  ready  for  use  in  packages  rang- 
ing from  1  pint  tins  to  40  gallon  barrels. 

Elastigum 
Plastic  Patching  Cement 

For  patching  holes  and 
leaks  in  all  kinds  of  roofs, 
repairing  flashings,  relining 
gutters,  etc.  Known  as  the 
"Plastic  Cement  of  a  Thou- 
sand Uses." 


Elastigum  is  tough,  elastic,  plastic, 
water-proof,  acid-proof  and  alkali- 
proof.  Requires  no  heating  or  mixing. 
Very  inexpensive.  Put  up  in  1,  5,  25  and 
100  lb.  packages ;  y2  barrels  and  barrels. 

If  your  dealer  cannot  supply  you  with 
Barrett  Products  write  us  and  we  will. 
Descriptive  booklets  regarding  these 
products  sent  free  on  request.  Address 
nearest  office. 


Company 


WINNIPEG  VANCOUVER 


LIMITED 
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Brick  Makers,  Attention: 

Welland,  Ontario,  offers  to  a  progressive  Brickmaker  the  opportunity 
of  a  lifetime. 

A  city  of  12,000  and  a  population  totalling  40,000  within  a  radius  of 
ten  miles,  without  an  up-to-date  Brickyard. 

Clay  of  the  proper  kind  lies  near  the  railroads. 

Coal  can  be  laid  down  in  Welland  at  the  lowest  freight  rate  in  Ontario. 

Freight  on  Brick  from  Hamilton,  the  nearest  source  of  supply,  is  $4.00 
per  thousand. 

Welland  and  district  can  use  approximately  5,000,000  Brick  per  an- 
num. 

This  business,  by  force  of  circumstances  is  bound  to  go  to  any  pro- 
gressive Brick  Plant  locating  here. 

ARE  YOU  INTERESTED? 

For  Particulars  write 

GEORGE  DAY,  Industrial  Commissioner 

WELLAND,  CANADA 


Recommended 

for  Flat  Roofs 

by  Architects  and  Engineers 


For  factories,  stores,  office  buildings  and 
other  structures  with  flat  roofs,  Brantford 
Asphalt  Roll  Roofing  or  Brantford  Rubber 
Roofing,  laid .  according  to  what  we  term 
Brantford  Specification,  is  giving  entire 
satisfaction. 

Hundreds  of  buildings  have  been  covered 
with  Brantford.  Specification  Roofs  for 
many  years.  It  is  being  used  more  and 
more  all  the  time  and  is  endorsed  by  lead- 


ing contractors,  architects .  and  engineers 
throughout  Canada. 

The  sanded  surface  of  Brantford  Asphalt 
Roofing  not  only  adds  to  its  protection,  but 
causes  it  to  adhere  readily  and  firmly  to 
our  Branroco  cement,  insuring  absolutely 
watertight  laps. 

Give  us  dimensions  of  the  roofs  you  are  es- 
timating on  and  we  will  send  full  particu- 
lars as  to  cost  of  using  Brantford  Specifica- 
tion and  complete  instructions  for  laying. 


Brantford  Roofing  Cou^te* 

Head  Office  and  Factory:  Brantford,  Canada 
Branches  at  Toronto,  Montreal,  Halifax,  Winnipeg 
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Jaeger  Efficiency 

Jaeger  efficiency  is 
well  known  and  ap- 
preciated among  con- 
tractors and  engineers 
wherever  used. 

Its  speed  and  econ- 
omy also,  has  been 
developed  to  an  un- 
usual degree--the  out- 
come of  many  years 
in  supplying  the 
building  trade  with  a 
line  of  superior  equip- 
ment. 

The  Jaeger  Machine  Company 

220  Dublin  Avenue  -  COLUMBUS,  OHIO 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.  SAULT  STE.  MARIE,  ONT. 

171  St.  James  Street,  MONTREAL 


The  "Jaeger  Mix- 
A-Minute"  is  made  in 
all  sizes,  and  will  do 
any  work  demanded 
of  it.  Whether  en- 
gaged in  the  building 
of  a  "silo  or  a  sky- 
scraper" there  is  a 
"Jaeger"  to  suit  your 
requirements. 

Write  today  for  cata- 
logues covering  our 
complete  lines. 
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Electric  Cranes 


Electric 
and  Hand 
Traveling 

Cranes 

Electric 
and  Air 
Hoists 


Patent  Type  E  Crane  Trolley 
~~ ~~" ~      Made  in  Canada 


NORTHERN  CRANE  WORKS,  LTD. 

WALKER VILLE,  ONT, 


IDEAL 
Block-making  Equipment 

turns  out  building  units  of  the 
highest  type,  absolutely  true  to 
measurements,  and  therefore 
popular  with  the  man  who  lays 
them,  satisfactory  to  the  man 
who  buys  them,  and  profitable 
for  the  man  who  makes  them. 
Can  be  made  without  previous 
experience.  Write  for  full  par- 
ticulars to 

Ideal    Concrete  Machinery 

Company,  Limited 
Box  250,  Windsor,  Ontario 


Subscribers9  Information  Form 

Many  letters  reach  us  from  subscribers  enquiring  where  certain  goods  can  be 
obtained.  We  can  usually  supply  the  information.  We  want  to  be  of  service  to 
our  subscribers  in  this  way,  and  we  desire  to  encourage  requests  for  such  informa- 
tion.   Make  use  of  this  form  for  the  purpose. 

Date  19 

"CONTRACT  RECORD" 

347  Adelaide  Street  West,  Toronto. 

Please  tell  us  where  we  can  secure  (give  description  as  fully  as  possible)   

 ♦ 

Name  ~  

Address   


DEPARTMENT  OF  LABOUR 

Ontario  Government 

NOTICE 

To  Manufacturers,  Dealers,  and   Users  of 
Steam  Boilers 

All  steam  boilers  built  in,  or  entering  the  Province  of  Ontario,  and 
boilers  exchanged  or  repaired,  are  subject  to  Government  Inspec- 
tion as  prescribed  in  the  Steam  Boilers  Act,  3  George  V.,  C.  61. 

Before  any  work  of  repair  or  alteration  is  commenced  on 
any  boiler,  notice  must  be  sent  to  the  Department  stating 
the  nature  and  extent  of  the  repairs  or  alterations  proposed 
to  be  made.  If  the  Chief  Inspector  should  consider  such 
repairs  or  alterations  of  an  extensive  character,  the  boiler 
must  be  inspected  in  accordance  with  the  Regulations  by  an 
Inspector  authorized  under  the  Act. 

All  communications  should  be  addressed  to  the  Steam  Boiler 
Branch,  Department  of  Labour,  Parliament  Buildings,  Toronto. 
HON.  W.  R,  HOLLO,  W.  A.  BIDDELL,  M.A.,  Ph.D., 

Minister  of  Labour.  *    Deputy   Minister  of  Labour. 

D.   M.   MEDCALF,  Chief  Inspector  of  Steam  Boilers. 


Railway  and  Track  Supplies 

For  Lumber  and  Contractors' 
requirements 

Rails,  Locomotives,  Accessories, 
Cars,  Lion  Brand  Babbitt  Metal 

Correspondence  solicited 

Sessenwein  Bros.,  Montreal 
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The  Wickes 
Blue  Print  System 


Simplicity  of  design 
is  a  big  feature  of  the 
design  of  the  Wickes 
Blue  Print  System. 
There  is  no  need  for 
its  operator  to  take 
up  valuable  time  tin- 
kering with  the  ma- 
chine or  fussing 
around  getting  it  to 
work.  Absolute  de- 
pendability and  long 
life  is  assured  every 
purchaser. 


There  is  no  glass  cy- 
linder to  clean  or  to 
replace  at  great  ex- 
pense. There  are  no 
series  of  belts  to  de- 
mand attention — just 
one  plain  continuous 
wide  belt,  the  life  of 
which  is  guaranteed 
for  years'  constant 
service  and  which 
will  last  as  long  as 
the  machine  itself. 


1856 


Ask  for  Catologue 

Wickes  Brothers 


1920 


2805  Water  Street,  Saginaw,  Michigan 

Builders  of  Heavy  Duty  Plate  and  Structural  Tools,  Heavy  Duty  En- 
gine Lathes,   Special  Production  Lathes  and  Crankshaft 
Turning  Equipment 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 

Air  Compressors 
Boilers 
Buckets 
Cars 

Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Locomotives 
Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—2801 
Yards  and  Shop* — New  Toronto,  Canada 


A  Valuable  Book  for 
Manufacturers — Engineers 
Contractors 


The  outstanding  feature  of  the  new  Jeffrey  Cata- 
log is  the  ease  with  which  a  Jeffrey  Standard 
Elevator  can  be  selected  from  the  40  pages  of 

complete  layouts,  and  specifications  to  exactly  meet  your  requirements. 

In  addition  to  saving  the  expense  of  layouts  and  drawings,  the  purchaser  is 
benefited  by  a  quicker  delivery  made  possible  by  the  placing  of  Jeffrey 
Standard  Elevators  upon  a  manufacturing  basis. 


Some  of  the 
Examples  and 
Subjects 
Outlined  in 
This  Book 


Capacity  of  Jeffrey  Standard  Elevators 
How  to  select  a  Jeffrey  Standard  Ele- 
vator 

Jeffrey  Standard  Steel  Casings 
General  arrangement  of  Standard  Track- 
hoppers  with  line  drawings  giving 
dimensions 
Suggestions   for  installation   of  Jeffrey 
Standard  Elevators  with 
line  drawings 


Write  TODAY  for  copy  of  Catalog  No.  244-7. 

The  Jeffrey  Manufacturing  Company 

Canadian  Branch  and  Warerooms,  MONTREAL 
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ROAD  SCRAPER  BLADES 

Renew  your  old  wheeled  scraper  bowl  with  the  ECONOMY 
REPAIR  BLADE.  Any  blacksmith  can  attach  it  by  cutting  the 
edge  of  the  bowl  square,  drilling  holes  to  match  these  in  the  blade 
and  riveting  it  to  the  bowl. 

A  trial  will  convince  you  that  the  use  of  these  blades  is  genuine 
economy. 


ECONOMY  REPAIR  BLADE 

These  blades  are  made  of  steel  6  in.  wide  by  3  1-16  in.  thick,  giv- 
ing a  new  cutting  edge  3  in.  wide  and  allowing  3  in.  to  lap  top 
and  bottom  where  it  is  riveted  on  the  bowl.  Road  Scraper  Blades 
and  moldboards  to  fit  all  makes  of  machine.  Prompt  shipments 
from  stock ;  over  150  patterns. 

SHUNK  PLOW  COMPANY,  Bucyrus,  Ohio 


Tugs  for  Sale 


Name 

el  Draft 

Steam 

Engine 

Lib 

55 

8' 

0" 

125. lbs. 

14"  x  16" 

Luciana 

41 

7' 

0" 

100  lbs. 

10"  x20"  x  16 

Compound 

D.  P.  Dey 

40 

5' 

0" 

100  lbs. 

10"  x  10" 

Jas.  Morgan 

46 

5' 

6" 

125  lbs. 

12" x  12" 

Willie  C 

34 

4' 

6" 

100  lbs. 

8"x  8" 

Tim  Doyle 

42 

5' 

6" 

100  lbs. 

12" x 14" 

Honore 

46 

6' 

0" 

110  lbs. 

10"  x  12" 

Lyon  C 

52 

7' 

6" 

125  lbs. 

14"  x  16" 

Ray  C 

50 

6' 

0" 

125  lbs. 

12" x  12" 

Can  be  inspected  at  Cornwall,  Ont. 
All  ready  for  immediate  use. 
Further  information  on  application. 


L.  COHEN  &  SON 

QUE. 


36  PRINCE  STREET 
MONTREAL 


CRANE  FLANGED  FITTINGS 

CRANE 

LIMITED 

MEAD  OFFICE  S  WORKS 
1280  ST  PATRICK  ST 

MONTREAL 

BRANCHES:  Toronto.     Winnipeg,  Vancouver. 

SALES  OFFICES:  Halifax,    Quebec,    Ottawa,  Calgary. 


MEAD  MORRISON 


Hoisting 
Engines 


and 


Contractors'  Equipment 

Manufactured  in  Canada 


Clam  Shell  Buckets 
Orange  Peel  Buckets 
Derricks 
Derrick  Irons 
Steam  Hoists 
Electric  Hoists 

Put  Your  Problem  Up  to  Us! 


CANADIAN  MEAD-MORRISON  CO 

LIMITED 

2  8  5  BE AV E R  HALL  HILL 
MONTREAL 

'"^W'OH  Kg'  -'•      WELL  AND  ONT. 
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Steel  Plate  Work 


Steel  Tanks 
Stand  Pipes 
Smoke  Stacks 
Boiler  Breachings 
Riveted  Steel 

Pipe 
Steel  Bins 
Hoppers 

Structural  Steel 
Work 


Send  us  your  speci- 
fications 


Quality  &  Service 


v  '?  '  / " ' 


William  Hamilton  Co. 

Limited 

Peterborough,  Canada 


Announcement 

To  the  Building  Trade 

We  are  ready  to  fill  orders  for 
Water  Washed  Building  Sand 

Our  capacity  is  500  tons  daily 

Ask  for  prices  F.O.B.  trucks 
and  wagons  our  dock  or  de- 
livered on  your  job. 

Niagara  Sand  Co. 

LIMITED 

Office  and  Yard:  Head  Office: 

Cherry  and  Keating         Lumsden  Building 

Phone  A.  2643  Phone  M. 

TORONTO 


Wire  Guards 

for  Windows  and  Skylights 

Wire  Partitions 
Wire  Screens 


for  Sand  and  Gravel 


Wire  Work 


of  all  kinds 


C.  H.  Johnson  &  Sons,  Ltd 


Wire  Works  :  St  Henry,  Montreal 
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SARNIA  BRIDGE  CO.,  LIMITED 

Structural  Steel  Boiler  Tubes 

Alloy  Steel  Road  Drags 

Warehouse  Stock   of   All  Kinds  for   Quick  Shipment 

TORONTO  OFFICE:  23  Scott  St.,  Phone  Main  3444 

HEAD  OFFICE :  SARNIA,  CANADA.  Phone  289 


STEEL  for  PERMANENCE 

The  All  Steel  Elevated  Water  Tank  is  the  most 
economical  installation  for  Automatic  Sprinkler  Sys- 
tems for  fire  protection,  general  mill  supply,  or  Muni- 
cipal Water  Works  systems. 

Its  first  cost  is  not  excessive,  the  maintenance  ex- 
pense is  very  low,  and  there  is  no  danger  of  leakage, 
falling  ice,  or  possibility  of  the  tank  bursting  or  catch- 
ing fire. 

Hundreds  of  our  All  Steel  Elevated  Water  Tanks 
now  in  service  throughout  Canada  bear  witness  to 
these  facts. 

Our  Product  is  Made  in  Canada 

Write  us  for  Plans,  Specifications  and  Estimates. 
Our  Catalogue  No.  16  mailed  on  request. 


CANADIAN  CHICAGO  BRIDGE  &  IRON  CO.  Ltd. 


Sales  Office:  Montreal,  Que. 
260  St.  James  St. 


Works : 
Bridgeburgf,  Ont. 


Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt    Deliveries.        Attractive  Pricei. 


Addreit  your  inquiries  to 

CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 

CHATHAM,  ONT.      275  Inshes  Ave. 

Made  in  Canada 


METHOD^ 

It  is  a  dean-cut,  complete  and  practical  method  of  pipe 
insulation.  The  kind  that  highly  trained  technical  men  and 
practical  operating  engineers 
both  approve.  Bulletin  No.  1 
explains  Ric-wiL  simplicity 
and  other  features. 
Write  for  it  to-day. 


^Ric-wiL 


llTTniTmTlTMlTniTOTlHIIll  Mill  1 1 11 1 1 1  llimilllimilTllllllllllllllllUIIIHHmilllMllir; 
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STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614— 1615— 1616. 


"STEELWORK  WHEN  YOU  WANT  IT" 


Power  House  for  the  Canadian  Kodak  Company,  Toronto,  Ontario. 

Standard  Steel 
Construction  Co.,  Limited 

Port  Robinson,  Ontario 
Manufacturers  and  Erectors 

Girders,  Columns,  Trusses,  Etc. 

Steel  Buildings  and  Bridges 

Bars,  Angles,  Plates,  Beams,  Channels,  Rivets, 
Bolts,  Etc. 

In  Stock  for  Immediate  Shipment 

A  post  card  will  bring  you  our  monthly  stock  list 
by  return  mail 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


ARE 
YOV 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office  - 
95  King  Street  East 
TORONTO 


Works- 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 
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W.  C.  LEITCH 

Vice-President 


JAMES  LAURIN,  C.E. 
President 


J.  EMILE  VANIER,  C.  E. 
Sec. -Treat. 


Montreal  Crushed  Stone  Company,  Limited 

Plant  at  St.  Vincent  de  Paul,  P.Q.,  on  River  des  Prairies,  opposite  Montreal 

Largest  Plant  in  CANADA  and  the  most  up-to-date  in  the  World 

CAPACITY  4000  TONS  A  DAY 
All  Sizes  and  Grades  of  the  Best  Hard  Lime  Crushed  Stone  Produced 

MAIN  OFFICE:         590  Union  Avenue         MONTREAL,  P.  Q. 


Hygienic 
Equipment 
Safeguards 
Your 

Employees 


HENKISTEEI 

mm    Made  in  Canada  mmm 

Steel  Lavatory  Partitions 

are  the  only  safe  equipment  for  factories,  and  in- 
dustrial plants — non-absorbent,  easy  to  keep  clean, 
without  cracks  or  crevices — nothing  equals  them 
from  a  hygienic  standpoint.  Also  fireproof  and 
non-markable. 

We  Also  Make 

Steel  Shelving,  Lockers,  Cabinets,  Bins,  Stools,  Chairs,  etc. 
Ornamental  Iron  and  Bronze,  Commercial  Wirework  of  all 
kinds,  General  Builders'  Ironwork. 

WRITE  FOR  FOLDERS 

The  Dennis  Wire  and  Iron  „  ... 

Halifax  Hamilton 


Montreal 
Ottawa 
Toronto 


Works  Co.  Limited 

Lo  NDON 


Winnipeg 

Calgary 

Vancouver 


GRAVEL 

Either  Screened  or  Unscreened 
in  Car  Loads  on  any  C.P.R.  or 
G.T.R.  Siding.  Also  Screened 
Sand  for  all  purposes. 

SAND  &  SUPPLIES.  LTD. 


19  MELINDA  STREET, 


TORONTO 


Telephones;   Office,  Main  2606.     Evenings,  Parkdale  1971 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  45 1 6       Residence  P  2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


Operating  the  Plants  of — 

Atlas  Sand  Co.,  Ltd. 

Canadian  Sand  and 
Gravel  Co.,  Ltd. 

Montreal  Sand  and 
Gravel  Co.,  Ltd. 


WE  SPECIALIZE 

Consolidated  Sand  &  Supply  Co. 


Limited 

CAPITAL      -  $1,000,000.00. 


LEON  GELINAS, 

Man  -Director, 

P.O.  Box  2775 

Foot  of  Nicolet  St. 
Cote  St.  Paul, 


75  Common  St. 

MONTREAL 


J.  H.  BOURKE, 

Sec. -Treat 

Tel.  Ex.  Main  34 


135  Bridge  St.  468  William  St.  270  Ottawa  St. 

Melocheville,  P.Q.  Three  Rivers,  P.Q. 


SAND  DELIVERED  BY  TRAMWAYS  IN  ALL  PARTS  OF  CITY  AND  ISLAND  OF  MONTREAL 
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THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  OFFICE  AND  WORKS: 

NIAGARA  FALLS 


ONT. 


For  Sale 

INDUSTRIAL  AND  CONTRACTORS' 
EQUIPMENT 

2 — Marion  Steam  Shovels,  Model  61,  Shop  No.  2822  and 
No.  2823,  2y2  yard  dippers,  first  class  condition. 
ALSO  A 

4-wheel,  15-ton  Brown  Hoist,  Shop  No.  4156.  Built 
1913.  40-foot  steel  lattice  boom.  Complete  with 
1^4  yard  clam  shell  bucket. 

WILSON  &  McGOVERN 

Room  505,  Lumsden  BIdg.,  TORONTO,  Ont. 

Phone  Main  5185.     Nights,  Park.  6906. 


Diamonds 

For  Sawing  Stone 


Furniss  Clarke  &  Co. 

364    University  Street, 
MONTREAL,  CANADA. 


Sole  Canadian  Agents  for 
The  Joyce-Koebel  Co., Inc. 

Ne\r  York  London 


IMMEDIATE  DELIVERY  FROM  STOCK 


iri 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  Iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


DAK"F  SWINGING 
ENGINES 


INSURE 

Speed  'Durability 
Economy 

Contractors  everywhere 
recognize  that  Dake  swing- 
ers save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:   A.   R.  Williams  Machinery  Company,  Limited. 


DOORS  AND 
SASH 

Why  should  ( get  my  doors  and  sash 
from  the  Pannill  Door  Company  ? 

BECAUSE:— 

Their  stock  is  high-grade  in  every 
respect. 

Their  service  is  good — I  will  get  deliv- 
ery when  I  want  it,  and  as  I  want  it. 

I  can  depend  on  their  statements  and 
promises  and  anything  which  is  not 
right  will  be  rectified. 

Their  prices  are  right. 

Klimax  Doors  with  Birch  Panels  will  in- 
crease the  value  of  your  house. 


THE 


PANNILL 


DOOR 
COMPANY 


131  Front  Street  East,  TORONTO,  ONT. 

Phone  Main  659 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  di.m.l.r 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diameter 

1551  Granville  Street     -     Vancouver,  B.C. 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


-Including- 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 

GALT         -  ONTARIO 


Hand  and  Power  from  ]/2  ton  to  6  ton 
capacity. 


Duplex  Boiler  Feed  Pumps 
for  high  and  low  pressures 


Scotch  Derricks 

for  Stone,  Freight  and  Storage  Yards 


Indespensable  to 
Contractors 


We  also  manufacture 

Contractors'  Machinery,  Brick 
Machinery,  Grey  Iron  Castings 
and  Cut  Gears 


Let  us  know  your  requirements 

JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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If  you  have  any 

Excavating,  Grading  or  Steam 
Shovel  Work  That  You  Want 
Done  Quickly  and  Efficiently 

COMMUNICATE  WITH  US 

WE  KNOW  THE  BUSINESS 
AND  HAVE  THE  EQUIPMENT 

Angstrom  &  Verochio,  Limited 

Main  2869  81  Victoria  Street,  TORONTO 


Standard    Underground    Cable  Co. 

of    Canada,  Limited 

Manufacturers  of 

3opper,  Brass,  Bronze  Wire 
Colonial  Copper  Clad  Steel  Wire 
Insulated  Wire  of  all  kinds 
Lead  Covered  and  Armored  Cables 
Cable  Terminals,  Junction  Boxes,  et 

General  Offices  and  Works:  Hamilton, 
Ont. 

Branch     Offices:     Montreal,  Toronto, 
Seattle. 

1 


VALUABLE  ASSETS 


FIRE  LINE  METER 


A  high-grade  water  meter  is  a  source  of  unfailing 
revenue  to  you  since  it  works  twenty-four  hours  a 
day.  If  you  are  in  business  to  sell  your  product  at 
a  profit,  it  is  absolutely  necessary  that  you  be  paid 
for  all  you  deliver.  But  the  cost  of  distribution  and 
the  cost  of  measuring  your  product  must  be  such  as 
to  allow  you  a  fair  margin  on  your  total  output.  A 
water  meter  that  has  to  be  repaired  frequently  is  apt 
to  cost  you  more  per  year  than  the  total  amount  of 
water  it  measures  in  the  same  time.  It  is  a  liability 
rather  than  an  asset  since  the  excess  cost  of  main- 
taining it  must  be  deducted  from  your  margin  of 
profit. 


Neptune  Meter  Company,  Limited 

W.  H.  RANDALL  Managing-Director 

Factory  and  Head  Office: — 

1197  King  Street  West,  Toronto,  Ontario 

WINNIPEG: — Walt h  &  Charles,  406  Tribune  Building 
MARITIME  PROVINCES: — James  Robertson,  St.  John,  N.B. 


J.  G.  AlUn,  President 


James  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  6f 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 


HAMILTON,  ONT. 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME.  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $3.45  per  bbl.  ; 
with  bags,  $4.40;  car  lots,  $2.70  on  the  track, 
with  pkgs.,  $3.50;  5c  per  bbl.  discount  20 
days,  car  load  lots. 

Lime — in  bulk — grey  87^ac.  delivered.  At  the 
warehouse,  grey  80c.  Hydrated  lime,  $22 
per  ton  delivered ;  $20.50  at  warehouse ;  in 
car  lots,  $19.50. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$30;  buff,  $30;  No.  2,  $28;  common  red 
stock  brick,  $23;  grey,  $23;  wire-cut  brick 
for  foundation  work,  $21.  Milton  Rug  brick, 
$32  to  $37;  Eatonia  brick,  $60;  sand  lime 
brick,  $17.25,  f.o.b.  car  at  King  Edward 
siding,  $16  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $55  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental,  $40,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $26  at  plant, 
$31  delivered  in  city. 

Fire  brick — delivered — Savage,  $80  per  M. ;  S. 
C.own,  $80;  W.  W.,  $65.  Fire  clay,  $16.50 
per  ton ;  chimney  tops,  $8.00  each. 

Flue  lining — delivered— list  price— 8^5  x  Syi  in., 
60c  per  ft. ;  8/j  x  13  in.,  90c  per  ft.  Dis- 
counts 30  and  10  per  cent,  off  list. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.05;  1  in.,  $2.25;  J4  in., 
$2.25;  crusher  run,  $2.15;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton,  2  in.  screened, 
$1.80  per  ton;  1  in.  screened,  $2.00  per  ton. 

LUMBER   (BUILDING  MATERIAL) 

Retail  Prices  Delivered 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $63;  10  and  16  ft.,  $65;  2  x  12  in.,  12 
and  14  ft.,  $64;  10  and  16  ft.,  $66;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $66.  No.  2,  $4  less 
tlian   No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $65; 
1x6  in.,  $67;  1  x  8  in.,  $70 ;  1  x  10  in.,  $75; 
1  x  12,  $80.    Shelving,  rough,  1  x  4  in.  and 

5  in.,  $78;  1x6  in.,  $S2;  1x8,  $86;  1  x  10, 
$90 ;  1  x  12,  $103 ;  2  x  4,  10-16  ft.  long,  com- 
mon, rough,  $70;  2  x  6,  $72 ;  2  x  8,  $74 ;  2  x 
10,  $78;  2  x  12,  $82.    No.  1  flooring,  $80; 

No.  1  V  or  beaded  sheathing,  4  in.,  $82. 
Pine  trim,  4  in.,  casing,  $4  per  100  ft. ;  5 
in.  ditto,  $5;  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $6.25. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $70  ;  1  x  6  and  2  x  6,  $72 ;  1  x  8 
and  2  x  8,  $74;  1  x  10  and  2  x  10,  $78;  1  x 
12  and  2  x  12,  $82. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $80;  12  x  18,  12  x  20,  14  x  18. 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$85.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $10.50;  XX  B.  C,  $8.00; 
N.  B.  extras,  $10.50;  N.  B.  clears,  $9.50; 
No.  1  W.  pine  lath,  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $5.50  base ;  twisted  and 
deformed,  $5.60;  3/16  in.  and  lighter  $6.00. 

Shapes — Angles,  35  lbs.  and  over,  per  yard,  $5.50 
per  100  lbs.  ;  under  35  lbs.  per  yard,  $5.70 
per  100  lbs. ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $5.60;  under  35  lbs. 
per  yard,  $5.80. 

Plates — 6  ins.  to  60  ins.  wide,  $7.00;  over  60  ins., 
$7.50.  Tank  and  boiler  plates — '/i  in.  and 
over  and  under  36  ins.,  $5.95.  Gauge  plates 
— no  quotations.  Black  American  Bessemer 
Plates — dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $5.00  per  100  lbs. 
Rivets — Button  and  cone  head — yi"  to  ft"  diam., 
$6.50. 


EXTRAS    FOR    SHAPES   AND  PLATES. 

L/lOc  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  l/10c  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/16  in.  thick  and  under.  l/10c 
per  lb.  for  Angles  under  5  in.  combined  legs 
Teaming  $2.00  per  ton,  minimum  charge 
$1.50. 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized   iron — dealers   not  quoting  prices. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 

SEWER  PIPE 

Sewer  Pipe — Toronto  prices,  with  discounts  as 
below,  f.o.b.  factory — 4  in.,  40c  per  ft. ;  6 
in.,  60c;  9  in..  $1.00;  12  in.,  $1.50;  15  in., 
$2.00;  18  in.,  $2.60;  21  in.,  $3.80;  24  in., 
$5.00.  Discounts,  4  in.  to  9  in.,  44%,  12  in. 
to  24  in.,  37%,  in  truck  load  lots. 

Tile  Wall  Coping — Delivered— 8  or  9  in.  wall 
coping,  60c  ft. ;  12  or  13  in.,  90c  ft.,  carried 
in  6,  12,  18  and  24  in.  lengths.  Discount, 
41%  off  list. 

PAINTS  AND  OILS. 

Prices,  delivered. 
White   lead — ground   in   oil,    less   than   ton  lots, 
$20.75  per  100  lbs.  ;  ton  lots,  $20.50  per  100 

lbs. 

Boiled  Linseed  Oil — in  bbls.,  $2.90  per  gal.  of  9 
lbs. ;  red  lead,  dry,  $17  per  100  lbs. ;  Pure 
puttv  in  bulk,  $9.95  per  100  lbs.  ;  in  100  lb. 
drums,  $10.80;  in  25-lb.  tins,  $11.45  per  100 
lbs. ;  steel  sash  putty,  in  25-lb.  tins,  $11.95 
per  100  lbs. ;  turpentine,  in  bbls.,  $4.25  per 
Imp.  gal.,  based  on  southern  gauge. 

Mortar  Color — Maroon,  in  bbls.,  2%c  per  lb.; 
black,  in  bbls.,  7c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
30c;  ultra  blue,  dry,  in  bulk,  25c;  green, 
French  permanent,  dry,  20c ;  ochre,  French, 
dry,  12c;  red  Venetian,  dry,  6c;  sienna.  It- 
alian, dry,  12c;  umber,  Turkey,  dry,  12'/2C. 

SUNDRIES 

Hard-wall  Plaster— Sanded,  in  ton  lots,  $10.50 
per  ton  at  the  warehouse ;  $12  delivered. 
Neat,  $15.50  at  the  warehouse;  $17.00  de- 
livered. 

Plaster  of  Paris — single  bbls.,  $6.75;  delivered  in 

6  barrel  lots,  $5.50;  at  warehouse,  $5.25. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  42j4c.  Lath 
yarn,  40c  per  lb. ;  in  full  coils.  33c. 


MONTREAL  PRICES 

CEMENT.  LIME,   AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton  ;  lump,  $15. 
Brick — No.    1   pressed,   $25.00;    No.   2  pressed, 

$20.00;   red  rustic,  $20.25;  vertical,  $21.50; 

plastic,  $16.00  at  plant. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c;  10-in.  52c;  12-in.  60c;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  86-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.00;  )4-in.  $2.35;  Ji-in. 

$3.00  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.45  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 
Steel  angles — 3  in.  x  8  in,  and  up.  $4.76;  1  In. 

x  1  in,  x  H  in.,  25c  extra;  H  in.  x  ^  in. 
H  in.,  75  cents  extra.     Boiler  plate* — \\  in. 


thick  and  thicker,  $5.00.  Circular  plates— 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  $6.15.  Beams 
and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $5.26,  f.o.b.  Mont 
treal,  net  cash.  Corrugated  iron — 26  gauge, 
$11.25;  28  gauge,  $10.50  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheets 
— Keystone  black,  28  U.  S.  gauge,  $11.50  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $100  for  6  in.  and 
larger,  and  $103  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot; — 4  in.,  30c;  6  in.,  40c  |  b 
in.,  70c;  9  in.,  80c;  10  in.,  $1.00;  12  in.,  $1.80; 
10  in.,  $1.80;  18  in.,  $2.00;  20  in.,  $3;  22  in.. 
$4;  24  in.,  $4.00;  27  in.,  $6  50;  30  in.,  $7.20. 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  06c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $8.20, 
$3.00,  $0.20,  $0.70.  One-eighth  bendi  (4  in. 
to  30  in  ),  $1.20,  $1.80,  $2.80  $3.60,  $4  20, 
$0.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28; 
ft,  $1.20,  $1.80,  $3.10,  $4.00.  $470,  $6.10, 
$14.40,  $20,  $24,  $32,  $36.  $02,  $07.60.  Double 
rollar.  U<»c.  $130.  $2  10.  $2  55.  $3.10.  $4.06. 
$5.40;  slant  1  foot  long  side  (4  in.  to  10 
in.).  90c.  $1.35,  $2  10.  $2.55.  $3.15,  $4  06. 
$5.40.  Single  branch  (ft  in  »o  9  in.),  3  ft., 
$2.26,  $3  60.  $4.25;  2  and  2H  U  (4  In.  to  30 
in  ).  $1.35.  $1.80.  $3.15.  $3.86.  $4.76,  $610, 
$8.10.  $11.25,  $13  60,  $18,  $20  25.  $32.60.  »5C 
Single  squares  (4  in.  to  30  In.)  ditto.  Double 
branch  and  double  square  and  V  pipe  (4  in.  to 
30  in.),  $1.80.  $2.70,  $4.90.  $6.30.  $7.35.  $10.80, 
$14.40,  $20.  $24.  $32,  $36.  $45.60.  $50.40. 
Syphon,  cesspool,  and  buchan  trap  (4  In.  to 
16  in  ).  $3.  $4.  $7.  $9.  $10.60.  $18.  Double 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in  ).  $3.  $4.  $7.    $9.    $10  50,  $18. 

These  prices  are  subject  to  a  discount  of  80 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  disroiint  of  from  50  5s  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  $4.30  per  bbl..  both  less  5%  for  cash. 
Rope — Best  Manilla,  35^c  basis  per  pound; 
Beaver  Manilla,  28c  basis;  sisal  rope,  22'Ac 
basis;  lath  yarn,  22'/ic  Boiled  linseed  oil — 
in  barrels,  $2.82j4  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.80. 


QUEBEC  PRICES 

(Effective  May  1,  1920) 
F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50,000  or  over, 
$16.50;  carload  lots,  less  than  50,000,  $18.50; 
selected  builders  for  veneering  work,  carload 
lots,  $22.00;  "Citadel"  rustic  face  brick,  $27 
to  $31. 

Baker  oven  tile.  15"  x  x  2'/2",  $25  per  100. 

"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 

splits,  7c  per  superf.  ft. ;  12  x  8  x  4,  solid, 

12c;  12  x  8  x  6,  19c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel  in  carload  lots,  bags 

returnable  in  good  condition  at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock   Brick — $19.50  per  thousand  delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet;  triple  ply,  $10.60  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 14}4c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3  90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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Concrete  at  Full  Speed 


INSLEY 
STEEL 
TOWERS 

and 

Counterweight 
Chutes 

are  the  very  latest  de- 
velopment for  handling 
concrete  rapidly  and 
economically. 

Insley  Steel  Towers 

can  be  set  up  and  taken 
down  easily,  moved 
from  one  job  to  another 
and  used  over  and  over 
again. 

Send  for  particulars  on 
Insley  Quick  Shift  Out- 
fits, also  Insley  Mast 
Hoist  Bucket  Outfits  for 
the  small  jobs.  * 


MUSSENS  LIMITED 


MONTREAL 
TORONTO 


WINNIPEG 
VANCOUVER 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS-continned 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.     (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel ; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$20;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $19;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone— l'A-in.  to  2-in.,  $3.65  per  yard; 
H-to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble stone,   $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 


LUMBER   (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 
Flooring.— 3  in.  No.  1  and  2  E.G.   Fir,  $115; 
4  in.  No.  1  and  2  E.G.  .Fir,  $115;  4  in.  No. 
3  E.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common   Pine,   $75;   4  in.   No.   3   Pine  or 
Spruce,  $61;  6  in.  No.  1  and  2  E.G.  Fir, 
$110;  6  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
•Fir  (Shiplap  Grade),  $75;  6  in.  No.  2  Com- 
mon Pine,  $80;  6  in.  No.  3  Pine  or  Spruce, 
$70;  2  x  6  No.  1  Common,  $70. 
For  selected  lengths,  add,  Pine,  $5.00;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $5;  for  l'A,  l'A  or  2  inch,  add 
5. 

Birch  and  Maple  Flooring — Clear  (First  Grade) 
—13/16  x  l'A  in.  to  2M  in.  face,  $190;  H 
x  l'A  in.  and  1)4  in.  face,  $147. 

No.  1  (Second  Grade)— 13/10  x  l'A  in.  to  2& 
in.  face,  $184;  H  x  l'A  in.  and  1)4  in  face, 
$139. 

No.  2  Factory— 13/16  x  l'A  in.  lo  l'A  in.  face, 
$153.00 

Selected  White— 13/16  x  l'A  in.  to  2'A  in.  face, 
$210.00 

DIMENSION  TIMBERS,  No.  1 
6  x  10  to  12  x  12,  up  to  32  ft.  long,  $76;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $77;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $78;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 


QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $400;  H 
x  l'A  in.  and  l\i  in.  face,  $350. 

No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 
$350;  H  x  l'A  in.  and  1)4  in.  face,  $250. 

PLAIN  RED  OAK  FLOORING 
Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $300;  H 
x  l'A  in.  and  2  in.  face,  $220. 


No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 
$100;  )i  x  l'A  in.  and  1)4  in.  face,  $115. 

STEEL  AND  IRON 

Eteel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs. ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  0  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  62c;  12  in. ,72c;  15  in., 
$1.20;  18  in.,  $1.70;  20  in.,  $2.10;  24  in., 
$2.75.  ^ 

Plaster  of  Paris,  $1  in  paper  bags ;  $1.45  in 
jute  bags. 

Plasterers'    Hair — 90c   per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack. 


PAINTS  AND  OILS 
Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 
Mixed  Paint— Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal.;  putty 
in  bulk,  'Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 

$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than   ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,   LIME,   AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware 
house,  sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.0U  per  bbl.  oi 
300  lbs. ;  superfine,  white,  $9.50  per  bbl. ; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house; $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver ;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f  ob.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan 
lilies 


LUMBER    (Building  Material) 

Vancouver  prices,  f.o.b.  mills : 
Prices  subject  to  frequent  change.     Mills  opciat 
ing  on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $40;  10  x 
10,  $40;  10  x  12,  $40;  10  x  14,  $40.50;  12  x 
12,  $40;  14  x  14,  $40.50;  14  x  16,  $41.50;  6 
x  10,  $40.50;  6  x  12,  $41 ;  8  x  10,  $41 ;  8  x 
12,  $40.50;  10  x  16,  $42;  12  x  16,  $42;  16  x 
16,  $41.50;  6  x  14,  $42 ;  8  x  14,  $42;  12  x 
18,  $43;  18  x  20,  $44;  14  x  20,  $43.50;  16  x 
18,  $43.50;  16  x  20,  $44.50;  18  x  18,  $43.50; 
20  x  20,  $43.50;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50;  1x4, 
$99.50;  1  x  4  flat  grain,  $89.50;  No.  1  and  2, 
1-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  l'A  and  l'A  inch  fir  double  dressed 
$76;  2-inch  fir  double  dressed  $77;  fir  lath, 
$16;  B.  C.  cedar  shingles,  XX,  $5.25;  XXX, 
$7.50;  XXXXX,  $9.25. 

STEEL   AND  IRON 
Vancouver  prices  f.o.b.  warehouse: 
Steel — round-  and  square  bars,  $6.00  base;  twist 

ed  and  deformed,  $7.50  base;  structural  sec 
tions,  $7.00. 

Galvanized  iron— 28  gauge.  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets 

$11.75;  9  and  10  ft.  sheets,  $11.00  i.n  squair 
Mlack  steel  sheets.  24  gauge.  $10.35  |>rr  100 

lbs. 

Steel  angles— $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams— $9.00  per  100  lbs.,  dr 
pending  on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  $9.00. 

SEWER  PIPE. 

Sewer   pipe — Vancouver  prices   f.o.b.    warehouse , 

4-in.,  17c  per  ft.;  6-in.,  25c  per  ft  ;  8  in..  SBW 
ft.;  10-in.,  45c  ft.;  12-in.,  65c  ft.;  15  in.. 
$1.10  ft.;  18-in.,  $130  ft.;  20-in.,  $1.55  ft.: 

24  it,.,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van 

couver,  bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla— H  in.,  39c  base;   y2  in.,  39^c; 
in.,  40c;   'A   in.,  40c;  second  grade,  33c 
base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  oi  t 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4.5. 

Raw  linseed  oil — In  bbls.,  $2.10  per  gal.;  red 
lead,  dry  $18.00  per  100  lbs. ;  in  oil,  22c : 
putty  in  bulk,  Standard,  $6.00;  Pure,  $8.00: 
Turpentine,  in  bbls.,  $1.45. 

White  lead— Giound  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 

Head  Office 

Mark  Fisher  Building 
MONTREAL 


CAST  IRON  PIPE 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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VALVE-HYDRANT  MANUFACTURERS 

WALKERVI LLE ,  ONT. 


Algoma 

Structural  Steel — Merchant  Bars 
Blooms,  Billets  and  Slabs 

Concrete  Reinforcing  Bars 
Shafting — Pulleys  —  Hangers 

Iron,  Brass  and  Bronze  Castings 

STEEL  RAILS— QP^  Hearth  Quality 
All  Sections — 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 

Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 

Basic        Foundry  Bessemer 
Spiegel 

Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie         -         -  Ontario 


HO 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Willis   Chipman,   M.   Eng.    Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
5eo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 
Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals   of   Works   and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
t«  Toronto  Street  -  TORONTO.  CAN. 
Water  Supply  and  Purification;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
Disposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.,  Ltd. 

"FARADAY  WORKS" 

LEICESTER  —  ENGLAND 

WATER  LEVEL 
INDICATORS 

CABLES:  "  LODESTONE,  LEICESTER 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

609  TEMPLE  BLDG.     -  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 
Inspection  'and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point   of   manufacture,   and    Testing  in 
our  own  Laboratories. 
The    most   up-to-date    commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Ilritain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineer* 

Water  Supply;  Sewerage  and  Drainage;  Water 
Purification;  Disposal  of  Sewage  and  Refute : 
Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 
MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


WILLIAM  GORE       WILLIAM  STORRIE 


M.E.I.C,  M.INST.  C.E.. 
M.AMER.  W.  W.ASSOC. 

GEORGE  G.  NASMITH,  C.M.G 


M.E.I.C.  A.M.INST.  C.E. 
M.  AMER.  W.  W.  ASSOC. 


PH.D.    D  SC..  D.P.H. 


GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation   Life    Building,  TORONTO. 


McAllister  &taylor 

ENGINEERS  A  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
87  Sun   Life  Bldg.,   HAMILTON,  ONT. 
Harbor    Improvements   and  Dredging 
Dams,  Piledriving,  Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


Pass 
it 

along: 


When  you  have  finished 
reading  this  paper  pass 
it  along  to  your  clerks. 
Encourage  them  to  read 
it  regularly--it  will  help 
them  and  that  means  it 
will  help  you. 


MILTON  HERSEY  CO.  LIMITED 

Industrial   Chemists  &  Inspectors 
PAVING 
Designed,  Superintended,  Inspected. 
Chas.   A.  Mullen.  Director 

CEMENT  &  SAND 
Tested    Physically,  Chemically 
MONTREAL    ....    -  WINNIPEG 


Illumination 


Power 


V.  K.  Stalford,  a.i.e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
Pipe,  Tile,  Building  Blocks  and  Trim 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  ond  Works— 63  Esplanade  E.  TORONTO 
Phones— slain  904  and  90S 


Phone  Main  2449  P.  O.  Box  -  3064 

ALEXANDER  WILSON 

Consulting   and    Supervising  Engineer 

Reports  Estimates  Valuations 

Power  Development  and  Transmission 
Industrial   Plants  Illumination 
Yorkshire  Bldg.,  136  St.  James  St. 
MONTREAL,  QUE. 


Established  1884. 


Main  2453. 


Thomson  Bros.  Limited 
General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  'Phones— Park    638.    Park  8302 
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Robert  W.  Hunt 
President 


Charles  Warnock 
Vice  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches;         Toronto         Vancouver         London,  England 


E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Construction 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont.; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.      PHILLIPS  SQUARE 
MONTREAL 


Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letter*  Patent 


Toronto 


Canada 


J.  P.  Anglin,  B.Sc.        H.  J.  Gross         C.  D.  Harrington,  B.Sc. 
President         Vice  Pres.  &  Treas.  Vice  Pres.  &  Manager 

ANGLIN-NORGROSS 

LIMITED 

CONTRACTING  ENGINEERS  &  BUILDERS 


Halifax  Shipyards,  Halifax 
Crane  Company,  Montreal 
Ames-Holden-McCready,  Ltd.,  Montreal 
Children's  Memorial  Hospital,  Montreal 
Steel  Company  of  Canada,  Montreal 
Canadian  Cottons  Limited,  Cornwall 
Canadian  Cottons  Limited,  Milltown,  N  B 
Canada  Amusement  Company,  Montreal 
Merchants  Bank,  Toronto 
Belding  Paul  Corticelli  Co.,  St.  Johns,  Que.- 
Belding  Paul  Corticelli  Co.,  Montreal 


MONTREAL 


TORONTO 


-Office  &  Power  House 
-Large  Industrial  Bldg 
-Factory 
-Hospital 

-Nut  and  Bolt  Works 
-Weave  Shed 
-Weave  Shed 
-Loft  Building 
-Bank  Building 
-Factories 
-Factory 

HALIFAX 


WE  NEED  THE  SPACE 
OCCUPIED  BY 

One  Model  30  Marion  Shovel, 
Revolving,  Long  Boom  and 
Dipper  Stick.    7-8  yd.  Dipper. 

15  Ton  Waterous  Road  Roller. 
20  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
14  Ton  St'd  Gauge  Saddle  Tank  Locomotive. 
12  Ton  36"  Gauge  Saddle  Tank  Locomotives. 
25-4  yd.  36"  Gauge  Contractors'  Dump  Cars. 
50  Assorted  Two-Wheel  Dirt  Scrapers. 
\y2  yd.  and  2  yd.  Clam  Shell  Buckets. 

8  x  10  Hoisting  Engine,  2  drum  and  Swinger. 
7  x  10  Double  drum  Hoist  with  Boiler. 

A3/4  x  6  Single  Drum  Builder's  Hoist. 
No.  3,  No.  4  and  No.  5  Gyratory  Crushers. 

9  x  15  Jaw  Crushers  on  Skids. 

1  yd.,  %  yd.  and  1/3  yd.  Concrete  Mixers. 

Also  large  stock  of  boilers,  pumps,  engines 
and  General  Contractors'  Equipment. 

WRITE  NOW  FOR  BARGAIN  PRICES. 
The 

A.  R.  Williams  Machinery  Co. 

Limited 

64-66  Front  St.  W.,  Toronto,  Ont. 


National  Iron  Corporation 


LIMITED 


Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  In  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 
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We  are  builders  of  railway  vehicles  to  suit  every  requirement  of  passenger 
freight  and  general  service  on  steam  and  electric  lines  either  to  the  purchaser's 
or,  if  required,  to  our  own  designs  and  specifications  for  home  or  export  orders 

Among  our  many  other  products  are  the  following: 


STEEL 


IRON 


CASTINGS 
ROLLED  BARS 
PRESSED  WORK 
COUPLERS 
SPRINGS 
BOLSTERS 
BRAKE-BEAMS 
DRAFT-ARMS 
RAILWAY  TRACKWORK 
ROLLING  MILL  ROLLS 
ETC. 


MALLEABLE  CASTINGS 
ROLLED  BARS 
CHILLED  WHEELS 
DROP  FORGINGS 
ROLLER  SIDE  BEARINGS 
ETC. 


If  not  mentioned  here  it 
is  probably  an  "Etc." 


FERRO-ALLOYS 

CASTINGS 
CRUSHER  JAWS 
DIPPER  TEETH 
BUCKET  LIPS 
PINS  &  BUSHES 
CRANK  SHAFTS 
CRANK  PINS 
ROLL  SHELLS 
SPECIAL  TRACKWORK 
ROLLING  MILL  ROLLS 
ETC. 


Our  plants  are  thoroughly  equipped  for  large  and  efficient  production, 
and  we  invite  correspondence  from  those  interested. 

Kindly  address:—    Sales  Department,  P.O.  Box  180,  Montreal 

CANADIAN  CAR  &  FOUNDRY  CO.,  LIMITED 
CANADIAN  STEEL  FOUNDRIES  LIMITED 
THE  PRATT  &  LETCHWORTH  CO.,  LIMITED 

PLANTS  AT  MONTREAL,  AMHERST,  N.S.,  WELLAND,  ONT.,  BRANTFORD,  ONT.,  FORT  WILLIAM,  ONT. 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 

Montreal  Office — Phone  Westmount  6800  Toronto  Office — 20  Victoria  Street 
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Turnbull 

Elevators 

Have  Been 

Tried 

and 

Proven 


A SHORT  investigation  of  the 
Turnbull  Elevators  now  in 
operation  in  Canada,  will 
substantiate  our  claims  as  to 
the  complete  satisfaction  of  every 
Turnbull  installation.  We  consider 
the  service  these  elevators  are  giv- 
ing to  be  the  best  recommendation 
we  can  give  for  Turnbull  satisfac- 
tion. You  will  find  these  lifts  oper- 
ating under  all  conditions,  and  made 
to  suit  numerous  requirements.  Ab- 
solute safety  is  the  basis  upon  which 
perfect  mechanism  is  fashioned  to 
give  highest  efficiency,  while  enhanc- 
ing the  appearance  of  any  building. 
They  lack  nothing  in  design  and  ap- 
pearance. 

They  are  made  in  Canada  by  a 
Canadian  Company,  and  have  been 
proving  their  worth  for  a  period  of 
years. 

Let  us  send  you  full  particulars 
regarding  an  installation  for  youi 
requirements.  We  shall  be  pleased 
to  give  estimates  or  prepare  sug- 
gestions without  obligation  to  you. 
Technical  descriptions  may  be  had 
for  the  asking. 


Turnbull  Elevator  Manufacturing  Co. 


126  John  Street,  TORONTO,  Ontario 


Montreal  Office 


202  Mappin  &  Webb  Building 
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"DOMINION"  Wire  Rope 

Flexibility  and  Strength 

for  the 

Stiffest  Requirements 

Let  us  quote  you  for 

Blocks,  Clips,  Thimbles  and  Shackles 

The  Dominion  Wire  Rope  Company,  Limited 


Head  Office:  MONTREAL 


Branches:    TORONTO  AND  WINNIPEG 


Let  us  quote  you  for 

The  "HOLT"  CATERPILLAR  Tractor 

which  is  now  available  for 

Agricultural  and  Commercial  Purposes 

"MARION"  Revolving  Shovels 

mounted  on 

Crawling  Traction  Trucks 

—     Specify  "RANSOME" 
Concrete 
Mixers 


■ 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


mi'  for 

Your  Next 
Contract 
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Head  Office 

MONTREAL 

Telephone  Main  3420 


Vol.  34 


Toronto,  June  23,  1920 
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PACIFIC  COAST  PIPE  CO.  Ltd. 


1551  Granville  Street, 


VANCOUVER,  B.C. 


Continuous 
Wood  Stave 
Pipe 

for  Hydro  Electric 
Power  Development 


This  illustration  shows  one  of  our  Stave  Pipes,  13 
ft.  6  in.  inside  diameter.  The  largest  Wood  Pipe  in 
Canada. 

The  problem  of  the  industrial  future  of  Canada  is 
largely  in  its  undeveloped  water  resources.  Our 
Wood  Stave  Pipe  will  solve  many  of  these  prob- 
lems where  low  initial  development  cost  has  to  be 
considered.  Write  us  for  information  and  estimates. 


Wire  Wound 
Wood  Stave 
Pipe 

for  General  Water 
Works  Systems 
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CHAIN 

Special  Crane  Chain 

Manufactured  by 

The  Earl  of  Dudley's 
Round  Oak  Works, 


Limited 


STAFFORDSHIRE, 
ENGLAND 


BRYDGES 
COMPANY 


REG'D 


METAL  AND 
WOODWORKING  MACHINERY 

189  St.  James  Street, 
Montreal 

STOCKS    CARRIED   IN  MONTREAL 
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Three  of  Our  Many  Machines 
That  Have  Made  Good 


The  LONDON  Concrete 
Brick  Machine 

lias  developed  many  a  prosperous  brick  making  business, 
and  is  helping  to  fill  a  big  demand  for  Concrete  Bricks. 
Makes  a  good  quality  of  brick  and  does  it  rapidly.  Every 
contractor  can  make  money  by  installing  a  LONDON 
Concrete  Brick  Machine. 
Further  particulars  on  request. 


■nil 


The  LONDON 
Concrete  Block 
Machine 

Produces  concrete  blocks  in  any  design 
or  shape  on  the  same  adjustable  mould 
and  one  width  of  pallet.  The  many 
handsome  buildings  now  constructed  of 
concrete  blocks  prove  how  rapidly  the 
demand  is  growing. 

Let  us  tell  you  more  about  the  pro- 
fitable work  done  by  the  use  of  a  LON- 
DON Concrete  Block  Machine.  Write 


The  LONDON  Cart  . 

has  demonstrated  its  value  on  hundreds  of  jobs  by 
the  time  it  saves  in  the  moving  of  material.     It  is 
strongly   constructed   of   tested   material,   and   is  de- 
signed and  made  in  our  own  factory.    There  is  no 
imported  cart  so  low  in  price,  and  no  cart  that  will 
give   better   and    longer   service.     Write   for  further 
particulars. 

We  manufacture  a  complete  line  of  Concrete  Mixers,  Diaphragm  Pumps, 
Gasoline  Hoisting  Engines,  Brick  Machines,  Block  Machines,  Tile  and 
Sewer  Pipe  Moulds.    Our  catalogue  will  be  sent  on  request. 

London  Concrete  Machinery  Co.,  Limited 

LONDON,  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery 
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HARDY  SIMPLEX 

HAMMER  DRILLS 

NEW  AND  IMPROVED  TYPES 


Hand 
Cradle 


Stopers 
Drifters 


All  The  Very  Latest  Designs 


"Titanic"  Hollow  Drill  Steels 


WRITE  FOR  BULLETINS 


SAMI 0SB0RN 


Branches  and  Stock  : 


(Canada) 
MONTREAL 

TORONTO 


Limited 


VANCOUVER 
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Increase  your  YARDAGE— DECREASE  your  Costs 

Buy  Bucyrus  Shovels 

THEY  NEVER  FAIL  TO  DO  IT 


We  sell  all 
Bucyrus  Products 
Steam  Shovels 
Electric  Shovels 
Dragline 

Excavators 
Trench 

Excavators 
Wrecking  Cranes 
Unloading  Plows 
Dredges 
Pile  Drivers 

New  and 
Second-hand 
Contractors' 

Equipment 
of  all  kinds 


We  represent 
Western  Wheeled 

Scraper  Co. 
and  sell  all  their 
products 

Air  Dump  Cars 

Dump  Wagons 
Elevating 

Graders 
Scrapers,  Etc. 


Locomotives 
(all  kinds) 
Freight  Cars 
(all  kinds) 
New  and 

Second-hand 


WORKING  DIMENSIONS  BUCYRUS  REVOLVING  SHOVELS 


Capacity  of  Dipper  (level  full) 


14- B 

2/3  cu.  yd. 


18-B 
%  cu.  yd. 


35-B 
l'A  cu.  yd. 


Trac.  .  Cat.  Trac.         Cat.  Trac.  Cat. 

Dumping  Radius   21'- 6"  21'-.G"  23'- 5"  23'- 5"  30'- 6"  30'- 6" 

Height  of  Dump   11'-  2"  11'- 11"  11'- 10"  12'- 2"  17'- 3"  17'- 0" 

Maximum  Width  of  Level  Floor  . .  .  .  34'-  0"  34'-  0"  37'-  0"  37'-  0"  45'-  0"  45'-  0" 

Dig  Below  Wheels                                    3'-  2"       2'-  5"  3'-  3"       2'- 11"  5'-  1"       5'-  3" 

Width  of  Cut  at  8  Feet   47'- 0"  47'- 0"  51'-  0"  51'- 0"  65'- 0"  65'- 0" 

Height  Dipper  Will  Cut   16'- 6"  17'- 3"  18'- 0"  18'- 4"  25'- 0"  24'- 10" 

Mechanical  Shovels  built  by  BUCYRUS  COMPANY,  South  Milwaukee,  Wis.,  are  unsurpassed,  and  thous- 
ands of  contractors  are  ready  to  testify  that  in  WORKING  RANGE,  ECONOMY,  SIMPLICITY,  STRENGTH, 
MOBILITY  and  EFFICIENCY, 

BUCYRUS  SHOVELS  HAVE  NO  EQUAL. 

CATERPILLAR  TRACTION  helped  to  win  the  war.    Have  you  yet  used  it  to  help  you  win  profits?    Let  us 
show  you  how  it  can  be  done. 

Before  purchasing  a  shovel  write  to  us;  practical  shovel  experts  on  our  staff  will  gladly  place  before  you 
facts  and  figures  demonstrating  how  BUCYRUS  SHOVELS  cut  down  your  costs  and  increase  your  yardage 
without  equal. 


Canadian     Equipment     CO.     Limited    Representatives  for  Eastern  Canada  for : 

285  Beaver  Hall  Hill       -       Montreal  Bucyrus  Company,  South  Milwaukee,  Wis. 

Branch:    St.  Catharines,  Out.  Western  Wheeled  Scraper  Co.,  Aurora,  111. 
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Acetylene  Gas 

The  Pre6t-0-Lite  Co.,  Inc. 
Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 

Canadian  Allis-Chalmers,  Ltd. 
Air  Washing  Plants 

Spray    Engineering  Co. 

Aluminium 

Spielman  Agencies  Regd. 

Air  Hoists 

Canadian  Ingersoll-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Ash  Conveyors 

Booker  &  McKechnie 

Jeffrey  Mfg.  Company 
Ash  Hoists 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Company 
Asphalt 

Asphalt  Association 

Imperial  Oil  Company,  Ltd. 

Robertson  Co.,  II.  H. 
Beam  Spans 

Hamilton  Bridge  Works  Co. 

McKinnon  Steel  Company 

Sarnia  Bridge  Company 
Belting    (Transmission,  Elevator, 
Conveyor,  Rubber) 

Cam-Fish  Company 

Dunlop  Tire  &  Rubber  Goods  Co. 

Goodyear  Tire  &  Rubber  Goods 
Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Blocks  (Wire  and  Manilla  Rope) 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Boilers 

Canadian   Mead-Morrison  Co. 

Canadian  AJlis-Chalniers  Ltd. 

Canadian  Ingersoll-Rand  Co. 

Inglis  Companyj  John 

Marsh  Engineering  Works,  Ltd. 

Mussens  Limited 

Robb  Engineering  Works 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 
Boiler  Inspection 

Trades  &   Labour   Branch  Dept., 
Public  Works 
Boxes — Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Brass  Goods 

Dunlop  Tire  &  Rubber  Goods  Co. 
Brick  Dryers 

Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton   Bridge  Works  Co. 
Standard  Steel  Construction  Co. 
Toronto  Steel   Construction  Co. 

Bridges  (Steel) 

Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DcsMoincs  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Sarnia  Bridge  Company 

Buckets 

Canadian  Link- Belt  Co. 
Canadian    Mead-Morrison  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Manitoba  Biidge  &  Iron  Woiks 
Mansfield  Engineering  Co. 
Morris  Crane  &  Hoist  Co..  Her- 
bert. 


Buckets   (Drag  Line) 

Brown  Hoisting  Machinery  Co. 

Mansfield  Engineering  Co. 
Buckets — Steel 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Company 

Mansfield  Engineering  Co. 

McKinnon  Steel  Company 

Marsh  Engineering  Works,  Ltd. 
Building  Materials 

Britnell  Limited 

Drummond   and  Reeves 

Robertson  Co.,  H.  H. 

Sand  &  Supplies 

Trussed  Concrete  Steel  Co..  Ltd. 

Vitrified  Clay  Pipe  Publicity 
Bureau. 
Building  (Steel) 

Standard  Steel  Construction  Co. 
Cable 

Dominion  Wire  Rope  Co.,  Ltd. 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cars — Steel  Body 

Marsh  Engineering  Works,  Ltd. 

Mackinnon   Steel  Co. 

Williams  Machinery  Co.,  A.  R. 
Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Company  "* 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Super  Cement   (America)  Ltd. 

Britnell  &  Company 

Canada  Cement  Company 
Cement  Hardener 

Beveridge  Paper  Co. 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 

Dominion  Tar  &  Chemical  Co. 

Ideal  Concrete  Machinery  Co. 

Imperial  Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Spielman  Agencies  Regd. 
Centrifugal  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Blower  &  Forge  Co. 

Canadian    Ingersoll-Rand  Co. 

Dayton  Dowd  Company 

National  Equipment  Company 
Chains 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Company 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Vitrified  Clay  Pipe  Publicity 
Bureau. 
Coal  Handling  Apparatus 

Canadian    Mead-Morrison  Co. 

Brown   Hoisting  Machinery  Co. 

Canadian   Link- Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-Llte  Co.,  Inc. 
Concrete   Block  Machinery 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co. 
Concrete  Buggies 

Canadian  Welding  Works 

London  Concrete  Machinery  Co 
Concrete  Culvert  Pipe 

Concrete  Pipe  &  Products  Co. 

Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Ideal   Concrete  Machinery  Co. 


London  Concrete  Machinery  Co. 

Mussens  Limited 
Concrete  Sewer  Pipe 

Dominion  Concrete  Company 

vitrified  Clay  Pipe  Co. 
Conduits 

Conduits    Company,  Limited 

National    Conduit  Company 

Vitrified  Clay  Pipe  Publicity 
Bureau. 
Contractors 

AngHn-Norcross  Limited 

Archibald  &  Holmes 

Canadian   Engineering  &  Con- 
tracting Co. 

Cape  &  Company,  E.   G.  M. 

Dufferin  Construction  Co. 

Gore,  Nasmith  &  Storrie 

Holmes  &  Co.,  Fred 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Miller  &  Son.  Roger 

Thomson  Bros. 

Wells  &  Gray 
Contractors'  Bonds 

Canadian  Surety  Company 

London   Lancashire   Guaranty  & 
Accident  Company 

United   States   Fidelity   &  Guar- 
anty Company 
Contractors'  Plant  &  Supplies 

Austin  Machinery  Co. 

Ball  Engine  Company 

Canadian  Mead-Morrison  "Co. 

Boving  Hydraulic  &  Engineering 
Company 

Brown     Hoisting    &  Machinery 
Company 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Link  Belt  Co. 

Dake  Engineering  Works,  Ltd. 

Gartshore,  John  J. 

Hamilton  Bridge  Works  Co. 

Hepburn  Ltd.,  John  T. 

Jeffrey  Mfg.  Company 

Manitoba  Bridge  &  Iron  Works 

Marsh  Engineering  Works,  Ltd. 

S'essenwein  Bros. 
Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 
Conveying  Appliances 

Barber-Greene  Company 

Brown  Hoisting  Machinery  Co 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Mansfield  Engineering  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 

Can.  Ingersoll-Rand  Co.,  Ltd 
Cranes,  Travelling  and  Locomotive 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Canadian  Mead-Morrison  Co. 

Boving  Hydraulic  &  Engineering 
Company 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Maritime  Bridge  Company 

Morris  Crane  &  Hoist  Co.,  Her- 
bert. 

Northern    Crane  Works 
Creosote  Oils 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada    Crushed   Stone  Corpora 
tion 

Crushed   Stone.  Limited 

Montreal  Crushed  Stone  Co. 
Crushers   (Stone  and  Rock) 

Canadian   Allis-Chalmers  Ltd. 

Canadian    Tneersnll-Band  Co 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Jeffrey  Mfg.  Company 

London  Concrete   Machinery  Co 

Mussens  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Beveridge  Paper  Co. 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil   Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Doors 

Pannill  Door  Company 
Derricks  and   Derrick  Fittings 
Canadian   Mead-Morrison  Co. 
Hepburn  Ltd.,   Tohn  T. 
Hopkins  &  Co.,' Ltd.,  F.  H. 
Maritime  Bridge  Company 
Marsh   Engineering   Works,  Ltd. 


National  Equipment  Company 

Northern  Crane  Works 
Diamonds 

Joyce-Koebel  Company 
Diamond  Saw  Teeth 

Joyce-Koebel  Company 
Ditching  Machines 

Ball  ' Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Canadian  Mead-Morrison  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Drills 

Canadian  Allis-Chalmers  Ltd. 

Canadian    Ingersoll-Rand  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 
Dump  Cars,  Wheels,  etc. 

Gartshore,  John  j. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 
Dump  Wagons 

Seagrave,  Lougheed  Co. 

Swedish  Crucible  Steel  Co. 
Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 
Elastite 

Carey  Company,  Philip 
Electric  Impulse  Clocks 

Gent  &  Company,  Limited 
Electric  Water  Systems 

Ontario   Wind   Engine   &  Pump 
Company 
Electrical  Specialties 

Spielman  Agencies  Regd. 
Electrical  Supplies 

Canadian  General  Electric  Co 
Elevator  Doors 

Ormsby  Company,  A.  B. 
Elevators 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 

Northern   Crane  Works 

Turnbull  Elevator  Company 
Enameled  Brick 

American   Enameled   Brick  & 
Tile  Company 
Engines 

Canadian   Allis-Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Inglis  Company,  John 

Robb   Engineering  Works 

Waterous  Engine  Works  Co. 
Engines — Swinging 

Canadian  Mead-Morrison  Co. 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec 
tion  Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthington,  W.  R. 
Excavators 

Ball  Engine  Company 

Canadian   Mead-Morrison  Co. 

Engineering  &  Machine  Wks.  <"o. 

Harris  Mfg.  Co.,  J.  W. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Mansfield  Engineering  Co. 
Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co 
Fire  Brick  (Plastic) 

Beveridge    Paper  Co. 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  A.  B. 

Roberson-Oleson  Limied 
Fire  Escapes 

Canadian  Welding  Works 

Dennis  Wire  &  Iron  Works  Co 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co 
(Continued  on  N) 
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The  first  building  excav- 
ation in  England  to  be 
handled  by  steam  shovel. 

This  photo  shows  the  first  cellar 
excavation  by  steam  shovel  in 
Great  Britain.  A  $400,000  contract; 
chewing-gum  factory;  London,  for 
Adams  &  Beemans,  Ltd. 

They  have  had  big  "steam  nav- 
vies" in  England,  but  never  be- 
for  a  steam  shovel  of  the  Amer- 
ican revolving  type — able  to  travel 
anywhere,  and  profitable  for  build- 
ing excavations. 

The  revolving  steam  shovel  was 
first  used  as  a  cellar-digger  in 
England  by  F.  D.  Huntington, 
Ltd.,  of  London,  one  of  the  most 
wide-awake  engineering  firms  in 
Great  Britain.  Within  the  last  ten 
months  of  1919  this  organization 
started  about  $7,000,000  worth  of 
work,  including  a  $4,000,000  store 
for  Selfridge  &  Co.  Writes  F.  D. 
Huntington,  Managing  Director  of 
the  company:  "The  ERIE  has  cut 
our  excavation  costs  practically  in 
half." 

After  the  Huntington  firm  had 
such  great  success  with  their 
Erie  Shovel,  we  began  to  re- 
ceive orders  for  ERIES  from  all 
parts  of  Great  Britain.  Within  a 
few  months  many  more  ERIE 
Shovels  had  been  ordered  for  vari- 
ous uses. 


The  ERIE  is  valuable  for  cellar  excava- 
tion ;  digs  sewer  and  water  trenches ;  cuts 
grade  for  street  and  road  construction ;  quar- 
ries rock ;  excavates  gravel.  Equipped  as  a 
locomotive  crane,  with  its  structural  steel 
boom,  the  ERIE  handles  a  clam-shell,  orange- 
peel,  or  drag-line  bucket — with  splendid  re- 
sults. 

In  the  United  States,  the  strength  and 
reliability  of  the  ERIE  Shovel  have  made  it 
the  favorite  machine  of  its  class.  During  1918 
and  1919  there  were  more  Type  "B"  ERIES 
sold  than  all  other  makes  of  %  cubic  yard 
shovels  combined.  Now  there  are  more  than 
1,200  ERIES  in  service. 

We  would  like  to  send  you  a  booklet  of 
photos  and  facts,  showing  just  what  the  ERIE 
can  do.   Write  for  a  copy  of  Bulletin  N. 


BALL  ENGINE  CO. 


ERIE,  PA. 


Builders  of  ERIE    Steam  Shovels;  Locomotive 
Cranes;  Railway  Ditchers. 
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Fittings 

Crane  Limited 
Flag  Poles 

MacKinnon  Steel  Company 

Ontario   Wind   Engine   &  Pump 
Company 

McGregor  &  Mclntyre 
Flooring  Materials 

Armstrong  Cork  Company 

Imperial  Oil  Company 

Sonneborn   Sons.   Inc.,  L. 

Vitrified  Clay  Pipe  Publicity 
Bureau. 

Forges 

Canadian  Blower  and  Forge  Co. 
Forgings,   Steel  &  Iron 

Manitoba  Bridge  &  Iron  Works 
Galvanized  Cornices 

Gait  Art  Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Allis-Chalmers  Ltd. 

London  Concrete  Machinery  Co. 

Ontario   Wind    Engine   &  Pump 
Company 

Osborn  Canada  Ltd.,  Samuel 
Generators 

Canadian  General  Electric  Co. 
Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown     Hoisting     <s  Machinery 
Company 
Gravel 

Sand  &  Supplies 
Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 


Hauling  Contractors 
Augstrom  &  Verochio 

Heating  Apparatus 

Dunham  Company,   C.  A. 
Canadian  Blower  and  Forge  Co. 
Montreal  Machine  Shop,  Ltd. 

Heat  Insulating  Materials 
Armstrong    Cork  Company 

Heating  Systems  (Steam  Traps) 
Dunham  Company,  C.  A. 

Hoists,  Electric 
Canadian  Link-Belt  Co. 
Northern   Crane  Works 

Hoisting  Apparatus 

Brown  Hoisting  Machinery  Co. 
Canadian   Mead-Morrison  Co. 
Herbert  Morris  Crane  &  Hoist 

Company 
Hopkins  &  Company,  F.  H. 
Jeffrey  Mfg.  Company 
London  Concrete  Machinery  Co. 
Marsh   Engineering   Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams   Machinery   Co.,   A.  R. 

Hoisting  Engines 

Canadian    Allis-Chambers  Ltd. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Goodyear  Tire  &  Rubber  Co. 

Hydrants 

Canada  Iron  Foundries 
Kerr    Engine  Company 
Gartshore-Thompson  Pipe  Co. 
McAvity  &  S'ons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
McKinnon  Steel  Company 


Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Company 
Insulating  Compounds 

Imperial  Oil  Conipany,  Ltd. 

Spielman   Agencies  Regd. 

Standard  Underground  Cable  Co. 
of  Canada  Limited 
Insulating  Bricks 

Armstrong  Cork  Company 
Jib  Cranes  (all  kinds) 

Hamilton   Bridge   Works  Co. 

Northern   Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 
Hamilton   Bridge  Works  Co. 
Kilns 

Canadian   Blower  and  Forge  Co. 

McKinnon  Steel  Company 
Lead  Pencils 

American  Lead  Pencil  Company 
"Lidgerwood"  Hoists 

Canadian  Allis-Chalmers  Ltd. 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Iron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown     Hoisting    &  Machinery 
Company 

Canadian  Link-Belt  Co. 
Lumber 

B.    C.   Lumber  Commissioner 
Machinery  Insulation 

Armstrong  Cork  Company 
Malleable  Castings 

Pratt  &  Letchworth  Co. 

Metal  Lath 

Canadian   Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Trussed  Concrete  Co.,  Ltd. 


Mill  Supply  Department 
Beveridge  Paper  Co. 

Motors 

Canadian  General  Electric  Co. 
Motor  Trucks 

Tiffin  Wagon  Company 

Ford  Motor  Company 
Nozzles 

Spray  Engineering  Co. 
Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 

Hamilton  Bridge  Works  Co. 

Imperial  Oil  Company,  Ltd. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 
Ornamental  Iron 

Canadian  Welding  Works 

Dennis  Wire  Iron  Works  Co. 
Ornamental  Moulds 

Ideal  Concrete  Machinery  Co. 

London  Concrete  Machinery  Co 
Packing 

Dunlop  Tire  &  Rubber  Goods  Co 

Paint  (Heated  Surfaces) 
Ric-Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Spielman  Agencies  Regd. 
Paints  (Bridge  and  Structural  Iron 

and  Pipe  Coating) 

Barrett  Company,  Ltd. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Ontario  Rock  Company 

Sonneborn  S'ons  Inc.,  L. 

Spielman  Agencies  Regd. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Paint  Spraying  Equipment 

Spray  Engineering  Co. 
Park  Sprinklers 

Spray  Engineering  Co. 
(Continued  on  page  10) 


Stop — Read — and  Ponder 

When  You  Buy  Your  Hoist      When  You  Buy  Your  Hoist 
in  the  U.S.  in  Canada 


a  $900  Hoist  Will  Cost 
You  $1000,  or  More 

owing  to  the  present  high  rate  of  ex- 
change and  duty  extra. 

||  If  you  have  a  breakdown  and  want  re- 
pairs or  replacements  your  manufactur- 
er is  in  a  foreign  country,  with  all  the 
governmental  red  tape  and  customs  pro- 
cedure, etc.,  between  you  and  your  re- 
pairs. 


a  $900  Hoist  Will  Cost 
You  Only  $900 

with  no  vexatious  extras  for  exchange 
or  duty. 

If  If  you  have  a  breakdown  your  manu- 
facturer is  in  Canada,  has  his  stake  in 
Canada,  has  an  interest  in  building  up 
Canada,  and  must  and  does  back  up  his 
Canadian  guarantee  promptly. 


Moral—Buy  a  Hoist  Made  in  Canada  and  Guaranteed  in  Canada  by 

Marsh  Engineering  Works,  Limited,  E't?S!iSheJ  Belleville,  Ontario 

Sales  Agents :  MUSSENS  LIMITED,  Montreal,  Toronto,  Winnipeg  and  Vancouver 


June  23,  1U20 


THE  CONTRACT  RECORD 


PERFECTION--  PRODUCTION  •  PERFORMANCE 


UPWARDS  of  125,000  Little  Giants, 
now  the  world's  standard  air  drill, 
are  giving  faithful,  economical  service. 

The  present-day  perfection  of  Little 
Giant  Air  Drills  is  due  largely  to  the 
ever-active  efforts  of  scientific  experts. 

Both  in  manufacture  and  application, 
Little  Giant  quantity  is  based  on  quality. 

Exacting  tests  by  skilled  metallurgists 
maintain  proper  physical  properties  of  all 


metals  composing  each  Little  Giant  part. 

Research  engineers  are  constantly  con- 
tributing to  the  further  perfection  and 
utility  of  Little  Giants,  as  evidenced 
by  their  many  exclusive  features. 

Gauge  these  qualities  by  comparative 
tests  in  your  own  shops.  A  trial  Little 
Giant  Air  Drill  can  be  promptly  sup- 
plied from  large  stocks  now  carried  at 
the  Company  Branches  listed  below. 


Sales  and  Service  Branches: 


Sales  Representatives 

The  Hold  en  Company,  Limited 

354 *356  St-  James  Street,  Montreal,  Canada 
TORONTO.  342  Adelaide  Street.  West    WINNIPEG.  150  Princess  Street    VANCOUVER,  St  Peodet  Street 
Canadian  Factory:    Canadian  Pneumatic  Tool  Company,  Montreal 


P-64-H 


BOYER  PNEUMATIC  HAMMERS  "LITTLE  GIANT  PNEUMATIC  AND  ELECTRIC  TOOLS 
CHICAGO  PNEUMATIC  AIR  COMPRESSORS  • -VACUUM  PUMPS -PNEUMATIC  HOISTS, 
GIANT  OIL  AND  GAS  ENGINES  ^<gA7>>^..  ROCK  DRILLS  ••  COAL  DRILLS 


Dependable  Power  at 


Less  Cost  Per  Hour 
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having  and  Paving  Materials 
Barrett   Company,  Limited 
Brodies  Limited 
Carey  Company,  Philip 
Dominion  Tar  &  Chemical  Co. 
Imperial    Oil   Company,  Ltd. 
Trussed  Concrete  Steel  Co.,  Ltd. 
Warren    Bituminous   Paving  Co. 

Pipe   (Concrete,   Iron   &  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion   Concrete  Company 
Gartshore  Thompson   Pipe  Co. 
National  Iron  Works 

Pipe  Covering  (Underground) 
Ric-Wil  Company 

Pencils  (Lead) 

American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile   Driving  Machinery 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 

Robb   Engineering  Works 

Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  t.  H. 
Manitoba  Bridge  &  Iron  Works 
Waterous  Engine  Works  Co. 

Road  Material 

Barrett  Company 
Dominion  Tar  &  Chemical  Co. 
Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 

Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 
Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company.  Ltd. 
Vitrified  Clay  Pipe  Publicity 
Bureau. 

Rubber  Goods 

Barrett  Company,  Limited 

Road  Oil 

Imperial   Oil   Company,  Ltd. 

Pneumatic  Machinery 
Canadian   Ingersoll-Rand  Co. 

Power  Enginea 

Boving  Hydraulic  &  Engineering 

Company 
Inglis    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 

Goldie  &  McCulIoch  Co. 

Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American   Well  Works 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Cook,  A.  D. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Inglis   Company,  John 

Ontario   Wind   Engine   &  Pump 

Company 
Waterous  Engine  Works  Co. 
Quarry  Machinery 

Canadian  Ingersoll-Rand  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 

Ralls 

Sessenwcin  Bros. 


Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 
Gartshore,  ojhn  J. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Steel  Company  of  Canada 

Reinforcements,  Concrete  and  Steel 

Haines  &  David  Ltd. 

Canadian  Siegwart  Beam  Co. 

Burlington  Steel  Company 

Canada  Wire  &  Iron  Goods  Co. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 
Rigging  Screws 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Drags 

Sarnia  Bridge  Company 

Road  Machinery 

Austin  Machinery  Co. 
Sauerman  Bros. 

Road  Materials 

Warren   Bituminous   Paving  Co. 

Road  Scraper  Knives 
Shunk  Plow  Company 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 
Roofing  Material 

Beveridge  Paper  Co. 
Sand 

Sand  &  Supplies 
Saw  Teeth 

Joyce-Koebel  Co. 
Screens 

Canada  Wire  &  Iron  Goods  Co 
Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Vitrified  Clay  Pipe  Publicity 
Bureau. 

Sheathing 

Barrett    Company,  Limited 
Shingles  (Asbestos) 

Barrett  Company 
Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 
Shovels  (Steam) 

Ball  Engine  Company 

Canadian  General  Electric  Lo. 

Canadian  Mead-Morrison  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Sidewalk  Doors 

Canadian  Welding  Works 

McGregor  &  Mylntyre 
Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 
Silo  Moulds 

London  Concrete  Machinery  Co. 
Skylights 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  ,Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Standard  Steel  Construction  Co. 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 
Stair  Builders 

Canadian  Welding  Works 

Canada  Wire  St  Iron  Goods  Co. 

McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 


McAvity  &  Sons,  T. 
Turnbull  &   Co.,  Harvard 

Steel 

Burlington  Steel  Company 
Frost  Steel  &  Wire  Co 
Hopkins  &  Co.,  Ltd.,  f.  H. 
McKinnon   Steel  Company 

Nova  Scotia  Steel  &  Coal  Co. 
Toronto  Steel  Construction  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Bars 

Burlington  Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Steel  Lath 

Gait  Art   Metal  Company 

Steel  Pipe 
Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 

Steel  Plate  Construction 

Hamilton   Bridge   Works  Co. 

Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh   Engineering   Works,  Lid. 
Standard  Steel  Construction  Co. 
Waterous  Engine  Works,  Co. 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel  &   Radiation,  Limited 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Street  Oilers 

Seagrave,  Lougheed  Co. 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Worfcs 
Maritime   Bridge  Company 
Reid  &  Brown  Structural  Steel  & 

Iron  Works 
Sarnia  Bridge  Company 
Standard  Steel  Construction  Co 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Clialmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba   Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario   Wind    Engine   &  Pump 

Company 
Robb   Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton   Hersey  Company 

Tile  Moulds 

London  Concrete  Machinery  oo. 


Towers 

Can.  Chicago  Bridge  &  Iron  Co 
Hamilton    Hndgc    Works  Co 

Standard  Steel  Construction  Co. 

Trailers 

Seagrave,  Lougheed  Co. 

Transformers 

Canadian  General  Eelecuic  Co. 
Trap  Rock 

Ontario   Rock  Company 

Turnbuckles 

Dominion  Wire  Rope  Company 
Valves 

Canada  Iron  Foundries 

Crane  Limited 

Gartshore-Thompson    Pipe  Co 
McAvity  &  Sons,  Ltd. 
Turnbull  &  Co.,  Harvard 

Ventilators 

Robertson  Co.,  H.  H. 

Ventilating    &    Heating  Apparatus 
Canadian  Blower  and  Forge  Co. 

Varnishes — Insulating 
Standard  Underground  Cable  Co 
of  Canada,  Limited 

Wall  Ties 

Canadian    Self-Locking  Concrete 

Wall  Company 
Gait  Art  Metal  Company 

Wallboard   (Asbestos,  Linabestos) 

Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Beveridge  Paper  Co. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Water_  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 

Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 

Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 

Welding  Engineers 

Canadian  Welding  Works 


Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind   Engine   &  Pump 
Company 

Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
Johnson  &  Sons,  C.  H. 

Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 

Wood  Pipe 

Canadian   Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver  Wood   Pipe  &  Tank 
Company 

Wood  Preservatives 
Beveridge  Paper  Co. 

Wood  Tanks 

Pacific   Coast    Pipe  Company 
Vancouver  Wood  Pipe  and  Tani 

Company 


Tune  2.'!,  1920 
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You  Can  Trust  British  Products 


99 


Manufactured  by 

Kerner-Greenwood  &  Co.  Ltd., 

KING'S  LYNN,  England. 

PUDLO 


MAKES  CEMENT  WATERPROOF 

A  very  small  proportion  (l%-5%,  according 
to  the  nature  of  the  work)  added  to  the  Ce- 
ment, absolutely  prevents  damp  or  water 
penetrating  concrete;  stops  all  leakages;  and 
is  absolutely  dependable. 


iiiiiinii 


Stocked  by 


99 


1 

Made  by 

Griffiths  Brothers  &  Co., 

LONDON,  England. 

FERRODOD 
PAINT  ^ 

AFFORDS  PERFECT  PROTECTION 


An  elastic,  rustproof  paint,  superior  to 
graphite  or  red  lead.  Defies  all  climatic  con- 
ditions. Impervious  to  acids,  salt  spray,  fac- 
tory fumes,  etc.  Affords  perfect  protection 
for  metals,  wood,  concrete  and  all  structures. 


Write  for  Booklets  CR. 


Spielman  Agencies,  (Regd.) 

45  St.  Alexander  St.,  Montreal 


Dundas 

Crushed 

Stone 


When  you  want  to  be  sure  of  hav- 
ing permanent  roads  that  will  wear 
without  repairs  —  use  Dundas 
Crushed  Stone.  We  can  refer  you  to 
many  Engineers  and  Contractors 
who  specify  this  stone  for  all  their 
road  work.  Their  practical  exper- 
ience has  shown  that  Dundas  Stone 
will  always  make  a  first-class  job. 

Write  for  Information 


Canada  Crushed  Stone  Corporation,  Limited 


DUNDAS, 


ONTARIO 


Toronto  Office:  Room  409  McKinnon  Bldg.,  Toronto 

Phone  Adelaide  5784 
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The  Duffer  in  Construction  Co.,  Limited 

Engineers  and  Contractors 

SUCCESSORS  TO  FRANCESCHINI  &  COMPANY 

Excavating  and  Grading  in 
Earth  or  Rock 


MODERN  STEAM  SHOVEL  EQUIPMENT 
AND  TRUCK  FACILITIES 


Get  in  touch  with  us  for  any  excavating  or  grading  work 
you  may  be  considering.  We  have  carried  through  many 
of  the  most  important  jobs  in  Ontario,  including  contracts 
for  Toronto-Hamilton  Highway  Commission,  Canadian 
National  Railways,  Imperial  Munitions  Board,  Provincial 
Highways  Department,  Ontario  Gypsum  Company  and 
County  of  Grey. 


With  our  wide  experience,  large  organization,  aiTd  up- 
to-date  equipment  we  can  do  the  work  speedily  and  to 
your  entire  satisfaction. 

.We  combine  with  our  steam  shovel  work  truck  facilities 
for  moving  of  all  material.  Please  let  us  have  your  en- 
quiries. 


PHONE  OFFICE  MAIN  3508  NKK&$S£W 

Room  505,  Lumsden  Building,  TORONTO 


June  23,  1920 
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Wire 

OF  TESTED  STEEL 


Rope 


Specializing  on  the  production  of  wire 
rope  we  give  close  attention  to  every  factor 
that  makes  for  its  reliability  under  all  con- 
ditions of  strain  and  constant  use.  Both  in 
material  and  structure  our  steel  wire  rope  is 
subjected  to  rigid  tests  before  pronounced 
fit  to  leave  our  factory. 

We  manufacture  steel  wire  rope  for  hoist- 
ing, haulage  and  transmission,  drilling 
cables,  wire  rope  slings,  etc.  Plain  or  gal- 
vanized, steel  or  hemp  cores;  S.M.S.  cruci- 
ble steel,  plough  or  extra  plough  steel. 

Let  us  quote  you  on  your  requirements. 
Prompt  shipment  assured. 


Canada  Wire  &  Cable  Company  Limited 


(.71  Harrington  St., 
Halifax,  N.  S. 


District  Offices  and  Warehouses;    TORONTO    Phone  Belmont  2300 
143  Beaver  Hall  Hill  592  Notre  Dame  Ave  738-llth  Ave.   West  358  Water  St. 

Montreal,  Que.  W.,  Winnipeg,   Man.  Calgary,  Alta.  Vancouver,  B.C. 


Subscribers9  Information  Form 

Many  letters  reach  us  from  subscribers  enquiring  where  certain  goods  can  be 
obtained.  We  can  usually  supply  the  information.  We  want  to  be  of  service  to 
our  subscribers  in  this  way,  and  we  desire  to  encourage  requests  for  such  informa- 
tion.   Make  use  of  this  form  for  the  purpose. 


Date  ^  19 

"CONTRACT  RECORD" 

347  Adelaide  Street  West,  Toronto. 

Please  tell  us  where  we  can  secure  (give  description  as  fully  as  possible)   

Name   

Address  T . . . . 
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IM 


MINISTRY  of 


MUNITIONS 


THE  DISPOSAL  BOARD  HAVE 

STOCKS 

lying  in  the  United  Kingdom  and  AVAILABLE  FOR  EXPORT  or 
ENGINEERING  STORES 


Ferrous  and  Non  Ferrous  Metals 
Plant  and  Machinery 
Steam  Engines  and  Boilers 
Factory  Stores 
Machine  Tools 
Railway  Material 
Contractors'  Stores 
Electrical  Instruments  and  Machinery 
Medical  Stores 
Chemicals  and  Explosives 
Motor  Vehicles 
Agricultural  Machinery 
Aircraft 
Furniture 

Textiles  and  Clothing 

Boots  and  Leather  Equipment 

Motor  Boats,  etc.,  etc. 

Buyers  should  instruct  their  repre- 
sentatives in  the  United  Kingdom  to 
communicate  with  D.  B.  8  Canadian 
Export  Department,  Ministry  of 
Munitions,  Whitehall  Place,  London, 
S.W.,  Eng. 

Cable  address:  "Dispexport, 

Munorgize,  London." 


June  23,  1920 
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Concrete  Reinforcement 


OF  EVERY  DESCRIPTION 


round  n  a  n  c> 

SQUARE  K  Zi    K  S 

SQUARE  TWISTED  *^  ^ 


CUT  AND  BENT 

READY  FOR 

PLACING 


Competent  Engineers  at  your  Service 

EXPANDED  METAL 

All  sizes  and  sections  in  stock 

BAINES  &  DAVID,  LIMITED 

IRON  AND  STEEL  MERCHANTS 

TORONTO 


Office  and  Warehouse 

98-116  ESPLANADE 


Yards : 

EASTERN  HARBOR  TERMINAL 


Wire  Guards 

for  Windows  and  Skylights 

Wire  Partitions 
Wire  Screens 

for  Sand  and  Gravel 


Wire  Work 


of  all  kinds 


C.  H.  Johnson  &  Sons,  Ltd 


Wire  Works  :  St  Henry,  Montreal 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation   90 

American  Enameled  Brick  and  Tile 

Company   76 

American  Lead  Pencil  Company  . . 

American  Well  Works   94 

Anglin-Norcross  Limited   97 

Angstrom  ik.  Verochio   83 

Archibald  &  Holmes  

Armstrong  Cork  Company   80 

Asphalt  Association,  The  

Ault  &  Wiborg  Co   82 

Austin  Machinery  Co   17 

Baines  &  David   15 

Ball  Engine  Co   7 

Barber  Asphalt  Paving  Company  . . 

Barber-Greene  Co  

Barber,  Frank   96 

Barrett  Company   75 

Beveridge  Paper  Co  

B.  C.  Lumber  Commissioner   .  .    . .  30 

Boake  Mfg.  Company   88 

Boving    Hydraulic    &  Engineering 

Company   91 

Brantford  Roofing  Company   83 

Britnell  Company,  Limited   25 

Brown  Hoisting  Machinery  Co..   ..  22 

Brydges  Company   2 

Burlington  Steel  Company   73 

Cam-Fish  Company  

Canada  Cement  Company   24 

Canada  Crushed  Stone  Corporation..  11 

Canada  Iron  Foundries,  Limited   .  .  86 

Canada  Wire  &  Cable  Co   13 

Canada  Wire  &  Iron  Goods  Co.  . .  91 

Canadian  Allis-Chalmers   20 

Canadian  Blower  and  Forge  Co.  . .  94 
Canadian  Chicago  Bridge  and  Iron 

Company   92 

Canadian  Des  Moines  Steel  Co   92 

Canadian  Equipment  Co   5 

Canadian  General  Electric  Co   20 

Canadian  Ingersoll-Rand  Co   19 

Canadian    Inspection    and  Testing 

Laboratories   96 

Canadian  Johns-Manville  

Canadian  Link-Belt  Co  

Canadian  Mead-Morrison  Co.   ....  77 

Canadian  Metal  Window  Co   31 

Canadian  Pipe  Company,  Ltd  

Canadian    Self  -  Locking  Concrete 

Wall  Company   34 

Canadian  Siegwart  Beam  Co   78 

Canadian  Surety  Company   74 

Canadian  Welding  Works   8S 

Cape  &  Company,  E.  G.  M   97 

Carey  Company,  Philip   18 

Cast  Stone  Block  &  Machine  Co...  81 

Chipman  &  Power,  Ltd   96 

Cohen,  L  .•   78 

Conduits  Company,  Limited   82 

Consumers  Gas  Company  

Cook,  A.  D   94 

Concrete  Pipe  &  Products  Co   96 

Consolidated  Sand  &  Supply  Co.  . .  87 

Crane  Ltd  

Crushed  Stone,  Limited   87 

Lake  Engine  Company   83 

Dayton  -Do  wd  Company   35 

Dennis  Wire  and  Iron  Company  ..  91 


Dept.  of  Public  Works  

Dominion  Concrete  Company  ....  76 
Dominion  Engineering  and  Inspec- 
tion Company   96 

Dominion  Oxygen  Co  

Dominion  Paint  Works   23 

Dominion  Tar  &  Chemical  Co   79 

Dominion  Wire  Rope  Co  100 

Drummond  &  Reeves  

Dufferin  Construction  Co   12 

Dunham  Company,  C.  A  

Dunlop  Tire  &  Rubber  Goods  Co...  ?9 

Engineering  &   Machine   Works  of 

Canada,  Limited  

Ford  Motor  Company  

Foyle,  W.  &  G   74 

Frost  Steel  &  Wire  Co  

Gait  Art  Metal  Company   95 

Gartshorc,  John  J   89 

Gartshore-Thompson  Pipe  &  Foun- 
dry Company   34 

Gent  Company   96 

Goldie  &  McCulloch  Co  

Goodyear  Tire  &  Rubber  Co  

Gore,  Nasmith  &  Storrie   96 

Hamilton  Bridge  Works  Co  

Hamilton  Co,  Win  

Harris  Mfg.  Co.,  J.  W   32 

Hepburn,  John  T   95 

Holden  Company,  Limited   9 

Holmes  &  Sons,  Fred   96 

Hopkins  &  Company,  F.  H   100 

Hunt  &  Company,  Robert  W   97 

Hynes,  W.  J  

Ideal  Concrete  Machinery  Co  

Imperial   Oil   Limited  1-15 

Independent  Concrete  Pipe  Co   78 

Inglis  Company,  John   71 

Jaegar  Machine  Company   79 

James  &  Company,  E.  A   96 

Jamieson  Lime  Company   87 

Jeffrey  Mfg.  Co  

Johnston  &  Sons,  C.  H   15 

Katie  Foundry  Company  

Kerr  Engine  Company,  Ltd   90 

Koebel  &  Company,  Joyce   83 

Lea,  R.  S.  &  W.  S   90 

London  Concrete  Machinery  Co.  . .  3 
London  &  Lancashire  Guarantee  & 

Accident  Company   74 

MacKinnon  Steel  Co  

MacLean  Daily  Reports   74 

Mansfield  Engineering  Co   35 

Manitoba  Bridge  &  Iron  Company  . . 

Maritime  Bridge  Works  Co   93 

Marsh  Engineering  Works   8 

McAllister  &  Taylor   96 

McAvity  &  Sons,  T  

McGregor  &  Mclntyre   93 

Metal  Shingle  &  Siding  Co  

Miller  &  Sons,  Roger  

Milton  Hersey  Company   96 

Ministry  of  Munitions   11 

Montreal  Crushed  Stone  Co   87 

Montreal  Machine  Shop   83 

Morris  Crane  &  Hoist  Co.,  Hebert.  82 

Musscns  Limited   8§ 


National  Conduit  Company   36 

National  Equipment  Co   26 

National  Iron  Corporation   97 

Neptune  Meter  Company   82 

Niagara  Sand  Co   32 

Northern  Architectural  Works  ...  32 

Northern  Electric  Company  

Northern  Crane  Works,  Ltd   82 

Nova  Scotia  Steel  and  Coal  Co.  .. 

Ormsby  Company,  Ltd.,  A.  B  

Ontario  Wind  Engine  and  Pump  Co.  89 

Osborn  Canada  Ltd,  Samuel  ....  4 

Owen  Bucket  Company   35 

Pacific  Coast  Pipe  Company  ....  1 

Pratt  &  Letchworth  ..   98 

Prest-O-Lite  Company   77 

Port  Credit  Brick  Co  

Portland  Cement  Association  . . 

Reed  &  Co.,  Geo.  W   32 

Reid  &  Brown  Structural  Steel  and 

Iron  Company   96 

RicwiL  Company  

Robb  Engineering  Works   98 

Robertson  Co.,  H.  H  

Sand  &  Supplies   87 

Sarnia  Bridge  Company   92 

Scully,  A.  A   76 

Seagrave-Loughead  Co   27 

Sessenwein  Bros  

Shunk  Plow  Company   34 

Sonneborn  Sons,  L.,  Inc   99 

Spielman  Agencies   11 

Spray  Engineering  Company   . . 

Stalford,  V.  K   96 

Standard    Steel    Construction    Co...  93 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   83 

Steel  Company  of  Canada   21 

Sterling  Engine  Company   89 

St.  Maurice  Lumber  Company  ....  87 

Super  Cement  Limited   33 

Swedish  Crucible  Steel  Co   25 

Thompson  Bros   96 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co. 
Toronto  Steel  Construction  Co.   . .  93 
Trades   &   Labor  Branch,   Dept.  of 

Public  Works  

Turnbull  &  Co.,  Harvard  

Turnbull  Elevator  Company  

United  States  Fidelity  &  Guaranty 
Company   74 

Vancouver  Wood  Pipe  and  Tank 

Company   91 

Vitrified  Clay  Pipe  Publicity  Bureau 

Warren  Bituminous  Paving  Co.  . . 
Waterous  Engine  Works  Company 

Wells  &  Gray   38 

Wickes  Bros   97 

Williams  Machinery  Co.  Ltd.,  A.  R.  88 

Wilson,  Alex   96 

Wilson  &  McGovern   78 

Wood  Mosaic  Company   88 

Worthington,  W.  R.  . .  . :   96 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  _  Make 
your  purchases  of  them.  Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 
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AUSTIN 

Strength  and  Endurance 


Canadian  Aqents  : 
A.  A.  Scully,  108  Bay  Street,  Toronto 
Canadian  Western  Mfg.  Supply  Co.,  Calgary 


New  York  Office,  30  Church  Street. 
Chicago  Office,  Railway  Exchange  Bldg. 


Buying  Austin  Equipment  represents  a  real 
investment  in  Economy  for  every  Contractor 


^5   th r  CO^ 


"Eighteen  Hundred  Feet  of  6-foot  Trench  per  Day  through 
Detroit  dirt  with  practically  no  repair  expense." 

on  a  two-year-old  machine  is  just  a  typical  record  of  performances 
that  proves  the  sterling  qualities  of  AUSTIN  TRENCHERS. 

Self-cleaning-  buckets,  multipedal  traction,  self-propulsion  and 
ability  to  turn  sharp  corners,  combined  with  special  devices  and 
exclusive  features,  quickly  demonstrate  by  results,  economy  of 
operation  and  upkeep  THE  SUPERIORITY  OF  AUSTIN 
TRENCH  EXCAVATORS. 

Write  for  illustrated  catalog  109- A. 

Austin  Machinery  Corporation 

(F.  C.  AUSTIN  CONSOLIDATION) 


THE  O 

TRADE  MARK' 

Trenching  Machines 
Backfillers 
Farm  Tile  Trenchers 
Dragline  Excavators 
Dry    Land  Dipper 

Dredges 
Levee  Builders 
Ditching  Machines  with 
Bank  Sloping  Attach- 
ments 
Drainage  Excavators 
Wagon  Loaders 
Cube  Concrate  Mixers 
Cube  Pavers 
Cube  H  t  Mixers 
Drum  Mixers 
Drum  Pavers 
Asphalt  Mixers 
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Careful  Engineers  Eliminate  Every  Danger  from  Expansion 
and  from  Contraction  of  Walks  and  Streets  by  Using 
ELASTITE  EXPANSION  JOINT  as  Follows— 

1.  Longitudinally  between  the  pavement  and  the  curb, 

2.  Longitudinally  between  the  sidewalk  and  the  curb. 

3.  Between  the  sidewalk  and  the  building  to  absorb  vibration^ 

4.  Around  sewer  openings  and  manholes. 

5.  Transversely  about  every  30  feet  in  the  pavement. 

6.  Transversely  about  every  30  feet  in  the  curb. 

7.  Transversely  about  every  30  feet  in  the  sidewalk. 

8.  Around  all  posts  and  obstructions. 

For  particulars  write 

THE  PHILIP  CAREY  CO.,  TORONTO,  ONT. 

The  Wm.  Rutherford  &  Sons  Co.,  Ltd.,  Montreal,  Que. 


I une  ±l.  1920 
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When  buying  your  pneumatic 
equipment  you  want  the  best  there 
is  to  be  had,  not  the  cheapest. 
Cheap  tools,  like  cheap  materials, 
never  pay  dividends,  and  it's  not 
good  business  to  risk  a  fine  re- 
putation by  tying  up  an  important 
job  and  wasting  time  and  money 
on  poor  tools  and  poor  materials. 

"Little  David"  Tools  can  be  de- 
pended upon — staying  qualities  are 
built  into  them;  every  particle  of 
material  used  in  their  construction 
is  of  the  right  analysis  and  is  given 
the  right  heat  treatment  for  its 
particular  job. 

And  then  the  design  is  up-to-date 
— for  instance,  in  the  riveting  ham- 
mer, the  valve  is  off-set  so  that  it 


"Little  Davids"  have  all  the  power 
that  you  can  use  and  they  are 
economical  in  the  use  of  air — an 
important  point  when  it  is  neces- 
sary to  hook  up  an  extra  tool  or 
two  to  the  compressor. 

Ask  our  nearest  branch  to  send 
you  a  set  of  catalogues  describ- 
ing these  tools  and  the  famous 
I.  R.  Co.  Air  Compressors. 


CANADIAN  INGERSOLL-RAND  COMPANY,  LIMITED. 


Sydney 
Winnipeg 


Sherbrooke 


Montreal 
Naif  on 


AIR 
TOOLS 
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Electricity,  the  Friend  of  Mankind 

ELECTRICITY  has  done  much  to  make  the  lot  of  man 
easier.  The  housewife  and  the  school  child,  the  fac- 
tory worker  and  the  busy  executive  all  benefit  by  the 
co-operation  of  electricity  in  their  daily  tasks. 

The  degree  of  satisfaction  derived  from  any  electrical 
installation  largely  depends  upon  the  quality  of  the 
Wiring  Devices  used. 

The  knowledge  that  C.G.E.  Wiring  Devices  have  been 
used  throughout  on  an  installation,  guarantees  freedom 
from  trouble  and  disappointment. 

"Made  in  Canada" 

Canadian  General  Electric  Co.,  Limited 


Head  Office 


TORONTO 


Branch  Offices:  Montreal,  Quebec,  Sherbrooke,  Halifax,  Sydney,  St.  John,  Ottawa,  Hamilton,  London,  Windsor, 
Cobalt,  South  Porcupine,  Winnipeg,  Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 
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Products  Include 

Locomotive  Cranes. 
Grab  Buckets. 
Drag-line  Buckets. 
Electric  Hoists. 
Tramrails  and  Trolleys. 
Overhead  Tr.  Cranes. 
Pillar  and  Jib  Cranes. 
Heavy  Dock  Machinery. 
Suspended  Concrete  Bins. 

Write  for  Catalogs 


Use  labor  to  the  best  advantage 

Wouldn't  it  be  better  to  use  all  your  men  in  jobs, 
which  only  a  man  can  handle?   A  great  many 
men  are  now  doing  work  which  could  be  handled 
mechanically  much  more  rapidly  and  economic- 
ally. 

A  Brownhoist  locomotive  crane  will  enable  you 
to  put  men  at  jobs  where  they  are  needed.  It 
does  most  of  the  work  on  construction  jobs  which 
has  been  done  by  laborers.  A  Brownhoist  does  all 
the  bucket  work  such  as  handling  stone,  sand  and 
gravel.  Besides  it  drives  piles,  handles  tubs  of 
concrete,  forms  and  reinforcements  as  well  as 
switching  all  the  cars. 

If  you  have  any  handling  problems,  let  the 
Brownhoist  engineers  solve  them  for  you.  They 
have  had  40  years'  experience  with  such  problems 
and  will  gladly  tell  you  whether  you  can  use  a 
Brownhoist  profitably.  Catalog  K  shows  the  way 
in  which  many  contractors  are  using  a  Brownhoist 
to  advantage  on  their  construction  jobs.  Write 
for  a  copy. 


The  Brown  Hoisting  Machinery  Company 


40  Years  in  Crane  Business 

Engineers  and  Manufacturers  of  Heavy  Dock  Machinery,  Bridge 
Cranes,  etc.,  as  well  as  smaller  Cranes  and  Hoists. 


Cleveland,  Ohio,  U.  S.  A. 


Branch  Offices  in  New  York,  Pittsburgh,  Chicago  and  San  Francisco. 
European  Representative:  H.  E.  Hayes,  12  Rue  de  Phalsbourg,  Paris. 
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Why  Superior  Graphite  Paint 
is  the  Right  Paint  for  Bridges 

RIGHT  manufacture  from  high  grade 
materials— records  of  exceptional 
service  over  a  period  of  thirty-five 
years — have  established  the  reputation 
of  SUPERIOR  GRAPHITE  PAINT  as 
a  leader  among  paints  for  the  protection 
of  structural  steel  and  bridges. 

En  practice  this  reputation  is  main- 
tained through — 

1.  — Ability  to  resist  agencies  which  cause  cor- 

rosion. 

2.  — Ability    to    resist   agencies  which  destroy 

ordinary  paint. 

SUPERIOR  GRAPHITE  PAINT  is 
manufactured  under  proven  .formula  to 
meet  known  service  conditions.  Because 
of  its  durability  the  need  for  early  re- 
painting of  bridges  is  eliminated. 

SUPERIOR  GRAPHITE  PAINT  is 
elastic — readily  expands  and  contracts 
with  the  surface  on  which  it  is  applied — 
does  not  crack  or  flake  off  under  vibra- 
tion and  is  unaffected  bv  oils  or  gases 

SUPERIOR  GRAPHITE  PAINT  has 
made  good  on  many  of  the  largest  bridges 
throughout  the  country.  Its  use  is 
definite  assurance  of  long  service,  posi- 
tive protection — low  ultimate  cost. 

Color  cards  and  painting  recommen- 
dations on  request. 

Dominion  Paint  Works,  Ltd. 

Makers  of 
Degraco  Paints,  Varnishes,  Enamels 
WALKERV1LLE,  CANADA 

Montreal  Toronto  Winnipeg 

Quebec  Vancouver  Sydney 


SUPERIOR  GRAPHITE  PAINT 

It  Prevents  Rust 


:„        H  jlli^ -.'II!'  I  !''  'v  lU-'.-iilir-'ll1! 


IjitiiiiHiiiii 
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CONCRETE  for  Harbor  Construction 


Canada's  increasingly  important  position  in 
world  affairs- — more  especially  with  regard  to  the 
exporting  of  manufactured  products,  is  leading 
to  great  harbor  development. 

In  some  instances — notably  in  sea-water  con- 
struction, a  "pre-cast"  unit  has  been  found  more 
desirable  than  "built-in-place"  Concrete. 

The  views  shown  below  are  from  photos  of 
the  harbor  work  at  Halifax. 

The  larger  photograph  shows  the  method  of 
driving  Concrete  Piles  into  place,  with  pile- 
driver  supported  by  a  barge.  The  small  illus- 
tration, inset,  reveals  a  group  of  Concrete  Piles 


in  the  yards  of  the  Halifax  Harbor  Construction 
Company. 

The  use  of  products  manufactured  of  Con- 
crete for  such  an  important  undertaking  serves 
to  emphasize*  the  desirability  of  Concrete  for 
what  may  be  considered  the  comparatively  minor 
forms  of  construction. 

Concrete  pipe  has  been  found  satisfactory  for 
such  large  undertakings  as  the  Winnipeg  Aque- 
duct, and  is  satisfactory  for  many  similar  muni- 
cipal purposes. 

The  wharves  of  our  harbors  are  being  made  of 
large  pre-cast  Concrete  Block. 


CANADA  CEMENT  COMPANY  LIMITED 

Herald  Building  Montreal 


SALES  OFFICES  AT 


MONTREAL 


TORONTO 


WINNIPEG 


CALGARY 


Specify 
CANADA  CEMEm 
Uniformly  Reliable 


Our  S:rvice  Department  is 
anxious  to  co-operate  in  all 
lines  of  work  for  which  Con- 
crete is  adapted.  Our  library 
is  at  your  disposal  at  all  times 
without  charge. 


CANADA  CEMENT 

CONCPETE 

TOW  PCBMANENCE 
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Are  You 
Getting  the  Service 
You  Require 

Your  requirements  in  Sand,  Lime,  Cement,  and  general  building  sup- 
plies will  receive  prompt  attention  from  our  yard.  Ample  reserve 
stocks,  our  own  quarries,  and  up-to-date  delivery  facilities  enable  us 
to  supply  you  on  short  notice  with  best  grade  materials.  We  can  make 
local  delivery  independently  of  railway  shipment.  Let  us  take  care 
of  your  next  order  and  show  you  our  service  and  the  quality  of  our 
supplies. 


Britnell  &  Co.,  Limited 

C.  P.  R.  Crossing,  Yonge  Street,  North  Toronto 


Unless  special- 
ly requested  we 
do  not  supply 
driver's  cab 
with  equip- 
ment, but  will 
be  glad  to  fur- 
nish prices  up- 
on application. 


Olson  Dump  Body 

for 

Ford  Ton  Truck 

Made   in   two  sizes, 
Model  A  1  cubic  yard, 
and  Model  B  l]/2  cubic 
yards.     Mounted  on 
Olson  side 
springs  to  sup- 
port body  at  all 
points.  So  per- 
fectly balanced 
that  it  may  be 
dumped  with 
perfect  ease. 
For  sale  by  all 
Ford  dealers. 


ONE  PRICE 
$245 
F.O.B.  WINDSOR 


Manufactured 
under  Olson 
Patents  by 


The  Swedish  Crucible  Steel  Co. 


of  Canada,  Limited 


WINDSOR, 
Ontario, 
Canada 


Branches  at:    MONTREAL,  QUE.,  285  Beaver  Hall  Hill 


TORONTO,  ONT.,  614  Excelsior  Life  Bldg. 
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National  "PEERLESS" 


Circle  Swing  Derrick 


Write  for  our  Builders  Catalogue. 


National  Equipment  Co.,  Limited, 

15  Wabash  Ave,  Toronto 
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A  SIZE  FOR  EVERY  NEED 


NO  matter  whether 
you  require  a  light 
delivery  or  a  heavy 
duty  truck,  there  is  a 
Seagra ve-Loughead  to 
serve  your  particular 
needs. 

The  enduring  strength 
and  minimum  upkeep 
typifying  each  model, 
points  the  way  to  more 
efficient  contracting  and 
greater  earnings. 

Write  for  Prices 

Seagrave- 
Loughead 


Company 

SARNIA 


Limited 

ONT. 


"  AS  STRONG  AS  A  LOCOMOTIVE  " 


Reinforced 
Concrete  Construction 

Series  of  Three  Volume* 

By  G.  A.  Hool,  Associate  Professor  of  Structural 
Engineering,  University  of  Wisconsin. 

You  probably  know  something  about  these  books — 
How  they  came  out  without  the  advantage  of  a  widely  known  name 
as  author. 

How  the  leading  civil  engineering  papers  hailed  them  as  the  best 
on  the  subject. 

How  they  were  at  once  recognized  as  the  most  useful  and  practical 
books  that  have  appeared. 

They  are  today  standard  among  engineers,  architects  and  contrac- 
tors, as  well  as  in  colleges. 

Vol.  1 — Fundamental  Principles,  254  pages,  6  x 

9,  88  illus.,  $3.00  net,  postpaid. 
Vol.  II — Retaining   Walls   and   Buildings,  675 

pages,  6x9,  412  illus.,  34  plates,  $6.00  net 

postpaid. 

Vol.  Ill — Bridges  and  Culverts,  688  pages,  6x9, 
over  600  illus.,  41  plates,  $6.00  net,  postpaid. 

SEND  YOUR  ORDERS  TO 

Contract  Record  &  Engineering  Review 

347  Adelaide  St.  West,  TORONTO 


— ;sS 

•m  i  Karaci 

ilHHFORC. 

Concrete 

CONCRE 

taw 

Huj!    ■  Hoot. 

U00L 

Yot.n 

VbiJE 

• 

Sold  separately 


28 


THE  CONTRACT  RECORD 


June  23,  1920 


Economical  and  Efficient 


EFFECTS 
A  GREAT 
SAVING 
IN  FUEL 
EXPENSES 

J5he 

Economic 
Heater 


is  guaranteed  for  twenty 
years  against  leaks  from 
expansion  or  contraction. 

Demonstrations  Freely 
Given, 

Enquiries  Solicited, 


Manufactured  in  Canada  by 

The  Montreal 
Machine  Shop 

LIMITED 

481    Ontario  Street  East 

MONTREAL 


Sole  Agents  for  Ontario  :— EQUIPMENT  SPECIALTIES  LIMITED,  1409Royal  Bank  Building,  TORONTO,  Ont. 


15he 

Economic 
Heater 

was  so  named  because 
of  its  remarkable 
ability  to  reduce  the 
amount  of  fuel  con- 
sumption. At  the 
same  time  it  greatly 
increases  the  effici- 
ency of  the  entire 
heating  system. 

So  confident  are  we 
of  its  ability  to  prove 
entirely  satisfactory 
that  we  will  install 
this  heater  and  if  it 
does  not  give  entire 
satisfaction  we  will 
take  it  out  and  stand 
all  expense. 
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The  Right  Kind  of  Belting 
Will  Save  Power  for  You 

— and,  saving  Power,  save  you  money. 

That's  really  the  end  we're  all  striving  for. 

So  that  it  doesn't  matter  much  whether  or  not  we  pay  a  little 
more  in  the  beginning  as  long  as  we  are  assured  of  the  one  result 
in  the  end. 

That's  the  idea  we  had  in  mind  in  producing  "Gibraltar 
RedSpecial"  Belting. 

We  felt  you  would  be  willing  to  pay  a  fair  price  in  return 
for  "Extra"  value. 

We  made  this  Belt  irrespective  of  cost — made  it  so  good  that 
the  demand  became  great  enough  to  allow  us  to  set  a  price  not 
out  of  the  way  in  comparison  with  inferior  brands  and  the  prices 
asked  for  them. 

Set  a  price  that  would  net  you  a  real  saving  on  account  of 
the  long  life  and  satisfactory  service  this  Belt  will  render. 

"Gibraltar  RedSpecial"  is  a  cling-to-the-pulley  Belt.  That's 
one  of  its  improved  features.  It  has  to  do  with  that  tough,  wear- 
resisting,  frictioned  surface,  a  non-wearing  rubber  long-thread 
cotton  combination  that  will  resist  water  and  dampness  as  well. 

The  stretch  to  this  belt  is  of  so  little  consequence  that  users 
tell  us  they  haven't  had  to  "take  it  up"  in  several  years  of  oner- 
ous service. 

A  big  percentage  of  the  orders  going  through  the  factory  are 
repeats  from  those  who  have  tried  its  worth. 

You  are  welcome  to  the  experience  of  our  Belt  Service  De- 
partment. 

Remember  this :  "Gibraltar  RedSpecial"  is  covered  by  the 
broadest  guarantee  issued  by  any  manufacturer. 

Dunlop  Tire  &  Rubber  Goods  Co.,  Limited 

Head  Office  and  Factories:  TORONTO 

Branches  in  the  Leading  Cities 


30 


THE  CONTRACT  RECORD 


June  23,  1920 


Heating  a  Radiator 
with  a  Teakettle 

It  was  done  at  the  Ottawa  Technical 
School  hefore  a  group  of  engineers  who 
were  amazed  at  the  demonstration.  It 
proved  beyond  question  that  low  pres- 
sure steam  will  quickly  heat  a  radiator 
to  100%  efficiency  if  the  trap  is  right, 
ft  (indisputably  proved  that  the  Dunham 
Radiator  Trap  functions  perfectly. 

Since  1903,  the  Dunham  Radiator  Trap 
has  been  eliminating  any  chance  of  trap 
trouble  in  thousands  of  installations.  It 
was  the  first  thermostatic  disc  trap. 
Think  of  this  when  you  think  of  traps, 
and  remember  that  the  Dunham  Trap  is 
only  one  element  in  Dunham  Heating 
Service.  The  entire  service  offers  much 
to  the  man  who  plans,  sells  and  installs 
the  heating  system — and  more  to  him 
who  pays  the  bills. 

If  you  welcome  suggestions  that  do 
not  obligate  you,  get  in  touch  with  our 
nearest  office.  For  authoritative  infor- 
mation, write  for  booklet,  "Data  on  Dun- 
ham Heating." 


The  Dunham  Radiator  Trap 
was  the  first  thermostatic  disc 
trap.     Standard  since  1903. 


Dunham 

■Cheating  service 

MADE  IN  CANADA 

C.  A.  Dunham  Co.,  Ltd.,  Toronto,  Ont. 

Halifax  Vancouver  Winnipeg 

Ottawa  Montreal  Calgary 

London :  64  Regent  House,  Regent  Street,  W.I. 


HEAVY  TIMBERS 


The  Boake  Mfg.  Co.,  Ltd. 


The  illustration  shows 
our  "J  UMBO"  Planer 
for  large  timbers. 

We  specialize  in 
heavy  timbers  and 
long  joists  for  factory 
and  general  construc- 
tion and  can  supply 
you  from  stock. 

Let  us  quote  you  on 
your  requirements. 


How  land  Ave.  and  C.P.R.  Tracks 


TORONTO 
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WHEN  DES'DED.STEM  OF MULLION  CAN  BE 
TUONED  INAS  SHOWN  BY  DOTTED  LINES 


■S4SH  DIM. 


L 

f 

r 

OUTOIDE 


The  Tee  Bar  Mullion 

Is  a  standard  Fenestra  section  used  to 
join  two  or  more  units  of  sash  in  an 
opening. 

Weather  resistance  is  assured  because 
of  the  wide  flat  contact  against  the  ver- 
tical muntin  bar  of  the  sash — a  lap  of 
one  inch. 

The  strength  of  the  T-Bar  mullion 
provides  adequate  protection  against 
sagging  or  distortion.  The  stem  of  the 
mullion  may  be  turned  in  or  out.  The 
latter  method  is  recommended  as  it 
gives  greater  thickness. 

Erection  is  made  easy — just  place 
the  sash  side  by  side  and  bolt  the  mul- 
lion between  as  shown  in  the  drawing. 
Slotted  holes  in  the  mullion  bar  per- 
mit slight  adjustments. 


Fenestra:  for  Economy 
and  Satisfaction 

FENESTRA  takes  the  place  of  superfluous  brick  and 
stone,  as  well  as  provides  25  to  50  per  cent  more 
light  than  wooden  windows. 

It  can  be  erected  in  sections  of  40  or  50  square  feet  or 
more — easier,  quicker  and  more  satisfactorily  than  a 
wall  containing  wooden  windows  can  be  built. 

The  sash  making  equipment  of  Steel  and  Radiation, 
Ltd.,  has  recently  been  added  to  our  own  equipment, 
and  we  are  permitted  to  offer  a  new  and  better  Fen- 
estra, with  several  exclusive  features  never  before  in- 
cluded in  Fenestra  as  manufactured  in  Canada. 

Our  Toronto  warehouse  carries  thirty  types  and  sixty 
sizes  in  stock  for  immediate  shipment.  Write  or  phone 
for  list  of  warehouse  sizes. 


Canadian  Metal  Window  &  Steel  Products  Co.,  Ltd. 

160  River  St.,  Toronto,  Ontario,  Phone— Main  4566 
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MANUFACTURERS  OF 

Iron  Stairs,  Fire  Escapes,  Elevator 
Enclosures,  Wire  Screens, 
Etc. 

NORTHERN 
ARCHITECTURAL  IRONWORKS 

Worki  and  Office  : 
130  VAN  HORNE  AVE.         -  MONTREAL,  P.Q. 


75he 

J.  W.  HARRIS 
EXCAVATOR 

STEAM  SHOVEL  TYPE 

is  ideally  suited  to  meet  Canadian  con- 
ditions. It  is  a  fully  revolving  steam 
shovel,  weighs  approximately  35  tons 
and  is  equipped  with  a  bucket  whose 
capacity  is  one  cubic  yard.  We  also 
have  other  types  of  Excavating  and 
Loading  Machines.  Fullest  particu- 
lars gladly  given  by 

CHAS.  P.  LOVELAND 

Sole  Selling  Agent 

The  J.  W.  Harris  Mfg.,  Co.,  Ltd. 

120  SANGUINET  ST.  MONTREAL 


Burt  Ventilators 

have  several  exclusive  features  and 
should  not  be  confused  with  ordinary 
types.  Made  either  stationary  or  re- 
volving. A  special  design  for  Textile 
weave  sheds.  Full  information  and  illus- 
trations on  request. 

Geo.  W.  Reed  &  Co.,  Limited,  MONTREAL 

Sole  Manufacturer*  for  Canada 


Announcement 

To  the  Building  Trade 

We  are  ready  to  fill  orders  for 
Water  Washed  Building  Sand 


Our  capacity  is  500  tons  daily 


Ask  for  prices  F.O.B.  trucks 
and  wagons  our  dock  or  de- 
livered on  your  job. 

Niagara  Sand  Co. 

LIMITED 

Office  and  Yard:  Head  Office: 

Cherry  and  Keating         Lumsden  Building 

Phone  A.  2643  Phone  M.  3315 

TORONTO 


Tenders 
Wanted 

should  be  advertised  for  in  the  "Tenders  and  For 
Sale  Department"  of  the  CONTRACT  RECORD 
AND  ENGINEERING  REVIEW.  This  paper 
is  the  "Tender  Ad."  medium  of  Canada  and 
always  brings  bids  from  the  reliable  contractors 
and  supply  houses.  File  your  plans  for  any  work 
on  which  you  are  inviting  bids  in  our  offices  at 
Toronto,  Montreal,  Winnipeg  or  Vancouver. 

Contract  Record 

and  Engineering  Review 
TORONTO       n  ONTARIO 
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UTie  Book  of 
upor  Tests 

THE  discovery  of  the  new  SUPER  CEMENT  by 
an   eminent  English   Engineer  interested  the 
whole  building  world. 
The  announcement  that  this  remarkable  WATER- 
PROOF cement  would  be  manufactured  in  Canada 
was  good  news  to  the  architectural  and  engineering 
professions  and  the  Canadian  building  trades  in  gen- 


et 


Inquiries  have  poured  in  on  the  Canadian  com- 
pany. 

To  facilitate  the  circulation  of  the  facts  about 
SUPER  CEMENT,  a  book  has  been  compiled. 


Some  of  the  Uses 
for  Super  Cement 

Gasoline  Storage  Tanks — 
Wash  for  Waterproofing 
Brickwork — Lining  for  Con- 
crete Shipping. 

Lining  the  Interior  of  Leak- 
ing Cellars — Weatherproofing 
Old  Brick  Sewage  Tanks — 
Making  Steam  Exhaust  Con- 
densers. 

Making  Acid  Tanks — Oil 
Tanks — Water  Tanks  and  Sep- 
tic Tanks. 

Building  Silos — Barn  Foun- 
dations— Waterproof  Concrete 
Floors — Hog  Pens. 

Reinforced  Concrete  Build- 
ings —  Bridges  —  Dams  — 
Stucco  Houses. 

Wherever  absolutely  water- 
proof cement  construction  is 
required. 


Tells  What  It  Is 

This  book  tells  what  SUPER 
CEMENT  is. 

It  gives  the  History  of  its  dis- 
covery. -  , 

It  gives  its  Analysis. 

It  gives  the  reports  of  the  re- 
markable Tests  made  bv  Ernest 
A.  Dancaster,  B.Sc.  (London) 
A.I.C. 

Others  equally  remarkable, 
made  by  C.  Kirkaldy  &  Son, 
Testing  and  Experimenting  En- 
gineers, London,  England. 

Also  details  of  the  record- 
breaking  tests  of  SUPER  CE- 
MENT made  at  the  St.  Mary's 
Cement  Works,  St.  Mary's,  On- 
tario, Canada. 

It   also   gives    particulars  of 
many   jobs   that   SUPER  CE- 
MENT has  been  used  for,  such, 
as: — 

Lining  Sulphuric  Acid  Tanks 
for  Anglo  Colonial  Dyes,  Lim- 
ited— Sewage  Works  for  the 
British  Admiralty  —  Munition 
Stores  for  the  British  Govern- 
ment— Reinforced  concrete  tanks 
for  tanning  purposes  —  Aero- 


dromes for  the  Air  Ministry— 
non-porous  concrete  houses. 

The  Tests  Show 

These  tests  and  records  of 
service  show  a  higher  degree  of 
impermeability  for  SUPER  CE- 
MENT than  has  ever  been  ob- 
tained with  Portland  Cements. 

They  show  a  greater  tensile 
strength  for  SUPER  CEMENT. 

They  show  a  greater  compres- 
sion strength. 

They  show  a  stronger  power 
of  adhesion. 

If  you  are  an  Engineer,  Archi- 
tect, Builder  or  Contractor — or 
a  private  individual  who  intends 
building  a  factory,  house,  barn 
or  other  structure — you  will  na- 
turally want  to  read  this  "Book 
of  Super  Tests." 

A  copy  will  be  mailed  to  you 
on  receipt  of  your  name  and 
address. 

If  you  will  state  the  kind  of 
construction  work  you  are  go- 
ing to  do,  additional  definite  in- 
formation will  be  furnished. 


Super  Cement  (America)  Limited,  Mount  Dennis,  Ont. 

Distributors:  Alfred  Rogers,  Limited,  Toronto,  Ontario 


WaberprooF- Absolu  be  I 
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ROAD  SCRAPER  BLADES 

Renew  your  old  wheeled  scraper  bowl  with  the  ECONOMY  REPAIR  BLADE.  Any 
blacksmith  can  attach  it  by  cutting  the  edge  of  the  bowl  square,  drilling  holes  to  match 
these  in  the  blade  and  riveting  it  to  the  bowl. 


ECONOMY   REPAIR  BLADE 


These  blades  are  made  of  steel  6  in.  wide  by  3  1-16  in.  thick,  giving  a  new  cutting  edge 
3  in.  wide  and  allowing  3  in.  to  lap  top  and  bottom  where  it  is  riveted  on  the  bowl. 
Road  Scraper  Blades  and  moldboards  to  fit  all  makes  of  machine.  Prompt  shipments 
from  stock;  over  150  patterns. 

SHUNK  PLOW  COMPANY,  Bucyrus,  Ohio 


A  trial  will  convince  you 

that  the  use  of  these 
blades  is  genuine  economy 


BOWL    WITH  REPAIR 
BLADE  ATTACHED 


NON-POROUS 

PRE-CAST 

SLABS 

FORMING 

CONTINOUS 

HOLLOW-AIR 

CHAMBERS 


NO 

UPKEEP 

REPAIRS 

RENEWALS 


^4.   Garage  Wall  in  course  of  erection  at  Daltes,  Texas 

SAWYER 
YSTEM 


Can.  Pat.  No.  188,642 


SPEEDIEST 
ERECTION 


A  Uniform  De- 
gree of  Temper- 
ature Maintained. 


When  Complete 
a  Double 
Monolithic  Wall 
with  Air 
Insulation 


Self-Locking 
Concrete  Wall 
Construction 


Write  for  information  for  your  district  to  :  Manufacturing  Plants  Are  Being  Established  Throughout  Canada 

The  Canadian  Self -Locking  Concrete  Wall  Co.  (S$stemr),  Limited. 

119  Board  of  Trade  Building,  MONTREAL 


J.  G.  Alltn,  President 


James  A.  Thomson,  Vice-President 


the  GARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


LIMITED 


CAS" 

   "•  

3  inches  to  60  inches  diameter. 


for  Water,  Gas,  Culvert  and  Sewer 
HAMILTON,  ONT. 
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Saves  23%  in 
Operating  Time! 

Actual  tests  have  shown  conclusively 
that  23%  in  operating  time  is  saved  in 
using  the 

PIONEER 

BACK  -  DUMP 

BUCKET 


for  all  classes  of  cableway  excavation. 
Digs,  elevates  and  conveys  the  material 
to  dumping  level  with  less  power  than 
any  other  bucket  made.  Operated  en- 
tirely by  one  man.  Strong  and  rigid  ; 
dumps  automatically  by  hinged  dOOr, 
away  from  the  mast.  Write  today  for 
booklet  and  full  data. 

The  Mansfield  Engineering  Co. 

Fletcher  Savings  and  Trust  Building 

INDIANAPOLIS,  IND. 

CANADIAN  AGENT 

A.  A.  Scully,  Ltd.,  123  Bay  St.,  Toronto. 


PIONEER  Back- 
Dump  Buckets 
are  made  in  four 
sizes,  namely,  y2, 
Yn,  1  and  iy2  cu- 
bic yards  capa- 
city. We  equip 
complete  excavat- 
ing plants,  large 
or  small.  Advise 
us  of  your  re- 
quirements. 


DAYTON -D0WT) 

*^     CENTRIFUGAL  PUMPS 


Dayton-Dowd  centrifugal  pumps  are  representative  of  the  highest 
principles    of    workmanship    and    design.      Each   pump    is  rigidly 
tested    before    leaving    the    factory    under    the    exact  conditions 
which  will  be  imposed  upon  it  when  in  service. 
Fullest  particulars  gladly  sent  on  request. 

Dayton-Dowd  Co.,   Quincy,  111. 

The  Arthur  S.  Leitch  Co. 

SALES  ENGINEERS       KENT  BLDG.,  TORONTO 

Montreal  Agents 

Equipment  Specialties,  Ltd.         10  St.  Antoine  St. 
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Made  in  Canada 
Conduit 


Manufactured  by 

National  Conduit  Co.,  Limited 

Toronto 


llll!!lllllllll!llllllli!!lllllllll!lllllll!IIIIIIIIUIIIIIIlll!llllll!ll!lllllllll^ 


WATEROUS  l=aob^e  BOILERS 


lllllllllllll!lllllllllllllllllll!IIIIIIIIIIIIIIIIH 


Write  us  for 
Catalogues,  prices  and 
delivery  dates. 


For  General 
Contracting 
Service — 

Waterous  Portable  Boilers,  on  skids  oi 
steel"  wheels,  are  being  used  extensively 
in  general  contracting  work. 

For  excavation  or  cofferdam  pumping, 
for  air  compressor  service  and  as  an  es- 
sential part  of  crusher  outfit  they  give 
excellent  service. 

They  are  easily  fired  and  easily  handled. 
Have  large  steaming  capacity,  are  thor- 
oughly reliable,  and  can  be  moved  about 
without  trouble. 


In  sizes  up  to  150  h.p. 


Waterous 

W    W  BRANTFORD,  ONTARIO.CANADA 
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The  Normal  Business  Cycle— What  Stage 
are  We  At? 


THE  "Commerce  Monthly",  published  by  the  Na- 
tional Bank  of  Commerce  in  New  York,  con- 
tains a  most  interesting  and  altogether  reason- 
able— as  well  as  timely — article  under  the 
heading  "The  Normal  Business  Cycle."  There  is  no 
special  reference  to  the  present  time,  nor  is  any  opin- 
ion expressed  as  to  what  period  in  the  cycle  we  may 
now  have  reached.  '  It  is  rather  an  analysis  of  the  un- 
derlying causes  of  periodic  prosperity  and  depression, 
and  as  such  is  of  very  real  value  in  assisting  every 
business  man  to  reach  his  own  conclusions.  With  this 
in  view  we  reproduce -the  article  in  part,  elsewhere  in 
this  issue. 

The  business  cycle,  as  outlined  in  this  article,  is 
devoid  of  the  old-time  panic  which,  it  is  argued,  ex- 
perience should  have  taught  us  how  to  avoid.  A  typi- 
cal cycle  consists  of  (a)  depression,  10  months  (b)  re- 


vival, 10  months  (c)  prosperity,  10  months  (d)  finan- 
cial strain  (liquidation  of  securities),  10  months  and 
(e)  crisis,  2  months.  It  is  claimed  that  with  better 
understanding  of  the  business  cycle  the  period  of  pros- 
perity can  be  lengthened  and  the  period  of  depression 
shortened — in  effect  the  curve  becomes  more  nearly 
a  straight  line — and  the  crisis  which  brings  every 
prosperity  period  to  a  close  can  ultimately  be  reduced 
to  a  relatively  painless  process  of  readjustments.  The 
article  says  in  conclusion :  "The  most  important  pro- 
posal that  has  yet  been  made  for  the  mitigation  of 
the  extremes  of  the  business  cycle  is  that  the  various 
grades  of  government — federal,  state  and  municipal — 
together  with  large  corporations  like  the  railroads, 
should  adopt  a  buying  policy  designed  to  throw  as 
many  of  their  purchases  as  possible  into  the  period  of 
depression  and  to  withdraw  from  the  market  in  consid- 
erable measure  at  tfhe  height  of  the  period  of  prosper- 
ity." 

It  is  perhaps  worthy  of  some  attention  that  the 
two  last  most  serious  depressions  occurred  in  1893 
and  1907 — at  intervals  of  14  years.  If  this  may  be  con- 
sidered as  establishing  the  duration  of  the  cycle  then 
we  mav  look  for  a  recurrence  of  those  conditions  in 
1921. 


Further  Tax  Regulations  of  Interest  to 
Contractors 


FURTHER  reference  to  the  operation  of  the 
new  sales  tax,  so  far  as  contractors  and  build- 
ing supply  men  are  concerned  is  contained 
in  a  members'  service  letter  issued  by  the  As- 
sociation of  Canadian  Building  and  Construction  In- 
dustries. Certain  press  reports,  the  letter  states, 
which  appeared  under  date  of  June  7th,  stating  that 
"sales  tax  is  chargeable  on  the  amount  of  contract 
between  owner  and  contractor"  are  incorrect,  the 
word  "NOT"  being  omitted  by  the  press  from  the 
statement  issued  by  the  Department  of  Inland  Rev- 
enue. 

A  slight  change  is  made  in  the  following  clause, 
from  the  previous  statement  in  the  Contract  Record 
of  June  9,  page  522:  "If  a  contractor  or  sub-contractor 
manufactures  materials  for  his  work,  such  as  metal 
cornices,  sash  and  door  frames,  iron  railings,  etc.,  he 
is  required  to  pay  tax  on  the  sale  price  of  material 
manufactured  by  him.  He  is  not  required  to  pay 
tax  on  installation." 

The  following  rulings  by  the  Department  of  In- 
land Revenue  may  be  of  interest,  especially  to  sup- 
ply men : — 

Logs  sold  by  logging  firms,  if  not  squared  or  pro- 
cessed, are  not  liable  to  the  sales  tax.  Cordwood  is 
also  exempt.  Mill  scraps,  sold  exclusively  for  fuel, 
are  not  subject  to  sales  tax. 

Tax  applies  on  importations  or  sales  on  and  after 
May  19th,  1920.  If  goods  from  foreign  manufacturer 
are  invoiced  to  Canadian  agents,  and  by  them  in- 
voiced to  purchaser,  sales  tax  of  one  per  cent,  on  the 
customs  duty-paid  value  on  importation,  and  sales 
tax  of  one  per  cent,  on  sale  by  the  Canadian  agents 
are  both  collectable. 

A  manufacturer  or  wholesaler  importing  raw  ma- 
terial upon  which  the  sales  tax  is  paid,  and  who  sub- 
sequently uses  said  raw  material  for  the  manufacture 
of  his  product,  may  properly  regard  same  as  a  part 
of  his  cost,  but  must  not  include  the  sum  represented 
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thereby  in  that  portion  of  the  cost  in  which  his  pro- 
fits are  calculated. 

Goods  sold  by  manufacturer  to  jobbers  at  increas- 
ed price  due  to  luxury  tax  and  sales  may  be  charged 
by  jobbers  to  retailers  as  cost,  but  not  as  part  of  cost 
on  which  profit  is  calculated.  Sales  by  jabber  to  re- 
tailer are  subject  to  additional  sales  tax. 

On  goods  sold  by  manufacturer  to  jobber,  for  ex- 
port, tax  does  not  apply,  if  goods  are  shipped  direct 
by  the  manufacturer  to  foreign  consumer;  but  if 
goods  are  shipped  to  jobber  in  Canada,  the  tax  ap- 
plies. 

One  per  cent,  sales  tax  is  not  payable  on  freight 
where  goods  are  sold  f.o.b.  factory  and  freight  is  paid 
for  convenience  of  buyer  and  charged  on  invoice  as 
'separate  item. 

Re  payment  of  sales  tax  by  head  office  of  a  con- 
cern for  its  branches  situate  in  other  divisions:  It  is 
necessary,  for  statistical  aoid  other  purposes,  that 
arrangements  be  made  whereby  the  tax  accrued  at 
the  respective  branches  of  a  concern  should  be  ac- 
counted for  through  the  Inland  Revenue  divisions  in 
which  the  transactions  occur,  and  firms  interested 
are  requested  to  issue,  if  necessary,  cheques  in  favor 
of  their  branches. 

Sales  tax  of  one  per  cent,  is  collectable  on  goods 
when  sold  by  manufacturer,  and  again  when  sold  by 
wholesalers  and  jobbers.  In  this  respect,  the  tax  is 
cumulative.  All  sales  made  by  wholesalers,  whether 
to  retailer  or  consumer,  are  subject  to  tax.  Sales  by 
manufacturer  to  consumer  are  subject  to  tax. 


What  is  the  Immediate  Outlook  for 
Construction  ? 

THERE  are  a  great  many  factors  affecting  the 
immediate  outlook  for  construction — rents, 
commodity  prices,  crop  conditions,  finance,  all 
of  which  must  be  studied  for  their  bearing  on 
the  outlook  for  any  particular  type  of  construction, 
writes  W.  A.  Rogers,  president  of  the  Associated  Gen- 
eral Contractors  of  America,  in  the  Association's  bul- 
letin. Rents  may  have  to  go  higher  before  a  normal 
program  of  new  construction  of  many  kinds  can  be  pro- 
fitably undertaken  at  present  costs ;  commodity  prices 
must  be  stabilized  before  normal  industrial  expan- 
sion can  be  realized ;  adequate  crop  returns  are  the 
basic  indicators  of  adequate  finance  which  governs  all 
industry;  and,  while  we  hope  there  will  be  no  disturb- 
ing economic  questions  such  as  the  tariff  raised  in  the 
coming  election,  yet  in  these  days  of  government  con- 
trol and  legislative  regulation,  the  selection  of  a  presi- 
dent and  a  national  program  will  have  much  to  do  with 
the  plans  of  all  industry,  including  construction. 

These  are  factors  which  no  one  can  accurately 
forecast  and  to  which  each  contractor  must  give  the 
weight  which,  in  the  light  of  local  conditions,  he  feels 
'hey  deserve.  No  analysis  of  the  future  of  construc- 
tion, even  for  the  coming  six  months,  however,  can 
be  made  without  taking  them  into  consideration. 
There  are,  nevertheless,  three  major  factors  which  pro- 
foundly affect  the  outlook  for  construction,  and  wh'ch 
can  be  met  by  united  effort  and  counsel.  In  order 
that  any  program  of  construction  may  be  developed 
for  the  coining  six  months,  we  must  first  devise  ways 
and  means  to  adjust  transportation  conditions,  estab- 
lish sound  price  levels  for  construction  materials,  and 
secure  from  labor  its  full  efficiency.    In  direct'  pro- 


portion to  the  extent  to  which  these  questions  are 
settled,  will  construction  of  all  kinds  proceed. 

Curtail  Transportation  of  Luxuries 

Ultimately,  the  transportation  problem  is  largely 
one  of  rates  and  control.  With  adequate  rates  assur- 
ed at  the  earbest'  possible  date,  the  equipment  and 
facilities  of  the  roads  can  be  maintained  in  relation  to 
the  demands  being  made  upon  it;  and  wages  com- 
mensurate with  the  service  rendered  can  be  paid.  It 
will  take  t'ime,  however,  to  repair  present  equipment, 
build  new  rolling  stock  and  increase  facilities.  Mean- 
while, we  shall  have  to  adopt  some  plan  of  sharing 
present  facilities  with  other  industries  in  proportion 
to  the  need  for  our  products.  Since  rates  cannot  be 
shifted  like  prices,  according  to  supply  and  demand, 
some  other  means  must  be  adopted  in  apportioning 
transportation  facilities.  This  means  the  re-estab- 
lishment of  priorities  sooner  or  later  in  some  form  or 
other.  Already  this  has  been  started.  From  present 
indications,  if  construction  is  not  to  be  practically  sus- 
pended in  some  sections  of  the  country,  construction 
materials  must  be  given  the  right  of  way  over  the  less 
essential  commodities,  second  only  to  food  and  fuel. 
With  inadequate  facilities  at  hand,  only  by  curbing 
the  distribution  of  luxuries,  which  have  jammed  our 
freight  houses  and  made  use  of  cars  which  should 
have  gone  to  more  essential  needs,  can  the  present  situ- 
ation be  handled  and  construction  proceed. 

Give  Costs  and  Profits  Publicity 

Sound  price  levels  are  fundamentally  a  matter  of 
publicity;  for,  with  confidence  in  the  justice  of  pre- 
sent prices  restored  which  would  follow  full  publicity 
of  costs  and  profits,  fear  that  a  slump  may  be  just 
around  the  corner  will  be  removed.  Then  normal 
buying  will  be  restored  by  the  knowledge  that  lower 
prices  can  only  be  had  as  a  result  of  slowly  deflating 
the  world's  currency  and  slowly  increasing  the  world's 
production,  processes  which  will  require  time  to  ac- 
complish. Without  such  knowledge,  investors  will 
hesitate  to  build  and  banks  will  hesitate  to  finance  new 
projects. 

Give  Labor  Incentives  to  Produce 

To  increase  the  efficiency  of  labor  is  mainly  to 
create  a  new  ideal  in  industry — the  ideal  of  increased 
production.  But  such  an  ideal  is  of  litt'le  value  with- 
out an  incentive  behind  it.  During  the  war  patriot- 
ism and  the  spirit  of  team-work  for  a  common  aim 
supplied  that  incentive.  If  workmen  continue  to  de- 
mand increases  in  wages,  shorter  hours  and  decreased 
production,  they  may  automatically  create  such  an 
incentive  in  the  competition  among  themselves  for 
jobs,  because  of  a  slowing  down  in  construction  fol- 
lowed by  idle  workmen.  Better,  if  means  could  be 
devised,  to  increase  the  efficiency  of  all  construction 
labor  at  rates  satisfactory  to  all. 

The  elimination  of  restrictions  on  output  is  fun- 
damental. Moreover  if  some  plan  could  be  worked 
out  by  which  there  would  be  restored  the  mutual  con- 
fidence between  the  contractor  and  the  employee  and 
by  means  of  which  it  would  be  impressed  on  both  that 
their  interests  were  identical  and  that  in  the  long  run 
decreased  production  costs  the  workman  as  much  as  it 
does  the  employer,  then  a  long  step  in  the  right  direc- 
tion will  have  been  taken. 

An  Unprecedented  Need  for  Construction 

In  spite  of  these  things,  however,  and  underly- 
ing them  all,  there  is  one  outstanding  feature  in  the 


June  23.  1920 


THE  CONTRACT  RECORD 


597 


No.  28. 


Canada's  Engineers —  W.  P.  Brereton 


Wilfrid  Proctor  Brereton,  city  engineer  of  Winni- 
peg for  the  past  six  years,  was  born  in  Bethany,  Ont., 
in  1879.  His  early  education  was  obtained  at  the  Beth- 
any Public  School  and  the  Port  Hope  High  School. 
This  was  followed  by  a  course  in  mechanical  and 
electrical  engineering  at  the  School  of  Practical 
Science,  Toronto,  from  which  he  graduated  in  1901 
with  the  degree  of  B.A.Sc. 

Following  his  graduation,  Mr.  Brereton  became 
chief  draftsman  of  the  Smart,  Eby  Machine  Co.,  Ham- 
ilton, Ont.,  and  in  1903  he  joined  the  engineering  staff 
of  Heyl  &  Patterson,  of  Pittsburgh,  Pa.,  two  years 
later  becoming  manager  of  the  McLaughlin  Engine 
Co.,  Toronto.  In  1906  he  went  West  where  all  his  sub- 
sequent experience  has  been  gained.  His  first  posi- 
tion there  was  as  assistant  engineer  to  C.  B.  Smith  of 
Winnipeg.  He  became  designing  engineer,  assistant 
to  C.  B.  Smith,  on  the  Winnipeg  hydro-electric  power 
plant,  and  later  resident  manager  for  the  firm  of  Smith, 
Kerry  &  Chace,  Portland,  Oregon,  on  the  hydro-elec- 
tric development  for  the  Mount  Hood  Railway  &  Pow- 
er Co.  Mr.  Brereton  then  became  assistant  to  Col. 
H.  N.  Ruttan,  city  engineer  of  Winnipeg  and  in  this 
capacity  designed  and  constructed  the  18-million  gal- 
lon covered  reservoir  for  that  city.  In  June,  1914,  he 
was  appointed  to  the  position  of  city  engineer,  suc- 
ceeding Col.  Ruttan.  Since  that  time  he  has  been  in 
full  charge  of  all  the  city's  works  and  engineering  ac- 
tivities and  has  closely  associated  himself  with  the 
improvement  of  all  the  city's  facilities.    During  the 


war,  of  course,  expenditures  were  somewhat  curtail- 
ed, but  Mr.  Brereton  now  has  hopes  of  seeing  condi- 


Mr.  W.   P.  Brereton 


tions  in  the  West  generally,  and  in  Winnipeg  particu- 
larly, revive  to  an  even  more  prosperous  basis  than 
they  were  several  years  ago. 


present  outlook  for  construction :  This  is  the  unpre- 
cedented need  for  new  homes,  new  highways,  rail- 
road improvements,  and  public  works  of  all  kinds 
which  were  postponed  on  account  of  the  war,  and 
which  are  today  only  subordinate  to  the  nation's  need 
for  food  and  fuel. 

The  proportion  of  these  which  will  be  undertaken 
during  the  coming  six  months  will  depend  upon  the 
extent  to  which  we  solve  the  three  major  problems 
outlined  above.  ^  When  they  have  been  satisfactorily 
dealt  with,  nothing  short  of  a  calamity  can  stop  con- 
struction for  long. 


cept  overhead  on  through  truss  bridges  and  on  over- 
head bridges,  but  even  with  black  paint  the  smoke 
marks  show  conspicuously  here. 


Light  Colors  Advocated  for  Bridge  Paints 

Light-colored  paint  for  the  finishing  coat  on  steel 
structures,  on  the  score  of  efficiency  and  appearance,, 
was  advocated  at  the  annual  meeting  of  the  American 
Railway  Bridge  and  Building  Association  by  J.  R. 
Shean,  of  the  Pacific  Electric  Ry.,  Los  Angeles,  Cal. 
Unless  the  price  of  material  is  the  main  consideration 
he  sees  no  reason  why  steelwork  should  not  be  painted 
in  light  colors,  since  their  resistance  to  heat  rays,  as 
compared  with  dark  colors,  would  be  easier  on  the  oil 
film  which  holds  the  pigment  together. 

Canary  yellow,  pearl  gray  or  light  olive  green  will 
change  an  unsightly  black  structure  to  one  that  will 
be  at  least  more  in  harmony  with  the  surroundings. 
These  light  colors,  says  Mr.  Shean,  will  have  a  suffic- 
iently longer  life  than  the  dark  colors  to  pay  for  any 
difference  in  cost.  It  may  be  argued  that  light  colors 
become  unsightly  in  a  short  time  from  dirt  and  smoke. 
This  cannot  be  noticed  to  any  extent,  he  thinks,  ex- 


Work  of  Ontario  Division,  E.I.G. 

Important  work  is  being  carried  on  this  year  by 
the  Ontario  Provincial  Division  of  the  Engineering 
Institute  of  Canada.  The  Advisory  Conference  Com- 
mittee, brought  into  being  by  the  Ontario  Division, 
is  hard  at  work  on  the  problem  of  legislation  for  the 
engineers  of  this  province  and  is  making  good  pro- 
gress. Strong  support  is  also  being-given  the  Niagara 
Branch  in  its  arrangements  for  the  professional  meet- 
ing of  the  Institute  to  be  held  there  in  September. 
This  promises  to  be  one  of  the  best  meetings  ever  con- 
ducted bv  the  Institute. 


The  City  Council  of  Montreal  has  passed  a  by-law 
compelling  the  installation  of  dry  sprinklers  in  build- 
ings not  of  a  residential  character. 


At  a  meeting  of  the  Hamilton  branch  of 
the  Association  of  Canadian  Building  and  Con- 
struction Industries,  J.  P.  Anglin,  president  of 
the  association,  said  that  the  greatest  profiteers 
were  those  who  demanded  a  50  per  cent,  increase 
in  wages  while  giving  only  half  production. 
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New  Union  Bank  Building,  Vancouver 

Will  be  a  Most  Attractive  Structure — Italian  Renaissance  Style  of  Archi- 
tecture—Ornamental Work  and  Stone  Carving  of  Local  Design  and  Labor 


OF  the  many  handsome  and  substantial  bank 
buildings  erected  in  Vancouver  during  the 
past  few  years  by  Canadian  banking  institu- 
tions, none  will  excel  in  attractiveness  the 
splendid  block  now  under  construction  for  the  Union 
Bank  of  Canada.  This  new  block,  which  will  be  the 
Union  Bank's  head  office  for  British  Columbia,  will 
be  finished  in  Haddington  Island  stone,  the  hand- 
some and  durable  native  stone  used  in  so"  many  of 
the  large  buildings  in  the  coast  cities.  The  building 
is  designed  in  Italian  Renaissance  style  of  architec- 
ture. It  is  three  storeys  in  height,  and  is  of  Class  'A' 
construction  throughout,  reinforced  concrete  being 
the  material  used  in  the  work. 

Begun  in  August  last,  construction  has  been  car- 


Prospective  view  of  Union  Bank  of  Canada  Building,  now  being 
erected  at  Vancouver 


ried  on  all  winter  and  the  structural  portion  of  the 
work  is  now  completed.  The  cut  stone  exterior  is 
well  on  the  way,  and  as  it  goes  up  some  of  the  many 
artistic  features  are  taking  shape.  The  stone  carving 
over  the  main  entrance,  the  caps  of  the  great  fluted 
pillars  of  stone,  and  the  window  arches  ha^e  all  been 
executed  in  Vancouver,  in  the  yards  £>f  J.  A.  &  C.  H. 
McDonald,  stonecutters.  The  designs  for  these  de- 
tails were  all  drawn  by  Mr.  Harold  H.  Ginnold,  man- 
ager of  Somervell  &  Putnam,  architects  of  the  build- 
ing. Mr.  C.  Marega.  the  well-known  Vancouver  sculp- 
tor executed  the  models  in  staff,  the  full-size  of  each 
part  of  the  stone  carving,  for  the  stone-cutters  to  work 
from.  Mr.  Marega  is  also  modelling  all  the  designs 
for  the  metal  ornamentation  of  the  interior,  as  well 
as  doing  all  the  wood  carving  on  the  interior  finish. 

For  the  main  floor  the  plans  show  one  large  bank- 
ing room,  with  no  pillars  or  ceiling  supports  to  break 
the  space.  This  room,  with  a  lofty  32-foot  ceiling- 
will  be  finished  in  Caen  stone,  and  the  fittings  will  be 
in  Honduras  mahogany,  bronze  and  marble.  A  hand- 
some design  for  the  main  entrance  vestibule  is  in 
bronze,  and  it  will  cost  $30,000,  alone.  Instancing  the 
difficulty  to  secure  choice  materials,  the  architects 
found  that  in  Honduras  mahogany,  which  is  worth 
now  five  or  six  times  its  price  of  a  few  years  ago,  the 


hardwood  dealers  of  Vancouver  are  carrying  the  larg- 
est stocks  on  the  continent  to-day.  It  would  be  im- 
possible to  secure  the  amount  needed  for  this  one 
bank,  anywhere  else  just  at  the  moment. 

The  ceiling  of  the  banking  room  is  heavily  decor- 
ated and  a  handsome  design  of  old  coin  panels  is 
worked  out  for  the  frieze.  On  the  ■  mezannine  floor 
the  space  is  laid  off  for  directors'  room,  superintend- 
ent's office,  watchman's  room,  and  women's  rest 
rooms.  The  basement  is  also  given  over  to  bank  work 
space  and  valuts.  Elaborate  safe  deposit  facilities  are 
provided,  and  in  bank  vault  protection  the  architects 
have  observed  all  the  best  practice,  the  whole  installa- 
tion being  the  last  word  in  bank  construction.  Elec- 
trictity  has  been  called  in  to  do  everything  that  can 
be  suggested.  There  are  telephone  and  dictagraph  ser- 
vices, messenger  call  service,  and  every  other  modern 
electrical  device.  Every  provision  has  been  made,  too, 
for  the  comfort  and  convenience  of  customers,  and 
especially  for  the  ladies,  rest  rooms,  lavatories,  etc., 
being  included. 

Practically  every  part  of  the  material  going  into 
the  construction  of  this  new  Union  Bank  building 
has  been  made  in  Canada  or  purchased  in  Canada  or 
in  England.  Wherever  possible  all  work  has  been 
done  in  Vancouver.  Somervell  &  Putnam,  H.  H.  Gin- 
nold, manager,  are  the  architects ;  Hodgson,  King  & 
Marble,  general  contractors;  Barr  &  Anderson,  Ltd., 
plumbing  contractors ;  Leek  &  Co.,  heating  and  ventil- 
ation ;  Munday,  Rowland  &  Co.,  electrical  contractors ; 
J.  A.  &  C.  H.  McDonald,  cut  and  carved  stone  work; 


Union  Bank  of  Canada  Building,  under  construction  at  Vancouver, 
showing  stone  facing  being  put  in  place 


C.  Marega,  modelling  for  stone  and  metal  designs,  also 
wood  carving;  Cornish  &  Cooper,  bank  fittings. 

The  building  will,  it  is  anticipated,  be  completed, 
ready  for  occupancy,  by  the  end  of  August,  1920.  In- 
cluding the  elaborate  bank  fixtures,  the  total  cost  will 
be  close  to  half  a  million  dollars.  Mr.  Geo.  S.  Harris- 
on, manager  for  the  Union  Bank  in  Vancouver,  has 
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devoted  a  great  deal  of  time  and  attention  to  the 
working  out  of  the  many  important  preliminary  mat- 
ters in  connection  with  the  building.  Much  of  the  cre- 
dit is  due  to  him  for  the  very  perfect  addition  the  new 
bank  will  make  to  the  numerous  examples  of  bank 
architecture  in  Vancouver. 

With  a  frontage  on  Hastings  Street  of  104  feet, 
and  on  Seymour  Street  of  70  feet,  the  new  building 
makes  the  third  bank  at  those  corners,  the  Molsons 


and  Bank  of  Nova  Scotia  (formerly  Bank  of  Ottawa) 
occupying  two  other  corners.  The  location  is  one  of  the 
best  in  the  city.  It  is  one  block  from  the  Post  Office 
and  Customs  Offices,  and  one  block  from  the  C.  P.  R. 
Depot  and  Terminals.  Unlike  some  of  the  earlier 
blocks  in  Vancouver,  the  new  Union  Bank  building 
is  not  of  the  skyscraper  class.  There  are  but  two  up- 
per storeys,  which  will  be  arranged  in  suites  of  offices 
to  be  let. 


Additions  to  London,  Ont.,  Reservoir  Capacity 

After  Consideration  of  All  Types,  Earth  Embankment  was  Selected  for 
New  Basin  as  Being  Cheaper  and  More  in  Keeping  with  the  Surround- 
ings—  Floor  is  to  be  of  Two  Layer  Concrete,  Securely  Waterproofed 

 By  E.  V.  Buchanan*  


ON  an  accompanying  map  are  shown  the  existing 
reservoir,  the  proposed  immediate  construction, 
.  and  also  future  construction  in  connection  with 
the  waterworks  system  of  the  city  of  Lon- 
don, Ont.  The  present  reservoir  is  a  five-million  gal- 
lon earthen  embankment  reservoir  with  puddled  clay 
sides  and  bottom,  and  was  constructed  about  forty 
years  ago.  When  the  construction  of  additional  reser- 
voir capacity  was  first  decided  upon,  surveys  were 
made  of  the  topography  of  all  available  land  in  the 
vicinity  of  the  existing  reservoir,  and  the  site,  as 
shown  on  the  plan,  was  finally  chosen  as  the  most 
suitable.  Four  types  of  reservoirs  were  considered,  as 
follows : 

(1)  Gravity  concrete  wall. 

(2)  Vertical  reinforced  concrete  wall  supported 
by  buttresses. 

(3)  Inclined  reinforced  concrete  slab  supported 
by  buttresses. 

(4)  Earthen    embankment    supporting  concrete 
slabs. 

Preliminary  designs  showed  that  the  masonry 
gravity  section  would  be  more  costly  than  reinforced 
concrete  section  and  was,  therefore,  eliminated.  As 
between  the  two  types  of  reinforced  concrete  wall, 
the  inclined  slab,  supported  on  buttresses,  was  found 
to  give  more  economical  structure,  and  a  general  de- 
sign of  a  reservoir,  using  this  type  of  construction, 
was  prepared,  as  well  as  a  general  design  using  earth- 
en embankment. 

In  the  case  of  the  earthen  embankment  type  it  was 
necessary  to  provide  a  much  deeper  reservoir  than  in 
the  case  of  the  inclined  reinforced  concrete  slabs,  in 
order  to  secure  sufficient  material  to  make  the  em- 
bankment, but  in  spite  of  this  handicap,  the  cost  of 
the  earthen  embankment  type  was  found  to  be  con- 
siderably cheaper  and  was,  therefore,  adopted. 

In  considering  the  two  types  of  reservoirs,  .with 
reference  to  their  location  in  the  park  now  owned  by 
the  city,  and  which,  on  account  of  its  natural  beauty, 
is  the  rendezvous  of  thousands  of  citizens,  we  were 
also  convinced  that  the  reinforced  concrete  inclined 
slab  type  of  construction,  aside  from  its  apparently 
greater  cost,  would  be  unsightly  and  would  consider- 
ably detract  from  the  surroundings.  This  will  be 
come  apparent  when  it  is  recalled  that  no  type  of  con- 
crete structure  can  be  successfully  given  a  surface 
finish  which  will  withstand  changing  weather  condi- 
tions, without  expending  an  undue  amount  upon  it, 

♦General  manager,  Public  Utilities  Commission,  London,  Ont. 


and  while  this  may  be  justified  in  the  case  of  concrete 
bridges  and  similar  structures,  it  could  not  be  al- 
lowed in  this  case. 

The  type  of  reservoir  adopted  is  particularly  adapt- 
ed to  the  site,  in  which  the  underlying  material  is  a 
porous  sand  and  gravel,  and  in  order  to  make  it  water- 
tight a  two-layer  floor  of  concrete,  having  an  asphal- 
tic  waterproofing  medium  between  the  layers,  is  to 


/z'Drairi  \\ 


This  map  shows  existing  water  reservoir,  immediate  extensions  and  fu- 
ture construction. 

be  used.  A  four-inch'  slab,  divided  into  fifteen-foot 
squares,  will  first  be  used;  these  slabs  are  to  be  rein- 
forced with  a  light  mesh  reinforcement,  the  joints 
being  filled  with  asphalt.  A  second  layer  of  four-inch 
concrete  similar  to  the  first  will  be  used,  with  the 
joints  staggered  above  the  first  layer.  Between  the 
two  layers  of  concrete  will  be  placed  three  layers  of 
strong  fibre  manilla  burlap,  which  has  been  thorough- 
ly saturated  by  immersion  in  a  bath  of  heated  asphalt. 
The  burlap  will  be  separated  from  each  layer  and  from 
the  concrete  by  a  1/16  in.  layer  of  heated  asphalt. 

It  is  not  anticipated  that  any  trouble  will  be  caused 
by  frost  action  on  account  of  the  free  draining  char- 
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actor  of  the  embankment.  An  ornamental  iron  fence, 
with  close  screening  to  protect  the  reservoir  against 
animals  and  leaves  will  be  placed  on  top  of  the  con- 
crete curl)  finishing  the  slope  paving. 

The  gate  house  is  located  at  the  corner  common 
to  the  three  reservoirs,  and  will  consist  of  a  concrete 
sub-structure,  containing  gates  for  controlling  the  flow 
into  each  of  the  basins,  and  with  provision  for  drain- 
ing the  basins  and  overflow.  Tt  will  be  surmounted 
by  an  ornamental  brick  structure  which  will  contain 
recording  gauges  giving  the  depth  of  the  water  in  the 
various  basins  and  stands  for  operating  the  gates. 

The  designs  for  this  reservoir  were  prepared  by 
Morris  Knowles  Limited,  of  Windsor,  in  conjunction 
with  the  engineering  staff  of  the  London  Public  Uti- 
lities Commission.  The  preliminary  work  on  the 
reservoir  has  now  commenced  and  it  is  the  intention 
to  carry  out  '.he  greater  part  of  the  work  by  the  Com- 
mission's own  staff  on  the  dav  labor  principle,  at  an 
estimated  cost  of  $100,000. 


Effect  of  Gar  Tracks  on  Traffic 
Capacity  of  Roadways 

— — — — — —  By  George  W.  Tillson*  

THERE  is  probably  no  one  thing  that  is  the 
source  of  so  much  trouble  and  annoyance  to 
the  official  in  charge  of  the  maintenance  of 
street  pavements  or  road  surfaces  as  the  exis- 
tence of  street  car  tracks  in  those  surfaces.  This  is 
mainly  true  because  he  has  no  direct  control  over  the 
repairs  required  to  keep  the  tracks  in  good  condition. 
As  a  general  rule  the  street  car  companies  must  keep 
in  good  repair  the  tracks  and  pavements  between 
same  as  well  as  for  a  short  distance  outside.  It  is  gen- 
erally prov;ded  also  that,  if  the  corporation  does  not 
do  this,  it  may  be  done  bv  the  municipal  authorities. 
But  the  procedure  is  such,  and  so  much  red  tape  is 
involved  in  carrying  out  the  legal  requirements,  so 
that  the  cost  of  repairs  may  be  collected  from  the  com- 
pany, that  the  provision  is  seldom  resorted  to  and  it 
is  generally  considered  better  policy  to  try  and  have 
the  necessary  work  done  by  the  corporation  itself. 

Location  of  Tracks 

The  principal  items  to  be  considered  in  this  con- 
nection are  the  location  of  the  track,  their  detailed  con- 
struction, their  degree  of  perfect  maintenance,  the 
character  and  amount  of  traffic  on  the  tracks,  and  the 
character  and  amount  of  traffic  on  the  street  or  road. 
The  question  of  location  is,  perhaps,  the  one  to  be 
most  considered,  as  upon  the  location  depends  the 
importance  of  the  other  items.  Its  discussion,  too, 
involves  the  problem  of  what  is  the  best  location  for 
car  tracks  when  thev  must  be  la;d  within  the  lines  of 
streets  or  roads.  The  common  practice  with  streets 
is  to  place  them  in  the  centre,  thus  giving  an  oppor- 
tunity for  streams  of  traffic  to  move  in  either  direc- 
tion entirely  independent  of  each  other.  With  this 
arrangement  it  can  easMy  be  seen  that  the  width  be- 
tween the  cars  and  the  curb  will  have  much  to  do  with 
the  effect  on  traffic.  In  the  Rorough  of  Brooklyn, 
New  York  City,  many  streets  with  roadways  only  34 
ft  wide  have  two  lines  of  car  tracks;  and  some  with  a 
width  of  only  30  ft     In  such  cases  the  obstruction  to 

•FV-vnt  'I  .  t  the  annual  convention  of  the  National  Highway  Traffic 

Association. 


traffic  must  be  very  great,  as  the  distance  from  track 
to  curb  is  only  9y2  and  7l/i  ft.  respectively  and  even 
these  distances  are  reduced  by  the  overhanging  of  the 
car  itself.  It  is  on  streets  like  these  that  the  items  of 
construction  maintenance,  amount  of  traffic,  etc.,  are 
particularly  important. 

Underground  Trolley  Makes  Difficult  Construction 

The  writer  has  always  felt  that  a  car  track  should 
be  so  constructed  in  a  pavement  that  vehicular  traf- 
fic could  pass  over  it  diagonally,  squarely  or  in  any 
direction  without  any  real  inconvenience,  and  that  it 
should  be  so  maintained  that  it  would  aLways  meet 
this  requirement.  The  heavy  truck  traffic  that  is  so 
constantly  increasing  emphasizes  this  idea.  With  the 
present  standard  rails  and  latest  construction  there  is 
no  difficulty  in  meeting  what  is  desired.  Practically 
all  electric  roads  in  streets  or  highways  are  operated 
by  overhead  trolleys  but  in  the  Borough  of  Manhatten, 
New  York  City,  where  the  underground  trolley  is 
used,  it  is  necessary  to  have  a  slot  half  way  between 
the  rails  of  each  track.  This  is  also  true  of  cable 
roads.  Such  construction  makes  it  very  difficult  to 
properly  maintain  or  lay  the  pavement.  The  space 
between  the  slot  and  rail  is  so  narrow,  and  so  shal- 
low over  the  conduit  that  carries  the  power,  that  or- 
dinary pavement  methods  are  not  successful.  With 
the  same  amount  of  care  in  construction  and  main- 
tenance, such  tracks  are  more  of  an  obstruction  to 
traffic  than  those  used  with  the  overhead  trolleys. 

The  Board  of  Estimate  of  the  City  of  New  York 
has  made  a  rule  that  a  double-track  road  shall  not  be 
laid  in  a  street  with  a  roadway  of  less  than  40  ft.  In 
Philadelphia,  where  the  streets  are  narrow  generally, 
but  one  track  is  laid  in  a  roadway,  the  cars  necessarily 
having  different  routes  to  and  from  the  centre  of  the 
city. 

In  some  cases  where  tracks  are  laid  in  the  centre, 
an  area  is  curbed  especially  for  the  tracks,  vehicular 
crossings  taking-  place  only  at  cross  streets  or  other 
especially  provided  places.  This  is  true  in  a  few  other 
cities  but,  almost  generally  so  in  New  Orleans.  Here 
the  streets  as  a  rule  are  wide,  allowing  plenty  of  room 
for  this  method  as  well  as  for  the  general  traffic  of  the 
city.  In  such  cases,  of  course,  traffic  is  not  impeded 
at  all  except  as  to  general  crossing  from  one  side  of 
the  street  to  the  other. 

Rochester,  N.  Y.,  has  one  or  two  streets  where  the 
tracks  are  located  just  inside  the  curb  line.  On  one 
of  the  streets  leading  out  of  Paris  the  writer  once  saw 
a  similar  location.  In  Rochester  the  instance  noted 
was  on  a  distinctly  residential  street  but  in  France 
it  was  in  a  small  retail  section. 

With  such  a  location  the  general  street  traffic 
would  not  be  affected  but  it  has  always  seemed  to  the 
writer  that  it  must  be  very  inconvenient  to  the  people 
along  the  line,  especially  if  it  were  on  a  busine.ss 
street.  Here,  however,  again  comes  in  the  question 
of  how  much  traffic  the  car  lines  carry  and  how  often 
the  cars  run. 

Example  of  Obstruction  to  Traffic 

Perhaps  the  best  example  of  obstruction  to  traffic 
by  car  tracks  of  which  the  writer  has  any  cognizance 
is  in  the  Borough  of  Manhattan,  New  York  City. 
Central  Park  West  is  that  portion  of  Eighth  Avenue 
lying  directly  west  of  Central  Park.  This  avenue 
south  of  58th  Street  is  100  ft.  wide  with  a  60-ft.  road- 
way with  car  tracks  in  the  centre.  Central  Park  West 
is  also  100  ft.  wide  but  the  roadway  is  only  48  ft.  wide 
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and  the  tracks  are  laid  on  the  easterly  side,  the  near- 
est rail  being  3  ft.  from  the  curb,  leaving  a  free  road- 
way of  29.9  ft.,  not  taking  into  account  the  overhang 
of  the  car. 

Central  Park  West  is  built  up  on  the  west  side 
with  large  apartment  houses.  The  cross  streets,  too, 
are  well  built  up  so  that  the  local  traffic  is  heavy.  Pre- 
vious to  the  introduction  of  the  automobile  the  ob- 
struction to  travel  was  not  so  great.  But  it  can  easily 
be  seen  that,  with  it  being  necessary  for  all  pedes- 
trians to  cross  two  lines  of  vehicular  traffic  in  order  to 
take  or  leave  a  car,  a  great  deal  of  trouble  must  oc- 
cur. So  many  accidents  occurred  that  in  1913  the 
Board  of  Estimate  and  Apportionment  passed  a  reso- 
lution directing  the  railway  company  to  relocate  the 
eastery  track  at  its  own  expense,  with  the  intention 
of  widening  the  roadway  after  this  was  done.  It 
seems,  however,  that  the  tracks  were  located  in  their 
present  position  in  1897  at  the  recpiest  of  the  park 
commissioner  of  the  city,  and  the  corporation  council 
advised  that  a  court  seeking  to  do  equity  might  well 
deny  the  application  to  compel  the  company  to  again 
relocate  its  tracks  entirely  at  its  own  expense.  The 
estimated  cost  of  the  work  was  $352,000.  Many 
communications  passed  between  the  city  and  the  rail- 
way company  in  regard  to  the  matter  but  no  physical 
work  was  ever  done  and  the  tracks  and  roadway  still 
remain  as  herein  described.  The  police  reports  show 
that  on  this  street  286  accidents  occurred  during  the 
years  1910  to  1913  inclusive.  In  addition  to  the  ac- 
cidents to  persons,  the  police  records  show  that  in 
1913  there  were  36  collisions  between  vehicles  and 
eight  collisions  between  vehicles  and  surface  cars.  It 
is  also  stated  that  probably  only  the  most  serious  ve- 
hicle collisions  are  included  in  the  police  records.  No 
doubt  the  number  of  accidents  have  increased  in  sub- 
sequent years.  In  any  event,  recently  Central  Park 
West  has  been  made  a  one  way  street  so  as  to  reduce 
the  number  of  accidents  to  a  minimum.  In  order  to 
understand  just  what  this  means  it  must  be  remem- 
bered that  General  Park  extends  in  width  from  5th 
Avenue  to  8th  Avenue,  a  distance  of  half  a  mile,  and 
that  by  making  Central  Park  a  street  for  south  bound 
traffic  only,  this  distance  is  increased  by  one  long 
block  so  that  all  north  bound  traffic  is  cut  off  between 
5th  and  Columbus  (old  9th)  Avenues.  This,  of  course, 
increases  the  congestion  on  all  north  and  south  ave- 
nues. North  bound  automobile  pleasure  traffic,  al- 
though permitted  to  go  through  Central  Park,  has  but 
two  outlets  to  the  west,  so  that  if  not  through  traffic 
it  must  be  seriously  inconvenienced. 

Compare  for  a  moment  the  situation  on  Fifth  Ave- 
nue south  of  59th  StTcet.  Phis  street  is  also  100  ft. 
wide  and  prior  to  1908  had  a  roadway  of  40  ft.  with 
sidewalk  spaces  30  ft.  wide,  but  areas  and  stoops  were 
allowed  to  encroach  15  ft.  so  that  the  free  width  of 
the  street  was  only  70  ft.  The  Board  of  Estimate  and 
Apportionment  by  resolution  widened  the  roadway  by 
setting  the  curb  back  7y2  ft.  on  each  side  and  ordered 
the  encroachments  back  to  within  2l/2  ft.  from  the 
property  line,  thus  giving  a  roadway  55  ft.  in  width 
with  sidewalks  20  ft.  wide  free  from  obstruction.  The 
old  roadway  permitted  four  lines  of  traffic  while  the 
additional  15  ft.,  in  width  furnished  space  for  two 
more  and  even  this  is  insufficient  for  the  traffic  require- 
ments. 

The  large  cars  of  the  Brooklyn  Rapid  Transit  Co. 
when  passing  occupy  practically  19  ft.  of  space, — 18.6 
ft.  to  be  exact.    Supposing  a  double  track  line  were 


laid  in  the  centre  of  5th  Avenue ;  with  the  traffic  it 
would  certainly  have,  when  two  cars  met  there  would 
be  left  on  each  side  a  distance  of  18  ft.  only,  sufficient 
only  for  two  lines  of  travel ;  in  other  words,  nearly  all 
of  the  benefits  of  the  widening  would  be  lost. 

Prospect  Park,  Brooklyn,  has  five  sides  and  on  all 
of  the  adjacent  streets  there  are  street  car  tracks. 
With  one  exception  the  location  is  similar  to  that  on 
Central  Park  West.  But  on  only  one  street,  Pros- 
pect Park  West,  has  it  been  necessary  to  establish  one 
way  traffic.  This  is  because  both  the  local  street  car, 
passenger  and  also  vehicular  traffic  are  light.  During 
the  summer  a  large  part  of  passengers  carried  by  the 
car  lines  have  the  park  itself  as  an  objective  and  they, 
of  course,  are  benefitted  by  having  the  tracks  adjac- 
ent to  the  curb.  The  situation  as  a  whole,  however, 
well  illustrates  the  bearing  of  both  kinds  of  traffic  up- 
on the  subject  under  consideration. 

Tracks  Increase  Repair  Bills 

In  another,  but  perhaps  indirect,  way  can  be  shown 
somewhat  how  traffic  is  diverted  on  street  car  streets, 
and  that  is  by  its  effect  upon  the  pavements. 

In  the  Borough  of  Brooklyn  careful  records  have 
been  kept  of  the  cost  of  repairs  to  all  pavements  for 
more  than  15  years,  by  individual  streets.. 

The  cost  of  repairs  to  asphalt  pavements  on  streets 
without  car  tracks  for  the  years  1914  to  1918  inclusive 
has  averaged  2c.  per  square  yard  ;  and  with  street  car 
tracks  the  cost  has  been  3.4c.  While  these  figures 
prove  nothing  directly  they  are  at  least  indicative  as 
they  give  results  upon  31,645,000  and  3,884,000  square 
yards  of  pavement  on  streets  without  and  with  car 
tracks,  respectively. 

Location  on  Roads 

The  problem  of  track  location  on  roads  is  some- 
what different  from  that  on  streets  as  the  local  condi- 
tions are  so  different.  Then  too,  a  country  road,  even 
if  paved,  seldom  has  its  pavement  of  greater  width 
than  will  accommodate  expected  vehicular  traffic,  so 
that  any  interference  with  existing  pavement  will  be 
serious.  Fortunately,  however,  there  are  generally  no 
very  serious  objections  to  a  side  location,  the  tracks 
being  sufficiently  far  apart  to  provide  for  ample  width 
of  the  pavement  between  them.  The  new  National 
Highway  bill  proposes  where  feasible,  a  66-ft..  width 
of  right  of  way  and  a  pavement  width  of  not  less  than, 
20  ft.  This  would  give  ample  room  for  car  tracks  on 
both  sides  of  the  pavement.  Whenever  a  wider  road- 
way is  required  or.  any  special  local  conditions  arise, 
each  case  must  be  considered  on  its  individual  merits. 

If  the  tracks  are  located  in  the  pavement,  whether 
in  a  city  street  or  country  road,  the  shape  of  rail  and 
method  of  construction  become  very  important.  As 
has  been  previously  stated,  the  mere  existence  of 
tracks  in  a  pavement  should  not  interfere  with  traffic. 
As  a  matter  of  fact,  they  do.  The  writer  some  25 
years  ago  saw  a  track  on  14th  St.,  Borough  of  Man- 
hattan, laid  with  two  centre  bearing  rails  instead  of 
one  laid  on  longitudinal  wooden  stringers,  the  rails 
and  tracks  being  so  near  and  of  such  construction 
that  traffic  in  the  centre  of  the  street  was  almost  en- 
tirely cut  off.  Fortunately,  such  conditions  do  not 
now  exist  anywhere  but  they  illustrate  the  importance 
of  the  principle. 

No  doubt  the -well  known  tee  rail  of  the  steam  roads 
is  the  most  economical  type  of  rail  for  traffic.  It  does 
not,  however,  permit  a  smooth  junction  between  the 
pavement  and  the  rail,  either  between  the  tracks  or 
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outside.  This  type  of  rail  also  is  liable  to  cause  ruts 
alongside  the  rail  if  the  tracks  are  much  used  by  ve- 
hicles. With  the  present  grooved  rail  in  use  in  most 
cities,  with  a  practically  square  edge  on  the  outside 
and  the  flat  lip  on  the  inside,  it  is  perfectly  practicable 
to  construct  a  track  that  per  se  will  not  interfere  with 
traffic,  especially  if  a  60-ft.  rail  be  used.  Specially 
burned  brick  or  specially  cut  stone  blocks  are  some- 
times used  in  connection  with  the  tee  rail,  the  groove 
being  really  cut  out  of  the  blocks.  This  method  often 
produces  good  results.  On  a  country  road  where  the 
tracks  are  laid  outside  of  the  pavement,  the  tee  rail 
can,  of  course,  be  used  to  advantage. 

Track  and  Pavement  in  Good  Condition 

But  whatever  the  style  of  construction,  it  should 
be  designed  with  the  idea  of  keeping  both  the  track 
and  pavement  in  good  condition.  Unfortunately,  the 
track  area  of  pavements  in  American  city  streets  are 
not  generally  in  good  condition.  Much  improvement, 
however,  has  taken  place  during  the  last  20  years  and 
most  street  railway  companies  realize  that  it  is  good 
policy  to  keep  their  plant  well  maintained.  Again,  un- 
fortunately, soon  after  this  realization,  the  world  war 
came  on,  bringing  with  it  financial  changes  to  all,  but 
which  seemed  to  injure  street  car  companies  more 
than  almost  any  corporations,  bound  as  the  most  of 
them  are  by  franchise  obligations  as  to  permissible 
fares,  with*  costs  of  labor  and  materials  mounting  up 
with  aeroplane-like  rapidity. 

If,  then,  car  tracks  are  to  exist  in  paved  streets  or 
roadways,  they  should  be  so  constructed  as  to  present 
as  little  interference  as  possible  with  the  pavement. 

Perhaps  the  most  important  item  in  construction  is 
the  type  of  rail  to  be  used  and  this  has  previously  been 
discussed. 

The  road  bed  and  foundation,  too,  must  be  spec- 
ially prepared.  The  rail  must  not  give  appreciably 
under  car  traffic  as  it  is  almost  impossible  to  main- 
tain any  pavement  against  a  rail  that  moves  veftical- 
ly  under  the  passage  of  cars. 

The  joints  too  are  a  prolific  source  of  trouble. 
Many  times  a  hole  in  a  pavement  along  the  track  has 
its  origin  at  a  defective  joint.  The  use  in  the  last  few- 
years  of  a  60-ft.  rail  has  helped  this  situation  very 
much. 

Admitting  the  force  of  the  arguments  used  herein, 
it  follows  that  street  car  tracks  do  obstruct  traffic  very 
materially  when  in  use  in  streets  or  roadways.  Also 
that  the  extent  of  this  obstruction  depends  upon  the 
amount  of  existing  traffic  and  location  of  tracks,  be- 
ing greatest  where  both  tracks  and  roadway  are  used 
to  their  outmost  capacity  and  the  tracks  laid  in  the 
pavement,  and  almost  nil  where  traffic  is  light  and 
the  tracks  located  outside  of  the  pavement  proper. 
Probably  no  better  illustration  of  the  relative  traffic- 
capacity  of  street  car  and  non-street  car  streets  can 
be  given  than  existing  conditions  on  Jackson  Boule- 
vard and  either  Adams  or  Madison  streets  in  the  Chi- 
cago loop  district  in  the  rush  hours. 

Study  Traffic  Intensity 

In  designing,  then,  a  street  or  road  where  provision 
must  be  made  for  street  car  lines,  a  study  must  be 
made  of  both  street  car  and  vehicular  traffic,  present 
and  prospective,  so  that  the  relative  importance  of 
each  may  be  determined.  As  a  general  proposition 
the  centre  of  a  paved  street  will  be  the  correct  loca- 
tion, but  often  special  conditions  may  make  a  different 


one  desirable.  In  the  same  way  it  might  be  said  that 
on  a  country  road  the  side  location  would  be  most 
logical,  changing  somewhat,  possibly,  when  passing 
through  small  towns  or  villages. 

Wherever  the  location  the  type  of  construction 
should  be  good,  variations  being  permitted  accord- 
ing to  exact  location  and  character  and  amount  of 
traffic. 

As  careful  provision  should  be  made  for  the 
maintenance  of  the  tracks  and  pavement  to  be  kept  in 
repair  by  the  street  car  company,  if  any,  as  for  the 
roadway  pavement  itself.  The  writer  knows  that  this 
is  often  difficult  but  thinks  that  unless  the  companv  is 
operating  under  a  franchise  giving  it  special  privi- 
leges, good  results  can  be  obtained  by  some  arrange- 
ment, ff  a  new  franchise  is  to  be  issued,  the  car  com- 
pany might  be  obligated  to  pay  a  specified  amount 
with  the  understanding  that  the  highway  authorities 
would  keep  the  pavement  in  repair.  The  maintenance 
of  the  tracks  and  road  must  be  left  to  the  operating 
company. 

The  writer  feels,  therefore,  that  if  these  pre- 
cautions are  taken,  that  while  some  traffic  obstruction 
must  exist,  it  will  in  this,  way  be  reduced  to  a  mini- 
mum and  the  general  travelling  public  will  be  benefit- 
ted as  much  as  possible. 


New  Hollow  Concrete  Brick  Introduced 
in  England 

A  new  building  unit  that  has  recently  been  intro- 
duced in  England,  says  Commerce  Reports,  is  nearly 
five  times  as  large  as  an  ordinary  brick,  but  in  com- 
parison is  much  less  heavy  and  is  easily  handled.  The 
lighter  weight'  results  from  the  hollowing  out  of  the 
brick  to  provide  air  layers.  By  the  shaping  of  the 
ends  the  existence  of  joints  running  all  the  way 
through  a  wall  is  avoided.  The  brick  is,  as  a  rule, 
made  of  1  part  cement  and  4  parts  sand  by  simple 
hand  machinery.  Three  men  can  make  enough  bricks 
in  a  day  to  build  400  ?o  500  sq.  ft.  of  wall.  A  further 
economy  is  effected  by  the  manner  of  laying  the  walls, 
inasmuch  as  the  ends  and  bottoms  of  the  bricks  need 
only  to  be  dipped  in  a  thin  lime  mortar  mixed  with  a 
small  amount  of  cement.  If  laid  in  the  usual  way  the 
air  channels  in  the  brick  would  become  filled.  It  may 
be  added  that  slag,  clinker,  sand,  and  brick  dust,  mix- 
ed with  cement,  form  suitable  materials  for  these 
bricks. 


British  Industrial  Art  Exhibition 

The  British  Industrial  Art  Exhibition  will  open  on 
16th  September,  at  Knightsbridge,  London.  This  ex- 
hibition comprises  textiles,  wall  papers,  furniture,  pot- 
tery, glass  and  metal  work,  also  building  and  other 
crafts.  A  number  of  buyers  are  expected  at  the  exhibi- 
tion from  Canada  and  the  other  overseas  Dominions, 
also  foreign  countries. 

C  anadian  buyers  who  propose  to  visit  the  exhibi- 
tion should  secure  further  information  from  the  near- 
est British  Trade  Commissioner  in  Canada.  Their 
names  and  addresses  are:  (a)  Captain  E.  J.  Edwards, 
24S  St.  James  St.,  Montreal  ;  (b)  F.  W.  Field,  260  Con- 
federation Life  Bldg..  Toronto;  (c)  L.  B.  Beale,  610 
Electric  Railway  Chambers,  Winnipeg. 
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The  Merits  of  Asphaltic  Concrete  Pavements 

These  Have  Proven  Economical  to  Build  and  Maintain — 
Macadam  and  Gravel  Roads  Form  Excellent  Foundations 

  By  W.  H.  Connell*   


NINE-TENTHS  of  the  highway  problem  to  my 
mind  has  always  been  tlhe  upkeep.  The 
"stitch  in  time  saves  nine"  maxim  is  realty 
the  whole  problem,  after  the  location  of  the 
road  has  been  selected  and  provision  made  for  drain- 
age. Location  comes  first,  and  drainage  comes  second 
of  course.  After  provision  has  been  made  for  those 
two  fundamentals,  then  the  question  is  what  kind  of 
road  is  the  one  that  should  be  built  in  this  particular 
locality.  That  depends  upon  traffic,  social  and  local 
conditions.  It  would  be  perfect  nonsense  and  waste 
of  money  to  put  down  asphaltic  concrete,  or  sheet 
asphalt  in  a  location  where  there  will  not  be  enough 
traffic  for  that  kind  of  pavement  in  a  great  many  years. 
One  must  start  at  the  bottom  and  build  up  gradually. 
First,  the  earth  road,  then  the  gravel  road,  then  ma- 
cadam roads,  then  macadam  roads,  surface  treated. 
Then  comes  penetration  roads,  bituminous  or  asphal- 
tic concrete  on  a  macadam  foundation,  and  sheet  as- 
phalt on  a  concrete  foundation,  then  comes  the  con- 
crete, then  the  brick  and  last  but  not  least,  the  granite 
pavement. 

Macadam  Stands  Up  if  Given  Attention 

I  have  heard  a  great  many  engineers  in  different 
localities  say  that  the  day  of  macadam  has  gone  by, 
that  macadam  will  not  stand  up  under  present  day 
traffic  in  localities  where  there  is  considerable  motor 
traffic.  It  will  stand  up,  and  almost  indefinitely  un- 
der automobile  traffic,  if  given  surface  treatments  as 
frequently  as  are  required.  Surface  treatments  should 
be  applied  to  macadam  roads  under  some  conditions 
every  year,  and  under  other  conditions  every  two 
years  or  three  years,  depending  on  the  amount  of  traf- 
fic I  recently  went  over  a  number  of  roads  in  Penn- 
sylvania where  there  are  a  great  many  good  roads  of 
all  descriptions  with  a  number  of  engineers,  and  they 
said  "we  have  come  to  the  conclusion  that  we  are  go- 
ing to  lay  off  these  roads  and  let  them  all  go,  all  gravel 
and  macadam,  until  we  can  afford  to  put  down  one  of 
the  more  or  less  permanent  types  of  pavement."  That 
policy  will  result  in  an  unwarranted  waste  of  money. 
We  have  proved  rightly  in  New  York  city  and  some 
of  the  heaviest  travelled  roads  in  Philadelphia  that  one 
can  take  an  ordinary  broken  stone  road  and  keep  it 
almost  indefinitely  at  a  very  modest  cost,  if  it  is  given 
constant  attention.  Keep  the  surface  treatment  on  it. 
Patch  the. road,  and  give  it  the  day-'to-day  attention 
that  anything  else  in  the.  world  requires  if  it  is  to  be 
kept  up,  and  the  road  will  give  first  class  service,  until 
the  vime  when  it  is  going  to  be  turned  over  to  very 
heavy  motor  truck  traffic. 

Carries  10,000  Autos  a  Day 

I  resurfaced  a  macadam  road  in  New  York  City, 
the  Grand  Boulevard  and  concourse,  the  main  high- 
way leading  out  from  the  P>ronx  to  Boston,  with  from 
ten  to  twelve  thousand  automobiles  a  day  travelling 
over  it.  It  was  built  in  1910.  We  did  not  have  any 
prr-sure  means  for  putting  down  our  surfacing  ma- 
terial, but  used  the  old  crude  method  of  the  watering 

'Consulting  engineer,  Philadelphia;  Pa.,  before  7th  Canadian  Good 
Roads  Congress. 


can.  It  was  macadam  surfaced  with  tar.  That  road 
has  been  kept  up  and  treated  as  often  as  required  and 
is  in  perfect  condition  today,  and  was  when  I  saw  it 
a  few  weeks  ago.  That  is  an  illustration  of  what  can 
be  done  with  materials  at  hand.  If  you  take  the  ma- 
terials at  hand  in  this  part  of  the  country,  and  follow 
out  the  principles  laid  down  by  Mr.  Hirst  and  some  of 
the  other  speakers  who  have  dealt  with  t'he  problem  of 
handling  earth  and  gravel  roads,  and  you  can  build 
up  a  road  system  here  that  will  be  adequate  for  the 
traffic  you  have.  If  that  road  is  located  right,  and 
the  drainage  is  properly  taken  care  of,  all  the  money 
you  put  in  the  roadbed  today  is  going  to  be  returned 
to  you  a  hundredfold  when  the  time  comes  to  lay  the 
asphaltic  concrete  or  the  concrete  road  on  top  of  it, 
for  the  main  thing  is  to  have  a  sub-base  that  will  hold 
the  traffic. 

The  great  trouble  we  are  having  today  is  t'hat  we 
lay  a  six-inch  concrete  road  on  a  new  sub-base,  where 
there  has  been  no  road  before.  Concrete  will  not  crush 
under  traffic.  In  New  York  city  about  two  years 
ago  they  made  an  investigation  at  my  request1  to  find 
out  if  the  concrete  did  crush  under  the  heaviest  traffic 
they  had  in  the  city,  and  they  found  that  it  never  did 
crush  or  give  under  traffic.  A  great  many  say  that  six 
inches  of  concrete  will  not  stand  very  heavy  motor 
traffic.  They  miss  the  point.  The  concrete  stands, 
but  the  sub-base  under  the  concrete  goes  with  the 
traffic  and  that  breaks  the  concrete.  If  you  build  your 
road,  and  it  is  desirable  to  pill!  a  road  in  certain  loca- 
tions, bu'ld  it  up  on  materials  that  you  have  at  hand, 
and  let  the  traffic  keep  going  over  it  for  years  and 
when  the  time  comes  to  puts  on  your  concrete,  you 
will  have  a  perfectly  firm  and  solid  sub-base  that  will 
enable  you  to  keep  your  road  under  the  heaviest  pos- 
sible traffic,  because  four  or  five  inches  of  concrete 
will  stand  up  if  the  sub-base  is  sufficiently  solid. 

The  building  of  roads  is  like  any  other  business 
problem.  When  you  start  in  business,  you  don't 
start  in  at  the  top.  You  organize  the  company,  usual- 
ly in  a  small  way,  and  then  gradually  build  up,  until 
you  get  a  big  corporation.  The  same  thing  applies 
to  the  road.  You  have  to  creep  before  you  walk,  and 
it  is  the  pioneer  work  that  makes  it  possible  to  get  the 
good  road  system  later  on.  You  must*  not  be  discour- 
aged because  you  cannot  lay  one  of  the  modern,  more 
or  less  permanent,  types  of  pavement.  It  would  not 
be  the  thing  to  do;  the  financial  outlay  would  be  too 
great;  for  the  amount  of  traffic  that  these  roads  will 
require  to  carry.  This  whole  thing  must  be  viewed 
from  the  purely  cold-blooded  business  standpoint.  You 
must  realize  that  the  road  that  you  are  going  to  build 
here  should  be  the  one  that'  you  are  justified  in  build- 
ing in  the  locality  for-  the  amount  of  traffic  existing 
there.  Of  course,  once  you  build  roads  you  are  going 
to  attract  traffic,  and  it  will  gradually  become  heavier. 
Then,  there  will  gradually  be  a  change  in  the  type  of 
pavement,  until  you  get  to  the  more  or  less  permanent 
type. 

The  time  has  come  to  my  way  of  thinking,  when, 
between  the  big  cities  we  shall  have  to  have  two  types 
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of  roads,  one  for  ordinary  passenger  automobiles,  and 
one  for  motor  trucks.  I  do  not  believe  that  we  as 
roadbuilders  should  strive  for  legislation  limiting  the 
weight  of  trucks,  but  we  should  have  legislation  limit- 
ing the  weight  of  trucks  per  inch  of  width  of  tire.  The 
trucks  carry  our  p.-odiue,  and  no  matter  how  we  try 
to  limit  their  weight,  they  are  going  to  grow  in  size  as 
big  as  they  can  grow,  for  two  to  pass,  one  going  in 
one  direction  and  the  other  in  the  opposite  direction. 
So  our  problem  is  to  build  roads,  where  the  motor 
truck  traffic  is  heavy  between  cities,  that  will  carry 
the  greatest  amount  of  weight  that  there  can  be  put  on 
a  truck  of  reasonable  size,  keeping  in  mind  always  that 
tihe  width  of  tire  must  conform  to  the  weight  on  the 
truck.  I  was  asked  by  the  Manufacturers'  Association 
of  Baltimore,  several  months  ago,  to  say  something 
on  that  subject,  and  I  told  them  that  t'he  time  was 
coming,  and  I  firmly  believe  it  is,  when  we  shall  have 
steel  tracks  for  our  heavy  motor  truck  traffic,  paved 
with  granite  block  in  between,  and  on  the  shoulder, 
to  carry  the  large  trucks  between  such  cities  as  New 
York,  Philadelphia,  Baltimore  and  Washington.  We 
cannot  build  a  road  to  carry  the  kind  of  traffic  that 
passes  through  a  park  that  will  also  carry  the  kind 
of  traffic  expected  over  an  inter-city  freight  motor  truck- 
road.  It  would  be  a  waste  of  money  to  build  a  road 
for  such  heavy  motor  truck  traffic,  where  probably  80 
per  cent,  of  the  traffic  is  passenger  automobile  traffic. 
We  should  be  building  a  very  expensive  type  of  road 
to  carry  the  20  per  cent,  traffic,  one  that  would  be  en- 
tirely unnecessary  for  the  80  per  cent.  That  problem 
is  already  confronting  us,  and  it  is  not  going  to  be  long- 
before  it  is  going  to  confront  you  here  in  Canada,  in 
Quebec,  Montreal,  Hamilton,  Toronto  and  other 
thickly  populated  districts. 

In  Manitoba  your  problem  is  largely  one  of  earth 
and  gravel  roads.  Several  years  ago,  I  had  the  plea- 
sure of  attending  the  first  convention  of  this  associa- 
tion held  in  Montreal,  and  road-building  at  that  time 
was  very  new  in  that  part  of  the  country.  They  were 
then  building  the  King  Edward  highway,  an  ordinary 
water-bound  macadam  road,  and  had  completed  fif- 
teen or  twenty  miles  of  it.  They  have  made  tremen- 
dous strides  since  that  time,  so  that  their  problem  is 
now  the  same  as  ours,  and  they  are  building  more  or 
less  permanent  types  of  road.  In  this  part  of  the 
country  you  will  make  the  strides  they  have  made  in 
the  more  populated  cenfres,  and  will  later  be  building 
more  or  less  permanent  types  of  road. 

There  are  two  ways  of  building  asphalt  roads, 
namely,  on  a  macadam  foundation  or  on  a  concrete 
foundation.  If  you  build  your  roads  now,  on  a  proper 
location,  and  wit!h  proper  drainage  and  plenty  of  out- 
lets, and  when  gravel  is  required  you  put  it  on,  then 
when  the  time  comes  to  put  on  an  asphaltic  concrete, 
you  will  have  a  foundation  that  you  can  lay  the  road 
on,  provided  it  is  a  travelled  road.  I  believe  that  if 
you  put  the  asphaltic  concrete  road  on  a  broken  stone 
foundation,  or  on  a  gravel  foundation  that  has  been 
travelled  over,  so  that  it  is  thoroughly  compact,  you 
n  ally  get  better  results  than  if  you  put  it'  on  concrete. 
Concrete  will  crack.  We  cannot  stop.it  from  crack- 
ing, and  the  pavement  will  crack  right  through  to  the 
surface.  That,  of  course,  does  not  injure  the  pavement 
seriously.  You  can  bind  up  those  cracks  with  a  little 
bituminous  material,  but!  you  arc  not  likely  to  have 
that  trouble  on  an  old  macadam  or  gravel  road. 
Kinds  of  Asphaltic  Concrete  Pavement 

An  asphaltic  concrete  that  we  have  built  success- 
fnllv,  is  the  one-  that  is  covered  by  the  Warren  patent, 


and  that  is  about  7y2  per  cent,  of  asphalt,  8  to  10  per 
cent,  of  limestone  or  portland  cement  dust,  50  to  55 
or  60  per  cent,  of  stone  and  25  to  30  per  cent,  of  sand, 
all  properly  graded.  I  have  laid  several  hundred  miles 
of  that  type  of  pavement,  but  laid  it  in  the  locations 
w  here  the  patent  did  not  affect  us,  and  we  were  not 
disturbed.  That  is  the  best  asphaltic  concrete  j)ave- 
ment.  The  second  is  that  known  as  the  Topeka  pave- 
ment. In  that  you  put  a  moderate  percentage  of  as- 
phalt, about  8  or  9  per  cent.,  because  you  use  a  small- 
size  stone,  about  a  quarter  of  an  inch,  and  you  also  use 
a  different  grade  of  sand.  We  have  had  very  satisfac- 
tory results  with  it.  In  an  inspection  tour  I  made  re- 
cently, I  particularly  noted  the  results  of  the  wear  of 
heavy  truck  travel  over  the  various  types  of  pave- 
ment. The  asphaltic  concrete  has  stood  up  as  well 
as  any  one  of  the  types  of  pavement'  I  speak  of,  and 
has  given  the  service  that  we  expected  it  to  give,  and 
in  any  classification  of  pavements  I  put  it  ahead  of 
concrete,  that  is  if  it  is  on  an  old  broken  stone  road  or 
on  a  concrete  base. 

This  statement  would  probably  be  disputed  by  a 
great  many  people,  because  concrete  seems  to  the  lay- 
man better  than  anything  else,  because  he  does  not 
know  anything  about  it  except  in  a  superficial  way. 
The  simplest  thing  to  a  layman's  mind  is  concrete. 
Concrete  roads  are  good  roads,  but  you-  cannot  build 
them  that  they  won't  crack.  If  you  can  do  that,  there 
are  untold  millions  waiting  for  you.  A  concrete  road 
after  it  is  laid  must  be  maintained  like  any  other  road, 
and  it  is  usually  maintained  by  being  patched  and 
chequered  with  tar  and  asphalt  poured  into  the  joints, 
resulting  in  a  very  ugly  looking  pavement,  to  my 
mind  not  a  fit  one  for  a  park  or  a  city.  The  asphaltic 
concrete  pavements  on  a  firm  base  will  give  just  as 
good  wear  as  a  concrete  road  and  is  a  very  pleasant 
type  of  pavement  to  look  at.  It  harmonizes  with  the 
surroundings.  You  do  not  have  those  ugly  cracks 
staggering  all  over  the  road  and  staring  you  in  the 
face,  and  you  have  a  road  that  is  very  desirable  for 
automobile  traffic,  not  too  slippery  for  horse-drawn 
traffic  and  one  that,  as  I  said  before,  will  last  and 
give  you  the  service,  as  has  been  proved. 

Asphaltic  Concrete  Economical  for  Ordinary  Traffic 

In  our  part  of  the  country,  we  have  kept  very 
close  watch  on  paving  costs,  and,  judging  from  our 
experience,  the  roads  that  stand  out  as  the  most  eco- 
nomical for  ordinary  traffic,  not  for  the  very  heavy 
motor  truck  traffic  that  exists  between  cities  on  some 
roads,  but  for  roads  accommodating  from  ten  to  six- 
teen thousand  automobiles  a  day,  mostly  passenger 
cars  and  a  few  motor  trucks,  those  that  are  the  most 
economical  to  build  and  maintain  are  of  asphaltic  con- 
crete. The  concrete  truck  road  gives  service  and  does 
not  require  very  extensive  repairs,  but  it  costs  much 
more  to  build  it,  and  it  does  not  prove  to  be  so  eco- 
nomical as  the  other  type. 

I  was  asked  to  say  a  word  or  two  about  the  ser 
vice  test  road  built  in  Philadelphia  in  1912,  consist 
ing  of  twenty-eight  different  types  of  construction. 
This  was  very  conscientiously  maintained  until  the 
United  States  got  into  the  war.  One  section  was  as- 
phaltic concrete  laid  cold,  that  is  an  asphalt  cut  back 
and  mixed  in  the  plant  and  then  hauled  out  to  the  road, 
laid  cold  and  rolled.  If  is  a  very  satisfactory  type  of 
road  lor  ordinary  park  motor  traffic,  but  it  is  not  so 
good  as  the  hot  asphaltic  concrete  and  will  not  stand 
heavy  motor  traffic.  A  number  of  different  types  were 
put  on  this -road  without   considering  whether  they 
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were  types  of  pavement  suitable  for  the  particular 
traffic  existing  there,  and  in  analyzing  the  results  ob- 
tained, if  one  style  of  pavement  did  not  last  in  that 
section  of  road  in  which  it  was  laid,  it  should  not  be 
condemned.  They  were  analyzed  according  to  the 
traffic  they  will  stand.  The  roads  that  stood  up  the 
best  were  of  brick.  They  are  there  today,  and  have 
not  had  one  cent  of  repair,  but  they  cost  twice  as  much 
to  construct  as  the  concrete  and  asphaltic  concrete. 
One  section  of  the  asphaltic  concrete,  coming  under 
the  specification  I  have  just  noted,  of  55-60%  of  stone 
passing  through  a  1^4  in.  or  \%  in.  grade  and  7x/>  per 
cent,  of  asphalt,  has  not  had  any  repair.  Another  sec- 
tion of  the  road,  with  the  same  specification,  had  only 
cost  two  cents  a  yard,  on  an  average  to  maintain  for 
seven  years.  The  pavement  laid  with  the  smaller 
stone,  the  so-called  Topeka  pavement,  has  cost  only 
five  or  six  cents  a  yard  to  maintain  for  the  same  per- 


iod of  years.  All  the  pavements  stood  up  with  prac 
ticalry  no  repairs  until  tire  fall  of  1917.  Up  to  that 
time  the  traffic  was  the  ordinary  motor  truck  traffic 
with  a  larger  percentage  of  passenger  cars.  When  we 
got  very  active  in  the  war,  that  particular  road  was 
part  of  the  Lincoln  Highway  and  was  the  main  motor 
truck  road  to  New  York  and  Philadelphia.  There 
were  then  streams  of  motor  trucks  passing  over  it 
day  after  day.  And  when  that  started,  all  the  sec- 
tions laid  by  the  penetration  method  failed.  The  traf- 
fic was  too  heavy  for  them,  They  were  not  intended 
for  the  heavy  pounding  of  motor  trucks.  As  I  say, 
up  to  1917,  when  this  extraordinary  motor  traffic  be- 
gan all  the  different  types  of  pavement  stood  up  well, 
including  the  macadam  with  surface  treatment,  but 
when  the  motor  truck  traffic  came  on  t'he  only  ones 
that  stood  up  were  the  bricks,  the  asphaltic  concrete 
and  the  concrete. 


New  Ideas  Applied  to  Cement  Concrete  Roads 

Researches  on  the  Subject  of  Consistency  Shed  New  Light  on  Improve- 
ment of  Concrete  Pavements — Paper  Read  at  Canadian  Good  Roads  Congress 


PERHAPS  in  no  other  type  of  road  construction 
has  there  been  such  marked  improvement  in 
methods  of  construction  and  in  standardizing 
of  specifications  as  has  been  accomplished  with 
the  cement  concrete  road  during  the  last  ten  years. 
It  had  been  advertised  that  mixing  and  placing  ot 
concrete  was  the  work  of  an  unskilled  workman,  but 
the  experiments  of  these  years  have  proven  that  the 
intelligence  of  skilled  workmen  and  trained  foremen 
and  engineers  is  needed  and  pays  for  itself  in  results 
attained.  During  this  ten-year  period  concrete  roads 
have  grown  in  popularity,  as  shown  by  the  fact  that 
in  1909  they  had  been  laid  in  only  one  province,  On- 
tario, and  to  the  extent  of  72,000  sq.  yds.,  white  at 
the  end  of  the  year  1919  concrete  roads  had  been  con- 
structed in  every  province  in  Canada  to  the  total  of 
3,970,459  square  yds.  In  the  United  States  during 
the  year  1*>19  there  were  constructed  53,459,934  sq. 
yds.,  making  a  total  yardage  at  the  end  of  1919  of 
167,015.086  sq.  yds.  In  the  presence  of  these  figures 
it  is  not  my  intention  to  use  this  paper  to  describe 
concrete  roads  or  methods  of  construction  as  they 
have  been  standardized.  But  with  all  of  our  experi- 
ence there  always  remain  some  features  of  specifica- 
tions and  construction  methods  which  require  to  be 
kept  constantly  before  us  if  we  are  to  secure  best  re- 
sults. I  will  attempt  to  bring  out  a  few  of  these  fea- 
tures and,  in  doing  so,  lay  no  claim  to  any  originality 
for  the  suggestions  made. 

Preparation  of  Sub-Grade 

It  has  been  usual  to  bring  the  sub-grade  to  proper 
contour,  leaving  same  a  little  high  to  allow  for  roll- 
ing and  then  to  consolidate  by  rolling  and  re-rolling 
with  a  heavy  steam  roller,  filling  up  the  depressions 
and  re-rolling  until  the  entire  sub-grade  is  consoli- 
dated. Now  many  engineers  contend  that  the  sub- 
grade  should  receive  little  or  no  rolling.  Particularly 
is  this  true  for  heavy  clay  and  gumbo  soils.  They 
recommend  that  the  sub-grade  should  be  brought  to 
w  ithin  one  or  two  inches  of  the  desired  elevation,  the 
side  forms  should  then  be  accurately  set  and  the  re- 
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maining  portions  of  the  sub-grade  carefully  scraped 
or  honed  to  desired  contour. 

(  )n  clay  and  gumbo  soils  which  shrink  and  swell 
excessively   with   variations  'between  dry  and  moist 
conditions,  it  is  recommended  that  a  layer,  three  or 
four  inches  in  thickness,  of  cinders  or  fine  gravel  be 
, placed  upon  the  sub-grade  before  the  concrete  is  laid. 

W  here  the  usual  methods  of  plowing  and  rolling 
are  adopted  for  preparation  of  sub-grade  it  is  recom- 
mended that  the  plowing  should  extend  ten  or 
twelve  inches  below  sub-grade,  the  surplus  material 
then  is  excavated  and  removed  and  the  sub-grade 
consolidated.  This  will  produce  a  sub-grade  of  a 
more  uniform  bearing  capacity  than  that  secured  by 
attempting  to  plow  only  as  deep  as  the  finished  sub- 
grade.  It.  is  also  claimed  for  this  method  that  it  is 
economical  from  the  contractor's  point  of  view  in  that 
the  materials  are  more  easily  excavated  as  a  result 
of  the  deep  plowing. 

Care  of  Sub-Grade  Before  Placing  on  Concrete 

So  often  it  happens  that  the  sub-grade  is  prepared 
in  a  perfectly  satisfactory  manner,  and  while  mater- 
ials for  the  concrete  are  being  hauled  and  distributed 
a  few  days  will  cause  the  sub-grade  for  long  stretches 
to  be  rutted  and'  cut  up  and  the  previous  prepara- 
tion to  be  destroyed.  Then  the  sand  and  stone  be- 
come mixed  with  the  grade,  much  of  if  is  lost  and 
the  quality'  of  the  remainder  is  very  much  lowered. 
The  remedy  for  this  is  in  the  central  mixing  plant 
and  the  industrial  railroad  and  such  good  results  to 
the  concrete  can  be  secured  as  well  as  economies  in 
the  handling  of  materials  that  I  think  the  dav  is 
coming  when  specifications  will  require  that  when 
the  sub-grade  is  once  prepared,  all  driving  and  traf- 
fic over  such  sub-grade  shall  be  prohibited  until  the 
concrete  is  placed. 

The  idea  of  a  central  mixing  plant  is  not  neces- 
sarily confined  to  a  large  contractor's  plant.  Small 
units  with  half  mile  to  a  mile  of  track  necessitating 
the  moving  of  the  central  plant  as  each  half  mile  or 
mile,  as  the  case  may  be,  of  road  is  completed  should 
be  quite  feasible  and,  with  proper  organization,  should 
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prove  economical.  After  each  shift  of  the  central 
plant  the  sub-grade  may  he  given  its  final  prepara- 
tion with  no  further  fear  of  disturbance  until  the  con- 
crete is  placed. 

Consistency 

One  of  the  commonest  of  had  practices  amongst 
concrete  construction  plants,  especially  of  small  or 
moderate  sizes  is  that  of  using  too  much  water  in 
the  batch.  Larger  construction  units  with  mechani- 
cal tamping  and  finishing  devices  are  not  so  prone  to 
make  this  mistake.  It  us*ed  to  be  assumed  that  enough 
water  to  make  the  cement  set  was  necessary  to  make 
concrete  and  more  did  not  hurt  any.  The  men  handl- 
ing the  mixed  concrete,  especiall}'  from  a  mixer  em- 
ploying a  chute  encourage  the  use  of  excess  water 
because  it  makes  handling  easier  for  them  and  the 


A  test  for  consistency  which  may  readily  be  made 
on  the  work,  has  been  devised  by  the  Illinois  State 
Highway  Department,  and  is  known  as  the  slump 
test  using  a  truncated  cone.  The  method  of  making 
the  test  consists  of  rilling  a  thin  metal  mold  in  the 
form  of  a  truncated  cone  having  an  8-in.  base,  4-in. 
top  and  12-ins.  high,  with  the  freshly  mixed  concrete, 
which  is  lightly  tamped  by  a  rod  as  the  concrete  is 
placed  in  the  mold.  As  soon  as  the  mold  is  filled  and 
struck  with  a  trowel  it  is  removed  by  means  of  handles 
and  the  height  of  the  concrete  after  removal  of  the 
mold  is  measured.  The  difference  between  this  height 
and  the  height  of  the  mold  is  taken  as  the  measure 
of  the  slump.  For  concrete  pavement  the  slump  for 
a  workable  consistency  lies  between  l/2  inch  and  lJ/2 
inch,  depending  respectively  on  whether  mechanical 
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Abrams'  table  of  proportions  and  quantities  for  one  cubic  yard  of  concrete,    based    on    laboratory    investigations,    using    approved  ma- 
terials,   compressive    strength    at    28    days  with   workable  plasticity,  6  by  12  in.  cylinders  being  3,000  lbs.  per  sq.  in. 


operators  of  the  template  or  strike  board  are  usu- 
ally fond  of  a  sloppy  mix.  In  this  regard  the  investi- 
gations of  Professor  I).  A.  Abrams,  of  the  Structural 
.Materials  Research  Laboratory,  Lewis  Institute,  Chi- 
cago, have  shown  conclusively  that  the  strength  of 
concrete  depends  upon  the  ratio  of  the  amount  of 
water  to  the  amount  of  cement,  and  that  the  use  of 
more  water  than  is  necessary  to  produce  a  workable 
consistency  is  not  only  wasting  cement  but  is  pro- 
ducing a  concrete  from  one-third  to  one-hafl  the  nor- 
mal strength.  It  is  also  established  that  compressive 
strength  of  concrete  is  a  direct  measure  of  its  wear- 
ing quality  so  that  the  possibility  of  reducing  the 
wearing  qualities  of  a  road  by  too  liberal  a  supply 
of  water  in  the  mixing  may  assume  tremendous  pos- 
sibilities,. 


tamping  and  finishing  is  used  or  whether  the  tem- 
plate is  worked  by  hand.  When  the  proper  consist- 
ency of  the  batch  has  been  determined  by  this  means 
the  appearance  of  the  concrete  is  noted  and  used  as 
a  guide  for  future  batches  with  only  occasional  slump 
tests  being  necessary.  When  it  is  proven  that  10  to 
15  per  cent,  excess  water  has  cut  down  the  strength 
of  the  concrete  nearly  50  per  cent,  it  must  be  realized 
that  too  much  importance  cannot  be  attached  to  the 
question  of  consistency. 

Specification  for  Consistency 

The  amount  of  water  to  he  used  for  mixing  con- 
crete shall  he  that  which  will  give  a  consistency  to 
be  determined  as  follows: 

Newly  mixed  concrete  shall  be  placed  in  a  trun- 
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cated  cone-shaped  metal  mold  having  an  8-in.  base, 
4-in.  fop  and  12  ins.  high;  The  concrete  shall  be 
lightly  tamped  with  a  rod  as  it  is  placed  in  the  mold, 
which,  when  tilled,  is  to  be  immediately  removed  by 
means  of  handles  on  either  side  of  the  mold  and  the 
slump  or  settlement  of  the  concrete  noted.  For  con- 
crete to  be  firtished  by  a  mechanical  tamping  machine 
the  slump  shall  not  be  less  than  1  i>  in.  nor  exceed 
1  in.  If  the  concrete  is  to  be  finished  by  hand  meth- 
ods the  slump  may  be  as  much  as  1  )A  ins. 

Proportioning 

(  hir  specifications  for  proportions  are  fairly  fixed 
at  1:  2:  3  or  thereabouts  and  the  grading  of  the  tine 
aggregate  from  hue  to  '4  in.  is  defined  and  the  grading 
>f  the  coarse  aggregate  from  4  in.  to  1  x/>  in.  is  specified. 
But  assuming  that  the  road  is  being  built  in  a  locality 
where  materials  up  to  these  standards  are  possible, 
yet  it  is  common  experience  that  the  sands  from  the 
pits  and  the  stone  from  the  crusher  vary  from  day  to 
day,  and  many  of  us  have  attempted  by  methods  of 
screening  samples  and  by  personal  observation  to 
change  the  proportion  of  sand  to  allow  for  an  excess 
of  fine  material  in  the  coarse  aggregate  or  to  increase 
the  proportion  of  cement  when  materials  come  too 
fine  for  specifications.  Usually  these  changed  propor- 
tions are  met  by  objections  from  the  contractor  al- 
though the  same  contractor  is  most  anxious  to  keep 
his  plant  going  by  using  the  materials  as  they  come 
to  hand  without  regard  often  to  the  suitability  of  the 
grading  of  the  aggregates.  Here  again  the  investiga- 
tions of  Prof.  Abrams  are  proving  themselves  valu- 
able. From  a  very  large  range  of  tests  and  experi- 
ments I 'rot*.  Abrams  has  established  that  a  wide  range 
of  proportions  of  fine  and  coarse  aggregates  of  vari- 
ous gradings  may  be  combined  with  the  proper  ratio 
of  cement  and  water  to  give  a  concrete  of  the  same 
strength  as  the  model  or  specification  mixture.  Thus 
it  is  possible  and  practicable  to  make  concrete  of  equal 
strength  of  quite  dissimilarly  graded  aggregates.  For 
example,  one  aggregate  may  range  from  3-in.  pieces 
to  the  finer  sand  particles,  while  the  second  may  con- 
tain no  pieces  over  1-in.  in  size.  Yet  by  varying  the 
proportions  of  cement  each  of  these  aggregates  may 
be  used  and  the  strength  of  the  resulting  concrete  be 
the  same  in  each  instance.  This  result  is  of  far-reach- 
ing importance  as  it  enables  the  use  of  a  wide  varia- 
tion of  materials  without  sacrificing  the  quality  de- 
sired. It  results  in  standardizing  the  product  instead 
of  the  specification. 

From  sieve  analysis  Prof.  Abrams  has  evolved  a 
property  of  aggregates  which  he  calls  the  fineness 
modulus,  which  he  defines  as  being  such  a  property 
of  the  aggregates  that  two  aggregates  within  reason- 
able limits  of  grading  with  the  same  fineness  modu- 
lus will,  if  mixed  with  the  same  amount  of  cement 
and  water,  produce  a  concrete  of  similar  plasticity  and 
of  a  similar  strength  in  a  given  time. 

Table  Showing  Proportions 

Now,  instead  of  making  a  rough  screen  analysis 
in  the  field  or  judging  the  visible  properties  of  the 
mixed  concrete  to  decide  on  changes  in  proportions 
to  take  care  of  the  variations  in  aggregates  received 
we  have  tables  prepared  by  Prof.  Abrams,  showing  a 
wide  range  of  proportions  of  fine  and  coarse  aggre- 
gates which,  mixed  with  the  proper  proportion  of 
cement,  and  mixed  to  the  correct  plasticity,  will  re- 
sult in  the  model  strength.  The  model  has  been  taken 
as  the  usual  1:2:3  mixture,  with  the  fine  aggre- 
gate varying  from  in  size  to  the  finer  particles. 


and  the  coarse  aggregate  varying  from  ^-in;  to  lyi- 
in.  pieces.  Such  a  concrete  tested  in  the  laboratory, 
after  being  mixed  to  correct  plasticity,  gives  a  28- 
day  test  of  3.000  lbs.  per  sq.  in.  This  is  the  basis  of 
the  table  prepared.  A  copy  of  this  table  forms  part 
of  this  paper  as  it  forms  a  reference  for  the  suggested 
specification  revision  and  also  a  valuable  reference  for 
every  day  use. 

Five  different  fine  aggregates  were  used  with  the 
upper  limit  of  size  from  1/28  in.  to  3/8  in.  A  large 
variety  of  coarse  aggregates  were  used  with  the  small- 
er limit  varying  from  %  inch  up  to  1  in.  and  the 
larger  limit  from  ^-in.  to  3  ins.  There  are  27  vari- 
ously-sized coarse  aggregates  which,  in  combination 
with  the  five  varieties  of  fine  aggregates,  gives  135 
combinations. 

In  every  case  the  aggregates  to  be  used  are  to  be 
of  material  sound,  clean  and  free  from  organic  im- 
purities. Then  the  resulting  concrete  mixed  to  ideal 
consistency,  will  give  a  concrete  equal  in  strength  to 
the  model  mixture,  namely,  3,000  lbs.  per  sq.  in.  Then 
when  it  is  remembered  that  the  wearing  quality  or 
resistance  to  a'brasion  of  concretes  vary  as  the  com- 
pressive strengths,  it  is  seen  that  each  of  the  mix- 
tures in  the  table  will  result  in  a  concrete  of  standard 
wearing  quality  and  this  is  the  feature  applicable  to 
cement  concrete  roads. 

Rules  for  Size  of  Aggregate 

Certain  rules  are  necessary  in  order  to  determine 
the  limits  of  the  sizes  of  the  aggregates  for  a  proper 
use  of  the  information  in  the  tables.  Prof.  Abrams 
defines,  for  instance,  that  a  fine  aggregate  must  con- 
tain 10  per  cent,  or  more  of  sand  from  )/%  in  to  hi., 
to  be  classed  as  having  an  upper  limit  of  %  in.  If 
less  than  15  per  cent,  by  volume  of  the  material  pass- 
es the  sieve  with  four  openings  per  inch  and  is  re- 
tained on  the  sieve  with  eight  ripenings  per  inch  then  . 
the  sand  should  be  classed  as  y%-m.  sand. 

For  coarse  aggregates  the  rule  laid  down  is  that 
there  shall  be  not  less  than  10  per  cent,  of  material 
between  the  largest  size  and  the  next  smaller  size 
shown  in  the  table.  Thus  a  coarse  aggregate,  to  be 
classed  as  2]/2  in.  size,  shall  have  not  less  than  10 
per  cent,  of  the  material  between  the  2l/2  in.  size  and 
the  2  in.  size.  If  there  is  less  than  10  per  cent,  be- 
tween these  two  sizes  then  it  would  be  classed  as  a 
2  in.,  providing  there  should  be  at  least  10  per  cent, 
retained  on  the  lx/2  in.  screen.  The  lower  limit  of 
size  of  a  coarse  aggregate  shall  be  the  largest  size 
shown  in  the  table  for  coarse  aggregate,  below  which 
there  is  not  to  exceed  10  per  cent,  by  volume  of  the 
material.  Thus  a  coarse  aggregate  in  which  the 
lower  limit  of  size  is  to  be  \]/2  in.  should  be  an  ag- 
gregate in  which  there  is  not  to  exceed  10  per  cent, 
by  volume  of  the  material  passing  a  ]/2-m.  screen. 
In  all  coarse  aggregates  if  there  is  to  exceed  5  per  cent, 
of  the  volume  passing  a  J/4  in.  sieve  then  such  excess 
shall  be  considered  as  fine  aggregate  and  the  amount 
of  fine  aggregate  to  be  used  is  modified  accordingly. 

The  table  gives  the  proportions  of  fine  and  coarse 
aggregates  and  unit  quantity  of  cement  and  also 
gives  the  quantities  of  each  required  for  1  cu.  yd.  of 
mixed  concrete.  These  quantities  do  not  make  any 
allowance  for  waste  so  that  for  practical  estimates 
they  should  be  increased  according  to  experience  and 
construction  methods  employed. 

It  is  interesting  to  note  in  connection  with  tin- 
information  given  in  the  tables  for  quantities  of 
cement  required  per  cubic  yard  of  mixed  concrete  that 
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for  the  liner  coarse  aggregates,  the  amount 
of  cement  per  cubic  yard  of  concrete  increases. 
For  instance,  for  a  coarse  aggregate  of  from 
Yz  in.  to  }i  in.  particles,  1.96  bbls.  of  cement 
is  required  in  .a  cubic  yard  of  concrete,  while  with  a 
course  aggregate  varying  from  1  in.  to  3  ins.  and  a 
fine  aggregate  up  to  34  *n.  only  1.49  bbls.  of  cement 
is  required  to  give  a  cubic  yard  of  mixed  concrete 
that  will  reach  the  standard  test  of  3,000  lbs.  per  sq. 
in.  in  28  days.  This  shows  that  materials  that  pre- 
vious specifications  did  not  admit  will  give  a  model 
concrete  and  actually  save  cement. 

Organic  Impurities 

In  the  aggregates  considered  in  the  table  they 
must  be  free  from  organic  impurities.  In  the  sands, 
especially,  tests  should  be  made  to  make  sure  that 
no  organic  impurities  are  present  and  the  following 
is  a  test  simple  and  readily  performed  in  the  field: 
Shake  a  few  ounces  of  the  sand  in  a  3  per  cent,  solu- 
tion of  sodium  hydroxide  and  upon  settlement  over 
night,  observe  the  color  of  the  clear  liquid.  If  color- 
less or,  at  the  most,  light  yellow  color,  freedom  of 
organic  impurities  is  indicated,  whereas,  if  the  liquid 
is  a  decided  amber  or  brown  color  it  is  an  indica- 
tion of  an  amount  of  organic  impurity  which  shoqld 
not  be  allowed  in  concrete  for  road  purposes.  A 
small  amount  of  organic  impurity  is  sufficient  to  re- 
duce the  strength  of  the  concrete  a  third  or  a  quarter 
and  only  a  comparatively  small  amount  is  necessary 
to  cause  complete  disintegration  of  the  concrete. 
Specifications  for  Proportions  Using  Abrams'  Tables 

The  proportions  of  cement,  fine  and  coarse  aggre- 
gate for  the  concrete,  shall  vary  according  to  the 
sizes  of  the  fine  and  coarse  aggregates  to  be  used, 
as  indicated  in  Abrams'  table  of  proportions  and 
quantities  as  printed  herewith.  One  sack  of  cement 
is  to  be  considered  as  1  cu.  ft.  and  proportions  are 
to  be  <by  volume.  The  quantity  of  cement  in  1  cu. 
vd.  of  concrete  in  place  shall  be  not  less  than  the 
amount  as  shown  in  the  table  for  a  given  proportion 
of  coarse  and  fine  aggregates. 

Before  work  is  started  the  contractor  shall  advise 
the  engineer  of  the  particular  sizes  of  fine  and  coarse 
aggregates  he  expects  to  use  and  no  change  shall 
be  made  by  the  contractor  from  such  sizes  except  up- 
on due  notice  in  writing  to  the  engineer. 

To  determine  in  what  classification  a  given  ag- 
gregate shall  fall  the  following  method  shall  prevail: 
For  fine  aggregate  there  shall  not  be  less  than  15 
per  cent,  of  the  total  volume  between  the  coarsest 
size  and  the  next  smaller  size  shown  in  the  table. 
Thus,  if  fine  aggregate  is  to  be  classed  as  }4-in.  there 
shall  be  not  less  than  15  per  cent,  of  the  material  be- 
tween the  No.  4  screen  and  the  No.  8  screen. 

In  coarse  aggregate  there  shall  be  not  less  than 
10  per  cent,  of  material  between  the  largest. size  and 
the  next  smaller  size  shown  in  the  table.  Thus  "a 
coarse  aggregate  to  be  classed  as  2y2  in.  size,  shall 
have  not  less  than  10  per  cent,  of  the  material  between 
the  2^-in.  size  and  the  2-in.  size. 

Tn  each  instance,  whether  fine  or  coarse  aggre- 
gate, if  there  is  not  of  the  coarser  sizes  the  amounts 
as  here  described,  the  upper  limit  of  size  of  the  ma- 
terial is  to  be  that  of  the  next  smaller  size.  That  is, 
an  aggregate  that  contains  some  2^4-in.  material,  but 
less  than  10  per  cent,  between  2J/2  in.  and  2  in.  is  to 
be  clashed  as  2  in.  size  for  the  upper  limit. 

The  lower  limit  of  size  of  a  coarse  aggregate  shall 
be  the  size  shown  in  the  table  for  coarse  aggregate 


below  which  there  is  not  to  exceed  10  per  cent,  by 
volume  of  the  material. 

If  there  is  to  exceed  5  per  cent,  of  the  volume  of 
coarse  aggregate  passing  the  No.  4  screen  then  such 
excess  shall  be  considered  as  fine  aggregate  and  the 
amount  of  fine  aggregate  to  be  used  shall  be  modi- 
fied accordingly. 

Aggregate  falling  between  limits  of  sizes  other 
than  shown  by  the  table  may  be  used  only  upon  spe- 
cial written  permission  of  the  engineer  and  in  such 
proportions  as  he  may  indicate. 

In  all  cases  aggregates,  both  fine  .and  coarse,  are 
presumed  to  be  reasonably  well  graded  between  the 
limits  specified. 

Finishing  and  Curing 

Finishing  methods  have  benefited  greatly  by  im- 
provements during  the  last  year  or  two  and  these  im- 
proved methods  permit  of  a  nearer  approach  to  the 
ideal  concrete  mixture  and  so  are  productive  of  a 
concrete  surface  of  much  higher  wearing  qualities 
than  were  originally  produced.  Floating  has  been 
replaced  by  rolling  and  belting,  either  by  hand  de- 
vices or  by  machines  of  more  or  less  elaborate  types. 
The  previous  floating  method  was  a  temptation  to 
produce  a  concrete  too  high  in  mortar  and  of  too  wet 
a  consistency.  The  new  method  includes  the  strike 
board  or  template  to  bring  the  placed  concrete  to  its 
correct  contour  and  then  after  standing  a  short  time 
a  light  roller  is  pulled  backwards  and  forwards 
transversely.  This  roller  serves  to  slightly  consolidate 
the  concrete,  bringing  the  mortar  to  the  surface  and 
also  removing  any  excess  water.  The  finishing  is 
then  completed  by  belting,  which  consists  of  drag- 
ging a  canvas  belt  with  a  zig-zag  motion  transversely 
over  the  surface  of  the  rolled  concrete.  This  gives  a 
more  perfect  finish  than  any  floating  methods  could 
possibly  produce  and  it  is  easier  to  operate  and  gives 
quicker  results. 

Lastly  comes  the  curing  process  and  it  forms  an- 
other important  step  in  the  production  of  a  successful 
concrete  road.  The  whole  object  should  be  to  secure 
a  slow  and  uniform  hardening  process  for  the  finish- 
ed concrete  and  the  methods  should  vary  with  the  sea- 
sons. In  hot,  dry  weather,  for  instance,  the  freshly 
finished  concrete  should  be  protected  from  the  sun 
by  canvas  covering  until  sufficient  set  has  taken  place 
to  permit  of  the  placing  of  the  earth  covering  or  the 
water  ponds.  The  period  for  retaining  such  moist 
covering  will  depend  'on  the  temperatures,  but  a  gen- 
eral tendency  is  to  leave  the  road  closed  for  curing 
for  a  longer  period  than  heretofore.  Instead  of  a 
fourteen-day  minimum  some  specifications  wisely 
provide  for  a  twenty-one  day  minimum  period  for 
curing.  There  is  a  temptation  to  be  impatient  and  to 
permit  of  rapid  curing  and  drying  and  the  opening 
to  traffic  after  a  shorter  period  than  mentioned  above, 
but  this  is  most  certain  to  be  followed  by  ill  effects 
to  the  wearing  of  the  road  as  time  goes  on. 

Expansion  Joints  and  Cracking 

There  is  an  increasing  practice  of  omitting  en- 
tirely expansion  joints  in  the  construction  of  con- 
crete roads.  The  chief  advantage  gained  is  the  avoid- 
ance of  an  uneven  surface  at  the  joints  which  is  only 
avoided  by  extreme  care  in  finishing  in  the  vicinity  of 
the  joint  when  used.  Expansion  joints  in  usual  prac- 
tice are  placed  from  25  feet  to  50  feet  apart,  depend- 
ing on  the  width  of  the  pavement  and  also  having  re- 
gard to  the  season  of  the  year  at  which  the  concrete 
is  placed. 
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The  Normal  Business  Cycle— Consists  of 

la)  Depression;  (b)  Revival;  (c)  Prosperity; 
(d)  Financial  Strain  and  Liquidation  of 
Securities;  (e)  Brief  Crisis  and  Liquida- 
tion of  Commodities — Where  are  we 

"at"  To-day? 


1 

■ 
■ 


The  normal  business  cycle,  as  it  occurs  in  the  ab- 
sence of  special  disturbing  factors  like  a  great  war, 
has  been  carefully  worked  out  by  a  number  oT  recent 
writers.*  The  description  may  start  at  any  place  in 
the  business  cycle,  and  the  analysis  will  work  around 
again  through  the  cycle  to  the  starting  point.  It  is  con- 
venient to  start  with  the  close  of  the  period  of  de- 
pression. 

At  the  end  of  a  period  of  depression  we  find  the 
following  situation:  (1)  prices  are  \6Xv',  (2)  there  have 
been  drastic  reductions  in  costs;  (3)  the  margins  of 
profits  are  narrow;  (4)  bank  reserves  are  high;  (5)  con- 
servative policies  obtain  as  to  borrowing,  capitaliza- 
tion and  loans;  (6)  stocks  of  goods  on  hand  are  mod- 
erate; (7)  buying  is  cautious.  In  such  a  situation  an 
expansion  in  the  physical  volume  of  production  and 
sales  takes  place,  often  with  prices  still  falling.  Dur- 
ing the  period  of  depression  which  is  coming  to  a 
close,  people  have  used  Up  their  stocks  of  clothing 
and  shoes,  have  reduced  the  volume  of  household  fur- 
nishings, linen,  china  and  the  like,  factories  have  al- 
lowed equipment  and  stocks  of  raw  materials  to  get 
as  low  as  seems  wise,  and  new  buying  is  forced  upon 
everyone  who  is  in  a  position  to  undertake  it.  More- 
over, a  growing  volume  of  conservative  business  men 
and  investors  who  had  "sold  out"  on  the  crest  of  the 
preceding  wave  of  prosperity,  have  reached  the  con- 
clusion that  things  have  about  reached  bottom  and 
are  disposed  to  invest  or  to  start  business  again.  There 
comes  then  a  slow  and  cautious  revival  and  expansion 
in  the  physical  volume  of  trade.  Slow  at  first,  this 
process  is  cumulative,  and  it  gradually  turns  slow 
business  into  active  business.  The  revival  may  start 
in  a  narrow  field,  because  necessarily  it  spreads  to 
other  fields,  because  the  active  concerns  will  have 
more  spending  power,  which  leads  them  to  increase 

*By  far  the  best  book  on  the  subject  is  that  of  Wesley  C. 
Mitchell,  whose  "Business  Cycles,"  published  by  the  University 
of  California  Press,  in  1913,  contains  a  wealth  of  statistical  ma- 
terials, by  which  the  theory  of  the  matter  is  carefully  checked. 


their  buying  from  other  enterprises.  The  active  con- 
cerns, moreover,  employ  more  labor,  which  increases 
the  spending  power  of  laborers  and  increases  the  de- 
mand for  many  things.  Inceased  retail  demand  leads 
to  increased  demand  on  jobbers  and  wholesalers,  who 
pass  it  on  to  manufacturers,  who  take  on  more  labor- 
ers, who  increase  their  retail  buying.  The  epiickening 
of  industries  reacts  on  the  starting  point,  which  in  tun- 
is  quickened  and  gives  renewed  impetus  to  other 
fields. 

There  comes,  moreover,  a  psychological  change. 
The  "temper  of  business"  is  not  a  thing  which  is  made 
by  men  as  separate  individuals.  Rather,  it  is  a  social 
product.  The  manj  who  finds  business  in  his  own  line 
expanding  becomes  an  optimist  with  regard  to  busi- 
ness at  large.  He  talks  with  other  men.  They,  even 
though  they  have  not  felt  increased  orders  for  their 
own  goods,  begin  to  be  influenced  by  his  optimism.  The 
process  is  partly  rational  and  partly  non-rational.  The 
mere  fact  that  men  find  their  neighbors  more 
cheerful  in  flu  ences  them  unconsciously  even  in 
the  face  of  facts.  On  the  other  hand,  the  man  who 
has  been  delaying  an  increase  in  his  own  business  ac- 
tivity may  well  find  a  valid  ground  for  taking  posi- 
tive action  if  he  finds  increasing  confidence  among 
those  about  him.  The  temper  of  business,  an  intangible 
and  psychological  thing,  is,  none  the  less,  one  of  the 
most  fundamental  realities  with  which  business  men 
must  reckon.  No  business  man  can  run  counter  to  a 
general  feeling  of  despondency,  even  though  he  be 
sure  that  it  is  ill-grounded,  without  incurring  risk  of 
loss.  On  the  other  hand,  a  business  man  may  well  find 
it  worth  while  to  "swim  with  the  tide"  of  business  op- 
timism for  a  short  time  at  least,  even  though  he  be 
sure  that  it  is  ill-grounded.  There  are,  in  the  busi- 
ness world,  a  few  strong  figures  who  can  stand  out 
against  the  prevalent  optimism  or  pessimism,  little  in- 
fluenced by  it,  and  profit  by  running  counter  to-  it, 
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but  to  do  so  requires  a  long  purse,  a  clear  head  and 
unusual  courage. 

The  price  level  is  often  slowly  falling  when  the 
revival  begins,  but  the  expansion  of  trade  stops  this. 
For  when  business  men  have  plenty  of  orders  they 
stand  out  for  higher  prices.  Moreover,  when  prices 
start  to  rise,  the  expectation  of  higher  prices  makes 
buyers  increasingly  eager.  The  rise  of  prices,  like  the 
volume  of  trade,  spreads  rapidly  through  .all  fields.  The 
advance  in  prices  in  one  establishment  puts  pressure- 
on  someone  else  to  recoup  himself. 

The  fise  of  prices  is  uneven.  Retail  prices  lag  be- 
hind wholesale  prices.  Consumers'  goods  lag  behind 
producers'  goods.  Finished  products  lag  behind  raw 
materials.  Retail  prices  are  influenced  a  good  deal 
by  custom.  Moreover,  the  retailer's  total  costs  do 
not  increase  as  fast  as  the  wholesale  prices  he  has  to 
pay.  His  overhead  charges  do  not  increase  as  fast 
as  wholesale  prices  do,  arid  even  if  he  adds  all  the, 
increases  of  the  wholesale  prices  to  the  retail  prices, 
the  percentage  increase  in  retail  prices  is  not  so  great 
as  the  percentage  increase  in  wholesale  prices. 

Unspecializcd  raw  materials,  like  pig  iron,  tend 
to  rise  faster  than  finished  products,  like  knives,  be- 
cause they  respond  more  quickly  to  demand  from  many 
quarters,  increasing  demand  not  only  for  knives  but  also 
for  steel  rails,  for  wire  fencing,  for  tin  plate  and  for 
many  other  things. 

Wages  often  rise  more  promptly  than  wholesale 
price?,  but  in  general  the  increase  is  much  less.  Wages 
are  much  more  influenced  by  custom  than  are  whole- 
sale prices.  Discount  rates  rise  sometimes  faster  and 
sometimes  more  slowly  than  wholesale  prices.  Inter- 
est rates  on  long  time  loans  move  slowly  in  the  early 
stage  of  the  revival.  The  prices  of  stocks,  especially 
common  stocks,  advance  before  the  rise  in  wholesale 
prices,  and  go  much  higher  than  wholesale  prices. 

The  unequal  rise  in  prices  in  the  great  majority 
of  cases  means  a  great  increase  in  profits  in  the  re- 
vival period,  since  most  of  the  elements  of  cost  rise 
more  slowly  than  wholesale  prices.  Raw  materials,  and 
sometimes  bank  rates,  rise  faster  than  finished  goods, 
but  wages  lag  behind,  while  supplementary  costs  or 
overhead  charges  are  commonly  fixed'  by  old  agree- 
ments covering  rentals  on  leases,  salaries  and  interest 
on  bonds. 

The  increase  of  profits  and  the  prevalence  of  op- 
timism leads  to  a  great  increase  in  investment.  This 
means  more  orders  and  higher  prices  for  structural 
Steel,  other  building  materials,  machinery,  etc. 

These  factors  arc  cumulative.  The  rise  in  prices 
at  one  point,  increasing  the  incomes  of  those  en- 
gaged in  a  given  industry,  increases  their  ability  to 
buy,  which  stimulates  others,  and  so  on. 

Why  should  not  this  process  continue  indefinitely? 
What  is  there  to  bring  prosperity  to  a  close  The 
answer  is  to  be  found  in  several  factors. 

For  one  thing  business  mistakes  are  made.  Heavy 


investments  are  made  in  enterprises  which  either  fail 
to  return  profits  or  else  fail  to  return  them  on  the 
scale  expected.  The  crisis  of  1873,  for  example,  grew 
largely  out  of  an  overbuilding  of  transcontinental  rail- 
roads, which  ran  so  far  in  advance  of  the  development 
of  population  that  they  were  unable  even  to  earn  in- 
terest on  their  bonds.  In  some  measure,  overexten- 
sions in  particular  lines,  with  the  result  that  profits 
fail  to  materialize,  and  even  fixed  charges  fail  to  be 
earned,  occur  in  every  period  of  prosperity.  Busi- 
ness optimism  tends  to  run  beyond  reasonable  limits. 
Speculative  imaginings  take  the  place  of  careful  calcu- 
lation. 

In  the  second  place,  even  though  business  plans 
be  soundly  laid  at  the  beginning  of  a  period  of  pros- 
perity, taking  into  account  the  prices  and  costs  that 
prevail  at  that  time,  the  very  prosperity  itself  may  so 
alter  the  data  on  which  the  plans  were  made  as  to 
construction  and  other  costs,  as  to  upset  the  plans, 
and  make  it  necessary  for  the  enterprise  to  call  a 
halt,  take  stock  and  readjust.  Finally,  throughout  the 
business  field,  as  the  period  of  prosperity  goes  on, 
there  is  a  tendency  for  costs  generally  to  rise  at  a 
very  rapid  rate. 

During  the  early  part  of  the  prosperity  period,  sup- 
plementary costs,  or  overhead  charges,  tend  to  decline 
per  unit  of  output  until  existing  plants  are  fully  em- 
ployed. When,  however,  production  necessitates  an 
increase  in  plant,  the  overhead  charges  increase  more 
rapidly  than  the  output.  Leases  and  other  contracts 
expire,  moreover,  and  have  to  be  renewed  at  much 
higher  rentals.  Bond  issues  at  low  rates  of  interest 
mature  and,  especially  toward  the  end  of  the  pros- 
perity period,  renewals  can  be  made  only  at  much 
higher  rates.  So  strikingly  true  is  this  that  it  regu- 
larly happens  that  strong  corporations,  toward  the 
end  of  a  boom,  will  defer  the  refunding  of  maturities 
and  issue  short-term  notes,  expecting  after  a  year  or 
two  to  be  able  to  refund  them  into  long-time  issues 
at  lower  rates.  The  pressure  on  the  capital  market 
grows  more  and  more  intense  as  property  increases. 
Prosperity  breeds  extrava-gant  consumption,  and  extra- 
vagant consumers  save  less  for  investment.  Even  those 
who  regularly  save  for  investment  find  it  increasingly 
difficult  to  do  so  as  the  cost  of  living  rises.  The  end 
of  a  period  of  prosperity  is  almost  always  character- 
ized by  high  interest  rates  on  investments  and  by  a 
great  scarcity  of  new  money  for  long-time  invest- 
ment. 

Short-term  money  rates  and  the  rates  on  commer- 
cial paper  rise,  making  it  more  expensive  for  the 
wholesaler  to  carry  his  inventories  or  for  the  manu- 
facturer to  carry  his  materials  and  work  in  process. 

Other  costs  increase  rapidly.  Old  plants  and  ill- 
located  plants  are  brought  into  use  as  the  better  plants, 
which  alone  were  worked  in  the  period  of  depression, 
are  fully  utilized.  The  output  of  these  old  and  ill- 
located  plants  is  turned  out  at  a  higher  cost.  Labor 
cost  rises  perhaps  most  of  all.  This  is  not  due  only 
to  the  increase  of  wages.    It  is  due  partly  to  overtime 
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work  for  which  higher  rates  are  paid.  It  is  due  partly 
to  the  weariness  of  the  laborer,  which  overtime  work 
involves.  Laborers  cannot  engage  in  overtime  work 
week  after  week  and  month  after  month  without  re- 
ducing their  efficiency.  Employers,  seeking  to  enlarge 
their  labor  force,  moreover,  are  obliged  to  take  on  un- 
desirable individuals  who  would  not  be  employed  in 
a  depression  period.  Perhaps  most  important  of  all, 
shop  discipline  is  lessened  in  a  prosperity  period.  La- 
borers who  are  sure  that  they  can  get  a  job  for  the 
asking  across  the  street  cannot  be  held  to  their  tasks 
in  a  period  of  prosperity  as  they  can  in  a  period  of  de- 
pression. On  this  point  both  laborers  and  manufac- 
turers seem  agreed.  Laborers  complain  of  "speeding 
up"  in  a  time  of  depression,  and  manufacturers  com- 
plain of  "loafing  on  the  job"  in  a  period  of  prosperity. 

Managerial  efficiency  is  lessened  as  the  pressure  of 
prosperity  increases.  Managers  cannot  watch  the  busi- 
ness so  closely.  Small  wastes  multiply,  rush  orders 
make  for  confusion.  The  pressure,  moreover,  which 
working  on  small  margins  involves,  is  removed. 

The  very  prosperity  of  most  businesses  imposes 
serious  burdens  on  those  businesses  which  are  least 
able  to  raise  their  prices  or  to  increase  their  markets. 
Where  prices  are  fixed  by  law  or  by  public  commis- 
sions, as  in  the  case  of  municipal  utilities  or  railways, 
a  prolonged  period  of  prosperity  is  apt  to  increase 
costs  seriously  at  the  expense  of  profits.  Businesses 
tied  up  with  long-time  contracts  are  similarly  placed. 
Moreover,  there  are  always  lines  in  which  recent  con- 
struction has  grown  faster  than  the  market.  Maladjust- 
ments increase.  High  rates  of  interest  not  only  check 
current  demand  for  goods  of  various  kinds  but  also 
make  it  difficult  for  speculators  to  hold  them  off  the 
market. 

Consequently  at  the  height  of  a  period  of  pros- 
perity, an  important  minority  faces  declining  and  van- 
ishing profits.  The  decline  of  profits  means  the  doubt- 
ful solvency  of  many  outstanding  credits.  In  such  a 
situation  it  is  only  a  question  of  time  until  a  readjust- 
ment and  liquidation  is  forced.  Creditors  begin  to  get 
nervous.  The  very  rise  in  interest  rates  tends  to  re- 
duce the  values  of  investment  securities  which  have 
been  used  as  the  basis  of  collateral  loans — a  phenom- 
enon well  known  in  the  bond  market.  The  basis  of  all 
credit  is,  in  last  analysis,  earning  power,  and  with  the 
actual  or  prospective  decline  in  the  profits  of  a  busi- 
ness, its  creditors,  whether  banks  or  other  businesses, 
tend  to  demand  additional  security  or  to  insist  on  con- 
traction of  credit.  When  profits  get  shaky,  creditors 
get  nervous  and  force  liquidation.  A  crisis  comes. 
The  liquidation  extends  over  the  whole  field.  If  a 
debtor  is  pressed  he  is  obliged  to  press  his  own  debtors. 
The  pressure  may  take  the  form  of  offering  extra  in- 
ducements for  prompt  settlement,  as  where  a  seller 
offers  a  buyer  more  than  the  customary  2  per  cent, 
discount  for  cash.  It  may  take  many  forms.  If  one 
man  succeeds  in  meeting  the  pressure  upon  himself  he 
does  so  at  the  expense  of  others  who  are  embarrassed 
by  it.  A  sudden  change  takes  place  in  the  temper 
of  business.    For  many  business  men  the  question  of 


profit-making  gives  place  to  the  question  of  maintain- 
ing solvency.  Business  men  quit  pushing  sales  vig- 
orously, especially  when  doubtful  of  the  credit  of  buy- 
ers. There  comes  a  rapid  falling  off  of  the  volume 
•  f  business.  Even  when  few  failures  occur  the  temper 
of  business  changes.  Pessimism  replaces  optimism — 
sometimes  almost  overnight. 

If  banks  fail  to  pay  their  depositors  on  demand 
and  if  they  contract  loans  (or  fail  to  expand  loans)  a 
panic  comes.  This  has  happened  in  America  a  num- 
ber of  times,  notably  in  1893  and  1907.  It  did  not  hap- 
pen in  England,  Germany  and  France  in  those  years 
because  of  the  better  organization  of  the  banking  sys- 
tems. There  is  little  chance  of  panic  when  depositors 
can  get  their  money  on  demand  and  when  solvent  busi- 
ness men  can  borrow  the  amounts  necessary  to  meet 
their  pressing  obligations. 

If  a  panic  comes,  a  great  many  plants  are  tempor- 
arily shut  down.  With  the  passing  of  the  panic  these 
are  reopened  and  there  comes  a  short-lived  revival 
immediately  after  the  panic.  This  short-lived  revival 
is  chiefly  for  the  purpose  of  finishing  orders  not  wholly 
completed,  for  delivery  to  solvent  firms  who  do  not 
desire  to  buy  the  goods  but  who  are  obliged,  under 
their  contracts,  to  take  them.  New  orders  do  not  fol- 
low, however,  and  a  period  of  real  depression  follows. 
In  this  period,  consumers'  demand  falls  off  as  labor  is 
discharged  and  as  profits  fail  to  appear.  Investors'  de- 
mand for  construction  falls  off  most  of  all.  These  ten- 
dencies are  cumulative  just  as  the  reverse  tendencies  in 
the  period  of  prosperity  were  cumulative.  The  falling 
off  of  orders  in  one  business  reacts  on  the  other  busi- 
nesses which  sell  to  it.  Prices  fall.  Wholesale  prices 
fall  faster  than  retail  prices.  Raw  materials  fall  faster 
than  finished  products.  Wages  do  not  fall  so  fast,  but 
they  fall.  Common  stocks  fall  faster  and  farther  than 
anything  else.  High-grade  bonds,  on  the  other  hand, 
tend  to  rise  as  investors  turn  to  the  safest  forms  of 
investment,  and  as  the  pressure  on  the  capital  mar- 
ket is  relaxed. 

The  depression  lasts  until  liquidation  is  completed. 
Inefficient  firms  are  weeded  out.  Costs  go  down.  A 
reorganization  of  leases  and  of  bond  issues  brings  ren- 
tals and  other  fixed  charges  down.  Interest  falls.  Bank 
rates  get  low.  Bank  reserves  increase.  Labor  costs 
go  down.  This  is  partly  because  wages  go  down,  partly 
because  overtime  work  ceases,  partly  because  shop  dis- 
cipline improves,  partly  because  the  least  efficient  la- 
borers are  unemployed. 

We  are  thus  brought  back  to  the  point  at  which 
we  started,  the  point  at  which  a  revival  is  due.  As 
the  depression  period  continues,  clothing,  materials, 
structures,  machinery,  etc.,  wear  out.  Population  con- 
tinues to  grow;  bargain  sales  of  the  equipment  of  de- 
funct enterprises  cease,  and  new  things  finally  have 
to  be  bought.  The  men  who  have  been  waiting  for 
"bottom"  to  be  reached,  decide  that  the  time  for  ac- 
tion has  come.  At  low  prices  business  begins  to  in- 
crease, and  the  cycle  of  prosperity,  crisis  and  depres- 
sion starts  again. 
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Making  Freight  and  Passenger  Elevators  Safe 

W.  D.  Black  of  Otis-Fensom  Elevator  Co.,  Toronto,  Before  Ontario 
Safety  League  Outlines  Causes  of  Accidents  and  Their  Elimination 


IN  considering  elevator  hazards  it  is  well  to  review 
briefly  the  evolution  of  the  elevator  and  the  re- 
sults sought,  or  attained,  in  improving-  their  safe- 
ty features  and  to  keep  this  in  mind  while  analyz- 
ing statistics  dealing  with  elevator  accidents. 

1'rior  to  the  advent  of  the  steam  passenger  elevator, 
nearly  six  decades  ago,  buildings  were  limited  in 
height  and,  while  this  type  of  elevator  encouraged  the 
addition  of  a  few  storeys,  its  operation  in  the  early 
days  was  too  slow  to  make  any  general  increase  in 
buildings,  until  some  twenty  years  later  when  the 
hydraulic  elevator  was  introduced  and  rapidly  improv- 
ed in  methods  of  construction  and  operation. 

In  1876  there  were  in  the  City  of  Toronto  nine 
passenger  elevators  of  the  hydraulic  type  with  copper 
cylinders,  several  of  which  remained  in  service  for 
twenty-five  years.  At  that  time  there  were  also  a  few 
hand  operated  hoists,  without  cars  attached,  that  lift- 
ed the  load  through  openings  in  the  floors  provided 
with  hinged  doors  on  which  the  load  was  landed. 
The  last  of  this  type,  to  the  best  of  the  writer's  know- 
ledge, was  removed  from  a  building  on  Colborne  Street 
a  year  or  so  ago. 

The  belt  drive,  spur  gear  reduction,  drum  type 
machine  was  built  and  installed  as  late  as  1905,  but 
was  used  onlv  for  freight  service  on  account  of  its 
slow  speed. 

In  1882  the  first  worm  gear  reduction,  motor  driven 
elevators  were  installed  in  this  city,  driven  by  belts, 
from  a  countershaft  operated  by  constant  running 
motors . 

In  1892,  the  first  direct  connected,  motor  driven 
elevator  was  installed  in  Toronto,  and  the  development 
has  continued  to  the  present  day  1  :1  traction  elevator, 
w ■hich  has  put  the  elevator  engineer  so  far  ahead  of 
the  construction  engineer  that  he  can  equip  a  build- 
ing with  elevators  to  any  height  demanded  and  run- 
ning at  any  speed  compatible  with  comfort. 

It  is  estimated  that  the  number  of  passengers  car- 
ried daily  by  elevators  in  large  cities  exceeds  the  num- 
ber carried  by  all  other  means  of .  transportation,  and 
it  speaks  well  for  the  elevator  engineer's  attention  to 
safety  features  that  so  few  of  these  passengers  are  in- 
jured. 

The  Weaknesses  to  be  Avoided 

We  will  outline  the  things  it  has  been  considered 
bv  the  designers  as  unsafe  in  elevator  practice  and  to 
avoid  which  various  features  have  been  embodied  in 
the  design  of  the  modern  elevator. 

1.  To  fall  unretarded  to  the  bottom  of  the  hatch- 
way. 

2.  To  be  overhauled  by  the  counterweight  so  that 
the  car  hits  the  overhead  work. 

To  permit  the  car  or  counterweight  to  over-run 
their  limits  of  travel  at  top  or  bottom. 

4.  To  use  safeties  so  severe  in  action  as  to  cause 
a  dangerous  impact  in  stopping  or  engage 
only  on  one  guide  rail. 

5.  To  permit  the  machine  to  continue  to  operate 
after  lifting  ropes  have  slackened  for  any  reas- 
on. 

<>.    To  lose  control  of  the  car  to  such  an  extent  as 


to  alarm  the  passengers  to  a  point  of  attempt- 
ing to  jump  off  a  moving  car. 

7.  To  permit  operation  of  the  elevator  until  the 
hatchway  door  is  closed. 

It  is  not  within  the  scope  of  this  paper  to  attempt 
to  describe  the  various  devices  designed  to  meet  the 
above  contingencies,  but  it  is  well  to  bear  in  mind  that 
on  many  of  the  older  elevators  some  of  the  most  nec- 
essary items  were  not  included  and  on  some,  where 
included,  the  design  was  so  crude  as  to  make  them 
inoperative,  and  it,  therefore,  is  important  for  all  in- 
spectors to  thoroughly  satisfy  themselves  that  the  ele- 
vator under  inspection  is  sufficiently  equipped  with 
such  safety  features  as  to  meet  the  service  for  which 
the  elevator  is  used.  It  is  unfortunate  that  the  in- 
spector rarely  has  the  power  to  condemn  and  have 
removed  an  elevator  which,  in  his  estimation,  is  im- 
properly equipped  with  safety  features,  or,  on  which 
these  features  arc  defective  in  design,  or,  inoperative. 
As  a  rule  he  must  bide  his  time  until  an  accident  does 
occur  when  the  owner  is  morally,  if  not  legally,  forced 
to  renew  the  equipment. 

Causes  of  Casualties 

In  the  Provincial  records  of  1909-1916  there  are 
recorded  thirty-seven  casualties  resulting  from  the 
dropping  of  about  twenty  elevators,  a  large  propor- 
tion of  these  injuries -being  serious.  In  practically  all 
cases  the  elevators  were  of  old  and  obsolete  design, 
not  properly  equipped  with  safety  catches,  and  almost 
in  v  ariably  designed  and  installed  by  concerns  who 
carried  elevators  as  a  side-line  and  did  not  have  the 
experience  or  knowledge  to  properly  build  such  equip- 
ments. Fortunately,  the  Televator  business  has  deve- 
loped to  a  point  where  practically  all  elevators  are 
built  by  specialists  in  that  line  and  such  accidents  on 
the  modern  installations  are  rare.  In  one  case  where 
an  elevator  dropped,  causing  four  of  the  thirty-seven 
casualties  above  referred  to,  the  safety  was  rendered 
inoperative  by  a  screen  installed  by  the  owner  in  such 
a  way  as  to  interfere  with  the  safety  operating  spring. 

In  all  cases,  the  inspector  should  test  the  operation 
of  the  safeties  as  they  are  the  ultimate  means  relied 
on  to  save  serious  injury  in  the  event  of  weakness 
developing  in  the  ropes  or  equipment  due  to  poor  de- 
sign, faulty  construction,  or  latent  defects  which  are 
impossible  of  detection  until  the  part  fails. 

There  are  in  service  many  handpower  elevators  on 
which  operators  ride  from  floor  to  floor  with  the  loads. 
This  is  a  practice  which  should  be  prohibited  because, 
even  with  safety  catches,  there  is  danger  of  the  weight 
overhauling  the  car  and  causing  serious  accident.  The 
Toronto  Civic  Regulations  insist  that  the  pull  rope 
of  such  elevators  be  placed  outside  the  gates,  where 
the  operator  cannot  ride  on  the  car.  This  is  a  good 
precaution  that  would  be  well  to  be  applied  more  gen- 
erally as  this  type  of  elevator  is  more  susceptible  to 
"drops"  than  even  many  of  the  power-driven  mach- 
ines. 

Carelessness  Caused  80  Per  Cent,  of  Accidents 

Out  of  a  total  of  one  hundred  and  eighty  elevator 
accidents  reported  by  the  Provincial  Government  for 
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tbha  K)ir,  inclusive   the  above  men-  4  it.  4  in.  in  height.    In  cases  of  old  installations, 

the  eight  years.  WM  M(>  inciu.  i\  .      s?        nt  were  where  it  \v«.uld  be  a  hardship  for  the  owners  to  m- 

tioned  thirty-seven,  or  appjroxnoOTCiy      v  stall  gates  of  this  height,  warning  loops  of  sash  cord 

Sported  due  to  the  falling  ol  elewur >        halante   or  or  light  chains  should  be  hung  from  the  front  edge 

operator  presumably  had  no  COBW  ^         ^  ^  to  (Jf  the  platform.   It  also  frequently  happens  that  a  per- 

approximately  SO  per  cent.  Ol               mterestj,jo-   to  SOU  looks  over  the  gate  after  the  platform  has  passed 

'carelessness   or   foolhardmess.      _   #      _       "j^^j  to  town  and  is  caught  in  this  position  by  the  enclosure 

note  that  42  per  cent.  Ol  these                ^  seventcen  fop  of  the  car.   To  avoid  injury  from  this  cause  the 

boys  varying  in  age  from  eieve    .                 referred  front  section  of  the  cover  to  a  depth  of  9  in.  should  be 

/ears.  The  one  hundred       .e^ty                ^  .  ^  ^  ^  ^  ^  ^.^  devators 

tp  are  reported  as  occurrii  g  The  fifth  item  covers  injuries  received  by  attend- 

kxwing  manner.         ejevatOf   ^"  ants  m  carmg  ^or  tne  equipment.  Such  injuries  are 

1.  Dropping  O          elevator  and  walls  or  usually  minor  in  character  and  usually  due  to  care- 

2.  (  aught    e   j-  lessness,  but  would  be  reduced  by  making  the  machine 

EI                the  hatch   ^  more  accessible  and  by  providing  more  room  around 

4  Head  caught  between  ear  and  gate  ..  18  the  machine  than  has  been  the  rule  in  the  past. 

5  Iniured  in  attention  to  machine                  °  The  sixth  item,  cov  ering  accidents  due  to  men  be- 

(    C    eht  under  car   'nS  crushed  below  the  elevator,  is  usually  due  to  their 

7   F  11  off  elevator    using  hatch  doors  or  space  below  the  elevator  as  a 

6  rLaninff  elevator  hatch                             1  passage.    Such  practices  should  be  strictly  prohibited 

Th    fi  St  it  m    viz  —Accidents  due  to  dropping  ol  ant]i  jn  fact   t]10  use  0f  batch  floors  should  be  aband- 

1                  ,,.'„„|,.  Up, -n  considered.  oned  entirely  as  they  are  (he  direct  cause  of  numerous 

^tl'tf  tSuUa,  by  v1cv«or-i«  ..rolv.  ;K.,,d,„ts.  • 

11     hie  largely  to  lack  of  proper  enclosure  on  me  w  The  seventh  item  covers  injury  due  to  falling  off 

u  :t  the  sides  and  rear  and  to  projecting  siHS  ^  devatur    It  is  frequentlv  noted  that  on  old  eleva- 

■    the  front  of  the  hatchway.    It  appears  neeessary,  tQr^  unenc]ose<ij  tjH.  i,ack  wa]]  has  several  offsets  and 

th  refore  to  insist  on  proper  car  enclosures,  attC>  -m  nianv  eases  deep-set  windows  which  provide  ani]ile 

C  i  deep  bevelled  toe  plates,  making  an  angle  o  space  for  a  person  to  fall  off,  and  it  is  surprising  to 

US!  i°      tlvm  60  decrees  with  the  horizontal,  which  is  t     ,      ^    fi  f      accidents  are  reported  from 'this 

efentSl'unde, r\ll  Thresholds,  beams  and  other  'fixed  ^ 

construction  projecting  into  the  K*tc*JJ^ '^artd  as  a  ^jnflIl  °?  3UP  luapraDB  uv.  sJ3ao:>  ui^ji  ujuSp  aqj, 

1-in.   Doubtless  many  ol  these  acciaenrs         gJevttWr  received  while  cleaning  the  elevator  hatchway.  Such 

result  of  playful  scuffling  of  yoUths».m          reman'  arc  Pr(Jhablv  unavoidable  by  any  mechanical  precau- 

t„c>  are  usually  oat  of  rtons  .hat  could  be  take,,  ' 
Another  cause  o   ^  ^5      moving  .cars.  This  practice  souaSiiSou  01  ApSaeq  ana  s^uappoy  s(o}uojox 
if^ngerous'^nough  with  reference  to  the  moving  ,t  &  QO'w  interesting.  to  analyze  the  class  of  acci- 
1  frfortn  only    which  is  much  complicated  m  mos  dei|tjj  that  occur  on  elevators  of  the  passenger  and 
'     e    bv  the' fact  that  as  the  car  is  leaving  the  noor  -warehouse  type  in  thc  city  of  Toronto  over  which 
the  automatic  or  semi-automatic  gate  01 ■  se W-CU>si  g  the  Cify  Architect  has  jurisdiction  according  to  a  by- 
Ir  is  moving  constantly  cutting  down  the  clearance  ^             ^  ^  m-    ^  ^  Architect>  as 
witfi  the  result  that  the  person  trying  to  hoard  tne  car  -Tnspector  of  Elevators,"  has  in  this  department  three 
'•  upset  by  the  car,  gate  or  door,  and  very  sen  _     *  inspectors,  all  practical  men  with  vears  of  experience 
^dents  usually  result.    Such  accidents  are  only  too  .fl  e]evator  construction,  who  everv  three  months  in- 
°  mmon  on  freight  elevators,  but  rarely  occur  on  past,-  spect  aM  devators.  iicensed  by  the' citv.   During  1919 
U  oer  elevators  in  charge  of  regular  operators.  It _  is  to  devators  to  the  nunrber  of  881  were  iicensed. 
1     honed  that  future  development  of  the  freight  eie-  m             ^  Architect,  has  very  kindly  furnish- 
er will  include  inter-locking  features  which  win  ed  the  wpjter  with  data  ag  ]isted  beloWt  which  shows 
prevent  the  moving  of  a  car  until  all  entrances  to  tne     ^  nuinber  f)f  accidents,  fatal  and  otherwise,  which 
hatchway  are  closed.  have  occurred  in  connection  with  the  elevators  under 
•  j    ^    tvt^4-  Ai/nirled  bv  Mechanical  his  jurisdiction,  which  do  not  include  factory  eleva- 
Some  Accidents     ^e^°*         Y  tors,  for  the  period  1918  to  date. 

T,     t-uirA  item— falling  of  men  down  the  hatchway  Fatal.  Injured. 

Lhe  third  item             &             reduction    except  bv  1.  Making  repairs  without  first  locking  car  5  -  1 

will  emphasize  the  uecei-  «.  Ope,  ga,.s      ..     9 

^atet\  i  ust    •  &         . -  accj^ents  are  too  often  due  3.  Leaving  or  hoarding  moving  car   5  4 

sity  of  caUtlOn^Wl^S  ^   hatchway  protection  4.  Projection  over  hoist  floor   1  8 

-  to  the  careless  leav  1$    l           ^  ,        {       d  naHed  Up  5.  Open  space  between  stationary  and  ele- 

doors  and  g^es^C^  in  call-  vator  floors   2  0 

to  avoid  the  handling,  Ol  due  to  procrasj  g   Operating  car  while    standing  outside 

ing  in  repair  men.        ^     ^       ^  accidents  due  to  same    7  1 

The  fourth  item,  w        ,A       Ketween  the  car  and  7.  Starting  car  without  first  closing  gate.  0  2 

crushing  of  head  and  S^ulders  between  tne  Breaking  of  mechanism   0 

^i^lSSS||fS     U  i  S 

otts  that  he  invariably  looks  doym^an^            _  ^  Analyzing  this  record  indicates  that  practically  all 

happens  that  t  he.  e  leva  9  4.  tom  of  ^  car  and  the  may  be  classed  as  due  to  carelessness  by  the  victim, 

to  pin  him  between    ne          0...tt,^  i.e  not  less  than  negligence  by  some  other  party,  Mich  as  leaving  gates 

o-ate.   It  is  necessary  tnat  an  g«*ic.  •   >  . 
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open,  or  foolhardy  practice  such  as  operating  the  ele- 
vator from  the  landing  which  is  especially  dangerous 
in  the  case  of  the  hydraulic  type  elevators. 

Mr.  Price,  in  his  letter  comments:  "Although  acci- 
dents on  elevators  have  not  been  entirely  eliminated, 
they  have  been  reduced  to  a  minimum  by  various  me- 
chanical innovations,  such  as  automatic  gates,  locking 
devices,  etc.,  but  it  would  seem  that  the  day  of  the 
fool-proof  elevator  has  not  yet  arrived  when  one  looks 
into  the  lists  of  accidents  and  the  cause  of  a  large 
majority  of  same,  viz.:  raising  and  propping  up  auto- 
matic gates,  making  it  possible  to  board  or  leave  a 
moving  car,  which  would  not  be  possible  were  the 
doors  and  gates  closed  ;  operation  of  elevators  by  em- 
ployees other  than  the  operator ;  the  use  of  freight  ele- 
vators for  passenger  purposes.  It  would  seem  that  the 
only  way  to  guard  against  such  accidents  would  be  a 


campaign  to  educate  the  employees  against  such  dang- 
erous practice." 

In  conclusion,  it  is  the  .writer's  opinion  that  Section 
58  of  the  Ontario  Factory  Act,  which  applies  to  ele- 
vator  regulations,  is  obsolete  and  entirely  inadequate. 
In  several  provinces  and  states  elevator  ordinances, 
have  been  drafted  by  "Boards"  composed  largely  of 
elevator  engineers,  and  this  has  resulted  in  improved 
new  installations,  and  the  correction  of  many  glaring 
faults  in  exising  installations  and  their  enforcement 
must  result  in  a  decided  reduction  of  elevator  acci- 
dents. I  would  strongly  recommend  that  the  Ontario 
Safety  League  use  their  influence  in  having  the  Gov- 
ernment appoint  such  a  "Board"  with  a  view  to  draft- 
ing a  comprehensive  set  of  rules  and  regulations,  the 
enforcement  of  which  would  result  in  the  reduction 
of  elevator  accidents  to  the  lowest  possible  minimum. 


Federation  of  American  Engineering  Societies 

Formed  at  Organizing  Conference  at  Washington,  D.G.  on  June  3-4 — 
To   Make   the   Engineer   a   More  Potent  Factor  in  Public  Affairs 


AT  WASHINGTON,  D.  C,  on  Thursday  and 
Friday,  June  3  and  4,  at  a  conference  of  the 
national,  local,  state  and  regional  engineering 
and  allied  technical  societies,  the  foundation 
was  laid  for  the  most  comprehensive  organization  of 
engineers  in  any  country.  Under  the  title  of  The 
Federated  American  Engineering  Societies  there  has 
been  set  up  a  form  of  association  embracing  all  the  en- 
gineering professions,  with  the  definite  object  of  es- 
tablishing machinery  whereby  engineers  as  a  group 
'can  render  service  in  the  public  affairs  of  the  city,  the 
state  and  the  nation  whenever  engineering  experience 
and  technical  knowledge  are  involved  and  to  consider 
and  act  upon  matters  common  to  the  engineering  and 
allied  technical  professions.  Delegates  from  fifty-seven 
societies  were  present  from  all  sections  of  the  United 
States  out  of  a  scheduled  representation  of  sixty-seven. 

The  form  of  the  new  organization,  based  upon  mem- 
bership of  societies  and  affiliations  instead  of  individ- 
uals, which  has  been  under  consideration  for  some 
time,  was  planned  under  the  direction  of  Richard  L. 
Humphrey  as  chairman  of  the  joint  conference  com- 
mittee of  the  four  founder  engineering  societies  and 
member  of  the  American  Society  of  Civil  Engineers. 
In  opening  the  first  session  on  Thursday  morning  at 
the  Cosmos  Club,  Mr.  Humphrey  reviewed  the  work 
of  the  joint  conference  committee  and  explained  the 
activities  of  the  Engineering  Council,  which  has  in  a 
limited  way  during  the  past  three  years  functioned 
along  lines  similar  to  those  proposed  for  the  more  com- 
prehensive organization. 

The  Preliminary  Resolution 

Formal  presentation  of  the  following  resolution  by 
Gardner  S.  Williams,  member  of  the  American  Society 
of  Civil  Engineers,  opened  the  debate  011  the  plan  of 
organization  : 

Resolved,  That  it  is  the  sense  of  this  conference 
that  an  organization  be  created  to  further  the  public 
welfare  where  technical  knowledge  and  engineering 
experience  are  involved  and  to  consider  and  act  upon 
matters  of  common  concern  t'o  the  engineering  and 
allied  technical  professions,  and 

Resolved,  That  it  is  the  sense  of  this  conference 


that  the  proper  organization  should  be  an  organization 
of  societies  and  affiliations  and  not  of  individuals. 

Opposition  to  the  principle  of  membership  by  so- 
cieties instead  of  individuals  came  largely  from  mem- 
bers of  the  American  Association  of  Engineers.  That 
organization,  which  is  made  up  of  more  than  18,000 
individual  members,  has  during  the  past  five  years  had 
a  rapid  growth  "based  upon  its  activities  in  welfare 
work  of  benefit  to  engineers  in  all  professions.  In  ac- 
cepting the  invitation  to  send  delegates  to  the  Wash- 
ington meeting  this  association  contended  that  the 
organization  of  a  national  association  of  engineering 
organizations  with  representatives  widely  chosen  by 
local  affiliations  and  national  organizations  would  dup- 
licate the  effort  of  the  A.  A.  E.  and  add  useless  ma- 
chinery. It  was  along  these  general  lines  that  argu- 
ments pro  and  con  were  advanced.  The  debate,  how- 
ever, was  brief,  and  when  the  resolution  was  put  to  a 
vote  the  seventeen  representatives  of  the  American 
Association  of  Engineers,  on  account  of  the  alphabeti- 
cal position  of  that  body  in  the  list  of  participating  or- 
ganizations, cast  the  affirmative  votes.  This  action 
effectively  dispelled  any  feeling  of  antagonism  toward 
the  new  movement,  and  the  resolution  was  unani- 
mously carried  by  119  votes  from  representatives  of 
fifty-two  of  the  fifty-seven  societies  present.  With 
this  point  settled,  the  order  of  business  of  the  first 
session  was  completed  by  the  appointment  of  com- 
mittees on  program,  credentials,  constitution  and  by- 
laws, and  resolutions. 

Constitution  and  By-laws 

The  sessions  on  Friday  morning  and  afternoon 
were  largely  devoted  to  a  discussion  of  the  form  of 
constitution  and  by-laws  drawn  up  by  the  committiee. 
In  the  vote  on  the  constitution,  eighty-eight  repre- 
sentatives of  forty-nine  societies  voted  in  the  affirma- 
tive, with  representatives  of  eight  societies  reporting 
"not  voting."  Among  the  latter  was  the  American 
Association  of  Engineers.  William  J.  H.  Strong, 
the  chairman  of  the  delegation,  in  reporting  its  vote 
made  a  statement  in  part  as  follows: 

"The  American  Association  of  Engineers  has  stood 
for  co-operation.    Our  delegates  came  to  this  confer- 


June  :.':!,  1920 


THE  CONTRACT  RECORD 


ence  in  good  faith;  we  have  acted  there  in  good  faith, 
and  we  wish  to  continue  to  act  in  the  future  with  equal- 
ly good  faith  for  the  welfare  of  the  public  and  the  en- 
gineers as  a  profession,  as  well  as  for  the  individual 
engineer. 

"We  would  call  your  attention  to  the  fact  that 
while  our  vote  of  today  will  "be  a  disappointment  to 
you,  yet!  we  have  in  every  way  sought  to  co-operate 
with  you.  if  not  on  one  basis,  then  upon  another.  We 
sought  in  the  first  place  to  show  you  that  the  form  of 
organization  which  you  have  planned  is  historically 
wrong  and  cannot  be  made  t'o  function  properly,  and 
We  have  recited  valid  historic  precedent  for  this  judg- 
ment. The  structure  also  seems  cumbersome  and 
certainly  the  relations  between  the  council  and  the 
board  will  have  t'o  be  either  altered  or  ignored.  Such 
discrepancies,  however,  are  usually  present  in  new  en- 
deavors and  under  able  management  will  no  doubt  ul- 
timately be  ironed  out.  We  would  also  state  that 
the  construction  as  presented  is  cdnflrary  to  a  well-ac- 
cepted principle,  that  "taxation  without  representation 
is  tyranny,"  and  therefore  if  for  no  other  reason  the 
delegaies  of  the  American  Association  of  Engineers 
cannot  inlify  this  constitution  with  the  basis  of  repre- 
sentation therein  outlined.  Such  representation  under 
this  constitution  would  work  out  for  the  American 
Association  of  Engineers  about  as  follows:  Under 
this  constitution  the  American  Association  of  Engi- 
neers would  shortly  be  called  upon  for  $32,000.  and  its 
voting  representation  would  be  on  a  basis  of  only  one 
to  sixteen.  In  other  words,  the  dollar  of  dues  paid  by 
the  small  unit's  of  the  federated  societies  would  have 
sixteen  times  more  voting  power  than  the  dollar  paid 
by  the  American  Association  of  Engineers.  We  stand 
unalterably  on  the  principle  of  a  dollar  of  vote  for 
each  dollar  of  dues. 

"Further,  our  association  offered  to  you  its  own 
organization  established,  proved  and  in  successful 
operation,  subject  to  such  modifications  as  would  make 
it  sufficiently  comprehensive  to  carry  on  the  work  it 
is  now  successfully  doing  and  to  include  the  fields  or 
activity  which  the  new  federation  chiefly  aims  to  cov- 
er, as  evidenced  in  the  resolution  of  June  3.  This  you 
declined. 

"We  then,  as  is  known  to  some  of  you,  offered  to 
divide  the  field  of  co-operative  engineering  effort,  we 
Jo  take  the  welfare  work  pertaining  to  the  individual 
engineer  as  an  individual,  and  you  to  take  the  work 
outlined  in  the  first  part  of  the  resolution  of  June  3 
This  you  also  have  refused. 

"In  accordance  with  the  practice  of  our  associa- 
tion in  times  past  to  make  special  appropriations  of 
funds  to  attain  special  objects  of  interest  to  the  en- 
gineering profession,  we  then  offered  a  suggestion 
that  you  specially  provide  in  your  constitution  the 
channel  for  such  appropriations,  so  ,  that  we  might 
respond  financially  should  you  desire  such  support 
from  us  and  we  make  the  necessary  appropriation. 
This  also  was  rejected  in  the  form  in  which  we  sug- 
gested it. 

"Up  to  the  present  the  engineer  has  evidenced  very 
little  of  the  real  co-operative  spirit  we  are  teaching 
it  in  the  American  Association  of  Engineers,  and  while 
we  at  present  recognize,  as  is  evidenced  by  this  con- 
ference, that  two  societies  -are  necessary  at  the  pre- 
sent time,  it  is  our  earnest  hope  that  as  time  passes 
and  the  ability  of  engineers  to  co-operate  success- 
fully is  developed  ultimately  tfhere  may  be  one  large 
society  covering  all  interests  of  engineers  and  all  tech- 


nical men,  but  while  we  await  that  ideal  condition  be 
assured  that  we  shall  in  no  point  fail  to  co-operate 
with  you  within  the  limitations  which  we  have  out- 
lined. 

"We  again  express  our  appreciation  for  the  enter- 
tainment which  you  have  so  generously  expended  to 
Us.  Words  by  members  of  this  conference  have  placed 
a  burden  of  responsibility  upon  us  to  keep  faith  and 
that  we  ring  true  to  you  and  to  ourselves,  and  it  is 
therefore  in  the  light  of  the  above  that  1  announce 
seventeen  delegates  of  the  American  Association  of 
Engineers  present  but  not  voting." 

Management  Through  American  Engineering  Council 

The  constitution  as  adopted  provides  for  three 
main  classes  of  membership.  (1)  National  engineer- 
ing and  allied  technical  organizations;  (2)  local, 
state  or  regional  engineering  or  allied  technical  organ- 
izations other  than  local  associations,  sections,  branch- 
es or  chapiters  of  national  organizations,  and  (3)  affili- 
ations consisting  of  local  sections  of  engineering  as- 
sociations, clubs  and  local  engineers.  Management 
of  the  organization  is  vested  in  a  body  to  be  known 
as  the  American  Engineering  Council  and  an  executive 
board.  The  former,  made  up  of  representatives  of  the 
member  societies,  will  be  the  name  under  which  the 
work  of  the  federation  will  be  generally  known  and 
will  co-ordinate  the  activities  of  the  state  councils 
and  the  local  affiliations.  It  will  be  a  large  body  made 
up  on  the  basis  of  one  representative  for  a  member- 
ship of  from  100  to  1,000  inclusive  and  one  additional 
representative  for  each  additional  1,000  members  of 
each  national,  local,  state  or  regional  organization  of 
affiliation. 

"The  executive  board  will  consist'  of  thirty  mem- 
bers of  the  council  and  be  charged  with  conducting 
the  business  of  the  organization  under  the  direction  or 
the  council.  Six  of  the  thirty  members  will  be  officers 
chosen  by  the  council  and  twenty-four  selected  by 
the  national  societies,  local  or  regional  organizations 
or  affiliations  according  to  districts. 

The  financial  needs  of  the  organization  will  be  de- 
rived from  member  societies  on  the  basis  of  $1.50  per 
year  per  member  of  the  national  societies  represented 
on  the  council  and  $1  per  year  per  member  of  local, 
state  or  regional  organization  or  affiliation.  On  this 
basis  a  revenue  of  $75,000  per  year  is  estimated  at  the 
stajft. 

[The  above  report  of  the  conference  was  prepared 
by  the  Electrical  World  to  which  journal  we  are  in- 
debted for  the  right  to  reprint.] 


Shaft  Sinking  Record 

Some  new  records  in  shaft  sinking  are  said  to  have 
been  made  recently  in  South  Africa.  The  south  shaft 
of  the  New  State  Areas  was  sunk  270  ft.  in  a  month  and 
the  north  shaft  245  ft',  The  shafts  are  rectangular, 
and  measure  28  ft.  9  in.  by  13  ft.  9  in.  About  the 
same  time  a  cross-cut  at  the  Sub  Nigel,  measuring  12 
ft.  by  8  ft.,  was  expended  343  ft.  6  in.  in  the  north. 


Walkerville  Office  Building 

The  John  V.  Gray  Construction  Co.,  Ltd.,  541 
Queen  St.  E.,  Toronto,  have  been  awarded  the  gener- 
al contract  for  the  addition  to  the  office  building  for 
the  Walkerville  Land  and  Building  Co.,  Walkerville, 
(hit.    The  contract  amounts  t'o  about  $155,000. 
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Asphaltic  Oils  for  Sand  or  Gravel  Roads 

Sand  Oil  Roads  in  Massachusetts  Prove  Satisfactory 
for  Light  Traffic — Suggestions  for  Their  Construction 

  By  William  D.  Sohier*   


WE  have  in  Massachusetts  quite  a  large  sec- 
tion of  territory  where  the  whole  soil  is  of 
a  sandy  nature.  This  is  particularly  true  on 
Cape  Cod,  and  in  this  section  of  the  state 
broken  stone  or  gravel  has  to  be  transported  150 
miles  more  on  the  railroad,  and  as  two  horses  can  only 
haul  about  three  quarters  of  a  ton  over  the  sandy  roads, 
the  cost  of  building  roads  with  those  materials  is 
practically  prohibitive.  It  became  almost  imperative, 
therefore,  that  we  should  find  some  method  of  con- 
structing roads  with  the  local  material,  sand,  using 
something  else  in  combination  with  it  that  would  not 
be  too  expensive. 

Naturally,  the  first  materials  that  were  used  were 
what  was  available  locally,  either  clay,  if  it  could  be 
found,  and  if  not,  loam,  mixed  with  the  sand  or  spread 
on  top  of  it  in  order  to  harden  it  sufficiently  so  that  it 
would  not  rut  very  badly.  Roads  built  of  these  Ma- 
terials, if  properly  proportioned  and  kept  constantly 
crowned  and  shaped,  make  extremely  satisfactory 
roads  for  light  traffic. 

We  then  began  to  look  around  for  other  materials 
that  might  be  used  which  would  make  stronger  roads 
at  a  reasonable  expense. 

The  First  Sand  and  Oil  Roads  in  Massachusetts 
The  first  sand  and  oil  roads  were  constructed  by 
the  Massachusetts  Highway  Commission  on  Cape  Cod 
in  the  town  of  Eastham  in  1905.  When  this  road  was 
first  commenced,  they  followed  the  California  method 
of  constructing  roads  with  asphaltic  oil,  which  was 
to  spread  the  oil  on  the  ordinary  soil,  which  had  been 
broken  up,  in  two  or  three  layers  of  oil  of  three-quar- 
ters of  a  gallon  to  the  square  yard  each,  and  then  after 
harrowing  it,  tamp  it  with  a  tramping  roller  which 
tamped  the  soil  from  the  bottom  up  and  also  mixed 
the  oil  and  earth  together.  To  do  this  successfully 
required  the  use  of  a  very  large  amount  of  water 
while  the  work  was  going  on,  nearly  12  gallons  of 
water  being  used  for  each  gallon  of  oil.  In  buildiyg 
these  roads  in  California,  they  use  in  all  about  2  gal- 
lons of  asphaltic  oil  to  a  square  yard  of  surface. 

Layer  Method  Sand  and  Oil  Roads 

We  very  soon  found,  however,  that  on  the  sand 
this  method  was  not  successful  and  that  it  was  better 
to  spread  the  oil  in  layers  in  what  might  be  called  a 
blanket  coat  of  three-quarters  of  a  gallon  to  the  square 
yard,  covering  that  with  sand,  then  spreading  another 
similar  coat  of  oil  and  covering  that  with  sand,  and 
then  a  top  surface  of  oil,  about  half  a  gallon  to  the 
square  yard. 

Mixed  Sand  or  Gravel  Oil  Roads 

In  1908  we  tried  in  several  places  in  the  state  a 
number  of  experimental  sections  of  road  by  the  mix- 
ing methods,  using  various  qualities  of  tars  and  var- 
ious qualities  of  asphaltic  oils  and  residuum  oils  mix^ 
ed  with  asphalt,  these  bitumens  being  treated  and  mix- 
ed with  the  healed  sand  or  gravel,  and  then  spread 
upon  the  road  surfaces  and  shaped  and  rolled. 

'Kic-cb»irnaatl  Mass.-ulniM-tts  Highway  Commission,  before  7th  Cana- 
dian Good  Koada  (*ongre«». 


In  constructing  either  of  these  roads,  you  must 
first  carefully  prepare  your  sub-base.  On  Cape  Cod 
sand,  this  means  that  you  must  harden  your  sub-base 
by  using  clay-  or  loam,  SO  that  when  the  wagons  dis- 
tributing the  oil  go  over  it,  they  will  not  rut  it  up  very 
much,  nor  will  the  horses'  feet  cut  into  it  materially. 
In  the  first  roads  that  we  built,  though  they  were 
successful  in  the  end,  they  certainly  looked  hopeless 
in  the  beginning,  because  of  the  deep  ruts  which  were 
formed  by  the  oil-distributing  wagons  and  the  sixteen 
deep  holes  in  the  sand  that  were  made  by  the  feet  of 
the  four  horses.  The  oil  naturally  ran  into  these  de- 
pressions and  left  very  few  drops  on  the  rest  of  the 
surface  of  the  road,  and  of  course  the  result  was 
bunchy  oil  without  enough  sand.  In  the  first  work- 
that  we  did  we  used  a  gravity  distributor,  so-called, 
where  the  oil  ran  out  of  the  wagon  into  a  sort  of 
trough,  with  holes  and  pipes  running  out  of  the  trough 
about  9  inches  apart  and  falling  onto  a  board  which 
was  so  slanted  as  to  give  a  reasonably  even  distribu- 
tion of  the  oil.  In  all  our  later  work  we  have,  of 
course,  used  pressure  distributors,  thereby  securing 
very  much  better  results. 

In  these  first  roads,  after  two  coats  of  oil  had  been 
applied,  the  whole  road  surface  was  broken  up  and  very 
carefully  harrowed  with  a  disc  harrow,  so  as  to  break 
up  all  the  bunches.  The  road  was  then  shaped  with  a 
road  machine,  and  rolled,  to  give  it  a  crown  of  about 
three-quarters  of  an  inch  to  the  foot.  Any  weak  places 
which  then  developed  were  patched  with  a  mixture  of 
sand  and  oil,  and  then  a  surface  coat  of  about  half  a 
gallon  of  oil  to  the  square  yard  was  applied,  and  this 
was  covered  with  sand  and  kept  constantly  covered 
from  time  to  time  until  no  wet  oil  appeared  upon  the 
surface. 

In  constructing  the  roads  by  the  layer  method,  we 
found  the  best  results  were  secured  by  applying  about 
three-quarters  of  a  gallon  of  oil  on  the  sub-oil  and 
covering  this  with  about  an  inch  and  a  half  of  sand.  On 
this,  we  spread  a  second  three-quarters  of  a  gallon  of 
oil  and  a  second  coating  of  an  inch  and  a  half  of  sand, 
and  the  first  road  that  we  built  had  to  be  broken  up 
and  reshaped  as  I  have  described.  On  the  later  ones, 
we  merely  had  to  shape  the  roads  a  little  with  the  road 
machine  and  then  apply  a  half  gallon  of  oil  for  the 
surface  coat,  and  this  was  covered  with  about  an  'inch 
of  sand  but  had  to  be  kept  constantly  covered  if  any 
wet  oil  appeared  upon  the  surface.  We  secured,  we 
thought,  somewhat  better  results,  especially  if  the 
work  was  done  late  in  the  year,  if  the  road  was  let  go 
through  the  winter  with  the  first  two  coatings  of  oil, 
and  then  shaped  and  the  final  surface  put  on  in  the 
spring. 

The  oil  that  was  used  in  this  work  was  the  same 
quality  of  asphaltic  oil  that  was  used  for  hot  blanket 
surfaces,  to  wit,  an  oil  that  was  suppposed  to  contain 
about  90  per  cent,  of  asphalt  and  that  had  to  be  heated 
to  about  250  deg.  F.  in  order  to  spread  evenly. 

A  clean,  sharp,  fairly  coarse  sand  will  give  the  best 
results,  but  a  comparatively  fine  sand,  and  even  one 
containing  a  small  proportion  of  clay  or  loam  (not 
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more  than  5  per  cent,  or  8  per  cent.),  will  give  good 
results  with  a  proper  grade  of  oil.  In  the  layer  road, 
you  cannot  use  successfully  the  heavier  grades  of 
asphaltic  oil,  you  must  use  an  oil  that  will  continue 
to  mix  with  the  sand  during  the  summer  weather. 
Tests  made  of  the  sand  used  on  the  work  in  various 
places  show  that  the- finest  sand  was  such  that  24  per 
cent,  passed  the  50-mesh  screen  and  only  4  per  cent, 
was  retained  on  an  S-mesh  screen,  whereas  the  coars- 
est sand  12  per  cent,  was  retained  on  an  8-mesh  screen 
and  only  18  per  cent,  passed  the  50-mesh  screen. 

We  very  early  found  that  if  roads  of  this  character 
were  to  he  successful,  they  should  be  crowned  about 
half  an  inch  to  the  foot,  and  they  must  be  at  least  18 
feet  in  width  and  were  much  better  if  they  were  20 
feet  wide,  unless  there  was  some  material  on  the 
shoulder  which  would  carry  the  traffic  without  rut- 
ting deeply.  Tf  a  narrower  width  was  used  and  teams 
kept  constantly  turning  out,  they  very  soon  cut  away 
the  side  of  the  road  when  they  came  back  and  narrow- 
ed it  up,  so  that  at  the  #end  of  the  season,  where  we 
built  a  road  15  feet  in  width,  there  was  only  from  9 
to  12  feet  of  width  left.  We  usually  try  now  to  bank 
the  corners  and  make  them  21  feet  in  width. 

Cost 

The  cost  of  the  surface  of  these  sand  and  oil  roads 
constructed  by  the  layer  method  varied  from  21  cents 
to  33  cents  per  square  yard,  the  average  cost  being 
about  26  cents  per  square  yard.  This  cost  does  noi 
include  grading,  culvert  work,  etc.,  but  does  include 
shaping  the  sub-grade.  The  average  yearly  cost  of 
maintenance  of  the  first  section  constructed  in  East- 
ham  16  years  ago  has  been  2  cents  per  square  yard 
per  year,  and  of  the  other  roads  constructed  during 
the  last  11  years  1  cent  per  square  yard. 

It  must  be  always  kept  in  mind  that  in  all  the  fig- 
ures I  am  giving  in  this  paper  I  am  speaking  of  pre- 
war conditions  and  prices,  when  the  asphaltic  oil  used 
cost  about  6y2  cents  a  gallon  on  the  cars,  and  when 
labor  was  $1.75  to  $2.00  a  day  and  double  teams  $4.50 
to  $5.00.  For  today's  costs  I  think  you  would  have  to 
at  least  double  the  above  figures. 

Mixed  Sand  and  Oil  Surfaces 

As  I  stated  before,  we  made  a  number  of  experi- 
mental sections,  using  gravel  and  sand,  heated  and 
mixed  with  hot  oil,  on  a  number  of  sections  of  road 
in  1908,  but  we  built  our  first  mile  of  road  by  this 
method  in  1909.  That  road  and  some  of  the  experi- 
mental sections  are  still  on  the  ground  and  doing  ser- 
vice, although  they  have  been  widened  and  in  most 
instances  have  had  a  surface  coat.  Until  1912,  this 
work  was  done  by  hand,  the  sand  or  gravel  being 
heated  on  old  boilers  or  iron  sheets  with  a  fire  under- 
neath, the  oil  being  heated  in  a  kettle  and  the  two 
mixed  together  by  hand  on  a  mixing  board. 

Today  we  use  a  hot  mixer,  at  any  rate  to  mix  the 
oil  and  sand,  usually  the  type  of  cube  concrete  mixer 
operated  by  steam  and  equipped  with  a  charging  de- 
vice and  heating  attachment  which  consists  of  an  oil 
burner  with  an  air-blast  throwing  the  flame  into  and 
through  the  mixer.  The  portion  of  the  mixer  with 
which  the  flame  comes  in  contact  is  lined  with  fire 
brick. 

During  the  last  few  seasons,  the  sand,  which  was 
formerly  heated  on  old  boilers  or  arch  heaters,  has 
been  heated  in  a  revolving  drum  heater  with  oil  burn- 
ers, which  is  very  similar  to  that  used  in  sheet  as- 
phalt plants,  and  on  the  whole  produces  more  uniform 
and  better  results  on  both  sand  and  gravel  roads  than 


any  other  method.  The  heating  drum  has  blades  or 
flanges  bolted  onto  the  inside  which  carry  the  sand 
or  gravel  to  the  top  whence  it  falls  through  the  hot 
blast  from  the  burners.  The  drum  is  inclined  to  carry 
the  sand  slowly  to  the  lower  end.  It  is  revolved  by 
either  a  steam  or  gasoline  engine. 

In  our  experimental  sections  the  only  ones  that 
were  successful  so  that  thev  were  in  good  condition 
at  the  end  of  the  season,  where  sand  was  used,  wert 
two  or  three  sections  which  were  constructed  of  an  a'— 
phallic  oil  supposed  to  contain  from  80  per  cent,  to  90 
per  cent,  of  asphalt,  or  this  same  asphaltic  oil  made 
stiffer  by  the  addition  of  25  per  cent,  of  asphalt.  The 
sections  which  were  built  where  lighter  asphaltic  oi's 
were  used,  or  tars,  were  none  of  them  in  good  condi- 
tion at  the  end  of  two  seasons,  and  all  of  them  had  to 
be  rebuilt. 

Where  gravel  was  used,  there  were  a  good  many 
more  sections  that  were  in  fairly  good  condition  for 
two  or  three  years,  though  the  only  really  satisfactory 
and  good  ones  were  the  ones  where  the  heavv  asphal- 
ts oil  had  been  used,  or  the  same  oil  enriched  with 
asphalt.  Some  of  these  sections  have  carried  pretty 
heavy  traffic  during  the  last  12  years. 

Good  Sub-base  Necessary 

In  constructing  these  surfaces,  whether  of  gravel 
or  sand,  vou  want  a  well-shaned.  well-rolled  and  hard- 
pMcd  sub-base.  Ihr  sand  and  oil  have  to  be  heated  to 
the  oroner  temoerature  and  mixed  bv  hand  or  bv  ma- 
chine. If  bv  hand,  the  mixing"  is  done  on  platforms 
with  rakes  and  hoes,  or  bv  turning  with  shovels.  The 
mixing  must  be  continued  until  every  grain  of  sand  is 
coaled  with  oil. 

There  are  several  rough-and-ready  methods  of  de- 
termining this.  One.  when  a  oroper  mixture  is  made 
and  the  nVht  quantitv  of  oil  is  used,  the  product  re- 
sulting will  be  somewhat  of  the  consistencv  of  old- 
fashioned  brown  sufar.  It  should  look  granular,  it 
should  tend  to  crawl  and  move  for  some  time  when 
heaoed  un  if  vou  rake  it.  but  it  should  consolidate 
nrettv  well  when  compressed  under  the  heel  or  In  a 
cloth,  but  not  enough  to  become  wet  or  stickv.  After 
it  is  snread  upon  the  road  and  rolled,  it  still  has  a 
somewhat  granular  appearance  at  first,  but  this  should 
very  soon  disappear  when  much  traffic  has  gone  ove» 
the  road.  It  then  consolidates  and  becomes  water- 
tight. Occasionallv  hair  cracks  occur  at  first,  but 
thev  close  up  under  traffic.  Both  of  these  remarks 
applv  to  gravel  and  oil,  as  well  as  sand  and  oil. 

For  this  work,  from  15  to  25  gallons  of  oil  or  oil 
asnha't  ha\  e  been  used  per  cubic  yard  of  loose  sand, 
but  ordinarily  the  best  results  have  been  obtained 
bv  the  use  of  from  16  to  18  gallons  ner  cubic  vard  of 
sand,  if  loose,  or  about  18  to  20  gallons  if  it  is  com- 
pacted. 

The  quantities  of  oil  used  are  measured  hot,  when 
thev  expand  about  one-seventh  of  their  volume  when 
cold. 

Sand  and  Gravel  Must  be  Dry 

To  obtain  satisfactory  results,  sands  must  be  dry 
as  well  as  hot.  Wet  sand  or  trravel  or  stone  cannot 
be  mixed  satisfactorilv  with  either  tar  or  asphalt.  It 
nroduces  a  coating  of  steam  which  prevents  the  hot 
bitumen  from  adhering  to  the  material. 

If  the  =and  in  the  nit  when  used  is  fairly  drv,  it  can 
be  mixed  in  a  hot  mixer  without  preliminary  heating, 
but  this  is  not  economical,  as  from  5  to  6  minutes  are 
then  required  to  mix  the  batch  thoroughly,  whereas 
with  hot  sand  the  mixing  can  be  done  in  about  2  min- 
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utes.  The  oil,  before  mixing  with  the  sand,  is  heated 
in  kettles  or  tanks  to  a  temperature  of  from  250  deg. 
F.  to  375  deg.  F.,  depending  on  its  density.  The  oil 
used  for  this  work  with  either  gravel  or  sand  will  vary 
from  65  to  70  penetration  up  to  120  penetration ;  in 
fact,  very  satisfactory  results  will  be  obtained  with 
"Bermudez,"  which  has  a  penetration  of  120  to  145. 
The  finer  the  sand,  or  the  more  rounded,  the  heavier 
the  asphalt  that  must  be  used  in  order  to  make  the 
mixture  stiff.  The  same  is  'true  of  gravel.  The  sand 
or  gravel  oil  mixture,  after  it  has  been  mixed,  is  im- 
mediately carted  to  the  road  and  spread,  usually  in 
one  course,  and  shaped  and  immediately  rolled.  A 
horse-roller  is  used  for  the  preliminary  rolling,  but 
the  surface  should  be  rolled  with  a  tandem  steam  rol- 
ler in  the  course  of  a  few  hours.  The  length  of  time 
which  should  elapse  before  using  the  tandem  steam 
roller  depends  upon  the  temperature  and  general 
i  •  weather  conditions,  but  ordinarily  any  material  placed 
in  the  morning  can  be  rolled  in  the  afternoon  of  the 
same  day.  Care  must  be  taken  not  to  allow  the  roller 
to  stand  or  stop  for  any  considerable  time  on  any  of 
the  hot  mixture,  or  it  will  certainly  produce  a  depres- 
sion. It  should  be  run  back  onto  the  hard  mixture, 
or  onto  the  sub-grade,  before  it  stops.  Care  should 
also  be  taken  to  try  to  have  the  roller-man  not  stop 
abruptly,  but  gradually,  as  that  also  produces  a  shock 
and  consequent  depression.  We  roll  diagonally,  as 
well  as  lengthways.  We  have  found  that  we  secured 
better  shaped  sand  and  oil  roads  if  we  keep  them 
constantly  shaped  with  a  road  machine  while  we  are 
rolling  them  with  the  horse-roller,  and  fill  all  depres- 
sions, and  then  put  on  a  surface  coat  of  half  a  gallon 
per  square  yard  and  cover  and  keep  this  covered  with 
sand,  than  we  formerly  did  when  we  tried  to  lay  the 
road  all  at  one  time.  It  is  not  advisable  to  use  a  steam 
roller  on  sand  and  oil  roads  for  the  preliminary  rolling, 
as  it  tends  to  force  the  material  out  of  shape  and  to 
produce  uneven  and  wavy  surfaces. 

I  will  add  another  warning,  and  that  is  that,  when 
it  is  rather  cold  weather  in  the  morning  or  afternoon, 
especially  if  the  ground  is  cold,  you  must  be  careful 
to  make  sure  that  the  middle  of  your  mixture  has  cool- 
ed sufficiently  not  to  squeeze  out  ahead  of  the  roller, 
so  do  not  be  deceived  because  both  the  top  and  the 
bottom  of  the  mixture  have  cooled.  Before  the  tamp- 
ing roller  is  used,  the  middle  mixture  should  be  cool- 
ed to  70  deg.  or  80  deg.  or  thereabouts,  or  it  has  a 
tendency  to  squeeze  out  ahead.  Under  ordinary  con- 
ditions, our  best  results  have  been  obtained  with  an 

011  asphalt  having  a  penetration  of  90  to  125.  If  the 
grains  of  sand  are  rounded,  especially  if  the  sizes  of 
the  grains  vary  little,  as  with  ordinary  beach  sand,  a 
very  heavy  oil  asphalt  gives  the  best  results,  whereas 
with  a  sharp  sand,  well  graded  and  containing  a  con- 
siderable proportion  of  grains,  which  will  not  pass  a 
screen!  with  a  Y%  inch  mesh,  a  less  heavy  oil  will  pro- 
duce good  results,  probably  90  to  110  penetration 
should  be  used. 

Sand  Tests 

Tests  made  with  sand  from  different  pits  used  for 
mixed  sand  and  oil  work  in  Massachusetts  show  that, 
with  the  finest  sand  used  with  good  results,  51  per 
cent,  passed  a  50-mesh  and  only  4  per  cent,  was  re- 
tained on  an  8-mesh  screen,  whereas  of  the  coarsest 
sand  35  per  cent,  was  retained  on  an  8-mesh  and  only 

12  per  cent,  passed  a  50-mesh  screen. 

It  is  evident  that  a  fairly  coarse,  sharp  sand,  the 
particles  of  which  are  well  graded,  gives  the  best  re- 
sults.   It  is  also  true  that  a  comparatively  fine  sand, 


the  grains  of  which  are  sharp  and  not  all  of  one  size, 
gives  satisfactory  results,  although  a  heavier  oil  is 
required.  The  coarse  sand  will  probably  carry  heavier 
loads  and  wear  longer. 

I  hesitate  to  make  my  next  remark,  because  it  is  of 
very  limited  application  and  must  not  be  at  all  ex- 
tended, and  that  is  that  a  small  amount  of  clay  or  loam 
(not  over  5  per  cent,  or  7  per  cent.)  is  not  objection- 
able, but  as  any  large  percentage  of  these  materials 
will  practically  ruin  your  work,  their  use  should  not 
be  allowed,  unless  it  is  absolutely  necessary,  or  where 
the  sand  does  not  contain  a  sufficient  amount  of  small 
grains  to  make  the  proper  grading.  Here  vastly  bet- 
ter results  would  be  secured  by  the  use  of  5  per  cent, 
or  10  per  cent,  of  cement,  or  even  of  fine  stone  dust,  if 
either  of  these  materials  can  be  secured  at  a  reasonable 
cost. 

Surface  Cost 

After  the  sand  and  oil  mixture  has  been  thoroughly 
rolled,  the  surface  is  sealed  by  the  application  of  a 
hot  oil  having  from  80  per  cent,  to  90  per  cent,  of  as- 
phalt. This  oil  is  spread  by  a  pressure  distributor  in 
two  54  gallon  applications,  each  followed  by  a  light 
covering  of  sand.  This  coat  not  only  seals  the  sur- 
face of  the  mixed  sand  and  oil,  but  also  adds  about  ^2 
inch  to  its  thickness.  It  should  be  constantly  covered 
with  sand  from  the  beginning,  and  also  on  the  first 
hot  days  if  the  work  is  done  in  cold  weather,  so  that 
the  surface  is  never  picked  up. 

Mixed  sand  and  oil  surface  should  have  a  crown 
54  to  ^2  inch  to  the  foot,  should  not  be  less  than  18 
feet  in  width,  and  better  be  20.  The  thickness  should 
be  from  3^4  to  4  inches,  after  rolling  and  before  the 
seal  coat  is  applied. 

Mixed  Sand  and  Oil  for  Resurfacing  and  Widening 

This  is  assuming  that  we  are  building  a  mixed  sand 
and  oil  road  on  a  sand  foundation.  We  have  built  a 
great  many  miles  where  an  old  macadam  road  had 
been  widened  and  the  crown  diminished  by  using  a 
mixed  sand  and  oil  of  4  inches  in  thickness  on  the  side 
for  widening  the  shoulder,  and  a  surface  2  inches  in 
thickness  after  rolling,  on  top  of  the  old  macadam 
road. 

Miles  of  Sand  and  Oil  Roads  in  Massachusetts 

We  have  in  Massachusetts  something  over  17 
miles  of  road  that  is  still  in  reasonably  good  condi- 
tion that  was  built  of  sand  and  oil  by  the  layer  me- 
thod. We  have  about  8  miles  more  of  the  layer  road, 
where  the  layer  method  has  been  used  to  widen  the 
road.  The  average  cost  of  these  roads  was  about  27 
cents  per  square  yard.  We  have  35  miles  of  mixed 
sand  and  oil  roads,  where  that  method  was  used  in 
the  original  construction,  and  we  have  22>y2  miles  that 
have  been  resurfaced  and  widened,  where  the  sand  and 
oil  surface  was  used  on  top  of  the  old  macadam  road. 
We  have  about  79  miles  of  road  in  all  which  has  been 
widened  using  sand  and  oil  mixed. 

Cost  of  Mixed  Sand  and  Oil  Surface 

The  cost  of  mixed  sand  and  oil  surfaces,  including 
the  seal  coat,  has  varied  from  40  to  61  cents  per  square 
yard,  the  average  being  52  cents,  until  1919,  when  the 
lowest  bid  that  we  received  was  about  $1  a  square 
yard  for  the  surface  alone.  This  cost  is  for  the  sur- 
face alone,  and  does  not  include  grading  and  culvert 
work,  etc.  The  average  yearly  cost  of  maintaining 
these  roads,  which  have  been  in  use  at  least  9  years,  is 
about  2  cents  per  square  yard  per  year,  and  for  those 
that  have  been  in  use  3  years,  the  average  cost  of 
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maintenance  is  under  1  cent  per  square  yard  per  year. 
The  post-war  prices  double  the  above  figures,  except 
the  $1  per  square  yard  for  construction. 

Bituminous  Gravel 

As  I  have  been  going  along,  I  have  included  bitu- 
minous gravel  in  my  remarks,  with  few  exceptions. 
Undoubtedly  where  gravel  can  be  obtained,  much  bet- 
ter results  and  stronger  roads  will  result.  We  have 
built  a  good  many  miles  of  road  in  Massachusetts  of 
bituminous  gravel  and  we  think  very  well  of  them, 
even  for  a  very  great  volume  of  traffic,  including  quite 
a  number  of  heavy  trucks.  We  have  also  resurfaced 
and  widened  a  great  many  miles  of  road,  75  to  100 
miles,  where  we  used  the  old  water-bound  macadam 
road  as  a  foundation,  when  there  was  2  or  3  inches  of 
it  still  left. 

Where  the  traffic  is  heavy  and  we  are  building  a 
bituminous  gravel  road,  we  have,  of  course,  put  in  a 
foundation  of  gravel  or  field  stone  where  the  sub-soil 
was  not  good.  We  have  then  usually  put  a  crusher  in- 
to the  gravel  pit  and  crushed  the  larger  stone,  and 
perhaps  field  stone  as  well,  and  have  laid  the  founda- 
tion of  broken  stone  about  4  inches  thick,  well  shap- 
ed and  thoroughly  rolled.  On  this,  we  have  spread 
the  mixed  gravel  and  oil,  so  that  it  would  be  about 
2y2  inches  thick,  after  rolling  with  the  steam  roller. 
Even  with  good  soil  conditions,  where  the  roads  had 
heavy  traffic,  we  have  used  either  broken  stone  or 
gravel  in  the  sub-base,  so  that  when  watered  and  thor- 
oughly rolled  by  the  steam  roller,  it  would  be  4  or  5 
inches  in  thickness. 

The  top  course  or  wearing  surface  is  just  a  mix- 
ture of  asphaltic  soil  of  from  90  to  120  penetration, 
thoroughly  mixed  with  the  heated  gravel,  and  spread 
evenly  so  that  it  would  be  about  2y2  inches  thick  af- 
ter rolling.  A  tandem  roller  seems  to  be  the  best  for 
rolling  this  material,  as  it  can  be  used  while  it  is  hot- 
ter without  producing  depressions  like  a  heavier 
steam  roller.  This  mixture  usually  requires  about 
from  ?0  to  22  gallons  of  oil  to  the  cubic  yard  of  loose 
gravel,  the  oil  being  measured  out. 

Eighteen  Feet  in  Width  is  Needed 

These  roads  should  be  built  at  least  18  feet  in 
width,  even  with  good  material  in  the  shoulders ;  with 
poor  material,  they  should  be  19  or  20  feet  in  width  to 
prevent  having  the  sides  cut  of?.  A  y  mcn  crown  to 
the  foot  is  better  than  a  y2  inch.  We  now  have  a  prac- 
tice of  banking  all  of  our  corners  and  curves  where 
that  is  physically  possible  and  giving  them  a  grade 
from  the  outside  to  the  inside  of  y2  to  ^4  of  an  inch 
to  the  foot  of  width.  When  we  first  began  the  work, 
we  used  California  asphaltic  oil  with  good  results,  and 
since  then  we  have  used  Texas,  Mexican  and  other  as- 
phaltic oils  with  very  good  results. 

Originally,  these  roads  cost  no  more,  and  usually 
a  little  less,  than  water-bound  macadam,  and  they 
wee  much  more  economical  to  maintain  and  with- 
stood automobile  traffic  and  motor  traffic  much  better. 

They  originally  cost  about  60  cents  per  square  yard, 
including  the  broken  stone  or  gravel  bottom,  but  not 
including  grading,  foundation  or  drainage.  Last  year 
the  cost  for  the  surface  ran  up  from  $1.25  to  $1.50  per 
square  yard,  material,  teams  and  labor  having  ad- 
vanced in  price. 

Traffic 

It  is  hard  to  predict  just  what  traffic  sand  and  oil 
roads  will  withstand.  They  have  now  stood  for  12 
years  in  reasonably  good  condition  on  roads  that  had 


600  to  800  automobiles  a  day,  47  to  70  2-horse  teams  a . 
day,  and  an  average  of  about  38  trucks  a  day.  They 
have  had  go  over  them  without  any  noticeable  dam- 
age quite  a  few  motor  trucks  carrying  oil  or  gasoline 
that  would  weigh  up  to  14  tons  including  truck  and 
load. 

The  gravel  and  oil  mixed  roads,  and  those  that 
have  been  resurfaced  with  gravel  and  oil,  have  stood 
satisfactorily  for  6  to  8  years  with  much  heavier  traf- 
fic than  this,  especially  in  trucks.  I  have  in  mind  one 
section  in  particular  that  was  constructed  and  opened 
up  to  traffic  leading  directly  to  Camp  Devens,  where 
they  had  a  cantonment  for  about  30,000  soldiers,  built 
during  the  war.  It  had  some  days  as  many  as  700 
trucks  going  to  that  cantonment,  and  when  they  built 
a  very  large  hospital  there,  they  moved  from  30  to  40 
lumber  trucks,  weighing  12  to  13  tons  including  the 
load,  over  that  road  every  day.  This  made  a  very 
heavy  traffic  indeed  for  the  two  years  that  that  road  has 
been  built.  I  think  I  am  safe  in  saying  that  that  road 
has  never  shown  any  signs  of  weakness  or  needed  any 
patching  whatever. 


Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


A  waterworks  system  for  South  Stamford  township,  Ont., 
is  being  considered.  This  project  will  require  an  outlay  of 
$125,000. 

City  Treasurer  Davis  of  Hamilton  reports  that  the  wa- 
terworks debenture  issue,  amounting  to  $218,300,  has  been 
oversubscribed. 

A  housing  commission  composed  of  town  manager  Arm- 
strong, building  inspector  Green  and  Mr.  E.  W.  Mair,  has 
been  appointed  at  Woodstock,  N.  B. 

Mr.  G.  R.  Richer,  architect,  St.  Hyacinthe,  Que.,  is  pro- 
paring  plans  for  50  residences  for  the  city  council  of  that 
city.    The  estimated  cost  of  these  is  $250,000. 

The  Parkdale  Concrete  Construction  Co.  has  opened 
an  office  at  168  Jamieson  Ave.,  Toronto,  and  are  open  to 
take  contracts  for  all  forms  of  concrete  work.  Mr.  C.  L. 
Brooker  is  manager  of  the  new  company. 

The  plant  of  the  Ontario  Cement  Co.,  at  Brantford,  Ont., 
is  to  be  moved  to  Beachville.  The  work  of  laying  sidings 
to  the  new  site  is  going  on  at  the  present  time  and  con- 
struction of  the  new  plant  will  be  commenced  soon. 

Messrs.  J.  Crang  &  Sons,  Toronto,  are  contemplating 
the  erection  of  100  residences  on  Crang  Avenue.  It  is  stated 
that  actual  construction  will  be  commenced  on  these  as  soon 
as  the  city  has  guaranteed  sewer  and  water  ccmnections- 

The  G.  W.  V.  A.  of  London,  Ont.,  has  appointed  a 
delegation  to  wait  upon  the  Chamber  of  Commerce  with  the 
request  that}  the  latter  body  furnish  a  $20,000  bond  to  cover 
initial  10  per  cent,  payments  on  houses  which  returned 
soldiers  may  desire  to  purchase  from  the  Housing  Commis- 
sion. 

The  new  water  board,  which  is  to  take  charge  of  the 
aqueduct  improvements  at  Montreal,  has  now  been  com- 
pletely organized.  Offices  have  been  opened  in  the  Duluth 
building,  where  the  plans  of  the  aqueduct  improvements  will 
be  drawn  up.  Two  years  will  be  required  to  complete  the 
improvements,  which  will  cost  $4,500,000,  it  is  estimated. 

A  site  has  been  secured  for  the  proposed  barracks  for 
the  Royal  Canadian  Mounted  Police  at  Ottawa,  and  plans 
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will  be  prepared  at  once  as  it  is  desirable  to  have  the  build- 
ings ready  for  occupation  before  the  cold  weather  sets  in. 
The  new  buildings,  which  will  be  of  brick  construction 
with  stone  trimmings,  will  provide  accommodation  for  200 
men  and  140  horses,  and  will  cost  in  the  neighborhood  of 
$500,000. 

It  is  announced  that  work  will  be  started  immediately 
on  the  million  dollar  plant  of  the  Firestone  Tire  and  Rubber 
Company  of  Canada  on  its  Homeside  site  at  Hamilton.  The 
main  building  will  be  the  first  of  four  proposed  units.  The 
foundation  is  already  completed,  and  the  coutract  calls  for 
the  building  to  be  completed  and  handed  over  for  operation 
in  December.  Employment  will  be  provided  for  about  three 
hundred  and  fifty  hands. 

A  meeting  was  held  recently  in  the  Board  of  Trade 
buliding  at  Winnipeg,  for  the  purpose  of  getting  under  wa> 
the  organization  of  a  Provincial  Safety  League.  A  commit- 
tee of  five  was  appointed  at  the  meeting  to  select  officers. 
These  officers  will  be  selected  from  lists  submitted  by  the 
Employers'  Association.  Mr.  R.  B.  Morley,  of  the  Cana- 
dian National  Safety  League,  explained  the  methods  adopted 
by  the  Ontario  Safety  League  in  educating  the  public  along 
the  lines  of  safety.    Dr.  J.  H.  Halpenny  presided. 


Personal 

Chief  Engineer  W.  G.  Chace  and  Mr.  J.  H.  Fuertes  will 
represent  the  Greater  Winnipeg  Water  District  at  the  con- 
vention of  the  American  Water  Works  Association,  to  be  heltf 
in  Montreal  June  21-26. 

Mr.  J.  F.  Cameron  has  been  appointed  sales  manager  of 
the  Ontario  Gypsum  Company  at  Paris,  Ont.  He  was  for- 
merly in  charge  of  the  Toronto  office  of  this  company.  Mr. 
M.  M.  Patterson  will  now  look  after  this  branch. 

Mr.  H.  C.  Swartz,  master  mechanic  of  bridges  of  the 
Grand  Trunk  Railway,  with  headquarters  in  St.  Thomas,  Ont., 
has  been  appointed  superintendent  of  bridges  and  buildings 
from  Toronto  to  Portland,  Maine,  with  headquarters  in  Mon- 
treal. 

Mr.  Edward  Long,  of  Messrs.  Smith  Bros.  &  Wilson, 
builders  of  Regina,  was  recently  elected  president  of  the 
Regina  Builders'  Exchange,  which  position  was  left  vacant 
by  the  resignation  of  Mr.  R.  J.  Lecky  on  account  of  pressure 
of  business.  Mr.  H.  G.  McVean  will  take  Mr.  Long's  place 
as  vice-president  of  the  Exchange. 

Mr.  F.  Peden,  B. Sc.,  formerly  of  the  architectural  firm 
of  Peden  and  McLaren,  Montreal,  and  who  has  for  several 
years  past  been  connected  with  the  engineering  staff  of  The 
Steel  Company  of  Canada  in  the  capacity  of  architect,  has 
opened  an  office  at  65  McGill  College  Avenue.  He  will  re- 
sume his  practice  as  architect  and  constructional  engineer. 

Mr.  M.  U.  Ferguson,  consulting  engineer,  has  opened 
an  office  in  the  Dietrich  Block,  Gait,  Ont.  Mr.  Ferguson 
has  had  extensive  railroad  engineering  experience  with  trie 
Transcontinental  and  Grand  Trunk  railways.  He  was  ap- 
pointed city  engineer  of  Stratford  in  1908,  later  going  tt» 
Guelph  and  St.  Thomas,  Ont.  In  1919  he  resigned  to  go 
into  private  consulting  practice.  He  is  a  graduate  of  Queen's 
University  and  a  member  of  the  Engineering  Institute  of 
Canada. 

Mr.  C.  J.  Brittnin,  formerly  manager  of  the  Winnipeg 
branch  of  the  Canadian  Fairbanks-Morse  Co,  has  been  ap- 
pointed vice-president  and  general  sales  manager  of  the 
company,  witli  headquarters  at  Montreal,  succeeding  C.  G. 
Drinkwater  who  resigned  recently  to  join  the  banking  firm 
of  Alfred  &  Co.,  Ltd.  Mr.  Kenneth  Forbes,  of  the  St.  John, 
N.  B  ,  branch,  will  take  Mr.  Brittain's  place  at  Winnipeg  and 
will  also  have  charge  of  the  branch,  now  under  construction. 


at  Regina.  Other  appointments  are  Mr.  Malcolm  Cordell 
to  take  charge  of  the  Montreal  office;  Mr.  George  L.  Nile 
to  the  Calgary  office  and  Mr.  Archibald  Turner  to  the  St. 
John  office. 

Mr.  W.  M.  Scott,  C.E.,  has  been  appointed  to  succeed 
Mr.  R.  D.  Waugh  as  chief  commissioner  of  the  Greater  Win- 
nipeg Water  District,  and  will  enter  upon  his  new  duties  at 
once.  The  Board  of  Commissioners  were  unanimous  in  the 
selection  of  Mr.  Scott  for  this  position.  The  resignation  of 
Mr.  J.  H.  Ashdown,  acting  chairman  of  the  Board,  has  been 
accepted.  He  will  continue  as  honorary  commissioner  of 
the  district.  Mr.  Scott  has  had  extensive  engineering  ex- 
perience, and  was  at  one  time  town  engineer  of  New  Glas- 
gow, N.  S.  He  was  engaged  by  the  city  of  Winnipeg  dur- 
ing the  years  1906  to  1911  as  resident  engineer  on  power 
development  work  at  Port  du  Bois,  after  which  he  went  in- 
to private  practice  in  Winnipeg.  Among  some  of  the  more 
important  works,  upon  which  Mr.  Scott  has  been  engaged 
are:  Design  and  installation  of  water  supply  and  sanitary 
systems  for  Transcona,  main  extension  of  the  city  of  Winni- 
peg power  plant,  in  1917-18;  valuation  of  the  Winnipeg  Elec- 
tric railway  properties;  reorganization  of  the  Brandon  water- 
works; consulting  in  connection  with  the  Kenora,  Ont,  hy- 
dro electric  plant;  reporting  on  utilities  for  Keewatin,  Ont.. 
and  similar  work  for  private  parties. 

Obituary 

Mr.  J.  F.  Whitson,  Government  Road  Commissioner  Tor 
Northern  Ontario,  died  recently  in  Sudbury  from  heart  failure. 

Mr.  Geo.  Baker,  railway  contractor  of  St.  Thomas,  Ont., 
died  recently  in  that  city  at  the  age  of  77  years.  Mr.  Baker 
had  been  a  resident  of  St.  Thomas  for  the  past  fifty  years. 

Mr.  Matthew  Warnock,  one  of  Toronto's  oldest  engin- 
eers, died  recently  at  the  age  of  84  years.  Mr.  Warnock  had 
been  a  resident  of  Toronto  for  the  past  73  years  and  was 
connected  with  the  installation  of  the  city's  waterworks  sys- 
tem. 

The  death  occurred  on  June  11th  at  Montreal,  of  Mr. 
Kenneth  William  Blackwell,  vice-president  of  the  Canadian 
Steel  Foundries,  Ltd.,  Montreal.  Mr.  Blackwell  was  born 
at  Devizes,  Wiltshire,  Eng.,  seventy  years  ago,  and  came  to 
Canada  with  his  father,  the  late  Thomas  E.  Blackwell,  who 
was  the  first  general  manager  of  the  Grank  Trunk  Railway. 
He  commenced  his  career  as  an  apprentice  in  the  mechanical 
department  at  the  Grank  Trunk  shops,  Montreal.  After 
having  held  several  executive  positions  with  the  above  com- 
pany, Mr.  Blackwell  went  into  business  for  himself,  manu- 
facturing railway  supplies.  This  business  later  became 
known  as  the  Montreal  Steel  Works,  Limited,  of  which  Mr. 
Blackwell  was  president  and  general  manager,  until  it  was 
absorbed  by  the  Canadian  Steel  Foundries,  Ltd.,  Montreal. 
He  was  then  appointed  vice-president  of  the  Canadian  Steel 
Foundries,  which  position  he  held  till  the  time  of  his  death. 
The  late  Mr.  Blackwell,  who  was  a  prominent  figure  in  en- 
gineering circles,  was  a  past  president  of  -the  Canadian  So- 
ciety of  Civil  Engineers. 


Trade  Incorporations 

Terminal  Housing  Co.,  Ltd.,  with  head  office  at  Montreal, 
capital  $100,000. 

Gympko  Products  Co.,  Ltd.,  with  head  office  at  Montreal, 
capital  $500,000,  to  manufacture  cement,  lime,  brick,  etc. 

National  Construction  Co,  Ltd.,  with  head  office  at 
Montreal,  capital  $50,000.  to  carry  on  the  business  of  engin- 
eers, builders,  etc. 

Hacllcy,  Evely,  Limited,  with  head  office  at  Montreal, 
capital  $50,000,  to  carry  on  the  business  of  engineers  and 
general  contractors. 


Contracts  Department 


News  of  Special  Interest  to  Contractors,  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Burlington,  Ont. 

J.  S.  Allen,  Town  clerk,  will  receive 
tenders  until  June  29th  for  construction 
of  about  Vi  mile  of  8  in.  sanitary  sewer. 
Plans  with  clerk,  and  engineers.  Chip- 
man  &  Power,  Mail  Bldg.,  Toronto. 

Davidson,  Sask. 

A.  J.  Robertson,  Town  clerk,  will  re- 
ceive tenders  until  June  30th  for  con- 
struction of  40,000  sq.  ft.  concrete  side- 
walk. 

Elmira,  Ont. 

Public  Utilities  Commission  are  about 
to  sink  li  artesian  wells  and  carry  out 
waterworks  scheme.  Reeve,  P.  F.  Stumpf. 

Town  will  call  tenders  shortly  for  con- 
struction of  sewers     to     cost  $35,000. 

Kitchener,  Ont. 

Kitchener  Water  Commission  is  hav- 
ing plans  prepared  for  waterworks  ex- 
tension to  cost  $350,000.  Chairman,  J.  C. 
Breithempt. 

Kootenay  District,  B.  C. 

Provincial  Dept.  Public  Works,  Vic- 
toria, B.  C,  will  receive  tenders  until 
June  28th  for  construction  of  highway 
to  cost  about  $18,000.  Engineer,  A.  E. 
Foreman,  Victoria. 

Moncton,  N.  B. 

J.  Edington,  city  engineer,  will  re- 
ceive tenders  until  June  25th  for  con- 
struction of  about  one  mile  of  bitulithie 
pavement  and  curb. 

Niagara  Falls,  Ont. 

Stamford  Township,  engineer,  J.  C. 
Gardner,  37J4  Queen  St.,  plans  to  con- 
struct cement  sidewalks  on  various 
streets.    Cost,  $6,000  to  $8,000. 

T.  K.  Stokes,  clerk  for  Stamford 
Township.  Township  Hall,  Ferry  St., 
Niagara  Falls  South,  will  receive  tenders 
until  June  26th  for  excavation  and  refill 
of  about  25,000  ft.  of  water  main  trench 
and  laying  25,000  ft.  of  8,  6  and  4  in. 
water  main  pipe  for  same,  with  castings, 
tees,  valves,  fire  hydrants,  etc.  Plans 
with  engineer,  J.  C.  Gardner,  38^  Queen 
St.,  Niagara  Falls. 

Oakville,  Ont. 

Board  of  Water  &  Light  Commission- 
ers, C.  C.  Marlott,  chairman,  will  receive 
tenders  until  June  30th  for  supply  of  5,- 
640  lin.  ft.  12  in.  cast  iron  water  pipe  and 
special  castings,  650  lin.  ft.  12  in.  steel 
water  pipe,  7,000  lbs.  structural  steel,  650 
lin.  ft.  insulating  covering  for  12  in.  steel 
pipe,  also  labor  and  certain  materials  for 
excavating  and  laying  5,640  ft.  12  in.  C. 
I.  pipe,  setting  valves,  hydrants  and  spe- 
c'als,  supporting  650  lin.  ft.  of  steel  pipe 
on  railway  of  viaduct,  constructing  rein- 
forced concrete  ducts.  Plans  with  Board 
and  engineers.  Chipman  &  Power,  Mail 
Bldg.,  Toronto. 

Ottawa,  Ont. 

Board  of  Control  will  receive  tenders 
until  June  29th  for  construction  of  tar- 


via  macadam  pavement.  Plans  with  en- 
gineer. 

Pelee  Island,  Ont. 

Wm.  Stewart,  clerk  for  Pelee  Town- 
ship, Pelee  Island,  Out.,  will  receive  ten- 
ders until  June  26th  for  removing  present 
concrete  work  in  connection  with  Flume 
Highway  bridge,  pump  pit  and  spillway 
at  east  side  Pumping  Station  of  Big 
Marsh  Drainage  System  of  Township, 
and  rebuilding  same. 

Port  Hope,  Ont. 

Town  will  construct  new  walks  and 
repair  roads  by  day  labor.   Cost,  $4,500. 

St.  Andre  Avelin,  Que. 

Town  contemplates  the  gravelling  of 
roads  to  cost  $71,000.  Engineer,  N.  Lea- 
>ard,  Hull,  Que. 

St.  David,  Que. 

L.  W.  Joyal,  secy.-treas.  for  Town,  will 
receive  tenders  until  July  5th  for  maca- 
damization  of  two  miles  of  road. 

St.  John,  N.  B. 

City  will  start  work  by  day  labor 
shortly  on  construction  of  pavement  to 
cost  $51,377.50.  Commissioner  Public 
Works,  Jas.  H.  Frink. 

St.  Lambert,  Que. 

Work  will  start  soon  on  construction 
of  boulevard.  Secy.-treas.  for  Town,  J.  R. 
Beatty. 

St.  Michael  des  Saints,  Que. 

Town  contemplates  the  gravelling  of 
six  miles  of  road.  Secy.-treas.,  Leanore 
Menard. 

St.  Nicholas,  Que. 

B.  Michaud,  Minister  for  Provincial 
Dept.  Public  Roads,  Pari.  Bldgs.,  Que- 
bec, will  receive  tenders  until  July  10th 
for  gravelling  River  Side  Road,  7  miles 
long. 

Sully,  Que. 

J.  N.  Boucher,  secy.-treas  for  Town, 
will  receive  tenders  for  gravelling  road. 

Toronto,  Ont. 

Board  of  Control  will  receive  tenders 
until  June  29th  for  lathe  for  Main  Pump- 
ing Station.  Plans  at  Works  Dept., 
Room  12,  City  Hair. 

W.  A.  McLean,  Deputy  Minister  Pro- 
vincial .Dept.  Public  Highways,  will  re- 
ceive following  tenders:  Until  July  2nd, 
for  macadam  roadwork  on  Provincial 
Highway  on  Edwardsburg  Township, 
plans  at  office  of  Resident  Engineer, 
Kemptville  and  Cornwall,  and  Dept.,  To- 
ronto; until  July  2nd,  for  excavation, 
concrete  structures  and  other  necessary 
work  on  Provincial  Highway  in  Hope 
and  Hamilton  Townships,  plans  at  office 
of  Resident  j  Engineer, .  Port  Hope,  and 
Dept.,  Toronto.;  until  July  6th,  for  earth- 
work and  o,the,r.,n.ecessary  work  on  Pro- 
vincial Highway  ^H-C.raniahe  Township, 
plans  at  office  of  Residejit  Engineer, 
Port  Hope,  and  Dept.;  until  June  14th. 
for  earth  work  and  other  necessary  work 
on  Provincial  Highway  in  Nepean  Town- 
ship, plans  at  office  of  Resident  Engineer, 
Kemptville,  and     Dept.;    until  July  6th, 


for  earthwork  and  other  necessary  work 
on  Provincial  Highway  in  Tyendinaga 
Township,  plans  at  office  of  Resident  En- 
gineer, Napanee,  and  Dept.;  until  i  July 
7th,  for  excavating,  construction  of' con- 
crete structures  and  other  necessary  work 
on  Provincial  Highway  in  various  Town- 
ships, plans  at  office  of  Resident  Engin- 
eer, Kemptville,  and  Dept.;  until  July  7th, 
tor  excavation,  construction  of  concrete 
structures  and  other  necessary  work  on 
Provincial  Highway  in  certain  Town- 
ships, plans  at  office  of  Resident  Engin- 
eer,  Beamsville,  and  Dept. 

Bd.  of  Control,  T.  L.  Church,  mayor, 
will  receive  tenders  until  June  29th  for 
construction  of  asphalt  pavements  on  9 
streets,  asphalt  surface  on  one,  bitulithie 
on  one,  concrete  curbings  on  5  and  con- 
crete sidewalks  on  one.  Plans  at  office 
of  Dept.  of  Works,  City  Hall. 

Board  of  Control,  Chairman,  T.  L. 
Church,  will  receive  tenders  until  June 
29th  for  laying  and  jointing  of'  12  in. 
water  pipes  on  various  streeets.  Plans  at 
Dept.,  Room  320,  City  Hall. 

Vancouver,  B.  C. 

Tenders  closed  June  17th  for  road  pav- 
ing to  cost  $100,000  for  Provincial  Dept. 
Public  Works,  Victoria,  B.  C. 

Walkerton,  Ont. 

Tenders  addressed  to  Fred  B.  James, 
engineer  for  Bruce  County,  will  be  re- 
ceived until  June  25th  for  construction 
of  about  5  miles  gravel  road.  Plans  at 
office  of  engineer. 

Winnipeg,  Man. 

,.  C.  J.  Brown,  city  clerk,  will  receive 
tenders  until  June  28th  for  construction 
of  watermains  on  various  streets.  Spe- 
cifications with  city  engineer,  223  James 
Ave. 

CONTRACTS  AWARDED 
Fitzroy,  Township  of,  Ont. 

Ontario  Bridge  Co.,  Crown  Office 
Bldg.,  Toronto,  have  contract  for  con- 
crete work  for  County  of  Carleton. 

Halifax,  N.  S. 

Gravel  roads  for  Provincial  Highway 
Bd.,  Hollis  St.:  Midleton  to  Aylesford, 
about  9^  miles,  Reid  &  Archibald,  St. 
John,  N.B.;  Elmsdale  to  Shubenacadic, 
about  6  miles,  Engineers  &  Contractors 
Ltd.,  Granville  Ferry,  N.S.;  Port  Joli  to 
Sable  River,  about  6J4  miles,  Bedford 
Construction  Co.,  Royal  Bank  Bldg.,  Hal- 
ifax, N.  S. 

Hamilton,  Ont. 

Construction  of  pipe  sewers  for  City: 
::  streets,  J.  D.  Armstrong,  871  Main  Sts.; 
2  streets,  E.  R.  Gray,  City  engineer. 

Hickson,  Ont. 

Construction  of  tile  drain  for  East 
Zorra  Township:  Tile,  Independent  Con- 
crete Pipe  Co.,  Huron  St.,  Woodstock, 
Ont.;  general  contract  for  work,  Alex. 
Tree,  Woodstock,  R.  R.  No.  6. 

New  Brunswick,  Province  of 

Provincial  Dept.  Public  Works  award- 
ed general  contract  constructing  roads  to 
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Concrete  Builders  Ltd.,  South  Devon, 
Fredericton,  N.  B. 

North  Bay,  Ont. 

Town  awarded  general  contract  for 
paving  street  to  Warren  Bituminous  Pav- 
ing  Co.,  McKinnon  Bldg.,  Toronto. 

Ridgetown,  Ont. 

Town  awarded  general  contract  pav- 
ing street  to  C.  W.  Archibald. 

St.  Catharines,  Ont. 

Vitrified  tile  sewers  costing  $15,000  for 
City:  Two  streets,  W.  J.  Riley,  King  St., 
St.  Catharines;  three  streets,  Mitchell  & 
Mahon,  Ottawa,  Ont.;  one  street,  Lor- 
enzo &  Tiborio,  Niagara  Falls. 

Three  Rivers,  Que. 

A.  Beaudry  has  the  general  contract 
for  construction  of  road  to  cost  $12,000 
for  City. 

Toronto,  Ont. 

Sidewalks  costing  $18,000  for  York 
Township:  Watford  St.,  Walton  &  Row- 
ell,  60  Gambell  Ave.,  Todmorden;  Corby 
St.,  National  Contracting  Co.,  9  Garnock 
St.,  Toronto. 

Pavements,  etc.,  costing  $240,000  for 
city:  Asphalt — on  Dickens,  $9,862,  Ger- 
rard,  $69,230,  Godson  Contracting  Co., 
Manning  Chambers;  Gilmour,  $3,988,  In- 
dian Grove,  $3,257,  Montclair,  $2,188, 
Commissioner  of  Works,  City  Hall:  Bit- 
ulithic — on  Gilmour,  $10,705,  Rose  Park, 
$36,876,  Roxton,  $21,183,  Teddington, 
$41,936,  Commissioner  of  Works:  Brick 
Block— on  Kennedy,  $13,438,  Commis- 
sioner of  Works:  Macadam — on  Willow 
sioner  of  Works:  Macadam — on  Willow, 
$16,529,  Commissioner  of  Works:  Con- 
crete curbs — on  Gerrard,  90c  per  ft.,  God- 
son Contracting  Co.,  Manning  Chambers; 
Roxton  Rd.,  90c  per  ft.,  Commissioner 
or  Works. 

Vancouver,  B.  C. 

City  awarded  general  contract  for 
street  paving  to  Columbia  Bithulithic 
Ltd.,  402  Pender  St.  W.    Cost,  $55,000. 


Railroads,  Bridges  and  Wharves 

Atwood,  Ont. 

Geo.  Lochead,  clerk  for  Elma  Town- 
ship, will  receive  tenders  until  June  24th 
for  construction  of  bridge. 

Barrie,  Ont. 

Freeman  G.  Campbell,  Simcoe  County 
Engineer,  Barrie,  will  receive  tenders  un- 
til June  26th  for  construction  of  rein- 
forced concrete  bridge.  Plans  with  Mr. 
Campbell  and  with  Frank  Barber,  Con- 
sulting Engineer,  40  Jarvis  St.,  Toronto. 

Bayfield,  Ont. 

R.  C.  Desrochers,  secy.  Dominion  De- 
partment Public  Works,  Ottawa,  will  re- 
ceive tenders  until  July  6th  for  con- 
struction of  South  Pier  at  Bayfield; 
cost,  $6,000.  Plans  at  offices  of  District 
Engineer,  Equity  Bldg.,  Toronto,  and 
P.  O.,  Bayfield. 

Bogartown,  Ont. 

E.  A.  James  Co.,  engineers,  Excelsior 
Life  Bldg.,  Toronto,  will  receive  tenders 
u-)til  June  29th  for  construction  of  con- 
crete bridge  for  Whitechurch  Township. 

Goderich,  Ont. 

Huron  County  plans  to  rebuild  2 
bridges.  Engineer,  Roy  Patterson,  God- 
erich. 

Malton,  Ont. 

Toronto  Gore  Township,  N.  Harrison, 
clerk,  will  receive  tenders  until  July  1st 
for  construction     of    concrete  bridge. 


Plans  with  Commissioner,  Nelson  S. 
Lindsay,  R.  R.  No.  3,  Malton. 

Marshville,  Ont. 

Tenders  will  be  received  by  Wm.  Wil- 
lis and  W.  E.  Shafley,  Marshville,  until 
June  26th  for  construction  of  two  con- 
crete bridges  for  Wainfleet  Township. 

Quebec,  Province  of 

F.  P.  Brady,  General  Manager  for  C. 
N.  Rlys.,  Bank  of  Toronto  Bldg.,  Mon- 
treal, will  receive  tenders  until  June  31st 
for  construction  of  8  concrete  structures 
on  Quebec  District.  Plans  at  offices  of 
Division  Engineer,  C.  N.  Tunnel  Ter- 
minal Station,  Montreal,  and  District  En- 
gineer, Champlain  Market  Bldg.,  Que- 
bec. 

F.  B.  Brady,  General  manager  for  C.  N. 
Rlys.,  Bank  of  Toronto  Bldg.,  Montreal, 
will  receive  tenders  until  July  3rd  for 
work  of  clearing,  fencing,  grading,  build- 
inging  trestles,  culverts  and  bridge  sub- 
structures on  certain  deviations  of  the 
main  line  on  the  St.  Lawrence  Subdivi- 
sion of  the  C.  N.  Que.  Rlys.  Plans  at 
offices  of  following:  General  Supt.,  C.  N. 
R.,  Champlain  Market,  Quebec,  Que.; 
Resident  Engineer,  411  Dorchester  St. 
W.,  Montreal,  Que.;  Supt.,  G.N.W. 
Bldg.,  Ottawa,  Ont.;  Engineer,  C.  N. 
Rly.  Eastern  Lines,  27-29  Wellington  St. 
E.,  Toronto. 

Saskatoon,  Sask. 

C.  N.  Rly.  contemplates  erection  of 
round  house  and  machine  shop.  General 
manager,  A.  E.  Warren,  Union  Station, 
Winnipeg. 

St.  Catharines,  Ont. 

J.  E.  Briggs,  architect,  27  Wellington 
E.,  Toronto,  has  prepared  plans  for  car 
barns  to  be  erected  at  a  cost  of  $70,000 
for  C.  N.  Rly.  Most  of  work  by  day 
labor. 

Ste.  Famille,  Que. 

R.  C.  Desrochers,  Secy.  Dominion  De- 
partment Public  Works,  Ottawa,  will  re- 
ceive tenders  until  July  6th  for  repairs 
to  wharf.  Plans  at  offices  of  District 
Engineer,  Post  Office  Bldg.,  Quebec, 
Que ,  District  Engineer,  Shaughnessy 
Bldg.,  Montreal,  and  P.  O.  of  Ste.  Fam- 
ile,  Isle  of  Orleans,  Que. 

St.  Rosalie,  Que. 

Municipality  has  started  work  on  con- 
struction by  day  labor  of  concrete  bridge 
to  cost  $6,000.    Clerk,  Chas.  Tanguay. 

Swan  River,  Man. 

Jos.  Armstrong,  secy.-treas.  for  Muni- 
cipality, will  receive  tenders  until  July 
6th  for  construction  of  concrete  bridge. 
Plans  with  Highway  Commissioner,  New 
Pari.  Bldgs.,  Winnipeg. 

Westboro,  Ont. 

C.  P.  Rly.,  Montreal,  Que.,  are  erect- 
ing station  by  day  labor. 

CONTRACTS  AWARDED 

Cap  St.  Ignace,  Que. 

M.  A.  Boulanger  has  the  general  con- 
tract erecting  concrete  bridge  costing 
$5,765  for  Municipality. 

Cochrane,  Ont. 

Van  Rassell  Bros.,  Cochrane,  have  the 
general  contract  for  erection  of  exten- 
sion to  express  building  costing  $14,500 
for  Temiskaming  &  Northern  Ontario 
Rly.,  Toronto. 

Edmonton,  Alta. 

J.  M.  Eaton  Co.,  Leduc,  Alta.,  have 
the  general  contract  erecting  freight 
shed  for  C.  P.  Rly. 


Lochearn,  Alta. 

J.  M.  Eaton  Co.,  Leduc,  Alta.,  have  the 
general  contract  erecting  station  for  C. 
P.  Rly. 

Osgoode,  Ont. 

Central  Construction  Co.,  71^  Sparks 
St.,  Ottawa,  have  general  contract  erect- 
ing bridge  for  Carleton  County. 

Regina,  Sask. 

Provincial  Dept.  Highways  awarded 
contract  for  construction  of  concrete 
bridge  over  Pipestone  Creek  near  Wa- 
pella  at  $6,154,  and  concrete  bridge  over 
Moose  Jaw  River  north  of  Biercrest,  at 
$7,168,  to  John  Mercer,  Regina. 

Rimbey,  Alta. 

Jamieson  Construction  Co.,  Edmonton, 
have  general  contract  for  grading  for 
Provincial  Dept.  Railways. 

Vancouver,  B.  C. 

Grant  &  MacDonald,  744  Hastings  St. 
W.,  Vancouver,  have  the  contract  at 
about  $900,000  for  dredging  and  filling 
required  in  connection  with  the  construc- 
tion of  the  $2,500,000  pier  for  the  Van- 
couver Harbour  Board. 

West  Garafraxa,  Ont. 

West  Garafraxa  Township  awarded 
general  contract  for  bridges  as  follows: 
Bridges  on  25  Sideroad  and  Ernden 
Bridge  wing  walls,  W.  B.  Vallery,  Bel- 
wood,  Ont.;  bridge  on  Sideroad  20,  Alf- 
red Howatt,  Fergus,  Ont. 


Public  Buildings,  Churches 
and  Schools 

Amherst,  N.  S. 

Town  contemplates  the  expenditure  of 
$40,000  on  erection  of  addition  to  hos- 
pital.   Clerk,  W.  F.  Donkin. 

Atwood,  Ont. 

W.  E.  Binning,  architect,  Listowel,  is 
preparing  plans  for  erection  of  memor- 
ial hall  costing  $10,000  for  Township  of 
Elma. 

Authier,  Que. 

School  Board  plans  to  erect  school. 
Secy.-treas.,  J.  W.  Auger. 

Bamfield,  B.  C. 

Leonard  P.  James,  architect,  Sayward 
Bldg.,  Victoria,  is  preparing  plans  for  re- 
creation hall  to  cost  $7,000  for  Pacific 
Cable  Bd.,  Vancouver. 

Calgary,  Alta. 

Mr.  Herold,  architect,  Beveridge  Blk., 
is  preparing  plans  for  memorial  hall  to 
be  erected  for  G.  W.  V.  A.,  Seventh  Ave. 
E. 

Cowichan,  B.  C. 

Sisters  of  St.  Ann,  Cowichan,  contem- 
plate the  erection  of  school  to  cost  $50,- 
000.  Secy.-treas.,  Rt.  Rev.  Leterme,  Vic- 
toria. 

Decker,  Man.. 

Alex.  Melville,  architect,  500  Bank  of 
Nova  Scotia  Bldg.,  Winnipeg,  will  re- 
ceive tenders  until  June  26th  for  erec- 
tion of  school  for  School  Bd. 

Deloraine,  Man. 

Alex.  Melville,  architect,  401  Bank  of 
Nova  Scotia  Bldg.,  Winnipeg,  will  re- 
ceive tenders  until  June  26th  for  alter- 
ations to  schools  for  School  Bd. 

Dorion,  Ont. 

W.  W.  La  Chance  &  N.  A.  Kearns,  ar- 
chitects, Welland,  Ont.,  are  preparing 
plans  for  school  to  be  erected,  at  a  cost 
of  $9,000  for  Public  School  Bd. 
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Govan,  Sask. 

School  District  contemplates  erection 
of  school.    Secy.-treas.,  Levi  Hampton. 

Granby,  Que. 

R.  C.  Desrochers,  Secy.  Dominion 
Dept.  Public  Works,  Ottawa,  will  receive 
tenders  until  July  6th  for  alterations  and 
additions  to  post  office.  Plans  with  Chief 
Architect,  Dept.,  Ottawa,  Caretaker,  Pub- 
lic Bldg.,  Granby,  Que.,  and  Overseer  of 
Dominion  Bldgs.,  General  P.  O.,  Montre- 
al, Que. 

Guelph,  Ont. 

Provincial  Dept.  Public  Works  has 
had  plans  prepared  for  erection  of  vet- 
erinary college  and  stables. 

Islington,  Ont. 

Etobicoke  Township  Council  contem- 
plates the  erection  of  school  to  cost  $30, - 
000.    Clerk,  S.  Barratt,  Islington. 

Kitchener,  Ont. 

Tenders  will  be  called  about  July  15th 
tor  erection  of  school  to  cost  $75,000  for 
Separate  School  Bd. 

Landrienne,  Que. 

J.  O.  Lambert,  secy.-treas.  for  School 
Commissioners,  will  receive  tenders  un- 
til July  11th  for  erection  of  two  schools. 

Lindsay,  Ont. 

School  Board  will  call  tenders  at  once 
for  erection  cf  school  addition  costing 
$20,000. 

London,  Ont. 

Board  of  Education  contemplates  the 
erection  of  school,  also  remodelment  of 
and  addition  to  school  costing  $15,000. 
Architect,  L.  Carrothers,  care  Board. 

Milton,  Ont. 

Tenders  will  be  received  until  June 
26th  for  erection  of  high  school.  Plans 
with  architect,  L.  Munroe,  32  Main  St. 

E.  ,  Hamilton,  and  secy.  School  Bd.,  R. 
L.  Hemstreet,  Court  House,  Milton. 

Montreal,  Que. 

J.  H.  Caron,  architect,  284  Beaver  Hall 
Hill,  is  preparing  plans  for  church  to  be 
erected  for  R.  C.  Congregation. 

Kensington  Church  plans  to  erect 
church  building.  Pastors,  Rev.  Dr.  R. 
W.  Dickie  and  Rev.  J.  A.  Montgomery. 

Peterboro,  Ont. 

T.  O.  Donaldson,  secy.  Peterboro  In- 
dustrial Exhibition,  358  George  St.,  will 
receive  tenders  until  June  25th  for  erec- 
tion of  manufacturer's  building  costing 
$5,000.  Plans  with  architect,  W.  H. 
Barry,  539  Gilmour  St. 

Rimbey,  Alta. 

Rimby  School  District  No.  661  con- 
templates erection  of  school  costing  $9,- 
000.  Secy.-treas.,  M.  C.  Piatt,  Rimbey. 

Roblin,  Man. 

E.  D.  Tuttle,  architect,  495  McArthur 
Bldg.,  Winnipeg,  is  preparing  plans  for 
new  6  room  school  instead  of  addition 
to  school  for  Goose  Lake  Consolidated 
School  District  No.  1283. 

St.  Anne  de  Beaupre,  Que. 

Tenders  will  be  called  about  July  3rd 
for  erection  of  addition  to  boys'  board- 
ing school  to  cost  $85,000  for  Rev.  Fa- 
thers Redemptoriate.  Architect,  J.  P. 
Ouellet,  28  St.  Famille  St.,  Quebec. 

St.  John,  N.  B. 

Board  of  Education  plans  to  remodel 
and  erect  addition  to  school.  Architect, 

F.  Neil  Brodie,  42  Princess  St. 

Plans  are  in  progress  for  hotel  to  be 
erected  at  a  cost  of  $1,500,000  for  Cham- 
plain  Hotel  Co.  Interested,  Geo.  O'Neil, 
King  Edward  Hotel,  Toronto,  Ont.  As- 


sociated architects,  Ross  &  MacDonald, 
1  Belmont  St.,  Montreal,  and  Eisenwein 
&  Johnson,  Buffalo,  N.  Y.,  U.S.A. 

St.  Lambert,  Que. 

P.  J.  Turner,  architect,  241  Beaver  Hall 
Hill,  Montreal,  is  preparing  plans  for  al- 
terations to  new  church  hall  and  class 
rooms. 

Toronto,  Ont. 

Runnymede  School  Bd.,  secy.,  J.  Rey- 
nolds, 485  Beresford  Ave.,  will  receive 
tenders  until  June  30th  for  installing 
plumbing  and  septic  tanks  in  two  schools. 
Plans  with  architects,  Ellis  &  Ellis,  Man- 
ning Chambers. 

Uxbridge,  Ont. 

T.  E.  Thompson,  secy.  Bd.  of  Educa- 
tion, will  receive  tenders  until  July  15th 
for  erection  of  addition  to  high  school. 

Vancouver,  B.  C. 

C.  D.  Wetmore,  of  Warren  &  Wet- 
more,  architects,  New  York  City,  is  pre- 
paring plans  for  erection  of  addition  to 
hotel  for  C.  P.  Rly. 

Victoria,  B.  C. 

C.  P.  Rly.  contemplates  the  erection  of 
country  hotel  to  cost  $20,000.  General 
manager,  F;  W.  Peters,  Vancouver. 

School  Board  is  having'plans  prepared 
for  school  to  be  erected  at  a  cost  of 
$12,000.  Chairman,  J.  L.  Beckwith,  1423 
Fernwood  Rd. 

Waterdown,  Ont. 

W'itton  &  Walsh,  architects,  Hamilton 
Provincial  Loan  Bldg.,  Hamilton,  will 
receive  tenders  until  June  24th  for  erec- 
tion of  assembly  hall  costing  $20,000  for 
Town.  Plans  with  architects  and  with 
Chas.  Burns,  Waterdown. 

CONTRACTS  AWARDED 
Conquest,  Sask. 

Peter  Week,  Conquest,  has  general 
contract  erecting  school  addition  costing 
about  $33,000  for  Consolidated  School 
District. 

Cooksville,  Ont. 

School  Board  awarded  general  contract 
erecting  school  costing  $15,000  to  H.  El- 
gie,  56  Blythwood  Rd.,  Cooksville. 

Cumberland,  B.  C. 

G.W.V.A.  awarded  general  contract 
erecting  memorial  hall  costing  $7,000  to 
H.  Trehearne,  Courtenay,  B.  C. 

Kenton,  Man. 

J.  Kelly  has  the  general  contract 
erecting  addition  to  school  costing  $10,- 
000  for  Kenton  School  District  No.  280. 

Montreal,  Que. 

School  costing  $400,000  for  Protestant 
Bd.  of  School  Commissioners,  36  Bel- 
mont St.:  General  contract,  A.  F.  Byers, 
340  University  St.;  electrical  work,  Col- 
lyer  &  Brock,  131  St.  Alexander;  plumb- 
ing and  heating,  W.  J.  McGuire,  332 
Craig  St.  W.;  electric  calls,  .  Montreal 
Electric  Co.,  94  St.  Felix. 

Ottawa,  Ont. 

E.  Monette,  60  Stirling  Ave.,  has  gen- 
eral contract  erecting  press  building  cost- 
ing $15,000  and  lavatory  costing  $15,000 
for  Central  Canada  Exhibition  Ass'n., 
City  Hall. 

Riceton,  Sask. 

Riceton  Church  Board  awarded  general 
contract  erecting  church  costing  $8,000 
to  E.  B.  Moats,  Riceton. 

Shawinigan  Falls,  Que. 

M.  Prevost  has  the  general  contract 
for  general  repairs  to  Hotel  Vendome. 
Cost,  $5,000. 


St.  Jean  Des  Piles,  Que. 

Two  steeples  and  alterations  to  base- 
ment costing  $12,000  for  R.  C.  Congrega- 
tion: Steeples,  M.  Laplante;  basement, 
M.  A.  Doucet. 

Tisdale,  Sask. 

Tisdale  School  District  No.  916  placed 
the  general  contract  erecting  addition  to 
school  with  Waterman  Waterbury  Co., 
Donahue  Blk.,  Regina,  Sask. 

Toronto,  Ont. 

Dickie  Construction  Co.,  Ryrie  Bldg., 
have  the  general  contract  erecting  press 
building  costing  $70,000  for  University 
of  Toronto. 

Vancouver,  B.  C. 

Snider  Bros.  &  Son,  Seymour  and 
Smythe  Sts.,  have  the  general  contract 
erecting  synagogue  and  school  costing 
$25,000  for  Hebrew  Synagogue  Ltd. 


Business  Buildings  i»nd  Indus- 
trial Plants 

Alvinston,  Ont. 

P.  J.  Turner,  architect,  241  Beaver  Hall 
Hill,  Montreal,  is  preparing  plans  for  al- 
terations to  bank  for  Molsons  Bank. 

Amherstburg,  Ont. 

Stansell  Motors,  Amherstburg,  plan  to 
erect  new  factory  for  manufacture  of 
automobile  bodies. 

Bedford,  Que. 

Tenders  closed  June  23rd  for  erection 
of  bank  building  for  Molsons  Bank,  200 
St.  James  St.,  Montreal.  Architect,  P.  J. 
Turner,  241  Beaver  Hall  Hill,  Montreal. 

Brighton,  Ont. 

W.  L  Butler  contemplates  the  erection 
of  warehouse  to  cost  $5,000. 

Collingwood,  Ont. 

Tenders  will  be  called  in  about  one 
week  for  erection  of  warehouse  and  gar- 
age for  Imperial  Oil  Ltd.,  56  Church  St., 
Toronto. 

Denfield,  Ont. 

A.  Freeborne  is  erecting  flax  mill  cost- 
ing $10,000. 

Fort  William,  Ont. 

I.  A.  Buchanan,  300  Finlayson  St.,  is 
erecting  store  and  residence  costing  $7,- 
500  by  day  labor. 

Hartland,  N.  B. 

K.  G.  Rea,  architect,  285  Beaver  Hall 
Hill,  Montreal,  Que.,  is  preparing  plans 
for  bank  to  be  erected  for  Bank  of 
Montreal.    Cost,  $8,000  to  $10,000. 

Halifax,  N.  S. 

A.  E.  Priest,  architect,  58  Bedford 
Row,  is  preparing  plans  for  store  and 
flats  to  be  erected  at  a  cost  of  $8,000  for 
J.  E.  Hartlen,  Gottingen  St.' 

Hamilton,  Ont. 

Philip  J.  Turner,  architect,  241  Beaver 
Hall  Hill,  Montreal,  will  receive  tenders 
until  June  29th  for  erection  of  bank  and 
manager's  residence  for  Molson's  Bank, 
200  St.  James  St.,  Montreal. 

Kitchener,  Ont. 

Tenders  closed  June  20th  for  erection 
of  business  block  costing  $15,000  for  Ed. 
Lippert,  42  College  St. 

Moose  Jaw,  Sask. 

Marshall-Wells  Co.,  Market  St.,  Win- 
nipeg, plan  to  erect  warehouse.  Manag- 
ing director,  T.  L.  Waldron,  Winnipeg. 

Continued  on  page  69 
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TENDERS 


Bulk  and  separate  tenders  will  be  received  by 
the  Secretary,  G.  A.  Hemstreet,  until  noon,  Sat- 
urday, June  26th,  for  the  erection  of  a  one-storey, 
four-roomed  High  School  and  auditorium  at 
Milton. 

Plans  and  specifications  may  be  seen  on  and 
after  Wednesday,  June  10th,  at  the  Secretary's 
office,  Court  House,  Milton,  and  at  the  office  of 
Laurance  Munro,  Architect,  32  Main  Street  East, 
Hamilton,  Ontario. 

The  lowest  or  any  tender  not  necessarily 
accepted.  24-25 

TOWN  OF  OAKVILLE 
Province  of  Ontario 


Notice  to  Contractors 


EXTENSION  OF  TIME 

The  date  for  receiving  tenders  on  labor  and 
material  for  waterworks  extension  in  the  Town 
of  Oakville  has  been  extended  by  the  Board  of 
Water  &  Light  Commissioners  from  June  15th 
to  June  30th,  1920,  until  6  p.m. 

No   tender   necessarily  accepted. 

C.   G.   MARLAT,  Esq.,  Chairman. 

MRS.  M.  C.  IRVINE,  Secretary, 
Board  of  Water  &  Light  Commissioners. 

CHIPMAN  &  POWER,  Engineers. 

24-25 


Tenders  for  Dredging 


Sealed  tenders,  addressed  to  the  undersigned, 
and  endorsed  "Tender  for  Dredging,  Port  Hope, 
Ont.,"  etc.,  as  the  case  may  be,  will  be  received 
until  12  o'clock  noon,  Tuesday,  June  29,  1920, 
for  the  dredging  required  at  Port  Hope,  Ont., 
Cobourg,  Ont.,  Whitby,  Ont.,  Bowmanville,  Ont., 
Oakville,  Ont.,  and   Kingston,  Ont. 

Tenders  will  not  be  considered  unless  made 
on  the  forms  supplied  by  Department,  and  ac- 
cording  to  conditions  set   forth  therein. 

Combined  specification  and  form  of  tender  can 
be  obtained  on  application  to  the  Secretary,  De- 
partment of  Public  Works,  Ottawa,  or  from 
District  Engineer,  at  Toronto,  Ont.  Tenders 
must  include  the  towing  of  the  plant  to  and  from 
the  work. 

The  dredge  and  other  plant  which  are  intended 
to  be  used  on  the  work  shall  have  been  duly 
registered  in  Canada  at  the  time  of  the  filing  of 
the  tender  with  the  Department,  or  shall  have 
been  built  in  Canada  after  the  filing  of  the  tender. 

Contractors  must  be  ready  to  begin  work  with- 
in thirty  days  after  the  date  they  have  been  noti- 
fied of  the  acceptance  of  their  tender. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to 
the  order  of  the  Minister  of  Public  Works,  for 
5  per  cent,  of  the  contract  price,  but  no  cheque 
to  be  for  less  than  fifteen  hundred  dollars.  War 
Loan  Bonds  of  the  Dominion  will  also  be  ac- 
cepted as  security,  or  war  bonds  and  cheques  if 
required  to  make  up  an  odd  amount. 
By  order, 

R.  C.  DESROCHERS, 

Secretary. 

Department   of    Public  Works, 

Ottawa,  June  17,  1!)20.  25 
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Tenders 

wanted  for  all  trades  except  carpentry,  for  house, 
Runnymede  District,  Toronto,  for  James  Hen- 
derson,  Esq.,   closing  Saturday,  June  26th. 

Plans  and  specifications  may  be  seen  in  the 
office  of  "The  Contract  Record,"  347  Adelaide 
S.  W..  Toronto.  25 


Canadian  National  Railways 


Canadian  Northern  Quebec  Railway 


Tenders  for 
Railway  Construction 


-  Sealed  tenders,  endorsed  "Tender  for  Con- 
struction," will  be  received  at  the  office  of  the 
undersigned  until  12  o'clock  noon  on  the  3rd  of 
July,  1920,  for  the  work  of  clearing,  fencing, 
grading  and  building  trestles,  culverts  and  bridge 
substructures  on  the  following  deviations  of  main 
line  on  the  St.  Lawrence  subdivision  of  the  Can- 
adian Northern  Quebec  Railway : 

1 —  Burrill  Deviation,  between  Mile  87  and  Mile 
92   (between  Glenada  and  St.  Boniface). 

2 —  East  Yamachiche  Deviation,  between  Mile 
94.5  and  Mile  96.5  (between  St.  Boniface  and 
Charette). 

3 —  St.  Paulin  Deviation,  between  Mile  100  and 
Mile  106  (between  Charette  and  St.  Paulin). 

4 —  St.  Ursule  Deviation,  between  Mile  109  and 
Mile  116  (between  Premont  and  St.  Justin). 

Separate  tenders  will  be  required  for  each  de- 
viation, and  each  tender  must  show  in  its  head- 
ing the  deviation  to  which  it  applies. 

Plans,  profiles,  specifications  and  form  of  con- 
tract and  information  for  bidders  may  be  seen 
and  forms  of  tender  obtained  on  and  after  Mon- 
day, the  14th  of  June,  1920,  at  the  offices  of  the 
General  Superintendent,  C.N.R.,  Champlain  Mar- 
ket, Quebec;  the  Resident  Engineer,  411  Dor- 
chester Street  West,  Montreal;  the  Superintend- 
ent, C.N. R.-G.N.W.  Building,  Ottawa,  and  the 
Engineer's  office,  Canadian  Northern  Railway, 
Eastern  Lines,  27  and  29  Wellington  St.  East. 
Toronto;  or  one  copy  of  plan,  profile,  specifi- 
cations, etc.,  may  be  obtained  by  mail  from  the 
office  of  the  Chief  Engineer,  27-29  Wellington 
St.  East,  Toronto,  on  payment  of  ten  dollars, 
made  by  a  certified  cheque  on  a  chartered  bank 
of  Canada,  payable  to  the  Treasurer,  Canadian 
National  Railways. 

Tenders  must  be  submitted  on  the  printed 
forms  supplied  by  the  Company  and  in  accord- 
ance with  the  information  for  bidders.  Each  ten- 
der must  be  accompanied  by  an  undertaking  from 
a  surety  company  licensed  to  do  business  in 
Canada  that,  if  the  tender  is  accepted,  it  will 
enter  into  an  indemnity  bond  to  the  Company  of 
a  form  and  containing  the  provisions  required 
by  the  Company,  indemnifying  the  Company 
against  non-performance  by  the  contractor  of  any 
of   the  requirements  and   terms  of   the  contract. 

The  amount  of  indemnity  bond  required  for 
each  deviation  will  be  as  follows ; 

Hurrill  Deviation — Sixty-five  thousand  dollars 
($65,000). 

East  Yamachiche  Deviation — Eight  thousand 
dollars  ($8,000). 

St.  Paulin  Deviation — Twenty-four  thousand 
five-  hundred  dollars  ($24,500). 

St.  Ursule  Deviation  — Fifty-two  thousand  dol- 
lars $(52,000). 

The  Company  reserves  the  right  to  reject  any 
or  all  tenders. 

F.  P.  BRADY, 

General  Manager. 
Canadian    National    Railways,    Bank    of  Toronto 
Building,  Montreal,  Quebec.  24-25 


Department  of  Roads 
Province  of  Quebec 

TENDERS 

St.  Nicolas,  County  of  Levi6 

Tenders  made  on  forms  furnished  by  the  De- 
partment of  Roads  and  placed  in  envelopes  bear- 
ing the  words  "Tender  for  St.  Nicolas,"  will  be 
received  until  one  o'clock  p.m.,  on  the  10th  of 
July,  1920,  at  the  office  of  the  undersigned,  Par- 
liament Buildings,  at  Quebec,  for  the  construc- 
tion of  gravelling  on  the  "chemin  de  front  du 
liord   de   l'Eau"    (about   seven  miles). 

The  Government  of  the  Province  of  Quebec 
does  not  bind  itself  to  accept  any  of  the  tenders. 

B.  MICHAUD, 

Deputy  Minister. 

Quebec,  June  lt7h,  1920.  25 

Tenders  for 
Concrete  Bridge 

Sealed  tenders,  marked  as  to  contents,  will  be 
received  by  Geo.  Elliot,  Clerk  of  the  Township 
of  Winchester,  Chesterville,  Ont.,  up  to  noon 
on  Monday,  July  5th,  1920,  for  the  construction 
of  a  reinforced  concrete  beam  bridge,  35  foot 
span,  over  the  Hess  Creek,  opposite  lot  6  and 
between  concessions  1  and  2  of  the  Township  of 
Winchester. 

Plans,  specifications  and  form  of  tender  may 
be  seen  at  the  office  of  the  undersigned. 

The    lowest    or    any    tender    not  necessarily 

accepted. 

F.  M.  EAGLESON, 

Civil  Engineer, 
25-26  Winchester,  Ont. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways   Act,   separate   sealed   tenders,  marked 

"Tender  for  Contract  No.  ,"  will  be  received 

by  the  undersigned  until  twelve  o'clock  noon  on 
Wednesday,  July  14th,  1920,  for  excavation,  con- 
struction of  concrete  structures,  and  other  neces- 
sary work  on  the  Provincial  Highway,  between 
Woodstock  and  London  ; 

Contract  No.  109,  Concrete  Culverts  in  the 
Twps.  of  N.  Oxford  and  E.  Nissouri. 

Contract  No.  110,  Concrete  Abutments,  etc., 
for  Thamesford  Bridge. 

Contract  No.  Ill,  Concrete  Abutments,  etc, 
for   Doty's   Creek  Bridge. 

Contract  No.  112,  Concrete  Culverts  in  the 
Twps.  of  E.  and  W.  Nissouri  and  North  Dor- 
chester. 

Contract  No.  113,  Concrete  Culverts  in  the 
Twps.  of  N.  Dorchester,  W.  Nissouri  and  Lon- 
don. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Wednesday,  June  23rd. 
1920,  at  the  office  of  the  Resident  Engineer, 
Paris,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent 
of  the  amount  of  the  tender  will  be  required 
when  contract   is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN. 
Deputy  Minister  of  Highways, 
Department  of  Public  Highways, 

Toronto,  June  18th,  1920.  25 


June  23,  1920 


THE  CONTRACT  RECORD 
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Township  of  Whitchurch 


Marked  and  sealed  tenders  will  be  received  by 
the  Engineers  up  till  noon,  Tuesday,  June  29th, 
1920,  for  the  construction  of  a  reinforced  con- 
crete bridge  at  Bogartown  for  the  Township  of 
Whitchurch. 

flans  and  specifications  .may  be  seen  at  the 
office  of   the  Engineers. 

D.    H.   RUSNELL,  Reeve. 

H.   CLARK,  Clerk. 

THE   E.   A.   JAMES   CO.,  LIMITED, 
Consulting  Engineers, 
25  36  Toronto  Street,  Toronto. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,   separate   sealed   tenders,  marked 

"Tender  for  Contract  No.  ,"  will  be  received 

by  the  undersigned  until  twelve  o'clock  noon 
oil  Wednesday,  July  the  14th,  1920,  for  earthwork 
and  other  necessary  work  on  the  Provincial 
Highway  in  the  Township  of  Nepean,  between 
the  village  of  Manotick  and  the  City  of  Ottawa. 
The  work  will  be  let  in  two  sections : 
Contract  No.  107,  Section  A. 
Contract  No.  108,  Section  B. 

I'lans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Wednesday,  June  23rd, 
1920,  at  the  office  of  the  Resident  Engineer, 
Kemptville,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On 
tario,  must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  require! 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 

Department  of  Public  Highways, 
'  Toronto,  June  17th,  1920.  25 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways   Act,   separate  sealed   tenders,  marked 

"Tender  for  Contract  No.  ,"  will  be  received 

by  the  undersigned  until  twelve  o'clock  noon  on 
Wednesday,  July  7th,  1920,  for  the  excavation, 
construction  of  concrete  structures  and  other 
necessary  work  on  the  Provincial  Highway  in 
the  following  Townships: 

Contract  No.   93,  Edwardsburg,   Section  C. 
Contract  No.  94,  Oxford,  Section  A. 
Contract    No.    95,    Marlborough    and  North 
Gower. 

Contract  No.  96,  North  Gower,  Section  A. 

Contract  No.  97,  North  Gower  and  Nepean. 

Contract  No.  98,  Nepean,  Section  B. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Wednesday,  June  16th, 
1920,  at  the  office  of  the  Resident  Engineer, 
Kemptville,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario,  must   accompany   each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required  when 
contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 
Department  of  Public  Highways, 

Toronto,  June  15th,  1920.  25 


TOWN  OF  BURLINGTON 
PROVINCE  OF  ONTARIO 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways   Act,   separate   sealed   tenders,  marked 

"Tender  for  Contract  No.  ,"  will  be  received 

by  the  undersigned  until  twelve  o'clock  noon  on 
Wednesday,  July  7th,  1920,  for  the  excavation, 
construction  of  concrete  structures  and  other 
necessary  work  on  the  Provincial  Highway  in 
the  following  Townships: 

Contract  No.  99,  Grantham. 

Contract  No.  100,  Niagara,  Section  A. 

Contract  No.  101,  Niagara,   Section  B. 

Contract  No.  102,  Clinton,  Section  A. 

Contract  No.  103,  Clinton,  Section  B. 

Contract  No.  104,  Saltfleet,  Section  A. 

Contract  No.  105,  Saltfleet,  Section  B. 

Contract  No.  106,  North  Grimsby. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Wednesday,  June  16th, 
1920,  at  the  office  of  the  Resident  Engineer, 
Beamsville,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company.s  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required  when 
contract  is  signed. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 

Department   of   Public  Highways, 

Toronto,  June  15th,  1920.  25 


Vancouver  Harbour  Commissioners 


New  Pier  Works  at 
Burrard  Inlet 

CONTRACT  No.  2 


Sealed  tenders,  addressed  to  the  undersigned, 
and  endorsed  "Tenders  for  the  Construction  of 
Reinforced  Concrete  Pier  and  Transit  Sheds,"  will 
be  received  at  this  office  until  12  o'clock  noon, 
August  7th,  1920,  for  the  Construction  of  Re- 
inforced Concrete  Pier  and  Transit  Sheds  for 
the  Harbour  Commissioners,  to  be  known  as 
"Ballantyne  Pier,"  at  Burrard  Inlet,  Vancouver, 
B.  C. 

Plans  and  specifications  can  be  seen  and  form 
of  tenders  obtained  at  the  office  of  the  Harbour 
Commissioners,  712  Pender  St.  W.,  Vancouver. 
B.C.,  or  at  the  office  of  A.  D.  Swan,  M.  Inst  C. 
E.,  Consulting  Engineer  to  the  Commissioners, 
10   Phillips  Place,   Montreal.  P.Q. 

Tenders  will  not  be  considered  unless  made  on 
the  forms  supplied  by  the  Commissioners  and 
in  accordance  with  the  conditions  set  forth 
therein. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to 
the.  order  of  the  Harbour  Commissioners,  for  the 
sum  of  One  Hundred  Thousand  Dollars  ($100,- 
000). 

Copies  of  plans  can  be  obtained  on  applica- 
tion to  the  Harbour  Commissioners  or  the  Con- 
sulting Engineer  on  payment  of  the  sum  of  $50, 
which  will  be  returned  when  the  plans  are  re- 
turned. Or,  if  contractors  desire  further  copies, 
they  can  have  same  on  payment  to  the  Engineer 
of  $50  per  folio,  which  will  not  be  returned. 

The  Harbour  Commissioners  do  not  bind  them- 
selves to  accept  the  lowest  or  any  tender. 

By  order, 

W.  D.  HARVIE,  Secretary. 
Vancouver  Harbour  Commissioners, 

Vancouver,  B.C.,  June  19th,  1920.  25-27 

CIVIL    AND    MECHANICAL  ENGINEER 

desires  position  with  firm  of  Engineers  or  Con- 
tractors as  estimator  or  engineer.  Varied  ex- 
perience in  all  classes  of  construction  work,  es- 
pecially pulp  and  paper  mills  and  equipment. 
At  present  chief  draftsman  for  a  prominent  Pulp 
&  Paper  Co.  Apply  Box  267,  Contract  Record, 
Toronto.  23-27 


Notice  to  Contractors 


Sealed  tenders,  addressed  to  the  Town  Clerk, 
will  be  received  by  the  Council  of  the  Town  of 
Burlington,  until  6  p.m.  on  Tuesday,  July  6th, 
1920,  for  approximately  one-half  mile  of  sanitary 
sewer  construction.  Also  3800  lineal  feet  of  pave- 
ment, 24  feet  wide,  on  broken  stone  base  with 
concrete  curbs. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  Town  Clerk,  Burlington,  or  at  the 
Engineers'   Office,  Toronto. 

No  tender  necessarily  accepted. 

E.  H.  CLEAVER,  Esq.,  Mayor. 

J.  S.  ALLEN,  Esq.,  Town  Clerk. 

W.   BRIDGMAN,  Esq., 

Chairman,  Sewer  Committee. 


25-26 


CHIPMAN   &  POWER,  Engineers. 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  separate  sealed  tenders,  marked 
"Tender  for  Contract  No.  92,"  will  be  received 
by  the  undersigned  until  twelve  o'clock  noon  on 
Tuesday,  July  6th,  1920,  for  earthwork  and  other 
necessary  work  on  the  Provincial  Highway  in 
the  Township  of  Tyendinaga. 

Specifications  and  forms  of  tender  may  be  seen 
on  and  after  Tuesday,  June  15th,  1920,  at  the 
office  of  the  Resident  Engineer,  Napanee,  and 
at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  o  fthe  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways 

Department  of  Public  Highways, 

Toronto,  June  15th,  1920.  25 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  separate  sealed  tenders,  marked 
"Tender  for  Contract  No.  91,"  will  be  received 
by  the  undersigned  until  twelve  o'clock  noxn 
on  Tuesday,  July  6th,  1920,  for  earthwork  and 
other  necessary  work  on  the  Provincial  Highway 
in  the  Township  of  Cramahe. 

Specifications  and  forms  of  tender  may  be  seen 
on  and  after  Tuesday,  June  15th,  1920,  at  the 
office  of  the  Resident  Engineer,  Port  Hope,  and 
at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Pubjic  Works  and  Highways,  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  he  required 
when   contract   is  signed. 

The  lowest  or  any  tender  not  necessarily 
accepted  . 

W.  A.  McLKAN, 
Deputy  Minister  of  Highways. 

Department   of   Public  Highways. 
Toronto,  June  15th,  1920. 


25 


08 


Concrete  Road  and  Bridge 


Sealed  tenders  will  be  received  by  Mr.  J.  R. 
McNeillie,  County  Clerk,  Grimsby,  up  to  11  a.m. 
on  Friday,  July  2nd,  for  the  construction  of  a 
concrete  road  and  sidewalk  400  ft.  long  in  the 
village  of  Coboconk,  and  also  for  the  construc- 
tion of  a  concrete  bridge  at  Victoria  Road  for 
the  County  of  Victoria. 

For  plans  and  specifications  apply  to  Mr. 
McNeillie,  or  the  engineer,  A.  W.  Connor,  34  Vic- 
toria St.,  Toronto.  25-20 


Trunk  Sewer 


City  of  Niagara  Falls,  Canada 


EXTENSION  OF  TIME 


Sealed  tenders  will  be  received  by  W.  J. 
Seymour,  Esq.,  City  Clerk,  on  and  until  4  p.m. 
on  Tuesday,  29th  inst.,  for  the  construction  of 
approximately  8,130  feet  of  large  rectangular 
Trunk  Sewer  in  concrete.  This  work  will  be  one 
contract  and  the  contractor  must  be  equipped 
to  construct  two  sections  at  the  same  time.  A 
large  part  of  the  excavations  will  be  in  rock 
and  the  work  will  include  Interceptor,  Relief 
outfit,  Manholes,  Castings,  Reinforcing,  etc., 
complete. 

Plans  and  specifications,  tender  forms,  and 
all  information  may  be  obtained  at  City  Engi- 
neer's office — Specifications  may  be  had  on 
Thursday,   10th  inst. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. A  marked  check  valued  at  10  per  cent, 
of  the  total  cost  of  Tender  must  be  deposited 
with  tender. 

WM.    COLE,  Chairman, 

Sewer  Committee. 

D.   T.    BLACK,   City  Engineer. 
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Sealed  tenders,  addressed  to  the  undersigned, 
and  endorsed  "Tender  for  Addition  to  Printing 
Bureau,  Ottawa,  Ont.",  will  be  received  until 
12  o'clock  noon,  Tuesday,  July  13,  1920,  for 
the  construction  of  alterations  and  additions  over 
the  boiler  room  of  the  Printing  Bureau,  Ottawa, 
Ont. 

Plans  and  Specifications  can  be  seen  and  forms 
of  tender  obtained  at  the  offices  of  the  Chief 
Architect,  Department  of  Public  Works,  Otta- 
wa, the  Overseer  of  Dominion  Buildings,  Central 
Post  Office,  Montreal,  P.Q.,  and  the  Builders' 
Exchange,  Montreal. 

Tenders  will  not  be  considered  unless  made 
on  the  forms  supplied  by  the  Department  and  in 
accordance  with  the  conditions  set  forth  therein. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank  payable  to 
the  order  of  the  Minister  of  Public  Works,  equal 
to  10  per  cent,  of  the  amount  of  the  tender. 
War  Loan  Bonds  of  the  Dominion  will  also  be 
accepted  as  security,  or  war  bonds  and  cheques 
if  required  to  make  up  an  odd  amount. 

By  order, 

R.  C.  DESROCHERS, 

Secretary. 

Department  of  Public  Works, 

Ottawa,  June  21,  1920.  25-26 


IDLE  EQUIPMENT 

What  is  the  depreciation  and  storage  charges 
on  some  of  your  equipment?  Perhaps  it  is  pretty 
heavy  when  you  figure  it  out.  You  have,  no 
doubt,  some  machinery  that  you  cannot  use  your- 
self at  the  present.  Some  other  engineer  or  con- 
tractor will,  perhaps,  be  willing  to  pay  you  a 
high  price  for  such  machinery  for  a  rush  job. 
Use  the  Contract  Record  Tender  and  For  Sale 
Department  to  your  advantage — the  cost  is  small. 

24-t.f. 


CONTRACTOR'S  ACCOUNTANT  open  for 
engagement.  20  years'  experience  in  contract- 
ing, general  office  work  and  cost  department — 
also  paymaster.  Box  275,  Contract  Record,  To- 
ronto. 24-27 
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Board  of  Education 

TORONTO 


Sealed  tenders,  addressed  to  the  Business  Ad- 
ministrator and  Secretary-Treasurer,  Board  of 
Education,  Administration  Building,  155  College 
Street,  endorsed  with  the  word  "Tender,"  also 
with  the  name  of  the  School  building  and  trade 
to  which  it  relates,  will  be  received  until 

Wednesday,  July  7th,  1920, 

for 

ALL  TRADES 

Required  for  Addition  to 

DEWSON  STREET  SCHOOL 

Specifications  may  be  seen  and  all  information 
obtained  at  the  office  of  the  Architect,  Mr.  Wm. 
F.  Sparling  &  Co.,  University  Avenue,  Tele- 
phone Adel.  177. 

Each  tender  will  be  subject  to  the  By-laws  and 
Regulations  of  the  Board,  and  must  be  accom- 
panied with  an  accepted  bank  cheque  for  five 
per  cent,  of  the  amount  of  tender  or  its  equiva- 
lent in  cash,  applying  to  said  tender  only. 

In  all  tenders  over  $200.00  and  less  than  $4, 
000.00  a  surety  bond  by  two  sureties,  each  for 
quarter  of  the  amount,  is  required,  and  for  $4,- 
000.00  and  upwards  the  bond  must  be  approved 
by  a  Guarantee  Company  or  Victory  Bonds,  for 
half  the  amount  of  tender. 

All  tenders  must  be  for  separate  trades,  as 
per  specifications,  except  when  for  bulk  tender 
on  all  trades,  and  contractors  must  attach  list 
of  sub-contractors. 

Tenders  must  be  in  the  hands  of  the  Business 
Administrator  and  Secretary-Treasurer,  Admin- 
istration Building,  155  College  Street,  not  later 
than  4  o'clock  p.m.,  on  the  day  named,  after 
which  no  tender  will  be  received. 

The  lowest  or  any  tender  will  not  neces- 
sarily be  accepted. 

W.  W.  PEARSE, 

Business  Administrator 
and  Secretary-Treasurer. 

john  McClelland, 

25  Chairman  of  Property  Committee. 

EQUIPMENT 
FOR  SALE 


1—  Marion  Model  20  V/A  yd.  dipper 
railroad  Steam  Shovel. 

20 — 3  yd.  Two  Way  Dump  Cars,  3 
ft.  gauge. 

2 —  Davenport  9  x  14  Saddle  Tank- 
Locomotives,  36  in.  gauge. 

70    Ton  of  56  lb.  Rail. 
1— yA  yd.  Clam  Shell  Bucket. 
Beatty  make. 

1 — 9  x  12  3-Drum  Steam  Hoist  for 
Clam  Shell.  Swingers  attached. 

1 — Small  Gasoline  Engine. 

1 — Large  Ten  Foot  Diameter 
Wooden  Water  Tank. 

The  above  can  be  inspected 
at  Ottawa,  Ont. 

O'LEARY  BROTHERS 

OTTAWA 

25 


For  Sale 

Hydro-Electric  Elevator  Machinery,  compris- 
ing one  10  H.P.  Motor,  Triplex  Pumps,  "Mason" 
Regulator  and  pilot  valve,  hydraulic  pressure 
and  open  tanks,  cylinder  and  piston,  3  in.  pip- 
ing and  gate  valves,  sheaves  and  cables ;  the 
whole  complete  with  accessories.  Now  in  use 
and  capable  of  developing  a  pressure  of  90  lbs. 
Apply  :— 

ESTATE  WILSON, 

43  Place  d'Armes  Hill, 
25  Montreal,  Que. 
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To  Builders  and  Contractors ! 

Offer  Wanted  for 

FREIGHT  ELEVATOR  (Otis) 

Can  be  Seen  at 

4  Queen  Street  East,  Toronto 

Must  be  Sold  Promptly 

Young's  Lunch,  Limited 

25 


Wanted 

A    quantity  of    bricks,    lumber,    mill  work, 

shingles,  and  cement  for  the  erection  of  100 
houses. 

Apply,   with  particulars, 

H.  BRYAN  GILBERT,  General  Manager, 
Border  Housing  Co., 
23-24      ,  Walkerville,  Ontario. 


WANTED — Engineer  for  the  City  of  Brant- 
ford,  with  Municipal  experience.  Must  be  thor- 
oughly qualified  and  in  possession  of  P.  L.  S. 
Certificate.  Population  of  Brantford  33,000. 
State  salary  expected. 

Applications  to  be  addressed  to  the  Chairman 
of  the  Board  of  Works,  in  care  of  H.  F.  Leon- 
ard, City  Clerk,  Brantford.  24-26 


A  Service  to  the  Profession 

Every  man.  wishing  to  tender  must  first  see  the 
plans  and  specifications. 

If  the  plans  are  in  Montreal  and  he  is  in 
Vancouver  the  inspection  is  a  problem.  We, 
however,  with  your  assistance,  are  able  to  solve 
it.  Place  them  on  file  at  any  or  all  of  the  offices 
of  the  "Contract  Record"  throughout  the  Do- 
minion. 

Contractors,  engineers  and  allied  manufactur- 
ers read  the  "Contract  Record,"  for  it  is  the 
only  logical  publicity  medium  for  the  announce- 
ment of  Tenders  Wanted. 

Send  us  your  plans,  hey  will  receive  the  best 
of  care. 

A  room  is  reserved  in  each  of  our  offices  for 
the  examination  of  your  plans  by  possible  bid- 
ders. 

Contract  Record   &    Engineering  Review: 

TORONTO— 349  Adelaide  Street  West. 
MONTREAL — 119  Board  of  Trade  Building. 
WINNIPEG— Electric  Railway  Chambers. 
VANCOUVER— Winch  Building.  25-28 


Late  News 

Broughdale,  Ont. 

School  Trustees  awarded  general  con- 
tract erecting  school  costing  $14,500  to 
J.  Moran,  923  Maitland  St.,  London. 

Cap  de  la  Madeleine,  Que. 

Rabbe  Laroche,  Pont  St.  Maurice, 
placed  the  general  contract  erecting  resi- 
dence costing  $8,000  with  Jos.  Boisvert, 
37  DesCommissaires,  Three  Rivers. 

Halifax,  N.  S. 

Ross  &  MacDonald,  architects,  1  Bel- 
mont St.,  Montreal,  Que.,  are  preparing 
plans  for  erection  of  wor  hsop  costing 
$25,000  for  Canadian  Institute  for  Blind. 

Kentville,  N.  S. 

Herbert  Oyler  contemplates  the  erec- 
tion of  large  warehouse. 

Lindsay,  Ont. 

Mr.  Laurie,  architect,  is  preparing  plans 
for  erection  of  costing  $12,000  for  Dr.  J. 
Ross,  Francis  St. 

London,  Ont. 

W.  G.  Murray,  architect,  Dominion 
Savings  Bldg.,  will  prepare  plans  for 
apartments  to  be  erected  at  a  cost  of 
$8,000  for  R.  C.  Ecert,  434  Queen's  Ave. 

Ottawa,  Ont. 

H.  Atchison,  Fifth  Ave.,  awarded  gen- 
eral contract  erecting  residence  costing 
$8,000  to  Cowie  ft  Mose,  50  Craig  St. 
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Business  Buildings  and  Indus- 
trial Plants 

Continued  from  page  65 

Dshawa,  Ont. 

T.  Kinnear  &  Sons,  47  Front  E.,  To- 
ronto, contemplate  the  erection  of 
wholesale  grocery  store  here  costing 
$20,000. 

Quesnelle,  B.  C. 

Cariboo  Creamery  Association  are 
erecting  creamery  to  cost  $25,000.  Man- 
ager, J.  M.  Yorston,  M.L.A. 

Saskatoon,  Sask. 

David  Webster,  architect,  213  C.  P.  R. 
Bldg.,  is  preparing  plans  for  improve- 
ments to  cafe  costing  $15,000  for  Savoy 
Cafe  Co.,  21st  St. 

Star  City,  Sask. 

E.  O.  White  is  erecting  store. 

Stratford,  Ont. 

F.  H.  Holman,  architect,  Beacon  Bldg., 
is  preparing  plans  for  erection  of  factory 
for  Stratford  Flax  Co. 

Toronto,  Ont. 

Da  vies  &  Allen,  37  Boon  Ave ,  are 
erecting  store  and  apartments  and  garage 
costing  $10,000. 

Ford  Motor  Co.  of  Canada,  672  Du- 
pont  St.,  have  purchased  site  adjacent  to 
present  plant  and  plan  to  erect  new  ware- 
house and  assembling  rooms. 

Baines  &  David  Ltd.,  98  Esplanade  E., 
plan  to  erect  addition  to  warehouse  cost- 
ing $8,000. 

Lion  Woolen  &  Silk  Co.,  101  Dundas 
W.,  plan  to  make  alterations  to  three 
stores  costing  $9,000. 

Smith  &  Wright,  architects,  69  Baby 
Point  Cres.,  will  receive  tenders  for  ex- 
cavating required  in  the  erection  of  busi- 
ness block  to  cost  $50,000.  Tenders  for 
balance  of  trades  will  be  called  in  one 
week. 

Doan  &  Charles,  383  Sorauren  Ave., 
will  receive  tenders  for  construction  of 
coal  elevators,  etc. 

National  Show  Case  Co.,  93  Richmond 
W.,  plan  to  make  alterations  to  factory 
costing  $5,000. 

Vernon,  B.  C. 

Vernon  Fruit  Union  will  call  tenders 
soon  for  extensions  to  building.  Archi- 
tect, O.  B.  Hatchard,  Vernon. 

Okanagan  United  Growers  By-Pro- 
ducts  Ltd.,  Vernon,  have  started  work  on 
erection  of  cannery  and  evaporating 
plant;  cost,  $22,000.  Architects,  Messrs. 
Bell  &  Curtiss,  Vernon. 

Winnipeg,  Man. 

Aime  Bernard  &  E.  Lafleche,  5  Stan- 
dard Trust  Bldg.,  will  receive  tenders  for 
erection  of  garage  to  cost  $75,000. 

CONTRACTS  AWARDED 
Bawlf,  Alta. 

Harper  Construction  Co.  have  the  gen- 
eral contract  erecting  elevator  for  Quak- 
er Oats  Elevator  Co.,  Bawlf,  Alta. 

Cap  de  la  Madeleine,  Que. 

Jos.  Boisvert,  37  Des  Commissaires, 
Three  Rivers,  has  the  general  contract 
erecting  store  and  residence  costing  $12,- 
000  for  Damase  Lamontache. 

St.  Maurice  Paper  Co.  placed  the  gen- 
eral contract  erecting  grinding  mill  cost- 
ing $500,000  with  Geo.  D.  Fuller  Con- 


struction Co.,  285  Beaver  Hall  Hill,  Mon- 
treal. 

Clyde,  Alta. 

J.  Biggs,  Clyde,  has  the  general  con- 
tract erecting  oil  warehouse  and  tank  for 
Imperial  Oil  Co.,  Edmonton. 

Crabtree,  Que. 

Phileas  Dore,  Valleyfield,  has  the  gen- 
eral contract  erecting  two  warehouses 
costing  $6,700  for  Howard  Smith  Paper 
Co.,  138  McGill  St.,  Montreal. 

Delia,  Alta. 

J.  Hurst,  Calgary,  has  general  contract 
erecting  bank  building  for  Merchants 
Bank  of  Canada,  Montreal,  Que. 

Fast  End,  Sask. 

R.  X.  Wyatt,  505  Merchants  Bank 
Bldg.,  Winnipeg,  have  the  general  con- 
tract erecting  bank  building  costing  $16,- 
000  for  Merchants  Bank  of  Canada. 

Estevan,  Sask. 

Moore  &  McWilliams,  Regina,  have 
the  general  contract  erecting  warehouse, 
stables  and  garage  costing  $15,000  for 
Imperial  Oil  Co. 

Halifax,  N.  S. 

Brookfield  Construction  Co.,  Hollis 
St.,  have  the  general  contract  erecting 
addition  to  warehouse  costing  $15,000  for 
John  Tobin  &  Co.,  Upper  Water  St. 

Kirkton,  Ont. 

John  Johnston,  St.  Marys,  Ont.,  has 
general  contract  for  alterations  to  bank 
for  Molsons  Bank,  200  St.  James  St., 
Montreal,  Que. 

Kitchener,  Ont. 

A.  &  F.  Fisher,  114  Church  St.,  To- 
ronto, have  the  general  contract  altering 
store  into  electric  bakery  for  Nut  Krust 
Bakeries  Ltd.,  55  Bay  St ,  Toronto.  Cost, 
$7,000. 

London,  Ont. 

John  Hayman  &  Sons,  423  Wellington 
St.,  have  the  general  contract  erecting 
warehouse  costing  $20,000  for  Simmons 
Ltd.,  400  St.  Ambroise  St.,  Montreal. 

Bank  of  Montreal  awarded  general 
contract  erecting  bank  addition  to  John 
Putherborough,  272  Regent  St. 

Montreal,  Que. 

W.  M.  Irving,  264  Stanley  St.,  has  the 
general  contract  erecting  bank  and  man- 
ager's residence  for  Molsons  Bank. 

Ottawa,  Ont. . 

Taylor  &  Lackey,  90  Powell  Ave.,  have 
the  general  contract  erecting  warehouse 
for  Dominion  Express  Co.,  King  and 
Simcoe  Sts  ,  Toronto. 

Port  Elgin,  N.  B. 

J.  &  C.  Wichmen,  Dorchester,  N.  B., 
will  erect  store  and  residence  costing 
$20,000:  Carpentry,  A.  J.  Murray,  Pt.  El- 
gin, N.  B. 

Quebec,  Que. 

L.  H.  Peters  Ltd.,  Quebec,  have  the 
general  contract  for  alterations  to  bank 
for  Molsons  Bank,  200  St.  James  St., 
Montreal. 

Shaunavon,  Sask. 

Imperial  Oil  Co.  placed  the  general 
contract  erecting  warehouse,  stables  and 
garage  costing  $15,000  with  Moore  &  Mc- 
Williams, Regina. 

Sherbrooke,  Que. 

Sherbrooke  Construction  Co.,  St.  Fran- 


cis St.,  have  the  general  contract  erecting 
warehouse  costing  $5,000  for  Jos.  La- 
combe  &  Fils,  Inc.,  79-81  King  St.  W. 

St.  Boniface,  Man. 

Gunn  Construction  Co.,  317  Mclntyre 
Blk.,  Winnipeg,  have  the  general  con- 
tract erecting  packing  plant  costing  $100,- 
000  for  Farmers  Packing  Co.,  St.  Boni- 
face. 

Toronto,  Ont. 

Page  &  Co.,  Weston  Rd.,  have  the  gen- 
eral contract  erecting  addition  to  foun- 
dry for  John  T.  Hepborne  Ltd.,  12  Van 
Home  St. 

Norman  McLeod  Ltd.,  Kent  Bldg., 
have  the  general  contract  altering  build- 
ing into  bakery  and  offices  costing  $6,000 
for  Bake-Rite  Ltd.,  57  Colborne  St. 

Brown  &  Cooper  Ltd.,  297  Carlton  St., 
have  the  general  contract  erecting  fac- 
tory costing  $85,000  for  Sheet  Metal  Pro- 
ducts Co.,  199  River  St.:  Plumbing,  heat- 
ing and  sprinklers,  Bennett  &  Wright, 
72  Queen  E. 

Vancouver,  B.  C. 

S.  J.  Newitt,  954  17th  Ave.  W.,  has 
tht  general  contract  remodelling  ware- 
house for  Dominion  Canners  Ltd.,  315 
Front  St.  E.    Cost,  $10,000. 

Dixon  &  Murray,  615  Hastings  St.  W., 
have  the  general  contract  for  alterations 
to  store  costing  $5,500  for  Edwards  Bros. 

Bedford  Davidson,  1012  Broughton  St., 
has  the  general  contract  erecting  factory 
costing  $10,000  for  Pioneer  Auto  &  Car- 
riage Works,  912  Richards  St ,  Vancou- 
ver. 

Winnipeg.  Man. 

P.  C.  Peterson,  Johnson  Ave.,  has  the 
general  contract!  erecting  garage  costing 
$45,000  for  A.  Bright,  141  Bannatyne  Ave. 


Residences 

Amherstburg,  Ont. 

Robt.  Sinasac,  Leslies  Corners,  R.  R. 
No.  3,  Amherstburg,  is  erecting  resi- 
dence costing  $6,000  by  day  labor. 

Calgary,  Alta. 

Bungalow  Construction  Co.,  218  Al- 
berta Corner,  will  erect  two  residences 
costing  $10,000. 

Cap  de  la  Madeleine,  Que. 

Alfred  Beaumier  is  erecting  two  tene- 
ments costing  $6,000  by  day  labor. 

Dartmouth,  N.  S. 

Hugh  G.  Bauld,  architect,  St.  Paul 
Bldg.,  Halifax,  N.  S.,  is  preparing  plans 
for  residence  costing  $5,000  for  Leo. 
Wheaton,  97  Portland  St. 

Deer  Lodge,  Man. 

R.  D.  Colquette,  132  Arlington  St., 
Winnipeg,  will  erect  residence  costing 
$7,000. 

Fredericton,  N.  B. 

Tenders  closed  June  22nd  for  erection 
of  residences  for  Fredericton  Housing 
Board,  Board  of  Trade  Bldg.  Chairman, 
W.  T.  Chestnut. 
Grand  Mere,  Que. 

Laurentide  Co.,  Geo.  Cahoon  Jr.,  man- 
ager, are  erecting  residence  costing  $8,- 
000. 

Laurentide  Co.,  Geo.  Cahoon  Jr., 
manager,  are  erecting  two  semi-detach- 
ed residences  costing  $10,000  and  $12,- 
000  and  will  start  work  shortly  on  erec- 
tion of  third  to  cost  $10,000. 

Halifax,  N.  S. 

A.  E.  Priest,    architect,    58  Bedford 
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Row,  is  preparing  plans  for  flats  to  be 
erected  for  J.  W.  Langille,  11  Willow 
St.   Cost,  $11,000. 

J.  Nolen,  44  Kent  St.,  will  erect  resi- 
dence by  day  labor  costing  $5,000. 

Cox  &  Douglas,  119  Duncan  St.,  will 
erect  residence  costing  $5,000  by  day 
labor. 

Eastern  Investment  Corp.,  Cragg 
Bldg.,  will  erect  residence  costing  $10,- 
000  by  day  labor. 

Miss  M.  Sullivan,  Russell  St.,  will 
erect  residence  costing  $6,500  by  day 
labor. 

A.  E.  Priest,-  58  Bedford  Row,  is  pre- 
paring plans  for  residence  costing  $8,- 
000  for  Wm.  P.  Hopewell,  7  Parker  St. 

Hamilton,  Ont. 

J.  A.  Jones,  Station  6,  Burlington 
Beach,  is  erecting  residence  costing  $5,- 
000. 

La  Tuque,  Que. 

Ross  &  MacDonald,  architects,  1  Bel- 
mont St.,  Montreal,  are  preparing  plans 
for  residence  for  Brown  Corp.  Ltd. 

Mimico,  Ont. 

A.  Jackson,  Queens  Ave.,  is  erecting 
residence. 

A.  W.  Eyer,  Mimico  P.  O.,  contem- 
plates erection  of  residence  costing  $5,- 
000. 

H.  Stanficld,  New  Toronto  P.  O., 
plans  to  erect  residence. 

Moncton,  N.  B. 

C.  Redwood,  Highfield  St.,  is  erect- 
ing residence  costing  $7,000. 

W.  B.  Patterson,  Clovesdale  St.,  is 
erecting  double  residence  costing  $6,- 
500. 

Chas.  Somers,  Mullins  Corner,  plans 
to  erect  double  residence  costing  $8,- 
000. 

T.  &  A.  Bourque,  St.  George  St.,  are 
erecting  residence  costing  $5,200.  Con- 
templated: Five  single  residences  cost- 
ing $5,000  to  $6,000  each. 

Montreal,  Que. 

Deslauriers  &  Brunet,  406  Sherbrooke 
St.  E.,  are  erecting  three  residences  cost- 
ing $12,000  by  day  labor. 

F.  E.  Riopel,  733  Fourth  Ave.,  Mais- 
onneuve,  is  erecting  two  residences 
costing  $6,000  and  $9,000. 

E.  Prairie,  architect,  502  St.  Cather- 
ine St.  E.,  is  preparing  plans  for  erec- 
tion of  residence  for  Dr.  J.  A.  Archam- 
bault,  212  City  Hall  Ave. 

E.  Vallieres,  2528  Clarke  St.,  is  erect- 
ing residence  costing  $5,000. 

Jos.  P..  Tremblay,  293  Prudhomme 
Ave.,  N.D.G.,  is  erecting  two  residences 
costing  $8,000  each. 

Rancourt  Construction  Co.,  83  Craig 
St.  W.,  are  erecting  three  pairs  of  resi- 
dences costing  $14,000  each. 

Moose  Jaw,  Sask. 

T.  G.  Brown,  Brown's  Sash  &  Door 
Co.,  South  Hill,  Moose  Jaw,  will  erect 
two   residences   costing  $4,000  each. 

Ottawa,  Ont. 

Cowie  &  More,  50  Craig  St.,  are  erect- 
ing residence  costing  $7,500  by  day  lab- 
or. 

Outremont,  Que. 

E.  L.  Decheneaux,  1366  Evelyn  St., 
Verdun,  is  erecting  residence  costing 
$10,000. 

R.  Gariepy,  architect,  54  Notre  Dame 
St.,  E.,  Montreal,  is  preparing  plans  for 
residence  to  be  erected  for  W.  Myerson, 
650  St.  Lawrence  Blvd. 

Work  will  start  shortly  on  erection  of 
residence  costing  $14,000  for  W.  J.  King, 


2058  Hutchison  St.  Architects,  Audet  & 
Charbonneau,  194  Pare  G.  E.  Cartier, 
Montreal. 

Port  Washington,  B.  C. 

Leonard  P.  James,  architect,  Sayward 
Bldg.,  Victoria,  is  preparing  plans  for 
residence  to  be  erected  at  a  cost  of  $10,- 
000  for  Montague  W.  Bruce,  Victoria. 

Sherbrooke,  Que. 

Geo.  Acton,  84  Alexander  St.,  is 
making  alterations  to  residences  by  day 
labor.    Cost,  $7,000. 

St.   Catharines,  Ont. 

St.  Catharines  Housing  Co.,  Cham- 
ber of  Commerce,  contemplate  the  erec- 
tion of  50  residences  costing  $3,000  to 
$4,000  each.  Chairman,  E.  C.  Graves. 

St.  Charles,  Man. 

Mrs.  E.  Walton,  Davis  Rd.,  will  erect 
residence  costing  $5,000. 

Three  Rivers,  Que. 

Three  Rivers  Housing  Commission  has 
retained  Asselin  &  Denoncourt,  136  No- 
tre Dame  St.,  as  architects  in  connection 
with  the  housing  scheme. 

Toronto,  Ont. 

J.  Crang  &  Sons,  156  Oakwbod  Ave., 
contemplate  the  erection  of  100  resi- 
dences. 

York  Township  received  tenders 
until  June  23rd  for  supply  of  material 
and  erection  of  ten  detached  brick  resi- 
dences. Plans  at  office  of  Sec.  Housing 
Commission,  John  A.  Martin,  40  Jarvis 
St.,  Toronto. 

A.  Donaldson,  201  Chambers  Ave.,  is 
erecting  two  residences  costing  $3,500 
each. 

W.  J.  Fulger,  50  Boon  Ave.,  is  erect- 
ing reisdence  costing  $6,000. 

T.  Birch,  Lambton  Mills  P.  O.,  is 
erecting  residence  costing  $5,000. 

J.  Garland,  265  Harvie  Ave.,  is  erect- 
ing one  pair  of  residences  costing  $4,- 
000  each. 

Jas.  Davidson,  14  Ossington  Cres., 
plans  to  erect  residence  costing  $5,000. 

D.  <E.  McKee,  135  Boo*h  Ave.,  is 
erecting  residence  costing  $5,000. 

W.  Durnan,  104  Highfield  Rd.,  is 
erecting  residence  costing  $5,500. 

R.  G.  Smith,  870  Carlaw  Ave.,  is 
erecting  one  pair  of  residences  costing 
$3,500  each. 

R.  C.  Raynor,  114  Durie  St.,  plans  to 
erect  residence  costing  $7,500. 

Elliott  &  Brown,  132  Ellsworth  Ave., 
will  erect  two  bungalows  costing  $6,500 
each. 

F.  G.  Smart,  268  Beach  Ave.,  is  erect- 
ing one  pair  of  residences  costing  $4,000 
each. 

E.  J.  Scott,  76  Wineva  Ave.,  is  erect- 
ing one  pair  of  residences  costing  $4,- 
000  each. 

E.  Howard,  15  Beatrice  St.,  is  erect- 
ing residence  costing  $6,000. 

Jas.  MacDonald,  379  Lansdowne  Ave., 
plans  to  erect  two  bungalows  costing 
$6,000  each. 

^  W.  F.  Mainder  &  W.  H.  Hunter,  50 
Chicora  Ave.,  are  erecting  six  residences 
costing  $6,000  each. 

John  Robertson,  154  Albertus  Ave., 
plans  to  erect  residence  and  garage 
costing  $6,500. 

Parker  &  Hunter,  9  Prust  Ave.,  are 
erecting  one  pair  of  residences  costing 
$5,000  each. 


Wm.  Brant,  113  Hope  St.,  is  erecting 
residence  costing  $6,000. 

John  Arksey,  70  Hogarth  Ave.,  is 
erecting  bungalow  costing  $6,500. 

Geo.  Clark,  161  Lauder  Ave.,  is  erect- 
ing residence  costing  $8,500. 

Benner  &  Co.,  59  Wrenson  Rd.,  are 
erecting  three  residences  costing  $6,000 
each. 

Geo.  Urguhart,  20  Silverbirch  Ave.,  is 
erecting  residence  costing  $6,500. 

W.  G.  Caulfield,  5  Howard  Park  Ave., 
is  erecting  residence  costing  $7,500. 

Arthur  H.  Eadie,  architect,  12  Shir- 
ley St.,  will  receive  tenders  until  June 
26th  for  all  trades  required  in  erection 
of  residence  for  Jas.  Henderson.  Plans 
with  Contract  Record,  347  Adelaide  W. 

Walkerville,  Ont. 

H.  Bryant  Gilbert,  architect,  is  pre- 
paring plans  for  erection  of  100  resi- 
dences for  the  Border  City  Housing 
Co.,  Walkerville.  Plans  when  complet- 
ed may  be  seen  at  office  of  Contract 
Record,  349  Adelaide  St.  W.,  Toronto. 

Westmount,  Que. 

Tenders  closed  June  23rd  for  erection 
of  residence  to  cost  $20,000.  Architect, 
P.  J.  Turner,  241  Beaver  Hill,  Montreal. 

Windsor,  Ont. 

Humphrey  Jones,  101  London  St.  W., 
will  erect  7  residences  costing  $21,700. 

S.  E.  Looridge,  River  Front,  Ford 
City,  is  erecting  residence  costing  $7,000. 

Winnipeg,  Man. 

W.  Kirk  is  erecting  residence  on  S. 
W.  corner  of  Warsaw  and  Wentworth. 
Cost,  $6,000. 

G.  W.  Northwood,  617  Union  Bank 
Bldg.,  is  erecting  residence  costing  $6,- 
000. 

A.  Simpson  is  erecting  residence  cost- 
ing $8,500. 

J.  Kagar,  1032  Garfield  St.,  is  erect- 
ing two  residences  costing  $5,400  each. 

CONTRACTS  AWARDED 
Calgary,  Alta. 

A.  B.  Himmelman,  2416  Fifth  St.  W., 
has  the  general  contract  erecting  resi- 
dence costing  $14,000  for  Eric  Hornie, 
Alberta  Corner,  Calgary. 

Davidson,  Sask. 

Palmer  &  Galleymore  have  general 
contract  erecting  residence  costing  $5,- 
000  for  W.  F.  Cameron. 

Deer  Lodge,  Man. 

•  J.  Sheane,  Linwood  St.,  Deer  Lodge, 
has  the  general  contract  erecting  resi- 
dence costing  $7,500  for  J.  D.  Dickie,  504 
Sherburn  St.,  Winnipeg. 

Drummondville,  Que. 

Town  awarded  general  contract  erect- 
ing 6  residences  to  J.  A.  Nadeau. 

Edmonton,  Alta. 

J.  Merrick  has  general  contract  erect- 
ing residence  costing  $5,000  for  H.  Mer- 
rick, 12028  81st  St. 

Fort  Saskatchewan,  Alta. 

G.  H.  Gritner  has  the  general  con- 
tract erecting  residence  costing  $6,000 
for  A.  M.  Carscadden. 

Grand  Mere,  Que. 

Bellefeuille  &  Trepanier  Ltd.,  St. 
Francois  Xavier.  Three  Rivers,  have  the 
general  contract  erecting  15  workmen's 
residences  costing  $4,000  each  for  La 
Compagnie  de  Lodgment  Ouvrier  de 
Grand  Mere. 

Halifax,  N.  S. 

M.  A.  Hilchey,  48  Allen  St.,  has  the 
general  contract  erecting  two  residences 
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BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglis  Company,  Limited 

WRITE  FOR  PRICES  AND  SPECIFICATIONS 


THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative: 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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costing  $11,000  each  for  Geo.  A.  Cox, 
Simpson  Bldg. 

F.  S.  McLellan  has  the  general  con- 
tract erecting  residence  costing  $8,000 
for  R.  P.  Freeman,  26  Vernon  St. 

J  H.  Baltzer,  30  Jennings  St.,  has  the 
general  contract  erecting  residence  cost- 
ing $10,000  for  K.  H.  Smith,  17  College 
St.  * 

Lethbridge,  Alta. 

XV.  H.  Fettei  has  the  general  con- 
tract erecting  residence  and  garage  cost- 
ing $5,500  for  Geo.  H.  Heath,  1502  Sixth 
Ave.  S. 

London,  Ont. 

James  Hendry,  21  Vauxhall  St.,  has 
the  general  contract  remodelling  resi- 
dence into  apartments  at  a  cost  of  $10,- 
000  for  P.  Murphy,  Grand  Ave. 

Mimico,  Ont. 

C.  B.  Showier,  care  H.  R.  Watson, 
architect,  907  Excelsior  Life  Bldg.,  To- 
ronto, placed  general  contract  erecting 
residence  costing  $8,000  with  C.  E.  Ring 
&  Co.,  18  Toronto  St.,  Toronto. 

Moncton,   N.  B. 

C.  T.  Berry,  Fownes  St.,  has  the  gen- 
eral contract,  masonry  and  carpentry 
on  erection  of  residence  costing  $5,500 
for  E.  Carpenter,   Enterprise  St. 

Tillman  LeBlanc,  Lakeburn,  has  the 
general  contract  erecting  residence  cost- 
ing $6,500  for  E.  Bourgeois,  Main  and 
Ratison  St. 

A.  D.  Melanson,  Lutz  St.,  has  the 
general  contract,  etc.,  erecting  residence 
costing  $7,000  for  Miss  Irene  Leforest, 
Bonnacord  and   Campbell  St. 

Mrs.  Philip  White,  894  Main  St., 
awarded  general  contract,  etc.,  for  erec- 
tion of  double  residence  costing  $6,000 
to  Tillman  LeBlanc,  Lakeburn  St. 

Philias  Cormier,  Cornell  St.,  placed 
general  contract  erecting  double  resi- 
dence costing  $8,000  with  Camille  Rich- 
ards. 

Tillman  LeBlanc,  Lakeburn  St.,  has 
the  general  contract  erecting  three  resi- 
dences costing  $6,000  each  for  Oliver 
Dupres,  corner  Main  and  Bonnacord  St. 

Montreal,  Que. 

Nicholson  Construction  Co ,  950  St. 
Catherine  St.  W.,  have  the  general  con- 
tract for  alterations  to  residence  cost- 
ing $30,000  for  J.  K.  L.  Ross,  355  Peel 
St. 

B.  Despatie,  3315  Christophe-Colomb, 
has  the  general  contract  for  alterations 
to  residence  costing  $8,000  for  A.  F. 
Dechaux,  647  Montcalm  St. 

Niagara  Falls,  Ont. 

A.  Smith,  Stamford,  Ont.;  has)  the 
general  contract  erecting  residence  cost- 
ing $8,500  for  N.  Fielding,  McNally 
Block,  Queen  St. 

North  Bay,  Ont. 

J.  H.  Marceau,  241  First  Ave.  W.,  has 
the  general  contract,  masonry,  carpen- 
try, roofing,  plastering  and  painting  for 
priest's  residence  costing  $20,000  for 
French  R.  C.  Congregation. 

St.  Louis  de  Champlain,  Que. 

L.  L.  Demontigny  has  the  general 
contract  erecting  boarding  houses  cost- 
ing $10,000  for  St.  Maurice  Lime  Co.,  St. 
Louis  de  France. 

Sturgeon  Creek,  Man. 

City  &  District  Land  Co.,  McArthur 
Bldg.,  Winnipeg,  have  general  contract 
erecting  residence  costing  $5,400  for  C. 
H.  Hoot,  care  Ford  Motor  Co.,  Portage 
Ave,   Winnipeg,   and   residence  costing 


$6,600  for  M.  L.  Burrell,  501  Furby  St., 
Winnipeg. 

Sydney,  N.  S. 

J.  W.  Stephens  has  the  general  con- 
tract erecting  residence  costing  $6,000 
for  A.  D.  Mcintyre,  care  Mclntyre  Bros. 

Toronto,  Ont. 

Wm.  Warwick,  care  architects,  Craig 
&  Madill,  707  Yonge  St.,  is  erecting 
residence  costing  $15,000:  Masonry,  W. 
S.  Saunders,  2357  Yonge  St.;  carpentry, 
John  Tait,  58  Manor  Rd. 

T.  S.  Graham,  139  Colbeck  Ave.,  has 
the  general  contract  erecting  residence 
costing  $7,500. 

Chas.  G.  Lewis,  Willowdale,  has  the 
general  contract  erecting  bungalow 
costing  $15,000  for  Mrs.  W.  Hannah, 
care  Mr.  Lewis. 

Harry  Jennings,  49  St.  Clair  Ave.  W., 
has  the  general  contract  erecting  duplex 
residence  costing  $15,000  for  Dr.  C.  S. 
Morton. 

Vancouver,  B.  C. 

Blackley  &  Co.,  332  Robson  St.,  have 
general  contract  erecting  residence  cost- 
ing $15,000  for  D.  Rector,  470  Granville 
St. 

Addition  to  residence  costing  $28,0u0 
for  Albert  Tulk,  3689  Selkirk,  Vancou- 
ver: General  contract,  John  Sinclair, 
West  Vancouver;  tile  work,  T.  Darling- 
ton, 1632  16th  Ave.  E.;  carpentry  and 
millwork,  Robertson  &  Hackett,  1550 
Granville  St. 

Dr.  C.  H.  Vrooman,  Rotary  Clinic, 
Beatty  St.,  awarded  general  contract 
erecting  residence  costing  $10,000  to 
Rogers  Bros.  &  Sinclair,  General  De- 
livery, Vancouver. 

H."  J.  Perrin,  509  Richards  St.,  placed 
the  general  contract  erecting  residence 
costing  $10,000  with  Rogers  Bros.  & 
Sinclair,  General   Delivery,  Vancouver. 

Victoria,  B.  C. 

H.  F.  Bullen,  908  St.  Charles  St.. 
placed  the  general  contract  erecting 
residence  costing  $30,000  with  P.  Mc- 
Kechnie,  2358  Cadboro  Bay  Rd.  Archi- 
tect, Leonard  P.  James,  Sayward  Bldg. 

Windsor,  Ont. 

Border  Cities  Co.,  1  Ouellette  Ave., 
tiave  the  general  contract  erecting  resi- 
dence costing  $5,000  for  John  Morgan, 
227  Windsor  Ave.,  and  residence  costing 
$5,000  for  Burton  Morgan,  227  Windsor 
Ave. 


Power  Plants,  Electricity  and 
Telephones 

Fort  Saskatchewan,  Alta. 

By-law  passed  authorizing  an  electric 
lighting  system  for  Town  Clerk,  H.  F. 
Greenwood. 

Montreal,  Que. 

Tenders  closed  for  erection  of  power 
house  for  Berliner  Gram-o-phone  Co., 
St.  Antoine  St.  Engineer,  J.  M.  Robin- 
son. 

St.  Michel  des  Saints,  Que. 

Town  will  receive  tenders  for  instal- 
lation of  electric  lighting  system,  power 
to  be  supplied  by  Town's  water  power 
plant.    Secy.-treas.,  Leandre  Menard. 

Vancouver,  B.  C. 

W.  R.  Bonnycastle,  architect,  1950 
Haro  St.,  is  preparing  plans  for  power 
house  to  be  constructed  at  a  cost  of 
:v!0,000,000  for  Bridge  River  Power  Co., 
Vancouver.  Scheme  comprises  develop- 
ment of  6  power  units  at  $5,000,000  each, 
and  development  of  400,000  h.p. 


Winnipeg,  Man. 

C.  J.  Brown,  city  clerk,  will  receive 
tenders  until  June  28th  for  supply  and 
delivery  f.o.b.  Winnipeg,  of  5,000  suspen- 
sion type  insulator  units.  Specifications 
with  City  Light  &  Power  Dept.,  54  King 
St.,  Winnipeg. 

J.  M.  Leamy,  of  the  Manitoba  Power 
Commission,  Winnipeg,  will  receive  ten- 
ders until  noon,  July  7th,  for  construc- 
tion of  power  house  at  Virden,  Man., 
supply  of  3-phase,  2300-volt  generators 
and  switching  equipment,  and  supply  of 
two  Semi-Diesel  engines  for  direct  con- 
nection to  A.  C.  generator.  Specifica- 
tions with  Chief  Engineer,  New  Pari. 
Bldgs.,  Winnipeg. 

CONTRACTS  AWARDED 

Dinsmore,  Sask. 

J.  A.  McKenzie,  Regina,  has  the  gen- 
eral contract  for  extension  to  telephone 
system  costing  $17,600  for  Dinsmore 
Rural  Telephone  Co. 

Le  Ross,  Sask. 

LeRoss  Rural  Telephone  Co.  placed 
the  general  contract  constructing  ex- 
tension to  telephone  system  costing  $19,- 
000  for  R.  O.  Berwick  Ltd.,  67  Western 
'I  rust  Bldg.,  Regina. 

Neudorf,  Sask. 

Armbruster  Telephone  Co.  awarded 
general  contract  for  telephoning  system 
costing  $5,700  to  R.  McLeod,  Donahue 
Bldg.,  Regina. 

Verigin,  Sask. 

Geo.  Foley  &  Sons  Ltd.,  Saskatoon, 
have  the  general  contract  for  telephone 
extensions'  costing  $30,250  for  Vengin 
Rural  Telephone  Co. 


Miscellaneous 

Ottawa,  Ont. 

R.  C.  Desrochers,  Secy.  Dominion 
Dept.  Public  Works,  will  receive  ten- 
ders until  July  5th  for  construction  of 
Poultry  Office  Building  at  Central  Ex- 
perimental Farm.  Plans  at  offices  of 
Chief  Architect,  Public  Works  Dept., 
and  Dept.  Public  Works,  Dominion  Ob- 
servatory,   Experimental  Farm. 

Dominion  Government  R.  C.  M.  Pol- 
ice will  have  plans  prepared  for  erec- 
tion here  of  barracks,  stables,  etc. 

Toronto,  Ont. 

The  Toronto  Skating  Club  contem- 
plate the  construction  of  artificial  ice 
rink  and  club  house.  President,  Lt.-Col. 
A.  E.  Kirkpatrick,  Excelsior  Life  Bldg. 

CONTRACTS  AWARDED 
Burlington,  Ont. 

H.  C.  Cuttriss,  Burlington,  has  the 
general  contract  erecting  gasoline  sup- 
ply station  costing  $10,000  for  Consum- 
ers Gasoline  Supply  Co.,  542  St.  Clair 
Ave.  W.,  Toronto. 


Fires 

Erindale,  Ont. 

Fire  destroyed  dairy  barns  and  resi- 
dence of  Price  Bros.,  barn  of  Wm.  Coop- 
er and  barn  of  John  Mclllwrich,  Streets- 
ville.   Total  loss,  $50,000. 

Mattagami  River,  Ont. 

Mr.  McChesney  has  started  work  by 
day  labor  on  rebuilding  of  sawmill  re- 
cently destroyed  by  fire.  Cost,  $10,000. 

Montmagny,  Que. 

Fire  destroyed  saw  mill  of  Price 
Bros.,  56  St.  Peter  St.,  Quebec.  Loss, 
$100,000. 
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Burlington  Steel 
Co.,  Ltd. 

Hamilton,  Canada 

STEEL  BARS 

For 

Concrete  Reinforcing 


THE  MOST  IMPORTANT  FACTOR  IN 
CONCRETE  REINFORCEMENT  IS  THE 
TENSILE  STRENGTH  AND  ELASTIC 
LIMIT  OF  THE  REINFORCING  BAR. 

OTHER  THINGS  BEING  EQUAL, 
STEEL  HAVING  THE  HIGHEST  ELAS- 
TIC LIMIT,  OR  YIELD  POINT,  WILL  BE 
THE  MOST  SATISFACTORY  FOR  REIN- 
FORCEMENT. WHEN  UNDER  STRAIN, 
AS  SOON  AS  THE  ELASTIC  LIMIT  OF 
ANY  REINFORCING  BAR  IS  REACHED, 
THE  METAL  STRETCHES,  RAPIDLY 
DECREASING  IN  SECTION,  DRAWING 
LOOSE  FROM  THE  CONCRETE,  AND 
DESTROYING  THE  MONOLITHIC  BOND 
EXISTING  BEFORE  THIS  POINT  IS 
REACHED.  THEREFORE,  THE  SAFETY 
OF  THE  ENTIRE  CONSTRUCTION  IS  IN 
DIRECT  PROPORTION  TO  THE  ELAS- 
TIC LIMIT  OF  THE  STEEL  USED. 

THE  ELASTIC  LIMIT  OF  RAIL  CAR- 
BON STEEL  IS  50,000  TO  60,000  POUNDS 
PER  SQUARE  INCH,  EITHER  TWISTED 


OR  PLAIN,  AS  COMPARED  WITH  AN 
ELASTIC  LIMIT  OF  25,000  TO  30,000 
POUNDS  IN  SOFT  STEEL. 

THAT'S  WHY  RAIL  CARBON  STEEL, 
WITH  ITS  80,000  POUNDS  MINIMUM 
TENSILE  STRENGTH,  IS  RECOMMEND- 
ED AS  BEING  FAR  SUPERIOR  FOR  ALL 
KINDS  OF  REINFORCED  CONCRETE 
WORK. 

AT  OUR  HAMILTON,  ONT.,  WORKS 
WE  BUY  SELECT  RAILS,  AND  ROLL 
THEM  INTO  RAIL  CARBON  STEEL  RE- 
INFORCING BARS  IN  A  PLANT  WHICH 
IS  THE  EMBODIMENT  OF  THE  LATEST 
THOUGHT  AND  PRACTICE. 

THESE  BARS  CAN  BE  SUPPLIED 
FROM  STOCK  IN  VARIOUS  SIZES. 
LENGTHS.  AND  SHAPES.  WE  CAN 
ALSO  ROLL  SPECIAL  SHAPES  AND 
SIZES  TO  FIT  YOUR  PARTICULAR  RE- 
QUIREMENTS. 


Bars  bent  to  shape  for  Beams 
Stirrups,  Etc. 

Prompt  Shipment 
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Relief  Sewers  Recommended  for  Spring- 
field, Mass. 

In  a  report  recently  submitted  to  Rob- 
ert P.  Marsh,  superintendent  of  streets 
and  engineering,  Springfield,  Mass.,  up- 
on the  sewerage  and  drainage  of  a  por- 
tion of  the  city  of  Springfield,  Metcalf 
&  Eddy,  consulting  engineers,  Boston, 
recommend  relief  sewers  for  a  large 
part  of  the  most  densely  built  up  sec- 
tion of  the  city,  and  submit  a  five-year 
program  of  construction  designed  to  re- 
lieve at  the  end  of  that  period  the  pre- 
sent defficiency  in  sewer  capacity.  For 
the  initial  estimates  cost  figures  for  1909 
were  taken,  as  explained  further  on. 

The  city  is  sewered  mainly  on  the 
combined  ^system  and  several  of  the 
sewers  have  been  extended  back  from 
the  river  considerably  beyond  the  lim- 
its of  the  area  naturally  draining  through 
them.  The  material  increase  in  area 
thus  made  tributary  together  with  the 
more  complete  development  of  the 
densely  built  up  portions  of  the  city, 
has  resulted  in  frequent  flooding  of 
streets  and  some  basements  in  parts  of 
the  city.  It  is  found,  too,  that  rainfalls 
of  higher  intensity  than  was  supposed 
at  the  time  the  present  sewers  were 
planned  occur  in  Springfield  with  some 
frequency.  A  26-year  record  of  a  re- 
cording  gauge   was   available   and  the 


THE  CANADIAN 

SURETY  CO. 
CONTRACT BONDS 

Automobile,    Burglary,   Plate  Glass 
Insurance 

Head  Office :  26  Wellington  Street  E. 
TORONTO 

Branch  Offices: 
Montreal  Toronto  Winnipeg 

Maximum  Service.     Minimum  Cost. 


United  States  Fidelity 
and  Guaranty  Co. 

The  Merchant 
of  Venice 

SHAKESPEARE,  if  he  were 
writing  to-day,  would  not  make 
Antonio  act  as  surety  for  his 
friend — but  would  have  sent  him 
to  our  nearest  Agent  to  procure 
his  contract  bond  from  our  Com- 
pany, because  Shakespeare  was  a 
very  wise  man  and  would  have  been 
the  first  to  recognize  the  good  ser- 
vice we  render  contractors. 

See  our  Agent  in  your  own  town, 
or  write  for  particulars  to  our 
Canadian  Head  Office: 

36  Toronto  Street,  Toronto. 

UNITED  STATES  FIDELITY  AND 
GUARANTY  CO. 

Two  Million*  invested  in  Canada. 


results  which  were  analyzed  in  detail 
show  rainfall  frequency  curves  corres- 
ponding closely  with  those  from  New 
York  City  and  materially  higher  than 
those  for  Boston. 

A  portion  of  the  recommendations  were 
submitted  during  1919  in  a  progress  re- 
port and  the  principal  drains  recom- 
mended at  that  time  as  most  urgently 
required  were  built  during  that  year. 
In  order  to  base  the  cost  estimates  up- 
on the  same  unit  figures,  all  of  which 
must  be  revised  year  by  year  before 
undertaking  any  part  of  the  program, 
all  the  estimates  submitted  were  based 
on  prices  prevalent  in  Springfield  in 
1909.  No  attempt  was  made  to  include 
the  cost  of  cutting  and  restoring  street 
pavement  or  of  meeting  spedfll  and 
unusual  difficulties  in  particular  localit- 
ies where  detailed  local  knowledge  is 
necessary  to  an  intelligent  estimate.  The 
estimates  submitted  amounted  to  $874,- 
000  on  the  above  basis,  of  which  $36,000 
was  indicated  for  1919  construction.  The 
amount  suggested  for  succeeding  years 
ranged  from  $133,000  to  $203,000.  It  is 
probable  that  on  the  present  basis  of 
prices,  and  including  the  local  difficul- 
ties omitted  from  the  .estimates,  th,e 
work  recommended  would  cost  from  $1,- 
200,000  to  $1,500,000. 


A  complaint  handled  courteously  and 
expeditiously  will  very  often  eliminate 
future  complaints  from  the  same  cus- 
tomer. For  instance,  if  the  manner  of 
billing  and  other  details  are  thoroughly 
explained  and  understood  by  him,  he 
will  usually  answer  his  own  questions  in 
the  future.  Care  in  the  rendering  of 
bills,  the  absence  of  erasures  or  indistinct 
entries,  will  also  have  a  tendency  to  cut 
down  the  number  of  complaints. 

Collectors  should  receipt  for  pay- 
ments clearly  and  neatly,  in  order  to 
avoid  questions  as  to  the  amount  paid. 
Bookkeepers  should  also  exercise  care 
in  the  proper  dating  and  entering  of 
elapsed  period  of  days  on  the  bill,  par- 
ticular when  the  bill  covers  an  irregular 
period. 

When  posting  payments,  the  book- 
keeper should  be  careful,  if  an  amount  is 
paid  on  account,  that  this  amount  be  ap- 
plied against  the  particular  item  which 
the  customer  intended,  and  not  posted 
againsts  other  amounts.  This  is  a  par- 
ticular reason  for  a  complaint.  Very 
frequently,  a  customer  will  leave  unpaid 
a  bill  and  later  will  make  a  payment  on 
account  of  another  bill.  By  liquidating 
the  old  outstanding  item,  the  bookkeep- 
er confuses  the  customer  and  it  leads  to 
correspondence  and  complaint.  If  a  mat- 
ter of  this  kind  could  be  taken  up  at 
once  and  a  statement  sent  the  customer, 
it  would  eliminate  a  great  deal  of  trouble 
in  the  General  Service  Bureau. 

When  collectors  are  delivering  bills, 
they-  should  announce  the  name  clearly 
on  presenting  the  bill,  thus  avoiding  the 
possibility  of  an  incorrect  bill  being  pre- 
sented and  paid. 

Readings  showing  an  abnormal  in- 
crease or  decrease  should  be  promptly 
verified. 

Effort  should  be  made  to  get  the  bill 
into  customer's  hands  as  soon  as  pos- 
sible after  reading.  Manv  questions  are 
caused  by  arrears  appearing-  on  bills  re- 
ceived a  week  or  more  after  the  pay- 
ment of  such  arrears  has  been  made. 

The  public  should  be  Educated  by 
means  of  circulars  or  any  other  possible 
means,  giving  information  regarding  the 


electric  meters,  the  method  of  reading 
same,  and  any  other  information  that 
would  be  helpful  to  them  to  check  their 
bills  intelligently. 

WDhen  appliances  are  handled,  par- 
ticularly heating  appliances,  care  should 
be  taken  to  make  sure  that  the  customer 
thoroughly  understands  the  approximate 
cost  per  hour  of  the  operation  of  such 
appliance. 


Paris  Coal  Prices 

Effect  ive  from  March  16,  1920,  a  man- 
date issued  for  the  City  of  Paris  fixed 
the  prices  of  coal  per  ton  as  follows: 
anthracite,  nut,  450  fr  ;  anthracite,  large, 
430  fr.;  anthracite,  small,  390  fr.;  run 
of  the  mine,  400  fr.;  briquets  425  fr.  Wood 
belonging  to  the  municipality  will  be  sold 
at  a  uniform  price  of  160  fr.  a  ton.  Us- 
ing the  normal  exchange  rate  for  francs, 
nut  anthracite  costs  $86.85  a  ton.  At 
present  exchange  it  is  about  $26  a  ton. 


BOOKS 

on  Building,  Engineering  and  all  Technical 
Subjects,  Second-hand  at  half  prices.  New  at 
lowest  prices.  State  wants  and  send  for  Cata- 
logue No.  23,  post  free. 

WE  HAVE  THE  BOOKS  YOU  WANT. 
Books  Bought.  Best  Prices  Given. 

W.  &  G.  FOYLE,  LTD., 
121-125,   Charing  Cross  Road,   London,  Eng. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
Branches  Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also  Bonds  for  Special  Purposes 


Orders  You  Should 
Have  Had 

Jim  Hill  said  success  is  due 
to  "  facts  and  foresight." 
There  is  no  use  getting  news 
of  a  nice  fat  contract  after 
all  the  bids  are  in — but  yours. 
MacLean  gives  you  DAILY 
a  batch  of  live,  timely  re- 
ports on 

Building  and  Engineering 

contracts  that  will  result  in  a 
keener  sales  force,  more  orders, 
and  in  cutting  down  selling  ex- 
penses for  you.  We  are  serving 
hundreds  of  the  most  aggressive 
houses  year  after  year.  Why  not 
you  ? 

Write  for  full  information. 
MacLean  Daily  Reports,  Limited, 
845  Adelaide  St.  West,  Toronto 

MacLean 
REPORTS 
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rJyWO  beautiful  driveways  built 
with  Tarvia  Filled  Macadam  in 
1918,  Prospect  Cemetery,  Toronto' 
Out.  (left',  and  St.  Johns  Cemetery, 
Toronto,  Ont.  shown  below. 


Tarvia  Reduces 
Road  Costs — 


water 


THE  severe  Canadian 
winters  and  spring- 
thaws  demand  that  roads 
proof  and  frost  proof. 

At  the  same  time  construction  and 
maintenance  cost  must  not  be  excessive. 

Canadian  cemetery  authorities,  like 
scores  of  progressive  townships 
throughout  the  Dominion,  have  found 
Tarvia  to  be  the  most  satisfactory 
and  economical  solution  of  their  road 
problems. 

They  have  found  that  water  cannot 
work  its  way  beneath  the  tough,  resi- 
lient wearing  surface — that  frost  can- 
not start  a  "break-up"  or  raveling — that 
Tarvia  keeps  the  road  as  fit  in  the 
spring  as  it  was  in  the  fall. 


If  there  are,  in  your 
community,  plain  mac- 
adam roads  that  are 
beginning  to  require  repairs,  an  in- 
expensive treatment  with  Tarvia  will 
restore  the  surface,  making  it  smooth, 
dustless  and  durable. 

Thus  instead  of  a  ruined  road  which 
would  often  require  expensive  rebuild- 
ing, Tarvia  will  keep  your  roads  in  re- 
markable condition  for  little  money. 

Taxpayers  prefer  Tarvia  roads  be- 
cause of  their  economy  as  they  pay 
for  themselves  over  and  over  again 
through  their  maintenance  cost. 

Illustrated  booklets  describing  the 
various  Tarvia  treatments  free  on  re- 
quest. 
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Enameled  Brick 
No  Delays  in  Shipments 
Standard  Shapes  in  Stock 
Cost  Less  Than  Other  Materi- 
al for  Similar  Purposes 

Why  tie  up  your  structure  for  four  to 
six  months? 

"AMERICAN"  ENAMELED 
BRICK,  white  or  mottled  effects,  for 
the  exterior  or  interior,  or  both,  will 
give  you  every  satisfaction.  Our'agents 
in  all  large  cities  on  the  continent  can 
furnish  information  promptly. 

See  Sweet's  Catalogue  in   U  S  A. 
and 

Specification   Data  in  Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and  Fire  Brick. 
52  Vanderbilt  Ave.,  New  York  City. 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stock,  and  can  make  delivery  at  once: 


Air  Compressors 

Boilers 

Buckets 

Cars 

Crushers 

Derricks 

Drills 

Dump  Wagons 
Hoisting  Engines 


Locomotives 
Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors' 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—2801 
Yards  and  Shop* — New  Toronto,  Canada 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

W—  (LARGE  STOCK  ON  HAND) 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE      -  ONTARIO 
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MEAD-MORRISOM 


\mm/ 

^  Hoisting 
Engines 


tMMa 


and 


Contractors'  Equipment 

Manufactured  in  Canada 


Clam  Shell  Buckets 
Orange  Peel  Buckets 
Derricks 
Derrick  Irons 
Steam  Hoists 
Electric  Hoists 

Put  Your  Problem  Up  to  Us! 

Agents  : 

Harvard  Turnbull,  Toronto. 
Kelly  Powell,  Winnipeg. 
Robert  Hamilton,  Vancouver. 


CANADIAN  MEAD-MORRISON  CO 

LI  MITED 

285  BEAVER  HALL  HILL  I 
MONTREAL 

'-'WORKS':   ■  W  ELIAN  D  ONT/V. 


The  Genie 
of  the  Bottle 


Like  the  Genie  of  the  "Arahian 
Nights,"  l'rest-O-Lite  is  a  wonder- 
ful force  confined  in  a  small  cylin- 
der. 

It  is  subject  to  the  command  of  its 
master — the  trained  welder  and  cut- 
ter. Under  his  direction  it  performs 
feats  of  wonder — anywhere,  at  any 
time. 

In  the  subway  builder's  excavation, 
or  in  the  floating  dry  dock,  in  fact 
any  place — any  time  where  welding 
and  cutting  metals  are  required,  the 
ready  portability  of  Prest-O-Lite  is 
an  asset  of  genuine  worth. 

Ask  us  about  the  service  plan  of  the 
Universal  Gas  with  the  Universal 
Service. 

Prest-O-Lite  Company 
of  Canada,  Limited 

Dept.  C.  105,  Prest-O-Lite- Building 
TORONTO  -  CANADA 


Branches : 
MONTREAL  TORONTO 

Plants  at: 


WINNIPEG 


Toronto,  Ont. 
Merritton.  Ont. 


Shawinigan  Falls,  P.Q. 
St.    Boniface,  Man. 
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Dredging  and  Contracting 
Equipment  For  Sale 

One  Dredge  Engine,  9"  x  12",  Double,  with  Clutch 
Attachment. 

One  Double  Swinger,  6"  x  8",  built  by  M.  Bcatly 

&  Sons. 

One  Fore  and  Aft  Compound  Engine,  0"  x  12"  x  10", 

built  by  Doty  Eng.  Works. 
Six    ingersoll    Little    Giant    Tripod    Rock  Drills, 

No.  44. 

One  Duplex  Pump,  :i"  Suction,  2"  Discharge.  Size 

4y2"  x  H/i"  *  4". 
One  Duplex  Pump,  3"  Suction,  2"  Discharge.  Size 

5J4"  x  ,j>1a"  x  6"- 
One  Hayward  Clam  Shell  Bucket,      cubic  yards. 
One  Beatty  Clam  Shell  Bucket,  2  cubic  yards. 
Can  be  inspected  at  Cornwall,  Out. 

Further  Information  on  Application 

L.  Cohen  &  Son 

36  Prince  Street       -       Montreal,  Que. 


The 


Canadian  Siegwart  Beam  Co. 


Limited 


/  «ITUCIUI« 
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Hollow  Reinforced  Concrete  Beams 
Siegwart  Flooring  and  Roofing  System 

103  St.  Francois  Xavier  St.,  MONTREAL 


For  Sale 

INDUSTRIAL  AND  CONTRACTORS' 
EQUIPMENT 

2 — Marion  Steam  Shovels,  Model  61,  Shop  No.  2822  and 
No.  2823,  2Y2  yard  dippers,  first  class  condition. 
ALSO  A 

4-wheel,  15-ton  Brown  Hoist,  Shop  No.  4156.  Built 
1913.  40-foot  steel  lattice  boom.  Complete  with 
114  yard  clam  shell  bucket. 

WILSON  &  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  5185.    Nights,  Park.  6906. 


"McCracken"  Sewer  Pipe 

Manufactured  in  accordance  with  standard  speci- 
fications issued  by  American  Society  for  Testing  Mat- 
erials for  Cement-Concrete  Sewer  pipe. 


6  in.  to  2\  in.  diameter 


Lock  Joint  Pipe 

Concrete  pipe  for  large  diameter  sewers  assures 
strength,  speed  of  construction,  economy  and 
safety.  The  Lock  Joint  prevents  infiltration  or 
leakage. 

Specifications  and  prices  gladly  sent  upon  request. 

Independent  Concrete  Pipe  Co. 

LIMITED 

502  Harbor  Building         -         -         TORONTO,  Ont. 


27  in.  to  108  in.  diameter 


Tune  2:?,  1020 
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JAEGER 


The  Machine  of  Merit 


SPEEDY 
THOROUGH 
EFFICIENT 
ECONOMICAL 


The  secret  of  the  success 
won  by  the  "Jaeger"  mixers 
is  that  they  combine  in  an 
exclusive  manner  features  of 
design  and  construction  that 
speed  production,  maintain  a 
uniform  quality  of  work,  and 
keep  down  operating  ex- 
penses to  a  minimum.  By  their  all-round  efficiency 
they  earn  their  place  as  part  of  every  modern  con- 
tracting outfit. 

"The  Jaeger  Mix-A-Minute" 

is  made  in  all  sizes  to  answer  every  purpose;  whe- 
ther you  wish  to  build  a  silo  or  a  skyscraper,  you 
will  find  a  "Jaeger"  for  the  job. 

Write  to-day  for  catalogues  covering  our 
complete  line. 

The  Jaeger  Machine  Co. 

220  Dublin  Avenue        COLUMBUS,  OHIO. 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar-Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.  SAULT  STE.  MARIE,  ONT. 

171  St.  James  Street,  MONTREAL 
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BOOKS 

for  Engineers 
and  Contractors 

The  following  Books  are  OlTercd  subject  to  Pre- 
vious Sale: 

"Concrete-Steel  Construction."  Part  1 — Buildings.  Second 
edition,  recently  published.  A  treatise  upon  the  elementary 
principles  of  design  and  execution  of  reinforced  concrete 
work  in  buildings,  by  Henry  T.  Eddy  and  C.  A.  P.  Turner, 
477  pages,  illustrated.     Price.  $10.00. 

"Hand  Boo1<  of  Hydraulics,"  by  Horace  Williams  King.  1st 
edilion    just    published    by    McGraw-Hill    Book    Co.,  Inc. 

pages.     Price  $2.50. 

History  of  Bridge  Engineering,  by  Henry  Gratton  Tyrrell, 
C.E.     480  pages,  illustrated.     Price  $5.00. 

"Operation  and  Maintenance  of  lnigation  Systems,"  by  S.  T. 
Harding.  First  edition,  just  published  by  the  McGraw-Hill 
Book  Co.    271  pages,  illustrated.  «■  Price  $3.00. 

"Practical  Road  Building,"  by  Charles  E.  Foote.  Just  pub- 
lished by  David  McKay.  295  pages,  illustrated.  Price  $1.50. 

"Public  Utility  Rates."  A  discussion  of  the  Principles  and 
Practice  underlying  charges  for  Water,  Gas,  Electricity, 
Communication  and  Transfoi  mation  Services,  by  Harry 
Barker,  B.S.  First  edilion,  just  published  by  the  McGraw- 
Hill  Book  Company,  3S7  pages.     Price  $4.75. 

Relief  from  Floods.  The  Fundamentals  of  Flood  Prevention, 
Flood  Protection  and  the  means  of  determining  proper 
remedies.  By  John  W.  Alvord  and  Charles  B.  Burdock. 
First  edition  just  published,  by  McGraw-Hill  Book  Com- 
pany, Inc.     175  pages,  illustrated.     Price  $2.50. 

Steel  Bridge  Designing,  by  Melville  B.  Wells,  C.E.  Published 
by  Myron  C.  Clark  Publishing  Company  in  1913.  260 
pages,  illustrated.     Price  $2.00. 

Use  of  Water  in  Irrigation,  by  Samuel  Fortier.  Published  in 
1915  by  McGraw-Hill  Book  Company.  2G5  pages,  illus- 
trated.    Price  $2.00. 

"Use  of  Water  in  Irrigation,"  by  Samuel  Fortier.  Second  edi- 
tion. Published  by  McGraw-Hill  Book  Company,  1916.  325 
pages,  illustrated.     Price  $2.50 

Water  Power  Engineering,  by  Daniel  W.  Mead,  2nd  edition. 
The  Theory,  Investigation  and  Development  of  Water 
Powcis.  Published  in  1915  by  McGraw-Hill  Book  Com- 
pany.    K4.'S  pages,  illustrated.     Price  $5.00. 

Water  Purification,  by  Joseph  W.  Ellins.  Just  published  by 
McGraw-Hill  Book  Company.    485  pages,  illustrated.  Price 

$0.00. 

Waterworks  Handbook,  by  Alfred  Douglas  Flinn,  Robert  Spurr 
Weston  and  Clinton  Lathrop  Bogert.  Published  in  1916  by 
McGraw-Hill  Book  Company.    824  pages,  illustrated.  Price 

$0.00. 
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If  You  Could 

See  Them  Go 

If  it  were  only  possible  for  you  to  actually  see 
the  dollars  that  are  vanishing  into  thin  air 
through  the  walls  and  arches  of  your  fur- 
naces, you  would  soon  be  convinced  that  such 
a  needless  waste  should  be  stopped  at  once. 
But  whether  you  see  it  or  not,  every  day  your 
furnaces  remain  uninsulated  a  large  amount 
of  expensive  fuel  is  burned  to  make  up  for 
this  loss. 

Now  Nonpareil  Insulating  Brick  are  ten- times 
better  non-conductors  of  heat  than  fire  brick 
or  common  brick.  They  are  preventers  of 
heat  waste,  and  if  you  will  use  them  to  in- 
sulate your  furnace  walls,  arches  and  doors, 
60%  or  more  of  the  radiation  loss  can  be 
eliminated.  This  saving  in  fuel  alone  will  pay 
for  the  cost  of  the  Nonpareil  Brick  in  a  year 
or  less. 

Surely  an  insulation  material  that  will  make 
a  return  of  100%  per  year  is  a  good  invest- 
ment. Isn't  it  at  least  worth  investigating? 
If  you  are  interested,  a  sample  of  Non- 
pareil Brick  and  full  information  regarding 
their  use  in  your  business  will  be  supplied 
you,  free  of  charge,  upon  request. 

Armstrong  Cork  &  Insulation  Company,  Ltd. 

505   McGill   Building,   Montreal,    Quebec,  Canada 

Also  manufacturers  of  Nonpareil  High  Pressure  Covering  for  steam  lines, 
feed  water  heaters,  etc.;  Nonpareil  Cork  Covering  for  drinking  water 
systems;  Nonpareil  Cork  Machinery  Isolation  for  noisy  machines,  and 
Armstrong's  Cork  Tile  and   Linotile  for  floors  in  offices,  residences,  etc. 

Nonpareil  Insulating  Brick 

For  Furnaces,  Ovens,  Boiler  Settings,  etc. 


I  u  ne  83,  1020 
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Buildings  of  Beauty  and  Permanence 


Built  of  Durable, 
Damp-Proof 
Concrete  Blocks 

Decidedly  economical 
yet  durable  and  artistic 
are  buildings  built  of 
these  blocks.  They  have 
met  with  the  approval 
of  engineers  and  archi- 
tects everywhere  be- 
cause they  are  made 
from  wet  mix  or  poured 
concrete  which  elimin- 
ates dampness  entirely. 

We  are  now  facing 
these  blocks  with  gran- 
ite which  gives  them  a 
beautiful  sparkling 
granite  finish. 

We  also  manufacture 
machinery  for  making 
these  Concrete  Blocks. 

We  own  the  Canadian 
patents  and  can  give  ex- 
clusive rights  for  any 
territory,  not  yet  sold. 


THE  PRODUCT 


Cast  Stone  Block  &  Machine  Co.,  Ltd. 


THE  MOULD 


Write  us  today  for  a 
copy  of  our  catalogue 
and  further  information 
— you'll  find  it  interest- 
ing. 


302  HOWARD  AVENUE 
WINDSOR  ONTARIO 
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"Galvaduct"  and  "Loricated' 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturers  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


BITUNAMEL 

Unsurpassed  (or  waterprcoEng  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


VALUABLE  ASSETS 


FIRE  LINE  METER 


A  high-grade  water  meter  is  a  source  of  unfailing 
revenue  to  you  since  it  works  twenty-four  hours  a 
day.  If  you  are  in  business  to  sell  your  product  at 
a  profit,  it  is  absolutely  necessary  that  you  be  paid 
for  all  you  deliver.  But  the  cost  of  distribution  and 
the  cost  of  measuring  your  product  must  be  such  as 
to  allow  you  a  fair  margin  on  your  total  output.  A 
water  meter  that  has  to  be  repaired  frequently  is  apt 
to  cost  you  more  per  year  than  the  total  amount  of 
water  it  measures  in  the  same  time.  It  is  a  liability 
rather  than  an  asset  since  the  excess  cost  of  main- 
taining it  must  be  deducted  from  your  margin  of 
profit. 


Neptune  Meter  Company,  Limited 

W.  H.  RANDALL  Managing-Director 

Factory  and  Head  Office: — 

1197  King  Street  West,  Toronto,  Ontario 

WINNIPEG: — Walsh  &  Charles,  406  Tribune  Building 
MARITIME  PROVINCES:— James  Robertson,  St.  John,  N.B. 


THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 

HEAD  OFFICE  AND  WORKS: 
NIAGARA  FALLS        -  ONT. 


CRANES 


Electric  and  Hand  Traveling  Cranes 
Electric  and  Air  Hoists 

NORTHERN    CRANE   WORKS,  LTD. 

WALKERVILLE,  ONT. 
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If  you  have  any 

Excavating,  Grading  or  Steam 
Shovel  Work  That  You  Want 
Done  Quickly  and  Efficiently 

COMMUNICATE  WITH  US 

WE  KNOW  THE  BUSINESS 
AND  HAVE  THE  EQUIPMENT 

Angstrom  &  Verochio,  Limited 

Main  2869  81  Victoria  Street,  TORONTO 


Standard    Underground    Cable  Co. 

of   Canada,  Limited 

Manufacturers  of 

Zopper,  Brass,  Bronze  Wire 
Colonial  Copper  Clad  Steel  Wire 
Insulated  Wire  of  all  kinds 
Lead  Covered  and  Armored  Cables 
Cable  Terminals,  Junction,Boxes,  etc 
General  Offices  and  Works:  Hamilton, 
Ont. 

Branch     Offices:     Montreal,  Toronto, 
Seattle. 


The  hardware  dealer  can  meet  every  roofing 
requirement  with  this  line  of  nationally  adver- 
tised, first  quality  roofing. 


Brantford 

Asphalt  Slates  Brantford  Roofing  Co 


in  big  demand 

The  output  of  Brantford  Asphalt 
Slates  in  1918  was  double  1917—1919 
double  1918.  This  indicates  that  there 
is  a  big,  growing  market  for  this  art- 
istic, durable,  fire-resistant  roofing. 

Progressive  hardware  dealers  who 
push  the  sale  of  Brantford  Asphalt 
Slates  will  find  it  a  very  profitable  line. 
In  fact,  there  are  good  profits  to  be 
made  in  the  entire  line  of  Brantford 
Roofing. 

Asphalt,  Rubber,  Crystal,  Leatheroid 
and  Standard  Mohawk  in  rolls — Asphalt 
Slates  in  individual  size  shingles,  and 
the  Asphalt  Slab  Slate,  which  is  four 
shingles  in  one — and  Climax  Sheathing 
Paper,  a  big  seller. 


.Limited 

Head  Office  and  Factory:  Brantford,  Canada 
Branches  at  Toronto,  Montreal,    Halifax,  Winnipeg 


DAKT  SWINGING 
ENGINES 


INSURE 


Speed 


Durability 


Economy 


Contractors  everywhere 
recognize  that  Dake  swing* 
ers  save  them  time,  labor 
and  money.  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  Urge — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  for  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 
TORONTO:  A.  R.  Williams  Machinery  Company,  Limited. 


Diamonds 

For  Sawing  Stone 


OwiiTy//^ 


Furniss  Clarke  &  Co. 

364  University  Street, 
MONTREAL,  CANADA. 


Sole  Canadian  Agents  for 
The  Joyce-Koebel  Co., Inc. 

Ne\r  York  London 


IMMEDIATE  DELIVERY  FROM  STOCK 
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Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME.  AND  BRICK 

Cement— delivered  in  5-barrel  lots,  $3.45  per  bbl.  j 
with  bags,  $4.40;  car  lots,  $2.70  on  the  track, 
with  pkgs.,  $3.50;  5c  per  bbl.  discount  20 
days,  car  load  lots. 

Lime — in  bulk — grey  Slyic.  delivered.  At  the 
warehouse,  grey  80c.  Hydrated  lime,  $22 
per  ton  delivered;  $20.50  at  warehouse;  in 
car  lots,  $19.50. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$30;  buff,  $30;  No.  2,  $28;  common  red 
stock  brick,  $23;  grey,  $23;  wire-cut  brick 
for  foundation  work,  $21.  Milton  Rug  brick, 
$32  to  $37;  Eatonia  brick,  $50;  sand  lime 
brick,  $17.25,  f.o  b.  car  at  King  Edward 
siding,  $16  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $55  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental,  $40,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $26  at  plant, 
$31  delivered  in  city. 

Fire  brick— delivered— Savage,  $80  per  M. ;  S. 
Co*n,  $80;  W.  W.,  $05.  Fire  clay,  $10.50 
per   ton ;   chimney  tops,   $8.00  each. 

Flue  lining — delivered — list  price — 8'A  x  8'A  in.. 
60c  per  ft.;  8'A  x  13  in.,  90c  per  ft.  Dis- 
counts 30  and  10  per  cent,  off  list. 

CRUSHED   STONE.   SAND.   AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.05;  1  in.,  $2.25;  y4  in., 
$2.25;  crusher  run,  $2.15;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — rit  run,  $1.50  per  ton,  2  in.  screened, 
$1.80  per  ton;  1  in.  screened,  $2.00  per  ton. 

LUMBER   (BUILDING  MATERIAL) 
Retail  Prices  Delivered 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $63;  10  and  16  ft.,  $65 ;  2  x  12  in.,  12 
and  14  ft.,  $64;  10  and  16  ft.,  $66 ;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $66.  No.  2,  $4  less 
than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $65; 
1x6  in.,  $67;  1  x  8  in.,  $70 ;  1  x  10  in.,  $75; 
1  x  12,  $80.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $78;  1  x  6  in.,  $82 ;  1  x  8,  $86;  1  x  10, 
$90;  1  x  12,  $103;  2  x  4,  1006  ft.  long,  com- 
mon, rough,  $7Q;  2  x  6,  $72 ;  2  x  8,  $74 ;  2  x 
10,  $78;  2  x  12,  $82.  No.  1  flooring,  $80; 
No.  1  V  or  beaded  sheathing,  4  in.,  $82. 
Pine  trim,  4  in.,  casing,  $4  per  100  ft.  ;  5 
in.  ditto,  $5;  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $0.25. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $70;  1  x  6  and  2  x  6,  $72;  1  x  8 
and  2x8,  $74 ;  1  x  10  and  2  x  10,  $78 ;  1  x 
12  and  2  x  12,  $82. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 
16,  16  x  16,  $80;  12  x  18,  12  x  20,  14  x  18, 
14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 
$85.  These  prices  apply  to  lengths  up  to  32 
ft.;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $10.50;  XX  B.  C,  $8.00; 
N  B.  extras,  $10.50;  N.  B.  clears,  $9.50; 
No.  1  W.  pine  lath,  $22;  No.  2  W.  pine 
lath,  $21 ;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $5.50  base ;  twisted  and 
deformed,  $5.60;  3/16  in.  and  lighter  $6.00. 

Shapes — Angles,  35  lbs.  and  over,  per  yard,  $5.80 
per  100  lbs.  ;  under  35  lbs.  per  yard,  $6.00 
per  100  lbs. ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $5.80 ;  under  35  lbs. 
per  yard,  $6.00. 

Plates — 6  ins.  to  60  ins.  wide,  $7.00;  over  60  ins., 
$7.50.  Tank  and  boiler  plates — 'A  in.  and 
over  and  under  36  ins.,  $5.95.  Gauge  plates 
— no  quotations.  Black  American  Bessemer 
Plates — dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $5.00  per- 300  lbs. 
Rivets — Button  and  cone  head — Yi"  to  W  diam., 
$6.50. 


EXTRAS    FOR    SHAPES    AND  PLATES. 

I '10c  per  lb.  for  cutting  to  length  and  providing 
that  left-over  ends  are  desirable.  l/10c 
per  lb.  for  beams,  18,  20,  24  in.  (Carnegie  and 
Bethlehem).  1/lUc  per  lb.  for  Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
ami  Angles  3/10  in.  thick  and  under.  1/ lOc 
pci  lb.  loi  Angles  under  5  in.  combined  legs, 
reaming  $2.00  per  ton,  minimum  cliaige 
$1.5ii 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extias 
apply  to  exclusive  Bethlehem  shapes  only. 

Calvanized   iron — dealers   not  quoting  prices. 

Cast-iron  pipe — Standard  prices,  carload  lots, 
f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 


SEWER  PIPE 

Sewer  Pipe — Toronto  prices,  with  discounts  as 
below,  f.o.b.  factory — I  in.,  40c  per  ft.  ;  6 
in.,  00c;  9  in..  $1.00;  12  in.,  $1.50;  15  in., 
$2.00;  18  in.,  $2.60;-  21  in.,  $3.80;  24  in., 
$5.00.  Discounts,  4  in.  to  9  in.,  44%,  12  in. 
to  21  in.,  37%,  in  truck  load  lots. 

Tile  Wall  Coping — Delivered — 8  or  9  in.  wall 
coping,  60c  ft.;  12  or  13  in.,  90c  ft.,  carried 
in  0.  12,  IS  and  24  in.  lengths.  Discount, 
44%  off  list. 

PAINTS  AND  OILS 

Prices,  delivered. 
White   lead — ground   in   oil,    less   than   ton  lots, 
$20.75  per  100  lbs.  ;  ton  lots,  $20.50  per  100 

His.  i 

Boiled  Linseed  Oil — in  bbls.,  $2.90  per  gal.  of  9 
lbs. ;  red  lead,  dry,  $17  per  100  lbs. ;  Pure 
puttv  in  bulk,  $9.95  per  100  lbs. ;  in  100  lb. 
drums,  $10.80;  in.25-lb.  tins,  $11.45  per  100 
lbs.  ;  steel  sash  putty,  in  25-lb.  tins,  $11.95 
per  100  lbs.;  turpentine,  in  bbls.,  $4.25  per 
Imp.  gal.,  based  on  southern  gauge. 

Mortar  Color — Maroon,  in  bbls.,  2'Ac  per  lb.; 
black,  in  bbls.,  7c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
"  30c ;  ultra  blue,  dry,  in  bulk,  25c ;  green, 
French  permanent,  dry,  20c;  ochre,  French, 
drv.  12c;  red  Venetian,  dry,  0c ;  sienna.  It- 
alian, dry,  12c;  umber,  Turkey,  dry,  12'Ac. 

SUNDRIES 

Hard-wall  Plaster— Sanded,  in  ton  lots,  $10.50 
per  ton  at  the  warehouse ;  $12  delivered. 
Neat,  $15.50  at  the  warehouse;  $17.00  de- 
livered. 

Plaster  of  Paris — single  bbls.,  $6.75;  delivered  in 

6  barrel  lots,  $5.50;  at  warehouse,  $5.25. 
Plasterers*  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — y4  in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  i2'Ac.  Lath 
yarn,  40c  per  lb. ;  in  full  coils.  33c. 


MONTREAL  PRICES 

CEMENT,   LIME,  AND  BRICK. 
Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton ;  lump,  $15. 
Brick — No.    1    pressed,    $25.00;    No.   2  pressed, 

$20.00;  red  rustic,  $20.25;  vertical,  $21.50; 

plastic,  $16.00  at  plant. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c;  10-in.  B2c ;  12-in.  60c;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  36-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.00;  &-in.  $2.35;  Ji-in. 

$3.00  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.45  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 

Steel  angles — 3  in.  x  S  in.  and  up,  $4.76;  1  in. 

x  1  in.  x   %  in.,  25c  extra;    "4  in.  x   H  in 

H  in.,  75  cents  extra.    Boiler  plates — *4  in. 


thick  and  thicker,  $5.U0.  Circular  plates- 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  $6.15.  Beams 
and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $5.26,  f.o.b.  Mont 
treal,  net  cash.  Corrugated  iron — 26  gauge. 
$11.25;  28  gauge,  $10.50  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheets 
— Keystone  black,  28  U.  S.  gauge,  $11.50  per 
KM)  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $100  for  6  in.  and 
larger,  and  $103  for  4  in. 

SEWER  PIPE 

Straight  pipe  (per  foot) — 4  in  ,  30c  ;  6  in.,  45c;  b 
in.,  7oc;  9  in.,  85c;  10  in.,  $106;  12  in.,  $1.35; 
15  in.,  $1.80;  18  in.,  $2.5<>;  20  in.,  $3;  22  in., 
$4;  24  in.,  $4.50;  27  in.,  $0.50;  30  in.,  $7.20. 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  66c, 
72c,  84c,  $1.08,  $1.44,  $2.00,  $2.40,  $3.20, 
$3.60,  $5.20,  $5.75.  One-eighth  bends  (4  in. 
to  30  in.),  $1.20,  $1.80,  $2.80  $3.60,  $4.20, 
$5.40,  $7.20,  $10,  $12,  $16.  $18,  $26,  $28; 
%,  $1.20,  $1.80,  $3.16,  $4.05.  $4.75,  $6.10. 
$14.40,  $20,  $24,  $32,  $36,  $52,  $57.60.  Double 
collar.  »i)c.  $185.  $2  10.  $2  65.  $3  15.  $4  OB. 
$5.40;  slant  1  foot  lone  side  (4  in.  to  16 
in.).  90c,  $1.35,  $2  10.  $2.65.  $3.15.  $4  06. 
$5.40.  Single  branch  ((I  in  »o  9  in  ),  3  ft., 
$2.25,  $3  60.  $4.25;  2  and  2'A  ft  (4  in.  to  30 
in  ),  $1.35.  $1.80,  $3.15.  $3.85,  $4.75  $6  10, 
$8.10,  $11.25,  $13  50,  $18.  $20.25  $32  50.  iSG 
Single  squares  (4  in.  to  30  in.)  ditto.  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.),  $1.80,  $2.70,  $4.90,  $6.30.  $7.35.  $10.80, 
$1440,  $20,  $24.  $32.  $36.  $45.50  $6040. 
Syphon,  cesspool,  and  buchan  trap  (4  In.  to 
15  in.).  $3.  $4.  $7,  $9,  $1050,  $1R.  Doubl. 
syphon,  running  trap,  and  hand  hole  trap  (4 
in.  to  12  in  ),  $3.  $4,  $7,    $9.    $10.50.  $lfi. 

These  prices  are  subject  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
and  a  discount  of  from  50  58  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  *4  30  nor  bbl..  hot'-,  less  5%  for  cash 
Rope — Best  Manilla,  35'Ac  basis  per  pound; 
Beaver  Manilla.  28c  basis:  sisal  rope,  22'Ac 
basis;  lath  yarn.  22'Ac.  Boiled  linseed  oil — 
'  in  barrels,  $2.82'A  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.80. 


QUEBEC  PRICES 

(Effective  May  1,  1920) 
F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
c.irload  lots,  in  nuantitv  of  50.000  or  over, 
$10.50;  carload  lots,  less  than  50,000,  $18.50; 
selected  builder*;  for  veneering  work,  rarlond 
lots,  $22.00;  "Citadel"  rustic  face  brick,  $27 
to  $31. 

I!nl<er  oven  tile.  15"  x  8'A"  x  2'A".  $25  per  100 
"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 

splits,  7c  per  superf.  ft. ;  12  x  8  x  4,  solid, 

12c;  12  x  8  x  6,  19c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel   in   carload   lots,  bags 

returnable  in   good  condition   at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock   Brick — $19.50  per  thousand  delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet ;  double  ply,  $8.40  per 
roll  of  250  square  feet ;  triple  ply,  $10.50  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 14'Ac  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels — $2.10  per  barrel  in  carload 
lots.  $3.00  per  barrel  in  less  than  car  lots. 
In  casks — $3.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 


June  23,  1920 


THE  CONTRACT  RECORD 


85 


Austin  Gyratory  Crushers 

The  only  Crusher  with  the 
Six  Big  Exclusive  Features 


Automatic  Oiling 

Rigid  Eccentric 
Bearing 

Receiving  Open- 
ing Constant 


Double  supported 
countershaft. 

Constant  full  ec- 
centric bearing. 

Dust  protected 
working  parts. 


SEND  FOR  CATALOGUES 


MUSSENS  LIMITED 


MONTREAL 
TORONTO 


WINNIPEG 
VANCOUVER 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS-<jontinned 


WINNIPEG  PRICES 

CEMENT,   LIME,   AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.    (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel ; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35; 
common  red  stock,  $25;  common  grey  stock, 
$20 ;  No.  1  enamelled  brick,  from  $100 ;  sand 
lime,  $19;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — lj4-in.  to  2-in.,  $3.65  per  yard; 
M-to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble stone,   $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 


LUMBER   (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $115; 
4  in.  No.  1  and  2  E.G.  Fir,  $115;  4  in.  No. 
3  E.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common  Pine,  $75;  4  in.  No.  3  Pine  or 
Spruce,  $61;  6  in.  No.  1  and  2  E.G.  Fir, 
$110;  6  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $75;  6  in.  No.  2  Com- 
mon Pine,  $80;  6  in.  No.  3  Pine  or  Spruce, 
$70;  2x6  No.  1  Common,  $70. 

For  selected  lengths,  add,  Pine,  $5.00 ;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $5;  for  1}4,  l'A  or  2  inch,  add 
5. 

Birch  and  Maple  Flooring — Clear  (First  Grade) 
—13/16  x  l'A  in.  to  2H  in.  face,  $190;  H 
x  l/2  in.  and  1H  in.  face,  $147. 

No.  1  (Second  Grade)— 13/16  x  l'A  in.  to  234 
in.  face,  $184;  }{  x  l/i  in.  and  1)4  'n  face, 
$139. 

No.  2  Factory— 13/16  x  l'A  in.  to  l'A  in.  face, 
$153.00 

Selected  White— 13/16  x  lyi  in.  to  2'A  in.  face, 
$210.00 

DIMENSION  TIMBERS,  No.  1 
6  x  10  to  12  x  12,  up  to  32  ft.  long,  $76;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $77 ;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $78;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 

QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2'A  in.  face.  $400;  H 
x  1/j  in.  and  1)4  in.  face,  $350. 

No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 
$350;  H  x  l'A  in.  and  1H  in.  face,  $250. 

PLAIN  RED  OAK  FLOORING 

Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $300;  H 
x  l/j  in.  and  2  in.  face,  $220. 


No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 
$100;  H  x  l'A  in.  and  1)4  in.  face,  $115. 

STEEL  AND  IRON 

Bteel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs. ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  6  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  62c;  12  in. ,72c;  15  in., 
$1.20;  18  in.,  $1.70;  20  in.,  $2.10;  24  in., 
$2.75. 

Plaster  of  Paris,  $1  in  paper  bags ;  $1.45  in 
jute  bags. 

Plasterers'   Hair — 90c  per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack ;  in  jute,  $1.30  per  sack. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 

Mixed  Paint— Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal.;  putty 
in  bulk.  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 
$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than   ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement— Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra ;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs.;  superfine,  white,  $9.50  per  bbl.; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house; $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver; pressed  red  brick,  f.  o.  b.  wharf 
Vancouver;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house ;  fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3  25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan- 
tities. 


LUMBER   (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.     Mills  operat 
ing  on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $40;  10  x 
10,  $40;  10  x  12,  $40;  10  x  14,  $40.50;  12  x 
12,  $40;  14  x  14,  $40.50;  14  x  16,  $41.50;  6 
x  10,  $40.50;  6  x  12,  $41 ;  8  x  10,  $41;  8  x 
12,  $40.50;  10  x  16,  $42;  12  x  16,  $42;  16  x 
16,  $41.50;  6  x  14,  $42;  8  x  14,  $42 ;  12  x 
18,  $43;  18  x  20,  $44;  14  x  20,  $43.50;  16  x 
18,  $43.50;  16  x  20.  $44.50;  18  x  18,  $43.50; 
20  x  20,  $43.50;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50;  1x4, 
$99.50;  1  x  4  flat  grain,  $89.50;  No.  1  and  2, 
1-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  l'A  and  l'A  inch  fir  double  dressed 
$76;  2-inch  fir  double  dressed  $77;  fir  lath, 
$15;  B.  C.  cedar  shingles,  XX,  $5.25;  XXX, 
$7.50;  XXXXX,  $9.25. 

STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  base;  twist- 
ed and  deformed,  $7.50  base ;  structural  sec 
tions,  $7.00. 

Galvanized  iron— 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets. 

$11.75;  9  and  10  ft.  sheets,  $11.90  per  square. 
Black  steel  sheets,  24  gauge,  $10.35  per  100 
lbs. 

Steel  angles — $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $9.00  per  100  lbs.,  _  de- 
pending on  size,  quantity  and  specifications. 

Steel  plates— Cut  size*,  (9.00. 

SEWER  PIPE. 

Sewer  pipe — Vancouver  prices  f.o.b.  warehouse; 

4-in.,  17c  per  ft.;  6-in.,  25c  per  ft.:  8-in.,  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  66c  ft.;  16-in., 
$1.10  ft.;  18-in.,  $1.80  ft.;  20-ln.,  $1.66  ft.; 

24-in.,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van- 
couver, bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla — H  in.,  39c  base;  'A  in.,  39^c; 

ii  in.,  40c;  J4  in.,  40c;  second  grade,  33c 

base;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  I 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4..6. 

Raw  linseed  oil — In  bbls.,  $2.10  per  gal. ;  red 

lead,  dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk,  Standard,  $6.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 

Head  Office 

Mark  Fisher  Building 
MONTREAL 


CAST  IRON  PIPE 


1 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring  Bollards  for  both  Concrete  and  Wooden  Docks 
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W.  C.  LEITCH 

Vice-Pre»ident 


JAMES  LAURIN,  C.E. 
President 


J.  EMILE  VANIER,  C.  E. 
Sec.-Treas. 


Montreal  Crushed  Stone  Company,  Limited 

Plant  at  St.  Vincent  de  Paul,  P.Q.,  on  River  des  Prairies,  opposite  Montreal 

Largest  Plant  in  CANADA  and  the  most  up-to-date  in  the  World 

CAPACITY  4000  TONS  A  DAY 
All  Sizes  and  Grades  of  the  Best  Hard  Lime  Crushed  Stone  Produced 

MAIN  OFFICE:         590  Union  Avenue         MONTREAL,  P.  Q. 


Bricklayers  Prefer 

RENFREW  LIME 

It  saves  time,  makes  better  mortar,  requires 
less  tempering.  Lime,  Brick,  Farm  Tile 
supplied  in  straight  or  mixed  car  lots. 

Get  our  prices. 

Jamieson  Lime  Company 

Renfrew,  Ontario 


St  Maurice  Lime 

Quality  Products 
Room  15,  Baker  Bldg.,  Three  Rivers 

Represented  at  Montreal  by: 
M.  W.  McNALLY  &  CO.  LTD. 
50  McGill  Street. 

Represented  at  Quebec  by: 
THE  CITADEL  BRICK  &  PAVING  BLOCK  CO. 
320  St.  Paul  Street. 


GRAVEL 

Either  Screened  or  Unscreened 
in  Car  Loads  on  any  C.P.R.  or 
G.T.R.  Siding.  Also  Screened 
Sand  for  all  purposes. 

SAND  &  SUPPLIES,  LTD. 


19  MELINDA  STREET, 


TORONTO 


Telephones;  Office,  Main  2606.     Evenings,  Parkdale  1971 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  4516       Residence  P  2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


Operating  the  Plants  of — 

Atlas  Sand  Co.,  Ltd. 

Canadian  Sand  and 
Gravel  Co.,  Ltd. 

Montreal  Sand  and 
Gravel  Co.,  Ltd. 


WE  SPECIALIZE 

Consolidated  Sand  &  Supply  Co. 

Limited 

CAPITAL      -  $1,000,000.00. 

LEON  GELINAS,  _c  n  Q,  J.  H.  BOURKE, 

Mr*.      .  /o  Common  ot.  „       _ / 

an  -Director,  Sec.-Trea* 

P.O.  Box  2775  MONTREAL       Tel.  Ex.  Main  34 

Foot  of  Nicolet  St.  135  Bridge  St.  468  William  St.  270  Ottawa  St. 

Cote  St.  Paul,  Melocheville,  P.Q.  Three  Rivers,  P.Q. 


SAND  DELIVERED  BY  TRAMWAYS  IN  ALL  PARTS  OF  CITY  AND  ISLAND  OF  MONTREAL 
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FLOORS 

The  Wood  Mosaic  Kind 


For  every  home — Old  or  New.  Can  be 
installed  by  your  mechanics.  Our  5/16" 
flooring  can  be  laid  in  old  or  new  houses. 
We  make  all  kinds  and  thicknesses;  Wood- 
Carpet,  strips,  Plain  and  Ornamental  Par- 
quetry, Tongue  and  Groove  Flooring. 

Send  accurate  measurements  of  rooms 
for  sketch  with  exact  estimate  of  cost  of 
the  flooring  required.  Instructions  for  lay- 
ing  and   finishing   accompany   all  orders 

shipped. 

Floor  laying  firms  in  many  locations  in 
Canada  are  now  handling  our  material. 


Send  for  Free  Catalog 

Wood-Mosaic  Company 

NEW  ALBANY,  INDIANA 


The  "CANWELD"  Concrete  Buggy 


The  most  durable  and  serviceable  concrete  buggy  made. 
It  is  constructed  throughout  of  wrought  iron  and  steel 
(no  cast  iron  is  used).  Is  mounted  on  a  pair  of  strong 
36  inch  wheels,  with  wide  rims,  running  smoothly  on 
a  rigid  axle,  the  whole  well  balanced. 
Capacity  6  cu.  ft. 

Consult  us  first  when  in  the  market  for  concrete 
buggies. 

Prompt  Shipment  from  Stock. 

Canadain  Welding  Works  Limited 

Architectural  Iron  Works. 
Steel  Tank  Manufacturers.  Welding  Engineers. 

134  Queen  Street,  Montreal. 


You  Can  Save  BU  of  Your  Cost  of  Handling  Material 

BY  USING  THE  PORTABLE  SCOOP  CONVEYOR 

It  saves  6  to  12  shovellers. 
It  will  handle  any  material: 
Crushed  Stone,  Sand,  Gravel, 
Dirt,  Coal,  Ashes,  Bricks,  Tile, 
Etc. 

Has  capacity  of  1  ton  per  minute. 
Loads  into  Wagons,  Trucks,  Cars 
Unloads  Cars  into  Wagons  or 

Piles, 

Easily  Moved  by  One  Man. 
Electric  Motor  or  Gasoline  Drive 
Saves  Demurrage,  Keeps  Trucks 
Moving. 

Over  2,000  satisfied  Contractors, 
Excavators,  Sand,  Gravel  and 
Crushed  Stone  Dealers,  Coal 
Yards,  Boiler  Plants,  Cartage 
Contractors  and  Industrial 
Firms  are  Cutting  their  Costs 
by  this  Machine. 

Ltd.,  Sote  Canadian  Agents 
WINNIPEG  VANCOUVER 


Write  for  prices  and  bulletin  "  PM  " 

The  A.  R.  Williams  Machinery  Co., 

ST  JOHN,  N.  B.         MONTREAL  TORONTO 
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W\  A  f  I    O   New  and  Relaying 
I\./\1L,  ^  Switches,  Turntables,  Etc. 

Carried  in  Stock 

Locomotives  and  Cars 
Jno.  J.  Gartshore,  Toronto 


BRITISH  COLUMBIA 
FOREST  PRODUCTS 

We  shall  be  pleased  to  furnish  information  regarding 
British  Columbia  Woods  to  Contractors  or  others 
interested  therein. 

NOTE —  We  do  not  quote  prices. 


B.  C.  Lumber  Commissioner 

No.  1  Adelaide  St.  East      TORONTO,  ONT. 


(Ground  Floor) 


Main  6872 


THfENGINE'/REFINEMEN] 

finest  boats  t/tat  ffoat 

Two  hundred  horsepower  for  $3350.00! 

(Higher  or  lower  power  at  proportionate  prices) 

Compare  the  cost  of  a  Sterling  gas  or  gasoline  engine  with  the  cost 

of  equivalent  p.ower  in  other  prime  movers. 

Can   yoti  afford   to   be   without   an   emergency   power  plant? 


Model  FC  S-cylinder,  200  H.P.  Sterling,  direct  connected  to  Dayton- 
Powd  High  Pressure  fire  pump  at  Three  Rivers,  Que.,  for  fire  pro- 
tection. Sterlings  are  equal  to  any  emergency  caused  by  the  loss  of 
steam  power,  through  coal  shortage,  breakage  of  pipes,  strikes,  etc., 
or  loss  of  electric  current. 

Better  send  for  our  catalog  today. 

STERLING  ENGINE  CO., Dept. C, Buffalo, N.Y., U.S.  A. 

4,  6  and  8  cylinder,  12  to  300  H.P.,  speeds  of  400  to  1500  r.p.m. 
for  centrifugal   fire   pump  and   electric   generator  drives. 


ONTARIO  WIND  ENGINE  &  PUMP  CO. 

LIMITED 


WOOD  TANKS 

ALL  STYLES  and  SIZES 
300  to  100,000  gal.  capacity 

PINE  —  B.C.  FIR  —  CYPRESS 

All  over  Canada  IurunTS  TANKS  are  giving 
efficient  Service,  a  Service  that  is  guaranteed  by 
first  class  material  and  expert  workmanship. 

Send  us  particulars  of  your  tank  requirements 
small  or  large.  Our  engineering  is  at  YOUR 
service  without  obligation  on  your  part. 

ONTARIO  WIND  ENGINE  &  PUMP  CO.,  LTD.,  Head  Office:  TORONTO 

Branches — Montreal,  Regina,  Winnipeg,  Calgary 
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Algoma 

Structural  Steel — Merchant  Bars 


Blooms,  Billets  and  Slabs 
Concrete  Reinforcing  Bars 
Shafting — Pulleys — Hangers 
Iron,  Brass  and  Bronze  Castings 

STEELRAILS— Open  Hearth  Quality 
All  Sections — 12  lb.  to  100  lb.  per  yard 
Splice  Bars      Steel  Tie  Plates 

Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 

Basic        Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 


June 


1030 
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Save  Coal  and  Power 

Our  standard  low  pressure  Pumps  will 
save  you  about  half  the  cost  of  coal  or 
electric  power  compared  with  other 
pumps. 

Strong  Construction 
Large  Capacity 
Prices  are  Moderate 

BOVING  HYDRAULIC  &  ENGINEERING  CO.,  Limited      LINDSAY,  ONT, 


For  Profitable  Results 


advertise   in    the   most   widely   read   and  leading 
publication,    reaching   the    majority   of   the  con- 
tracting,    engineering     and     municipal  officials. 
Rates  on  application 

Contract   Record   &   Engineering  Review 

347  Adelaide  St  West,  TORONTO 


VANCOUVER  WOOD  PIPE 

&  TANK  CO.,  LTD. 


Contractors  for  Waterworks  Construction, 
Manufacturers  of  Wire- Wound  Wood  Pipe,  Continuous  Stave 

Pipe,  Tanks,  Silos,  Steam  Casing. 
See  our  new  patented  Wood  Pipe  Coupling  Positively  LEAK  PROOF. 
We  are  the  originators  of  the  BORED  OUT  Wood  Sleeve  Coupling. 
Write  for  Illustrated  Catalogue. 

850  Hastings  St.  W.      VANCOUVER,  B.C 


Built  on 
Specialized 
Knowledge 

ANYONE  can  take  a  sheet  of  iron  and  fashion  it  into  a 
so-called  lavatory  partition — but 

HENNISTEEI 

mm    Made  in  Canada  mm* 

Steel  Lavatory  Partitions 

are  the  result  of  scientific  study  of  the  subject.  We  are 
the  only  firm  in  Canada  that  specializes  in  the  manufac- 
ture of  this  equipment. 

As  hygienic  and  fireproof  equipment  nothing  can  compare 
with  them. 

We  Also  Make 

Steel  Shelving,  Lockers,  Cabinets,  Bins,  Stools,  Chairs,  etc. 
Ornamental  Iron  and  Bronze,  Commercial  Wirework  of  all 
kinds,  General  Builders'  Ironwork, 


Halifax 
Montreal 
Ottawa 
Toronto 


WRITE  FOR  FOLDERS 

The  Dennis  Wire  and  Iron 
Works  Co.  Limited 

Lo  N  D  ON 


CANADA 


I  Hamilton 
Winnipeg 
Calgary 
Vancouver 


Wire  Rope  and  Fittings 


FOR  ALL  PURPOSES 

Have  you  a  copy  of  our  catalogue  ? 

We  fabricate  Iron  Work  for  builders.    Send  us  your 
specifications. 

Canada  Wire  &  Iron  Goods  Co.  HAMILTON 
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SARNIA  BRIDGE  CO.,  LIMITED 

Structural  Steel  Boiler  Tubes 

Alloy  Steel  Road  Drags 

Warehouse  Stock   of    All  Kinds   for   Quick  Shipment 


TORONTO  OFFICE: 
HEAD  OFFICE : 


23  Scott  St., 
SARNIA,  CANADA. 


Phone  Main  3444 
Phone  289 


STEEL  IS 


The  Hemispherical  bottom  elevated 
steel  tank  combines  economical, 
sanitary  and  structural  advantages. 

1 .  The  initial  cost  is  low. 

2 .  The  maintenance  is  practically 
nothing. 

3.  It  is  self  cleaning. 

4.  It  can  be  designed  and  erected  to 
meet  any  special  or  unusual  re- 
quirements. 

Let  one  of  our  sales  engineers  call 
and  investigate  your  needs. 


Canadian  Des  Moines  Steel  Company,  Ltd. 


Sales  Offices  and  Plant : 


CHATHAM,  ONTARIO,  275  Inshes  Avenue 


CANADIAN  CHICAGO  BRIDGE 
and  IRON  COMPANY 

Limited 

ELEVATED  STEEL  TANKS 
and  STANDPIPES 

For  Municipal.  Railroad  and  Factory  Service. 
We  also  construct  storage  tanks  for  Oil, 
Molasses,  Pulp,  Acids  and  other  liquids. 

Our  Product  is  Made  in  Canada 

Catalogue  No.  16  gladly  mailed  on  request. 
Our   Engineering   Experience   is  at  your 

Disposal. 

Sales  Office:  Montreal,  Que. 

260  St.  James  Street. 
Works:  Bridgeburg,  Ontario. 


Tenders 

A  few  dollars  spent  in  advertising 
your  proposals  in  the 

Contract  Record 

and  Engineering  Review 

would  result  in  additional  competition, 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 
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STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


"STEELWORK  WHEN  YOU  WANT  IT" 


Power  House  for  the  Canadian  Kodak  Company,  Toronto,  Ontario. 

Standard  Steel 
Construction  Co.,  Limited 

/Port  Robinson,  Ontario 
Manufacturers  and  Erectors 

Girders,  Columns,  Trusses,  Etc. 

Steel  Buildings  and  Bridges 

Bars,  Angles,  Plates,  Beams,  Channels,  Rivets, 
Bolts,  Etc. 

In  Stock  for  Immediate  Shipment 

A  post  card  will  bring  you  our  monthly  stock  list 
by  return  mail 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office— 
95  King  Street  East 
TORONTO 


Works— 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 
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Water  Supply 
from 
Deep  Wells 

is  obtained  at  a  min- 
imum cost  by  use  of 
our  deep  well  pumps. 


Write  for  Bulletin  26 
explaining  the  use  erf 
Cook's  Patent  Brass 
Tube  Well  Strainer. 


A.  D.  COOK 

Lawrenceburg,  Indiana,  U.  S.  A. 

Manufacturer  of  a  Complete  line  of  DEEP  WELL 
SUPPLIES,  including  Steam,  Belt  and  Motor  Driven 
DEEP  WELL  PUMPS,  Wind-mill  and  Hand  Pumps, 
Working  Barrels  and  Valves,  Pump  Rods  and  Pump 
Rod  Joints,  Drill  Rods  and  Drill  Rod  Joints,  Drilling 
and  Well  Tools. 

Catalogue  Mailed  Upon  Request 


The  Efficiency  and  Economy  of  American 
Centrifugal  Pumps  is  the  Result  of  Engineer- 
ing Design 

as  well  as  high- 
grade  material 
and  workman- 
ship. They  are 
made  in  a  large 
number  of  styles, 
to  meet  every 
condition  of  ser- 
vice, and  we  have 
unexcelled  engi- 
neering facilities 
for  designing  special  pumps  for  unusual  condi- 
tions. 

The  American 
Well  Works 

Gen.    Offices    &  Works, 
Aurora,  111. 
Chicago    Office.  First 
Nat.   Bank  Bldg. 
Calgary,  Edmonton, 
Montreal,    Chatham,  flj 


BUFFALO 
CLASS  "S" 

DOUBL  E  SUCTION 
DIVIDED  CASING 

CENTRIFUGAL 
PUMPS 

The  ideal  unit  for  Condenser 
Service — both  for  handling  circu- 
lating water  and  condensate.  Al- 
so especially  adopted  for  General 
Water  Supply,  Booster  Service, 
and  Spray  Systems. 

They  maintain  high  efficiency  over  a  wide  range  of  capacities  and  will  not  overload 
|   your  driving  unit.    Built  in  sizes  from  1"  to  48". 

Write  for  Bulletin  270-12 

Canadian  Blower  and  Forge  Company  Ltd.,  Kitchener,  Ont. 

Manufacturers  of  Steam,  Power  and  Centrifugal  Pumps  and  Condensers 


Class  "S"— Pulley  Driven 


I 


i 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


-Including- 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 

GALT         -  ONTARIO 


Modern  Contracting  Equipment 


HAND  OVERHEAD  CRANE 
CHAIN  BLOCK-TROLLEY 


Our  Duplex  Boiler  Feed  Pump  is  one 
of  our  many  models  in  pumps.  Scien- 
tifically built  for  accuracy  and  long 


service. 


Derricks,  Cranes, 
Pumps,  Etc. 

For  many  years  we  have  specialized  on  the  manufacture  of  this  equip- 
ment and  have  developed  our  products  to  meet  actual  working  re- 
quirements in  modern  contracting.  We  shall  be  pleased  to  have  your 
enquiries. 

JOHN  T.  HEPBURN 

LIMITED 

18-60  VAN  HORNE  STREET,     TORONTO,  ONT. 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Willis  Chipman,  M.   Eng.   Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
5eo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 
Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals   of   Works   and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
If  Toronto  Street  -  TORONTO.  CAN. 
Water  Supply  and  Purification;  Sewerage 
Systems ;  Municipal  and  Trade  Waste 
nisposal  Plants;  Incinerators;  Pavements; 
Pridaes  and  Structural  work,  including 
Reinforced  Concrete. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 
Purification;  Disposal  of  Sewage  and  Refuse : 
Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 
MONTREAL,  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings,    Foundations,    Municipal  Work 

40  JARVIS  STREET,  TORONTO 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  &  Inspectors 
PAVING 
Designed,  Superintended,  Inspected. 
Chas.  A.  Mullen,  Director. 

CEMENT  &  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination 


Po* 


V.  K.  Stalford,  a.i.e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


GENT  &  CO.,  LTD. 

"Faraday  Works" 

LEICESTER    —  ENGLAND 

Manufacturing 
Electrical  Engineers 

CABLES:  "LODESTONE,  LEICESTER. 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

555  MARKHAM  ST.     -  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 
Inspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point   of   manufacture,   and   Testing  in 
our  own  Laboratories. 
The   most  up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
406-406    Shaughnessy  Building. 
Pcprescntcd  in 
Great  Hritain,  Europe  and  United  States. 


WILLIAM  GORE        WILLIAM  STORRIE 


.E.I.C,  M.INST.  C.E.. 
.AMER.  W.  W.ASSOC. 


M. E.I.C,  A.M.1N8T.  C.E. 
M.  AMER.  W.  W.  ASSOC. 


GEORGE  G.  NASMITH,  C.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC   HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


McAllister  &taylor 

ENGINEERS  ft  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.  E. 
37  Sun   Life   Bldg..   HAMILTON,  ONT. 
Harbor    Improvements    and  Dredging 
Dams,  Piledriving,  Concrete  Work  and 
Excavation.     Under-water  construction  by 
Taylor  patent  compressed  air  caisson  method 


Pass 
it 

along: 


When  you  have  finished 
reading  this  paper  pass 
it  along  to  your  clerks. 
Encourage  them  to  read 
it  regularly-it  will  help 
them  and  that  means  it 
will  help  you. 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
Pipe,  Tile,  Building  Blocks  and  Trim 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

Wc  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Works-63  Esplanade  E.  TORONTO 
Phones— Main  904  and  905 


Phone  Main  2449  P.  O.  Box  -  3064 

ALEXANDER  WILSON 

Consulting  and   Supervising  Engineer 

Reports  Estimates  Valuations 

Power  Development  and  Transmission 
Industrial  Plants  Illumination 
Yorkshire  Bldg.,  186  St.  James  St. 
MONTREAL,  QUE. 


Established  1884. 


Main  2453. 


Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 
Night  'Phones— Park    638.    Park  8802 
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Robert  W.  Hunt 
President 


Charles  Warnock 
Vice  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches;         Toronto         Vancouver         London,  England 


E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Construction 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont.; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.      PHILLIPS  SQUARE 
MONTREAL 


FOR  SALE 
Bricks  for  Quick  Shipment 

We  have  large  output  of  our  high  grade 

SILICA  PRESSED  BRICKS 

in  the  natural  color  for  prompt  shipment 
over  all  railroads. 

Schultz  Brothers  Co.,  Ltd. 

BRANTFORD 


J.  P.  An^lin,  B.Sc.        H.  J.  Gross         C.  D.  Harrington,  B.Sc. 
President         Vice  Pres.  &  Treas.  Vice  Pres.  &  Manager 

ANGLIN-NORGROSS 

LIMITED 

CONTRACTING  ENGINEERS  &  BUILDERS 


Halifax  Shipyards,  Halifax 
Crane  Company,  Montreal 
Ames-Holden-McCready,  Ltd.,  Montreal 
Children's  Memorial  Hospital,  Montreal 
Steel  Company  of  Canada,  Montreal 
Canadian  Cottons  Limited,  Cornwall 
Canadian  Cottons  Limited,  Milltown,  N.B.- 
Canada  Amusement  Company,  Montreal 
Merchants  Bank,  Toronto 
Belding  Paul  Corticelli  Co.,  St.  Johns,  Que.- 
Belding  Paul  Corticelli  Co.,  Montreal 


MONTREAL 


TORONTO 


-Office  &  Power  House 
-Large  Industrial  Bldg 
-Factory 
-Hospital 

-Nut  and  Bolt  Works 
-Weave  Shed 
-Weave  Shed 
-Loft  Building 
-Bank  Building 
-Factories 
-Factory 

HALIFAX 


The  Wickes 
Blue  Print  System 


Simplicity  of  design 
is  a  big  feature  of  the 
design  of  the  Wickes 
Blue  Print  System. 
There  is  no  need  for 
its  operator  to  take 
up  valuable  time  tin- 
kering with  the  ma- 
chine or  fussing 
around  getting  it  to 
work.  Absolute  de- 
pendability and  long 
life  is  assured  every 
purchaser. 


There  is  no  glass  cy- 
linder to  clean  or  to 
replace  at  great  ex- 
pense. There  are  no 
series  of  belts  to  de- 
mand attention — just 
one  plain  continuous 
wide  belt,  the  life  of 
which  is  guaranteed 
for  years'  constant 
service  and  which 
will  last  as  long  as 
the  machine  itself. 


1856 


Ask  for  Catalogue 

Wickes  Brothers 


1920 


2805  Water  Street,  Saginaw,  Michigan 

Builders  of  Heavy  Duty  Plate  and  Structural  Tools,  Heavy  Duty  En- 
gine Lathes,   Special  Production  Lathes  and  Crankshaft 
Turning  Equipment 


National  Iron  Corporation 


LIMITED 


Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  In  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 
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We  are  builders  of  railway  vehicles  to  suit  every  requirement  of  passenger 
freight  and  general  service  on  steam  and  electric  lines  either  to  the  purchaser's 
or,  if  required,  to  our  own  designs  and  specifications  for  home  or  export  orders 

Among  our  many  other  products  are  the  following: 


STEEL 


IRON 


CASTINGS 
ROLLED  BARS 
PRESSED  WORK 
COUPLERS 
SPRINGS 
BOLSTERS 
BRAKE-BEAMS 
DRAFT-ARMS 
RAILWAY  TRACKWORK 
ROLLING  MILL  ROLLS 
ETC. 


MALLEABLE  CASTINGS 
ROLLED  BARS 
CHILLED  WHEELS 
DROP  FORGINGS 
ROLLER  SIDE  BEARINGS 
ETC. 


If  not  mentioned  here  it 
is  probably  an  "Etc." 


FERRO-ALLOYS 

CASTINGS 
CRUSHER  JAWS 
DIPPER  TEETH 
BUCKET  LIPS 
PINS  &  BUSHES 
CRANK  SHAFTS 
CRANK  PINS 
ROLL  SHELLS 
SPECIAL  TRACKWORK 
ROLLING  MILL  ROLLS 
ETC. 


Our  plants  are  thoroughly  equipped  for  large  and  efficient  production, 
and  we  invite  correspondence  from  those  interested. 

Kindly  address: —    Sales  Department,  P.O.  Box  180,  Montreal 

CANADIAN  CAR  &  FOUNDRY  CO.,  LIMITED 
CANADIAN  STEEL  FOUNDRIES  LIMITED 
THE  PRATT  &  LETCHWORTH  CO.,  LIMITED 

PLANTS  AT  MONTREAL,  AMHERST,  N.S.,  WELLAND,  ONT.,  BRANTFORD,  ONT,  FORT  WILLIAM,  ONT. 


Robb  Power  Plants 


Engines 

Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 

Boilers 

Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 


Montreal  Office — Phone  Westmount  6800 


Toronto  Office — 20  Victoria  Street 
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No  More  Leaky  Roofs 

Keep  your  Roofs  watertight 
for  ten  years.    One  coat  of 

STORMTIGHT 


saves  the  cost  of  tearing  up 
old  worn  material  —  saves 
the  cost  of  a  new  roof. 

Permanent  Protection 


No  Repairs 


No  Repainting 


SONNEBORN  PRODUCTS: 

IAPIPOMTH 

makes  old  or  new  concrete  floors  dust-free  and  wear- 
proof by  chemical  action.    Just  flush  it  on. 


Gmcoafr 


the  durable  Mill  White.  Washable,  of  exceptional 
covering  capacity.  Gloss,  Flat  and  Eggshell,  also 
all  colors. 

the  modern  wood  preservative  gives  new  life  to  old 
or  new  wooden  floors. 


DISTRIBUTED  BY 

N.  J.  Dinneen  &  Co.,  Ltd.,  Winnipeg,  Man. 

John  B.  Keeble  &  Co.,  Toronto,  Ont,  and 
London,  Ont. 

The   Western   Supply   &   Equipment  Co., 
Calgary,  Edmonton,  Lethbridge,  Alta. 

Chapman  &  Flinn,  Ltd.,  Amherst,  N.S. 

E.  F.  Stevens,  Halifax,  N.S. 

Sumner  Company,  Moncton,  N.B. 

Shaw  &  Mason,  Ltd.,  Sydney,  N.S. 

Spencer  Bros.  &  Turner,  Ltd.,  Truro,  N.S. 


Write  for  Literature 


MANUFACTURED  BY 


L.  Sonneborn  Sons  Inc.  m££$~  New  York 
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USE 

"DOMINION" 
Wire  Rope 

for 

Ships'  Rigging 
Towing  Lines 
Cargo  Falls 
Hawsers,  etc. 

The  Dominion  Wire  Rope  Company,  Limited 

HEAD  OFFICE:  MONTREAL  BRANCHES :  TORONTO  and  WINNIPEG 


It  Will  Pay  You 
To  Get  Our  Prices 
Before  Buying  Elsewhere 


Contractors 


and  Marine  Supplies 

Winches, 

Rigging  Screws, 

Windlasses 

■ 

MARINE  LAMPS 

"  Shipmate  "  Ranges 
Air  Ports 


Branch : 
108  Mail  Building, 
TORONTO 

Telephone  Adelaide  840 


Head  Office 

MONTREAL 

Telephone  Main  3420 


Vol.  34 


Toronto,  June  30,  1920 


No.  26 


I  ■ 


GLASS  BENDERS 


TO  THE  TRADE 


THE  TORONTO  PLATE  GLASS 
IMPORTING  COMPANY 


LIMITED 


GLASS  IMPORTERS  ANI>  MANUFACTURERS 

91-113  DON  ROADWAY,  TORONTO 


^    Alphabetical  Index  to  Advertisers,  Page  16      Classified  Directory  to  Advertisements,  Page  1 6 

Tenders  and  For  Sale  Pages  52-53 
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Wire  Wound  Wood  Pipe  and  C.  I.  Specials 

Our  Pipe  and  Tanks  are  manufactured  from  the  best  grade  of 
B.  G.  Douglas  Fir  in  the  finest  factory  in  Canada.  Complete 

installations  our  Specialty. 

Write  for  Illustrated  Catalogue  Let  us  Solve  your  Problems 


Canadian  Pipe  Company,  Ltd. 

550  Pacific  St.,  VANCOUVER,  B.  C. 


June  :'.<>.  1930 
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The  largest  Vitrified  Clay 
Wall  Coping  work  (7,000 
lineal  feet)  in  Canada. 
The  buildings  shown  are 
situated  on  Dufferin  Street, 
Toronto.  They  were  origi- 
nally built  for  the  Curtiss 
Aeroplanes,  Ltd.,  but  are 
now  occupied  by  the  Col- 
umbia Gramophone  Co. 


Low  in  Cost- 


Long  in  Service 


STUDY  the  photograph  reproduced  above.  Far  into  the  distance,  as 
far  as  the  eye  can  see,  the  walls  of  these  big  buildings  are  topped, 
with  vitrified  Clay  Wall  Coping,  adding  much  to  the  neatness  of 
structure  and  giving  completeness  and  finish  to  the  brick  work. 


But,  besides  adding  to  the  appearance  of  the 
property,  Vitrified  Clay  Wall  Coping  has  a 
wonderful  protective  value.  It  lengthens 
the  life  of  the  walls  many  years.  Itself  prac- 
tically indestructible,  it  affords  that  com- 
plete protection  necessary  to  bricks  and 
mortar  at  the  top  of  a  wall. 

Just  as  Vitrified  Clay  Pipe  is  the  universal 
choice  for  sewer  and  drain  services,  so  Vitri- 
fied Clay  Wall  Coping  is  rapidly  leading  the 
way  in  wall  protection.  It  is  proof  against 
the  weather,  against  the  destructive  effects 


of  fumes  and  smoke,  and  being  salt-glazed 
it  is  always  clean-looking  because  solid 
matter  does  not  attach  to  its  surface. 

Use  Vitrified  Clay  Wall  Coping  to  insure 
full  and  efficient  protection  for  the  walls  of 
your  building,  for  vastly  improved  appear- 
ance, for  enhanced  property  values  and  for 
the  total  elimination  of  maintenance  costs. 

We  are  prepared  to  furnish  any  quantity 
desired  at  short  notice.  Regular  sizes  al- 
ways in  stock.    Specialty  sizes  to  order. 


For  full  information,  including  quotations,  write  to 
Vitrified  Clay  Pipe  Publicity  Bureau 
8  Colborne  St.,  Toronto,  Ont. 


St.  John's,  P.Q. 


New  Glasgow,  N.S. 


IED  CLAY 


;Mf  mm  TM: 
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The  Line  of  Modern 
Contracting  Facilities— 

LONDON 

Line  of  Equipment 


The  up-to-date  contractor 
sees  that  his  machinery  is 
equal  to  the  test  of  every 
big  job  on  which  he  ten- 
ders. It  is  the  equipment 
that  counts  where  time  and 
cost  have  to  be  figured.  The 
London  Line  of  Contract- 
ing Machinery,  by  reason  of 
its  modern  design  and  reli- 
able and  economical  opera- 
tion, always  gives  the  con- 
tractor a  long  lead  with  his 
claim  for  having  the  best 


facilities  to  get  the  job 
through  at  least  cost,  in  the 
quickest  time,  and  in  the 
most  satisfactory  manner. 

We  manufacture  a  complete 
line  of  Concrete  Mixers,  dia- 
phragm Pumps,  Gasoline 
Hoisting  Engines,  Brick 
Machines,  Block  Machines, 
Tile  and  Sewer  Pipe 
Moulds.  Our  catalogue  will 
be  sent  on  request.  Write 
for  further  particulars. 


London  Concrete  Mixer 
A  machine  with  a  reputation  for  thorough  and  rapid  work. 
Will  run  for  years  without  repairs. 


J 


London  Diaphragm  Pumps 

Equipped  with  l]/2  H.P.  Novo  Gasoline  Engine. 
Suitable  for  pumping  sewers  or  any  kind  of  work 
where  lift  is  not  over  25  ft. 


London  Concrete  Mixer 

portable  and  made  in  two  sizes,  No.  4  or  No.  (!, 
suitable    for   small   jobs   requiring   a    capacity  up 
to  (i(t  cu.  yards  per  day. 


London  Heavy  Duty  Hoisting  Machines 

Suitable  for  all  kinds  of   Hoisting  or 
Pulling. 


The   London   Concrete  Cart 

is  wanted  on  every  job  because  of  its  all  round 
utility,  and  the  time  it  saves  in  the  rapid  mov- 
ing and  dumping  of  material.  Strong,  easy  to 
handle  and  costing  less  than  imported  carts. 


London  Concrete  Machinery  Co.,  Limited 


Dept.  7 


LONDON,  ONTARIO 

World's  Largest  Manufacturers  of  Concrete  Machinery 
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FOR  THE  BIG  DRIVES 

Specify 

LEWIS  &  TTLORS 


PATENT 


WITH  'TRIPLE  'TWISTED  - 


Manufactured  by 

Lewis  and  Ty  lor 

Limited 

in  Great  Britain 


INDESTRUCTIBLE 


As  the  illustration  shows, 
"Gripoly"  has  triple  twisted 
indestructible  edges.  This  is 
an  exclusive  feature  of 
"Gripoly"  and  cannot  be  too 
strongly  emphasized. 

These  edges,  which  are  com- 
posed of  strands  interwoven 
into  the  solid  body  of  the  belt, 
defy  the  action  of  shifters, 
guide  forks,  or  flange  pulleys. 


Every  belt  user  will  appreciate 
what  this  means. 

"Gripoly"  does  exactly  what 
the  name  conveys — it  "Grips 
the  pulley"  and  gets  every 
atom  of  power  from  the  shaft. 

Specify  "Gripoly"  for  your 
service  and  your  transmission 
costs  will  be  reduced  to  the 
minimum. 


Stocked  and  Sold  by 

"CAM-FISH"  CO.,  LTD. 

Importers  and  Distributors  of  Engineering  Supplies 

55  BAY  ST.      TORONTO,  CAN. 
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Acetylene  Gas 

The  Prest-O-Lite  Co.,  Inc. 
Air  Compressors 

Can.  Ingersoll-Rand  Co.,  Ltd. 

Canadian  AUis-Chalmers,  Ltd. 
Air  Washing  Plants 

Spray    Engineering  Co. 

Aluminium  , 

Spielman  Agencies  Regd. 

Air  Hoists 

Canadian  Ingersoll-Rand  Co. 
Northern  Crane  Works. 

Architectural  Iron  Works 
Canadian  Allis-Clialmers  Ltd. 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
McGregor  &  Mclntyre 

Architectural  Terra  Cotta 

Toronto  Plate  Glass  Imp'tg  Co. 

Ash  Conveyors 

Hooker  &  McKechnie 

Jeffrey  Mfg.  Company 

Ash  Hoists 

Canadian  Link- Belt  Co. 

Jeffrey  Mfg.  Company 

Asphalt 

Asphalt  Association 

Imperial  Oil  Company,  Ltd. 

Robertson  Co.,  H.  H. 
Beam  Spans 

Hamilton  Bridge  Works  Co. 

McKinnon  Steel  Company 

Sarnia  Bridge  Company 
Belting   (Transmission,  Elevator, 
Conveyor,  Rubber) 

Cam-Fish  Company 

Dunlop  Tire  &  Rubber  Goods  Co. 

Goodyear  Tire  &  Rubber  Goods 
Company 

Blast  Hole  Drills 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Blocks  (Wire  and  Manilla  Rope) 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Blowers  and  Compressors 

Canadian  Blower  and  Forge  Co. 

Can.  Ingersoll-Rand  Co.,  Ltd. 
Boilers 

Canadian  Mead-Morrison  Co. 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Ingersoll-Rand  Co. 

Inglis  Company,  John 

Marsh  Engineering  Works,  Ltd. 

Mussens  Limited 

Robb  Engineering  Works 

Waterous  Engine  Works  Co. 

Williams  Machinery  Co.,  A.  R. 
Boiler  Inspection 

Trades  &  Labour  Branch  Dept., 
Public  Works 
Boxes — Junction 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Brass  Goods 

Dunlop  Tire  &  Rubber  Goods  Co. 

Brick  Dryers 
Canadian  Blower  and  Forge  Co. 

Brick  Machinery  and  Supplies 
Hepburn  Ltd.,  John  T. 

Bridges 

Canadian  Allis-Chalmers  Ltd. 
Hamilton  Bridge  Works  Co. 

Standard  Steel  Construction  Co. 
Toronto  Steel  Construction  Co. 

Bridges  (Steel) 
Canadian  Bridge  Company 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Steel  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Manitoba  Bridge  &  Iron  Works 
Maritime  Bridge  Company 
Sarnia  Bridge  Company 

Buckets 

Canadian  Link-Belt  Co. 
/Canadian    Mead-Morrison  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Manitoba  Bridge  &  Iron  Works 
Mansfield  Engineering  Co. 
Morris  Crane  &  Hoist  Co..  Her- 


Buckets  (Drag  Line) 

Brown  Hoisting  Machinery  Co. 
Mansfield  Engineering  Co. 

Buckets — Steel 

Brown  Hoisting  Machinery  Co. 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Company 

Mansfield  Engineering  Co. 

McKinnon  Steel  Company 

Marsh  Engineering  Works,  Ltd. 
Building  Materials 

Britnell  Limited 

Drummond   and  Reeves 

Robertson  Co..  H.  H. 

Sand  &  Supplies 

Trussed  Concrete  Steel  Co.,  Ltd. 

.Vitrified  Clay  Pipe  Publicity 
Bureau. 
Building  (Steel) 

Standard  Steel  Construction  Co. 
Cable 

Dominion  Wire  Rope  Co.,  Ltd. 

Standard  Underground  Cable  Co. 
of  Canada.   Limited  ' 
Cable  Terminals 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 
Cars — Steel  Body 

Marsh  Engineering  Works,  Ltd. 

Mackinnon   Steel  Co. 

Williams  Machinery  Co.,  A.  R. 
Car  Wheels 

Marsh  Engineering  Works,  Ltd. 

Steel  Co.  of  Canada,  Limited 
Carrier  Systems 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Company 
Castings — Grey  Iron 

Canadian  General  Electric  Co. 

Hepburn  Ltd.,  John  T. 

Marsh  Engineering  Works,  Ltd. 

Robb   Engineering  Works 
Casements 

Canadian  Metal  Window  Co.,  Ltd. 

Trussed  Concrete  Steel  Co. 
Cement 

Super  Cement  (America)  Ltd. 
Britnell  &  Company 
Canada  Cement  Company 
Cement  Hardener 

Beveridge  Paper  Co. 
Cement  (Rubber) 

Dunlop  Tire  Rubber  Goods  Co. 
Cement  Waterproofing 

Barrett  Company,  Limited 
Dominion  Tar  &  Chemical  Co. 
Ideal  Concrete  Machinery  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Spielman  Agencies  Regd. 
Centrifugal  Pumps 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  &  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Dayton  Dowd  Company 
National  Equipment  Company 
Chains 

Canadian  Link-Belt  Co. 
Jeffrey  Mfg.  Company 
Chemists 

Canadian  Inspection  and  Testing 
Laboratories 
Chimneys 

Vitrified  Clay  Pipe  Publicity 
Bureau. 
Coal  Handling  Apparatus 

Canadian    Mead-Morrison  Co. 
Brown  Hoisting  Machinery  Co. 
Canadian  Link-Belt  Co. 
Cold  Storage  Insulation 

Armstrong  Cork  Company 
Compressed  Acetylene  Gas 

The  Prest-O-LItc  Co.,  Inc. 
Concrete  Block  Machinery 

Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
Concrete  Buggies 

Canadian  Welding  Works 
London  Concrete  Machinery  Co 
Concrete  Culvert  Pipe 

Concrete  Pipe  &  Products  Co. 
Dominion  Concrete  Company 
Concrete  Mixers  and  Appliances 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Ideal  Concrete  Machinery  Co. 


London  Concrete  Machinery  Co. 
Mussens  Limited 
Concrete  Sewer  Pipe 

Dominion  Concrete  Company 
Verified  Clay  Pipe  Co. 
Conduits 

Conduits    Company,  Limited 
National    Conduit  Company 
Vitrified  Clay  Pipe  Publicity 
Bureau. 
Contractors 

Anglin-Norcross  Limited 
Archibald  &  Holmes 
Canadian  Engineering  &  Con- 
tracting Co. 
Cape  &  Company,  E.  G.  M. 
Dufferin  Construction  Co. 
Gore,  Nasmith  &  Storrie 
Holmes  &  Co.,  Fred 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Miller  &  Son.  Roger 
Thomson  Bros. 
Wells   &  Gray 
Contractors'  Bonds 

Canadian  Surety  Company 
London    Lancashire   Guaranty  & 

Accident  Company 
United   States   Fidelity   &  Guar- 
anty Company 
Contractors'  Plant  &  Supplies 
Austin  Machinery  Co. 
Ball  Engine  Company 
Canadian  Mead-Morrison  Co. 
Boving  Hydraulic  &  Engineering 

Company 
Brown    Hoisting     &  Machinery 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Link  Belt  Co. 
Dake  Engineering  Works,  Ltd. 
Gartshore,  John  J. 
Hamilton  Bridge  Works  Co. 
Hepburn  Ltd.,  John  T. 
Jeffrey  Mfg.  Company 
Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
S'essenwein  Bros. 
Contractors'  Pumps 

Osborn  Canada  Ltd.,  Samuel 
Conveying  Appliances 
Barber-Greene  Company 
Brown  Hoisting  Machinery  Co. 
Jeffrey  Mfg.  Co.,  Columbus,  Ohio 
Mansfield  Engineering  Co. 
Cooling  Equipment 

Spray  Engineering  Co. 
Core  Drills 

Canadian  Allis-Chalmers  Ltd. 
Can.  Ingersoll-Rand  Co.,  Ltd. 
Cranes,  Travelling  and  Locomotive 
Brown  Hoisting  Machinery  Co. 
Canadian  Link-Belt  Co. 
Canadian  Mead-Morrison  Co. 
Boving  Hydraulic  &  Engineering 

Company 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Maritime  Bridge  Company 
Morris  Crane  &  Hoist  Co.,  Her- 
bert. 

Northern    Crane  Works 
Creosote  Oils 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 
Crushed  Stone  and  Granite 

Canada  Crushed  Stone  Corpora- 
tion 

Crushed  Stone.  Limited 

Montreal  Crushed  Stone  Co. 
Crushers  (Stone  and  Rock) 

Canadian  Allis-Chalmers  Ltd. 

Canadian  Ingersoll-Rand  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Jeffrey  Mfg.  Company 

London  Concrete  Machinery  Co 

Mussens  Limited 
Damp  Proof  Coating 

Barrett  Company,  Limited 

Beveridge  Paper  Co. 

Dominion  Tar  &  Chemical  Co. 

Imperial   Oil  Company,  Ltd. 

Sonneborn  Sons,  Inc.,  L. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Doors 

Pannill  Door  Company 
Derricks  and  Derrick  Fittings 
Canadian  Mead-Morrison  Co. 
Hepburn  Ltd..  John  T. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 


National  Equipment  Company 

Northern  Crane  Works 
Diamonds 

Joyce-Koebel  Company 
Diamond   Saw  Teeth 

Joyce-Koebel  Company 
Ditching  Machines 

Ball  Engine  Company 
Dredging  Pumps 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  Blower  &  Forge  Co. 
Dredges 

Canadian  Mead-Morrison  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Drills 

Canadian  Allis-Chalmers  Ltd. 

Canadian   Ingersoll-Rand  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Drill  Steel  Sharpeners 

Canadian  Ingersoll-Rand  Co. 
Dump  Cars,  Wheels,  etc. 

Gartshore,  John  j. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 

Marsh  Engineering  Works,  Ltd. 
Dump  Wagons 

Seagrave,  Lougheed  Co. 

Swedish  Crucible  Steel  Co. 
Drying  Apparatus 

Canadian  Blower  &  Forge  Co. 
Elastite 

Carey  Company,  Philip 
Electric  Impulse  Clocks 

Gent  &  Company,  Limited 
Electric  Water  Systems 

Ontario   Wind   Engine  &  Pump 
Company 
Electrical  Specialties 

Spielman  Agencies  Regd. 
Electrical  Supplies 

Canadian  General  Electric  Co. 
Elevator  Doors 

Ormsby  Company,  A.  B. 
Elevators 

Canadian  Link-Belt  Co. 

Jeffrey  Mfg.  Co.,  Columbus,  Ohio 
Northern   Crane  Works 

Turnbull  Elevator  Company 
Enameled  Brick 

American   Enameled   Brick  & 
Tile  Company 
Engines 

Canadian   Allis-Chalmers  Ltd. 

Canadian  Blower  and  Forge  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Inglis  Company,  John 

Robb  Engineering  Works 

Waterous  Engine  Works  Co. 
Engines — Swinging 

Canadian  Mead-Morrison  Co. 
Engineers  (Civil  and  Mechanical) 

Archibald  &  Holmes 

Chipman  &  Power 

Dominion  Engineering  &  Inspec 
tion  Company 

Hunt  &  Co.,  Robt.  W. 

Milton  Hersey  Co. 

R.  &  W.  S.  Lea 

Worthington,  W.  R. 
Excavators 

Ball  Engine  Company 

Canadian  Mead-Morrison  Co. 

Engineering  &  Machine  Wks.  Co. 

Harris  Mfg.  Co.,  J.  W. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Mansfield  Engineering  Co. 
Exhaust  Heads 

Canadian  Blower  and  Forge  Co. 
-  Expanded  Metal 

Baines  &  David  Ltd. 
Fans 

Canadian  Blower  and  Forge  Co 
Fire  Brick  (Plastic) 

Beveridge   Paper  Co. 
Fireproof  Doors  and  Windows 

Canadian  Metal  Window  Co. 

Ormsby  Company,  _A.  B. 

Roberson-Oleson  Limied 
Fire  Escapes 

Canadian  Welding  Works 

Dennis  Wire  &  Iron  Works  Co. 

McGregor  &  Mclntyre 
Fire  Proection  Appliances 

Dunlop  Tire  &  Rubber  Goods  Co. 
(Continued  on  ->«g«  ■) 
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The  first  building  excav- 
ation in  England  to  be 
handled  by    steam  shovel 

This  photo  shows  the  first  cellar 
excavation  by  steam  shovel  in 
Great  Britain.  A  $400,000  contract; 
;hewing-gum  factory,  London,  for 
Adams  &  Beemans,  Ltd. 

They  have  had  big  "steam  nav- 
vies" in  England,  but  never  be- 
for  a  steam  shovel  of  the  Amer- 
ican revolving  type — able  to  travel 
anywhere,  and  profitable  for  build- 
ing excavations. 

The  revolving  steam  shovel  was 
first  used  as  a  cellar-digger  in 
England  by.  F.  D.  Huntington, 
Ltd.,  of  London,  one  of  the  most 
wide-awake  engineering  firms  in 
Great  Britain.  Within  the  last  ten 
months  of  1919  this  organization 
started  about  $7,000,000  worth  of 
work,  including  a  $4  000,000  store 
for  Selfridge  &  Co.  Writes  F.  D. 
Huntington,  Managing  Director  of 
the  company:  "The  ERIE  has  cut 
our  excavation  costs  practically  in 
half." 

After  the  Huntington  firm  had 
such  great  success  with  their 
Erie  Shovel',  we  began  to  re- 
ceive orders  for  Ekies  from  all 
parts  of  Great  Britain.  Within  a 
few  months  many  more  ESIE 
Shovels  had  been  ordered  for  vari- 
ous uses. 


The  ERIE  is  valuable  for  cellar  excava- 
tion ;  digs  sewer  and  water  trenches ;  cuts 
grade  for  street  and  road  construction ;  quar- 
ries rock ;  excavates  gravel.  Equipped  as  a 
locomotive  crane,  with  its  structural  steel 
boom,  the  ERIE  handles  a  clam-shell,  orange- 
peel,  or  drag-line  bucket — with  splendid  re- 
sults. 

In  the  United  States,  the  strength  and 
reliability  of  the  ERIE  Shovel  have  made  it 
the  favorite  machine  of  its  class.  During  1918 
and  1919  there  were  more  Type  "B"  ERIES 
sold  than  all  other  makes  of  y$  cubic  yard 
shovels  combined.  Now  there  are  more  than 
1,200  ERIES  in  service. 

We  would  like  to  send  you  a  booklet  of 
photos  and  facts,  showing  just  what  the  ERIE 
can  do.    Write  for  a  copy  of  Bulletin  C. 


BALL  ENGINE  CO. 


ERIE,  PA. 


Builders  of  ERIE   Steam  Shovels;  Locomotive 
Cranes;  Railway  Ditchers. 


F.D.HUNTINGTON. 

LIMITED  - 

ENGINEERS  &  CONTRACTORS 

II  IUVMI  X/AKt  llftlKA  »  I 
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Fittings 

Crane  Limited 
Flag  Poles 

MacKinnon  Steel  Company 

Ontario    Wind    Engine   &  Pumv> 
Company 

McGregor  &  Mclntyre 
Flooring  Materials 

Armstrong  Cork  Company 

Imperial   Oil  Company 

Sonnrborn   Sons,   Inc.,  L. 

Vitrified  Clay  Pipe  Publicity 
Bureau. 
Forges 

Canadian  Blower  and  Forge  Co. 
Forgings,    Steel   &  Iron 

Manitoba  Bridge  &  Iron  Works 
Galvanized  Cornices 

Gale  Art    Metal  Company 

Gasoline  Engines 

Boving  Hydraulic  &  Engineering 
Company 

Canadian  AUis-Chalmers  Ltd. 

London  Concrete  Machinery  Co. 

Ontario   Wind    Engine   &  Pump 
Company 

Osborn  Canada  Ltd.,  Samuel 
Generators 

Canadian   General   Electric  Co. 
Glass 

Toronto  Plate  Glass  Impfg.  Co. 

Governors 

Boving  Hydraulic  &  Engineering 
Company 

Grab  Buckets 

Brown     Hoisting     a;  Machinery 
Company 
Gravel 

Sand  &  Supplies 
Gypsum 

Robertson  Co.,  H.  H. 

Hammer  Drills 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Osborn  Canada  Ltd.,  Samuel 


Hauling  Contractors 
Augstrom  &  Verochio 

Heating  Apparatus 

Dunham   Company,   C.  A. 
Canadian   Blower  and   Forge  Co. 
Montreal  Machine  Shop,  Ltd. 

Heat  Insulating  Materials 
Armstrong    Cork  Company 

Heating  Systems  (Steam  Traps) 
Dunham  Company,  C.  A. 

Hoists,  Electric 

Canadian  Link-Belt  Co. 
Northern   Crane  Works 

Hoisting  Apparatus 

Brown  Hoisting   Machinery  Co. 
Canadian   Mead-Morrison  Co. 
Herbert  Morris  Crane  &  Hoist 

Company 
Hopkins  &  Company,  F.  H. 
Jeffrey  Mfg.  Company 
London  Concrete   Machinery  Co. 
Marsh   Engineering   Works,  Ltd. 
Mussens  Limited 
National  Equipment  Company 
Northern  Crane  Works 
Williams    Machinery   Co.,    A.  R 

Hoisting  Engines 

Canadian    Allis-Chambers  Ltd. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Marsh  Engineering  Works,  Ltd. 

Hose 

Goodyear  Tire  &  Rubber  Co. 

Hydrants 
Canada  Iron  Foundries 
Kerr    Engine  Company 
Gartshore-Thompson  Pipe  Co 
McAvity  &  Sons,  T. 

Industrial  Cars 

Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
McKinnon  Steel  Company 


Inspection  Engineers 

Canadian  Inspection  and  Testing 
Laboratories 

Hunt  &  Co.,  Robt.  W. 

Milton  Ilersey  Company 
Insulating  Compounds 

Imperial  Oil  Company,  Ltd. 

Spielman   Agencies  Regd. 

Standard  Underground  Cable  Co. 
of  Canada  Limited 
Insulating  Bricks 

Armstrong  Cork  Company 
Jib  Cranes  (all  kinds) 

Hamilton    Bridge   Works  Co. 

Northern   Crane  Works 
Joist  Hangers 

Canadian  Welding  Works 
Hamilton   Bridge  Works  Co. 
Kilns 

Canadian   Rlower  and  Forge  Co 

McKinnon   Steel  Company 
Lead  Pencils 

American  Lead  Pencil  Company 
"Lidgerwood"  Hoists 

Canadian   Allis-Chalmers  Ltd. 
Lockers  (Clothes) 

Canada  Wire  &  Iron  Goods  Co. 

Dennis  Wire  &  Tron  Works  Co. 
Locomotives 

Sessenwein  Bros. 
Locomotive  Cranes 

Ball  Engine  Company 

Brown     Hoisting    &  Machinery 
Company 

Canadian  Link-Belt  Co. 
Lumber 

B.    C.   Lumber  Commissioner 
Machinery  Insulation 

Armstrong  Cork  Company 
Malleable  Castings 

Pratt  &  Letchworth  Co. 

Metal  Lath 

Canadian   Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Trussed  Concrete  Co.,  Ltd. 


Mill  Supply  Department 
Beveridge  Paper  Co. 

Motors 

Canadian   General   Electric  Co 
Motor  Trucks 

Tiffin   Wagon  Company 

Ford  Motor  Company 
Nozzles 

Spray  Engineering  Co. 
Oil  Tanks 

Boving  Hydraulic  &  Engineering 
Company 

Hamilton  Hridge  Works  Co. 

Imperial  Oil  Company,  Ltd. 

McKinnon  Steel  Company 

Maritime  Bridge  Company 
Ornamental  Iron 

Canadian  Welding  Works 

Dennis  Wire  Iron  Works  Co 
Ornamental  Moulds 

Ideal   Concrete   Machinery  Co 

London  Concrete  Machinery  Co 
Packing 

Dunlop  Tire  &  Rubber  Goods  Co 

Paint  (Heated  Surfaces) 

Ric-Wil  Company 
Spielman  Agencies 

Paints  and  Varnishes 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Spielman   Agencies  Regd. 
Paints  (Bridge  and  Structural  Iron 

and  Pipe  Coating) 

Barrett   Company,  Ltd. 

Dominion  Tar  &  Chemical  Co. 

Imperial  Oil  Company,  Ltd. 

Ontario  Rock  Company 

Sonneborn  Sons  Inc.,  L. 

Spielman   Agencies  Regd. 

Trussed  Concrete  Steel  Co.,  Ltd 
Paint  Spraying  Equipment 

Spray  Engineering  Co. 
Park  Sprinklers 

Spray    Engineering  Co. 

(Continued  on  page  10) 


BELT  DRIVEN  HOISTS 

For  use  with  Gasoline  or  any  other  Power 

LIGHT — Easily  moved  about  as  required  on  the  job,  or  from 

one  job  to  another. 
COMPACT — They  take  up  very  little  room,  and  owing  to  the 

absence  of  a  Boiler  can  be  set  almost  anywhere. 


This  is  the  same  machine  as  shown  in  the  larger  il- 
lustration, but  fitted  with  our  geared  Boom  Swinger 
and  shows  the  adaptability  of  our  Belt  Driven 
Hoists  for  all  classes  of  work.  Made  in  7  sizes, 
from  10  H.P.  to  50  H.P.,  and  with  one,  two  or 
three  drums. 

POWERFUL — They  will  lift  or  pull  exactly  the  same  weight  as  our 
Standard  Steam  Hoists,'  if  you  use  the  right  size  motor. 

ECONOMICAL— They  cost  less  to  install  than  the  Steam  Hoists,  and 
often  cost  less  to  operate 

NO  FIRE  HAZARD— There  are  no 
sparks  flying  about,  and  no  fires  to 
light  and  keep  going,  consequently 
they  are  safer  to  use  in  building  con- 
struction. 

Marsh  Engineering  Works 

Established  1846  Limited 

Belleville  Ontario 

Sales  Agents,  Mussens  Limited, 
Montreal,  Toronto,  Winnipeg  and  Vancouver 
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Building  recently  completed  for  Willards  Chocolates  Limited,  Dupont  St.,  Toronto 

Henry  J.  Chown  Architect 


Work  was  started  on  this  building  Dec.  3,  19  19 
Basement  and  tirst  floor  occupied  Feb.  1,  1920 
Building  completely  occupied        Apr.  1,  1920 

Work  was  done  on  percentage  basis  and  cost  kept  below  ' 
our  estimate. 


Wells  &  Gray  Limited 

ENGINEERS  &  CONTRACTORS 


Branch  Office  : 

Bank  of  Commerce  Bldg., 

WINDSOR,  ONT. 


Head  Office : 

701  Confederation  Life  Bldg., 
TORONTO. 
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Paving  and  Paving  Materials 
Barrett  Company,  Limited 
Brodies  Limited 
Carey  Company,  Philip 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Trusted  Concrete  Steel  Co.,  Ltd. 
Warren    Bituminous   Paving  Co. 

Pipe  (Concrete,  Iron  ft  Wood) 
Boving  Hydraulic  &  Engineering 

Company 
Dominion  Concrete  Company 
Gartshore  Thompson  Pipe  Co. 
National  Iron  Works 

Pipe  Covering  (Underground) 
Ric-Wil  Company 

Pencils  (Lead) 
American  Lead  Pencil  Company 

Perforated  Metals 

Canada  Wire  &  Iron  Goods  Co. 

Pile  Driving  Machinery 

Canadian  Allis-Chalmers  Ltd. 
Canadian  Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Hopkins  &  Company,  F.  H. 
Marsh  Enginering  Works,  Ltd. 

Pipe  Covering  (Cold  and  Steam) 
Armstrong   Cork  Company 

Planing  Mill  Exhausters 

Canadian  Blower  and  Forge  Co. 

Plaster 

Britnell  &  Company 

Power  Engines 
Robb  Engineering  Works 

.  Radiators  (Steam  Traps) 
Dunham  Company,  C.  A. 

Rails 

Gartshore,  John  J. 

Road  Machinery 

Hopkins  &  Company,  F.  H. 

Manitoba  Bridge  &  Iron  Works 

Waterous  Engine  Works  Co. 
Road  Material 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 
Rolling  Steel  Doors 

Ormsby  Company,  A.  B. 
Roofing  Cement 

Dominion  Tar  &  Chemical  Co. 

Roofing  Material 
Asbestos  Mfg.  Company 
Barrett  Company,  Limited 
Brantford  Roofing  Company 
Carey  Company,  Philip 
Robertson  Co.,  H.  H. 
Gait  Art  Metal  Company 
Imperial  Oil  Company,  Ltd. 
Vitrified  Clay  Pipe  Publicity 
Bureau. 

Rubber  Goods 
Barrett  Company,  Limited 

Road  Oil 

Imperial  Oil  Company,  Ltd. 
Pneumatic  Machinery 

Canadian  Ingersoll-Rand  Co. 

Power  Engines 

Boving  Hydraulic  &  Engineering 

Company 
Inglia    Company,  John 

Pumps 

Canadian  Blower  &  Forge  Co. 
Goldie  &  McCulloch  Co. 
Hepburn  Ltd.,  John  T. 

Pumps  and  Pumping  Machinery 
American  Well  Works 
Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Mead-Morrison  Co. 
Cook,  A.  D. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Inglls  Company,  John 

Ontario  Wind   Engine  &  Pump 

Company 
Waterous  Engine  Works  Co. 
Qusrry  Machinery 
Canadian   Ingersoll-Rand  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 

Ralls 

Sessenwein  Bros. 


Railway  Supplies 

Can.  Chicago  Bridge  &  Iron  Co. 

Gartshore,  ojhn  J. 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Steel  Company  of  Canada 
Reinforcements,  Concrete  and  Steel 

Baines  &  David  Ltd. 

Canadian  Siegwart  Beam  Co. 

Burlington  Steel  Company 

Canada  Wire  &  Iron  Goods  Co. 

Trussed  Concrete  Steel  Co.,  Ltd. 
Refrigeration  Machinery 

Boving  Hydraulic  &  Engineering 
Company 
Rigging  Screws 

Hopkins  &  Co.,  Ltd.,  F.  H. 

Riveted  Spans 

McKinnon  Steel  Company 

Road  Asphalt 

Imperial  Oil  Company,  Ltd. 
Robertson  Co.,  H.  H. 

Road  Drags 

Sarnia  Bridge  Company 

Road  Machinery 

Austin  Machinery  Co. 
Sauerman  Bros. 

Road  Materials 

Warren    Bituminous   Paving  Co. 

Road  Scraper  Knives 
Shunk  Plow  Company 

Road  Tar 

Dominion  Tar  &  Chemical  Co. 
Roofing  Material 

Beveridge  Paper  Co. 
Sand 

Sand  &  Supplies- 
Saw  Teeth 

Joyce-Koebel  Co. 
Screens 

Canada  Wire  &  Iron  Goods  Co 
Sewer  Pipe 

Britnell  &  Company 
Canada  Iron  Foundries 
Gartshore  Thompson  Pipe  Co. 
Ideal  Concrete  Machinery  Co. 
London  Concrete  Machinery  Co. 
National  Iron  Works 
Vitrified  Clay  Pipe  Publicity 
Bureau. 

Sheathing 

Barrett   Company,  Limited 
Shingles  (Asbestos) 

Barrett  Company 
Shingle  Stain  Oil 

Dominion  Tar  &  Chemical  Co. 
Shovels  (Steam) 

Ball  Engine  Company 

Canadian  General  Electric  Co. 

Canadian  Mead-Morrison  Co. 

Hopkins  &  Co.,  Ltd.,  F.  H. 
Sidewalk  Doors 

Canadian  Welding  Works 

McGregor  &  Mylntyre 
Sills  and  Cornices 

Concrete  Pipe  and  Products  Co. 
Silo  Moulds 

London  Concrete  Machinery  Co. 
Skylights 

Robertson  Co.,  H.  H. 

Trussed  Concrete  Steel  Co.,  Ltd. 

Smoke  Stacks 

Canadian  Blower  &  Forge  Co. 
Can.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
Canadian  General  Electric  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
Hamilton  Company,  Wm. 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
Standard  Steel  Construction  Co. 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 

Sprinkler  Tanks  (Steel) 

Can.  Chicago  Bridge  &  Iron  Co. 
Stair  Builders 

Canadian  Welding  Works 

Canada  Wire  &  Iron  Goods  Co. 

McGregor  &  Mclntyre 

Steam  Apparatus  and  Specialties 
Canadian  Allis-Chalmers  Ltd. 
Canadian  Blower  and  Forge  Co. 


McAvity  &  Sons,  T. 
Turnbull  &  Co.,  Harvard 

Steel 

Burlington  Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Co.,  Ltd.,  P.  H. 
McKinnon  Steel  Company 

Nova  Scotia  Steel  &  Coal  Co. 
-  Toronto  Steel  Construction  Co. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Bars 

Burlington  Steel  Company 
Frost  Steel  &  Wire  Co. 
Hopkins  &  Co.,  Ltd.,  F.  H. 
Maritime  Bridge  Company 
Steel  Company  of  Canada 
Trussed  Concrete  Steel  Co.,  Ltd. 

Steel  Beams 

Hamilton  Bridge  Works  Co. 
McKinnon  Steel  Company 

Steel  Lath 

Gait  Art  Metal  Company 

Steel  Pipe 

Can.  Chicago  Bridge  &  Iron  Wks. 
National  Equipment  Company 

Steel  Plate  Construction 

Hamilton   Bridge  Works  Co. 

Hamilton  Company,  Wm. 
MacKinnon  Steel  Co. 
Marsh  Engineering  Works,  Ltd. 
Standard  Steel  Construction  Co. 
Waterous  Engine  Works,  Co. 

Steel  Sash 

Canadian  Metal  Window  Co. 
Ormsby  Company,  A.  B. 
Steel   &  Radiation,  Limited 

Steel  Wire  Rope 

Canada  Wire  &  Cable  Co. 
Canada  Wire  &  Iron  Goods  Co. 

Stone 

Britnell  &  Company 

Street  Oilers 

Seagrave,  Lougheed  Co. 

Structural  Iron  and  Steel 
Burlington  Steel  Company 
Canadian  Allis-Chalmers  Ltd. 
C»n.  Chicago  Bridge  &  Iron  Co. 
Canadian  DesMoines  Steel  Co. 
DesMoines  Bridge  &  Iron  Co. 
Hamilton  Bridge  Works  Co. 
McGregor  &  Mclntyre 
McKinnon  S'teel  Company 
Manitoba  Bridge  &  Iron  Worfcs 
Maritime  Bridge  Company 
Reid  &  Brown  Structural  Steel  & 

Iron  Works 
Sarnia  Bridge  Company 
Standard  Steel  Construction  Co 

Swinging  Gears 

Dake  Engine  Company 

Switchboards 

Can.  Chicago  Bridge  &  Iron  Co. 

Tanks  and  Steel  Pipes 

Can.  Chicago  Bridge  &  I&ron  Co. 
Canadian  Allis-Chalmers  Ltd. 
Canadian  DesMoines  Steel  Co. 
Canadian   Ingersoll-Rand  Co. 
Canadian  Welding  Works 
Hamilton  Bridge  Works  Co. 
Inglis,  John 

Manitoba  Bridge  &  Iron  Works 
Marsh  Engineering  Works,  Ltd. 
McGregor  &  Mclntyre 
McKinnon  Steel  Company 
Maritime  Bridge  Company 
National  Equipment  Company 
Ontario   Wind   Engine   &  Pump 

Company 
Robb  Engineering  Works 
Waterous  Engine  Works  Co. 
Williams  Machinery  Co..  A.  R. 

Tar 

Barrett  Company 

Dominion  Tar  &  Chemical  Co. 

Testing  and  Inspecting  Bureau 
Hunt  &  Company,  Robt.  W. 
Milton  Hersey  Company 

Tile  Moulds 

London  Concrete  Machinery  »o. 


Towers 

Can.  Chicago  Bridge  ft  Iron  Co. 
Hamilton   Bridge   Works  Co 

Standard  Steel  Construction  Co. 

Trailers 

Seagrave,  Lougheed  Co. 

Transformers 

Canadian  General  Eelectric  Co. 
Trap  Rock 

Ontario  Rock  Company 

Turnbuckles 

Dominion  Wire  Rope  Company 
Valves 

Canada  Iron  Foundries 

Crane  Limited 

Gartshore-Thompson   Pipe  Co 
McAvity  &  Sons,  Ltd. 
Turnbull  &  Co.,  Harvard 
Ventilators 
Robertson  Co.,  H.  H. 

Vtr?h*?*   £,  Hea,i»K  Apparatus 
Canadian  Blower  and  Forge  Co. 

Varnishes — Insulating 

Standard  Underground  Cable  Co 
of  Canada,  Limited 

Wall  Ties 

Cawd,',an^  SeIf-Locking  Concrete 

Wall  Company 
Gait  Art  Metal  Company 

Wallboard   (Asbestos,  Linabestos) 

Asbestos  Mfg.  Company 

Water  Level  Apparatus 

Gent  &  Company,  Limited 

Waterproofing 

Barrett  Company,  Limited 
Beveridge  Paper  Co. 
Dominion  Tar  &  Chemical  Co. 
Imperial  Oil  Company,  Ltd. 
Sonneborn  Sons,  Inc.,  L. 
Trussed  Concrete  Steel  Co.,  Ltd. 

Water  Turbines 

Boving  Hydraulic  &  Engineering 

Company 
Canadian  Allis-Chalmers  Ltd. 
Hamilton  Company,  Wm. 

Welding  Apparatus 

Prest-O-Lite  Company,  Inc. 

Welding  and  Cutting  Plants 
Prest-O-Lite  Company,  Inc. 

Welding  Engineers 

Canadian  Welding  Works 

Well  Drilling  Plants 
American  Well  Works 
Ontario  Wind   Engine   &  Pump 

Company 

Window  Sash 

Canadian  Metal  Window  Co., 
Trussed  Concrete  Steel  Co.,  Ltd. 

Wires  and  Cables 

Standard  Underground  Cable  Co. 
of  Canada,  Limited 

Wire  Guards  and  Screens 
Canadian  Welding  Works 
Canada  Wire  &  Iron  Goods  Co. 
Johnson  &  Sons,  C.  H. 

Wire  Rope 

Baines  &  David  Ltd. 
Canada  Wire  &  Iron  Goods  Co. 
Dominion  Wire  Rope  Co.,  Ltd. 
Osborn  Canada  Ltd.,  Samuel 

Wood  Pipe 

Canadian   Pipe  Company 
Pacific  Coast  Pipe  Company 
Vancouver   Wood   Pipe  &  Tank 
Company 

Wood  Preservatives 
Beveridge  Paper  Co. 

Wood  Tanks 

Pacific  Coast   Pipe  Company 
Vancouver  Wood  Pipe  and  Tank 

Company  , 
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The  HAMILTON  BRIDGE  WORKS  CO., 

Hamilton,  Canada  limited 


ENGINEERS  AND 
BUILDERS 

of 

Steel  Railway  Bridges 

Steel  Highway  Bridges 

Steel  Buildings 

Steel  for  Ships 

Steel  Turntables 

Steel  Structures  of 
every  Glass 

Enquiries  Solicited 

Capacity    36, 000  Tons 


Steel  work  for  Steam  Power  House  recently  erected  for 
The  Dominion  Power  and  Transmission  Co.,  Hamilton. 


A  New  Angle  on 
the  Labor  Problem 

You  can  handle  more  work  by 
using  SPRACO  PNEUMATIC 
PAINTING  EQUIPMENT,  as 
one  man  will  do  the  work  of  five 
to  twelve  experienced  painters — 
do  it  better,  saving  you  material 
besides. 

And,  which  is  even  of  greater  in- 
terest, the  labor  saving  will  cut 
from  30%  to  40%  from  the  cost 
of  the  entire  job. 

Find  out  about  this  NOW  while 
the  painting  season  is  on. 

Write  for  bulletin  No.  P-ll. 

Spray  Engineering  Co. 

BOSTON,  Mass.,  U.S.A. 

Manufacturers    also    of    Spraco  Cooling 
^onds,    Spraco  Air   Washers,  Spraco 
Cement    Gun,    Spraco  Nozzles, 
Vaughan    Flow    Meter,  etc. 
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HYDRAULIC 
TURBINES 

I.  P.  Morris  Design 

Our  shops  are  now  equipped  for  the 
building  of  TURBINES  of  the  larg- 
est sizes  -  also  high  speed  PUMPS 
of  large  capacity  for  medium  and 
low  heads. 

Paper  Making 
MACHINERY 

Engineers  and  Builders  of  High  Speed  News 
Machines 

Dominion  Engineering  Works 

Limited 

Montreal,  Que. 


Look!  Contractors 

Canada's  Leading  Cart 


A  great  factor  in  Canada's  building  pro- 
gram. The  only  self-dumping  Concrete 
cart  on  the  market  to-day. 

Write  for  Prices 

ST.  CLAIR  BROS. 

Gait,  Ontario,  Canada 


ROGER  MILLER  £  SONS 

LIMITED 


NGINEERS 
AND 

CONTRACTORS 


ead  Office:  Lumsden  Building,  TMONJJ) 


June  l'.i^o 
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SS   TME  CO** 


TRADE  MARK 


The  Largest  Manu- 
facturers of  the  most 
comprehensive  line 
of  Earth-moving  and 
Concrete  Mixing 
Machinery  in 
the  World. 


AUSTIN 


5  in  1  Combination  Dragline 

Dragline  Crane  Shovel  Skimmer  Clam  Shell 

The  Austin  No.  5  Model  Combination  Machine  is  the  ideal 
type  of  equipment  for  excavating,  ditching,  back  filling,  street 
grading,  handling  materials  and  hoisting. 

One-man  operation,  low  maintenance  cost  and  wide  range  of 
application  are  the  dominating  factors  that  enable  this  ma- 
chine to  make  a  big  cut  in  the  costs  of  labor  and  overhead 
expense. 

Multipedal  Traction  enables  it  to  go  anywhere  in  reason. 
Five  different  combinations  are  made  possible  by  the  simple 
and  easy  substitution  of  booms,  for  the  various  classes  of 
work ;  and  each  combination  is  capable  of  maximum  service. 
The  Austin  Combination  Dragline  is  the  big  capacity,  high 
efficiency  machine  for  contractors. 

Catalog  D.L.  110  sent  on  request 


AUSTIN  MACHINERY  CORPORATION 

(F.  C.  Austin  Consolidation) 

Canadian  Agents  : 

A.  A.  Scully,  108  Bay  Street,  Toronto  New  York  Office,  30  Church  Street. 

Canadian  Western  Mfg.  Supply  Co.,  Calgary  Chicago  Office,  Railway  Exchange  Bldg. 
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Economical  and  Efficient 


EFFECTS 
A  GREAT 
SAVING 
IN  FUEL 
EXPENSES 

J5he 

Economic 
Heater 


is  guaranteed  for  twenty 
years  against  leaks  from 
expansion  or  contraction. 

Demonstrations  Freely 
Given. 

Enquiries  Solicited. 


Manufactured  in  Canada  by 

The  Montreal 
Machine  Shop 

LIMITED 

481    Ontario   Street  East 

MONTREAL 


Sole  Agents  for  Ontario :— EQUIPMENT  SPECIALTIES  LIMITED,  1409  Royal  Bank  Building,  TORONTO,  Ont. 


15he 

Economic 
Heater 

was  so  named  because 
of  its  remarkable 
ability  to  reduce  the 
amount  of  fuel  con- 
sumption. At  the 
same  time  it  greatly 
increases  the  effici- 
ency of  the  entire 
heating  system. 

So  confident  are  we 
of  its  ability  to  prove 
entirely  satisfactory 
that  we  will  install 
this  heater  and  if  it 
does  not  give  entire 
satisfaction  we  will 
take  it  out  and  stand 
all  expense. 
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ALPHABETICAL  LIST  OF  ADVERTISERS 


Algoma  Steel  Corporation   75 

American  Enameled  Brick  and  Tile 

Company   IS 

American  Lead  Pencil  Company   .  . 

American  Well  Works  

Anglin-Norcross  Limited   77 

Angstrom  &  Vcrochio   71 

Archibald  &  Holmes   60 

Armstrong  Cork  Company  .  .   .  . 

Asphalt  Association,  The  

Ault  &  Wiborg  Co   69 

Austin  Machinery  Co   13 

Ball  Engine  Co   7 

Barber  Asphalt  Paving  Company  .  . 

Barber-Greene  Co  

Barber,  Frank   70 

Barrett  Company  

Beveridge  Paper  Co   02 

B.  C.  Lumber  Commissioner   .  . 
Boving    Hydraulic    &  Engineering 

Company  

Brantford  Roofing  Company   62 

Britnell  Company,  Limited   20 

Brown  Hoisting  Machinery  Co.  .  . . 

Brydges  Company  

Burlington  Steel  Company   57 

Cam-Fish  Company   5 

Canada  Cement  Company   10 

Canada  Crushed  Stone  Corporation. 
Canada  Iron  Foundries,  Limited   .  .  74 

Canada  Wire  &  Cable  Co  

Canada  Wire  &  Iron  Goods  Co.  .  . 

Canadian  Allis-Chalmers  .  ."   21 

Canadian  Blower  and  Forge  Co.  .  . 
Canadian    Chicago  Bridge  and  Iron 

Company   66 

Canadian  Des  Moines  Steel  Co.  .   .  .  60 

Canadian  Equipment  Co  

Canadian  General  Electric  Co   21 

Canadian   Ingersoll-Rand  Co.'  .  . 
Canadian    Inspection     and  Testing 

Laboratories   70 

Canadian  Johns-Manville  

Canadian  Link-Belt  Co  

Canadian  Mead-Morrison  Co   04 

Canadian  Metal  Window  Co  

Canadian  Pipe  Company,  Ltd   2 

Canadian    Self  -  Locking  Concrete 

Wall  Company   22. 

Canadian  Siegwart  Beam  Co  

Canadian  Surety  Company   56 

Canadian  Welding  Works   .  .  ..... 

Cape  &  Company,  E.  G.  M   77 

Carey  Company,  Philip  .  .    .  .   .  . 

Cast   Stone    Block   &   Machine  Co. 

Chipman  &  Power,  Ltd   70 

Cohen,  L   . .  64 

Conduits  Company,  Limited   77 

Consumers  Gas  Company  

Cook,  A.  D  

Concrete  Pipe  &  Products  Co   70 

Consolidated  Sand  &  Supply  Co.  .  .  08 

Crane  Ltd  

Crushed  Stone,  Limited  ..   1   68 

Dake  Engine  Company   00 

Dayton- Dowd  Company  

Dennis  Wire  and  Iron  Company  .  . 

Dept.  of  Public  Works  

Dominion  Concrete  Company  ....  IS 


Dominion   Engineering  and  Inspec- 


tion Company   70 

Dominion  Engineering  Works  ..    ..  12 

Dominion  Oxygen  Co  

Dominion  Paint  Works  

Dominion  Tar  &  Chemical  Co   01 

Dominion  Wire  Rope  Co   80 

Doty  Engineering  Works   S3 

Drummond  &  Reeves   22 

Duf'fcrin  Construction  Co  

Dunham  Company,  C.  A  '.  .. 


Dunlop  Tire  &  Rubber  Goods  Co... 

Engineering  &   Machine   Works  of 
Canada,  Limited  


Ford  Motor  Company  *  

Foylc,  W.  &  G.  ..  .  

Frost  Steel  &  Wire  Co  

Gait  Art  Metal  Company   7') 

Gartshore,  John  J  

Gartshore-Thompson  Pipe  &  Foun- 
dry Company   71 

Gent  Company   70 

Goldie  &  McCulloch  Co  

Goodyear  Tire  &  Rubber  Co  

Gore,  Nasmith  &  Storrie   70 

Hamilton  Bridge  Works  Co   11 

Hamilton  Co.,  Win   63 

Harris  Mfg.  Co.,  J.  W  

Hepburn,  John  T   70 

H olden  Company,  Limited  

Holmes  &  Sons,  Fred   70 

Hopkins  &  Company,  F.  H   80 

Hunt  &  Company,  Robert  W   77 

Hynes.  W.  J.  .  .   .  .   ..  I  

Ideal  Concrete   Machinery  Co.    ...  60 

Imperial  Oil  Limited  .    .  .   

Independent  Concrete  Pipe  Co  

Inglis  Company,  John   50 

Jaeger  Machine  Company   01 

James  &  Company,  E.  A   76 

Jamicson  Lime  Company  

Jeffrey  Mfg.  Co   65 

Johnston  &  Sons,  C.  H   63 

Katie  Foundry  Company   80 

Kerr  Engine  Company,  Ltd   75 

Koebel  &  Company,  Joyce   68 

Lea,  R.  S.  &  W.  S.  . .   76 

London  Concrete  Machinery  Co.  .  .  4 
London  &  Lancashire  Guarantee  & 

Accident  Company   56 

MacKinnon  Steel  Co   58 

MacLean  Daily  Reports   56 

Mansfield  Engineering  Co  

Manitoba  Bridge  &  Iron  Company.. 

Maritime  Bridge  Works  Co   67- 

Marsh  Engineering  Works   8 

McAllister  &  Taylor   76 

McAvity  &  Sons,  T.  ..  

McGregor  &  Mclntyre   67 

Metal  Shingle  &  Siding  Co   30 

Miller  &  Sons,  Roger   12 

Milton  Hersey  Company   70 

Ministry  of  Munitions   14 

Montreal  Crushed  Stone  Co   08 

Montreal  Machine  Shop   15 

Morris  Crane  &  Hoist  Co.,  Herbert.  (iO 

Musscns  Limited   ..   73 


National  Conduit  Company   00 

National  Equipment  Co  

National  Iron  Corporation   77 

Neptune  Meter  Company   71 

Niagara  Sand  Company   03 

Northern  Architectural  Works  .    . . 

Northern  Electric  Company  

Northern  Crane  Works,  Ltd   00 

Nova  Scotia  Steel  and  Coal  Co.  .. 

Ormsby  Company,  Ltd.,  A.  B  

Ontario  Wind  Engine  and  Pump  Co. 

Osborn  Canada  Ltd.,  Samuel   . . 

Owen  Bucket  Company   62 

Pacific  Coast  Pipe  Company   .  .    . .  60 

Pratt  &  Letchworth   78 

Prcst-O-Lite  Company  

Port  Credit  Brick  Co   ..  58 

Portland  Cement  Association   .  . 

Reed  &  Co.,  Geo.  W  

Reid  &  Brow  n  Structural  Steel  ai  d 

Iron  Company   76 

RicwiL  Company   66 

Robb   Engineering  Works   78 

Robertson  Co.,  H.  H.  

Sand  &  Supplies   -  6S 

Sarnia  Bridge  Company   66 

Scully,  A.  A   -65 

Scagrave-Loughead  Co   17 

Sessenwein  Bros  ,  6-1 

Shunk  Plow  Company   64 

Sonneborn   Sons,  L.,  Inc.  

Spielman  Agencies  

Sprav    Engineering   Company    .    .  .  11 

Stalford.  V.  K   76 

Standard    Steel    Construction    Co....  67 
Standard  Underground  Cable  Com- 
pany of  Canada,  Ltd   71 

Steel  Company  of  Canada  .. 

Sterling  Engine  Company  

St.  Clair  Bros   12 

St.  Maurice  Lumber  Company  .  . 

Super  Cement  Limited  ,  

Swedish  Crucible  Steel  Co   20 

Thompson  Bros   76 

Tiffin  Wagon  Company  

Toronto  Plate  Glass  Importing  Co.  1 
Toronto  Steel  Construction  Co.  .  .  67 
Trades   &  Labor  Branch,   Dept.  of 

Public  Wrorks  

Turnbull  &  Co.,  Harvard  

Turnbull  Elevator  Company   79 

United  States  Fidelity  &  Guaranty 
Company   .   .  .  56 

Vancouver  Wood    Pipe    and  Tank 
Company  r  . .  •  . . 

Vitrified  Clay  Pipe  Publicity  Bureau  3 
Warren   Bituminous  Paving  Co.    .  . 
Waterous   Engine  Works  Company 

Wells  &  Gray   0 

Wickes  Bros  ,   77 

Williams  Machinery  Co.,  Ltd.,  A.  R.  69 

Wilson,  Alex   70 

Wilson  &  McGovern                       . .  68 

Wood  Mosak  Company  

Worthington,  W.  R   76 


Our  advertisers  represent  the  most  progressive  manufacturers  and  dealers.  Make 
your  purchases  of  them.  Give  your  business  to  the  man  who  is  enterprise 
ing  enough  to  spend  money  and  time  to  get  in  touch  with  you. 


June  30,  1980 
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A  SIZE  FOR  EVERY  NEED 


NO  matter  whether 
you  require  a  light 
delivery  or  a  heavy 
duty  truck,  there  is  a 
S  e  a  g  r  a  v  e-Loughead  to 
serve  your  particular 
needs. 

The  enduring  strength 
and  minimum  upkeep 
typifying  each  model, 
points  the  way  to  more 
efficient  contracting  and 
greater  earnings. 

Write  for  Prices 

Seagrave- 
Loughead 


Company 

SARNIA 


Limited 

ONT. 


"  AS  STRONG  AS  A  LOCOMOTIVE  " 


Subscribers9  Information  Form 

Many  letters  reach  us  from  subscribers  enquiring  where  a  certain  machine, 
a  certain  kind  of  lumber  or  veneer,  or  some  other  class  of  goods,  can  be  ob- 
tained. We  can  usually  supply  the  information.  We  want  to  be  of  service  to  our 
subscribers  in  this  way,  and  we  desire  to  encourage  requests  for  such  informa- 
tion. Make  use  of  this  form  for  the  purpose. 


Date. 


1S^ 


'CONTRACT  RECORD" 

347  Adelaide  Street  West,  Toronto. 


Please  tell  us  where  we  can  procure 


Name  . 
Address 
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"Speed  Up  That  Building' 

is  the  universal  cry  over  America 
today.  Why  wait  four  to  six 
months  for  Glazed  Terra  Cotta  or 
Tile  when  "AMERICAN"  ENAM- 
ELED BRICK  in  white  or  mottled 
effects  can  be  shipped  from  stock, 
and  at  a  great  saving  in  cost  to  you. 
Used  in  the  exterior  and  interior  of 
buildings  throughout  the  continent 
for  the  past  twenty-seven  years. 

See  Sweet's  Catalogue  in  U.S.A. 
and 

Specification   Data  in  Canada 
or 

Send  for  Data 

American  Enameled  Brick 
&  Tile  Co., 

Manufacturers  of  Enameled  and  Fire  Brick. 
52  Vanderbilt  Ave.,  New  York  City. 


MANHOLES  and 
COVERS 


CROSSING 
PLATES 


Municipal 
Castings 


GALT 


ONT. 


IRON 
CULVERT  PIPE 


BRIDGE 
CASTINGS 


Sewers 


and 


Culverts 


built  from 


Our  Concrete 

give  maximum  service 
at  minimum  cost 

Wr~  (LARGE  STOCK  ON  HAND) 


Write  us  for  Catalogue  and  Prices 

Dominion  Concrete  Co.  Limited 

KEMPTVILLE      -  ONTARIO 


June  30,  1920 
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CONCRETE-and  the  Health  of  the  Public 


"^^TITH  the  increasing  development  of  our 
urban  centres,  the  installation  of  Sew- 
age Disposal  Plants  is  of  vital  importance. 

These  must  be  installed  in  thickly  popu- 
lated sections  in  order  to  preserve  the  health 
of  the  community. 

The  development  of  engineering  practice 
in  the  handling  of  Concrete  has  so  simplified 
this  method  of  treatment  that  the  Sewage 
Disposal  Plant  of  Reinforced  Concrete  is 


now  available  for  all  municipalities,  regard- 
less of  their  size. 

That  such  an  important  utility  should  be 
of  Concrete,  is  a  fact  easily  recognized. 

Concrete  has  the  requisite  qualities — it  is 
permanent  and  sanitary.  Once  constructed 
it  needs  but  little  outlay  for  repair. 

The  plant  here  shown  under  process  of 
construction,  is  located  at  Dauphin,  Man- 
itoba. 


CANADA  CEMENT  COMPANY  LIMITED 

Herald  Building  Montreal 

SALES  OFFICES  AT      MONTREAL      TORONTO      WINNIPEG  CALGARY 


Specify 
CANADA  CEMENT 
Uniformly  Reliable 


CANADA  CEMENT 

CONCRETE 

rOH  PCRMANENCE 


Our  Service  Department  is 
anxious  to  co-operate  in  all 
lines  of  work  for  which  Con- 
crete is  adapted.  Our  library 
is  at  your  disposal  at  all  times 
without  charge. 
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CRUSHED  STONE 

From  Our  Own  Quarries 


W 


E  have  unusual  facilities  for  serving  con- 
tractors and  builders  with  this  material — 


facilities  which  ensure  a  prompt  delivery,  no 
matter  how  large  the  order. 

Our  crushed  stone  which  we  obtain  from  our 
own  quarries  is  of  a  particularly  high  grade.  We 
can  guarantee  it  to  give  complete  satisfaction. 
WHAT  ARE  YOUR  REQUIREMENTS  ? 


Day  Phone— North  664 


Night  Phone— North  2107 


BRITNELL  &  CO.  LIMITED 

CP.R.  CROSSING,  YONGE  ST.,   NORTH  TORONTO 


Unless  special- 
ly requested  we 
do  not  supply 
driver's  cab 
with  equip- 
ment, but  will 
be  glad  to  fur- 
nish prices  up- 
on application. 


Olson  Dump  Body 

for 

Ford  Ton  Truck 

Made  in  two  sizes, 
Model  A  1  cubic  yard, 
and  Model  B  \y2  cubic 
yards.     Mounted  on 
Olson  side 
springs  to  sup- 
port body  at  all 
points.  So  per- 
fectly balanced 
that  it  may  be 
dumped  with 
perfect  ease. 
For  sale  by  all 
Ford  dealers. 


ONE  PRICE 
$245 
F.O.B.  WINDSOR 


Manufactured 
under  Olson 
Patents  by 


The  Swedish  Crucible  Steel  Co. 


of  Canada,  Limited 


WINDSOR, 
Ontario, 
Canada 


Branches  at:    MONTREAL,  QUE.,  285  Beaver  Hall  Hill 


TORONTO,  ONT.,  614  Excelsior  Life  Bldg. 


June  30,  1920 
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Canadian  Industry  has  awakened  to  the  wonderful 
advantages  of  ^electrical  heated  devices   in  the  shop. 


Electric  Rivet  Heater,  type  SCH,  C2,  3-75/- 
15440-60,   Catalogue   No.  223400 


Typical  installation  of  2000  watt  Soldering  Iron  Muffle  Furnace, 
Catalogue  No.  223434 

Self- Regulating  Melting  Pot 

We  can  hardly  satisfy  the  demand  for  this  product.    It  has  proven  wonder- 
fully economical  in  operation. 

For  instance,  current  consumption  decreases  as  the  heat  increases;  when 
the  maximum  temperature  is  reached  it  remains  constant. 
The  temperature  will  never  reach  a  point  where  the  metal  will  appreci- 
ably oxidize,  or  form  the  usual  heavy  coating  of  slag  on  the  surface  of 
the  pot. 

Electric  Soldering-iron  Furnace 

This  furnace  will  heat  your  iron  without  any  attention  from  the  operator, 
ft  is  a  proven  fact  that  this  compact,  simple,  efficient  furnace  greatly  im- 
proves the  working  conditions  in  factories,  as  well  as  saves  money. 

Electric  Rivet  Heater 

No  time  is  wasted  in  starting  production. 

Heats  very  rapidly — heated  five  hundred  in.  x  1*4  in.  rivets  in  one  hour. 
Rivet  heats  from  inside  out,  giving  more  uniformity  of  heat  and  better 
upsetting  conditions  in  the  shank. 

Canadian  General  Electric  Co.,  Limited 


Self-regulating  Melting  Pot 


Head  Office 


TORONTO 


Branch  Offices:  Montreal,  Quebec,  Sherbrooke,  Halifax,  Sydney,  St.  John,  Ottawa,  Hamilton,  London,  Windsor,  Cobalt 
South  Porcupine,  Winnipeg,  Calgary,  Edmonton,  Nelson,  Vancouver  and  Victoria. 
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"  R.  I.  W." 

Technical  Paints  and  Compounds 

(Toch  Brothers,  New  York.    Est.  1848) 


T-O-X-E-M-E-N-T 

Waterproofs  all  classes  of  cement 
and  concrete  construction. 

No.  110.  "R.I.W." 

For  "backing"  stone  to  prevent 
staining  from  cement  mortar. 

Liquid  KONKERIT 

For  decoration  and  preservation 
of  concrete  surfaces. 


No.  232.  "R.I.W." 

Bonds  plaster  to  brick  or  Terra 
Cotta  walls  and  ceilings. 

TOCKOLITH 

Priming  coat  for  all  classes  of 
steel  and  iron. 


Marine  Cement 

Damp-proofs  foundation  walls, 
floors,  etc. 

No.  49.  "R.I.W." 

Most  durable  paint  known  for 
structural  steel. 

Cement  Floor  Dressing 

Fillers  and  paints  for  dust-proof- 
ing, preserving  and  decorating  ce- 
ment floors. 


Fifty  other  grades  for  all  technical  purposes. 


-Distributed  by:- 


ifiniiniii 


43  Jarvis  Street 


mwmmmm  hvcmmuti 

Phone  Main  331 


TORONTO 


Apartment  House,  Dallas,  Texas.    Sawyer  System  Used  Throughout. 


s 


AWYER 
YSTEM 


of  SELF-LOCKING  CONCRETE 
WALL  CONSTRUCTION 

The  cheapest,  Everlasting,  Sanitary,  Fireproof, 
heat  and  cold  proof,  material  in  existence. 
We  are  now  concentrating  on  placing  territories 
in  the  hands  of  leading  people  in  the  different 
districts  throughout  Ontario,  Quebec  and  the 
Maritime  Provinces. 

Write  us  if  you  are  interested  in  manufacturing 

this  material  for  your  district. 

The  Public  can  afford  to  build  of  our  material. 

It  is  within  the  reach  of  their  pockets. 

We  have  concentrated  in  developing  the  Western 

Provinces  but  are  now  prepared  for  the  above 

areas. 


Plants  under  license  operating  or  being  installed  this  year: — 
VICTORIA,  VANCOUVER,  B.C.,  CALGARY,  EDMONTON,  ALTA.  Office,  507  Grain  Exchange,  Calgary. 

REGINA,  WINNIPEG,  PORT  ARTHUR,  FORT  WILLIAM. 
The  Manitoba  Self-Locking  Concrete  Wall  Co.,  Ltd.,  407  McArthur  Building,  Winnipeg. 

The  Canadian  Self-Locking  Concrete  Wall  Co.  (S$Smr),  Limited 

Operating  Office,  207  St.  James  Street,  -  MONTREAL,  Que. 
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WHO  USES  IT? 


See  these  names  ? 
They  are  satisfied 
buyers  of  the 

Keystone 
Excavator 

(MODEL  4) 

We  could  not  sell 
so  many  if  it  did  not 
make  good. 

"  It  travels — it  digs 
— it  has  the  punch. " 


Ontario  Department  of  Public  Highways, 
Toronto,  Ont.  (Four  Keystones). 

Municipality  of  Renfrew,  Ont. 

P.  J.  Wolfe,  Sherbrooke,  Que. 

Laurin  and  Leitch,  Eng.  &  Const.  Co., 
Montreal,  Que. 

Standard  Paving  Company,  Ottawa,  Ont. 

Riley  and  Begy,  St.  Catharines,  Ont. 

Hydro  Electric  Power  Commission, 
Niagara  Falls,  Ont. 

W.  C.  Brennan  Contracting  Co.,  Hamilton. 
(Two  Keystones). 

Kilmer  and  Barber,  Limited,  Toronto,  Ont. 

Sicily  Asphaltum  Paving  Co.,  Montreal,  Que. 

R.  B.  McLeod,  Saskatoon,  Sask. 

County  of  Victoria,  Ontario. 

Warren  Waddell,  Halifax,  N.S. 

Constructing  &  Paving  Co.,  Toronto,  Ont. 

J.  W.  Archibald,  Toronto,  Ont. 

Warren  Bituminous  Paving  Co.,  Toronto,  Ont. 

Nicholson  and  McNamara,  St.  Catharines,  Ont. 

Cape  Breton  Eng.  Works,  Sydney,  N.S. 

City  of  Sherbrooke,  Quebec. 

Robert  Laing,  Corbetton,  Ontario. 

City  of  London,  Ontario. 

Napoleon  Senecal,  Montreal,  Quebec. 

N.  Buccali,  Ottawa,  Ontario. 

Bernard  Brault,  Montreal,  Que. 


SOLE  LICENSEES  AND  BUILDERS  FOR 
CANADA . 

Engineering  and  Machine 
Works  of  Canada,  Limited 


St.  Catharines, 


Ontario 


Eastern  Sales  Office*  : 

Hall  Machinery  Co.,  Sherbrooke 

and 

Birks  Building,  Montreal,  Quebec. 


A  "heavy"  job  looks  good  to  the  Keystone. 
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Ormsby  Skylights 


Engineers,  Architects  and  Owners 
who  build  for  permanence  use  our 
Skylights.  The  leading  manufac- 
turing establishments,  warehouses 
and  railroajds  endorse  and  use  our 
Skylights  and  very  often  pay  us  a 
very  considerable  preference  for 
them. 

Why  are  they  chosen?  Because  they 
have  proven  themselves  to  be  a 
no-leak,  a  long  lived  Skylight,  a 


Skylight  that  if  expensive  work  is 
left  under  them,  it  will  not  be  spoilt 
if  heavy  storms  occur.  We  supply 
Skylights  in  any  size  or  quantity. 
If  you  require  one  or  ten  lights, 
write  us.  Our  Skylight  is  so  made 
that  it  will  not,  cannot  leak;  the 
glass  does  not  crack  from  contrac- 
tion or  expansion — and  the  lights 
do  last.  Our  price  is  right  for  a 
real  Skylight  that  gives  real  ser- 
vice. 


Write  us  whether  your  requirements  are  large  or  small — 

We  ship  anywhere 

The  A.  B.  Ormsby  Company,  Limited 

Associated  with  the  METAL  SHINGLE  &  SIDING  CO.,  LIMITED 
Factories  at  Preston,  Toronto,  Montreal,  Winnipeg,  Saskatoon  and  Calgary. 
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The  American  Water  Works  Association's 
Montreal  Convention 

THIS  issue  of  the  Contract  Record  might  quite 
aptly  be  called  a  Water  Works  number,  for 
in  this,  the  first  issue  following  the  conven- 
tion of  the  American  Water  Works  Associa- 
tion, the  greater  part  of  its  space  is  devoted  to  a  re- 
port of  the  proceedings  including  a  number  of  the 
best  papers  read  at  the  convention  sessions.  Some  in- 
dication of  the  importance  of  the  American  Water 
Works  Association  is  provided  by  a  review  of  the 
registration  figures.  With  400  members  and  associ- 
ates, exclusive  of  guests,  on  the  convention  roster,  it 
is  safe  to  say  that  this  association  is  the  one  organiza- 
tion catering  to  the  needs  and  problems  of  the  bulk 
of  water  works  officials  of  this  continent.  For  the 
first  time  in  many  years  the  Association  saw  fit  to 
hold  its  convention  in  Canada.  There  are  many  Cana- 
dians, the  number  ever  increasing,  in  the  organiza- 


tion, and  the  fact  that  Canadian  water  works  problems 
are  somewhat  different  from  those  on  the  other  side 
of  the  line  justifies  the  location  of  the  convention  in 
a  Canadian  city  at  this  time  and  will  justify  its  return 
at  frequent  intervals  in  the  future. 

The  holding  of  the  convention  in  Canada  was  a 
significant  occasion  upon  which  to  organize  a  Cana- 
dian section,  and,  as  reported  elsewhere  in  this  issue, 
preliminary  measures  were  taken  to  group  the  Cana- 
dian members  of  the  Association  together  in  order  to 
look  after  their  local  problems.  Perhaps  the  most 
outstanding  feature  of  the  convention  was  the  recog- 
nition of  the  fact  that  water  works  officials  can  ac- 
complish more  far-reaching  results  than  they  have 
accomplished  in  the  past  and  measures  were  taken 
to  place  the  A.  W.  W.  A.  on  a  higher  footing,  inde- 
dendent  of  the  dictates  of  other  organizations  but  yet 
co-operating  with  them  for  the  advance  of  science  and 
engineering  in  general  and  water  works  problems  in 
particular.  Full  details  of  these  efforts  are  reported 
on  subsequent  pages. 


Housing  Experiment,  Involving  Erection  of  6,000 
Homes,  Provides  New  Ideas 

OF  the  six  thousand  houses  constructed  by  the  U. 
S.  Housing  Corporation  the  bulk  of  them  con- 
sist of  4,  5  or  6  room,  2-storey  frame  detached 
houses.  Next  in  number  follows  the  stucco 
house,  then  the  vitrified  tile  and  finally  brick.  The  se- 
lection of  materials  was  governed  largely  by  the  rules 
of  the  War  Industries  Board,  utilization  of  local  mater- 
ial to  avoid  transportation,  and  scarcity  of  cement.  A 
very  considerable  number  of  other  types  of  houses  were 
built,  such  as  the  double  house,  rows  of  brick  houses 
in  blocks,  apartment  buildings  and,  occasionally,  two- 
storey  flats.  As  a  sales  proposition  to  the  individual 
owner  the  two-storey  five  and  six-room  detached 
house  was  in  greatest  demand.  Apartment  buildings 
and  flats  were  satisfactory  from  the  renting  viewpoint 
but  did  not  meet  with  purchasers  among  the  individu- 
al home  owners. 

The  general  features  of  the  houses  built  by  the 
U.  S.  Housing  Corporation  and  the  lessons  learned  as  a 
result  of  their  construction  and  disposal  were  outlined 
at  the  National  Conference  on  Concrete  House  Con- 
struction by  L.  K.  Sherman,  president  of  the  Corpora- 
tion. Most  of  the  houses  were  provided  with  base- 
ments or  cellars  and  generally  the  foundation  walls  of 
the  cellars  were  of  monolithic  concrete,  and  in  many 
cases  concrete  blocks  were  used.  A  cement  floor  was 
provided.  It  was  found  there  was  much  complaint 
from  wet  cellars.  This  was  generally  remedied  by 
simply  banking  up  the  surface  of  the  back  filling  which 
had  settled  around  the  cellar  walls.  Concrete  block 
walls  for  cellars  should  be  plastered  on  the  outside  if 
they  are  to  be  as  water  resisting  as  the  monolithic 
walls.  The  specifications  called  for  a  lean  mixture  of 
concrete  for  cellar  floors.  This  was  a  mistake  and 
made  trouble  from  dampness  which  could  have  been 
avoided  had  a  richer  mixture  been  provided.  Hot  air 
furnaces  were  generally  installed  in  the  basement  for 
heating  the  houses. 

Profit  by  Experience 

"In  this  Government  housing  experiment/'  Mr. 
Sherman  states,  "we  have  learned  to  do  many  things ; 
we  have  also  learned,  what  was  still  more  valuable, 
things  not  to  do.    We  have  learned  that  the  success' 
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Canada's  Engineers — Geo.  G.  Powell 


Mr.  George  Powell,  the  deputy  city  engineer  of 
Toronto,  Ont.,  was  born  and  educated  in  Toronto,  and 
has  been  connected  in  an  engineering  capacity  with 
the  city  of  Toronto  for  the  past  fifteen  years.  He  grad- 
uated from  the  School  of  Practical  Science,  Toronto, 
in  1902  and  took  a  post  graduate  course  in  1903.  Dur- 
ing his  vacations  he  worked  with  the  city  as  rodman, 
inspector  and  draughtsman.  Following  his  graduation, 
Mr.  Powell  joined  the  Canadian  Niagara  Power  Co. 
as  inspector  of  pipe  in  the  foundry  of  the  United  Stat- 
es Ca.3t  Iron  Pipe  and  Foundry  Co.  A  year  later  he 
went  to  the  Allis-Chalmers  shops  at  Milwaukee  doing 
similar  work  for  the  same  company.  In  August,  1904, 
he  left  the  employ  of  the  Canadian  Niagara  Power  Co., 
and  came  to  Toronto  to  work  with  the  Constructing 
and  Paving  Co.  with  which  firm  he  remained  until 
1905.  With  this  company  he  acted  in  the  capacity  of 
assistant  to  the  general  manager.  Early  in  1906  Mr. 
Powell  joined  the  Works  Department  of  the  city  of 
Toronto  as  inspector  of  cast  iron  work  and  two  months 
later  was  appointed  assistant  engineer  in  the  road- 
way section  in  charge  of  day  labor  work.  In  1910  he 
became  principal  assistant  engineer  in  the  roadway  sec- 
tion and  in  1913  he  was  promoted  to  deputy  city  en- 
gineer which  position  he  has  filled  to  date.  During  his 
connection  with  the  city  Mr.  Powell's  work  has  in- 


cluded the  building  of  large  relief  sewers,  large  pav- 
ing contracts,  new  filtration  plant,  high  level  bridge  at 
Wilton  Avenue  and  the  Bloor  Street  viaduct.    He  has 


Mr.  George  G.  Powell 

been  a  member  of  the  Engineering  Institute  of  Can- 
ada since  1913. 


tul  type  of  house  varies  by  localities.  We  have  learn-, 
ed  that  proper  town  planning  and  planting  can  increase 
the  selling  value  of  the  house  more  than  any  other  dol- 
lar of  investment.  We  have  also  learned  that  the  idea 
of  some  town  planners  in  omitting  alleys  and  provid- 
ing unduly  wide  lots  is  a  physical  and  financial  mis- 
take. We  have  learned  that  plumbing  is  unnecesarily 
(from  $50  to  $100  per  house)  expensive  and  that  it  is 
caused  by  many  municipal  plumbing  codes  which  have 
been  established  by  selfish  interests.  We  have  learn- 
ed that  standardized  houses  can  be  built  which  will 
not  look  standardized.  The  selection  of  a  housing  site 
is  often  governed  more  by  the  probable  cost  of  public 
utilities  than  it  is  by  the  first  cost  of  land.  We  have 
learned,  but  we  have  not  successfully  taught  our  ten- 
ants, that  rents  include  many  things  beside  profit  to 
the  owners.  In  general  it  will  amount  to  about  13 
per  cent  per  annum  of  the  value  of  the  property  as 
follows.. 

Maintenance   2  % 

Taxes  .  -   1.5 

Insurance   .3 

Depreciation   2.5 

General  Expense   .5 

Vacancies   1.2 

Interest  :   5 

Total    13.0% 

Competition  With  Pre-War  Houses 

"The  new  house  of  today  has  to  compete  with  the 
house  built  in  pre-war  times.     The  rental  of  these 


houses  has  increased  perhaps  20  to  30  per  cent.  This 
represents  a  satisfactory  income  to  the  owner  of  the 
pre-war  property.  An  entirely  different  situation  ex- 
ists with  respect  to  the  owner  renting  a  house  built 
in  1919.  A  30  per  cent  increase  on  1913  costs  will 
not  bring  the  owner  of  a  new  building  a  sufficient  re- 
turn when  the  new  owner  has  to  compete  with  the 
owners  of  property  built  before  the  war. 

"In  many  places  in  the  country  the  housing  short- 
age is  so  acute  that  new  buildings  are  readily  rented 
or  sold  at  today's  prices.  The  average  builder  of  to- 
day has  to  adopt  the  most  economical  and  efficient 
procedure  in  collective  housing  construction,  standard- 
ization, and  the  providing  for  conveniences  and  artis- 
tic arrangements,  so  that  the  added  attractiveness  will 
invite  the  occupant  in  spite  of  the  higher  rental  or 
cost." 


Refined  Tar  Specifications 

Refined  tars  have  recently  become  more  or  less 
standardized  and  specifications  often  call  for  very 
similar  materials  for  the  different  classes  of  work.  The 
points  now  generally  covered  in  a  specification  are 
the  specific  gravity,  viscosity,  or  melting  point,  free 
carbon  and  distillation.  The  viscosity  or  melting 
point  is  a  very  important  point  in  refined  tars  and 
should  be  very  carefully  specified.  It  is  customary  to 
specify  the  viscosity  for  cold  application  by  the  vis- 
cosity of  60  deg.  C.  and  for  hot  surface  application  at 
100  deg.  C. 
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Convention  of  Water  Works  Officials  in  Montreal 

Fortieth  Annual  Meeting  of  American  Water  Works  Association—Canadian  Section 
Formed— To  Promote  the  Formulation  of  Standards  in  All  Lines  of  Water 
Works  Design  and  Operation — A  Condensed  Review  of  the 
Proceedings  with  Abstracts  from  Some  of  the  Best  Papers 

the 


OF  direct  interest  to  Canadian  water  works  en- 
gineers and  superintendents  was  the  forma- 
tion of  a  Canadian  section  of  the  American 
Water  Works  Association  during  the  latter's 
f-.rtieth  annual  convention  in  Montreal  from  June  2\ 
to  25.  For  the  first  time  in  many  years  this  associa- 
tion— the  premier  organization  of  its  kind  on  the  con- 
tinent— met  in  a  Canadian  city  and  it  was  an  especi- 
ally fitting  occasion  for  the  Canadian  members  to 
launch  out  on  a  more  extended  program  of  develop- 
ment than  has  hitherto  been  possible.  The  number 
c  f  Canadian  water  works  officials  in  the  organiza- 
tion has  steadily  increased,  to  such  an  extent,  indeed, 
that  many  of  the  Canadian  members  have  felt  that 
it  should  be  possible  to  derive  more  benefit  than  is 
secured  through  the  once-a-year  national  convention. 
For  this  reason  a  number  of  the  leading  Canadian 
v.  ater  works  men  were  ready  to  suggest  the  forma- 
tion of  a  Canadian  section,  prepared  to  take  its  place 
alongside  the  existing  six  sections  in  furthering  the 
local  needs  of  their  respective  members 

The  suggestion  met  with  immediate  response  and 
at  the  conclusion  of  the  afternoon  session  of  Tues 
day,  June  22,  an  initiation  meeting  appointed  officers 
for  the  first  year  of  the  branch's  existence.  By  the 
unanimous  appointment,  as  chairman,  of  Alex.  Milne, 
superintendent  of  the  water  works  department  of  St. 
Catharines,  Ont.,  the  branch  has  picked  out  a  leader 
who  is  not  only  a  widely  experienced  water  work- 
official,  but  also  an  enthusiastic  advocate  of  the  pol- 
icy and  purposes  of  the  American  Water  Works  As- 
sociation, who  has  kept  in  close  touch  with  its  affairs 
and  has  been  keenly  interested  in  many  of  its  branch 
meetings. 

Officers  of  the  Canadian  Branch 

Other  officers  who  will  guide  the  affairs  of  the 
Canadian  branch  during  the  ensuing  year  are :  F.  H. 
Pitcher,  managing  director  and  chief  engineer,  Mon- 
treal Water  &  Power  Co.,  vice-chairman;  H.  G.  Hun- 
ter, Montreal,  secretary-treasurer;  R.  J.  Dobbin,  of 
the  Peterboro,  Ont.,  water  works  department,  Arthur 
Surveyor,  consulting  engineer,  Montreal,  and  R.  C. 
Harris,  commissioner  of  works,  Toronto,  trustees  foi' 
one,  two  and  three  years  respectively.  At  the  an- 
nual meeting  there  was  also  appointed  a  committee, 
consisting  of  W.  H.  Hammond,  Lindsay,  Ont.,  MacH. 
McCrady,  Montreal,  J.  J.  Salmond,  Toronto,  and  C. 
W.  Schiedel,  Waterloo,  Ont.,  to  draft  a  suitable  con 
stitution  for  the  branch,  after  investigation  of  those 
of  the  existing  branches. 

The  formation  of  the  Canadian  section  was,  in  - 
way,  an  answer  to  the  plea  of  president  C.  E.  Davis, 
who,  in  his  annual  address,  urged  sectionalization  as 
a  means  of  bringing  the  A.  W.  W.  A.  closer  to  the 
public.  More  extended  reference  to  president  Davis' 
address  is  given  below,  but  suffice  it  to  state  at  this 
point  that  one  of  the  major  thoughts  presented  was 
the  development  of  sections  to  increase  the  value  of 


organization.  "The  existing  sections  must  be 
strengthened,  new  sections  must  be  created,"  stated 
Mr.  Davis,  "all  with  a  view  to  a  final  amalgamation 
in  one  central  organization  of  the  entire  water  works 
interests  of  the  country.  This  process  carried  to  a 
logical  end  will  not  destroy  our  existing  organization, 
but,  perhaps,  change  its  character,  opening  up  to  it 
a  much  wider  field  of  usefulness  along  somewhat  dif- 
ferent lines." 

To  Promote  Standards  of  Materials  and  Practices 

Another  matter  of  far-reaching  effect  upon  which 
the  association  took  a  definite  stand  was  the  develop- 
ment of  its  opportunity  to  bring  about  standardiza- 
tion in  the  water  works  field.  Mr.  Davis,  in  his 
annual  address,  has  struck  the  keynote  in  this  respect. 
'Water  works  operators,"  he  claimed,  "must  deter- 
mine for  themselves  whether  they  propose  to  accept, 
without  a  voice  in  the  matter,  standards  which  mas- 
he  imposed  upon  them  from  the  outside,  or  whether 
they  propose  to  set  up  certain  standards  for  them- 
selves which  outside  parties  must  of  necessity  ac- 
cept because  of  the  authority  behind  the  conclusions 
of  the  water  works  operator.  If  the  latter  is  to  be  the 
case,  the  water  works  men  must  take  the  initiative, 
otherwise  it  will  be  taken  from  them.  If  the  water 
works  man  does  not  lead,  he  must  follow.  Standard- 
ization of  metals,  chemicals  and  all  varieties  of  wa- 
ter works  supplies  has  been  left  too  much  to  the 
care  of  other  societies  who  have  not  necessarily  had 
the  welfare  of  the  water  works  fraternity  at  heart. 
Some  progress  along  this  line  has  been  made  in  the 
matter  of  formulating  specifications  for  cast  iron  pipe. 
The  committee  dealing  with  this  matter  has  been 
working  for  many  years  and  has  obtained  results  that 
are  recognized  as  most  valuable  by  even  other  or- 
ganizations than  the  A.  W.  W.  A.  This  good  work 
must  not  stop  here,  however,  it  must  be  developed 
along  the  line  of  every  supply  and  material  entering 
into  water  works  construction,  operation  and  man- 
Specific  means  for  dealing  with  this  program  were 
later  formulated  in  a  resolution  of  Col.  George  A. 
Johnson,  who  proposed  that  a  council  of  standardiza- 
tion, comprising  five  active  members,  be  formed  with 
power  to  create  sub-committees  to, investigate  and  pro- 
mulgate standards  of  water  analyses  and  in  a  general 
way,  standards  of  all  materials  and  appliances  enter- 
ing into  the  water  works  business.  There  are  many 
subjects  upon  which  standards  are  necessary,  which 
standards  are  within  the  rightful  sphere  of  the  A.  W. 
W.  A.  to  formulate;  for  example,  analysis  of  coal, 
oil,  sand,  cement;  standards  of  permissible  pollution 
for  domestic  supplies  and  for  industrial  water;  stan- 
dards for  the  design  and  equipment  of  purification 
plants.  These  are  standards  that  this  council  can  de- 
termine for  the  benefit  of  all  men  of  whatever  organ- 
ization, who  are  interested  in  water  works  design  or 
operation.    Col.  Johnson's  resolution  was  adopted,  but 
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not  without  discussion  on  the  part  of  one  or  two 
members  who  felt  that  perhaps  the  best  way  of  un- 
dertaking the  formulation  of  standards  was  by  co- 
operation with  the  great  national  engineering  bodies 
which  have  already  done  much  work  along  this  line, 
through  a  joint  standards  committee. 

E.I.C.  Welcome  A.W.W.A. 

The  Engineering  Institute  of  Canada  took  the  opr 
portunity  of  welcoming  the  40th  convention  of  the 
American  Water  Works  Association  to  Montreal  and 
through  its  president,  Commissioner  Ross  of  Mon- 
treal, placed  all  its  facilities  at  the  disposal  of  the  vis- 
iting delegates.  Mr.  Ross  referred  to  the  response 
which  water  works  men  had  displayed  in  the  water 
strike  at  Montreal  last  winter.  If  it  had  not  been 
for  the  interest  which  these  men  exhibited,  the  city 
might  have  been  on  the  verge  of  serious  inconveni- 
ence and  possible  calamity.  Mayor  Martin  of  Mon- 
treal in  welcoming  the  association  to  the  city,  also 
referred  to  the  water  strike  and  voiced  his  appre- 
ciation of  the  aims  and  objects  which  the  A.  W.  W.  A. 
had  in  view  and  of  the  significance  of  water  work.^ 
operation  in  municipal  administration. 

Montreal's  Water  Supply  under  Discussion 

On  Tuesday,  June  22,  the  association  got  its  con 
vention  off  to  a  good  start  with  an  initial  attendance 
sufficient  to  indicate  that  there  would  be  a  very  nu- 
merous representation  of  water  works  men  from  all 
parts  of  the  continent.  Later  in  the  week  the  offi- 
cial records  showed  the  registration  to  be  632,  com- 
prising 267  active  members,  135  associate  members 
and  230  guests,  including  the  ladies. 

Quite  naturally  the  water  supplies  and  water  prob- 
lems of  the  city  of  Montreal  and  the  province  of  Que- 
bec occupied  the  attention  of  the  larger  part  of  the 
first  day's  proceedings.  Mr.  F.  H.  Pitcher,  managing 
director  and  chief  engineer  of  the  Montreal  Water  & 
Power  Co.,  described  the  plant  of  that  company  which 
supplies  about  one-third  of  Montreal  and  a  number 
of  adjoining  municipalities.  Mr.  Pitcher  outlined  the 
progressive  development  of  the  company's  works  and 
the  difficulties  it  had  to  contend  with  in  supplying 
water  to  municipalities  ranged  on  vastly  different  lev- 
els. Considerable  interest  attached  to  the  author's  de- 
lineation of  frost  troubles,  as  the  extremes  of  cold  have 
rendered  the  provision  of  a  continuous  service  diffi- 
cult and  in  this  regard  it  was  Mr.  Pitcher's  statement 
that  the  practice  of  clearing  the  protective  covering 
of  snow  from  the  streets  proved  detrimental  and 
costly  to  the  maintenance  of  a  satisfactory  water  sup- 
ply. The  municipally  owned  water  works  supplying 
the  remaining  two-thirds  of  the  city  of  Montreal  were 
described  in  a  paper  by  Thos.  W.  Lesage;  this  paper 
is  reproduced  in  slightly  condensed  form  in  this  issue. 
Mr.  James  O.  Meadows,  sanitary  engineer  of  the  Mon- 
treal Water  &  Power  Co.,  outlined  local  experience 
in  the  manufacture  of  filter  alum  by  the  Hoover  pro- 
cess, which  had  resulted  in  a  very  distinct  saving  in 
the  cost  of  supplying  this  material.  This  paper  is 
also  reprinted  on  a  following  page. 

Quebec  City's  Gravity  Supply 

The  paper  by  T.  P.  Lafreniere,  sanitary  engineer 
of  tin-  Superior  Board  of  Health,  noted  on  the  pro- 
gram as  "Water  Supply  Problems  in  the  Province  of 
Quebec,"  developed  into  a  statistical  outline  of  the 
nature  of  the  supplies  in  the  province.  It  is  reprinted 
practically  in  full  elsewhere.     Considerable  interest 


was  displayed  in  an  impromptu  address  by  C.  P.  Cas- 
grain,  manager  of  the  Quebec  City  water  works,  who 
described  the  gravity  supply  of  that  city.  Water  is 
derived  from  Lake  St.  Charles,  7  miles  north  of  the 
city,  and  is  fed  by  gravity  through  an  18  in.,  a  30 
in.,  and  a  40  in.  pipe.  The  supply  is  not  metered  and 
the  rates  are  1  per  cent,  on  real  property,  10c  per 
thousand  gallons  for  charitable  institutions  and  60c 
per  thousand  gallons  for  educational  institutions.  Mr. 
Casgrain  stated  that  the  reservoir  capacity  of  Lake 
St.  Charles  is  sufficient  to  supply  the  needs  of  a  city 
of  500,000  and  on  this  account  the  water  supply  was 
so  abundant  that  there  was  no  objection  to  Quebec 
citizens  allowing  the  water  to  run  during  the  cold 
weather  to  avoid  the  possibility  of  freezing.  In  fact, 
this  procedure  was  urged  as  it  proved  a  very  potent 
factor  in  reducing  the  number  of  necessary  thaw-outs. 
The  supply  was  characterized  by  Mr.  Casgrain  as  ab- 
solutely clear  except  in  the  spring  thaws  and  heavy 
rains  when  some  sediment  was  evident.  The  fact 
that  there  is  no  typhoid  death  rate  in  Quebec  testifies 
to  the  purity  of  the  water.  Mr.  Casgrain  was  asked 
if  the  sediment  was  sufficient  to  deposit  in  the  mains 
to  a  detrimental  extent,  but  he  replied  that  the  pipes 
were  very  readily  flushed  on  account  of  the  high 
pressure  which  is  available. 

On  the  first  day  the  convention  was  advised  of 
the  result  of  the  letter  ballot  for  the  election  of  offi- 
cers. These  were:  president,  Beekman  C.  Little,  su- 
perintendent of  the  Rochester  Bureau  of  Water;  vice- 
president,  Edward  Bartow,  Urbana,  111.;  treasurer, 
James  M.  Caird,  Troy,  N.  Y. ;  trustee  for  2nd  district, 
Harry  F.  Huy,  Buffalo ;  trustee  for  5th  district,  Rob- 
ert J.  Harding,  San  Antonio,  Texas. 

New  Method  of  Nominating  Officers 

An  important  amendment  to  the  constitution  was 
put  into  effect  by  which  members  of  the  Nominating 
Committee  are  selected  at  the  convention  in  time  to 
permit  this  committee  to  make  a  slate  while  still  at 
the  convention.  This  has  been  done  to  eliminate  the 
costly  expense  of  bringing  the  nominating  committee 
together  at  some  central  point  for  the  purpose  of  se- 
lecting candidates.  The  slate  thus  selected  by  the 
nominating  committee,  together  with  other  names  sug- 
gested according  to  constitution,  will  then  be  sub- 
mitted to  the  members  by  letter  ballot  prior  to  the 
next  convention.  A  suggested  amendment  to  make 
the  secretary  an  elective  officer  was  rejected,  as  it  was 
felt  that  a  paid  official  should  hold  office  at  the  dis- 
cretion of  the  executive.  In  accordance  with  the  new 
method  of  nomination,  the  nominating  committee  was 
selected  and  ordered  to  suggest  before  the  close  of 
the  convention  a  slate  for  the  year  1922. 

Some  reference  has  already  been  made  to  the 
president's  address,  which  was  delivered  at  the  ses- 
sion of  Tuesday,  June  22.  It  was  replete  with  ex- 
cellent ideas  and  it  is  gratifying  to  note  that  many 
of  these  were  taken  up  and  acted  upon.  A  condensed 
report  of  his  address  is  contained  on  the  following 
page. 

At  the  evening  session  on  June  22,  three  papers 
were  read,  the  first  paper  being' "Water  Works  Experi- 
ences." by  Beekman  C.  Little.  The  second  paper 
on  "Economical  Features  of  Pumping  Station  Oper- 
ation" by  Leonard  A.  Day,  showed  how  coal  con- 
sumption at  St.  Louis  water  works  plant  had  been 
very  materially  reduced  by  scientific  adjustment  of 
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boiler  and  grates.  A  very  intricate  and  interesting- 
piece  of  foundation  work  was  described  in  a  paper 
by  James  B.  Wilson,  which  was  illustrated.  The 
work  in  question  was  a  foundation  of  the  new  pump 
house  at  Louisville,  where  the  inaccessibility  of  rock, 
the  closeness  of  the  river  and  the  proximity  of  ex- 
isting structures  made  conditions  especially  difficult. 

Winnipeg  Aqueduct 

The  water  supply  of  Winnipeg  formed  the  topic 
of  discussion  at  the  afternoon  session  of  Wednesday, 
June  23.  The  engineering  aspect  of  this  great  work, 
costing  $15,000,000,  was  outlined  in  the  address  by 
the  consulting  engineer,-  Mr.  James  H.  Fuertes,  while 
the  construction  features  of  the  project  were  des- 
cribed by  W.  G.  Chace,  chief  engineer  of  the  Greater 
Winnipeg  Water  District.  The  Contract  Record  has 
described  this  work  very  profusely  and  there  is  no 
need  of  giving  the  papers  of  Messrs.  Fuertes  and 
Chace  in  great  detail.  The  effect  of  alkali  soils  was 
discussed  and  suggested  remedial  measures  were  out- 
lined. These  comprised  undermining  the  aqueduct 
and  backfilling  with  gravel,  thoroughly  underdrained. 
Mr.  Fuertes  intimated  that  the  aqueduct  had  been 
designed  on  the  assumption  that  it  woidd  crack 
through  settlement.  Foundation  conditions  were 
such  that  no  data  was  available  and  it  was  consid- 
ered more  economical  to  assume  that  cracks  would 
occur  than  to  attempt  to  build  foundations  suffi- 
ciently stable  to  prevent  cracking.  Repairs  to  these 
cracks  have  been  readily  made  without  proving  detri- 
mental to  the  aqueduct  in  any  way.  Some  light  was 
thrown  on  the  effect  of  frost  on  the  aqueduct,  the 
depth  of  cover  being  often  insufficient  to  prevent 
penetration  of  frost  to  the  structure  itself.  In  re- 
gard to  the  temperature  of  the  water  supply,  Mr. 
Fuertes  stated  that  the  temperature  at  Winnipeg  was 
but  a  degree  or  so  different  from  the  temperature  at 
Indian  Ray  inlet,  100  miles  away.  This  means  that 
in  the  summer  time  the  water  is  frequently  insipid, 
while  in  the  winter  time  it  is  close  to  freezing  point. 


Following  these  papers  a  number  of  reports  were 
read.  The  Illinois,  Iowa  and  Minnesota  sections  re- 
ported their  section  activities.  The  Finance  Com- 
mittee, through  its  chairman,  Col.  George  A.  John- 
son, reviewed  the  financial  standing  of  the  association 
and  presented  the  budget  for  the  year  1921.  It  re- 
commended allowances  for  the  ensuing  year  of  $15,- 
350,  and  to  take  care  of  this  outlay,  the  committee 
suggested  an  increase  in  the  dues  of  corporate  mem- 
bers to  $10  a  year,  those  of  associate  members  to  $15 
a  year,  those  of  active  members  to  $6  a  year.  On  this 
feature  of  the  report,  some  lively  discussion  took 
place,  with  the  final  result  that  the  opinion  of  the 
members  at  large  is  to  be  consulted  with  regard  to 
the  raising  of  dues,  that  action  being  necessarily  al- 
lowed only  by  change  of  constitution.  However,  the 
general  consensus  of  the  convention  was  that  the  in- 
crease was  quite  within  reason.  The  Finance  Com- 
mittee report  indicates  a  balance  of  nearly  $2,400  in 
the  bank  and  a  net  loss  on  the  year's  operations  of 
$147.  A  permanent  investment  fund  of  $12,000  is  now 
on  hand.    This  report  was  adopted. 

The  report  of  the  association's  representative  on 
the  American  Electrolysis  Committee  was  also  read 
and  approved. 

Lively  bidding  for  the  seat  of  next  year's  conven- 
tion was  waged  between  the  advocates  of  Cleveland, 
Baltimore  and  Kansas  City,  with  the  result  that  after 
two  ballots  Cleveland  was  selected. 

In  the  forenoon  of  Wednesday,  the  delegates  were 
given  a  trip  through  the  Lachine  Rapids,  as  guests 
of  the  Water  Works  Manufacturers'  Association.  A 
number  of  other  entertainment  features  were  also  pro- 
vided with  special  features  for  the  lady  guests. 

On  Thursday,  besides  a  session  for  the  Chemical 
and  Bacteriological  Section,  a  session  was  held  at 
which  various  problems  of  interest  to  superintendents 
were  discussed.  In  the  evening,  three  papers  were 
read,  two  of  which,  by  G.  W.  Fuller  and  Leonard 
Metcalf,  are  abstracted  in  subsequent  pages. 


Water  Works  Men  Must  Take  Initiative 

Retiring  President,  Carleton  E.  Davis,  Urges  Members  of  A.W.W.A.  to  Work  Out 
Their  Own  Standards  of  Practice  and  Procedure — Comprehensive  Organization 
Will  Strengthen  and  Enhance  the  Value  of  the  Association 


THE  majority  of  our  members  are  restrained  in 
their  activities  by  regulations  imposed  upon 
them  by  public  service  bodies,  or  by  the  restric- 
tions of  legislative  enactments,  or  by  the  limi- 
tations of  city  laws  and  ordinances.  Many  of  these 
restraints  are  irksome,  and  are  not  accepted  calmly  or 
without  chafing  under  the  restraint.  Along  the  field  of 
organization  work  we  have  a  relatively  free  hand  to 
organize  and  develop.  We  have  an  opportunity  to  de- 
monstrate that  the  water  works  engineer  and  operator 
is  a  capable  organizer,  and,  when  given  the  opportun- 
ity, can  conduct  his  own  affairs  with  efficiency,  and  at 
the  same  time  with  due  regard  for  the  interests  and 
welfare  of  the  public,  with  an  eye  to  the  future  and 
an  alertness    for  the  present. 

It  is  stated  on  good  authority  that  the  investment 
in  water  works  represents  the  largest  total  in  the  en- 
tire field  of  comparable  utilities.  Water  works  offic- 
ials know  that  their  plants,  of  all  utilities,  supply  one 


universally  indispensable  commodity — vital  for  human 
existence  and  basic  for  all  community  life.  We  have 
common  interests,  and  that  we  are  grasping  for  meth- 
ods of  expressing  this  interest  by  working  together 
for  a  common  end  is  shown  by  the  number  of  water 
works  organizations.  The  next  step  forward  is  the 
affiliation  of  the  several  organizations  to  handle  mat- 
ters of  mutual  interest  with  the  power  and  weight 
that  come  from  large  numbers,  unity  of  purpose  and 
harmony  of  ideas. 

Organization  is  Needed 

Organization  is  the  dominant  note  heard  through- 
out engineering  and  allied  fields  at  the  present  time. 
The  American  Water  Works  Association,  through  ac- 
credited representatives,  recently  attended  a  National 
Council  in  Washington  of  organizations  concerned  with 
public  utilities  like  our  own,  seeking  to  co-operate, 
offensively  and  defensively,  in  matters  vitally  affect- 
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ing  the  interests,  personal  and  official,  of  their  mem-  of  big  and  little,  great  and  small,  is  harmful  because 

bers.    Whatever  may  be  the  final  outcome  of  such  ef-  it  is  based  on  wrong  premises,  is  unreal  and  exists 

forts,  or  whatever  may  be  the  path  the  council  of  af-  only  in  the  imagination. 

filiated  societies  may  elect  to  follow,  self-respect  de-  Water  Workg  Men  Mugt  Make  ^  Qwn  Standards 

mauds  that  the  water  works  of  the  country  shall  be 

able  to  speak  as,  a  unit  at  such  councils  and  with  the  ,lhe  Pubhc  water  supplies  of  the  country  are  de- 
weight  attaching  to  full  and  not  partial  numbers.  veloping  from  year  to  year,  meeting  the  growth  of  the 

country.    I  hey  present  highly  complex  technical  and 

We  are  holding  this  convention  in  Canada,  the  engineering  problems.  The  period  of  outside  regula- 
home  of  a  large  number  of  our  active,  corporate  and  tion  has  been  with  us  for  some  time  past  and  is  in- 
associate  members.  I  feel  confident  that  the  further  creasing.  Local,  state  and  national  health  organiza- 
development  of  the  principle  underlying  the  sections  tions  are  charged  with  functions  relating  to  water 
will  tend  to  stimulate  Canadian  interests  in  the  same  supplies  which  are  sometimes  arbitrary  and  absolute, 
measure  that  I  believe  it  will  tend  to  awaken  interest  Public  service  commissions  are  given  or  assume  in- 
in  other  portions  of  the  continent,  irrespective  of  geo-  creasing  authority  from  year  to  year.  Water  works 
graphical  location.  Water  works  problems  are  physi-  operators  must  determine  for  themselves  whether  they 
cal  and  material,  social  and  political.  The  first  two  propose  to  accept,  without  a  voice  in  the  matter,  stan- 
mentioned  are  common,  irrespective  of  locality.  The  dards  which  may  be  imposed  upon  them  from  the 
last  two  mentioned  depend  upon  the  human  element,  outside,  or  whether  they  propose  to  set  up  certain  stan- 
and  human  nature  has  common  characteristics  the  dards  for  themselves  which  outside  bodies  must  of 
world  over.  Water  works  men  on  this  continent  have  necessity  accept  because  of  the  authority  behind  the 
underlying  interests  and  will  continue  to  co-operate  conclusions  of  the  water  works  operator.  If  the  lat- 
in the  future  as  they  have  in  the  past.  ter  is  to  be  the  case,  the  water  works  men  must  take 

We  do  not  realize  our  strength  because  we  have  the  initiative  ;  otherwise  it  will  be  taken  from  them.  If 

never  attempted  to  exert  it  as  a  unit.    Unorganized  the  water  works  men  do  not  lead,  they  must  follow, 

society  is  helpless  against  attacks  and  demands  of  re-  Standards  of  practice  and  procedure  must  be  done 

latively  small  but  effective,  because  organized,  groups  through  committees  and  committee  work  will  become 

working  together.     The  existing    lack  of    cohesion  of  increasing  importance.    The  path  of  the  commit- 

among  water  works  men  places  them  relatively  in  the  tees  must  be  smoothed  as  much  as  possible.  When 

position  of  the  present  unorganized  public,  powerful  the  authority  for  committee  work  can  emanate  from 

but  helpless  because  of  its  inability  to  work  together,  a  central  body,  representative  of  all  the  water  works  of 

Sometimes  among  our  own  ranks  we  hear  references  the  country,  when  co-operation  comes  logically  and  as 

to  the  so-called  little  fellow  and  the  big  fellow.    Each  a  matter  of  course  and  not  under  option  of  possible 

one  of  our  members  has  something  to  give  and  some-  rival  organizations  as  at  present,  the  desired  end  will 

thing  to  receive.    The  perpetuation  of  the  false  idea  be  in  sight. 

The  Water  Supply  Situation  in  Quebec  Province 

86  Per  Cent,  of  Population  Served  by  Waterworks  Derive  Supply  from  Rivers  —  One 

Municipality  Out  of  Three  Does  Not  Own  Its  Plant — Extent  of  Purification 
— Board  of  Health  Has  Wide  Powers  Over  the  Control  of  Works 

By  Theo.  J.  Lafreniere,  Sanitary  Engineer,  Superior  Board  of  Health 

QUEBEC  has  a  population  distributed  as  fol-  River  Sources  are  in  Majority 

l0WS:    Ao^^P°.«^.ati0ni'i;o1/i?1,S2;    81,  °f  this  population  86  per  cent  is  supplied  with 

towns, .1/8,400;  220  villages  158  400 ;  887  rural  Hver  water>    a            high  percentage.   This  is  due 

municipalities,  942,000;  total,  2,380,000    The  to  the  fact  that>  ^  the  exception  of  four,  all  the 

population  of  the  cities  and  towns  is  thus  53.7  per  cities  uge  riyer  water    when  the  waterworks  were 

cent,  of  the  total  population,  leaving  46.3  per  cent.  instaIled  some  40  years  years  ago,  the   rivers  were 

as  rural  population.               ....            .        .  fairly  clean,  and  the  necessity  of  pure  water  was 

1  here  are  440  water  supplies  in  the  province,  but  not  as  wdl  understood  as  it  is  to-day.   The  towns 

half  of  them  are  small,  serving  only  a  few  houses  were  built  on  the  shores  of  large  rivers  offering  a 

m  some  cases.    According  to  the  data  available,  59  supplv  of  gQod    appearance,    and    consequently  the 

per  cent,  of  the  population  of  the  province  is  served  Hvers'  were  used  in  preference  to  more  distant  sources 

by  waterworks,  and  41  per  cent,  use  shallow  or  tub-  Qf  SUpply 

ular  wells.                  .                           .            .  .  The  lakes,  on  the  other  hand,  have  not  been  fully 

A  special  study  of  the  water  supplies  of  cities,  ....     ,     .    '                            '      .     ,  0  r 

j    mi            -J.U             1  ,         r          enn  •  utilized  when  vou  consider  that  only  3.8  per  cent, 

towns  and  villages  with  a  population  of  over  500  in-  ,  ^,             .  / <                  ,.  ,   ,       3      ,  1 

,                u      *  ,<   ,          11               ,          •  •    r  of  the  population  is  supplied  from  such  a  source, 

habitants  shows  that  there  are  230  such  mUTiicipali-  ™,          11       ,  ,        ,,    1  1                 •  & 

j  mo    r  i.i                         i-i          1           t  The  numerous  lakes  all  over  the  province  offer  a  hrst- 

ties,  and  192  of  them,  with  a  combined  population  of  .              .          .    .       .  ,          , *, 

1  iot        u            ,          ,       - ,                         .        .  class  supply;  unfortunately  the  lakes  are  not  near  the 

1,383,700  have  waterworks.   It  is  interesting  to  note  ,            l       r        w                      4.  1 

■                                                 1    v,       1          i.-r    a  arge  centres  of  population,    twenty  waterworks  use 

how  the  various  sources  of  supply  have  been  utilized  .           ,      t  •»  .  «T                   .1          u  * 

o             ,  ,„  .     c      v     •          u  ake  water,  but  thev  serve  mostly  small  towns. 

Sources  of  Water  Supplies  in  Quebec  '            3                .    3  . 

Percent  The  water-bearing  formations  in  the  province  are 
Wcc                 No.  of  works  N«f  total       Population  taOnM  not  welj  known>  the  available  information  on  the  sub- 
layers .'                     07         r>o.r,         1,11)2,512      86. a;  ject  being  very  meagre.   Hence  10  per  cent,  only  of 

I^akes                         20         10.4            52,879       3.8  the  population  is  supplied  with  underground  water. 

Springs  or  wells  .  .      75         39^          i38,MB      10.0  wjth  ffiw  cxceptions  thc  75  waterworks  in  this  class 

Total                   192       100.0         1,383,729     100.0  use  springs  originating  at  the  outcrop  of  a  porous 
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stratum  underlain  by  an  impervious  one.  Such  sup- 
plies are  usually  possible  for  small  towns  only.  Sev- 
eral artesian  wells  have  been  sunk  in  the  last  few 
years  with  remarkable  success;  the  disadvantage  of 
the  source  of  supply  is  that,  unless  an  extensive 
water-bearing  formation  is  reached  the  yield  of  the 
wells  is  uncertain  and  variable. 

Large  Number  of  Private  Waterworks 

A  great  number  of  municipalities  do  not  own  their 
water  supply,  but  with  the  exception  of  a  part  of 
the  city  of  Montreal  and  two  adjoining  cities,  this 
occurs  in  small  towns  and  villages  only. 

Ownership  of  Water  Supplies  in  Quebec 


Per  Cent 

Ownership                   N'o.  of  works    of  total  Population  Per  Cent  of 

Number  Population 

Municipal                         124           64.6  1,046,260  75.6 

Private                             68           35.4  337,469  24.4 


Total   192  100.0  1,383,729  100.0 

One  municipality  out  of  three  does  not  own  its 
water  supply.    The  cost  of  waterworks  is  high  and 


after  the  construction  of  same  the  small  town  finds 
that  most  of  its  borrowing  power  has  been  used  by 
the  waterworks  and  that  practically  nothing  is  left 
for  other  improvements.  Consequently,  in  order  to 
have  both,  the  waterworks  and  the  necessary  funds 
for  other  improvements,  the  municipality  grants  a 
franchise  for  the  waterworks,  which  is  a  revenue- 
producing  utility.  This  practice  is  not  to  be  encour- 
aged as  in  most  cases  the  system  does  not  provide 
for  adequate  fire  protection,  and  eventually  the  muni- 
cipality has  to  buy  the  system  and  practically  build 
it  new. 

Since  the  creation  of  a  department  of  municipal 
affairs  the  limit  on  borrowing  power  has  been  re- 
moved but  the  necessary  majority  to  sanction  a  by- 
law has  been  increased.  Hence  it  is  hoped  that  the 
number  of  municipal  waterworks  will  increase. 

If  we  examine  the  use  made  of  the  various  sources 
of  supplies  by  the  municipal  or  private  corporations 
we  find  that  in  both  cases  over  85  per  cent,  of  the 
population  is  supplied  with  river  water.  Two  pri- 
vate waterworks  only  use  lake  water,  while  forty 
small  supplies  are  derived  from  springs  and  wells. 

Municipal  Waterworks 


Per  Cent 

Source                         No.  of  works    of  total  Population     Per  Cent  of 

Number  Population 

Rivers                              71           57.3  903,778  86.4 

Lakes                               18           14.5  49,929  4.8 

Springs  and  wells  .        35           28.2  92,523  8.8 


Total                         124          100.0  1,046,260  100.0 

Private  Waterworks 

Per  Cent 

Source                        No.,  of  works    of  total  Population  Per  Cent  of 

Number  Population 

Rivers                              26           38.2  288,734  85.5 

Lakes                                 2            3.0  2,950  0.9 

Springs  and  wells  .        40           58.8  45,745  13.6 


Total   68         100.0  337,469  100.0 


Extent  of  Water  Treatment 

We  have  seen  that  86  per  cent,  of  the  population 
served  by  waterworks  is  supplied  with  river  water 
which  is  usually  unsafe  for  domestic  use.  However, 
all  of  this  water  is  not  consumed  without  previous 
treatment.  In  the  province  to-day  858,000  people  are 
supplied  with  filtered  river  water,  and  170,000  with 
chlorinated  water,  giving  a  total  of  1,028,000  people 
using  treated  water.  This  number  represents  86  per 
cent,  of  the  population  using  river  water.  Six  muni- 
cipalities, with  a  population  of  60,000  people,  now 


chlorinating  their  supply,  have  been  ordered  by  the 
Superior  Board  of  Health  to  install  purification  works. 

Treatment  of  River  Waters 


Treatment                          Number  of  Population 

Installations  Served 

Filtration                                           29  860,000 

Chlorination                                    15  170,000 

No.  treatment                                   53  163,000 


Total   97  1,193,000 


Lake  water  and  underground  water  being  natur- 
ally good,  it  would  seem  that  our  water  question  is 
practically  solved,  unhappily,  it  is  not  so.  The  great 
percentage  of  the  population  is  protected  against 
water-borne  diseases,  but  the  remaining  14  per  cent, 
is  divided  among  many  small  municipalities,  which 
will  be  harder  to  reach  than  the  larger  towns. 

It  appears  from  the  above  table  that  53  towns  with 
a  combined  population  of  163,000  inhabitants,  use  river 
water  without  any  previous  treatment.  The  streams 
from  which  these  supplies  are  derived  are  more  or 
less  contaminated.  Moreover,  approximately  20  per 
cent,  of  the  towns  supplied  by  underground  water 
have  a  supplementary  water  intake  in  a  nearby  stream 
for  fire  purposes. 

Powers  of  Superior  Board  of  Health 

Now  the  Quebec  Public  Health  Act  of  1915  gives 
to  the  Superior  Board  of  Health  extensive  powers  con- 
cerning the  control  of  water  supplies.  All  new  water- 
works must  be  approved  by  the  Board  before  being 
installed.  Furthermore,  the  Board  has  the  right  to 
make  investigations  and  to  order  purification  works 
where  needed  or  to  order  the  causes  of  pollution  to 
be  removed.  When  the  supply  is  owned  by  a  private 
corporation  the  Quebec  Public  Utilities'  Commission 
decides  whether  the  cost  of  the  improvements  shall 
be  paid  by  the  private  corporation  or  the  municipality, 
and  in  what  proportion.  To  comply  with  the  orders 
of  the  Board,  the  municipal  corporation  is  allowed  to 
borrow  the  necessary  amount  without  being  obliged 
to  submit  the  by-law  to  its  ratepayers,  and  the  Board 
has  'the  right  to  have  the  improvements  done  at  the 
expense  of  the  municipality  when  the  latter  refuses 
to  submit  to  the  order. 

Even  with  these  extensive  powers,  however,  the 
improvements  necessary  to  the  water  supplies  of  the 
small  towns  above  mentioned  may  not  easily  be  ob- 
tained because  of  the  execessive  cost  of  materials  and 
the  high  rate  of  interest  charged  for  municipal  loans. 
The  difficulty  thus  reduces  to  the  financial  question 
of  how  to  obtain  money  for  these  small  towns  at  a 
reasonable  interest  rate. 

This  difficulty  the  Board  of  Health  hopes  to  over- 
come by  means  of  a  project,  now  under,  considera- 
tion, whereby  small  municipalities  may  borrow  from 
the  province,  at  a  low  rate,  the  funds  required  for 
the  needed  improvements.  If,  as  is  expected,  the  Leg- 
islature sanctions  such  a  project  this  most  important 
remaining  problem  of  water  supplies  in  the  pro- 
vince of  Quebec — the  problem  of  the  small  town  sup- 
ply— may  possibly  be  solved. 

(Discussion  on  this  paper  appears  on  page  640) 


Building  permits  issued  at  Regina,  Sask.,  during  the 
month  of  May  totalled  $324,675  in  value,  or  practically 
double  the  figure  of  $178,880  for  the  same  month  last  year. 
The  total  for  the  first  five  months  of  the  present  year  is 
$1,395,250. 
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The  Municipal  Water  Supply  of  Montreal 

Two-Thirds  of  the  City  Served  by  the  Civic  Sytsem  Which  Pumped  During 
1919  an  Average  of  65,000,000  Gallons  Per  Day— Per  Capita  Con- 
sumption was  145  Gallons—Booster  Stations  for  Higher 
Levels — 2  Per  Cent,  of  Services  are  Metered 

By  Thomas  W.  Lesage,  Superintendent,  Montreal  Waterworks 


THERE  are  in  Montreal  two  water  supply  sys- 
tems, the  city  municipal  system  supplying  the 
main  portion  of  the  city  to  the  extent  of  about 
two-thirds  of  -the  above  population  and  a  pri- 
vate water  company,  the  Montreal  Water  &  Power 
Company  supplying  about  one-third  of  the  population, 
besides  two  towns  on  the  outside  limits  of  the  city. 

The  city's  water  supply  is  drawn  from  the  St.  Law- 
rence River  about  a  mile  above  the  Lachine  Rapids 
and  at  a  distance  of  about  five  miles  from  the  city. 
The  supply  intake  is  1200  feet  from  shore,  the  river 
at  this  point  being  about  three-quarters  of  a  mile  wide. 
The  water  is  brought  down  by  gravity  a  distance  of 
5*4  miles  to  the  main  pumping  station  through  a  cov- 
ere'd  conduit,  circular  in  shape  with  flattened  invert, 
practically  of  feet  in  diameter,  having  a  capacity 
at  the  lowest  stages  of  the  river,  of  80  million  imperial 
gallons  per  day.  . 

At  the  lower  end,  and  to  the  south  of  this  supply 
conduit  is  the  nitration  plant,  to  which  the  water  is 
led  by  gravity.  Raised  by  low  lift  pumps  to 
the  pre-filters,  the  water  flows  thence  to  the  final 
filter  beds  and  the  filtered  water  reservoir,  being  re- 
pumped  from  there  to  the  level  of  the  suction  well 
feeding  the  main  supply  pumps.  The  filtration  plant 
of  50  million  imperial  gallons  capacity  at  present  fi1- 
ters  only  about  three-fourths  of  the  water  supplied 
the  pumps.  Plans  for  its  enlargement  are  under  way. 
The  whole  supply  is,  however,  sterilized  by  hypo- 
chlorite. 

Equipment  of  Main  Pumping  Station 

The  main  or  low  level  pumping  station  situated  at 
the  end  of  the  supply  conduit,  near  the  south  western 
limits  of  the  city  has  a  pumping  capacity  of  108  mil- 
lion imperial  gallons  per  day,  by  means  of  eight  steam 
pumping  engines  as  follows: 

Pumping  engines  Nos.  1,  2  &  4  of  the  horizontal 
reciprocating  type,  Worthington  Duplex  high  duty 
^tcam  pumping  engines  with  combined  capacity  of 
30  m.g.d. 

Pumping  engines  Nos.  3,  5,  6  &  7  of  the  centrifuga1 
type,  high  lift  pumps,  direct  connected  to  high  speed 
vertical  triple  expansion  engines  working  at  350  r.p.m. 
with  combined  capacity  of  48  m.g.d. 

Pumping  engine  No.  8  DeLaval  centrifugal  high 
lift  pump  geared  to  steam  turbine,  with  capacity  of 
30  m.g.d. 

Total  of  8  pumps  with  daily  capacity  in  imp.  gals, 
of  108  millions. 

The  oldest  of  these  pumps  Nos.  1  and  2,  installed 
in  1886  and  1893  respectively,  are  the  least  efficient  of 
the  pumping  plant  and  are  to  be  replaced  within  a  year 
by  two  30  million  gallon  electric-driven  high-lift  cen- 
trifugal pumps  now  contracted  for.  No.  4  pumn  instal- 
led in  1905  is  of  more  modern  type  with  a  trial  duty 
test  of  about  160  million  foot  pounds.  The  four  high- 
lift  centrifugal  pumps  driven  by  direct  connection  to 
triple  expansion  vertical  engines  of  enclosed  type,  at 


350  r.p.m.,  installed  from  1909  to  1913,  are  represen- 
tative of  the  change  from  the  reciprocating  to  the  high 
lift  centrifugal  type  of  water  works  pumping  engines. 
Their  efficiency  rating  on  trial  was  from  108  to  114 
million  foot  pounds  duty.  These  pumps  discharge 
the  water  through  the  force  mains  against  the  reser- 
voir head  and  into  the  city's  distribution  system. 
There  are  six  pumping  force  mains ;  one  of  36  inches, 
two  of  30  inches  and  three  of  24  inches.  The  others 
connect  more  directly  and  feed  into  the  distributing 
service  pipes  throughout  the  city  as  well  as  being  in- 
directly connected  with  the  reservoir.  Thus  the  sys- 
tem may  be  said  to  be  direct  pumping  with  regulation 
of  pressure  due  to  the  head  from  the  reservoir  of  limit- 
ed capacity. 

The  main  reservoir,  McTavish  reservoir,  situated 
about  \y2  miles  from  the  pumping  station,  has  its 
water  surface  at  elevation  204  above  low-water  level 
of  the  harbor.  Its  capacity  is  37  million  imperial  gal- 
lons or  about  four-sevenths  of  last  year's  average  daily 
consumption  of  65  million  imperial  gallons.  The  pres- 
sure head  due  to  the  McTavish  reservoir  supplies  the 
system  up  to  about  elevation  130  above  the  harbor, 
furnishing  water  pressures  of  80  lbs.  in  the  pipes  of 
the  down-town  district  to  35  lbs.  at  the  level  of  Sher- 
brooke  street  from  which  the  slope  of  Mount  Royal 
begins. 

High  Level  System 

Above  Sherbrooke  street  and  generally  in  that  area 
spread  out  around  the  eastern  slope  of  the  mountain 
extends  the  high  level  system.  The  high  level  or 
Peel  street  reservoir  situated  on  the  mountain  slope 
I'P.s  its  water  surface  elevation  at  422  feet  above  the 
harbor.  Its  capacity  is  lj^  million  imperial  gallons. 
The  high  level  system  is  supplied  by  re-pumping  the 
water  from  the  McTavish  reservoir  level.  There  are 
two  pumping  stations  for  this  purpose :  McTavish 
street  and  Papineau  Ave.  stations.  The  pumping  is 
done  by  high-lift  centrifugal  electric-driven  pumps, 
with  two  units,  one  of  6  and  one  of  5  million  imperial 
gallons  in  each  station.  The  average  daily  consump- 
tion for  1919  of  the  high  level  system  was  11.9  million 
imperial  gallons. 

Upper  Level  System 

To  provide  for  water  supply  to  the  still  higher  re- 
sidential district,  the  Upper  level  system  was  instal- 
led about  nine  years  ago.  This  consists  of  a  covered 
reservoir  of  200,000  imperial  gallons  capacity  hollowed 
out  in  the  Mount  Royal  Park  at  elevation  550  above 
the  harbor.  The  water  is  re-pumped  from  the  high 
level  system  to  this  upper  level  by  a  duplicate  set  of 
electrically  driven  units  each  of  a  capacity  of  150,000 
imperial  gallons  per  day. 

To  supply  the  high  levels  of  Notre  Dame  de  Grace 
ward,  there  is  also  provided  a  booster  pumping  sta- 
tion to  re-PUlrip  the  water  from  the  main  low  level 
system.  The  pumping  is  done  against  the  pressure 
head  due  to  three  tanks  of  100,000  gals,  capacity  and 
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erected  on  the  highest  point  in  the  ward  at  elevation 
382  above  the  harbor.  The  daily  average  consumption 
is  about  2*/>  million  imperial  gallons. 

The  town  of  Cartierville.  annexed  in  1917,  has  its 
own  water  supply  plant  of  one  million  gallons  capacity, 
consisting  of  electric-driven  centrifugal  pumps  and 
filtration  plants,  this  independent  supply  being  taken 
from  the  Black  River. 

'  The  former  town  of  Emard,  annexed  in  1910,  has 
also  an  independent  supply,  the  water  being  taken 
from  the  city's  main  supply  conduit  and  pumped,  un- 
der contract,  by  an  outside  company.  The  average 
daily  consumption  is  about  935,000  imperial  gallons. 

Water  Distribution  System 

The  city's  distribution  system  of  piping  comprises 
497.6  miles  of  pipes  from  4  inches  to  36  inches  in  dia- 
meter. Of  this  total,  the  8  in.,  10  in.,  and  12  in.  pipes 
make  up  about  332  miles  or  about  two-thirds  of  the 
whole.  For  many  years  past  the  principle  has  been 
adopted  that  no  pipe  less  than  8  in.  diameter  shall  be 
laid  for  distribution  service  in  the  streets  of  the  city. 
The  4  and  6  in.  pipes  are  mostly  in  outside  wards  an- 
nexed to  the  city  within  the  past  ten  years.  The  smal- 
ler pipes  in  the  system  are  generally  well  supported  at 
intersecting  streets  by  pipe  of  larger  diameter,  espec- 
ially in  the  main  portion  of  the  city,  thus  providing  for 
several  effective  hose  streams  in  case  of  fire  without 
thf>  use  of  fire  engines. 

Filtration  Plant 

In  the  city  plant  a  double  system  of  filtration  is 
carried  out,  that  is,  the  water  is  first  passed  through 
roughing  pre-filters  before  being  passed  through  the 
regular  filter  sand  beds.  The  raw  water  is  taken  from 
the  main  supply  conduit  through  a  9  ft.  circular  con- 
duit about  1200  feet  from  the  lower  end  of  the  supply 
conduit  and  is  lifted  by  motor-  driven  low-lift  pumps  to 
the  pre-filters. 

There  are  16  covered  pre-filters  each  of  a  net  filter- 
ing area  of  1200  sq.  ft.  The  water  passes  through  the 
pre-filters  at  a  nominal  rate  of  115  mil,  imp.  gals,  per 
acre  per  day.  From  the  pre-filters  the  water  flows  by 
gravity  to  the  final  filters.  There  are  16  final  filter 
covered  beds  with  a  total  area  of  6  acres.  The  water 
passes  through  the  final  filters  at  a  normal  rate  of  8^2 
mil.  imp.  gals,  per  acre  per  day  and  collects  in  the  cov- 
ered filtered  water  reservoir  which  has  a  capacity  of 
C  mil.  imp.  gals. 

The  filter  plant  as  already  stated  has  a  normal  ca- 
pacity of  but  50  mil.  imp.  gals,  per  day,  and  as  the 
water  consumption  has  reached  65  to  70  millions  it  is 
necessary  to  enlarge  it  and  plans  are  under  way  for 
same,  the  land  being  available  for  such  extension. 

Quality  of  the  Water 

The  water  drawn  through  the  intake,  1200  feet  from 
shore  at  the  head  of  the  Lachine  Rapids,  is  mainly  of 
St.  Lawrence  River  origin.  However,  as  the  Ottawa 
River  joins  the  St.  Lawrence  at  the  head  of  Montreal 
Island  its  waters  follow  the  shore  line,  inside  the  irr- 
take  and  at  times  the  supply  contains  varying  propor- 
tions of  Ottawa  water  depending  on  seasonal  and 
weather  conditions.  The  largest  percentage  of  Otta- 
wa water  occurs  in  May  and  its  presence  is  always  in- 
dicated to  the  consumer  by  its  characteristic  brown 
color,  but  except  in  the  months  of  April  or  May  when 
it  carries  a  high  turbidity,  this  is  its  only  objectionable 
feature. 

The  water  of  the  St.  Lawrence  from  the  stand- 
point of  household  use,  as  tapped  by  the  intake  1200 


feet  from  shore  is  superior  in  every  respect  to  that 
found  further  inshore,  and  the  bacterial  content,  tur- 
bidity and  color  increases  as  the  shore  is  approached. 

Water  Consumption 

The  average  daily  consumption  for  1919  was  65,- 
046,000  imperial  gallons  and  the  estimated  population 
served  by  the  city's  system  was  449,000 — a  per  capita 
daily  consumption  of  145  imperial  gallons.  In  the 
years  from  1900  to  1919  the  average  daily  consumption 
has  increased  from  20,412  millions  to  65,046  millions 
that  is  44,634  million  gallons  or  218  per  cent.  In  the 
same  period  the  population  served  has  increased  from 
266.000  to  449.000.  that  is,  183,000  equal  to  69  per 
cent. 

From  1900  to  1910  the  average  rate  of  yearly  in- 
crease of  consumption  was  1.822  million  gallons  per 
day,  an  average  of  about  6.6  per  cent,  increase  each 
year.  From  1910  to  1914  the  average  yearly  rate  of 
increase  was  4.27  million  gallons  per  day,  or  an  average 
increase  each  year  of  9.6  per  cent,  over  the  preceding- 
year. 

In  1914-15-16  the  rate  of  consumption  remained 
stationary  at  about  55y2  million  gallons  per  day,  but 
in  1917-18,  for  two  years,  it  rose  again  at  a  rate  of  in- 
crease of  4.76  million  gallons  per  day  per  year,  and  in 
1918  and  1919  remained  stationary  at  about  65-  mil- 
lion gallons  for  each  year. 

The  population  served  from  1912  to  1919  has  in- 
creased 110.000.  that  is,  from  339,000  to  449,000  or  an 
increase  of  32.6  per  cent. 

The  consumption  per  capita  between  1910  and 
1914  jumped  from  115^  gallons  in  1910  to  150  gal- 
lons in  1914  and  it  has  been  between  140  and  150  prac- 
tically since  1912. 

It  is  difficult  to  explain  this  increased  rate  of  con- 
sumption of  water  in  the  past  ten  years.  It  is  no  doubt 
partly  due  to  more  ample  use  of  water  in  modern 
house  fittings  but  it  may  also  be  explained  by  the 
greater  use  in  manufacturing  establishments  and  the 
greater  quantities  required  for  municipal  purposes, 
public  baths,  parks  and  squares  and  the  flushing  of 
sewers  and  streets,  all  of  which  have  greatly  increased 
in  the  past  ten  years. 

Water  Rates  and  Meters 

The  charge  for  water  to  the  citizens  is  met  by  a 
municipal  tax  on  all  householders  of  6  per  cent,  on  the 
assessed  rental.  This  tax  is  commonly  called  the 
water  rates,  but  it  does  not  necessarily  represent  the 
cost  of  the  water  service.  This  flat  rate  method  of 
charging  for  water  is  not  conducive  to  economy  from 
the  operating  point  of  view,  as  the  citizens  have  no 
direct  inducement  to  economize  on  water  and  it  calls 
for  more  rapid  house  to  house  inspection  .of  fixtures 
if  wastage  is  ro  be  controlled. 

Meters  arc  only  placed  in  certain  commercial  and 
manufacturing  establishments  and  other  institutions 
where  the  use  of  water  requires  control  against  wast- 
age. There  are  about  85,000  water  services  and  only 
1,668  meters  in  use;  that  is,  less  than  2  per  cent,  of 
services  are  metered. 

The  meter  rate  regardless  of  the  quantity  of  water 
used  is  $1.15  per  1,000  cub.  ft.  or  about  I8>y2  cents  per 
1,000  imperial  gallons.  For  fire  protection  no  charge 
is  made  for  water  used.  The  proprietor  may  install 
fire  protection  services  of  4  in.,  6  in.  or  8  in.  on  his 
premises  for  sprinkler  or  stand  pipes  supply  by  pay- 
ing the  whole  cost  of  laying  the  service,  aiid  except- 
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ing  in  certain  manufacturing  establishments  which 
are  all  by  meter,  no  charge  is  made  for  the  water  used 
for  this  service. 

At  present  the  city  has  under  consideration  many 
extensions  to  its  water  works  plant.  Two  thirty  mil- 
lion gallon  electrically  driven  pumps  are  contracted  for 
these  to  be  delivered  within  a  year.    Plans  are  being 


prepared  for  enlarging  the  filtration  plant  to  a  capac 
ity  of  130  million  gallons  per  day.  To  supplement 
the  present  limited  conduit  supply  of  80  millions  the 
aqueduct  is  to  be  prepared  to  convey  additional  water 
and  also  furnish  power  in  a  modified  form.  Addition- 
al reservoir  capacity  and  an  increase  in  the  number  ot 
force  mains  are  also  planned  in  the  near  future. 


Manufacture  of  Filter  Alum  at  Montreal 

Experience  of  the  Montreal  Water  and  Power  Co. — Cost  Works  Out  at  $28.64  Per 
Ton  Against  $55  for  Commercial  Product — Nearly  $50,000  Saved  in  Two  Years 

By  James  O.  Meadows,  Sanitary  Engineer,  Montreal  Water  and  Power  Co. 

THE  filter  alum  manufacturing  plants  of  Colum-  each  mix;  the  time  consumed  in  mixing  a  batch  of 

bus,  Ohio,  Springfield,  Mass.,  Trenton,  N.  J.,  alum  is  about  three-quarters  of  an  hour.  Greater  speed 

and  Omaha,  Neb.,  have  been  described  in  de-  in  mixing  could  have  been  obtained  if  a  mixing  pan 

tail  in  the  Engineering  News  of  Jan.  4th  and  and  two  agitators  had  been  installed;  also  a  better 

11th,  1917,  and  as  the  general  make-up  of  all  Hoover  mixture  of  the  bauxite  and  acid  could  have  been  ob- 

Process  alum  plants  is  somewhat  similar,  it  is  not  tained.    The  batch  of  alum  is  usually  made  early  in 

intended  to  describe  the  plant  of  the  Montreal  Water  the  afternoon  and  by  the  next  morning  the  alum  cake 

and  Power  Co.  in  detail  but  rather  to  give  the  experi-  is  ready  to  be  removed  from  the  crystallizing  tray, 

ence  of  the  past  four  years  operation.    The  alum  plant  Before  the  mixture  of  bauxite  and  acid  is  dumped  into 

was  installed  with  the  idea  of  keeping  the  capital  out-  the  tray,  the  fine  alum  dust  remaining  in  the  tray  is 

lay  as  low  as  possible  consistent  with  proper  opera-  swept  up  into  a  ridge  extending  directly  across  the 

tion,  because  at  the  time  it  was  thought  that  the  alum  tray  and  to  a  height  of  about  2l/2  in.    When  the  alum 

plant  would  only  be  used  for  a  comparatively  short  cake  is  to  be  removed  from  the  tray,  work  is  started 

period  of  time.    The  plant  consists  of  an  acid  storage  at  the  alum  dust  ridge  as  this  point  offers  an  easy 

tank,  a  dilute  acid  tank,  bauxite   weighing   hopper,  place  to  pry  the  slabs  of  alum  from  the  tray  floor.  The 

Stedman  mixer,  and  concrete  crystallizing  tray.    No  alum  cake  is  removed  from  the  floor  with  bars  and 

crusher  is  provided,  the  filter  alum  being  broken  up  picks  and  is  broken  up  with  hand  sledges.   The  whole 

into  suitable  sized  lumps  by  hand  sledges.  process,  including  carting  to  the  storage  floor  above, 

Temperature  of  Acid  Controls  Character  of  Alum  consuming  about  six  hours. 

™             ,    .         r  tt          v>^«c                    ;c  Alum  Plant  Saved  $49,000  in  Two  Years 

The  manufacture  of  Hoover  Process  niter  alum  is  \  •        i    .  t 

•,    ,i  •  „       ro  „ra  ..,..,,1  Records  ot  the  alum  making  plant  for  the  past 

simple,  but  like  every  simple  thing  there  are  several  *    &  r  \ 

j ■ .  *       iu  4.       a  *~  uL  ~~~~;~a            ^  two  fiscal  years  ending  May  1st  last  have  been  taken 

necessary  conditions  that  need  to  be  carried  out  to  en-  ,    /                p       J                              a  -a 

s  r   th     roduct  desired    B    varying  the  temperature  '  as  during  this  period  the  cost  of  bauxite  and  acid 

sure  le  -Pro  lc              "      J       *  & ■        ,       „„„  k0  have  been  rather  constant  and  it  was  thought  that  data 

of  the  dilute  acid,  the  character  of  the  alum  can  be  & 

,.r   ,     i-v    .    '  ,                       .i        ^..^„o  „i, ,,,,  covering  this  period  would  be  fairly  representative  of 

modified.    During  the  winter  months  a  porous  alum  &         5                               ■>  r 

,    .    ,  ,         &     f  •.           4.         1  u;i;t„           tv,;o  present  conditions,     the  cost  of  production  for  this 

is  desired  because  of  its  greater  solubility,  and  this  f                    .  A  .           ,  r 

1              ,      t,  ■'    j  1,                4.U    1       u„  ,„;tu  two  years  period  is  as  follows: — 

product  can  be  obtained  by  mixing  the  bauxite  with  Bauxite  and  acid   $45,961.00 

a  low  temperature  acid.    During  the  balance  of  the  (Including  freight  and  cartage) 

year  a  filter  alum  of  a  denser  texture  is  secured  by  us-  yVa°-es                                                    4  22000 

ing  a  higher  temperature  acid     The  temperature  of  Maintenance' iAw.oo 

the  crystallizing  tray  floor  is  also  a  factor  to  be  con-  InterMt  and  D        iation_20         cent       2  400  00 

sidered,  and  it  is  necessary  to  use  a  higher  tempera-   

ture  acid  for  Monday's  batch  because  of  the  lower  TotaJ                                            $54  Q71 0Q 

temperature  of  the  tray  floor  after  the  Sunday  rest.  •",  'n'o  ,o\  '    '    /  £1. 

\            ,         ,      ;    . j  .         .    i,   1  u  „  „„;+„4-:„„  During  this  two-year  period,  1668  tons  of  filter 

1  he  temperature  of  the  acid  is  controlled  by  agitating  u       u            a      a        1  ■      <.u  1 

•  1                   1            1     -.t,  alum  have  been  produced,  making  the  cost  work  out 

with  compressed  air  and  with  a  cooling  coil  placed  at  ^.^                      on.          1   4.      ■        t                •  1 

i,     ,    14  1     £        ,     ,  r    A  j-,  .       •?            r„  ,1C.  at  $28.64  per  ton.     Ihe  market  price  of  commercial 

the  bottom  of  the  lead-lined  dilute  acid  tank.    By  us-  ^          v                  t    .  ,        J~  . 

*i       •        a        r          :i  c      A-a          ~„~:~Ac  filter  alum  (including  freight  and  dutv)  during-  this 

ing  the  air  and  cooling  coil  for  different  periods  ot  ■  a  u      u        «Cm  c    ,    at     4     1      a  u  a 

j.*           j-i  .        a    c  Ju     1    •    a  t.                   ^o,.  k„  period  has  been  $55.00  f.o.b.  Montreal  and  based  on 

time,  a  dilute  acid  of  the  desired  temperature  can  be  1  .    c          ,u      1           1  •        1       u  1 

( btaincd  figure  the  alum-making  plant  has  shown  a  sav- 

'    T                         •£             a    4  t    ~   i~     +~  -a~„  inff  of  slightly  more  than  $49,000  for  the  two  year 

In  securing  a  uniform  product  from  day  to  day,  &.   ,      &    .J             .                    .            .         3  , 

4.  u    ?  1      *    u      \.u     ~-a      :c         +u  ,  t^.-X  period.    During  this  time  bauxite  has  cost  approxi- 

care  must  be  taken  to  have  the  acid  uniform,  the  tern-  1           ^  ,  „  &                ,  ,,0  „              ,  ,     F *  ., 

..            ,4.      ,  4.1            1  4.  ^f  4.i„  Ko,,^  -mately  $z4.00  per  ton  and  00    Baume  sulphuric  acid, 

perature  variations  slight  and  the  weight  of  the  baux-  J        4.         a*    1           u       4.1  4.-1 

f:     .                   ,     T?    •  j        1     °i   ^^^^....^r,,  4.^  $26.00  per  ton.    At  places  where  these  two  materials 

ite  charge  correct.     I  he  analytical  work  necessary  to  T      ,    ^       ,       ,    f    .          _  . 

,                .-.  rc  .1,    A    f„^t,,^;„„  can  be  purchased  at  a  lower  ngure,  the  cost  per  ton 

control  the  operation  of  the  alum  manufacturing  plant  ,           v    .          .„     .      .       &      '             ,  y . 

c  ,1          1    •               ,       ;.        •  1    °  j  (•„  for  filter  alum  will  also  be  correspondingly  lower, 

consists  of  the  analysis  of  the  bauxite,  acid  and  tin-  ,                   J         .»  £  * 

■11        1            1  ,1,    4„i  •  ^  ,  r     „  liecause  from  the  cost  data  presented  it  will  be  noted 

ished  product,  and  the  taking  of  the  specific  gravity  7.       .         .  ^          ,  c 

14.                     c  *1     ,i;i,.4    o„;.i  1  ,  f,\-       ko+^t,  ,  f  that  the  cost  of  bauxite  and  acid  makes  up  85  per  cent, 

and  temperature  of  the  dilute  acid  before  a  batch  of  ,  .        .  11 

n, .        ,                  1  01  tne  total  cost. 

Iter  alum  is  made.  T                  r        •        r  £14.       1  it 

In  the  manufacturing  of  filter  alum  at  the  point 

Alum  Manufacture  of  consumption,  freight,  bagging  and  cartage  is  saved 

A  batch  of  alum  (approximately  7600  lbs.)  is  made  on  the  water  which  makes  up  about  20  per  cent,  of  the 

in  five  mixes  using  about  one-fifth  of  the  material  for  finished  product.    Experience  over  a  considerable  per- 
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iod  has  shown  that  the  weight  of  the  filter  alum  pro- 
duced is  practically  the  same  as  the  combined  weight 
of  the  materials  that  go  to  make  up  the  product. 

Greater  Depreciation  of  Fittings 

At  the  company's  water  purification  plant  the  alum 
solution  is  pumped  to  the  orifice  box  and  from  this 
point  flows  by  gravity  to  the  point  of  discharge.  Since 
Hoover  Process  filter  alum  has  been  used,  greater  de- 
preciation of  the  solution  pumps,  valves,  and  fittings 
has  taken  place,  due  to  the  nature  of  the  insoluble 
matter  contained  in  the  alum  solution.  This  depre- 
ciation, however,  has  not  been  excessive  and  has  not 
run  into  an  appreciable  figure. 

The  manufacture  of  Hoover  Process  filter  alum  has 
proved  successful  for  the  Montreal  Water  &  Power 
Company  because  of  the  saving  effected.  A  further  ad- 


vantage is  also  gained  as  sulphuric  acid  is  produced 
within  a  short  radius  of  Montreal  and  is  easily  obtain- 
able, leaving  only  the  bauxite  to  be  secured  from 
a  distance,  and  when  secured,  each  ton  of  bauxite  in 
storage  represents  about  three  tons  of  the  finished 
product. 

Mr.  Meadows'  paper  drew  out  a  number  of  ques- 
tions in  regard  to  the  percentage  of  alumina  found  in 
the  Hoover  process  alum.  It  was  stated  that  between 
17  and  18  per  cent,  of  the  finished  product  is  alumina. 
Mr.  Gore,  of  Toronto,  requesting  information  regard- 
ing the  purity  of  Hoover  alum,  was  told  that  7  per 
cent,  or  so  consisted  of  insoluble  impurities.  As  far 
as  the  'coagulation  produced  by  Hoover  and  commer- 
cial alum  was  concerned,  not  much  difference  was 
noticeable. 


Unwaranted  Extravagance  in  Use  of  Water 

Water  Waste  Prevention  Campaign  Might  Accomplish  More  Towards 
Providing  an  Ample  Supply  Than  a  Large  Expenditure  on 
Enlarging  Works  —  Too  Little  Economy  in  the  Past 

By  Geo.  A.  Johnson,  Consulting  Engineer,  New  York 


THIS  general  discussion  on  the  legitimate  uses 
of  water  naturally  means  that  somebody  is,  or 
ought  to  be,  about  to  say  something  concern- 
ing the  wasteful  habits  of  the  inhabitants  of 
the  northern  part  of  the  western  hemisphere.  This 
need  not  be  restricted  to  the  mere  waste  of  water ;  it 
can  properly  go  further  and  include  the  waste  which  is 
evident  in  many  localities  in  practically  every  depart- 
ment of  municipal  water  works.  Water  waste  is  bvit 
a  part  of  the  story ;  the  codicil  to  the  will  which  be- 
queaths unwarranted  extravagance. 

Deputy  Water  Commissioner  Liebeneau  of  New 
York  recently  said  that  one-third  of  the  water  supplied 
to  New  York  is  being  needlessly  wasted.  Recalling 
the  remarks  of  Commissioner  Galvin  to  the  mayor,  in 
his  letter  of  resignation  from  the  Board  of  Water  Sup- 
ply, that  provision  must  be  made  at  once  for  more  water 
for  Greater  New  York,  even  in  the  face  of  the  fact  that 
the  new  Catskill  project  is  practically  the  newest 
baby  in  the  public  works  house  of  New  York,  Mr. 
Liebenau's  statement  relative  to  water  waste  must 
necessarily  lead  a  man  with  capacity  for  deductive 
thought  to  conclude  that  something  is  wrong  with  our 
methods.  We  go  to  great  expense  to  increase  the  vo- 
lume of  our  supply  when  for  practically  an  insignifi- 
cant sum  we  can  conduct  a  water  waste  prevention 
campaign,  as  indeed  New  York  is  now  doing,  and  per- 
haps so  stave  off  the  fateful  day  of  water  works  ex- 
tension until  prices  descend  within  reach  of  us,  or 
the  economic  situation  in  the  country  is  readjusted  on 
a  plane  where  supply  and  demand  will  balance. 

More  Attention  to  Economy 

Although  the  water  works  of  the  country  in  their 
several  mechanical  equipments  show  numerous  straps 
and  patches,  conspicuous  complaints  over  the  lack  of 
essential  service,  or  prodigious  conflagrations  because 
of  inadequate  fire  protection,  are  lacking.  Is  it  pos- 
sible that  in  the  downily  prosperous  days  of  the  past 
we  replaced  at  high  cost  where  we  could  just  as  well 
have  repaired  at  small  expense?  Have  we  laid  new 
mains,  built  storage  reservoirs  and  installed  new  pump- 


ing units  in  order  to  obtain  more  water  when  we  could 
have  accomplished  the  same  end  effectively  by  search- 
ing out  and  stopping  unnecessary  waste  of  water,  in- 
stalling meters,  cleaning  mains  to  restore  their  origin- 
al capacity,  thereby  cutting  down  friction  losses  and 
saving  the  coal  pile  and  generally  attending  strictly 
to  our  job  ? 

There  seems  to  be  real  occasion  for  serious  debate 
respecting  whether  the  war  period,  and  the  manner  in 
which  we  lived  through  it,  has  not  furnished  a  lesson 
which  most  of  us  refuse  to  understand,  namely,  that 
it  really  is  possible  to  get  satisfactory  service  on  a  re- 
stricted program  of  water  works  extension,  machinery 
replacement  and  the  like,  if  we  pay  more  attention  to 
economy  in  all  lines  and  exploit  the  more  economical 
potentialities  at  hand  to  a  far  greater  extent  than  we 
did  before  the  war.  It  seems  to  be  deplorably  true 
that  quite  on  the  contrary,  as  an  average  proposition, 
we  have  followed  the  line  of  least  resistance  when  the 
water  consumption  threatened  to  exceed  the  supply. 

Actual  Needs 

It  does  not  require  100  gallons  of  water  daily  to 
keep  clean  the  epidermis  and  surroundings  of  the  av- 
erage American,  carry  away  his  sewage,  cook  his  food 
and  provide  him  with  drink,  or  to  furnish  his  share  to- 
wards the  water  needs  of  the  industries  in  his  com- 
munity. The  New  York  water  authorities  seem  to 
think  that  80  gallons  per  capita  is  enough  water  for  all 
domestic,  municipal  and  industrial  needs  of  that  city, 
and  the  speaker  feels  likewise.  There  seems  to  be  no 
good  reason  why  one  city  should  hang  up  an  actual 
water  consumption  record  of  70  or  80  gallons  per  capi- 
ta daily,  and  another  of  approximately  the  same  size 
and  industrial  activity  show  a  water  consumption  of 
three  times  that  amount.  And  yet  such  occurrences 
are  a  matter  of  not  uncommon  record. 

Reducing  Wastes  in  Army  Camps 

The  speaker  may  perhaps  be  pardoned  for  referr- 
ing again  to  the  war  period,  for  his  experience  in  the 
management  of  the  utilities  in  the  army  cantonments 
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points  a  moral  in  the  problem  of  water  consumption. 
It  is  true  that  the  use  of  water  in  these  establishments 
was  purely  of  a  domestic  character,  yet  the  results 
were  none  the  less  striking. 

The  experience  gained  at  these  big  military  estab- 
lishments showed  positively  what  can  be  done  with 
water  supply  systems  hastily  put  together  of  any  ma- 
terial most  readily  obtainable ;  with  pipes  of  all  con- 
ceivable sizes,  practically  regardless  of  what  demands 
were  to  be  placed  upon  them  aside  from  the  basic  re- 
quirement that  they  pass  water  and  enough  of  it; 
with  motors  often  unsuited  to  pumping  units  and 
many  other  incongruities,  all  or  almost  all  but  the  na- 
tural sequence  of  a  program  of  unparalelled  and  ur- 
gently necessary  construction.  Coupled  with  struc- 
tural idiosyncracies  was  the  intense  use  to  which  these 
plants  and  systems  were  put  during  the  war.  Called 
upon  to  render  service  for  which  they  were  not  built, 
overloaded  much  of  the  time,  subjected  to  sudden  and 
grave  demand  fluctuations,  they  were  held  together, 
maintained  economically  and  made  to  function  efficient- 

In  the  sixteen  National  Army  cantonments,  each 
housing  an  average  of  38,000  troops  and  from  4,000  to 
9,000  animals,  with  their  sewerage  systems,  shower 
baths,  flush  tanks  and  all  the  modern  conveniences  for 
wasting  water ;  with  a  soldiery,  many  of  whom  had 
never  before  seen  running  water  except  in  brooks, 
manipulating  compression  cocks,  the  water  consump- 
tion during  the  summer  of  1918  (May  to  October,  in- 
clusive) was  held  to  an  average  of  55.8  gallons  per 
capita  daily.  Everybody  had  enough  water,  but  waste 
was  cut  to  a  minimum  by  ceaseless  and  detailed  in- 
spection and  watchfulness. 

Extravagant  Replacements 

It  seems  clear  that  in  the  passed  days  of  plenty  we 
have  lent  ourselves  too  readily  to  the  fascinating  past- 
time  of  installing  new  machinery  where  the  old  would 
do ;  to  extend  where  the  existing  equipment,  suitably 
improved,  would  answer  for  a  period  of  years.  In 
other  words,  is  it  not  probable  that  the  demand  for 
building  materials  and  equipment  has  been  and  still  is 
far  in  excess  of  the  real  requirements,  and  that  in- 
stead of  encouraging  economy  we  have  practiced  un- 
necessary extravagance  where  a  little  ingenuity  and 
good  management  would  have  produced  economically 
just  as  good  results?    It  would  seem  so. 

As  an  integral  part  of  the  program  of  conservation, 
water  waste  prevention  is  of  cardinal  importance. 
What  can  be  done  by  intelligent  and  persistent  effort 
in  this  direction  is  not  so  well  understood  as  it  should 
be,  considering  how  long  the  salutary  effects  of  such 
endeavors  have  been  known  to  those  who  study  the 
question.  Nearly  two  thousand  years  ago  Water 
Commissioner  Frontinus  of  Rome  took  up  the  question 
of  water  waste  in  that  city,  and  as  a  result,  was  able 
to  report,  according  to  a  translation  of  his  writings  by 
Clemens  Herschel,  "Whatever  had  been  unlawfully 
drawn  upon  by  the  water  men,  or  had  been  wasted  as 
tli c-  result  of  official  negligence,  has  been  recovered. 
This  is  practically  equivalent  to  the  finding  of  new 
sources  of  supply.  And  in  fact  the  supply  was  almost 
doubled." 

I  [azen,  in  his  book  "Meter  Rates  for  Water  Works," 
has  discussed  water  wastage  in  a  very  attractive  way. 
He  says  in  part:  "When  a  water-works  system  is  first 
installed,  all  the  plumbing  fixtures  in  houses  are  new 
and  they  arc  in  genera]  reasonably  tight  ;  people  will 


ordinarily  draw  only  the  amounts  of  water  that  they 
need,  and  waste  is  comparatively  small  in  amount.  As 
time  goes  on,  rust,  corrosion,  the  hardening  of  rubber 
valves,  and  other  changes  result  in  leakage  from 
plumbing  fixtures.  Small  leaks  running  constantly 
make  little  impression  on  people  who  do  not  realize 
their  significance.  Yet  a  leaky  water  closet  may  weste 
without  attracting  attention  as  much  water  as  would 
supply  twenty  families. 

"As  time  goes  on  people  become  accustomed  to 
the  waste  of  water  in  their  houses  and  indifferent  to 
it;  and  it  is  the  experience  of  American  cities  where  the 
meter  system  has  not  been  used  that  the  consumption 
always  increases  more  rapidly  than  the  population.  It 
may  be  a  long  time  before  the  output  becomes  double 
the  legitimate  use  ;  but  after  that  point  is  reached  the 
rate  goes  on  with  greater  acceleration  "until  three- 
quarters  of  all  the  water  that  is  furnished  is  wasted. 

"The  only  limit  to  the  increase  is  that  a  time  comes 
when  the  new  works  required  to  supply  the  ever-in- 
creasing waste  become  so  large  and  cost  so  much  to 
build,  that  the  burden  cannot  be  further  borne,  and  a 
better  method  is  adopted." 

What  is  needed  now  is  action,  and  not  discussion. 
If  as  water  works  men  we  are  to  do  our  appropriate 
part  in  untangling  the  financial  snarl  which  involves 
the  economic  life  of  the  world  today,  we  can  do  no  bet- 
ter than  to  bend  our  best  efforts  to  cut  down  the  il- 
legitimate uses  of  water  and  reduce  so  far  as  is  feasible 
expensive  replacements  and  extensions.  The  former 
will  long  defer  the  necessity  of  developing  new  sources 
of  supply,  and  the  latter  will  develop  to  its  utmost  our 
engineering  ingenuity.  This  will  not  be  following  the 
line  of  least  resistance,  but  it  assuredly  will  lead  to  ma- 
terial economy  without  risk  of  impairment  of  satisfac- 
tory service. 


The  Increase  in  the  Cost  of  Housing 

A  most  careful  analysis  of  the  cost  of  housing  has 
been  prepared  recently  by  some  of  the  architects,  en- 
gineers and  builders  who  served  with  the  United  Stat- 
es Housing  Corporation  and  who  have  had  national 
experience  in  their  lines  of  work.  Under  this  analysis 
it  is  found  that  the  cost  of  housing  on  June,  1919,  had 
increased  70  per  cent,  over  the  cost  of  housing  in  1913. 
The  analysis  further  shows  that  the  increased  cost  of 
materials  and  the  increased  cost  of  labor  were  each 
equal  to  70  per  cent.  During  the  past  year  there  has 
been  a  somewhat  further  increase  in  prices.  This  per- 
centage was  worked  out  very  carefully  from  specific 
cases  and  there  are  wide  variations  from  this  figure 
in  particular  localities. 


Solution  of  the  Housing  Shortage 

The  solution  of  the  housing  shortage,  under  the 
high  prices  of  today,  according  to  L.  K.  Sherman,  presi- 
dent of  the  United  States  Housing  Commission,  will 
come  from  collective  'building  by  such  housing  corpor- 
ations combined  with  the  constructive  genius  who 
can,  in  his  designs,  assemble  such  materials  as  will 
produce  a  good  house  with  the  least  expenditure  for 
field  labor. 


The  Rockland  Housing  Company,  Ltd.,  Montreal, 
has  been  formed  with  a  capital  of  $100,000  to  assist  in 
the  construction  of  dwelling  houses  under  the  Work- 
men's I  hvellings'  Act. 
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Water  Works  Operating  Under  Heavy  Burdens 

Analysis  of  Operating  Data  of  United  States  Plants  Indicates  that 
Financial  Outlook  is  Not  Encouraging — Earnings  Have  Not  Been 
Adequate  to    Maintain   the   Properties    and    Pay    Fair  Return 

  By  Leonard  Metcalf,  Consulting  Engineer,  Boston,  Mass.   ' 


THROUGH  the  courtesy  of  the  waterworks  man- 
agers it  has  been  made  possible  to  extend  to 
January  I,  1920,  the  data  submitted  in  1918 
and  1919  to  the  American  Water  Works  As- 
sociation, upon  the  trend  of  prices  in  the  water  works 
construction  and  operating  fields,  based  upon  the  ac- 
tual experiences  of  about  50  water  works  in  various 
parts  of  the  United  States,  having  a  gross  annual 
revenue  of  about  $34,000,000  and  serving  an  aggre- 
gate population  of  upwards  of  nine  million.  In  the 
light  of  the  burdensome  increase  in  cost  of  living,  even 
since  the  termination  of  the  war,  and  the  many  evi- 
dences of  profiteering  in  different  fields  and  commo- 
dities, it  is  gratifying  to  be  able  to  say  that,  as  a  whole, 
and  probably  without  substantial  exceptions,  the  wa- 
ter works  of  this  country  have  met  their  obligations 
to  the  public  in  a  conscientious,  effective  and  adequate 
manner  and  in  spite  of  dangerous  reduction  in  profit  in 
almost  all  cases,  and  actual  elimination  in  many. 


In  Table  1  is  shown  a  summary  of  data  upon  in- 
crease in  cost  of  unskilled  labor  and  of  materials  used 
in  the  construction  and  operation  of  water  works. 

Unskilled  labor  costs  continued  their  advance  dur- 
ing the  year  1919  and  are  yet  higher  to-day.  The  per- 
centage of  increase  in  cost  per  hour  over  1915  prices 
averaged  about  80  per  cent. — approximately  70  per 
cent,  in  the  western  and  central  groups  and  90  per 
cent,  in  the  eastern  and  southern.  The  average  in- 
crease for  the  year  1919  over  1918  is  about  one-eighth. 
These  results  are  also  shown  diagrammatically  in 
Fig.  1. 

While  the  efficiency  of  labor  is  probably  slightly 
better  than  during  the  war  period,  it  is  still  far  below 
pre-war  standards.  It  is  conservative  to  say  that  tak- 
ing productivity  into  consideration,  as  well  as  the  price 
paid  per  hour,  the  cost  of  unskilled  labor  is  more  than 
double  its  pre-war  cost. 

Cast  iron  pipe  prices  are  to-day  practically  three 
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Table  1. — Summary  of  Data  upon  Increase  in  Cost  of  Unskilled  Labor  and  Materials  to  Water  Works  in  the  United 

States,  from  Pre-war  Basis  (characterized  by  1915  costs)  up  to  1920. 

Number  of  Per  Cent  Increase  over 

Item                                                                       Records  on                               Prices  per  Unit  1916  (Prewar  Basis) 

Different  Years    l!ll.r>           1916         1917         1918  1919         1916       1917       1918  1919 

1.  Unskilled  Labor  in  cts.  per  hour 

(a)  Eastern  Group                                          15-18       23.0c      26.7c       30.4c       40.2c  43.8c       16       32       75  91 

(b)  Central  Group                                         10-12       21.7c      25.3c       26.9c       37.2c  36.8c       17       24       71  70 

(c)  Southern  Group                                             9-12       17.9c       20.6c       24.5c       34.3c  34.4c        15       37       92  92 

(d)  Western  Group                                           7-  8       27.0c      28.5c       31.4c       41.8c  46.4c         5       16       55  72 


(e)  Average  of  Groups  

22.4c 

25.3c 

28.3c 

38.4c 

40.4c 

13 

27 

71 

80 

2. 

Cast  Iron  Pipe  per  2000  pounds  approx.  .. 

17-21 

$24.23 

$30.70 

$51.60 

$67.74 

$69.20* 

27 

113 

179 

184 

3. 

6"  Valves  

11-38 

11.18 

12.64 

19.13 

19.13 

20.73 

13 

71 

71 

85 

4. 

12"  Valves  

3-38 

34.78 

41.53 

65.22 

65.02 

59.66 

19 

88 

87 

72 

5. 

6-38 

26.69 

32.04 

43.13 

51.80 

47.16 

20 

62 

94 

77 

G. 

Coal  per  2000  lb. 

(a)  Eastern...  Group  

13-15 

$  2.98 

$  3.80 

$  5.96 

$  6.00 

$  5  41 

27 

100 

101 

82 

11-12 

2.41 

2.77 

3.75 

4.53 

4.55 

15 

56 

88 

89 

(c)  Southern  Group   

12-  9 

1.92 

2  01 

3.03 

3.89 

3.78 

5 

58 

102 

97 

(d)  Western  Group**  ...   

5-  4 

3.97 

4.37 

6.31 

7.92 

4.70 

10 

59 

99 

18** 

(e)  Average  o<f  Groups  

$  2.82 

$  3.24 

$  4.77 

$  5.57 

$  4.61 

15 

69 

97 

63 

7. 

Fuel  Oil  in  cts.  per  gallon  South  

1 

1.80c 

1.80c 

2.00c 

4.28c 

0 

11 

138 

ditto  West  

1-  4 

1.38c 

1.50c 

2.57c 

4.05c 

4.09c 

9 

86 

193 

197 

8. 

Alum,  cts.  per.  lb. 

(a)  Eastern  Group  

1.12c 

1.72c 

1.48c 

1.45c 

1.66c 

54 

33 

29 

48 

(b)  Central  Group  

0.91 

0.91 

1  25 

1.50 

1.40 

0 

37 

65 

54 

1.08 

1.38 

1.48 

1.78 

1.56 

28 

37 

65 

44 

1.14 

1.21 

1.51 

1.53 

1.79 

6 

32 

34 

57 

(e)  Average  of  Groups  

1.06c 

1.30c 

1.43c 

1.56c 

1.60c 

22 

35 

4-7 

51 

(f)  Average  N.Y.  Price   .. 

2.08c 

4.63  c 

3.57c 

♦Range  $50.60  to  $83.50  per  ton. 
**Small  number  makes  record  of  doubtful  value. 


Table  2. — Labor  Prices  Paid  by  Water  Works  in  the  Vicinity  of  Boston,  March  23,  1920 


Place 


1.  Boston    .  .  . 

2.  Somerville. 

3.  Newton  . . 

4.  Lexington. 

5.  Waltham  . 

6.  Everett. . 

7.  Chelsea  . . . 

8.  Quincy  . .  . 

9.  Medford  . 

10.  Melrose . . 

11.  Revere  . . . 


J3  >.« 


4.00 
3.75 
4.00 

3.50 
4.16 
4.25 
4.00 
4.00 
4.25 
4.00 


•O  3 

C  O 
«« 

V 
<L> 

lsl 

U 

tn  i_ 

W  ry 
u  Cu 
4)  " 

&  8. 

U 

tilled 
per  1 

Lay 
kers, 

<V 

a 

01 

tn 
tea 
a 

15 

hi 
c 

&  5 

re 

3 

O 

~o 

W 

X 

0.586 

4.25-5.00 

0.621  0.732 

44 

Paid 

0.549 

3.85 

0.564 

44 

Paid 

0.526 

4.24-4.32 

0.557  0.568 

44 
48 

Not  paid 

0.437 

3.75 

0.469 

48 

Not  paid 

0.589 

4.48 

0.635 

44 

Not  paid 

0.621 

4.75 

0.621 

44 

Paid 

0.586 

4.25 

0.621 

44 

Paid 

0.586 

4.50 

0.659 

44 

Paid 

0.621 

5.00 

0.732 

44 

Some 

0.586 

4.25  4.50 

0.6'21 

44 

Paid 

Yes 
Yes 
No 

No 

Yes 

Yes 

Yes 

Yes 

Yes 

Yes 


No 


Yes 

No 

Yes 

No 

No 

Yes 


4/1/20 


2/1/20 


3/1/20 


12.  Watertown. 

13.  Arlington  . 

14.  Milton. . .  . 

15.  Winthrop  . 

16.  Cambridge 

17.  Brookline  . 

18.  Marlboro  . 

19.  Hudson  . . . 

20.  Fitchburg  . 

21.  Beverly  . . . 


4.00 

0.586 

4.25 

0.621 

44 

Paid 

Yes 

Yes 

4.00 

0.586 

4.25-4.50 

0.621 

44 

Paid 

Yes 

Yes 

4.00 

0.534 

4.50 

0.60 

48 

Paid 

Yes 

No 

4.00 

0.534 

4.25 

0.567 

48 

Paid 

Yes 

No 

4.00 

0.586 

4.25 

0.621 

44 

Paid 

Yes 

4.25 

0.584 

4.42 

0.608 

44-48 

Paid 

Yes 

No 

4.00 

0.500 

4.25 

0.531 

48 

Not  paid 

No 

Yes 

4.00 

0.518 

4.50 

0.582 

48 

Not  paid 

Yes 

No 

4.40 

0.569 

4.96 

0.642 

48 

Not  paid 

Yes 

4.50 

0.659 

4.75 

0.694 

44 

Paid 

Yes 

Ask  $5 


3/1/20 
4/1/20 


3/15/20 
3/18/20 


March  23,  1920 


Average . 


$4.05 


$4.38 


50.6c 


56.7c 


54.7c 


61c 


13  of 

>44  & 

8  of 
48 


14  Paid  17  Yes 
6  Not      3  No 


April,  1919 
Comparative 
Average  .. 


$3.46 


43.2c 


te.ic 


$3.82 
47.7c 


15  of 
44  & 
51c       7  of 
48 


13  Paid 
8  Not 


16  Yes 

5  No 
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times  normal  pre-war  prices;  the  cost  of  valves  and 
hydrants  slightly  less  than  double. 

Coal  prices  have  receded  somewhat,  more  nearly 
approaching  the  conditions  of  1917  than  1918. 

In  Table  2  are  given  comparative  figures  showing 
unskilled  labor  wages  paid  by  water  works  in  the  vi- 
cinity of  Boston,  as  of  the  end  of  March,  1920.  Com- 
paring them  with  the  records  of  a  year  earlier  the 
nominal  increase  in  rate  per  hour  has  been  from  43.2c 
to  50.6c ;  the  actual  increase,  including  allowance  for 
holidays  and  vacation  leave,  from  46.1c  to  56.7c  per 
hour  or  21  per  cent.    Fourteen  out  of  twenty  depart- 


figures  are  shown  in  two  ways,  with  and  without  the 
inclusion  of  the  records  of  the  cities  of  Detroit  and 
Mingo  Junction.  The  conditions  there  prevailing  have 
been  so  very  abnormal,  it  is  believed,  as  to  require  the 
elimination  of  these  records  from  consideration  in  de- 
riving average  figures. 

From  this  record  it  appears  that  the  gross  annual 
revenue  has  increased  in  the  years  1916  to  1919,  in- 
clusive, over  pre-war  conditions,  progressively,  by  8.5 
per  cent.,  13.5  per  cent.,  22.7  per  cent,  and  24.5  per 
cent.  These  amounts  are  all  substantially  below  a 
normal  rate  of  increase  for  such  works. 
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■  THE  FIGURES  WITHIN  BUCKETS  COVER  ALL  RECORDS  RECEIVED. 
THE  FIGURES  BESIDE  THEM  APE  9ELIEVEO  10  BE  MORE  CHARACTER- 
ISTIC HOWEVER  ■  THEY  RESULT  FROM  THE  EXCLUSION  OF  TWO  VERY 
ABNORMAL  RECORDS,  THOSE  OF  DETROIT.  MICH.  ANOM1NOO  JCT.  OHIO. 


Effect  of  War  Burdens  upon  the  Revenues  and  Expenses  of 
Waterworks  in  the  United  States  to  Dec.  31.1910. 

SHOWN  BY  RECORDS    OF  APPROXIMATELY    60    TYPICAL   WATER  WORKS  PLANTS 
May  q.  13ZO.  LEONARD     METCALF  -    BOSTON.  MA36. 


Fig.  2 — Fluctuations  in  operating  expenses  and  revenues 


ments  grant  holiday  leave  under  full  pay,  and  seven- 
teen out  of  twenty,  two  weeks  vacation  annually  un- 
der pay. 

Revenue  and  Expenses 

In  Fig.  2  are  shown  the  gross  annual  revenue,  op- 
erating expenses  including  taxes,  and  the  net  annual 
revenue  applicable  to  depreciation,  interest,  dividends 
and  surplus,  of  forty-six  works  arranged  in  four  groups 
covering  the  eastern,  central,  southern  and  western 
sections  of  the  country.  The  percent  increase  over  the 
pre-war  conditions,  exemplified  by  those  of  the  year 
1915,  are  given,  together  with  the  average  rate  of  in- 
crease applicable  to  the  entire  list. 

Attention  is  called  pointedly  to  the  fact  that  these 


The  operating  expenses  including  taxes  have  in- 
creased progressively  over  the  pre-war  basis  by  ap- 
proximately y%,  1/3,  ]/2  and  slightly  over  y2. 

The  net  revenue,  without  deduction  for  and  there- 
fore applicable  to  depreciation,  interest,  dividends  and 
surplus,  has  increased  over  the  pre-war  (1915)  basis 
by  3.4  per  cent.,  -0.4  per  cent.,  4  per  cent,  and  8.5  per 
cent.  This  increase  is  less  than  half  of  what  would 
be  expected  for  such  works  in  normal  times.  These 
figures  indicate  that  in  spite  of  the  advances  in  rates, 
which  have  been  granted  in  many  places,  the  net  rev- 
enue of  the  works  is  not  adequate  to  command  capital 
for  their  betterment  over  a  long  period  of  time.  They 
indicate  further,  as  will  be  seen  from  the  diagram,  that 
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of  the  net  burden  resulting  from  war  conditions  about 
half  has  been  borne  by  the  works;  the  other  half  by 
the  public  which  they  serve. 

Comparison    Between    Privately    and  Municipally 
Owned  Works 

A  segregation  of  the  records  submitted,  as  between 
municipally  and  privately  owned  works,  indicate  that 
the  increase  in  gross  revenue  for  both  of  these  has 
been  approximately  the  same ;  that  the  increase  in 
expenses  has  been  more  than  twice  as  great  for  the 
privately  owned  group  as  for  the  municipally  owned; 
and  that  the  net  revenue  of  the  privately  owned  group 
has  practically  stood  still  while  the  municipally  owned 
group  has  been  increased  approximately  40  per  cent. 
This  comparison  cannot  be  carried  too  far,  however, 
as  the  list  of  municipally  owned  works  is  not  suffi- 
ciently large  to  be  thoroughly  characteristic.  More- 
over, in  the  case  of  the  municipally  owned  works  the 
records  of  which  are  included,  a  much  greater  propor- 
tion have  gravity  supplies  than  in  the  case  of  the  pri- 
vately owned  group.  This  has  served  to  minimize  the 
increase  in  expenses  which  would  otherwise  have  been 
felt.  It  may  be  that  the  decrease  in  available  labor 
during  the  war  period  had  a  more  material  effect  upon 
the  municipal  works  than  upon  the  private  works  and 
resulted  in  economies  which  would  not  have  been 
possible  in  these  public  works  under  normal  condi- 
tions. More  important  yet,  it  is  to  be  observed  that, 
in  the  case  of  the  municipal  works,  substantially  no 
taxes  are  paid,  whereas  in  the  privately  owned  group 
the  taxes  generally  amount  to  about  one-eighth  of  the 
entire  gross  revenue,  and  these,  taxes  have,  of  course, 
been  burdensomely  increased  since  the  war  burdens 
began  to  make  themselves  felt.  This  influence  is  the 
most  important  one  of  those  responsible  for  the  com- 
parative results  referred  to.  As  previously  stated, 
however,  limited  weight  only  can  be  given  to  these 
comparative  results  of  operation  by  municipally  and 
privately  owned  water  works. 

Analysis  of  taxes  paid  by  privately  owned  water 
works  shows  interesting  results.  Excluding  the  re- 
turns from  water  works  located  in  the  State  of  Penn- 
sylvania, because  the  basis  of  taxation  is  quite  differ- 
ent there  and  incomparable  with  that  prevailing  in 
other  states,  it  appears  with  respect  to  the  privately 
owned  water  works  that,  under  average  conditions, — 

1.  One-eighth  of  their  gross  income  is  paid  out 
in  taxes ; 

2.  The  tax  payments  are  equivalent  to  nearly  30 
per  cent,  of  the  net  income  applicable  to  depreciation, 
interest,  dividends  and  surplus; 

3.  The  increase  in  taxes  paid  in  the  year  1919, 
over  those  paid  in  1915,  was  68  per  cent.,  or  slightly 
over  two-thirds ; 

4.  The  increase  in  the  taxes  paid  in  1919  over 
those  paid  in  1915,  constituted  27  per  cent.,  or  slightly 
over  one-fourth  of  the  increase  in  the  cost  of  opera- 
tion (including  taxes)  of  these  works. 

Summit  of  High  Prices  Reached 

It  is  generally  conceded  that  the  summit  of  the 
high  prices  has  been  reached,  where  it  has  not  been 
passed,  and  that,  as  to  materials  at  least,  and  prob- 
ably in  lesser  degree  as  to  labor  also,  some  recession 
in  price  is  to  be  looked  for.  There  is  still,  however, 
so  marked  a  shortage  of  materials  and  labor,  compar- 
able with  the  demand,  that  construction  costs  are  cer- 
tain to  remain  high  during  the  year  1920. 

The  financial  outlook  for  existing  water  works  is 


not  encouraging.  It  is  evident  that  the  earnings  dur- 
ing the  war  period  have  not  been  adequate  to  main- 
tain the  properties  and  pay  a  fair  return  upon  their 
value.  Such  a  condition  cannot  long  continue  with- 
out serious  future  embarrassment.  The  position  that 
may  be  taken  by  the  public  service  commissions  or 
their  regulatory  authorities,  will  be  reflected  later  in 
the  character  of  the  service  rendered.  If  fair  advance 
in  rates  be  granted,  first  class  service  can  be  main- 
tained. If  this  advance  be  retarded  or  be  not  ade- 
quate, a  declining  service  must  result.  The  increase 
in  rates  in  the  face  of  the  present  high  cost  of  living 
will  be  very  distasteful  to  the  public  and  in  some 
cases  induce  active  opposition.  Therefore  it  is  impor- 
tant that  in  making  application  for  relief,  tlje  evidence 
should  be  clearly  presented  by  the  water  works  auth- 
orities, that  the  facts  may  speak  for  themselves  and 
the  difficulties  of  the  commissions  be  minimized. 


Co-operative  Research  in  Problems  of  Water 
Purification 

By  Abel  Wolman 

SCIENTIFIC  investigation  in  the  field  of  water 
purification  has  progressed  for  a  number  of  de- 
cades, but  it  may  be  stated  with  safety  that  dur- 
ing this  entire  period  the  study  of  problems  has 
been,  for  the  most,  part,  intermittent,  sporadic  and 
disconnected.  The  development  of  data  has  been  the 
result  of  local  efforts  in  the  laboratories  of  individual 
colleges,  states,  municipalities,  or  private  corpora 
tions.  What  co-operation  has  existed  has  been  local- 
ized and  not  national. 

The  history  of  individualistic  research  effort  in 
water  purification,  as  in  a  number  of  allied  fields,  has 
been  that  of  "a  kind  of  guerilla  warfare  upon  the 
unknown."  While  such  warfare  may  result  in  tem- 
porary victories  over  isolated  problems,  in  intermittent 
eliminations  of  difficulties  in  one  place,  it  never  pro- 
duces a  complete  surrender  of  natural  opposing  forces 
to  the  control  of  man.  The  solution  of  the  problem  of 
chlorinating  the  St.  Lawrence  River  water,  for  in- 
stance, while  of  immediate  value,  is  of  but  little  aid 
in  solving  the  general  problem  of  chlorinaltion  of 
waters,  unless  the  methods,  conclusions  and  condi- 
tions of  the  first  problem  are  subjected  to  the  compo- 
site scrutiny  and  checking  of  co-operative  workers 
elsewhere.  It  is  true,  no  doubt,  that  under  present  con- 
ditions the  individual  scientists  find  it  difficult  prac- 
tically to  choose  arbitrarily  that  line  of  study  which 
seems  to  promise  more  remote  but  more  valuable  re- 
sults, while  the  material  at  hand  has  the  attractive- 
ness of  immediate  practical  application,  if  only  to  the 
restricted  field  with  which  he  is  familiar.  Every  prob- 
lem will  be  solved,  however,  more  satisfactorily  and 
more  permanently  if  the  attack  is  made  from  many 
viewpoints,  under  different  conditions,  and  by  various 
investigators.  The  personal  stressing  of  unimportant 
aspects,  the  individual  errors,  the  apparent  but  unreal 
significance  of  local  characteristics,  and  the  restricted 
mental  conception  of  a  problem,  are  all  likely  to  be 
eliminated  or  reduced  by  co-operative  research,  with 
the  ultimate  production  of  a  sounder  and  a  more  accur- 
ate series  of  scientific  observations  and  conclusions. 


Canadian  Clay  Co.,  Ltd.,  with  head  office  at  Toronto, 
capital  $500,000,  to  manufacture  and  deal  in  brick,  tile,  sewer 
and  drain  pipe,  etc. 
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Cost-Plus  Contracts  for  the  Construction  of  Water 

Works  Plants 

Their  Adoption  is  an  Attempt  to  Cope  with  Uncertain  Conditions  of  the  Present  Time 
and  They  Have  Advantages  when  Applied  with  Proper  Safeguards — Contracts 
Should  Place  Burden  of  Uncertainty  on  Owner — Author 
Urges  Limitation  of  Water  Works  Construction. 

By  George  W.  Fuller,  Consulting  Engineer,  New  York 


PRIOR  to  the  Great  War  the  "cost-plus"  form 
of  payment  on  contracts  in  the  water  works 
field  was  limited  to  a  relatively  few  large  pro- 
jects built  as  a  whole  under  this  type  of  con- 
tract for  private  corporations  and  to  numerous  small 
unexpected  features  of  enterprises  executed  under 
municipal  contracts  where  "extra  work"  clauses  were 
attached  to  either  lump-sum  (bulk)  or  unit-price  con- 
tracts. During  the  war  a  large  amount  of  emergency 
government  work  which  had  to  be  performed  in  the 
shortest  possible  time,  gave  great  impetus  to  the 
"cost-plus"  form  of  contract,  or  what  the  British  call 
"prime  cost-plus  profit"  type  of  contract. 

The  unstable  condition  of  the  market  for  labor 
and  materials  now  found  in  many  places  causes  this 
form  of  handling  construction  work  to  come  up  re- 
peatedly for  discussion.  Such  discussion  results  from 
the  necessity  for  finding  expedients  to  meet  present 
emergencies  which,  while  not  comparable  with  those 
of  the  war  period,  are  nevertheless  present  during  this 
reconstruction  period  to  an  extent  which,  perhaps  is 
not  generally  recognized. 

At  this  time  when  contractors  are  sorely  puzzled 
to  know  how  to  bid  or  tender  on  construction  mater- 
ials on  which  quotations  are  made  by  dealers  only 
on  the  basis  of  changes  in  price  contingent  on  the 
actual  date  of  future  deliveries,  and  when  labor  is  un- 
certain in  quantity  and  of  reduced  and  somewhat  un- 
certain efficiency  as  to  output  of  work  per  hour,  it  is 
obviously  necessary  to  look  conditions  squarely  in 
the  face.  Add  to  this  the  difficulties  in  transportation 
of  construction  materials  and  the  loss  incident  to  the 
contractor  having  a  substantial  payroll  for  labor  when 
materials  to  work  with  are  lacking,  and  it  is  readily 
seen  that  this  is  a  time  for  considering  fundamental 
principles  in  handling  construction  work  to  an  extent 
that  would  not  be  of  interest  under  normal  conditions. 

Defer  Water  Works  Construction 

The  writer  believes  that  water  works  construction 
which  can  reasonably  be  deferred  should  not  be  con- 
tracted for  at  present.  In  the  case  of  many  water 
works  projects  the  existing  work  can,  with  propriety, 
be  patched  and  overhauled  in  a  manner  similar  to 
that  adopted  by  the  individual  who,  under  present 
stress,  makes  use  of  old  and  patched  clothes.  There 
are  some  water  works  betterments  which  cannot  be 
postponed  owing  to  the  fact  that  this  expedient  has 
been  resorted  to  for  so  long  that  further  postponing 
means  positive  disaster  along  various  lines  associated 
with  a  water  famine. 

Much  needed  work  is  now  possible  of  accomplish- 
ment due  to  the  inability  of  labor  agencies  to  supply 
men,  of  manufacturers  to  supply  material,  and  of 
transportation  facilities  to  deliver  goods.  Competi- 
tion between  owners  will  only  increase  the  already 
serious  aspect  of  obtaining  material  for  construction 


work  which  it  is  important  to  have  done  in  the  near 
future . 

Some  water  works  construction  must  go  forward. 
With  conditions  as  they  are  at  present,  the  contractor, 
if  he  bids  on  a  lump-sum  or  unit-price  basis,  is  bound 
to  name  a  price  which,  in  his  opinion,  will  protect 
him  from  loss  and,  if  possible,  assure  a  reasonable 
return  on  his  capital  investment  and  for  the  work  of 
himself  and  his  organization.  Under  these  circum- 
stances it  is  important  to  discuss  briefly  the  cost-plus 
form  of  contract  with  a  view  to  seeing  if  the  burden 
of  uncertainty  in  some  respects  cannot  be  shifted 
from  the  contractor  to  the  owner  to  the  advantage  of 
all  concerned.  In  fact,  if  construction  work  is  to  go 
forward  there  are  some  projects  where  such  steps 
seem  imperative. 

Legality  of  Cost-Pius  Contract 

Before  pointing  out  briefly  the  advantages  and  dis- 
advantages of  the  cost-plus  form  of  contract,  it  is 
well  to  recall  that  there  is  serious  doubt  as  to  the  legal 
right  of  municipalities,  in  some  localities  at  least, 
to  enter  into  such  contracts.  State  and  provincial 
laws  and  municipal  charters  usually  call  for  the  let- 
ting of  contracts  for  public  works  by  open,  competi- 
tive bidding  for  all  work  in  excess  of  certain  specified 
amounts.  Also  such  laws  provide,  almost  without 
exception,  that  contracts  shall  not  be  made  in  sums 
in  excess  of  appropriations  duly  authorized  and,  in 
some  cases,  above  the  estimates  of  the  engineer  of 
the  governing  body. 

As  regards  the  first  restriction  the  intent  is  obvi- 
ously to  take  advantage  of  competition  in  making 
sure  of  proper  market  prices.  The  second  restriction 
is  a  check  on  total  estimated  costs  by  actual  bids 
for  the  work.  In  the  absence  of  preliminary  bidding, 
work  might  be  started  when  appropriations  are  insuf- 
ficient for  completion,  or  opportunities  might  be  lost 
for  reducing  costs  by  subsequent  lettings  through  cor- 
rection of  misunderstandings  as  to  construction  pro- 
cedures. Stabilization  through  such  restrictions  should 
not  be  abandoned  unless  there  is  a  great  emergency. 

Cost-Pius  Contracts  Often  Desirable,  Sometimes 
Necessary 

There  have  been  and  always  will  be  certain  con- 
struction problems  in  which  some  means  of  payment 
in  the  form  of  actual  cost  plus  a  percentage  or  lump 
sum  is  legitimate  and  desirable,  if  not  necessary.  This 
is  true  even  with  lump-sum  contracts  in  which  certain 
features  may  be  indefinite  or  subject  to  changes  re- 
garding the  character  of  the  work.  Cost-plus  provi- 
sions for  extra  work,  or  supplementary  contracts 
based  on  such  arrangements  or  estimates,  are  also 
pertinent  where  sufficient  investigation  previous  to  a 
letting  is  undesirable  or  too  expensive  in  time  or 
money  for  the  advantage  gained,  such  as  extensive 
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street  openings  to  locate  existing  structures,  and  also 
in  cases  where  the  owner  desires  to  retain  complete 
control  of  the  work  regardless  of  the  cost. 

It  is  claimed  that  under  the  c6st-plus  method  a 
contractor  has  little  incentive  to  keep  down  the  cost 
of  the  work.  This  is  frequently  true  of  the  cost-plus 
percentage,  but  need  not  be  true  of  the  cost-plus-lump- 
sum  type.  In  any  case,  it  must  be  remembered  that 
a  contractor  who  will  deliberately  be  inefficient  on  a 
cost-plus  project  is  equally  sure  to  attempt  improper 
or  inadequate  construction  on  lump-sum  or  unit-price 
agreements. 

There  have  been  a  great  many  variations  of  the 
cost-plus  contract  applied  to  construction  work,  but 
the  more  important  are : 

1.  Actual  proved  cost  with  labor  and  material 
furnished  without  restriction  by  the  contractor,  plus 
a  fixed  percentage  or  lump  sum  to  represent  profit, 
supervision,  financing,  use  of  tools  and  plant,  or  any 
or  all  of  these. 

2.  Actual  proved  cost  of  labor  furnished  by  the 
contractor  and  with  materials  furnished  by  the  own- 
er, with  a  fixed  percentage  or  lump  sum,  as  above. 

3.  Actual  proved  total  cost  for  specified  work 
plus  a  percentage  for  specified  or  unexpected  extra 
or  unforseen  work  in  connection  with  lump-sum  or 
unit-price  contracts. 

4.  Actual  proved  total  cost  to  the  contractor  plus 
a  sliding  scale  fee  and  upset  maximum  fee. 

5.  Actual  proved  total  cost  to  the  contractor 
plus  a  sliding  scale  fee  and  upset  maximum  fee. 

5.  Actual  proved  total  cost  to  the  contractor  plus 
a  fixed  plant  charge  and  fixed  construction  fee. 

Advantages  Claimed  for  Cost-Pius  Contracts 

1.  The  work  may  be  started  at  any  time  and  is 
not  dependent  on  the  prior  completion  of  the  plans. 

2.  The  owner  may  radically  increase  or  decrease 
the  quantities  during  construction,  with  lump-sum 
fees  subject  to  review. 

3.  The  owner  may  change  the  kind  of  construc- 
tion during  the  progress  of  the  work. 

4.  The  contractor  will  not  try  to  skimp  the  job 
as  is  often  done  after  finding  himself  losing  under 
lump-sum  or  unit-price  contracts. 

5.  There  is  less  need  of  having  accurate  prelim- 
inary estimates.  In  unit-price  contracts  the  prelim- 
inary estimate  is  often  so  approximate  as  to  cause 
the  contractor  to  gamble  on  some  of  the  items,  with 
resulting  disappointment  to  the  owner  in  the  ulti- 
mate cost  of  the  work.  Such  procedures  sometimes 
cause  an  unfair  result  either  to  the  owner  or  con- 
tractor or  both. 

6.  Unit-price  or  lump-sum  bids  require  a  set  of 
Specification  definitions  which  are  not  always  clear 
and  are.  sometimes  deficient  and  sometimes  overlap- 
ping. Such  ambiguities  may  lead  to  arguments  and 
variations  in  cost  which  result  in  claims  and  suits  for 
extra  work. 

7.  Cost-plus  contracts  may  save  the  owner  the 
money  which  the  contractor  usually  adds  to  his  lump- 
sum or  unit-price  bid  to  cover  the  complete  but  actu- 
ally infrequent  enforcement  of  material  tests  which 
cause  him  delay  and  expense,  or  necessitate  the  carry- 
ing of  a  large  stock,  entailing  interest  charges,  storage 
space,  rehandling,  etc. 

H.  Cost-plus  contracts  do  away  with  the  substan- 
tial sums  usually  added  in  Lump-sum  or  unit-price 
contracts  to  cover  the  following  uncertainties:  (a) 
weather,  (b)  foundations,  (c)  changes  and  shortages 


in  labor  market,  (d)  changes  and  shortages  in  ma- 
terial market,  (e)  delayed  deliveries  of  materials. 

9.  For  cost-plus  work  it  is  the  contract  and  not 
the  specifications  which  is  the  crux  of  the  matter  from 
both  the  owner's  and  contractor's  viewpoint.  The 
writing  of  the  contract  is  more  simple  than  the 
writing  of  the  specifications. 

10.  Cost-plus'  contracts  tend  to  promote  co-opera- 
tion between  the  owner  and  the  contractor. 

Disadvantages  Claimed  for  Cost-Pius  Contracts 

1.  There  is  no  way  of  determining  the  approxi- 
mate cost  in  advance  and  this  upsets  budgets  where 
definite  appropriations  have  been  made  or  are  required. 

2.  Competition,  the  key  to  efficiency,  is  killed. 

3.  Greater  opportunity  is  offered  for  favoritism  on 
the  part  of  the  owner's  representative. 

4.  Where  the  same  contractor  has  several  jobs,  the 
lump-sum  and  unit-price  contracts  will  get  the  good 
workmen  and  the  cost-plus  contract  will  get  the 
drones  and  misfits. 

5.  A  large  general  contractor  often  takes  a  job 
on  the  cost-plus  basis  and  sublets  it  to  several  smaller 
contractors  on  a  lump-sum  or  unit-price  basis.  In 
making  the  sub-contractors  complete  the  work  on  the 
latter  basis,  the  general  contractor  often  treats  them 
unfairly,  while  he,  himself,  may  be  receiving  a  sub- 
stantial profit  for  doing  little  or  nothing. 

6.  Should  work  be  started  before  plans  are  com- 
pleted, many  errors  may  have  to  be  straightened  out 
in  cases  where  competent  engineers  would  avoid  them 
if  given  an  opporountity  to  get  out  a  complete  set  of 
plans  and  accurate  estimates  of  quantities. 

7.  Engineers  are  tempted  to  be  less  thorough  in 
their  work  when  they  know  that  there  will  be  no  come- 
back at  them  on  account  of  extras  resulting  from  their 
failure  to  have  plans  and  specifications  complete  when 
needed.  With  cost-plus  contracts  it  may  simply  be  a 
matter  of  correcting  an  error  or  supplying  a  defici- 
ency when  discovered,  but  the  cost  is  there  just  the 
same,  although  it  may  not  appear  as  an  "extra." 

8.  Engineers  or  other  representatives  of  the  own- 
er must  do  an  immense  amount  of  accounting  and 
clerical  work  in  checking  payrolls,  material  bills,  etc., 
and  expend  much  time  and  energy  in  expediting  the 
delivery  of  materials. 

9.  A  premium  may  be  put  on  extravagances  and 
waste  by  giving  unscrupulous  contractors  and  engin- 
eers a  chance  to  take  advantage  of  the  owner. 

10.  The  owner  may  procrastinate  in  securing,  if 
not  refuse  to  secure,  promptly,  adequate  tools  and 
equipment  as  to  type  and  number. 

11.  A  combination  of  the  above  disadvantages, 
although  no  one  by  itself  may  be  sufficiently  pronounc- 
ed to  permit  the  owner  successfully  to  obtain  relief, 
may  cause  grief  for  the  owner,  unless  protected  by  a 
maximum  fee  to  the  contractor,  and  by  the  assured 
adequacy  of  the  latter's  organization  and  equipment. 

Pre-War  Status  of  Cost-Plus-Percentage  Contracts 

Much  large  construction  work  was  and  is  done  by 
railroads  and  other  corporations  in  this  way.  but  this 
is  done  usually  because  these  corporations,  unlike 
municipalities,  are  legally  able  to  select  competent 
contractors  with  efficient  organizations  and  equip- 
ment to  work  under  the  immediate  direction  of  a  skill- 
ed and  alert  staff  of  the  owner  who,  for  the  most 
part,  purchases  supplies  and  material  direct.  The 
Grand  Central  Terminal  in  New  York  is  a  case  in 
point.  Much  of  the  work  was  first  awarded  to  a  con- 
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tractor  on  a  unit  price  contract,  but  it  was  com- 
pleted under  a  cost-plus  agreement. 

There  can  be  no  question  that  some  work  can  be 
as  economically  and  efficiently  done  under  the  cost- 
plus  basis  as  in  other  ways.  But  in  the  waterworks 
field  such  work  appears  to  form  the  exception  rather 
than  the  rule  under  peace  time  conditions. 

Army  Contracts  for  Construction  Work 

One  of  the  best  examples  of  cost-plus  percentage 
agreements  is  found  in  the  U.  S.  army  construction 
work  during  1917-18.  Here  the  contract  was  on  what 
is  known  as  the  "cost-plus-a-sliding-scale-fee,"  with  a 
maximum  upset  fee.  Overhead  expenses  and  interest 
costs  reduced  the  actual  profit  to  most  cantonment 
contractors  to  less  than  one  and  one-half  per  cent. 
In  this  case  the  specified  cost  of  the  work  included 
all  payments  of  whatever  nature  with  the  exception 
of  overhead  costs  of  the  contractor,  including  finan- 
cing expenses. 

The  union  scale  of  wages  prevailing  in  the  locality 
of  the  work  under  consideration  as  of  June,  1917,  was 
agreed  upon  by  the  Secretary  of  War  and  the  Presi- 
dent of  the  American  Federation  of  Labor  as  the  scale 
for  the  camp.  Rules  in  reference  to  overtime  and  for 
the  regulation  of  hours  of  work  were  agreed  upon  in 
advance  between  the  constructing  quartermaster  and 
the  contractor,  in  accordance  with  conditions  prevail- 
ing in  the  district  where  the  work  was  done. 

The  question  of  whether  or  not  the  Government 
got  a  fair  return  on  its  investment  depended  largely 
on  the  adequacy  of  the  auditing  and  checking  system 
which  the  constructing  quartermaster  carried  out  on 
the  job.  There  is  no  room  for  doubt  as  to  the  wisdom 
of  the  U.  S.  military  establishment  having  acted  wise- 
ly in  adopting  the  cost-plus  form  of  contract  for  its 
emergency  work.  Speed  was  of  vital  importance.  Ab- 
normally high  speed  always  means  abnormally  high 
cost.  But  in  this  war  emergency  abnormal  construc- 
tion costs  were  of  no  significance  as  compared  with 
the  saving  in  blood  and  general  war  cost  which  result- 
ed from  such  construction  speed. 

In  this  connection  it  is  well  to  recall  that  the  gov- 
ernment, through  priority  arrangements,  had  the  bene- 
fits arising  from  the  commandeering  not  only  of  ma- 
terials and  of  labor,  but  also  of  transportation.  Such 
benefits  do  not  attach  to  peace  time  work  in  any  field. 

General  Considerations  Regarding  Contract  Work 

On  contract  work  engineers  should  not  be  compell- 
ed to  do  the  work  of  both  the  engineer  and  the  con- 
tractor because  contractors  should  be  more  capable 
than  owners  or  their  representatives  to  handle  advant- 
ageously and  economically  the  details  of  construction 
requirements.  Contracts  should  therefore  be  drawn  in 
such  a  manner  as  not  to  limit  the  work  and  responsi- 
bility of  the  contractor  to  the  furnishing  of  labor  and 
to  the  execution  of  details  under  the  absolute  direction 
of  the  owner  and  his  engineer.  Responsibility  for  good 
construction  and  final  excellency  of  the  work  should 
rest  with  the  contractor. 

To  insure  satisfactory  results  from  cost-plus-lump- 
sum  agreements,  the  contracts  should  provide  for  the 
reimbursement  of  the  contractor  for  all  amounts  actu- 
ally spent  by  him,  such  expenditures  being  limited  in 
the  case  of  materials  to  their  normal  market  value  and 
for  labor  to  price  schedules  of  local  labor  unions.  The 
lump-sum  fee  allowance  should  include  the  services 
of  the  works  superintendent  and  hand  tools  and  such 
small  equipment  as  would  obviously  be  required  for 


the  work.  For  plant  equipment  such  as  machine  tools, 
excavators,  cable  ways,  etc.,  a  per  diem  rental  under 
stipulated  conditions  should  be  fixed  or  bids  should  be 
received.  To  prevent  disputes,  the  plans  and  specifica- 
tions should  be  as  carefully  prepared  as  for  other 
types  of  contract. 

Examples  of  Cost- Plus-Lump-Sum  Agreement 

Good  examples  of  cost-plus-lump-sum  agree- 
ments are  found  in  the  U.  S.  Housing  Bureau  and 
other  government  contracts  which  provide  for  a  rent- 
al price  for  plant  equipment  and  a  contractor's  fee 
for  services,  on  all  of  which  bids  were  taken  from  a 
list  of  acceptable  contractors.  The  plant  equipment 
fee  covered  the  rental  of  all  machinery,  scrapers,  scaf- 
folding and  tools,  and  all  material  which  did  not  en- 
ter into  permanent  work.  It  did  not  include,  however, 
lumber  for  temporary  forms,  concrete  centering  or 
the  bracing  and  supporting  of  these  forms  or  light 
staging  or  scaffolding  on  the  exterior  of  structures. 

The  contractor  from  his  fee  was  obliged  to  pay  all 
costs  of  transporting,  loading  and  unloading  the  plant 
equipment,  and  all  upkeep  and  maintenance  charges, 
fuel,  oil,  office  overhead  and  general  superintendency. 
A  bonus  was  allowed  the  contractor,  in  addition  to  the 
lump-sum  fee  which  he  bid,  to  the  amount  of  one- 
fourth  of  any  saving  he  was  able  to  make  as  com- 
pared with  his  accepted  estimated  cost  of  the  total 
work.  Under  this  agreement  the  contractor  financed 
the  entire  construction  work  and  was  reimbursed  by 
the  owner  for  all  such  cost.  A  very  strict  system  of 
inspection  and  accounting  was  maintained  by  the 
government. 

Profit  sharing  methods  have  considerable  merit 
over  the  straight  cost-plus  forms  in  that  they  give 
the  contractor  some  incentive  to  keep  the  cost  of  the 
work  down.  A  method  which  has  been  used  with  con- 
siderable success  in  Canada  is  described  by  Mr.  R.  O. 
L.  French.  By  its  terms  the  contractor  receives  20 
per  cent,  of  the  estimated  cost  and  rebates  to  the 
owner  10  per  cent,  of  the  actual  cost. 

Contract  Adjusted  to  Varying  Labor  Prices 

Mr.  Morris  R.  Sherrard,  chief  engineer  of  the 
North  Jersey  District  Water  Supply  Commission,  in 
a  recent  contract  for  the  construction  of  the  Wana'que 
dam,  provided  for  an  adjustment  of  certain  labor 
costs  after  the  year  1920,  provided  such  costs  are  10 
per  cent,  above  or  below  normal  1920  prices.  This 
places  the  burden  of  changes  in  material  costs  on 
the  contractor,  but  causes  the  owners  to  share  with 
the  contractor  unusual  changes  in  labor  costs.  The 
advantage  of  this  type  of  contract  as  to  labor  over 
cost-plus  agreements  lies  in  the  fact  that  the  con- 
tractor is  compelled  to  exercise  the  same  careful  sup- 
ervision and  that  there  is  the  same  necessity  for  eco- 
nomical construction  methods  as  is  required  on  lump- 
sum and  unit-price  agreements,  but  he  is  not  obliged 
to  shoulder  all  responsibility  for  unexpected  price 
changes. 

In  the  Wanaque  dam  contract,  labor  is  a  controll- 
ing item,  but  on  ordinary  construction  work,  parti- 
cularly on  comparatively  small  jobs,  and  where  the 
value  of  labor  and  material  are  more  nearly  equal, 
there  would  be  less  advantage  in  it.  To  be  more 
generally  applicable  the  adjustment  in  prices  should, 
if  possible,  include  material  as  well  as  labor,  and, 
furthermore,  the  length  of  time  between  successive 
adjustments  should  be  made  to  conform  to  the  size 
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of  the  contract  and  to  the  probable  duration  of  con- 
struction . 

The  adjustment  of  prices  is  more  difficult  in  the 
case  of  materials  than  of  labor,  because  of  the  greater 
number  of  materials,  and  also  because  of  the  variety 
of  materials  which  might  satisfy  any  particular  speci- 
fication. On  this  account  the  furnishing  of  the  prin- 
cipal materials  to  the  general  contractor  through  sep- 
arate contracts  made  by  the  owner  may  be  advantag- 
eous in  that  the  risk  would  be  more  widely  distribut- 
ed and  the  adjustment  of  prices  made  somewhat  more 
simple  and  definite. 

At  a  time  when  transportation  facilities  are  ab- 
normally inadequate  the  assumption  by  the  owner  of 
the  responsibility  of  furnishing  materials  cannot  eli- 
minate wholly  the  troubles  arising  from  the  enforced 
intermittent  use  of  the  contractor's  laborers. 

Summary  and  Conclusions 

1.  Pre-war  construction  contracts  were  for  the 
most  part,  and  rightly  so,  agreements  on  a  lump-sum 
or  a  unit-price  basis.  Cost-plus  contracts  were  used 
only  on  certain  large  work  done  for  private  corpora- 
tions or  as  a  part  of  other  types  of  agreements. 

2.  During  the  war  the  United  States  Government 
construction  and  much  other  work  was  done  on  a  cost- 
plus  basis.  Where  proposals  on  a  lump-sum  or  unit- 
price  basis  were  obtained,  the  prices  were  intended  to 
be  sufficiently  high  to  insure  against  loss  due  to  con- 
stantly changing  prices  and  the  scarcity  of  labor  and 
material. 

3.  Since  the  war,  the  procedure  has  been  some- 
what unsettled,  with  an  effort  to  do  away  with  some 
of  the  disadvantages  of  cost-plus  form  and  to  combine 
so  far  as  possible  the  good  qualities  of  both  types  of 
contracts.  . 

4.  The  unit-price  contract  under  normal  stable 
market  and  transportation  conditions  is  the  most  sat- 
isfactory. The  lump-sum  contract  is  principally  ad- 
vantageous in  that  the  final  cost  is  definitely  known 
at  the  outset. 

5.  Cost-plus  contracts,  with  proper  provision  for 
accounting  and  supervision,  may  be  satisfactory  where 
conditions  are  not  definitely  known  and  in  the  case 
of  private  corporations  where  well-qualified  contract- 
ors may  be  selected  to  work  under  adequate  super- 
vision. Under  war  conditions,  cost-plus  contracts 
were  necessary  and  even  now  have  many  advantages. 

6.  Construction  work  for  private  corporations 
may  be  successfully  carried  out  with  proper  safeguards 
under  any  of  the  discussed  forms  of  contract.  For 
general  construction  work  under  municipal  control, 
the  nearer  a  contract  approaches  the  well-established 
lump-sum  or  unit  price  contracts,  if  indeed  any  depart- 
ure from  such  contracts  is  legal,  the  more  satisfactory 
will  be  the  results  secured. 

7.  Until  such  time,  however,  as  the  material  and 
labor  markets  are  better  stabilized,  contracts  should, 
in  fairness,  place  the  burden  of  uncertainty  on  the 
owner  and  not  on  the  contractor.  This  may  be  done 
as  follows: 

(a)  For  much  municipal  work,  a  form  of 
contract  may  be  adopted  along  the  lines  proposed 
by  Mr.  Sherrard,  and  modified  as  suggested  as 
to  labor  and  material  adjustments  at  proper  in- 
tervals. 

(b)  For  municipal  or  other  work,  contracts 


may  provide  for  the  furnishing  by  the  contractor 
of  such  labor  and  materials  as  are  reasonably 
stable,  with  adjustment  for  changes  in  the  labor 
market,  and  with  materials  of  unstable  price  fur- 
nished by  the  owner  through  separate  contracts. 

8.  Construction  work  not  absolutely  necessary 
should  be  deferred,  and  materials  and  labor  should 
be  diverted  so  far  as  possible,  to  work  which  is  ab- 
solutely necessary. 

9.  So  far  as  possible  necessary  improvements 
should  be  made  repairing  or  enlarging  present  works, 
and  new  works  should  be  confined  for  the  present  to 
immediate  needs. 


Discussion  on  Mr.  T.  J.  Lafreniere's  Paper 

(See  page  626) 

In  the  discussion  which  followed  the  reading  of 
Mr.  Lafreniere's  paper,  Mr.  J.  N.  Chester  commended 
the  policy  in  vogue  in  the  province  of  Quebec  as  out- 
lined by  the  author  of  the  paper  and  especially  approv- 
ed of  the  powers  given  to  the  Quebec  Superior  Board 
of  Health  and  the  Public  Utilities  Commission.  Legis- 
lation of  this  character  which  could  enforce  the  im- 
provement of  water  supplies  and  provide  loans  at  a 
low  interest  rate  for  the  betterment  of  water  supply 
plants  was,  in  his  opinion,  an  idea  that  could  safely  be 
copied  by  the  majority  of  states  on  the  American  side  of 
the  line.  Mr.  Lafreniere,  in  reply  to  a  question  regard- 
ing the  limit  of  the  proposed  loan,  explained  that  it 
was  felt  that  loans  of  this  character  were  just  as  im- 
portant, perhaps  more  so,  than  loans  for  road  construc- 
tion and  the  province  of  Quebec  had,  in  this  latter  con- 
nection, set  an  excellent  example  by  lending  money 
to  municipalities  at  a  very  low  rate  of  interest.  To 
an  even  greater  extent  was  it  desirable  for  the  pro- 
vince to  loan  money  on  somewhat  similar  terms  to 
municipalities  seeking  to  improve  the  general  health 
of  the  people  by  improving  the  water  supplies  and 
plants.  In  regard  to  the  constitutionality  of  the  pow- 
ers of  the  Superior  Board  of  Health,  Mr.  Lafreniere 
stated  that  he  had  no  reason  to  be  in  doubt.  These 
powers  have  already  been  tested  in  the  court  in  con- 
nection with  the  city  of  Hull,  which  was  ordered  by 
the  Board  of  Health  to  install  a  filtration  plant  and 
which  refused  to  abide  by  the  order.  The  court,  how- 
ever, has  decided  that  the  city  must  comply  and  the 
effect  of  this  decision  is  seen  in  the  fact  that  of  three 
cities  which  were  withholding  compliance  with  the 
Board's  order  pending  the  above  decision,  two  have 
already  voluntarily  started  work  on  the  improvement 
of  the  water  supply.  Mr.  Wynne-Roberts  enquired  as 
to  the  apportionment  of  cost  when  private  water  works 
corporations  were  ordered  by  the  Quebec  Public  Utili- 
ties Commission  to  undertake  improvement,  in  which 
case  a  franchise  probably  prevented  the  increase  in 
the  water  rates.  Mr.  Lafreniere  replied  that  the  law 
as  yet  is  new  and  has  not  been  tested,  but  the  object  of 
the  Act  is  to  allow  the  cost  to  be  properly  apportioned 
with  due  regard  for  the  rights  of  both  the  municipality 
and  the  private  corporation.  Mr.  Lafreniere  also  ex- 
plained that,  at  the  present  time,  no  private  corpora- 
lion  is  given  a  charter  to  supply  water  from  a  polluted 
source,  but  prior  to  1901  many  private  corporations 
were  given  charters  and  permitted  to  supply  water 
without  due  regard  for  sanitation.  The  law  was  espec- 
ially constructed  to  apply  to  such  .cases  where  any  ex- 
tensive improvement  would  result  in  heavy  burdens  to 
the  water  works  corporation. 
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Calgary  Branch  E.  I.  G.  To  Hold 
Western  Professional  Meeting 

THE  Calgary  branch  of  the  Engineering  Institute 
of  Canada  has  decided  to  hold  a  Western  pro- 
fessional meeting  at  Banff  in  August.  While  it 
it  is  regretted  that  the  parent  society  cannot 
take  part  owing  to  two  Eastern  professional  meet- 
ings in  September  and  October,  it  has  been  decided  to 
act  upon  their  suggestion  and  hold  an  independent 
meeting  and  it  is  earnestly  hoped  enough  members 
will  be  able  to  attend  to  make  the  meeting  a  grand 
success.  The  following  committee  has  been  appoint- 
ed to  make  all  arrangements: — 

G.  W.  Craig.  M.E.I.C.,  Chairman.  City  Engineer  of 
Calgary;  F.  H.  Peters,  M.E.I.C.,  Commissioner  of  Ir- 
rigation, Calgary;  J.  M.  Wardle,  A.M. ETC.,  Supt. 
Rocky  Mountain  Park,  Banff;  A.  S.  Dawson,  M.E.I. 
C,  Chief  Engineer,  Dept.  Nat.  Resources,  C.P.R.,  Cal- 
gary ;  A.  I.  Payne,  M.E.I.C.,  Engineer,  P.  Burns  Co.; 
G.  N.  Houston,  M.E.I.C.,  Asst.  Commissioner  of  Irri- 
gation ;  F.  K.  Beach,  A.M.E.I.C.,  Div.  Hydrometric 
Engineer;  Win.  Pearce,  M.E.I. C,  Statistician,  C.P.R. 
Dept.  of  Colonization  and  Development ;  A.  L.  Ford, 
M.E.I.C.,  Chief  Hydrometric  Engineer,  Calgary;  R. 
C.  Harris,  A.M.E.I.C.,  Div.  Engineer,  C.P.R. ;  F.  E. 
Emery,  A.M.E.I.C.,  Secy.  Western  Professional  Meet- 
ing. 

Mr.  J.  M.  Wardle,  A.M.E.I.C.,  Supt.  of  Rocky 
Mountain  Parks,  at  Banff,  has  kindly  arranged  with 
the  government  for  the  use  of  military  bell  tents  and 
clean  blankets  ;  cots  and  mattresses  will  also  be  sup- 
plied under  arrangements  of  the  Calgary  branch. 

Arrangements  are  being  made  to  serve  meals  in 
camps,  and  therefore  the  cost  will  be  much  less  than  at 
the  hotels.  Any  who  wish,  to  make  reservation  at 
hotels  are  at  liberty  to  do  so.  The  camp  is  located  on 
a  beautiful  spot  about  500  yards  east  of  the  C.  P.  R. 
Banff  Springs  Hotel,  on  the  bank  of  the  Bow  River 
and  less  than  five  minutes'  walk  from  the  Golf  Course. 

The  tentative  program  provides  for  professional 
meetings  during  the  mornings  and  possibly  evenings 
with  the  afternoon  devoted  to  pleasure  and  sight  see- 
ing. 

The  camp  will  be  open  on  Saturday  morning,  Aug- 
ust 14th,  for  any  who  wish  to  spend  the  week-end  in 
Banff,  but  sleeping  accommodation  will  be  available 
Friday  night,  August  13th,  for  any  arriving  that  date. 
Professional  meetings  will  begin  Monday  morning, 
August  16th,  and  conclude  Wednesday  night,  August 
18th  ;  camp  will  be  broken  up  Thursday  night,  August 
19th. 

The  members  of  the  Engineering  Institute  of  Can- 
ada and  members  of  the  Association  of  Professional 
Engineers,  Mining  Institute,  Association  of  Archi- 
tects and  Land  Surveyors  of  Alberta,  British  Colum- 
bia, Saskatchewan  and  Manitoba,  with  families,  are 
cordially  invited  to  attend,  providing  the  secretary  is 
notified  not  later  than  July  25th  in  order  that  accom- 
modation may  be  arranged  for  all. 

The  Cost 

The  regular  summer  rate  on  the  C.P.R.  from  fol- 
lowing points  to  Banff  and  return  are : 

Winnipeg,  $56.16  including  war  tax;  Regina,  $36.- 
20;  Saskatoon,  $31.15;  Edmonton,  14  days,  $14.55; 
Vancouver  and  Victoria  through  Banff  to  Calgary  and 


return  through  the  Crow's  Nest  Pass,  good  for  stop- 
over in  Banff,  is  $55.55. 

Meals  and  accommodation  at  the  camp  will  be  pro- 
vided at  actual  cost  which  is  expected  not  to  exceed 
$3.00  per  day  per  person,  and  if  at  all  possible  will  be 
kept  lower. 

Excursions  will  be  arranged — horseback,  auto,  tal- 
ly-ho or  walk.  Boat  trips  for  small  parties  can  also  be 
arranged  and  visitors  may  avail  themselves  of  hot 
sulphur  baths  at  the  C.  P.  R.  hotel,  cave  and  basin  or 
sanitarium  baths. 

Owing  to  the  fact  that  this  is  not  a  money-making 
scheme,  a  cash  advance  will  be  required  from  each 
person  on  registration,  of  $3.00  per  day  from  time  of 
his  arrival  to  breaking  up  of  camp.  Refund  will  be 
made  for  unexpired  period  if  visitor  does  not  stay  for 
full  period.  Five  dollars  of  this  goes  toward  incidental 
expenses  of  the  meetings.  Visitors  who  stay  at  hotels 
will  be  requested  to  make  payment  of  $5.00  on  regis- 
tration to  cover  incidental  expenses  of  meeting. 


Refined  Tar  in  Construction  and 
Maintenance 

By  A.  F.  Macallum* 

THE  construction  of  refined  tar  pavements  is  of 
comparatively  recent  occurrence  in  Canada. 
Before  tar  was  brought  to  a  certain  consistency, 
ordinary  tar  pavements  had  been  laid  in  sev- 
eral cities  for  a  number  of  years,  probably  the  first  of 
these  being  in  Hamilton,  Ont.  These  old  tar  pave- 
ments, having  the  tar  and  stone  mixed  on  boards 
somewhat  like  the  method  used  for  the  original  con- 
crete bases  of  asphalt  pavements,  were  fairly  satisfac- 
tory but  were  uneven  in  their  wearing  qualities  on 
account  of  the  variations  in  the  tar  used.  This  varia- 
tion in  the  quality  and  density  of  the  tar  caused  holes 
to  form  where  the  tar  became  brittle  and  had  been 
burnt.  These  places  became  apparent  a  year  or  two 
after  construction,  creating  an  excessive  amount  of 
maintenance  on  streets  of  comparatively  heavy  traf- 
fic. A  redeeming  feature,  however,  in  these  old  tar, 
pavements  was  that  they  made,  in  most  cases,  an  ex- 
cellent base  for  surfacing  with  asphalt  or  other  top- 
ping after  they  had  ceased  to  have  a  comparatively 
smooth  surface. 

The  refining  of  tar  for  road  purposes  began  about 
1902  and  quickly  developed  into  an  excessive  industry, 
subject  to  scientific  control.  The  tars  available  are 
roughly  classified  into  coal  tars  and  water  gas  tars 
which  differ  essentially  in  physical  and  chemical  char- 
acteristics and  the  resultant  road  tars  made  from  them 
show  similar  variations. 

On  account  of  water  gas  tar  having  to  be  modified 
with  other  bitumens  to  make  a  suitable  road  tar,  most 
of  the  road  tars  are  made  from  coal  tars.  The  crude 
tars  are  refined  for  road  tars  by  dehydration,  blending 
and  distilling.  The  tars  from  different  gas  works, 
after  settling,  vary  greatly  in  their  contained  percent- 
age of  water  from  2  per  cent,  to  10  per  cent.  Different 
tars  of  known  qualities  are  then  blended  or  mixed  to 
get  a  uniform  product  or  a  product  fulfilling  some  de- 
finite specification  and  this  blending  requires  an  abso- 
lute knowledge  of  the  different  tars  used  and  of  their 
action  in  distillation.  In  distilling,  the  water  and  light 
oils  are  first  driven  off,  next  the  carbolic  oils  come 
over  and  finally  the  heavy  oils.  For  light  road  oil, 
distillation  is  stopped  early  and  for  binder  purposes 
the  distillation  is  carried  further. 

*Before  Canadian  Good  Roads  Association. 
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Mainly  Constructional 

East  and  West— From  Coast  to  Coast 


The  Department  of  Marine,  Ottawa,  is  calling  for  ten- 
ders for  the  construction  of  a  reinforced  concrete  tower  at 
Carmanah,  B.  C. 

The  County  Council  of  Brant,  Ont.,  has  voted  the  sum 
of  $160,000  for  the  construction  of  new  roads  throughout  the 
county. 

The  Warren  Bituminous  Paving  Co.  of  Toronto  was 
recently  awarded  the  contract  to  lay  hitulithic  pavement  in 
Walkerville,  Ont.,  at  a  cost  of  $80,000. 

The  item  of  $100,000  for  the  bridge  at  Banff,  Alta.,  and 
also  a  vote  of  $2,150  for  repairs  to  the  old  bridge,  were  car- 
ried by  the  House  of  Commons  at  Ottawa,  recently. 

A  contract  was  let  recently  at  Montreal  for  a  $400,000 
school,  to  be  known  as  the  Devonshire  School.  The  site  of 
the  new  school  is  on  Clarke,  Cuthbert  and  Arcade  streets. 

The  ratepayers  of  West  Kildonan,  Man.,  recently  passed 
a  by-law  authorizing  the  expenditure  of  $100,000  on  the  pur- 
chase of  a  school  site  and  the  erection  of  a  school  thereon. 

Applications  for  housing  loans  received  by  the  superin- 
tendent of  the  governments  housing  scheme  in  British  Col- 
umbia exceed  the  provincial  allocation  by  over  half  a  mil- 
lion dollars. 

The  Provincial  Board  of  Health,  of  Ontario,  has  ordered 
the  construction  of  a  filtration  plant  at  Smiths  Falls,  ^  of 
either  the  rapid  sand,  slow  sand  or  drifting  sand  type,  with- 
out delay.. 

Plans  for  a  $75,000  plant  for  the  Dominion  Oxygen  Co. 
to  be  erected  at  Winnipeg,  have  been  approved  by  the  civic 
works  committee.  The  company  will  manufacture  oxygen 
for  welding  purposes. 

The  Windsor  Civic  Housing  Commission,  Windsor,  Ont., 
has  awarded  the  contract  for  the  construction  of  fifty  houses 
on  Bruce  Avenue,  to  Mr.  R.  W.  Westcott.  These  houses 
will  be  sold  at  $4,500  with  an  initial  payment  of  10  per  cent. 

The  ratepayers  at  Winnipeg  passed  by-laws  recently 
providing  for  the  expenditure  of  approximately  $1,500,000 
on  schools,  also  a  by-law  for  $279,000  for  a  municipal  hos- 
pital. The  $300,000  Maryland  bridge  by-law,  however,  was 
defeated. ^ 

The  contract  for  the  filling  and  excavation  on  the  site 
of  the  proposed  Ballantyne  pier  at  Burrard  Inlet,  Vancouver, 
B.C.,  was  let  yesterday  by  the  Board  of  Harbor  Commission- 
ers to  the  firm  of  Grant  &  McDonald,  at  a  price  of  $513,121. 
The  work  will  take  from  seven  to  ten  months  to  complete. 

A  permit  was  issued  recently  at  Montreal  to  the  Famous 
Players  Co.  for  the  erection  of  a  new  theatre  on  Cathcart 
and  Mansfield  Sts.  The  building  will  be  of  brick  construc- 
tion, 105  ft.  by  90  ft.,  and  will  cost  in  the  neighborhood  of 
9300,000    The  Atlas  Construction  Co.  are  the  contractors. 

The  voters  at  Westmount,  Que.,  recently  carried  a 
by-law  authorizing  the  city  to  borrow  $750,000  for  civic  im- 
provements, and  another  by-law  to  raise  the  sum  of  $80,000 
for  providing  additional  park  space  and  the  purchase  of  part 
of  the  Monk  estate  as  a  possible  site  for  a  new  city  hall. 

A  new  firm  to  lie  known  as  the  St.  John  Welders  & 
Engineers,  Ltd.,  has  been  organized  at  St.  John,  N.B.,  and 
will  carry  on  the  business  of  oxy-acetylene  and  electric 
welders,  machinists  and  engineers.  The  personnel  of  the 
new  company  is  comprised  of  Mr.  J.  B.  Barrett,  president, 
who  has  been  for  twelve  years  a  chief  engineer  in  the  Bri- 


tish Navy;  Mr.  L.  J.  Gallagher,  managing  director  and  sec- 
retary-treasurer, who  has  been  throughout  the  duration  of 
the  war  consulting  and  travelling  engineer  for  the  Imperial 
Munitions  Board,  and  Mr.  K.  J.  MacRae,  of  the  firm  of  Mac- 
Rae,  Sinclair  &  MacRae,  barristers,  who  is  vice-president 
of  the  company. 

The  special  committee  of  the  Board  of  Education  of 
London,  Out.,  appointed  some  time  ago  to  report  on  the 
construction  of  a  new  Collegiate  Institute,  have  adopted  a 
recommendation  that  the  new  structure  be  erected  on  the 
old  site,  and  that  it  be  a  building  of  not  less  than  36  class 
rooms,  at  a  cost  of  $500,000. 

At  a  meeting  of  representatives  of  the  municipalities  in 
the  Trent  Valley  Canal  district,  held  recently  at  the  Empress 
Hotel,  Peterboro,  Ont.,  an  association  to  promote  trade  and 
tourist  traffic  along  the  above  waterway  was  organized.  Mr 
Fraser,  of  Peterboro,  was  appointed  president  of  the  new 
organization,  which  will  be  known  as  the  Trent  Valley 
Development  Association. 

Mr.  G.  L.  Guy,  a  member  of  the  Utilities  Commission, 
at  Brandon,  and  Mr.  Wm.  Scott,  engaged  by  the  city  coun- 
cil to  make  a  survey  of  the  waterworks  system  of  the  city, 
in  making  their  report,  recommend  the  installation  of  an 
electric  plant  for  the  electrification  of  the  system,  the  build- 
ing of  a  sedimentation  basin  and  the  cleaning  out  of  the 
dead-ends  and  cross-sections  of  the  system. 

The  Board  of  Trade  at  Kingston,  Ont.,  has  received 
word  from  the  Dominion  Public  Works  Department  that 
authority  has  been  given  for  the  removal  of  41,533  cu.  yards 
of  material  in  Kingston  harbor,  and  that  tenders  will  be 
called  immediately.  The  dredging  will  be  carried  out  on  an 
area  extending  from  the  Canadian  Locomotive  Works  to  the 
Montreal  Transportation  Company's  frontage  and  a  depth 
of  ten  to  sixteen  feet  will  be  obtained. 

The  City  Council  at  Hamilton  has  adopted  City  En- 
gineer Gray's  scheme  for  the  reorganization  of  the  Works 
Department.  This  scheme  includes  the  placing  of  the  gar- 
bage and  salvage  collections  under  Mr.  James  Weeden,  street 
commissioner;  the  appointment  of  Chief  Engineer  James 
Bain  as  mechanical  superintendent,  to  look  after  all  city 
machinery;  promotion  of  Mr.  Charles  Stewart  to  the  post 
vacated  by  Mr.  A.  P.  Kappele,  secretary  of  the  works  de- 
partment, and  the  appointment  of  a  new  buying  clerk. 


Personal 

Mr.  Chas.  Yeates  has  been  appointed  to  fill  the  vacancy 
caused  by  the  resignation  of  Mr.  J.  W.  Oakes  from  the 
Housing  Commission  at  Guelph,  Ont. 

Mr.  H.  L.  F.  Blake,  C.E.,  the  well-known  explorer,  left 
Quebec  city  recently,  accompanied  by  Mr.  Kernichy,  mining 
engineer  of  Montreal,  to  continue  his  exploring  operations 
in  the  Ungava  district.  Mr.  Blake  is  in  the  employ  of  Bri- 
tish interests. 

Mr.  William  Robertson,  contractor  of  Chatham,  Ont., 
is  leaving  that  city  in  the  near  future  and  will  take  up  resi- 
dence in  Los  Angeles.  Mr.  Robertson  is  one  of  Chatham's 
oldest  contractors  and  has  been  connected  with  the  erection 
of  many  of  the  city's  buildings. 

Mr.  Thos.  S.  Scott,  professor  in  civil  engineering, 
Queen's  University,  Kingston,  Ont.,  has  resigned.  Prof. 
Scott  has  been  at  Queen's  since  1915,  with  the  exception  of 
a  year  in  Halifax,  during  the  war,  with  the  Royal  Canadian 
Engineers.  He  is  taking  over  the  supervision  of  some  road 
construction  work  in  the  neighborhood  of  Brockville,  Ont., 
for  the  summer.   

Obituary- 
Mr.  John  Niebergall,  engineer  of  Vancouver,  B.C.,  died 
recently  in  St.  Paul's  Hospital,  after  a  week's  illness.  He 
was  born  in  Ontario  69  years  ago. 


Contracts  Department 


News  of  Special  Interest  to  Contractors*  Engineers,  Manufacturers  and 

Dealers  in  Building  Supplies 


Waterworks,  Sewerage  and 
Roadways 

Burlington,  Ont. 

J.  S.  Allen,  Town  clerk,  will  receive 
tenders  until  July  6th  (time  extended) 
for  construction  of  about  mile  of  san- 
itary sewer,  also  3,800  lin.  ft.  of  pave- 
ment. Plans  with  clerk  and  engineers, 
Chipman  &  Power,  Mail  Bldg,  To- 
ronto. 

Cornwall,  Ont. 

J.  G.  Cameron,  Stormont  County  En- 
gineer, will  receive  tenders  until  July  8th 
for  construction  of  concrete  culverts  on 
various  sections  of  County  roads.  Spe- 
cifications at  office  of  engineer,  County 
Bldgs.,  Cornwall. 

Edmonton,  Alta. 

L.  C.  Charlesworth.  Deputy  Minister 
Provincial  Dept.  Public  Works,  will  re- 
ceive tenders  until  July  Gth  for  clearing, 
grubbing,  ditching,  grading,  construct- 
ing concrete  culverts  and  other  necessary 
work  on  about  10  miles  of  highway 
through  Cooking  Lake  Forest  Reserve. 
Specifications  at  Dept.,  Edmonton. 

Glace  Bay,  N.  S. 

Town  will  call  tenders  shortly  for  con- 
struction of  sewer  to  cost  $50,000  and  re- 
pairs to  bitulithic  pavement  costing  $15,- 
000.    Engineer,  J.  A.  Morris. 

Kitchener,  Ont. 

B.  G.  Michel,  City  engineer,  will  re- 
ceive tenders  until  July  15th  for  con- 
struction of  about  10,000  sq.  yds.  side- 
walks, 1,733  lin.  ft.  sewers,  and  11,182  ft. 
drains  18  in.  wide  and  0  feet  deep.  Cost, 
$30,000. 

Montreal,  Que. 

City  contemplates  the  paving  of  nine 
streets.    Engineer,  A.  E.  Doucet. 

The  Administrative  Commission  will 
receive  tenders  until  July  5th  for  con- 
struction of  permanent  pavements  on 
Laurier,  from  Breboeuf  to  Papineau, 
cost,  $39,000;  Boyer,  from  Villeray  to  Du 
Rosaire,  cost,  $6,000;  Westhill,  from 
Sherbrooke  to  Northwards,  cost,  $30,- 
000.  Plans  at  office  of  Engineer  and  Di- 
rector Public  Works,  City  Hall. 

Ottawa,  Ont. 

Plans  have  been  drawn  for  construc- 
tion of  pavement  on  Somerset  St.  to  cost 
$21,000  and  for  resurfacing  asphalt  ma- 
cadam pavement  on  Albert  St.  to  cost 
$16,000.    City  clerk,  N.  H.  H.  Lett. 

Quebec,  Province  of 

S.  P.  Brady,  General  Manager  C.  N. 
Rlys.,  Bank  of  Toronto  Bldg.,  Mon- 
treal, will  receive  tenders  until  noon 
July  3rd  (time  extended)  for  construc- 
tion of  8  concrete  structures  on  Quebec 
District.  Plans  at  office  of  Divisional 
Engineer,  C.  N.  Tunnel  Terminal  Sta- 
tion, Montreal,  and  District  Engineer, 
Champlain  Market  Bldg.,  Quebec,  Que. 

Sudbury,  Ont. 

By-law  will  be  submitted  authorizing 
expenditure  of  $27,000  on  construction 


of  trunk  watermain.  City  clerk,  W.  J. 
Ross.  Waterworks  Dept.  will  carry  out 
work  by  day  labor. 

Sydney,  N.  S. 

Cape  Breton  Engineering  Co.,  King's 
Rd.,  have  the  excavating  and  laying  of 
pipe  on  the  extension  to  city's  water- 
works system  costing  $11,900. 

Toronto,  Ont. 

W.  A.  McLean,  Deputy  Minister  Pro- 
vincial Dept.  Public  Works,  will  receive 
following  tenders:  Until  July  14th,  for 
excavation,  construction  of  concrete 
structures  and  other  necessary  work  on 
Provincial  Highway  between  Woodstock 
and  London,  plans  to  be  seen  at  office  of 
Resident  Engineer,  Paris,  Ont  ,  and  De- 
partment, Toronto;  until  July  16th  for 
earthwork  and  other  necessary  work  on 
Provincial  Highway  in  Townships  of 
Hope  and  Haldimand,  plans  to  be  seen 
at  office  of  Resident  Engineer,  Port 
Hope,  Ont.,  and  Dept.,  Toronto;  until 
July  23rd,  for  concrete  pavement  on 
Provincial  Highway  between  Guelph 
City  limits  and  Stone  Road,  plans  to  be 
seen  at  office  of  City  Engineer,  Guelph, 
Ont.,  and  Dept.,  Toronto. 

Frank  Barber,  York  Township  Engi- 
neer, 40  Jarvis  St.,  Toronto,  will  receive 
tenders  until  noon  July  5th  for  construc- 
tion of  12  in.  watermains  on  following 
streets  in  York  Township:  Kilbarry, 
Russel  Hill  and  Coulson  Ave.,  3,190  ft  ; 
Bloor  St.  and  Mossom  Rd.,  1,150  ft. 

Vancouver  Island,  B.  C. 

A.  E.  Foreman,  Engineer  for  Provin- 
cial Dept.  Public  .Works,  Victoria,  will 
receive  tenders  until  July  12th  for  con- 
struction of  highway.  Separate  tenders 
invited  for  (1)  construction,  (2)  recon- 
struction and  (3)  construction  of  bridges. 
Specifications  with  Dept.,  Victoria,  Dis- 
trict Engineer,  Court  House,  Vancouver, 
and  Assistant  District  Engineer,  Court- 
enay,  B.  C. 

CONTRACTS  AWARDED 
Halifax,  N.  S. 

Provincial  Dept.  Public  Works  award- 
ed general  contract  for  highway  con- 
struction in  province  to  R.  H.  Cooper, 
North  Sydney,  N.  S. 

Kitchener,  Ont. 

City  awarded  general  contract,  for  con- 
struction of  asphalt  bitulithic  and  con- 
crete pavements  to  Paul  Bergman,  Wa- 
terloo, Ont.    Cost,  $60,000. 

Saskatchewan,  Province  of 

C.  N.  Rlys.  awarded  contracts  for 
grading  and  construction  of  culverts  in 
Saskatchewan  and  Alberta  as  follows: 
Acadian  Valley  Extension,  John  Tim- 
othy, Winnipeg,  at  about  $100,000;  Tur- 
tleford  Meeting  Lake  Extension,  J.  W. 
Miller,  Western  Construction  Co.,  Mil- 
ler Blk,  North  Battleford,  Sask.,  at  about 
$100,000.    Other  contracts  not  yet  let. 

South  Vancouver,  B.  C. 

Provincial  Dept.  Public  Works  award- 
ed general  contract  for  road  paving  cost- 


ing about  $50,000  to  Harris  &  Lamond 
Construction  Co.,  744  Hastings  St.  W., 
Vancouver. 

St.  Clair  Beach,  Ont. 

Municipality  awarded  general  contract 
constructing  5  miles  of  pavement  to  Mer- 
lo,  Merlo  &  Ray,  4  Victoria  Rd.,  Walk- 
erville. 

Sydney,  N.  S. 

Cape  Breton  Engineering  Works.  Ltd  , 
Kings  Rd.,  have  contract  for  excavating 
required  in  extension  to  City  waterworks 
system. 

Three  Rivers,  Que. 

Three  Rivers  Shipyard  Co.,  will  prob- 
ably award  general  contract  for  maca- 
dam or  concrete  road  costing  $25,000  to 
E.  E.  Grenier.  102  St.  Paul  St. 

Toronto,  Ont. 

City  placed  contract  for  grading  at 
Earlscourt  Park  with  Orsiny  Construc- 
tion Co.,  24  Adelaide  E. 

City  transferred  following  contracts 
from  Commissioner  of  Works:  Pave- 
ments—Rhodes Ave.,  $20,390,  Kilmes  & 
Barber,  10  Adelaide  E.;  Cunningham 
Ave.,  $4,947,  Constructing  &  Paving  Co., 
Confederation  Life  Bldg.:  Concrete  curbs 
— Cunningham  Ave.,  at  90c  per  lin.  ft., 
Constructing  &  Paving  Co.,  Confedera- 
tion Life  Bldg.;  Western  Ave.,  Humber- 
side  Ave.  and  Glebeholme  Blvd.,  at  90c 
per  lin.  ft.,  Warren  Bituminous  Paving 
Co.,  McKinnon  Bldg. 

Provincial  Dept.  Public  Highways 
awarded  following  contracts:  Culverts  in 
Burford  and  Blenheim  Townships,  J.  A 
Vance,  209  Light  St.,  Woodstock,  Ont.; 
culverts  in  Whitby  Township,  etc.,  J.  A. 
McDonald,  Whitby,  Ont.;  bituminous 
pavement  Section  No.  2  between  St. 
Catharines  and  Stoney  Creek,  H.  L.  Sy- 
mons  &  Co,  43  Scott  St.,  Toronto; 
crushing  and  delivery  of  4,200  cu.  yds. 
stone  in  Charlottenburg  Township,  Mc- 
Lean &  Stibbell,  Cornwall,  Ont.;  crush- 
ing and  delivery  of  6,000  cu.  yds.  stone 
in  Lancaster  Township,  Chisholm  Well- 
age  Co.,  Lancaster,  Ont. 


Railroads,  Bridges  and  Wharves 

Chesterville,  Ont. 

Geo.  Elliott,  Clerk  for  Winchester 
To  wnship,  Chesterville,  will  receive  ten- 
ders until  July  5th  for  construction  of 
concrete  bridge  over  Hess  Creek.  Plans 
with  engineer,  F.  M.  Eagleson,  C.E., 
Winchester,  Ont. 

Coboconk,  Ont. 

J.  R.  McNeillie,  clerk  for  Victoria 
County,  Lindsay,  will  receive  tenders  un- 
til July  2nd  for  construction  of  con- 
crete road  and  sidewalk,  also  concrete 
bridge.  Plans  with  clerk  and  engineer, 
A.  W.  Connor,  34  Victoria  St.,  Toronto! 

Prairie  Siding,  Ont. 

Kent  County  has  instructed  its  engi- 
neer, W.  G.  McGeorge,  C.E.,  153  Queen 
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St ,  Chatham,  Ont.,  to  prepare  plans  for 
bridge. 

St.  Brigitte,  Que. 

J.  A.  Jutras,  Secy.-treas.  for  Town,  will 
receive  tenders  until  July  .'3rd  for  con- 
struction of  2  metallic  bridges.  Plans 
with  Mr.  Jutras  and  with  Dept.  Public 
Works,  Quebec. 

St.  Gertrude,  Que. 

L.  J.  Desilets,  secy.-treas.  for  Town, 
will  receive  tenders  until  July  5th  for 
construction  of  metallic  bridge. 

Vancouver,  B.  C. 

W.  D.  Harvie,  Secy.  Vancouver  Har- 
bor Board,  will  receive  tenders  until 
noon,  August  7th,  1920,  for  construction 
of  reinforced  concrete  pier  and  transit 
sheds.  Plans  with  Harbor  Commission- 
ers, 712  Pendle  St.  W.,  Vancouver,  and 
A.  D.  Swan,  Consulting  Engineer,  10 
Phillip's    Place.   Montreal,  Quebec. 

Winnipeg,  Man. 

H.  A.  Dixon,  Chief  Engineer  for  C.  N. 
Rlys.,  Winnipeg,  will  receive  tenders  for 
construction  of  following:  (1)  Fort  Fran- 
ces, Ont. — 5  stall  engine  house  and 
boiler  room;  (2)  Fort  Frances,  Ont  — 
turntable  foundation;  (3)  Eaton,  Sask. 
— 5  stall  engine  house  and  boiler  room; 

(4)  Eaton,  Sask. — turntable  foundation; 

(5)  Eaton,  Sask — 60,000  gallon  tank,  la- 
bor only;  (6)  Victoria  Beach,  Man. — 
29  miles  of  fencing.  Plans  with  Archi- 
tect, Winnipeg;  Divisional  Engineer, 
Port  Arthur,  Ont.,  Fort  William,  Ont., 
Calgary,  Alta  ;  and  District  Engineer, 
Edmonton,  Alta  ,  and  Saskatoon,  Sask. 

CONTRACTS  AWARDED 

Cap  de  la  Madeleine,  Que. 

Town  awarded  general  contract  erect- 
ing concrete  bridge  costing  $7,000  to 
Oscar  Arcand,  C.E.,  476  Notre  Dame, 
Three  Rivers. 

Moorefield,  Ont. 

Maryboro  Township  awarded  following 
contracts  in  connection  with  construction 
of  bridges  costing  $12,000:  Steel,  Hamil- 
ton Bridge  Works  Co ,  Bay  N.,  Hamil- 
ton; concrete,  Albert  Gamble,  Palmer- 
ston,  Ont. 

Prince  Rupert,  B.  C. 

Grant,  Smith  &  MacDonnell  Ltd,  736 
Granville  St..  Vancouver,  have  general 
contract  for  construction  of  ocean  dock 
and  salmon  wharf  for  G.  T.  P.  Rly. 


Public  Buildings,  Churches 
and  Schools 

Amos,  Que. 

R.  C.  Commission  contemplates  erec- 
tion of  two  schools  costing  $7,000  each 
and  two  costing  $7,500  each.  Secy.-treas., 
C   A.  Lafrance. 

Annapolis,  N.  S. 

R,  C.  Desrochers,  Secy.  Dominion  De- 
partment Public  Works,  Ottawa,  will  re- 
ceive tenders  until  July  16th  for  rebuild- 
ing public  buildintf .  Plans  with  Chief 
Architect,  Dept.,  Ottawa,  Caretaker  Post 
Office,  Annapolis,  Inspector  Dominion 
P.ld^s ,  Halifax.  Supt.  Dominion  BldgS.. 
St  John.  N.  B..  Overseer  Dominion 
BhUs.,  Central  P.  O.,  Montreal,  Que., 
and  Builders'  Exchange,  Montreal. 

Black  Lake.  Que. 

I'.  I.  W.  Dupre.  architect,  20  St.  James 
St.    Montreal,   will   receive   tenders  for 


steel,  roofing,  electrical  work,  plumbing, 
heating,  plastering  and  painting  required 
in  erection  of  convent  for  Soeurs  Char- 
itee  de  St.  Louis. 

Brockville,  Ont. 

Standard  Church  of  America  is  erect- 
ing college  by  day  labor  costing  $40,- 
000.  ,Sup  ervisor,  A.  Stuart  Allaster,  ar- 
chitect, 42  King  E. 

Dauphin,  Man. 

Tenders  closed  June  24th  for  erection 
of  school  costing  $50,000  for  School  Bd. 
Architect,  H.  T.  Payton,  309  S.  Main 
St.,  Dauphin. 

• 

Griswold,  Man. 

W.  A.  Elliott,  architect,  Brandon,  Man., 
is  preparing  plans  for  church  addition 
for  Union  Church  Congregation. 

Innisfail,  Alta. 

G  W.  V.  A.  contemplates  erection  of 
memorial  hall  to  cost  $10,000.  Address 
secy. 

Keewatin,  Ont. 

Lake  of  the  Woods  Milling  Co.,  Mc- 
Dermot  St.,  Winnipeg,  and  Keewatin, 
plan  to  erect  Community  Hall.  Archi- 
tect, J.  H.  G.  Russell,  1110  McArthur 
Bldg.,  Winnipeg. 

Kimberley,  B.  C. 

Provincial  Dept.  Public  Works,  Vic- 
toria, will  receive  tenders  until  July  5th 
for  erection  of  school  to  cost  $6,000. 
Plans  with  Dept.,  Victoria,  Govt.  Agent, 
Court  House,  Cranbrook,  B.  C ,  and 
Secy.  School  Bd.,  Kimberley. 

La  Tuque,  Que. 

Ross  &  MacDonald,  architects,  1  Bel- 
mont St.,  Montreal,  are  preparing  plans 
for  erection  of  community  building  for 
Brown  Corp.  Ltd. 

Melfort,  Sask. 

J.  M.  Morrison,  architect,  325  Drinkle 
Blk.,  Saskatoon,  will  receive  tenders  un- 
til July  7th  for  erection  of  school  cost- 
ing $25,000  for  School  Bd. 

Montreal,  Que. 

Dominion  Dept.  Public  Works  contem- 
plates the  erection  of  addition  to  post 
office. 

Newdale,  Man. 

Municipality  of  Harrison  contemplates 
erection  of  municipal  hall  to  cost  about 
$15,000.  Secy.-treas.,  H.  S.  Rungay,  New- 
dale. 

Nokomis,  Sask. 

Town  contemplates  erection  of  memor- 
ial hall  costing  about  $40,000.  Clerk,  W. 
A  Armour. 

North  Okanagan,  B.  C. 

A.  E.  Foreman,  Engineer  for  Provin- 
cial Dept.  Public  Works,  Victoria,  will 
receive  tenders  until  July  7th  for  erec- 
tion of  2-room  school  and  out-buildings 
Plans  at  Dept.,  with  Govt,  agents.  Court 
House,  Vancouver  and  Vernon,  B.  C, 
and  Secy.  School  Bd.,  Woods  Lake. 

Oakville,  Ont. 

Town    contemplates    erection    of  fire 
hall.    Clerk,  Percy  A.  Bath. 

Pembroke,  Ont. 

W.  C.  Keighley,  architect,  Grand  Trunk 
Rldg.,  will  receive  tenders  until  noon 
July  19th  for  construction  of  8-roomed 
school  for  School  Bd.  Plans  with  ar- 
chitect after  July  5th. 


Toronto,  Ont. 

Board  of  Education,  Secy.-treas ,  W. 
W.  P  earse,  155  College  St.,  will  receive 
tenders  until  July  7th  for  all  trades  re- 
quired in  erection  of  addition  to  school 
costing  $70,000.  Plans  with  architect, 
W.  F.  Sparling,  120  Bay  St. 

H.  G.  Paul!,  395  College  St.,  has  been 
retained  by  the  Toronto  Methodist  Un- 
ion as  architect  on  the  proposed  remod- 
elment  of  Queen  St.  church  to  cost  $20,- 
000. 

E.  T.  Milton,  Secy.  S.  S.  No.  12,  Scar- 
boro  Township,  240  Danforth  Rd.  E, 
Toronto,  will  receive  bulk  or  separate 
tenders  until  July  10th  for  erection  of 
school.  Plans  with  architect,  W.  R. 
Mead,  Room  803,  Kent  Bldg.,  Toronto. 

Westmount,  Que. 

Alex.  MacKay,  Drummond  ,Apts., 
Drummond  St.,  Montreal,  is  erecting 
apartment  hotel  costing  $350,000. 

Yarmouth,  N.  S. 

R.  C.  Desrochers,  Secy.  Dominion  De- 
partment Public  Works,  Ottawa,  will  re- 
ceive tenders  until  July  16th  for  altera- 
tions and  addition  to  public  building. 
Plans  with  Chief  Architect,  Dept.,  Ot- 
tawa, Caretaker,  Post  Office,  Yarmouth, 
Inspector  Dominion  Bldgs ,  Halifax,  N. 
S.,  Supt.  Dominion  Bldgs.,  St.  John,  N. 
B ,  Overseer  Dominion  Bldgs.,  Central 
P.  O.,  Montreal,  Que.,  and  Builders'  Ex- 
change, Montreal. 

CONTRACTS  AWARDED 

Chatham,  Ont. 

Club  house  locker,  waiting  and  care- 
taker's room  costing  $9,500  for  Indian 
Creek  Land  Co.:  Masonry,  Isaac  Moore, 
28  Stanley  Ave.;  carpentry,  Harry  Ray- 
ment  &  Son,  8  Emma  St. 

Deleau,  Man. 

School  Board  awarded  general  con- 
tract erecting  school  costing  $14,000  to 
Waterman  &  Waterbury  Mfg.  Co.,  117 
Donahue  Blk.,  Regina. 

Elmira,  Ont. 

Community  Building  Co.  will  probably 
award  general  contract  erecting  opera 
and  terrace  to  Hallman  Contracting  Co., 
51  Blenheim  St.,  Gait. 

Khedive,  Sask. 

School  Board  awarded  general  con- 
tract erecting  school  costing  $16,000  to 
Frank  Rooney,  Weyburn,  Sask. 

Kitchener,  Ont. 

Paramount  Theatres  Ltd.  awarded 
general  contract  erecting  theatre  cost- 
ing $250,000  to  Norman  McLeod  Ltd., 
Kent  Bldg.,  Toronto. 

Laird,  Sask. 

J.  Bonnie,  Saskatoon,  has  general  con- 
tract erecting  school  costing  $14,850  for 
Laird  School  District. 

Louisburg,  N.  S. 

Angus  McAskill,  Glace  Bay,  N.  S., 
has  general  contract  erecting  addition  to 
school  costing  $6,000  for  School  Bd. 

Montreal,  Que. 

F.  J.  Aumais,  475  Curvilliers,  has  gen- 
eral contract  erecting  synagogue  costing 
$37,000  for  Sass.  Mases,  Craig  St.  E.: 
Foundation,  M.  Gody,  2851  Mance  St. 

Alex.  Deschamps,  1162  St.  Hubert  St., 
has  general  contract  and  carpentry  for 
erection  of  public  garage  costing  $30,000 
for  N.  J.  Lavoie,  792  Berri  St. 
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Ottawa,  Ont. 

Ross-Meagher  Co.,  Laurentian  Club 
Bldg'.,  Elgin  St..  have  general  contract 
erecting  maternity  hospital  costing  $150.- 
000  and  hospital  and  children's  home 
costing  $100,000  for  Salvation  Army. 

Public  School  Bd.,  222  Gilmour  St.. 
awarded  general  contract  erecting  addi- 
tion to  school  costing  $75,000  to  Alex. 
Gaarvock,  Regent  Bldg.,  Sparks  St. 

Ponoka,  Alta. 

Provincial  Dept.  Public  Works  award- 
ed general  contract  for  erection  of  laun- 
dry at  Asylum  to  H.  G.  MacDonald.  612 
Tegler  Blk ,  Edmonton.    Cost,  $57,777. 

Toronto,  Ont. 

T.  F.  Robertson,  438  Delaware  Ave., 
has  carpentry  on  erection  of  Sunday 
School  costing  $14,000  for  Bethany  Bap- 
tist Church. 

Fire  Hall  costing  $18,000  for  City:  Ma- 
sonry, WitchaU  &  Son.  156  St.  Helen's 
Ave.,  $7,560;  plumbing  and  heating,  R. 
Jordan,  37  Hazelton  Ave.;  $2,645;  lath- 
ing and  plastering.  John  Boyce  &  Son, 
247  Grace  St.,  $1,047. 

West  Kildonan,  Man. 

Sutherland  Construction  Co.,  301  Mer- 
chants Bank  Bldg..  Winnipeg,  have  gen- 
eral contract  erecting  school  costing  $45.- 
000  for  West  Kildonan  School  District 
No.  8. 


Business  Buildings  and  Indus- 
trial Plants 

Chatham,  Ont. 

J.  Methven.  architect.  Victoria  Blk.,  is 
iirenaring  plans  for  laundry  and  flats  for 
Chas  Lee. 

Kitchener,  Ont. 

Kaufman  Rubber  Co.,  King  St.  W..  are 
erecting  addition  to  factory  costing  $75,- 
000  by  day  labor. 

La  Tuque.  Que. 

Ross  &  MacDonald.  architects,  1  Bel- 
mont St..  Montreal,  are  preparing  plans 
for  erection  of  time  building  for  Brown 
Corp.  Ltd. 

LiFtowel,  Ont. 

Perfect  Knit  Mills  are  erecting  factory 
addition  costing  $75,000  by  day  labor. 

Montreal,  Que. 

Royal  Bank  of  Canada,  147  St.  James 
St..  contemplate  erection  of  bank  build- 
ing.   General  manager,  C.  E.  Neill. 

G.  A.  Nosworthy,  architect,  304  Uni- 
versity St.,  is  preparing  plans  for  wa- 
gon house  and  garage  to  be  erected  at 
a  cost  of  $15,000  for  Hartt  &  Adair  Coal 
Co.,  95  Notre  Dame  St.  W. 

Oakville.  Ont. 

Oakville  Basket  &  Veneer  Works  are 
erecting  factory  costing  $150,000  by  day 
labor.    Supt,  J.  Birrell. 

Peterboro,  Ont. 

Canadian  General  Electric  Co.,  212 
King  W.,  Toronto,  are  erecting  crane 
runway  building  costing  $40,000. 

Port  Elgin,  N.  B. 

Fred  Magee  is  erecting  by  day  labor 
shook  mill  and  power  house  costing 
$18,000. 

Toronto,  Ont. 

T.  H.  Hancock,  1372  Bloor  W.,  has 


plans  drawn  for  office  building  to  be 
erected  at  a  cost  of  $15,000. 

F.  J.  Yose,  156  Pacific  Ave.,  is  erect- 
ing three  stores  and  apartments  costing 
$6,500  each. 

W.  J.  Hunt,  architect,  Confederation 
Life  Bldg ,  will  receive  tenders  for 
plumbing,  electrical  work,  tile,  steel,  ma- 
sonry, roofing  and  carpentry  work  re- 
quired in  erection  of  manufacturing  buil- 
ding for  Aked  &  Co.,  1067  Ossington 
Ave. 

C.  A.  M.  Hunter,  57  Fernwood  Park, 
is  erecting  store  and  apartments  costing 
$5,800. 

Jas.  Shand,  96  Uxbridge  Ave.,  plans 
to  erect  public  garage. 

J.  Leo,  305  Danforth  Ave.,  plans  to 
erect  store  and  apartments  costing  $7,- 
500. 

S.  Pearcy,  1670  Danforth  Ave.,  is  erec- 
ting two  stores  and  apartments  costing 
$7,500  each. 

Courier  Press  Ltd.,  181  Simcoe  St.. 
have  plans  drawn  for  erection  of  office 
addition  costing  $8,000.  Manager,  A. 
Bridle.  . 

CONTRACTS  AWARDED 

Clarke's  Harbour,  N.  S. 

Frank  E.  Davis  placed  general  con- 
tract erecting  cold  storage  plant  with  A. 
B.  Little,  Yarmouth,  N.  S. 

Coleman,  Alta. 

A.  Hoyck  has  general  contract  for  im- 
provements to  mine  costing  $30,000  for 
International  Coal  &  Coke  Co. 

Elmira,  Ont. 

Wm.  Hallman.  51  Blenheim  St..  Gait, 
Ont.,  has  general  contract,  masonry,  car- 
pentry and  painting  on  alterations  to 
bank  costing  $35,000  for  Royal  Bank  of 
Canada. 

Fort  Frances,  Ont. 

Imperial  Oil  Co.  awarded  general  con- 
tract erecting  warehouse,  stable  and 
garage  costing  $15,000  to  Snider  Bros., 
Portage  La  Prairie,  Man.,  or  on  job. 

Humboldt,  Sask. 

Merchants  Bank  of  Canada  awarded 
general  contract  erecting  branch  bank 
costing  $30,000  to  R.  N.  Wyatt,  505  Mer- 
chants Bank  Bldg.,  Winnipeg,  Man. 

Lenora  Lake,  Sask. 

J.  H.  Linfoot,  113  Albert  St.,  Saska- 
toon, has  general  contract  erecting  ele- 
vator costing  $7,000  for  Goose  Lake 
Grain  Co.,  610  Canada  Bldg.,  Saskatoon. 

Montreal,  Que. 

Mill  building,  wet  finishing  building, 
boiler  house,  garage  and  caretaker's  resi- 
dence for  Knit-to-fit  Mfg.  Co..  332  Par>- 
ineau  Ave.:  General  contract,  Anglin- 
Norcross  Co.,  65  Victoria  Ave.;  sheet 
metal,  Metal  Shingle  &  Siding  Co.,  91^ 
Delormier  Ave.;  architectural  iron,  John 
Watson  &  Sons,  167  Wellington  St. 

Nine  factory  buildings  costing  $1,250,- 
000  for  C.  P.  Rly.,  Windsor  Station: 
Carpentry,  F.  Tremblay  &  Cie,  400  Wil- 
liam St.;  plumbing,  Tom  O'Connell,  183 
Ottawa  St.;  painting,  J.  B.  Walker,  147' 
St.  Urbain  St.;  sheet  metal,  Metal  Shin- 
gle &  Siding  Co,  91^  Delormier  Ave.; 
glass,  Pilkington  Bros.,  8  Busby  Lane.. 


John  McGregor,  511  St.  Catherine  St., 
has  general  contract  erecting  bank  build- 
ing for  Royal  Bank  of  Canada. 

New  Toronto,  Ont. 

Bank  of  Nova  Scotia  awarded  general 
contract  erecting  bank  costing  $30,000 
to  J.  D.  Young  &  Co.,  835  College  St., 
Toronto. 

Oshawa,  Ont. 

W.  J.  Braund  has  general  contract,  ma- 
sonry, carpentry  and  roofing  for  erection 
of  stores  costing  $11,000  for  Bradley 
Bros. 

Portneuf,  Que. 

Gauthier  &  Julien  have  general  con- 
tract erecting  extension  to  mill  costing 
$40,000  for  Ru-ber-oid  Felt  Co. 

Quebec,  Que. 

Magloire  Cauchon,  309  Richardson  St., 
has  general  contract  erecting  warehouse 
costing  $28,500  for  J.  B.  Renaud  &  Co., 
126  St.  Paul  St. 

Quebec  Preserving  Co.,  Smith  St., 
awarded  general  contract  erecting  ware- 
house costing  $85,000  to  Magloire  Cau- 
chon, 309  Richardson  St. 

Sault  Ste.  Marie,  Ont. 

D.  Jannison  &  Son,  635  Albert  St.. 
have  general  contract  erecting  bank  for 
Royal  Bank  of  Canada,  147  St.  James 
St.,  Montreal. 

Canadian  Bank  of  Commerce  awarded 
general  contract  erecting  bank  costing 
$50,000  to  Dickie  Construction  Co.,  Ryrie 
Bldg.,  Toronto. 

Three  Rivers,  Que. 

Luc  Madore  is  erecting  store  and  tene- 
ment costing  $15,000:-  Masonry,  Gauthier 
&  Corsette;  roofing,  plumbing  and  heat- 
ing, Leonard  Ducharme,  223  Laviolette 
Ave. 

Toronto,  Ont. 

Anglin-Norcross  Ltd ,  49  Richmond 
W.,  have  general  contract  erecting  foun- 
dry building  costing  $500,000  for  Grin- 
nell  &  Co.,  2440  Dundas  W. 

Nicholson  Co.,  Excelsior  Life  Bldg , 
Toronto,  have  general  contract  erecting 
coal  elevators,  etc.,  for  Doan  &  Charles, 
383  Sorauren  Ave. 

Vancouver,  B.  C. 

Thos.  McClay.  3036  7th  Ave.  W.. 
Vancouver,  has  general  contract  erect- 
ing wire  rope  factory  and  transformer 
building  costing  $25,000  for  Gibson's 
Ltd.,  101  Water  St. 

Walkerville,  Ont. 

Walker  Side  Dairy  Co.  awarded  gen- 
erwal  contract  erecting  dairy  building 
and  offices  costing  $25,000  to  Wilmot  & 
Smith,  20  Caroline  St. 

John  V.  Grav  Construction  Co.,  541 
Queen  St.  E.,  Toronto,  and  Walkerville, 
have  general  contract  erecting  office 
building  costing  $150,000  for  Walkerville 
Land  &  Building  Co.,  Walkerville. 

Samuel  Bersch,  97  Assumption  St., 
Windsor,  has  general  contract  erecting 
restaurant  costing  $10,000  for  Hello  & 
Ellis. 

Windsor,  Ont. 

Factory  and  office  buildings  costing 
$35,000  for  Walter  T.  Piggot,  Dougall 
Ave.  and  London  St.  W. :  Masonry.  G.  H. 
Gooch,  Edward  Apts. ;  grading,  excavat- 
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ing  and  cement  flooring.  Chick  Contract- 
ing Co.,  371  McDougall  Ave. 

Winnipeg,  Man. 

Carter-Halls-Aldinger  Co.  have  gen- 
eral contract  erecting  business  block 
costing  $175,000  for  F.  W.  Lestikow, 
Northern  Crown  Bank. 

Aime  Bernard,  National  Trust  Bids., 
Winnipeg,  placed  general  contract  erect- 
ing garage  costing  $125,000  with  Hazel- 
ton  &  Walin  Ltd.,  609  Electric  Rly. 
Chambers,  Winnipeg. 

Crebo  Mfg.  Co.,  233  Stradbrook  Ave., 
awarded  general  contract  erecting  ware- 
house costing  $35,000  to  D.  A.  Girvin, 
Kennedy  Bldg.,  Winnipeg. 

J.  A.  Saul,  317  Portage  Ave.,  Winni- 
peg, has  general  contract  erecting  gar- 
age costing  $20,000. 

Bank  costing  $62,000  for  Union  Bank 
of  Canada:  Masonry,  Western  Stone 
Co.,  Desautels  and  Youville  St.,  St.  Bon- 
iface, Man.;  steel,  Western  Supply  & 
Mfg.  Co.,  Pacific  and  Yeoman  Sts.,  Win- 
nipeg; roofing,  McDonald  Bros.,  Aikins 
St.,  Winnipeg;  plumbing  and  heating, 
Cotter  Bros.,  Fort  St.  and  St.  Mary's 
Ave.,  Winnipeg. 


Residences 

Brockville,  Ont. 

T.  J.  Storey,  24  William,  St..  is  erect- 
ing residence  costing  $10,000  by  day 
labor. 

Chatham,  Ont. 

Ed.  Prudhomme,  24  Raleigh  St.,  is 
erecting  bungalow  costing  $7,000. 

Hatzic,  B.  C. 

Joseph  Bowman,  architect,  716  York- 
shire Bldg.,  Vancouver,  is  preparing 
plans  for  residence'  costing  $8,000  for 
Jas.  Schuberg,  Hatzic. 

Kentville,  N.  S. 

Kentville  Housing  Commission  has 
started  work  on  erection  of  10  bunga- 
lows costing  $50,000.  L.  R.  Fairn,  Ayle- 
ford,  N.  S.,  is  architect. 

Kitchener,  Ont. 

Tenders  will  be  called  about  July 
15th  for  construction  of  25  or  30  resi- 
dences costing  $4,000  each.  Interested, 
C.  G.  Pritschau,  120  King  W. 

Jas.  Valentine,  Park  St.,  Waterloo, 
contemplates  erection  of  10  residences 
costing  $50,000. 

Mr.  Geo.  S.  Baxter  is  supervising  the 
erection  of  200  residences  by  day  labor 
for  Canadian  Consolidated  Rubber  Co. 
Cost,  $200,000. 

Montreal,  Que. 

E.  Vallieres,  2528  Clarke  St.,  is  erect- 
ing residence  costing  $13,000. 

Oakville,  Ont. 

Shaw  Bros,  will  erect  shortly  two  resi- 
dences costing  $5,000  each. 

S.  Chamberlain,  Box  676,  is  erecting 
two  bungalows  costing  $5,000  each. 

Blacklock  Bros,  contemplate  the  erec- 
tion of  two  residences. 

A.  F.  Ford  is  erecting  bungalow. 
Shaw  Bros,    are    erecting  residence 
costing  $6,000. 

Omemee,  Ont. 

C.  Parsons  &  Son,  Omemee,  Out., 
contemplate  erection  of  10  residences 
costing  $30,000. 


Outremont,  Que. 

John  Graham,  550  Davaar  St.,  contem- 
plates erection  of  residence  costing  $10,- 
000.  Architect,  D.  Favreau,  180  Orleans 
St. 

Bourgon  &  Gagne,  557  Oxford  Ave., 
are  erecting  residence  by  day  labor 
costing  $8,000. 

St.  James,  Man. 

G.  A.  Taylor,  262  Overdale  St.,  Win- 
nipeg, will  erect  residence  costing  $6 - 
soo. 

F.  E.  Fultz,  256  Parkview  St.,  Win- 
nipeg, will  erect  residence  costing  $5,- 
900. 

Sydney,  N.  S. 

R.  G.  Hines,  Rigley  Rd.,  will  erect 
residence  costing  $5,500. 

Wm.  Fitzgerald.  Laurier  St.,  is  erect- 
ing five  residences  by  day  labor  costing 
$12,000. 

Temiskaming,  Que. 

Ross  &  MacDonald,  architects,  1  'Bel- 
mont St.,  Montreal,  will  receive  tenders 
until  July  2nd  for  erection  of  130  resi- 
dences at  Temiskaming  for  Kipawa  Co., 
Temiskaming,  Que. 

Toronto,  Ont, 

A.  McConnell,  13  Richmond  St.  W., 
plans  to  erect  residence  costing  $7,500. 

J.  McMaster,  167  Chisholme  Ave.,  is 
erecting  one  pair  of  residences  costing 
$3,000  each. 

MacMillan  &  Boyd,  96  Campbell  AVe., 
are  erecting  residence  costing  $6,000. 

W.  Grant,  230  Beach  Ave.,  is  erecting 
three   residences   costing  $5,000  each. 

U.  A.  Ray,  44  Windermere  Ave.,  is 
erecting  residence  costing  $7,000.* 

S.  B,  Somerville,  222  Windermere 
Ave.,  is  erecting  residence  costing  $6,- 
500. 

Harry  Lucas,  16  Ellerbeck  Ave.,  is 
erecting  one  pair  of  residences  costing 
$3,000  each. 

J.  H.  Jones,  36  Hillsboro  Ave.,  will 
erect  residence  costing  $6,000. 

G.  Eberle,  32  Small  St.,  is  erecting- 
residence  costing  $6,000. 

J.  W.  Cringan,  633  Church  St.,  plans 
to  erect  residence  costing  $6,500. 

P.  K.  McKissock,  Bloor  and  Runny- 
mede  Rd.,  will  erect  residence  costing 
$7,500. 

A.  Cassaboy,  124  Indian  Rd.,  is  erect- 
ing two  residences  costing  $6,000  each. 

G.  K.  Heaman,  114  Glenmore  Rd.,  is 
erecting  residence  costing  $8,000. 

Fred  Lines,  278  Salem  Ave.,  plans  to 
erect  residence  costing  $7,500. 

Michael  Healy,  153  St.  George  St., 
plans  to  erect  four  residences  costing 
$7,500  each. 

S.  B.  Hatch,  61  Oakmount  Rd.,  is 
erecting  residence  and  garage  costing 
$10,000. 

Frank  Read,  150  Scarboro  Rd.,  is 
erecting  three  residences  costing  $6,000 
each. 

II.  (  ourtiss,  427  Kingston  Road,  is 
creeling  residence  and  garage  costing 
$6,500. 

Wm.  Brant,  113  Hope  St.,  plans  to 
make  alterations  and  erect  addition  to 

residence . 

John  Kaake,  176  Westmount  Ave.,  is 
erecting  residence  costing  $7,500. 

G.  T.  Death,  203  Keewatin  Ave.,  is 
erecting  three  bungalows  costing  $6,000 
each. 


C.  Buckner,  125  Heward  Ave.,  is  erect- 
ing residence  costing  $7,500. 

M.  D.  Klein,  architect,  71  Bay  St.,  is 
preparing  plans  for  erection  of  three 
residences . 

Miller  Rros.,  Lauder  Ave.,  are  erect- 
ing two  bungalows  costing  $6,000  each. 
Contemplated:  36  residences  costing 
$5,000  to  $7,500  each. 

Windsor,  Ont. 

T.  W.  Williams,  65  Hall  Ave.,  is  erect- 
ing residence  costing  $6,000. 

F.  E.  Silcox,  507  Baby  St.,  Sand- 
wich, will  erect  residences  costing  $7,- 
000. 

Winnipeg,  Man. 

J.  M.  Whitehead  is  erecting  residence 
on  Pine  between  Wolever  and  Classic. 
Cost,  $5,200. 

H.  T,  Willis  is  erecting  residence  on 
Jubilee  between  Lilac  and  Pembina. 
Cost,  $7,000. 

C.  Shier  is  erecting  residence  on 
Sprague,  between  Portage  and  Wolseley. 
Cost,  $5,500. 

II.  Robinson,  64  Smithfield  Ave.,  West 
Kildonan,  is  erecting  residence  costing 
$6,000. 

W.  Iverson,  373  Lipton  St.,  is  erect- 
ing residence  costing  $6,000. 

T.  Liggett  is  erecting  residence  cost- 
ing $8,000. 

Woodstock,  Ont. 

Karn  Piano  Co.  contemplate  altera- 
tion of  business  block  into  apartments. 
.Manager,  A.  A.  Basthlemas. 

CONTRACTS  AWARDED 
Cape  Lazo,  B.  C. 

L.  C.  Young,  Nanaimo,  B.C.,  has  gen- 
eral contract  erecting  residence  and 
barns  costing  $8,000  for  W.  A.  B.  Paul, 
Cape  Lazo,  via  Nanaimo. 

Chatham,  Ont. 

Three  residences  costing  $14,000  for 
Mrs.  R.  W.  Baxter,  189  Wellington  W.: 
Masonry,  Ed.  Hogle,  140  Stewart  St.; 
carpentry,  Jas.  Doo,  374  Park  Ave. 

Glace  Bay,  N.  S. 

D.  A.  Wetnnes,  Box  705,  has  general 
contract  erecting  residence  costing  $6,- 
000  for  Allan  McDonald. 

Halifax,  N.  S. 

Wm.  P.  Hopewell,  7  Parker  St.,  plac- 
ed general  contract  erecting  residence 
costing  $9,000  with  A.    H.  Shaffelburg, 

65  Charles  St. 

Irma,  Alta. 

Simmons  &  Saunders  have  general 
contract  erecting  residence,  barn  and 
garage  for  J.  A.  McDonald. 

London,  Ont. 

Dr.  A.  E.  Santo,  17  Craig  St.,  placed 
general  contract  erecting  apartments 
costing  $5,000  with  L.  E.  Tomlinson,  890 
Waterloo  St. 

Oshawa,  Ont. 

Jos.  Brant  Construction  Co.  have 
general  contract  erecting  residence  cost- 
ing $8,600  for  H.  B.  Sull. 

H.  E.  Bradley  awarded  general  con- 
tract, masonry,  carpentry  and  roofing 
for  erection  of  residence  costing  $6,000 
to  W.  J.  Braund. 

D.  B.  Carlyle  awarded  general  con- 
tract, masonry,  carpentry  and  roofing 
for  erection  of  residence  costing  $7,000 
to  Jos.  Brant  Construction  Co. 
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Ottawa,  Ont. 

Housing  Commission,  54  Kideau  St., 
awarded  general  contract  erecting  resi- 
dence costing  $5,500  to  J.  M.  Cardinal, 
:so  Douglas  Ave. 

G.  Douglas  382  Waverly  St.,  has  gen- 
eral contract  altering  residence  into 
apartments  costing  $6,000  for  Dr.  Hagar, 
Somerset  and  Elgin  Sts. 

J.  J.  Chillicott  has  the  general  con- 
tract erecting  residence  costing  $6,500 
for  F.  G.  Chillicott,  3  Renfrew  Ave. 

Regina,  Sask. 

W.  H.  McDiarmid,  222!)  Robinson  St., 
Regina,  lias  general  contract  erecting 
residence  costing  $53,000. 

Sarnia,  Ont. 

A.  B.  Levitt  has  general  contract 
erecting  residence  costing  $7,000  for 
Arthur  Chester,  care  Customs  at  Ferry 
Dock. 

St.  Catharines,  Ont. 

Bryant  Fleming,  Wyoming,  New  York, 
is  architect  and  general  contractor  for 
L.  E.  McKinnon,  Glen  Ridge,  on  ex- 
tension of  residence  costing  $40,000. 

Toronto,  Ont. 

Alterations  of  hospital  into  apart- 
ments costing  $18,000  for  Dr.  Meyers, 
72  Heath  St.  W.:  Carpentry,  masonry, 
plastering  and  painting,  L.  J.  Bland,  18 
Vermont  Ave.;  electrical  work,  Rams- 
den  &  Roxhorough,  27  Wellington  St. 
E.;  plumbing,  Byrne  Bros.,  253  Brock 
Ave.;  heating,  McNaughton  &  McKen- 
zie,  1029  Shaw  St. 

Capt.  E.  H.  A.  Watson,  37  Griller 
Ave.,  awarded  general  contract  erecting 
two  bungalows  costing  $7,000  each  to 
Albert  Cornell,  127  Normandy  Blvd. 

Addition  to  residence  costing  $7,000 
for  Lt.  Col.  D.  K.  Smith,  care  archi- 
tects, McGiffen  &  Smith,  57  Queen  E.: 
Masonry,  H.  Elgie,  56  Blythwood  Rd.; 
carpentry,  T.  Painter  &  Son,  333  Huron 
St. 

A.  C.  Salisbury,  48  Sparkall  Ave.,  has 
general  contract  erecting  residence 
costing  $7,500  for  John  T.  Schoales, 
Health  Dept.,  City  Hall. 

Victoria,  B.  C. 

Thomas  Ashe,  1330  Hampshire  Rd., 
has  general  contract  erecting  residence 
costing  $6,000  for  R.  M.  Bird,  Victoria. 

Windsor,  Ont. 

Windsor  Housing  Commission  placed 
the  general  contract  erecting  50  resi- 
dences with  R.  Westcott  Co.,  Board  of 
Trade  Bldg.  Cost,  $200,000. 


Power  Plants,  Electricity  and 
Telephones 

Joliette,  Que. 

Bell  Telephone  Co.,  118  Notre  Dame 
St.  W.,  Montreal,  will  call  tenders  about 
July  5th  for  erection  of  telephone  ex- 
change. Architect  and  engineer,  W.  J. 
Carmichael,  29  Hospital  St.,  Montreal. 

CONTRACTS  AWARDED 

Alice  Arm,  B.  C. 

Dolly  Varden  Mining  Co.,  Alice  Arm, 
awarded  general  contract  constructing 
Hydro  electric  plant  costing  $65,000  to 
W.  V.  Hunt,  1652  Eighth  Ave.  W.,  Van- 
couver. 

Montreal,  Que. 

John  McGregor,  511  St.  Catherine  St. 


W.,  has  general  contract  erecting  power 
house  for  Canada  Steel  Foundries  Ltd., 
120  St.  James  St. 

Moose  Jaw,  Sask. 

C.  P.  Rly.  awarded  general  contract 
erecting  power  house  costing  $35,000  to 
T.  W.  Graham,  on  the  job. 

St.  Margarets  Bay,  N.  S. 

Nova  Scotia  Power  Commission 
awarded  following  contracts  in  connec- 
tion with  the  $1,000,000  power  develop- 
ment: Power  House,  D.  G.  Loomis  & 
Sons,  1112  St.  Patrick  St.,  Montreal, 
Que.;  turbines,  S.  Morgan  Smith  Co., 
York,  Pa. 


Miscellaneous 

Chatham,  Ont. 

City  contemplates  expenditure  of  $32,- 
000  to  $35,000  on  incinerator.  Chairman 
Works   Committee,   Ed.  Prudhomme. 

Montreal,  Que. 

City  will  receive  •  tenders  for  2  trucks 
(tire  pump  attachments);  3  Ford  cars 
(to  carry  hose) ;  50,000  ft.  of  hose;  rub- 
ber tires  for  alarm  wagons.  Clerk,  Rene 
Bauset. 

Pont  Rouge,  Que. 

Ls.  Geo.  Bussiere,  secy.-treas.  for  So- 
ciety D'Agriculture  of  Co.  Portneuf, 
"Division  A,'  will  receive  tenders  until 
July  3rd  for  construction  of  pavilion. 

Toronto,  Ont. 

British  American  Oil  Co.,  Royal  Bank 
Bldg.,  are  erecting  employees'  lunch 
and  rest  room  costing  $12,000. 

CONTRACTS  AWARDED 
Edmonton,  Alta. 

A.  A.  Cameron  has  general  contract 
erecting  two  greenhouses  costing  $10,- 
000  for  Emery  Floral  Co.,  Edmonton. 

MacGregor,  Man. 

Jos.  Woodman,  MacGregor,  has  gen- 
eral contract  erecting  auto  sales  room 
and  implement  warehouse  for  Browns' 
Limited,  Portage  La  Prairie. 

Thetford  Mines,  Que. 

A.  R.  Martin  placed  the  general  con- 
tract erecting  greenhouse  costing  $12,- 
000  with  Lord  &  Burnham  Co.,  Royal 
Bank  Bldg.,  Toronto. 

B.  J.  Bennett  awarded  general  con- 
tract erecting  greenhouse  to  Lord  & 
Burnham  Co.,  Royal  Bank  Bldg.,  To- 
ronto. Cost,  $15,000. 


Fires 

Clairmont,  Alta. 

Fire  destroyed  garage  of  W.  C.  Moo- 
die,  Clairmont.    Loss,  $15,000. 

Craven,  Sask. 

Fire  destroyed  general  store  of  W.  R. 
Scoville;   loss,  $23,000.  Will  rebuild. 

Kemptville,  N.  S. 

Kemptville  Steam  Saw  Mill  Co.  plan 
to  rebuild  saw  mill  recently  destroyed  by 
fire. 

Millerton,  N.  S. 

Fire  destroyed  James  Robinson's 
lumber  mill.  Loss,  $100,000. 

Montreal,  Que. 

Fire  destroyed  warehouse  of  Mel- 
drum  Bros.,  32  Wellington  St.;  loss,  $10,- 
000.  Will  rebuild  shortly. 


Paper-Wrapped  Garbage  Makes  Trouble 

Attempts  to  dispose  of  paper-wrapped 
garbage  at  Minneapolis,  Minn.,  by  feed- 
ing to  hogs  have  given  so  much  trouble 
that  the  contractor  has  been  forced  to 
change  the  site  of  his  hog-feeding  ranch. 
For  years  past  the  garbage  of  Minne- 
apolis    has     been     burned.     The  local 
health  department  had  taken  great  pains 
to  educate  the  people  to  wrap  their  gar- 
bage in  paper  before  putting  it  in  the 
collection   can,  this  having  been  urged 
by   the  department  on   the  grounds  of 
sanitation.    When  the  contract  was  let 
for  feeding  the  garbage  to  hogs  it  was 
considered  undesirable  to  tell  the  peo- 
ple to  stop  wrapping  the  garbage  in  pa- 
per and  it  was  supposed  that  the  gar- 
bage could  be  handled  at  the  hog-feed- 
ing ranch  without  serious  trouble  even 
if  it  were  wrapped  in  paper.    The  feed- 
ing company  has  estimated  that  half  the 
weight  of  the  material  it  receives  is  pa- 
per.   It  has  found  it  difficult  to  dispose 
of  the  paper  by  any  means  attempted. 
When  the  paper  has  been  burned  in  the 
open  air  it  has  created  a  smoke  that  has 
settled  over  large  areas  of  the  surround- 
ing country  and  given  rise  to  many  com- 
plaints   from    the    inhabitants.  Suits 
brought  against  the  feeding  company  on 
account  of  the  nuisance  incident  to  its 
plant  have  led  the  company  to  agree  to 
discontinue  the  feeding    of   garbage  at 
this  place  on  May  1  of  this  year.  The 
contract  will     still     have     nine  or  ten 
months  to  run  and  the  company  is  look- 
ing for  a  new  site.    It  is  reported  that 
the  company  will  not  attempt  to  secure 
a  renewal  of  the  contract  at  its  expira- 
tion.   The  contract  is  held  by  the  Reser- 
voir   Heights   Stock  Ranch   Co.  which 
pays  $1.26  a  ton  for  the  city's  garbage. 


Cement  Plaster  on  Gypsum 

Researches  have  recently  been  carried 
on  by  the  U.  S.  Bureau  of  Standards, 
looking  into  the  subject  of  the  adher- 
ence of  cement  plaster  to  gypsum.  The 
findings  are  reported  as  follows: 

There  seems  to  be  no  detrimental  re- 
action between  the  two  materials;  the 
tensile  strength  of  the  mixture  of  gyp- 
sum and  cement  is  very  nearly  equal  to 
their  combined  tensile  strengths  depend- 
ent upon  the  proportions  of  the  two  in- 
gredients used. 

The  suction  of  the  surface  to  which 
the  plaster  is  applied  is  an  extremely 
important  factor;  for  example,  if  gypsum 
plaster  is  applied  to  a  dry  concrete  sur- 
face, the  suction  of  the  concrete  will 
take  so  much  water  out  of  the  gypsum 
that  it  will  prevent  its  proper  hardening. 

The  expansion  of  neat  cement,  when 
wet,  is  of  an  entirely  different  order 
from  the  expansion  of  neat  gypsum, 
and  a  bond  between  the  two  materials 
can  lie  permanently  maintained  only 
when  enough  sand  is  added  to  both 
materials  to  reduce  the  same  for  both. 


Mortar  Tamping  Reduces  Powder  Cost 

A  mortar  composed  of  quick  setting 
cement,  plaster  of  paris  and  screenings, 
is  advocated  for  tamping  blast  holes,  by 
O.  P.  Chamberlain,  general  manager, 
Dolese  &  Shepard  Co,  Chicago.  The 
mortar  plug  is  located  above  the  dyna- 
mite charge  exactly  as  is  the  ordinary 
tamping  of  screenings  or  sand.  Its  use. 
it  is  stated,  will  reduce  the  amount  of 
dynamite  required  fully  25  per  cent., 
presumably  by  making  a  tighter  hole. 


Tenders  and  For  Sale  Department 


Tenders  for 
Concrete  Bridge 


Sealed  tenders,  marked  as  to  contents,  will  be 
received  by  Geo.  Elliot,  Clerk  of  the  Township 
of  Winchester,  Chesterville,  Ont.,  up  to  noon 
on  Monday,  July  6th,  1920,  for  the  construction 
of  a  reinforced  concrete  beam  bridge,  35  foot 
span,  over  the  Hess  Creek,  opposite  lot  6  and 
between  concessions  1  and  2  of  the  Township  of 
Winchester. 

Plans,  specifications  and  form  of  tender  may 
be  seen  at  the  office  of  the  undersigned. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

F.  M.  EAGLESON, 

Civil  Engineer, 
25-26  Winchester,  Ont. 


Tenders  Wanted 


Sealed  tenders,  addressed  to  the  Architect,  en- 
dorsed "Tender  for  East  Ward  School,  Pem- 
broke," will  be  received  until  noon,  Monday, 
July  19th,  1920,  for  the  erection  of  an  eight- 
roomed  school  (reinforced  concrete  construction). 

Plans  and  specifications  may  be  seen  after 
July  5th  at  the  office  of  W.  C.  Keighley,  Archi- 
tect, Grand  Trunk  Building,  Pembroke,  Ontario, 
or  plans  and  specifications  may  be  obtained 
after  July  5th  by  depositing  with  the  Architect 
a  certified  cheque  for  $25.00,  which  will  be  re- 
funded upon  return  of  the  plans  and  specifica- 
tions and  the  receipt  of  a  bona  fide  tender. 

A  Guarantee  Company's  Bond  for  ten-  per 
cent,  of  the  amount  of  the  tender  will  be  re- 
quired when  contract  is  signed. 

The  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

ALEX.  MORRIS, 
Chairman,  Board  of  Education, 
26-27  Town  of  Pembroke,  Ont. 


Vancouver  Harbour  Commissioners 

New  Pier  Works  at 
Burrard  Inlet 

CONTRACT  No.  2 


Sealed  tenders,  addressed  to  the  undersigned, 
and  endorsed  "Tenders  for  the  Construction  of 
Reinforced  Concrete  Pier  and  Transit  Sheds,"  will 
be  received  at  this  office  until  12  o'clock  noon, 
August  7th,  1920,  for  the  Construction  of  Re- 
inforced Concrete  Pier  and  Transit  Sheds  for 
the  Harbour  Commissioners,  to  be  known  as 
"Ballantyne  Pier,"  at  Burrard  Inlet,  Vancouver, 
B.  C. 

Plans  and  specifications  can  be  seen  and  form 
of  tenders  obtained  at  the  office  of  the  Harbour 
Commissioners,  712  Pender  St.  W.,  Vancouver. 
B.C.,  or  at  the  office  of  A.  D.  Swan,  M.  Inst  C. 
E.,  Consulting  Engineer  to  the  Commissioners, 
10   Phillips   Place,   Montreal,  P.Q. 

Tenders  will  not  be  considered  unless  made  on 
the  forms  supplied  by  the  Commissioners  and 
in  accordance  with  the  conditions  set  forth 
therein. 

Kach  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered  bank,  payable  to 
the  order  of  the  Harbour  Commissioners,  for  the 
sum  of  One  Hundred  Thousand  Hollars  ($100,- 
000). 

Copies  of  plans  can  be  obtained  on  applica- 
tion to  the  Harbour  Commissioners  or  the  Con- 
sulting Engineer  on  payment  of  the  sum  of  $50, 
which  will  be  returned  when  the  plans  arc  re- 
turned. Or,  if  contractors  desire  further  copies, 
they  can  have  same  on  payment  to  the  Engineer 
of  $50  per  folio,  which  will  not  be  returned. 

The  Harbour  Commissioner*  do  not  bind  them- 
selves to  accept  the  lowest  or  any  tender. 

By  order, 

W.  D.  HARVIE,  Secretary. 
Vancouver   Harbour  Commissioners, 
Vancouve-,  B.C.,  June  10th,  1920.  25-27 


RATES 

20  cents  per  Agate  line  -  14  lines  to  the  inch-  = 
Advertisements  for  this  Section  must  be  re-  = 
ceived  not  later  than  noon  on  Tuesday  to  en-  = 
sure  insertion  in  Wednesday's  issue. 


IK 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  separate  sealed  tenders,  marked 
"Tender  for  Contract  No.  115,"  will  be  received 
by  the  undersigned  until  twelve  o'clock  noon  on 
Friday,  July  16th,  1920,  for  earthwork  and  other 
necessary  work  on  the  Provincial  Highway  in  the 
Townships  of  Hope  and  Haldimand,  approxi- 
mately three-quarters  of  a  mile  east  of  the  Town 
of  Port  Hope. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Friday,  June  25th,  1920, 
at  the  office  of  the  Resident  Engineer,  Port 
Hope,  and  at  the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

W.  A.  McLEAN, 
Deputy  Minister  of  Highways. 


Department  of  Public  Highways, 
Toronto,  June  23rd,  1920. 
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Tenders 


TOWN  OF  GRAVELBOURG 

SASKATCHEWAN 


Sealed  tenders,  endorsed  on  the  envelope 
"Tenders  for  (Tender  bid)"  for  all  or  any  part 
of  the  following  work,  and  addressed  to  Georges 
Hebert,  Town  Clerk  of  the  Town  of  Gravel- 
bourg,  Saskatchewan,  will  be  received  up  to  6 
p.m.,  July  5th,  1920,  for:— 

(A)  Supply  of  materials. 

(B)  Construction  of: — ■ 

(1)  Excavating,  laying  and  backfilling  thereon 
of  approximately  10,200  lineal  feet  of  vitrified 
Sewer  Pipe,  sizes,  10,  8,  6  and  4  inch. 

(2)  Excavating,  laying  and  backfilling  there- 
on of  approximately  9,400  lineal  feet  of  C.  I. 
Water  Mains,  sizes  S,  6  and  4  inch,  7,000  lineal 
feet  of  which  is  laid  in  same  trench  as  sewer. 

(3)  Construction  of  Sewage  Disposal  Works. 

(4)  Construction  of  Waterworks,  including 
well  drilling. 

Marked  cheque  for  five  per  cent.  (5%)  of  the 
amount  of  the  bid  must  accompany  each-  tender. 

Complete  sets  of  plans  and  specifications  may 
be  seen  at  the  Builders'  Exchange,  Regina, 
Moose  Jaw  and  Winnipeg,  or  at  the  office  of  the 
Town  Clerk  of  Gravelbourg. 

The  right  It  reject  any  or  all  tenders  or  waive 
any  defects  or  irregularities  therein  is  to  be  at 
the  discretion  of  the  Mayor  and  Councillors  of 
the  Town  of  Gravelbourg. 

GEORGES   HEBERT,  Town  Clerk, 

Gravelbourg,  Sask. 

JOHN  MARSHALL, 
26  Resident  Engineer. 


\TOWNSHIP  OF  YORK 


Construction  of 
Watermains 


Sealed  tenders,  plainly  marked  as  to  contents, 
will  be  received  by  the  undersigned  Engineer  for 
the  Municipal  Corporation  of  the  Township  of 
York,  up  to  12  o'clock  noon  of 'Monday,  July 
5th,  1920,  for  the  construction  of  12-inch  water- 
mains  in  the  following  streets  in  the  Township 
of  York : 

1.  Kilbarry,   Russell   Hill   and   Coulson  Ave., 

3190  ft. 

2.  Bloor  Street  and  Mossom  Road,  1150  ft. 

Plans  and  specifications  and  all  necessary  in- 
formation may  be  obtained  at  the  office  of  the 
Engineer,  Frank  Barber,  40  Jarvis  Street,  Toron- 
to. 

The  lowest  of  any  tender  will  not  necessarily 

be  accepted. 

FRANK  BARBER, 

Township  Engineer. 
Toronto,  June  24,  1920.  26 


TOWN  OF  BURLINGTON 
PROVINCE  OF  ONTARIO 


Notice  to  Contractors 


Sealed  tenders,  addressed  to  the  Town  Clerk, 
will  be  received  by  the  Council  of  the  Town  of 
Burlington,  until  6  p.m.  on  Tuesday,  July  6th, 
1920,  for  approximately  one-half  mile  of  sanitary 
sewer  construction.  Also  3800  lineal  feet  of  pave- 
ment, 24  feet  wide,  on  broken  stone  base  with 
concrete  curbs. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  Town  Clerk,  Burlington,  or  at  t.ie 
Engineers'  Office,  Toronto. 

No  tender  necessarily  accepted. 

E.  H.  CLEAVER,  Esq.,  Mayor. 

J.  S.  ALLEN,  Esq.,  Town  Clerk. 

W.  BRIDGMAN,  Esq., 

Chairman,  Sewer  Committee. 
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CHIPMAN   &  POWER,  Engineers. 


Sealed  tenders,  addressed  to  the  undersigned, 
and  endorsed  "Tender  for  Addition  to  Printing 
Bureau,  Ottawa,  Ont.",  will  be  received  until 
12  o'clock  noon,  Tuesday,  July  13,  1920,  for 
the  construction  of  alterations  and  additions  over 
the  boiler  room  of  the  Printing  Bureau,  Ottawa, 
Ont. 

Plans  and  Specifications  can  be  seen  and  forms 
of  tender  obtained  at  the  offices  of  the  Chief 
Architect,  Department  of  Public  Works,  Otta- 
wa, the  Overseer  of  Dominion  Buildings,  Central 
Post  Office,  Montreal,  P.Q.,  and  the  Builders' 
Exchange,  Montreal. 

Tenders  will  not  be  considered  unless  made 
on  the  forms  supplied  by  the  Department  and  in 
accordance  with  the  conditions  set  forth  therein. 

Each  tender  must  be  accompanied  by  an  ac- 
cepted cheque  on  a  chartered,  bank  payable  to 
the  order  of  the  Minister  of  Public  Works,  equal 
to  10  per  cent,  of  the  amount  of  the  tender. 
War  Loan  Bonds  of  the  Dominion  will  also  be 
accepted  as  security,  or  war  bonds  and  cheques 
if  required  to  make  up  an  odd  amount. 

By  order, 

R.  C.  DESROCHERS, 

Secretary. 

Department  of   Public  Works, 

Ottawa,  June  21,  1920.  25-20. 


June  30,  1920 


Concrete  Road  and  Bridge 


Sealed  tenders  will  be  received  by  Mr.  J.  R. 
McNeillie,  County  Clerk,  Lindsay,  up  to  11  a.m. 
on  Friday,  July  2nd,  for  the  construction  of  a 
concrete  road  and  sidewalk  400  ft.  long  in  the 
village  of  Coboconk,  and  also  for  the  construc- 
tion of  a  concrete  bridge  at  Victoria  Road  for 
the  County  of  Victoria. 

For  plans  and  specifications  apply  to  Mr. 
McNeillie,  or  the  engineer,  A.  W.  Connor,  34  Vic- 
toria St.,  Toronto.  -26 


Meters  and  Pumping 
Plant 


Estimates  for  meters  and  two  pumping  units 
will  be  received  by  the  undersigned  until  noon 
on 

TUESDAY,  JULY  6,  1920. 

Specifications  and  all  information  may  be  ob- 
tained on  application  to  the  City  Engineer's 
Office,  City   Hall,  Halifax,  N.S. 

F.   \V.   W.  DOANE, 
26  City  Engineer. 


Culvert  Tenders 


Sealed  tenders,  marked  "Tender  for  Culverts," 
will  be  received  by  the  undersigned  till  noon, 
Thursday,  July  8th,  1920,  for  the  construction 
of  reinforced  concrete  on  the  following  sections 
of  County  Road  ; 

P.C.  H.   No.  85,   Laggan   to  McCrimmon. 

Alexandria  to  rear  of  Con.  5,  Lancaster. 
Road  No.  19,  Village  of  Williamstown. 

McLennan  Creek,  Lot  21,  Charlottenburg. 
P.C.H.  No.  84,  Rear  Con.  4  to  rear  of  Con. 

8,  Cornwall  Tp. 
P.C.H.  No.  101,  Chesterville  to  Maple  Ridge 
Road    No.    2,    Dixon's    Corners    to  Baldwin's 

Bridge. 
Road  No.  11,  Aultsville. 

Steel  supplied  by  County  at  Finch,  Green  Val- 
ley,  and  Winchester. 

A  cash  deposit  equal  to  five  per  cent.  (5%)  of 
estimated  cost  to  accompany  each  tender. 

Full  information  may  be  obtained  at  the  office 
of  the  undersigned. 

Lowest  or  any  tender  not  necessarily  accepted. 

J.  G.  CAMERON, 

County  Engineer. 

County  Buildings, 

Cornwall,  Ont.,  June  23rd,  1920.  26 


Canadian  National  Railways 

Eastern  Lines 
QUEBEC  DISTRICT 

Sealed  tenders,  addressed  to  the  undersigned, 
and  endorsed  "Tender  for  Concrete  Structures, 
Quebec  District,"  will  be  received  at  this  office 
until  twelve  o'clock  noon,  Saturday,  July  3rd,  for 
the  construction  of  eight  structures  on  the  Que 
bee  District. 

Drawings,  specifications  and  form  of  contract 
may  be  seen  and  form  of  tender  obtained  at 
Division  Engineer's  office,  C.  N.  Tunnel  Term 
inal  Station,  Montreal,  and  at  District  Engineer's 
office,    Champlain    Market    Building,  Quebec. 

Tenders  will  not  be  considered  unless  made  on 
the  form  supplied  by  the  Railway  Company  and 
accompanied  by  an  accepted  cheque  on  a 
chartered  bank  for  the  sum  of  Thirty-five  Hun- 
dred Dollars  ($3500.00),  payable  to  the  order  of 
the  Treasurer  of  the  Canadian  National  Railways. 

Note. — Blue  print  copies  of  the  drawings  may 
be  obtained  at  the  above  offices  by  depositing  an 
accepted  bank  cheque  for  the  sum  of  Ten  Dol- 
lars ($10.00),  payable  to  the  Treasurer  of  the 
Canadian  National  Railways,  the  said  cheque  be- 
ing returned  if  the  intending  tenderer  submits  a 
regular  tender. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

F.  P.  BRADY,  General  Manager, 
.  Can.  Nat.  Rys. 

Bank  of  Toronto  Building, 
26  Montreal,  Que. 


THE  CONTRACT  RECORD 


Notice  to  Contractors 


Pursuant  to  the  requirements  of  the  Canada 
Highways  Act,  separate  sealed  tenders,  marked 
"Tender  for  Contract  No.  114."  will  be  received 
by  the  undersigned  until  twelve  o'clock  noon  on 
Friday,  July  23rd,  1920,  for  the  construction  of 
concrete  pavement  on  the  Provincial  Highway 
in  the  Township  of  Guelph,  between  Guelph  City 
limits  and  the  Stone  Road,  a  distance  of  approxi- 
mately 37(10  feet. 

Plans,  specifications  and  forms  of  tender  may 
be  seen  on  and  after  Friday,  July  2nd,  1920,  at 
the  office  of  the  City  Engineer,  Guelph,  and  at 
the  office  of  the  undersigned. 

A  marked  cheque  for  $500,  payable  to  the 
Minister  of  Public  Works  and  Highways,  On- 
tario, must  accompany  each  tender. 

A  Guaranty  Company's  bond  for  ten  per  cent, 
of  the  amount  of  the  tender  will  be  required 
when  contract  is  signed. 

The  lowest  or  any  tender  not  necessarily  ac- 
cepted. 

W.  A.  McLEAN, 
Deputy   Minister  of  Highways 
Department  of   Public  Highways, 

Toronto,  June  23rd,  1920.  26 


Tenders  for 
Highway  Construction 


Sealed  Tenders  will  be  received  at  the  office  of 
the  Provincial  Highways  Board,  Province  of 
Nova  Scotia,  Halifax,  N.S.,  up  to  noon,  Thurs- 
day, July  15,  1920,  for  the  construction  of  the 
following  roads: 

AM H ERST-NEW'   BRUNSWICK  Boundary 
Line. — -.98  miles  of  gravel  Macadam. 

OXFORD-WENTWORTH— 5    miles    of  gravel 
Macadam. 

Plans  and  specifications  for  these  two  roads 
can  be  seen  at  the  office  of  the  Chief  Engineer, 
Halifax,  and  of  the  Division  Engineer,  F.  A. 
Crawley,  Oxford,  N.S.,  on  and  after  July  7th, 
1920, 

DARTMOUTH  TOWN  LINE-IMPEROYAL. — 
2  miles  of  Bituminous  Macadam. 
Plans  and  specifications  for  this  road   can  be 
seen  at  the  office  of  the  Chief  Engineer  on  and 
after  July  7th,  1920. 

GUYSBOROUGH-CANSO.— 4  miles    of  gravel 
Macadam. 

Plans  and  specifications  can  be  seen  at  the 
office  of  the  Chief  Engineer,  Halifax,  and  of  the 
Division  Engineer,  R.  J.  Bethune,  Antigonish, 
N.S.,  on  and  after  July  7th,  1920. 

Each  tender  for  the  work  must  be  accompanied 
by  an  accepted  cheque  equal  to  ten  per  cent. 
(10  p.c.)  of  the  amount  of  the  tender.  See  Par- 
agraph 14,  General  Conditions  of  Contract.  No 
interest  will  be  paid  on  this  deposit  while  it  is 
held  by  the  Board.  Should  the  bidder  to  whom 
the  contract  is  awarded  refuse  to  enter  into  a 
contract  with  the  Highways  Board  within  five 
(5)  days  after  the  notice  of  such  award,  the 
amount  of  such  cheque  may  be  forfeited  to  the 
Highways  Board. 

No  contract  will  be  awarded  to  any  party  or 
parties  who  cannot  show  a  reasonable  experi- 
ence, acquaintance  with,  and  preparation  for,  the 
proper  performance  of  the  class  of  work  for 
which  tenders  are  submitted.  If  required,  each 
bidder  must  file  evidence  of  his  ability  to  execute 
the  work  to  be  contracted  for  to  the  satisfaction 
of  the  Board,  and  furnish  a  Guarantee  Com- 
pany's Bond  to  the  amount  of  twenty-five  per 
cent.   (25  p.c.)  of  the  tender. 

The  lowest  or  any  tender  will  not  necessarily 
be  accepted. 

J.  W.  ROLAND,  Chief  Engineer, 

Provincial  Highways  Board. 
Dated  June  24,  1920. 

Halifax,  N.S.  26-27 


CONTRACTOR'S  ACCOUNTANT  open  for 
engagement.  20  years'  experience  in  contract- 
ing, general  office  work  and  cost  department — 
also  paymaster.  Box  275,  Contract  Record,  To- 
ronto. 24-27 


"3 


York  County  Industrial  Home 
Heating 


Sealed  and  marked  tenders  will  be  received 
by  the  Engineers,  till  noon,  Saturday,  July  10th, 
1920,  for  the  installation  of  a  hot  water  heating 
or  low  pressure  steam  heating  system,  for  the 
County  of  York  Industrial  Home  at  Newmarket, 
Ontario. 

Plans  and  specifications  may  be  seen  at  the 
office  of  the  Engineers. 

T.    J.    SPALDING,  Inspector. 

W.  ANDERSON, 

D.   H.   RUSNELL,  Commissioners. 

THE   E.   A.   JAMES   CO.,  LIMITED, 
26  36  Toronto  St.,  Toronto. 


Tenders  Wanted 


Ottawa  Civic  Hospital 


Sealed  tenders,  marked  "Tender  for  Hospital 
Foundation,"  will  be  received  by  the  undersigned 
up  till  3  o'clock  p.m.,  of  Thursday,  the  16th  day 
of  July,  1920,  for  the  excavation,  foundation 
work  and  waterproofing  for  Ottawa  Civic  Hos 
pital.  Tenders  to  be  upon  forms  furnished  by 
the  architects. 

An  accepted  bank  cheque,  made  payable  to 
the  order  of  the  City  Treasurer,  Ottawa,  for  5% 
of  the  tender  price  shall  accompany  the  tender. 
On  the  awarding  of  the  contract  the  cheques  of 
the  unsuccessful  tenderers  will  be  returned ;  that 
of  the  successful  tenderer  to  be  retained  until 
completion  of  the  contract. 

On  and  after  the  1st  of  July  drawings  and 
specifications  may  be  seen  and  tender  forms  ob- 
tained at  the  office  of  the  Architects,  Stevens 
&  Lee,  62  Charles  Street  East,  Toronto,  or  at 
the  office  of  J.  A.  Ewart,  Jackson  Building, 
Ottawa. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

NORMAN  H.  H.  LETT, 

City  Clerk. 

City  Hall,  Ottawa.  26-27 


CIVIL    AND    MECHANICAL  ENGINEER 

desires  position  with  firm  of  Engineers  or  Con- 
tractors as  estimator  or  engineer.  Varied  ex- 
perience in  all  classes  of  construction  work,  es- 
pecially pulp  and  paper  mills  and  equipment. 
At  present  chief  draftsman  for  a  prominent  Pulp 
&  Paper  Co.  Apply  Box  267,  Contract  Record, 
Toronto.  23-27 


WANTED — Engineer  for  the  City  of  Brant- 
ford,  with  Municipal  experience.  Must  be  thor- 
oughly qualified  and  in  possession  of  P.  L.  S. 
Certificate.  Population  of  Brantford  33,000. 
State  salary  expected. 

Applications  to  be  addressed  to  the  Chairman 
of  the  Board  of  Works,  in  care  of  H.  F.  Leon- 
ard, City  Clerk,  Brantford.  24-26 


FOR  SALE 
One  American  Diamond  Rock  Drill 

Core  1-5/16,  capacity  800  feet.  Complete,  steam 

driven.     Used  only  about  two  weeks,  in  perfect 

order.     Price  $2,500.     Address,  L.  Lemoiue,  524 

Park  Lafontaine,   Montreal.  26 


For  Sale 

One  Thew  Revolving  Shovel,  1  yd.  dipper. 
One  40-C  Bucyrus  Shovel.  Two  16-ton  36" 
gauge  dinkeys.  Eighteen  4-yd.  36"  gauge  Dump 
Cars.  One  No.  4  "Champion"  Crusher.  Two 
"Beatty"  8  x  12  Three-drum  hoisting  Engines 
with  swingers.  Apply :  Eastern  Equipment 
Company,  Ltd.,  211  McGill  Street,  Montreal. 

26-27 
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CITY  OF  KITCHENER 


Wanted  Tenders 


Sealed  tenders,  addressed  to  A.  H.  Millar,  City 
Clerk,  Kitchener,  Ont.,  will  be  received  until 
noon,  July  15,  1920,  for  the  construction  of  the 
East  Ward  Storm  Drain  and  Branches,  also  170(1 
feet  of  Sanitary  Sewers  and  Sub  soil  Drains. 

Drawings,  specifications,  conditions  of  contract 
may  be  seen  and  form  of  tender  obtained  on  ap- 
plication to  the  City  Engineer's  office. 

B.  G.  MICHEL, 
26-27  City  Engineer. 


Concrete  Road  and  Bridges 

Sealed  tenders  will  be  received  by  Mr.  J.  R. 
McNeillie,  County  Clerk,  Grimsby,  up  to  11  a.m. 
on  Friday,  July  2nd,  for  the  construction  of  the 
following  work  for  the  County  of  Victoria: 

(a)  16  ft.  concrete  road,  sidewalk  and  hand 
rail  400  ft.  long  in  the  village  of  Coboconk. 

(b)  25  ft.  concrete  bridge  in  the  village  of 
Victoria  Road. 

(c)  22  ft.  Rickett's  Bridge  on  the  town  line  of 
Fenelon  and  Ops. 

(d)  20  ft.  Kinnear  Bridge  on  the  townline  of 
Eldon   and  Fenelon. 

(e)  16  ft.  West  Cross  Creek  Bridge  in  the 
township-    of  Ops. 

For  plans  and  specifications  apply  to  Mr.  Mc- 
Neillie, or  the  engineer,  A.  W.  Connor,  34  Vic- 
toria St.,  Toronto.  26 


CH APLE AU 


Notice  to  Contractors 


Sealed  tenders  will  be  received  by  the  Muni- 
cipal Clerk  until  8  p.m.  on 

Wednesday,  July  14th,  1920 

for  the  construction  of  approximately — 

70,000  square  feet  of  Concrete  Sidewalks  in 
the  Town  of  Chapleau. 

Plans,  profiles  anil  specifications  at  the  Town 
Hall,  Chapleau,  and  at  Engineer's  Office,  Mail 
Building,  Toronto. 

The  lowest  or  any  tender  not  necessarily 
accepted. 

MAX  BRUNETTE,  Esq.,  Reeve. 
S.   S.  LEIGHTON,  Esq.,  Clerk. 
20  CHIPMAN  &  POWER,  Engineers. 

25-20 


TOWN  OF  NEW  TORONTO 


Tenders  for  School 


Sealed  tenders,  addressed  to  E.  G.  Appleton, 
8th  Street,  New  Toronto,  will  be  received  by  the 
School  Board  of  New  Toronto,  on  or  before  the 
12th  of  July,  1920. 

Tenders  to  be  for  General  Contracts  and  to  in- 
clude : 

(1;  Brick,  Mason  Work,  Carpentry,  Plaster- 
ing, Hoofing,  Painting  and  Glazing. 

CI)  Heating,  Ventilating,  Plumbing,  Electric 
Wiring  and  Tinsmithing. 

'!fi«^f!nn«    mnv    be  «p/»t> 


THE  CONTRACT  RECORD 


VAUGHAN  TOWNSHIP 

Tenders  for 
Concrete  Bridge 

Sealed  tenders,  plainly  marked  as  to  contents, 
will  be  received  by  J.  B.  McLean,  Clerk  and 
Treasurer,  Vaughn  Township,  Maple,  Ont.,  up 
to  12  o'clock  noon  of  Saturday,  July  3rd,  1920: — 

For  the  construction  of  a  Reinforced  Concrete 
Arch  Bridge  at  Lot  22,  Concession  VII.,  Town- 
ship of  Vaughan,  about  one  mile  south  of  Purple- 
ville,  over  a  branch  of  the  Humber  River,  known 
as  Kerr  Bridge. 

Plans  and  specifications  may  be  seen  at  the 
office  of  J.  B.  McLean,  Maple,  Ont.,  or  at  the 
office  of  the  undersigned,  40  Jarvis  Street,  Tor- 
onto. 

The  lowest  or  any  tender  will  not  necessar- 
ily be  accepted. 

FRANK  BARBER, 

Township  Engineer. 
Toronto,  June  18th,  1920.  26 


CITY  OF  SARNIA 


Contractors  are  invited  to  submit  tenders,  to 
supply  any  of  the  materials  or  to  do  any  of  the 
work  described  in  the  specifications  and  plans 
for  the   following  contracts: — 

Contract  "A" — Supply  of  cast  iron  pipe  and  spe- 
cials. 

Contract  "B" — Supply  of  gate  valves. 

Contract  "C" — Supply  of  special  cast  iron  flanges. 

Contract  "E" — Laying  about  7100  feet  of  24  in. 
cast  iron   water  main. 

Contract  "F" — Laying  about  4950  feet  of  24  in. 
and  700  feet  of  18  in.  cast  iron  water  main. 

Contract  "G" — The  supply  and  erection  of  two 
300  h.p.  induction  motors. 

Contract  "H" — The  supply  and  erection  of  coal- 
handling  equipment. 

Contract  "J" — -Building  a  new  roof  on.  Point  Ed- 
ward pump  house. 
Tenders  will  be  received  until  12  o'clock  noon 

on   Monday.  July  19th. 

Plans  and   specifications  may   be   obtained  by 

bona-fide  contractors  from  the  Engineers. 

For  further  particulars  apply  to  any  of  the  un- 
dermentioned. 

J.  D.  STEWART,  Esq.,  City  Clerk, 

Sarnia,  Ont. 

HERBERT  SANDERS, 

Chairman    Waterworks  Committee. 
Sarnia,  Ont. 

F.   W.   THOROLD   CO:,  LTD., 

Consulting  Engineers, 
167   Avenue   Road,  Toronto. 
Phone  North  2582.  26-27 


EQUIPMENT 
FOR  SALE 


1—  Marion  Model  20  \     yd.  dipper 
railroad  Steam  Shovel. 

20 — 3  yd.  Two  Way  Dump  Cars,  3 
ft.  gauge. 

2 —  Davenport  9  x  14  Saddle  Tank 
Locomotives,  36  in.  gauge. 

70    Ton  of  56  lb.  Rail. 
1 — Y\  yd.  Clam  Shell  Bucket. 

Beatty  make. 
1 — 9  x  12  3-Drum  Steam  Hoist  for 

Clam  Shell.  Swingers  attached. 
1 — Small  Gasoline  Engine. 
1 — Large     Ten     Foot  Diameter 

Wooden  Water  Tank. 

The  above  can  be  inspected 
at  Ottawa,  Ont. 

OLEARY  BROTHERS 

OTTAWA 

25 


June  30,  1920 

For  Sale 

Hydro-Electric  Elevator  Machinery,  compris- 
ing one  10  H.P.  Motor,  Triplex  Pumps,  "Mason" 
Regulator  and  pilot  valve,  hydraulic  pressure 
and  open  tanks,  cylinder  and  piston,  3  in.  pip- 
ing and  gate  -  valves,  sheaves  and  cables;  the 
whole  complete  with  accessories.  Now  in  use 
and  capable  of  developing  a  pressure  of  90  lbs. 
Apply:— 

ESTATE  WILSON, 

43  Place  d'Armes  Hill, 
26-t.f.  Montreal,  Que. 


A  Service  to  the  Profession 


Every  man  wishing  to  tender  must  first  see  the 
plans  and  specifications. 

If  the  plans  are  in  Montreal  and  he  is  in 
Vancouver  the  inspection  is  a  problem.  We, 
however,  with  your  assistance,  are  able  to  solve 
it.  Place  them  on  file  at  any  or  all  of  the  offices 
of  the  "Contract  Record"  throughout  the  Do- 
minion. 

Contractors,  engineers  and  allied  manufactur- 
ers read  the  "Contract  Record,"  for  it  is  the 
only  logical  publicity  medium  for  the  announce- 
ment of  Tenders  Wanted. 

Send  us  your  .plans.  They  will  receive  the  best 
of  care. 

A  room  is  reserved  in  each  of  our  offices  ior 
the  examination  of  your  plans  by  possible  bid- 
ders. 

Contract   Record   &    Engineering  Review: 

TORONTO— 349  Adelaide  Street  West. 
MONTREAL — 119  Board  of  Trade  Building. 
WINNIPEG— Electric   Railway  Chambers. 
VANCOUVER— Winch  Building.  25-28 


Late  News 

Agate,  Ont. 

Foundation  Co ,  224  St.  James  St., 
Montreal,  are  engineers  and  general  con- 
tractors for  Continental  Bag  &  Paper 
Co.,  166  McGill  St.,  Montreal,  on  erec- 
tion of  mill  and  camp  costing  $50,000. 
Bangor,  Sask. 

Bank  of  Montreal  contemplates  erec- 
tion of  branch  bank  here.    Local  man- 
ager, E.  H.  Carey,  Waldron,  Sask. 
Bremner,  Alta. 

E.  W.  Morehouse,  architect,  11153  64th 
St.,  Edmonton,  will  receive  tenders  until 
July  3rd  for  erection  of  school  costing 
$11,000  for' East  Clover  Bar  School  Dis- 
trict No.  1001. 
Calgary,  Alta. 

J.  Howard,  Dominion  Bank  Bldg.,  will 
erect  two  residences  costing  $12,000.  Ar- 
chitects, Burrell  &  Basevi,  Central  Bldg., 
Calgary. 

A.  M.  Jeffers,  architect,  202  McLeod 
Bldg.,  Edmonton,  is  preparing  plans  for 
telephone  exchange  to  be  erected  for 
Provincial  Govt.  Dept.  Telephones,  Ed- 
monton. 
Cayley,  Alta. 

Major  &  Stacy-Judd,    architects,  231 
Eighth  Ave.  W.,  Calgary,  have  prepared 
plans  for  erection  of  school  costing  $20,- 
000  for  Consolidated  School  District. 
Islington,  Ont. 

School  Board  awarded  general  con- 
tract erecting  school  costing  $50,000  to 
H.  Elgie,  56  Blythwood  Rd.,  Cooksville, 
Ont. 

Three  Rivers,  Que. 

Parish  Council  placed  general  contract 
constructing  road   costing  $90,000  with 
Phoenix  Construction  Co.,  manager,  O. 
Arcand,  C.E.,  476  Notre  Dame  St. 
Vancouver,  B.  C.  » 

Plans  will  be  prepared  for  erection  of 
factory  estimated   to  cost    $40,000  for 
Restmore  Manufacturing  Co.,  J.  A.  Bar- 
ber, manager,  Vancouver. 
Winnipeg,  Man. 

V.  C.  Maddock,  Huron  &  Erie  Bldg., 
contemplate  erection  of  7  residences 
costing  about  $3,000  each. 


June  30,  1920 


THE  CONTRACT  RECORD 


Si 


BOILERS 

OF  ALL  KINDS  FOR  ANY  SERVICE 

ENGINES 

AND 

TANKS 


Plant  of  The  John  Inglls  Company,  Limited 

WRITE  FOR  PRICES  AND  SPECIFICATIONS 


THE  JOHN  INGLIS  CO. 

LIMITED 

ENGINEERS  AND  BOILER  MAKERS 

14  STRACHAN  AVENUE  TORONTO,  CANADA 


Representatives  in  Eastern  Canada: 

JAS.  W.  PYKE  &  CO.,  Limited, 

232  St.  James  St.,  Montreal 


Ottawa  Representative: 

J.  W.  ANDERSON, 

7  Bank  St.  Chambers 
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Reinforcement  of  Manholes  in  Tanks 

Most  steel  structures  are  designed  to 
carry  stresses  due  to  assumed  loads, 
which  exceed  anything  they  will  ever 
have  to  carry  in  actual  practice,  but  a 
steel  tank  when  filled  is  subject  to  the 
full  stress  for  which  it  is  designed,  and 
therefore  has  no  factor  -of  safety  above 
that  shown  by  a  calculation  of  the 
stresses.  It  is  quite  customary  in  de- 
signing large  tanks  to  use  from  16,000 
to  20,000  lb.  per  sq.  in.  as  the  allowable 
unit  stress  in  tension  in  the  plates,  and 
the  tank  is  then  said  to  have  a  factor 
of  safety  of  3  to  because  the  ulti- 

mate strength  of  the  plates  is  that  many 
times  the  stress  to  which  they  are  sub- 
jected. The  actual  factor  of  safety  is 
really  much  less  than  the  above  figures, 
as  the  elastic  limit  of  steel  is  not  much 
more  than  one-half  the  ultimate  strength, 
and  if  steel  is  stressed  up  to  the  elastic 
limit  it  cannot  properly  be  said  to  have 
any  factor  of  safety. 

Large  tanks  are  now  usually  built  with 
double  butt  joints  in  the  lower  rings 
of  heavy  plates,  and  these  joints,  if  cor- 
rectly designed,  have  an  efficiency  of 
approximately  90  per  cent.  It  is  safe  to 
say  that  the  weakest  point  in  large  tanks 
as  they  are  generally  built  to-day  is  not 
at  the  joints  in  the  plates  but  at  the 
manhole,  which  is  almost  invariably  lo- 
cated in  the  lowest  ring  near  the  bot- 


THE  CANADIAN 

SURETY  CO. 
CONTRACT  BONDS 

Automobile,    Burglary,   Plate  Glass 
Insurance 
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Branch  Offices: 
Montreal  Toronto  Winnipeg 

Maximum  Service.     Minimum  Cost. 


torn,  at  the  point  of  greatest  stress. 
These  manholes  are  usually  20  in.  in 
diameter  and  built  in  the  form  of  a 
flanged  steel  nozzle  with  a  steel  plate 
cover  bolted  on. 

It  seems  like  wasted  effort  to  build  a 
tank  having  rings  5  ft.  wide  with  butt 
joints  having  90  per  cent,  efficiency  to 
splice  the  plates,  and  to  then  cut  a  20- 
in.  manhole  in  the  centre  of  the  plate, 
taking  out  one-third  of  the  metal  and 
reducing  the  efficiency  at  that  point  to 
66  2/3  per  cent.  It  is  true  that  the  man- 
hole nozzle  reinforces  the  opening' to  a 
certain  extent,  but  as  it  is  usually  made 
of  a  light  steel  plate,  rolled  into  a  circle 
and  sometimes  riveted,  sometimes  weld- 
ed together,  the  amount  by  which  it  re- 
inforces the  opening  is  not  enough  to 
compensate  for  the  metal  cut  out.  The 
obvious  remedy  is  to  put  a  rein'forcing 
plate  around  the  manhole  opening  hav- 
ing as  much  section  as  the  manhole 
cut  out,  and  attaching  it  to  the  shell 
plate  with  enough  rivets  to  develop  its 
full  strength. 

It  is  a  certain  fact  that  there  are  many 
'arge  tanks  in  use  to-day  which  have  2 
very  small  factor  of  safety  at  the  man- 
hole opening.  Occasionally,  as  at  Bos- 
ton, one  will  fail,  and  the  attention  of 
buyers  will  again  be  forcibly  called  to 
the  old  adage  that  no  chain  is  stronger 
than  its  weakest  link,  and  that  a  mere 
statement  of  the  plate  thicknesses  of 
which  a  tank  is  to  be  built  is  no  indi- 
cation of  the  real  value  of  the  structure. 


Brittleness  in  Sheet  Lead' 

Cases  of  brittleness  in  sheet  lead  have 
recently  been  studied  by  the  U.  S.  Bur- 
eau of  Standards.  Effects  of  corrosion 
sometimes  transform  sheet  lead  into  a 
brittle,  granular  condition,  which  has  of- 
ten been  supposed  to  be  chargeable  to 
allotropic  transformation  resulting  in 
something  analogous  to  the  well-known 
"gray  tin."  Metallographic  examination 
of  such  brittle  lead  by  Henry  S.  Raw- 
don,  now  has  shown  that  the  individual 
grains  of  the  brittle  lead  are  the  same 
as  those  of  ordinary  lead,  but  the  inter- 
crystalline  cohesion  of  the  grains  is  ab- 
normally low.  Corroding  agents  attack 
the  impurities  in  the  metal,  which  lodge 
chiefly  between  the  grains,  and  possibly 
also  attack  the  presumptive  "inter-crys- 
talline cement."  Specimens  of  excep- 
tionally pure  lead  (99.993  per  cent)  im- 
mersed for  24  days  in  a  neutral  solution 
of  lead  acetate  became  appreciably  em- 
brittled by  the  formation  of  minute  in- 
tercrystalline  fissures.  No  evidence  was 
found  that  there  is  an  allotropic  form  of 
lead  or  anything  similar  to    "gray  tin." 


All  California  Power  in  One  Big  System 

After  carrying  out  a  plan  recently 
agreed  upon  whereby  transmission  lines 
of  the  Pacific  Gas  and  Electric  Company 
and  the  San  Joaquin  Light,  and  Power 
Corporation  will  be  connected  at  New- 
man, Cal.,  there  will  be  united  in  a  sin- 
gle network,  power  lines  from  ninety- 
one  electrical  generating  stations.  This 
will  include  practically  all  important 
plants  in  the  State  of  California.  The 
total  installed  capacity  in  these  stations 
is  about  1,000,000  h.p.  Another  inter- 
connection expected  some  time  this  year 
will  tie  into  this  network  the  Truckee 
General  Electric  Co.  This  will  bring  in 
plants  in  the  central  region  of  California, 
east  of  the  Sierra  Nevada  range,  and 
Nevada  near  the  interstate  line. 


Air  Agitator  Speeds  Floe  Formation 

To  hasten  the  formation  of  a  "floe"  in 
the  sedimentation  basin  of  the  Bridge- 
ton  (N.J.)  water  filtration  plant  during 
floods  when  the  turbidity  is  high  and 
alkalinity  low,  compressed  air  is  intro- 
duced at  a  point  near  the  entrance  to 
the  basin.  The  air  is  distributed  from  a 
horizontal  perforated  pipe  extending 
across  the  basin  several  feet  below  the 
surface.  A  violent  agitation  is  obtained, 
which,  according  to  a  recent  issue  of  the 
New  Jersey  Public  Health  News,  satis- 
factorily coagulates  the  chemical  within 
the  first  15  ft.  of  the  115-ft.  travel  in 
the  basin,  thus  permitting  settling  with- 
in the  1  2/3  hr.  detention  period. 


Lincoln  Highway  in  New  Jersey 

In  a  recently  published  report  of  the 
chairman  of  the  New  Jersey  Highway 
Commission,  the  assertion  is  made  that 
the  Lincoln  Highway  should  receive  the 
greatest  consideration  by  the  Highway 
Commission  in  completion  and  mainten- 
ance, so  that  it  would  be  fitted  to  carry 
the  heavy  type  of  traffic  required  of  "the 
heaviest  traveled  road  in  America."  Ac- 
cording to  the  present  program,  by  the 
end  of  next  year  the  entire  54  miles  of 
the  Lincoln  Highway  in  New  Jersey 
will  be  paved.  During  the  present  sea- 
son the  total  amount  spent  by  state  and 
county  for  reconstruction  of  the  high- 
way is  $1,382,572. 


LONDON  &  LANCASHIRE 
GUARANTEE  &  ACCIDENT  CO. 

Head  Office:  TORONTO 
Branches   Montreal,  Winnipeg,  Vancouver 

Contract  and 
Maintenance  Bonds 

Administration, 
Succession  Duty  Bonds, 
also  Bonds  for  Special  Purposes 


Orders  You  Should 
Have  Had 

Jim  Hill  said  success  is  due 
to  "  facts  and  foresight." 
There  is  no  use  getting  news 
of  a  nice  fat  contract  after 
all  the  bids  are  in — but  yours. 
MacLean  gives  you  DAILY 
a  batch  of  live,  timely  re- 
ports on 

Building  and  Engineering 

contracts  that  will  result  in  a 
keener  sales  force,  more  orders, 
and  in  cutting  down  selling  ex- 
penses for  you.  We  are  serving 
hundreds  of  the  most  aggressive 
houses  year  after  year.  Why  not 
you? 

Write  for  full  information. 
MacLean  Daily  Reports,  Limited, 
845  Adelaide  St.  West,  Toronto 

MacLean 
REPORTS 


A  Profitable 
Contract 

THE  most  profitable  contract 
is,  in  nine  out  of  ten  cases, 
the  contract  that  is  carried 
out  rapidly  and  where  the  con- 
tractor has  such  good  credit  that 
he  can  pay  promptly  for  materials 
and  take  his  cash  discounts.  There 
is  no  need  to  borrow  money  or 
use  up  liquid  cash  in  making  cash 
security  deposits.  The  credit  of  a 
great  corporation  is  at  the  service 
of  our  contractors.  Bankers  re- 
cognize and  appreciate  the  value 
of  that  credit.  Contractors  are 
using  it  more  generally  from  day 
to  day. 

See  our  Agents   or   write   to  us 
for   particulars.  1 

UNITED  STATES  FIDELITY  AND 
GUARANTY  CO. 

Head  Office  for  Canada; 
36  Toronto   Street,  TORONTO. 
(Wc  have  an  Agency  in  your  town). 

Inirstfit  in  Canadian  and  Itrilish 
Securities  over  Two  Million  Dollars 
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MacKINNON  STEEL  TANKS 


We  make  steel  tanks  of  all  kinds  and  sizes  to  any  specification  desired.     They  are  made  to  give 
permanent  satisfaction  and  represent  thorough  workmanship  upon  correct  principles  of  construction. 

For  all  structural  steel  requirements  we  will  be  pleased  to  furnish  particulars  upon  request.  Our 
organization  and  facilities  for  steel  construction  are  at  your  disposal. 

Let  us  give  you  an  estimate. 

MacKINNON  STEEL  CO.  LIMITED 

Montreal  Office— 404  New  Birks  Building  SHERBROOKE,  QUE 


Build 
With 


Port  Credit  Brick 


Red  Pressed  and 
Wire  Cut  Brick 

Best  Service  and  a  Reliable 

Product 

WE  SPECIALIZE  ON  SEWER 
BRICK 

G.T.R.  or  C.P.R.  Shipping  Facilities 

McKinnon  Building 
Toronto,  Ontario 


One  of  Toronto's  Leading  Financial  Institu- 
tions in  the  construction  of  which  Port  Credit 
Wire  Cut  Brick  were  used. 
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BARRETT  PRODUCTS  are  the  final  result  of  exhaustive 
research  and  manufacturing  experience  that  covers  half 
a  century.  This  is  why  they  are  the  best — and  they  have  been 
proven  by  many  thousands  of  satisfied  users  in  Canada. 


Elastigum  Plastic  Patching  Cement 


Elastigum  is  composed  of  a  heavy  bituminous 
base,  combined  with  slow-drying,  waterproof  oils 
and  a  sufficient  proportion  of  mineral  fiber  to 
give  it  consistency  and  holding 
power. 

Elastigum  is  remarkably  tena- 
cious and  retains  its  toughness 
and  elasticity  over  long  periods, 
regardless  of  temperature  or 
weather  conditions,  expanding  and 
contracting    in    conformity  with 


any  surface  to  which  it  is  applied,  whether  metal, 
stone,  concrete,  wood  or  even  such  highly 
glazed  surfaces  as  glass,  glazed  brick  or  terra- 
cotta. Tt  is  known  as  the  "plastic  cement  of  a 
thousand  uses." 

No  heating  or  mixing  necessary.  Elastigum 
comes  to  you  all  ready  for  use,  in  the  following 
sized  packages:  1-lb.  tins  (cases  of  24  cans), 
5-lb.  packages  (12  to  the  case),  25-lb.  packages, 
100-lb.  packages,  y2  barrels  or  about  300  lbs., 
and  barrels  of  about  600  lbs. 


Everjet 
Industrial  Paints 


Railroads  and  manufac- 
turing companies  through- 
out the  Dominion  find 
constant  use  for  these 
"  Proven  Protective 
Paint  s."  Exceptionally 
durable     and  absolutely 

water-proof,  as  well  as  non-corrosive,  they  are  the 
most  popular  of  all  Barrett  products. 

Barrett  Industrial  Paints  include-  — 
Everjet  Boiler  Paint  Everjet  Bridge  Paint 

Everjet  Roof  Paint  Everjet  Pen-stock  Paint 

Everjet  Smoke-stack  Paint  Everjet  Machinery  Paint 
Put  up  in  1,  5,  and  10  gallon  cans,  half  barrels  and 
barrels.  Our  Service  Department,  composed  of 
experienced  chemists,  will  be  glad  to  help  you  solve 
your  paint  problems. 


Nox-Aer-Leek 
Boiler  Setting  Cement 

A  leaky  boiler-setting  is 
fatal  to  fuel  economy,  and 
every  brick  boiler  setting 
is  more  or  less  leaky. 

Barrett  Nox-Aer-Leek 
overcomes  this  condition. 
It  is  a  plastic  cement  of 
elastic  bitumen,  fused  with  non-drying  oils  and 
asbestos  fiber.  Applied  to  the  exterior  walls,  it  ren- 
ders boiler  settings  absolutely  air-tight  and  moist- 
ure-proof. 

You  will  find  it  sound  economy  to  use  Nox-Aer- 
Leek.  Its  small  cost  is  repaid  many  times  over  by 
the  saving  in  fuel  expense. 

Put  up  in  V2  barrels  (about  300  lbs.)  and  barrels 
(about  550  lbs.). 


If  your  dealer  cannot  »upply  you  with  these  "Proven  Products"  write  us  and  we  will. 


MONTREAL  TORONTO 
WINNIPEG  VANCOUVER 


The  |g^p^Company 


ST.  JOHN.  N.B.  HALIFAX,  N.S. 
SYDNEY,  N.S. 
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Electric  Cranes 


MADE  IN  CANADA 


Light  Electric  Electric  and  Hand 

Travelling  Crane. 

Electric  and  Air 
Hoists 

NORTHERN  CRANE  WORKS,  LTD. 

WALKER VILLE,  ONT. 


IDEAL 
Block-making  Equipment 

turns  out  building  units  of  the 
highest  type,  absolutely  true  to 
measurements,  and  therefore 
popular  with  the  man  who  lays 
them,  satisfactory  to  the  man 
who  buys  them,  and  profitable 
for  the  man  who  makes  them. 
Can  be  made  without  previous 
experience.  Write  for  full  par- 
ticulars to 

Ideal    Concrete  Machinery 

Company,  Limited 
Box  250,  Windsor,  Ontario 


Made  in  Canada 
Conduit 


Manufactured  by 

National  Conduit  Co.,  Limited 

Toronto 


Manufacturing  Plant  for  W.  Harris  Co. 
Ltd.,  Keating  St.,  Toronto.  4  storeys  and 
basement.  Reinforced  concrete  beam  and 
girder  construction.    Built  by 

ARCHIBALD  &  HOLMES 

LIMITED 

Engineers  and  Builders 

306   Continental  Life  Building; 

TORONTO         -  CANADA 
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I 


T  does  all  that  the  name  suggests. 


This  "Jaeger"  product  is  known  for  the  speed  and 
efficiency  in  the  way  it  accomplishes  all  work  required 

of  it: 

It  is  made  in  all  sizes,  to  answer  every  purpose.  Let 
us  send  you  our  catalogue.  It  will  convince  you  that  the 
"Jaeger  Mix-A-Minute"  will  prove  a  valuable  addition  to 
your  equipment. 


The  Jaeger 
Machine  Co. 

220  Dublin  Avenue       COLUMBUS,  OHIO. 


The  "Jaeger  Mix-A-Minute" 


Proves  its 


Economy 


through  its 


Speed 


DOMTARBOND 

For  Modern  Good  Roads 

ENGINEERS  now  recognize  the  TAR  ROAD  as  the  MOST 
EFFICIENT  solution  of  the  road  problem. 

Whether  for  DUST-LAYING,  PATCHING,  SURFACE- 
DRESSING  or  PENETRATION  we  have  a  grade  of 
DOMTARBOND  for  every  purpose. 

Are  you  on  our  Mailing  List?  Are  we  on  yours? 
The  Largest  Tar -Distilling  Plants  in  Canada 

Dominion  Tar  &  Chemical  Co.  Ltd. 

SYDNEY,  NOVA  SCOTIA.  SAULT  STE.  MARIE,  ONT. 

171  St.  James  Street,  MONTREAL 
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Flintex 


Liquid  Concrete  Hardener. 
Made  in  Canada 

Will  end  your  Concrete  Floor  Troubles. 
Just  flush  it  on,  and  if  necessary  can 
be  put  down  by  unskilled  labor. 


Stormtight 


Plastic  and  Liquid.  Ready  to  use 
ROOFING  to  repair  gravel  or  iron 
roofs.    Not  affected  by  acid  fumes. 


Solig 


num 

the  well-known  English  Wood  Pre- 
servative and  Stain.  A  special  qual- 
ity for  timbers  under  water. 


Rockface 


A  white  water  Paint  for  brick,  stone, 
wood  or  plaster. 

Ferro  Oil 

a  perfect  substitute  for  Linseed  Oil.- 

Mill  Supply  Department 

Beveridge  Paper  Co.,  Limited 

628-630  St.  Paul  Street  West,        -  Montreal 


Owen  Buckets 

cover  a  range  of  work  that  ordinarily  requires  the 
use  of  two  or  more  buckets  of  different  design  be- 
cause their  adjustable  features  of  operation  quickly 
adapt  them  for  efficient  use  on  any  crane  or  derrick 
and  in  all  kinds  of  material. 

Eliminate  idle  equipment.  Let  the  Owen  work  for 
you  every  minute. 

The  Owen  Bucket  Co. 

53  Rockefeller  Bldg.,  Cleveland,  0. 

Canadian  Agents: 
A    R.    Williams   Machinery   Co.,  Ltd., 
TORONTO,  ONT. 


A  Profitable  Line 

The  demand  for  Brantford  Roofing  is 
growing  rapidly  because  it  fills  a  need 
for  a  fire-resistant,  durable  roofing  at 
a  reasonable  cost. 

Progressive  hardware  dealers  who 
handle 


and  our  other  lines  can  fill  every  roofing  require- 
ment in  their  localities. 

For  sloping  roofs — for  flat  roofs — for  barns, 
freight  sheds,  factories,  stores,  banks,  public 
buildings,  homes,  garages  and  all  styles  of 
buildings — there  are  suitable  lines  of  Brantford 
Roofing. 

The  Brantford  line  is  the  most  complete  line  of 
roofing  in  Canada.  It  is  made  of  first  quality 
materials  by  a  purely  Canadian  company  that 
thoroughly  understands  conditions  in  all  sec- 
tions of  the  Dominion.  It  is  nationally  adver- 
tised to  the  consumer. 

Write  for  samples,  prices  aud 
information 


Brailtfbrd  Brantford  RoofingCo 

Asphalt  Slates 


.Limited 


Head  Office  and  Factory :  Brantford,  Canada 
Branches  at   Toronto,  Montreal,    Halifax,  Winnipeg 
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Steel  Plate  Work 


Steel  Tanks 
Stand  Pipes 
Smoke  Stacks 
Boiler  Breachings 
Riveted  Steel 

Pipe 
Steel  Bins 
Hoppers 


Structural  Steel 
Work 


Send  us  your  speci- 
fications 


Quality  &  Service 


William  Hamilton  Co. 

Limited 

Peterborough,  Canada 


Announcement 

To  the  Building  Trade 

We  are  ready  to  fill  orders  for 
Water  Washed  Building  Sand 

Our  capacity  is  500  tons  daily 

Ask  for  prices  F.O.B.  trucks 
and  wagons  our  dock  or  de- 
livered on  your  job. 

Niagara  Sand  Co. 

LIMITED 

Office  and  Yard:  Head  Office: 

Cherry  and  Keating         Lumsden  Building 


Phone  A.  2643 


Phone  M.  3315 


TORONTO 


in  iniMMiry  in  mil  mi  


Wire  Guards 

for  Windows  and  Skylights 

Wire  Partitions 
Wire  Screens 


for  Sand  and  Gravel 


Wire  Work 


of  all  kinds 


C.  H.  Johnson  &  Sons,  Ltd. 


Wire  Works  :  St  Henry,  Montreal 
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ROAD  SCRAPER  BLADES 

Renew  your  old  wheeled  scraper  bowl  with  the  ECONOMY 
REPAIR  BLADE.  Any  blacksmith  can  attach  it  by  cutting  the 
edge  pf  the  bowl  square,  drilling  holes  to  match  these  in  the  blade 
and  riveting  it  to  the  bowl. 

A  trial  will  convince  you  that  the  use  of  these  blades  is  genuine 
economy. 


ECONOMY  REPAIR  BLADE 

These  blades  are  made  of  steel  6  in.  wide  by  3  1-16  in.  thick,  giv- 
ing a  new  cutting  edge  3  in.  wide  and  allowing  3  in.  to  lap  top 
and  bottom  where  it  is  riveted  on  the  bowl.  Road  Scraper  Blades 
and  moldboards  to  fit  all  makes  of  machine.  Prompt  shipments 
from  stock ;  over  150  patterns. 

SHUNK  PLOW  COMPANY,  Bucyrus,  Ohio 


Scows  for  Sale 

Opportunity  to  secure 
Flat  or  Coal  Scows 
and  Dump  Scows. 

Capacity  of  Dump  Scows 

From  60  yds. 
to   150  yds. 

Capacity  of  Flat  Scows 

From  60  tons 
to  200  tons 


CAN  BE  INSPECTED  AT  CORNWALL,  ONT. 

Further  Information  on  Application 

L.  Cohen  &  Son 

36  Prince  Street        -        Montreal,  Que. 


Railway  and  Track  Supplies 

For  Lumber  and  Contractors' 
requirements 

Rails,  Locomotives,  Accessories, 
Cars,  Lion  Brand  Babbitt  Metal 

Correspondence  solicited 

Sessenwein  Bros.,  Montreal 


MtAD  MORRISON 


\  'J'  -  J  i.     /  V  CANAJJ1AN  M 

VMM/  \MM/ 

v    Hoisting  v 
Engines 

and 

Contractors'  Equipment 

Manufactured  in  Canada 


Clam  Shell  Buckets 
Orange  Peel  Buckets 
Derricks 
Derrick  Irons 
Steam  Hoists 
Electric  Hoists 

Put  Your  Problem  Up  to  Us! 

Agents : 

Harvard  Turnbull,  Toronto. 
Kelly  Powell,  Winnipeg. 
Robert  Hamilton,  Vancouver. 


^CANADIAN  MEAD-MORRISON  CO 

LIMITLD 

285  BEAVER  HALL  HILL 
i  MONTREAL 

I      ::WOR  KS:  '  '  .    ,        WELL  AND  ONT. 
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New  Vertical  Boilers 

Ontario  Inspection— 100  lbs.  Pressure 


2  Boilers 

—  6 

H.P. 

—  37  tubes 

2 

3 

—  8 

H.P. 

—  43 

2" 

2 

—  10 

H.P. 

—  43  " 

2" 

4 

—  12 

H.P. 

—  55  " 

2" 

4 

—  14 

H.P. 

—  55 

2" 

2 

—  16 

H.P. 

—  55 

2" 

2 

—  20 

H.P. 

—  91  " 

2' 

3 

—  25 

H.P. 

—  91 

2 

Can  be  shipped  immediately  with  or  without  fittings. 
Special  machinery  built  and  machine  work  supplied. 

The  Doty  Engineering  Co.,  Ltd. 

Marine  Engines  and  Boilers        Contractors'  Equipment 

Works  at  Harbor,  Goderich,     Toronto   Office:  202  Mail  Bldg. 


Tenders 

A  few  dollars  spent  in  advertising 
your  proposals  in  the 

Contract  Record 

and  Engineering  Review 

would  result  in  additional  competition, 
which  might  save  your  city  or  town  or 
your  client  many  hundreds  of  dollars. 


The  Radial  Loader 
feeds  itself  into  pile 
8  to  10  feet — no  hand 
shoveling  or  mechan- 
ical devices  need- 
ed to  bring  ma- 
terial to  buckets. 


Long  flexible  spout  en- 
ables operator  to  prop- 
erly distribute  load  with- 
out shoveling. 


RENTAL — You  get  the  job,  we  supply  the 
equipment  on  rental  basis 

For  Immediate  Delivery 

We  have  the  following  machinery  in 
stockf  and  can  make  delivery  at  once: 

Air  Compressors  Locomotives 


Boilers 
Buckets 
Cars 
Crushers 
Derricks 
Drills 

Dump  Wagons 
Hoisting  Engines 


Mixers 
Pile  Drivers 
Pumps 
Saw  Rigs 
Steam  Shovels 

Trenching 
Machines 


We  rent  or  sell  all  classes  of  Contractors* 
Equipment 

A.  A.  SCULLY,  Ltd.,  123  Bay  St.  Toronto 

Phones— Main  2800—2801 
Yards  and  Shops — New  To"onto,  Canada 


Men  To  Do  This  Work  Are 
Hard  To  Get  and  Hard  To  Keep 

Demand  anywhere  from  $4.00  to  $6.00 
daily  (each) — tire  easily— delay  loading 
of  your  trucks— lessen  output  and  profits. 


Built  in  Two  Sizes.  Type  "K"  has  capacity  of  1  cubic  yard  of 
sand,  gravel,  crushed  stone,  coal,  etc.,  per  minute ;  Type  "G" 
loads  l'/t  to  2  cubic  yards  per  minute. 


or 

LOADER 

docs  away  with  5  to  10  men.  Is  built  to 
stand  the  heavy  work  of  handling  crushed 
stone,  sand,  gravel,  coal,  etc. 

Wouldn't  it  pay  you  to  write  for  Catalogs 
No.  288-7  and  309-7,  fully  describing  the  two 
sizes  of  Radial  loader?.  There's  a  copy  wait 
ing  for  you. 

The  Jeffrey  Manufacturing  Co. 

Canadian  Branch  and  Warerooms   -  MONTREAL 
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SARNIA  BRIDGE  CO.,  LIMITED 

Structural  Steel  Boiler  Tubes 

Alloy  Steel  Road  Drags 

Warehouse  Stock   of   All  Kinds  for   Quick  Shipment 


TORONTO  OFFICE: 
HEAD  OFFICE : 


23  Scott  St., 
SARNIA,  CANADA. 


Phone  Main  3444 
Phone  289 


STEEL  f.r  PERMANENCE 

The  All  Steel  Elevated  Water  Tank  is  the  most 
economical  installation  for  Automatic  Sprinkler  Sys- 
tems for  fire  protection,  general  mill  supply,  or  Muni- 
cipal Water  Works  systems. 

Its  first  cost  is  not  excessive,  the  maintenance  ex- 
pense is  very  low,  and  there  is  no  danger  of  leakage, 
falling  ice,  or  possibility  of  the  tank  bursting  or  catch- 
ing fire. 

Hundreds  of  our  All  Steel  Elevated  Water  Tanks 
now  in  service  throughout  Canada  bear  witness  to 
these  facts. 

Our  Product  is  Made  in  Canada 

Write  us  for  Plans,  Specifications  and  Estimates. 
Oar  Catalogue  No.  16  mailed  on  request. 

CANADIAN  CHICAGO  BRIDGE  &  IRON  CO.  Ltd. 


Sales  Office :  Montreal,  Que. 
260  St.  James  St. 


Works : 
Bridgeburg,  Ont. 


Elevated  Steel  Tanks  and  Stand  Pipes, 
Barges,  Bridges,  Structural  Steel. 
Steel  Shapes  carried  in  stock. 


Prompt    Deliveries.        Atti  active  Price*. 


Address  your  inquiries  to 

CANADIAN   DES  MOINES 
STEEL  CO.,  Limited 

Sales  Offices  and  Plant 

CHATHAM,  ONT.      275  Inshes  Ave. 

Made  in  Canada 


— HIIHIII 


SIMPLE 

Ric-vvir 
METHODm 

It  is  a  clean-cut,  complete  and  practical  method  of  pipe 
insulation.  The  kind  that  highly  trained  technical  men  and 
practical  operating  engineers 
both  approve.  Bulletin  No.  1 
explains  Ric-wiL  simplicity 
and  other  features. 
Write  for  it  to-day. 
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STRUCTURAL  STEEL 

and 

BRIDGE  BUILDERS 


Capacity  18,000  Tons 

We  build  and  erect  all  kinds  of  Structural  Steel,  Bridges, 
Roof  Trusses,  Bank  and  Office  Railings,  Stair 
Work,  Elevator  Grilles,  Fire  Escapes,  etc. 

Over  5,000  Tons  in  Stock  of 
Beams,  Column  Sections,  Angles,  Tees,  Plates,  Bars, 
Checkered  Floor  Plates,  etc. 

McGregor  &  Mclntyre,  Limited 

1139  Shaw  St.  -  TORONTO,  CAN. 

Telephone  Hillcrest  1614—1615—1616. 


"STEELWORK  WHEN  YOU  WANT  IT" 


Power  House  for  the  Canadian  Kodak  Company,  Toronto,  Ontario. 

Standard  Steel 
Construction  Co.,  Limited 

Port  Robinson,  Ontario 
Manufacturers  and  Erectors 

Girders,  Columns,  Trusses,  Etc. 

Steel  Buildings  and  Bridges 

Bars,  Angles,  Plates,  Beams,  Channels,  Rivets, 
Bolts,  Etc. 

In  Stock  for  Immediate  Shipment 

A  poet  card  will  bring  you  our  monthly  stock  list 
by  return  mail 


The  Maritime  Bridge 

Company,  Limited 


Manufacturers  and  Erectors  of 

Steel  Railway  and  Highway  Bridges, 
Buildings,  Girders,  Trusses,  Towers, 
Turntables,  Tanks,  Smoke  Stacks, 
Riveted  Pipe,  and  Structural  Steel  and 
Plate  Work  of  all  descriptions. 

We  have  the  only  complete  stock  of 
Steel  Shapes,  Plates  and  Bars  in  the 
Maritime  Provinces. 


Office  and  Plant: 

New  Glasgow,  Nova  Scotia 


ARE 
YOU 

BUILDING? 

We  fabricate  and  erect 
Steel  Buildings,  Bridges 
and  all  classes  of  Steel 
Structures. 

TORONTO  STEEL 
CONSTRUCTION  CO. 

LIMITED 
Manufacturers  and  Erectors 


Head  Office— 
95  King  Street  East 
TORONTO 


Works— 
Cor.  Munition  and 
Commissioner  Streets 
TORONTO 
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W.  C.  LEITCH 

Vice -President 


JAMES  LAURIN,  C.E. 
President 


J.  EMILE  VANIER,  C  E. 
Sec.-Treas. 


Montreal  Crushed  Stone  Company,  Limited 

Plant  at  St.  Vincent  de  Paul,  P.Q.,  on  River  des  Prairies,  opposite  Montreal 

Largest  Plant  in  CANADA  and  the  most  up-to-date  in  the  World 

CAPACITY  4000  TONS  A  DAY 
All  Sizes  and  Grades  of  the  Best  Hard  Lime  Crushed  Stone  Produced 

MAIN  OFFICE:         590  Union  Avenue         MONTREAL,  P.  Q. 


For  Sale 

INDUSTRIAL  AND  CONTRACTORS' 
EQUIPMENT 

2 — Marion  Steam  Shovels,  Model  61,  Shop  No.  2822  and 
No.  2823,  2^2  yard  dippers,  first  class  condition. 
ALSO  A 

4-wheel,  15-ton  Brown  Hoist,  Shop  No.  4156.  Built 
1913.  40-foot  steel  lattice  boom.  Complete  with 
154  yard  clam  shell  bucket. 

WILSON  &  McGOVERN 

Room  505,  Lumsden  Bldg.,  TORONTO,  Ont. 

Phone  Main  618S.    Nights,  Park.  6906. 


Diamonds 

For  Sawing  Stone 


Furniss  Clarke  &  Co. 

3G4    University  Street, 
MONTREAL.  CANADA. 


Sole  Canadian  Agents  for 
The  Joyce-Koebel  3o.,lnc. 

Ne\r  York  London 


IMMEDIATE  DELIVERY    KKOM  STOCK 


Operating  the  Plants  of — 

Atlas  Sand  Co.,  Ltd* 

Canadian  Sand  and 
Gravel  Co.,  Ltd. 

Montreal  Sand  and 
Gravel  Co.,  Ltd. 


GRAVEL 

Either  Screened  or  Unscreened 
in  Car  Loads  on  any  C.P.R.  or 
G.T.R.  Siding.  Also  Screened 
Sand  for  all  purposes. 

SAND  &  SUPPLIES.  LTD. 


19  MELINDA  STREET, 


TORONTO 


Telephones;  Office,  Main  2606.    Evenings,  Parkdale  1971 


Do  You  Want  Crushed  Stone  ? 

That  is  Clean,  Tough  Stone  of  a  Quality 
suitable  for  Macadam  Road  and  Concrete. 
We  can  supply  you  in  any  size  or  quan- 
tity. Our  Service  is  unexcelled  and  our 
prices  right. 

Phone  or  write  us  for  quotations  when  you  are  in  the  market 

Office— M  4515  -  M  45 16       Residence  P2278 

CRUSHED   STONE  LIMITED 

47  Yonge  St.  Arcade,  Toronto.    G.  W.  Essery,  Mgr. 


WE  SPECIALIZE 

Consolidated  Sand  &  Supply  Co. 


Limited 

CAPITAL      -  $1,000,000.00. 

75  Common  St. 

P.O.  Box  2775  MONTREAL       Tel.  Ex.  Main  34 

Foot  of  Nicolet  St.  135  Bridge  St.  468  William  St.  270  Ottawa  St. 

Cote  St.  Paul,  Melocheville,  P.Q.  Three  Rivers,  P.Q. 


LEON  GELINAS, 

Man  -Director, 


J.  H.  BOURKE, 

Sec.-Treas 


SAND  DELIVERED  BY  TRAMWAYS  IN  ALL  PARTS  OF  CITY  AND  ISLAND  OF  MONTREAL 
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THE  HERBERT  MORRIS  CRANE 
AND  HOIST  COMPANY  LTD. 

Electric  Overhead  Cranes 
Electric  Hoists,  Grab  Buckets 
Storage  Battery  Trucks 
and  Tractors,  Chain  Blocks 


HEAD  CFF.CE  AND  WORKS: 

NIAGARA  FALLS 


ONT. 


HAKT  swinging 

L//\JV£L,  ENGINES 


INSURE 

Speed  'Durahdity 
Economy 


Contractors  everywhere 
recognize  that  Dake  swing- 
ers save  them  time,  labor 
and  money  You  can  depend  upon  them  to  speed  up  your  work 
and  cut  your  construction  costs. 

Their  cost  is  moderate.  Their  earnings  are  large — and  the 
money  they  make  is  yours. 

Write  for  full  particulars,  and  ask  ior  our  catalog. 

Dake  Engine  Company,  Grand  Haven,  Mich. 

MONTREAL:  MUSSENS,  Ltd. 

TORONTO:   A.   R.   Williams  Machinery  Company,  Limited. 


You  Can  Save  sle  of  Your  Cost  of  Handling  Material 

BY  USING  THE  PORTABLE  SCOOP  CONVEYOR  . 

It  saves  6  to  12  shovellers. 
It  will  handle  any  material: 
Crushed  Stone,  Sand,  Gravel, 
Dirt,  Coal,  Ashes,  Bricks,  Tile, 
Etc. 

Has  capacity  of  1  ton  per  minute. 
Loads  into  Wagons,  Trucks,  Cars 
Unloads  Cars  into  Wagons  or 
Piles, 

Easily  Moved  by  One  Man. 
Electric  Motor  or  Gasoline  Drive 
Saves  Demurrage,  Keeps  Trucks 
Moving. 

Over  2,000  satisfied  Contractors, 
Excavators,  Sand,  Gravel  and 
Crushed  Stone  Dealers,  Coal 
Yards,  Boiler  Plants,  Cartage 
Contractors  and  Industrial 
Firms  are  Cutting  their  Costs 
by  this  Machine. 

Ltd.,  Sole  Canadian  Agents 
WINNIPEG  VANCOUVER 


Write  for  prices  and  bulletin  "  PM  " 

The  A.  R.  Williams  Machinery  Co., 

ST  JOHN,  N.  B.         MONTREAL  TORONTO 


BITUNAMEL 

Unsurpassed  for  waterproofing  foundations  and  prevent- 
ing rust  and  corrosion  on  exposed  iron 
and  metal  work 

WRITE  FOR  SAMPLE 

The  Ault  &  Wiborg  Co.  of  Canada 
Ltd.,  Varnish  Works 


Montreal 


TORONTO 


Winnipeg 


Pacific  Coast  Pipe  Co.,  Ltd. 

Wire  Wound  Wood  Stave  Pipe 

from  2  in.  to  24  in.  diameter 

Continuous  Stave  Pipe 

from  16  in.  to  12  ft.  diam.t.r 


1551  Granville  Street 


Vancouver,  B.  C. 
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Architectural  Sheet  Metal 


Building 
Material 


As  our  goods  are  made  only  from  high  class  materials 
and  represent  the  finest  workmanship,  we  can  guarantee 
absolute  satisfaction.  All  our  products  are  made  by  our 
new  and  up-to-date  methods,  overcoming  many  of  the  old 
imperfections,  such  as  buckled  surfaces  and  unshapely 
mouldings,  etc.  The  services  of  our  draughtsmen  are  at 
your  disposal,  and  not  only  will  we  be  pleased  to  quote 
on  architects'  special  details,  but  on  request  will  make  de- 
signs to  suit  your  particular  job.    Send  for  our  catalogue. 


-Including- 

Embossed 
Steel  Ceilings  and 
Interior  Decorations, 
Galvanized  Cornices, 
Ventilators,  Finials, 
Skylights,  Roofing, 

Wall  Ties, 
Expanded  Steel  Lath, 
Gothic  Tile,  etc. 

Agents  for  Steel  Factory  Sash 
and  Casements 


THE  GALT  ART  METAL  CO.,  LIMITED 

GALT         -  ONTARIO 


Mould  Sander  for 
Soft  Mud  Brick 


Strongly  constructed  throughout  of  the 
best  materials.  In  wide  use  and  capable  of 
maximum  service. 


Duplex  Boiler  Feed  Pump 


From  among  our  Standard  Single, 
Duplex,  Compound  Duplex  and 
Power  Pumps  you  can  choose  the 
type  best  suited  to  give  the  most 
satisfactory  service.  All  are  fully 
covered  by  our  guarantee  as  to  ma- 
terials, workmanship,  etc.  Let  us 
figure  on  your  requirements. 


JOHN  T.  HEPBURN,  LIMITED 

18-60  VAN  HORNE  STREET,  TORONTO,  ONT. 
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If  you  have  any 

Excavating,  Grading  or  Steam 
Shovel  Work  That  You  Want 
Done  Quickly  and  Efficiently 

COMMUNICATE  WITH  US 

WE  KNOW  THE  BUSINESS 
AND  HAVE  THE  EQUIPMENT 

Angstrom  &  Verochio,  Limited 

Main  2869  81  Victoria  Street,  TORONTO 


Standard    Underground    Cable  Co. 

of    Canada,  Limited 

Manufacturers  of 

Topper,  Brass,  Bronze  Wire 
Colonial  Copper  Clad  Steel  Wire 
Insulated  Wire  of  all  kinds 
Lead  Covered  and  Armored  Cables 
Cable  Terminals,  Junction  Boxes,  etc. 

General  Offices  and  Works:  Hamilton, 
Ont. 

Branch     Offices:     Montreal,  Toronto, 
Seattle. 


^MARK  I 


VALUABLE  ASSETS 


FIRE  LINE  METER 


A  high-grade  water  meter  is  a  source  of  unfailing 
revenue  to  you  since  it  works  twenty-four  hours  a 
day.  If  you  are  in  business  to  sell  your  product  at 
a  profit,  it  is  absolutely  necessary  that  you  be  paid 
for  all  you  deliver.  But  the  cost  of  distribution  and 
the  cost  of  measuring  your  product  must  be  such  as 
to  allow  you  a  fair  margin  on  your  total  output.  A 
water  meter  that  has  to  be  repaired  frequently  is  apt 
to  cost  you  more  per  year  than  the  total  amount  of 
water  it  measures  in  the  same  time.  It  is  a  liability 
rather  than  an  asset  since  the  excess  cost  of  main- 
taining it  must  be  deducted  from  your  margin  of 
profit. 


Neptune  Meter  Company,  Limited 

W.  H.  RANDALL  Managing-Director 

Factory  and  Head  Office: — 

1197  King  Street  West,  Toronto,  Ontario 

WINNIPEG:— Walsh  &  Charles,  406  Tribune  Building 
VANCOUVER:— Messrs.  Gordon  &  Belyea,  Limited,  148  Alexander  St. 
MARITIME  PROVINCES:— James  Robertson,  St.  John,  N.B. 


J.  G.  AlUn,  President 


James  A.  Thomson,  Vice-President 


the  CARTSHORE-THOMSON  PIPE  &  FOUNDRY  GO. 


LIMITED 


Manufacturers  of 


Flexible  and  Flange  Pipe, 
Special  Castings  and  all  kinds 
of  Waterworks  Supplies. 


3  inches  to  60  inches  diameter. 

for  Water,  Gas,  Culvert  and  Sewer 


HAMILTON,  ONT. 


72 


THE  CONTRACT  RECORD 


June  30,  1920 


Current  Prices  of  Building  and  Engineering  Materials 


TORONTO  PRICES 

CEMENT.  LIME.  AND  BRICK 

Cement — delivered  in  5-barrel  lots,  $3.45  per  bbl.  ; 
with  bags,  $4.40;  car  lots,  $2.70  on  the  track, 
with  pkgs.,  $3.50;  5c  per  bbl.  discount  20 
days,  car  load  lots. 

Lime — in  bulk— grey  8754c  delivered.  At  the 
warehouse,  grey  80c.  Hydrated  lime,  $22 
per  ton  delivered;  $20.50  at  warehouse;  in 
car  lots,  $19.50. 

Brick — f.o.b.  job — No.  1  dry  pressed  red  brick, 
$80;  buff,  $30;  No.  2,  $28;  common  red 
stock  brick,  $23;  grey,  $23;  wire-cut  brick 
{or  foundation  work,  $21.  Milton  Rug  brick, 
$32  to  $37;  Eatonia  brick,  $60;  sand  lime 
brick,  $17.25,  f.o.b.  car  at  King  Edward 
siding,  $16  f.o.b.  car  or  wagon  at  plant. 
Paving  brick,  imported,  $55  per  M.  f.o.b. 
Toronto.  Enameled  brick,  f.o.b.  Toronto, 
$100  per  thousand.  Buff  Oriental,  $40,  f.o.b. 
Toronto.  Sun-Tex  face  brick,  $26  at  plant, 
$31  delivered  in  city. 

Fire  brick— delivered— Savage,  $80  per  M. ;  S. 
C.„*n,  $80;  W.  W.,  $65.  Fire  clay,  $10.50 
per  ton ;  chimney  tops,  $8.00  each. 

Flue  lining — delivered — list  price — 854  x  854  in., 
60c  per  ft.;  854  x  13  in.,  90c  per  ft.  Dis- 
counts 30  and  10  per  cent,  off  list. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2.05;  1  in.,  $2.25;  in., 
$2.25;  crusher  run,  $2.15;  rubble  stone,  in 
car  lots,  $2  per  ton. 

Sand — for  cement  or  brick  work,  $1.50  per  ton. 

Gravel — Pit  run,  $1.50  per  ton,  2  in.  screened, 
$1.80  per  ton;  1  in.  screened,  $2.00  per  ton. 

LUMBER   (BUILDING  MATERIAL) 
Retail  Prices  Delivered 

Hemlock— 2  x  4  in.  to  2  x  10  in.,  12  and  14  ft. 
long,  $63;  10  and  16  ft.,  $65;  2  x  12  in.,  12 
and  14  ft.,  $64;  10  and  16  ft.,  $66;  1  x  4  in. 
and  1  x  6  in.  T.  &  G.  $66.  No.  2,  $4  less 
than  No.  1. 

Pine — Box,  rough,  1  x  4  in.  and  1x5  in.,  $65; 
1x6  in.,  $67;  1  x  8  in.,  $70;  1  x  10  in.,  $75; 
1  x  12,  $80.  Shelving,  rough,  1  x  4  in.  and 
5  in.,  $78;  1x6  in.,  $82;  1x8,  $86;  1  x  10, 
$90 ;  1  x  12,  $103 ;  2  x  4,  10-16  ft.  long,  com- 
mon, rough,  $70;  2  x  6,  $72;  2  x  8,  $74;  2  x 
10,  $78;  2  x  12,  $82.  No.  1  flooring,  $80; 
No.  1  V  or  beaded  sheathing,  4  in.,  $82. 
Pine  trim,  4  in.,  casing,  $4  per  100  ft. ;  5 
in.  ditto,  $5;  8  in.,  pine  base,  $8;  4  in.  pine 
window  stool,  $6.25. 

Spruce — 10  to  16  ft.  long,  rough,  1  x  4  in.  and 
2x4  in.,  $70;  1  x  6  and  2  x  6,  $72;  1  x  8 
and  2  x  8,  $74;  1  x  10  and  2  x  10,  $78;  1  x 
12  and  2  x  12,  $82. 

Dimension  Timber  (B.  C.  Fir)— 10  x  12,  10  x 
14,  10  x  16,  12  x  12,  12  x  14,  12  x  16,  14  x 

16,  lfl  x  16,  $80;  12  x  18,  12  x  20,  14  x  18, 

14  x  20,  16  x  18,  16  x  20,  18  x  18,  18  x  20, 

$85.    These  prices  apply  to  lengths  up  to  32 

ft;  32  to  35  ft.,  $3  per  M.  extra;  36  to  40 
ft.,  $5  per  M.  extra. 

Shingles— XXX  B.  C,  $10.50;  XX  B.  C,  $8.00; 
N.  B.  extras,  $10.50;  N.  B.  clears,  $9.50; 
No.  1  W.  pine  lath,  $22;  No.  2  W.  pine 
lath,  $21;  M.  R.  spruce  lath,  $20. 

STEEL  AND  IRON. 

Steel  and  Iron  Bars — $5.50  base;  twisted  and 
deformed,  $5.60;  3/16  in.  and  lighter  $6.00. 

Shapes — Angles,  35  lbs.  and  over,  per  yard,  $5.80 
per  100  lbs.;  under  35  lbs.  per  yard,  $6.00 
per  100  lbs. ;  beams,  columns,  channels,  35 
lbs.  per  yard  and  over,  $5.80;  under  35  lbs. 
per  yard,  $6.00. 

Plates — 6  ins.  to  60  ins.  wide,  $7.00;  over  60  ins., 
$7.50.  Tank  and  boiler  plates — 54  in.  and 
over  and  under  86  ins.,  $5.95.  Gauge  plates 
— no  quotations.  Black  American  Bessemer 
Plates — dealers  not  quoting  prices. 

Flats— Under  6  ins.  wide,  $5.00  per  100  lbs. 
Rivets — Button  and  cone  head — 54"  to  H"  diam., 
$6.50. 


EXTRAS    FOR    SHAPES    AND  PLATES. 

l/10c  per  lb.  for  cutting  to  length  and  providing 
that  lefl-over  ends  are  desirable.  1/lOc 
per  lb.  for  beams,  IX,  20,  24  in.  (Carnegie  and 
Bethlehem).  1/lltc  per  lb.  for  'Bethlehem 
Special  Sections.  3/10c  per  lb.  for  Plates 
and  Angles  3/ 10  in.  thick  and  under.  1/luc 
per  lb.  for  Angles  under  5  in.  combined  legs, 
learning  $2.00  per  ton,  minimum  chaige 
$1.60. 

Note:  The  new  Bethlehem  "Standard  Sections" 
are  the  same  price  as  Carnegie.  The  Extras 
apply  to  exclusive  Bethlehem  shapes  only. 

Galvanized   iron — dealers   not  quoting  prices.' 

Cast-iron  pipe — Standard  prices,'  carload  lots, 
f.o.b.  works,  4  in.,  $80;  6  in.  and  up  $78. 


SEWER  PIPE 

Sewer  Pipe — Toronto  prices,  with  discounts  as 
below,  f.o.b.  factory — 1  in.,  40c  per  ft. ;  6 
in.,  00c;  9  in..  $1.00;  12  in.,  $1.50;  15  in., 
$2.00;  18  in.,  $2.00;  21  in.,  $3.80;  24  in., 
$5.00.  Discounts,  4  in.  to  9  in.,  44%,  12  in. 
to  24  in.,  37%,  in  truck  load  lots. 

Tile  Wall  Coping — Delivered — 8  or  9  in.  wall 
coping,  60c  ft. ;  12  or  13  in.,  90c  ft.,  carried 
in  6,  12,  IS  and  24  in.  lengths.  Discount, 
44%  off  list. 


PAINTS  AND  OILS. 
Prices,  delivered. 
White   lead — ground   in   oil,    less   than    ton  loti, 
$20.75  per  100  lbs. ;  ton  lots,  $20.50  per  100 

lbs. 

Boiled  Linseed  Oil — in  bbls.,  $2.90  per  gal.  of  9 
lbs. ;  red  lead,  dry,  $17  per  100  lbs. ;  Pure 
putty  in  bulk,  $9.95  per  100  lbs.;  in  100  lb. 
drums,  $10.80;  in  25-lb.  tins,  $11.45  per  100 
lbs. ;  steel  sash  putty,  in  25-lb.  tins,  $11.95 
per  100  lbs. ;  turpentine,  in  bbls.,  $4.25  per 
Imp.  gal.,  based  on  southern  gauge. 

Mortar  Color — Maroon,  in  bbls.,  254c  per  lb.; 
black,  in  bbls.,  7c  per  lb. 

Paints — Flat  white  wall  paint,  in  25-lb.  tins,  15c 
per  lb. ;  lamp  black,  dry,  in  1  lb.  papers, 
30c ;  ultra  blue,  dry,  in  bulk,  25c ;  green, 
French  permanent,  dry,  20c ;  ochre,  French, 
dry,  12c;  red  Venetian,  dry,  6c;  sienna.  It- 
alian, dry,  12c;  umber,  Turkey,  dry,  1254c. 

SUNDRIES 

Hard-wall  Plaster — Sanded,  in  ton  lots,  $10.50 
per  ton  at  the  warehouse ;  $12  delivered. 
Neat,  $15.50  at  the  warehouse;  $17.00  de- 
livered. 

Plaster  of  Paris — single  bbls.,  $6.75;  delivered  in 

6  barrel  lots,  $5.50;  at  warehouse,  $5.25. 
Plasterers'  hair — $2.50  a  bag. 
Wall  board— $50  per  M. 

Rope — retail  prices  delivered — Y\  in.  and  1  in., 
45c  per  lb.;  in  700-foot  coils,  42j4c.  Lath 
yarn,  40c  per  lb. ;  in  full  coils.  33c. 


MONTREAL  PRICES 

CEMENT,  LIME,  AND  BRICK. 

Cement — $3.48,  steam  car  load  lots,  less  5  per 

cent  for  cash. 
Lime — Hydrated,  $25  per  ton ;  lump,  $15. 
Brick — No.    1   pressed,   $25.00;    No.    2  pressed, 

$20.00;   red  rustic,  $20.25;  vertical,  $21.50; 

plastic,  $16.00  at  plant. 

CONCRETE  SEWER  PIPE 

Straight  pipes  (per  foot)  ;  not  reinforced,  8-in. 
42c;  9-in.  40c;  10-in.  B2c ;  12-in.  60c;  15-in. 
90c;  24-in.  $1.20.  Reinforced,  18-in.  90c; 
21-in.  $1.65;  24-in.  $2.00;  30-in.  $3.00;  86-in. 
$4.20;  42-in.  $5.50;  48-in.  $7.60. 

CRUSHED  STONE,  SAND,  AND  GRAVEL 

Crushed  Stone— 2  in.,  $2:00;  &-in.  $2.35;  ^-in. 

$3.00  per  ton,  delivered. 
Sand — $1.40  per  ton,  car  load,  on  railway  cars. 
Gravel — $1.45  per  ton  f.o.b.  cars. 

STEEL  AND  IRON 
Steel  angles — 8  in.  x  8  in.  and  up,  $4.75;  1  in. 

x  1  in.  x  '/i  in.,  25c  extra;  in  x  )<  in. 
'A  in.,  75  cents  extra.    Boiler  plates — %  in. 


thick  and  tliioker,  $5.00.  Circular  plates- 
Flange  quality,  36  in.  dimension  and  over, 
$5.70;  under  36  in.  diameter,  $6.16.  Beams 
and  channels — Under  35  lbs.,  per  yd.,  $5.00; 
35  lbs.  per  yard  and  over,  $6.Z5,  f.o.b.  Mont 
treal,  net  cash.  Corrugated  iron — 26  gauge, 
$11.25 ;  28  gauge,  $10.50  (plus  5%  due  to  ex- 
change rates)  per  100  sq.  ft.,  subject  to 
change  without  notice.  Copper  bearing  sheets 
— Keystone  black,  28  U.  S.  gauge,  $11.50  per 
100  lbs.  nominal.  Cast  iron  pipes,  standard 
prices,  car  load  lots,  $100  for  6  in.  and 
larger,  and  $103  for  4  in. 

SEWER  PIPE 

Straigtu  pipe  (per  loot) — 4  in.,  30c ;  tt  in.,  46c;  B 
in.,  7nc;  »  in.,  85c;  10  in.,  $106;  12  in.,  $1.86; 
15  in.,  $l.M);  18  in.,  $2.50;  20  in.,  $3;  22  in., 
$4;  24  in.,  $4.50;  27  in.,  $6.50;  30  in.,  $7.20 
Channel  pipe  (4  in.  to  30  in.)  24c,  36c,  6flc, 
72c,  84c,  $1.08,  $1.44.  $2.00,  $2.40.  $3.20. 
$360,  $5.20,  $5.75.  One-eighth  bends  (4  in. 
to  30  in.),  $1.20,  $180,  $2.80  $3.60,  $4.20, 
$5.40,  $7.20,  $10,  $12,  $16,  $18,  $26,  $28; 
tf,  $1  20,  $1.80.  $3.15.  $4.05,  $4.78,  $6.10. 
$14  40.  $20,  $24,  $32,  $36,  $52,  $57.60.  Double 
collar,  fwic.  $1  35.  $2.10.  $2.65.  $3.16.  $4.06. 
$5.40;  slant  1  foot  long  side  (4  in.  to  16 
in).  90c.  $1.35.  $2  10.  $2.65.  $3.15.  $4  06. 
$5.40.  Single  branch  (6  in  «o  9  in.),  3  ft.. 
$2.25.  $3  60,  $4.25;  2  and  254  ft  (4  in  to  30 
in  ).  $1.35,  $1  80.  $3  15.  $3.83.  $4  75.  $6  10. 
$8  10.  $11.25,  $13  50.  $18.  $20.25,  $32.50.  ioC. 
Single  squares  (4  in.  to  30  in  )  ditto  Double 
branch  and  double  square  and  Y  pipe  (4  in.  to 
30  in.},  $1.80.  $2.70.  $4  90.  $6  30.  $7  35.  $10.80. 
$14  40.  $20,  $24.  $32.  $36.  $46  50,  $50.40 
Syphon,  cesspool,  and  buchan  trap  (4  In.  to 
15  in  ).  $3.  $4.  $7.  $9.  $10  50.  $18.  DoubU 
syphon,  running  trap,  and  hand  hole  trap  ( 4 
in.  to  12  in.V.  $3.  $4.  $7.    $9.    $10.60.  $1«. 

The«e  prices  are  *uhiert  to  a  discount  of  30 
per  cent,  for  less  than  car  load  lots  delivered, 
^nd  a  discount  c,f  fvnm  SO  f»Q  per  cent,  for 
car  load  lots  f.o.b.  factory. 

SUNDRIES 

Hard  wall  plaster — $22.50  per  ton.  Plaster  of 
Paris  $4.30  per  bbl.,  both  less  5%  for  cash. 
Rope — Best  Manilla,  3554c  basis  per  pound; 
Beaver  Manilla,  28c  basis ;  sisal  rope,  2254c 
basis;  lath  yarn,  2254c.  Boiled  linseed  oil — 
in  barrels,  $2.8254  per  gal.  of  9  lbs.  Raw 
linseed  oil  in  barrels,  per  gal.,  $2.80. 


QUEBEC  PRICES 

(Effective  May  1,  1920) 
F.O.B.  cars  Quebec 

Brick — prices  per  M. — "Citadel"  builders  brick, 
carload  lots,  in  quantity  of  50,000  or  over, 
$16.50;  carload  lots,  less  than  50,000,  $18.50; 

selected  builders  for  veneering  work,  carload 
lots,  $22.00;  "Citadel"  rustic  face  brick,  $27 

to  $31. 

flaker  oven  tile,  15"  x  854"  x  254",  $25  per  100. 
"Citadel"  fireproofing  terra  cotta — 12"  x  8"  x  2" 

splits,  7c  per  superf.  ft. ;  12  x  8  x  4,  solid, 

12c;  12  x  8  x  6,  19c. 


HALIFAX  PRICES 

Cement — $3.60  per  barrel  in  carload  lots,  bags 

returnable  in  good  condition  at  15c. 
Hardwall  Plaster — $2.45  per  bbl.  in  carload  lots. 

$2.85  per  bbl.  in  less  than  car  lots. 
Calcine  Plaster — $3.00  per  bbl.  in  carload  lots. 

$3.50  per  bbl.  less  than  car  lots. 
Sand — $1.75  per  ton  f.o.b.  cars. 
Gravel — $1.75  per  ton  f.o.b.  cars. 
Stock  Brick — $19.50  per  thousand  delivered  on 

the  job. 

Herringbone  Metal  Lath,  27-Gauge — 38c  per  sq. 

yd. 

Cabots'  Insulation  Quilt — Single  ply,  $6.75  per 
roll  of  250  square  feet;  double  ply,  $8.40  per 
roll  of  250  square  feet;  triple  ply,  $10.60  per 
roll  of  250  square  feet. 

1/16  Asbestos  Paper — 14j4c  per  pound. 

Beaver  Board — $47.50  per  thousand  square  feet. 

Lime — In  barrels— $2.10  per  barrel  in  carload 
lots.  $8.00  per  barrel  in  less  than  car  lots. 
In  casks — $8.90  per  cask  in  carload  lots. 
$4.00  per  cask  in  less  than  carload  lots. 
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PUMPS 

Of  All  Kinds 
For  All  Purposes 

Duplex,  Triplex,  Cetrifugal, 
Pulsometer,  Diaphragm, 

Etc.,  Etc. 

Hand,  Belt  and  Power  Operated 

Special  Pumps 

For  Handling 

Oils,  Greases,  Tar,  Asphalt, 
Molasses,  Etc. 

SEND  FOR  CATALOGUES 

MUSSENS  LIMITED 

MONTREAL  WINNIPEG 
TORONTO  VANCOUVER 
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CURRENT  PRICES  OF  BUILDING  AND  ENGINEERING  MATERIALS— continued 


WINNIPEG  PRICES 

CEMENT,  LIME,  AND  BRICK 

(Delivered) 

Cement — Portland,  $1.30;  mortar  cement,  $1.00; 
Keenes,  $2.40.    (All  prices  include  bags). 

Lime — White  or  grey,  in  bulk,  55c  per  bushel ; 
per  barrel,  $3.30. 

Hydrated  Lime — In  paper  bags,  50  lbs.  each,  60c. 

Brick — No.  1  dry  pressed  red  and  buff,  $35 ; 
common  red  stock,  $25;  common  grey  stock, 
$20;  No.  1  enamelled  brick,  from  $100;  sand 
lime,  $19;  firebricks,  American,  $85;  Can- 
adian, $75;  Fireclay,  $1.25  per  cwt. 
CRUSHED  STONE,  SAND  AND  GRAVEL 
(Including  delivery) 

Crushed  stone — lJ4-'n-  to  2-in.,  $3.65  per  yard; 
J4-to.  to  1-in.,  $3.95;  stone  dust,  $3.85;  rub- 
ble stone,   $20.00  per  cord. 

Sand,  gravel  and  torpedo  sand — $3.10  per  yard. 

Stone  Dust,  $3.85. 

Roofing  Gravel,  $4.50. 


LUMBER  (BUILDING  MATERIAL) 
(Including  delivery) 
(5  per  cent,  discount  for  cash) 

Flooring.— 3  in.  No.  1  and  2  E.G.  Fir,  $115; 
4  in.  No.  1  and  2  E.G.  Fir,  $115;  4  in.  No. 
3  E.G.  Fir,  $109;  4  in.  Flat  G.  Fir,  $105;  4 
in.  No.  4  (Shiplap  Grade),  $75;  4  in.  No.  2 
Common  Pine,  $75 ;  4  in.  No.  3  Pine  or 
Spruce,  $61;  6  in.  No.  1  and  2  E.G.  Fir, 
$110;  6  in.  No.  3  Flat  Fir,  $90;  6  in.  No.  4 
Fir  (Shiplap  Grade),  $75;  6  in.  No.  2  Com- 
mon Pine,  $80;  6  in.  No.  3  Pine  or  Spruce, 
$70;  2  x  6  No.  1  Common,  $70. 

For  selected  lengths,  add,  Pine,  $5.00;  for  se- 
lected lengths,  add,  Fir,  $5;  for  dressing  2 
sides,  add  $5;  for  l'A,  l'A  or  2  inch,  add 
5. 

Birch  and  Maple  Flooring — Clear  (First  Grade) 
—13/16  x  l'A  in.  to  2J4  in.  face,  $190;  fS 
x  1^  in.  and  l)i  in.  face,  $147. 

No.  1  (Second  Grade)— 13/16  x  l'A  in.  to  2\i 
in.  face,  $184;  fi  x  l'A  in.  and  1J4  in  face, 
$139. 

No.  2  Factory— 13/16  x  l'A  in.  lo  2'A  in.  face, 
$153.00 

Selected  White— 13/16  x  l'A  in.  to  2'A  in.  face, 
$210.00 

DIMENSION  TIMBERS,  No.  1 
6  x  10  to  12  x  12,  up  to  32  ft.  long,  $76;  6  x  14, 
14  x  14,  up  to  32  ft.  long,  $77;  6  x  16,  to 
16  x  16,  up  to  32  ft.  long,  $78;  6  x  18  to  18 
x  18,  up  to  32  ft.  long,  $79.  For  lengths 
32  ft.  to  35  ft.,  add  per  M.  $7. 


QUARTER-CUT  WHITE  OAK  FLOORING 

Clear— 13/16  x  VA  in.  to  2 J*  in.  face,  $400;  }i 
x  l'A  in.  and  1)4  in.  face,  $350. 

No.  1  (Selects)— 13/16  x  l'A  in.  to  2'A  in.  face, 
$350;  H  x  l'A  in.  and  1}4  in.  face,  $250. 

PLAIN  RED  OAK  FLOORING 
Clear— 13/16  x  l'A  in.  to  2'A  in.  face,  $300;  H 
x  l'A  in.  and  2  in.  face,  $220. 


No.  1  (Selects)— 13/16  x  l'A  in.  to  2%  in.  face, 
$1G0;  H  x  l'A  in.  and  1#  in.  face,  $115. 

STEEL  AND  IRON 

Bteel — Round  bars,  square  twisted,  $4.75  to  $5 
per  100  lbs. ;  channels  and  angles,  beams, 
$5.50;  plates,  $8  per  100  lbs. 

SEWER  PIPE 

Sewer  Pipe — Wholesale  price  f.o.b.  Winnipeg,  per 
straight  ft.,  4  in.,  21c;  6  in.,  30c;  8  in.,  45c; 
9  in.,  52c;  10  in.,  62c;  12  in.,72c;  15  in., 
$1.20;  18  in.,  $1.70;  20  in.,  $2.10;  24  in., 

$2.75. 

Plaster  of  Paris,  $1  in  paper  bags ;  $1.45  in 
jute  bags. 

Plasterers'  Hair — 90c  per  bushel. 

Mortar  Color — $7.50  per  cwt. 

Empire  Wall  Board— 5/6  x  32  in.,  36  in.,  48 
in.,  60  in.,  72  in.,  $38  per  M. 

Hardwall — Nos.  1  and  2  and  Wood  Fibre  in 
paper,  88c  per  sack;  in  jute,  $1.30  per  sack. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $3.13  per  gal. 

Mixed  Paint— Per  gal.,  $4.95. 

Raw  linseed  oil — In  bbls.,  $3.10  per  gal. ;  putty 
in  bulk,  Standard,  in  barrels,  800  lbs.,  $5.95 
per  cwt.;  Pure,  $8.45;  Turpentine,  in  bbls., 
$2.70. 

White  lead — Government  Standard,  pure,  5  tons 
or  over,  $16.50;  up  to  5  tons,  $16.90;  less 
than   ton   lots,  $17.25. 


VANCOUVER  PRICES 

CEMENT,  LIME,  AND  BRICK 

Cement — Grey  Portland,  $3.00  per  bbl.  f.o.b.  ware- 
house, sacks  extra;  Keens  cement,  $9.00  per 
bbl.,  sacks  extra;  fine  white,  $9.00  per  bbl.  of 
300  lbs.;  superfine,  white,  $9.60  per  bbl.; 
white  Atlas  cement,  $9.00  per  bbl.  of  250 
lbs.,  sacks  10c  extra,  f.o.b.  Vancouver. 

Lime — $2.25  per  bbl.  f.o.b.  warehouse  or  delivered. 

Brick — Common  red  brick,  $18.00  f.o.b.  ware- 
house ;  $16.50  and  up  in  car  lots  f.  o.  b.  Van- 
couver ;  pressed  red  brick,  f.  o.  b.  wharf 
Vancouver;  pressed  buff  brick,  $45  at  ware- 
house; $33  in  car  lots;  tapestry  brick,  $45  at 
warehouse;  impervious  brick,  $50  f.o.b.  build- 
ings; fire  brick,  $50  in  car  lots,  $50  in  ware- 
house; fire  clay,  $16.00  per  ton  in  car  lots. 


SAND  AND  GRAVEL 

Sand — Brick  and  plaster  sand  $3.25  per  cu.  yd., 
f.o.b.  bunkers,  in  small  quantities. 

Gravel — $3.25  per  yard  delivered,  in  small  quan- 
tities. 


LUMBER    (Building  Material) 

Vancouver  prices,  f.o.b.  mills: 
Prices  subject  to  frequent  change.    Mills  operal 
ing  on  an  open  market. 

Dimension  timber — Douglas  fir — 8  x  8,  $40;  10  x 
10,  $40;  10  x  12,  $40;  10  x  14,  $40.50;  12  x 
12,  $40;  14  x  14,  $40.50;  14  x  16,  $41.50;  6 
x  10,  $40.50;  6  x  12,  $41 ;  8  x  10,  $41 ;  8  x 
12,  $40.50;  10  x  16,  $42;  12  x  10,  $42;  16  x 
16,  $41.50;  6  x  14,  $42;  8  x  14,  $42;  12  x 
18,  $43;  18  x  20,  $44;  14  x  20,  $43.50;  16  x 
18,  $43.50;  16  x  20,  $44.50;  18  x  18,  $43.F0; 
20  x  20,  $43.50;  24  x  24,  $44. 

Fir  Flooring — 1  x  3  edge  grain,  $99.50;  1x4, 
$99.50;  1  x  4  flat  grain,  $89.50;  No.  1  and  2, 
1-inch  clear  fir  double  dressed,  $75;  No.  1 
and  2,  l'A  and  l'A  inch  fir  double  dressed 
$70;  2-inch  fir  double  dressed  $77;  fir  lath, 
$15;  13.  C.  cedar  shingles,  XX,  $5.25;  XXX, 
$7.50;  XXXXX,  $9.25. 

STEEL  AND  IRON 

Vancouver  prices  f.o.b.  warehouse: 
Steel — round  and  square  bars,  $6.00  base;  twist- 
ed and  deformed,  $7.50  base;  structural  sec 
tions,  $7.00. 

Galvanized  iron— 28  gauge,  $11.35  per  100  lbs. 

Corrugated  iron — 26  gauge,  6,  7  and  8  ft.  sheets 

$11.75;  9  and  10  ft.  sheets,  $11.90  per  square. 
Black  steel  sheets,  24  gauge,  $10.35  per  100 
lbs. 

Steel  angles— $9.00  per  100  lbs.,  depending  on 
size,  quantity  and  specifications. 

Steel  channels,  beams — $9.00  per  100  lbs.,  de 
pending  on  size,  quantity  and  specifications. 

Steel  plates— Cut  sizes,  $9.00. 

SEWER  PIPE. 

Sewer  pipe — Vancouver  prices  f.o.b.   warehouse ; 

4-in.,  17c  per  ft.;  6-in.,  25c  per  ft.;  8-in.,  35c 
ft.;  10-in.,  45c  ft.;  12-in.,  66c  ft.;  16-ln., 
$1.10  ft.;  18-in.,  $1.30  ft.;  20-ln.,  $1.86  ft.; 

24-ir<.,  $2.30  ft.    (All  net  prices). 

SUNDRIES. 

Hard  wall  plaster — $17.80  in  car  lots  f.o.b.  Van- 
couver, bags  extra. 
Hydrated  lime — $18.00  in  car  lots. 
Alca  lime — $16  per  ton. 

Plaster  of  Paris — Hammer  brand,  $6.50  per  bbl. 
Finishing  Plaster — $23  per  ton,  sacks  extra. 
Welsh  slate — $15.00  per  square,  f.o.b.  Vancouver. 
Rope,  Manilla — H  in.,  39c  base;   'A  in.,  39j$c; 

ii  in.,  40c;  'A  in.,  40c;  second  grade,  33c 

base ;  sisal  rope,  28c  base. 


PAINTS  AND  OILS 

Boiled  linseed  oil — In  bbls.,  $2.13  per  gal.  of  k 

lbs. 

Mixed  Paint— Per  gal.,  $4.05  to  $4,5. 

Raw  linseed   oil — In  bbls.,  $2.10  per   gal. ;  red 

lead,  dry  $18.00  per  100  lbs.;  in  oil,  22c; 

putty  in  bulk,  Standard,  $6.00;  Pure,  $8.00; 

Turpentine,  in  bbls.,  $1.45. 
White  lead— Ground  in  oil,  $19.15  per  100  lbs. 


Canada  Iron  Foundries,  Limited 

Head  Office 

Mark  Fisher  Building 
MONTREAL 


CAST  IRON  PIPE 


Car  Wheels,  Cast  Iron  Water  and  Gas  Pipe,  Specials,  Valves,  Hydrants,  etc.,  Castings 
of  all  kinds,  Mooring:  Bollards  for  both  Concrete  and  Wooden  Docks 
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Work!  at  Walkerville.  Ontario 


When    placing    your  '£ 
order  for  ^k^kV 

HYDRANTS,  *4 
VALVES  jj 

and  Sm 

VALVE 
BOXES 


place  it  with  us. 


MADE  IN  CANADA 


Strong,  Substantial  and 
Modern  Designs. 
Prices  right. 

Write  for  prices  and  see. 


flMITED 


VALVE  -HYDRANT  MANUFACTURERS 

WALKERVILLE,  ONT. 


Algoma 

Structural  Steel — Merchant  Bars 


Blooms.  Billets  and  Slabs 


Concrete  Reinforcing  Bars 
Shafting — Pulleys — Hangers 
Iron.  Brass  and  Bronze  Castings 

STEEL  RAILS— OP**  Hearth  Quality 
All  Sections— 12  lb.  to  100  lb.  per  yard 

Splice  Bars      Steel  Tie  Plates 


Sulphate  of  Ammonia — Sulphuric 
Acid — Nitre  Cake 


PIG  IRON 


Basic 


Foundry  Bessemer 
Spiegel 


Algoma  Steel  Corporation 

LIMITED 

Sault  Ste.  Marie        -         -  Ontario 
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Civil 

Electrical 
Mechanical 


Directory  of  Engineers 


Contractors 

Special 

Interests 


Willis   Chipman,   M.   Eng.    Inst.  Canada, 
M.  Am.  Soc.  C.E.,  M.  Am.  W.  W.  Assoc. 
5eo.  H.  Power,  A.  M.  Eng.  Inst.  Canada 

CHIPMAN  &  POWER 

Civil  Engineers 

Water  Supply,  Sewerage,  Sewage  Disposal 
Pavements  and  Other  Municipal  Works 
Reports,  Estimates, 

Supervision  of  Construction 
Appraisals   of   Works   and  Utilities. 
Mail  Building  C.P.R.  Building 

TORONTO  WINNIPEG 


The  E.  A.  James  Co.  Ltd. 

CONSULTING  ENGINEERS 
St  Toronto  Street  -  TORONTO,  CAN. 
Water  Supply  and  Purification;  Sewerage 
Systems;  Municipal  and  Trade  Waste 
disposal  Plants;  Incinerators;  Pavements; 
Bridges  and  Structural  work,  including 
Reinforced  Concrete. 


GENT  &  CO.  LTD. 

"Faraday  Works" 
LEICESTER,  ENGLAND 

Electric  Clocks 

Cables   "Lodealone,  Leicctttr 


DOMINION  ENGINEERING 
&  INSPECTION  CO. 

Testing  Engineers  &  Chemists 
HEAD  OFFICE  AND  LABORATORIES 
820  Lagauchetiere  St.  West,  Montreal 
BRANCH  OFFICES: 
Toronto  Winnipeg 


W.  R.  WORTHINGTON 

Formerly  Chief  Engineer,  Sewer  Dept.,  Toronto 

CONSULTING  ENGINEER 

Bridges,   Roads,   Sewers,   Sewage  Disposal, 
Water  Supply,  Valuating,  Arbitrating, 
General  Municipal  Engineering 

555  MARKHAM  ST.     -  TORONTO 


CANADIAN  INSPECTION  & 
TESTING  COMPANY,  LTD. 

Inspecting,  Testing  and  Metallurgical 
Engineers  and  Chemists. 
Inspection  and  Testing  of  all  materials  of 

construction. 
Independent    sampling    of    CEMENT  at 
point   of    manufacture,   and    Testing  in 
our  own  Laboratories. 
The   most   up-to-date   commercial  labora- 
tories in  the  Dominion. 

Toronto    Office    &  Laboratories, 

100  Jarvis  Street. 
Montreal  Office  &  Laboratories, 
405-406    Shaughnessy  Building. 
Represented  in 
Great  Britain,  Europe  and  United  States. 


R.  S.  &  W.  S.  LEA 

Consulting  Engineers 

Water  Supply  ;  Sewerage  and  Drainage  ;  Water 

Purification;  Disposal  of  Sewage  and  Refuse ; 

Water  Power  Developments  and  Power  Plants. 
Reports,  Designs,  Supervision  of  Construction 
New  Birks  Bldg.  Telephone 

MONTREAL.  P.Q.  Uptown  783 


FRANK  BARBER 

Bridge  and  Structural  Engineer 

Steel  and  Reinforced  Concrete  Bridges  and 
Buildings.    Foundations.    Municipal  Work 

40  JARVIS  STREET.  TORONTO 


WILLIAM  GORE        WILLIAM  STORRIE 

M.E.I.C..  M.INST.  C.E..  M.E.I.C..  A.M. INST.  C.E. 

M.AMER.  W.  W.ASSOC.  M.  AMER.  W.  W.  ASSOC. 

GEORGE  G.  NASMITH,  C.M.G. 

GORE,  NASMITH  &  STORRIE 

CONSULTING  CIVIL  ENGINEERS  AND 
PUBLIC  HEALTH  SPECIALISTS. 
Confederation    Life    Building,  TORONTO. 


McAllister  &taylor 

ENGINEERS  ft  CONTRACTORS 
J.  W.  McAllister  John  Taylor, 

M.  Am.  Soc.  C.E. 
87  Sun   Llf.   Bldg.,   HAMILTON,  ONT. 
Harbor    Improvements    and  Dredging 
Dsms,   Piledriving,  Concrete  Work  and 
Excavstion.     Under-wster  construction  by 
Taylor  patent  compressed  sir  caisson  method 


Pass 
it 

along: 


When  you  have  finished 
reading  this  paper  pass 
it  along  to  your  clerks. 
Encourage  them  to  read 
it  regularly~it  will  help 
them  and  that  means  it 
will  help  you. 


MILTON  HERSEY  CO.  LIMITED 

Industrial  Chemists  &  Inspectors 
PAVING 
Designed,  Superintended,  Inspected. 
Chas.  A.  Mullen,  Director. 

CEMENT  &  SAND 
Tested   Physically,  Chemically. 
MONTREAL  WINNIPEG 


Illumination 


Poi 


V.  K.  Stalford,  a.i.e.e. 

Consulting  and  Supervising 
Electrical  Engineer 

Room  28  Sun  Life  Bldg.,  HAMILTON 


Concrete  Pipe  &  Products 
Company,  Limited 

HAMILTON 
Pipe,  Tile,  Building  Blocks  and  Trim 


FRED  HOLMES'  SONS 

LIMITED 

GENERAL  CONTRACTORS 

123  Bay  St. 


Main  4472 


TORONTO 


Reid  &  Brown  Structural  Steel 
&  Iron  Works,  Limited 

We  carry  a  large  stock 

Steel  Beams,  Channels,  Angles, 
Plates,  Columns,  etc. 

FOR  IMMEDIATE  SHIPMENT 
Office  and  Work.  -  63  Esplanade  E,  TORONTO 
Phnnos—  Main  404  and  405 


Phone  Main  2449  P.  O.  Box  -  3064 

ALEXANDER  WILSON 

Consulting  and  Supervising  Engineer 

Reports  Estimates  Valuations 

Power  Development  and  Transmission 
Industrial  Plants  Illumination 
Yorkshire  Bldg.,  136  St.  James  St. 
MONTREAL,  QUE. 


Established  1884. 


Main  2463. 


Thomson  Bros.  Limited 

General  Contractors 

413  Ryrie  Building,  TORONTO 

Night  'Phones — Park    688.     Park  8302 
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Robert  W.  Hunt 
President 


Charles  Warnock 
Vice  Pres.  &  Gen'l  Mgr. 


Robert  W.  Hunt  &  Co. 

Limited 

CONSULTING  and  INSPECTING  ENGINEERS 
CHEMISTS  and  METALLURGISTS 

Expert  inspection  and  tests  of  all  structural  materials  and 
mechanical  equipment. 

REPORTS  ON  PROPERTIES  AND  PROCESSES 

Head  Office  &  Laboratories:  McGILL  BUILDING,  MONTREAL 
Branches;        Toronto        Vancouver        London,  England 


E.  G.  M.  CAPE  &  CO. 

LIMITED 
Engineers  and  Contractors 

General  Building  Construction 

Some  buildings  recently  completed  or  in  course 
of  construction: — 

Factory  for  Northern  Electric  Company;  Office 
Building  and  Shipbuilding  Plant  for  Canadian  Vick- 
ers,  Limited;  Liverpool  &  London  &  Globe  Insur- 
ance Company's  new  building;  Atlantic  Sugar  Re- 
finery, St.  John,  N.B.;  Ross  Pavilion,  Royal  Victoria 
Hospital;  Reinforced  Concrete  Storage  for  The  John 
Bertram  &  Sons  Company,  Limited,  Dundas,  Ont.; 
The  Military  Hospital  at  Ste.  Anne  de  Bellevue, 
Que.;  New  Buildings  for  Can.  Connecticut  Cotton 
Mills,  Sherbrooke,  P.Q. 

Estimates  and  tenders  furnished  on  all  classes  of 
Construction  Work. 

Head  Office  : 

920  NEW  BIRKS  BLDG.      PHILLIPS  SQUARE 
MONTREAL 


"Galvaduct"  and  "Loricated" 

Conduits 


for  Interior  Construction 


Conduits  Company,  Limited 

Sole  Manufacturer*  under  Canadian  and  U.  S.  Letters  Patent 


Toronto 


Canada 


J.  P.  An^lin,  B.Sc.        H.  J.  Gross         C.  D.  Harrington,  B.Sc. 
President         Vice  Pres.  &  Treas.  Vice  Pres.  &  Manager 

ANGLIN-NORGROSS 

LIMITED 

CONTRACTING  ENGINEERS  &  BUILDERS 


Halifax  Shipyards,  Halifax 
Crane  Comparv  ,  Montreal 
Ames-Holden-McCready,  Ltd.,  Montreal 
Children's  Memorial  Hospital,  Montreal 
Steel  Company  of  Canada,  Montreal 
Canadian  Cottons  Limited,  Cornwall 
Canadian  Cottons  Limited,  Milltown,  N.B.- 
Canada Amusement  Company,  Montreal 
Merchants  Bank,  Toronto  > 
Belding  Paul  Corticelli  Co.,  St.  Johns,  Que.- 
Belding  Paul  Corticelli  Co.,  Montreal 


MONTREAL 


TORONTO 


-Office  &  Power  House 
-Large  Industrial  Bldg 
-Factory 
-Hospital 

-Nut  and  Bolt  Works 
-Weave  Shed 
-Weave  Shed 
-Loft  Building 
-Bank  Building 
-Factories 
-Factory 

HALIFAX 


The  Wickes 
Blue  Print  System 


Simplicity  of  design 
is  a  big  feature  of  the 
design  of  the  Wickes 
Blue  Print  System. 
There  is  no  need  for 
its  operator  to  take 
up  valuable  time  tin- 
kering with  the  ma- 
chine or  fussing 
around  getting  it  to 
work.  Absolute  de- 
pendability and  long 
life  is  assured  every 
purchaser. 


There  is  no  glass  cy- 
linder to  clean  or  to 
replace  at  great  ex- 
pense. There  are  no 
series  of  belts  to  de- 
mand attention — just 
one  plain  continuous 
wide  belt,  the  life  of 
which  is  guaranteed 
for  years'  constant 
service  and  which 
will  last  as  long  as 
the  machine  itself. 


1856 


Ask  for  Catologue 

Wickes  Brothers 


1920 


2805  Water  Street,  Saginaw,  Michigan 

Builders  of  Heavy  Duty  Plate  and  Structural  Tools,  Heavy  Duty  En- 
gine Lathes,   Special  Production  Lathes  and  Crankshaft 
Turning  Equipment 


National  Iron  Corporation 

LIMITED 

Head  Office,  Works  and  Docks— TORONTO 

CAST  IRON  PIPE 

Every  Size  for  Water,  Gas,  Culvert  or  Sewer, 
Carried  in  Stock  at 

MONTREAL  -  TORONTO  -   PORT  ARTHUR 

RAIL  OR  LAKE  SHIPMENTS 
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We  are  builders  of  railway  vehicles  to  suit  every  requirement  of  passenger 
freight  and  general  service  on  steam  and  electric  lines  either  to  the  purchaser's 
or,  if  required,  to  our  own  designs  and  specifications  for  home  or  export  orders 

Among  our  many  other  products  are  the  following: 


STEEL 


IRON 


CASTINGS 
ROLLED  BARS 
PRESSED  WORK 
COUPLERS 
SPRINGS 
BOLSTERS 
BRAKE-BEAMS 
DRAFT-ARMS 
RAILWAY  TRACKWORK 
ROLLING  MILL  ROLLS 
ETC. 


MALLEABLE  CASTINGS 
ROLLED  BARS 
CHILLED  WHEELS 
DROP  FORGINGS 
ROLLER  SIDE  BEARINGS 
ETC. 


IF  not  mentioned  here  it 
is  probably  an  "Etc." 


FERRO-ALLOYS 

CASTINGS 
CRUSHER  JAWS 
DIPPER  TEETH 
BUCKET  LIPS 
PINS  &  BUSHES 
CRANK  SHAFTS 
CRANK  PINS 
ROLL  SHELLS 
SPECIAL  TRACKWORK 
ROLLING  MILL  ROLLS 
ETC. 


Our  plants  are  thoroughly  equipped  for  large  and  efficient  production, 
and  we  invite  correspondence  from  those  interested. 

Kindly  address: —    Sales  Department,  P.O.  Box  180,  Montreal 

CANADIAN  CAR  &  FOUNDRY  CO.,  LIMITED 
CANADIAN  STEEL  FOUNDRIES  LIMITED 
THE  PRATT  &  LETCHWORTH  CO.,  LIMITED 

PLANTS  AT  MONTREAL,  AMHERST,  N.S.,  WELLAND,  ONT.,  BRANTFORD,  ONT.,  FORT  WILLIAM,  ONT. 


Robb  Power  Plants 


Engines 


Corliss,  slide  valve,  verti- 
cal, horizontal,  simple 
and  compound. 


Boilers 


"'/.■:■:■/ 


Water  tube,  return  tubu- 
lar, improved  Scotch 
Marine  and  portable. 


ROBB  ENGINEERING  WORKS,  LIMITED 

AMHERST,  N.S. 


Montreal  Office — Phone  Westmount  6800 


Toronto  Office— 20  Victoria  Street 
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MANUFACTURING  CO  TORONTO  m  " 


TURNBULL 
ELEVATORS 

are  used  in 
many  of  Canada's 
finest  buildings 

WHY? 


Because  they  are  found  to  be  never  failing  in  their  positive 
and  efficient  operation.  Absolute  safety  is  the  essence  of  their 
design.  Turnbull  construction  leaves  nothing  to  be  desired  in 
stability,  durability  or  appearance.  Each  style  incorporates  the 
features  which  will  make  it  best  suited  to  its  particular  purpose, 
and  every  equipn:^nt  is  characterized  by  the  same  care  in  work- 
manship. 

Turnbull  E levators  are  a  dependable,  Canadian  made  pro- 
duct at  a  moderate  cost,  which  has  been  tried  and  proved  for 
years.  You  ove  this  up-to-date  equipment  your  thorough  in- 
vestigation a?  consideration.  We  are  happy  to  answer  all 
enquiries. 

■ 

Turnbull  Elevator  Manufacturing  Co. 

]  6  John  Street,  TORONTO,  Ontario 

Montreal  Office  •  .  -  202  Mappin  &  Webb  Building 
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"DOMINION"  Wire  Rope 

Flexibility  and  Strength 

for  the 

Stiffest  Requirements 

Let  us  quote  you  for 

Blocks,  Clips,  Thimbles  and  Shackles 


The  Dominion  Wire  Rope  Company,  Limited 

Head  Office:    MONTREAL  Branches:   TORONTO  AND  WINNIPEG 


Let  us  quote  you  for 

The  HOLT  "  CATERPILLAR "  Tractor 

which  is  now  available  for 

Agricultural  and  Commercial  Purposes 

"MARION"  Revolving~Shovels 

mounted  on 


Crawling  Traction  Trucks 

Specify  "RANSOME" 


\ 


